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THE, TRAMWAYS 
EXHIBITION. ie. d 


Іт is usual to point out. that the lateness of the tramways 
industry in this country will be counterbalanced to our 
advantage by the avoidance of the errors and omissions of 
America. Asa fact, however, the advantage which has been 
reaped from this source i8 inconsiderable, and British practice 
is, in most things, as advanced as American. The extra- 
ordinary increase of traffic consequent on electric traction 
was not foreseen in America, yet it took place so often and 
so uniformly, that it might have been assumed as a safe 
precedent for this country. Such has not been assumed, and 
some English lines have been laid out and equipped with many 
of the avoidable errors of carly American practice in permanent 
We are using what are practically 
ordinary horse cars, only somewhat larger, and fitted with 
motors, Now what is an ordinary horse car? It is a long 
vehicle with a short wheel base. In taking curves and points 
and turn-outs, this car, with its short wheel base, never ran 
very fast, because it was limited in speed by the capacity of 
Moreover, a careful driver would always 
cause his horses to pull sideways sufficiently to pull the head 
of the car into the correct line of motion, so that when the 
wheels took the diversion, they were not exposed to the 
sudden wrench that would have come upon them if the car 
front were not already being urged to follow in the same 
But when this car was taken and enlarged, and 
electric motors were placed beneath it, it was enabled to run 
ut a much higher speed, and when such a car with its short 
wheel base runs into a turn-out something like 12 feet of 
car have already run past the point of deflection before this 
is entered by the leading wheels. Ава car may have a length 
of 28 feet or 30 feet, and a wheel base of only 6 feet, the 
stress upon the wheel flanges and the racking strains upon 
the whole car and its equipment are very severe. This all 
arises because, in the first place, track and turn-out is made 
just as it was in the old horse-traction days, and the ordinary 
electric car is but a gloritied horse car with the worst faults 
Some 
electric tramways would seem to have been constructed in 
a manner that proves there has been little expectation of 
much traffic, no recognition of the fact that facilities for 
traffic produce traffic, a disregard of the necessities of 
quicker speed, and an absence of any grasp of the 
necessity of dealing with the tramcar in the light of 
a carriage, Thus it is that we see the continuance of 
the short wheel base, and that so many exhibits at 
Islington are of single trucks designed to overcome what 
they can at best but mitigate—the placing of a long body ona 
short wheel base, All the design in the world cannot, by the 
most ingenious system of springs, overcome the fact that a long 
body cannot be carried over an uneven track without galloping 
effects, unless the wheel base is proportionately long. The 


object of the short wheel base is, of course, to enable a four- 
D 


glorified or magnified in an excessive proportion. 
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wheeled car to pass round the small curves that are necessary 
on a tramway, for square corners in narrow streets do not 
permit of curves of large radius. Apparently the only means 
of overcoming the difficulty is the use of long cars and 
bogies. The exhibition shows some evidence that the subject 
is not. being neglected, for the so-called maximum traction 
truck is coming into use, The difficulty involved in the 
employment under a car of a couple of four-wheel trucks is, 
of course, that only half the weight of the car is available 
for tractive purposes, and already gradients are being sur- 
mounted by electric cars that demand the full adhesion of the 


car. To secure the maximum traction with only two motors, 
the maximum traction truck has been evolved. 


In this 
truck one pair of wheels is much smaller than the other, and 
the weight of the car body is carried by а point in the truck 
frame very much nearer to the large pair of wheels that are 
alone motored. This method is a compromise, of course, and 
it is a question whether the “maximum” traction thus 
secured is sufficient. It may be five-eighths, or at most three- 
fourths, the total car weight, and we cannot, think that this 
will always be satisfactory. The expense of four motors is 
looked at somewhat askance, or otherwise the difficulty would 
be at once solved by the use of two trucks with 
all wheels alike and four motors to a car. It is not 
necessary that such motors should be as large as existing 
motors. Four motors may, perhaps, be wasteful of current. 
We have heard them complained of on this score. At the 
same time the series parallel system of control should render 
it possible to control such а car in a manner to avoid much 
of the loss now due to resistances. Four motors could be 
worked in series, or in parallel pairs, or all in parallel. 
Obviously the use of such long cars as would be properly 
suited to four motors supposes a sufficiency of traffic. We 
see no reason to doubt this sufficiency in most cases, and in 
other cases it appears exceedingly probable that the saving 
they would effect would more than counterbalance their 
disadvantages. In the first place, on all the busy lines they 
would reduce the wages item to one-half. There are already 
several lines in this country that have been converted from 
steam to electricity. On the old steam lines, long double 
truck cars were run, and these had invariably seating accom- 
modation on the top. They have been replaced by smaller 
four-wheeled cars whose relative carrying capacity is 
about one-fourth that of the old cars, and the wages 
item is therefore doubled per passenger. Any higher 
average speed of the electric car helps to reduce some- 
what this excessive labour charge. In addition to 
reducing the carrying capacity inside there is the top seat 
question. What is the reason for the existing weakness for 
single-deckers? Is it simply because in this country car 
practice has slavishly followed American methods? They 
do not use top seat cars in America, for very good 
reasons. The temperature in summer goes up to about 
150° F., and in winter it drops to 20° or 80° below 
zero. Obviously the top seat car has a very short 
time limit—about a month in spring and a month in 
autumn. In England most people can ride outside 
a car all the year round. 
the outside seat. Englishmen prefer it, and the multiplicity 
of designs for dry seats to be seen at Islington is ample 
evidence of the general opinion. America has come, or is 
coming round to the long car and the four motors 


Americans do not fancy ` 


though it is not to be expected that the outside seat will 
be adopted. | 

A further advantage of long cars is that they will ru 
well over a track that is impossible or undesirable for single- 
truck cars. The short car gallops so badly over faulty rail 
joints that the trolley is certain to be frequently dewired. 
Dewiring means delay ; often it means entanglement with 
guard wires and the destruction of the overhead work. 
Moreover, its ill-effects extend to the power house, where 
circuit breakers are put out ‘and all manner of delays result. 
The damage to the cars is too well known to require more 
than passing comment. 

The conviction cannot but force itself upon the mind of 
any mechanical engineer that the initial stages of electric 
traction work have been very badly engineered. The 
experience of railway men has been practically ignored. The 
long wheel base has long enough been recognised as a 
necessity, and the only means ef securing it has been by the 
independent truck in some of its various forms, Though 
not great, the experience of electric traction in this country 
is already sufficient to warrant the use of something more 
businesslike than the enlarged horse car, and the more 80, as 
pointed out above, that so many lines, now clectrically 
worked, have hitherto been worked by steam, with cars of 
very considerable length. We are convinced that a bolder 
grasp of the question is now most necessary and desirable. 


COMBINED LIGHTING AND TRACTION 
STATIONS. 


THE question whether it is better policy to generate elec- 
trical power for both lighting and traction in a single 
station, or to keep the two functions entirely separate, is 
not only one of absorbing interest, but in view of the large 
number of installations of both kinds being laid down af this 
time, is also of great importance. "That opinion is divided 
on this point is evident, from the fact that such large towns 
as Glasgow and Cardiff are erecting separate stations, while 
on the other hand, Manchester and Southampton are com- 
bining the two systems—even though in the latter case the 
lighting supply is with alternating current. 

The point was not dealt with by Mr. Quin in his paper 
before the Municipal Electrical Association (abstracted in 
another place) which was specifically confined to the 
management of the two undertakings ; nevertheless, it is 
inseparable from the latter question, and must be settled at 
the very start of any new municipal installation, even 
before it is definitely decided to carry on both operations, 

The present tendency is on the whole in favour of com- 
bination : but this is, we think, in many cases, rather due to 
the profound and well-merited confidence reposed in their 
electric lighting engineers by the authorities concerned, than 
to mature deliberation on the relative merits of the rival 
systems. | | 

For small townships, where neither lighting, nor power, 
nor traction is likely ever to become of large dimensions, we 
think there can be no doubt whatever as to the advisability 
of combining the works, as far as possible, and placing the 


whole under the supreme control of an electrical engineer. 


While there is little to be gained in economy either of capital, 
in the first instance, or of cost of generation afterwards, 
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there can be no doubt but that a smaller engineering staff 
vill suffice for the joint undertakings than if they were 
sparate, and their tune will be employed to better pur- 


ps the other hand, when both operations are carried on 
opan а large scale, we are driven to the conclusion that the 
envinceers must specialise. How can a man who is respon- 
sib: for the supply of electricity to 200,000 lamps be 
expected, or be able, to devote due attention to the control 
id a service comprising, say, 200 tramcars ? He must be 
provided with highly skilled assistant engineers, each of 
whom is capable of taking sole charge in his own depart- 
ment ; consequently, we have here ‘no economy in manage- 
ment, but the reverse, As for the division of profita 
between the two departments, that is a matter of small 
moment to the community, The aim of the authority 
should undoubtedly be to provide lighting and transport at 
the lowest, possible rates, and if this cannot be attained 
br combination, the management-—and therefore the works 
—ought to be separated, Š 

In ræponse to a recent request, we have received a 
number of interesting communications from engineers who 
ar carrying out important undertakings of both kinds, 
from some of which we quote as follows :— 

Mr. J. F. С, Snell says, regarding the question of joint 
management, that he is decidedly of Mr. Quin's views, 
and his Council has made the chief electrical engineer the 
head not only of the electric lighting department, but 
abo of the tramways. Mr. Snell's assistant engineer takes 


charge of the car shed and tramway line, the up-keep of the 


miling stock, and the training of the motormen, while the 
traffic manager controls the cars on the line, the motormen 
and condactors, and deals with the receipts from the 
crs, &c. I have no doubt that this system will work 
qute well in a system such as ours, where the maximum 


number of cars we are likely to require will not exceed 


lw, I doubt if, however, in a large system, the chief 
dectrical engineer will have sufficient time to attend to the 
general management of a large system, such as what will be 
ш use in our big towns, because he has to act not only ав 
chief resident engineer, but in moet cases (as in my own) as 
consulting engineer and adviser as well. It is true that this 
arter rôle will only be exercised for a limited number of years, 
after which the work will be easier, when the tramways are 
constructed and in full running order. For moderate-sized 
towns, however, I strongly believe Mr. Quin's suggestions to 
represent, the best, policy." | 

Mr. A. B. Mountain takes the view that the power 
required for electric traction will ultimately represent such 
& small proportion of the capacity of the generating station, 
that combination of the lighting and traction as far as the 
zeneration of electricity is concerned must result in reducing 
the cw of energy to both departments, Estimating the 
'izhting plaut for a town of 100,000 inhabitants to have an 


«pat of. 20,000 to 40,000 H.P., and the traction plant for 


Ure same town to be of 2,000 н.р. for the supply of 100 
Au, Mr. Mountain regards it as foolish to expect separate 
geteraling works to give such economical results as could be 
aained by combination, and considers that the results 
«may obtained have conclusively proved that putting 
down & separate power station is a great mistake, 

On the other hand, Mr. Mountain anticipates that in the 


future the network of tramways about a town will extend 
many miles into the surrounding conntry, and that the 
towns will become purveyors of electrical energy to the 
smaller districts in their neighbourhood, necessitating either 
a number of low pressure stations or a single large works 
generating at high pressure. This state of things, however, 
is a matter to be dealt with in the far future, and is, we 
think, somewhat in conflict with the foregoing estimate. 

Mr. Mountain aptly points out that out of 48 munici- 
palities only three have voluntarily’ adopted separate 
stations, all the rest having arranged to supply the energy 
for tramways from their lighting stations, 

Mr, J, S, Highfield is strongly of opinion that for a town 
of small or moderate size, where the tramway system does 
not exceed, say, 25 miles of track, the most economical 
arrangement ів to generate the whole of the electrical energy 


required, whether for lighting or for traction, at one central 
station, and to have the whole supervised by one committee 
and by one engineer. “There are towns where some engineers 
wonld put down two power stations, owing to the extended 
length of the tramways, or owing to the load areas for 
lighting and tramways not coinciding. Even in this case 
I consider that one committee and one engineer should 


control the whole undertaking, and if two stations be 


decided upon, I think the plant should be so laid out, that 
it may be used for supplying both to the lighting and 
traction feeders. For controlling the distribution of the 
current and the working of the tramways, I think that, pre- 
ferably, sub-committees from the parent committee form the 
best system for large undertakings, whether one station or 
several stations is found necessary, and there are cases where 
more than one station is not a disadvantage. But in all 


. eases one engineer and one committee should control the 


works and the generation of electrical energy " for whatever 
purpose. Where the business is being rapidly extended, the 
chief engineer has his hands quite full enough in laying out 
new work to occupy the whole of his time, and he should 
appoint thoroughly capable engineers to take charge of the 
power Station. It seems to me it is essential that the chief 
should not waste his time in going into matters of routine 
detail; work which can be better done by men who are 
constantly employed on it." ‘I should, in conclusion, like 
to point out that the plant required for general supply is 
sure in the future to greatly exceed that required for working 
local tramways ; hence, whatever can be said in favour of 
having one undertaking to supply electric energy to one area 


at the present time, in the future the claims for such a policy 


will be still more weighty.” 

From the above remarks it will be seen that Mr. High- 
field is in general agreement with our other correspondents, 
and with our views expressed above as regards towns of 
moderate size. But it should be borne in mind that when 
a large demand for power has been worked up, it will be 
impossible to supply it from machines and mains which are 
at the same time supplying lamps ; in fact, the power load 
ought to be supplied by the tramway generators. 

In cases where the demand becomes so large as to render 
necessary the establishment of a high pressure generating 
station, removed from the centre of the area of supply, there 
is a simple way in which to enable the same main generators 
to supply lighting, traction, and other loads, even of the 
most variable character, without detriment to the lighting 
pressure; that is, by the use of synchronous motor-generators 
for the lighting circuits. With this system the secondary 
pressure, be it direct or alternating, depends only on the 
frequency of the supply, and is unaffected by large varia- 
tions of the pressure applied to the motors. This, however, 
is too large a subject for discussion here. | 
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ELECTRIC LIGHTING OF DOXFORD by electricity shows a considerable saving over the previous 


HALL, NORTHUMBERLAND. system, which was a mixture of oil lamps and gas manu- 
ae factured on the estate. 

WE give below some particulars and photographs of an 

electric lighting installation, recently put into the residence 


THE DISTRIBUTION OF 
ELECTRICITY. 


MR. GEORGE WILKINSON, the borough elec- 
trical engineer of Harrogate, read a paper 
(abstracted: in our other columns), on the 
distribution of electricity before the Muni- 
cipal Electrical Convention, in which he 
rightly emphasises the great importance of the 
distributing system, and urges more attention 
being paid to that portion of the plant. As 
duplication is obviously impossible, and as 
the first intimation that generally reaches the 
station engineer of trouble outside comes from 
the consumer whose supply is defective, or 
interrupted, it is surprising that in many 
undertakings the mains are left in the hands 
of juniors and new comers, while the greatest 
attention is paid to the plant in the works. 
At one time it was the fashion to extol the 
necessity for everyone being a “ first class 
mechanical engineer," which phrase usually 
of A. Browne, Esq., of Doxford Hall. The plant consists meant, in the mouth of the speaker, that he considered the 


Doxronp HarL: Orr ENGINES. 
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two sets of accumu- 
lators. | 

The installation 
is à very complete 
one, «There are 
about 300 incan- 
descent lamps dis- 
tributed throughout 
the house and out- 
buildings, as well as 
a searchlight fixed 
at the top of the 
house, while electric 
irons inthe laundry, 
an electric horse- 
clipping machine, 
and various motors 
for pumping and 
other purposes are 
in use. The ac- 
companying photo- 
graphs show  re- 
spectively the dy- 
namos and switch- 
board, the engines, the drawing room, 
and the dining room. In accordance with 
the dictates of artistic illumination, most 
of the lights in the two rooms last named 
are hidden from view, and are therefore 
not seen in the photographs. | 

The oil for the engines is stored in 
tanks some distance from the engine room, 
whence it is pumped to a tank above the 
level of the engines, thus enabling the 
engine tanks to be filled as required by 
simply turning on a tap. The plant has 
now been running over three years, during 
which time there has not been the slighest 
hitch ; the whole installation was carried 
out by Messrs. F. A. Glover & Co., of 97, 
Queen Victoria Street, Londen. The 
switchboard is arranged on the principle 
uniformly adopted by this firm for all 
their country house installations, and is во 
simple that an ordinary gardener or groom 
can easily be taught to run the plant ina 
fortnight. The cost of lighting this house 


the fact that the pro- 
portion should rather 
be one half business 
man, one quarter 
chemist and electro- 
chemist, and the rest 
general mechanic. 
Mr. Quin has 
alrendy, in his paper 
on “ Faults,” given 
the M. E. A. well-con- 
sidered opinions on 
how mains troubles 
may be avoided, and 
it is a good sign that 
increasing attention 
is being devoted to 
the commercial and 
te physical problems 
arising from what 
Mr. Wilkinson col- 
lectively terms the 
distribution of elec- 
tricity. 


DoxFoRD HALL: Dynamos AND SWITCHBOARD. 
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In the works proper, a fault or breakdown ought not to 
interfere with the supply. Supervision and skilled attention 
can render the consumer’s lamps almost safe from extinction, 

| a momentary flicker cannot be prevented. But 
outside, the distributing engineer is handicapped by so much 
of the apparatus under his charge being out of sight, by the 
carious chemical and thermal actions that go on, and by the 
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area over which he has to exercise supervision. As the 
paper says, it is not comfortable to feel that a bad fault 
way develop upon the mains at any moment, and stop the 
phy to а large proportion of the consumers." The author 
Mis the nai] on the head when he condemns the-spirit of 
parsimony which would prevent the engineer obtaining the 
Very best cables and joint boxes money can buy. 

The systems of mains for three-wire distribution are 
chæified under the heads of (а) bare conductors, (b) 
Callender or B. I. W. Company, solid, (c) concentric, (d) three 
core, (e) single cables in conduits. The principal objection 
to the first system is the difficulty of finding space under 
е footways, and it might be added that many towns 

bare conductors are laid have found it advisable 
te adopt the strained-up principle (e.g., Aberdeen). Mr. 
Wilkinson considers that the solid system is that most 
widely used for three-wire distribution, and that a care- 
fully laid network is remarkably free from faults. This 
opinion will, we believe, be endorsed by those who have 
hed extensive experience with mains. Mechanically, elec- 
trically, and chemically such a system possesses strength and 
j It is not easy to see wherein lies the distinction 
кде (b) and (с) or (d), because no one nowadays buries 
eech in the ground if money is available for the 
BENE or protection which forms the mechanical safe- 
nit accidental damage. 
sn considers draw-in systems as only suitable 
With this opinion one is quite able to concur. 
Mx. Jeckell of South Shields, enunciated as a 
re ^ draw-in for feeders; solid, or buried for 

BÉ," aid this is exactly what has happened in most 
ee advantage of the three-core distributor, as 
B ocentric, is the ease with which service con- 
ee: it is also stated in the paper that while 
box costa £2 to £3 58. for “a triple," it 
for half this sum in the case of a three-core 
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t over so often, that there is really nothing 
weet, and Mr. Wilkinson is successful in making 
h he has to say about things said often before. 
ne to Joint boxes he is mare practical, however, 
up new ground. The cost of joint boxes is 
aa an element of anxiety to many engineers in the 
‘Shaler provincial towns, The Wordingham pillar terminal is 


"question of distribution has been discussed, 


selected as a good example of low pressure connections, while 
a modification of the Brush Company's “dry” joint box of 
1891 seems to have given satisfaction for high pressurc alter- 
nating. Probably there is no better street fuse and switch 
box than that now being made by Ferranti, but it is expen- 
sive. A cheaper type was described by Mr. Kilgour in a 
paper he read some time ago before the Northern Society of 
Electrical Engineers. The weak point in 
many of these boxes is undoubtedly the con- 
nection between the cable and the box ter- 
minals, Mr. Wilkinson prefers the method 
of clamping the outer strands of а concen- 
tric cable between two discs at right angles 
to the axis of the cables, a practice probably 
introduced by Felten & Guilleaume, and 
certainly very extensively used by French 
and German engineers, Of course if the cable 
be cut right through a ferrule slipped over 
the inner conductor and below the outcr 
strands provides a solid bed upon which to 
screw down the bridge of the terminal block, 
but the Continental method is perhaps more 
generally satisfactory, although taking up 
more room, 
The suggestion of sealing joint boxes by 
running in compound between a light internal 
box and the main outer box was actually 
used in some of the house service boxes put 
down by Callender's in Liverpool 11 and 
12 years ago. As Mr. Wilkinson says, too 
greab reliance is placed upon compound in 
joint boxes. After all a joint box mechanically 
made should be sealed by a metal-to-metal 
faced joint with a thin gasket ring or joint- 
ing material : no trouble should be met with 
if the casing is heavy enough, but such boxes are often 
made too light. A good example of a service or joint box 
is the B. I. W. Co.'s service box such as is used in the City of 
London and elsewhere. | 

The paper may be said to be а protest against uu- 
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STREET VIEWS AT FARNWORTH. 


mechanical work. The gas companies, water companies, 
and hydraulie power companies; have long since adopted 
Standard patterns, heavy, mechanical, and well made, for 
street valves, receivers, inspection chambers, &c. If 
electrical engineers would only give up house transformers, 
the lavish use of compound, cheap, and light castings, and 
flimsy fittings, most of the troubles with “ boxes” would go 
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for ever, The M.E.A. convention is useful in a very great 
degree, if at its yearly meetings those who have to provide 
the funds and control expenditure only learn that their 
engineers can no more prevent faults on mains if joint boxes 
and cables are of the cheap and nasty type than they can 
stop leakages from steam-pipe systems if the flanges are 
little more than angle-irons, and the valves the chenpest on 
the market. 


FARNWORTH ELECTRIC TRAMWAYS. 


THIS tramline, which has been converted from horse 
traction, is a continuation of the Bolton Tramways, and 
extends from the Bolton boundary through Farnworth to 

Kearsley. The line which was opened to the publie on 
Good Friday is double throughout. The existing tram 
rails, which have been bonded at every joint, have been 
utilised, except at the Kearsley end, where new movable 
points and crossings have been laid down ; this at present 
being the terminus. 

The span wire system has been adopted, the spans being 
supported, as shown in our photographs, on ornamental 
poles which are fixed about 40 yards apart. The poles are 
of steel made up in three sections and weigh approximately 
800 Ibs. each. 

The trolley wires are carried directly over the centre of 
each line, and are supported by means of specially designed 
straight line hangers or pull-offs as required. Guard wires 
are fixed at a height of 18 inches above the trolley wire 
wherever telegraph or telephone wires cross the route. 

The necessary section and feeder boxes are fixed, but at 
present the current is supplied from the Bolton Corporation 
Mains, pending the completion of the Farnworth Council’s 
generating station. | 

The whole of the overhead equipment and bonding of 
the rails has been carried out by Messrs. George Hill & Co., 
of Manchester. 

The line was inspected by Mr. Trotter and Colonel Yorke 
on behalf of the Board of Trade, who, we understand, 
expressed their complete approval with the manner in which 
the work has been carried out. 

Messrs. Lacey, Clirehugh & Sillar acted as consulting 
engineers to the Farnworth Council. 


PARIS EXHIBITION. 


MESSRB. MATHER & PLATT, LIMITED, and Messrs. Galloway 
have sent a joint exhibit to the Paris Exhibition illustrating 
a typical combined electrical plant. 

The generator is one of Mather & Platt’s multipolar 
machines, designed for use on lighting or power circuits. It 
is of a substantial design, and all details with regard to 
accessibility and compactness have been carefully considered. 

The machine is shunt wound, and has an output of 230 
to 250 volts and 1,400 amperes at 105 revolutions per 
minute. It is, however, capable of carrying a temporary 
overload up to 1,600 amperes, and is arranged to run in 
parallel with other generators in the Exhibition. It is of 
the 18-pole type, the coke ring and magnet cores are of cast- 
steel, and arrangements are made so that the lower half of 
the ring can be lowered into the foundations, enabling any 
magnet winding to be taken off or to be easily inspected if 
necessary. | 

The armature is central hung, being mounted upon the 
crankshaft between the two bearings; it is not keyed to the 
shaft, but bolted direct to the heavy fly-wheel with which the 
engine is provided. This method of attachment ensures all 
fly-wheel effects being transmitted direct to the armature, no 
keys are subjected to an unnecessary strain, and a very stiff 
job is ensured. 

The armature is of the slotted type, the bars being laid in 
insulating troughs, and entirely embedded in the iron of the 
core, Which is the usual practice in generators of this type, 
and efficiently protects the windings from damage. 

Special attention has been paid to the question of efficient 
ventilation both of the armature and commutator, and the 


machine can consequently carry the full load for long 
periods with but a small rise in temperature. 

The commutator is of large diameter and width, and of a 
design and construction up to the highest standard of modern 
practice. The current is collected by carbon brushes, mounted 
in special holders, which admit of the contact pressure being 
adjusted as may be required, and each holder is fitted with 
“ hold-off attachment. 

The efficiency of the generator is approximately 94 per 
cent., which, with an engine efficiency of 91 per cent., gives 
a combined efficiency of 85:5 per cent. 

The engine, which is of the compound inverted type, is by 
Galloways, Limited, and is capable of developing up to 
630 1. H.P., with high economy when provided with steam at 
10 kg. per square centimetre, and going at 105 revolutions 
per minute. 

The high pressure cylinder is 16 inches diameter, and the 
low pressure 34 inches, both being arranged for a stroke of 
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5 feet; the cylinders are erected on standards of an enclosed 
type, the fly-wheel and dynamo being between. 

The distribution of steam to both high and low pressure 
cylinders is effected by Corliss valves, having separate chests 
for steam and exhaust, both sets of valves deriving their 
motion from eccentric fitted on crankshafts driven from the 
end of the main crank pins. The whole of the valve gear 
is arranged on the outer sides of the standards, and thus, 
owing to its accessibility, admits of ready adjustment at any 
time from the outside of the engine, and further, in con- 
junction with the enclosed design of the standards, avoids 
the risk of any oil, steam, or water being splashed upon the 
dynamo. | 

The governor, which is of the high speed centre weight 
type, is positively driven from the valve shaft, and it auto- 
matically controls the expansion of steam in the high pressure 
cylinder: provision is also made for the adjustment of speed 
by hand while the engine, is running. 

A neat and substantial platform is erected for access to 
the whole of the cylinder parts, valves, &c., and this is 
designed so as to give light to and convenience for lifting the 
dynamo parts. 

An efficient system of forced lubrication is adopted, and the 
steam is superheated between high and low pressure cylinders. 

As is now generally adopted for central station installa- 
tions the condenser, which is of the ejector type, is fitted 
with an independently driven water pump. 
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The bed-plates have been arranged to meet the whole of 
Ue straining actions within the structure of engine and 
drname, and the whole is absolutely self-contained. 

The enyine throughout is of massive and substantial con- 
sraction, and it in needless to вау that great thought and 
attention bas been devoted to the design and manufacture of 
every detail. 


DESTRUCTOR AND ELECTRIC POWER 
STATION AT ST. HELENS. 


By J. S. HIGHFIELD. 


[x view of the great interest at present taken in the com- 
bination of destructor and electric supply works, with the 
object of utilising any available heat that may be obtained 
from the former, a short account of these works and the 
results attained may be of assistance to other local 
authorities, | 

The electric power station has been erected and equipped 
br the Electric Supply and Tramways Committee, who 
supply energy to work the local tramways, and also give a 
general supply to private consumers for light and power. 
The plant consists of four engines with direct coupled 
generators, of a total capacity of 600 Kw. A fifth engine 
i on order with a capacity of 300 xw. The engines are 
of Willuns & Robinson's three-crank compound type, and 
werk condensing. The condensing plant consists of а 
Wheeler condenser, capable of dealing with 20,000 lbs. of 
steam per hour: this condenser works in conjunction with a 
Klein cooling tower, and the plant suffices to maintain a 
vacuum of 25 to 26 inches, Adjacent to the electric works 
the Health Committee erected a destructor plant, the 
bowugh engineer, Mr. G. J. C. Broom, being responsible for 
the design of the works; the contractors for the work were 
Messr& Beaman & Deas, The destructor works are under 
tbe supervision of the electrical engineer and his staff, who 
are responsible for the proper burning of the refuse. The 
weighing of the refuse and the removal of the clinker are in 
the hands of the borough engineer. The Health Committee 
lay for this supervision, and are paid in return for the 
number of unita generated by the steam that is supplied by 
the destructors. 

In this way the Health Committee are entirely respon- 
able for che destructor works, and own the whole of the 
{емет plant, feed pumps, and steam pipes up to the main 
range in the engine house. 

The destructor plant consists of two furnaces, each 
having two cells on the Beaman & Deas principle; the hot 
gases from each furnace pass through a combustion chamber, 
and then through a Babcock boiler having 1,740 sqnare feet 
of heating surface. After leaving the boilers the gases pass 
through a Green's economiser having 96 tubes. A super- 
heater is fitted to each boiler, which serves to give about 
low? F. of superheat to the steam. The furnaces are fitted 
with closed ashpits, and forced draught is supplied under the 
hearths by a centrifugal blower, driven by an electric motor. 
This blower is designed to blow three furnaces, and hence 
works inefficiently when used to blow only two furnaces; at 
preant only one furnace is used to supply steam to the elec- 
tricity works, A test was carried ont on one furnace by the 
eleatrical engineer, to determine the weight of refuse that 
wuld be destroyed, and other data which are given in tabular 
form below, 


Test or No. 1 FURNACE AND BOILER OF BEAMAN AND 
Deas DESTRUCTOR. 


Date of test, April 10th, 1900. 
Duration of test (10.30 a.m. to 5.50 p.m.), 7 hours 20 minutes. 
Stale of weather, fine, windy. 

Nature of fuel, unscreened ash-bin refuse of average quality. 
Tetal weight of refuse burned, 16 tons 18 cwts. (37,912 lbs.) 
Weight burnt per hour, 5,169 lbs. 

Weight burnt per square foot of grate area, 103 Ibs. 

Тел weight of clinker and ash, 5 tons 6 cwts. 1 qr. (11,900 Ibs.) 
Pereentage of clinker and ash to refuse, 31:36 per cent. 

Total water evaporated, 48,216 lbs. 

Waster evaporated per hour, 6,575 lbs. 

Water evaporated per hour from and at 212^ F., 7,955 lbs. 

Water evaporated per pound of refuse, 1:27 lb. 

Water evaporated per pound of refuse from and at 212° F., 1°54 lb. 
Temperature of water in tanks, 46° F. 


Temperature of water from economiser, 190° F. 

Average steam pressure, 132 Ibs. 

Averave air pressure under grates, 3:1 inches of water. 

Temperature in combustion chamber by copper test, 2,000. F. 

Temperature in main flue before economiser, 537? F. 

Temperature in main flue after economiser, 358? F. 

Percentage of CO, ‘average of 21 readings), 1074 per cent. 

Percentage of O (average of 20 readings), 9716 per cent. 

Men employed on furnace, two firemen and one labourer to feed 
the refuse into the cells. 


The very high results attained could not be kept up in 
practice, the labour being altogether too heavy, and the 
depreciation of the furnace would be very great at such a 
high rate of combustion as 103 lbs. per hour per square foot 
of grate area. 

The working results from day to day are a better criterion 
of the utility of the destructor than the special figures 
attained during the short test quoted above. 

The first shift of men, three in number, come in at 5 a.m., 
and have steam raised by 6 a.m., when the first engine is 
started; this engine charges a storage battery until 8 a.m., 
and is then shut down. At 7 a.m. a second engine is started 
to supply energy to the tramways; the engine is of 300 J. H. P., 
and is direct coupled to a shunt wound generator of 200 KW, 


The plant is run non-condensing, except when the load is 


abnormally heavy, in order to take all the steam generated, 
AS many as 20 cars can. be operated continuously when the 
plant is working condensing, The boiler also supplies steam 
to a mortar mill which works 14 hours a day, and also to a 
winch which is used occasionally. The quality of the mortar 
made from the clinker is excellent. The destructor plant is 
worked from 2 p.m. on Mouday till midnight on Saturday. 
No burning is done on Sunday, and on Monday the flues are 
thoroughly cleaned. For supplying the extra steam required 
when the lighting load comes on, one or more of the Lanca- 
shire boilers at the electric works is utilised according to the 
time of the year, and. this boiler or boilers also takes the 
load on Sunday and Monday, to the time of starting work at 
the destructors. The destructor plant has now been work- 
ing since January, and the results shown in the attached 
table are maintained steadily week by week. No coal what- 
ever is used in the destructor furnaces. The total quantity 
of refuse at present available is about 200 tons per weck, 
and a second furnace is worked one shift a day in order to 
burn this amount. It is probable that a third furnace will 
be erected, and the two boilers, instead of one boiler, as at 
present, will be kept under. steam: proportionate results will 
certainly be obtained. 


RESULTS ATTAINED IN ORDINARY WORKING DURING 
May, 1900. 


Average weight of refuse burnt per week, 143 tons 13 ewts. 

© Average weight of clinker and ash per week, 40 tons 8 ewt. 
Average weight of mortar made per week, 15 tons 2 cwts. 
Average weight of refuse per shift of nine hours, 13 tons 14 ewt. 
Average units used to work fan, per ton, 9. 
Average units generated from steam, per week, 7,062. 
Average units generated per ton burnt, 50. 
Average wages per ton burnt, 1s. 11d. 


PARLIAMENTARY COMMITTEES. 


SovrH WaLes ELECTRIC PowEr BILL. 


On Thursday, June 21st, the Electric Powers Committee com- 
menced the consideration of the South Wales Electric Power Bill, 
There were a large number of petitions against the Bill, but in the 
majority of cases they were not avaiust the preamble of the Bill, 
but with respect to clauses. The Bill proposes to erect. generating 
stations for the supply of electricity in bulk over a district in South 
Wales of 1,034 square miles, and including in it the towns of Cardiff, 
Newport, Swansea, and other large ceutres of industry. 

Mr. Ремвкн, QC., said that he appeared on behalf of the 
promoters, and, without making any comparison which might 
appear invidious, he might say that the South Wales Bill in its eon- 
struction differed very widely from any of the Bills which had been 
considered by the Committee up tu that time. The Bill was promoted 
by a number of gentlemen very largely interested in the industries of 
South Wales. There was no outside element of what he might call 
professional company-mongering at all, but it was a fact that the 
gentlemen promoting the measure represented through themselves, 
their partners, and their firms a combined capital of something like 
£23,000,000 in the district for which powers were asked iu the Bill, aud 
this sum took no account of the value of the mineral assets of the land 
in the district. The promotion of the Bill was undoubtedly costly, 
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but every farthing necessary had been provided by the promoters 
themselves, and no financier or director had any part iu the matter 
whatever. The capital proposed was £750,000, in shares and £250,000 
in debentures. The aren they proposed to operate in was 1,034 
square miles, but only three local authorities, he believed, had pro- 
visional orders, aud in only 107 square miles of the area proposed to 
be covered were there means of supplying electricity, aud at present 
only 965 customers were taking current, while the population was 
1,000,000. Where supplied the average price now charged was 43d. 
per Board of Trade unit, but the Bill proposed to charge 4d. for the 
first 400 hours and 2d. for any further use. The list of promoters 
showed the peculiar character of the Bill, for it included Sir W. T. 
Lewis (agent to the Marquis of Bute), Mr. R. Forrest agent to Lord 
Windsor), Sir John Guan, Mr. T. F. Brown (mineral agent for the 
Crown in South Wales}, Mr. M. Robinson, Mr. A. Keen (Patent Nut 
and Bolt Company), Mr. P. Morel Bute Dry Dock Engineering Com- 
pany), and many others connected with engineering works, mining 
companies, &c. The first directors proposed were Sir W. Lewis, Mr. 
E. P. Martin, Mr. R. Forrest, Mr. A. Hood, Mr. A. T. Walker, Mr. А. 
Keen, and Mr. T. Foster Brown. It was proposed to erect three 
generating stations—one at Neath, towards the west, just at the 
head of Swansea Bay; one between Pontypridd and Caerphilly; and 
the third near Pontypool. They took compulsory powers for the 
purchase of station sites with the sanction of Lord Cross's Com- 
mittee, and the stations had been chosen by reason of their central 
position; first, with regard to the coal supply, and secondly, with 
regard to the estimated consumption of power in their neighbour- 
hood. The general Electrical Acts were incorporated in the Bill, so 
that they would have the usual powers of laying mains. The area 
was probably as concentrated in its industrial activity as any in the 
kingdom, and was covered with a network of railways. No land- 
owner, Chamber of Commerce, railway company, or body of traders 
or manufacturers opposed the Bill, and though the Cardiff, Swansea 
and Newport Corporations had lodged petitions against it, he sub- 
mitted that the evidence would show that in taking this course they 
did not represent the views of the commercial interests in those 
communities. 


On Friday, June 22nd, Mr. PEMBER, Q.C., concluded his 
address, and said there was no intention on the part of the 
promoters to prevent competition with local authorities. 

Mr. E. Н. Reece, mining and civil engineer of Cardiff and 
Westminster, gave evidence in place of his partner, Mr Forster 
Brown, and said his firm were agents for many large colliery owners 
in South Wales. At the present time the question of the cheap 
production of coal was exercising the minds of everyone in the dis- 
trict, the more cheaply worked miues having been exhausted. He 
understood that the promoters of the Bill would provide power at 
from £4 to £10 per H.P. per annum, and it was costing much more 
than that at the collieries at present. Some had electric installa- 
tions at present, but ouly for lighting purposes. 

Cross- examined by Mr. WEbDERBURN (who appeared for various 
local authorities), WITNEss said that if the promoters spent £50,000 
on the undertaking they would have the right to supply the whole 
district, but, of course, the company would not ask for powers unless 
they did intend to supply. | 

Mr. Ram said if the company did not supply, the Board of Trade 
could revoke the order. 

Mr. WEDDERBURN (to Witness): The General Act compels you to 
supply anyone on payment by the applicant of 20 per cent. of the 
cost. On the other hand, your private Act says that under no cir- 
cumstance, except to the wholesale consumer, will you supply 
without the consent of the local authority. Which is it to be ?— 
That is a legal argument. 

Mr. Ram (for the promoters) said they would be only too glad to 
supply, but in order to protect local authorities who already had 


———— pear to supply, they said: We will not within your area supply 


without your consent." If the local authorities did not like that, 
the company would be only too glad to supply everybody. 

Replying to Mr. FITZGERALD (representing the Rhondda Urban 
District Council), Witness said the promoters had a sliding scale 
clause in the Bill, and they could only increase the dividend when 
they reduced the charge for electricity to 24d. per unit. He was 
not aware that the second reading of the Bill was obtained by reason 
of them accepting the undertaking of Mr. Ritchie in the House of 
Commons that they would not supply within the district of any 
local authority without their consent. 

Mr. Ram pointed out that directly it was found Mr. Ritchie had 
made the statement in the House of Commons, the promoters waited 
on him and said they could not agree. 

By Mr. Lrovp (for Swansea, Cardiff, Newport, and Barry local 
authorities): It was proposed to use electricity for other than 
lighting purposes in mines. The mines defined a wholesale customer 
as one who took 20,000 units supply peranuum, and he did not think 
that there were many, if any, customers at Swansea taking them. 
Barry could take a supply in bulk from them on arbitration terms, 
which he should have thought would be much cheaper for them to 
do than generate for themselves. 

Mr. Rice cross-examined witness on behalf of the Pontypool 
Electrie Lightiug Company: WiTNESS said he did not think the 
company would ruin the Pontypool Company, but if they supplied 
cheaper the public would benefit. He did not see why Pontypool 
should be excluded from the area, because the Lighting Company 
there was a commercial undertaking, and would have to take the 
risk of competition. 

Further examined by Mr. Suaw, on behalf of the Penarth Electric 
Lighting Company, WITNESS said if he sold in bulk to the Electric 
Lighting Company, the cost of distribution would be saved by 
either company. 

In answer to the CHAIRMAN, WITNESS said electric power would be 


used in collieries for lighting, pumping, and hauling. In a great 
colliery 1,000 H.P. would be used for hauling purposes, and the charge 
by the Bill would be £10 per horse-power at the most, and they 
hoped it would be only £4. At present it cost them £15 per horse- 
power for fuel alone, and he would anticipate a saving of £10,000 
а year in a great colliery raising 750,000 tons of coal a year. 

Questioned by Mr. BAnTLEY, M.P., Witness said he considered 
that the development of electric euergy in the district was behind 
the times. He was a resident in the district, and he did not think 
the local authorities contemplated supplying electric energy except 
for lighting purposes. He did not approve of municipalities going 
in for trading on a large scale—they should supply what were really 
neeessaries, but should not become trading companies. If muni- 
cipalities were to engage in schemes such as they proposed pro- 
gress would be retarded, because there would be no competition. 
He did not mind competition, aud would not consider it unfair if 
within a comparatively short time another company was allowed to 
come in. 

Mr. We. Brace, agent for the Monmouth Western Valleys Dis- 
trict Miners’ Federation, was called, and gave evidence as to the 
great advantage which would accrue. to manufacturers from having 
this power. : 

Mr. A. KEEN, one of the promoters, and having large commercial 
interests in the district, said they would be contented with a 
return of 7 or 8 per cent. on their money, considering that they rau 
grave risks. He did not blame the local authorities for not pro- 
viding power, because he objected to local authorities engaging in 
trade. 

At the request of Mr. RussELL, Mr. Lrovp said that at Cardiff, at 
present, there were three customers taking over 20,000 units per 
annum, and in Newport one took 34,000 units, and two close on 
20,000 units. 

The Committee adjourned. 


On the Committee resumiug on Monday last week, Mr. CORBETT, 
surveyor to the estate of Lord Bute, gave evidence as to the 
immeuse industrial works at Cardiff, most of which at preseut used 
steam power. Only the very large undertakings could afford to 
provide an electrical installation of their own, either for want of 
capital or want of room. He thought these works stood little 
chance of being supplied by the Corporation with electric current, 
and even should the Corporation meet the demand, he did not 
think they could do it as cheaply as that company. It had to be 
remembered that the Corporation was working with the ratepayers’ 
money, and could not be so speculative as a company. He was a 
member of the Caerphilly District Council, which had petitioned in 
favour of the Bill. f 

Iu cross-examination, WiTNESS said he considered it essential 
that the Bill should provide for lighting as well as power, and 
further, he thought the limited competition with local authorities 
provided for would be a wholesome stimulus. 

Counsel representing local authorities proceeded to cross-examine 
witness as to the circular issued by the company over the district in 
favour of the Bill but the CHAIRMAN pointed out that the 
Committee were bound by no such circular, and asked whether 
counsel considered it necessary to cross-examine on the matter at all. 

In re-examination, WirTNEsS said that the ratepayers of Cardiff 
had recently refused to allow the Corporation to extend electric 
tramways into the outside areas. 

Mr. JENNINGS, timber merchant, of Cardiff, and chairman of the 
Export Section of the Cardiff Chamber of Commerce, considered the 
Bill was of great importance to the timber trade in regard to their 
plauing and saw mills. If they had an installation of their own 
there would be great waste, because their load varied so. If they 
could get electric power they would be able to greatly cheapen their 
insurance. 

By Mr. LLOYD Lewis: He was not aware that the Cardiff Cor- 
poration had been offering to supply 4,000 units at 2d. a unit for 
power purposes, but he knew from the local press that they could 
not get enough current for lighting purposes. 

By Mr. ASHCROFT: If he could get electricity at 1d. per unit it 
would be only about one-third of what it oost him now. 

Mr. №. Віку, another timber merchant of Cardiff, stated that 
owing to the lack of power he had had to give up the manufacture 
of window frames, &c., and now imported thousands from America. 

By Mr. Азнсвоғт: He suggested that the electric lighting in 
Cardiff was inefficient and insufficient. He could not depend 
upon it. 

Other evidence of a similar character was called, including the 
chairman of the Cardiff Chamber of Commerce, who said that the 
Billhad been carefully discussed by that body, and a unanimous 
resolution was carried in favour of it. They felt that if the com- 
pany had to wait for the consent of the local authorities they would 
never get to work at all. 

Mr. J. B. FERRIES, ex-chairman of the Cardiff Chamber of Com- 
merce, and connected with several large undertakings, eaid he was 
acquainted with what other countries had done in the way of 
supplying cheap electricity, and nothing had been done in England 
comparable to what had been done abroad. He did not think the 
local authorities could be expected to embark on such an industry as 
the supply of clectricity for power purposes. | 

In cross-examination, WITNESS said he saw no reason why the 
company should not come in, even although another company had 
got power of supply from Parliament. He did not think the com- 
pany should be compelled to buy up any existing electric lighting 
concern. Competition should be allowed, and the fittest would 
survive. 

Replying to the CHAIRMAN, WiTNESS said it was an impossible 
suggestion that there should be any distinction between the supply 
of electricity for lighting and power to collieries, 
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Мг ReesJones, of the Ocean Coal Company, gave similar 
evidenee, and pointed out that if the supply of electric power was in 
Ue bands of the local authorities, his company would have to go to 
frc henl authorities to get power for their different collieries. 

Mr К P. Marty, past president of the Iron and Steel Institute, 

d manager of the Dowlais Ironworks, employing many thousands 
wf workpeople, said it was of vital importance that the industries 
5 Sowth Wales should get this supply of electric power, and he 
uid not think they were likely to get it by means of the local 
authorities 

sir Јону Grex, manager of the Cardiff Railway Company, and 
Сопот of several other undertakings, gave evidence of a similar 
caracter. 

On Tuesday, Mr. BUTLER, of Messrs. Wright, Butler & Co., iron 
and steel manufacturers, gave evidence. He considered the supply 
given by local authorities hopelessly inadequate. 

Mr К. DawrELL, manager director to Earl Cawdor and other 
gentlemen, described the industrial works in South Wales, and 
emphasised the great need there was for a scheme of the kind now 
prpowd. If the western part of the district was struck out, it 
would be a great disadvantage. 

Replying to the CHAIRMAN, WITNESS said Swansea had a popula- 
bon of 100,000, and around Neath and Britton Ferry there was a 
lane population engaged in industrial occupation. 

Mr J. GLASRROOK, of the firm of Glasbrook Bros., colliery owners, 
амі amongst many other appointments a director of the Swansea 
Gas Company. He was also largely interested in the timber trade 
aul the tin-plate trade in the Swausea district. He considered the 
«heme would be of the greatest benefit to the Swansea district. All 

'chanling and pumpiug work at collieries could be done by elec- 
trieity —in fact, all the work except winding could be so done. The 
rawun Why they had not used electricity themselves was that the 
expense of installation was so great. In the village he resided they 
had to pump the meter supply by a gas engine, and if there was 
зп electrie main passing near, that work could be much better done by 
electricity. Iu many other directions there was a field for the use of 
( leetricity. 

Mr. H. J. Wappy, connected with engineering works at Swa isca, 
mid they had generated electric current for themselves, but they 
had come to the conclusion that it would pay them better to get 
their power from a company if it was authorised. The reason was 
that they were bound to put down surplus power, and. further, they 
nal to find space. They would take something like 800,000 
vate per annum, aud he thought there was little chance of the 
S*ansea Corporation ever supplying it. The Swansea Corpora- 
tim proposed an all-round charge for electricity of 3d. per 
Bard of Trade unit, but they could make it cheaper themselves. 
Не was opposed to the Swansea Corporation supplying power 
"e7ause the management of the electric supply would then be in 
the hands of the ratepayers, aud they would prefer to take it from 
а pnvate company in whose management еу had confidence. 

The CHAIRMAN at this point intimated that the Committee would 
amt be affected by any more of this class of evidence. 

Mr. Ram said he had a large uumber of similar witnesses, but 
чоша not call them. 

Mr. WX. Gratiam, of Barry Dock, was called, and stated that the 
local authority was opposing the scheme, but the ratepayers generally 
did not understand the question. The manufacturers were favourable 
to the scheme. He considered it undesirable that the local 
authority of Barry should undertake such a work. 

Cross-examined : In respect to electricity he was in favour of 
unlimited competition with the local authorities. 

Mr. Мовкіѕ Deacon, civil engincer, gave evidence of the uses to 
which electricity could be used in mines. The power principally 
used was compressed air, and it was very wasteful. The cost to 
colliery owners to supply electricity for themselves would be con- 
siderable, but a large company like that suggested could produce 
electricity much cheaper. Large collieries could manufacture elec- 
treity perhaps as chesply, but there would be the capital expeudi- 
ture. He had no doubt whatever that the current supplied by the 
ompany would be largely used in the district, and in view of the 
тете American competition it was very necessary indeed that such 
facilities should be given to English manufacturers. 

In eross-examination, WITNEss said it would pay colliery owners 
ty take electricity at 1d. per unit. 

Mr. CALLENDER, manager director of the Callender Cable Com- 
pany. said he had been engaged for 20 years in laying down cables. 
They had about 150 contracts ruuning at the present. The solid 
siem was the one almost entirely adopted. He had had experi- 
esre Of laying cables at Tyneside for colliery and other works, and 
tbey conld Lay cables such as he proposed to carry 20,000 volts with 
perfect safety. He saw no difficulty of carrying out the scheme now 
presed, with proper mains. 

In examination, WITNESS said there would be no difficulty 
in laying cables in narrow strects. 

Ву the CHAIRMAN: They had laid cables for many municipal 
ssthorities. Тһе local authorities had no special knowledge of the 
awning of cables. It would cost from £1,300 to £1,500 per mile to lay 
саек There had never been any demand for а cable in England 
to carry 20,000 volts, but it could be done with perfect safety. 

By Mr. ASHCROFT: It would be economical to carry ‘current at 
s volts 30 or 40 miles in America, but it was not wanted in 
togland. Further examined, WirNESS said 20 miles in England 
# з сепашіу within the range of economical working. Не thonght 

5. three generating stations proposed in the district would be 
aficient. 

Mr. Hannrs, engineer, partner of Sir Frederick Bramwell, said 
“wy bad designed and carried out many electrical works in different 
parts of the country. He was engineer to the scheme. He had 


i] 
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examined and reported on transmitting schemes in many countries, 
and had visited the station at Niagara. He desired to put before 
the Committee, as engineer for the Bill, a practical illustration of the 
cost of electricity for a day load, and knowing the Liverpool Over- 
head Railway very well, and that Mr. Cottrell, the engineer for that 
railway, had kept the cost very accurately from the first, he asked 
him to be a witness. Mr. Cottrell could not be there that. day, but 
he had his proof before him. "The Liverpool Overhead. Railway 
Company produced its electrical power at a generating station at 
Moor Dock. He had the cost of the coal and the units venerated 
from the half-year ending June, 1894, to the half-year ending 
December 31st last, and the cost ranged from ‘ddd. in the earlier 
years, when the generation was smaller than now, to 301d. in the 
half-year ending December 31st, 1898. Since then it had gone up a 
little, owing to he increase in the price of coal. That was а losd 
of practically 18 hours a day, and the total units generated. in the 
half-year ending December 31st, 1899, was 2.168,04. He knew 
of no instance any where which would give a better illustration of 
the cost of electric generation. This included every item of cost, 
except what he would call purely company costs. The cost of the 
coal ranged from 58. to 10s. a ton, but he was sorry to say that coal 
had gone up considerably iu price that усаг. With regard to the area 
over which the company now proposed to work, he had known it 
intimately for years, and knew that industrial undertakings were 
largely increasing in the district. He considered that Neath and 
Swansea and the western portion of the county had as inuch need of 
this supply as the other portion of the county. He believed there 
were 11 stations now at work in the district, and 10 square miles, 
roughly speaking, were served. Last vear the total number of 
customers were 965, aud about 826,882 units were supplied. To 
illustrate the difficulties which surrounded the supply of electricity 
by local authorities, he would point out that in one сазе i they had 
an engine of 200 H.P running continuously, it would supply the 
whole of the consumers for which the authorities had had to instal 
2,488 LH.P. The Bill provided for an 1. H. . of 30,000, but they 
appreciated that if they were successful they would in the future 
have to come to Parliament again for more money. There were 
about 1,800 collieries and works of various kinds in the district, and 
the promoters of the Bill were interested in about 40. Personally 
he did not think that municipalities ought to go in for that kind 
of trading, and he did not see how municipalities who were sup- 
plying electric light could supply the power, because he could not 
imagine any eugineer putting down maius for light sufficiently 
large for power purposes The company did net desire any 


monopoly, aud they could not object if another company eame in.. 


They had tried to avoid interference with the municipalities, or 
otherwise there would have been no reason why they should trouble 
about distinguishing between wholesale and retail consumers. He 
took it that the Electric Lighting Acts would be sutficient to pro- 
teet municipalities as regarded the breaking up of the streets. 

By Mr. BanrLEY : Even if the local authorities combined together 
with their present business waste must follow 

By Mr. BON HII Carter (Referee: The extreme distance to 
which they would carry electricity was about 12 miles. Most of it 
would be served in au area of six or seven miles from each 
station. He hoped that they would have 30,000 H.P. installed in 
five years. 


On Wednesday last week Mr. BaLrour Browne, Q.C., addressed 
the Committee on behalf of the Cardiff, Swansea, Newport, and Barry 
local authorities, and said that Mr. Peinber had. stated that this Bill 
was different to those which had already been considered. It waa 
differeut—he thought it was the worst of them, and was certainly a 
most unfair Bill. He thought the promoters had been guilty of a 
breach of faith in respect to the undertaking which had been given 
by Mr. Ritchie in the House of Commons. When the question 
came up before the House, Mr. Maclean, the member for Cardiff, 
asked “whether the written undertaking of the Lancashire pro- 
moters to do nothing without the consent of the local authorities 
would also apply to the South Wales Bill, which in its present form 
empowered the promoters to supply wholesale customers—that is to 
say, to pick the plums out of the pudding without the consent of 
the local authorities," and Mr. Ritchie said, “ Unless the promoters 
of this Bill are willing to accept a provision of the kind, I at least 
should not be prepared to.vote for the second reading." 

The CHAIRMAN: You accuse them of a breach of faith. That s 
not a declaration of the promoters of the Bill. The undertaking 
was the undertaking of the Lancashire promoters. 

Mr. BALFouR Browne: Mr. Ritchie was pledging them. 

Mr. Benn: He kuew nothing of it. 

Mr. BALFour BROWNE, continuing, said that if it was not right to 


allow a municipality to compete with a company, it was worse to 
allow a company to compete with a municipality if the munici- 


pality was doing its duty, and he contended that both Cardiff and 
Newport were at present doing their duty satisfactorily to their 
consumers, Swansea also had now got power and was spending 
money to meet the wishes of its own consumers, and he asked the 
Committee to say that neither of these local authorities should be 
competed with by the company. It had been the universal practice 
of Parliament to allow no competition with the local authorities 
where they were doing their duty, and in these cases there had 
been no dachrs. As to Barry, they had not an electric supply at 
present, but it was a young and growing town. If the Bill was 
passed they would lose their rights under Section 36 of the Electric 
Lighting Act altozether. 

An argument took place between cou isel as to the meaning of the 
clauses of the Bill dealing with the company's right to supply 
electricity for lighting in local areas, and the Committee conferred 
in private on the matter. | 

Оп resuming, the CHAIRMAN said the Committec considered that 
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the time had arrived when it would be convenient for them to make 
the following declaration :—" A local authority which undertakes 
and is prepared to give a full and adequate supply of electrical 
energy for all purposes to consumers within its district ought not, 
without its consent, to be required to give facilities for the supply 
within its district of electric energy by other undertakers, but if the 
local authority is unable or unwilling to provide on reasonable terms 
and within a reasonable time full and adequate supply of electrical 
energy for any purpose to any company or person applying for the 
same within its district, such company or person should be at liberty, 
after notice to the local authority, to obtain their supply from other 
authorised undertakers, and the local authority should be required 
to give all reasonable facilities for the purpose. Any difference 
arising out of any of the above questions shall be the subject of 
arbitration as provided by the general Act." Of course, they would 
see that that over-rides Clause 36 of the promoters Bill which would 
vive the promoters the right to supply persons who undertook to 
take not less than 20,000 units a vear. 

Mr. WEBBERBURN suggested that they might adjourn till the 
following morning so that it might be considered how far the 
decision met the opposition. 

Mr. PEMBER said he would have to ask one or two questions as to 
the meaning of the decision. 

The Committee decided to adjourn till 3 o'clock in the afternoon. 

Mr. PEMBER, on resuming, said he had looked at the decision, 
and he need not tell the Committee that it was a matter of very 
great. importance as to what the ultimate effect would be, for it was 
a question of whether £1,000.000 was worth finding or not, or 
whether the Bill with such a clause was worth the acceptance of the 
promoters as representing the trade of South Wales. He would 
like to know what was the real meaning of "undertaking." It was 
somewhat vague, aud unless some definition was arrived at, it would 
be almost impossible for any arbitrator to make up his mind as to 
what a proper “undertaking to rive" was. Then the words 
"full aud adequate. supply " was extremely vague, and also the 
words “reasonable terms.” Did the terms include price and the 
conditions under which electricity was supplied? No doubt it was 
known to them that there were different systems of electric supply. 
He asked himself what were reasonable terms, and what was a 
reasonable time. As he understood the decision, every person, 
before being able to take a supply from his company, would have 
to go before an arbitrator. The customers would have to take the 
iuitiative, and it was obvious that they could not ask customers to 
do that. And again, it would be a recurring arbitration, because 
conditions changed from day to day. He was never placed in such 
в difficulty before. 

The CHAIRMAN asked if the usual course would not be for the 
promoters to frame clauses and submit them to the Committee. 

Mr. Ban Four Browne said it could be easily put in the form of 
п clause which would be understandable. i 

The CHAIRMAN: I invite consultation. 

Mr. PEMBER said it was no good him preparing clauses unless he 
knew that the preamble of the Bill was proved. 

Mr. BALFOUR Browne said he was perfectly prepared to close 
liis case on that declaration of the Committee. 

Mr. SHAW said he represented the Penarth Electric Lighting 
Company, which existed with the consent of the local authority, 
and the decision said nothing about existing companies, 
~ Мг. Rica, representing the Pontypool Electric. Lighting Com- 
pany, said he was in the same position as Mr. Shaw. If that com- 
pany came in and supplied electricity at a cheap rate it would ruin 
his company. He asked that his company should be placed in the 
same position as a local authority. 

The CHAIRMAN pointed out that the local authority would have to 
consent to another company coming in. 

Mr. RIO: But the local authority for its own purpose might con- 
sent to another company coming in. 

Mr. PEMBER said neither the Board of Trade nor Parliament 
would consent to any clause in а Bill disallowing another com- 
pany to come in. He did not think he ought to be called upon to 
discuss a clause before he knew whether he had got the preamble. 
He thought the best way would be to proceed with the opposition 
of the existing lighting company, who clearly had the right to be 
heard. 

Mr. BaLFocr Browne: I am quite willing on this decision being 
fairly carried out not to oppose the preamble. 

Counsel representing other local authorities intimated that they 
would follow the line taken by Mr. Balfour Browne. 

Mr. SHaw said that if the same protection was viven to the 
existing companies as to the local authorities it would content him. 
Mr. PEMBER: I would not take a Bill with such a clause in it. 

Mr. Brrsros, M.P.. pointed out that there were only two such 
existing companies—Penarth and Pontypool—and he asked Mr. 
Pember if he could not arrange with them. 

Mr. PemBer: Certainly not. 

Mr. Као then called Mr. WALKINS, the secretary of the Ponty- 
pool Eleetric Lighting Company, Limited, who detailed the opera- 
tions of his company, and stated that it had fully carried out its 
responsibilities, 

Mr. SHaw also called evidence of a similar character for the 
Penarth Electric Lighting Company, which had a capital of £50,000, 
and was spending it as fast as they could. 

Mr. Suaw argued that a great principle was involved in the 
opposition of the companies, because the Committee were being 
asked to allow a company to come in and supply broadcast. 


On Thursday last week Mr. WEDDERBURN addressed the Com- 
mittee on behalf of the district of Tredegar and Ebbenvele, part of 
whole districts were scheduled and part not. With respect to the 
circular sent round by the company tol local authorities, he pointed 


out that local authorities had not petitioned against the Bill, because 
that circular stated that there would be no competition in municipal 
lighting. He asked the Committee to carry out the terms of the 
circular if they passed the preamble and allow no such competition 
in municipal lighting. 


The Committees Deeision on all the Bills. 


The CHAIRMAN, after the Committee had conferred in private, 
said: “Ihave to announce that the Committee is of opinion that 
subject to the principles contained in their declarations being 
embodied in clauses to be approved and subject. to additions and 
amendments in clauses, as on going through the clauses of the Bill 
appears necessary, the preamble of the South Wales Electric Supply 
Bill is approved. It may be convenient, although the business is 
not down to-day, to announce also that the preamble of the Durham 
Electric Power Supply Company's Bill is proved ; that the preamble 
of the Tyneside Bill is not proved to the satisfaction of the Com- 
inittee ; that the preamble of the Lancashire Electric Power Bill 
is proved to the satisfaction of the Committee. The intention of 
the Committee is to. insert as far as may be applicable, the same 
conditions in each of the Bills." 

It was then agreed to take the clauses in the South Wales Bills on 
Tuesday. 


— — 


ELrcruic Powers BILL. 


ON assembling on Tuesday, the Committee deliberated in private 
for about two hours, and when the public were admitted the 
CHAIRMAN said: The statement that I have to make now is au 
expansion of the declaration of the Committee which has already 
been given to vou ou the South Wales Bill. It is as follows :—(1) 
The company to be authorised to supply electrical energy for power 
purposes anywhere within the area of supply, subject to the consent 
of the local authority in certain cases, as set out below. (2) The 
company to have no general lightiug powers, i.e., distribution to 
ordinary consumers within the area, except in pursuance of a 
provisional order obtained in the ordinary way. (3) Where 
a local authority is now authorised to supply :electricity within 
the area, their consent is to be required for the supply of 
electricity by the company, the Board of Trade to be 
empowered to override the refusal of the local authority to give 
consent if the authority are not prepared to provide the requisite 
supply on reasonable terms and within a reasonable time. (4) 
Any local authority who hereafter gets statutory powers for 
supplying electricity within the area, to have, in ordinary 
cases, the option of taking over the company’s supply in 
its local area on terms to be laid down by the provisional 
order or Act by which the statutory powers are given. (5) A com- 
pany haviug statutory powers to be in the same position as a local 
authority now having statutory powers; a compauy to whom powers 
are hereafter granted to be placed in the same position as a local 
authority to whom statutory powers are hereafter granted. That is 
the decision of the Committee, aud it is suggested that the Govern- 
ment draughtsman, Mr. Thring, should meet the agents and go 
through the clauses. The Committee will meet to-morrow at 
12 o'clock, iu the hope of finally settling those clauses. 

The agent for the Lancashire Bill said he did not think there was 
anything in the Committee’s declaration which would apply to the 
Lancashire Bill. 

The CHAIRMAN: We have made no declaration on the Lancashire 
Bill, because it is not affected by these provisions. 

The Committee then adjourned. 


ELECTRIC LIGHTING IN THE ISLE oF WIGHT. 


On Tuesday last week the Select Committee of the House of 
Commons, presided over by Sir A. Gobson, met to consider Bills to 
confirm provisional orders granted by the Board of Trade under the 
Electric Lighting Acts, 1882 and 1888. The first Bill to be con- 
sidered was an order of the Board of Trade for the formation of а 
company to supply electric light in Freshwater, Totland Bay, and 
Yarmouth, Isle of Wight. It was opposed by the rural district of 
the island for whom Mr. Wedderburn, Q.C., appeared. Mr. Rigg 
appeared for the promoters, and called 

Mr. CHARLES Epmonps, а solicitor of Yarmouth, one of the 
directors of the company, who said he was acting as secretary, pro. 
fem, There was no system of lighting in the district except that 
supplied by a small gas works that lit Yarmouth. The population 
of the place was 4,000, and the rateable. value from £18,000 to 
420,000. There were eight hotels in the district. The capital of 
the proposed company was £15,000 with borrowing powers up to 
one-third of the amount, and there were five directors, all of whom 
were gentlemen resident in and interested in the district. They 
had promises of shares being taken up to £2,000. 

Mr. Harry LEE, house agent, of Freshwater, and Mr. F. CHRISTY, 
electrical engineer of the firm of Christy Bros., Chelmsford, gave 
evidence bearing on the electrical equipment of the company. 
They had a site close to the station from which they would have a 
siding on the railway, and they had au excellent supply of water. 
They proposed to put down а plaut міса would work 
3,000 8-c.p. lamps at a cost of 410, 000. They  esti- 
mated that they would be able to get customers for 1,200 or 
1,500 lamps the first year, which would bear the whole expense 
aud leave a small margin of profit. Wheu the consumption increased 
to 3,000 lamps the company would be able to pay a dividend of 
5 per cent. At the expenditure of an additional £5,000 they would 
be able to double the producing power of the plant and be able to 
pay dividends of 10 percent. lt was proposed to charge 7d. per 
Board of Trade unit for the light, which was not more than the 
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пча] prire for towns of that kind. The period of purchase was 42 
years, which had been granted by the Board of Trade, and which 
wae tbe maximum period. 

Mr. WEDDERBCRN addressed the Committee in opposition to the 
Hii and said that the local authority was in a different position 
from what it was when the Bill was promoted. At that time Fresh- 
water was a rural district, but now they were about to obtain the 
peers of an urban district council, and they would be able to 
обкаш a luan from the Local Government Board to promote an under- 
ukinz of their own. They asked that the period of purchase should 
we reduced to 21 years; that the price charged should be 5d. instead 
ef Fà per unit, and that they should have some better security that 
the cempany were going to proceed with the works than the £500 
which the Board of Trade required. 

The Committee passed the preamble of the Bill, but reduced the 
period fur the purchase by the local authority to 21 years, with a 
premium of 15 per cent. upon the value; 28 years with a premium 
ef lo per ent., and 35 years with a premium of 5 per cent. 


MOBLEY CORPORATION BILL. 


Ox Thursday last week, before Lord Morley’s Committee of the 
Hoow of Lords, the Omnibus Bill of the Morley Corporation came 
^n as an unopposed measure. The only matter before the Com- 
mittee was the redrafting of Clause 9, dealing with contracts for 
the supply of electricity. Mr. Pritchard (Parliamentary agent’ 
trought up а new clause, the effect being to empower the Corpora- 
псп to make agreements with authorities, companies, or persons 
authorised to supply electricity in bulk to outside districts for the 
porte of light railways, tramways, &c. There was a proviso that 
the Corporation shoald not supply electricity in bulk in any outside 
Чапа where there was an authority, company, or person 
authorized to supply electric energy, without the consent of such 
authority, company, or person. 

This clause was inserted in the Bill. 

Lord MonrLE also intimated that Clause 7 (notice of discontinu- 
aux of supply’, and Clause 10 (power of the Corporation to 
supply electricity in adjoiuiug districts) would have to come out, 
and model clauses would be substituted. 

Tbe alterations were made, and the CHAIRMAN stated that the 
new Clause 9 would have to be approved by the Board of Trade, 
ard accordingly the report stage had to be postponed. 


WELLINGBOROUGH TRAMWAYS. 


Lord FERMANAGH'S Committee was engaged for several days last 
week in considering the Bill promoted by the British Electric 
Trxtion Compeuy for coustructing tramways in Wellingborough 
sud district. The proposal was to make a line beginning at 
Wellngboroughi, through Irchester, Rushton, Higham Ferrers, 
Rounds, Irthlingborough, and Fiuedon, back to Wellingborough. 
The length of the tramways would be about 20 miles, and the cost 
would be about £136,000. There were proposals in the Bill to run 
mto the stations of the railway companies in the district, and 
alw te pase over a level crossing on the London and North-Western 
Railway. To these proposals, Mr. Littler, Q.C., on behalf of the 
Londen aud North-Western Railway, strongly objected, although 
the company were not opposed to the scheme otherwise. 

The Committee decided to pass the preamble of the Bill, but 
drallowed that portion of it which would enable the tramway 
company to have access to the stations of the London and North- 
Western Railway. 


CAMBOURNE AND REDRUTH TRAMWAxS. 


Tur Select Committee of the House of Lords, presided over by the 
Duke of Northumberland, considered on Wednesday and Thursday 
iat week the Cambourne and Redruth Tramways Bill. Mr. ERSKIN 
PoLLock explained for the promoters that the order was one 
anthorising the Urban District Supply Company to construct a tram- 
way in Cambourne, Redruth and Illogan. The total length of the 
tramway would be 3 miles 3 furlongs, and the gauge was to be 
З feet 6 inches. The only opponents were the Great Western Rail- 
way Company, who considered that the tramway, if constructed, 
would interfere with tbe safe and efficient working of several of 
their branches. 

Considerable local evidence was called iu support of the scheme, 
aud Mr. Gripper, of Edmuudson's Electricity Corporation, said his 
личрапу had satisfied the Board of Trade iu respect of their 
“nancial ability to carry out the scheme, and they proposed to work 
the tramway iu connection with their electrical station at Redruth. 
This arrangement, by which one station would supply both the 
corrent for electric lighting, aud also for the motive power of the 
tamwas, would be an economical one. He estimated the outlay 
vould be £20,000 to £30,000. 

Mr. Warren Норкіхз, C.E., of George Hopkins & Sons, the 
сшлпеегч, said the line had been stopped at Redruth at the point 
v.iccted in order that the streets might be avoided which the Light 
Elsaß Commision had formerly objected to. The road was a 
sutahbhle oue fora tramway. They proposed to give a quarter of an 
taur to 10 minutes’ service, according to the amount of traffic. 
Гаете hud been uo difficulty with the frontagers; on the contrary, 
teariy all of them had petitioned in favour of the Bill. 


The 5 ча the preamble of the Bill proved, and it was 


` rating station. 


LIVERPOOL CORPORATION BILL. 


Tue Liverpool Corporation Bill, which gives borrowing powers for 
street improvements in connection with the electric tram- 
ways, &с., came before a Committee of the House of Lords on 
Thursday last week, as an unopposed measure, and was ordered to 
be reported. 


Tramways AT BOOTLE AND St. HELENS. 


On Weduesday last week the Provisional Order Bill contirming 
powers granted by the Board of Trade to the Bootle Corporation, 
the Radcliffe Urban District Council and the St. Helens Corpora- 
tion for the construction of tramways in those districts, was before 
the House of Lords Committee. It was intimated that all opposi- 
tion was withdrawn, aud the Bill will accordingly go forward as an 
unopposed measure. 


West HAM CORPORATION BILL. 


Nr. R. McKenna’s Select. Committee of the House of Commons 
had before it on Thursday last week the above Bill which, amongst 
other things, asked for power to reconstruct aud work electrically 
certain tramways within the borough, and also to enlarge the gene- 
The total cost of the scheme was stated to be about 
£900,000. Part of the tramways are at present owned by the North 
Metropolitan Tramway Company, to which the Corporation has 
given notice of intention to purchase, the price to be decided by 
arbitration. It is proposed to use the overhead system of electric 
traction. 

The Committee passed the portion of the Bill dealing with tram- 
ways. 


GOSFORTH ELECTRIC LIGHTING. 


Тнк Gosforth Provisional Order was granted to the Newcastle-on- 
Tyne Electric Supply Compauy, authorising them to supply elec- 
tricity in the district of Gosforth. Mr. Moon and Mr. Shortt 
appeared for the promoters, and Mr. Pember, Q.C., and Mr. Haus 
Hamilton for the Corporation of Newcastle, who were the only 
opponents. The allegation of the Corporation was that the present 
generating station was in a very inconvenient position, und that any 
addition to it would be against the interests of the inhabitants. 
They also objected to the interference with the streets which the 
carrying of the mains to Gosforth would involve. ` 

After hearing ended the Corporation withdrew their opposition 
on condition that a clause was inserted protecting their interests in 
the City. 


BatLEY CORPORATION TRAMWAYS. 


A SELECT Committee of the House of Lords, presided over by the 
Duke of Northumberland, considered on Wednesday and Thursday 
last week the consideration of the Tramways Provisional Order 
Contirmation Bill, which included the scheme of the Batley Cor- 
poration for the construction of an electric tramway through their 
district. The promoters were represented by Mr. Fitzgerald, Q.C., 
and Mr. Williams, and the opponents, who were the British Electrio 
Traction Company, were represeuted by Mr. Freeman, Q.C. 

Mr. FITZGERALD, Q.C., iu opening the case, said that a steam 
tramway owned by a private company already ran through the dis- 
trict, but under the Tramways Act so much of the line as was within 
the borough would be acquired by the Corporation. There was no 
local opposition to the proposed tramway. ‘The British Electric 
Traction Company, which was opposing, had obtained a provisional 
order from the Light Railway Commissioners for the construction 
of the Spen Valley Light Railway, which was intended mainly for 
passeuger traffic, but he believed the Board of Trade had not yet 
confirmed the order. The Corporation had gone before the Board 
of Trade for their provisional order, and the British Electric 
Traction Company objected to the order being granted, but the 
Board of Trade granted the order, and he now asked the Committee 
to contirm it. There would be a clause in the present Act which 
would entirely safeguard the Spen Valley Light Railway in case 
their order was eventually contirmed, for they would have ruuning 
powers over the Batley Corporation Tramways. He argued that the 
schemes of the British Electric Traction Company were in an 
inchoate state. 

Evidence baving been given for the promoters, Mr. Freemau 
called Mr. S. SELLON, the engineer to the Spen Valley scheme, who 
said that the light railway would start at Dewsbury, and run 
through Heckmondwike to Cleckheaton, taking in the small portion 
of Batley, known as Halifax Road. It was an important scheme 
connecting up the district, which was now without any railway 
accommodation. The company were first in the field, and their 
scheme was sanctioned by the Light Railway Commissioners against 
the opposition of the Corporation of Batley. He regarded the 
Batley scheme as a counter move to their scheme, because the com- 
pany’s scheme-had been sanctioned by the Light Railway Com- 
missioners. 

Mr. SipnEY Morse, solicitor to the British Electric Traction 
Company, stated that owing to the Bill coming on carlier than 
expected, the witnesses for the opposition were not in attendance. 

The CHAIBMAN announced that the Committee found the preainble 
of the Bill proved, but the clauses would have to be modified so as 
to make it quite clear that the Corporatiou should not be able to 
impede unduly the exercise of the company's rights over the line. 
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WESTON-SUPER-MARE TRAMWAYS. 


A SELECT Committee of the House of Commons, presided over by 
Mr. D. Tatton Egerton, considered on Wednesday and Thursday 
last week the Bill confirming the provisional order granted by the 
Board of Trade to the Weston-super-Mare and District. Electric 
Supply Compauy, authorising the construction of some three miles 
of tramways to be worked by electricity in the Urban District of 
Weston-super-Mare, at a cost of £30,000. The only opposition was 
that of the American Commercial Cable Company, whose objection 
was that the electric current that would. escape from the tramway 
would prevent them from reading their delicate instruments at their 
cable station. 

Mr. J. C. E. Gnamaw, dealing with the opposition, said the whole 
question had been considered by the. Committee of both Houses in 
1593 in the case of the telephone companies, who had it proved to 
their satisfaction that the use of insulated returns by telephone com- 
panies would prevent all interference from electric tramways. 
In the ease of cables at Coney Island and Cape Town, means had 
been adopted by the cable companies which obviated all interfer- 
ence from tramway currents, and these might be adopted in the 
present case. 

Mr. SELLoN was called for the promoters, and said the cable 
company could protect itself against those leakages by having a twin- 
core cable run for several miles out to sea. 

Other evidence having been called for the promoters, Mr. Gro. 
Warp, vice-president of the Commercial Cable Company, gave 
evidence against the Bill, and contended that as his company was at 
Weston-super-Mare first, the tramway company ought to pay for 
any protection necessary for the cable. 

Mr. Gort ‘electrician to the Cable Company) and Mr. H. A. C. 
SaAUNDERs (electrician to the Eastern Telegraph Company) also gave 
evidence as to the disturbance which would be caused to the cable, 
the former gentleman stating that it would cost £600 a mile to lay 
a twin-core cable to obviate this disturbance. 

On Thursday, Mr. SwINBURNE, consulting engineer, stated that 
experience had shown that disturbance did arise from those tram- 
Way currents, and it would be a serious thing for the company to 
take their return circuit four or five miles out. 

Prof. AYRTON was also called for the opposition, and said he 
thought the tramway could be so constructed with insulated returns 
that there would be no risk of disturbance. 


On Friday the decision of the Committee was announced as fol- 
lows :-— The Committee have taken a little time to consider the 
question, because it is one of grave import. The question arose as 
to whether a precedent ought to be established either for or against 
the report of the Joint Committee of 1893 in connection with the 
working of tramways. The Committee have decided to pass the 
Bill subject to the insertion of a clause such as this—‘ This Act shall 
not be construed so as to prejudice or interfere with any rights 
Which the Commercial Cable Company may, by any court of law, be 
held to possess under the common law, either statute or otherwise, 
in regard to the uninterrupted user, or enjoyment of their submarine 
telezraph cable running to Weston, provided always that the recom- 
mendations of the Joint Committee of 1893 in regard to the laying 
of electric tramways be carried out so far as they are applicable to 
submarine cables." " 

In reply to Mr, BaLFour Browne, Q.C., the CHAIRMAN said the 
Committee wished to leave the Cable Company in possession of 
every right they now possessed. 

Mr. BaLFour Brownk promised to bring up а clause carrying oub 
the decision of the Committee. 


On Monday this Bill again came before the Committee, when Mr. 
Balfour Browne, for the promoters, said they would accept the 
clause as drafted by the Committee. 

The CHAIRMAN said the Committee desired to strike out the refer- 
once to the report of the Joint Committee, as they could not say 
whether a cable company were or were not under the provisions of 
the recommendations of that Committee, and in the event of litiga- 
tion. they did not wish the tramway company to be able to plead 
statutory powers, They would report to the House that the question 
of the decision of cable companies in regard to electrical enterprise 
had been brought before them, and that they had refused to decide 
the point. They would also recommend that the question should be 
considered by the Committee of the House. | 

The clause amended was then added to the Bill, and it was 
ordered to be reported. 


BriGHToN TRANWAYS. 


lur Bil promoted by the Brighton Corporation, containing, 
amongst other things, power to construct and work tramways, came 
before Lord Morley 's Committee of the House of Lords ou Friday 
last, aud passed as an unopposed measure. 


MUNICIPAL TRADING. 


AT the sitting of the Joint Committee on Municipal Trading on 
-Friday last, Mr. W. G. FLovp, ratepayers’ auditor for the City of 
Birmingham, gave evidence as to calling for particulars of accounts 
in connection with certain purchases of land and the water scheme 
some years ago. He was refused all documents other thau the 
formal receipts by the city treasurer, under the advice of the town 
clerk. His contention was that he ought to have been furnished 
with all documents, He made no charge against the honesty of 
cquncillors, but only charged them with reckless expenditure, After 


fighting the Corporation, they eventually produced the accounts 
asked for. He thought in the interests of the ratepayers the 
Government should appoint auditors in all cities whether great or 
ашап, 

By Mr. НовносзкЕ: He thought there was a large body of public 
opinion in Birmingham against municipal trading. 

Mr. E. A. SMITH, town clerk of Birmingham, referring to the last 
witness's evidence, said that Mr. Floyd was appointed hon. sec. of a 
ratepayers’ association, since deceased, and he applied for the 
documents before he was elected auditor. Mr. Floyd wished to get 
information for the Ratepayers’ Association which would certainly 
have been prejudicial to the interests of the ratepayers. With 
regard to the general question of municipal trading, his Corporation 
undertook a great many municipal functions, including water, gas, 
and the electric supply. They had not got the tramways yet, but 
when the leases of the company ran out he expected the Corporation 
would take them over. He considered that such things as he had 
mentioned came under the head of municipal trading, and should 
be in the hands of his municipality, but there were some proposals 
for municipal trading which he did not approve of. He considered 
that it would be extremely difficult to put a limit to municipal 
enterprise, and each town must be treated on its own merits, because 
needs and circumstances greatly differed, and one Corporation 
might be trusted with powers which it would be hardly wise to give 
to another. He was against auditing by a Local Government Board 
auditor on the ground of friction. 

The Committee adjourned. 


At Tuesday's sitting of the Committee evidence was given by Sir 
Thomas Hughes, J.P., of Liverpool Corporation, aud Alderman 
Southern, of Manchester. 


ROTHERHAM TRAMWAYS. 


THe Rotherham Provisional Order Confirmation Bill was before Sir 
F. Godson's House of Commons Committee on Monday. The Bill 
ix an omnibus Bill, and deals with the working of tramways, amongst 
other matters. The only opposition was with respect to the water 
proposals contained in the Bill, and evidence having been called, the 
Committee found the Bill proved, aud ordered it to be reported to 
the House. 


Нал, TRAMWAYS. 


On Thursday last week the Select Committee of the House of 
Lords, presided over by the Duke of Northumberland, considered 
a Bill for contirming the city of Hull provisional order. The Bill 
authorises the Corporation to reconstruct and apply electric traction 
to the Hedon Road steam tramways, aud to extend them to Marfleet 
Lane. It also proposes the extension of the existing section of the 
electric systems to the Holderness Road from the present terminus 
at the East Park to a point just within the city boundary, and a 
construction of the Prospect Street section. The petitioners against 
the Bill was the North-Eastern Railway Company, who objected to 
the tramways going along certain roads over which they had an 
casement, 

Mr. BALFOUR Browne, Q.C., for the promoters, contended that 
the railway company was even more amply protected thau they had 
the right to expect. 

The Town CLERK, of Hull, was called and stated that the electric 
tramways now in the hands of the Corporation had proved a great 
success financially, .and the Hedon Road section, which was what 
the railway objected to, had been bought by the Corporation so as 
to have all the tramways on one complete system. 

Mr. W. H. WELLSTED, C.E., who was the enginecr for the existing 
steam tramway in Hedon Road, stated that no accidents had arisen 
in connection with the level crossings with the steam trams, and he 
considered there would be much more command over the electric 
tramcars. 

Mr. S. SELLON was called as au expert witness, and stated that in 
the various schemes in which he was interested, there had never 
been an accident where the tramway crossed the railway. There 
was no difficulty in putting a double line across the existing railway 
at Hedon Road, and danger could be avoided by the Board of Trade 
block system and catch points. There was no danger to the public 
by the use of clectric traction for the crossing iu question, because 
it was under proper control. 

In cross-examination, WiTNESS said that, of course, if there were 
not other interests to consider, a bridge would be better than a level 
crossing, but a bridge over the railway would entail hardship on the 
road traffic. | 

Replying to the CHAIRMAN, COUNSEL for the Corporation said that 
their case was that it was the railway company who ought to put 
the bridge up to carry their traffic over the roadway. 


On Friday, Mr. A. E. Wuirk, city engineer, was called, and stated 
that a road bridge over the railway would be disastrous to the heavy 
traffic on the road, and there was also a grave objection to subways. 

Mr. Moon, addressing the Committee for the North-Eastern Rail- 
way Company, said that company had not opposed the Corporation 
power to run electric cars over the other crossings, and now they 
were sorry they had not done so, because their experience was tnat 
there had been a greater number of mishaps. He did not think 
that any lives bad been lost, but that was only a matter of time. 
That they were auxious to avoid, but had to remember in that case 
the road where the electric tramways were to go bad been hitherto 
crossed by steam tramways, and there had beeu no accident at Hull, 
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mitber had there been one at Stockton where steam tramsfran,!but 
tuth at Stockton and at Hull, where steam had ceased and elec- 
слу had been substituted, accidents had happened. What 

Utroners asked the Committee to do was to say that these cross- 
inge vught to be got rid of and that the North-Eastern ought not to 
get md of it at the expense of the Corporation, but that it being a 
towns improvement the Corporation ought to contribute to it. 

Tbe CaAIBMAN, in giving the decision of the Committee, said that 
tbe Committee. did not see their way to granting electricity or a 
double liue at the crossing in question, and they did not see their 
way to pass so much of the Bill as referred to that. Iu their 
opinion. before such a proposal could be entertained some definite 
proposal shoaid be made of a give-aud-take system as to lowering 
uf msada ur raising of railways berore Parliament should be asked to 
give tbe powers asked for. 

The Bill stood over for a meeting between the parties interested. 


On Monday, Mr. PEMBER said that there was every reason to 
believe that a compromise would be arrived at between the 
Corporation and the Railway Company with reference to the level 
erosiug at Hedon Road, aud that in all likelihood it would be 


arranged to carry the tramway under the railway the railway being 


mid and the road lowered. Such an agreement could not, how- 
ever, be carried out till Thursday, when the Town Council met, 
ind he suggested that the Committee might empower the Chair- 
man to pass the requisite clause if the Committee had concluded its 
leterur. 

The CHAIRMAN said that the draft clause might be submitted to 
the Committee before it rose, and this was agreed upon. 


On Tuesday Mr. H. Lloyd, for the promoters, submitted the 
viaa which was the subject of discussion on the previous day. It 
wus to the effect that the tramway should not be laid or electrical 
power employed on that part of the Hedon Road where it crossed 
the railwny, unless the railway was carried over a bridge, as 
arranged between the parties. The railway company was to seek 
power in the next Session to carry out the works, and the Corpora- 
itt was to assist them in obtaining such powers. 

The CHAIRMAN said it must be understood that the Corporation 
aat either take the clause or leave it, as he would not be respon- 
sible for alterationa. 


GARSTON TRAMWAYS. 


Taz House of Lords Committee, presided over by the Duke of 
Northumberland, on Tuesday considered the Bill confirming the 
provisional order for the construction of two miles of tramway 
through part of Garston by a private company. It was intended after 
the company had constructed the tramways that they should be sold 
to the Garston Urban District Council, although to save the Council 
the necessity of raising money at this time the actual payment 
«ould be deferred for 21 years. In the meantime the tramways 
were to be leased to the company for the period at an annual rental 
vf CMO. The Committee decided to pass the portion of the Bill 
relating to the Garston tramways, subject to the insertion of a clause 
tu the effect that the amount which the Corporation should 
eventaally pay to the company would be reduced by £300 a year for 
1] years. 


WARBINGTON TRAMWAYS. 


A Sececr Committee of the House of Lords, with the Duke of 
Northumberland as Chairman, considered on Tuesday the Bill to 
что a provisional order authorising the Warrington Corporation 
to ronetruct a system of electric tramways. Mr. Ram, Q.C., and 
Mr. Hutchinson, appeared for the promoters, Mr. Moon representing 
the Lundon and North-Western Railway in opposition to the Bill. 

Mr. Клм explained that the object which the Corporation had in 
view in obtaining their provisional order was to construct a aystem 
€f electric tramways within the borough. A very great need 
existed for a service of tramcars in the town, and several attempts 
had been made to provide a system, but so far without success. The 
Corporation had now come to the conclusion that the time had 
arrived when, as the principal local authority, they should move in 
the matter. Generally speaking, there was a remarkable absence of 
boxility to the Bill, the only opposition being that of the London 
sod Nurth-Western Railway, who objected to the tramway crossing 
the level оп one of their lines. The Corporation admitted the 
terexity of adequately meeting the objection, and if it was con- 
sidered necessary to erect a bridge, they would be prepared to pay 
their fair share of the cost. 

Mr. Moon having addressed the Committee on this point, the 
(Hagman said the Committee had decided to pass the Bill subject 
to the proviso that if the Board of Trade should order a bridge to 
be erected the Corporation should contribute half the cost. 


 Telpher Systems, — The Consolidated Telpherage 
Company, of New York, have sent us a number of leaflets in which 
they describe their telpher system for coal conveying, and for mail 
"arrying overhead or underground; another circular shows their 
viectric tubular dispatch. Some interesting little sketches shows 
Ме method of preparing the trenches and laying the pipes therein. 
The system is à modification of the original one, worked out by 
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CORPORATION OF THE CITY OF DUBLIN v. THE DUBLIN UNITED 
TRAMWAY COMPANY. 


THE facts of this case, which involved the discussion of an impor- 
tant question relating to the liability of an electric tramway company 
to cast sand upon their track, were shortly reported in our issue for 
June 15th, 1900 at p. 1011. 

The company were charged under the 21 Vic. c. 43 with making 
default in maintaining and keeping in good condition and repair 
their portion of the said streets, so ns not to. be a dauger or 
annoyance to the ordinary traffic, thereby rendering themselves 
liable to a penalty not exceeding £5 per day during such "con- 
tinuance. They were also charged with the same offence on 
August 4th, 1899. Mr. Swifte had convicted and ordered 
defendants to pay a fine of £5 and £10 costs under Section 37 of 
the Dublin United Tramways (Electrical Power) Act, 1897. He 
had also found that the proper remedy for the slipperiness 
complained of was the sanding of the tram tracks. The cost of 
such sanding was no less than £2,000 per aunum. 

The respondents appealed from this decision to the Queen's 
Bench Division in Dublin. The following questions were submitted 
to the judges on appeal :— 

(1) Had the magistrate. jurisdiction. to adjudicate on the 
summons? (2) If so, was he right in deciding that, on the facts as 
found by him, the defendants were guilty of the offence charged, by 
having failed to comply with the provisions of Section 37 of the 
Dublin United Tramways (Electrical Power) Act, 1897, including 
there'n the incorporated Section 28 of the Tramways Act, 1870 ? 
(3) Assuming the two previous questions to be answered in the 
aftirmative, was the magistrate wrong in disregarding the evidence 
of the Chairman of the defendant company? (4) If so, was the 
error on the facts stated a material one ? 

Mr. Ronan, Q.C., Mr. Gordon, Q.C., and Mr. Murphy appeared for 
the appellants. Mr. MacDermot, Q.C., Mr. O'Shaughnessy, Q.C., 
aud Mr. Philip O'C. White for the respondents. 

Mr. Justice MADDEN, in delivering the judgment of the majority 
of the Court, said the obligation cast on the tramway company by 
the Act of 1897 was obviously a duty with regard to the general 
publice. Was a pavement that, iu certain weather, became so slippery 
as to be a danger and annoyance to the ordinary traffic maintained 
in confornuty with the statute, which provided that the tram tracks 
should at all times be maintained and kept in good condition so as 
not to be an annoyance and a danger to the ordinary traffic? So 
long as the roadway was a danger to themsclves the tramway 
company sanded it, but when it only became a danger to the public 
they ceased to sand it. The section seemed to be for the protection 
of the publice. He was of opiuion that both convictions of the 
magistrate should be affirmed. 

Mr. Justice ANDREWS thought the evidence of the Chairman of 
the company was admissible, but as the magistrate said it would not 
have affected his findings, his disregard of it was immaterial. 

The LORD CHIEF BARON concurred. 

Mr. Justice Boyp dissented. He reviewed the Acts regulating 
the construction and maintenance of tramways in the city of Dublin, 
and held that the obligat ions cast on the company by these Acts 
had reference only to the fabric of the roads. It was not contended 
in this case that the company had not constructed their lines in 
strict conformity with the statutes, or that they had not kept them 
in good repair. The words in Section 37 of the Act of 1897, “shall 
maintain in good order and repair, &c., so as not to be a danger or 
annoyance to the ordinary traffic," referred, according to his con- 
struction, to structural works, wires, tubes, and electrical apparatus. 
The work which the Corporation could compel the company to do 
should be constructive work, and nothing else. He thought it was 
to be regretted that the Corporation did not adopt the alternative 
provided by the section of the Act, and do whatever work was 
necessary, and then sue the company for the cost. Had they done 
380 the matter could be taken to a higher court, but under the course 
that had been taken, there could be no appeal from the decision of 
the Queen's Bench. He was of opinion that the conviction should 
be set aside. | 

The conviction was accordingly confirmed, and the tramway com- 
pany were ordered to pay costs. 


BERRY, HARRISON & Co. v. LOCKWOOD. 


In the Queen’s Bench Division of Justice on Friday, before Mr. 
Justice Bruce and a common jury, the case of Berry, Harrison 
and Co. v. Lockwood came on for hearing. Mr. Frank Dodd and 
Mr. Oddy were counsel for plaintiffs, and Mr. Witt, Q.C., and 
Mr. Parsons for the defendants. 

Mr. Dopp said the action was brought by Messrs. Berry, 
Harrison & Co., electrical engineers, of Lyric Chambers, Whitcombe 
Street, to recover £172, balance of an account for work done for 
the defendant at the Garrick Theatre in December last. It 
appeared that the defendant was sub-lessee of the Garrick Theatre, 
and in December of last year he was preparing to produce the 
pantomime of “Puss in Boots." In one of the scenes a good deal 
of electric lighting—some 2,000 lamps—was required, and the 
plaintiffs carricd it out and put in the necessary fittings. There 
was a good deal of work to be done, and the requirements of the 
County Council, the Charing Cross Electricity Supply Company, and 
the insurauce companies had all to be complied with. The work, 
which was carried out by Mr. Berry, was essential to the proper 
production of the scene, and it was done on the orders of the 


defendant and of Mr. Nash, his stage manager. If the work had 
not been done and the various requirements he had mentioned not 
complied with there would have been no pantomime. 

For the defence the point was raised that the charges were 
excessive, but he would prove that the expense for labour 
had been increased owing to the defendant frequently 
requiring the stage for rehearsals and interfering with the work. 
As to the material and fittings, the plaintiffs had not charged the 
full list prices. ‘There was another defence set up by Mr. Lockwood, 
and that was that he was only managing director of the Theatrical 
Production Syndicate, Limited, of which the plaintiffs never heard 
until after the work was done, all their arraugements being made 
with Mr. Lockwood and Mr. Nash. While the work was being done 
the plaintiffs asked fora payment on account, and received a cheque 
from Mr. Lockwood for £40. The full account of £212 was after- 
wards rendered, and the balance due, after deducting £40, was now 
sued for. The plaintiffs said they knew nothing of the Theatrical 
Syndicate in the matter, and only received their instructions from 
Messrs. Lockwood and Nash. It appeared that the pantomime was 
not a success, and his clients had not been able to get the balance 
due —hence the present action. 

Mr. Ernest L. Berry, Associate of the Institution of Electrical 
Engineers, gave evidence in support of the claim and in support of 
couusel's opening statement. Evidence was also called for the 
defence on the lines indicated. It was argued that the pantomime 
was produced jointly by Mr. Brickwell, the lessee and the Theatrical 
Productions Syndicate, Limited, of which Mr. Lockwood was 
managing director, and that Mr. Brickwell as well as the Syndicate 
was liable for part of the claim. As to the £40 which had been 
paid on account, counsel for the defendant submitted that it was 
paid by him on behalf of the Theatrical Productions Syndicate. 

In the result the jury found for plaintiffs for the full amount 
claimed, and judginent was entered accordingly with costs. 


CORRESPONDENCE. 


Towns’ Refuse Problem. 


In reply to the letter in your issue of June 29th by The 
Writer of the Article," we beg to say that the fact that we 
have not taken exception to any statements which may have 
been made does not imply that we agree with them. While 
there is a tendeney in some quarters to exaggerate the 
calorific power of town refuse, there is in other quarters an 
equally strong tendency to deny to it the value which it 
really possesses. At the present time so much sound 
experience has been collected in regard to the use of refuse 
burnt in destructors for steam-raising purposes, that reliable 
figures can be readily obtained by persons scriously interested 
in the subject. 

The Horsfall Destructor Company, Limited. 
F. C. Watson, General Manager. 


I am much surprised to find that the writer of the article 
still stubbornly adheres to his original statement, and this in 
the face of the letter from a responsible public official, Mr. 
Stanley Clegg, the borough electrical engineer of Darwen. 

Your contributor still desperately clings to his original 
erroneous idea, and would justify his tenacity by the splitting 
of hairs. Surely, if the power available from a destructor 
is only used for a portion of each 24 hours, instead of thie 
whole time, it is no argument against the employment of 
refuse as fuel * The fact that steam is blowing off for so 
long a time merely shows that useful work might be done’ 
with the destructor during such time as the electric light is 
not wanted, and also, concurrently with the lighting to 
some extent, as it has been conclusively proved that the 
Darwen plant can deal with nearly 50 per cent. more refuse 
than is at present available. 

In every manufacturing centre of the kingdom may be 
found works where a proportion of steam is blown away, 
which is, to some extent, rendered necessary by existing cir- 
cumstances, and it would be quite as logical for the writer of 
the article to submit that such people should not use coal, 
and that they cannot employ it economically, simply because 
the nature of their work demands the steam pressure being 
kept at, or very near, blowing off point. 

I understand that in the course of another two months 
the power for the electric traction load at Darwen will be 
taken from the destructor also, but even then there will be 
some few hours when the power cannot be used, and there- 
fore, according to your contributor, even when the town of 
Darwen gets the power for both electric light and traction 
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^mm its refuse, still the destructor will necessarily" fail 
by justify ita existence, 

That I had under-estimated the calorific value of Darwen 
refuse only arves to show that I was moderate in my claim, 
but I do not claim that pessimistic moderation enjoyed by 
the writer of the article. Experience has shown me that 
there is such a thing as “average refuse,” and also that 
fue is of grent value for useful steam raising. 


Auv amount of juggling with figures and splitting of 


lairs will not disprove the fact that good, useful, and 
амине work is being done at Darwen and also at the 
Aber phis I mentioned. | 

There are one or two queries addressed to Mr. Clegg, 
slich, no donbt, that gentleman will reply to. I will only 
my that I quite agree with Mr. Clegg's statement that it is 
peib w secure the best results in steam raising con- 
curently with thorough cremation of the refuse. In fact, 
f the plant is properly designed, and the boiler is not used 
uke a kettle, not only is good evaporation compatible with 
Чк cremation, but, what is more, it is inevitable. 

Your contributor, in closing his letter, says it is worthy of 
note that no first-class destructor maker has taken exception 
his views, Does it not occur to him that some at least 
jerfer to treat his statements with contempt, while, on the 
Aber. hand, there are others unfortunately whose destructor 
ran fairly be placed in the category covered by the words 
tuplained of? 

I am inclined to think that at his end of the scale the 
pæimist is fully as mischievous in the prevention of the 
tomie disposal of refuse as is the man who, going to the 
ther extreme, makes ridiculously extravagant claims. 

What I have said has been amply proved by the letter 
from Mr. Stanley Clegg, who surely knows something about 
the matter when he is responsible for the lighting of his 
town every day from the destructor alone. Yet your con- 
inhator says his statement has not been controverted. Very 
well, let it be во; if Mr. Clegg's letter has failed to make 
any impression, I may well be forgiven if I give it up asa 
üopelesg task. | 


Westminster, S.W., July 2nd, 1900. 


Incineratur. 


[А letter from Mr. Stanley Clegg appears in our * Notes“ 
соотв this week, being received too late for insertion in 
this colamn.—Eps. ELEC. REv.] 


An Electric Bell Problem. 

I desire to put up two electric bells at a distance from end 
wend of 1,500 yards, and to use railway metals as a return. 
What sort of bells would be required? also size of wire, 
latteries, switches, resistances of bells? How many batteries 
at each end, and what sort of relays if any required? 


Subscriber. 
Rawtenstall, July 2nd. 


Perhaps one of our readers will oblige our correspondent. 
—Eps. ELEc. REv.] 


Maintenance of Electrie Motors. 

In your issue of yesterday, in an article headed “ Тһе 
Maintenance of Electric Motors," you request engineers who 
have some experience on the matter to make their knowledge 
poblie, I think I may claim to have some acquaintance 
nith the matter, as I was for over two years city and branch 
manager to the Electric Light Insurance and Maintenance 
Company, and have maintained more motors than I should 
care to count. I hold no brief for any kind of motor, but 
my experience has been that cheap motors, properly treated, 
гоп as well and are as easily maintained as more expensive 
ma But they must be properly treated from the very start, 
her wise the suseriority of the good make is soon apparent. 
| know а very heap motor, driving a varying load from 
ching to full pad, changing suddenly. It is looked after 
Is а skilled mam has run four years, aud never cost a penny 
емек. for new bitghes, and never had a file on the commu- 
ur. Another I Row, by a good maker, has run about five 
yarm under about as bad treatment as it could possibly get. 
X cheap motor would not stand the patching that has had. 

If a motor be anything like passable when new, that is to 
sy, if the spindle be straight and the commutator round, and if 
* possible sparkles position exist for the brushes, that 


motor'will run as well as the“ best you get for money if it 
is properly ‘treated, by which I mean kept clean and 
lubricated, brushes trimmed and carefully adjusted, never 
started or stopped, or the load altered except by a skilled 
man, and never overloaded. On the other hand, a really 
good motor will stand ill-treatment (which is the usual! 
treatment) dirt, neglected brushes and commutator, sudden 
switching on, &c., and still run. 

To sum up then, if you have a really skilful and pains- 
taking engineer, use cheap motors, they will serve you as 
well as more expensive ones; but if not, use the best you 
can get, and even they will be costly. It is the man, not 
the motor that makes repairs necessary. 

I hope there may be something in this letter that is new 
and may he useful to your readers. 

G. Carew Knight, 4. I. E. E. 

July 3rd, 1900. 


Electrical Cabs. 


I read with interest Mr. Oppermann’s letter in your 
current issue, 

Certainly the first attempt in this country, and I believe 
in the world, to operate a public service of electrically pro- 
pelled vehicles has ended very ingloriously, and I trust 
London will not long remain with such a record. 

Since the Electric Cab Company was started, although 
only a short time ago, a large amount of work has been 
done in connection with electric vehicles, and much experi- 
ence gained, Another attempt would have things nearly as 
much in its favour as they were against the late pioneer 
company. 

The fact that the cab company has only one charging 
station must have accounted for much useless running and 
waste of current and time. An electric cab service for 
London should have at least three charging stations, taking 
current from supply companies if possible: a cab could then 
go to the nearest depot. Arrangement might even be made 
for the cabs to get a short charge whilst waiting on the cab 
stands, just as the Pescetto trams in Italy charge at the end 
of each run for a few minutes ; it would save running to and 
from the depót, for which no money is taker. 

I think the exposed gearing on the cabs accounted for 
considerable waste of power. Special attention ought to be 
paid to gearing, for every fraction of an ampere saved in 
running is important. 

The“ Napier " car (petrol) is a striking instance of this 
point. The better running of this car in the 1,000 miles tour 
than many equally and even greater-powered cars is attri- 
buted solelv to its more efficient gearing aud. general details. 
When the cab company started they had no actual results to 
guide them in the choice of accumulators ; since, information 
has been obtained for various types of cells. Parallel 
grouping of cells ought to be avoided entirely, and. the 
batteries should be put ou discharge at the depót and the 
cells tested individually at least, once a week, for one bad 
cell may mean 4°5 volts less than the proper running 
pressure, and it is surprising what a difference 4*5 volts 
makes to the speed. 

As an illustration of the advances made since the Cab 
Company commenced, the record distance run on опе 
charge now stands at 163 miles, at an average speed of over 
10 miles an hour, and the vehicle which accomplished this 
only weighed some 5 to 7 cwts. more than the London cabs, 
and ran at least four times the distance. 

I trust it will not be long before another attempt is made 
with electric cabs in London, and if made on proper lines it 
is, I believe, sure to be successful. 

W. S. Naylor. 

Newport, Mon., June ЗОЛ, 1900. 


Central London Railway. 


Your interesting account of the Central London Railway 
is rendered still more valuable by, the numerous curves 
which aecompany it, but there is one point that is not quite 
clear. 

Referring to the generator magnetisation curve, lettered 
* Full load“ in the right hand bottom corner of p. 970, the 
conditions under which this curve was obtained are not 
evident. 
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It appears probable that the armature current was kept 
constant throughout this curve, and if this is the correct 
meaning, the value of this current and of the power factor of 
the load should be stated in order to make the curve complete. 

If you will kindly clear up this doubtful point I shall 
be much obliged. 

H. C. L. 

[Our correspondent is quite right ; the armature current 
was kept constant at 98 amperes.— Eps. ELEC. REv.] 


JOINT TRANSMISSION OF DIRECT AND 
ALTERNATING CURRENTS. 


THE remarkable paper by Mr. Bedell, which will he found 
elsewhere in this issue, reveals a novel and striking dis- 
covery, which no doubt will have many useful applications. 
We do not wish to be unduly optimistic, nor would it be 
wise at this stage of its development to heap rash encomiums 
upon the invention; but it would seem that we have in this 
the basis of an all-round system of supply to meet the wants 
of all classes of consumers, capable, with suitable arrange- 
ments, of being transformed up or down, of driving direct 
current motors, of magnetising the fields and energising the 
armatures of synchronous motors (as suggested by the author), 
and even of charging accumulators. 

We cannot as yet follow the author in his statement that 
no engineering difficulties arise, although the ingenuity of 
his theory justifies us in hoping that he may be able to prove 
our doubts to be groundless. 

It is evident that the resultant current will be 
asymmetrical about the axis, and may even, under certain 
conditions, be unidirectional ; the maximum induction 
density in the cores of transformers, &c., will, therefore, be 
increased during one half period and diminished during the 
other. What effect will this have upon the hysteresis and 
eddy losses ? 

Again, in driving direct current motors, although the 
self-induction of the armatures and fields will choke down 
the alternating current, will there not be serious eddy cur- 
rent and hysteresis losses in the iron poles and cores due to 
the undulations which must occur in the current value ? 

Will it be possible, by merely inserting a choking coil iu 
the circuit, to charge accumulators from the mains ? 

We might multiply such: queries indefinitely were it 
profitable to do во; but in the meantime we prefer to await 
the further development of Mr. Bedell's new system. 

One thing we would point out—that the resultant pressure 
is raised by 40 per cent. ; if this were done on either a direct 
or alternating system of the ordinary type, precisely the same 
saving would be effected as in Mr. Bedell's system. In fact, 
this saving appears to be essentially due to the increased 
pressure, and cannot, in our opinion, be claimed as au 
inherent property of the system. 

We shall await Mr. Bedell’s further disclosures with the 
greatest interest. 


BUSINESS NOTES. 


Annual Outings.— The Westminster Engineering Com- 
pany went for their annual outing to Taplow last Saturday week. 
The party sat down to dinner at the Dumb Bell Hotel In the 
absence of the principals (Mr. Girdlestone and Mr. Way), through 
pressure of business, the chair was occupied by Mr. A. E. Peun. 
The day's proceedings terminated with a concert and dancing. 

The employés of the London Electrical Fittings Company, 
Limited, held their annual outing on Saturday last, and a very 
pleasant day was spent at Brighton. 

The employés of Mr. Wm. Rickard, of Derby, went for an excur- 
sion to Matlock Bath on Saturday last. 


Institution of Junior Engineers.—Last Friday а 
deputation of members visited the works of Messrs. Caird & Rayner 
at Limehouse, where they manufacture evaporators, condensers, feed 
heaters and pumps. The works, though considerably enlarged, are 
turning out to their utmost capacity, day and night. Electric 
lighting and driving are employed throughout. А gas engine- 
driven dynamo furnishes energy to a number of electric motors 
made by Mr. J. S. Sneath. On Saturday, 14th, a visit will be paid 
to Lord Rothschild's estate at Tring, when the electrical machinery 
and various attractions will be inspected, 


Electrical Wares Exported. 


WEEK ENDING JULY 4TH, 1899. WEEK ENDING JCLY 3RD, 1900. 


Amsterdam V .. Value £240 Adelaide Value £80 
Bangkok. Teleg. mat ja 58 Alexandria .. - 62 
mbay A $5 es = 18 Ainsterdain 185 
Boulogne “Ж sa ЖЕ 29 Bombay ; " ys 411 
Buenos Ayres x .. 2,161 Brussels  .. sa čs 88 
» "n Teleg. mat. .. 250 Calcutta a ож 76 
Calcutta . эө = eS 238 Cape Town.. is МЯ . 488 
Саре Town “a ie . . 172 Christiania. Teleg. mat. - 46 
Christiania .. са p sis 87 Colombo ЕЕ ©з е 871 
Colombo  .. 2 T vii 70 Copenhagen. Teleg. cable 571 
Copenhagen we - ©» 9 Durban ix а is . 450 
Delagoa Bay " s a 8 Kast London А 23 
Demerara. Teleg. mat. .. 141 G-braltar А xa 188 
Durban 95 d i» . . 342 Hong Kong .. ЭА €" 871 
$5 Teleg. mat. E $5 52 Launceston.. ss 4 360 
Fremantle .. - БЯ .. +» 98 Madras sa 685 
Gothenburg.. gs 2 . 270 Malaga АИ T i 85 
Grenade  .. i - ns 25 Melbourne. Teleg. cable .. 842 
Hamburg... iy га .. 260 New York. Teleg. cable .. 12,700 
Hong Kong.. Ex sa . . 836 Ostend es Ps ©з s Б 
Monte Video. Teleg. mat. 55 Rotterdam .. "m - 50 
Montreal) ea -— s 26 St. Petersburg - 76 . 850 
Ostend iu ig - $3 89 " Teleg. wire .. 1,205 
Port Elizabeth  .. 958 vs 55 Shanghai Я ae we 68 
Port Said “з 9 " 838 Singapore i ne T B6 
Rio Janeiro.. ^ a . 158 Stockholm .. єз Уй 4x 38 
Santos МА s rr vi 84 т Teleg. cable . 279 
Shanghai. 21 tons old teleg. Sydney ‘ce "m gs 146 
wire (value not declared) . — Tientsin $0 
Sydney © s és . 506 Townsville .. 105 
Yokohama .. pi xx . 118 


Total T £6,198 Total T 


Foreign Goods Transhipped. 


Alexandria. Elec. goods Value £85 
Calcutta. Elec. mat. ex 79 


Total - £104 


— 


Bankruptcy Proceedings.— Under the failure of John 
Evelyn Liardet, 16, Hyde Park Gate, W., and the Old Mill Works, 
Cowley, Mr. Registrar Brougham, sitting at the London Bankruptcy 
Court on June 29th, gave judgment upon the debtor's application 
for the Court’s approval vf a scheme of arrangement. It will be 
remembered that the debtor has for some years been interested in 
water motors, electrical accumulators, hydraulic apparatus for irriga- 
tion and a rudder movement recorder. He valued his interest 
therein at £19,000, subject to realisation, and proofs to the amount 
of £11,308 had been admitted against the estate. His Honour said 
he was asked to confirm a scheme to pay to all the unsecured 
creditors a composition of 20s. in the £ by means of cumulative 
preference shares in the Motors and Mechanical Appliances, Limited, 
or at the option of each creditor a cash composition of 7s. 6d. in the 
£ within one month of approval. Just over a vear ago there was 
another scheme before the Court providiug for a cash composition of 
7s. 6d. in the £ to be paid to all the.creditors. That fell through 
owing to the debtor's not finding the money, and the Court was 
then told that a company was to be formed to buy the debtor's 
inventions fora sum sufficient to pay the composition. That was 
not doue, and now the Court was asked to approve an arrangement 
whereunder the creditors would receive shares in a company to be 
formed to acquire and work the debtor's inventions. "This was a 
case in which the Court could not approve the scheme unless it was 
shown to provide reasonable security for the payment of 7s. 6d. in 
the £ to the creditors. He was told that the whole of the creditors, 
with one exception, had declared in favour of receiving payment by 
means of shares, but he could not hold that shares in a compauy not 
yet formed did provide the security required by the Act. He 
regretted to have to give a decision contrary to the evident desire 
of the creditors, but he had no option in the matter, and must refuse 
to confirm the scheme. Application refused accordingly. 

Application for discharge will be made on July 18th at Bankruptcy 


. Buildings by F. G. W. J. Adams (Downie & Adams, electrical 


engineers). 


Liquidations.—The Premier Electric Lamp Syndicate is 
winding up voluntarily with à view to reconstruction as the Premier 
Electric Lamp Company, Limited. Mr. D. L. Chalmers is liqui- 
dator. | 


Catalogues and Lists.—The Edison and Swan United 
Electric Light Company have issued a leaflet (No. 137) describing 
their “ Paragon” fau motors. Prices and cuts are given. 

Messrs. J. Smart & Co., of North End, Erith, send us lists of their 
improved simplicity milling and wheel cutting attachment forlathes. 


The Copper Market.—According to the last issue of 
Messrs. H. R. Merton & Co’s. circular, stocks of copper have increased by 
59 tons during June,and prices have fallen 30s. per ton. The total sup- 
plics reached 26,870 tons, to which total North America contributed 
17,886 tons, or over two-thirds. The shipments from Australia and 
from "other countries" were slightly below the average, while 
those from Spain and Portugal and from Chili were much below 
the average for the 12 months. The increased shipments from 
North America, however, compensated for the deficiency in the 
supplies from other countries, and the total of 26,870 tons is only 
285 tons below the record figures of April, 1900. The total 
deliveries were 25,836 tons, and in addition 975 tons “ standard " 
were shipped to New York. In consequence stocks have ouly 
risen from 29,204 tons to 29,263 tons durng the month, and are 
now slightly above the total at which they stood on June 30th, 
1899. The price of G. M. B's., which on May 31st was £73 5s., 
had fallen to £72 7s. 6d. by June 15th, and on June 30th had further 
declined to £71 15s. Three new corper mining companies have 
been floated since our last monthly report. The first of these is the 
Le Roi No. 2, Limited, formed (o purchase and work mining 
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meeting passed the following resolutions:—'' That theií'debtor be 
requested to execute a deed of assignment of his estateTand effects 
to Mr. Isaac Senior, 30, East Parade, Leeds, as trustee forithe benefit 
of the creditors generally, such assignment to contain! the usual 
release by creditors to the debtor." That the following gentlemen 
be appointed a committee of inspection: Mr. W. M. Still (W. M. 
Still & Co., London), Mr. Wm. Russell (Fletcher, Russell & Co. 
Limited), and Mr. C. H. James, Leeds, two of whom shall form А 
quorum." In a circular letter to the creditors, Messrs. E. & W. Н. 
Foster, the solicitors, say that in the interests of all concerned it is 
desirable that a forced realisation of the assets should be avoided 
and having regard to the possible value of the debtor's patents, it is 
hoped that arrangements may be made for disposing of the business 
аз а golng concern. No definite value can at present be attached to 
the patents, the figure of £40 in the statement of affairs merely 
representing the outlay in fees, &c. In compliance with the foregoing 
resolutions a deed of assignment is being prepared and will be duly 
executed. J 
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Prices Advance. — The Electrical Power Storage 
Company announces an increase in all catalogue prices of 5 per cent. 
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HOLLY. Gravity RETURN SYSTEM. 


This is due to the continued advance in the prices of raw materials, 
especially lead, during the last few months. 


Private Bills.—In the House of Lords on 2nd inst. the 
following Bill was read a third time :—City of London Electric 
Lighting. In the Commons the Great Grimsby Street Tramways 
Bill and the Liverpool Overhead Railway Bill were read a secoud 
time. 


Rankine Feed Water Filters.—We have before us a 
catalogue of the Rankine Patent Feed Water Filter Company, 
Limited, of Liverpool, illustrating and describing several designs of 
feed water filters for warships, mercantile marine, and general land 
purposes, for treating with oil, mud, and other impurities, but what 
directly interests our readers is one designed specially for electrical 
plants. This is a system of double filtration through specially woven 
linen terry cloth. The structural design of this filter 1s compact 
and it occupies very little floor or wall space, and can be readily 
adapted to any feed pipe arrangement, the body being cylindrical 
апа the inlet, outlet, and bye-pass valves lying lateral and in line 
with the piping. The filtering arrangement consists of an outer 
filtering cartridge and a series of telescoped inner cartridges, 
covered with filtering material, which can be increased or reduced 
in stratum to meet the density of the impurities. The heavier 
impurities are taken up by the outer cartridge, and the 
lighter and thinner impurities are arrested by the inner telescoped 
cartridges. This firm claims for the filter, not only great filtering 
area, but even surface and an equal distribution of pressure over the 
filtering arrangement, and no increase of resistance on the feed 
pumps, owing to the fact that the second filtering surface 1s as large 
or larger than the first. Users of steam generators, subject to high, 
and still increasing pressure, must not overlook the necessity of 
purifying the feed water before allowing it to pass into the boilers, 
or disaster may ensue. Engineers understand what the results may 
be by allowing oil or other impurities to reach the heating surfaces, 
or vital parts of the boiler, and every increase in pressure increases 
the danger. Purity of water is essential to the life of a boiler, 
hence the necessity for feed water filters. 
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Wheeler Condenserx.— The Wheeler Condenser and 
Engineering Company have secured the contract for the complete 
condensing plant required for the Portuguese Tramway Company, 
at their Lisbon power station, This plant has to be supplied m 
duplicate. They have also the cooling tower aud coudeusing plant 
required for the Bromley electric light station. Among many orders 
received by this company recently have been the duplicate orders 
for condensing sets for the Belfast and St. Helens Corporation 
electric light station and the Reading Electric Supply Company, 
also the condensing plant required for the Bedford, Blackpool, 
Devonport, aud West Bromwich Corporation electric supply 
stations, 


ELECTRIC LIGHT AND POWER NOTES. 


Abertillery,—A comprehensive scheme for the utilisa- 
tion ef refuse for the production of electricity has been submitted 
for the consideration of the Council. 


Ambleside.—The District Council has resolved that its 
electric lighting order be leased to the Windermere Electricity Com- 
pany fora term of 15 years, terminable any subsequent. five years, 
the company te bear the whole cost of obtaining the provisional 
order, and the light to be supplied on the same terms as to their 
other customers, 


Beatunaris.—The Town Council has received notice from 
the North British Electrieal Supply Company of their intention to 
apply to the Board of ‘Trade for a provisional order for the supply 
of electricity within the ares of the Council. 


Birmingham.—a<A_ slight interruption of the supply of 
electricity to part of the city occurred on Sunday evening last, 
due to a short circuit on the mains. The trouble was quickly 
rectitied. 


Birstall.—The North British. Electric Supply Company 
has intimated its intention of applying to the Board of Trade for 
powers to supply electrical energy within the district. 

Blackpool. 


costs "or 14 days" for black smoke nuisance at the electricity 
works, 


Brecon.—The Corporation has been granted by the 


Board of Trade a provisional order for the electric lighting of the 
borough, 


Bridgend.—The Board of Trade has approved of the 
transfer of the Council's provisional order for electric lighting to 
the English Industrials, Limited. 


Buxton.— Mr. Leeming, of Blackburn, has been 
appointed assistant electrical engineer to the District Council, at a 
salary of £120 per annum. 


Clewer.—The Windsor Rural District Council have 
given their consent to the Windsor Electrical Installation. Com- 


pany, Limited, extending their area of lighting iuto the parish of 
Clewer. 


Croydon.—The Town Council has decided to obtain the 
sanction of the Local Government Board to a loan of £3,360 for 
extensions of the are lighting. The accounts of the electricity works 
show a profit of £900 for the past vear, during which extensions 
costing £25,000 were carried out. The average price obtained from 
401 consumers on the maximum demand system was 4364. per 
unit, while the average for all consumers (595) was 4:674. In the 
preceding year the return was 5:62d. 


Devonport.—An inquiry was held last week by Col. C. II. 
Lusard, R.E., into the subject of au application by the Devonport 
Corporation for sanction to borrow £69,727 for electric lighting 
purposes, A provisional contract had been entered into for the 
purchase of the freehold of the site for the generating station. 
Mr. C. Furness, electrical engineer, explained the plans, pointing 
out that the premises at the waterside frontage would be made 
capable of storing about 1,200 tons of coal It was proposed to 
have three engines. One of 300 H.P. would be used for the lighting, 
and one of 600 H.P. for traction work. Another engine of 600 н.р. 
would be held in reserve. They would start the working of the 
plant with an assured demand for 700,000 units per annum. The 
system would be low pressure continuous current. 


Dritheld.—The Northern Counties Electric Supply Com- 
pany having given the Council notice that it is the company's 
intention to apply to the Board of Trade for a provisional order for 
the lighting of Driffield by electricity, the Council has passed а 
resolution to the effect that it will not consent to tlie grant of 
' the order. 


Dunmanwax.— The District Council has decided to apply 
for a provisional order for electric lighting. 


Gloucester.—'l'enders have lately been invited for the 
supply of 500 tons of rough forest slack, delivered in carts at the 
Corporation electricity works duriug July, August, aud September, 
às required. 


The Corporation has been fined. 10s. and 


Grantown.—The Police Commissioners have received 
reports on the introduction of electrie lighting from Messrs. Lyon 
and Crosby, Glasgow, and Mr. D. Halpin, London, and an offer from 
Messrs. Crompton & Co., Limited. Further inquiries are being 
made into the matter. 


Gwyrfai (Carnarvonshire).—At a meeting of the Dis- 
trict Council on. June 30th, a letter was read from Mr. Peterson, 
a London solicitor, notifving his intention of applying for a pro- 
visional order to set up electricity works in the district, and to con- 
struct an electrie tramway to the watering place of Dinas Dinlle. 
Mr. Peterson was asked to go into the matter more fully before a 
committee. 


Hornsey.—The District Council on Monday resolved 
that the offers of companies be declined, that subject to modification 
of details, the scheme of Mr. Hammond, involving an expenditure 
of £73,350, be adopted for the whole district, and that application 
be made to the Local Government Board for permission to borrow 
the money. The cost of mains is put at £31,003 ; generating station, 
£28,110; publie lighting, £4,700; meters, house connections, &., 
44,575; and general charges, £5,112. Land is not included. The 
total capacity provided for is 31,600 8-c.P. lamps and 600 KW. Mr. 
Hammond suggests a charge of 7d. per unit for 100 hours per 
quarter, with 2d. for the remainder, which he estimates would 
average 54. per unit. 


King's Lynn.—The price of gas having been raised, the 
Guardians have decided that the committee, which some months ago 
took into consideration the question of lighting the Workhouse by 
electricity, should be re-appointed, and asked to again give the 
subject their attention. 


Lancaster.— Although the consumption of electricity has 
increased during the year by 224 per cent, the Electricity Com- 
mittee of the Corporation shows a net profit of only £421 as com- 
pared with £1,191 last year. £250 has been carricd to the reserve 
fund while £459 goes towards the redemption of the new loan of 
410,000. The price of energy was reduced during the year from 
öd. to 434. for lighting purposes, and from 4d. to 3d. for motive 
power, this accounting for the smaller profit. The capital expended 
is now £32,795, and powers have been obtained to spend £35,000, 
leaving £2,205 to expend. The year's total expenditure was £2,314, 
against £1,683, or 1:97d. per unit against 1:92d. per unit; and the 
gross income was £4,504, against £4,007. The Gas Committee of 
the Corporation has decided to increase the price of gas per 1,000 
feet from 28. Gd. to 28. 9d. The electrical engineer at Lancaster 
(Mr. W. A. Fraser) is at present serving аз a sergeant in the 
Middlesex Yeomanry in South Africa, the Corporation having 
allowed him leave of absence during the war, at a reduced salary. 


Leamiugton.—The Town Council proposes to offer to 
purchase the undertaking of the Midland Electric Light Company 
for the sum of £17,000. 


London.— Batrerses.—s a result of an interview with 
the solicitor to the Post Office, the Vestry has decided to sanction 
the laving of telegraph tubes in various parts of the parish on the 
following conditions :—(1) The Postmaster-General shall make good 
any damage which may be done in the execution or maintenance of 
the work; (2) the Postmaster-General shall give notice in writing to 
the Vestry, in case at any time any of the said telegraphs shall be 
used or required to be used to connect exchanges of the National 
Telephone Company, or exchanges of the National Telephone Com- 
pany and post offices; (3) on receipt of such notice as last aforesaid, 
the Vestry shall be at liberty, by notice in writing, to withdraw the 
consent hereby given so far as relates to any telegraphs to be used 
as aforesaid, and the Postmaster-General, if he objects to such with: 
drawal, shall take immediate steps to obtain a determination of tha 
difference thus arising in manner prescribed by the Telegrap 
Act, 1378. | ; 

Lonvon County Councu..—The Council, at the meeting l: 
week, decided to approve plans for the extension of one of thy 
boiler houses at the Deptford station, and the erection of a trau 
former room. It was resolved to postpone until next week а recor 
meudation of the Asylums Committee in favour of an expendit 
of £39,000 beiug sanctioned for the provision of a ceutral stati 
for the supply of water and electricity to the asylums to be built 
the Horton estate. The scheme, prepared by Sir Alexander Binni 
the engineer to the Council, provides for the erection of engine a 
boiler house, &., well house (with a 40,000-gullon water stora 
tank), water-softening plant, &c. The proposal is at present limit 
to centralising the water and electric current supplies for the Hort 
Asylum and the suggested epileptic colony, but the buildings ha 
been so designed that they can be extended from time to time. 
electric lighting plant for the two institutions named is for an inst 
lation of 3,800 lamps, equalling 8,187 lamps of 8-c.». It will a 
provide the power for 16 motors, varying in size from 22 B.H.P. 
1 B. N. P., for pumping, driving laundry machinery, bread-maki 
machinery, ventilating: fans nud workshop tools, &c. The syst 
proposed is the three-wire system, with a voltage of 400 betwe 
the outer conductors of the mains, the voltage in all rooms occupi 
by patients aud staff being limited to 200; this system will prev 
a failure of light should one of the conductors break down. It 
intended that the clectric lighting plant shall be in readiness 
working within seven months from the date of the order. 


Malton.—The District Council has concluded an agr 
ment with the Northern Electric Supply Association for the elec 
lighting of the town. 
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Welrose.—At а special meeting of Melrose Burgh Com- 
MN. here last weck. it was resolved to approve of and support 
Messm Crompton & Co.'s application for а provisional order to 
wapply electricity to the burgh. 


Wanchester.—The acconnts of the Electricity Committee 
ef the Corporation for the year ended March 31st. last show that 
the total quautity of electricity accounted for amounted to 6,468,405 
waits, an meren of 24 per cent. over the previous year. The con- 
amers numbered 3,240, an increase of 670. Additional mains 
were laid to the extent of 47 miles 530 yards, making the total 
leucth laid 110 miles 45 yards, Revenue derived from sales of 
che, &c., amounted to £86,298 (which works out at 3°20d. per 
sni, and the working expenditure to £49,906, showing a gross 
profit of £36,392. From this sum is deducted an amount of £27,200 
on unt of interest and sinking fund, апа a net profit is shown 
et £9,193. This surplus, together with the balance of £2,000 brought 
frum last year's account and £572 interest on reserve fund invest- 
ment, making a total of £11,765, has been appropriated in the 
flowing manner, viz.:—Paid to city fund in aid of rates, £10,000 ; 
placed to reserve fund, £1,765. At March 31st the total capital 
expenditure was £641,822; mortgage debt, £556,278; amount of 
mortgages redeemed to date by action of sinking fund, £49,233 ; 
Imlance at credit of renewals suspense account, £335; ditto reserve 
fund, £13,361. The accident which happened to the machinery at 
Inckinson Street station in September last did considerable damage. 
The amount withdrawn from the reserve fund on account of the 
breakdown was £7,070. The work in connection with the buildings 
at Bloom Street station is proceeding with all despatch, and the 
wveral contractors have the slant in a forward state. Considerable 
premess has been made with the laying of electric mains in the 
di«nets of Withington, Moss Side, and Levenshulme ; the supply 
bas been available in portions of Moss Side since December last and 
in Withington since February last. On September 30th last the 
price «f clectric energy to long-hour consumers was reduced from 
і to 1{4. per anit, and a similar reduction was made in the price 
of energy supplied for motor purposes. 

Alderman Higginbottom (chairman) and six other councillors have 
been appointed by the Electricity Committce of the City Council 
t^ visit and inspect the exhibits of electrical plant and machinery 
at the Paris Exhibition. Bon voyage, Messicurs ! 


Nonmouth.—Oving to the success of electric lighting 
in the tom the generating station is being considerably extended, 
and tenders for the work have been accepted by the Town Council. 
At the last, meeting a gratifying report was received from Mr. A. N. 
Blake, the electrical engiuecr, showing that a satisfactory initial 
rear had been experienced. 


Newport.—The Borough Council has applied to the 
Board of 'Trade for power to supply electricity at 200 volts. 


Padstow.—The District Council is inquiring into the 
matter of electric lighting for the district. 


Rochester.—The Rochester, Chatham and District 
Eleetric Lighting Company are taking ad vantage of an increased charge 
in the price of gas, and are specially advertising a reduction in their 
cbames. The compauy have just added to their works at Chatham 
а 1.000-н.Р. Parsons turbo-alternator, and there are in course of 
erection two Lancashire boilers to meet the increase of demand for 
clectric light. 

Southport.—The Southport Corporation has spent more 
than £100,000 so far on its electricity works, and stands committed 
to nearly £40,000 more. Most of this is in regard to the alternat- 
ing current stem, but the latest additions to the plant are for the 
product iou of continuous current. Colonel A. J. Hepper, R.E., 
beld an inquiry last week into an application to borrow £9,000 for 
tbe pruvision and laying down of suitable cables. The new tram- 
way system, now nearly completed, is to be worked on the con- 
tinuous current system, aud the Corporation expecta to supply 
rurrent to the Soathport Tramways Company, the Pier Company's 
tramway, the Ormskirk light railway, the Southport and Lytham 
tramways, the Lancashire and Yorkshire Railway Company for a 
new station at St. Luke's, and for are lighting and power gencrally. 
No opposition was offered to the application. 


Nanderland.—The report of the electrical engineer, Mr. 
F. C. Suell, for the past year shows a total lamp connection of 
32024, an increase of 36 per cent. during the year. The energy 
ld was 640,079, an increase of 35 per cent. The capital outlay 
standa at £59,912, or £74 per kilowatt installed; the extensions now 
in progress will increase the expenditure to £111,100, equivalent 
& £96 per kilowatt installed. The gross profit for the year was 
£11H7, the net profit £467. There is a considerable demand for 
pwer for the docks aud workshops, as well as for domestic and 
tade appliances. 


Wirral.—The District Council has received notice from 
the He«wall Gas and Electrical Company of their intention to apply 
t the Board of Trade for a provisional order for the electric lighting 
wf Heswall, Baruston, Pensby and Gayton. 


ELECTRIC TRACTION NOTES. 


| Birkenuhead.—Resideuts in some of the Birkenhead 
districta arc protesting against the proposal of the Tramways Com- 


t 
LI 


mittee to pave the electric tramways in Shrewsbury Road with 
granite setts. Granite would be too noisy for them, and they want 
wood paving instead. 


Black Country.—Notwithstanding the hostility of the 
Wolverhampton Corporation to the British Electric Traction Com- 
pany, that company has been successful in coming to an amicable 
agreement with all the other ruling authorities in the Black Country, 
with the result that this densely populated district will very shortly 
have a complete network of tramways under one system, extending 
throughout the entire Black Country from Wolverhampton (that. is, 
from outside the borough limits} to Birmingham. Bilston, Willen- 
hall, Darlaston, Wednesbury, and West Bromwich have each made 
terms with this company. These terms have already received the 
private sanction of the respective Councils, and in a limited period 
the overhead electric traction, with up-to-date cars and a quick ser- 


vice, will replace the old worn out steam engines and cumbersome 


cars at present in vogue. On the main read from Dudley to 
Oldbury the British Electric Traction Company, it is now stated, 
have secured leases from the local authorities to continue this over- 
head service, and they are only awaiting the consent. of Smethwick 
and Birmingham to equip the lines right into Birmingham. -The 
present Smethwick lease expires in 1902, but the Birmingham lease 
has seven more years to run. | 


Bradford.—The Electricity Committee of the Corpora- 
tion has reselved to apply to the Local Government Board for 
sanction to borrow a further sum of £140,000 for the erection of a 
new generating station, and for additious to existing stations, and 
for further machinery and plant. 


Eccles, —The Town Council has decided to advertise for 
a consulting electrical engineer to advise generally on the electrical 
equipment of the tramways. 


Manchester.—A_ beginning has just been made, says 
a Manchester paper, at Cheetham Hill in the work of laying the 
new metals in connection with the Manchester Corporation electric 
tramway system. The first section to be finished is the Cheetham 
Hill one, starting from a point opposite the new Presbyterian 
Church to Albert Square. The existing line is being taken up in 
lengths of about 100 yards, the up and down traffic being diverted 
by means of portable cross-over tracks on a single rail. At present 
only 100 men are engaged on the new section. It is hoped to com- 
plete the Cheetham Hill section about October, or, at any rate, before 
the end of the year. The route along Rochdale Road will then be 
started, followed by that along Bury New Road. If possible, the 
Committee expect to have the whole of the existing lines recon- 
structed at the end of two years. 


Middlesex.— With reference to the London United 
Tramways Company's Extension Bill, which has already passed 
through the House of Commons, a Committee of the Middlesex 
County Council has reported that it is desirable, with a view to a 
uniform and comprehensive scheme of locomotion throughout the 
county, that all the light railways and tramways should practically 
be under the control and management of the County Council, and the 
Committee expressed the opinion that it would hardly tend to the 
convenience of the public and the interests of the county generally 
that, whilst most of the trunk lines were under the control of the 
County Council, some of the tramways and light railways should be 
in the hands of private companies, and some sections in the hands 
of the district councils. The Committee therefore recommended 
that the London United Tramways Company should be informed 
that the Council would be prepared to limit its opposition to clauses 
if the company and the district councils affected would consent to 
the Bill being amended so as to provide that the County Council 
should be the purchasing authority at the end of the period limited 
by the Bill. The recommendation was passed, but the opinion was 
by no means unanimous. 


Musselburgh,— All opposition has been withdrawn to the 


promotion of this scheme before Parliament. 


New Forest.—At a mecting of the Lyndhurst Parish 
Council, held a few days ago, a favourable reception was accorded 
to a letter from Mr. Ernest A. Kite, solicitor, inquiring if the Council 
would consent to the construction of an electric tramway trom 
Lyndhurst Road railway station to Lyndhurst, and also to the 
installation of the electric light in the town. It was stated that 
the full length of the line would be about 2 miles 6 furlongs, and 
that plans, with the full details, and the necessary provisional 
order or Parliamentary Bill, would be deposited in due course. It 
was urged by a member that the project would be beneficial, and 
should, therefore, be cordially supported. It was decided that the 
application should stand over until the return of the Hon. G. 
Lascelles, the local representative of H.M. Commissioners of Woods 
and Forests. 


Pwllheli.—At a special meeting of the Highways Com- 
mittee of the Carnarvonshire County Council held on Tuesday, it 
was agreed to favourably recommend to the consideration of the 
Council the proposal to construct an electric tramway from Pwllheli 
to Nevin, subject to certain conditions urged by the Pwllheli Town 
Council and several Parish Councils as to the width of roads and the 
placing of sleepers. The movement, if carried out, will tend to 


develop seaside places as yet difficult of access. 


Swansea.—This town, which shares with Cardiff the 
distinction of being in the forefront of Welsh municipalities, was 
en féte on Saturday last on the inauguration of the new electric 
tramways provided by the British Electric Traction Company, at an 
outlay of £100,000. Indeed, in this particular phase of enterprise 
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Swausea even distances every other town in the whole of the 
Principality, for it ia the first town in Wales to have an electric 
strect tram service, as it was many years ago the first to have rail- 
way provision. The assembly proved exceptionally representative. 
It included the principal members of leading Corporations aud Dis- 
trict Councils in South Wales, as well as other public officials. The 
Mayor of Swansea (Mr. Watkins) made his appearance at noon, 
accompanied by Mr. Emile Garcke, the managing director of the 
British Electric Traction Company; Mr. H. M. Sayers, the chief 
engineer in the power department of the company; Mr. Martin, 
chairman of the Electric Committee of the Swansea Corporation ; 
Sir Robert Morris, Bart., M. de Guerrier, and others, and discharged 
the pleasing duty of switching on the current with a commeudable 
absence of rhetoric, merely remarking that the performing of the 
duty gave him great satisfaction, as Swansea and district could 
now boast of being in possession of an electric tram service second 
to none in the kingdom. The company's representatives and 
guests (who altogether numbered over 150) afterwards travelled 
over the system in five of the cars, well decorated with bunting, to 
the opposite terminus at Morriston, about four miles away. 
The time taken to cover the ground was 25 minutes. The service 
links the one extremity of the line on the seaboard with the vast 
network of industries which have given to Swansea its industrial 
fame as а centre of tin, copper, chemical and other manufactures. 
Subsequently the proprietorr company entertained their guests at 
au excellent luncheon at the Hotel Metropole. Mr. Emile Garcke, 
the chairman of the company, took the chair, and the proceedings 
throughout were in every sense a great success. ` 

After the toast of “The Queen,” the Chairman followed with 
“The Town and Trade of Swansea,” and after passing high 
encomium upou what he described as the metallurgical 
metropolis of the world, for it smelted seven-cighths of 
the metale produced in the United Kingdom, he referred to 
municipalisation of indnstrial undertakings, such as tramways, and 
argued at some length in favour of the principle, remarking that there 
were a large number of enterprises carried on by private capital 
which could be carried on better and more cheaply by the collective 
powers of a Town Council, but without ulterior motive of making a 
profit. The Corporation had called in the company to construct 
tramways, imposing upon it conditions that it should do its duty to 
the public in the best and most capable way. Having done this, it 
was entitled to its reward, and he put it that if they wanted to 
develop the town they must offer every encouragement they could 
to capitalists. He reminded those present how the company had опу 
а certain number of years in which to get back its capital, and he asked 
them to help it to do its work without unnecessary embarrassment 
or harrassing. In order to make the venture pay, it was necessary 
that they should offer such inducements to the public in the way of 
better accommodation, &c., as to secure four times the patronage 
. accorded to the old system. 
The Mayor and Mr. Griffith Thomas responded, and after the toast 
of the day—“ The Swansea Improvement and Tramways Company,” 
' had been duly honoured, the proceedings ended with the toast of 
the Chairman's health, which was drunk with musical honours. 

Special saloon facilities were afforded by the company during the 
` afternoon to the guests for a trip to the Mumbles, one of the most 
popular of Welsh watering places. It transpired that the electric 
cars did splendid business on the Saturday. All the different 
sections were crowded by passengers. It is understood that the 
. company are retaining the services of the old employés of the Swansea 
Tramway Company, and it is further stated that the hours of labour 
have been reduced, and the wages increased, and that the men are 

supplied with outfits to suit all weathers. 


TELEGRAPH AND TELEPHONE NOTES. 


Imperial Telegraphic Communication, — At the 
congress of the Chamber of Commerce last Friday Sir E. A. Sassoon, 
M.P., stated that in order to consult the convenience of the congress 
it had been decided to amalgamate all the resolutions on the busi- 


ness paper, dealing with the question of cable communication with 


the Empire into a single resolution. The proposal which he had 
to submit, on behalf of the Liverpool Chamber, would read as 
follows :— Я? 


That this congress recommends that support should be given to the action 
which the Imperial оссе Committee of the House of Commons is taking 
with the view of piecing the important matter of electrical communication 
between the United Kingdom, India, and the British colonies and dependencies 
on a footing comm nsurate with present conditions of inter- Imperial and 
colonial relations. . 

That copies of the foregoing resolution be addressed to the Prime Minister, 
_ the First Lord of the Treasury, the Chancellor of the Exchequer, the Secretary 

of State for India, the Secretary of State fer the Colonies, and the Pommaster- 
General, urging that every reasonable o tunity may be given in Parliament 
for the discussion of the position of the felegraph companies in relation to the 
^ Government, with a view to an immediate and satisfactory so: ution being found 
for the very serious grievance under which the commercial and industrial oom- 
munities of the Empire bave been Jabouring for a long time past. 

That in view of the great object to be attained this congress is st ly of 
opinion that it would be wise policy to make full provision for ultimate State 
ownership in any orong ment hereafter made to lay cables by private com- 
panies between British possessions in any part of the globe. 

That this congress recommends that the principle of State ownership be 
especially provided for in the cable proposed to be laid by a private company 
between South Africa and Australia. | | 

And that this congress urges оп the Government the importance of institut- 
ing a searching investigation by the department committee proposed by Mr. 
Hanbury into both the CODE and the merits of the private system of 

esirability or otherwise ot adopting such & 

course of poeg on future as would lead to the ultimate expropriation of private 

cables and to the establishment of State-owned cables throughout the empire, 

per to тег о thereon at the earliest opportunity, such report to be accessible 
o the public, 


-he said was flagrant. 


After a long aud interesting speech from Sir Edward, Sir Thomas 
Jackson seconded the resolution, which was supported by Sir 
Frederick Young, Dr. Parkin, and others, and carried unanimously. 

The following resolution by the Vancouver Board of Trade was 
afterwards passed :— 


That the congress desires to call fal attention to the necessity of com- 


pleting the all-British Pacific cable, not only on commercial grounds, but in the 
nterests of Imperial security. 


Lord Londonderry and the Telegraphists. — On 
Thursday, June 28th, the Marquis of Londonderry, accompauied by 
Sir Geo. Murray, the Secretary of the Post Office, met a repre- 
sentative deputation of members of Parliament in committee-room 
B. of the House of Lords. The deputation comprised Sir Albert 
K. Rollit, Mr. W. C. Steadman, Mr. Jacoby, Mr. Bailey (Chester- 
field), Mr. Patrick O'Brien, and Col. Dalbiac. The subject of the 
interview was the wages of telegraphists, and the neoemity for a 
Parliamentary inquiry. Sir Albert Rollit introduced the deputation, 
and urged the claims of the London telegraphists to consideration, 
in view of the very moderate counsels which had prevailed with 
them in their movement, even at the time of great excitement iu 
1897. The recommendations of the Tweedmouth Committee, and 


. the conditions of service of the men demanded that the barrier, 


which was placed at £160 in London, should be removed, and he 
urged Lord Londonderry to remedy the grievance or agree to the 
appointment of a Select Committee of the House of Commons to go 
iuto the question and finally settle it. Mr. W. C. Steadman sup- 
ported Sir Albert Rollit's remarks on the question of the London 
maximum, laying particular stress on the breach of contract, which 
It was useless to endeavour to avoid a 
remedy by sheltering behind the finding of the Tweedmouth 
Committee. A promise had been made, and all the principles of 
justice and commercial honour demanded its fulfilment. II 
reference to the provincial case, he said Mr. Fawcett laid it down as 
& principle in 1881 that the telegraphists and the sortiug clerks 
should be on an equality as regards pay. A Return issued on the 
motion of Mr. Jacoby showed that promotion on the postal side was 
twice as rapid as on the telegraph side, and this condition violated 
the principle of equality, which should be restored either by an 
increase in the avenues of promotion or compensation should be 
given by an increase of pay. Mr. Patrick O'Brien said that in 
Ireland the same conditions of inequality prevailed, and the dis- 
content engendered was detrimental to the best interests of the 
service. The demand of the men for an independent inquiry was a 
reasonable one, and would settle the difficulty more satisfactorily 
than any other means. Mr. Jacoby also drew attention to the 
inequality which was manifested by the Return granted on his 
motion, and urged reasons for an impartial inquiry. Mr. Bailey 
said it was the duty of the State to keep its employés abreast of the 
times, and the condition of the Service showed this had not been 
done, He quoted figures to prove his contention. He thought the 
easiest and most satisfactory method of settlement was that 
demanded by the men, viz., an independent Parliamentary inquiry. 
Colonel Dalbiac dwelt at some length on the question of the London 
maximum, and urged Lord Londonderry as a man of commercial 
experience to look into this matter for himself, and he was sure he 
would see that an injustice had been committed which demanded 
remedy. The Marquis of Londonderry expressed his great pleasure 
at receiving the deputation and his desire to deal justly with the 
meu. He would carefully consider all the representations made to 
him by the hon. members. He did not feel prepared at present to 
revise those matters which had been dealt with by the Tweedmouth 
Committee and the Norfolk-Hanbury conference, although any 
faling short from those recommendations should be remedied. 
With regard to the great stagnation of promotion, he thought а case 
had been made out, and he would certainly make it his business to 
look into it with a view to remedy. The deputation then withdrew. 


Telegraphie Interruptions and Repairs :— 


CABLES, INTERRUPTED, REPAIRED, 
CHINESE :— 
Hong Kong-Macao .. T vs г. . June 98, 1900 T 
SOUTH AMERICAN — 
Cayenne-Pinheiro ae ee е4 oe es Oct. 11, 1899 45 be 
Cayenne-Paramaribo vd Р .. Feb. 16, 1900 .. ae 


Pará-Maranham es * 4 ; | 
Ceari-Maranhanm.. iu à 
West InpiEs :— 


Jamaica-Colon - . June 90, 1099 .. 


Mole St. Nicholas-Cape Halten. . March 6, 1900. 
Latakia-Cyprus ee ве ee ee ee June 20, 1900 ba ee 
Tarifa-Tangier ae ae en ae ee Jan. 9 1900 ee ee 
Gibraltar-Tangier - m Vs 88 .. dune дв, 1900 se 

GANDLINES :— 
CHINESE :— 
Tientsin-Pekin . June 12, 1900 


Pekin -Kal gan са не ae .. June 14, 1900 s 
Kalgan-Maimatchin we es ee ee June 80, 1900 oe ee 
Tientsin, ria Shanghai... sė is .. June 16, 1900 v4 
Tientsin-Newchuang i > 3s .. June 18,1900  .. 


Востн AFRICA :— 


Communication beyond Ladysmith (Natal) | Nov. 7, 1899 | кеоек ас 


SOUTH AMEBICAN:— 

Barcelona, Venezuela-Cindad-Bolivar. . .. July 2, 1900 d T 

Communications with all offices of Columbia | 

beyond Buenaventura .. Vs aa .. January 22, 1900.. as 

Ecuador landlines .. ‚Ж 5% s .. Mar. 18,1897  .. be 

Landlines south of Macahé (Brazil) .. .. April 25, 1900 vs 
SIBERIAN :— 

Jrkutsh-Tscbita .. ds es ai . June 98, 1900 .. June 29, 1900 
Communication “ria Hanekine" interrupted | 

on Persian territory ee ee ve se Feb. м, 1900 ., oe 


- - — — — — t 
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Wanchester Telephones. — Тһе City Council . has 
reveited a memorial from the: Mutual Telephone Company in 
nference to their application for a municipal license. This has 
Au referred to the special committee. 


The New Atlantic. Cable.—The as. Faraday, belonging 
to Nessa Siemens Bros., Limited, sailed from Woolwich on 2nd 
118. carry ing 1,200 knots of the new Atlantic cable. 


Telegraph Cables in the Far East.—A Times corre- 
speudent telegraphs :— 
The Chinese te'egrapb service is increasingly defective. Ordinary messages 
from Сї u to Shanghai lately were five days late, and the post two. It is 
that the Government sbould conclude an arrangement on 
ibe terms by the Joint Cables Company for an immediate extension 
of the British cable from hai to Ta-ka. The need both now and here- 
after is imperative. The subsidy would be only s trifling consideration. 


The Telephone Service.—In the House of Commons 
lt Friday, Mr. Haubury informed Mr. Provand that the con- 
traction of the underground system of wires for the Post Office 
telephone service iu Loudon was proceeding as rapidly as possible, 
and that the rates and conditions of service would be published as 
«wt aa the Postmaster-General was able to give a definite date for 
the opening of the central exchange. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Beckenham.—July 16th. The District Council wants 
tenders for a free wiring contract. Sec “Official Notices" June 
th. 


Belgium.—July 14th. The municipal authorities of 
Jumet are inviting tenders until July 14th for the concession for the 
public and private electric lighting of the town. Tenders to be 
еш to Le Secretariat Communal, L'Hotel Communal, Jumet, 
Belgium, whence particulars may be obtained. 


Black pool.—July 23rd. The Corporation wants tenders 
for trolley poles, cables and trolley wire, boosters and switchboards, 
and storage battery. See "Official Notices” June 22nd. 


Brussels.—September 19th. The Council of St. Jilles, 
lez Bruxelles, invites tenders for the installation and the 
commence ment of supply upon a part of its territory. Conditions 
and plan for three francs at the office, No. 14, Parvis St. Jillies, 
St. Jilles. | 


Durban.—July 20th. The Corporation wants tenders 
for overhead equipment fer (a) about 16 miles of single track, 
including poles, overhead trolley wire, distribution boxes; (b) 22 
double-deck motor cars; (c) steam and electric generating plant, 
including three 250-kw. generators, boilers, condensers, cooling 
towers, switchboard, &c. See Official Notices" May 18 and June 
13th. 


Edinburgh.—July 9th. The Corporation wants tenders 
for the supply of copper strip for electrical conductors. See 
“Official Notices” June 22nd. 


Germany.—July 25th. Tenders are being invited 
until July 15th by the Baden State Railway authorities at Carlsruhe 
for the supply of two large multiphase alternators required for a 
central station they are establishing at Mannheim. Tenders are to 
be sent to Die General Direction der Gross! Badische Staatseisen- 
badnen Carlsruhe, where particulars may be obtained for 3s. 


Grays Thurrock.—August 9th. The Council is inviting | 


tenders for Lancashire boilers, 100-x w. steam dynamos, economisers, 
ewitchboards, battery, crane, mains, and other plant, &c. See '' Official 
Notices " June 29th. 


Hammersmith,—July 12th. The Vestry wants tenders 
for insulated high and low tension cables, junction boxes, cast-iron 
pipes draw-box covers, &c. See “ Official Notices" June 29th. . 


Huddersfield.—July 12th. Tenders are wanted for a 
srgle-phase steam generating plant (1,000 kw.) Sce Official 
Notices July 29th. 


blington.—July 25th. The Vestry wants tenders for 


relaying York and other stone over electric conduits and mains. 
See “Official Notices " to-day. 


. Mtaly.—July 14th. The municipal authorities of Madda- 
па Sardegna) are inviting projects and tenders until July 14th for 
the electric lighting of the public streets of the town. Particulars 
may be obtained from, and schemes and tenders are to be sent to, Il 
Municipio di Maddalena (Sardegua). 


King’s Lynn.—July 9th. The Corporation is inviting 
tenders for extensions to the electricity station buildiugs. 


London.—July 10th. The London County Council is 
prepared to receive tenders for the supply, within three months of 
tbe order beiny given, of about 70 arc lamp standards, required in 
"mnection with the electrie light installation for the Victoria 
Embankmeut, , Specification, form of tender, and other particulars 
si the engineers department, County Hall, Spring Gardens, S.W., 
upon payment of the sum of £1. 


Lowestoft.—July 10th. "The Corporation wants tenders 
for direct current meters and cut-outs. See Official Notices” 
to-day. 


Madrid.—August 18th. Tenders аге invited by the 
Spanish Government, not later than August 18th, for the concession 
of a system of electric tramway liues in Barcelona. Some parti- 
culars may be examined at the commercial department of the 
Foreign Office between 11 a.m. and 5 p.m. 


Manchester.—July 10th. The Corporation wants tenders 
for alterations required to the existing wiring at the Victoria Hall. 
Tenders from the City Surveyor, Town Hall, on payment of one 
guinea. 


Newport.—The Newport (Mon.) Borough Council are 
prepared to receive tenders for Bessemer steel girder rails, Bessemer 
steel fishplates, wrought-iron tie bars, fish-bolts, nuts, and washers, 
for the new electric railway on Corporation Road. 


Newport (Mon.).—The Corporation is inviting tenders 
for the construction of 13 miles double line of tramways along Cor- 
poration Road. The trams are to be run by electric traction. 


Partick.—July 10th. The Commissioners want tenders 
for the supply and laying of insulated mains, conduits, junction 
boxes, &c.; the supply aud erection of cast-iron are and incandes- 
cent lamp standards, arc lamps, automatic switches, &c. See 
" Official Notices" June 29th. ' 


Rochdale.—July 14th. Tenders are invited for wiring 
the municipal technical school for electric lighting. See “Ofticial 
Notices ” to-day. 


Roumania.—Julv 17th. Tenders are being invited 
until the 17th iust. by the Roumaniau Post and Telegraph authorities 
in Bucharest for the supply of 40 tous of galvanised steel wire, 
2 mm. diameter. 


Nalford.—July 16th. The Corporation wants tenders 
for overhead equipment for the electric tramways, exclusive of the 
supply of poles, but inclusive of their erection. See Official 
Notices " June 22nd. 


South Shields.— July 14th. The Guardians want 
tenders for an electric light installation at the Union Workhouse, 
Harton, South Shields. See “ Official Notices" June 22nd. 


Southend-on-Sea.—July 25th. The Corporation is 
inviting tenders for (a) boilers and auxiliaries; (6) steam 
generators, and switchboards and crane ; (e) feeders and distributors; 
(d) line equipment; (e) trucks and car equipments. Specitications, 
&с., from Mr. Alfred Fidler, A.M.LC.E., borough engineer. 
Deposit three guineas. 


Spain.—July 7th. The Secretary of State for Foreign 
Affairs has received a despatch from Her Majesty’s Ambassador at 
Madrid, stating that tenders are invited by the Spanish Government, 
to be received not later than July 7th next, for the concession for 
au electric tramway {Тош the Puerta de Hierro (Madrid) to Aravaco 
and Pozuelo. Some particulars may be examined on personal appli- 
cation at the Commercial Department of the Foreign Oflice between 
11 a.m. and 5 p.m. 


Spain.—July 10th. The municipal authorities of Calzada 
de Calatrava (province of Ciudad Real) are inviting tenders until 
July 10th for the concession for the electric lighting of the town 


. during a period of 20 years. Particulars may be obtained from, and 


tenders are to be sent to, El Secretario del Ayuntamiento de Calzada 
de Calatrava (Ciudad Real). 


Spain.—July 21st. The municipal authorities of 
Algemesi (Province of Valencia) are inviting tenders until July 21st 
for the concession for the electric lighting of the town during a 
period of 10 years. Particulars are to be obtained from, and tenders 
to be sent to, El Secretario del Ayuntanicente de Algemesi 
(Valencia). 


Warrington.—The Corporation wants tenders for the 
installation of electric light into the Town Hall, bank house, 
museum, and other public buildings. See “Official Notices" June 
22nd. 


= Wimbledon.—July 18th. The District Council wants 
tenders for supplying and fixing telephones at the Isolation 
Hospital. See our Official Notices“ to-day. 


CLOSED.. 


Keighley,—The Town Council proposes to accept the 
tender of Mr. T. E. Sugden for the erection of municipal elec- 
tricity works, at a cost of £3,260. 


London.—The Bermondsey Vestry have been recom- 
mended to accept the tender of Messrs. W. T. Glover & Co. for the 
supply and laying of cables and ducts for the sum of £8,018. The 
list of tenders was published in our issue of the 22nd ult. 


London.—The directors of Madame Tussaud & Sons, 


Limited, have received the following tenders for the extension of 
their electric lighting plant. The specification for this included two 
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30-KW. steam dynamos, two Babcock & Wilcox steam boilers, each 
with 526 square feet of heating surface, switchboard, and connecting 
cables :— 


Tenderer. Dynamo. Engine. Price 

Messrs. Johnson & Phillips ee Own make Alley-Maclel'an £1,775 
s Crompton & Co. : эз Willans , 1,963 
n D 5 ee » Renvell. we 1,723 
5x Bruce Peebles & Co.  .. - Willans 2,158 
” ” T as is Browe't- Lindle y 1.918 
” „ T es з Renvell. 1.928 
T xa З Alley- Maclellan 1,918 
Drake & Gorham vs Parker's Willans З 9.058 
a Christy Bros. & Middleton Crompton. Br. wett- -Lindley 2,126 
* » " is Willans s 2.154 
* э " * Reavell.. oe 1,924 
” ” ” " Allen & Co. .. 2,116 
i J. H. Holmes & Co... .. Own make Willans Зр 2,150 


The tender of Messrs, Johnson & Phillips was accepted. under 
guarantee to deliver and erect one steam dynamo in eight weeks. 

The tender of Messrs. James Simpson & Co., Pimlico, was accepted 
at the same board meeting for the supply of the steam and exhaust 
pipes, feed pumps, feed heater, calorifier, and all the necessary 
apparatus to enable the exhaust steam to heat the building on the 
System of the Atmospheric Steam Heating Company. The amount 
of this tender was 4560. Mr. R. W. Weekes, M. I. E. E., A. M. I. C. E., 
is the consulting engineer for the work. 


London,—The St. Pancras Vestry on Wednesday. con- 
sidered tenders for the supply of cable as follows :— 


£ s d. 
British Insulated Wire Company 2,675 10 2 
Western Electric Company accepted) 2.618 9 8 
Siemens Bros. & Co. Р 2.575 15 4 
Callender's Cable Company 2,506 12 2 


The report of the committee recommended the acceptance. of the 
tender of Messrs. Callender & Co., hut the chairman substituted the 
name of the Western Electric Company, because the teuder of the 
former was not in accordance with the specitication, which required 
an insulation resistance of 1,500 megohms, whereas Messrs. Callender 
only proposed 500 megohms. 


Woolwich,—The following tenders were sent in for the 
electric lighting of the new Grand Theatre, Woolwich, for Clarence 
Sounes, Esq. The work will be carried out to the specifications 
and under the superintendence of Mr. John Hewett, of Harrup, 
Hewett & Duffield, consulting engineers. 


Sec. 1. Sec. 2. Sec. 3. Sec. 4. Total. 
Stage Switech- Audi- 

lighting. board. torium. Fittings. 

£ s.d. £ s.d. 4 s.d. £ s. £ s.d. 


Edison & Swan s we ee -— © 185 0 x 
Hodges & Todd vs * e se 468 10 6 ho .. 
Bluckburn-Starling . . 972150 m 9700 .. "S 
Chard & Co. 912 00 > = eu 
Berry, Harrison & Co. 1,506 12 9 : 1,000 8 0 204 5 at 
Strode & Co... is . . 1,080 00 525 00 000 92045 2689 5 0 
Botheby & Co. .. 1,272 00 47 00 64400 2045 2,607 50 
— -,- — 
H. Sonth & Co., Ltd. 1.210 760 0 0 204 5 2,174 5 0 
P. C. Middleton & Co., Ltd. 1,093 0 297 10 44696 925 5 2,006 18 6 
Vaughan & Brown, Ltd. 864 00 236 00 50500 1850 1,790 00 


The tender of Messrs. Vaughan & Brown, Ltd., has been accepted. 


NOTES. 


Protection from Fire.—Last week we alluded very 
briefly to the fire which took place last Sunday week on the 
premises of Messrs. Siemens Brothers & Co., Limited. The 
majority of the telegraph and electrical works in the East of 
London have, during the past few months, been visited by 
fires of a more or less extensive nature, and the frequent 
recurrence of such outbreaks forces us to the conclusion that 
some of them must be the work of incendiaries. At a time 
when the electrical works are so fully engaged with important 
contracts a fire is a particularly serious matter, causing as it 
does a dislocation of business as well as a loss of both time 
und trade. Some few weeks ago we drew attention to a test 
we had witnessed of Grinnell's fire extinguishing system. 
This apparatus is automatic in its action, no human agency 
being required to work it, and connected to it is an alarm 
gong, which also acts automatically. In view of our 
suspicion as to the cause of these fires, this invention should 
specially appeal to the owners of the class of works men- 
tioned, and in our own minds we feel confident that the system, 
once generally adopted by them, would promptly do away 
with these fires of an incendiary nature, inasmuch as the 
Grinnell apparatus cannot be tampered with without the 

fact being immediately made known through the alarm. It 

should be borne in mind that where a Grinnell installation is 
adopted, a substantial reduction can always be obtained from 
fire offices insuring the risk: indeed, they are only too 
pleased to encourage the application of this means of fire 
protection, which has proved itself so successful, both in this 
country and America, over a period of 18 years, 


The maintenance of an Electric Tramway Track.— 
We publish clsewhere the report of an interesting case from 
the Irish Queen’s Bench Division, in which it was decided 
that the Dublin United Tramways Company are bound to 
“sand” their tracks so as to prevent the same being a 
source of injury or danger to the public. Seeing that 
to lay a sufficient quantity of sand for this purpose 
will cost the company no less than £2,000 a year, it 
is easy to understand why they appealed to the 
Queen's Bench Division from the conviction of the 
magistrate, The main question under discussion in this 
case formed the subject matter of a legal query in our issue 
of June, 15th, 1900. In our answer to that query we 
stated that there was no obligation cast by the Tramways 
Acts upon a company to lay sand in the streets, but it would 
seem that the majority of the Court in the case under notice 
have arrived at а different conclusion, being of opinion 
apparently that this duty comes under the heading of 
repair.“ Without having an opportunity of referring to 
the terms of the Dublin United Tramways (Electric Power) 
Act, 1897, it is difficult to say whether the principle now 
enunciated as applicable to Dublin. is capable of any 
wider extension, According to the dissenting judgment of 
Mr. Justice Boyd, the words “shall maintain in good order 
and repair, &c., $0 as not to be a danger or annoyance to the 
ordinary traffic," which occur in Section 37 of the Dublin 
Act, refer only to * structural works, wires, tubes, апа elec- 
trical apparatus." We cannot help thinking that in placing 
the burden of sanding the streets upon the tramway com- 
pany, the Corporation travel outside the powers conferred 
upon them by the Act. In any event it is unfortunate that 
the case cannot be taken to a higher Court. Had the Cor- 
poration themselves done the work, and then sued for the 
price the case might have gone to the House of Lords. Ав 
it is, however, the point. is decided irrevocably in Dublin, 


and the unfortunate company must sand the streets for all: 


time. 


The New Laboratories at Owens College.—On Friday 
last the new physical and electrical engineering. laboratories 
at the Owens College, Manchester, were opened by Lord 
Rayleigh. Owens College now possesses the most spacious 
physical laboratories in the United Kingdom, ample room 
being provided for developments for some years to come. 
Most of England’s, and some of America’s distinguished 
scientists were present at the opening ceremony, being after- 
wards entertained by Prof. Schuster in the afternoon, and by 
the Council of the College at a conversazione in the 
evening. The arrangements for the instruction of electro- 
technics are extensive, and are contained in the Dr. John 
Hopkinson memorial laboratory, which owes its being largely 
to the family of the late Dr. John Hopkinson, who was once 
a student of the College. Special attention is drawn to the 
electro-chemical laboratory, where arrangements have been 
made whereby 1,000 amperes are available. "The floor of the 
dynamo house is partially open, and it is intended to place 
the dynamos on rails bridging over this opening. "The gas 
engine underneath will drive a long shaft, and the straps 
driving the machinery will pass through the opening. When 
the dynamos are in position, the openings will just allow thie 
various straps to pass through. This arrangement, suggested 
by that adopted at the Technical School, Hanover, allows 
free access to all parts of the machinery, and avoids loss of 
the space occupied by the moving straps. The possibilities 
of the new laboratories are enormous. With such space and 
equipment under the able direction of Prof. Schuster, the 
Owens College should possess one of the finest schools of 
physics in the world, since every inducement is offered to 
attract the best students in the country. 


The American Electro-Therajeutic Association.— 
The tenth annual meeting of this Association will he held 
on September 25th, 26th, and 27th, at the Academy of 
Medicine, in New York City. Among other features of the 
sonvention will be two interesting discussions :—1. © Elec- 
tricity in Gynecology and the present Reluctance of 
Gynecologists to use Electricity." 2. Electricity in Tuber- 
culosis and the present Modes of Treatment.” Dr. 
Walter H. White, of Boston, is the president. 
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Parliament aud Electric Lighting Competition.— 
We had ventured to hope that Parliament had arrived at a 
more reasonable stage in its attitude towards certain elec- 
trical schemes involving the principle of competition. 
Events of the past week have, however, turned the reason- 
uble majorities of a few weeks ago into minorities which 
lave led to the rejection of the Dublin Electric Lighting 
Bill, under which company competition with the Corporation 
was to be allowed, and the Marylebone Electric Lighting 
Order, under which competition with the existing supply 
company would be permitted. The Commons’ majority 
avaiust the Dublin scheme was only 6 votes (168 for, 174 
against); that against the second reading of the Mary- 
leone Bill being 28 (119 for, 147 against) In 
regard to the Dublin matter, it would appear that, how- 
ever long a Corporation may delay taking steps necessary 
for the proper development of an electricity undertaking, 
competition is not to be allowed. The speakers in the 
Commons debate for the most part failed to appreciate any 
default upon the part of the Corporation, and the fact that 
the municipal extension scheme had at last been taken in hand 
кетей to act as а deterrent from allowing competition. 
Therefore a Corporation may dilly-dally and wait as long as it 
likes, and may depend that something will happen to save it, if 
only by the skin of its teeth, as at Dublin. The Electric 
Powers Committee have made a rod for the back of 
neglectful munfcipal authorities, but the enlightened 
Commons, in its wisdom, smiles beneficently in the strength 
of its noble majority of six upon a Corporation which has 
failed to do its duty. How this decision is to be reconciled 
with that allowing competition in the City of London, we fail 
to sce. ‘There seems to be all the difference in the world 
between meting out fair dealing to a company and to a 
municipality, Whipped up oppositions seem to be respon- 
sible forea good deal of Parliamentary wobbling. We hope 
Parliament will know how to deal with the Power Bills 
Committee's recommendations if these come before the 
House again. It is possible to sacrifice too much to the 
pettif oggiug and purblind policy of municipal protection. 


Kalgoorlie Power Scheme.—In a circular issued to 
the shareholders it is stated that the directors of the 
Kalgoorlie Electric Power Syndicate have appointed Mr. 
G. R. Mair (who since 1888 had been in the employ of the 
General Electric Company of America, and had been 
engaged exclusively in work on the application of electrical 
apparatus for mining purposes) constructing engineer. 
After inviting tenders for engines from the principal 
European and American manufacturers, the order was given 
to Messrs. D. Stewart & Co., Limited, of Glasgow. They 
are to be vertical cross-compound with Corliss valve gear. 
The coutract for generators has been placed with the 
General. Electric Company of New York, who were the 
lowest tenderers, and offered apparatus conforming with the 
specification in all essential points. 


Wireless Telegraphy.—Sir Edward Birkbeck writes to 
the Times, under date June 28th, on board K.Y.C. Meteor, 
as follows :— 


It must be almost incredible that, as far as England is concerned, 
no progress has been made in giving effect to this system of com- 


munication between light-vessels and the shore for life-saving, or 


even commercial, purposes, notwithstanding the successful trials 
between the East Goodwin light-vessel aud the shore, and I am 
uuder the impression that even the instruments have been lately 
removed from that vessel. The Royal Commission of 1892 weut 
most fully into the whole question of cable and wireless communi- 
cation, and experience has shown that the former is uusatisfactory 
en account of frequeut breakages in winter and great expense. 
Without advocating especially in favour of our Post Office 
authorities, or Marconi's system, I contend that it is degrading to 
have to confess here to the German lifeboat authorities, as well as 
to the commercial interests, that our country has, as far as com- 
munication with light-vessela is concerned, made no progress with 
wireless telegraphy, though our coast system between lighthouses, 
coastguard stations, aud lifeboat stations has proved a success and 
of the greatest use. Last week I had personal proof of the working 
of the wireless system between the Borkum light-vessel 20 miles off 
from the receiving station on land, and I have an -ofticial telegram 
iuforming me that at this light-vessel the system is in use for life- 
saving as well as for commercial p ses. I earnestly trust that 
the attention of Government will be called to the matter in the 
House at the first available opportunity. 


lt ія hoped that this letter will have some effect upon the 
_ powers that be. 


Obituary.—We have to record with regret. the death of 
Mr. Montagu Charles Dent, A. M. I. E. E. (of Messrs. Wallis- 
Jones & Dent, 36, Great George Street, Westminster), on 
June 28th, 1900, after a very short illness subsequent to an 
internal operation, Mr. Dent received his education at Eton, 
and at King’s College, London, and served his time with 
Messrs. Robey & Co., Lincoln, from 1892 to 1894, and also 
at the works of the Brush Company, at Loughborough, from 
1894 to 1896. During 1896 and part of 1897 he was 
employed on installation work at Arundel Castle, on central 
station work at the Wandsworth electric light Station, and 
in the erection of the exhibition plant at the Earl’s Court 
Exhibition. On October 1st, 1898, he joined Mr. Reginald 
J. Wallis-Jones in partnership as consulting engineers at 36, 
Great George Street, Westminster, and carried out several 
important installations of electric light and power plants. 

We regret to learn of the death of Mr. Henry Reason, 
managing director of the Reason Manufacturing Company, 
of Brighton. A couple of months ago he left, in company 
with Mr. Arthur Wright, for Brisbane, on some consulting 
work. At Rockhampton last week a serious accident of 
some kind, at present undetailed, befel him, and the cable- 
gram intimating this fact was followed a few days later by 
an announcement of his death. The deceased gentleman 
was only 37 years of age. 

We deeply regret to record the death on 22th ult., at 
Kroonstadt, of enteric fever, of Ernest Claude Short, Elec- 
trical Engineers (Volunteers), in his 25th year. 


Presentations, —Mr. J. G. A. Ewing, the Gloucester 
manager of the National Telephone Company, wlio has been 
promoted to the district office at Bristol, has received several 
handsome presents from Gloucester friends, including a 
tantalus, silver cigarette case, and silver match box and 
Sovereign case combined. These were presented to him at a 
send-off smoking concert at the Conservative Club. Mr. 
Ewing also received a silver-mounted ebony walking stick 
from the linesmen of the Gloucester post office, and a port- 
manteau and traveling rug from the members of the 
Gloucester Comedy Club. 

At the Leith Corporation electricity works on Monday 
Mr. Bryson, the burgh electrical engineer, was presented by 
his staff with a handsome oak study chair, with silver name- 
plate attached, оп. the occasion of his leaving to take up con- 
sulting work. Mr. Bryson’s new office is at 16, Charlotte 
Street. A photograph of the staff was also sent to Mrs. 
Bryson. | 


Personal.—Mr. Harold J. Robinson, formerly with the 
Dublin United Tramways Company, has been appointed 
chief electrical assistant by the Pembroke District Council. 

Mr. Frith, B.Sc., has been appointed to the lectureship 
in chemical engineering at the North Wales College. 

Mr. A. H. Howard, who has been for some time manager 
to W. T. Glover & Co., Limited, the well-known manu- 
facturers of electric cables, has been elected to a seat on the 
board of directors. 

At a meeting of the Electricity Committee of the Cor- 
poration last week Mr. A. Ellis, the present general manager 
of the tramways department and electrical engineer, was 
offered a salary of £300 per annum as engineer of the tram- 
ways, as well as £300 per annum as head of the electricity 
works. This is an increase of £150 a year. The com- 
mittee's action is due to Mr. Ellis having recently been 
appointed by the Cardiff Corporation to the position. of 
general manager of their tramways at a salary of £500 a 
year. 


Electrical Engineering in North Wales.—Principal 
Reichel, of University College, North Wales, in his review of 
the work of the past session, points out that at the end of 
last year the provision for temporary assistants in the elec- 
trical and engineering departmeut—hitherto provided by the 
friends of the college—coming to an end, an effort should be 
made to secure more permanent provision, and the Drapers' 
Company, whose liberality had previously been of assistance 
to the institution, has again stood in the breach, and made a 
grant of £600 to enable the college to carry on the depart- 


ment for another period of three years. 
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The Towns’ Refuse Problem.—4As we go to press there 
comes to haud, too late for insertion in our * Correspondence? 
columns, the following letter from Mr. Stanley Clegg, the 
borough electrical engineer at Dar wen: :* J am pleased to 
sce from The Writer of the Articles“ letter in your lust 
issue, that he is willing to allow that Darwen's destructor 
does not ye/ fall under his sw eeping criticisms of destructors 
ecnerally, He will no doubt be interested to learn that we 
are expecting to inaugurate a system of electric traction in 
Darwen this autumn: this will give us a much more *econo- 
mical’ load for our destruc tor, and I shall hope later on to 
be able to give him some farts as to our working. Personally, 
І have no hesitation in stating that perfect combustion of 
the refuse, and a steadily maintained steam pressure could 
be obtained, so long as the boiler flues were fairly free, when 
evaporating water at the rate of 1:62 lbs. from aud at 
212? F. per pound of refuse." 


Visit of American Engineers.—On Monday last the 
Institution of Civil Engineers extended a cordial welcome to 
the kindred American and Colonial societies, and made them 
free of the privileges of the Great George Street Institution. 
Sir Douglas Fox, tlie president. addressed the members and 
Visitors, and Colonel Haines and other American gentlemen 
responded. The proceedings were marked by the warmth 
and cordiality of the speeches. Afterwards the annual con- 
vention of the American Society was held in the lecture hall, 
and was continued on the following day. On Tues- 
day afternoon. the members visited Windsor Castle by 
special permission of the Queen, who is in residence there ; 
before their return the leading. members of the various 
societies were Introduced to the Queen. Yesterday morning 
the visitors held a business mecting, and in the evening they 
were to be received by the President and Council of the 
English Institution at the Guildhall, by permission of the 
Corporation. We regret that the “samples” of weather 
with which our American friends have been fav oured have 
been so unpropitious. 


Appointment Vacant.—The Salford Electric Light 
Committee are wanting au electrical engineer for the 
lighting and tramways undertakings. The latest date for 
sending applications to the town clerk is July 14th. See 
* Official Notices " to-day. 


Electric Lighting at Redditch.—The District Council 
last Tuesday discussed the advisability of using steam or gas 
engines for the extension of the electric lighting scheme. 
It was decided that an offer from Messrs, W illans & Robinson 

to supply gas engines for trial purposes be accepted. 


Marriage.—On Wednesday, 27th ult., at Knaresborough 
Parish Church, Mr. Charles Midgley, city electrical engineer 
at York, was married to Miss M. E. Simpson. The wedding 
presents were very numerous. 


For Sale.—In a sale notice in our advertisement pages, 
particulars ure given of electrical plant and machinery for 
which offers are invited at Port Tennant Copper Works, 
Swansea. 


NEW COMPANIES REGISTERED. 


Rosling, Appleby & Fynn, Limited (66,319).—This 
company was registered on June 25th, with a capital of £100,000 in 
£1 shares (50,000 6 poer cent. cumulative preference), to acquire the 
business now carried on at Trafalgar Works, Bradford, under the 
style of “ Rosling & Appleby,” to adopt an agreement with Percy 
Rosling, Harry W. Appleby and Valere A. Fynn, aud to carry on 
the business of electrical and general engineers, electricians, 
suppliers of electricity, gas, steam, water and other force, cycle, 
carriage, and motor car manufacturers, smiths, machine makers, 
wire drawers, india-rubber and gutta-percha manufacturers, ќе. The 
first subscribers (each with one share) are:—P. Rosling, Trafalgar 
Works, Bradford, electrical engineer; H. W. Appleby, Ilkley, elec- 
trical engineer; ү. А. Fynn, 18, Apsley Crescent, Bradford, elec- 
trical engineer; R. Lord, 50, Waverley Road, Hoxton Grange, 
Bradford, clerk ; H. О. Enrich, 7, Selborne Villas, Bradford, elec- 
trical engineer; P. Milnc- -Milne, Calverley House, near Leeds, 


, works manager. 


mechanical engineer; and J. Orerend, 114, Midland Road, Bradford, 
The number of directors i is not to be less than 
three nor more than 12: the first are Perey Rosling, Harry W. 
Appleby and Valere A. Fynn; qualification, £1,000; remuneration, 
4500 per annum, divisible. 


Dargue Acetylene Gas Company. Limited (66,325). 
— This company was registered on June 26th, with a capital of 
£6,000 iu £1 shares, to acquire the business carried on by the Dargue 
Acetylene Gas and Electrical Company, Limited (incorporated in 
14035, at Neweastle-on-Tyne and elsewhere, and to carry on the 
business of manufacturers and suppliers of, and dealers in acetylene 
and other gases for the purposes of light, heat, motive power, or 
otherwise, manufacturers of, and dealers in calcium carbide, рах, 
electrical, and general engineers, suppliers of electric light, Ke. 
The first subse ribers peach with one share) are: — W. Н. Dargue, 5 57, 
Gray Street, Newcastle: -on-Tvne, electrical engineer; H. A. Mae- 


_fadven, The Gables, Monkseaton, hank clerk: J. A. Macfadyen, The 


Gables, Monkseaton, clerk; Mrs. C. A. Macfadyen, The Gables, 
Monkseaton ; R. P. Winter, 16, Market Street, Newcastle-on-Tyne, 
chartered accountant; T. R. Dargue, 3, St. Nicholas Buildings, 
Neweastle-on-Tyne, provision importer; and W. M. Pybus, jun., 
P. O. Chambers, Newcastle-on-Tyne, solicitor. The number of 
directors is not to be less than two nor more than seven; the first 
are William H. Dargue and Henry A. Macfadyen; qualification, 


£100; remuneration, £50 per annum, divisible. 


Premier Electric Lamp Company, Limited (66,327). 
This company was registered on June 26th, with a capital of 
£100,000 in £1 shares, to adopt an agreement with the Premier 
Electric Lamp Svndic ate, Limited, to manufacture and deal in 
lamps, wires, lines, cables, accumulators and appliances, to generate, 
accumulate and distribute electricity, and to carry on the business 
of an electric light company in all its branches. The first subscribers 
‘each with one share) are: Lloyd Higginbotham, Hill Top, Cheadle- 
Hulme, near Stoe kport, engineer; James B. Atherton, Manhattan, 
Gateacre, Liverpool, manufacturer; Henry A. Watson, 4, Rumford 
Place, Liverpool, merchaut ; Duncan McKechnie, Eccleston Grange, 
near Prescot, gentleman; Charles Petrie, 9, Devonshire Road, 
Princes Park, Liverpool, merchant; Thomas Briggs, The Cedars, 
Laughan Road, Bowdon, gentleman; and Jacob Atherton, Hurst 
Park, Prescot, manufacturer. The number of directors is not to be 
less than two nor more than seven. The subscribers are ta appoint 
the first; qualification, £250; remuneration, £200 each per annum 
(£250 for the chairman) and а share in the profits. : 


Electrical Testing Laboratories. Limited (66,329). 
—This company was registered on June 26th, with a capital of 
£3,000 in £1 shares, to acquire the Westminster Electrical ‘Testing 
Laboratories, 14, Great Smith Street, S.W., to adopt an agreement 
with F. J. Warden-Stevens, and to own aud maintain any 
laboratories or other places where electrical, chemical, or other 

machinery or apparatus can be tested, calibrated, or standardised. 
The first’ subscribers (cach. with one share) are W. W. Norman, 


Essendine, Woking, secretary; B. G. Battson, Brackenhurst, Woking, . 


architect; E. R. Blundstone, 14, Great Smith Strect, S.W., consult- 
ing chemist; A. Sharp, 47, Victoria Street, S.W., consulting engi- 
песг; S. Hutchinson, 47, Chancery Lane, W.C., solicitor; H. G. 
Ralton, 54, Thornton Street, Brixton, S.W., clerk ; and T. J. Woods, 
15, Wylden Street, Forest Hill, S.E., clerk. Registered without 
articles of association. Registered oftice, 34, Victoria Street, S.W. 


Typewriting Telegraph Corporation, Limited 
(66,332).—This company was registered on June 26th, with a 
capital of £100,000 in £1 shares, to adopt an agreement with 
Recording Telegraphs, Limited, to acquire any patents relating to 
the generation, storage, and transmission of electricity, or to tele- 
graphy, and telephony, and to manufacture, sell, let on hire, erect, 
maintain, and deal with recording telegraph instruments and other 
electrical apparatus, machinery, appliances, and things. The first 
subscribers (each with one share) are:—R. J. Barrow, 109, Fort 
Road, Bermondsey, S.E., clerk; A. R. Denton, 35, Queen Victoria 
Street, E.C., secretary; F. Viller, 14, Kitto Road, S.E., clerk; J. T. 
Caffrey, 9, Millman Street, W.C., “clerk ; H. J. Taylor, 40, Grevillé 
Road, Walthamstow, clerk ; H. Hill, 182, Leauder Road, S.W., 
shorthand writer; and F. Howard, 65, Digby Road, Brownsw ood 
Park, N. The number of directors is not to be less than three nor 
more than seven. The subscribers are to appoint the first, subject 
to the right of the Exchange Telegraph Company, Limited, to 
nominate one; qualification, £100; remuneration, £100 each per 
annum (£150 for the chairman) and a share in the profits. 


St. Austell and District Electric Lighting and 
Power Company, Limited (66,382).—This company was regis- 
tered on June 27th, with a capital of £10,000 in £1 shares (300 
founders", to adopt an agreement with the United Kiugdom Tram- 
wav, Light Railway and Electrical Syndicate, Limited, and to 


carry on the business of an electric lighting company in all its 


branches. The first subscribers (each with one share) are:—J. M. 
Coon, Bank Office, St. Austell, engineer; H. Hodge, 20, Fore Street, 
St. Austell, seed merchaut; A. P. Coode, Polcarde, St. Austell, 
solieitor; E. J. H. Bluett, St. Mary's, Scilly Isles, engineering pupil ; 

H. Tullock, 28, Victoria Street, S.W., retired Major; J. Parnell, 
Waltham Abbey, Essex, J.P., civil engineer; and W. H. Lawley, 78, 
Grange Park Road, Ley ton, clerk. The subscribers are to appoint 
the first directors ; qualification, £100 ; remuneration as fixed by the 
company. 


Schattner Electricity Meter Company, | Limited 
(66,427).—This company was registered on June 29th, w ith a capital 
of £50,000 in £1 shares (12,500 deferred), to acquire the patents of 
E. Schattner, F. M. Long, and F. W. Harmer, for inventions 
relating to cleotricity meters, to acquire the business now carried on 
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by the said vendors at Timberhill, Norwich, and to carry on the. 


da- ines of electrical and mechanical engineers, electricians, manu- 
facturers uf electricity meters, &c. The first subscribers (each with 
опе share’ are:—E. Schattner, Timberhill, Norwich, engineer; 
F. M. Long, 12, Mile End Road, Norwich, engineer; J. C. Wrist, 
27, Noyna Road, Upper Tooting, secretary; К. S. Baill, 78, Elm- 
teurie Roud, Upper Tooting, chartered accountant; F. W. Harmer, 


(Alland House, Cringleford, near Norwich, gentleman; R. J. 


Wailistoues, 6, Hampstead Mansions, Heath Street, N.W., engi- 
neer; and A. M. Billington, 27, Eaton Rise, Ealing, engineer. The 
number of directors is not to be less than three nor more than five ; 
the subecrilers are to appoint the first; qualification, £250; 
remuneration, £600 per aunum and a share in the profits, divisible. 


R. Wayzood & Co., Limited (66,410).—This com- 
pany was registered on June 28th, with a capital of £210,000 in £1 
shane (105,000 preference), to acquire the business of a company of 
the ame name, to adopt an agreement with the said old company 
aud its Liquidator, and to carry on the busineas of manufacturers of 
sod dealers in lifting machinery, hydraulic, electrical, mechanical 
and general engineers, contractors, &c. The first subscribers (each 
with one share are:—H. C. Walker, Falmouth Road, S.E., engi- 
uer; W. R. Green, Falmouth Road, S.E., engineer; E. P. Okeden, 
Falmouth Road, S.E., engineer; R. J. White, Cunard Street, 
Camberwell, mineral water manufacturer ; D. W. R. Green, Hillside, 
West Chislehurst, engineer; M. Laucaster, 10, Iroumouger Lane, 
EC, ebartered accountant; and C. W. Hildred, 2, Hampton 
Gardens, Catfurd, engineer. The number of directors is not to be 
less than three nor more than seven; the first are H. C. Walker, 
W. R Green, C. Day, Е. P. Okeden, D. W. R. Green and R. J. 
White; qualification, £1,000. 


Lewisham and District Electric Supply Company. 
Limited :66,420).—This company was registered on June 29th, 
with a capital of £10,000 in £1 shares, to carry on at Lewisham, 
S.E., and elsewhere the business of an. electric light company in all 
I^ branches, and in particular to construct, lay down, and main- 
tsin all necessary mains, cables, wires, lines, accumulators, 
lampe plant, machinery, &c. The first subscribers (each with one 

, Are :—J. Atherton, Hurst Park, Prescot, Lancashire, manu- 
farturer; W. M. M. Forwood, 15, Union Court, Castle Street, 
Liverpool, solicitor; F. Horne, 44, Loughborough Park, S.W., 
secretary ; G. T. R. Collis, 3, Lewisham Park, traveller; H. Perry, 
26. St. Mary's Square, S.E., book-keeper; D. Galer, 11, Ferndale 
Read, Clapham, S.W., traveller; and A. Purnell, 25, Carlingford 
Road, N.W., picture dealer. The number of directors is not to be 


les than two nor more than five; the subscribers are to appoint the 
first. 


W. II. Allen & Sons, Limited (66,440).—This com- 
pany was registered on June 29th, with a capital of £200,000 in £1 
*hares, to acquire the Queen's Engineering Works, Bedford, with 
the business carried on there by W. H. Allen, Son & Co., and to 
carry on the business of mechanical and electrical engineers, elec- 
triciaus, suppliers of electricity for light, heat, motive power, and 
itherwise, coal and ironmasters, miners, timber and lumber mer- 
ера, shipbuilders aud owners, and general merchants. The first. 
subscribers (each with one share) are :—E. E. Ford, 61, Dennington 
Park, N.W., gentleman; F. S, Davis, 106, 5t. Alban's Road, Seven 
Kings, writer; J. W. Paget, 48, Arbour Square, Stepney, writer; 
J. F. Cooke, 45, Rymer Road, Addiscombe, clerk; Т. F. Stevens, 
37, Sandown Road, South Norwood, gentleman; A. @. Lewis, 47, 
Park Row, Forest Hill, gentleman ; and J. W. Ward, 14, Marney 
Reed. S.W., gentleman. The number of directors is not to be less 
than two uor more than five. The subscribers are to appoint 


"e e qualification, £500 ; rémuneration, £2.000 per annum, 
visible. 
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SUPPLY STATION ACCOUNTS, 


THE Chester Corporation have had no cause 

быз ов К to regret having, perhaps hesitatingly, taken over 

ectricity into their own hands the electricity supply 

Accounts. undertaking, which immediately upon the 

change improved in all respects, as we fully 

"Wsidered when placing the accounts for 1897 and 1898 before our 

readers on October 20th last. It was hardly to be expected that 

“milar progress would be shown in 1899, but it will be found that, 

taking due allowance for the enhanced prices ruling last vear, the 
unt indicate a satisfactory state of affairs. 


GENERAL STATEMENT. 


Е | | 1898. 1899. Increase, 
imal capital expenditure + £54,772 465,766 £10,994 
Number of mnitssold .., . 473,656 617,792 144,136 
int maximum demand M. - 350 529 179 
es revenue eee en £7,665 £9,607 £1,942 


c profit e жа” р 44,658 44,999 £341 
Average price per unit sold. — 3774. 8°60d. — — 17d. 


The revenue statement shows that tlic price received is gradually 
being reduced, and the consumers have every reason to be satistied 
with an average of 3˙6d., as compared with 4°5d. in 1897. The Kross 
revenue is rising rapidly; the increase last year over 1898 being 
twice that of 1898 over 1897. 


REVENUE STATEMENT. 


1898, 1899. 
Gross. Per unit, Gross. Per unit. Inorcase 


Sale of energy .. .„ .. £7,438 3°77d. £9,268 360d. -- 17d. 
Meter rents, &c. E 2 183  :09d. 251 10d. + 01d. 
Supply of lamps фи оу 44 02d. 88 03d. + ‘Old. 
Sundry fees, &c. А hee 7 nad Р iu ds 
Gross revenue. £7,665 3˙88d. 49,607 373d. — 154d. 


The public lighting at the beginning of the period under review 
comprised 116 arc lamps and 120 incandescents. The present 
number is 165 ares and 206 incandescents. Tho units generated, &c., 
may be stated thus :— 


Public Private * Total Used on Total 
lamps. supply. sold. works. generated 


1897 ... 103,311 252,046 355,957 65,522 470,524 

1898 ... 147,077 326,579 473,656 71,999 575,131 

1899 . . 217,823 399,969 617,792 86,262 763,154 

Chester was fortunate in obtaining an extremely low coal bill in 
1898, and has therefore, not unnaturally suffered by the great in- 
crease in the cost of fuel; the coal bill per unit has gone up as 
much as 50 per cent., but even at 45d. is very satisfactory for au 
output of less than 4 of a million units ‘ Repairs" are also 
on the up-grade as might be looked for. Notwithstauding increases 
in each item of the works cost, Mr. Thursfield ought to be satistied 
with a total cost of less than 14d. per unit. 


CosT OF PRODUCTION. 


1698. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Coal te. tei de a 1 i6 £598 :30d. £1,155 є. ＋ 15d. 
Oil, waste, water and engin 115% , ‹ : : 
room elutes 163 094. 306 12d. ＋ 03d. 


Salarios and wages meea | 

п generation and distribu- A А " NT. f 

tion and attending public j 875 4d. 1,157 45d. 4+ 01d. 
lamps. 

Repairs and maintenance of 
buildings, engines, boilers, | 
dynamos and street lamps 


—— — — ee 


Works costs .. £2,006 102d. £3,465 1:354. ＋ 33d. 
Rent, rates and taxes .. 83 044. 149  *06d. 4- 02d. 
Management expenses, B 

salaries of managing engi | 654 33d. 723  *9Nd. — 05d. 
Deer, secretary, clerks, &о. 


charges, stationery and 
inting, law charges and 
surance. 


Other expenses E 


General establishment 
|o 


——— — — ë — ë HÓ 


Total costs .. £3,007 152d. £4,608 1:79d. 4 27d. 


The reduction in receipts per unit coupled with an increased cust- 
sheet has prevented a large increase in gross profit, but it is ample 
to provide a substantial contribution to the reserve fund, aud a 
small amount carried forward. 


PROFIT STATEMENT. 


1898, 1899, 
Interest - oe abe es ee e £1,442 £1,890 
Sinking fund for repayments .. T s 1,317 1.903 
Net profit carried to preliminary expenses 1,053 " 
ij Pr reserve fund. E 846 1.140 
М 0 forward .. ... . M 66 
Gross profit e * £4.65 £4,999 
———.:... 


CITY NOTES. 


Blackheath and Greenwich District Electric Light 
| Company, Limited. 


WHEN our representative presented himself at the meeting of the 
above company at Cannon Street Hotel ou Tuesday he was informed 
that the proceedings were not open to the Press, aud in response to 
inquiries was informed that there was nothing of special interest 
transpiring. How correct this was may begathered from the fact that 
a report of the proceedings appeared in the Times and other papers 
of Wednesday, and as most. people who are interested in electricity 
supply business have been watching the Blackheath Company with 
considerable interest for some time past, we reprint the Times 
report of the meeting, contenting ourselves with but one remark, 
aud that is, that proposals to issue fresh capital (44 per cent. deben- 
tures) are not always considered matters little importance. 

An extraordinary general meeting was held, Sir J. A. Willox, M.P., 


in the chair, to consider resolutions for increasing the capital of the 
company to £300,000 by the creation of 150,000 new shares of £1 
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each entitled to receive out of the profits a fixed cumulative pre- 
ferential dividend at the rate of 7 per cent. per annum, and autho- 
rising the directors, without prejudice to the powers vested in them, 
to create and issue £120,000 of debenture stock carrying 44 per cent. 
per annum interest. The chairman, in proposing the resolutions, 
reminded the shareholders that when he last addressed them, the 
company had not commenced the supply of electricity from their 
own works. "They had, however, overcome their initial difficulties 
since, and a good many orders, both for light and power, had been 
secured. When the company began their own supply in February, 
the number of lamps connected was equivalent to 5,900 8-с.ь., 
whereas at the present time 10,000 lamps were connected, and as the 
longer nights approached, the directors anticipated that tais rate of 
progress would be accelerated. A considerable amount of energy 
to industrial works was already being supplied by the company, and 
contracts had been completed for still larger supplies of power for 
manufacturing purposes. ‘The total expenditure to date had been 
£128,000, but there were other charges to be brought in. To meet 
these liabilities, and to extend their area of supply, for which powers 
had been obtained, additional capital was required. After much 
deliberation, the board recommended the issue of £100,000 of mort- 
gage debenture stock bearing 44 per cent. per annum interest. It 
would be repayable in 1931, and would be redeemable at the com- 
pauy's option at 105 after it had run for 10 years. Under certain 
restrictions the stock might be converted into an equivalent amount 
of 7 per cent. cumulative preference shares, but the option of making 
this conversion practically attached to a period of five years only. 
Allotments of the stock would be made to the shareholders in 
priority to other applicants, Some shareholders had assumed that 
the directors proposed to issue both mortgage debentures and pre- 
ference shares, but they had no such intention. What the board 
proposed was to issue £100,000 of debenture stock, aud if the 
debentures were converted into preference shares, such debentures 
would ipso facto be cancelled. 

Mr. H. W. BowbEN seconded the motion. 

A discussion followed, and in the result the CHAIRMAN promised 
that the board would issue no preference shares, except for the pur- 
pose of exchange, without first consulting the shareholders. The 
resolutions were approved. 


The United River Plate Telephone Company. 


AT the annual meeting of this company, held at Winchester House 
on Tuesday, Mr. J. Invinac Courtenay, the chairman, in moving 
the adoption of the report, said that the continued improvement 
anticipated at the last meeting has been fully realised. The fluctua- 
tions in the gold premium had been slight, the Government scheme 
for maintaining the minimum gold premium at 127:30 having, so 


far, met with a measure of success. The number of subscribers Was 


now approaching 9,000, the increase being 50 per cent. greater than 
during the previous year. The new central office building was com- 
pleted last December. Substantial progress has been made with the 
important work of laying underground plant. It is essential to the 
company's best interests to extend the system of subways as much 
an possible. In regard to the credit side of the balance-sheet, the 
addition of £23,154 capital outlay was due to the expenditure on 
underground plant, switchboards, &c. The item of conversion of 
the old 7 per cent. debentures had now disappeared from the 
balance-sheet, the balance outstanding (£5,504 6s. 8d.) having been 
written off the depreciation fund. Sundry debtors, £8,222, were 
some £1,600 more, owing chiefly to advance payments on materials 
ordered which are carrying interest. Investments were at a higher 
fiyure. The stock of instruments and materials in the River Plate, 
which stand at £1,000 more than last year, consists almost entirely 
of new material. The remaining items of bills receivable and cash 
at bankers, in hand, and at call, make a total cash balance of 
£34,406. On the debit side, the subscribed share capital was 
increased by the issue of £83,195 preference shares; the debenture 
stock remained at £179,947. Sundry creditors, £5,387, were about 
£500 less. The reserve fund, £20,000, is to be increased to £40,000. 
This was a very satisfactory item. The depreciation fund, £3,495, is 
the remainder, after writing off the balance standing against the 
conversion of the old 7 per cent. debentures, which were 
refunded as 5 per cent. debentures. The cost of their con- 
version, originally amounting to £29,209, had now been 
wholly met by appropriations from year to vear from reserves. 
The gross revenue in the River Plate was this year £101,169, 
an increase of nearly £16,000 over last year. 'The expenses on the 


other side of the account were maintenance charges in 
the River Plate, £45,042, an increase of £3,000; London 
expenses, an increase of £2,353; and other items. The balance of 


profit for the year was £35,179; this was after deducting debenture 
interest and dividends paid on the preference and ordinary shares 
at the end of December, the latter amounting to £7,250, so that the 
total net profit for the year was £42,429, as compared with £33,333 
last year. In dealing with the appropriation of this sum, the board 
had considered it desirable to continue the policy of building up a 
substantial reserve, and therefore propose that the sum of £5,000 
should be put to depreciation fund, and £20,000 to reserve fund. 
After paying a further dividend on the ordinary shares of 44 per 
cent., making a total return for the year of 7 per cent., there 
remained the sum of £5,019 to carry forward. As to capital 
expenditure, they must recognise the necessity of adding largely to 
their capital outlay in order to properly equip their telephone plant 
_with the latest improvements, aud thus render it effective to meet 
not only the business already existing, but the anticipated continual 
increase in the future. The managing director, Mr. F. W. Jones, 
spent the whole of last winter in Buenos Ayres. He was greatly 


impressed with the prospects for rapid growth of the business, and 
of the great need of putting as much of the trunk system under- 
ground as possible, in order to efticiently prepare for that growth. The 
company’s overhead wires were already so nnmerous and so close 
together that it became more and more difficult to avoid induction, 
aud the obvious remedy was to have as extended an underground 
system as possible. A substantial beginning of this necessary work 
had been already made, but much remained to be done, and in order 
to provide for a scheme which should at once be efficient and 
economical, it was essential to have the requisite capital at com- 
mand. The subject had engaged the close consideration of the 
directors at home and of the management in Buenos Ayres. They 
agreed that delay in pushing on with this most essential work was 
to be avoided at all costs. It had, therefore, been decided to 
at once issue the balance of the preference share capital, 
authorised last year. Of the authorised amount of £200,000, 
half was then offered to the public, with the result that 
£83,195 was subscribed. 
remaining £116,805. With this new capital, the directors will 
undertake improvements in the plant which will enable them to 
give a telephone service equal to any, resulting in a great increase in 
revenue. | 

Mr. FREDERICK GREEN seconded the adoption of the report, and 
after a few comments had been offered by a shareholder, the motion 
was carried. The retiring directors and auditors having been 
re- elected, the usual vote of thanks closed the meeting. 


The Electric Construction Company, Limited. 


THE directors’ report to be submitted to the seventh annual general 
meeting on Thursday, July 12th, at Winchester House, at 12 noon, 
reads as follows :— 


“The profit of the year ending May 31st last, 
including the balance of £1,441 6s. 2d. brought for- 
ward, is a sis ei Я е F 
which your directors recommend be appropriated as 
follows, viz. :— 


£21,729 1 9 


In providing a dividend of 7 per 
cent. on the preference shares 
(to be paid on July 31st next) 

and a dividend of 6 per cent. on 
the ordinary shares (one-half 
to be paid on July 31st next, 
and one-half on January 31st, 
1901) ... ке due T 


£3,500 0 0 


13,452 0 0 


— —Á — 


The surplus of Bn | £4,777 1 9 


to be carried to next year’s accounts. 

“The buildings and plant have been thoroughly maintained, and 
£5,000, as usual, has been credited to depreciation account, which 
now amounts to £33,000. The buildings of the extensions referred 
to in last year’s report, have been finished, and the shops are now 
being equipped with the latest labour-saving tools and appliances, 
capable of turning out economically and with dispatch the largest 
electrical machinery that may be required. Among the more 
important works of last year may be mentioned the power house 
and line equipment, with British machinery and appliances through- 
out, of the extensions of the City and South London Electric Rail- 
way. The works are well supplied with orders at remunerative 
prices; the relations with all classes of employés are thoroughly 
harmonious, aud the directors have had much pleasure in awarding 
the usual bonus in recognition of good service. It has been con- 
sidered expedient to foreclose the mortgage on the Madras Electric 
Tramways aud to acquire the undertaking, but it is not intended 
that this should be a permanent investment. Meanwhile the work- 
ing of the tramway yields a moderate return on the cost, and the 
traffic is developing satisfactorily. The compensation paid under 
the Workmen's Compensation (1897) Act is, for the year, less than 
£20, but £150 of last year's profit has been credited to the fund to 
meet such claims. The directors who retire by rotation at the 
general meeting (and who are eligible for re-election) are Sir Daniel 
Cooper and Sir James Pender. The auditors, Messrs. James Meston 
and Co., offer themselves for re-election.” 


Thomas Parker, Limite. 


THE annual meeting of this company was held at Wolverhampton 
last Friday, Mr. C. T. Mander presiding. 

The CHAIRMAN moved the adoption of the report, He remarked 
that it was only when dividends of 13 per cent. were to be declared, 
or none at all, that shareholders were likely to attend and ask 
questions. This year, as they saw from the report, it was proposed 
to declare a dividend of 10 per cent., which he considered was quite 
satisfactory, in fact, he would not think of declaring a larger one for 
some time to come. The fact that they were able to take over 
£5,000 to the reserve was also satisfactory. They had not made 50 
much gross profit during the year as in the previous one, and as they 
kuew that was hardly to be expected, because the price of materials 
of all sorts had gone up, and they had not thought it policy to 
increase the price of their manufactures, dynamos, &c., іп a Uke 
proportion. He thought, however, the 10 per cent. dividend, and 
the £5,000 going to the reserve, would be considered as satisfactory. 

Mr. T. PARKER seconded the motion, which was adopted, as Was 
also a formal resolution declaring the 10 per cent. dividend. 

The directors and auditors were re-clected. 


It was now intended to offer the . 
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The West African Telegraph Company. 


Түк Marquis of Tweeddale presided at this company’s meeting last 
Friday lu moving the adoption of the report said that revenue for 
‘eo wear ended December 31st amounted to £77,008, an increase of 
iia; That increase was principally due to exceptional traffic 
suh South Africa in consequence of the war. This increase was 
ellig, Oo the other hand, there was an increase in the rent of 
-ables of £563, and a reduction in the loss on exchange of 4419. 
The tutal working expenses were £20,298, or а decrease of £1,229, 
male up of wveral items. The expenses attending repairs mud 
mne wats were £11,482, a decrease of £6,236. Since the date of the 
y antethey bad bad toincarthe cost of extensive repairs to Bathurst- 
[циг and the St. Thomé-Loanda cables. The net result of the 
rears working Was £23,298 profit, of which £23,000 would be 
ered to reserve and the balance carried forward to next year. 
Coe revenue included £12,000 in respect of the subsidy due from 
the Fench Government for 1899, and the non-payment of that 
amount had been provided for by transferring £12,000 from the 
neml reserve fund. to a special fund pending a settlement. The 
wlay m the settlement of that item was due to the unsettled state 
uf politics in France and the frequent changes of ministers. The 
toand hoped that before long some arrangement would be come to on 
„ equitable hasis. The general reserve fund now stands at £28,188, 
„ich, taking all the circumstances into consideration, was far from 
wlrquate for the requirements of the company. The question of 
jividends must, therefore, be deferred until they were in a position 
t replace the heavy withdrawal which they had been obliged to 
make ont of the fund. 

sır Hexry Mance seconded the adoption of the report, which 
wae unanimously carried. 

The Came then explained briefly the proposed staff pension 
fund, under which the staff will contribute 4 per cent. of their 
«Janes and the company a like amount. The cost to the company 
«il be about £500 per annum. The scheme was approved, and the 
necessary papers for carrying it out are to be prepared. 

The Hon. A. G. Brodrick was re-elected a director, and Messrs, 
Deluitte, Dever, Griffiths & Co., auditors. 


The Bastian Meter Company, Limited. 


Tue third ordinary general meeting was held on Thursday last week 
i: the offices, Kentish Town, under the presidency of Mr. C. Orme 
Bastian, who, in moving the adoption of the report and accounts, 
aid that the results of the past year could be summed up in 
two words, viz, “rapid progress.” They had converted a loss of 
21080) shown last year into a profit of nearly £400 this year. 
During the past three weeks the orders for meters were larger than 
for the whole of the first six months of the year, and therefore the 
lirecturs were justified in taking a sanguine view as to the future. 
They were glad to be able to pay the preference dividend in full, 
ind he believed that the ordinary shareholders would soon receive 
ple reward for their patience. Taken altogether, he thought the 
“Marebolders had reason to look forward with unbounded confidence 
tu the future of the company. 

Mr. Смвевто CrawTAR seconded the adoption of the report, 
which was unanimously agreed to. 


Greenwood & Batley, Limited. 


Тнв report forthe year ended March 31st, to be presented at the 
meeting to be held in London on 10th inst., states that, after pro- 
"icing for interest on the debentures and for expenses of manage- 
went, Writing off £1,500 for depreciation on buildings and plant, 
saal making due provision for doubtful accounts and allowances, the 
хош show, with £2,956 brought forward, an amount available 
digo ge The direetors recommend out of this sum dividends at 
сак of 7 per cent. per annum on preference ard of 24 per cent. 
us annum on the ordinary share capital, leaving £463 to be carried 
forward. The buildings, plant, and machinery have been main- 
anod in eficient working order and condition, £9,000 having been 
expended daring the year on maintenance account and charged to 
ИЕ This amount is exceptionally heavy, as advantage was 
чы ating the first half of the year, when the cartridge depart- 
repair the P metically without orders, to thoroughly overhaul and 
кат artridze-making plant, which since January last has been 
ИК to its utmost capacity on Government contracts. 


Elmore’y German 


and Austro-Hungarian Metal 


Company. 
Financial Times :— 


The á 
Listed, ban t7 0Ї Elmore's German and Austro-Hungarian Metal Company, 
Pos produced e à circular to the shareholders stating that the demand for 
the capaci y the company at Schladern rendered it mperative to іпсгеағе 
rem and bava o, of the factory, and the directors have erected a new tank 
"adii. COmmeneed the installation of 82 new tanks, which are now 
tet that the Go S Completion. The extension is necessary also in view of the 
en to 1040 Government has decided to largely augment ite Navy, and 
tbe company Meeting the demands of the trade, which are increasing rapidly, 
ihon to »& practic ally the sole contractors to the Navy, must be in & 
gp With the increased demands of the naval dockyarde. The 
farther capi given careful consideration as to the best means of raising 
of Ране) to provide for the copper required for the increased output 
"er £10,000), and they have come to the conclusion that it would 
leren the company to raise the money by a further issue of pre- 
ihares isened whe although they are reluctant to increase the number of 
der A | e nine-tenths of the net profit, each share- 
КҮТ Will retain hia | Proportion of one new share for every five that he now 
алад pg" full interest in the company. It is proposed to issue 5,000 
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Electrie Power Storage Company, Limited. 
ThE directors’ report to May 31st, 1900, reads as follows :— 


The profit for the year is 25,300 4s. 8d., and the balance brought forward from 
last T £554 19s. IId., together amounting to £5,868 178. 4d. Of this, £243 
1s. 1d. has been carried to resorve fund, and £1,000 to contingent fund; and the 
directors recommend the payment of a dividend of 5 per cent. on the ordinary 
share capita), which will absorb a further £4,362 88. 6d., leaving £259 7s. Bd. to 
be carried forward. The company's buildings, plant, tools, &0., have been 
maintained in thorough repair and condition at a cost of £2,894 10s. 2d., which 
sum has been provided out of revenue. The directors are glad to state that the 
demand for the E.P.8. batteries increases усаг by year, and the recent exten- 
sion of the works is being fully utilised. The orders on hand are larger in 
amount than at any previous time, and include several for tramway and power 
stations, the special type manufactured by the company for this purpose having 
met with the entire approval of engineers. The development of the business 
has necessitated the introduction of further working capita], and a call of £1 
рег share has been made during the year on 8,133 ordinary shares on which only 

per share had been previously Dec The directors regret to announce the 
death of Mr. Frank King, lately & director, and for many years manager of the 
company. Mr. King's death in August last removed one of tlie pioneers of the 
storage battery industry. 


Edmundson's Electricity Corporation, Limited. 


THE directors’ report fur the year ended March 31st, 1900, to be 
presented at the third annual meeting at Broad Sanctuary Chambers, 
S.W. to-day (Friday), reads as follows:“ The directors beg to submit 
their third annual report and statement of accounts. Including the 
sum of £2,572 5s brought forward from last vear, the net profit, 
after payment of debenture interest, amounts to £19,832 бк. 9d. The 
directors recommend that £5,000 be written off goodwill, and that a 
dividend of 6 per cent. be paid upon the ordinary and deferred 
share for the year ended March 31st, 1900, amounting to 
£10,674 4s. 2d., leaving a sum of £4,152 2s. 7d. to be carricd forward 
to the next account. The electric lighting stations at Folkestone, 
Winchester, Woolwich, Bromley (Kent), High Wycombe, Salisbury, 
Ventnor, Chislehurst, and Newmarket, all of which were completed 
a year ago, have been working satisfactorily, and dividends have 
been paid to the shareholders of the five first-mentioned companies 
as the result of the first year's working. ‘These results, obtained at 
so early a stage, must be looked upon as must encouraging, and 
confirm the belief of the directors that electric lighting n such 
towns will prove a profitable investment. During the year the stations 
at Guernsey and Alderley Edge have been completed aud are now 
working. Details showing the progress of the various stations are 
given in the accompanying schedule. Work has been commenced 
for central stations at Montrose, Brechin, Melton Mowbray, 
Lymington, Sandown, Shanklin, Newport and Cowes, and Parlin- 
mentary powers are being obtained, with the consent of the local 
authorities, for several other towns. A considerable number of 
private installations for country houses, &e., have been carried out, 
and this department of the business has been well maintained, 
Investments in local companies in which the corporation is 
interested have been taken in the balance-sheet at cost price. During 
the year 9,400 ordinary £5 shares, being the balance of authorised 
capital, have been issued and fully paid up. Further capital will be 
required for the works in progress, and the directors recommend 
that the nominal capital of the company be increased to £400,000 
by the addition of 40,000 shares of £5 each, and they propose that 
£100,000 should be issued as 6 per ceut. preference shares, reserving 
the other £100,000 for issue at a future time. One of the directors, 
Mr. \V. R. Davies, retires by rotation, and is eligible for re-election. 
The auditor, Mr. W. H. May, retires, and offers himself for re- 
election.” 
CENTRAL STATIONS WORKING. 


Number of Capital 
B- c. . lam expended 
connected. to Dec. 81st, 
Name of June, June, 1899. Remarks and financial 
town. 1899. 1900. results to December 81st, 1809. 


Folkestone .. 18,000 
Woolwich .. 6,750 


20,600 
12,000 


£62,968 розева of 4% paid on ordinary 
shares. 

85,727 94 % dividend paid on ordinary 
shares after paying debenture 
interest. 

90,474 24 „ dividend paid on ordinary 
shares after paying debenture 
interest. 

82,908 24 % dividend paid on ordinary 
shares after paying debenture 
interest, There is an increasing 
demand for motive power in this 


area, 

48,106 9& % dividend paid on ordinary 
shares after paying debenture 
interest. The Chislehurst Com- 
pany x supplied from this station 

ulk. 


N, 200 Earnings were equal to 24 % on 
capital expended, but no divi. 


Winchester .. 6,500 11,500 


High Wycombe 8,500 19,000 


Bromley (Kent) 4,060 


Salisbury . 8,000 7,900 


dend was paid, 
ne x 1.100 8.400 1 Stations open 9 to 10 months, result 
Chislehurst .. 9,00 4,200 17 ing in & small profit. 
Alderley Edge — 


1,714 16,074 Station open five months. Progress 
has so far been slow. 

18,866 Station started work in May, 1900, 
The applications for light are 
very satisfactory, 


CENTRAL STATIONS IN PROGRESS. 


Montrose лир BnkEoHiw.— Work in connection with these towns has been 
retarded eins to delay in the transfer of provisional orders, but is now being 
proceeded with. 


Guernsey oo — 5,000 


LyxIxOrON.— Works аге in course of construction, and it is expected will be 
ned before the end af the year. A contract has been obtained for lighting 
the streets, and applications for private lights are coming in well. 

MELTON MowBRAY.— Works аге in oourse of construction, and the station 

will be open in a few months. Applications for lights are coming in freely. 

SANDOWN AND SHANKLIN.— These two towns will be supplied from one station, 

which will be completed ina few months. There is every prospect of a good 
demand for light. 

NgwPOoRT AND Cowrs.—It is Dope to supply these two towns from a 

single m and a suitable site has been purchased and works will shortly be 
commence 
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Prospectuses. 


A PROSPECTUS Of R. Waygood & Co., Limited, has been in circula- 
tion this weck. In order to cope with the rapid expansion of the 
company's business reconstruction became necessary, and an issue 
on broader lines to the public was resolved upon. The company, as 
reconstructed, has a nominal share capital of £210,000, half of which 
is in 6 per cent. preference shares, and half in ordinary shares of £1 
each. The vendors of this old-established lift and crane manufac- 
turing and general engineering business take one-third of each kind 
of shares in part payment of purchase money, and the remaining 
have now been offered for public subscription. In addition to their 
£70,000 in shares the vendors take £120,000 in cash or shares. The 
average annual profits for the years ended March, 1898 (enginecring 
strike), 1899. and 1900 have been £18,453. The list was to close 
yesterday (Thursday). 

To-day the subscription list will close in an issue of first mortgage 
434 per cent. debenture bonds, and 6 per cent. cumulative preference 
shares in Rosling, Appleby & Fynn, Limited, electrical engineers, 
of Bradford. The present issue is £15,000. debentures, and £15,000 
preference capital. The company was formed with a nominal 
share capital of £100,000, to acquire as a going concern the business 
of Messrs. Rosling & Appleby, a name perfectly familiar to readers 
of the ELECTRICAL. Review. Mr. Fynn joined the company in 
1899, and his experience in power transmission and electric traction 
work are expected to prove of great value to the business. 
The company will have the exclusive right to numerous 
patent& taken out by Mr. Fynn, and these are. detailed in the 
prospectus. Messrs. Rosling, Appleby & Fynn, the vendors, take 
£27,000 in ordinary shares as their consideration, and the company 
pays the liabilities of the vendor firm, amounting to £11,391. Out 
of the cash provided by this issue, land will be bought, and the 
erection of new works with additional plant will be arranged for at 
a cost of about £14,500. The balance available for additional 
working capital will be £4,108. The profits for the years 1898 and 
1899 are £4,046 and £4,518 respectively, but these figures do not 
eover interest on capital or loans, remuneration of the partners, nor 
extra commission paid to Mr. Fynn. 


Stock Exchange Notices, —Wednesday, July 11th, has 
been appointed a special settling day in Alliance Electrical Com- 
pany, Limited.—70,000 5 per cent. cumulative preference shares of 
£1 each, fully paid, Nos. 1 to 70,000. Edison and Swan United 
Electric Light Company, Limited.—Fully and partly paid pro- 
visional certiticates for £100,000 5 per cent. second debenture stock. 
The Alliance securities are also to be officially quoted. Application 
las been made to the Stock Exchange committee to allow the 
following to be quoted in the Official List :—Kensington and 
‘Knightsbridge Electric Lighting Company,  Limited—15,000 
ordinary shares of £5 each, fully paid, 10,000 first preference 6 per 
cent. shares of £5 each, 10,000 second preference 5 per cent. shares 
of £5 each, and £90,000 4 per cent. debenture stock. 


The Giffre Electro-Chemical and Power Company, 
Limited.—An extraordinary general meeting. of the shareholders 
of this company was held on Wednesday at the offices, 11, Corn- 
hill, under the presidency of Mr. E. Sawyer, when a resolution, 
making a slight alteration in one of the articles, which was passed 
at the annual meeting held on June 18th, was confirmed. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending June 30th, 1900, were £724 1s. 9d.; receipts for oore Danang Perion 
1899 (6 days), £609 18s. ; aggregate for half-year to date, £10,125 17s. 2d. 


The Bristol Tramways and Carriage Company, Limited.—-The receipts for the 
week ending June 29th, 1900, were £3,148 8s. 7d.; corresponding period, 
1899, £8,214 11s. 7d. ; decrease, £66 Эв. 


The City and South London Railway Company.— The receipts.for the week 
ending July lst, 1900, £1,490; July 2nd, 1899, £980; increase, £510. Total 
receipts for half-year, 1900, to date, £83,724; corresponding period, 1899, 
£26,894; increase, £6,890. Miles open, 1900, 43; 1899, 34. | 


The Dover Corporation Tramways.—The receipts for the week ending 
June 80th, 1900, were £213 Os. 3d.; July 1st, 1899, £210 14s. 6d.; increase, 
£2 58. 9d. Total receipts to date, 1900, £4,501 98. 9d4. ; corresponding period, 
1899, £4,281 18s. 6d.; increase, £269 11s. 34d. Miles of track open, 1900, 8; 
TA 11 Car iniles run, 1900, 4,987; 1899, 4,476. Number of cars, 1900, 11; 

; 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, June 29th, 1900, were as follows:—D. U. T. Co., horse cars, 
£59 4s. 8d.; ditto, electric cars, £8,602 4s. 6d.; D. S. D. Co., electric cars, 
4963 9s. 5d. ; total, £4,624 18s. 7d; corresponding week last year—D. U. T. 
Co., horse cars, £2,232 198. 8d. ; ditto, electric cars, £1,817 бв. 61.; D. 8. D. 
Co., electric cars, £1,036 12s. 5d. ; total, £4,586 18s. 2d. ; increase, £38 Os. 5d. 
Aggregate to date, £108,026 128.; aggregate to date last year, £94,915 4s.; 
increase to date, £18,711 Вв. The mileage worked is 42 miles electrically, 
2 miles by horses, as against 18 miles electrically, 26 miles by horses, for the 
corresponding period last year. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
July lat, 1900, were £1,682; corresponding week last year, £1,462; increase, 
£220. Total receipts to date, 1900, £87 602 ; corresponding period, 1899, 
£86,192; increase, £1,810. Miles open, 6 m. 57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 

THE Transvaal war is almost. forgotten, speaking figuratively, as a 
factor in Stock Exchange markets. Everything is now made to 
hang upon the crisis in China. Against that not even a cheaper 
money market avails to help business along in the House, and its 
shadow is paralysing all investment departments. It is no un- 
common thing to hear a broker declare nowadays that he has not 
booked a bargain all day, and under the depressing influences of 
outside politics and inside stagnation the Stock Exchange is con- 
dering itself fortunate in having to face comparatively slight 
declines in the value of its securities. 

Another thing which is counteracting the ease of Lombard 
Street, is the remarkable number of trustee and Colonial issues 
which have recently been spread before the investor — With 
Australian Governments offering 3 per cent. loans at 95, there is not. 
much inducement for tbe investor to seck openings for his capital 
in the markets, and the absence of the monied classes acts, of 
course, unfavourably upon the more gilt-edged securities of the 
House. But Electric Supply Debentures are well maintained. Out- 
of the quartette of falls which we record in this section, three of 
them are occasioned by the marking of the stocks ec dividend. The 
other, a drop of 2 per cent. iu City of London 5 per cent. Debenture 
stuck, is the natural sequence of the threatened issue of more 
Debenture stock by the company. А meeting of the shareholders is 
to be held on Wednesday next in order that a resolution may be 
passed empowering the directors to borrow another £400,000. The 
Ordinary shares are very little affected in price. | 

_ Westminsters, after a drop of nearly a pound, hardened up again. 
The market in these has now quieted down after the new shares 
have been satisfactorily disposed of. We are glad to notice that the 
fatuous demand of Somerset House with regard to the filling up of 
renunciation-forms before they can become negotiable, has been 
withdrawn. We strongly protested against its adoption three 
weeks ago, and it is satisfactory news to every investor to learn of its 
suppression. 

Edmundsons are unaffected by the declaration of the dividend, 
which came up to market anticipntions. A good demand for 
Metropolitans has lifted the price to the extent of £1, the quotation 
now standing at 15. 

After the opening of the Central London Railway by the Prince 
of Wales the flutter of buving the shares ceased, and the price has 
fallen 7s., allowing for the deduction of the dividend. Some of the 
speculative division who had laid in Central London Deferred half- 
shares quickly cleared out, and the result is a small decline in price, 
but the Preferred, on the other haud, are « dividend and unchanged 
in price, making a practical rise of 1s. 6d., the amount of the 
distribution. A very strong Stock Exchange tip to buy Central 
Londons is being widely circulated. We hardly see the reason for 
it, but trust that the rise will take place for the sake of the patient 
original shareholders. 

City and South London stock has relapsed on the lift accident at 
London Bridge, which is likely to cost the company compensation 


that it can ill afford, besides tending to make the public nervous of : 


travelling on the line, and thereby reducing traffic receipts. In 
sympathy with the fall in City and South London, Waterloo and 
City Ordinary was marked down a brace of points. Probably this 
fall in price was brought about, as a matter of fact, by a suspected 
seller, who was busily unloading London and South-Western stock 
at the end of last week. 

Amongst other miscellaneous items we may remark that the latest 
emission of Calcutta Tramway shares commands 10s. premium. 

British Electric Traction Ordinary are now quoted ex both divi- 
dend and rights; the Preference still carry the dividend of 6s. per 
share, but not the rights. The new shares are, of course, to some 
extent pulling down the prices of the old. A brisk market is now 
existent in the fractions, the Ordinary being quoted at 8s., and the 
Preference at 4s. per fraction. i 

In throwing out tbe Dublin Electric Lighting Company’s Bill, 
Parliament acted іп accordarice with most Stock Exchange wishes, 
but its rejection of the Electric Lighting Provisional Order (No. 11) 
on Tuesday night was not wholly welcomed in the House. Metro- 
politan shares, however, went better on the action of Parliament, 
and the proprietors will breathe more freely now that competition 
is staved off for some time: | 

The Chinese crisis has so far failed to depress the telegraph 
inarket to any extent. Eastern Extensions have hardened, and the 
latest issue of shares is quoted at 14 premium. The company will 
be considerably more affected by the Far Eastern question than ita 
contemporary, the Eastern Telegraph, but shareholders should. not 
part with their holdings at present. Very little animation prevails 
in the telegraph department as a whole, and the Anglo-American 
stocks are hardly mentioned. - | 
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SHARE LIST OF ELECTRICAL COMPANIES. —TELEGRAPH AND TELEPHONE COMPANIES. 


Btock Сом Clea! Business done 
osing osing uring 
= * Sharo.| the lant three years, | Quotation, | Quotation, | woek ended 
=~“ E Ene 1900, 
1897. | 1898. | 1899. Highest. Lowest. 
110,00 2 іса Direct T 4 % Debs. E ees 100 —104 99 —1(3 s RIS 
136,000 Amason Debs., Nos. à to 1, "250 Bed. eee eee TI eee 85 — 90 85 — 90 T 
875,520 Anglo- American Telegraph [TI] eee вее Stock 8 £8 08 73 60 — 65 60 — 63 eO | wee 
8,089, 240 Do. go. 6% Pre... . . 8 6 6 6 Y 1134—1144 |1134 —1144 | 1144 | 1134 
8,063,240 Deferred... .. .. ... |8оск| ... |188. |81 78) 124— 13 124— 13} 133 | 12] 
44,000 Chili Toisphone, Nos. 1 to 44,000 eee eee eee eee 4 @ 8 % eee 24— 84 — wee eee 
| Commercial Cable 100 | 8 8 165 —175 |165 —175 хі) ... 
1,583,078 Do. do. Sterling 500 year 4 % Deb. Stock Red. |8 eee —1 101 —103 103} | 1024 
ba Telegraph ... eee 0 eee eee eee 10 7 8 7 Ф 64 — 74 6 — 7 6: 
Do. 10 % Pref. * [II] ee oe eee 10 15 ч ees 154— 164 15] рам 164 
Direct Spanish Telegraph ee EI soe eee LIII eee 4 — 5 4 5 
Do. do. 10 Cum. Pref. eee eee 5 10 eee 9 — 10 9 тео 
Do. do. 44 Debs. eee II TI) eee eee 01 —105 100 —104% xd 
60,7100 Direct United States Cable... aes we | 20 | 34% | 35% | 8 Ф | 114— 12 114— 12 
111,500 | Direct West India Cable, EE: % Reg. Deb. ML cae Set bae M oum HOO 108: [90 08 xdi .z | 52 
4,000,000 Eastern Telegraph, Ord. Stock eee see eee Stock 7 % 7 % eee 148 —153 148 —153 151 148} 
Do. 84 Pref. Stock vov eee ee eee eee 97 —100 97 —100 991 97 


Hastern Extension, A — and China Telegraph ... 7 $ 79,|795|143— 16 142 161 | 155 143 


drgs. Б reg: 1—1 ‚049, 8 ‚976—4,826 eee eee 102 —108 eta ae eee eee 
ae 1,0608,9/8, ae 100 5 eee eee 100 —108 "TT T эе ees coe 
" » ME. nere zod, 100 ге coe oes oes 8 pass 100 pei D eee 
t. u eee III ees 0 —103 1CO —108 1003 Pr 
Senf Trasi T - - T 10 44 810 53% | 114— 11 111— 111 111 | 11% 
Do. 6 Ф Pref. 006 6 6 eee 16 — 1 15 — 153 1576 15 
И оё 0 [10 12496 | ... | 832 — 84 82 — 84 885 ees 
Bermuda ae ‘iat, Бы, j M eod | [100—108 |98 —101 xà 
Telegraph 0 eee vee eee 26 10 @ 10 95 10 Ф 53 — 57 58 — b7 
Londen Platino-Brazilian bien A hy $ Debe. СІІ) eee 100 6 eee . 000 105 —108 105 — 108 ee 
Telephone, Limited, . Nos. 1 to 72,680... "M - v i 3 is e 
Do. do. 5% Pref., Nos. 1t086,408 | 1 4 3, | 4% | 3 1 1 is 
National Telephone, 1 to 400,000 eee eee өөө 8 8 6 5 5 — 53 5— 5 5 Ы 
Oum. Ist Pref, 00 eee DI 10 6 6 6 18 — 15 18 — 15 
Cum. 2nd Pref. оге eee 10 6 6 6 12 те 14 12 — 14 es b . 
Non-cum. 8rd p to 250,000 б 5 5 6 5 — 54 5 — eee 
Deb. Stook Red Stoch 8335 | 33% | 83% | 98 —101 | 98 —101 ха| 100 
Sa ide Te g. 1|65 5 5 — li 8 — А - 
Pacifio and Buropean Tol., 4 %, Guar. Debe., 1 100 | 4 dis .. |102 —106 100 —108 xd А 
Reuter’ coe eee 00 8 б 5 % 5 % 74 — 81 7$ — E 8} 74 
oe eon LA] eee eee . | Cert. 5% * 7 * p — 6 125 ary 127 [III 
eee eee eee eee 6 == 5} 5 — E 5 eo 
& % um Pref. Nos. 1—16,680 б ecc [ITO PII) == 53 5 — zt II) 
Debs. eot eee еее Stock eo ee PTT) 105 —108 104 —107 ad 00 eee 
5%D eee cos 100 % coe 97 —100 97 — 0 eee 
Nos. 1—30,000 and 58,001 008 не) eee coo 0 1 oe 000 
„11, 500 A Maen Bras. Sub. 1 ese eee 100 —108 99 —102 xd ee eec 
Western and Telegraph AXE Stock Red. ... Stock 102 —106 —.— ee 
Western 144., Nos. 1—207,980 ...  .. owe 10 7 v7 % 144— 154 | 142— 15jxd| 15 | 14 
5 V Debs. 2nd series, 1906 ... | 100 | ... 106 —108 [108 —106 i кз 
Wesi India and Panama 00е өөө ee ee 10 2 2 Ф Ё 96 ü v $ 1— H 0 TT) 
6 Cum. 1% Pref. өөө 10 6 ee ° 6— 74 0)— 7% ee III 


s eee 104 —107 102 —106 x ove eee 


ELECTRICITY SUPPLY COMPANIES. 


061 | Brompton & Kensington Ш1ео. 14. Sup., Ord., 101 to 19,761 4 6%|6%| 7— 8 7 — 8 a 
do. Pret. ... 7 eot coe 904 84— 904 
50,00 | Charing Oress and Strand Nlecizioky Suppl uc roa 7 8 9 9 — 10} | 94— 10j | 10 93 
do. do. 4 Qum. Pref 6 % 6 3, 6 *; — A - m : ee 
% Do da 30. & Deb. Stock Rei... 4 107 —1:0 |107 —110 " 
90000 | Ойу of London Mlectric Lighting, 40,001—100,000 ... 10 % | 6 4% | St- 9) | 8- о 83 8А 
Gian] "De, Sg CY bcp toe suey anya | A NO n sy | 
. ө ° eee eee —127 122 — 14 d 122 "PT 
40,000 County of a асад, Г) Ота. 000 nil 4 % 9 — 10 9 ә х os d "TII 
000 Do. do. do. 69 Pref., 40,001—60,000 6% 16% | .. |1H— 123 | 114— 123 124 | 2 
30000! Do. 4495 Deb. Stock, Prov. Certs (all paid) c. uu s 110 — 115 108 —l10 xd}... |... 
70000 e e Gorp., Ord. Shares in 5%17% — 5 44— 5 42 
Шан Lan Rie вору 4 95 1st Mort. Deb — is nun m 101 о. 101 —104 |... |... 
eoe == = 1 1 1 
wb 30. ; 6 % Pret so 16%) . 4 — 4 4— 4 iA i 
600 do. do. 4% lst Mt. Db. Stock Rd. . on з, 68 —10 та du 
Metropaliten Шоо to - 44 - 15 16 | ... 
90.0007 Do. ig LR N Debentare Btook oe | EB] .. 1... [LIS —116 11 11424 | Ө" 
290,000 Ф Mort. Deb. Stock Red. „ — 99 |96 — 98 ха .. | .. 
6,453 Notting Hill Blectric ting eee eee seo ТЫ 10 | 6 6 7 16 — 17 154 г 16„ха ee 
0,000 . James's and Pall Mall Nlectrio Light, Ord. , ... b ПАФ 145 14 — 15 |14 — 16 
000 ро. do, 7 % Pref., 20,081 to 40,080 7 77 7 8)- 99 81 — 9) И 
чү Smithfield Market Elect. Supply, Ord. .. ee | . 2- A | 3— 3i 
05,0) South London Do. London соону B 4 Deb. ee eve 7 — a ae p^ TP = 
арр еее БЕ — cee eee 
— ПК | Westminster Blectric Supply, PAS 101 to 80,000 vis 5 12 Ф 13 % Ij q, Il -- '2 11 — 12 Aig | 114 
* Bubject to Founders Shares. + Quotations on Liverpool Stock Exchange. 
+ Unless otherwise stated all shares are fully paid. і Dividends paid in deferred share warrants, profits being used. as c»pital. 
Dividends marked § are for a year consisting of the latter part of one year and the fir.t part of the next, 


30 | THE ELECTRICAL REVIEW. [Vol 47. No. 1,180, Jury 6, 1900. 


SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present * Dividends for мае - x | — business done 
— NAME, mer, | theless tres yours, J | оаа | gre ied 
1 1897, | 1898. | 1899. | nipat. Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000 ... “4 ii 1 | 10 $ 20 * РА 28— 34 | 2%— 81 — 
90,000 Do. 44 96 Ist Mort. Deb. Stock Red. 800 eo. [Stock] ... ‘i .. | 96 —101 96 —101 A 
80,000 | British Electric Traction Wa. duc] RO | us 6 .. |16—17 |14 — 15 l4 14} 
50, 000 Do. do. 6 Cum. Pref. .. 1 «„ 123— 184 123 — 13 124 | 124 
200, 00 Do. do. 5 % Perpetual Debenture Stock ... Stock S ve | o. (128 —126 123 —126 ot yr 
85,0001 |f British Electric Works Co., Ord. EI shares, 50,001—135, 000| ... ‘iad TA A í— 1 i— 83 vas oi 
50,000 Do. do. 6 % Cum. Pref., 150,000 TAN XN" РФ б» 43— 18 н- 134 — 
500 Do. do. 44 95 1st Mort. Deb. »s | 400 | 99 —101 97 — 99 xd| ... sas 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 Р 5 15 * 15 $a 20 0 % 11 — 12 11 — 12 oes T 
27,500 Do. do. 6 % Cum. Pref. Nos. 1 to 27,500 . 5 6 — 6 — 64 2% КА 
90,000 Brush Elecl. E „Ord., 1 to 90,0000 к a 8 18— 14 lg— i да = 
90,000 Do, o. Non-cum. 6 Pref., 1 to 90,000 2| 6 It 2— 2} 2— 21 iss Ж) 
125, 0001 Do. do. Perp. Deb. Stock ^ [Stock * |109 —114 |109 —114 "a Л 
50,000 Do. do. 2nd Deb. Stock Red. Stock .. 103 —105 |101 —108 xd) .., =з 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000 ... 5 124% 15 5% 15 5% 134— i” 134— 143 188 | ... 
20,000 Do. do. 5 Y Cum. Pref. bea - - 5 54— 51— Sfxd) 53 
90,000 Do. do. 4j Y lst Mort. Deb. Stock Red. |Stock| ... | ... | ... [112 Zue 110. —114 ха AN 
213,533 | Central London Railway, Ord. Shares n " „ i .. | 104— 10% 92— 1l0jxd| 10% | 9i 
61,033 Do. do. Pref. half-shares HA ies „Же © Эр 4$— 53 | 4— bixd| Б 4H 
71,447 Do. do. Def. do. ез ен se B uu бе es 54— 5% | 4i1— 53x 5l 413 
855,000 City and South London Railway  .. .. Stock 117%) 24%) 14%) 65 — 68 64 — 66 66 -— 
87,500 | Do. do. Ord. shares, Nos. 22,501 to 60,000 . dn 10 — N өз 6— 7 6— 7 TT E^ з 
82,098 iss dm Co., "ET to 82,098 B us 8 84— 4 8)4— 4 333) 8 
e 5% Ist Mort. Reg. Debs., 1 to 900 of ` : 
100,000 #100, апа 901 to 11, 000 of £50 Red. s. T EI eee 100 103 72 —101 xd eee ^ 
199,261 | Edison & Swan Utd. El. Lgt., Aa” shares, £3 pd.1 to 99,261 5 6 6 X us 2 — 2 2— 2 24| 2 
17,139 Do. do. do. ** A" Shares, 01—017,189 5| 6 $ 6 Ф i -— & 81— 44 45) 1 
844,028 Do. do. do. 4 95 Deb. Stock Red.. | 100 | .... 3. .. 93 — 95 91 — 93 ха) 92 91 
112,100 | Hlectric Construction, 1 to 112,100 ... НР 2| 6 6 6 %| 2— 21 2— 21 a ede 
25,000 Do. do. í Cum. Pref., 1 to 25,000 гё 1 7 a з — 84 3 — „ 
140,800 Do. do. Perp. lst Mort. Deb. Btock  ... Stock T" * |103 —106 103 —106 m 
9,6001| Greenwood & Batley, 7 Cum. Pref., 1 to 9,600 sul! aD, 7 7 . |10—11 10 — 11 P Р 
80,000 | Henley’s (W. T.) Telegraph Works, Ord. .. ‘se „, 5119 & 14 J 15 $9] 18 — 14 |184— 144 | 14 | : MN 
80,000 Do. o. Ais $1 7 7 iv 5i— 5 5j— 54 51 
50,000 ро, до. ort. Deb. Stock. Stock 44 ‘as * |110 —114 110 —114 ^ ves 
50,000 Indin-Rubber, Gutta-Percha d Telegraph Works % ] 40 |10 10 .. |21 — 22 21 — 22 211 21 
800,000 Do. do. do. 4 let Mort. Debs. | 100 | ... Бәй * 1100 —103 100 —108 2 ie 
87,600 Lu Overhead Railway, Ord. ... ER eae oe | 10 | 8j 8} 82 9)— 98 |8%— 8| es | ees 
10,000 do. Pref., £10 paid eee eee 10 5 5 5 13 — 1 134 — 134 | T 
87,850 | Telegraph Construction and Maintenance ... ins РС ДЕ 15 15 85 — 89 85 — 39 37} 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 ... | 100 odi 102 —105 101 —104 xd "Me 
20,000 | Telegraph аа “чыш Ord. Nos. 1 to 20,000 ots Dl o 8 L1 12 9 101— ni 104— 114 % 
20,000 Do. do. 5% Cm. Prf. "M im 1 to 20,000 ... ET uw 54— 54— 6 T 
540, 0001 Waterloo and City Railway, Ord. Stock eee ex Ж +, ч) ое 8 % 3 Ф 100 108 98 —101 | 100 99 
+ Quotations on Liverpool Stock Exchange. ; Unless otherwise nated all shares are fully paid. 
LATEST PROCURABLE А OF SECURITIES NOT OFFICIALLY QUOTED. 


соочи Electric Supply, Ordinary £5 (fully paid) 8— and tsbridge Electrio Lighting, Ordinary 8 vr E ay 
Brompton and vmm 44 Ani ые of £100, 104—106. ) 12—18; 1st ference Cumulative 6 EN. '£5 (fully ae 
Gaben e Pt ue . ply бл, inh ж ES Wen Dividend, 1000, on Отау 

e о r] E . L] 

ш зы do. Pref. (£10 pd.), 10—11, ! Р" d 


* From Birmingham Share List. Bank rate of discount 3 per cent. (June 14th, 1900). 
MARKET QUOTATIONS, Wednesday, July 4th. | . 
CHEMICALS. &o. This week, Last week. Ino. or Deo. METALS, &o. (continued). This week. Lass week. Ino. or Dec. 
а Acid, Hyarocbioric Ра .. рег owt. . 57 ‘ig Copper Sheer ee А зоп £83 £83 
a n N ee ee ee per owt, ai aj ee ә " Rod ee . ка £85 ы £2 deo. 
а „ Oralo.. eo 5. рег OWT, . . we € „ (Blectrolytic) Bars .. per ton £81 £81 
a " Bulphuric ee ee ee per owt. А ee e n * Sheets.. per ton £90 £90 ee 
3 өө - . per cwt, Je | 89/- в n M Rod .. perton £84 £84 T 
a Ammonia, Muriate (crystal) .. per ton £83 £83 © n » Н.О. wire per lb. T К " 
a "n "n ee ee per ton £80 ae f Ebonite Rod ee ee ee per lb, P е ° 
a Bl powder LE ee per ton £1 #7 ee f " Sheet ee ә ee per 1b. 11 x ee 
а Bisul of Carbon .. per ton 215 £15 - я German Silver Wire .. . per lb. 6 s - 
a Borax e ee ee per ton £17 #17 A h Gutta- fine „„ Per lb. to 8/- to 8 ЕГ 
а Bensole mle) ui. ® .. per gal. Ti- Т * h India- rubber, fine per lb. 4/ to 4/1 4/- to db 
м n [| ee ee ри ovs ai in P. 10 ee * ee ee — — 630 6706 £d. i c 
phate.. ee ee per y ae " Cleveland warrants) uc, 
22... oe өө .. per ton £25 ee бо according to size — ten £11 | From £11 vá 
a mn өө .. per ton £81 A e `| 4 y Scrap, heavy ta ee рег ton 70/- to 70/- to 72/6 А 
* se ee афа є ы $6 vs é , Wire galvanised No. 8.. per ton att TM "CPUS 
Mak r (90 % at рег 2 g Lead, English Ingot .. .. per ton 17126 £11 15 3/6 inc. 
Qi. a gba. QA per gal. 94 6/6 РЕ 9 on " e ee per ton 418 15 £18 15 . 
а Potash, ee рег lb, А Bad. ec т Manganin Wire No. 28.. .„ рег . 8/- - 
а * Caustic 9%) 0 per ton £M EA ee g Mercury ee a ә £9 10 £9 10 LÀ 
a Bisulphate ..  .. oe oe 780 285 '» d Mica (in original small per lb. MEM peg 5 а 
ee ee ee ee owt, » ә oe [1] L] 
a Bulphate of Magnesia .. . per ton £4 10 aio ee d a м а large per lb, 8/8 to 4/3 8/8 to 7/8 T 
a ^ per ton €6 £6 өө р Рһоврһог piain castings рег lb. | 1/1%01/4 | 1/1 to 1/4 ee 
: n ee ee per ton £5 10 £6 10 ee p ed bars & per Ib. 1/1 to 1/4 1/1 to 4 ee 
. per ton £5 £5 өө " к арин per lb. From 1/8 | From J 
a Boddy Gani white 70 8 .. perton | £10 15 £10 15 * e Platinum e* per ов. | 28 18 6 £8 18 6 к 
а Orystala ..  ..  .. per ton £8 өө p Biliclum Bronse Wire . — MM 1034 to 1.1 | 1034, to 1/1 ee 
& „ Bichromate, casks ee per lb. Bad. Bad. ee Bieel, Magnet, aoo'd’g Vo desc Vn p. From 416 vo £40 » 
4 Bteel, Magnet, in өө £58 £58 ` 
METALS, &o. | Тїп, block 6 £144 £143 to ino 
b Aluminium in ton lots.. per ton 4294 - gm ве. 9 ок oc MUT od gus £145 
b Р Sheet, їп ton lots.. per ton £191 be Ü x MER c ·˙ 0 můnfn de DUE 1/9 1/9 T 
p Babbitt’s metal аё . per ton | £80 to 2150) £80 to £150 - A „ wire Nos. 1 016 .. per lb. 179 1/9 ee 
с геа 2" to 12") basis per Ib. a ae p White Anti- friction Metale— 
€ „ Wee per Ib. 1 10а, ks “White Ant” brand .. рег ton | £40 to 270 | £40 to £70 . 
с „ (solid drawn) . per lb. 84d. АР j Yarns, F 1 * mm 
c " . ee per m D : ee ў " Best i lea. ee per Ib. . ve 
€ Copper Tubes (brazed) .. .. per lb. 44, 1 © j „n Hemp,8 10 lbs. .. per lb. zm 
E " " (solid drawn) ee per ib. | lld, & 11 ee j " J 2. 150 ö sow * лаа 14 £14 ee 
NEC u ee 
Copper Bars (best selected) .. per ten £83 £85 £2 dec. | k Zino, Sheet (Vielle Montagne bad.) p.i. | £24 ö nett. PUN s 
QUO» ations su posed Quotations su pe we supplied by 
b р Tlesers. Boor РА Со. У The In abbi Gutta-Percha, and k Messrs. Morris Ashby, Limited. 
M © British Aluminium Company, Ltd. Wee Works Company, Ltd, m Messrs. W. T. Glover & Co., Ltd. 
c tee! Thos, Bolton & Sons, g Messrs. James & Shakspeare. n Messrs. P. Ormiston & Sons. 
peony Fr Wiggins & Sons. h Messrs. Jackson & Till. o Messrs. Johnson, Matthey & Co., Ltd. 
¢ Messrs. Frederick Smith & Co. i Messrs. Bolling & Lowe. p The Phosphor Bronze Company, Ltd, 


j Messrs, Henry C. Yeo & Co. 
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THE DISTRIBUTION OF ELECTRICITY. 
By Mr. G. WILKINSON. 
(Frulay, June 22nd, Abstract.) 


Ir the responsibility of an electrical engineer ceased at the bus bars 
tn the works, his lot in life would be a happier one than it is at 
pn-eut; given good design of plant, sufficient boiler, engine and 
dvuame power, average care and intelligent supervision at the gene- 
rating station, a steady electrical pressure and a constant supply of 
„Freut are assured. 

It is undoubtedly in the distribution of electrical energy from the 
zucrating station to the consumers’ premises that the greatest risks 
ut failure of supply occur. Here failures of a more or less 
«reus nature are liable to occur at any moment, often without 
tte slightest warning, occurring at widely varying periods of time, 
iually during wet and unfavourable weather, and possibly at а 
tune of night or early morning when it is desirable to be in bed, or 
at any rate free from the cares and worries of business. 

So far as experience has hitherto shown there is no difficulty in 
o^taining a variety of types of reliable cables; there are at least 
aaf a dozen good makers in this country, and there are as many 
syiems of laying mains to select from, while the types and varieties 
ef jeiuta, joint boxes aud accessories thereto iu use are far too 
hue fous, 

With triple concentric distributors, it is necessary at every other 
«fri connection to cut through the outer and middle conductors 
t^ make joints ou the inner and outer conductors, the alternate joints 
{элинг made to the outer and middle, leaving the inner conductor 
État: in many triple service joint boxes, it is necessary to cut all 
tarer conductors at every joint, and this constant cutting and the 
frequent insertion of mechanical junctions, doubtless tends to impair 
the condnctivity of the main. 

In some towus to avoid cutting the middle conductor the triple con- 
centric distributors have been divided up into sections, each section 
leing connected by a junction box which changes the polarity of the 
inner and middle conductors, so that the middle will be + on one 
section, and — in the next; all joints are made upon the middle 
and outer conductors only, while the balance of load is thus kept 
5 equal on the two sides of the neutral or outer con- 

actor. 

Probably the advent of higher voltage lamps, and the consequent 
rasiny of the electrical pressure upon the distributors, will lead to 
три concentric mains entirely superseding both the three core and 
tiple maius for alternating current distribution purposes. For 
mgd tension distribution, concentric mains have demonstrated their 
siperiority over side-by-side cables, both in point of efficiency aud 
sity. | 

For high tension currents it is difficult to conceive. а safer method 
ef distribution, than by concentric mains with the outer conductor 
earthed at the station, and the writer has known numerous instances 
where 2,000-volt maius have been sawn asunder by careless jointers 
with the current on, always with disastrous result to the saw, but 
«ith no inconvenience to the jointer beyond a blinding flash when 
toe aw has reached the inner conductor. 

Owing to the almost numberless desigus of boxes used'in the 
country and the consequent limited demand for each pattern, the 
cost of joint boxes must necessarily remain high, and in the writer's 
spiniou it is time an effort was made to secure standard types of 
joint boxes and connections for all classes of cables, which shall be 
recognised as most suitable and reliable for the particular purpose 
fcr which they are designed. Until there is more uniformity of 
denzo aud standardisation in joint boxes, disconnecting boxes, 
acua scrvice boxes, terminal boxes and their accessories, the cost of 
ovunecting consumers’ premises to the supply must remain high, and 
we cannot hope to be free from interruptions of supply, which, 
though, happily, in most cases occurring only at long intervals, 
cvustitute a continual source of anxiety to the engineer, and in the 
pes have served to confirm a general impression in the mind of 
the public that electricity supply is unreliable, and. should not be 
entirely depended upon either as a source of power or illumination. 

In joint boxes for concentric cables the prevalent method of 
"amping up the outer conductors upon the insulation of the inner 
cuaductors should be condemned, as no permanently good connection 
can be made upon a more or less soft and clastic substance forming 
tbe insulation. 

The unsatisfactory makeshift of slipping a split ferrule in between 
tae outer conductors and the inner insulation should also be abau- 


dened, as seldom is a souud metallic contact upon all and every ' 


олег strand of the outer conductor secured by this method; the 
‘ater couductors often being hard bound in one diameter aud loose 
Із the diameter at right angles, thus, in course of time, when the 
ma: becomes loaded to its full working density, heating is likely 
tw take place at these contacts, the joint becoming impaired and the 
N taure of the main increased. 

lu every case the “outers” of concentric or triple concentric 
TA'u* should be bent out at right angles radiatiug from the centre 
ut the cable and be securely clamped between two discs of metal, 
"lich al» form the uecessary connections in the joint ; by this 
arans a geod contact is maintained between each and every strand 
vf toe outer conductor. 

If these discs of metal are made whole the centre conductor requires 
to be cut in order to get the discs into position, which is not good 
ртк лісе, although often resorted to. 

To avoid this, the discs should be made in halves, the division 


line of the front disc being set at right angles to that of the back 
disc, thus securing rigidity and good conductivity when fixed. For 
the sume reason all joint boxes for mains should be made in halves, 
i.c, divided horizontally in the plane of the cable, otherwise the 
mains have to be cut to get the joint boxes on, which is a common, 
though bad, method. 

The writer wishes to enter a protest against the far too lavish use 
of compound in joint boxes. Waterproof bituminous insulating 
compound is a very useful and necessary article to the jointer, but 
it is a mistake to run up a mechanical joint box solid with this 
substance ; the counections withiu the box should be euclosed in a 
light internal box, preferably of incombustible material, to keep the 
compound off the connections, and the compound should be run in 
solid between this internal box and the outer box. The difficulties 
of clearing the connections of this compound, when once they are 
run up solid in it, are very great; the compound is seldom brittle 
enough to chip out with hammer and chisel, consequently it has 
generally to be melted out with a blow lamp. As everybody of any 
experience knows, this is à very tedious process, and unless great 
care and judgment are exercised, the insulation of the incoming 
cables is damaged by the heat; such work as this has generally to be 
done when there is a fault on the main, and it makes it impossible 
to effect an expeditious repair, whereas if the compound simply 
formed a shell round the joint between the outer joint box and a 
fragile inner box, the joint could be quickly cleared, and the con- 
nections readily exposed for the necessary examination, alteration, 
or repairs. 

The author would like to see the prevailing eustom of using wood 
or fibre boards in joint boxes superseded by the use. of earthenware 
or other incombustible material having satisfactory insulating 
qualities; combustible material in house switches, fuses, and dis- 
tribution boxes, has long been superseded by the use of porcelain, 
and possibly the same improvement will take place in underground 
joint boxes when a serious effort at standardisation has been made. 


MANAGEMENT OF TRAMWAY AND 
LIGHTING DEPARTMENTS. 


By R. C. Quin, Borough Electrical and Tramway Engincer, 
Blackpool. 


(Thursday, June 21st, Abstract.) 


Ir will be admitted by all members of the Association that the 
municipal authority should be the lighting and tramway authority 
also. It does not follow that, because both undertakings are owned by 
the municipality, it is necessarily the best policy to combine 
generating stations. In the majority of cases this question can 
readily be settled; but in some, the tramway area and lighting area 
are far from coinciding, and it may then be advisable to have 
separate generating stations. 

Assuming then that in our hypothetical town separate generating 
stations are established for lighting and tramway purposes—is it 
advisable to combine the two undertakings ? 

In both cases we must have an engineer fully conversant with. the 
problems of economical generation and distribution of electricity, 
and one who fully realises the importance of continuity of supply. 
Whatever tramway engineers may say to the contrary, continuity of 
supply is of much greater importance with electric lighting than 
with tramways. Who then best realises that continuity of supply 
should be the first aim ?—The Lighting Engineer. A generalsupply 
of electricity is not established for lighting only but fortbe supply 
of power also, and what lighting engineer" is not familiar with 
motors? What new problems does traction supply call into 
existence ? "The question of load factor certaiuly arises in the cal- 
culation of sizes of cables, also the various stresses in connection 
with overhead line and posts will have to be provided for, and thc 
starting, uniform running, aud stopping of the tramcars be ensured 
by suitable arrangements. But every one of these problems is 
simple, and any engineer worthy of the name could readily solvc 
them. From this it will be seen that, in the author's opinion, thc 
man best qualified to design and work a traction system is thc 
qualified central station engineer. 

The next phase of the question to be considered is how far thc 
engineering side of the question is dominant in a tramway supply. 
In the maintenance of the traction system there are several points 
to be considered :— 

The maintenance of generating machinery. 
The maintenance of cables. 

The maintenance of overhead line and posts. 
The maintenance of track. 

The maintenance of cars and motors. 

. The cleansing of cars. 

The regulation of traffic. 

. The collection of fares. 

The first five are entirely engineering. The remaining three, 
though important, do not require that technical skill and training, 
nor the exercise of such resource as do the former. Suppose, then, 
that we appoint, as chief of our tramway department, one who has 
previously been manager of a horse or other tramway system. How far 
is he capable of efficiently controlling and maintaining the system ? 
He is certainly competent to give due regard to the last three 
points (6 to 8); he might also have had sufficient experience to 
enable him to maintain the track. But his electrical knowledge 
would probably be extremely slight, and it would be then necessary 
to have an electrical engineer who would become the servant of the 
tramway manager. We shall find ourselves in this dilemma, that 
we have placed the maintenance and responsibility for good work- 
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ing of the most important part of our system upon a servant, and 
placed over him a man incapable, by reason of his want of know- 
ledge, of properly controlling him. 

But it may be said that the collection of fares and regulation of 
traffic require experience which the electrical engineer may not 
have. Granted that it may be so; these duties could be placed 
upon а traffic manager. To the author there appears no difficulty 
whatever, and he speaks from experience, in thus separating a 
tramway system, though there are advantages obtainable by placing 
the whole system under one responsible head. 

What the author would most wish to impress upon his readers is 
the fact that the design and working of an electric traction system 
is almost entirely an engineering problem, and that the man best 
qualified to carry out this work is the competent central station 
engineer, 


DISCUSSION. 


Mr. J. F. C. SNELI. (Sunderland), who opened the discussion, 
stated that in Sunderland the two departments were combined 
under one chief clectrical engineer, to whom the manager was 
subordinate. The eugiueer-in-chief had an assistant, who took 
charge of the car sheds and the repair and maintenance of the 
rolling stock. The traftic manager controlled the cars as soon as 
they left the sheds. 

Alderman PEARSON (Bristol) lamented that the Bristol Corpora- 
tion had rejected the opportunity of acquiring the tramway system, 
and said that in his opinion there must be a scientific management 
apart from the commercial management, but only one committec. 

Mr. РнилрР Dawson (London) also spoke strongly in favour of 
the single control, to avoid friction, and agreed that the Corporation 
engineer was the man best qualified to design, carry out, and 
superintend the tramway installation. 

Mr. Feppen (Sheffield) preferred a single supreme authority, and 
thought that in any case there should be a chief engineer, who 
would also be general manager. It was impossible to place a 
technical man under a non-technical man. | 

Bailie WILLOCkS (Glasgow) outlined the history of the question 
in Glasgow, where it was decided to retain both committees. 
Referring to the great success of the Glasgow electric tramways, he 
expressed regret that not all the main engines were to be built in 
this country. 

Alderman Моорнелр (Halifax) was in favour of supplying both 
lighting aud traction from one centre, and adduced the success 
attained at Halifax on this plan. Here the electrical engincer is in 
charge of all electrical matters, the tramway manager looks after 
the traffic and the rolling stock so long as it is in good order. There 
are two committees, which work together in harmony. 

Mr. Візнор (Wigan) said that in his town there was only one 
committee, and the two undertakings were combined throughout. 

Mr. Vesey Brown (Lincoln) considered that in large towns there 
should be separate works, but in small ones they should be com- 
bined. 

Mr. сім, in his reply, upheld the principle that the electrical 
engineer should be chief of the department, but remarked that it 
would be bad policy to lower the manager of a previously existing 
system; he had по difficulty in getting on with his traffic manager, 
nor did he see why there should be any. 


COPPER SAVING IN THE JOINT TRANS- 


MISSION OF DIRECT AND ALTERNATING 
CURRENTS.' | 


By FREDERICK BEDELL. 


Ir a source of direct electromotive force of 50 volts be connected 
in series with an alternating clectromotive force of 50 volts, the 
total electromotive force as measured by a voltmeter will be found 
to be approximately 70 volts. This may be very easily tried. 
What is true of electromotive forces is likewise true of combined 
direct and alternating currents, aud this, too, may be shown by 
experiment, but not so casily. It may be shown on the draughting 
board by plotting the alternating current, displacing its axis by an 
amount equal to the direct current, and ascertaining the virtual 
value of the resultant by means of a planimeter from a curve plotted 
to show the squares of the resultant current. Plotted with polar 
co-ordinates the process is simpler. The result is always the same. 

If different values be given to the direct and alternating current, 
the resultant will always be greater than either, but less than the 
algebraic sum ; in fact, the resultant will be found to be the hypothen use 
of a triangle, whose two sides are respectively equal to the direct and 
alternating currents, virtual values being used in all cases. 

That this is generally true may be proved as follows:—Let a sin s 
he the alternating current, with maximum value 4 aud virtual 
value A = A + V2. Let n be the value of the direct current. The 
resultant instantaneous value of the two combined is 


y= asine + B. 


. 1 * 
The mean square value of y is = yp de, 
0 


1 77 à 1 77 . 1 Fi с 
or, f,» dz + o 2B sin 4 d ＋ о ^ sin w dr. 


Read at the New York meeting of the American Association for 
the Advancement of Science, June 26th to 30th, 1900. 

We are indebted to the courtesy of Mr. Bedell fur an advance 
proof of this paper.—Eps. Екс. Rev. 


Integrated between the limits 0 and x, the first term becomes 


B? and the second term vanishes. 
or АЗ. 3 
The mean square value of the resultant y is accordingly A? + B’. 
The virtual value is equal to the square root of the mean square 
values, or Ai ＋ Bl. 


The third term? becomes ^- 


Hence: Jf an alternating and a direct current 


be superposed, the virtual value of the resultant $8 the square rot 
of the sum of the squares of the dircet and alternating currents. 

This result may be shown to be true, irrespective of the wave form 
of the alternating current. 

From the foregoing, it follows that the joint transmission of direct 
and alternating currents results in a saving in weight of copper and 
in copper losses, and it will be shown in the tables which follow 
that cither saving may be as much as 50 per cent. 


TABLE I. 


Relative heating effects of like and unlike currente. 
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It is not my purpose here to consider the questiou of systems of 
distribution for the joint trausmission of direct and alternating 
currents, except in the one aspect of copper saving. It may be said 
that no engineering obstacles arise to detract from the practicability 
а desirability of such a system. The requirement is a system of 
line distribution, whereby independent A.C. and D.C. generators may 
supply current to independent A. C. and D.C. apparatus, the alterna- 
ting and direct currents being indepeudent in their generation aud 
utilisation, and combined in their transmission. 

In the following discussion, let us designate the two currents as 
1 and +, these being called the first current and second current 
respectively. When each current is transmitted by an independent 
conductor, we will designate, by R and r, the resistances of the 


TABLE II. 


Showing the saving in distributing direct and alternating 
currents jointly instead of separately, on the basis of constant 
current density 
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1 1 8°64 8°64 _ 90°05 
1 2 15:00 15:00 89:40 
1 3 19°69 19°69 71°27 
1 4 23°07 23°07 62:86 
1 5 25:47 25:47 55°27 
1 6 27°12 27°12 48:54 
1 7 28:18 28:18 42°67 
1 8 28:83 28°83 37:55 
1 `0 29°21 29°21 33:09 
1 го 29°30 29°30 29°30 


conductors for the currents, I and 7, respectively. For the first 
current the line losses are R 1? and the drop R 1; for the second, 
the losses are r i? and the drop v i; in the separate systems the 
currents I and i are supposed to be trausmitted at the same current 
density. When the two currents are transmitted jointly over the 
same conductor, let т’ be the virtual value of the resultant current, 
and R' the resistance of the common conductor. For convenience, 
the first current, I, is the larger and is taken as unity. The resist- 
ance, R, is likewise taken as the unit of resistance. A single length 
of conductor is taken as the basis of discussion. TABLE I. shows the 
relative heating effects of like and unlike currents. TABLE II. 
shows the saving in the joint transmission of direct and alternating 


cos 2 r 


2 


т. Tr siu2r r. 
sin? s de = „„ 
f. 2 4 2 


Hence, 
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eurrenta on the basis of the same current density in their joint 
transmimion as in their independent transmission. Tass III. 
bows the mving in the copper when the total losses аге the same 
for juint ах for independent transmission. TaBLE IV. shows saving 
ш losses fur same amount of copper. TanaLE V. is on the basis of 
discanling entirely the copper of one of two systems and retaining 
waly the copper of the remaining system to carry both currents. І 
am indebted to Mr. William Ambler for assisting in computing and 
checking the tables, 

Inuman of Table І.— Тһе fourth column in this table gives the 
virtual valuc of the resultant current 7 obtained from the joint 
tranainiweion of the currents 1 and i, either one of these being alter- 
nating and the other direct. It will be seen that the resultant 


TABLE III. 


Shuwing saving in copper and change in line drop, for joint 
transmission, with the same total losses as in separate transmission. 
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current is always considerably less than the algebraic sum of the two 
component currents, aud that, in fact, it is only slightly larger than 
the valne of the first eurrent. (Column 1.) 

This saving in the resultant current assumes importance from the 
быз that the line loses vary as the square of the current. If the 
two currents 1 and i were like currents the losses would depend 
cpon the square of (heir sum. When one current is alternating aud 
the other direct the losses depend upon the sum of their squares. 
Fer like currents, 1 and i, flowing through a resistance R, the losses 
ые 

R I ＋ віт +в &. 

For unlike currents, the losses are only 

RIP RÈ. 
These are tabulated in the last two columns of Table I., from a com- 
parmon of which the saving, in using unlike currents, is obvious. 
For example, let us suppose we have a line carrying one ampere of 
current. If we increase this by the addition of one ampere of like 
current, the losses will be four; whereas if we add one ampere of 


TABLE IV. 


Saving in changing from separate to joint transmission on the 
ists uf the same amount of total copper :— 
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uike current, the losses will be only two. Now, every current of 
"ro amperes may be considered as made up of two like currents of 
же ampere each. If one of these could be replaced by an unlike 
arrent, the loses would be reduced in the ratio of 4: 2. As has 
ben shown above, when we combine an alternating and a direct 
rzrreit the losses are R 1 + R à; that is, the losses are the sum of 
viat the losses would be separately. This means that each current 
айз es though it had the whole conductor to itsclf and the other current 
сеги alernt. Accordingly the conductors of an alternating current 
stem may be used also as the conductors for a direct current, 
eraríly as if the alternating current did not exist, aud vice versa. 


lee arc figured independently, being R 1? and R 2 Inasmuch . 


a line loses and line drop are ortional, we may figure the line 
trp for the alternating current a hough the direct Hes bi did not 
Tut, and figure the drop for the direct current as though the alter- 
nating current did not exist. 

The line drops for the two currents are R I and n d. 

Why Unlike Currents do not Interfere.—That two unlike currents in 
З» wise interfere may, perhaps, be appreciated from the following 
cxmurple :—Баррое we have a direct current of 10 amperes and add 


thereto an additional ampere of like (direct) current. The whole 
current is now 11 amperes, which flows with uniform density in the 
conductor, so that the original current of 10 amperes has only }¢ths 
of the conductor for its use. An additional current of like kind, 
therefore, interferes with the original current. Let us now suppoxo 
that with an original direct curront of 10 amperes we have au added 


TABLE V. 


Showing the saving when of two systems carrying currents I and i, 
at the same current density, tho latter system is abandoned and the 
former system (unchanged) carries both currents. 
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ampere of alternating current. Half the time this is of the same 
polarity as the direct current, increasing the current deusity in the 
conductor, but half the time the alternating current is opposite in 
polarity to the direct current, and during this time makes the total 
flow of current less and the current density less than for the direct 
current alone. In other words, the additional ampere of direct 
current interferes all the time with the original direct current ; wherecs 
the additional ampere of alternating current acts as a detriment for 
half the time, and as an assistance for half the time, and these tico 
effects cancel. 

Discussion of Tables II., III., IV., and V.—These tables show the 
saving in joint over separate transmissions under different con- 
ditions. On the basis of a given current density, Table II., there is 
a saving both in copper and in losses, which may amount to 29 per 
cent. in each simultaneously. In Table III. the saving is in copper 
alone, and in Table IV. in losses alone, running up to 50 per cent. 
in each case. Table V. shows the saving under very practical con- 
ditions, that is, one system is in nowise changed. This is the case 
where we already have an existing system installed and superpose a 
second current. 

In designing a new composite system, a good rule to follow is to 
figure the conductors first for each system independently, and iustal 
the larger conductor only. The saving will then be as in Table V. 
Nothing is sacrificed, and there is a decided gain. А 

Extension of Profitable Radius ој Distribution.—Inasmuch as direct 
current can be transmitted on the whole more economically jointly 
with alternating current than separately, it follows that the radius 
of economic transmission of direct currents can be thus extended. 
We may draw a circle inside of which it is already profitable to 
trausmit direct current by the usual independent system — In this 
circle, the advantage obtained from the joint transmission of direct 
and alternating currents comes from the greater profit on account of 
the'saving already pointed out. 

We may draw a second larger circle within which it is profitable 
to transmit alternating and direct currents jointly for general pur- 
poses. Outside the first circle and within the second, the advantage 
in the joiut transmission arises from the extension of the profitable 
territory covered. It is not possible to lay down any general rule 
for determining the size of these two circles, local conditions being 
controlling elements. 

Beyond the second circle it is not profitable to transmit direct 
current, even in conjunction with alternating for general purposes. 
However, direct current may then be transmitted to advantage over 
alternating lines for special purposes, among the most important of 
which may be placed the starting of rotary converters, supplying 
magnetising current for synchronous motors, and the like. For 
these special purposes the gain is not so much in the efficiency as it 
is in the increased engineering possibilities, the discussion of which 


is beyond the scope of this paper. 


APPENDIX. 
METHOD OF COMPUTING TABLES. 
Table I.—Resultant current Г = мүр Lj 


I + i)3; sixth column, І + č. 
Table II. —If the copper is worked to the same current density, 
the saving in total copper is equal to the saving in total current. 


The total current is decrensed from 1 + itor = vj + œ. The 


Fifth column is 


i 
saving is 1 = — -. 
14: 
The saving in line losses, fourth column, is the same as the 
saving in copper on the basis of constant current density. 
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The line drop for 1 and i varies directly with the line resistance. 
For constant current density, R = 1,7 zd. and R = 1 . : 
i 


For 1 the saving in drop is 1 


For i the saving in drop is 1 = -1-— 


Table III.—Equating the total losses for the joint and separate 
transmission— 
R Ia rA R 12 ＋ R' 2 
1＋ 1 в (1+?) 
* 1+ E 
1717 


Here we have substituted R = 1, 1 = 1, = а т the same cur- 


rent density in the two separate systems). In re joint distribution 
the weight of copper is proportional to 1 + R'; in the separate 
1 


distribution, to k + -= 1 + 71. Hence the saving is 
r 
1- IË 2% 
(147-08. 147) 
For 1 the saving in drop is 
1-5 1 14: 
R 1+? 


This is always negative, showing an increase in drop. 
For i the saving in drop is 


1 R 1171 
È 


Table IV.—For separate transmission the losses are R 12 ＋ r 7 


, 1 : А 

Putting R = 1,1 = 1, = = (for the same current density in the 
i 

two separate systems) the line losses become 1 + i 


Iu the joint 
transmission the losses are 


f f 1 7 „э 
R 11 K- 1 . 
„ 
This is obtained by substituting 
1 1 , А 
E "ME. 
R T 
ES Id 
The say ingly 1 . 
e Raving is accordingly 1 1 
The saving in drop for current t is proportional to the change 
1 1 
f = бы ee as FFC 
rom R 1 to R Ir This saving is 1 14 4 
; 1 . 
For 7, the resistance changes from 7 = т to R. The saving 
a 1 і 
is „ 


Table V.— The saving in copper, so far as the second system is 
concerned, is 100 per cent, inasmuch as it is entirely displaced. The 
line losses and drop for the second system are diminished in propor- 


ГА 


. е Ф е 2 R 
tion to change in resistance from r to R'. The saving is 1 — —— 
T 


: 1 
= 1 — íi. Here R' = R = 1, andr = -> for the same current 
density in the two independent systems. 
The total copper is now proportional to 1 instead of 1 + i, the 


saving being 1 — 1 
Separately, the losses are R 12 + r 2 = 1 fe i. Jointly, the 
* 
losses are R 1? + R Ë = 1 + 8. The saving is 1 — ч = 2 


SOME GENERAL CONDITIONS GOVERNING 
POWER STATION DESIGN. 


By PHILIP DAWSON (Member of the Council). 


I must apologise for the incompleteness of this paper. I was only 
informed late on Saturday night that I should have to read it this 
evening, and only had a short time this morning in which to write 
it; as all my data were in my office, I was unable to start on it till 
this morning, having many other things to do besides. 

At the present moment, when electric traction is making such 
rapid strides, the question of theesource of supply of power is а 
very important one. In this paper it is proposed to briefly con- 
sider this question from the economical point of view. This is the 
most important one, and the engineer’s knowledge and experience 
should be used to design and construct the source of supply of elec- 


* Paper read before the Tramways and Light Railways Associa- 
tion at the Аиша, Hall Exhibition, Monday, June 25th. 


trical energy in such а manner as to furnish the Board of Trade 
unit at the switchboard at the lowest possible cost, interest on 
capital, depreciation and sinking fund included. It may be argued 
that the cost of the unit at the switchboard being low, it does not 
necessarily follow that the cost of the power, say, per car or per 
train mile, will also be low, as it is possible that in order to secure . 
cheap current, the power station may be so located as to cause great 
expense in feeders, sub-stations, aud loss in the transmission. 

In the numerous cases, both in Great Britain, on the Continent, 
and in America, which have come under my notice, I have never 
found this to be the case. This applies to power supply stations 
intended for traction and power primarily, and lighting secondarily. 
It may be mentioned at once that the demand of current for both 
traction and power transmission purposes is increasing so rapidly, 
that lighting will shortly in any case be only a secondary con- 
sideration. 

The combination of a lighting and traction station is not to be 
recommended, and good results cannot be expected. The case is, 
however, entirely different where traction and lighting are com- 
bined, and the best results are then obtainable, that is to say, where 
the station has been designed by experienced traction engincers for 
traction and lighting. 

It may be of interest to consider what are the differences between 

a station designed for lighting and one designed for traction and 


ро er transmission. 


The average number of hours per annum during which a lighting 
station will be running full load will probably never be equivalent 
to more than three months’ continuous running per annum, that is 
to say, taking the total Board of Trade units generated in one year, 
and seeing how long the plant under consideration would have to 
run its full capacity continuously to generate this amount, this time 
would probably never exceed three months. Taking a repre- 
sentative traction station, the time of continuous running would 
probably be at least 9, and in some cases 10, and even 11 months. 

A lighting plant must in three months earn enough money to pay 
working expenses and to pay interest and allow for depreciation 
and sinking fund for a whole year, whereas a traction plant has 
from 9 to 11 months to do the same thing. 

A lighting plant is on an average practically at a standstill 18 
hours a day, while a traction plant is running 18 to 20 hours a day. 
Economical boilers, engines and electrical generating and trans- 
mission devices are therefore far more important in a traction than 
a lighting plant, because it is well known that running at very light 
loads and keeping the fires banked and the boilers, steam pipes, 
engines, &c., hot uses very nearly as much fuel as running them at 
full load. 

Furthermore, whereas in a lighting plant there is ample time to 
overhaul the plant and execute necessary repairs, the men during 
the day have little or nothing to do and can well do this work. In 
a traction plant there is little or no time to do this. The con- 
ditions are quite, if not more, arduous than on a ship. "There at 
least every few days or few weeks the whole plant is entirely shut 
down for several days and can be taken to pieces and overhauled. 

Unexpected and rapid overloads must be able tà be supported by 
the traction plant which is not generally the case in lighting. 

In a traction station it will be seen that a far greater figure is cut 
by the cost. of generation, pure and simple, than in a lighting station, 
and that the question of interest on capital expenditure and sinking 
fund is relatively smaller in the former than in the latter. 

The following figures, which are the result of actual experience, 
may be of interest, and show the influence of continuous running on 
the cost of production :— 

Cost in pence per Board of Trade unit. 


Lighting. Traction. 
Fuel.. - 0:03 to 2:24. 0:09 to 054. 
Oil, waste and stores 0:05 „ 0:384. 0:005 ,, 02d. 
Wages and salaries 0:26 „ 160d. 003 „ O-4d. 
Maintenance 0:054 ,, 0-64. 0:0025 „ 0:06d. 
Total ... 0:684 „ 478d. 0:1275 , 1164. 


The difference which exists between a plant working practically 
continuously and only intermittently is at once seen in the average 
amount of coal consumed per unit generated. The type of engine 
used must, however, also be taken into consideration. 

Thus, taking the published results of British electric light plants, 
we find that the cost of coal per unit generated varies approximately 
between 0'3d. and 22d. Comparing this to traction plants, we find 
the cost of coal varying between 0°09d and 0°50d. per unit gene- 
rated. Again, considering the item of wages and salaries in a 
lighting station, we have 03d. to 1564. ; in the case of traction this 
is 0*03d. to 0°40d. per unit. 

Comparing the total cost of production of one Board of Trade 
unit gencrated in a lighting station and in a traction station, 
interest and sinking fund excluded, in the former the unit varies 
1'00d. to 400d., as compared to 0°25d. to 1:00d. for traction 
purposes. The cost of power when generated for traction and 
power purposes is one-quarter of that when generated for lighting 
only. 

The amount to be added for interest and sinking fund, of course 
depends on the length of the concession, on the terms of final 
purchase, and on the life of the machinery employ ed. The cost of 
producing power varies with the amount to be produced, decreasing 
as the amount increases. This shows the advisability of con- 
centrating as much power as possible in one station, and reducing 
the number of units. 

In considering the various items which go to make a complete 
power or traction installation, including the system of feeders, dis- 
tributors, track, and overhead line, the cost of the power station is 
but a comparatively small item. The saving which can be effected 
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tv s properly designed station is very great, and a little extra 
capital expenditure is in many cases well justified. 

The total cust of running an electric tramway or railway varies 
lea ren 2 50d. and 800d. per car mile, according to circumstances; 
th: electrica] energy at the power station required varying from 
042 unit to D: units per car mile, according to the profile of the 
lite and the weight and speed of the cars. 

The cost of power varies between 10 and 30 per cent. of the total 
working expenses, all charges included, and if it cau be reduced by 
ħi. to Id. per unit, or we may say per car mile, as one unit at the 
veitchboard is a fair estimate of the average power requisite at the 
ewitchbuard per саг mile run, it is well worth doing. 

In the early days, before polyphase high tension currents were 
aan. the situation of the central station was practically imposed, 
sem little latitude being possible owing to the maximum distance 
of evnemical transmission being limited. Electricity works being 
n. required in crowded centres, it was not only difficult to obtain 
1 stc at all, but the cost uf the ground was very great. Hence the 
n^veity of crowding the greatest amount of power into the 
«rilest possible space. The plant being mostly used for lighting 
ый dulv ranning a few hours each day, highly economical engines 
aod balers and Jabour-saving appliances were of but little advan- 
tac. At present circumstances have altered; electricity can 
te economically transmitted to any distance, and is utilised—and 
sii be more aud more so évery day—firstly for power purposes, and 
гэшу for lighting purposes. 

The initial cost of a plant may be roughly divided into four 
mot^—land and buildings; plant, including all machinery iu 
Satin: mains, feeders, and distributors; miscellaneous, which 
ne ples such things as meters, instruments, cost of provisional order, 
aad such like. 

Vyordiug to Mr. Emile Garcke's figures in the“ Manual of Elec- 
tral Undertakings,” the average cost of existing British plants 
рме in percentage of total capital expenditure is approximately 
^ felows:;— 


19 to 23 per cent. 
36 to 37 bs 
4 to 14 as 


As regards the first item the above average includes several old 
lizbting stations, and there is little doubt that if a new plant were 
inalled the cost of land would be materially reduced. 

The question of system of generation whether in several large 
stations generating continuous current or in one large station 
enenmting either coutinuous or polyphase currents is of great 
g. nent. 

Ак already stated previously, in a traction station much greater 

‘spital expenditure is justified, and coal-handling appliances can be 
tstalled which enable one or two men to look after the largest 
wier room. Automatic lubricating system and ash conveyors, &., 
T alie опе or two men to be sufficient in the largest engine room. 
hi wil be evident that the item wages and salaries will be far 
ster in several than in one station. Also the waste of coal, &., 
v 11е far vreater. From a careful study it is nearly certain that, 
^f anything above 5,000 Kw. capacity, one polyphase station 
етмир rotary converter sub-stations is the best. Large units are 
a= always advisable. It interests me to see that the sizes of units I 
e. vii mem led several years ago, are generally being adopted. For 
terme. it max perhaps be advisable to append this table :— 


Land and buildings 
Machinery and plant 
Various remaining items 


“tks OF ENGINES RECOMMENDED FOR USE IN POWER STATIONS. 


Maximum power Number of Power of each 

required, I.. v. engines. engine, I.H.P. 
200 2 200 
400 3 200 
600 3 300 
1,000 3 500 
1,500 4 500 
2,000 4 750 
5,000 6 1,000 
10,000 6 2,000 
20,000 6 4,000 
40,000 9 5,000 
60,000 11 6,000 
90,000 10 10,000 


All engine builders who have had experience in tramway work 
v.v make an entirely different kind of engine for tra¢tion from 
tt which they supply for lighting stations. The conditions under 
eich a tramway engine works are, if anything, more onerous than 
tyme of a rolling-mill engine. A slight variation, either in number 
v revolutions per minute, or in angular velocity per revolution, is 
“the greatest importance in a traction station, whereas it is of 
A. importance in a rolling mill. 

A'mifourm speed is especially important where compound wound 
"A104 are run in parallel direct on to the line. If the momentary 
24 тосе in speed between two engines exceeds very narrow limits, 
* "ates of the machines differ, and cause very heavy currents 
3 tte equalising bars, and largely increased core losses, hence great 
Ne [f the difference becomes too great, one of the generators 
м. even be reversed. ‘Where multiphase machines run in parallel, 

"At speed is of even greater importance to keep the machines 
345p. In cases where shunt wound generators with heavy bat- 
эзе, of ww vunmulators run in parallel on the line, the question of 
^w regulation is not so important. 

\ traction. station where compound wound dynamos are used 
>. be «o arranged that, if the normal load be suddenly thrown 
eff an engine, the speed shall not vary more than 2 per cent. 
"257 wav In some cases a maximum variation of 13 and 1] per 
жы is all that is allowed. Where polyphase currents are used, 


Starting 


switch. 


Hand regulating 
switch 


constant speed is of even greater importance; and a guarantce 
should be required that under no circumstances shall the angular 
velocity during one revolution vary more than 4 per cent., and in 
some cases not more than half of 1 per cent. With heavy tly- 
wheels, and governors properly designed for tramway work, it is 
quite practicable to fulfil the above conditions. 

Or expressed in a different way, in polyphase work the engine 
should not produce by variation of angular velocity a phase dis- 
placement of more than 5° per half cycle. 

From careful comparison of many existing systems, it muy be 
taken that the total cost of power, all tixed charges included, for 
one large station as compared to that for two or more smaller 
stations together equal in power to the larger one, is from 30 to 75 
per cent. lower. 


DIRECT CURRENT BOOSTERS. 
Bv CLAUDE W. HILL. 


A BOOSTER consists of a generator connected into a feeder 
circuit for the purpose of adding voltage. The feeder cur- 
rent passes through the armature of the generator, and a 
portion or the whole of it through the field windings, which 
are usually connected in series with the armature, The 
machine is driven in any convenient manner at а constant 
speed, usually by a shunt motor driven off the main 
circuit. 

As the fall of. pressure in the feeder is practically propor- 
tional to the current, the rise of pressure of the booster 
should also be proportional to the current: that is to say, it 
should give as nearly as possible a straight line characteristic. 

A diagram of a track feeder booster. with its motor is 
given in fig. 1, in which the main circuit voltage is from 
450 to 550 volts, and the feeder current is 200 amperes 
with a fall of 50 volts, 


450Y to 550 
« 


Hand regulating switch. 


-Fra I. 


Mótor.—lt is necessary that the motor should run ая 
nearly as possible at a constant speed. To accomplish this 
with the variation of voltage already mentioned, the 
magnetic circuit of the motor must be worked at a low 
density so that the magnetic flux will be approximately pro- 
portional to the volts across the field winding. A variation 
of pressure at the terminals will then be accompanied by a 
variation in the back E.M.F. of the machine and a more or 
less proportional variation in the magnetic flux, so that the 
speed will tend to remain constant. 

Owing to the low density the armature reactions have to 
be carefully limited in order to avoid sparking. 

The induction curve of a typical motor is given in fig. 2, 
and an external characteristic, in which ordinates = speed and 
abscisse = volts on terminals of motor, is given in fig. 3. Two 
curves are given in the latter figure, one for the motor 
unloaded and one with the full load’ of 200 amperes flowing 
in the feeder. At no load the speed with 550 volts is 1,200, 
and with 450 volts it is 1,120, the discrepancy being due to 
the induction curve departing slightly from a straight line. 
When fully loaded, with the brushes midway between the 
poles, the speed is lower, as shown on the curve, but by 
moving the brushes and so increasing the armature back 
turns the full load line can. be made to almost. coincide with 
the no load line, so that only the variation of specd due to 
variation of voltage remains, but for reasons to be stated 
later, this does not appear advisable. 


36 


THE ELECTRICAL REVIEW. 


[VoL 47. No. 1,180, JULY 6, 1900. 


Generator. —As already stated, it is desirable that the 
induction curve of the generator should be as nearly as 
possible a straight line. It is not possible to obtain a per- 
fectly straight line, but fig. 2, which applies to the generator 
as well as the motor, is near enough for practical purposes. 
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The generator being series wound, the question of sparking 
is not so difficult to deal with as in the motor, as increase 
of current carries with it increase of gap excitation, so that 
a considerable overload can be carried without trouble from 
sparking. 

If the rise of E.M.F. of the generator were exactly pro- 
portional to the current, the volts across the-feeder would be 
almost zero with all currents, the only discrepancy being that 
due to want of constancy in the speed of the motor. It is 


/ 


not possible to get such close regulation as this, but by 
adjusting the machines so as to give zero potential across 
the feeder with 500 volts on the motor and 150 amperes 
in the feeder (on the assumption that these would be the 
average figures) we get the curves, fig. 4, in which 
ordinates = volts + or — across the feeder and abscissee = 


200 Ampere: 


amperes in the feeder. To obtain closer regulation than 
this the hand regulating resistances would have to be used. 

Fily-wheel Acfion.—As has been already remarked, the 
generator magnets having a low density and being series 
wound, the gap excitation increases with the current, 
80 that a large overload will not cause deleterious sparking. 
_ With the motor this-is not the case, as the excitation 
is practically constant, irrespective of the current in the 
armature, so that it is desirable to avoid the excessive 
currents due to the fluctuating overloads on the generator. 
To do this we may utilise the momentum of the armatures 
by allowing a difference of speed between no load and 
full load and by adding a fly-wheel if found necessary. 


An excessive current could not then flow in the arma- 
ture of the motor unless the speed were retarded, and the 
retardation would be resisted by the fly-whecl action. 

It is a matter for trial in any particular case as to 
whether the difference in speed need be so much as shown 
in fig. 3. If a trial shows it to be more than is necessary, 
it may be diminished by adjusting the position of the 
brushes, 


ELECTRIC TRAMWAY EXHIBITION. 


(Concluded from page 1119, Vol. 46.) 


THE short length of line at the Agricultural Hall worked on the 
Westinghouse sectional conduit system is shown in one of the 
photographs which we illustrate this week. To the left in the 
picture are seen motors and trucks, which also formed part of 
the British Westinghouse Company's exhibit. As to the 
braking equipment of the car, it may be of interest to 
describe brietly the Newell electro-magnetic brake. It con- 
sists of а horse-shoe electro-magnet, suspended on spiral 
springs, so that the legs hang directly above the rail When 
this magnet is excited it grips the rail, as does the shoe 
of an ordinary track brake. There is an important difference, 
however, between the effects of the Newell brake and those of the 
ordinary type of track brake, when applied. In the case of the 
latter the braking effect is gained at the expense of the car weight, 
that is, by reducing the grip of the car wheels on the rails, and 
therefore destroying to a considerable extent the effect of the 
wheel-rim hand brake. In the Newell brake, by a simple arrange- 
ment of levers connecting the electro-magnet with the shoes of the 
whecl-rim hand brake, the pressure of the shoes on the track is 
taken up by an increased thrust or pressure on the shoes of the 
wheel-rim haud brake. Thus an increasing braking effect on the 
wheel rims is caused, and the effective weight of the car on its 
wheels is not changed by the application of the track brake. 
Another point is that the power for the brake is produced by the 
generator current of the car motors; the electro-magnet is not 
excited by current taken from the mains. Tbe momentum of the 
car, after the main current to the motors has been switched off, 
drives the motors as generators, and it is this current from the 
motors which furnishes the power for the electro-magnetic brake. 
The action of the brake, therefore, is independent of the 
continuity of the main electrical supply, and any failure 
of the supply current would not interfere with the braking 
of the cars. There is thus a triple-braking action with the 
Newell brake, the loading of the motors as generators, the grip of 
the magnet shoes on the track, and the increased pressure on the 
wheel-rim shoes. The proportion of the braking effects on any car 
produeed in the last two cases is adjusted to the weight of the car 
and the gradients of the track, so that the maximum pressure which 
will not cause skidding of the wheels may be applied to the shoes 
of the rim brakes. In the case of the Exhibition car, which weighs 
12 tons, empty, the thrust on the rails is equal to that on the wheels, 
but on an 8-ton car, 60 per cent. is applied to the rails and 40 per 
cent. to the wheels. The brake is actuated by a backward motion 
of the controller handle. The car is also provided with the 
usual hand brake. 

We have no desire to institute comparisons as to the importance 
of the various exhibits. All are important, and must serve a useful 
purpose to the exhibitor as well as to the visitor, but. space will 
not permit us to describe the various apparatus in detail. A new 
form of plastic boud was exhibited at the stand of R. W. Blackwell 
and Co., Limited, who are introducing them to the English market. 
A series of tests was conducted on the new bonds at the Exhibition. 

There are several plastic bonds, differing considerably in form, 
but all using the same principle, which consists of making electrical 
contact by means of the Edison-Brown plastic alloy. The two sur- 
faces to be connected are cleaned from rust, scale, &c., and rubbed 
with a solid alloy, which silvers them and prevents rust. The space 
between the surface is then filled with plastic alloy, kept in position 
by suitable means, which adheres to the amalgamated surfaces and 
forms a flexible and permaneut joint of very low resistance. 

The latest type of plastic bond now being introduced on to the 
market is Harold P. Brown’s plastic copper bond. It is stated to 
possess several great advantages by practically combining all the 
advantages of the various types of copper and plastic bonds without 
any of their disadvantages, and much is expected of it. This bond is 
made of a rectangular piece of rolled copper 3 inches long, the other 
dimensions depending on the current to be transmitted. Cup- 
shaped projections are pressed near each end, giving a contact 
against the rail web close to the ends of the rails. Each cup con- 
tains a steel spring, bearing on a steel plate to prevent it cutting 
into the copper. Before application the various parts are held 
together by a small iron strap. In the latest type of bond the 
whole copper portion is embedded in a square piece of specially 
prepared cork. Two circular holes are left in the cork into which : 
two amalgamated spriug washers fit, and which are filled with 
plastic alloy. By this means the bond serves the double purpose: 
of a copper and a plastic bond. The current is conveyed to and 
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plastic plugs, and also through the copper 
the web of the rail by the spring washers. 
int at the joints docs not spoil the contact 
Bly held to the surface of the rail by the 
ИС eerves as n lubricant, allowing if necessary 
shift without in the least spoiling the good 
м у of the joint. When bolted in position a 
M od taido of the springs cuts through the strap and 
Га Pinte, thus aiding the conductivity. All the parts 
Алтае to prevent rusting, and the contact parta are covered 
itic alloy. The springs are designed to give a pressure 
Mt. per square inch between bond and rail when the angle 
ited up, being pressed quite flat when joint is first made, 
Ep <iejuently taking up any wear of the bond or slackness of 
he joint. Spring washers should be used under track-bolt nuts. 
As the cups flatten with wear, the contact area increascs with the 
ме of the bond. There are no shearing or bending stresses in the 
copper by reason of the sliding contacts, lubricated by the plastic 
alley. 


4 эч, 


The bend is guaranteed to transmit 2,000 amperes per square inch |. 


af vertical section without beating more than the rail, and to 
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WESTINGHOUSE SECTIONAL CONDUIT SYSTEM. 


exhibit practically no deterioration after two years’ service, pro- 
vided the rail joints are properly maintained. The following tests 
uf this bund show the low resistance which can be obtained by 
ita uae. | 
Description of joint. Ohms resistance. 
1. 80-1b. T rail unbonded ... "000-423 


2 Ditto, with Edison-Brown solid copper bond. 000009 
3 70-Ib. rail double bonded (Edison-Brown 
solid copper) ... A "^ ud .. 7000009 
. Ditto, with extra bond on top of rails .. 70000038 


o * 


. 83-1b. rail double bonded with Cork type 
plastic bond 13 inches diameter hole in cork 0000083 


In tests 2 and 4 there was no pressure between bond and rail 
«ther than that produced by the weight of the bond. The bond 
waa simply laid on contact spots prepared on the top of rail. 

As regards the life of these bonds, some which were put 
down in Dublin five years ago, and which have recently 


Plastic bonds have been used with great success on a great 
number of British and Continental lines, and when properly applied 
have always been found exceptionally satisfactory. By means of 
the plastic bond the conductivity of the joint can be made equal 
to that of the rail, the cost being but slightly higher than the 
usual copper bonding which only secures a joint having a con- 
ductivity of 1/12 to 1/6 of that of the rail. The experience in 
America also proves the reliability of this type of bond. On the 
Boston Elevated Railroad, plastic bonds pnt in two years ago 
show exactly the same low drop of pressure as when they were 
first put in. On the Metropolitan West Side Elevated Railway of 
Chicago, after three years’ use, the same result was obtained, and 
we are informed that numberless other cases may be cited where 
plastic bouds have been in use for many years, and are as guod 
to-day as the day they were put in. 

As regards cost, for an equal conductivity the cost of the plastic 
bond, including labour of fixing, is, we understand, slightly inferior 
to the cost of copper bonding. 

Last, but not least, the plastic bond is absolutely preserved from 
every corrosion or deterioration which might be caused by the 
chemical composition of the soil. Owing to the special method 

adopted in fixing these bonds, it is stated that per- 

fect conductivity is assured even when fishplates 
work slightly loose. 
Messrs. Blackwell's stand occupied one of the 
most commanding sites in the Exhibition, and 
showed up to great advantage. Samples of 
manganese steel, and specimens of the special 
work, frogs, switches, crossings, &c., in which it 
is used, were shown. Rail bonds naturally formed 
an interesting exhibit at this stand, where the 
Crown апа the Edison-Brown plastic were to be 
seen. Various designs of trucks were shown, in- 
cluding the Standard Peckham for heavy 18 
feet to 20 fect open cars; an “extra long” truck 
(also for long heavy cars, but where & short wheel 
base is required), standard gauge, 30-inch wheels, 
34-inch axles, G.E. 52 suspensions, and fitted with 
adjustable life and wheel guards; a “Swing 
Bolster,” Maximum Traction” truck fitted with 
the latest pattern side frames; ashort wheel base 
“Swing Bolster” truck, the wheels of which will 
radiate between the sills of an ordinary car, and 
successfully take curves of 30 feet radius or less. The 
last mentioned truck is fitted with the Price momen- 
tum friction brake. This brake consists of a friction 
device mounted проп the car axle to which is 
attached a chain which connects with the sway 

bar of the ordinary brake rigging. It is so con- 

structed as to utilise the energy of the moving car 
for power, and it is adaptable for double and single trucks. A 
very complete exhibit of air brakes was shown on the adjoining 
stand of the Christensen Euginecring Company. The “Van 
Dorn” coupler, the Hipwood Barrett car fender, several designs 
of trolleys, standards and brackets, and samples of trolley wire, 
insulators, were all on view at Blackwell's stand, aud we must 
not omit to mention also Standard junction boxes, switches 
and circuit breakers, “Р. апа B." electrical compounds, Packard 
lamps, the “Trenton” trolley wagon, oil separators, steam trap, 
lubricators, and so on. The Conant rail tester was also shown. Its 
method consists of balancing the resistance of a length of rail con- 
taining the joint against that of a length of plain rail, the extra 
length of the latter indicatiüg the added resistance due to the joint. 
A telephone in circuit with a continuous interrupter is used to show 
when the balauce has been effected, connection being made with the 
rails by means of poles wired to the instrument. Three poles are 
used, two of them being held on the rail about 3 feet apart, so as to 
span the joint in question, whilst the third or indicating pole is 
held further down the rail, so that there is a length of plain un- 


ELrro0TT8 RBCORDING AMMETER. 


deen takeni out, are stated to show;as good a contact as on 
the day they were put in. The plastic material hak remained 
perfectly soft, and the amalgamated spots on the surface of the 
mil sad on the fishplate are as bright as on the day they 
тете d. Since Dublin, these bc n]s have been used very 
largely all over the United Kingdom, and have given great satis- 


THE NEWELL ELECTRO-MAGNETIC BRAKE. 


jointed rail between it and the next pole. By mcans of a two-way 
switch, the telephone can be either put in the circuit containing the 
rail joint, or that containing the plain rail, the track curront being 
used to operate the instrument. The man who holds the indicating 
pole carries the telephone, and moves the former about until the 
noise made by the interrupter is the same on either circuit. This 
shows the correct position of the indicating pole for balancing the 
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two circuits. The distances of the two outside poles from the 
middle one enn then be measured, the difference in length indicating 
the resistance of the joint. The absolute resistance cau be calculated 
if the weight of the rail is known. 

In close proximity to the above exhibits were the stands of the 
B. T. H. Company, Brill's, Brush, and Dick, Kerr & Co., at all of 
which electric cars of excellent designs were on show. We rather 


feeder pillars, B.T.H. overhead material, and a short length of conduit 
system with a truck with contact plow so arranged as to show the 
method of raising same, and illustrating the general principles of the 
conduit system were also in evidence at the B.T.H. stand. 

Messrs. J. G. Brill Company, Philadelphia, U.S.A., exhibited the 
" Convertible " electric tramway car, which is the first car of this 
pattern shown in Great Britain. 


It has been built for the Leeds 


Тнк Ру.лвтїс BOND IN POSITION READY FOR ANGLE-PLATE. 


HORIZONTAL SECTION THROUGH CENTRE OF BOND. 


think that many a horse-enr traveller who inspects these will hail 
with satisfaction the prospects of London being furnished with such 
palatial street cars in place of what we have to put up with to-day 
on certain lines. The B.T.H. oars included one of those being 
supplied by this company to the London United Tramways Company. 
This is shown in-the photograph below. "The car body is mounted on 
Peckham trucks, and equipped with special “ В & L” motor-rheostatic 
brake equipment. This car, which is one of those being supplied under 
contract, was exhibited by the kind permission of the directors of the 
London United Tramways Company. The car was constructed by 
Messrs. Hurst, Nelson & Co., Motherwell, to the design of Mr. J. Clifton 


TROLLEY САВ FOR THE LONDON UNITED TRAMWAYS. 


Robinson, C.E. The other B.T H. car is also one built by Hurst- 
Nelsons, and is mounted on two Brill maximum traction bogie 
trucks, and equipped with standard G.E. 58,double motor-rheostatic 
brake equipment. 

In addition to these a Hurst-Nelson| truck fitted with G.E. 58 
motors showed the details of the equipment. Electrical heaters, 


FRONT OF PLASTIO COPPER BOND WITH CORK PLATE. 


Corporation tramways. The chief point about it is that it provides 
open garden seats for passengers without their having to climb 
stairways to the top of the car. At the same time the car can be 
„closed“ by the passenger at will, by simply lowering the car sides 
and windows, which are held in the roof of the car, and can be 
raised or lowered in the same manner as an ordinary window sash. 
This particular pattern of car has been designed and patented by 
Mr. John A Brill, and is the first “self-contained” car of its type 
ever offered.to the public. The expression “ self-contained " may 
be explained by stating that the convertible car contains àll neces- 
sary parts and fixtures for making, almost instantly, either a 
"closed" саг or an “open” car. This car 
has heen constructed and fully tested under 
hard usage. Brill's exhibit also comprises 
full-sized and models of Brill motor trucks. 
The chief claims made for the Brill truck 
are the easy riding of the car, and also the 
fact that the main frame of the truck is of 
solid forged iron, free from bolts, nuts, or 
rivets. 

The Brush Electrical Engineering Com- 
pany, Limited, exhibited a bogie vestibule 
ear, such as they have supplied for the 
Swansea Improvement and Tramways Com- 
pany. Divided into two compartments, with 
middle entrance, there is accommodation 
for 44 passengers. The car was mounted 
on bogie maximum traction trucks. Other - 
features of the Brush exhibit were a type 
1,000 A tramway motor (four polar ironclad) 
rated H.P. 25; a type H 2 series parallel : 
controller, H G 2 regenerative tramway 
controller (Tyler's patent), and type H D 2 
controller with electrical service brake. 

The combined exhibit of Messrs. Dick, 
Kerr & Co., the English Electric Manufactur- 
ing Company, Limited, and the Electric 
Railway aud Tramway Carriage Works, 
Limited, is naturally of considerable interest 
at the present moment. Four specimens of 
electric cars gave an excellent impression of 
the class of work which these enterprising 
manufacturers are now turning out, There 
was a bogie vestibuled top-seat car for heavy 
city service with Bellamy reversed stairway ; 
a bogie cross-bench car for high speed sum- 
mer suburban service; à four-wheeled top- 
seat car and a four-Wheeled single-deck car. Motors, controllers, 
&c., on the Short system, a truck with motors and air brakes, 
also specimen permanent way work, and special track work, poles 
and brackets. 

Permanent way construction material was also well represented 
by a good show of movable points, crossings, drain rails, join 
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plates, platelayers tools patent automatic spring points, rail carts 
fur easy transportation of rails, Brodie’s holding down arrangement 
tre tram rail, and so ou, by Messrs. Askham Bros. & Wilson, 
Limited. 
Calles and wires were well displayed by Messrs. W. T. Glover 
агі Co., Limited, the British Insulated Wire Company, Limited, 
Felten & Guilleaume (W. F. Dennis & Co.), the National Conduit 
d Cable Company. Overhead line work and equipment 
rie“ were shown in detail by the Electric Tramway Equip- 
ment Company, of Birmingham, the Obio Brass Company, of 
ManeBeld, O., Bergtheil & Young, and Estler Bros. Among other 
exhibits, we must not omit to mention that accumulators as employed 
in counection with a large number of English electric tramways 
wert well arranged at the stand of the Chloride Electrical Storage 
Company, while the Electrical Power Storage Company were also 
in evidence. The Meldrum Koker stoker, and the Bennis stoker, а 
miel of a Babcock boiler, an exhibit of Caillet’s monorail portable 
wiway system by the Monorail Portable Railway Company, 
Limited, and one by Parry & Co. of the Ewing single-rnil tramway 
milling stock, which have already been described in the ELECTRICAL 
Review, a variety of electric heating apparatus and temperature 
reyulating devices by the Consolidated Car Heating Company, of 
New York, traction poles and arc lamp-posts and fittings by the 
British Mannesmann Tube Company, Limited, couduits, stoneware 
tronghs, insulators, &c., by the Doulton Company; rail-joints, special 
track construction trucks, and electric welded joints by the Lorain 
Steel Company, of Ohio; steam separators, traps, injectors, and other 
like accessories by Messrs. Holden and Brooke, Limited. There 
were also exhibits by others as follows: — Klein Engineering Com- 
pany, water coolers aud oil separator ; Cape Asbestos Company, blue 
lets for covering boilers, steam pipes, &c.; Le Carbone, carbon 
hrahex primary batteries, and other electrical accessories; Anti- 
Fnetivu Allova, Limited, car bearings, &c.; William Griffiths, 
sating of tramway track with various pavings; S. Z. de Ferranti, 
Limited, rectifier and other apparatus, and numerous photographs of 
]oweribouse electrical equipments; Simplex Steel Conduit Company, 
their steel conduit system; V. Demerbe et Cie, tramway track on the 
Iemerbe system as tested and subsequently adopted at Bradford; 
Mr. G. F. Zimmer, models of Kreiss’ and Thompson’s patent coal 
wateyors; Frederick Nell, separators, grease extractors, jet con- 
demers, Bennis trucks, &c.; Roller-Bearings Company, roller- 
hearmgs; Charles Churchill & Co., a large variety of high-class 
American machine tools The British Griffin Chilled Iron and 
Steel Company, Limited (a new company recently organised for the 
manufacture in England of chilled iron car wheels for railways and 
electric tramways) show various wheels, axles, &c., made under the 
ürifüb system. Under this process the wheel is cast in one piece 
O a to combine the toughness and strength of wrought-iron with 
the hardness on the wearing surfaces of the hardest steel. Smith, 
of New York, shows head lights for cars, incandescent fittings for 
cars, interior lighting, &c. 

Mesrs. Elliott Bros. had on show a Board of Trade panel, and 
various electrical measuring instruments of their well-known manu- 
txtur. Recording ammeters were shown to illustrate the starting 
currents of motors. We illustrate one of these instruments which has 
wen recently supplied by Messrs. Elliott to a large tramway under- 
taking to carry current up to 6,000 amperes. The instrument is of 
Elliotts standard type and standard size in every way as regards the 
cae, clock movement, paper, &c. The shunt, which is illustrated, of 
reurse is of sufficient section to deal with the current in question. 
This is believed to be about the largest recording instrument that 
has ever been constructed of this type. 

Miller & Co., of Edinburgh, showed chilled car wheels, iron poiuts, 
aud wheel presses; J. B. Stone & Co., showed various special tools 
and machinery of American manufacture; Messrs. G. W. Burton, 
Griffiths & Co., also showed a variety of machine tools, including 
track drills, rail saws and other portable apparatus; Messrs. R. 
Becker & Co., and Messrs. Kirchner & Co., exhibited various 
ecrtrically-driven tools; Mossberg Rolling Bearings, Limited, 
roller bearings; Holicoid Locknuts Patent (Parent) Company, 
Limited. 

Mr. Washington Hume was displaying a working model (half 
uz" of a patented automatic signalling apparatus worked by the 
Fsvanotives, and capable of indicating to any signal box or station, 
the distinguishing number of any approaching train, even if late or 
“ч of its order, and also, in combination with the same, a means 
cf ngnalling to the trains from the signal boxes or stations. 


Tbe Electro-Magnetic Traction Company, of Bishopsgate Street, 


exbibited a full size model of their closed conduit surface contact 
saem. 

The only exhibits remaining for us to mention are those of the 
Lectric Construction Company, the Helios Company, and Witting 
Erna 

The Electric Construction Company exhibited a 70-xw. variable 
ratio transformer similar to those employed on the City and South 
London Railway as reducers on the E.C.C. patented arrangement in 
* iacb the high tension pressure supplied is 1,000 volts, and the work- 
‘ag conductors are at 000 volts on the three-wire system; a 30-H. P. 
'ramcar motor was shown аз a good example of what British manu- 
"-turers can do in “compactness, strength, and perfection of 
‘#tail;" a Bushbury enclosed stationary motor, an E.C.C. generator, 
at. overhead trolley for side suspension, and switchboard apparatus. 

Tte Helios Electrical Construction Company, Limited (English 
wtnta F. Suter & Co.), exhibited a truck, motor controller, cut-out, 
dance, overhead sliding contact gear, and certain overhead 


Меза. Witting Bros, Limited (Electricité et Hydraulique) 
red trucks equipped with two of their standard tramway motors 
ol 30 . H. ., contro resistances, and other car-handling appa- 
tm, various tramway motors, including a 25-B.H.P. three- 


motor, and three single-phase motors of the Heyland type of 4, 2, 
and 6 B. H.P. respectively. Messrs. Witting also showed a 50-KwW. 
motor-generator, three-phase transformers, and other exhibits. 

We cannot close these notes without paying a tribute to the 
promoters of the Exhibition, the Tr π] . . and Railway World, 
to Mr. Courtenay in particular, and Mr. Wilcox, the secretary, for 
the excellent way in which they have carried things through. 
Everyune seems to feel that the show has been fruitful of good 
results from the public point of view, and in some cases manu- 
facturers have reaped an immediate return to repay them for any 
trouble to which they may have been put in preparing their exhibits, 
Certainly, to municipal authorities the Exhibition has been an 
enormous advantage, for by taking a journey up to London they 
have been enabled to see electric tramway equipments and material 
in such a way as they would not have been able to do otherwise 
without a dozen journeys in a dozen different directions to various 
cities where electric cars are. running or where electrical factories 
are situated. 

The numerous deputations which have come from all over 
the country show that they were not slow to take advantage of so 
excellent an opportunity of seeing what was going. Brighton, 
Stockport, Dover, Sheffield, Halifax, Wallasey, Blackpool, Lincoln, 
Glasgow, Huddersfield, Portsmouth, Leicester, the London County 
Council, Manchester, York, Dundee, West Ham, Birniingham, and 
other towns have sent their tramway committees or representatives 
thereof, and they have gone away with a new knowledge of electric 
tramway matters. 

From an exhibitor's point of view, considerable interest was 
added to the show by the reading and discussion of papers on three 
nights. Mr. Philip Dawson's paper on “Some General Conditions 
Governing Power Station Design," we print on another page of this 
issue. Other papers read were by Mr. C. H. Gadsby, on “The 
Profits of Tramway Undertakings,” Mr. John Young, of Glasgow, 
on * The Function of Modern Tramways,” and Mr. Scotter on “ The 
Work of the Light Railways Commission.” 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвои & Со. Electrical Patent 
Agents, 839, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom all inguiries should be addressed. 


11,0011. “Improvements in electrical switches for heavy currents and high 
potentials." H. W. CLOTHIER. Dated June 18th. 

11,020. ‘Improvements in or connected with electric lamps." W. M. 
Watters. Dated June 18th. 

11,022. An electrical apparatus for adjusting tram rail points.“ J. E. 
MacavLEy. Dated June 18th. (Complete.) 

11,025. “Improvements in electrical apparatus for life buoys and light to 
facilitate the rescue of persons from drowning and for other purposes.” 
H. Binks. Dated June 19th. 

11,026. “Improvements in cord grips for electric light fittings.” 
Ісховкна and G. C. LuNDBENH. Dated June 18th. 

11,054. “ Electrically operated cloth cutting machines," N. GARLAND. Dated 
June 18th. 

11,056. “Improvements in the manufacture of lead-covered cables." H. 
CASSIRER. Dated June 18th, (Complete.) 

11,0097. “Improvements in electrical accumulators or secondary batteries and 
in the manufacture of the same." Н, Woonwarp. Dated June 19th. 

11,099. “Improvements in electric targets." J. PATERSON. Dated June 19th. 
(Complete.) 

11,101. “Improvements relating to the measurement of the magnetic 
properties of iron and steel." F. W. Le TALL. (M. Walker, United States.) 
Dated June 19th. i P 

11,107. “Improvements in electric patterns for punching machines for 
embroidery machines and for Jacquard looms.” E. Ebpwanbs. (C. Handwerck, 
Germany.) Dated June 19th. (Complete.) 

11,120. Improvement in plows for conduit electric railway cars." J. B. 
GorranEnGo ER. (Date applied for under Patents, &c., Act, 1883, Sec. 103, Jan. 4th, 
1900, being date of application in the United States.) Dated June 19th. (Com- 
plete.) 

11,149. “Improvements in telephone switchboards." A. WHALLEY. Dated 
June 20th. 

11,190. “ Ап improvement in switches for high tension electrical currents." 
BikwkENS Bros. & Co. (Siemens & Halske Aktien Gesellschaft, Germany.) 
Dated June 20th. (Complete.) 

11,206. Improvements in electric switches and like apparatus for making and 
breaking electric circuits." G. W. PARTRIDGE and G. K. B. ELPHINSTONE. 
Dated June 20th. 

11,207. *‘ Improvements in or relating to the distribution of electricity.“ L. 
ANDREWS. Dated June 20th. 

11,208. "Improvements in electric signalling apparatus.“ F. J. WARDEN’ 
STEVENS. Dated June 20th. 

11,217. “Improvements in the method and the material for covering electric 
cables, conductors or wires with insulating material.“ G. E. HEYL-Dia. Dated 
June 20th. | 

11,218. “Improvements in telegraph transmitting devices." H. V. бил, 
Dated June 20th. 

11,248. ‘Improvements in polarized electric bells for alternating current.” 
Tur British ELECTRIC Works Compaxy, ІлмітЕр, and B. Braxver. Dated 
June 21st. 

11,255. “A newor improved composition used for making electrical insulators - 
and other articles." A. УУ, B. Pearson, Duted June 21st. 

11,260. ‘Improvements in electric accumulators and in electrodes therefor.” 
A. TiuBELHORN. Dated June 218. 

11,263. ‘Improvements in or relating to electric lamps and fittings therefor.” 
H. Hirst. Dated June 21st. 

11,264. “Improvements in or relating to switchboards for electric distribu. 
tion." H.Hinsr. Dated June 21st. 

11,272. Improved means of and apparatus for preventing the premature 
starting of dynamos or the like used in connection with electric lifts.“ J. 
HOFBAUER. ted June 2lst. (Complete.) | 
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11,287. “Improvements in or relating to conduits for electric conductors.” 
F. Jox ks. Dated June 21st. 

11,08. “Umbrella tip lightning protector." P. Reprorp and J. Riper. 
Dated June 22nd. | 

11,809. “Improved fuseboard or distributing box also applicable as a junction 
or connecting box." R. G. Түн and W. E. D. Dun¢an. Dated June 22nd. 

11,840. “Improvements in and connected with electric clockwork.” М. 
FiscHER. Dated June 22nd. 

11,944. “Improvements in the manufacture of filaments for incandescing 
electric lamps." W. L. VoELKER. Dated June And. 

11,358. “Improvements in or connected with secondary batteries.“ H. U. 
WoLLASTON and T. V. Бнкңнїх. Dated June 22nd. 

11,361. “ Improvements in ceiling roses of attachments for pendant electric 
lamps." J. G. 8. LIE. Dated June 22nd. 

11,406. "Improvements in the electrical! equipment of railway vehicles for 
the purpose of lighting, skating and ventilation." А. ZrvprN. Dated June 
93га. ( Complete.) 

11.429. Ап improved electro-magnet of high attractive force.“ M. VoseL- 
BANG and F. LixNprNsrTRUTH. Dated June Brd. (Complete.) 

11,487. “ Improvements in electric insulators.” E. Ris TER. Dated June 

rd. н 


11,498. “Improvements іп casings for the jointings of underground electric 
cables." StemeNs Bros. & Co. LIMITED, W. DircsELnuonsT, and F. J. Bvpp. 
Dated June 23rd. (Complete.) 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs, W. P. THOMPSON 
and Co., 898, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
bam, price, post free, dd. (in stampe). 


16,236. “improvements ia olectrical time switches.”” A. J. Wheatley. Dated 
July 12th, 1898. Relates to an improvement upon the time switch described in 
Specification No. 23,625, A. b. 1807, the mercury contacts being replaced by metal 
springs. 1 claim. 


16,967. “ ома ст Йыры) ылыс sine оцене зас 
а metal by eisetrelytie ei solutions of alkaline selu- 
teas.” J. W. tea. Dated July List, 1898. To obtain alkali metal 


amalgams and chlorine by the electrolytic decomposition of solutions of alkaline 
chlorides а cell is used consisting of a flagstone or like enclosure, the joints of 
which are made tight by the insertion of rubber cords in grooves, and which is 
firmly braced together by external brackets and bolts. Along the whole length 
of each side is a series of narrow shelves of stone, slate, glass, ebonite, vul- 
canite, &c., each shelf being hollowed out on the upper surface, and provided, 
alternately at opposite ends, with a raised portion or ridge somewhat lower than 
the edge. Over this weir mercury, which is continuously admitted to the upper 
shelf by a pipe, can flow to a perforation leading to the next shelf below. The 
mercury thus flows along each shelf in succession to the bottom, where it also 
forms a shallow layer, finally escaping by the tube. The mercury forms the 
cathode, and each layer is independently connected up. A central vertical 
carbon anode is used. The alkaline chloride solution, at a temperature at or 
near to its boiling point, is admitted to a level above that of the highest shelf. 
On passing the current chlorine is evolved and passes away by the pipe while 
the mercury ae changes to an amalgam. Ina modification, two carbon 
anodes are placed at a distance apart, and within the space between them 
&nother set of cathode shelves is arranged. 8 claims. 


16,972. “improvements ia meters.” 0. Hookham. Dated July 21st, 
1898. Relates to energy meters. A commutator motor meter is constructed 
with an iron-cored armature, to reduce the energy wasted by the meter. The core 
may be a laminated ring, made in halves, to reccive the coils, which consist of 
bobbins separately wound with numerous turns of fine wire. The armature is 
supported within main-current field coils by an pluminium disc on a spindle, 
which rotates in bearings on a frame, and is geared to a counter. The pro- 
visional specification states that a fioat may be provided under the armature to 
relieve the bearings of most of its weight. The commutator is a flat cone, 
upon which two plam crown wheels or two platinum wires bear as brushes. 
These wires are carried by flat springs on ebonite blocks, which are supported 
on a horizontal pin at the back of the frame, and have iron wire arms bent 
down into solenoids conveying the m.iu current. This arrangement may be 
modified. The weight of the parts hold the wires lightly on the commutator, 
but the oont ct is improved by the pull of the solenoids on the arms when the 
main current is large. The spindle carries a brake disc between the poles of 
two permanent magnets arranged so that only their neutral parts are near the 
armature. Any field due to the permanent magnet is neutralised by winding 
the extra resistance for the armature circuit on the shorter limb of a J-shaped 
iron core, which is fixed vertically between the permanent magnets. The armature 
may be screened by a sheet-iron cup or disc carried by the spindle. The brake 
magnets are choked at both poles. One or more poles may be made long 
enough beyond the choke to carry & few turns of the main conductor, to correct 
the meter for errors at high loads. Otherwise a separate electro-magnet may be 
used for this purpose. The permanent magnets and extra resistance are fixed 
on a back-plate ; all other parts, including terminals, are on the frame, which 
is hinged to the back-plate and can be turned outward to afford access to the 
parts, or secured bya screw. Quantity meters having armature discs immersed 
in mercury, descri in Specification No. 14,239, a.D. 1892, may be provided 
with brake magnets having choked pole-pieces and windings as described above, 
to correct for fluid friction at high load. 6 claims. 


16,114. “ fa connection with telephones for recording the number 
and duration telephenio conversations." J. Frank. Dated July 28rd, 1898. 
Relates to apparatus for registering the time occupied by and the number of 
telephonic conversations. The telephone lever is connected by a link with a 
р lever which in turn is connected bya link with a bell-crank lever. 

hen the ep Ya ke is taken off its bell-crank lever rises, separating one set of 
contacts and closing another set of contacts ; the latter puts a magnet in circuit 
and, when the magnet is actuated, causes a slide rod again to close contacts 
which are in the conversation circuit. When the subscriber wanted replies, by 
ringing, the current т through the magnet causing the rod to slide so that 
the clockwork is released by a brake rod. The pivoted lever when moved 
releases the supporting lever, so that when the clockwork is released apparatus 
slowly falls until it breaks contact on the expiration of the time limit. The 
release of the pivoted lever also releases the counting lever. Hanging up the 
fe pone winds up and resets the counting mechanism and also the slide levers. 

claims. 


16,129. “ Improvements in the electrolysis ef solutions of alkali salts, eepeolali 
ohlorides." 0. waray: Dao July 23га, 1898. Relates to the C ontinucts 
a 


electrolysis of solutions of alkaline salts, especially alkaline chlorides, to obtain 
the corresponding hydrate solution and chlorine gas. The anode is covered by 
a bell which extends some distance below it, while the cathodes are outside the 
bell and generally at a lower level. The electrolyte is introduced through a 
tube to the top of the anode compartment. The chlorine as it is formed passes 
up through the anolyte, thereby agitating and mixing it, and escapes through 
the tube. The caustic alkaline solution overflows from the tube. By this 
arrangement the layer formation of the anode and cathode liquids is maintained 
without the use of a diaphragm. 1 claim. 


16,172. “А veltalo battery bell with hot air depolarisation.” Н. de R. de Lavison. 
Dated ay 26th, 1898. The invention consists in effecting depolarisation by 
hot air, and is described as applied to a battery with zinc and copper pilates 
immersed in a solution of copper sulphate with some sulphuric acid, the strength 


of the solution being maintained by a supply of copper sulphate stored in a 
reservoir. Euch zinc plate is enclosed in a porous casing of parchment paper 
or the like, which is contained in a frame of insulating material such as 
celluloid, and is separated from the copper plates by bands of rubber or the 
like. Under each of the copper plates is fixed & tube perforated with fine 
holes, and connected to an upright tube, communicating with a general 
supply tube. The battery is first heated to about 60^ C., when the air is blown 
in and acquires the temperature of the surrounding liquid. 1 claim. 


16,291. improvements in alternating current transformers.” L. M. J. C. Lova- 
vaeseur. Dated July 26th, 1898. Relates to transformers for induction coils. 


The Jaminated iron circuit is built up of a number of plates insulated by paper 
or varnish. A sheet of paper is bent over a plate, and a strengthening thread or 
cord inserted along the fold, the operation being preferably carried out in a 
mould. The primary may consist of several windings separated by paper or the 
like. The coils are preferably arranged with the secondary between two sec- 
tions of the primary, or with the primary between two sections of the secondary. 
The casing consists of two iron end plates or boxes and a wooden frame, the 
whole being bound together by bolts. The ends of the wires are fixed to ter- 
minals and enclosed in paper tubes. 3 claims. 


16,299. “An alternating-current fer induction colle.” M. КЄМ. 
Dated July 26th, 1898. Relates to an interrupter for alternating currents for 
induction coils designed to break the circuit when the current is approximately 
at its maximum. The magnet causes the armature mounted on a spring to 
vibrate synchronously with the current. This armature carries a contact 
dipping into & mercury cup. The position of the magnet is adjusted by means 
of the screw and the height of the mercury cup by the screw. In another 
arangement, a synchronous motor, acting through a crank and connecting rod, 
reciprocates @ vertical contact dipping intoa mercury cup. 8 claims. 


16,366. ‘improvements ta and appertaining te the workiog of lncandesceace 
electric la " D. Maclagas. Dated July 27th, 1898. Incandescent lamps 
having filaments which conduct only after preliminary heating by adjacent wire 
coils or the like, are provided with switches for disconnecting the heating 
circuits when the filaments have become conductive. In one arrangement the 
heating-coil is connected in parallel with the filament, through a time switch of 
any construction, which automatically opens the heating circuit when this has 
been closed for a sufficient time. In another arrangement several filaments are 
connected in parallel, and are all heated by one coil, the circuit of which is 
closed by a switch until one of the filaments becomes conductive. In the 
arrangement shown, current is supplied to the coil through a spring and a 
screw, Simultaneously current passes from the screw through a spring, a lever, 
and an electro-magnet which attracts an armature lever, This shifts the lever, 
breaking its contact with the spring and causing a pawl to turn a ratchet wheel 
and a four-armed switch. The switch connects any one of the filaments in 
circuit through another electro-inagnet, and a reverse winding on the former 
magnet. The armature lever then moves to the right, opening the heating 
circuit by moving the first-mentioned spring. The provisional specification 
mentions the use of such apparatus to shift the filaments. In a modification of 
the arrangement shown a single filament only is provided, the ratchet switch 
and pawl lever being dispensed with. The armature lever is adapted to close 
the heating and filament circuits through the magnets, and afterwards open the 
heating circuit and connect а resistance in parallel with the second magnet in 
series with the filament. In a further modification, the second magnet is 
dispensed with. Solenoids and movable cores may be substituted for clectro- 
magnets and armatures in either arrangement. 7 claims. 


16,449. “improvements in conduite for electrical conducters.” F. D. Ken 
and W. V. Merten. Dated July 28th, 1898. Conduits sre made in lengths of iron 
pipe of flat section, these lengths being joined together airtight in the usual 
way. At convenient intervals parts of the pipe are made thicker with a lateral 
opening closed by л cover with an air-tight joint. The cables are"placed in the 
conduit, and are insulated from each other by paper. Access is obtained to the 
cables through the doors. The wires are led out through insulating plugs 
screwed in the pipes. To expel and prevent access of moisture to the conduit 
air is pumped into it so as to noel the interior at a pressure a little higher than 
the atmosphere. The provisional specification states that calcium chloride, &c., 
may be placed in receptacles at intervals in the conduit, suitable connections 
being made between the receptacles to test the hygroscopic condition of the 
interior, 1 claim. 


16,466. “An improved automatic safety device specialty Ape to three-wire 
er balanced of electrical distribution generally. eritys, Limited, and 
L. J. Steele. ted July 28th, IRW. Relates to means for disconnecting the 
circuits in three-wire or“ balanced“ systems in case of unequal loading. Con- 
sists of an arrangement which operates when the fuse on the middle wire blcws. 
The contact arms are held up against a spring by a catch. A solenoid is in 
shunt with the fuse and its core is connected to the catch. Should the fuse 
blow the core is raised and the arm released. In & modifled arrangement the 
fuse is directly connected to the catch and holds it in position against the pull 
of a spring. In a further modification the solenoid is differentially wound, its 
extremities being connected to the outside wires. 2 claiins. 


16,464. "I ia the ecoenetruetion 01  elestredes for secondary 
" neton. Dated July 28th, 1898. The electrode is formed by 


winding lead ribbons, wires, or the like into a cylindrical or prismatic shape. 
The electrode is not enclosed in a casing; itis fitted with a head and a dial 
slit is made down the whole length of the electrode to allow for expansion. 
5 claims. 


16,466. “improvements in axies and steering gear for electric 

” И, W. Headiand, N. W. Headland, jun., J. T. Robson, and С. H. Marsden. 
Dated July 28th, 1898. Relates to axles and steering gear for electric and other 
motor carriages. The swive)ling cranked axles each have a vertical portion 
integral with the horizontal part on which the road wheel is mounted. The 
vertical portion at the upper end is guided in a sleeve projeoting from a bridge- 
piece and at the lower end in a beariog on which resta the spring. The vehicle 
body rests on brackets attached to the upper members of the springs and 
guided on the sleeves. The adjustment of the steering wheels may be effected 
either by pinions aud toothed sectors carried by the axles, with provision for 
avoiding back Iash, or by some suitable arrangement of worm gear. Springs on 
& prolongation of the axle or between the bearings may be provided for sup- 
porting or containing batteries or motors. 8 claims. 


.10,466. '' improvements ia the method of and apparatus for starting and con- 
trolling electric motors." T. Preece and J. A. Edmondson. Dated July th, 1898. 


Motors are started and controlled by means of а resistance switch provided with 
sliding contacts which, when the motor has been thrown into circuit, are held on 
by means of an electro-magnetic clutch or brake. The resistanoes are mounted 
between two non-conducting slabs, and connected to a series of fixed contacts. 
Between these contacts and a contact plate is arranged & sliding-contact box, 
provided with connecting arms and electro-magnetic brake arms. In starting the 
motor, the contact box is raised by a windlass, and is held in any 3 by the 
action of four electro-magnets contained in the box. When tbe eloctro-magnets 
are short-circuited by a switch, the contact-box automatically returns to the 
off position. An electro-magnet is provided in the main circuit, which auto- 
matically short-circuits the brake magnets when the current exceeds a certain 
limit. 4 claims. 


16,662. “1 in electrodes for aro lampe." Н. Bremer. Dated July 
29th, 1898. Relates to arc lamps. A positive electrode of pure carbon is 
employed below a negative electrode made of calcium carbide or a mixture of 
carbon and lime or like incandescing substance, optionally with a core con- 
taining a larger proportion of lime, &c., or both electrodes may contain lime. 
They may be made by compressing and carbonising saw dust, to which, chalk, 
lime, magnesia, or the like may be added. A larger arc and more light are 
stated to be obtained with such electrodes than with pure carbons, ite colour 
also differing. б claims. 


16,663. “improvements in olestrie arc lamps.” Н. Bremer. Dated July 29th, 
1808. Relates to arc lamps. A lamp is provided with tubular carbons or with 
several pairs of carbons in one globe, connected in series or in separate circuits. 
The pairs may be controlled by separate mechanisms or by one single 
mechanism; in the latter case all the carvons except one pair are mounted on 
springs in order that they may come in contact before such pair. These 
arrangements are specially applicable to lamps denk Ong arcs produced by 
adding metallic salts to the carbons, which are placed in vacuo. 2 claims. 
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in residence. Moreover, in a sense, the freedom of the 
Castle was granted to the visitors, who were free to 
wander at will through the rooms and chapels, not being 
conducted by a guide in the usual way. Further still, Her 
Majesty provided refreshments in the Orangery, and, to 
crown all, drove slowly through the crowd assembled in the 
Park below the Terrace, and received the Presidents of 
the American Society of Civil Engineers and the 
American Society of Mechanical Engineers, and extended 
a welcome in a few words, All our visitors were much 
gratified at this proof of Her Majesty's kindness and con- 
sideration, which, as we all know, never fail. 

Our visitors were welcomed by the President at the 
reception of the Institution of Civil Engineers, which was 
held in the Guildhall of the City of London, and, 
despite the denseness of the crush, was a pronounced 
success, The Guildhall lends itself especially to 
such functions. Its library is replete with books and 
manuscripts and ancient charters, that record the history of 
our old city from its earliest times. A concert by the pupils 
of the Royal Academy of Music was held in the Council 
Chamber. The string band of the Royal Artillery played in 
the Great Hall, and there was vocal music in the Library and 
Art Gallery, the pictures in which are this ycar of, perhaps, 
more than usual interest. | 

Next to the day at Windsor, the excursion to Warwick 
and Stratford was, perhaps, most fully attended. A special 
Great Western train left Paddington on Friday, 
July 6th, for Warwick. The visitors were not only 
received by the Earl and Countess of Warwick, but 
were conducted through the Castle by the Countess herself, 
who, with the Earl, graced the luncheon table by her pre- 


sence, and also spoke a few words of welcome. From 
D 
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Warwick the special ran forward to Stratford, and brief 
visits were made to the church, to the memorial theatre, and 
to Shakespeare's birthplace. We need not describe either 
Stratford-on-Avon or Warwick Castle. 

To those who could appreciate it, the run home of the 
special from Stratford to London was in itself a treat, 
Tt was drawn by the first of the latest class of Great Western 
engines, a monstrous engine with a huge boiler and Belpaire 
firebox. The visitors were looked after by Sir Douglas Fox 
in a most untiring manner. Space does not permit us to refer 
at length here to the week's previous entertainment by the 
Institution of Mechanical Engineers, to many pleasant 
incidents inter-leaved in the main programme, or to a private 
function to which we allude in another place; but 
we believe that such interchanges of ideas and hospitality 
between representatives of the two countries must necessarily 
foster a more brotherly feeling between them ; and there can 
be no two opinions, but that the engineers and scientists of 
England and America are truly representative of the two 
greatest engineering nations of the world, 


GAS ENGINES FOR ELECTRICAL 
PURPOSES. 


THOUGH the production of electrical energy by means of 
gas engines has been placed somewhat under a cloud by experi- 
ences at Belfast, Coatbridge, Lynn, and Leyton, it is probahle 
that the appearance of the Westinghouse engine at the 
recent Tramways Exhibition at the Agricultural Hall will 
cause many very seriously to inquire whether the above- 
named installations have been laid down in such a manner 
as to be expected to command success. The triple 
Westinghouse engine above referred to was, it is true, not 
doing very much work, but it ran steadily, and there is 
no reason why it should not continue to do so up to 
the maximum possible limit of gas supply. 

In some respects the gas engine is particularly suited 
for electrical traction work. A heavy fly-wheel is 
always provided. In the case of a regular load there 
must’ be some margin of power beyond the load. The 
very smallest amount of overload will stop the engine, 
for there is a fixed maximum of gas inlet beyond which 
it cannot go. Thus a gas engine must have a margin of 
power available beyond the maximum it may be called upon 
to perform. Let it be considered for a moment how this 
affects the engine when applied to traction work. 
Experience in the working of tramway power stations 
points to the fact that there is a certain ratio between 
the mean load on the station and the maximum. 
This ratio varies in some way not yet clearly ascer- 
tained, and the most that can at present be stated is, 
that the variation is greatest in the case of the smallest 
stations, and is dependent very closely upon the total amount 
of energy generated in a given time, Approximately, this 
ratio or load factor can be foretold for any proposed station 
not too far removed in size from existing examples, and the 
maximum current demand, setting aside the resulta of acci- 
dents, such as short circuits, may also be anticipated, 
and will not exceed 20 to 25 amperes per car in the case of 


a line of, say, 50 cars. Moreover, the maximum demand is 
usually of very short duration, and is generally followed by a 
demand that does not exceed 60 to 70 per cent. of the 
maximum. Such being the case, it is probable that a gas 
engine, capable of producing, say, 80 Kw. as a maximum, 
might be found capable of dealing with a peak of 100 kw., 
for the peak would be momentary ; it would be dealt with by 
the fly-wheel energy superadded to the full effort of the 
engine, and it would cease before the speed of revolution had 
fallen very seriously below the normal. 

We sce no prospect of success for gas engines 
using other than producer or similar gas Competition 
with steam is not possible where costly illuminating 
gas js employed. Obviously, then, the source of gas mnst 
be either a blast furnace, a coke oven, or a gas producer, 
Our experience of gas producers has taught us that many 
of these are made in a very slipshod manner, Although there 
is no pressure to be carried, a gas producer ought 
to be designed just as carefully, and should be made with 
the same regard to its mechanical fitness, as a steam boiler, 
Some we have seen are the very antithesis of this. Others 
again bear their value plainly written on them, and have 
been well made. Of necessity, gas producers of large size 
are in every way better fitted to secure success than are small 
producers, The blast furnace is an ideal producer, because 
from its large size and steady action it turns out a 
very regular product, and it may well be copied when 
designing smaller units. That is to say, the fuel depth, 
rather than the area of cross-section, must be large, and 
the square form should be avoided, because in a square 
producer the corners do not act well; they tend to 
irregular action and leakage of air, whereas the circular 
form conduces to regularity, and height helps sufficiently to 
consolidate the fuel and cause the production of carbonic 
oxide with a minimum of dioxide. The shallow furnace 
tends, on the other hand, to produce an excess of dioxide, 
and thereby greatly to impoverish the gas and to reduce the 
power of the engine supplied therewith. The system of 
governing by moderated charges is, we take it, the proper 
one to adopt with cheap gas. When the hit-and-miss 
method was introduced, the only gas was the dear stuff 
popularly known as illuminating gas, and it was, perhaps, 
justifiable to employ the hit-and-miss governor for the sake 
of the greater economy over the system of moderated charges. 
The fuel cost is, however, not so different with producer gas 
as to demand the economical method in preference to the 
more regular method now coming into use; and where blast 
furnace gas is employed, the demand falls so far below the 
supply that no question need arise; this gas, in fact, is 
almost entirely waste. 

It is an astonishing fact that, with millions of horse~ 
power blazing to waste, no effort is made, except by a very 
small number of ironmasters, to bring about the useful em- 
ployment of gas power. As we have before pointed out, 
each pound of fuel consumed in a blast furnace will, after 
it has done its work of producing iron, render up by means 
of gas engines power of greater amount than if converted 
into steam power by means of steam engines of the highest 
class. | | 

Seeing then that it is always desirable that a gas engine 
should somewhat exceed its maximum ordinary steady load, 
it appears not unsuited to deal with the varying load of 


ů LL ааа ааа ааа ааа ааа SSS as 


Vol 47. No. 1,181, Јсих 13, 1900.] 


THE ELECTRICAL REVIEW. 43 


ə traction station, especially when the very transitory 
maximum load ean be negotiated by the energy of the fly- 
Considering the very extended employment of gas 
engines, we cannot but think that a careful inspection by some 
expert motive power engineer of the cases of non-success 
would reveal causes sufficient to account for the failures of 
whieh so mnch has been heard, Gas power has for years 
dealt effectively with the pumping of town water supplies 
sod the water supplies of public institutions, It is used in 
илме electric light installations, in the manufacture of 
carbide of calcium, and in blowing the blast of blast furnaces. 
is so obvious that it is entitled to con- 


wheel, 


lte economy 
aderation, 


MUNICIPAL TELEPHONES. | 


ir the annual dinner of the Municipal Electrical Association 
и Huddersfield, Sir J. T. Wodehouse, M.P., replying to 
tie toast of he Guests,” spoke eloquently on municipal 
‘cterprise generally, and expressed his agreement with the 
mlicy of giving to communities the power of themselves 
indertaking the telephonic service. The Government had 
it unwise to increase the number of civil servants 
by taking over all those employed in telephonic work; 95 
or 0л per cent. of the messages were local messages only. 
He believed, from all he knew on the subject, that the 
nunipalities could work the service at one-third the price 
‘soseribers had to pay at the present time, and the service 
wald he made more efficient. 

At a time when the scope of municipal enterprises is under 
te consideration of a Parliamentary Committee, these remarks 
и Sir J. T. Wodehouse will meet with much consideration. 
Whether or not the fear of increasing the number of civil 
«rvants has influenced the present Government in their 
“lephonic policy, it was certainly given as а reason by Mr. 
schen for not acquiring the service some years ago. A 


ише Government may not be influenced by the same | 


mason, We think that care should be taken that the 
sted percentage of local calls does not mislead. If we are 
wt mistaken, the percentage relates to telephone areas, and 
*lephone areas are not identical with municipal areas. 
Moreover, whilst the percentage may represent the percentage 
ч the moment, it should be anticipated that with the exten- 
“oof long-distance lines and the growth of the telephone 
«түк the percentage of local calls must be reduced. Tele- 
^ne service should follow other means of communication 
n being of an ever-widening nature. It is likely thus to 
"ome rather of a national than of a municipal character. 
The necessity of uniformity, the advantage of central control, 
‘ay be sufficiently apparent to overrule, in the minds of a 
ware Government, the objections to an increased Civil 
"Tie, It is certainly desirable that municipalities should 
"sjuire definite evidence that the service can be furnished at 
" cheap a rate as Sir J. T. Wodehouse states. It is 
“tain that municipalities will have to learn from 
‘perience how much, or how little, telephone service costs, 
ind this experience will not be gained for nothing. The 
“rowth of expenditure, which ів a necessity of telephonic 
“pansion, will be certain to influence the members of 


municipal bodies, to the possible disadvantage of the service. 
The main consideration which brings telephone service 
within the field of municipal undertakings is the control of 
the streets, but this can be met either by private enterprise 
or national control Telephone service is not a necessity 
like water or light. For some time to come the sub- 
scribers to a telephone system must remain a small 
minority of the community. These considerations 
should tend to make municipalities somewhat doubtful of 
undertaking the work, especially as in the majority of cascs 
it must be done in competition. The telephone is one branch 
of the system of communicating intelligence, and sooner or 
later, should in this country come under the same control as 
the telegraphs and the letters. It is doubtful whether this 
control can be so long delayed as to make municipal under- 
takings a useful stepping stone or a profitable enterprise. 


We published a fortnight ago a short 
а article dealing with the proposed extension 
of the Workmen’s Compensation Act, 
Many of the cases which have been discussed in the Courts, 
and notably the two which have recently been decided in the 
House of Lords, seem to show that before extending its 
application, the Government would do well to amend the Act. 
Thus it is a matter of common knowledge that compensation 
may be claimed by those who are * wholly or partially 
dependent" upon an injured workman. The legislature 
shirked the responsibility of defining the word * dependent,” 
and in the case of Davies v. the Main Colliery Company, the 
final appeal court have decided that it is a question for the 
County Court judge. In the case under notice, his Honour 
had held a father to be partially dependent upon his son, 
who lived at home and paid his wages to the common fund ! 
The solution of the problem, therefore, appears to depend 
upon the charity of each judge of the County Courts. 
Another instance of faulty or insufficient wording has caused 
much diversity of judicial opinion, and great cost to the 
unfortunate employers. It was laid down in the Act that 
“a claim for compensation" must be made within six 
months of the accident, or, in case of death, within six 
months of death. The Main Colliery Company thought that 
unless the workman instituted legal proceedings within that. 
time he was deprived of his remedy. Two judges of the 
Court of Appeal, and Lord Morris in the House of Lords, 
were also of this opinion, but the majority of the House of 
Lords took the opposite view. The result is that if a work- 
man makes a claim of some kind (which, apparently, need 
not be in writing), at any time within six months, he may 
defer the institution of legal proceedings until such time as 
he may think fit. Seeing that the workman who seeks redress 
under the Employers’ Liability Act must commence proceed- 
ings within six months, it was not unreasonable to suppose 
that the same limit of time was put to proceedings under the 
Workmen’s Compensation Act. The net result of all this 
litigation is that employers, in addition to making payment 
of compensation on a large scale, have had to pay dearly for 
very reasonable attempts to interpret a difficult Act of 
Parliament. 


Electrical Engineering in New Zealand.—We read 
in an Adelaide paper that a school of electrical engineering 
is about to be opened in connection with the Canterbury 
University College. Ovor £2,000 is now available for 
expenditure in appliances. 
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ON THE PHOTOMETRY OF ARC LAMPS, 


By F. W. CARTER, M.A., CANTAB. 


WHEN we consider the keen rivalry that exists between the 
gas and electrie supply industries, and that the factor which 
decides a user in favour of one or other of these as illuminants 
is, in a very large number of cases, that of efficiency, it is 
somewhat surprising that supply companies and engineers to 
the authorities having charge of public lighting do not 
generally make tests of their arc lamps, to see whether they 
liave efficient ones from a light-giving point of view, or are 
running them with the best quality and most suitable size of 
carbons, or have them enclosed in the least absorbent globes, 
nor yet of their glow lamps to determine their efficiency, 
their best paying “ life," * and the most effective shade for 
use with them. There is no doubt that if light were sold 


Fig. 1.—PLAN oF PHOTOMETER Roos. 


hy its appropriate units of candle-hours instead of by 
Board of Trade units, the photometer room would be 
among the most important testing rooms of every central 
station. | | 

. It is notorious that different batches of earbons of the 
same make, and professedly the same quality, differ largely in 
their light-giving powers as well as in the steadiness of the 
light given. An ordinary arc lamp globe, again, absorbs 
from 30 to 40 per cent. of the light of the arc, (though a 
new ground glass globe only absorbs about 20 per cent.), 
whilst the effective absorption, as far as the downward light 
is concerned, is, with continuous current arcs, even greater. 
If, then, two types of globe differ by 5 or 10 per cent. in 
their absorption, the use of the least absorbent increases the 
effective output of the plant for lighting purposes by this 
amount. A study of the shape of the photometric curve of 
a lamp enables a predetermination of the lighting effect to 
be made with considerable accuracy, f and is necessary if the 
lamps are to be used with best effect. The shape of the 
curve depends largely on the length of the arc, its bulb 
being longer and nearer to the vertical with long arcs, though 
the efficiency of the arc, as distinguished from that of the 
lamp, seems, according to some experiments of the author's, 
to be practically independent of the length, at any rate within 
the usual limits for open arcs. 

. Thus from every point of view the photometry of arc 
lamps is important, and would doubtless be more extensively 
practised were it not for the difficulty of the tests, and the 
consciousness of the unreliability and general unsatisfactori- 
ness of the results when they are obtained. As ordinarily 
practised, the photometry of arc lamps can hardly be relied 
on to give results much within 10 per cent. of the truth, and 
such results are quite useless except to give a general idea of 
the distribution of light from the arc, for the errors may be 
greater than the differences we are chiefly concerned with. 

If it were possible to surround an arc with a working 
model of its photometric surface, we should find, as the arc 
hisses, and spurts, and feeds, and travels round the carbons, 
that the surface is in a state of continual perturbation and 
distortion from its assumed. symmetrical figure, suggesting 
to the onlooker that it is the cage of a small whirlwind. 

Besides having to cope with the difficulties arising from the 
changes in the arc, the operator usually has to attempt the 
impossible, in that he generally compares the light with one 
of totally different quality, which can no more be done than 


`* See ELECTRICAL Review, August 19th, 1898. 
See ErLEcTRICAL Review, December 22nd and 29th, 1899. 


the comparison of the loudness of two different notes on a 
piano, or of the greatness of Newton and Milton. He seeks, 
in short, the position of the photometer which gives equality 
of two illuminations which are never equal. 

A gas lamp at a certain distance may be as good as an arc 
lamp at a certain other distance, for the purpose of reading a 
newspaper printed on white paper ; but the former would be 
found superior if the paper were pink, and the latter if it 
were green, во that the most efficient form of light for a 
person to use may depend to some extent on his political 
opinions. Lights of different colours cannot be equal for all 
purposes, and for this reason no process of oscillating the 
photometer or standard, and no effort of judgment will 
enable one to determine the relative intensities of two such 
lights as a gas lamp and an arc lamp; neither will the use 
of coloured glasses give us any usefully interpretable resulta. 

The present paper is the result of some experience in such 
tests, and is intended to show how to carry them out, and to 
give details of some devices of the author's for overcoming 
the difficulties of the subject, and for placing the results on 
some rational and certain basis. 

The underlying principles of photometry are exceedingly 
simple, and as long as we are dealing with lights of the same 
colour the practical difficulties are not great, being chiefly 
connected with preventing the two lights from varying, and 
keeping the standard. true to its nominal value. Given 
steady lights of the same quality, the better the photometer 
used the more accurate are the results of the comparison, but 
for use with such lights as we are dealing with, a Lummer- 
Brodhun photometer is not a bit better than a Rumford, 
Bunsen, Joly, or any of the simpler forms of photometer. 

The first requisite for the photometry of arc lamps is 
plenty of room, especially when the measurements are made 
with the lamps running under working conditions—that-is, 
with . globe and reflector on; for in assuming that the 
illumination varies inversely as the square of the distance 
from the source of light, we are assuming that the light 
emanates from a point, and so must take care that all our 
measurements are made at distances from the source which 
are great compared with its linear dimensions. Apart from 
this, however, the great power of the light, compared with 
any ordinary standard, makes it necessary to use a long 
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Fra. 2.—ELEv. aS SEEN FROM PHOTOMETER. 


photometer bench, in order that one may not be obliged to 
work too near to the standard, whose size will render untrue 
the law of inverse squares; besides, a given error in the 
reading will make a much larger error in the candle-power, 
when the bench is short, than would be the case if it were 
longer. Furthermore, the tests are made more easily and 
more accurately when the illumination of the photometer is 
moderate in amount than when the eye is highly stimulated 
by excessive brightness. A deficiency in the length of the 
photometer room can to some extent; be made up in width, 
since it is necessary to turn the path of the light from the. 
arc through a right angle by means of a mirror, and there is 
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litle objection to having 6 or 8 feet of 
the path on the lamp side of the mirror; 
the room, however, must, in this case, 
be high enough to allow the are to be 
raised this 6 or 8 feet above the mirror. 
If the room is a long one (say, 10 or 
12 yards), it is better to arrange that 
the are shall be about 2 feet 6 inches 
from the mirror—just. so far, in fact, 
that there is no difficulty in screening off 
all the direct light of the lamp from the 
photometer without cutting off any re- 
flected light. There is some advantage 
to be gained by always keeping this dis- 
tance the same, as we can then mark 


the bench so as to read distances from 


the are directly. A passage 6 or 8 feet 
wide, 12 feet high, and 12 yards or so 
long, will make an excellent photometer 
mom. The walls and ceilings (and es- 
pecially the end walls) should be dull 
black in colour, an effect easily produced 
by means of a wash of vegetable black 
and size, "The photometer bench, screens, 
&c., should also be painted dull black. 

: E arrangement of appa- 
tatus 18 as shown in figs. 1 and 2. 

The lamp must be so slung that it can 
be moved in a circle about the mirror. 
lt may be given a vertical motion by 
means of a rope and pulley, and a hori- 


utal опе by hanging the pulley from a 


trolley running on a horizontal rod placed 
bear the ceiling, parallel to the end wall, 
and at a distance from it equal to that 
of the centre of the mirror. The rope 


giving the vertical motion should have 
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its free end attached to the lamp rather 
than to the wall, as this renders the two 
motions dependent on one another. The 
arrangements for moving the arc are 
shown in fig. 2. The lamp can be placed 
roughly in position by eye, and a finer 
adjustment then made by means of 
sighting tubes, one—a movable one— 
looking along the bench on a level with 
the centre of the mirror, and another, at 
the same height, passing through the 
screen, B (fig. 1), as at 8 T ; this should 
look at the correct position of the rc- 
flected image of the arc. The position 
of the lamp is adjusted until the image of 
the are is seen through both tubes, 


( То be continued, ) 


THE A.E.G. 3,000-KILOWATT 
ALTERNATOR AT THE 
PARIS EXHIBITION. 


Wk give herewith an illustration of the 
large three-phase alternator which the 
Allgemeine Elektricitiits Gesellschaft are 
exhibiting in the German annexe of the 
Paris Exhibition, The machine gives 
3,000 Kw. when running at 83 revolu- 
tions per minute, the frequency being 100 
per second. The fly-wheel is 7:4 metres 
diameter, and has 72 poles, which are 
laminated and held in position by cotter 
keys as described in Mr. E. K. Scott's 
article in the ELECTRICAL REVIEW for 
May 4th, 1900. 

The diameter of the armature is 8:6 
metres, and its weight 80,000 kg. The 
fly-wheel and poles, &c., weigh 70,000 kg., 
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Figs. 2 & 3. 
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and the bedplate 10,000 kg., making a total weight of 
160,000 kg. 

Special wagons had to be employed to transport the 
machine to Paris, the armature and the fly-wheel being 
each divisible in four sections. Figs. 2 and 8 show fly- 
wheel sections on their way. The machine is for the Berliner 
Elektricitiits-Werke, and will be driven by a horizontal four- 
cylinder triple-expansion engine. 


THE FIRST SUBMARINE CABLE.” 


Bx W. F. BRADSHAW, Jrx. 


THE first successful application of submarine telegraphy 
undoubtedly was due to Cyrus W. Field, of New York. 
But the idea and the first practical application of it, as Mr. 


A PORTION OF THE FIRST SUBMARINE CABLE. 


Field himself has, generously acknowledged, must be credited 
to, John Boyd Slecth, a Tennessee River steamboat captain. 
Captain Sleeth was born at Allegheny, Pa., November 
21st, 1826, and died at Paducah, Ky., March 12th, 1895. 
For several years he was on one of the old “ broadbow " 
boats that plied on the Mississippi and Ohio Rivers. Then 
he settled at Paducah, and in 1845 was in the employ of 
Mr. Tal Shafner, who had charge of the telegraph line at 
Paducah, which connected St. Louis and Nashville. The 
Ohio, at Paducah, is something over a mile in width, that 
being the point of its confluence with the Tennessee. The 
rivers meet at an acute angle, and the backbone ridge 
between them breaks opposite the city into two islands. It 
was by means of one of these islands that Mr. Shafner found 
it possible to run his line across both rivers. He erected 
tall staffs, one on the Kentucky shore at Paducah, another 
on the islands, and a third on the Illinois shore. "The wires 
of the line across the Ohio at Paducah were strung upon 
lofty poles high above the stacks of passing steamers, which 
cleared the line in low water seasons, but struck the sagging 
wires and tore them down when the rivers rose. Great 
difficulty was experienced in keeping the wires sufficiently 
high and taut to avoid such accidents. Young Sleeth knew 
something of the principles of insulation, and the idea of 
laying an insulated wire across the river bed occurred to 
him. His idea was received with some scepticism by Mr. 
Shafner until he proved its feasibility by experiment. 
About a year later the local management consented to let 
him make the experiment of running an insulated wire 
across the river. The work of insulating the wire was slow 
and uncertain ; little was known about insulating materials, 
and the workmen were “day” labourers, entirely ignorant 
of the nature of the task, who had to be watched incessantly. 
One of the eye witnesses, Captain Wes Cooksey, has given 
the following description of the manufacture of the first sub- 
marine cable :— 

The wire chosen for use as the cable proper, one strand, 
was stretched along the float and wrapped first with 
canvas, such as was then used for roofing steamers. 
The canvas had been soaked thoroughly in hot pine tar 
pitch. — The covering process was continued until the 
wire was about half an inch in diameter and then it was 
guarded by a wire of a slightly smaller size, this being 
placed parallel, as is now the custom. It was then wrapped 
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some difficulty and required several days. 


by loose coil with another "wire of the same size. The 
number of wires laid parallel to the cable outside of the 
canvas insulation was 18. "The cable was made in sections, 
which were joined before being laid. Just how long it took 
to complete the insulation is not known, but it was several 
months. The cable was over a mile long, and when laid 
was reeled off from the end of a large **broadbow " boat in 
tow of a steam craft. The work of laying was attended with 
The first test. was 
very successful, and the wires worked admirably for several 
weeks ; then the pitch insulation, of course, became water- 
soaked and the cable began to “stick,” as the operators say, 
and was soon abandoned as worthless. But the idea had 
proven practicable, provided a better insulation could be 
found. Some months later Mr. Field sent a representative 
to Paducah to see Mr. Sleeth. An offer was made him to 
continue his investigations, and form a partnership. Mr. 
Sleeth was then in very moderate circumstances and had to 
decline the offer. The local management went back to the 
overhead wire, and the unsuccessful cable was soon forgotten. 
Mr. Sleeth returned to boating, and was soon 
after made captain of a Tennessee River steamer. 
He fought through the civil war in the Con- 
federate service under General Roddy, and came 
outa captain. After the war he went back to 
the river. Strange to say, he never patented 
his cable, or made any attempt to do so, but 
abandoned it entirely after the first failure. 
Mr. Robert Sleeth, of Pittsburg, Penn., wrote 
to Mr. Field in 1891, asking him about the 
truth of the report of his having sent a repre- 
sentative to see the captain, Mr. Sleeth's brother, 
and discuss the idea of an insulated cable. Mr. 
Sleeth has the letter Mr. Field wrote in reply, 
acknowledging the facts as stated. 

About three years ago the end of the cable was found on 
the Kentucky side of the Ohio River, during the low water 
in August, and the accompanying illustration is a photo- 
graphic reproduction of a piece filed off and now in the 
possession. of Mr. James B. Sleeth, of Paducah, son of 
Captain Sleeth. 


‘ARRANGEMENT INTENDED TO PREVENT 
THE INTERCEPTION OF DESPATCHES 
IN WIRELESS TELEGRAPHY. 


Br Dr. D. TOMMASI. 


We know that wireless telegraphy is open to the objection 
that it does not ensure secrecy in the messages sent, since 
any receiving apparatus placed within the zone of action of 
the electrical waves enfitted by the transmitting apparatus 
may be influenced by them, and can consequently intercept 


the messages sent. 


The object of the arrangement that I have designed is to 
prevent a message sent out by the transmitting apparatus of 
a telegraph station from being deciphered by a receiving 
apparatus placed at an intermediate point. 

My invention is based on the fact that the distance to 
which the electric waves can extend varies according to 
whether the two metallic spheres of the oscillator are near 
together or not. 

It follows, therefore, that bv suitably varying the distance 
between the two spheres, f.e., by increasing or diminishing 
the length of the spark of the oscillator, we can regulate 
pretty accurately the distance which the electric waves will 
have to cross in order to reach the receiving station of the 
line. 

My arrangement consists in principle in combining the 
transmitter of the overhead line, which I will call 4, with 
a second transmitter, a’, the manipulator of which, however 
it may be worked, sends out long and short emissions, which 
mingle with those of the transmitter, A, and the oscillator 
of which is so regulated that the zone of action of the 
waves sent out by the transmitter, A', extends to à 
distance slightly less than that for which the oscillator of 
the transmitter, A, has been regulated. 
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Under these conditions the electric waves generated by 
the transmitters, A and A’, are so blended with one another 
that any receiving apparatus placed within the aone of 
ection of a’, would only receive a confused quantity of dots 


and dashes from which it would be utterly impossible to 


eliminate the signals sent out by the transmitter A. 

It will, therefore, only be possible to receive the signals 
wnt out by the transmitter д, outside the zone of action of 
the transmitter 4’. The more nearly the zone of action of 
the transmitter a’, corresponds with that of the transmitter 
à, the greater will be the security from interception. In 
omer to obtain still greater immunity, we could combine 


with the actual transmitter, A, of the line several trans- . 


, "t 


mier А, AUS AUS. regulated for various 
distances, 

As shown in the accompanying figure the complete 
telegraphic apparatus comprises a transmitting station A, 
and a receiving station B. 


The station, A, which eonstitutestheactual transmitter, con- 
sss of an induction coil а, on the primary circuit of which аге 
introduced the interrupter b, and the manipulator e, whilst 
the secondary circuit ends at the terminals of the oscillator 
4, which. communicates with the earth, and is connected 
with the mast e. 

This station, A, contains besides a second transmitting 
apparatus 4’, consisting of the same elements as the first, i.e., 
of an induction coil a’, with an interrupter b, a manipulator 
^, and an oscillator d, connected like the first with the 
mast e, | | 

In this second transmitting apparatus the manipulator, “, 
may be worked in any manner whatever, either by hand or 
mechanically, so as to send out at random long and short 
mals which will mingle with the signals transmitted by 
the manipulator r. 

The manipulator of the second transmitter, A’, can also be 
kept lowered during the whole duration of the transmission 
(f the message by the real transmitter, A, so that any 
receiver placed within the zone of action of the second trans- 
mitter, 4’, will merely register a single continuous line. The 
space between the spheres of the oscillators, d, is regulated so 
that the electric waves sent out by this apparatus will reach 
the receiving station В; but on the contrary, that of the 
spheres of the oscillator, a’, is arranged so that the zone of 
ation of the electric waves sent out by the latter shall be 
slightly smaller than that of the waves sent out by the trans- 
mitter of the actual oscillator a. Under these conditions, 
апу receiver placed within the zone of action of the second 
transmitter can only collect, as has already been said, a series 
of dots and dashes from which the signals of the actual 
iranamitter, A, cannot be deciphered. 

The receiving station consists as usual of a receiving mast 
J. similar to the mast e, connected with a coherer, g, the 
"vtrodes of which are connected, one to earth and the other 
with a eirenit passing through a battery, A, and a polarised 
relay, i, the function of which, when the coherer, g, is rendered 
condnctive by the action of the electrical waves, is to close 
the circuit of a local battery, J, working a registering 


receiving apparatus, Ё, and the electric clapper, J, which is 
intended to bring the coherer back immediately to its 
_ original resistance. 


CORRESPONDENCE. 


Electrical Engineering in the Navy. 


With reference to various opinions of the efficiency of the 
Navy published lately in your columns, and in which I have 
been greatly interested, I shall esteem it a favour if you can 
find space for the following : — 

Having had the advantage of the experience of 10 years 
in the electrical branches of the Navy, and since, 10 years 
with several firms of electrical contractors, [ feel sure that 
a fair view from both sides of the question will help to 
explain away many of the apparent objections to both the 
Naval arguments, and those of the electrical engineer. I 
quite agree with “К. T. I. C." that there is a very large 
amount of room for improvements by the Admiralty in 
things electrical, and that it is sorely needed, but, so far, it 
appears to me that those who write, have each written as 
from their own standpoint, without any consideration for the 
opposite sides, conditions or circumstances. 

I mean that the electrical engineer of feria firma can 
know nothing whatever of the naval electrician, nor can the 
naval electrician know anything of the electrical engineer, 
except from hearsay. 

It is quite evident that R. T. I. C.“ has had very little 
experience of life on board a man-of-war, either as an 
electrician or otherwise, for his remarks have been the out- 
come of wrongly given information which he has relied 
upon. 

The efficiency of the Navy from his point of view is 
much lower than zero, but I would strongly recommend him 
to pay a visit to our electrical training depóts, where he will 
find that everything that can possibly be acquired for the 
complete study of electricity in «a/l its uses has been pro- 
vided, and that some thousands (not hundreds) of officers 
and men pass through these schools annually, and are kept 
up to date, the scheme costing enormous sums to carry 
through, and many of the electrical engineers I have come 
in contact with have not had half the training or oppor- 
tunities that our so-called “common seaman” has within 
his grasp, should he wish to tackle the profession and become 
either a seafaring, competent electrician, or even a scientific 
scholar. The days of seafaring ignorance are passed, almost 
every individual man being a fair scholar, &c. 

It would be well if “R. T. I. C." were to take a turn rout d 
some of the electrically equipped vessels and make поё. 
when it will surprise him to find not only the leading torped: 
man, whom he deplores, able to attend to things electrical, 1. 
that quite two-thirds of the whole ship's company are con 
petent electricians, quite capable of all the duties that may b 
put upon them. 

The root of the matter lately discussed by correspondens 
appears to be—who ought to be in charge of things electrical 
viz., the engineer, or the executive or “seamen,” ак Г prefe 
to put it ? 

I honestly admit that it is impossible to separate electricity 
from engineering, and that the term electrical engineer is 
quite proper and in accordance with the profession, but 
nevertheless, the engineer does not necessarily require to 
know electricity to run a dynamo coupled direct to the 
engine, nor does the electrician require to know engineering 
to handle electricity, and where vou have these two 
professions provided, of a necessity, for obvious reasons, 
then it must be admitted that a limit must be put upon 
the extent of the domain or duties of each. 

The question then is, / Here 

Now, in the Navy it happens to be at the terminals of 
the dynamo; on terra firma it happens to be at either the 
lubricators or shafting. 

According to “R. T. I. C.,“ the engineer wants to 
encroach further, to the switchboard, then the fuses, and 
then further still, even to the motors, until he has all 
there is electrical, Now this is wrong, as I will point out, 
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Can *R. T. I. C." show me any electrical plant of 
importance where the engine driver and stokers look after 
the switchboard, dynamos and circuits, &c. ?  . 

If 80, cannot corporations reduce their staff salaries con- 
siderably by engaging such men? 

It is just as absurd to make the naval engineer the 
electrician, as it is to make the engine driver of a Cor- 
poration plant responsible for the street mains and junction 
boxes, &c. | 

In fact, it is more absurd to do so, for a Corporation 
might possibly manage such a system, but the Navy could 
never do so. 

Let me ask a few questions of “ R. T. I. C." 

1. Would it be correct to call up the engineers and 
stokers (there are very few engineer officers alone, and my 
remarks refer to officers and men) to fit up and man the 
ship’s boats with the electrical apparatus used, and leave the 
ship and proceed to destroy the enemy's mine field, and 
finally blow np the forts and enable our fleet to enter the 
harbour ? "Who is to attend to the engines and boilers when 
one reflects that this operation often takes from 40 to 80 


men to perform it? Surely “К. T. I. C." would not pro- 


pose to put the seamen below and send the non-seamen 
afloat when they know nothing of seamanship ? 

2. If fortifying a harbour against attack, who should lay 
the submarine mines, booms, telephones, telegraph, land 
mines, searchlights, &c., this operation taking something 
like 150 men to do quickly and expeditiously ? Surely not 
engineers and stokers, who should keep fires banked or 
steam up for 10 knots, say ? 

3. When on a voyage from place to place, or cruising, 
chasing, &c., in the tropics, who can keep in working order 
and maintain such as the light circuits, telephone, tele- 
graph, torpedo and gun circuits, testing of batteries, 
lightning conductors, the fitting of gun tubes, and many 
more duties, which the electrical staff can hardly manage 
now although there areso many of them to doit. How could 
the engineering staff manage this when already we hear that 
they have often to work in three watches, and complain of 
overwork and under pay ? 

4, and lastly. In action, would it be correct to call up the 
engineers and stokers to attend and prepare the mines, 
circuits, search lights, dynamos, switchboards, outrigger 
boats and boom charges, &c. Surely this state of affairs 
would warrant the chief or fleet engineer to man the bridge 
and ask the admiral and his juniors to retire to the engine 
room and ** sfoke up " for full speed. Surely, from these few 
illustrations, the results are obvious, and it may interest 
“ К. T. I. C." that these matters have been well considered 
before its adoption, and that his endeavours must be to 
encourage the engineer to stand firm to his calling, remem- 
bering that as much glory comes to him below as to those 
above if he stand firm to his guns (I mean engines). 

With reference to some questions that “ R. T. I. C." 
wishes answered, I would like to point out that the motto 
of the Navy is, that © silence is golden," and I fully believe 
in it; not so much that they do not wish our nation to know, 
but because they specially wish to keep it from other nations, 
and, with this in view, I shall only answer very briefly and 
cautiously. 

«R.T. I. C.'s“ opinion of the abilities of a torpedo 
lieutenant are very poor; in fact, I ought to say, “insulting.” 
I should like to see *R. T. I. C." in command of 
8 few hundred men laying cables, &c., in à mountainous sea, 
and the dirtiest of weather, small boats, and perhaps under 
gun fire, this being vastly different to installations in country 
mansions or central stations. 

With reference to the remarks on the joints adopted, 
and the carelessness apparent, I can only say that 
„R. T. I. C.“ доев not appear to know of any other 
joint, nor does he know the use, or reason for same, yet 
should this joint happen to be the cause of a great victory 
in time of war, he would wonder at his attitude towards it 
now. 

But even this joint requires art to make properly, and 
far surpasses the joints made by wiremen and passed by 
electrical engingers on shore. 

Re instruments used, © R. T. I. C." must look up some more 
information*on warships and war, and he may then discover 
the special advantages of the instruments used in preference 


facts later on as to the working at Darwen. 


to those suggested by him. Although, for the work he 
engeeate, I agree that the Evershed is excellent, but nothing 
else. 

His comparison of the P. and O. service is very weak, for 
the one is designed for every comfort and luxury, while the 
other is designed especially for war in as little compass as 
possible, and as for engaging electricians, it is absurd when 
there are already nearly two-thirds electricians. 

With reference to his quotation about the switchboard 
fuses and sub-circuits, that, again, shows his want of infor- 
mation upon the subject; but I cannot afford to give him 
any explanation as it would be at once public, and, no doubt, 
largely used on shore for similar purposes. 

In conclusion, allow me to advise В, T. I. C." to take a 
turn himself, or put his sons in the Navy and train them up 
for electrical engineers, and not to reflect upon the 
conditions apparent, but rather upon conditions real, 
when he will find that our first line of defence is really 
absolutely unique, but strictly private to the inquisitive 
turn of mind. Rest assured that just as the navvy 
with his pick and shovel can clean or repair a 
chronometer, so can “R. T. I. C." teach the torpedo 
lieutenants to do their duty to their Queen and 
country, 

By One Who Has Served. 


The Towns’ Refuse Problem. 


A famous divine once electrified his congregation by 
giving out as his text the words, * Hang all the law and the 
prophets.” 

It is quite true that these words are to be found in the 
Bible, but the context puts quite a different complexion 
upon the meaning which these words, unsupported, would 
naturally convey. The intention of the sermon was to point 
out how mischievous incomplete quotations may become. 

I commend this anecdote to the careful consideration of 


 Messrs. Goodrich and Clegg. The former makes gratuitous 


assertions, thereby putting words into my mouth, and seeks 
to support his statements by personal amenities. The latter 
suggests that my article was a sweeping criticism of des- 
tructors generally, and hopes to be able to give me some 
The italics are 
Mr. Clegg’s, but I don’t think he quite realises what they 
might imply. 

As some misconception may have arisen in the minds of 
your readers owing to the manner in which portions of my 
article have been quoted, I may just say that my article was 
designed to counteract the mischievous effects of the extra- 
vagant claims made by interested parties for the value and 
reliability of refuse as a fuel generally, and to bring into 
prominence the serious nature of the problem of towns’ 
refuse disposal, and urge the burning of all refuse in properly 
designed incinerators as the only satisfactory solution. 

I ama strong advocate of the introduction of refuse 
destructors in every town and village throughout the king- 
dom on sanitary grounds, but I take up the position that 
the destructor should be regarded essentially as a means of 
rapidly and completely cremating—not merely such portion 
of the refuse of a town as may possess a good percentage of 
carbonaceous matter—but all refuse; street sweepings, 
everything as it comes in the cart. The utilisation of the 
heat of combustion should be a secondary consideration, and, 
in every sense, made subordinate to the true functions of a 
refuse destructor. | 

There is nothing in my article which is inconsistent with 
such results as appear to be obtained at Darwen; but what I 
emphatically insist upon is that to refer to such results as 
being below the average of what may be expected from 
towns’ refuse is, in the highest degree, misleading. 

With reference to Mr. Watson’s letter, I may take this 
opportunity of paying my tribute of praise to his untiring 
energy and zeal in connection with the introduction of refuse 
destructors. His work, in itself of a difficult. nature, has 
been rendered doubly so by the ill-advised utterances of 
more or less responsible engineers as to the value and 
reliability of refuse as a fuel. | 

Mr. Watson has always taken up an honest and straight- 
forward attitude in this connection, and while he, I think, 
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differs from me to n slight extent us to the evaporation which 
mivht reusonably be expected from towns’ refuse in general, I 
feel quite sore that be will be with me in joining issue with 
Mr. Goodrich, or with anyone else who may assert that refuse 
which is capable of evaporating 1:62 lbs. of water per lb. 
fran and ut 212° F. is below the “average” quality of 
refuse. 
The Writer of the Article. 


The “ Brighton ” System. 
With apologies to the Reason Manufacturing Company. 


lno one of two adjacent towns on the Italian 
Riviers that have electric light, was recently introduced 
the “Brighton” system of. charging. 
immediate success, but the "*tit-bit" of popularity came 
fmm the adjoining town. The tale of its success had 
wandered there, and an old lady, who had the electric light 
in her house, heard of it; she first pondered, then after 
minutely examining her light that evening, took the train 
aver next day, quite determined in her mind to obtain the 
Mein at all costs. 

She came to the office, and this is what she said to the 
manager : I live at X, and have the electric light in my 
lease: bat I have heard that you have introduced a system 
for * Brighton-ing' the light: I should be so grateful if 
уоп would start it in my town." | 

Perhaps Mr. Wright will now invent a patent Booster- 
Indicator, во as to meet the dear lady's desires. 

Í S. L. F. 


Eleetro-motors. 


[am somewhat surprised at the remarks made by Mr. 
Knight re maintenance of electric motors. Ist. He says 
tmt his experience has been that cheap motors properly 
trated run as well and are as easily maintained as more 
espensive ones. ' 

What does Mr. Knight mean by cheap motors? Does he 
mean motors jerry-built ? By jerry-built I mean motors 
with no guarantee as regards efficiency or heating, and 
insulated with paper, tape, or other cheap substitutes for 
mica, Or does he mean motors built by makers having no 
meat name, and yet quite equal to, and perhaps, I may say, 
letter than some made by makers with a great name, and 
charging a great price? If the latter, I can quite agree with 
him. I have been connected with the manufacture of dynamos 
and motors for 22 years, and I have found motors in different 
parts of the country, made by small firms with a practical 
man at the head, doing remarkably well, and others made by 
established firms with plenty of capital, running shockingly. 
Mr. Knight goes on to say that he knows a cheap motor 
doing a varying load, changing snddenly from nothing to 
fall load, and looked after by a skilled man, which has run 
four years and never cost a penny, except for new brushes, 
and has never had a file on the commutator. 

This I consider no great performance. I can show the 
mner several motors running on the corporation mains, 
made by my own people, that have been running electric 
canes and hoists for wool for five years, and have not even 
som the first pair of brushes out yet, and by the appear- 
ance of the brushes they can still ran another five years; 
Ux owners have no skilled man but an ordinary warehouse- 
man, who cleans and oils the motors perhaps once a month. 
These motors have a guaranteed efficiency of 85 per cent. at 
full load, and do not heat above 75° F. above the surrounding 
ur. [look upon a motor as a machine that must not require 
any skilled man's attention. It must be such that when kept 
ckan and oiled it is capable of doing its work well and 
tonomically, As regards its economy of consumption, 
vhen runuing off the mains of the Corporation at 1d. per 
unit, 16 can only just hold its own against the gas engine 
mamng constantly and with an equal amount of work, but 
the: total advantage gained is the following :— 

Mart immediately, no waiting, can be overloaded even up 
w W per cent. for a short time without injury, occupy 
quarter the floor space or even be fixed on wall or ceiling, 
геүшге only one pint of oil per week, less cost for in- 
ue and perfotly steady running. 


It proved un 


I notice Mr. Knight says the brushes must be kept 
trimmed and carefully adjusted. This I consider is the 
maker's work and not the buyer's, and when once fixed and 
bedded the brushes should never be removed until worn out, 
thus requiring no trimming, they having a radial feed for 
taking up the wear. To sum up, I take it that Mr. Knight 
is taking up his stand for skilled men, or motors with a great 
name—-hence a great price. 

I do not agree with him in either of the above, because I 
know that motors properly made, both mechanically and 
electrically, with guaranteed heating and efficiency, can be 
purchased very reasonably (without going to the more 
expensive makers) and then work without any skilled 
mau near them ; in fact, better without the interference, the 
only attention required being cleaning, say, once a week, 
which could easily be done in 10 minutes, and the oil run 
out of the well aud fresh put in. 

The motor can then be started in 30 seconds by an 
ordinary child by just throwing over the lever in the case 
of a liquid starter, or by traversing a lever over some eight 
or 10 studs in a dry starter, and I may say my people have 
fixed and connected to the Bradford mains some 28 motors 
without any skilled menu attending them, and have never 
heard one single individual say he wished he had his gas 
engine back again, but on the contrary, wished he had tried 
them sooner. The greatest difficulty we have is getting them to 
believe our statement. In fact, to overcome this difficulty we 
consented to instal any one free of charge in order to test its 
superiority over gas, water, or steam. 

In conclusion, I should like to say that I agree with Mr, 
Prussman, that there is not a really good motor starter on 
the market. 

And motors frequently get blamed for the failings of the 
starter. We find nothing better for starting motors in the 
top floors from any floor beneath than the wet starter, but 
this has the drawback of requiring attention at least once a 
fortnight; but for starting one in the same room—the wire 
resistance is better. Perhaps the reader might say why don't 
we try to improve them if we know what is wanted, but we 
leave that part to makers who do nothing else, our specialty 
being the production of the ideal motor. 

I trust the above remarks will be of advantage te some of 
your readers, 


Boro Mills, Bradford. 
July 9th, 1900. 


A. J. Harris. 


LEGAL. 


THE CORPORATION OF HYDE v. OLDHAM, ASHTON, AND HYDE 
ELECTRIC TRAMWAY COMPANY. 


In the Court of Appeal composed of Lord Justices Smith, Williams, 
aud Romer, the case of the Corporation of Hyde v. the Oldham, 
Ashton, and Hyde Electric Tramway Company, the British Electric 
Traction Company, the British Thomson-Houston Company, and the 
British Insulated Wire Company, came on for hearing on Wednes- 
day and Thursday last week. It was an appeal from the decision of 
Mr. Justice Grantham. Plaintiffs claimed an injunction restraining 
the defendants from breaking open the footways in certain main 
thoroughfares of the Borough of Hyde and laying electric cables 
thereunder for the purpose of working tramways which the 
defendants had constructed. The learned Judge granted the injunc- 
tion, and awarded plaintiffs £100 damages. Against this the 
defendants now appeal. 

Mr. Cripps, Q.C., and Mr. B. Dennis appeared for the appellants, 
and Mr. Macmorran, Q.C., and Mr. Sutton for the respondents. 

Mr. Cripps stated that under the Tramways Orders Confirmation 
Act of 1896, Oldham, Ashton-under-Lyne, and Hyde District, the 
British Electric Traction Company were authorised to construct the 
tramways in question. The Oldham, Ashton and Hyde Com- 
pany were their successors. The other defendants were the 
coutractors employed to do the work. The plan for the construc- 
tion of the tramways authorised by the Board of Trade, under 
Section 24 of the Act of 1896, involved the laying down of cables 
or feeders under the footways of the streets traversed. Disconnect- 
ing stations were authorised to be erected on the kerbs aud the 
pavement at intervals of between 4 and 4 mile by means of which 
the electric current might be disconnected from any section of the 
overhead wire. In July, 1898, the plaintiffs received notice from the 
defendants of their intention to open up the ground of the streets 
along which the tramway was to pass for the purpose of laying the 
electric supply maius, &c. The defendants had undertaken to pay 
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£500 towards the cost of widening certain streets. Plaintiffs, how- 
ever, declined to allow feeders to be laid under the footway unless 
defendants agreed to pay a further £500 towards widening the 
streets. The defendants declined to pay any more, and claimed to 
be entitled to lay feeders under the footways without the plaintiffs 
consent by virtue of Sections 3 and 26 of the Tramways Act, 1870. 

Lord Justice SMITH : I understand that the Corporation of Hyde 
say “you can only put the wires under the roadway." You say you 
can put them under the roadway plus the footway. 

Mr. Cripps: Yes. The Corporation of Hyde said, We don't 
want to raise any question about that if you pay us another £500.” 
My contention is that the defendants have a right to do it. I also 
say that if we did it wrongfully the plaintiffs are not entitled to an 

“injunction, and that there ought to be no damages. Those are the 
two points I have to argue. Proceeding to argue these points, the 
learned counsel said that the term “road,” it was contended in the 
Court below, was not limited to the carriage way. What the 
defendants did was to put certain pillars or posts which were 
necessary to carry out the obligation of working the tramway 
imposed by the Board of Trade on the footway. That the 
defendants were entitled to do. The defendants had to connect 
their wires with those posts, which was an essential part of their 
system. Therefore to a certain extent they had undoubtedly to 
carry their wires under the footway, as otherwise they could not 
have connected them with the posts. 

Lord Justice WILLIAMS: It scems to me by necessary implication 
here, you have to construct overhead " as being underground.” 

Mr. Cripps replied that it had to be done in connection with the 
overhead system. There was no contest on that point; hat in 
order to have an overhead system you had to have underground 
feeders. 

Lord Justice Комен agreed, but did not see why the feeders 
should not be placed under the roadway. 

Mr. MacMORRAN interposed that the posts were on the kerbs, and 
to that the plaintiffs did not object. But they did object to the 
wires remaining under the footpath, as it was constantly necessary 
for the defendants to take up the footway for the purpose of repair- 
ing them That involved a continual disturbance. The plaintiffs 
did not object to the wires being under the roadway, but urged that 
there was no reason why there should be underground wires under 
the footway at all. 


Mr. Cripps: What is really the case here is, that the Board of | 


Trade have made these underground feeders an essential part of the 
defendants’ system of electric tramway. 

Lord Justice SMITH pointed out that that was not necessarily 
under the footpath. 

Mr. Cuipps replied that you must go under the footway to some 
extent in ordér to get at the posts. His friend's case was, that thc 
defendants must show that they bad power to do it. His submission 
was that, having regard to the requirements of the Board of Trade, 
nud the fact that the posts with which the underground feeders 
must be connected being on the footway, the defendants could not 
avoid laying down these feeders for the overhead electric wire 
system in connection with the electric tramway traction. The learned 
counsel proceeded to deal with the statutes and the cases bearing on 
the subject. The House of Lords, counsel reminded the Court, had 
affirmed the principle that the subsoil was not vested in the local 
authority. They had no interest beyond that of the surface or 
artificial pavement. The subsoil was not a portion of the Corpora- 
tion property. In this case the plaintiffs were not therefore entitled 
toa mandatory injunction. Defendants were entitled to continue 
where they were. They were not trespassers as the soil was not the 
. plaintiffs. They had equally as much right to put their feeders 
there as the plaintiffs had to put gas pipes there. If anyone objected 
it must be the owner of the subsoil. ere was no suggestion that 
the defendants were interfering with any rights of the plaintiffs. 

Mr. BagTLEY DENNIS continued the argument. He submitted 
that if the injunction were granted it would be to the injury of the 
plaintiffs. Admitting that the defendants were wrong and had to 
alter the system and put up overhead wires, that would be an 
eyesore to the public and an injury to the plaintiffs. Were the 
plaintiffs and the public to be injured simply because the former 
might have a bare legal right ? 

Lord Justice SMrTH observed that it was for the plaintiffs to judge 
of that. It was a novel point to suggest that the Court should not 
grant an injunction, to which the plaintiffs were entitled, because 
they were so blind that they could not see it was to their injury. 

Mr. DENNIS said it was for the Court to consider what the effect 
would be of grautiug an injunction. He submitted in any case that 
the circumstances here were not such as to warrant an injunction 
being granted. 

Dons calling on the other side, their LorpsHIps gave judg- 
ment. 

Lord Justice SwrTH said this was an action by the Corporation of 
Hyde, who stated that they were the surveyors of highways in that 
borough, against the Hyde Electric Tramway Company for having 
broken up the footpath in their borough, and laid what he would 
call electric feeders underneath the footpath. Plaintiffs also stated 
that the defendants did this in spite of the protest of the plaintiff 
Corporation. That was proved. Defendants, however, claimed the 


right to keep and continue the electrical wires under the footways. ` 


They justified their acts under a provisional order aud under the 
Tramways Act of 1870. The real point in the dispute was this:— 
Could the Tramway Company justify breaking up the footway 
and putting in an electric fceder along the footway under 
the Tramways Act of 1870 and the Order in Council? 
His brother Grantham had found they could not. He was 
of opinion that the learned Judge was right in his finding. 
It was now conceded that the Tramways Act of 1870 did not apply 
to this case at all. The Tramways Act only applied to laying rond 


tramways, and justified laying down tramlines in roadways. He 
could not see that it had any application to laying down electric 
feeders under the footpath. hen they came to the Order in 
Council. The defendants justified their conduct under that Order. 
One graph in that Order in particular was relied upon by 
the defendants as giving them power to lay electric feeders 
or cables along and underneath the footways of the borough. 
Did it? The paragraph stated that under the provisions of this 
Order the promoters, which in this case was the Electric Tramway 
Company, might place and maintain on any street or road in which 
any of the tramways might be laid such posts and overhead wires 
as might be necessary for working such tramways. What was the 
meaning there? Was that authority to lay down a cable or electric 
feeder underneath the soil, or was it power to lay down something 
overhead and above the soil? He could not read it as meaning any- 
thing other than that such posts and overhead electric wires. Mr. 
Cripps had argued that in order to do this it was necessary to 
lay wires underneath, although Section 20 only gave justification for 
laying down such posts or electric overhead wires. Because the 
company found it. necessary to lay these underground wires, you 
were to read overhead wires into laying underneath wires. He had 
never heard such a way of construing an order in council. He could 
not read any justification for it in tke order, or in the Tramways Act 
of 1870, to justify the electric tramway company for doing what 
they had done against the will of the plaintiffs. The plaintiffs 
brought an action, and what happened? Plaintiffs proved they 
were surveyors of highways, and the defendant company had been 
pulling up their footpaths and doing damage. The learned judge 
awarded £100 damages. He did not hear of any complaint against 
what he would call, in legal phrase, the damages for the “ trespass " 
the defendants had committed. But the plaintiffs said they wauted 
something more. "They said that the defendants threatened to do, 
and iusisted on doing, what they had done before, namely, to lay 
wires underneath the footpath. The Corporation wanted that to be 
stopped. Accordingly, Mr. Justice Grantham granted an injunction. 
Mr. Cripps, for the electric company, contended that the learned 
judge could not grant an injuuction, because the work was com- 
pleted, aud it was too late. But this was not a case in which the 
Corporation had stood by and done nothing, and allowed the company 
to go on and execute their work at expense to themselves. This 
was а case in which the evidence showed that in spite of the 
objection of the Corporation of Hyde, the company went on and 
persisted in laying down the cable under the footway. It was not 
too late for the Corporation to ask for an injunction. Mr. Dennis 
had said the injunction would do more harm than good, and that the 
public authority ought to know that. If the plaintiffs knew what 
was good for them, they would not ask for it. That was a novel 
view. But why were not the plaintiffs entitled to have the 
defendants stopped? He thought they were. Mr. Justice 
Grantham's decision was right, and his judgment must be affirmed. 

Lord Justices WILLIAMS and ROMER agreed, and the appeal was 
dismissed with costs. 


JOSEPH v. WILLIAMSON & JOSEPH, LIMITED. 


In the Chancery Division of the High Court of Justice on Saturday, 
this case came before Mr. Justice Cozens-Hardy as a short cause on 
motion for judgment. Counsel said that it was a debenture holder's 
action, and the plaintiff was the holder of second mortgage 
debentures suing on behalf of herself and other debentiire holders 
of the same issue. The second defendants were the Law and Trust 
Guarantee and Trust Society, the trustees of a trust deed for 
securing. the first mortgage debentures. The company were 
electrical engineers of Canonbury. Minutes had been agreed to 
by all the parties in the usual form, taking a declaration of 
charge and the usual inquiries. The company was being wound up 
under a supervision order of the Court. Mr. Justice Cozens-Hardy 
made the order as asked. 


RiveR PLATE ELECTRIC LIGHT AND TRACTION Company, LIMITED. 


In the Chancery Division of the High Court of Justice on Tuesday, 
July 10th, Mr. Justice Cozens-Hardy allowed the petition of Glyn, 
Mills, Currie & Co. for the winding tip of this company to stand over 
until next sittings. Counsel stated that a gentleman was arfiving 
at Buenos Ayres who had been sent out to investigate affairs. This 
gentleman's report was expected to be received in September, and 
the petitioners thought that was the only way they had of being 


paid. 
— — ——ů — —ð 


PARLIAMENTARY COMMITTEES. 


SHANNON WATER AND. PowER BIL. 


A Select Committee of the House. of Commons, presided 
over by Sir F. Godson, on Tuesday last week, commenced 
consideration of the Shannon Water and Power Bill. The preamble 
stated that it was a proposal to supply within an area of 30 miles, 
and the company should be authorised to enter. into agreements 
with the local authorities for the supply of energy. Tae capital of 
the company should be £300,000, divided into 15,000 preferred 
shares of £10 each, and 15,000 deferred shares of £10 each. The 
preference shares would bear interest of 6 per cent. It was pro- 
posed to construct an aqueduct conduit commencing in the 
townland of Drummeen, parish of Kiltenanlea, at a port in the west - 
bank of the River Shannon, terminating near Cloonlara. Mr. 
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Marke, QC, Mr. Blennehasset, Q.C., Mr. O'Connor, Q.C., Mr. J. W. 
Gmiz and Mr. Pierre Mahony appeared for the promoters, and 
theme was opposition by the Corporation of Limerick and persons 
mterested in fisheries. | 
Mr Brage, Q.C., said that owing to the declaration that had 
жеп been laid down by Sir James Kitson's Committee, he was 
тете of a great deal of responsibility, and he would be relieved 
uf the necessity of calling expert evidence. Sir James Kitson had 
moi that the value of electrical energy as a means of transmission 
ini the application of power had been amply demonstrated, and 
tte importance to the industries of the country was admitted, 
sol the Committee were accordingly advised that it was 
to the pablic advantage to facilitate measures which might ensure a 
muera] supply of electrical power to all consumers who might seek 
i» avrai] themselves of it. At first there was opposition to the 
«theme by the Board of Works, who thought they might be injured 
oy water being taken away, but they had come to an agreement with 
the Beard of Works, and had agreed to take no water until there 
were 90,000 eubic feet of water going down the river past their 
intake. In ease the river should go down below that—which was 
wry improbable—they had arranged to have a small auxiliary steam 
apparatus for the production of the electricity, so that their 
rastomers should not be disappointed. This was a scheme brought 
feward by private persons at their own risk, and the local authorities 
inthe district were enthusiastically in favour of it. The only 
remaining petition against the Bill were the Corporation of 
Limerick and those interested in the fisheries. Limerick Corpora- 
tiom had certain works at Castleconnell Lock for supplying the city 
with water, but there would be no interference with that, because 
tbe Corporation only wanted 10,000 feet of water per minute, and if 
» 000 feet had to be left, they could not be harmed. The Limerick 
Corporation were also the gas authority, and had the powers for 
«applying electric light to the city, and he thought it would be 
found that they rather viewed the proposal with favour, because 
athough they naturally wanted to conserve the rights they had as 
mgarded electric lighting, yet they did not see their way to 
generate electricity themselves, and rather looked forward to the 
company as the wholesale dealer to bring electricity in bulk to them. 
The only other opposition was that of those interested in the fishing, 
ini he contended that по harm could be done to the spawning. 

Mr. Tartan (for the Limerick Corporation) said the Corporation 
did view the scheme with great friendliness, for he was not without 
зоре that it would be unnecessary for him to trouble the Committee, 
һа clauses for their protection were under consideration. 


Mr. Frazer, the engineer to the scheme, was called, and said all 


the work required was the construction of a canal, which would 
"ve a drop of 40 feet. The great power station would be at 
Cioonlara. They would simply take the water from one part of the 
river and return it to another. They would carry the electric energy 
w Limerick and to other towns in the district, who were most 
anxious to get both light and power. Gas at present was costing 6s. 6d. 
per 1,000 feet, and if they had power they would use it for many of 
the industries in the locality. They would supply within a radius 
of 30 miles of the station. The Bill was exactly the same as the Bill 
which had been passed by Sir James Kitson's Committee. There 
were many creameries in the district to whom it would be a great 
uivantage to have the power. Electrical tramways were also 
te be provided for Limerick, and they could count on them 
customers, for in 1887 a syndicate spent £80,000 in inquir- 
mg into the question, and that. was how the scheme came 
to be promoted. It conld, however, hardly be called a new scheme, 
гадзе, as far back as 1847, Sir R. King said that as they had no 
oval they ought to utilise the water-power. When the works were 
ace completed the cost of working would be far smaller than by 
steam. The total cost of the works would be £300,000, and they 
had borrowing powers of £150,000. 

Further evidence having been called for the promoters Mr. 
Barrocm Browns wished to oppose the Bill generally on behalf of 
tbe Conservators of the Fisheries. 

Tbe CHATRMAN intimated that counsel must confine his opposition 
to certain parts of the Bill, and thereupon counsel withdrew, and 
the Committee passed the preamble of the Bill. 


Костн Wares Power BILL. 
Gs Wednesday last week the Committee sat to consider clauses 
sader the chairmanship of Sir J. Kitson. : 

Mr. PEMBER asked at the commencement of the proceedings 
whether he was to address himself on the pronouncement of the 
chairman yesterday, or оп the Board of Trade clause which had 
leen drawn up? 

The CnaigMAN said he had better direct his words to the Board 
^f Trade clause. It was admitted that the clause would require 
"яве alteration, and the Committee were prepared to discuss the 
unkering, or whatever they might call it. 

The Board of Trade clause referred to was as follows: 

[CLAUSE. ] 

The powers of the company for the supply of electricity under 
this Act shall be subject to the following 1 :— j 

“L Electricity shall be supplied under this Act only for use for 
‘he purpose of providing power and for the lighting by any person 
* whom it is so supplied for power of any premises in any part of 

zuch the power is utilised and of any houses usually occupied by 
penons employed on those premises ; 

2 Electricity shall not be supplied under this Act by the com- 
psay in any area being at the passing of this Act the area of supply 
af апу authorised distributors except with the consent of those 
distributors but that consent shall not be unreasonably withheld. If 


any question arises whether that consent is unreasonably withheld 
or not that question shall be determined by the Board of Trade. The 
consent shall be deemed to be unreasonably withheld if the 
authorised distributors are not willing and in a position to give the 
requisite supply upon reasonable terms and within a reasonable time 
and in considering what are reasonable terms and what is a reason- 
able time the Board of Trade shall have regard to the terms upon 
which and the time within which the company are willing and in a 
position to give the supply. 

“3. If at any time after the passing of this Act any local authority 
or company become authorised distributors in any area within the 
area of supply under this Act those distributors shall subject to any 
provision to the contrary in the Act or provisional order under which 
they become so authorised have the option to take over any supply 
then given by the company for use exclusively within the area of 
supply of the distributors upon the terms and subject to the con- 
ditions provided in the Act or order. 

“Tu this section the expression ‘authorised distributors > means 
any local authority company body or person authorised by Act of 
Parliament or provisional order continned by Parliament to supply 
electricity within the area of supply.” 

Mr. PEMBER said the first sub-section made it perfectly clear that. 
the company should have the power to supply to any person, com- 
pany, or body, but if the clause stood as it was, there would be an 
imminent danger of a state of things arising under which he was 
afraid his Bill would be rendered useless. A good deal of his elec- 
tricity could be supplied, whether for power or light, by wavleaves 
over private property, to either those connected with the measure, 
or to other persons desirous of taking energy. If the Committee 
absolutely meant that they were not to have that. all he could say 
was that it was iníriuging private rights to a very considerable 
extent indeed. He knew no reason why if he could supply a great 
number of consumers whom he proposed to supply with power, he 
should not be allowed to do it, if the ordinary common Jaw of the 
kingdom enabled him to do so, when he had once got powers for 
geuerating a supply. If the Committee meant that they were to be 
prohibited from doing that, he was afraid they would make his 
measure useless. If the Committee did not mean that, then he must 
have some words iu the first sub-clause to make it clear. With 
regard to the second sub-section and the question of consent being 
withheld, what now happened in a case like that was that Colonel 
Somebody or Major So-and-so came down and held an inquiry and 
reported to the Board of ‘Trade. If there was a proper 


arbitration, they got Sir Frederick Bramwell or someone 
else who knew what he was about to hold an inquiry, 
He thought an arbitration appointed by the Board of 


Trade would give a quicker and a better tribunal. Further, if his 
point on the first sub-clause was conceded, words would have to be 
inserted defining authorised distributors. Passing from that he 
came to the serious point that authorised distributors was expressly 
made to include a company so that they might read the clause, 
* Electricity shall not be supplied under this Act by the company 
in any area if at the passing of this Act it is supplied by à company 
except with the consent of that company.” That seemed to him to 
«be an extremely strong thing, because it was a distinct declaration by 
Parliament that they should not supply electricity in any area 
occupied by a company, and it seemed to him to go so far as to 
revoke the words in the general Acts of 1882 and 1888, which said 
that the granting of a provisional] order to a company should in no 
way be a bar to the granting of another provisional order to any 
other company or person. That was a distinct alteration of tho 
general law affecting electric lighting companies in favour of 
mouopoly, and aga nst competition. Then he would ask the Com- 
mittee to see how far Sub- Section З went. A local authority under 
the general Electric Act had only the power of purchase at the end 
of 42 years, but this clause would give the authority as soon as they 
became authorised distributors power to purchase the company’s 
undertaking when they liked. If the local authority though it worth 
their while to purchase them at once, they could do so as 
soon as they liked. In short, as soon as the local authority saw 
that the company was supplying at a profit they could apply for a 
provisional order, and having obtained it, would: be able to buy that 
ер of the company’s undertaking within their district. Of course, 
e could oppose the grant of the order, but he would have to try 
and persuade a Committee of Parliament that there was something 
in his case which warranted them in going against the presumption 
of law. That was bad with respect to local authorities, but it was 
worse with a company. He might be supplying, and another com- 
pauy might come in aud apply for a provisional order, and under 
the Electric Light Acts the provisional order which he already held 
could be no bar against any other; and another company could not 
only come in, but they would have the option of taking over any 
supply being given by his company. He said that whatever they 
might do with regard to the local authority, the company should 
come out altogether. Upon the decision of the Committee on those 
points depended really whether the promoters could ever work. He 
would point out, further, that Clause 36« of the promoters Bill 
should be allowed to stand, viz., Nothiug shall restrict the coni- 
pany from carrying its pipes, mains and wires through the district 
of any local authority by such road as such authority shall reason- 
ably approve for the purpose of supplving customers outside the 
district of such local authority." Не understood that at an early 
stage of the proceedings the Committee announced that they did 
not intend to do anything to prevent the company's mains being 
carried through districts not taking a supply. There should also be 
a fourth sub-section to the clause to the effect that nothing therein 
contained should prevent the company applying for a provisional 
order for localities under the general Acts. 
Mr. FITZGERALD, for the Rhondda District Council, contended 
that Mr. Pember's speech really reopened the whole case, for he 
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simply asked them to alter the clause to carry out the original 
views of the promoters. 

Mr. WEDDERBURN, who represented several local authorities, said 
that the effect of the clause would be to give the promoters power 
to supply domestic light to colliery villages. 

Mr. LLOYD WILLIAMS, for’ Newport, Cardiff, Swansea, and Barry 
local authorities, thought a clear distinction should be made 
between lighting and power. If the clause passed as it stood a 
person if he took 4-H.p. for power could also take the energy for 
lighting. The Corporation viewed the common law right to supply 
by wayleaves with great apprehension. 

The Committee having considered for nearly two hours in 
private, the Chairman announced that the Committee had decided 
upon the following clause :— 

„The powers of the company for the supply of electricity under 
this Act shall be subject to the following provisions:— 

“1. Electricity shall be supplied under this Act only i^) for 
supply in bulk to authorised distributors, and (^) for the purpose of 
providing power and for the lighting by any person to whom it is 
so supplied for power on any premises in any part of which the 
power is utilised. | 

“ 2. Electricity shall not be supplied under this Act by the com- 
pany iu any area beiug at the passing of this Act the area of supply 
of any authorised distributors except with the consent of those dis- 
tributors, but that consent shall not be unreasonably withheld. If 
any question arises whether that consent is unreasonably withheld 
or not, that question shall be determined by the Board of Trade. 
The consent shall be deemed to be unreasonably withheld if the 
authorised distributors are not willing and in a position to give the 
requisite supply upon reasonable terms and within a reasonable 
time, and in considering what are reasonable terms and what is 


a reasonable time, the Board of Trade, amongst other things, shall! 


have regard to the terms upon which and the time within which the 
company are willing and in a position to give the supply. 

“3. If at any time after the passing of this Act any local 
authority or company become authorised distributors in any arca 
within the area of supply under this Act the company shall be 
subject to any provisions which may be made by the Act or pro- 
visionalorder under which the distributors become authorised as to 
the taking over of any supply then given by the company for use 
exclusively within the area of supply of the distributors. 

"4. Nothing herein contained shall prevent the company from 
applying for provisional orders under the Electric Lighting Acts of 
1882 and 1888. 

“5. Nothing in this section shall authorise the company to supply 
electricity for lighting other than for the lighting specially 
mentioned in this section." 

Mr. WEDDERBURN wished to know if they could discuss that 
clause, but the CHAIRMAN said that that was the Committee's 
decision which they should abide by. 

The Committee then adjourned. 


On Thursday last week Sir James Kitson's Committee further 


considered the clauses of the South Wales Bill, but various matters: 


arising in discussion, practically all the Bills in the group were 
before the Committee 

Mr. Lrovp, representing the local authority of Barry, asked that 
the Board of Trade Clause, which was adopted on Wednesday, might 
be amended so as to provide that a company should not lay distri- 
buting mains in any area which at the passing of the Act was the 
area of supply of any authorised distributors excep#with the consent 
of these distributors. 'The local authority objected to the power 
given under the clause to the company to break up streets and lay 
distributing mains. 

p CHAIRMAN said the Committee had decided not to amend the 
clause. | 

Mr. Lrovp thereupon said his clients regarded this as a question 
of principle, and after the decision of the Committee, would take no 
further part in the proceedings. 

Mr. FITZGERALD (for Rhondda local authority) raised the question 
whether three or seven years was a reasonable time within which 
the company should give a Supply, and also whether 10 or 20 per 
cent. on the outlay was a reasonable expenditure. 

The CHAIRMAN said a clause to be further considered by the 
Committee would be inserted on those points. 

Mr. FITZGERALD next raised the question of dividend, and he 
explained that by the South Wales Bill a dividend of 10 per cent. 
with a sliding scale was provided for. His proposal was that, 
whenever during any year the price actually charged by the com- 
pany for energy should have been on the average of the year above 
the standard price, the dividend should, in respect of each „sth of a 
penny per unit by which the actual average price should have risen 
above the standard price, be reduced by 5s. for every £100 of paid- 
up capital. 

The CHaIRMAN said that counsel need not argue the question, 
because the decision of the Committee was that a maximum dividend 
payable should be limited to 8 per cent. accumulative without a 
sliding scale. There would be a clause embodying this decision and 
giving the Board of Trade power of revision at the end of 10 years. 
If the fuller knowledge and experience gained then justified the 
change, the Board of Trade would have power to sanction a sliding 
scale if it were found necessary. 

Mr. Ram, Q.C. (for the promoters of the South Wales Bill) 
reminded the Committee that they had not been heard on this point, 
but if it was the final decision of the Committee he would have to 
accept it. | 

Mr. WEDDERBURN argued in favour of uniformity with the 
Lancashire Bill, but the CHAIRMAN said it was the desire of the 
Committee to give every advantage to the small consumer. 


The Committee then passed to the consideration of the County of 
Durham Bill clauses, and 

Mr. Влгғосв Browne, Q.C., asked for a modification of one of 
the clauses with reference to supplying where companies existed. 
He pointed out that the Durham Bill differed essentially from the 
South Wales Bill, inasmuch as the South Wales Bill took power to 
supply all over the district, whereas the Durham Bill did not seek 
to supply the private consumer. What théy asked for was that 
where they could supply cheaper than other companies they should 
be allowed to do 80. 

The point was reserved. 

Mr. BALrovn Browne, Q.C., for the Durham Bill, said the deci- 
sion of the Committee with regard to the sliding scale had only 
just been conveyed to his clients, and they felt that with such a 
limitation of dividend they would have to seriously consider 
whether the Bill was of any value to them at all. That was a new 
venture, for the public would not subscribe the large sum necessary 
unless they had the chance of s good return. | 

Mr. Ram, Q-C., said he had not clearly comprehended the fact 
that. the Committee proposed to abolish the sliding scale, but that 
scale was absolutely vital to the South Wales Bill, and without it 
there would be no possibility of getting the necessary capital. 

Mr. Suaw, for the Lancashire Bill. pointed out that in their case 
none of the opponents had raised the least objection to the retention 
of the sliding scale. No question of maximum dividend or a 
sliding scale was ever raised during the inquiry into their Bill. 

. Having been further addressed by counsel, the. Committee con- 
sidered the matter a considerable time in private, and on the doors 
being opened 

The CHaIRMAN said: The Committee adhere to their decision 
that the standard dividend should be 8 per cent., but having heard 
the arguments of counsel they agree that а sliding scale should be 
adopted, the principle of such sliding senle being 5 per cent. dis- 
count for the amounts charged on the rise of the dividend by 1 per 
ceut. The sliding scale of the standard prices charged are to be 
subject to revision by the Board of Trade in 10 years. 

The Committee then adjourned. 


On Friday Mr. PEMBER (for the South Wales Bill) raised the 
question with regard to the Committee's decision the previous day 
that the standard dividend and the standard price should be subject 
to the revision of the Board of Trade in 10 years from the passing 
of the Act. He asked that the clause should be so amended as to 
provide merely for a revision of standard price, leaving the standard 
dividend as fixed by the Committee at 8 per cent. 

The point was reserved for consideration. 

The following clause, drafted by the Board of Trade for the South 
Wales Bill, was submitted to counsel for discussion referring to the, 
points raised the previous day by Mr. Fitzgerald, viz., If within one 
year from the date of the passing of this Act, the company have not 
substantially commenced their works for the purpose of carrying out 
their powers under this Act; and if within three years after the 
date of the passing of this Act the company have not erected a 
generating station or stations sufficient in the opinion of the Board 
of Trade, and are not in a position to supply therefrom, the Board 
of Trade may order that the powers of the company, under this 
Act, shall cease ; aud on any such order being made those powers 
shall cease accordingly." 

COUNSEL forall of the three promoting companies stated that 
they would be perfectly willing to accept the clause if the one year 
was altered to two years, and the three years to five years. 

This point was also reserved. 

COUNSEL for the Lancashire Bill addressed the Committee with 
reference to the striking out of the provision that a certain amount 
of capital should be raised before the works were commenced, aud 
this the Committee assented to. 

Mr. Moon, for the Durham Bill, addressed the Committee on the 
granting of power to that company with respect to overhead wires 
for carrying mains. They wanted to get rid of the restriction which 
the consent of the local authorities would impose upon them. They 
did not object to being subject to the control of the Board of Tradc. 
The district they would operate in was largely a colliery district, 
where sinking was liable to take place, and therefore it increased 
the necessity for overhead wires. 

The Committee considered the various points raised in private for 
nearly two hours, and on the doors being opened the CHAIRMAN 
shid that the standard demanded in the case of the South Wales 
Bill should not be subject to revision, but that the relation between 
price and dividend fixed by the Committee on the previous day 
should stand. With regard to the lesser clause, two years and four 
years would be substituted for one year and three years. In the 
South Wales Bill the maximum price would be reduced from 4d. to 
3d., in accordance with the offer of the promoters. In the Lanca- 
shire Bill the nature of the cable would be left subject to the Board 
of Trade. The local authorities would not have any powers over 
the nature of the cable. In the case of Durham, in the districts of 
urban authorities the local authority would have absolute veto on 
the question of overhead wires, but rural authorities would only 
have a qualifying veto. i 

The Committee again adjourned. 


n — ——  d—— —  Е 


MUNICIPAL TRADING. 


THE Joint Committee on Municipal Trading met again on Tuesday 
last week, the Karl of Crewe presiding. 

Sir Tuos. Hugues, J.P., an Alderman of Liverpool, a member of 
the Liverpool Chamber of Commerce, and a member of the City 
Council since 1878, said that he had been cugaged in commerce all 
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tä life After 23 years’ experience, he had come to the conclusion 

that many undertakings would be best carried on and promoted by 

Corporations rather than by private individuals, In the first place, 

Corporations could obtain their capital at a cheaper rate of interest, 

ther hal no dividends to declare, and his experience had been that 

them were many men who devoted their lives to carry on these 
mdertakings mther than ally themselves with private under- 
takings, 

What ae the undertakings that the Corporation of Liverpool 
manages ?— Tramways, electric lighting, water, markets, public 
bashs wurkmen's dwellings, and open spaces. Witness then gave a 
шту of the tramway enterprises of Liverpool which dated back 
to pe He said that up to 1897 the traffic had been worked by 
wne traction, aud the service was generally unsatisfactory. 
Directly the Corporation came into possession they began to recon- 
erect the lines so as to adopt them to electric haulage. Already 63 
miles of line had been constructed out of a total of 114 miles. The 
tmmways were on the overhead trolley system which met with 
ме acceptance, and as the telegraph and telephone wires 
thmuughout the city had been laid underground, the appearance of 
tie streets was little or not at all interfered with. The advantage 
of the municipalisation of the tramways had been a reduction of 
t» fares to about one half an improvement in the earnings 
sul shortening of the hours of the tramway employés (who were 
һә provided with a uniform), and quicker travelling. The 
!y3lities offered for more rapid transit were working an immense 
range fur the better in the social condition of the working classes, 
especially those employed on dock work. They were removing from 
tbe анана dwellings along the line of docks to places further out, 
wel instead of having to spend 10d. or a 18. on dinner, they were 
ice to travel home every day during the dinner-hour, and thus save 
money which could be better spent for thie benefit of their families. 
la 1396 (the last year the tramways were under the control of the 
"*mpany' the number of people who travelled was 36,704,379 ; in 
ims the number had risen to 63,771,450, or nearly double. The 
eu] company’s receipts in 1896 were £278,446; in 1899 the Cor- 
purstion receipts were £359,929, although the fares had been 
»dsred, and they looked for greater improvement still when the 
зое system was completed. At present they had only done about 
vüe-balf It paid the Corporation bettertotakeald.fareforamileand 
a half or two miles with electric traction than to charge 2d. for the 
ame distance by horse traction. They had been able to pay interest 
spon the amount paid to the company for the undertaking, and also 
«pon the cost of construction, besides providing the necessary sink- 
‘og funds, and still inthe short period during which the lines had 
«en working there had been a net profit of £27,508. "This was 
transferred to a reserve fund in order to relieve depreciation. The 
Corporation were debarred by Act of Parliament from appropriating 

say portion of their profits before the year 1912. Any deficit 
*iuen, however, was uot anticipated —would have to be provided out 
of the rates. Speaking generally, the experience of Liverpool was 
a snfficient justification for placing tramways under municipal 
поі, but no profits should, in his opinion, go to the relief of rates 
шї] the concern was on a thoroughly sound basis, Where a local 
sathority got an electric lighting or tramway order they should be 
Wied upon to exercise it within a reasonable period or forego 

lf the order was merely obtained as a block it should be set 
wine, 

Questioned as to the electric lighting in Liverpool, the WITNESS 
«d that prior to 1896 it was done by a private company, which was 
meurporated by Act of Parliament, the Act giving the Corporation 
mower to buy out the company within seven years. Before the 
expiration of that period negotiations were opened with the com- 
ралу for the purchase of their undertaking by the Corporation. 
“ye company asked £400,000, which the Corporation, having regard 
to the risk which the company had undertaken when the business 
was in an experimental stage, agreed to pay, although the company 
tad expended only £250,000 of capital. It was a voluntary 
iargain, and all parties were satisfied, In 1896, when the company 
were paying 6 per cent. to their shareholders, consumers were 
charged 714. per unit for lighting, and 5d. per unit for power. Now 
tse Corporation were charging ordinary consumers 4d. per unit and 
pellic buildings 3d. Traders who were large consumers were 
‘barged 2d. for power and 14. per unit for all beyond 3,000 units 
per quarter. With these reductions the undertaking was still worked 
st & profit, with great satisfaction to the public. They were able to 
work the tramways and electric lighting together from one generating 
tatum. No part of the profits had yet been allocated to the relief 
cf rates, although there was nothing in the Act to prevent it. 

Lord Wrwpeon: Do you see any danger in allowing Corporations 
w transfer profits from their undertakings to the relief of their 
general rates. 

i think that no municipality ought to look to assisting its rates out 
« andertakings of this sort until they are on a thoroughly sound 
iada 

Mr. Ald. J. W. SOUTHEBN, of Manchester, having given evidence 
mative to the water and gas supplies of Manchester, which are both 
‘a the hands of the municipality, the Committee adjourned. 


àt the sitting of the Joint Committee on Municipal Trading on 
Friday, under the chairmanship of Earl Crewe, evidence was given 
ш private by Mr. Bonham Carter, the official referee. 

Мт. Alderman SOUTHERN, of Manchester, was afterwards called, 
єзї added to the evidence he gave at the sitting on the previous 
teewlay. Witness gave details of the tramways in the city, which 
‘nan the outset had been constructed by and had been the property 
sf tbe Corporation. The lines had till now been leased to a com- 
pany, but the lease would expire next year, and it was then the 
mention of the Corporation to work them by electricity, in respect 


-had to consider how best to transport the people. 


of which tthey had obtained the necessary Parliamentary powers. 
They had also made arrangements for working the tramways of 
certain urban districts adjacent to the city in counection with the 
city tramways. The arrangement which had been entered into was 
that Manchester should work the tramways and pay a rent for the 
use. 

The CHAIRMAN pointed out that objection had been taken in many 
quarters to these kind of enterprises, inasmuch as it was held that it 
was speculating with ratepayers’ money in enterprises outside their 
own area. 

WITNESS replied that the question of the housing of the working 
classes came in connection with the question, inasmuch as it was 
necessary to replace these people who were evicted when large 
sanitary schemes were carried out. One of the best ways in which 
this could be done was to build houses for the working classes near 
to or outside the boundaries where land was cheaper, and theu they 
It was in this 
connection that the Corporation had considered the tramway ques- 
tion, and the routes adopted had been chosen with a view to giving 
cheap means of transit to the working classes—iu fact, in some 
districts they ran tramways where it would not pay a company to, 
With regard to the suggestion which had been made that there 
might be a joint board where the tramways went into outside dis- 
tricts, it would be unworkable in Manchester. 

WITNESS proceeded to give evidence with respect to the markets 
and the Manchester Ship Canal, and, continuing, said that in 1890 
the Corporation obtained power to supply electricity within the 
central portion of the city, and in 1896 the power was extended to 
embrace the whole of the city. The year 1893 witnessed the com-. 
pletion of the works, and the Corporation had supplied continuously 
since. Altogether the expenditure on land and works had been 
£641,821. The mortgage debt amounted to £556,278, and that 
which had been redcemed by the operation of the sinking fund 
amounted to £49,232. In the year 1899-1900 the income was 
£86,297 18s. 4d., and the expenditure £49,905 11s. 6d. The gross 
profits were £36,292 6s. 10d., equal to 6°41 per cent. on the invested 
capital. In 1894 the number of consumers was 412, while in 1900 
they were 3,249. In 1893 the price charged was 8d. per unit, or 2d. 
per unit or £12 per unit of demand per annum. In 1890 these 
prices had been reduced to 5d. per unit, or 14d. per unit and £7 per 
unit on demand per annum. In 1898-9 the amount paid to the city 
fund in aid of rates was £12,000. The Corporation had been 
authorised by Parliament to extend their operntions into neighbour- 
ing districts, and in pursuance of that power had already arranged 
with several urban districts adjacent to Manchester. With regard to 
the supply of electric current for power purposes, he would like to 
remark that while it was the geueral belief that such power was 
only sought by large manufacturers, they had found that it was the 
small consumer who wanted it. He considered that wheneveran 
enterprise interfered with the streets, it should be in the hands of the 
local authority, but beyond that all application by municipalites 
to embark in various undertakings ought io be considered on their 
individual merits. It would be very difficult to lay down any 
general rule considering the immense difference there was in 
different towns. 

The Committee adjourned till Tuesday. 


Before the Earl of Crewe on Tuesday, July 10th, the Joint Com- 
mittee of Lords and Commons appointed to inquire into the question 
of municipal trading resumed their sitting. 

Mr. S. CHISHOLM, the Lord Provost of Glasgow, gave evidence as 
to the various undertakings which were started out of their own 
revenues and not out of the rates. Those undertakings included 
water supply, gas, tramways, electric lighting, hydraulic power 
supply, and telephones, and were carried out not in any sense 
for trading purposes, but conducted as part of the public establish- 
ments of the City for he gencral good of the inhabitants. The munici- 
pality had neither started nor carried on any of these enterprises with 
the object of making a pecuniary protit to be applicd in relief of rates. 
Practically, they had all paid. The supply of hydraulic power had 
at first entailed a loss, but this was rapidly being made good. A 
large reduction had been effected in the price of gas, whilst the 
acquisition of the tramways had been a great success. The fares 
had been reduced from 30 to 50 per cent., and half fares introduced, 
and in two years the number of passengers had been doubled. 
After paying all working expenses, intcrest and sinking fund, and 
providing for depreciation, the Corporation had accumulated out of 
the revenue, reserve and renewal funds which now amounted to 
‘£239,000. It was thought by the Corporation that the 
enterprises mentioned should be under the control of 
the public authority, because they were all matters of 
public necessity in which there could be no competition. 
He said that since the Glasgow Corporation had taken over the 
tramways they had reduced the fares from 30 to 50 per cent., had 
given a better service of cars, and had doubled the number of pas- 
sengers. They now carried 2,500,000 passengers a week, and he did 
not think a company would have been as enterprising. The Cor- 
poration had obtained permission to establish a system of telephones 
within an area ideutical to that of the National Telephone Company, 
but the question of starting a telephone service would never have 
arisen had it not been for the grievous dissatisfaction of the National 
Telephone Company’s system. The Corporation employed 8,021 
persons altogether, 6,500 of whom were voters. 

The CHAIRMAN: Do you think that there is any danger of a com- 
bination between your employés, or a combination in conjunction 
with other workmen to put pressure on candidates for municipal 
offices ? 

Witness: I do not think there is any real danger of that. Any 
special advantage which the Corporation employés were seeking 
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to obtain, would be at the expense ofjthelothers, and it would be, I 
think, a very difficult matter to bring about a dangerous coalition. 

Mr. R. SwirH (Sheffield), secretary of the Federation of Iron- 
mongers Associations, considered it a grievance that the Corporation 
had made serious inroads on the retail trade, and as an instance, 
stated that the sale of gas stoves by local retailers had been entirely 
wrecked. 

The Committee then adjourned. 


PRESTON CORPORATION BILL. 


Tuis Bill, which has passed a Committee of the House of Lords, was 
on Monday last before the Police and Sanitary Committee of the 
House of Commons as an unopposed measure, Lord . Edmond 
Fitzmaurice presiding. 

Mr. G. FITZGERALD, on behalf of the promoters, in stating the main 
objects for which power was sought, said that they included the 
reconstruction of existing and the construction of additional tram- 
ways. In regard to the tramway scheme, the Committee were 
informed that the part relating to the construction of the tramways 
outside the borough to Walton and Fulford had been dropped, and 
the estimate of costs had therefore been reduced from £140,000 to 
£113,000. The Committee considered and passed the clauses dealing 
with the tramways. 


HASTINGS TRAMWAYS. 


BEFORE the House of Lords Committee on Monday last, July 9th, 
the Earl of Morley presiding, the Hastings Tramways Company's 
Unopposed Bill came up for consideration. The town clerk of 
Hastings and Mr. W. M. Bell, the Parliamentary agent, were in 
attendance, and submitted the necessary proofs of consent on the 
part of the Hastings Corporation for the proposals contained in the 
Bill of the Hastings Tramways Company. The Bill was thereupon 
allowed to pass through its Committee stage in the House of Lords 
without opposition. 


ELECTRIC LIGHTING IN East LONDON. 


THE Bil to confirm electric lighting provisional orders to the 
parishes of Limehouse, Mile End Old Town, and St. George's-in-the- 
East came before Sir F. Godson’s House of Commons Committee 
last week. It was explained that these three parishes, together with 
Whitechapel, would, under the Local Government Act receutly 
passed, form one municipality. Whitechapel already carried out its 
own electric undertaking, and the application now was the outcome 
of а local intention to place the whole of the lighting of the new 
municipality in the hands of the local authority. The Whitechapel 
works could be extended sufficiently to allow of this being done. 
The London and Brush Provincial Company had a provisional order 
to supply within the area, but had done nothing to carry it out. On 
the other hand, the Brush Company alleged that they had been pre- 
vented from carrying out their order by the opposition of local 
authorities through whose districts they wished to bring mains from 
their central stations. 
The Committee passed the preamble of the Bill. 


BATTERSEA ELECTRIC LIGHTING. 


THE Bill confirming the granting of a provisional order for the 
lighting of Battersea came before Sir F. Godson’s House of 
Commons Committee, and there being no opposition it was ordered 
to go forward. 


— 


SOUTH STAFFORDSHIRE TRAMWAYS. 


On Wednesday last weck the Bill enabling the South Staffordshire 
Tramways Company to sell portions of their tramways to the local 
authorities, to confirm a lease of their undertaking to the South 
Staffordshire Tramways (Lessee) Company, to re-arrange capital, &c., 
came before the Chairman of Ways and Means, and was passed as 
&n unopposed measure. 


SOUTHAMPTON TRAMWAYS. 


On Tuesday and Wednesday last week the Duke of Northumber- 
land’s Committee of the House of Lords considered the Bill con- 
firming the provisional order to the Southampton Corporation to 
provide additional tramway facilities within the borough. 

Mr. FREEMAN, Q.C., for the Corporation, said by a local Act of 
1897 the Corporation was empowered to acquire tramways and was 
authorised to spend £30,000 on the undertaking. They determined 
to equip them electrically with the overhead trolley system. It was 
found, however, that the tramways as they existed were not sufficient 
for the needs of the town, and consequently they now came to ask 
for powers to construct a number of additional lines. The construc- 
tion of these tramways had already commenced, but they could not be 
worked until the sanction of Parliament was obtained. 

Mr. WALLER, adviser to the Corporation both with regard to its 
electric light undertaking and tramways, gave evidence as to the 
advisability aud the efficiency of the proposed scheme. 

The only opposition came from Messrs. Smith, a large firm of 
drapers in Bridge Street, who alleged that the tramway would pre- 
vent carriages coming to their doors and consequently their trade 
would be injured. 

The CHAIRMAN said the Committee would pass the preamble with 


a provisojthat a space of not less than 5 feet 6 inches should be kept 
between the kerb and the line with regard to that portion of the 
line which affected Messrs. Smith. 


SOUTH-EASTERN METROPOLITAN Tramways BILL. 


THE Bill of the South-Eastern Metropolitan Tramways Company, 
which sought to authorise that company to convert their existing 
horse tramways between Greenwich and Catford to electrical tram- 
ways was before Lord Rosse's Committee of the House of Lords on 
Thursday last week. It was stated that the opposition of the London 
County Council had been withdrawn, and the Bill was accordingly 
ordered to go before Lurd Morley’s Committee an unopposed Bill. 


Before the House of Lords Committee considering this Bill, under 
the presidency of Lord Morley on Monday last, the unopposed Bills 
included the South-Eastern Metropolitan Tramways Company's Bill, 
which authorises that company to equip a system of tramways from 
Greenwich to Catford, and to equip them by electrical power, and 
operate on any system other than the overhead. There had been 
some opposition offered in the lower House to this Bill, but certain. 
requirements urged by the authorities in order to safeguard their 
electrical disturbance to the Royal Observatory having been met 
satisfactorily by the promoters, this opposition was withdrawn, and 


` further, a veto on the system asked for by the L.C.C. was refused. 


At first the Bill was opposed before the House of Lords, but the 
L.C.C. having withdrawn their petition, a few amendments were 
inserted on Monday last, and then the measure was passed 
unopposed. 


CHARING CROSS AND STRAND ELECTRICITY SUPPLY CORPORATION, 
LIMITED. 


On Friday, before Lord Rosse's Committee of the House of Lords, 
the Bill of the Charing Cross and Strand Electricity Supply Corpora- 
tion was considered. The Bill asked for powers to erect a generating 
station in the parish of West Ham, and to lay the necessary con- 
necting mains for supplying the City. 

Mr. PEMBER, Q.C., explained that under the order the company 
gained last session to light the City of London they were bound to 
erect a new generating station for the City within two years ona 
site to be approved by the City Corporation. The Corporation 
approved of the site, but objection was taken that it wae outside the 
limits of the company's area. Lord Cross's Committee had, however, 
decided that undertakers of electric light should be. permitted to 
have large generating stations outside their area, with all the accom- 
panyiug powers of the general legislation for the purpose of taking 
their mains through intervening districts. The petitioners against 
the Bill were the local authorities of West Ham, Mile End Old 
Town, Poplar, and Whitechapel, through whose districts the mains 
would run, and also the Corporation of London. The ground of 
objection of the Corporation was that of the proposal to carry mains 
through the City for the supply of districts beyond the City. 

Mr. PATCHELL, engineer to the Corporation, described the station 
it was proposed to build at West Ham. They would have both 
railway and water facilities. It was proposed to erect two gene- 
rating stations—one to supply electricity to the City and the other to 
supply electricity to their other districts. Those two generating 
stations were to be made absolutely apart, so that should the City 
ever elect to purchase, they could purchase their own generating 
station. It was proposed to erect five sub-stations in the City, and 
each would require a cable. It was proposed to carry seven cables 
through the streets, five of which would be for the City, and two 
would be carried through to the West End. At present, his com- 
pany had a station at Maiden Lane, Strand, and one at Lambeth, 
but they were within measurable distance of being filled up. By 
the time they got the station built at Bow a further supply would 
be needed for che Western District, and that supply they intended 
to get from Bow. He would stake his reputation that they would be 
able to lay down the mains in the proposed route without the 
slightest difficulty. With regard to the powers asked for in the 
Bill to supply local authorities, they only asked to be allowed to 
supply in bulk to the local authorities if they were requested so to 
do. They did not ask to be allowed to compete. At the end of 
last month they were supplying 206,090 8-c.». lamps in their 
districts. 

By Mr. LITTLER, Q.C.: At present the power they had to break 
up streets in the City was for the supply of the City only. 

Mr. LrrrLER: What harm would it do you if the power was 
subject to the consent of the local authority, which, however, should 
not be unreasonably withheld, and with an appeal to the Board of 
Trade ? 

WITNESS said it might do them very much harm, as there might 
be great delay. 


On Monday last the Bill was again considered, and the Committee 
passed it as unopposed. 


SOUTH LANCASHIRE TRAMWAYR. 


Tux Bill providing for the construction of an extensive scheme of 
electric tramways for the South Lancashire district, which includes 
Swinton, Lowton, Earlstown, St. Helens, Brynn, Wigan and Bolton, 
with Leigh as its generating centre, was before the consideration of 
& House of Lords Committee last Tuesday, and was presided over 


by Lord Portman. 


Mr. PEMBER, Q.C., stated that the opposition to this Bill had been 
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withdrawn by the Wigan and District Tramways Company, and an 
srrangement had been come to whereby the promoters of the Bill 
should undertake not to go on with the line from Wigan to Ashton, 
in Makerfield, until such time as would give the Wigan and District 
Tramwass Company the opportunity to decide whether or not they 
themselves would proceed to Ashton in Makerfield with their 
tight railway. The time allowed for that had been fixed upon as 
two years. 

Mr P. Tuomas, the town clerk of Leigh, gave evidence as show- 
tng the important necessity of such a tramway as that proposed, 
especially on Friday and Saturday nights, which were market 
nights for Leigh, the centre of the district, when farmers and others 
eame from two to six or seven miles’ distance into the market, and 
bad tu get back tu their villages late at night. He urged that the 
present mode of conveyance by brakes or omnibuses was often not 
eqral to the demand, and therefore at present they had to tramp 
along lonely roads and lanes to reach their homes. 

Further evidence was given respecting the scheme, which was 
aid to be supported by practically all the local authorities, between 
$0 and 30 of which are affected, and also by the large population 
which is to be served. ; 

A petition of the Leeds and Liverpool Canal Company having 
been beard, the Committee came to the decision that the clause it 
wus proposed to insert into the Bill would sufficiently protect that 
«company if the question of expenditure, was dealt with by a short 
additional provision. 

The Bill wasthen ordered to be read a third time. 


* 


REVIEWS. ee 


Eletric Ship Lighting: A Handbook on the Practical Fitting 
and Running of Ships’ Electrical Plant. For the use of 
shipowners and builders, marine electricians, and sea- 
going engineers-in-charge. By Joun W. URQUHART, 
deancian, author of © Electric Light Fittings," &c. 


This is one of a series of books, by the same author, 
designed apparently for the use of those to whom the 
ordinary technical works would not be of service—those who 
bave not the time or the opportunity to study the subject 
thoroughly, but who want to pick up sufficient knowledge 
w enable them to arrange for, and to look after, the 

us, : i 

The book is in a very handy form for use on board ship. 
The trpe is clear—a point by no means unimportant. when 
reading has to be undertaken to the accompaniment of the 
constant vibration of the ship's engines; the diagrams are 
alo clearly printed. | | | 

But the book itself suffers from the same cause that so ` 
many technical works do. An edition takes some years in 
selling out, and meanwhile the practice in that particular 
branch of engineering moves on, but the exigencies of the 
difference between sale and cost prices forbid much altera- 
tion in the reading matter, and so the latter often has the 
appearance of the literature of a bygone day. 

Unfortunately, it gives the reader who is up to date the 
impresion that the author was not fully cognisant of the 
subject he was writing on. 

In the present work, for instance, most of the informa- 
uen is sueh asa writer might have given, say, 15 years 
rds and is, consequently, terribly misleading at the present 

vi | 

The author appears not to have pursued any system in 
imparting the information he is giving. Though the 
chapters are arranged so as to divide the subject into 
convenient sections, such as introductory, shipbuilders' pre- 
arrangements, engines for ship lighting, dynamos for ditto, 
management of dynamos, search-light and arc lamps, wiring 
and fitting, lamps, switchés and cut-outs, conductivity and 
insulation testing, accumulators, typical installation, man-of- 
war fittings, &c., we find the different parts of the subject 
treated, in any chapter, apparently as it happens to strike 
the fancy of the author at the moment. 

It appears to us, also, that the author has taken up a lot 
of space in giving information that is of very little service to 
these for whom, it may be presumed, the book is mainly 
inwnded. Alternating currents, for instance, come in for a 
good deal of attention; vet the author should know that alter- 
natiu currents are not now used on board ship. Again, 
the author devotes considerable space to the matter of 


accumulators, apparently on the ground that they are ~ 


occasionally nsed in yachts, Arc lamps also, with the 
exception of search-lights and those used for the Suez 
Canal, surely do not come within the scope of ordinary ship 


. parts of the ship, half on each set of mains. 


lighting, yet the author has devoted considerable space to 
their working. 

On the other hand, he gives very little description of the 
apparatus, and very little explanation of the simple under- 
lying principles of the science, that might be a guide to the 
marine engineer in dealing with the apparatus under his 
charge. 

Unfortunately, much of the information given is very. 
misleading. Thus, on pages 49 to 54 we have a long 
description of the supposed working of series, shunt, and 
compound-wound dynamos, which is utterly at variance with 
what is now known, by every college student, to be the 
correct explanation. We are gravely told, for instance, that 
if a shunt-wound dynamo is used to run arc lamps iu series, 
the arrangement is self-regulating at constant speed. And 
then we are told that with compound-wound dynamos,. as 
lamp after lamp is switched on, the resistance of the leads 
falls, and that this implies diminished resistance of the 
series coils of the magnet, aud hence regulation. 

On the next page we are told that a fast running dynamo 
is unsuitable at sea, hecause it performs constantly at high 
pressure. 

Again, on pages 157 and 158, the author discusses the 
question of using lead-covered cables, and proceeds to state 
that there is great difficulty in making good pints in the 
lead covering—the italics are ours. And then he goes on to 
refer to ** the electrical difficulty of ensuring that there shall 
be no contact between any part of the case of any cable and 
the extension lead sheath. It is plain (he goes on) with 
reference to the latter, that any contact of this nature puis 
the whole of the core lo earth," —the italics, this time, are the 
authors. Andon the next page he tells us that the lead 
sheath should be regarded as so much insulation. We are 
inclined to think that most electricians, even 15 years ago, 
would have objected to a statement of that kind! 

On page 163 is given a plan of the wiring of the principal 
parts of an Atlantic liner. The diagram is pfinted- very 
clearly, but, unfortunately, the connections shown are very 
peculiar. 

There appear to be two sets of mains, one set for the 
starboard service, and one set for the port: service, and the 
author explains that it is the practice to wire all the principal 
This is very 
good, and a very proper arrangement; but the diagram shows 
the state rooms on each side wired from the mains on that 
side, and the lamps of the saloon, library, and smoke room, 
wired from both starboard and port mains, but the lamps 
are apparently arranged’ in series, and in a most peculiar 


"manner, that can hardly represent the actual arrangement. 


Of what earthly use can a diagram of that kind be to men 
who are novices to the work? Would it be of any service 
to men who were skilled wiremen ? 

On page 167 the author gravely informs his readers, when 
dealing with connections to the ships, “that there will be 
electrolytic action in the presence of salt water," ** around 
an electrical connection composed of fro dissimilar metals 
depending on the direction of the current "—Lthe italics are 
again the author's. The author devotes nearly two pages to 
explaining that it is practicable to use lamps of different 
candle-powers on the same circuit, provided they are made 
to work with the same voltage ; he seems hardly sure about 
it though, after his long argument, and he is careful to 
assure his readers that lamps made for 50 volts cannot be 
well used for 100-volt circuits. He seems quite sure of this. 
A page and a half are devoted to explaining how to use a 
soldering iron; surely a marine engineer can teach the 
author anything he wants to know about soldering. 

In the chapter on accumulators there are the same mis- 
leading statements. If the author considered that it was 
necessary to deal with this part of the subject, surelv he 
might have taken a little trouble to ensure that his informa- 
tion was correct, or at least intelligible; but what is to be 
made of the following? 

* Most suitable pressure. In cases where accumulators 
are used, a pressure of some 55 volts appears to be the 
best. Since the accumulator cell may be taken to be capable 
of maintaining 2 volts only, 26 cells are required to form 
the battery required in this iustance; 50-volt lamps are sup- 
posed to be employed, with & dynamo capable of giving 
2:5 volts for every cell to be charged. Thus the dynamc 
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must yield a pressure of 78 volts, and it must be shunt- 
waund.“ 

We have left ourselves very little room to notice the 
chapter in which the author is supposed to have brought the 
whole thing up to date. It appears that he has been the 
recipient of many inquiries from naval electricians (?) about 
the fittings of men-of-war and about arc circuits, and in 
Chapter XI. he has endeav oured to meet the wishes of his 
inquirers. 

Unfortunately, lebe is the same looseness of treatment as 
in the older portion. The author's statements of the fitting 
up of a man-of-war are very much at variance with those 
given by Mr. Grove in his recent paper before the Institution 
of Electrical Engineers, and as Mr. Grove has taken an 
active part in the work he describes, we may suppose that he 
is more likely to be correct. 

Our author appears again to be singularly hazy in many 
of his statements. He "refers, for instance, to carrying arc 
lamps of 50,000 C. p. o» each masthead, He gravely records 
the fact that water is thrown on board from the sponsons, 
which he also describes, and proceeds to explain that the 
water is a nuisance to the deck officers. What has this to 
do with the subject? Further on he explains that naval 
brigadgs are in the habit of taking search-light plant with 
them, and he describes the plant. According to the descrip- 
tion the handy man, among his other qualifications, is able 
to get 200 per cent. out of the plant entrusted to his keep- 
ing. Thus the plant is given as a 10-H.P. engine, and it 
furnishes easily 80 volts and 200 amperes (p. 282). Would it 
not be better to be accurate in a book of this kind? Through- 
ont the book there are instances of slips of this kind, and of 
careless work; of the use of words not often used in "general 
conversation when ordinary language would answer better; 
and, unfortunately, the words are often misplaced. Thus 
“ interpolar” is used where the author means connecting 
wire. Solenoid is spelt with an 7 instead of ane. Why is 
this? 


A RT eRe 
BUSINESS NOTES. 


Electrical Wares Exported. 


WEEK ENDING JULY 11TH, 1899. , WEEK ENDING JULY 10TH, 1900. 


Alexandria. Жее mat. Value £32 Albany .. Value £187 
Amsterdam.. ee 181 Auckland . id К 81 
Barcelona .. ж 14 Azores. Teleg. mat. T .. 909 
quilla. Teleg. mat. 111 Bombay . . 178 
Bilbao. TAR mat. .. 145 Buenos Ayres. Teleg. mat. .. 178 
Bombay. Teleph. mat.. 127 » Teleph. mat. . 154 
Boston (U. S. A. ). тее. Ld " - 2,796 Calcutta  .. - os „ 28M 
Boulogne Cape Town .. > RF .. 386 
Buenos Ayres - T ee 70 Christiania. 29198. міге - ) 86 
„ Teleg. wire 500 Colombo ВЕ 19 
Calcutta ee ES „ 882 Copenhagen. Teles. cable 809 
Cape Town es s .. 116 | Durban e .. 496 
Christiania RE Ке . 18 East London is T . . 216 
h ее ee 17 шер ee ee ee ee 19 
Delagoa Bay T" T m 18 Gibraltar . 4 
Demerara es 15 Hamburg. Teleg. mat.. . .. 1,850 
is Teleg. mat. 128 Hiogo > - А . . 1,466 

Dur ee ee ee ee 883 Ma!ta ee ee ee ee 66 
РА Elect. cable és .. 1,482 Melbourne 251 


Teleg. mat. T .. 1,857 


A Teleg. cab'e | : ru 408 


East London ns ка .. 218 Port Darwin. Teleg. mat. 16 
Fremantle .. 2 is Өн 18 Port Elizabeth  .. oo 829 
Gothenburg.. is 93 Rio Janeiro.. ss es ee 189 
Hamburg. Teleg. mat.. "e Sydney e 059 055 . 568 
Helsingfors . Se * 89 enenffe .. so si as 65 
Hobart. Teleg. cable. .. 180 | Valparaiso .. 115 
Kertch. Telg. ans ..  .. 8,000 | Yokohama. Teleph. apparatus 100 
Las s А ii аа 14 
Madras Ф ев eo ee 15 
Mauritius .. С vA a 15 
Melbourne .. “> КЕ ks 77 
5 Te:eg. mat... . 555 
New York Via as ae 12 
езва si 15 
Ostend - ai 20 
erth ee 0 0 ee 18 
Port Elizabeth ee ee ee 120 
Rangoon Еа 85 
Rotterdam 8 108 
уз Teleg. mat 117 
Shanghai А oe 3,188 
pore . 115 
Teleg. cable 18, 000 
St. Petersburg. Teles. wire .. 110 
Stockholm .. is 36 
Sydney ^. ae . "7960 
T Teleg. cable T .. 570 
Tientsin ., is es 65 
Wellington .. 191 
Yokohama. Elec. cable .. 188 
Total oo £85,490 Total we 428,900 


: Foreign Goods Transhipped. 


Stockholm. Teleph. mat. Value 
Trinidad. Teleph. apparatus.. 


Total ae £110 


Bankruptcy Proceedings,—Notice is given of the 
release of trustee (Mr. T. H. Kaye) in the case of J. E. Stott, elec- 
trician, Huddersfield. 


Liquidations, — The Electric Automobile Syndicate, 
Limited, is winding up voluntarily, with Mr. Albert Brown, 28, 
Great Eastern Street, E.C., as liquidator. 

Creditors of the Midland Electrical and General Engineering 
Company, Limited, must send particulars of their debts, &c., to Mr. 
W. B. Winnicott, liquidator, at 20, Fletcher Gate, Nottingham, by 
August 13th. 

A meeting of Mather & Platt, Limited (1892) will be held at 
Salford Ironworks, Manchester, on August 20th, to receive an 
account of the winding up from the liquidator (Mr. J. Mather). 


Catalogues and Lists,— Messrs. Ross, Limited, manu- 
facturing opticians, of New Bond Street, W., send us a copy of their 
handy-sized catalogue in which they give illustrated particulars of 
binoculars, telescopes, opera glasses, drawing instruments, and a 
variety of optical and photographic apparatus and accessories. 

Messrs. T. Ledward & Co. have issued a catalogue of their ejector 
and evaporative types of condensers for steam engines. Full 
descriptive matter is given, and it is made the more interesting and 
instructive by a large number of sectional and other drawings 
explaining the working. Other specialities of this firm are also 
included, notably their patent re-cooler. Some tables appear of the 
expansion of steam in cylinders, engine constants, the properties of 
saturated steam, strength of cast-iron in pipes, and so on. 

The Fairbanks Company, of 16, Great Eastern Street, E.C., and 
numerous American cities, send us a small brochure in ‘which are 
illustrated a number of the prominent tall buildings of Manhattan 
in which Fairbanks’ valves are installed. These valves are recom- 
mended for use in connection with all systems of steam heating for 
buildings of this character. A short description of the globe, check 
and gate valves and iron cocks is given. Copies of the list may be 
obtained on application. 

Messrs. Neville Bros., of Liverpool, send us illustrated leaflets of 
their armature disc, notching and dividing machine, the Stollberg 
winding machine for electro-magnetic and induction coils, and the 
Franco Tosi electric light engines. 

Messrs. Mather & Platt, Limited, send us a copy of the third 
edition of their pocket catalogue of electrical machiuery. For neat- 
ness and compactness, as well as for the pleasing illustrative effect, 
we think it is as good as any list of the kind that we have secn. In 
the space of 120 pages (measuring 5 inches x 31 inches) a large 
amount of descriptive and detailed information in tabulated form 
are given relating to multipolar dynamos for rope and direct 
driving, combined plants, multipolar motors, balaucers, boosters, and 
motor-generators. Enclosed motors, turbine pumps, water-softening 
plants, electrically driven cranes, and electric shunting locomotives 
are all briefly particularised in Part I. of this handy little pocket 
list. In Part II. are tables of efficiencies, steam consumption, wire 
tables, tables showing the sag of overhead wires, and other service- 
able data of a like kind. Would not a few memoranda sheets be a 
useful feature to adopt in future editions ? 


Germany.—The Rheinische Schuckert Gesellschaft. für 
Electrische Industrie of Mannheim reports a profit of £9,973 for last 
year, and is declaring a dividend of 10 per cent. as against 8 per 
cent. in 1898. 


Installation Work.—Messrs. W. Liley & Co., of 
Liverpool, send us a list of a number of private installations for 
electric lighting and motive power which they have lately put into 
various residences, offices, and other business premises for 230 volts 
Corporation supply; also two new Wallasey ferry steamers. 


Meeting of Creditors.—<A meeting of the creditors of 
William Ramsay & Co., electric engineers, &c., was held on 4th inst. 
The statement of affairs submitted 
showed liabilities £5,695 5s. 9d., and assets £3,839 11s. 1d. Mr. 
Thomson M'Lintock, chartered accountant, was appointed trustee, 
and Messrs. Mitchells, Johnston & Co. law agents in the sequestra- 
tion. 


Meldrum Furnaces.—The Sheffield Telegraph is now 
using dust coke as fuel for its two boilers, and has adopted 
Meldrum's forced draught. This step was taken on account of the 
high price of coal and because certain tests made by Mr. Bryan 
Donkin on different kinds of fuel were brought to their notice. The 
cost of fuel is stated to have been very considerably reduced. 


Northampton  Institute,—We have received а pro- 
spectus of day courses in mechanical, electrical, and horological 
engineering, which- have been arranged for this Institute for the 
1900—1901 session. These will form a new departure. They 


in the Faculty Hall, Glasgow. 


are stated to be an excellent preliminary for the most advanced 


technical and professional training. They are also intended for 
students who desire to obtain a good technical training in engineer- 
ing before being apprenticed in engineering works; for those who, 
being already engaged in engineering work, are anxious to extend 
their knowledge of the fundamental principles. Admission ex- 
aminations are to be held on September 26th and 27th, and the 
work of the courses will begin on October 1st. Those who are 
further interested in this matter should obtain a copy of the pro- 
spectus from the principal, Dr. R. Mullincux Walmsley. 


Outings.—The employés of the Jandus Arc Lamp and 
Electric Company, Limited, went for their annual outing to East- 
bourne on June 30th. 

Private Bills.—The Cork Electric Tramways Bill was 


read a third time, and the Manchester Corporation Tramways Bill а 
second time, in the House of Commons on Monday. 


vok 4 No. 4,181, JULY 13, 1900.] 


THE ELECTRICAL REVIEW. 57 


The Hamilton, Motherwell, and Wishaw Tramways Bill passed 
third reading on Monday. 

The Shanuou Water and Electric Power Bill has been read a 
third time, and the Glasgow District Tramways Bill a second time, 
їз the House of Commons, 


Smoke Nuisance,—The South London Electric Supply 
Corporation has been fined £10 aud costs upon each of three sum- 
mawe: brought by the Lambeth Vestry for causing a black smoke 
шикам. : 


Trade Announcements.—NSo that. they may be enabled 
to cope with increased business; Messrs. J. H. Tucker & Co., electrical 
fittings manufacturers, have removed to larger works. Their Bir- 
mingham address is therefore removed from Oozells Street to 
Sampson Road North. | 

Mr. J. W. Barnard, sole agent for the E.P.S. Company, has 
found it necessary to ire additional premises: at 6, Great Win- 
chester Street, E.C., in order to meet the enhanced demand for 
EPS. small storage batteries. he extended facilities will enable 
lim to keep a large stock ready for immediate delivery. 

The General Electric Company, of New York, has opened a 
London office at 110, Cannon Street, E.C., for the sale of its well- 
known clectreal apparatus and supplies to the colonial and 
ex-territorial trade. The business of the office will be conducted 
in closest accord with that of the British Thomson-Houston Com- 
pany, Limited, and of other companies owning General Electric 
patents in various countries or licensed thereunder. Inquiries 
regarding possible business transactions, and those also relating in 
a general way to the application and operation of electric traction, 
lighting, power trausmission, mining installation, naval and military 
work, marine outfits, mill equipments, electrolytic machines, &c., 
will receive every attention. Mr. Wm. J. Clark, as the general 

rof the Foreign Department, General Electric Company of 
New York, U.S.A., is in charge. 


A New Arc Lamp.—Messrs. Koerting & Mathiesen 
manufactured last year a shunt lamp with double open arcs, which 
we are informed has proved a great success. Figs. 1 and 2 show 
the construction of the lamps. One of the characteristics of the lamp 
is that it contaius two independent’ clockworks, which are, however, 
both built on the same basel plate ће regulating parts are of the 
well known type by which the magnet with afbalancing armature 
works a swinging clockwork, as will Бе seen by fig.12,fwhich shows 


Fig, 2. 


fairly clearly the regulating parta of the lamp. This mechauism 
ists of a shnut wound. magne А aud a сеток в, Which is 
cuunected by means of, the god, o with the magnet armature м. 
The к эры, magaet is provided by spiral springs м; 
om ig. parts of the second clockwork, as far as they 


aiaa 


can be seen from the sketch, have the same letters with the suffix 1, for 
instance, Al, Bj, Kc. The scape-wheel, р, of the clockwork, B, touches 
the tongue Q, which is carried by a double bent lever v, and this 
aud also the second tongue 9:, are under the common influence of 
the heat compensator k, which keeps the regulating tension always 
constant. The alteration of the weight of the carbons is made good 
by the clockwork rising on one side, so that the regulating tension is 
not influenced in that way. The clockworks are so made as to 


Fia. 1, 


counteract sudden movements by air dampers T. The arc tension 
can be regulated by altering the screw s, by which the spiral spring, 


.N, is more or less tightened. The advantage of this double carbon 


lamp is that it will burn either singly on 110 volts or in pairs across 


. 220 or 230 volts, the latter for town circuits, &c., being very con- 


venient for a consumer who only wants two lamps instead of four or 
six, which would be necessary in the single carbon open arc lamps. 
There is, however, a disadvantage as regards working expenses, 
because the double carbon lamp has two pairs of carbons burning 
instead of one, although of course of lesser thickness, but still the 
cost comes out higher than the single carbon lamp, and the light 
intensity of the double arc lamp is not so great as with a single 
carbon lamp of the same energy consumption, although it is claimed 
to be superior to the enclosed arc. | 


Trips to the Continent.— Iutending visitors to the 
Continent who wish to take a quiet holiday, avoidiug Paris, will fiud 
the leading features of a number of places worth seeing attractively 
mentioned, with sketches, in a small booklet just published by the 
Great Eastern Railway Company, in which particulars of new tours 
via the Royal Mail, Harwich, Hook of Holland route are to be 


found. 


“ Valvoline,"—** Valvoline” oils are the lubricants used 


_ by all the French and many of the foreign engines at the Paris 


Exhibition. These oils are manufactured solely by Messrs. Leouard 
and Ellis of New York, whose representatives here are Messrs. 
Boult Bros. & Co., of Liverpool. 


Yost Typewriters,—The Yost Typewriter Company, 
Limited, has just executed an immediate d:livery order for 156 
typewriters for Her Majesty's Government. This is stated to be the 
largest tyreweiter оглог ovor given, 


t 
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ELECTRIC LIGHT AND POWER NOTES. 


Aberdeen.—Mr. J. A. Bell, Corporation electrical engi- 
neer, has submitted an elaborate report to the Gas and Electric 
Lighting Committee of the Town Council on the system of charging 
for electrical energy. The present scale of charges in Aberdeen for 
lighting is 6d. per urit for one hour's use per day of the maximum 
demand and 3d. afterwards. For power, the charges are 3d. and 1d. 
per unit respectively. 

Action has been taken against Mesers. P. C. Middleton & Co., 
whose premises are described as the Cults Electricity Supply 
Station, for causing a noise at these works so as to cause & nuisance 
to residents in close proximity thereto. The defendants deny that 
the operations cause a noise amounting to a nuisance. 


Bath.—At a meeting of the Electric Light Committee 
on Tuesday, the Works Committee reported that they were not able 
to suggest any alteration that would appreciably diminish the cost 
of the works, but they recognised that if the four old engines were 
replaced by new ones, considerable saving in the cost of fuel would 
be effected. The laying of new mains having made considerable 
progress, discussion took place as to the best means of increasing 
the number of private consumers. It was resolved that local wiring 
contractors be required to have their business premises or private 
houses wired and connected to the mains; any wiring contractor ко 
connected, who engages a canvasser to be employed for canvassing 
for electric lighting, to be allowed a commission of 1s. for every 
16-c.P. lamp wired according to the Corporation regulations by such 
contractor, and connected by the authority in private houses during 
each quarter. A report is to be prepared on a system of hire 
wiring. 


Batley.—The Town Council has resolved to apply to 
the Local Government Board for sanction to borrow the sum of 
£22,231 for electrical supply works for lighting aud traction. 


Beckenham.— At a meeting of the District Council on 
Monday it was reported that a letter had been received from the 
Local Government Board, sanctioning a loan of £7,000, repayable in 
10 years, for the wiring of houses. Instructions were given to the 
engineer to prepare a form of specification and tender. A telegram 
had been received from the British Insulated Wire Company, 
agreeing to the scheme of free wiring previously brought before the 
Council The Council decided that in connection with the loan for 
free wiring, Mr. Reginald P. Wilson, consulting electrical engineer, 
be retained to supervise the wiring, at a fee of 24 per cent. on the 
amount expended out of the loan during the British Insulated Wire 
Company's period of control. The Council also instructed the 
engineer to prepare specifications and invite tenders for the erection 
of transformer stations. | 


Bexhill.— Having received Mr. Preece’s report on exten- 
sions of the generating plant, the Council has resolved to apply to 
the Local Government Board for sanction to borrow £7,772 for 
additional machinery, extension of mains, &c. 


Bradford.— The Electricity Committee has been inviting 
tenders for the supply of 8,000 tons of coal for the electricity works 
for the year commencing August 1st. 


Bury.— The annual report, for the year ending March 
31st last of the Bury electricity works, issued by the electrical 
engineer, Mr. S. J. Wateon, shows that the number of consumers of 
electricity in the borough is 198, with 14,733 8-с.р. lamps. This 
represents an increase of 54 eonsumers and 4,458 lamps during the 
year. The number of units sold for all purposes during the year 
was 213,395, as against 115,853 for last year, and 64,462 for the 
preceding year. Several important extensions have been carried 
out. There are now 31 arc lamps erected in the main streets of the 
town, 13 having been set to work during the past year. The total 
cost for generation and interest and sinking fund during the year 
was £3,398, and the revenue was £3,582, the profit equalling £184; 
last year there was a deticit of £336. 


Cardiffi—At a meeting of the Electrical and Lighting 
Committee of the Corporation last week, Mr. H. J. Burstall, the 
engineer appointed to inspect the 300-kw. Ferranti engine alter- 
nator, reported that it was now finished and adjusted to his entire 
satisfaction, the whole of the work decided to be done under the 
terms of settlement having been carried out. The engine was 
ready to be taken over by the Corporation. Mr. Appelbee, the 


' resident engineer, also said the engine worked well and satisfactorily, 


and could be taken over. The Committee resolved to accept it 
accordingly. | 


Chester.—In view of the greatly increased price of gas 
at Chester Workhouse, it has been suggested at this week's meeting 
of the Board of Guardians that an engineer should be asked to 
inspect the house and make a report, as it was conjectured that elec- 
tricity could be iutroduced on the premises at less cost than was paid 
for gas. A committee was appointed to deal with the subject. 


Colchester.— The Town Council has appointed Mr. 
A. R. Sillar, its present electrical engineer, to take charge of the 
electricity works at a salary of £250 per annum. 


Cupar, Fife.—Mr. D. Mackenzie estimates the probable 
cost of the installation of electric light at the Fife and Kinross 
Asylum at Springfield at £3,150, and that an annual payment of 
£350 for 30 years would repay the interest, working expenses, and 
total cost. At present the board pays about £400 per year for gas 
to the Cupar Gas Company. 


Dalkeith.—4A scheme having been adopted by a majority 
of the Commissioners in favour of the electric lighting of the streets, 
the three Commissioners in the minority have secured a report from 
Mr. W. A. Bryson, electrical engineer, Leith, stating that as there 
were so many narrow streets in the burgh, much of the light from 
arc lamps would be wasted, and recommendiug incandescent gas 
lighting for the purpose. Dalkeith is an old burgh, with streets 
which extend altogether to about six miles, exclusive of courts 
and closes. 


Dublin.—We gather from the Dublin papers that on 
Monday night there was a serious breakdown of the electric lighting 
arrangements. The engineer was preparing a report on the matter 
for the Electric Lighting Committee, and no explanation was 
vouchsafed to the newspaper man. 


Glasgow.—The Corporation has been inviting tenders 
for the supply of 10,000 tons of coal, to be delivered in quantities by 
May 13th, 1901. 


Grimsby.—The Local Government Board has sanctioned 
the loan of £6,000 for electric lighting purposes. 


Hanley;—The reports of the borough and electrical 
engineers, Messrs. Lobley and Cowell, show:that the capital expen- 
diture last year was £7,044, bringing’ ‘the total up to £67,829, 
equivalent to £55 per kw. The total capacity of the works was 
1,224 Kw., and the maximum demand was 550 kw. The expendi- 
ture on revenue account last year was £7,632, and the receipts 
£8,809, leaving a gross profit of £1,177: after paying interest and 
sinking fund, there was a deficit of £2,269. 

A sub-committee reported to the Town Council that the loses 
during the last three years were due to too early reduction of the 
price of energy, increased cost of fuel, &c., abnormal repairs to plant, 
and increased capital charges. The Council resolved to raise the 
prices to 6d. and 3d. for lighting, aud to 3d. four hours) and 1d. 
per unit for power. 


Hastings.—The Town Council on Friday agreed to an 
extension of the mains, the total cost of which is estimated at 
£1,232, to be raised by loan. In order to effect a saving in the 
electric light works it has been decided to discontinue one station, 
to remove part of the plant to another station, and to dispose of the 
remainder. There was a small profit on the last year’s working. 


IIfracombe.— The District Council has instructed the 
General Purposes Committee to report upon the advisability of 
transferring the Council's electric lighting order to a company. 


Ingleton.— It having been found that the Town Council's 
agreement with the Electric Lighting Company is void, the Council 
has asked the company to desist from lighting the street lamps 
pending the adoption of the Lighting Act. 


Inverness.—The scheme for lighting the burgh with 
electric light has been abandoned by the Council. 


Leamiugton.—At this week's Council meeting the town 
clerk stated that, as instructed by the Council, he had written to the 
Midland Electric Light Company offering £17,000 for their under- 
taking. In reply the Midland Electric Light Company said that 
the offer was ridiculous, and could not be entertained. Their under- 
taking was bound up with the progress of Leamington, and they 
were prepared to spend any amount of money on it, satisfied that 
the future would amply repay them. The writer added that the 
Corporation appeared to entertain a lower estimate of the future of 
Leamington than the company did. It was ordered that the corre- 
spondence should be entered on the minutes. | 


London.—NrwrxGTON.—The Vestry has increased the 
salary of Mr. Blaikie, the resident engineer, from £250 to £300, on 
the understanding that Mr. Blaikie will remain in the service of the 
vestry and their successors for a period of two years at this salary. 

Гохрох County Counciu.—The Council at the meeting on 
Tuesday resolved to sanction the borrowing by the Fulham Vestry 
of £50,519 for electric lighting and refuse destructor purposes, and 
to make an advance of £25,000 on account of that amount. It was 
also decided to approve the raising of a loan of £8,579 by the 
Islington Vestry for street transformers and fittings, and of £21,905 
by the Shoreditch Vestry for engineering works at the new 
generating station. The Council decided net to approve the plam 
submitted on behalf of the Charing Cross and. Strand Company for 
the construction of à wood and iron building on the roof of the 
meter room at the station in Commercial Road, on the ground that 
it was inexpedient to sanction a building of the character proposed. 

BERMONDSEY.—The Vestry will apply to the London County 
Council for a loan of £21,000, to cover the cost of a dust destructor, 
chimney shaft, and electric light maius, the repayment of the loan 
to be spread over 42 years, commencing after three years. 

IsLINGTON.—Some discussion took place at a meeting of the 
Vestry on Friday, on the presentation of the report of the de- 
putation who waited upon the Finauce Committee of the London 
County Council, ou the subject of the delay in the granting of loans 
for electric lighting purposes. The discussion did not throw any 
fresh light on the question than that contained in the report of. the 
deputation, who stated that they explained that the Vestry's officers 
had given what the Vestry considered to be very full particulars, 
but that if auy further information was desired it would be willingly 
afforded, and would have been previously given had the Council, 
instead of asking in general terms for more information, specified 
the particular points upon Which further; particulars were required. 
The matter was discussed fully and iu a very friendly manner, aud 
subsequently the chairman of the deputation and the electrical 
engineer met the engineer of the Council and gave certain expla- 
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zations of the information already submitted, which satisfied the 
Council's officials, and the sanctions applied for had now been 
gruted. The chairman of the Council's Finance Committee, after 
punting out that much of the delay would have been avoided if the 
Vestry had previously accepted the invitation in December to meet 
avd dieu the matter, suggested that if any similar difficulties 
arec 1 futur canes, it would be advisable for the officers on both 
srie to meet sud discuss such difficulties with a view to their settle- 
п» 


Pembreke.—The clectric lighting scheme is now in 
солк order. The scheme is on practically identical lines with 
that of the Rathmines Township. e tbree-wire system, with low 
pressure direct current, has been adopted. There are now in use 18 
am lampe and 96 incandescent lanterns, with two lamps of 160. p. 
ex. for ctrect lighting. There are two sets of high speed com- 
p und three-crank engines, cach having a normal full load output 
d 150 kw.: there is in addition a large storage battery. e 
сатте and pipe work were supplied by Messrs. Easton, Anderson and 
(olden; three Lancashire boilers by Messrs. Holdsworth & Son, and 
a fourth ' water-tube by Messrs. Babcock & Wilcox; the condensing 
plant by the Wheeler Engineering Company; the water-cooling 
ant by Mears. Klein, of Manchester; the switchboard by Messrs. 
Nalder & Thompeon, of London; and the storage battery by the 
“tlende Electrical Storage Syndicate, Limited. The arc lamps 
vere supplied by the British Insulated Wire Company, and the 
t.candescent lamps by the General Electric Company. Lastly, the 
mang were laid by Messrs. Calleuder's Cable and Construction 
Companv. As for private lighting, there are adjacent to the mains 
ict 8U0 houses, and the system is capable of providing for 15,000 
amps of 8-C. P.; there is plenty of room for extensions. There is 
1.9; abundance of water for all purposes on the site. In connection 
with the works a Horsfall refuse destructor is erected, capable of 
destroving 32 tons of refuse por day. Mr. Robert Hammond is the 
узап пы engineer for the works, and his representative in charge 
ef the construction thereof is Mr. L. L. Robinson. The works are 
elt run under the supervision of Mr. S. L. R. Price, resident 
engincer to the District Council. | 


Pertsmouth.— Mr. E. Price, superintendent of the 
exctric lighting works, in his annual report to the Corporation 
"wamittee, states that during the past year they spent £5,616 for 
mal, and sold 1,393,091 units. Düring the year before they 
gent £3,798 for coal, and sold 1,224,949 units. These 
ше work out at 74 and 967d. per unit sold. 
Ancther cause of the falling off in the net profit is that 
ter some reason there has been a serious falling off throughout 
the lat year in the consumption of energy per lamp connected, 
snounting to 1°71 units for each lamp, and assuming the number of 
ларь connected at the middle of the year to be the mean for the 
vat, the decrease amounted to 56,048 units. The average price per 
uit obtained this year was 4'488d., so that the decrease represented 
1 reduction of income. This decrease of income, added to the 
"rreaed cost of coal, accounted for over £1,900. It seemed that the 
"xreased consumption was due to consumers exercising more care 
it switching off lamps when not required, to their doing with less 
М, or to the meters not registering correctly. He proposed to 
dec the meters throughout the borough. During the year they had 
eanected 7,090 lamps of 16-с.р., and although this was 192 less 
(ma during the previous year, they had connected more consumers. 
Tke maximum demand was 1,139 kw. During the year the capital 
ccilas was increased by £20,277. The Local Government Board 
tae sanctioned a loan of £9,775 for electric light purposes. 


. Plymouth.— Alderman C. H. Radford, Mr. J. H. Rider, 
tough electrical engineer, and Mr. R. Dingle, of Plymouth, who 
зате been touring in the United States and Canada, landed at 
Pirmouth on 5th inst. from New York. 


Previsienal Orders are to bé sought for— 

ALS WICK. —By a company. 

BELLINGHAM.—By a company. 

BLscxRock.— By Messrs. Porte, Sykes & Co., of Dubliii. 

BuACK WELL. —By the Shirebrook Colliery Company. 

Brsuay.—By the North British Electricity Supply Company. 

Beacuanis.—By the North British Electricity Supply Company. 

CHaTTEBIS.—By the North British Electricity Supply Company. 

CAXBOENE.—By the North British Electricity Supply Company. 

“Latros.—By Messrs. Tahourdius & Hitchcock. 

PurrikLD.—By the Northern Counties Electricity Supply Com- 
pany. The District Council wil] oppose. 

FiLxIRK.— By Edmundson's Electricity Corporation, Limited, 
va behalf of the Urban Electric Supply Company, Limited, and 
by the United Electric Light and Traction Company, Limited. 
The Town Council will oppose. 

Fuxy.—By the Northern Counties Electricity Supply Company. 
The District Council will oppose. И : 
Faux BanskT.—By the North Metropolitan Electric Supply 

Company. 

бомев»лі. —By the North British Electricity Supply Company 
and the Northern Counties Electricity Supply 9 d 

Сват Нлвмоор. Ву Messrs. Tahourdius & Hitchcock. 

—By the Northern Counties Electricity Supply Com- 

а and the Pis ENS Electricity Supply Company. 

касвїк.—Бу the North British Electricity Supply Co b 
eon dii. 5 consents. кыт 
ETTLE.- -By the North British Electricity Supply Company. 

Lrsurucow.—By the North British Electricity Supply Con pany 

8 e Council cordially approves. 

ARKET HARBOBO.— By the United Electric Ligh ti 
5 y ight aud Traction 


MALvERN.—By the United Electric Light and Traction Com- 
pany, Limited. 

New Romney.—By Мг. E. H. Shaw. The Town Council will 
oppose. 

PIcKERING.—By the Northern Counties Electricity Supply Com- 
pany. The District Council is favourable. 

PonTEFRACT.—By the North British Electricity Supply Company. 

ST. ANDREWS.—By the North British Electricity Supply Com- 
pany. 

SPALDING.—By the United Electric Light and Traction Company, 
Limited. 

SowERBY BnrpGE.—By the North British Electricity Supply 
Company. The District Council already possesses an order. 

SxiPToN.—By the District Council, the North of England 
Electrical Supply Company, and the North British Electricity 
Supply Company. 

WaLMER.—By the North British Electricity Supply Company; 
and Mr. E. H. Shaw, of Kingston. "The District Council will 
oppose. 

Warwick.—By the British Electric Traction Company. 


St. Helens.— Ata meeting of the Town Council last week 
the Mayor said that on March 31st, 1898, 4,526 electric lamps were 
connected ; the cost of producing the current was 404d. per unit, 
and the total cost 6d.; while the sale was over 35,000 units to 63 
consumers, In 1899 they had 6,463 lamps, the works cost dropping 
to a little over За. and the total cost to rather less than 44d., while 
65,091 units were sold to 79 consumers at the cost of 6d. At the end 
of March this year they had 13,981 lamps connected; the works 
cost had gone down to less than 1d. and the total cost to 14d. The 
sale was 320,160 units, which, of course, included that supplied for 
the trams. The number of consumers was 190, and there had been 
an iucreasc in the supply for motors. The output for May was 
57,434 units, which was at the rate of 689,000 units per annum, or 
about double the output last year. Seeing.that May was one of the 
lightest months in the year, the increase was most promising. <A 
profit of £11 had been made last year, and this would be increased 
this year. In spite of the changing over from the Warrington Old 
Road station, there had been no serious failure in supplying 
electricity. 


Sleaford.— At a meeting of the District Council 
last week, Mr. B. Smith, of Oswestry, submitted an estimate for the 
carrying out of an electric light installation ata cost of £6,500. It 
was resolved to petition the Local Government Board for power to 
borrow £7,000. 


Stourport.—The District Council has decided not to 
oppose the application.of the Kidderminster Electrical Company 
for a provisional order for electric lighting if that company agrees to 
certain conditions. 


Trowbridge.—The District Council has decided to 
appoint Mr. D. Stevenson, electrical engineer, to report upon a 
system of electrical supply for the town, including the question of 
a refuse destructor in connection therewith. 


Walker.— The District Council has segled an agreement 
with the Newcastle Electric Lighting Company for the electric 
lighting of the district. 


Waketield.— Mr. H. Boulnois, M. I. C. E., held an inquiry 
at Wakefield last weck on behalf of the Local Government Board 
with respect to an application made by the City Council for sanction 
to borrow £25,000 to extend their electric lighting scheme. There 
was no opposition. 


Walsall.—At the monthly meeting of the Town Council on 
Monday it was agreed that the mains be extended, and that two trans- 
formers be provided at a total estimated cost of £5,178, subject to 
Messrs. John Russell & Co., Limited, entering into an agreement to 
take from the Corporation, for a period of 10 years, electric current of 
the value of 4300 per annum. A communication having been 
received from the Local Government Board, stating that they pro- 
posed to defer sanctioning the loan of £15,000 until the sites for 
the proposed transformer stations had been decided upon, the Elec- 
tric Lighting Committee reported that they had instructed the town 
clerk to urge the Board to sanction the loan immediately, as it is 
impossible for the Corporation to fix at this date the situation of the 
transformer stations. 


Willesden. — The Electric Lighting Committee has 
unanimously recommended the Council to adopt Mr. Ruthven- 
Murray's scheme of electric lighting aud electric tramways. The 
work is estimated to cost about £143,624 for the electric lighting 
scheme, and £53,247 for the tramways. 


West Bromwich.—The Local Government Board. has 
sanctioned the borrowing of £30,000 for land, buildings, and plant 
for the Corporation electricity works, the repayment to be extended 
over 25 years. 


Wolverhampton.—On Monday lust the Town Council 
resolved that from July Ist the price for energy for lighting pur- 
poses be fixed at 6d. per unit, on à maximum demand for an average 
of 14 hours per day during the six winter months, that is, from 
October 1st to March 31st inclusive, and one hour per day during 
the six summer months—April 1st to September 30th inclusive— 
and 3d. per unit for all energy consumed in excess thereof. 
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Worthing.—The Town Council has resolved to instal 
40 arc lamps for street lighting, under Messrs. Burstall & Monk- 
house's supervision. 


ELECTRIC TRACTION NOTES. 


Bootle.—At the last Council meeting it was stated that 
the case of the Bootle Corporation respecting the disagreement with 
the Liverpool Corporation over the electric tramway rental had been 
placed before the referee appointed by the Board of Trade, and the 
decision was expected auy moment. 


Carnarvon.—The Town Council has received à number 
of letters from promoters of electric lighting and light railway 
schemes for the district. A committee will interview all likely 
promoters. 


Govan.— The Tramways Committee of the Glasgow 
Corporation has approved of the arrangement for the conversion of 
the Govan and Ibrox traniway lines to electrical working. 


Kirkealdy.—The Town Council last week had before 
them a report from Prof. Kennedy on the electric lighting and tram- 
way scheme. It was remitted to a committee to report upon the 
relative cost of the alternative routes. 


Light Railways.—The Board of Trade have confirmed 
light railway orders as follows:—Bexhill and St. Leonards; 
Cheltenham and District ; Cheltenham and District Light Railway 
(Extension) Order. 


Liverpool.— We read in the Liverpool Mercury that the 
lines and overhead equipment on the Old Swan route, in Berry 
Street, Great George Street, Dale Street, William Brown Street, 
aud at Pierhead will be ready for inspection by the Board of Trade 
officials in the course of a week or so, and it is not at all unlikely 
that the electric cars will be running on the West Derby section at 
the beginning of next month. It is interesting to note that up to 
the present the mileage of lines laid for electric traction exceeds 
that of the lines previously utilised for horse cars. Therefore all 
work in the future will practically be extension. Most important 
is it to find that when the system is completed there will be 
duplicate lines from the centre to every quarter of the city, thus 
greatly minimising the chance of anything like a serious delay in 
case of a slight mixhap on any section. 


Middleton.—The Corporation and the British Electric 
Traction Company have come to an arrangement under which the 
former will supply electrical energy for working the tramways of 
the latter. The Local Government Board has sanctioned the Cor- 
poration's proposed loan. 


Newport (Mon.).—The Town Council have appointed 
Mr. R. A. Forsyth as inspector to superintend the manufacture of 
the tram rails for the new Corporation tramline at the maker's 
works. 


Portsmouth. — The Tramways Committee have approved 
an amended clause which has been issued by the Board of "Trade for 
insertion in the provisional order as to providing workmen's cars. 
In a report to the Town Council the Committee state: —“ Having 
regard to the fact that an order has been granted by the Board of 
Trade authorising the construction of about 44 miles of extension, 
your Committee recommend the installation at once of a plant 
sufficient to operate 80 cars, and to provide buildings and chimney 
of sufficient capacity for further extension in the future. This, 


together with the rise in prices, necessitates a very considerable . 


increase in the estimate over that originally submitted for a build- 
ing and plant suitable for a capacity of 60 cars." The estimated cost 
of the power station plant was £29,373; building aud chimney, 
£9,148; land, £900—total, £39,421. Attention was drawn to the 
fact that in the cost of the equipment there has been an all-round 
rise in prices of from 15 to 20 per cent. since the last estimate, and 
that included iu the present estimate are the cost of fitting super- 
heaters to the boilers and the cost of a cast-iron water storage tank, 
in all about £800, neither of which was provided for originally. 
Adding this brought the total to £29,000, which agreed very nearly 
with the present estimate. The building and chimney will accom- 
modate plant to run 120 cars, thus doubling the capacity of the 
former scheme. The Committee recommend that the above works 
be approved, and that they be authorised to invite tenders for 
carrying them out. 

At the Council mecting on Tuesday various features of the report 
were criticised. Mr. H. Kimber, chairman of the Tramways Com- 
mittee, in reply, said they had provided for one of the finest and 
most up-to-date stations in the country, and would have ample 
power to carry on in case of breakdown. The report was adopted 
by a large majority. 

Rhyl.—' The Rhyl and Prestatyn Light Railway Com- 
pany is making every effort to have the electric tramways completed 
and in working order by April 1st, 1901. 


Wolverhampton.—The Town Council. jd resolved to 
appoint au assistant engineor for 12 months in connection with the 
tramway scheme. 
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TELEGRAPH AND TELEPHONE NOTES. 


Grantham Telephones.—The Council will ask for a 
telephone licence from the Postmaster-General. Canvassing among 
the public is now proceeding. The Council is advised by Major- 
General Webber. 


Norwich Telephones.—A special meeting of the Town 
Council was held last week to consider a report from the Executive 
Committee on an application to the Postmaster-General by the 
Norwich Mutual Telephone Company, Limited, for a licence 
for the establishment of a telephonic exchange in the 
Norwich exchange area. Various recommendations regarding 
conditions, &c., were made by the committee, aud these 
were discussed at length. An-amendment was carried by а small 
majority providing that a clause be inserted in the agreement to the 
effect that the whole of the plant and appliauces to be used by the 
new company should be new and of the most modern апа approved 
description, and that it should not be competent for the company to 
acquire or utilise the business plaut and appliances of any other firm 
or company. 


Portsmouth Telephones.—The Town Council having 
instructed the Finance Committee to obtain a report from an expert 
as to the cost of establishing a municipal telephone exchange, а sub- 
committee has been authorised to interview Mr. Bennett, and obtain 
his report and estimate. 


The Telegraph Wire Export Trade.—The returns 
just issued relating to the exports from thix country of telegraph 
wire and apparatus connected therewith during June last show a big 
decline on several of the preceding months. The value of the June 
shipments only amounted to £47,994 as compared with £395,808 in 
May last, and £27,817 in June, 1899. The activity which has so far 
this vear ruled in this branch of industry, is well indicated by the 
returns for the six months ending with June last. The aggregate 
value amounting to no less than £1,459,710, as against £501,673 in 
the corresponding period of 1899, and £500,896 in the first six 
months of 1898. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, REPAIRED. 

CHINESE :— 

Hong Kong-Macao .. . June 98, 1900 & Ј uly 9, 1900 
Востн AMERICAN :— 

Cayenne-Pinheiro . © .. Oct. 11, 1899 А 

Cayenne-Paramaribo a .. Feb, 16, 1900 

Para-Maranham x .. March 5 1900 ae 

Ceará-Maranham .. Feb. 2, 1900 " 
West INDIES :— 

Jamaica-Colon . June 80, 1899 

Mole Bt. Nicholas-Cape Haitien.. March 6. 1900 
Latakia-Cyprus ss - June 20, 1900 .. s 
Tarifa-Tangier xs acs Jan. 3, 1900 Рея - 
Gibraltar-Tengier  .. T June 28,1900  .. July 5, 1900 

LANDLINES :— 

CHINESE :— 

Tientsin-Pekin А ae .. June 12, 1900  .. - 

Pekin-Kalgan.. «s © .. June 14, 1900 ee 


Kalgan- Maimatchin н 
Tientain, ría Shanghai 
Tientsin-Niuchwang à 


Востн AMERICAN :— 


.. June 80, 1900 
.. June 16,1900  .. ee 
. June 18,1900 .. А 


Barcelona, Venezuela-Cindad-Bolivar. . .. July 2, 1900 . July 4, 1900 
. July 6,1900 .. July 10, 1900 
Communications with all’ offices 9 Columbia 
beyond Buenaventura .. . January эз, 1900. . 
Ecuador landlines .. vs . March 18, 1897 . 
Landlines south of Macahé (Brazil) s April 95, 1900 А 


Communication “via Hanekine" interrupted 
on Persian territory б Р уз КА Feb. 94, 1900 is T 


Wireless Telegraphy.—1n the House of Commons last 
week, in reply to Sir R. Penrose-Fitzgerald, Mr. Ritchie said the 
wireless telegraphy communication between the East Goodwin light 

vessel and the mainlaud was established for experimental purposes 
only and has now been discontinued. I am not aware of the exact 
nature of the system in use on the Borkum light vessel. The ques- 
tion of using a system of wireless telegraphy for purposes of com- 
munication with lighthouses and light vessels is before an inter- 
departmental committee, who have very difficult eae of patent 
rights to consider. 

In the House of Commons on Tuesday, in answer to Sir R. 


Penrose-Fitzgerald, Mr. Ritchie (Croydon) said, according to the 


Times report, the inter-departmental committee on the question of 
wireless telegraphy for life-saving purposes was appointed to con- 
sider and report (a) with respect to the provision and maintenance 
of communication between outlying lighthouses and light vessels 
and the shore, and whether any, and if so what, exteusion and im- 
provement can be made therein, special regard being had toa system 
of wireless telegraphy ; (b) how far and subject to what conditions 
the means of communication with such light stations can be made 
available for private messages without affecting the efficiency and 
safety of the lighthouse service; and (c) how far the connections 
between shore lighthouses and post offices or coastguard stations 
should be made available for private messages. This committee has 
superseded that which was appointed in consequence of the recom- 
mendation contained in the final report of the Royal Commission on 
electric communication with lighthouses and light vessels, and com- 
prises representatives of the Board of Trade, Admiralty, Treasury 
Post Office, and Trinity House, 


OB 
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THE ELECTRIC LIGHTING AND TRAMWAYS 
OF BUENOS AIRES. 


Tux public supply of electricity in. Buenos Aires dates from 
about 1888. From that year, until 1898, it was in the 
hands of two companies, one of the strongest gas companies 
ng one and the other a private firm: both seemed to 
suffer from a lack of enterprise, probably for want of capital. 
она firm of Sr. Rufino Varela is the one which 
the nucleus of the system about to be described. It 
owned two small stations, one a direct current system of 
250 Kw. capacity in the basement of the Opera House, and 
the other a mixed alternating and direct current at the rear 
of the Politeama theatre. Almost all the theatres were sup- 
plied with electricity from one of these two stations. In 
1897 the Cia. General de 
was formed in 
Paris to acquire and develop 
the concessions and systems 
owned by Sr. Rufino Varela, 


M The capital of 6,000,000 
frames was raised in Buenos 
Aires, Paris, and Berlin, the 
headquarters being in Paris : 
in fact, i in Buenos Aires it is 
known as а French company. 


4 was at once drawn 


ae 


and signed with the 
Electricitits Gesell- 


Berlin, for the com- 
equipment of the new 
from the coal pile 
to the consumers’ meters, and 
Count Charles Cicogna was 
appointed engineer and 
manager in Buenos Aires. ‘The contractors immediately 
ment one of their engineers, Mr. W. S. Hulse, to Buenos 
| to get the data necessary for the drawing up of the 
in Berlin; after having arranged the necessary details 
returned to Buenos Aires to take charge of all the 
construction, with Mr. J. T. Cornish as chief assistant. 
The system finally adopted was the monocylic alternating 
current, generated at 3,400 volts, and distr ibuted from trans- 
former sub-stations on a three- wire network, having 230 volts 
between the outers, and 115 at the lamps. 
A suitable piece of land was bought in the Paseo de Julio, 
about half way between the Retiro railway station and the 


* 
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THREE-PHASE MOTOR AND EXCITER. 


Mis. its position, about 250 m. from the river 
Ln it convenient for obtaining water for condensing, 
the facilities for discharging coal were also good. 
is ground a temporary station was at once erected, 
the overloads of the other stations, and also to 
ut а contract to supply the Buenos Aires and Belgrano 


E йу e with power to run their system. 
i s for the new station were commenced imme- 
1 before the roof was on the engine room, one of 


. sets was running under a temporary wooden 


ee 


GENERATING STATION. 


shed ; it continued to run thus for more than three months, 
taking steam from the boilers 1n the temporary station. 

The site of the generating station is at the northern side 
of the city, and at the periphery of the distributing area : 
it is within 100 yards of the most fashionable residential 
district, Avenida Alvear, and it speaks well for the construc- 
tion and management that no complaints have ever been 
made as to smoke, exhaust steam, or vibration, notwith- 
standing the large size of the station. 

The new buildings, which cover an area of 2,730 sq. m 
are of red brick, and comprise engine room and basement, 
boiler room, pump room, offices, stores, repair shops, lava- 
tories and wardrobes for the men, and a suite of dwelling 
rooms for the engineer-in-charge. | 

The boiler room is parallel to. the engine room, and now 
contains eight Belleville water-tube boilers, built by the firm 

of Delaunay, Belleville & Co; 

of St. Denis, and arranged in 

four batteries of two each, 

four boilers on each side of 

| the room. The chimney is 

- GO metres high and 240 

metres diameter at the top. 

It is hned with firebrick to 

a height of 45 metres, an air 

space of 6 em. being allowed 

between the lining and the 
wall of the chimney, 

The Belleville type of water- 
tube boiler consists essentially 
of an upper steam cylinder 
and a lower water chamber, 
with a series of straight tubes, 
arranged in zig-zag, connect- 
ing them. The generating 
tubes are in vertical groups, 
technically termed elements, 
and are placed in such a manner as to form a kind of 
flattened spiral of 12 straight tubes : detail views of one of 
these elements appear on a later page. The ends of the 
tubes are connected together by being serewed into cast- 
steel boxes, which form the turns of the spiral. 

The connections are made so that the whole 12 tubes form 
one Continuous passage for steam and water from the bottom 
to the top. The water, after having passed throngh any 
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SrnunEkRT Ёс5® Box AND CABLES. 


tube, has to traverse a short distance horizontally through 
the end boxes to obtain access to the next tube in its ascent, 
The front of the lowest part of. each clement is connected to 
the steam collector, There are 10 of these elements in each 
boiler. The inclination of the tubes is very small, being only 
24° to the horizontal, ecd 

The series of 10 elements are placed side by side, The 
mixture of steam and water generated in the tubes is dis- 
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charged into the top steam collector from the tops of the 
elements. In this collector the steam is separated from the 
water by means of a series of baffle plates, the steam being 


drawn off by means 
of the stop valve 
and the water flow- 
ing back along the 
bottom of the 
collector to the 
return water pipes 
on each side, and 
thence again to the 
elements. 

The feed is ad- 
mitted through a 
small non-return 
valve at the middle 
of the top collector 
through a small 
orifice at a pressure 
of 450 lbs., which 
is considerably 
higher than the 
actual working 
pressure of 225 lbs. 

The automatic 
feed apparatus con- 
sists essentially of 
a chamber con- 
nected at top and 
bottom with the 
elements of the 
boiler, and to which 
the gauge glass is 
attached. This 
chamber contains : 
hollow float which 
is connected by a 
system of levers 
with a valve on the 
feed pipe. 

The space between 
the fire and the 
lowest tube is not 
large, so that unless 
complete combus- 
tion of the gases 
takes place within 
a short distance of 
the fire, it will 
take place above 
the lowest tubes 
and much heat will 
pass off to the 
chimney, which, 
had the combustion 
taken place lower 
down, would have 
been abstracted by 
the water in the 
tubes. With a 
properly regulated 
and thin fire which 
passes the proper 
amount of air, there 
is less liklihood of 
this, but it has been 


found that the 


forcing of steam in 
small jets above 
the fire has a bene- 
ficial effect in 
thoroughly mixing 
the gases and also 
in accelerating the 
rate of combustion. 
It should be ob- 


served that the apparatus is purely for mixing the gases, 
and not for forcing the rate of combustion of the coal. The 
arrangement consists of a square pipe about 12 inches above 


Her fer 


WaATER-TvBE BOILERS. 


STEAM-DRIVEN EXCITERS. 


the fire bars, with a series of nozzles slightly inclined down- 
wards and discharging steam among the gases above the fire 
with sufficient force to reach all parts of the furnace and 


thoroughly mix the 
combustible gases 
with the oxygen. 

The heating sur- 
face of each boiler 
is 106 sq. m. and 
the output 3,750 
kg. of steam per 
hour. 

A safety device 
is fitted to each 
element in the 
shape of two fusible 
lead plugs, which 
are driven into 
small holes bored 
into the front of 
the tube boxes, one 
near the upper 
part and one near 
the lower part of 
each element. Ву 
means of a special 
plug driving tool 
these can be re- 
placed while the 
boiler is under pres- 
sure. 

Every boiler is 
fitted with a sepa- 
ate economiser, 
which in form and 
general arrange- 
ment is exactly 
similar to the boiler 
elements; the 
tubes, however, are 
shorter and of 
smaller diameter. 
The economiser 
is placed about 4 
feet above the top 
of the generator, 
and the hot gases 
pass through it on 
the way to the 
chimney. The 
boilers are hand 
fired, and coal is 
brought into the 
room on a small 
Koppel railway, 
there being a track 
on each side of the 
room equipped with 
three turntables. 

In the pump room 
are three Belleville 
pumps, two of 
which are. capable 
of feeding all the 
boilers. "These take 
their water from 
two small tanks of 
a combined capacity 
of 35 tons. There 
is no lack of feed 
water supply, which 
can be taken from 
either of the follow- 
ing sources :— (1) 
Hot well; (2) river 
water, before or 
after circulating 


through condensers; (3) artesian well No. 1; (4) artesian 
well No. 2; (5) city water supply. 
The boilers feed into a main steam ring of mild steel 
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pipes, with steel flanges and copper bends; to allow for 
expansion there are two double S copper expansion bends, 
The smaller steam pipes are of Mannesmann patent weldless 


steel. The feed pumps have an independent steam ring, and 
the feed is also arranged on the ring system. From the 
main steam ring 


two separate pipes 
lead into the en- 
gine room. 

The engine room 
is of generous pro- 
portions being 
36 m. long by 22 m. 
wide, and 13 m. to 
the top of the 
electric overhead 
traveller. The total 
height to the steel 
trussed roof at the 
apex is 18} m. 
The walls are 
glazed to a height 
of 24 m. with white 
tiles, and the floor 


is covered with 
mosaic tiles. Here 
there are four 


500-KW. 3,400- 
volt monocyclic 
alternators, each 
mounted on the 
shaft between the 
crank discs of a 
horizontal compound engine, two 30-KW. steam exelters, 
and a 30-KW. motor-driven exciter. 

The main engines are by the E. Р. Allis Company, of 
Milwaukee, with cylinders 20 inches and 40 inches by 36 
inches stroke, and run at a speed of 125 r. pam. They are 
fitted with the usual Allis-Corliss valve gear, driven by double 
wrist plates on each cylinder, which are actuated by two 
eccentrics, one steam and one exhaust. The cut-off is regulated 
by a Reynolds automatic governor controlling the H.P. 


CONDENSERS 


ESI 


rr?" cmm 


GENERAL VIEW OF 


A fourth set has sinee 
cylinder only when running on a lighting load, but when 
the alternators are used to drive the new motor-generator 
st for the tramway, the governor can be arranged to 
control the L.P. side also. Тһе piston speed is 750 feet per 
minute. Тһе fly-wheel, which is very massive for its 
diameter of 12 feet, weighs 173 tons, and the whole erank 
shaft, with fly-wheel, field magnets, and crank dise, weighs 
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The governor is provided with a Knocking-off 
that in the belt should break the steam is 
immediately shut off. thus preventing the running away of 
the engine. 

Rach engine Is provided With atl Independent Wheeler 
surface condenser 
of the Admiralty 
Uv pe, Of 1000-1L DP. 
capacity, хо ах to 
be able to 
with an 
These 
are plaeed iu 
basement of 


ШЕ 


cope 
overload, 
eonmdensers 
the 
tlie 
engine room. where 
thev are 
overlooked. by the 
driver withont 
leaving his engine. 
as there is an open 
hatelwas 1 the 
floor Which Alves il 
full view of them, 

between the low 
pressure evlinder 
and the condenser 
there is uno auto- 
matie exhaust valve 
Which allows. the 
engine to eyhaust 
to the atmosphere 
In case the vaenum 
fails. The air 
pump sends the condensed water to the hot well. whieh 
also receives the condensed steam from. the traps: the hot 
well pump forces the water into the feed tanks, passing on its 
way through two Germania oil filters, These separate from 
it the large quantity of oil which is used in the evlinders of 
the engines. 

The exciter engines are made by Gritzuer, of Durlach : 
they are of the vertical compound type, with piston valves 
to both evlinders, the cut-off being controlled by a shaft 
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In the foreground 

governor, Which varies the travel of the high pressure valve. 
The evlinders are Inbricated by a sinall force ир driven ny 
the shaft: the main bearings of the crankshaft are Inbri- 
cated by oil rings. all other wearing surfaces being fed from 
two small tanks. ‘The evlinders are 225 and 3400 mm. 
diameter by 240 mm. stroke, the speed being 329 r. .in. 
These engines take their steam from any of the engine 
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reducing valves, and can exhaust to any of the condensers or 
to the atmosphere. 

The dirty oil is drained through piping from all parts of 
the engines to a tank in the basement, whence it is forced by 
a hand pump to a filter, a motor-driven pump lifting the oil 
to the tanks in the engine room. 

The steam sys- 
tem in the engine 
room is somewhat 
new in central 
station practice, 
and as far as is 
known is not used 
in any English or 
American station. 
The steam pipes 
leave opposite ends 
of the boiler room, 
taking steam at 
210—225 lbs. into 
the engine room, 
where they are 
inter-connected ; 
from this point 
branch off four 
regulating reducing 
valves (regulateur- 
délendeur). At 
each end of the 
group of reducing 
valves there is a 
very large separator 
with baffle plates, 
through which 
passes all steam entering the engine room. Each of these 
reducing valves is connected to one engine; the steam 
passes through two other separators before entering the 
high pressure cylinder, a branch being taken off to the 
auxiliary starting valve of the low pressure cylinder and 
one to the condenser steam pump. 

Each engine is dependent on a low pressure system of its 
own which is controlled by the reducing valve; this has a 


BOULEVARD CALLAO. 


range of from 40 to 130 Ibs., and this pressure is adjusted 
by hand according to the load on each engine. For a trac- 
tion load, the steam pressure cannot be adjusted so closely 
as for a lighting load, otherwise the engine would not be 
able to respond quickly enough to the sudden variations 
which are incident to the service. The reducing valves were 


AVENIDA ALVEAR. 


furnished by the Belleville Company. With the exception 
of these valves and the main steam pipe entering from the 
boiler house, all piping is carried. in the basement, which is 
about 9 feet high; this allows an unobstructed view of the 
engine room, and gives easy access to all joints. The main 
piping is carried on rollers, so that it can move freely 
under expansion. 
The whole of the 
piping in the station 
Is covered with mag- 
nesia, and was fur- 
nished by Seiffert, 
of Berlin. 

The separators 
are all drained to 
the hot. well by 
Kuntz patent ex- 
pansion traps. 

A large tunnel 
was driven from 
the station to the 
river, 250 m. dis- 
tant, in order to 
bring in the circu- 
lating water for the 
condensers, "The 
receiving chamber 
is 2 m. below the 
lowest water level 
in the river, so that 
an ample supply 
of water is always 
obtainable. Large 
pipes arealso carried 
out a considerable distance into the river from the mouth of 
the tunnel, so as to obtain as clean water as possible. From 
the receiving chamber the water passes through strainers into 
another and larger chamber, from whence the condenser 
pumps draw their supply. The discharged circulating water 
is conducted through an outlet tunnel back to the river. 

The electrical generating system is a polyphase alternating 
current, generated at high tension and transmitted to 50 sub- 
stations scattered all over the city; in these are placed 


An 


12 
ee 2 


mee 


SRR 


sm 


+ ay 


, 


) Ty == onn Pe 
——7 — 


MAIN SWITCHBOARD. 


stationary transformers for distribution to the consumers on 
a three-wire system, with 230 volts between the outers. 

The monocyclic system was adopted owing to its advantages 
where the distribution of energy for lighting is the principal 
consideration, and where the demand for motive power 18 
small or remains to be developed, ` 


Digitized by Google 


TUO d n 


== э up VP 


Vol 47. No, 1,181, Jur 13, 1900.] 


THE ELECTRICAL REVIEW. 65 


In this system there is à main circuit for lighting, which 
works in combination with a supplementary circuit, whose 
chetromotive force is in quadrature with the former, and ів 
approximately one-fourth its value, for power purposes. The 
licht ing system is then a purely single-phase one, and the 
work of its supply can be carricd out in the usual simple 
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SPIBAL ELEMENT OF BELLEVILLE BOILER. 


way. The supplementary or “teaser” circuit, as it is 
called, combines with the principal circuit in a special trans- 
formation in the sub-stations in such a way as to operate 
three-phase motors with all their well-known advantages. 
In this special transformation the lighting transformers are 
connected to power transformers, so that the maximum out- 
put is obtained from the apparatus already installed. 


(To be continued.) 


a 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aston Manor.—July 24th. The Council wants tenders 
fer «cam dynamo, motors, switchboard, pipe work, battery, pumps, 
ar: lampe and posts, crane and wiring. See “ Official Notices” 
to-day. 

Beckenham.—July 16th. The District Council wants 


tenders for a free wiring contract. See “Official Notices” June 
29th 


Belgium.—July 14th. The municipal authorities of 
Jumet are inviting tenders until July 14th for the concession for the 
public and private electric lighting of the town. Tenders to be 
sent to Le Secretariat Communal, L'Hotel Communal, Jumet, 
Belgium, whence particulars may be obtained. 


Blaekpool.—July 28rd. The Corporation wants tenders 
for trolley poles, cables and trolley wire, boosters and switchboards, 
and battery. See “ Official Notices” June 22nd. 


Drussels.— September 19th. The Council of St. Jilles, 
les Bruxelles, invites tenders for the installation and the 
commencement of supply upon a part of its territory. Conditions 
and plan for three francs at the office, No. 14, Parvis St. Jillies, 
St. Jilles. 

Cardiff.—July 24th. The Corporation wants tenders 
fur 10 90-k w. transformers. Sec “Official Notes“ to-day. 


Barlington.—July 28th. The Corporation wants tenders 
iur arc lamp-posts and brackets. See Official Notices“ to-day. 


Durban.—July 20th. The Corporation wants tenders 
for overhead equipment for (a) about 16 miles of single track, 
mcluding poles, overhead trolley wire, distribution boxes; (b) 22 
dou motor cars; (c) steam and electric generating plant, 
mcleding three 250-xw. generators, boilers, condensers, cooling 
е switchboard, &. See “Official Notices” Мау 18 and June 


Germany.— July 25th. Tenders are being invited 
until July 15th by the Baden State Railway authorities at Carlsruhe 
for the supply of two large multiphase alternators required for a 
central station they are establishing at Mannheim. Tenders are to 
be sent to Die General Direction der Gross] Badische Staatseisen- 
badnen Carleruhe, where particulars may be obtained for 3s. 


Germany.—July 28th. Tenders are being invited until 
t 24th iust. by the State river authorities at Emden for the supply 
ai erection of three 14-ton electric wall cranes, and a 40-ton 
„rie swing crane. Tenders to be sent to Die Königliche 
W-erinninsfertion, Emden, Germany, whence particulars may be 
„trained for 28. 


Grays Thurrock.—August 9th. The Council is inviting 
tecders for Lancashire boilers, 100-k w. steam dynamos, economisers, 
ew itchboards, battery, crane, mains, and other plant, ёс. See “ Official 
Notices " June 29th. 

Halifax.—July 31st. The Corporation wants tenders 
for a steam engine aud alteruator, alternators, static transformer, 


induction motors, rotary converters, and three-phase extra high 
tension switchboard. Зее Official Notices " to-day. 


Hull.—July 23rd. The Corporation wants tenders for 
the clectrie lighting installations and fittings for the Springhead 
pumping station, See “ Official Notices " to-day. 


Hull.—July 26th. The Electric Lighting Committee 
wants tenders for five high tension continuous current rotatory tmns- 
formers with switch gear and accessories, See “ Official Notices " 
to-day. 


Islington.—July 25th. The Vestry wants tenders for 
relaying York and other stone over electric conduits and mains. 
See “Official Notices July 6th. 


Italy.—July 14th. The municipal authorities of Madda- 
lena (Sardegna) are inviting projects and tenders until July 14th for 
the electric lighting of the public strects of the town. Particulars 
may be obtained from, and schemes and tenders are to be sent to, Il 
Municipio di Maddalena (Sardegna). 


Madrid.—August 18th. Tenders are invited by the 
Spanish Government, not later than August 18th, for the concession 
of a system of electric tramway lines in Barcelona. Some parti- 
culars may be examined at the commercial department of the 
Foreign Office between 11 a.m. and 5 p.m. 


Manchester.—July 21st. The Tramways Committee 
wants tenders for the electrical equipment of 150 cars, See “Oficial 
Notices " to-day. 


Newport.—The Newport (Mon.) Borough Council are 
prepared to receive tenders for Bessemer steel girder rails, Bessemer 
steel fishplates, wrought-iron tie bars, fish-bolts, nuts, aud washers, 
for the new electric railway on Corporation Road. 


Rochdale.—July 14th. Tenders are invited for wiring 


the municipal technical school for electric lighting. See Official 
Notices " July 6th. 


Roumania.—July 17th. Tenders are being invited 
until the 17th inst. by the Roumanian Post and Telegraph authorities 
in Bucharest for the supply of 40 tons of galvanised steel wire, 
2 mm. diameter. 


Salford.—July 16th. The Corporation wants tenders 
for overhead equipment for the electric tramways, exclusive of the 
supply of poles, but inclusive of their erection. бее ‘ Official 
Notices " June 22nd. | 


Nalford.—August 13th. The Corporation wants tenders 
for lighting cables, tramway feeders, and street lighting. See 
“ Official Notices“ to-day. 


' Sheffield.—July 21st. The Corporation. wants tenders 
for 121 months supply of transformers. See “Official Notices“ 
to-day. 


South Shields,—July 14th. The Guardians want 
tenders for an electric light installation at the Union Workhouse, 
Harton, South Shields. See ''Official Notices" June 22nd. 


Southend-on-Sea.—July 25th. The Corporation is 
inviting tenders for (a) boilers and auxiliaries; (+) steam 
generators, and switchboards and crane ; (c) feeders and distributors; 
(d) line equipment; (e) trucks and car equipments. Specitications, 
&c., from Mr. Alfred Fidler, A. M. I. C. E., borough eugineer. 
Deposit three guineas. 


Spain.—July 21st. The municipal authorities of 
Algemesi (Province of Valencia) are inviting tenders until July 21st 
for the concession for the electric lighting of the town during & 
period of 10 years. Particulars are to be obtained from, and tenders 
to be sent to, El Secretario del Ayuntanicente de Algemesi 
(Valencia). 


Stockport.— August 31st. The Tramways Committee 
wants tenders for 20 double-deck tramears with electrical equip- 
ments. See “ Ofticial Notices " to-day. 


Sunderland. — July 27th. — The Corporation wants 
tenders for a coal conveying plaut for the electrical supply station, 
See '' Official Notices“ to-day. 


Warsaw.— August 28th. The Secretary of Ntate for 
Foreign Affairs has received a despatch from Her Majesty s Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox., for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, aud Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


Wimbledon.—July 18th. The District Council wants 
tenders for supplying and fixing telephones at the Isolation 
Hospital. See our Official Notices" July 6th. 


CLOSED. 

France.— The French Ministry of Posts and Telegraphs 
has just given out contracts for the supply of a quantity of electric 
cable as follows: La Société des Telephones, Paris, 240 kilometres, 
and Messrs. Aborlard & Co., of Paris, 148 kilumetres. 

London.—The Middlesex County Council have accepted 
the tender of Messrs, Rosser & Russell, amounting to £81 5s., for 
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the supply of radiators and an electric fan for the record room at 
the Guildhall, Westminster. 

The Lambeth Vestry have received the following tenders for the 
extension of the electric lighting system at the baths in Kenning- 
ton Road :— 


Geipel & Lange es we es es «a . £9010 0 
Woods & Co. ee ee ee en 67 0 0 
Walter Mossop & Co. (accepted) .. ds * 48 15 6 


Newington.— The Vestry has Monel the tender of the 
British Insulated Wire Company for insulated electric mains at 
£9,026. 

London.—The London County Council on Tuesday 
considered the following tenders for the supply of engine, dynamo, 
and wiring in connection with the electric lighting of the Farmfield 
. Reformatory :— 

Оп, ENGINE. 


Bilbie, Hobson & Co. (Hornsby- Akrosd engine) есери) . . £257 0 0 
Priestman Brothers. ae : .. 812 6 0 
Crossley Brothers е "s . ee Е 84 0 0 


Wain, Р 
B casing. Steel tubing. 
£360 0 


Tamplin & Macovskie (accepted) . . £809 14 6 0 
Strode & Co, . 49 0 0 878 0 0 
Concentrio and "General Contract ‘Company - 260 0 0 410 0 0 
F. A. Glover & Co. ee 407 0 0 450 0 0 
Wood ee ee ee es ee 484 0 0 530 0 0 
E. P, Rickson .. vs m T E .. 678 0 0 700 0 0 
Dynamo, 
Parker & Co., 700 revolutions per minute £165 unfixed, 
3 


Electrical Construction Company, 620 revolutions per 
minute (accepted). .. 189 fixed. 
India-rubber, Gutta- percha, and "Telegraph "Works Com- (130 unfixed. 


pany, 600 revolutions per minute . . (136 fixed, 
siemens Brothers, 720 revolutions per minute ss .. 182 
BATTERY. 
70 amp. short. 
Chloride Company £1838 


. Hlectrical Power Serene Company (accepted) " d 168 
British Insulated Wire Company (accepted), cable at £174 per mile. 


Portsinouth,—The Electric Lighting Committee have 
received tenders for six transformers, and, on their recommendation, 
the tender of the British Electrical Manufacturing Company, being 


the lowest, has beeu accepted by the Council. Tenders :— 
British Electrical vee COM DANY: A .. £528 
Messrs. Siemens Bros.  .. T 926 714 
Messrs. Ferranti .. id T 681 


Waketield. — The Electric Light Committee have 
accepted the tender of Messrs. John Fowler & Co. for two traus- 
formers, aud that of Messrs. E. Greeu & Son for two feed pumps. 


Wolverhampton,—aAt the Council meeting on Monday 
the tender of Messrs. Green & Son, Manchester, amounting to £561, 
for the supply aud fixing of economisers was accepted, as was also 
the contract of the St. Helens Cable Compauy, Limited, for the 
supply of electric lighting cables. 


FORTHCOMING EVENT. 


Saturday, J к 14th.—Iustitution of Junior Engineers. Excursion 
to Tring Park to inspect Lord Rothschild’s electric 
lighting and power installation. 


NOTES. 


Obituary.—We regret to report the death of Senor Don 
Francisco de Paula Vasquez, who died at Madrid on the 
24th of last month after a comparatively short illness. Mr. 
Vasquez, who was only 61 years of age, had béen a high 
official in the Cuerpo de Telegrafos, and was honorary local 
secretary in Madrid to the Institution of Electrical Engineers, 
as well as agent for the Spanish National Telegraph Com- 
pany, and the South American Cable Company. Many of 
our readers will have pleasant recollections of meeting Senor 
Vasquez at the Telegraph Conference at Paris, where his 
kindly humour and sympathetic manner gained for him 
many English friends, who we are sure will join us in ex- 
pressing our condolences with his family and with his many 
friends in Spain. 


Presentation,—Mr. F. S. Ransome, the assistant works 
manager at the Falcon Works of the Brush Electrical 
Engineering Company, Limited, was on Monday last pre- 
sented with a carriage clock and a recording barometer, on 
the occasion of his marriage, which took place at Bedford 
on Wednesday. 


The Fourth of July.—1t is a question whether London 
has been taken by the invasion of American engineers or 
whether American engineers were taken by London, but 
anyhow it occurred to Messrs. Philip Dawson, James Dredge, 
Robert Blackwell and- A. F. Yarrow, who had been on several 
occasions recipients of American hospitality, that the 4th 
of July afforded an opportunity of showing to some small 
extent their appreciation of the many kindnesses they had 
received on the other side of the Atlantic. They therefore 
arranged for this great anniversary the following programme 
for a few American friends :— 

Programme for July 4th, 1900.—Meet at Waterloo to go 
to Surbiton ; take Mr. Yarrow's steam launch, the Cintra, 
and proceed up the Thames to Staines; lunch on board; 
reception by Mrs. Dawson at The Gables, Staines; train 
from Staines for Waterloo ; dinner at the Hotel Russell to 
meet a few English friends. 

The list of those invited included the following gentle- 
теп :— Н. F. Parshall, Esq., G. R. Dunel, Esq., Col. 
Huusiker, Col. Haines, — Swasey, Esq., G. W. Dickie, Esq., 
R. W. Hunt, Esq., Ch. H. Morgan, Esq., H. B. de Parsons, 
Esq., Jesse M. Smith, Esq., C. Fisher, Esq., O. Smith, Esq., 
John E. Sweet, Esq., Н. H. Suplee, Esq., Major W. H. 
Wiley, J. A. Burden, Esq., John Thompson, Esq., Sir 
Benjamin Baker, Sir W. H. Preece, J. E. Kincaid, Major P. 
Cardew, C. A. Knight, Esq., W. J. Clark, Esq., and W. J. P. 
Moore, Esq. 

After this invitation had been sent out, Mr. Manville 
kindly came in and placed an electric launch at the disposal 
of the party at Staines, which took them up to Magna 
Charta Island, which is his summer residence. The 
American guests were delighted at the reception given 
them, especially at being received by Mrs. Dawson at Staines, 
where coffee was served, and then by Mrs. Manvilleat Magna 
Charta Island, where tea was partaken of. 

The Anglo-American Engineers’ dinner at the Hotel 
Russell fittingly brought to an end the day’s entertainment, 
and if the cordial and fraternal references made by repre- 
sentative American engineers voiced the real feeling of the 
new country for the old, we need be in no fear of strained 
relations between ourselves and our trans-Atlantic cousins. 
We think the plastic bond is made never to be severed, and as 
the American Ambassador gracefully remarked at the dinner 
of the American Society in London on Independence Day : 
The Day We Celebrate’ was no longer a national, but 
had become an international, holiday : and in future, instead 
of being an American festival, it would be an Anglo- 
American one. The time had come when the two great 
nations upon whom Providence seemed to have cast so vast 
a share of responsibility for the future were to be friends, 
not only for their own sakes, but for the sake of all 
mankind." 


Electricity and Potato Cultivation.—In the House 
of.Commons last week, Mr. Austin (Limerick, West) asked 
the Vice-President of the Board of Agriculture and Technical 
Instruction for Ireland if his attention had been directed to 
a Series of experiments made by Mr. O'Sullivan, of. Athea, 
in the county of Limerick, with a view of improving potato 
growing : whether he was aware that under this new system. 
an increase of 80 per cent. in the crop was shown; and 
would the department cause inquiries to be made into the 
matter. Mr. Plunkett (Dublin County, S.) in reply, said 
that his attention had been called to the experiments referred 
to in the question. Mr. O'Sullivan attributed the extra- 
ordinary increase in his potato crop to the action of elec- 
tricity introduced through lightning conductors and distri- 
buted through the crop by means of wires, As both the 
parish priest of Athea and the county surveyor of Limerick 
ure satisfied both as to the effect and the cause of this remark- 
able phenomenon, he would have inquiries made on behalf of 
the department. 


Personal.—The Halifax Town Council has agreed that 
the salary of Mr. H. F. Street, the electrical engineer, be 
advanced on October 1st from £300 to £400 per annum. ` 

Mr. G. L. Andrews, B.Sc., assistant engineer to the Hull 
Corporation Tramways, has been appointed chief engineering 
assistant to the Sunderland Corporation Tramways. 
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Beiler Explosions Inquiry.— The 1, 228th report on 
peliminary inquiries is of interest as having reference to an 
explosion of a water-tube boiler at Tunbridge Wells elec- 
псу works The boiler was one about 21 feet long, and 
imd 72 tubes of 4 inches diameter. These were lap-welded 
in the usual system of water-tabe boilers, whereby makers of 
як boiler have so seriously jeopardised the whole character 
of tbe water-tube boiler, The explosion was due to one of 
these welded pipes giving way, Two splits of 2} inches x 
14 mehes opened пр near the front header of one of the tubes 
in the fourth row from the bottom. We need hardly point 
oat how entirely insufficient is a test pressure of 300 lbs. per 
«плге inch to prove sound or unsound welds. An 8-foot 
diameter Lancashire boiler, about 2-inch thick, is tested to 
240 lhs. or more. This corresponds with a pressure on a 
f-ineh tube. вау, -inch thick, of 2,300 lbs., and even this 
wuld not start a bad weld in many cases. The immediate 
raise Was an accumulation of scale inside the tube. The 
niet satisfactory point that came out in evidence was that 
thy Hopkinson isolating valve acted at once and shut off 
the steam from the steam main, that would otherwise 
hae escaped through the damaged boiler from the other 
hers connected to the same main. We 
makers of water-tube boilers would be well advised to 
мөр solid drawn tubes in place of lap welding. 
It appears from the evidence that the mud-drum of the 
exploded. boiler was made of cold blast iron and steel scrap 
—e sort of toughened cast-iron, we presume, which should 
int be admitted in a steam boiler. · We regret to find that 
there ie an attempt among boiler makers to introduce even 
нене cast-iron iuto steam boilers in the shape of the 
manting blocks for Lancashire boilers. This is a practice 
that should be heartily condemned. We have had some 
personal ience with malleable cast-iron pipes, and 
found them anything but good. They had bad blow holes 
at the chaplets for one thing, and were very uneven m 
texture and very difficult to face up and drill. 


Fiat Justitia.— Journals, like individuals, sometimes get 
credit for things they have never said or done. For our 
awn part we feel very conscientious on this poiht as we are 
believers in the old maxim, “ Honour to whom honour is 
due. We prefer to bear just that measure of honour which 
is really due to us and no more. Now the ELECTRICAL 
Review, of London, and the Electrical Review, of New 
York, are not one and the same. Far be it from us to 
attempt a comparison, but because our contemporary bears 
ош title it does not follow that we ought to be showered 
with the fruits of its victories. Our contemporary is quoted 
in the American daily press far more than is any English 
technical journal in the English newspaper press, and some- 
times its striking articles are in the course of events copied 
into English papers without the necessary indication that 
the comments are those of the New York paper. It is easy 
thos to see that we are saddled with nde ven | kudos, and our 
omtemporary is robbed of its merited laurels. We are sorry 
that this is so, for sometimes the views set forth are not by 
апу means on all fours with our own. As an instance let 
t quote the recent great effort made at Park Place editorial 
«nctum to prove that the chances of death by lightning 
are so remote as to be utterly negligible,” and to prove the 
lwhtning rod to be useless. The article was very strong and 
seping in its terms, and it aroused much attention among 
these who had hitherto placed a certain confidence in the 
ciency of the means so long employed for protecting 
budding But the views were not ours, and we have 
a» desire to bear the responsibility for them. Perhaps 
Iwvatian and other English papers which have so freely 
ed the matter will take a note of this? 


_ The Views of a Colonial.—Mr. J. R. Bainton has 
Jux entertained a meeting of the Electrical Association of 
New South Wales with a paper оп “ The Electrical Industry 
їп America and Great Britain,” in which he gave his 
impressions of a number of the principal electric lighting, 
ralway and power plants which he had inspected on a 


toar round the world. He concluded by expressing himself 


very much disappointed with the electrical industry іп 
England as compared with America. 


think that - 


Combined Lighting and Traction Stations, —A propos 
of the remarks on this subject in our last issue, one of our 
most distinguished engineers, who has had wide experience 
in both lines, recently expressed himself to us as strongly 
opposed to the system of joint management. In his opinion 
the proposal usually originates on the lighting side, from a 
desire to make an undertaking, which is not particularly 
remunerative, more so, by harnessing what should in the 
normal case be a profitable undertaking, if the management 
has been the very best from the beginning, to one which 
requires bolstering up. Lighting engineers, by their educa- 
tion, are not naturally qualified to be in sympathy with the 
rough and ready requirements as to electric supply of a 
traction system. А first-class traffic manager will fight to 
the last to carry every passenger in the street, regardless of 
what happens in the station, and a lighting engineer 
generally thinks first of. his machinery. An intimate 
acquaintance with the working of some installations 
where there is a joint management leads to the conclusion 
that, under this condition, either one or the other, 
or both departments, will suffer. Iu the favourable case 
nothing can be combined with advantage except. the supply 
of current, and this on the basis that the plant is designed 
initially with a view to supplying cürrent for traction, in 
which case it will, of course, respond to the most extra- 
ordinary demands which may arise for lighting. 

From actual experience he is not satisfied that, in the 
majority of cases, even a joint supply is particularly advan- 
tageous from a commercial point of view. It is true the 
lighting generally shows up to advantage under this condi- 
tion, but in every case with which he is familiar this is on 
account of charging off a greater proportion of capital to the 
traction undertaking. Generally the combination is brought 
about to increase the sphere of action, likewise the salary, of 
some aspiring official. In New York the Metropolitan 
Traction Company is taking on a considerable portion of the 
lighting from the new 70,000-H.P. station; this is because 
the traction engineers have been smarter in anticipating the 

at demand than the lighting engineers. It frequently 
happens that the traction engineer hag an advantage in this 
direction, since on account of the traction undertakings 
being generally successful the capitalist gives the traction 
engineer almost unlimited latitude in the design of the 
plant,and it is easier to predetermine what the maximum 
demand will be in a traction than in a lighting station. 

To summarise, he is of the opinion that lighting and traction 
installations should be separate and distinct, but that 
traction installations in the case of municipal undertakings 
should be so designed as to be capable of augmenting and 
working with lighting installations in the case of emergency 
or lack of foresight on the part of the lighting engineer to 
provide the necessary amount of power. 

Perhaps, however, inspite of his strong views on the general 

uestion, the authority from whom we quote would admit 

that in the case of small towns, where neither the lighting 
nor the traction undertaking is of sufficient magnitude 
to fully occupy two engineers, and where both are 
owned by a municipality which is less concerned with 
actual profits than with the welfare of the community, 
it would be advantageous to combine the two. 


The Röntgen, Society.—In his presidential address to 
the Réntgen Society, Mr. Wilson Noble pointed out that 
the greatest recent advance in Röntgen ray work was the 
practical realisation of stereoscopic radioscopy, the allusion, 
no doubt, being to Mr. Mackenzie Davidson's highly 
successful instrument, exhibited at the last conversazione of 
the Royal Society and already noticed in our columns. Mr. 
Noble said there were many things difficult to see, or, at any 
events, to distinguish with certainty when seen as a flat 
surface, but which came out with wonderful clearness when 
seen on a flat surface. One had only to look at an ordinary 
stereoscopic slide, first without and then with the stereoscope, 
to appreciate this. The same holds with the Róntgen ray 
stereoscope ; more particularly was this the case with objects 
showing but little contrast and ill defined, such, for instance, 
as the early patches of tuberculosis in the lung. He could 
not but think that diagnosis of this disease would be enor- 
mously facilitated when visual stereoscopic radiography 
became general, Mr, Noble said that one noticeable feature 


per annum, rising by increments of £50 to £700. 
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of the present practice was the adoption of the influence 
machine by many workers. It should not, however, be for- 
gotten that though the influence machine is excellent for 
screen work, it involves too long exposures to hope, in its 

resent inefficient state, to compete with the induction coil 
in photography. Mr. Noble said that the Réntgen rays had 
done admirable service on the battletield and in the hospitals 
in South Africa, notwithstanding the great practical difficulties 
that had to be overcome in keeping tubes efficient, in con- 
veying and charging accumulators, &c. Minor advances had 
been made during the past year in the way of shortening 
exposures and improving definition. 


Fire.—A fire which occurred at the British Insulated 
Wire Works at Prescot late on Tuesday night was of a com- 
paratively trivial nature. A drum of cable in the drying 
oven caught fire, and was quickly extinguished by the com- 
рапу'в own fire brigade. The damage done to buildings 
was almost negligible, but a good many drums of cable in 
course of manufacture were spoiled by smoke and water. 
The whole factory was working as usual the next morning, 
and no inconvenience will be caused to customers, except 
those for whom the damaged cables were being built, and in 
this case it will only mean a few days’ delay. 


The Western Smoke Consumer and Fuel Econo- 
mniser.—This “patent” is being offered to the public for 
£30,000. Less than 12 lines of the prospectus are given to 
the description of the invention, which is oue for admitting 
heated air to prevent smoke in furnaces. We see no reason 
why, if properly arranged, the appliance should not be 
successful, because we did the same thing 30 years ago, and 
our device is covered by the description of this one. What 
we do doubt is the value of any patent for smoke 
prevention. The principles have long been known, and 
only practice has been lacking, and in the prospectus 
before us we see nothing that will render this special 
* patent" any better than scores of other smoke preventers. 
The heating of the air is correct but not new, and we should 
expect to be able to infringe on this patent simply by adopt- 
ing some old and lapsed patent. Why is so meagre a 
description given and no illustration ? The apparatus is 
claimed to be successful at Windsor Castle, but success does 
not necessarily spell validity of patent. 


Appointments Vacant.—A_ borough electrical engi- 
neer is wanted for Darlington. See Official Notices 
to-day. 

A chief lecturer in electrical engineering is wanted for 
the Salford Royal Technical Institute, at £250 per annum. 
A clerk of works is wanted for the electric light station at 
Leyton. "The Bolton Corporation want an electrical engi- 
neer for their electricity undertaking, at a salary of £500 
Nee 
Official Notices " to-day. 

A destructor superintendent, chief clerk, and three 
engineers are wanted for the Fulham electricity undertaking. 
See “ Official Notices " this week. 


The Electrical Volunteers. — From various reports 
which have come to hand it seems that the Electrical 
Engineer Volunteers are doing good service in South Africa. 
A list of additional casualties at Roodeval, June 7th, says 
that Sapper Charlton (electrical engineer) has escaped near 
Reitz, and is at Kroonstad. Sergeant Hugh and about 30 
sappers are reported to have been taken prisoners. 


Lightning Mishaps.—A Bremen sailing vessel was 
lying in the Thames Haven unloading a cargo of 5,000 
barrels of naphtha last week when a heavy thunderstorm 
came оп. It appears that some of the crew who were in the 
main hold preparing barrels of naphtha for transmission to the 
shore, were struck by lightning. Three of the men were 
killed and two burned and injured. The lightning ignited 
the fumes of naphtha in the hold and an explosion followed. 
A fire resulted in the lower deck, and the vessel had to be 
towed out of reach of the wharf. 

The new chimney shaft crecting at the Leyton electricity 
works was struck by lightning on 6th inst., and a certain 


. umouat of damage done to the structure. 


THE ELECTRICAL REVIEW. 


[Vol. 47. No. 1,181, Juny 13, 1900. 


Marriage.—Mr. W. C. P. Tapper, the chief electrical 
engineer to the Whitechapel Board of Works, was married 
at Brighton on Saturday last to Miss Emily Maud Stafford, 
second daughter of the Mayor of Brighton. The ceremony 
was performed at the Norfolk Road Wesleyan Church. The 
list of invited guests and the numerous presents appears in 
the Susser Daily News for Monday last. The Brighton 
Corporation and Corporation officials presented a silver tea 
and coffee service. Mr. and Mre. Tapper have our hearty 
good wishes, 


NEW COMPANIES REGISTERED. 


Electro - Magnetic Traction Company. Limited 
(66,397 ^. —This company was registered on June 27th, with a capital 
of £1,500 in £1 shares, to adopt an agreement with H. Lane and 
W. Griffiths, and to carry on the business of electricians, electrical 
and mechanical engineers, and any business connected with electro- 
magnetic and electric tramway and light railway traction. The 
first subscribers (each witn one share) are:—W. Bowles, 101, 
Raleigh Road, N., gentleman; W. Webb, 39, New Broad Street, 
E.C., solicitor; C. J. Bridge, 6, Cannonbury Square, N., gentleman ; 
P. Williams, 39, New Broad Street, E.C., gentleman ; H. W. Webb, 
2, Coningsby Road, N., solicitor; S. Kempson, 53, Princess May 
Road, N., gentleman; and W. W. Webb, 166, Church Street, N., 
solicitor. Table “А” mainly applies. 


South Lancashire Electric Supply Company. Limited 
(66,419).—This company was registered on June 29th, with a capital 
of £10,000 in £1 shares, to carry on in South Lancashire or else- 
where the business of electricians, suppliers of electricity for the 
purposes of light, heat, motive power and otherwise, manufacturers 
of cables, wires, lines, accumulators, lamps and appliances, &c. The 
first subscribers (cach with one share? are:—J. Atherton, Hurst Park, 
Prescot, Lancashire, manufacturer; W. M. M. Forwood, 15, Union 
Court, Castle Street, Liverpool, solicitor; F. Horne, 44, Loughboro' 
Park, S. W., secretary ; G. T. R. Collis, 3, Lewisham Park, S.E., 
traveller; H. Perry, 26, St. Mary's Square, S.E., book-kecper; D. 
Gayler, 11, Ferndale Road, Clapham, S.W., traveller; and A. Purnell, 
25, Carlingford Road, N.W., picture dealer. The number of directors 
is not to be less than two nor more than seven, The subscribers are 
to appoint the first. 


Doe Portable Electric Light and Power Syndicate, 
Limited (66,482), —This company was registered on July 3rd, witha 
capital of £40,000in £1 shares, to adopt an agreement witha company 
of the same name for the acquisition of certain inventions relating to 
galvanic batteries, and to carry on the business of electrical 
engineers, electricians, suppliers of electricity, &c. The first sub- 
scribers (cach with one share) are:—J. E. Ward, 122, Саропои 
Street, E.C., chartered accountant; D. R. Galloway, 122, Cannon 
Street, E.C., articled clerk; Mrs. M. Ward, Montrose, Queenswood 
Road, Moseley ; J. W. Watson, 122, Cannon Street, E.C., engineer ; 
F. W. Scott, 122, Cannon Street, E.C., clerk; P. M. Ainger, Maude 
Cottage, Pellatt Grove, Wood Green, N., clerk; and G. Franks, 4, 
Great Winchester Street, E.C. The number of directors is not to 
be less than three nor more than seven; the subscribers are to 
appoint the first ; qualification, £250 ; remuneration two guineas each 
per board meeting attended. 


Middlesex and Hereford Electric Lighting ана 
Power Company, Limited (66,448).—This company was registered 
on June 30th, with a capital of £100 in £1 shares, to carry on the 
business of an electric light and power company in all its branches. 


The first subscribers (each with one share) are :—D. J. Robertson, 15, 


Kelross Road, N., gentleman; V. B. D. Cooper, Broadway House, 
Westminster, civil and electrical engiucer; F. H. E. Shipton, 
Broadway House, Westminster, Lieut. R.N.; M. N. Ridley, 11, 
Dartmouth Street, S.W., civil engineer; F. O. Smith, 81, Cambridge 
Gardens, W., M. RC. S.; C. Crawshaw, 172, Albion Road, Stoke 
Newington, surveyor; and A. Toch, 14, South Street, Finsbury, 
E.C., architect. Registered without articles of association. 


Improved Electric Glow Lamp Company, Limited 
(66,465).—This company was registered on July 2nd, with a capital 
of £40,000 in £1 shares, to carry on the business of electrical engi- 
neers, electroplaters, and manufacturers of, and dealers in, electric 
lamps, fittings, plaut, outfits, tools, and apparatus, and in particular 
to acquire froma company of the same name its business, inven- 
tions, designs, &c. The first subscribers (each with one share) 
are: —W. T. Key, Burnham, Rushey Green, Catford, gentleman ; 
Miss E. M. Roberts, 20, Alkham Road, Stoke Newington; G. H. 
Speer, 392, Hackney Road, N.E., clerk ; С. H. Sims, 103, Endlesham 
Road, S.W., clerk; L. Boorer, 35, Farley Road, Catford, clerk ; 
A. E. Tester, 12, Ion Road, Thornton Heath, clerk; and A. C. 
Parker, Portmore Park, Weybridge, clerk. The number of directors 
is not to be less than three nor more than seven; the first sre F. L. 
Gardner, F. H. Bowman, H. N. Tennant, and A. Gaskell; qualifica- 
tion, 50 shares. 


Sandycroft Foundry Company, Limited (66,199).— 
This company was registered on July 4th, with a c:pital of £32,000 


in £1 shares, to acquire the business carried on :4 Hawarden, Flint, 


1 
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and cle where, by the Sandycroft Foundry and [Engine Works 
Company, Limited, and to carry ou the business of electrical engi- 
wen, iron and brasfounders, shipbuilders, &c. The first subscribers 
ch with one nhare) are:—E. 8. Taylor, Saudycroft, Chester, 
cugineer; Е. Taylor, Sandycroft, Chester, engineer; F. H. Williams, 
D, (rohan Road, South Croydon, secretary; W. L. Bayley, 384, 
Stanstead Road, Catford, S E., secretary; F. A. Kingsbury, 34, 
Amesbury Avenue, Streatham Hill, S.E., clerk; J. H. Wood, 116, 
Manor Read, Stamford Hill, clerk; and J. W. Churton, Edgeley, 
Whitcharch, Salop, solicitor. F. Taylor is the first manager. 
Registered office, 6, Queen Street Place, E.C. 


SUPPLY STATION ACCOUNTS. 


THE elected auditors of the Hammersmith 
Hammersmith Vestry, in their certificate, say that the electric 


Veutry lighting accounts prove the very satisfactory ` 


Eleetricity progress made in the undertaking during the 

Accounts, — past year. Taking the average capital during 

the vear 1899 as £80,000, the chnirman of the 

Electricity Committee, in his report, shows that on this capital the 

profit» woaid have enabled a company to pay a dividend of 7 per 

rent, hut after repaying capital, and providing interest, the net 
profit amounts to 2 per cent. 


GENERAL STATEMENT. 


1898. 1899. Inorease. 
Tutal capital expenditure .. £72,426 £104,498 £32,072 
Number of units sold m 517,629 891,801 373,672 
Maximum load in W . б 501 700 199 
Grom rerenunue Y» £9,438 218,659 £4,221 


s ds ve £3,739 45,894 £2,155 
Avenge price per unit sold ... 423d. 3:664. — — 57d. 

There bas been a desire to discontinue the use of the demand 
indicator system. This seemsa very illogical move, and we cannot 
rat think that the engineer should point out that the average price 
vill be reduced most rapidly if the demand principle be retained. 
As it is, the average receipts per unit have fallen more than Id., 
the peice being very low for London supply. 


REVENUE STATEMENT. 


1898. 1899. | 
Gross. Per unit. Gross Per unit. Increase. 
£9,129 423d. 218,569 3:664. — 57d. 


ме ef us and! ` 
Re те e. 215 10d. ue ...  - "10d. 
зима for А 
„ | 17 00d. — 00d. 
Gross revenue £9,438 4°37d. 813,659 3:68d. — 69d. 


The total costs have fallen by almost exactly the same amount as 
tbe average price per unit has been reduced. Works cost of 
wader 141, and total costs of just over 2d. are very satisfactory 
(та London station of less than 900,000 units output. The con- 
«mers now number 464 with 26,365 8-c.P. lamps, or equivalent 
ranected. Public lighting represents 150 lamps, charged at 
£53 10а per annum each. 

Cost or PRODUCTION. . 


1898. 1899. 
Gross. Per unit, Gross. Per unit. Increase, 


... . oe £2,207 102d. £2,918 °78й. — 24d. 
OU, veste, water endengine} 621 2 818 „22d. — 07d. 


1,399 65d. 1,588 43d. — 22d. 


235 114. 735  *20d. + 00d. 


a сов ... £4,462 207d. £6,059 1°68й. —-44d. 
Sates end * • - 
- taxes 499 23d. 560 154. —-08d. 


rig of maging eng | 360 17d 664 18d d 
umi | peu 
— zi 378 17d. 482 -18d. Oad. 


— — — — — — 


Total costs .. £5,699 264d. £7,765 200d. — 55d. 


Notwithstanding reductions in price and the fact that a large pro- 
Sus» af the consumers now coming on are small flats, a net 
ende uf over £1,600 has been made, being nearly £200 more in 
L6 than in 1898. We are glad to вес that it is intended to form 
‘renewal fond or depreciation account; a matter too often over- 


PRorFIT STATEMENT. 


1999. 
Interest on іоапв.. .. .. .. « £1,370 £2,525 
Sinking fund for repayments ..  ..  .. 949 1,754 


Net profit carried forward s> A vs 1,420 1,615 


Gross profit sies e £3,739 £5,894 


THE accounts of the Croydon Corporation 

Croydon electricity department for last year afford a 

Corporation gratifying indication of the progress the business 

Eleetrieity is making. The station started in a small way, 

Accounts. but on suund lines, and is rapidly growing, nearly 

£29,000 being spent on extensions during last. 

year, while an increase of over 50 per cent. in the load, and over 66 

per cent. in the output testify to the scope which exists for future 

increases, 

GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure 25 £88,561 £117,985 £28,824 
Number of units sold — ... е 451,664 781,291 329,627 
Number of lamps (30-watt) con- 
nected... is E T 31,432 45,129 13,690 
Maximum load in kilowatts — ... 472 714 242 
Gross revenue С 2 d £9,407 £19,468 £4,061 
Gross profit dn e ; £5,353 £6,717 £1,364 
Average price per unit sold — ... 4:894. 8:06d. — 93d. 
The gross revenue has increased by over £4,000, and this has been 


attained with a large reduction, approaching 1d. per unit, in the 
average price received. The unusual item in the revenue statement 
is а payment by the British Thomson-Houston Company “ Excess 
of coal used owing to non-delivery of alternator." 


REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


Sale of energy”. .. .. £9204 4:894. £12,884 3:96d. — 93d. 
Meter rents, &. ee. ee 203 11d. 341 11d. 00d. 


8 1 f l paid for b 
Baden — } 988 07d. + 07d. 
Company. 
Sundry fees, &c. es E m: oie 10 ‘00d. 00d. 
£9,407 5:004. £18,468 414d. — 86d. 


* 


Gross revenue 


Average price obtained: For private lighting 468d., and for public 
lighting 2°18d. 


The following figures are of interest :— 


No. of 
Units sold. Efficiency Units. Units public 
Units of dis- Units Public Private arc 


generated. tribution. generated. lighting. supply. lampr. 

1898 ... 729% 838% 619,849 110,947 340,717 63 

1899 ... 760% 803% 1,026,079 223,344 557,947 130 

Total costs show a small but appreciable reduction. Excluding 
costs purely incidental to public lighting, and crediting the coal paid 
for by the British Thomson-Houston Company, Mr. Minshall, the 
engineer, figures out the total cost at 1:87d. per unit sold, and 
claims this to be a fair one foran alternating station, with a day loa 
less than 3 per cent. of the maximum, and with a most extensive 
area of mains. He considers that the figure of only ‘98d. (omitting 
the coal item)—which is lower than any other town, with the 
exception of Edinburgh and Nottingham—is good fora station in 
its third year of working. The efficiency of distribution, which he 
gives as 80°3 per cent., is due to the fact of the transformers being 
partly switched off during day time. The pounds of coal per unit 
generated during the year work out at only 5:37. 


Cost oF PRODUCTION. 


1898. 1899. 
Gross. Рег anit. Gross Per unit. Increase. 
Coal... ..  .. ..  .. £1,721 91d. 43,145 964. +054. 
ОП waste, waterand engine} 170 одд. 322 10d. + 01d. 
Solar са ano wages inoaimed 
an 


tion àistri- ; к " 
bu , and attending | 862 464. 1 259 394. 07d 


public lamps. 


batldings, engines, bollere, 
dynamos, &., and im 142 08d. 451  *14d. +064. 


lamps. — ——a eens 
Works costs. . £2,895 1:544. £5,171 1:594. +054. 
Rent, rates and taxes 160 ‘08d 205 06d. —024 


oh stationery and 
printing, law charges and 
surance 
Other expenses .. 


Total costs .. £4,054 215d. 46,751 9*07d. — 08 
The net profit has reached a figure of not far short of £1,000. The 
increases in amount allocated to interest and sinking fund charges, 


oe 
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and to surplus or net profit, are practically equal, being about £680 
in each case. The addition of a traction load, the plant for which 
in now on order, should augment the profit considerably. 


PROFIT STATEMENT. 


1898. 1899. 

Interest on loans .. .. .. .. £3,014 

Sinking fund for repayments .. T } £4,092 2,762 
Payment to British Thomson-Houston Co, 1,000 5x 

Net profit carried forward... ..  .. 1261 941 

Gross protit £5,353 46.717 


CITY NOTES. 


City of London Electrie Lighting Company. 


AN extraordinary general meeting of the City of London Electric 
Lighting Company, Limited, was held on Wednesday at Winchester 
House, Sir David Salomons, Bart., taking the chair. The meeting 
was called for the purpose of authorising the directors to borrow 
not more than £400,000 in excess of the debenture stock of the 
company. 

The CHarRMAN observed that at the last general meeting he 
announced that it was the intention of the board to issue the 
remaining 20,000 ordinary shares of the additional capital which 
the shareholders had authorised a year previously. He had also 
pointed out that the, board had been forced to spend on capital 
account a large amount of the revenue earned in the previous year. 
This would have been replaced if the issue of the shares had proved 
auccessful, but only half of the shares had been taken up, and of 
these the directors had taken more than their proportion, so that at 
least ought to help in giving confidence to the shareholders. It was 
absolutely essential that more capital should be found to meet the 
outstanding liabilities on capital account, and to deal with the 
increasing business, otherwise the company could mot continue its 
operations. The market had been greatly disorganised, and the ordi- 
nary shares stood at à small discount. The directors believed, not- 
withstanding that the company was a good property, but recognising 
that it was not possible to issue the remaining 10,000 sbares at par, 
and they could not be issued at a discount, some other way must be 
found of raising the capital required. They therefore recommended 
the shareholders to increase the borrowing powers of the board, as 
being the most economical and prudent course. It must be left 
to the board to exercise these powers from time to time as they 
might deem expedient. Whether second debentures, temporary 
loans, or any other method of raising the money would be adopted 
must depend upon market considerations. The shareholders 
would ho doubt xee the wisdom of adopting the recommendation 
now made by the board, aud would give the necessary authority. 
The directors would only borrow such money from time to time ак 
might be required! and would place the remaining ordinary shares 
as soon as the situation would admit. He might mention that the 
company's Bill, which would give increased facilities to the com- 
pany, and would be of great advantage, had received the Royal 
assent. He concluded by moving a resolution giving the board the 
required power. 

Mr. G. HERRING seconded the motion. 

Mr. Borie, Q.C., said that, according to the statement of the 
chairman, £100,000 worth of the shares had been placed, and it 
would seem that the board made the fact that the other £100,000 had 
not been placed an excuse for asking for £400,000, or four times 
the deficit. 'That was a little startliug. Did they wonder that the 
shareholders were a little anxious about their property, and did they 
think it was treating them fairly, liberally and justly, to serve them 
with a notice to this effect, which some of them had only received 
four days ago, and to rush through in this way power to expend 
something very little short of half a million of their money ? He 
was a holder of between £3,000 and £4,000 worth of the 6 per cent. 
preference shares, and this would be putting before their dividend 
£400,000. А considerable number of the shareholders were trustees, 
who would not be able to act on the short notice which had been 
given, and a very large number were widows or spinsters. It was, 
therefore, not an unreasonable request on the part of the preference 
shareholders to ask that the meeting should be adjourned for a 
fortnight, so that a committee so largely interested as the gentlemen 
who were acting with him might have the opportunity of conferring 
with the board. He knew the board, by means of the proxies, 
could carry anvthing they wished, but he asked whether that was 
fair to the preference shareholders. He moved as an amendment 
that the question was so important, that it« consideration should be 
adjourned for a fortnight. - 

Mr. T. J. Jackson seconded. 

The CHaInMAN, in answer to shareholders, said the board had only 
at present borrowing powers up to a given figure. They wanted the 
shareholders to give borrowing power beyond the £400,000 of 
debentures to the extent of £400,000. The money could not be 
first debentures. He could not tell what it would be. He wasa 
preference shareholder, but being behind the scenes, he could see 
sthe matter in a different light from Mr. Boyle. 
require mone ye probably before the end of the year for orders already 
issued, partly for money already borrowed to pay contractors and 
for land which had been bought. Under the Act they now had they 
would be able to complete their stations and certain land which had 
to be purchased compulsorily. There would be the sum of a quarter 


The company would’ 


of a million on capital account this year for increasing their works. 
The company were under Parliamentary obligation to supply, and 
they must meet that obligation, or what would be their position ? 
They had been obliged to take certain moneys out of revenue in 
order to keep pace with the demands made by the extension of the 
business. ‘The unfair treatment they had received on the part of the 
City of London had no doubt affected the value of the shares very 
greatly ; but that could not be helped. The demand for electric 
energy increased day by day, and it was absolutely necessary the 
works should be carried out. It would not be practicable to issue 
second debentures or second preference shares. Every year pro- 
vision had to be made for 60,000 new lights; during the last week 
or 10 days 3,000 lights had been applied for. Ав а result of the Act. 
of this vear a quarter of a million would be required on capital 
account to keep the concern going and to keep pace with the 
demand. 

Mr. HERRING pointed ont that the money was required because 
the business was improving. 

The CHAIRMAN said the gross increase during the last quarter was 
£7,500. That was on the new tariff of 8d. and 2d., compared with 
7d. of last year. That showed the company was not doing badly. 

The amendment was negatived on a show of hands, aud the 


motion was then adopted. , 


* 


The notice calling the meeting was aceompanied by the following 
circular :— 


Your directors have decided to call a meeting of the shareholders in order to 
obtain their sanction to enlarge the borrowing powers of the board The formal 
notice convening the meeting is annexed hereto. 

This increase of borrowing power is required to meet the present and future 
expenditure on capital account, rendered neeessary by the continually increasing 
business of the company. 

The business of the company continues to progress satisfactorily, as wil] be 
seen by the following statement :— 


NUMBER OF CUSTOMERS AND Lamps CONNECTED 
(after allowing for disconnections on account of removals, &c.). 


— — — — eee — — — — —Ó— öä—6äů 


Dec. 81, Deo.81, , Dec.81, | Dee. m, June 30, 
1896. 1697. | 1893, | 1899. 1900.* 


i 


Number of customers being 


supplied .. .. .. 5,303 sl 7414 98,788 9,121 
Number (equivalent) of 8-с.р, 


i 
lampsoornected.. . 247, 785 296,012 | 855,825 429,628 466,852 


* The corresponding figures on June 21st, 1898, were 7,878 customers and 
888,512 lamps. s: 


On June 90th, 1900, there were in addition 15,580 lamps awaiting convection, 
on completion of the consumers' wiring, &o. 

The demand for power for driving machinery, &c , is greatly increasing. | 

Ав foreshadowed at the ordinary general meeting hell in March last, your 
directors, after giving most anxious consideration to the question of the rate of 
charge to consumers, have adopted a method of charging which they have every 
reason to believe will result in a substantial increase to the revenue of the 
com ; 

Your board were successful in their action to establish the validity ef the 
contracts entered into by the Corporation of Londons The ration have 
given notice of are but it is not probable that the appeal will come en for 
hearing until after the long vacation. ; 

The Bill for the purpose of relieving the company of the statutory obligation 
to set aside annually a fixed percentage of money for depreciation and reserve, 
and providing for the compulsory acquisition of certain pro es required for 
the extension of the Bankside works, has passed the Committee stage in both 
Houses of Parliament. | | 


— — —— — — — - 


The British Continental Electricity Company. 
| Limited. 


THE annual meeting of this company is to be held to-day at 82, 
Victoria Street, S. W., at 12 o'clock. The directors' report reads as 
follows :— 


The directors have pleasure in submitting a statement of the accounts, as 
certified by the company's auditors, together with a report of the ition of 
the undertaking at the end of the year 1899-1900. During the year applica- 
tions have been received for elec:ric light, while the number of lamps added 
during this period, calculated on the usual basis of 8 C. p., has been 8,180, as 
against 2,150 for the preceding year. Notwithstanding further reductions made 
in the price of light, the s receipts from sale of current show an increase of 
70 per cent. over those of last year, while the net receipts have increased from 
£191 6s. to £805 2s. 6d. The directors regret that, owing to the still further rise 
in the price of coal, the working expenses have again been e heavy. 
They have pleasure in stating, however, that, owing to economies which have 
been made in the working, the coal consumption has been materially reduced. 
After setting aside £88 1s. 8d. as depreciation in respect of furniture, tools, and 
meters, making a reserve of £20 for bad debte, and writing off £60 from pre. 
liminary expenses, the balance standing to the credit of revenue account is 
£805 2s. 6d. Of the above balance £287 5s. 9d. has been absorbed in the pay- 
ment of the interim dividend at the rate of 5j per cent. perannum on the cumu- 
lative preference shares, leaving a balance of 2577 16s. 9d. now to be dealt with. 
The directors recommend that the above sum be appropriated as follows :— 


1. By payment of a dividend at the rate of 92 per cent. per 
annum on the cumulative деееп shares for the віх 
months ending April 80th, 1899, being the balance of the 


dividend owing on these shares to that date А . . £102 18 4 
2. By payment of a dividend at the rate of 54 per cent per 
annum on the cumulative preference shares for the past 
half-year, making, with the interim dividend paid in 
January, the full dividend for the year .. is - .. 395419 6 
8. By permoni of a dividend at the rate of 2 per cent. per А . 
annum for the past half-year on the ordinary shares “i 80 511 
4. Leaving a balance to be carried forward of . 18918 0 
£577 16 9 


The directors baving decided to consider the purchase price of the Ban Remo 
undertaking as a fixed asset in sterling, there ìs a profit on exchange (owing to 
a fall in the latter during the year) ої £28 28. 4d. This the directors have en 
to a reserve against any loss which might occur in future years ewing to 

tion in the rate of exchange. The sum of £857 Os. 5d. has been spent on capital 
account during the year, in addition to a deposit of £830 8s. 4d. on new 
machinery ordered for next season. Nothi as been written off the San 
Remo purchase account, as the directors consider that the goodwill comprised 
therein has materially increased in value during the year. The amount 
received as premiums on shares has been set aside to form the nucleus of & 
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reserve fang. In accordance with the articles of association, Mr. C. Н. C. 
Woodhounse retires from his directorship, and being eligible, offers himself for 
te-election. The aoditors, Messrs. Hercules Nicol & ker, also retire, and 
being eligible, offer themselves for re-election. 


Edmundson's Electricity Corporation, Limited. 


Тив third ordinary general meeting of the shareholders of this 
ecrporation was held at the offices of the company, Broad Sanctuary 
Chambers, Westminster, S.W., on July 6th, Mr. John В. Wigham, 
JP chairman), presiding. 

The CHaIRMAN, in moving the adoption of the report, said that in 

doing ao he felt it was his duty to make a few observations, and he 
thought ther would all agree it was a very satisfactory record. They 
w.ald see that the profit for the year had been £17,250, as against 
£11,267 last year—a very substantial increase of £6,000. Examining 
the halance-sheet, they would see that the capital during the year had 
шеп шсгсакед by the issue of 9,400 ordinary shares, making the total 
capital £200,000, which was the full amount at present authorised. 
There had been also small further issue of debcntures, making the 
taal of debentures £75,000. Among the assets they would notice a 
larve item of £121,000—sundry debtors and advances to subsidiary 
wmpanie& The advance to subsidiary companies, which formed a 
lanv proportion of that item, represented money spent in con- 
setion with their various companies, in exchange for which 
they were entitled to get shares or debentures. Since the date of 
the balance-sheet that item had been very considerably reduced by the 
transfer to the company of many of these shares and debentures. There 
was another large item on that side— investments at cost —4111,000. 
That represented shares and debentures which they held in their 
various companies, and these had all been taken at their actual cost 
t the corporation, their par value being considerably larger. That 
difference was an asset, which, when realised, would be available for 
dividend, and was a very important item in estimating the 
fesition of the company, although it was not visible at all in the 
balance-sheet. The directors recommend a dividend of 6 per cent. 
vb the ordinary shares and on the deferred shares, and proposed to 
write 45, 000 off the goodwill, and to carry forward the sum of 
£4.152 to the next account. The fact of their writing off £5,000 
zoodwill did not mean that the value of the goodwill had decreased, 
Lot the directors thought it was good policy to gradually reduce 
that item. The progress which their various stations had been 
making during the year would be seen from the schedule sent out 
with the balance-sheet. In nearly every case the progress had 
been bcyond their expectations. The use of electric energy for all 
parposes was daily becoming more and more a necessity of modern 
sfe, and their company was reaping the benefit. That rapid increase 
had neceasitated large extensions in the towns which the corporation 
aad in hand, and most of their work during the past year had been 
directed to such extensions, and only a few nev works had been com- 
шею They had, however, been able to secure powers for several 
«фет important towns, which were being confirmed in this вехчіой of 
Parliament. Amongst these were Grantham, Stamford, Twicken- 
tam, Bishop Auckland, Weybridge, and Redruth. At the last 
anocal meeting it wan suggested by a shareholder that the directors 
should not lose sight of the value of electric traction in connection 
with their lighting stations. The directors had not lost sight of that, 
end they bad practically secured a valuable concession for an elec- 
trc tramway between Redruth and Camborne, which they propose 
to work in connect ion with their Redruth central lighting station. 
A considerable number of private installations for country houses, 
år., had been carried out during the year, and others were in course 
uf construction, this branch of their business having been well 
maintained. Such installations and other works had been carried 
ant for the following among other customers:—The Right Hon. the 
Earl Cowley, the Right Hon. the Earl of Harrowby, the Right Hon. 
the Earl uf Shaftesbury, the Right Hon. Lord Brassey, the Right 
Hon. Lord Iveagh, Sir Savile Crossley, Bart.; W. Gazelet, 
E.; C. J. Fletcher, Esq.; A. E. Foley, Esq. Ак was 
the case lact year, additional capital is required to meet their 
extending business, and the directors proposed that the capital of 
the company shonld be increased from £200,000 to £400,000, and 
they propused that £100,000 be issued at once as 6 per cent. pre- 
iereuce capital, reserving the remainder for issue when required. 
The directors thought that it was in the interest of the ordinary 
*hzreholders that preference shares should be issued instead of 
mereseing the ordinary share capital. By limiting the dividend to 
6 per cent. оп the new capital, the present ordinary, shareholders 
would receive the entire advantage of the larger dividends, which 
might reasonably be expected. Ан they had two classes of share- 
tu inary and deferred—formal meetings of each class had 
teen called to take place at the close of that mecting, in order to 
соёт the resolutions for the increase of capital. 

Mr. W. R. Davies seconded the motion. ° 

Mr. PowrLL said the Chairman had stated that they might look 
tor rarreased profits in the future. He was rather hoping, looking 
at the fact that on August 8th of last year when the new shares were 
ed. the directors reported that there was every indication of a 
farther improvement in the current year, that they would get a 
tarther dividend of 7} per cent. this year. 

The CmaIRMAX maid they would increase the dividend as soon as 
they were in a position to do so. If the accounts were examined, 
thes would seen that they might have paid 10 per cent. this year, 
tat they thought it more prudent to pay a dividend of 6 per cent. 
aad to write £5,000 off goodwill. 

The report was then adopted. 

The retiring directur and the auditors having been re-elected, 

The CHAIRMAN moved: 


That fhe capital of the corpora 
62890 sew shares of £5 each, tion be increased to £400,000 by the creation of 
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Mr. Davies seconded the resolution, which was agreed to, as was 
the following resolution :— 

That 20,000 of such new shares to be called preference shares, and to confer 
on the holders thereof the right to a fixed cumulative preference dividend of 
6 per cent. per annum on the capital for the time being paid up on such shares, 


and such preference shares to rank both as regards capital and dividend in 
priority to the other shares. 


The CHAIRMAN next proposed :— 


That the directors be and they are hereby authorised to Issue the remaining 
$0,000 new shares, or soch part thereof as they shall think fit, either as prefer- 
ence shares, ranking in all respects pari pasu with the 6 per cent. preference 
shares above mentioned, or as ordinary shares of the corporation. 

This was seconded by Mr. Davies, and carried. 

The resolutions for the increase of capital were subsequently 
submitted to separate meetings of the ordinary and deferred share- 
holders and approved. i 


Calcutta Tramways Company. 


THE report of the directors for 1899, to be submitted at the meeting 
to be held in London on 17th inst., states that the accounts show 
gross receipts, £68,719, expenditure under all heads, £60,689, and a 
revenue balance of £8,030, which, added to the amount brought 
forward, gives, after deduction of interest on debentures and loans, 
a net balance of £25,642. The receipts have been prejudicially 
affected, to the extent of about £7,500, by the reconstruction of the 
lines, which has been in operation throughout the year, and of which 
little now remains to be done. On the other hand, considerable 
savings in expenditure have been made, so that the net result is 
only £2,650 less than that of the previous year. The last report 
contained particulars of the agreement entered into with the 
Corporation, and stated that preliminary surveys were being made 
with the object of concluding a definite contract for the electrical 
equipment of the lines. This contraet has now been concluded with 
Messrs. Dick, Kerr & Co. for a sum not tu exceed £170,000, for the 
electrical requirements of the system other than the necessary 
buildings. The last report also stated that the directors proposed 
to create an issue of £350,000 of 4} per cent. first debentures for the 
purposes therein stated. An issue of 44 per cent. debenture stock 
was accordingly created, and £250,000 was offered for public sub- 
scription on March 26th last. The subscriptions were very satis- 


factory, and the company is now in possession of ample funds for 


its present needs. Since active measures have been taken for the 
conversion of the lines, numerous applications have been made to 
thé company by the authorities in Calcutta for extensions in various 
directions, These applications are receiving careful consideration, 
and it is probable that many of them will prove of great value te 
the public and profitable to the company. 


Official Announcements re Companies. 


THE following companies will be struck off the register within 
three months, unless cause is shown to the contrary :- - 
Battery and Motor Company. 
British Association of Medical Electricians. 
Canton (Waipori) Mining and Electrie Power Company. 
Capital and Counties Electric Supply Company. 
Capsule Battery Company. 
Corbridge Electric Lighting Company. 
Cruto Incandescent Lamp Agency. 
Devon Traction and Motor Company. 
Electric and General Contract Corporation. 
Electric Free Wiring Syndicate. 
Electric Meter Company. 
Electric Racing Horse Maze (Pioneer Syndicate). 
Electric Steam Syndicate. 
Electrolytic Separation Syndicate. 
Eliéson Lamina Accumulator Company. 
European Electric Finance Company. 
Gravier Dynamo Syndicate. , 
Improved Incandescent Electric Lamp Syndicate. 
Llandudno Electric Supply Company. 
London Electrical Carriage Company. 
London Electrical Coupé Company. 
London Electrical Van Company. 
London Health Electrical Institute. 
North London Electric Supply Company. 
Peerless Accumulator Syndicate. 


Stock Exchange Notices.—Applications have been 
made to the committee to appoint a special settling day in and 
to grant a quotation to—St. James's and Pall Mall Electrie Light 
Company, Limited. £159,000 33 per cent. debenture stock. West- 
minster Electric Supply Corporation, Limited.—Further issue of 
30,100 ordinary shares of £5 each. The committee has further been 
asked to allow the following securities to be quoted in the Official 
List :—National Telephone Company, Limited.—£500,000 4 per 
cent. debenture stock ; and a further issue of 100,000 ordinary shares 
of £5 each, fully paid, Nos. 490,001 to 590,000. 


The Direct United States Cable Company, Limited. 
The board has resolved to recommend a final dividend of 38. 
per share, and a bonus of 2s. per share (both free of income-tax) ; 
such dividend and bonus to be payable on and after the 31st inst., 
making with the three interim dividends paid a total distribution 
of 34 per cent. for the year ended June 30th last, and after placing 
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£10,000 to reserve fund account, carrying forward & balance of 
about 4 , 700. The transfer books will be closed from July 10th to 
24th. 


The Isle of Man Tramways Company.—In the Manx 
Chancery Court on Wednesday, a petition for acompulsory liquidation 
order againstthe Isleof Man Tramways and Electric Power Company, 
Limited, came on by adjournment The order was not further 
objected to by the new board of directors, who had been unable to 
make arrangements to place the company iu a satisfactory financial 
position. Mr. W. H. Walker was appointed as liquidator. 


Prospectuses, —The United River Plate Telephone Com- 
pany has this week been offering an issue of 23,361 5 per cent. £5 
preference shares for subscription. The reason for this issue is 
stated in our report last week of the company's meeting. "Ihe list 
was to close on Wednesday. 

Letters of allotment and regret in R. Waygood & Co. have been 
posted. The issue was largely over applied for. 


The Rand Central Electric Works. Limited.—The 
sixth ordiuary general meeting of shareholders will be held at 
Winchester House, E.C., on Tuesday, July 31st, 1900, at 12 o'clock, 
noon, to receive the directors’ reports to December 31st, 1899. 


Globe Telegraph and Trust Company,—The directors 
annonuce а dividend of 4s. 6d. per share on the ordinary shares, 
making, with the previous distributions, a total dividend for the 
year of 5} per cent., carrying forward about £950. 


Crompton & Со. — Гре directors recommend a dividend 
at the rate of 9 per cent. per annum for the half-year, making, with 
the interim dividend paid in January, 74 per cent. for the year, 
£12,000 being added to the reserve fund. 


The City of London Electric Lighting Company. 
Limited. —Warrants for payment of interest on £400,000 5 per 
cent. debenture stock for the half-year ended June 30th, 1900, have 
been duly posted. 


Eastern Extension Telegraph Company. — The 
directors have declared an interim dividend for the quarter ended 
March 31st of 2s. 6d. per share, payable 14th inst. 


Telegraph Construction and Maintenance Company. 
Limited.—4An interim dividend of 12s. per share is announced. 


Саре Electric Tramways Company.— The directors 
have declared an interim dividend of 5 per cent. 


а — 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending July Tth, 1900, were #901 86. ed.; receipts for corresponding period, 
1899 (8 days), £1,018 68. 7d. ; aggregate for half-year to date, £801 Us. sy 


The Bristol Tramways and Carriage Company, Limited.— The receipts for the 
week ending July 6th, 1900, were £3,221 15s. 7d.; corresponding period, 
1899, £8,158 11s. 4d.; increase, £68 4s. 8d. 


The City and South London Railway Company.—The receipts tor the week 
ending July 8th, 1900, 21,447; July 9th, 1899, £1,097; increase, £410. Total 
5 for half-year, 1900, to te, £1,447; corresponding period, 1599, 
£1,037; increase, £410. Miles open, 1900, 43; 1899, 34. 


The Cork Electric Tramways and Lighting Company, Limited.—The receipts 
for the week ending Thursday, J p ete 1900, were 2596 3s. bd. ; correspond- 
ing week last year, 2482 7s. lid.; increase, £86 14s. 6d. Total to July 5th, 
1900, £10,078 11s. Od.; corresponding period last year, 48,981 18. Od.; 
increase, £1,142 10s. Od. : 


The Dover Corporation Tramways.—The receipts for the week ending, 
July "th, 1900, were 2236 15s. 7d.; m 8th, 1899, £219 10s. 9d. ; increase, 
£18 бв. 6d. Total receipts to date, 1900, £4,537 5s. 44d. ; corresponding period 
1899, 24,451 8e. fd. ; increase, £285 168. #41. Miles of track open, 1900, 3; 
ү n Car miles run, 1900, 5,007; 1899, 4,510. Number of cars, 1900, 11; 

, . ` 


The Dublin United Tramways Company.—The al О for the week ending 
Friday, July 6th, 1900, were as follows:—D. U. T. Co., horse cars, 
#41 188. 6d. ; ditto, electric cars, £3,107 14s. 0d. ; D. 8. D. Co., electric cars, 
£847 Зв. 4d. ; total, £3,996 15s. 10d; corresponding week last year—D. U. T. 
Co., horse cars, £1,742 9s. 10d.; ditto, electric cars, £1,068 Os. 9d. ; D. 8. D. 
Co., electric cars, £877 bs. 8d. ; total, £8,682 16s. 8d.; increase, £818 19s. 7d. 
The mileage worked is 42 miles electrically, 9 miles by horses, &s against 
18 miles electrica]ly, 26 miles by horses, for the eorresponding period last 


year. 
The Halifax Corporation Tramwsys.—The receipts for the week ending 
July 2nd, 1 were £900; week ending July Ist, 1809, £670; increase, 


£990. Total receipts to date, 1900, £9,615; ditto, 1899, 6,786; increase, 
АБ Й Miles of track open, 1900, 14; 1699, 64. Number of oars, 1900, 29; 
1899, . 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
i aly 8th, 1900, were £1,687; correspon week last year, £1,600; increase, 


STOCKS AND SHARES. 


Wednesday Evening. 
THE tension caused by the Chinese situation has perceptibly 
slackened this week in the Stock Exchange. Grave though the 
position is, investors are beginning to realise that it may not be as 
bad as was feared at first, and some of the bolder spirits are taking 
advantage of the existent weakness in the investment markets to 
pick up cheap stock. The money market is fairly easy, although it 
exhibits restless signs of becoming harder, which we think are not 


likely to attain fruition for the next three months a£ all events. In 
South Africa the campaign is undoubtedly drawing to a close. 
Speaking generally, the outlook for marketsisall in favour of better 
prices whenever a little more interest is manifested in stocks and 
shares by the outside world. 

Very little trade is passing in Electrical Supply shares, The 
market has been quicter this week than for several months, perhaps 
because there is now no particular excitement to maintain public 
concern in this department. Metropolitans are retaining their 
advance of last week, and a Marylebone vestryman in the Stock 

‘xchange tells usthat the body to which he belongs is jubilant over 
the defeat of the would-be competitors. As regards the latter, we 
should not be astonished to learn that several people connected 
with the scheme had gone so far as to actually acquire land for the 
purpose of starting work as soon as Parliament gave the necessary 
powers. There are probably cheap scllers of that land now. 

The meeting between the Notting Hill directors and the Com- 
mittee on ‘Tuesday produced no effect in the price of the shares, 
which for some time past have been a peculiarly quict market. We 
understand that yet another conclave will be held shortly, and it is 
evidently not the time to sell the shares. 

In order to demonstrate the comparative cheapness of Electrical 
Supply Ordinary shares at the present time, we submit a short table, 
showing the highest and lowest prices recorded this year, and adding 
the current quotations in a third column :— 


— ͤ ä—6̃ 


Company. | 1900. | Now. 
| | Highest. Lowest. | 
Brompton and Kensington. 75 | 78 7 
Charing Cross T€ js 11 8i | 10 
City of London | 111 gä | 9 
Chelsea | 8] 63 61 
Metropolitan "T "E 154 133 | 15 
St. James's and Pall Mall... , 164 148 | 14 
Westminster | 16 11} 12 
| 


The Welsbach Company has promised to introduce its electric 
mantle in the autumn. Something is sadly needed to brighten up 
the price of Welsbach issues, but f the new patent should prove а 
failure after all that has been said about it, Welsbach stocks and 
shares will indeed be in a bad way. As it is, there seems to be an 
almost certain reconstruction looming ahead of this unfortunate 
enterprise. 

Central London shares are weak, although the price is above the 
lowest touched since we last wrote. The selling which brought 
about the drop emanated from Berlin, where the shares are exten- 
sively held Our readers would be astonished, could they examine 
the list of shareholders, to see how much of the company’s capital 
is resting in the Fatherland. The fire at Hoboken seriously dis- 
concerted some of the more unstable of the Berlin financial houses, 
which threw out all the saleable shares they had in order to stave 
off в money panic. Central Londons were among those shares. 
The disappointment regarding the delay in opening the line to the 
public has operated against any public support being rendered to 
the market in Throgmorton Street. City and South London is 
hardly mentioned, but the price of the stock has not got over the 
effects of the lift accident at London Bridge. Waterloo and City 
shows no appreciable recovery from its last week's fall. 

As was generally anticipated in the market, the Globe Telegraph 
and Trust Company has declared its final dividend for the year of 
4s. Gd. per share, making 5] per cent. for the 12 months. The 
showing is not a bad one, considering the troublous times of the last 
half-year. The directors’ policy is a very conservative one, and 
therefore, perhaps, the best, although such a Trust Company might 
reasonably be expected to earn 6 per cent. on the Ordinary share 
capital. 

Traction shares are very quiet. The new British Electric Trac- 
tions can be sold at 6s. 6d. for the Ordinary and 4s. for the Pre- 
ference. The latest issue of Calcutta Electric are quoted at 3 to 8 
premium, at which they cannot be considered expensive. Anglo- 
Argentine Trams are the subject of a strong “ bull ” tip in the Stock 
Exchange, but the traffic decrease of £902 for the last week acted 
as a damper to the optimists. 

In the telegraph department, Eastern Extensions—‘ Chinas,” 
as they are colloquially called—are very steady at 15, 
and it is understood that the company is doing exceed- 
ingly well over the Far Eastern crisis. As the directors are 
more likely to put the extra profits to the reserve fund instead 
of increasing the dividends, the price of the shares is not likely to 
advance at present, but as а lock-up investment, “Chinas” will 
probably pay the buyer handsomely in future. Eastern Ordinary 
remains at 150, and the public are not buying telegraph securities at 
present, otherwise the company’s position would fairly warrant the 
price standing 10 per cent. higher. The West Indian shares show 
no signe of recovering their recent declines. | 
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15,000 Do. 6 Oum. Ist Pref. eee 000 eve 10 6 6 18 — 16, 18 — 16 134 ec 
15,000 Do. 6 % Cum. 3nd Pref. ... 10 | 6 6 12 — 14 12 — 14 eos eo 
380,000 Do. 5 % Non-cum. 8га Pref., 1 to 360,000 516 6 5— 6 5 — 6 bA] ... 
2,000,000% Do. hens and Deb. Stock book; 84 84 98 —101 zdi 97 —109 99 93 
171,006 | Oriental » Nos. 1 to 171,506, fully paid 1| 5 5 — li i— 14 - “ө 
(10100 Pacific and ] 9 4 % Guar. Debs., 1 to to 1,000 "TT 100 4 eee 100 —108 xd 100 —1063 eee ee 
11,889 | Коега TT eee өөө eee eee 8 |6 5 % — 8 71— 8 eee T 
3,381 Submarine ables Trust [TI [TI] өөө eee ec Oert. eee eee 125 —180 135 —180 126 eos 
68,000 | United River Plate Telephone 515% 7% dun 53 | 5— ti 68 | ... 
16,630 Do. do. 5 % Cum. Pref. Nos. 1—16, 689 5 ees LL — 8х 5 T 54 eee eee 
170,907 Do. do. Debs. [II] [II] eee Stock ee eee eee eee 
00.000€ West African Telegraph, 5 % B 100 % 97 —100 994 T 
80,008 West Coast of America, Nos. 1—80,000 and 88. 00188, Ode a eee $-— 1 eee eet 
шороо Оо до. 4% Debs., 1—1,500 gua. by Bras. Bub. T туч 100 | „ pn 
989,781 Western and Telegraph 4, l „Stock [7 102 —105 [IT eee 
76,000 Do. б 72 5 Debs. 2nd series, 1906 oe 100 eee 108 —106 eee eee 
08,001 West India and Panama oe eee eee eee 10 1 E { 1 Кү 
® 58 Do. do. do. 6 % Onm. 106 Pref, ... | 10 | 6 7 61 " 
ee Do. do. do. 6 Onm., and Pref. 900 10 6 6 — 7 eee өөө 
i ' Do. de. de. 6% » Mos. 1 to 1,800 100 | 6 —105 ха|102 —105 [TI] өз 
ELECTRICITY SUPPLY COMPANIES. 
19,681 | Brompton & Kensington Elec. Lé. Sup., Ord., 101 to 19,761 4 6%|6б% 7— 8 7— 8 T ee 
13,000 Do. do. 7 у 4 Oum. Pret. eee 7 өө eee 8&— 9) — е eot 
50,000 | Charing Oress and Strand Eleotrioity Su T в 7 s 9 V 94 - 0; 9b — 1 M se 
86,000 “halos | Nlectziclt Bupply 25 5 6% 6% 6 * 9— 7 =; Ar 
160,000 Do. до. do. Deb. Stoch Red... 4$ |... |... 107 —r0o [07 —110 10 ^ 8 
60,000 | Oisy of London Nleotrio Lighting, Ord. 40,001—100,000 ... 109/694 & s- 9 | 8- о |... | 
40,000 Do. 0 Qum. Pref., 1 to 6 6 MEL 124 т 1 12 ы 8 124 eee 
400,000 Do. 5% Deb. Stock, Borlp. (ise. ai £116) all paid | ... | 6 en [quy | 22 —1.7 хайз —137 Mag M 
40,000 | County of à Brush Prov. „ Ord. M | nth i 4%} — 10 94 9 МУ 
30,000 Do. do. do. 6 % ep 40 001—60,000 6 y А 6 % eee 114 == 12$ 11 * 124 eee ee 
300,00 | Do. 44%, Deb. Stock, Prov. Certs ) „5 108 —111 4108 — 111 10 |. 
238,100 Bdmundsons Nec. Oorp. °з Ord. 8 eee eee eee 5 % 7 y 4 5 44 — 5 see oe 
75,000 Do. o. 44 % 1st Mort. Deb. Stock ... „ 101 —104 101 1 || 
130,000 London Nlectrio Ba Limited, Ord. eae eee eee I Р 1 1 == 14 eee eee 
48,880 oP Pref. eee 6 y А 4 — 4 = 4} TII eee 
8000 Metropolitan Nlestrio Bu ae 63,000 VöJ 6 * 8 * s 7 A el iis 163 14 
Do. yet Mortgage Debenture Btosk at „%% „ аш He dais ae 
220,009 Do. Mort. Deb. Stock Red. eee eee vee eee 96 aes 98 xd 96 == 98 con eee 
6,443 | Notting Hill Nleotrio oe T eee - 6 6 7 155 — 16уха| 154— 16; vies ise 
90,000 Do. do. Pref., 30,081 to 40,080 7 7 * 7 8| — 9 81 — „ a 
22.000 | Smithfield Market Elect, Bupply, Ord. „ s. Е 2— 9) | 2 - 21 Tx 
80,000 Do. eee eee — 95 85 — 95 eve ees 
65,000 South London жошону В oe - 4 8$ - eee eee 
.... 09,900 | Westminster Blectrio Bu , Ord., 101 to 80.000 13 * 12 % 18 & n 12 is 13 11 113 


* Subject to Founders Shares. 
t Unless otherwise stated all shares are fully 


t Quotations on Liverpool Stock Exchange. 
| Dividends paid in deferred share warrants, profits being used as аша, 


paid. 
Dividends marked § are for a year consisting of tho latter Lx of one year and the fint part of tho next. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Cowinued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 
8880 — 


Tesue. uly 4th July 1th. | July Lith. 1900. 
65,000 | Aluminium ant Nos. 8 000 sis 23) — 81 
80,000 British 6. 5 eee [III 14 * 15 14 — 15 
50,000 Do. do. TT aes — 18 12 — 18 

200, 00C Do. do. 5 P 1 Debenture Stock 128 o 198 —126 124 
85,0001 f British Ilectrio Works Oo., £1 shares, 50, 001—1865, 0 1— 1 
50,000 Do. do. 6 $ Cum. Pret., 1—50, 000 ЕЕ H— Wü 

500 f Do. do. t Z lst Mort. Deb. "He — 99 H ot —101 
40,000 ви шаны Mea Оо, os. 1 to 0, 000 5 15 4 15 3 30 9; 5 i 
27,600 Do. do. % Cum. Pref. Nog. 1 to 27,600 5| .. as jes 6 — 6 — 
90,000 | Brush Hileci. Enging. Oct. 1 to 90,000 . is «98 8 5 g Я — 3 11— 1 
90, 000 Do. Non- um. 6 % Pret., 1 to 90,000 6 6 газ 21 3 — 

125,0001 Do. do. 7 Perp. le Stook eee ese TI i —114 109 —114 
60,000 Do do. 2nd Deb. Stock Red. 101 —108 xd|108 —106 


90,000 | Callender's Cable Construction shares, Nos. 1—20,000 1% 15 5% 15 %| 184— 144 | 18 — 14 


20,000 Do. = 5 475 Cum. Pref. ... ee si — b$xd| 54— 
90, 000 Do. e 1st Mort. Deb. Stock Rod. d T we 110 —114 xd|llO —114 
218,688 | Central London Reitway, ‘ue ies е жи - -— 92— lOixd| 94— 10 
1 р” до. Pref. half-shates 8 T iis ^B 5}xd — 8 
э еее eee 06 eee == xq — 
855,000 | City and South London Railway es - ses це 2%! 117 64 — 66 64 — 66 
87,600 Do. do. Ord. shares, Hoe, 23,501 to 2i 000 . eee ee eee 6 — 7 6 — 7 
100, 000 £100, and 901 to 11, oba., 1 £50 Bed. eee ee e 98 —101 xd 98 —101 
190,261 dison ё Swan Utd. II. Let., «A? shares, £3 pd.11099,961 6 6 e з — 2 - 4 
om De, т Е. 4 5 : i k 4 |91 — 98 ха oi 98 
|] . [EI ee — x — 
112,100 6 6 6 % 3— 2 — 2 
25,000 Do. 7 Ф 7 А 8 — at 8— 8 
140,800 Do. do. гар. 1st Mort. sea : 4 . 1108 —106 |104 —107 
се Greenwood : De um. T 1 to 9,600 - 7 7 10 — 11 10 — 11 
80,000 do. 4 Fart. Teb Stock... 4 | 110—114 110 —114 
3 India - Rubber, Gutta- Percha and 10 10 $ ... 0, a 5 Soe 
87,500 Bw six 5 m 9— 9$ . . 
10,000 | $ 5 Y: Y: 181— xl 133— 184. . . 
87,850 ger. Oonstruction ! tenance . Я sói 15 16 15 85 — 89 — 86 $e 
CC ^ 3 ˙J 13 x| 10 цу“ Moke tke | a 
? 9 o8. өөө ое € vee eee 
Do. Р 5% Om. Р. Nos. 1 to 20,000 eee eee 6 eee өөө 
540,0001 Waterloo and Оњу Railway, вее өөө eee 


eee 8 * 8 `% 98 oa 97 —100 97 [II 


+ Quotations on Liverpool] Stock Exchange. t Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES ‚хот OFFICIALLY QUOTED. 


Birmingham Electric Supply, O, ery £5 (fully ong o Lighting, Ordinary A 0 (fully 
Brompton and pie Debentures of 4 104 —106. . и y Let Preference Озю Cumulative 6 % „ 46 (fully КК саш i. De- 
National Electris Sen 6 paid phy bra А T, Rte 210 fe Divident, 1890, on Ordinary Shares 

e ectric (4 iJ %— e fally My paid). 1 
boo Pret. (410 pd.), 10—11. 
* From Birmingham Share List. Bank rate of discount 3 per cent. (June 14th, 1900). 
MARKET QUOTATIONS, Wednesday, July lith. 
CHEMICALS. &o. This week. | Last week. Ino. or Deo, METALS, &o. (continued). This week. Last week. Ino, or Deo. 
а Acid, Hydroohioric ee „ per owt. 0% 57 g Copper Sheet  .. >» ++ per ton £88 £88 | х 

а „ Nitric - ee „„ per сті. 99/- 22)- 9 n od i2 * „per ton £83 £88 

а „ Oxalic.. - e+ per сті B3J- B2/- ^ n  (Eleotrolytio) Bars .. per ton £81 £81 

6 „ — 4 ee ee se per сті. 5 / 5/6 2 E " 2 Sheets.. per ton £90 £90 

a Ammoniac, B per оті, B9/- 89/- oe t " м Rod .. per ton £84 £84 

а Ammonia, Манаш (orystal) . person | 488 £83 ^ NS s Н. 0, wire per Ib. Od. d. 

.. рег ton £80 £80 f Ebonite Rod T per lb, l- * 
= Bleachin pow T „ рег ton £7 £1 $ f n Bheet r e+ per lb bj- б 

а Bisulphide of Carbon e+ per ton £15 £15 2 п German Silver Wire. . per lb. 1/6 1/6 

в Borax e+ es per ton £17 £17 98 h Gutta-percha, fine se „„ por Ib. 8/- to 8/6 | 8/- % 8/6 

a Bensole (90 WEHE és «ee per pai. Ti- 7j- i h India-rubber, Para fine „ perlb,| 4/- о 4/1 4/ to 4/1 

a » (50/90 - . per gal. 5/8 5/6 ңе í рна, Charcoal Sheets per ton £18 £18 

a Copper ааа „ „„ porton | £25 10 £25 10 5 ‘ Pig (Cleveland warrants) per ton 68/6 63/6 

a Lead, Nitrate ..  ..  .. per ton £25 £25 oe i» Ne 1 io Hine per ton | From £11 | From £11 

а " ite Бадак es ee рег ton £81 £81 e» „  Borap, heavy per ton | 70/- to 72/6 | 70% to 72/6 

м п ay ES - „ per an -— £27 10 se é » Wire — No. 8.. per ton N tek E У i 
a e с" ai" .. per gal. | 26 »* 0 o 
тати (90 9j, si 8 4 Lead, English Ingot ..  .. per ton £17126 | £17126 
ма o). per gal. 5/6 5/6 - n  Bheet .. «+ per ton £18 15 £18 15 
a Potash, Bichromate, in casks.. per Ib. 84d. Bad. 6% m Manganin Wire No. 38.. per lb. 8/- Bj- 
- » Caustic (15/80?) .. per ton £24 £24 ee g Mero „рег bottle; £9 10 £9 10 
Bisulphate өө „ per ton £85 £85 - 4 Mioa (in (in original oases), small per lb, | 84. to d. 84, to 9d, 

asbie .. .. per o.. 88 68/- e: : » medium per ip. | 1/9 to 2/9 | 1/9 to 2/9 

а Bulphate of Magnesia . „ per ton £4 10 £4 10 а 4 arge per lb, | 8/8 to 7/8 | 8/8 to 7/8 e 

a Bulphur, Bublimed Flowers .. per ton £6 £6 (6 p Mises Bronze, lain can с рег b. 1/1$01/4 | 11 %0 1/4 ое 

- " pen T ee рег ton £6 10 £5 10 - , ed bars & тт б 1/1 to 4 1/1 to 1/4 T 

110 .. рег ton £5 £5 oe " га у! & sheet — 15 From 1/8 | From 1/8 ee 

^ Boda, Caustic white 70 '$) „ per ton £10 15 £10 15 өө 4 Platinam .. e+ рег oz, £8 18 6 £8 18 6 49 

n  Orystals „ рег ton £8 £8 ia p Silicium Bronze Wire per Ib. 1034. to 1/1 | 103 to 1,1 90 
Bichromate, onsks ee per lb. 224. Bad. 4d, dec. Bteel, Magnet, aco'd'g to denc’p'n р. ton From £16 to £40 oe 
{ Steel, Magnet, in bars £58 £58 T 

METALS, &o. Tin, block =н £144 to £144 

b Aluminium Wire, in ton lots.. per ton £294 £224 Чи Acus ac 06: ‚не; Б £115 to £145 e» 

b — in 4 ton lots.. per ton £191 £191 os „ UND ee өө DOD. 1/9 1/9 

p Babbitt’s met al ingots per ton 80 to £150 | £80 to 2150 .. n „ wireNos.ltol6 .. per lb, 1/9 1/9 

e Brass (rolled metal 2" to 12") basis per lb, 71d. а. - p White Anti - pu Lo 

€ „ Tube(brarzed) .. per Ib. 10d, 10d, ba “White Ant” £40 to £70 | £40 to £70 

а 90 » (solid drawn) e+ per lb. Sad. 84d. - j Yarns, Cotton, Bingle 1 10. . 2 d r^ bad, 

‚б Wire, basis өө s» per lb, d. ва. T П » Best Flax, 6 lea. ee per lb. ‘ 6d, oe 
e Copper Tubes (brazed) . +» per lb. 15 1134, "s J n m 8 ply 10 lbs.  .. perlb, 44d. d, - 
e " n (solid drawn) e» per lb, lid. lid. 80 и ‚ EU 10 Ibs. per lb, Же | A e 

маа * j ute, в. rove .. рег ton 

21 Copper Bars (best selected) .. per ton #83 £83 k Zino, | Zino, Sheet (Vielle Montagne "er p. t. £94 5 nett. | £34 5 nett. 

Quotations supplied Бу, Quotations sup Quotations supplied by 
a Messrs. G. Boo & Co. f The ТҮГЕ Gutta-Percha, end k Messrs. Morris Ashby, Limited. 
b The British А шлш Сошрапу, 144. Telegraph Works Company, Ltd. m Messrs, W. T. Glover & Co., Ltd. 
c Messrs. Thos. Bolton & Sons. g Messrs. James & Shakspeare. п Messrs. P. Ormiston & Sons. 
d Messrs. F. Wiggins & Sons. h Messrs. Jackson & Till. | о Messrs. Johnson, Matthey & Co., Ltd. 


є Messrs. Frederick Smith & Co. 1 Mesers. Bolling & Lowe, р The Phosphor Pronze Company, Ltd. 
j Messrs, Henry C. Teo & Co. | 
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PROFITS ON TRAMWAY UNDERTAKINGS.* 
Br C. H. GADSBY, W. So., M. I. E. E. 


ALL tramway directors and managers and the members of Municipal 
Tramway» Committees are alike interested in the great question of 
establishing in the working of their undertakings as great a differ- 
tuce tugen gross reccipta and working expenses as it is possible 
to obtain, and I think, therefore, I need offer no apology for bring- 
ing this subject before those of you who have done me the honour 
ої cumiuy to hear this I. | 

My ouly regret is that in the short time at my disposal it is im- 
posible to gu more fully iuto a subject so worthy of investigation 
aod requiring so close a study of detail. 

It is an easy matter to increase the gross receipts upon almost 
anv tramway by increasing the services or by affording additional 
indocementa to the travelling public. a 

It is also an easy matter to reduce the working expenses by cur- 
tuling the services, employing cheaper labour, and by many other 
means, «ome only temporary, others permanent. 

The problem is—how to increase the gross receipts without at the 
ame time undnly increasing the working expenses. 

lt is not sufficient merely to establish a low ratio between working 
expenses and grues receipts uuless at the same time the actual 
dyfvrenee between them is great. 


TABLE A. 
eee 
| Re- жы Ex- | Ratio | 


Year. T€ Pas- | Gross | ceipts penses receipts Net re- 


ey- > 
receipts. pu wr penses. per = SA ceipta. 

4 Pence. £ Pence. % £ 
1994 360,153 4,079,993 | 17,939 | 16:5 12,827 1L3 | 68 | 5,612 
]RM 267.150 4,250,343 19,187 17-2 12,793 13-7 | 62 | 6,394 
1 370.373 5,286,608 23,271| 15:07 14,022 908| 60 | 9,249 
1896 418,840 6,425,348 28,033] 13:6 |14,984 85 53 | 13,049 
1897 470,612 7,450,492 32,316 | 11:5 16,908 86 | 52 15,408 
1898 497,813 8,144,917 35,393 17:06 19,861 95 | 56 15,532 


1889 533,073 8,818,047 | 38,453 | 17:6 | 20,438 | 93 53 18,015 
| | 


Naturally the first direction in which one turns for improvement 
& towards increased gross receipts. 

Such an iucrease may be effected by raising or reducing the fares 
evordiny te circumstances, by increasing the services, by putting on 
letter cars, by better heating and lighting, by better attention, and 
һу numerous other means, but of course the increase of service is the 
эзе to which receipts respond most readily. B | 

The Table A shows the increments in receipts upon a certain 
Euylish steam tramway resulting almost entirely from the gradual 
and judicious adoption of more frequent services. 

In this instance it will be seen that the mileage has been doubled 
in seven years; the number of ngers has been more than 
doubled, as have also the gross receipts, whilst the working expenses 
have been increased only about 70 per cent., and the resulting net 
receipts have been multiplied by 3j. 

This has been effected without any change of system, without any 


ungie, to permit of the more frequent service, but the improvement 
may be justly attributed simply to the increased service. 


‚ Mainten | | | | | 
| ance of Re- | Ве Trafo АШ | | 
Line. ке ш Pet | er or Totals. | Mileages. 
manent ™ horses. сага, Penses. 
way. | | penses. 
„„ 
| 2 2 2 2 £ 2 | 
A | 2.223 21,418 1,797 3,430 18,824 4,676 52, 3681, 502,448 
B 113 4, 614 315 412! 3,884, 2,356! 11,694 293,343 
C | 1,656 15,491 2,000 | 2,164,112,178, 2,496, 35,935 870,286 
D 15504 | 9,107 1.224 1,148! 8,108 1,671| 23,122| 646,150 
E ' 2010 11,938 2,711| 3,445) 8,495 8,335 36,934 749,461 
Totals | 7,006 T" 8,047 110,5 51,489'19,534 160,103|4,061,688 
— ——— — — ü w'2WE' | ——————— fe] 0. „ 
„к= 
areas E 


044 | 372 | 047 | 063 | 305 | 115 | 95 E 


| 1 


lt is interesting to note that in this case the receipts per car mile 
wave increased from 16:5d. to 17°6d., whilst working expenses have 
fallen from 113d. to 93d., and the ratio of working expenses from 
68 per cent. to 53 per cent. i 


It u not to be expected that the gross receipts can be increased in 


* Paper read before the Tramways and Light Railways Association 
* the Agricultural Hall Tramways Exhibition, Islington, Friday, 


the same proportion as the mileage, and consequently as a general 
rulo the receipts per car mile are reduced. 

It is a knowledge of this fact that has in many instances led 
tramway managers to adopt the policy of restricting the mileages in 
au endeavour to secure high receipts per car mile. / 

Receipts per car mile on British tramways vary from a lower 
limit iu the region of 7d. to a higher one approximating to 2s. per car 
mile. 

Except under very exceptional circumstances any manager work- 
ing a line so as to obtain gross receipts anywhere in the neighbour- 
hood of this higher limit does not fully appreciate the necessities of 
his district or of the earning capacity of his system. 

I consider that for electric aud cable lines any rise iu receipts per 
car mile above 9d. should be at once checked by an increased mile- 
age. 


TABLE C.—OPERATING EXPENSES ON ENGLISH STEAM TRAMWAYS. 


Mainten- | Re- Re- | An | | 


f | Loco- : ~ | Traf 
Line, pare motive) If en. Pars exe өнү ' Totals. | Mileages. 
" Е гота: gines. cars, Penses. penses. 
5 =o CRER ARR LE шы. Се 
£ £ | £ | £ £ £ £ | 
А 3,291 | 1,586 1,480| 581 4,474 1,610 13,128 248.735 
B 3,627 16,335 7,990 1,739 6,051 2,879 38,621 883,991 
С 625 | 1,0481 282; .. | 3,948) 2,568 8,471 188348 
D | 2,139 8,223 4,030, 1,130 3,178 3,058 121,798 | - 472,652 
E 984 | 1,748; 889! 388 1,446 8 181,739 
| — |} — | 
Totals 10,666 28,940 14, 677 3,838 8 88,209 1,975,465 
Average ] | | | 
pence peri - 1°30 | 3°51 | 178 | 046 | 2:32. 1331 | 107 — 


i | i 
-— o. T PEERS a 


Iu the case of horse tramways a similar process should be applied 
whenever the receipts rise above 1s., and in steam lines when above 
1s. 2d. or 1s. 3d. 

Take an example :—Suppose we have a system running 1,000,000 
car miles per annum with gross receipts at Is. per car mile :— 


Total gross receipts will then be 
Suppose working expenses are at 60 
per cent., and therefore amount to 


£50,000 per annum. 
30,000 „ „ 


Net receipts will be ... £20,000 „ " 


Let now the mileage be increased 20 per ceut., that is, to 1,200,000 
car miles per annum, and suppose the total gross receipts increase 
only at the less ratio of 15 per cent., aud that in consequence of 
standing and managerial charges being spread over a greater mile- 
age, the working expenses increase only 15 per cent. also. We shall 
then have— 


Total gross receipts £57,500 per annum. 


Total working expenses 34,500 „ " 
Net receipts £23,000 „ „ 
— —€— 


In this case the gross receipts per car mile work out at 1144., 
that is by increasing the mileage 20 per cent. we have reduced the 
receipts per car mile from 1s. to 114d., but have at the same timc 
made an extra £3,000 per aunum clear profit. 

It may be of interest to compare the working expenses of trum- 
ways with different motive powers. 

Table B may be taken as a fair average of the working expenwes 
ofa horse tramway. It is derived by taking the average of thc 
actual figures on five representative town tramways in this country 
for the year ending June 30th, 1899. 

From this it will be observed that the average total working ex- 
penses amount to 94d. per car mile, whilst horse power with renewals 
amounts to 4'19d. per car mile, and traffic expenses to 3:054. 

Table C shows a similar statement of working expenses for steam 
tramways derived from the actual figures for representative tram- 
ways in this country. 

The striking figure in this table is that engine power costs 34d 
se car mile whilst repairs cost 1#d. per car milo, together making 
54d. 


The permanent way repairs are naturally heavier than for horse 
traction, the traftic expenses are lower, chiefly on account of the 
drivers’ aud conductors’ wayes being spread over a greater mileage 
in consequence of the higher speeds than with horse traction. 

The total costs amount to 10jd. per саг mile, or 1d. per car mile 
higher than for horses, so that the advantage of steam over horse 
working is due to the higher receipts per car mile consequent upon 
the use of larger cars. 

Table D gives the working expenses for eight electric lines in 
this country. 

Allof the lines are operated on the overhead system some by 
their municipal owners, and others by companies. 

It is in this case somewhat difficult to apportion the costs on 
account of the lack of uniformity in the allocation of charges. 

It will be noticed that the cost of motive power is much lower 
than with horses or steam, being ошу 136d. per car mile, or with 
engine and dynamo repairs 1:685d. | 


` 
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It might be expected that the items for car repairs would be 
higher than with horse or steam traction on account of the repairs 
of motors and clectrical equipments being now included, but as a 
fact the figure per car mile is about the same. I think this is 
accounted for by the fact that although the expenditure on each 
electric car is greater than on cach steam or horse car, the charge 
per car mile is not greater on account of the greater daily mileage 
run by an electric car. 

The item for traffic, which, of course, consists chiefly of drivers’ 
and conductors’ wages, is much the same for all three systema. 

The total expenses of 6:8d. per car mile is somewhat higher than 
is generally expected with electric traction, this being due to the 
inclusion in the list of a number of small undertakings recently 
started upon which it is reasonable to suppose improvement will be 
effected. 


490,056 | 61,990 3.916 


No. 19. | No. 90. | No. 91. 


| 
| 


SEBVICE ON ELECTRIC LINES UNDER ENGLISH CONDITIONS. 


When data is available from the many larger municipal under- = б; Eti 
takiugs just open or undergoing conversion, it is evident £hat an z 23 
average total expense between 54. and 6d. per car mile will be easily : 
attained. = .. 23 
$ е 28 
TABLE D.— OPERATING EXPENSES OF ELECTRIC TRAMWAYS IN - = 
GREAT BRITAIN. - = | Eri 
e F YS | eR = at ee tss e qure eT z RE 
1 pairsof Re- Tran ! A 
ai — 2 OO wt о 
Line. ps 1 urs paire „ ошо: Totals.| Mileage. а L^ . Зва 
а а ш 3 
e < ш І ip NS |- GE iG Wipes pe st о о а 
£ 2 а 22 „„ | i|? i Bis 
А | 1,277 | 1,722] 954| 1,401| 3,837 1,55 11,046 283,718 $ ' &8 
B 811 939 159 427 3,703 927) 7,676) 239,472 = 
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This is the means that will be taken to reduce working expenses "tek. dues | : 
on every horse and steam tramway throughout the country during | | 


the next five or six years. : Ж cC Rec eee ee QU. 
Having adopted electric traction there is still necessity for care- 
fully watching operating expenses. EE E UIS Oe ae 8 


In the first place the expenditure on track repairs may be any- 
thing from ‘05d. per car mile to 1 5d. 

It is necessary to keep sufficient men on the track to keep pacc 
with the wear, and the old proverb, * a stitch in time saves nine," is 
eminently applicable to track repairs, but it is at the same time an 
easy matter to waste money by having too many men on the work, 
who will always find or make something to do. 

Then again the item for motive power may be anything from ‘5d. 
to 2:0d. per car mile. 

The first care in this respect should be as to the consumption of 
current upon the cars, which may on level roads with small cars and 
careful manipulation of the controller work out as low as ‘6 B.O.T. 
units per car mile, or may on heavy roads with careless driving 
amount to 1:3 or 1:4 B. O. T. units per car mile, 
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reduced the consumption of current upon the cars, the 
next point is to secure its economical tion. To effect this it 
is necewary to see that the fuel is of the most suitable character, 
having due regard to cost, and remembering that the lowest priced 
fuc] is not always the cheapest, and that the furnaces are of the 
best type for dealing with it. | | 

It is also of the utmost importance for economical production 
that the engives and d os are of the proper power, во as to be 
fairly fully loaded without risk of injurious overloading in the 
heavy fluctuation of traffic. 

In Table F I give the sizes of a generating plant I have found 
aitable for operating lines with various numbers of cars under 
etdinarv conditions. 

It is of course important that the plant shall be of the most 
evaomical description, but judgment must be used in selecting the 
plant. as to whether it shall have simple, compound or triple expan- 
aon engines, and as to whether it should be even condensing or 
вето ondenaing, as particularly in small plants in districts where 
fuc! is cheap it may be found that where repairs, attendance, water, 
b, are ta into account, it may be cheaper to adopt a non- 
rondensing engine using 25 lbs. of steam per indicated horse-power 
than a condensing engine using, say, 18 lbs. of steam per 1 H.P. 

Then again there is the all-important matter of traffic expenses, 
which generally amount to about half the total cost of operating 
electric сага. 

Wages and hours for drivers and conductors are now fairly uniform 

throughout the kingdom, and there is not much scope for cutting 
in this direction, and it is in the careful arrangement of shifts, and 
in the reduction of lost time at end stops that reductions may be 
made. 
On many lines with short branches a very large proportion of the 
men's time is wasted whilst the cars are standing at termini. Cars 
should as far ая possible be kept moving all the time, only sufficient 
time being allowed at the ends of the journeys to allow for turning 
the trolley pole and loading. 

In thia way a good deal more mileage will be got out of, both men 
and cars. 

With the higher speeds in America it is common practice to get 
100 to 190 miles per day out of a car, whilst in this country there 
are plenty of instances where electric cars are only doing 35 to 40 
mile: per day. Even with the limitations of speed to which we are 
bere mbjected much better than this should be done. 

These remarks have been based upon the operation of overhead 
trolley lines, but apply generally to electric conduit lines upon which, 
i£ uubstantially built, the working expenses will be much the same, 
the only difference being a small increase for repairs and main- 
tenance of the conduit, conductors and collectors. i 

I have not included auy statement as to the operation of cable 
lines, although these are worked at remarkably low rates, as low in 
fact as many electric lines, chiefly because there are only three 
tems of any magnitude in operation in this country, and there 
haa been very little recent development in them. 

I think we are justified in drawing from this small investigation 
the following conclusions :— 

1. That it is generally possible by increased services to 
increase the gross receipts. | 

2. That the operating expenses do not increase at the same 
rate as the mileage, and generally at a less rate than the receipts. 

3. That services judiciously increased generally result in 
larger net profita. | 

4. That electric traction constitutes the readiest means of 
increasing the receipts, and at the same time of reducing work- 

5. That on tramways already equipped. in this country there 
is scope for reduction of operating expenses and increase of 

fits. 

I have to acknowledge my indebtedness to the Street Railway 
Jurnal, New York, to the Compiler of the American Street 
Railway Investments,” and to the officials; of the various under- 
takings, whose figures have been cited, for their kind assistance in 
the preparation of this paper. 

I trust this short paper may have been of interest to some of you, 
and that it will induce you to express your views on the points 
raised, so that we may have the benefit of your valued opinions on 
subjects with which you are in such close contact. 


€€—— 
IRON AND STEEL RAILS IN AMERICA. 


Ax interesting paper on the above subject, by Mr. Robert W. Hunt, 
was read at the Annual Convention of the American Society of Civil 
Exgineers held in London at the beginning of last week. After 
rYiewing the history of iron rails and their replacement by steel, 
the ant bor referred to the fact that the first rail ever made from 
Bewemer steel was placed on the Midland Railway early in 1857, in 
$ position where the traffic was such that iron rails had to be renewed 
often, sometimes, as every three months. The Bessemer steel rail, 
however, did duty there until June, 1873, some 16 years, during 
vin · h time about 1,250,000 trains, and any number of single engines 
tad pared over it. There can be no doubt that the enormous ex- 
pansion which has taken place in the development of the railway 
Teams throughout the world would have been impossible without 
the discovery of a means of making steel rails cheaply. 

Tbe author referred also to the many attempts to make a com- 
puute rail having an iron base and web with a steel-capped top. All 
tbese devices were fruitlesa, and the Bessemer steel rail soon proved 
iteelf to be master of the situation. The first steel rails laid down 


in America jywere imported by the President of the Pennsylvania 
Railway, and the first steel rails manufactured in America were 
turned out at Chicago on May 24th, 1865. Since then the develop- 
ment of steel rail rolling mills has procceded apace in America, and 
Mr. Hunt is of opinion—without wishing to draw any invidious 
comparisons—that at the present day American makers are not only 
rolling the greatest quantity of rails, but are producing at the same 
time the best finished rails in the world. 

Mr. Hunt speaks a word in praise of the McKenna process of 
renewing rails. Mr. McKenna subjects rails which have become 
unfit for further service on main lines, to a beat of not 
more than 1,500? F. in a long furnace. They are then drawn 
from the furnace by a mechanical device, which  simul- 
taneously removes any scale which may have formed on the 
surface, and slightly upsets or flattens the section. The rail is 
then passed through a sct of forming rolls and given a finishing 
surface in another mill. The original finishing section and height 
is maintained, although the area of the section has been somewhat. 
reduced. 

The process can no longer be said to be in the experimental stage. 
Indeed, the wear of the renewed rails bids fair to be more satis- 
factory than that obtained from new rails of heavier sections. There 
are nearly 100,000 tons of renewed rails in service on the Chicago, 
Milwaukee, and St. Paul Railway, the Alchison, Topeka and Santa 
Fé, the Wabash, and other systems. 

Mr. Hunt states that one chief engineer (who, apparently, must 
hail from this side of the ocean), on whose railway many renewed 
rails are in use, is of opinion that “No rail ought to be used at all 
until after it has been renewed." 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible, Free use of fictitious names, &e., 
may be made. Answers are furnished by а duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy о 
the virws which he may express. | | 


ConsuMER writes: I should be glad to know whether a failure by 
an electric supply company to provide an unintermittent current 
renders them liable to an action at the hands of a consumer. The 
penalties imposed are in some cases not only too small to prevent a 
recurrence of the evil, but are often insufficient to compensate the 
hapless consumer for the inconvenience caused by the sudden 
extinction of all the lamps in his house. Would you be kind cnough 
to say whether proceedings at law would avail the consumer in such 
а case, either in addition to, or in substitution for, the recovery of a 
penalty as provided by statute ? " 

,“ Although the question put by Consumer " has not yet arisen 
so far as we are aware in relation to the supply of electricity, it has 
been frequently discussed in connection with gas and water supply. 
The result of the decisions may be said to be that where a duty is 
cast by statute upon a company or person, and penalties are imposed 
for failure on the part of the company to perform that duty, the 
company are only liable to pY penalties [Atkinson v. Newcastle 
Waterworks Company, 2 Ex., D. 441]. Now it is clear that under 
the Electric Lighting Acts, 1882—1899, that an electricity supply 
company are bound to furnish their current without favour or 
distinction to all persons within their district, and it is also clear 
that they become liable to penalties in case of refusal. Hence the 
jurisdiction of the courts is ousted. It might be argued 
that in many cases a company have been held .liable both 
to penalties and to an action, but a reference to those cases 
wil show that the double remedy is only available in 
respect of the couunission of Acts which the company are prohibited 
from doing or suffering to be done. Thus, in Goodson v. Sunbury 
Gas Consumers’ Company [75 L. T. 251], it was held that an action 
would lie for nuisance which resulted in an injury to the plaintiff 
when driving through the streets, although the company were also 
liable to penalties under the Gas Works Act (10 V., c. 15). 


CURRENT SPECIFICATIONS. 


XX.—SALFORD ELECTRIC TRAMWAYS. 


SUMMARY. 


Estent of Contract.—The overhead equipment of several electric 
tramway routes in Salford. 

Schedules Required with Tender.—No particulars are given as to 
the routes to be equipped, but full schedules of the work to be done 
are given, which must be filled up by tenderers. 

Approximate Length of Linc.—151] miles. 

Poles, Bracket Arms, and Cast-Iron Bases.—To be provided by 
Corporation, only delivery from central power station and ereotion 
being included in this contract. 

Trolley Wire.—To be 0:324 inch diameter, not less than 98 per 
cent. conductivity, and capable of withstanding a strain of not less 
па y lbs. The calculated strain on wires to be not more than 
1,700 Ibs, 
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Span Wire.—To have a breaking strain of not less than 2,000 lbs., 
and sag of approximately 12 inches. 

Section Bores.—To comply with specified requirements. 

Guard W'ire.—To be of No. 8 steel, or an approved stranded 
cable of equivalent strength, fixed to each support if necessary, to 
comply with all requirements of Postmaster-General and Board of 
Trade. 

Specified Date of Completion.—None stated, though reference is 
made to it in the general conditions as appearing in the specifica- 
tion, probably the intention is that it should be stated by tenderers. 

Penalty for Late Completion.—One half of 1 per cent. of contract 
sum per week. 

Stipulations as to Removal of Foreman. See below. 

Stipulations as to Wages paid to Workmen.—See below. 

Arbitration Clause.—None provided; see comments below. 

Date for Receipt of Tenders.—July 16th, 1900. 


This specification has been prepared by the consulting 
engineers to the Corporation, Messrs. Lacey, Clirehugh and 
Sillar, and differs from usual overhead equipment specifica- 
tions in that no information is given as to the streets in 
which the work is to be done. Provision is made for the 
supply to contractors after the contract has been assigned of 
plans of proposed routes, and presumably though it is not 
expressly stated, these plans could be inspected by tenderers ; 
but in the specification itself, beyond the approximate total 
length and the scheduled quantities, there is no direct 
information on this important point. 

It is stated in the specification :— 

The numbers and lengths given in the schedule below must be 
taken as approximate only, and as indicating the total amount of 
the work which the Corporation anticipate will be required, but the 
rates filled in by the tenderer must be considered to any less quantity of 
work, or to any greater quantity (within a limit of fifty per cent. on the 
total cost) for which instructions are given within ciyhteen calendar 
months from date of contract. 

In the first place, a possible variation in work tendered 
for and work actually done of jiffy per cent. is excessive. It 
will prevent the figures sent in being as favourable as they 
otherwise might be, as the tenderer, who has no knowledge of 
the requirements of the Council beyond that given above, 
must cover in his prices the risk of a possible reduction of 
Fifty per cent, in the work to be done. 

Further, it is not fair to expect that in the present 
state of markets for material any firm without making 
large provision for the risk can give schedule rates 
for the supply of materials to be ordered possibly 
eiyhteen months hence. A shorter period might be reason- 
able, but the attempt on the part of some public bodies 
to place the risk of variations in the prices of materials upon 
the contractor for such lengthened periods is unfair to the 
contractor should prices rise considerably, and unjust to the 
ratepayers should there be a fall in prices. A ratepayer has 
the right to purchase at the current rates of the day, and no 
Council ought to bind its possible successors to purchase at 
fixed rates from one contractor over so long a period. The 
powers of an elected council are limited to as great an extent 
as possible by the period over which it holds office, and great 
care should be taken as to the extent to which by its actions 
it binds its successors. | 

So far as the technical requirements of the specification 
are concerned, there is little to criticise. Care has been 
taken to demand high-class work, but no undue or incon- 
sistent demands are made. "The poles and accessories are to 
be supplied by the Council, but their erection forms part of 
the present contract. Provision is made in the schedule for 
a double trolley wire throughout. 

The general conditions are in several respects unsatis- 
factory, and are not rendered in any sense more acceptable 
by the following clause in the tender form, which must be 
filled in, signed, and sealed by the tenderer. 

The undersigned do hereby offer and agree to supply the 
materials and to perform the whole of the works described and set 
forth in the preceding specification and schedule of prices, in strict 
accordance with the general conditions, dated February, 1900, applying 
to all specifications in relation to the said electricity works and the 
preceding specification, prepared by your engincers, and to their 
satisfaction, for the sum of £ , and also hereby further agree 
that the value of all additions or deductions which may be made to or 
from the works aforesaid shall be determined by the engineers. 

It should be borne in mind that there is no provision for 
arbitration in this contract, and that any disputes are left to 
the sole decision of the engineers. In view of the possible 

. excessive difference between the amounts of work tendered 
for and actually done, we strongly advise that a strong stand 
be made by all tenderers against this stipulation, and sug- 


gest that all offers should insist upon the insertion in the 


contract of the standard arbitration clause in the form 
agreed upon between the representatives of the Municipal 
Electrical Association and the Electrical Plant Mannfac- 
turers’ Association. 

Seeing that the routes are not mentioned in the specifica- 
tion, the following is to a large extent an unascertainable 
risk, and ought not to be accepted without further informa- 
tion :— 


The contractors shall comply with all the provisions and regula- 
tions affecting the works in Salford, and with the rules and 
regulations and requirements of all public bodies, companies, or 
persons whose properties or rights are affected by the works, and 
shall procure all licenses, and deposit all plans, and give all notices 
which may be requisite. 


In the clause relating to the powers of the engineers to 
object for good reasons to the employment of any particular 
workman, we find the claim that such workman must be 
dismissed, not merely removed. This may seem a small 
point, but in reality it means the assumption by the engineer 
of a control over the relations between the contractor and 
his workmen far beyond the rightful relations of purchaser 
and contractor. 

The clause reads :— 


The contractors shall afford all necessary superintendence during 
the execution of the works, and shall constantly employ on each 
part thereof at least one good and competent foreman, skilled in the 
trades and callings required by this specification, and such foreman 
shall, on behalf of the contractors, have charge of such drawings, 
writings, papers, specifications and documents as may be delivered 
to or for the use of the contractors; and such foreman shall also, on 
behalf of the contractors, obey all instructions and directions as may 
be given by the engineers or their authorised representatives, or by 
any person authorised in writing by the Corporation to give such 
directions, and any instructions given to such foreman shall be 
deemed to be given to the contractors; the said foreman, if objected 
to by the engineers, shall be dismissed by the contractors, and the con- 
tractor shall replace him with another competent foreman The 
engineers shall also be at liberty to object to any person employed by the 
contractors in the execution of the works who shall, in the opinion of the 
engineers, misconduct himself or be incompetent or negligent, and the 
contractors must dismiss the person so objected to and employ another in 
his place. 


The clause: giving the engineers power to extend the 


specified date of completion might well be copied in other 
contracts, it suits all reasonable requirements. It states :— 


If the completion of the works, or any part thereof, shall have 
been delayed by inclement weather, combination of workmen, 
strike or lock-out, or by any unforeseen circumstances (other than 
lack of money) which the engincers may consider to have been 
beyond the control of the contractors, then the engineers may allow 
such extension of the time for completion of the works as shall seem 
to them reasonable. 


The labour clauses are far more reasonable than in the 
specification recently issued by the neighbouring borough of 
Manchester. They simply stipulate that :— 


All workpeople employed in connection with the contract shall 
be paid the standard rate of wages for the time being prevailing in 
the district where the work is carried out. In the event of the 
contractor violating this condition, the Corporation may declare the 
contract null and void upon such conditions as they may reasonably 
deem necessary, and the contractors shall be responsible for any loss 
occasioned thereby. 

In case the terms of the contract be not duly performed by the 
contractors, the contractors shall pay to the Corporation a penalty 
of £500. 


Another very fair clause relates to sub-letting, a matter of 
necessity in a contract such as this, where apparatus of widely 
differing character is largely employed. 

We find it stated that :— 


The contractors shall not assign their contracts, or any part thereof, 
without the consent in writing of the engineers, nor may they 
underlet the same, or any part thereof, nor make any sub-contract 
with any person or persons for the execution of any portion of the 
works, unless such sub-contractor shall be approved of in writing by 
the engineers. It is not intended by this clause that the contractors 
shall necessarily be the manufacturers of all materials or appli- 
ances which they may employ, but that the names of the makers of 
all such materials or appliances shall be submitted to the engineers 
for approval, and no sub-eontractor shall be allowed to do work 
within the buildings of the Corporation except by the special 
instructions of the engineers. 


From the above remarks it will be seen that the principal 
fault, so far as the general conditions go, is the omission of 
any arbitration clause. Were this rectified, very slight 
modification would render the other clauses acceptable. We 
would again urge upon tenderers insistance upon its inclusion 
in the final contract. 
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ELECTRIC TRACTION. 
By RANKIN KENNEDY. 


Ix the evidence given on the municipal trading inquiry, 
Mr. A. A. Campbell Swinton gave it as his view of electric 
wweton, that while it would have its day, the motor car 
woald eventually drive it out. A consideration of the 
question by anyone acquainted with the inside details of the 
matter, reveals considerable ground upon which to found 
such an opinion. 

The motor car has made far more progress with less out- 
sde assistance, than trolley or conduit traction systems ever 
did, and improvements are going ahead by leaps and bounds, 
з that the many defects and disabilities under which these 
vehicles have laboured will speedily disappear. The competition 
wil be between vehicles running on rails alongside of trolley 
poles and vehicles running on any fairly good open road, 
and capable of going almost anywhere. 

On roads, where much traffic in motor cars would be 
common, the old pioneer road plates first used by Outram, 
from whose name the word tramway came, could be employed 
amin, as they were in the old light railways before the 
locomotive with its flanged wheels and bulb rails came into 
ase. Electrice trolley or conduit traction systems are 
properly called in America street railways. 

In towns the contest will be between street railways and 
street motor cars, the one confined to the railway line along 
certain routes of trolley wires, the other free to run along 
any read, with or without plates. 

The laying of tram plates throughout a town or city is a 
comparatively cheap affair. But no matter how perfect a 
motor саг may be, it could never compete with a street rail- 
way unless worked on a rigid system. To let them loose in 
the streets on the wild, barbaric, chaotic system on which 
London "buses are allowed to run, would mean failure. The 
таптау, confined to a definite line with fixed stopping places, 
means orderly and paying business. | 

Similarly a plate line in streets for motor cars, to which 
they would be confined, and with stopping places at intervals, 
would make motor cars very serious competitors, even in 
their present imperfect sfate, and they would have the con- 
siderable advantage of being able to run when and where 
necessary on the common surface, without the plate line. 

It seems, therefore, that all that is now wanted to give 
motor cars a great advance is to provide for them a plate 
ine, This would be a cheap addition to a street, and would 
be a great improvement in many small towns over "buses or 
horse cars, and better than a trolley system. 

Motor car enthusiasts seem to be pursuing a wrong course 
in attempting long-distance fast-speed cars on common 
roads. The big field for motor cars is in towns and 
cities on a smooth steel plate rail carrying a constant stream 
of paying customers 16 hours a day in a well-managed, 
orderly manner. 

In good paved streets like London streets, no plate or rail 
would be necessary: nor would it be desirable in such 
crowded, crooked, narrow thoroughfares. Along these the 
motor cars would glide quietly and smoothly. Where 
plates would be advisable they could be laid without inter- 
‘erence with the ordinary traffic. On these plates, motor 
vehicles, however driven, steam, electric, gas, oil, or com- 
pressed air, could run, no matter (within wide limits) what 
their wheel base may be. 

High speeds and long distances such as are covered by 
onlinary railways can never be approached or superseded 
by either electric trolley or motor сагв; at any rate, not for 
pasenger carriage. People will never again return to the 
meds for travelling, except for short distances, and where no 
railways exist, and where it is considered a pleasure to go by 
mad, 

Underground traction in tunnels has two systems, cable, 
and electric trolley, Неге there can be no doubt as to the 
superiority of the electric trolley over all others. 

It would seem, to sum up the present position of traction, 
‘hat steam locomotives on ordinary railroads have no com- 
jetitors worthy of consideration in heavy high speed work 
and long distances, 


The electric trolley and the motor car will both compete 
against the horse, mule, and ass, and when, between them, 
these animals have been annihilated in road traction, the 
contest will finally be between trolley and motor car. 

The writer agrees with Mr. Swinton in the opinion 
that the motor car will come out first, when perfected and 
worked on a proper tramway system. 

As to the motor cars themselves, these have made 
wonderful progress, but still require improvement: the 
choice lies between steam, internal combustion motors, and 
electric accumulators. Steam and accumulators are too 
heavy at present as they have hitherto been worked. 

Improved accumulators, worked on a rational system, 
should do far better than they have done in past trials. The 
more one studies the facts of accumulator traction and the 
behaviour of cells, the more one feels they have been badly 


used, or, rather, abused. 


It is worthy of note that in trolley electric traction, from 
the very beginning, twenty years ago, there was not one 
single problem of the slightest difficulty. All that was 
required to establish it was the energy and money of its pro- 
moters; they put their money on a dead certainty and 
attacked the easiest problem first. 

Not so with accumulator traction. If there was any 
uusuitable application it was to cabs; a hire cab is subject 
to no rule as to its journeys, it is uncertain in its 
engagements and movements, its supervision is almost 
impossible, and the cells are worked under the worst possible 
conditions. 

The electric omnibus idea was correct from a business 
point of view, and, no doubt, will be revived again when a 
thoroughly sound engineering design is worked out for their 
mechanism and working. 

A vehicle running daily a given mileage along a given 
route a certain number of hours per day presents a mere 
shadow of the difficulties in the way of hire cabs. Batteries 
for traction have, in tramway work, mistakenly been always 
made for and worked at discharges over far too long 
periods of time. | 

Notwithstanding past failures, there is still hope for 
battery traction if properly set about, more especially with 
recently improved cells. 

At the moment, the internal combustion motor is fore- 
most for light vehicles and boats, being by far the cheapest 
and lightest motor. But for luxurious travelling, short dis- 
tances, with silence and cleanliness, nothing can be better 
than the electric battery car, although it is expensive to 
run, 

On the whole, it is not to be concluded by any means 
that the electric trolley system is to be the only and final 
system of street railways, road traction, or even light rail- 
ways. Like the stage coach, the canal, the candle, and the 
gas jet, it will “ have its day." 


REPORT OF THE DEPARTMENTAL 
COMMITTEE ON THE PATENT OFFICE. 


THE report has been published (by Messrs. Eyre & Spottis- 
woode) of the Departmental Committee on certain suggestions 
which have been made for developing the benefits afforded 
by the Patent Office to inventors. The summary of the 
Committee’s recommendations is as follows :— 

1. (%) That classified illustrated abridgments of all specifi- 
tions from 1617 to 1883 should be made, and the work 
completed by the end of 1906. (^) That volumes of 
collected abridgments for each of a limited number of leading 
subjects of invention should be placed in the Putent Office 
library as an experiment. 

2. That no action should be taken as regards the issue of 
reminders for payment of renewal fees. 

3. That authority should be given to the Comptroller- 
General to reprint specifications of expired patents for which 
there is a demand. 

4. That a system of deposit accounts for Patent Office 
publications should be experimentally adopted. 
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5. That the annual allowance for the purchase of books 
and for binding for the Patent Office library should be 
increased for the next three years, and that a special sum 
should be allowed for the purchase of books already selected 
but which cannot be supplied for want of funds. 
No. 1 (a) consists merely in hastening forward the work 
already taken in hand by the Patent Office. "The utility of 
the abridgments is unquestioned, and their completion will 
be welcomed by all who have to usethe Patent Office library. 
At present there are 146 classes of subject matter, and the 
present work of abridgment has been divided into seven 
periods of different lengths. When completed, therefore, 
the whole set of abridgments from 1617 to 1900 will be 
contained in 1,022 volumes, This will make a complete 
and intelligible set of abridgments to the end of the current 
year. The work includes the re-abridgment of those periods 
which are at present imperfectly abridged, and all the abridg- 
ments will be illustrated. 
Recommendation No. 1(b) із a further development of 
the system of abridgments. Instead of having, as at present, 
seven volumes of each of the 146 classes, covering the period 
from 1617 to 1900, it is proposed to sub-divide each of the 
146 classes into seven sub-divisions and bind together all the 
abridgments of patents in each sub-division during the whole 
of the above years in one volume. The number of volumes 
nnder this system of division would remain the same, viz., 
1,022, and the system will, we think, more fully meet the 
objects aimed at, viz., assisting searchers in their work. 
The greatest benefit will, of course, accrue to those who 
indulge in “ fireside searches.” It is recommended that this 
innovation be tried experimentally with a few of the leading 
heads of subject matter, and that the expense of printing be 
not incurred till the Comptroller-General has had opportuni- 
ties of watching its working. 
No. 2.—The Committee recommend that no action be 
taken with regard to the issue of reminders for the payment 
of renewal fees. "The reasons given for this decision are 
many, but not very convincing. They may be summarised 
and answered shortly as follows :— 
(«) The information as to renewal fees is endorsed on the 
back of each patent, and the letter sent to each applicant 
with the patent, directs attention to this endorsement. The 
patentee therefore has express notice of his obligations. 
Even the most express notice possible is apt to be lost sight 
of after the lapse of four years. 
(b) In 1898 10,792 patents expired through non-payment 
of fees, but the Patent Officein three years only received 97 
communications from patentees, who found too late that their 
patents had expired. While it is true that a large number of 
patents expire annually from non-payment of renewal fees, 
the Committee has no evidence before it to show that the 
lapse i8 caused by inadvertence. 
The great majority of patentees know that once a patent 
has expired, it can only be revived by means of the cumber- 
some and expensive procedure of a private Act of Parlia- 
ment. Only those who are ignorant of this fact, or who are 
of a particularly sanguine disposition, would indulge in a 
hopeless appeal to the Patent Office. In the last three years 
we have come across two cases of patents which had 
been allowed to lapse through inadvertence. In neither case 
was any communication made to the Patent Office. It is an 
undoubted fact that quite a considerable number of patents 
would be saved, were the Patent Office to send out 
reminders. | 
(г) In the case of trade marks there is a statutory obliga- 
tion laid on the Patent Office by Section 79, Sub-section (1), 
of the Patents, &c., Act, 1883, to issue reminders to owners 
of trade marks, but there is no such obligation in the case of 
patents, the reason apparently being that after nearly 14 
years the owner of a trade mark is reasonably entitléd to 
official notice, but that there is no necessity to give the 
owner of a patent a similar notice at the expiration of a very 
much shorter period. 
The very much shorter period is nearly four years in the 

case of the first payment, and one year in the case of. sub- 
sequent payments. Ft is quite as easy to forget the payment 
of a fee in one year — certainly in four—as in fourteen. In 
many business matters where payments are made monthly it 


Л usual to give notice that the payment is about to fall 
ue, 


, Siders it undesirable. 
restrictions reasonable. 


т 


(е) The Committee is precluded by the terms of its геѓег- 
ence from recommending any alteration in the existing law. 

The absence of statutory obligation to send out reminders, 
mentioned above, would, the Committee appear to think, 
necessitate a change in the law before reminders could be 
legally sent out. If this is so, it would preclude it from 
recommending a change; but it is no reason for a positive 
recommendation that no change be made. 

(f) The Patent Office has no documentary evidence dis- 
closing an address for service appointed by the patentee. 
The Register of Patents does not necessarily contain the 
last address of the person responsible for the payment of 
renewal fees, Also cases may arise where а third party may 
pay the fees in respect of a patent of which he is not the 
registered proprietor. | | 

If the Patent Office were to notify the registered owner, 
they would discharge their obligation. Most, if not all, of 
these objections apply equally to trade marks. In any 
case, a system of registration of addresses of patentees could 
be introduced with but little extra labour or expense. 

(% The Chartered Institute of Patent Agents object. 


They urge that the work could not be done satisfactorily and 


reliably by the Patent Office. Patentees often rely on agents 
for advice as to the expediency of paying renewal fees, and 
agents make a practice of issuing notices to their clients 
before the fees become due ; for this they charge a moderate 
commission if the fee is paid, but receive nothing if the 
patent is abandoned. Agents have frequently a general 
authority from clients to act on their behalf in the matter of 
payment of fees, which may involve questions of more 
importance than the mere payment of the fee, .., the main- 
tenance of an unprofitable patent in the United Kingdom 
may be expedient in order to keep alive the same patent 
which is being profitably worked in a foreign country. For 
this purpose agents have to keep carefully prepared hooks 
and employ a special staff. 

With all due respect to patent agents as a class, the 
Patent Office could do the work quite as satisfactorily as 
they do. In both the cases mentioned above of patents 
lapsing, the inadvertence was on the part of the agent, who, 
despite his carefully prepared books and special staff, may 
occasionally need reminding himself. Patentees could still 
rely on their agents for advice, and the agent could still pay 
the fee and earn his moderate commission. Why the agents 
object we do not see. We do not believe it is because they 
are afraid that they might lose their commission ; we do not 
think they would. The reasons given above scarcely justify 
them in objecting. The Committee seem to have left out of 
consideration the quite appreciable number of patentees who 
do not employ agents; doubtless the agents ignored them, 
too, in giving their evidence. 

(л) The patent agents contend that if the Patent Office 
were authorised to send out reminders, it would also be forced 
to assume the responsibility of advising as to the effect of 
non-payment, and especially the result likely to follow from 


lapsing of a master patent on those of a subsequent date. 


This contention is absurd and unmaintainable, both from a 
legal and moral point of view. | 

The Committee was precluded by the terms of its reference 
from making any recommendation as to the introduction of 


a cheaper method of reviving lapsed patents. We remain 


totally unconvinced by the reasons given by the Committe 
for their conclusions on this point. | 
No. 3.— There are about 8,900 specifications of expired 
patents which are out of print, aud the number is increasing 
annually. Copies of these are often wanted, chiefly in con- 
nection with legal matters. The Committee makes the 
sensible recommendation that the Comptroller-General be 
authorised to reprint such of these as there is a demand for. 
They suggest that it should only be done on the uuder- 
standing that the applicant will take not less than six copies 


at the usual price of 8d. each, discretion being reserved to 


the Comptroller-General to refuse to reprint where he con- 
The suggestion is a good one, and the 


No. 4.—The deposit accounts if successful are intended to 


‚ supersede the post card system of payments. The regular 
. purchaser, such as the country patent agent, will doubtless 
prefer the new method, and the occasional purchaser the old. 
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No, 5 recommends the extra grant of a trifling sum of 
езин) for three years for books and binding, and the 
imnwdiae expenditure. of another £300 for books already 
пъ, bat which cannot be purchased from lack of funds; 
enment is needless. 

The proposals entail an increased expenditure for 1900-1 
Wf £3,125, not a large amount when one considers the useful 
рогукес which the Patent Office carries out, and the sum 
which onght to be expended on it to enable it to fulfil that 
pares? to the best advantage. 


RAILWAY RATES AND CHARGES FOR ELEC- 


TRICAL MACHINERY AND APPARATUS. 
[COMMUNICATED. ] 


Охк of the points in connection with the manufacture of 
eitrical machines and apparatus which has apparently been 
overlooked is the very high rates charged by the railway 
comypmnies for the despatch of the various machines used in 
ennection with electricity supply. These charges are very 
important, both from the manufacturers’ and contractors’ 
point of view, and if they were examined carefully, it would 
I» wen at once how very excessive they are, especially when 
the sale prices have been cut down to the lowest figure. 

It seems peculiar that after manufacturers making a special 
effert. to reduce expenses in thé manufacture, and paying 
lurve sums for labour-saving machinery, they should leave 
this very important matter more or less out of the reckoning. 

Consulting engineers, however, seem alive to the import- 
ance of this, as in nearly all specifications it is specified that 
the prices quoted are to include delivery at the works, 

In all other industries, as the result of persistent agitation 
ty the manufacturers, special low rates have been quoted for 
many things, but there is hardly one special rate quoted for 
апу one instrument or machine used in the electrical 
industry : in fact, it might be said to be non-existent as fur 
ав the railway companies are concerned. 

All goods known to the railway companies are classified 
ander the different headings, and divided into five classes, 
tne first-class rate being the cheapest, and the charges 
increasing. till they reach the maximum at fifth class. Besides 
these, there are several other rates which are used for traffic 
which сае а large space, or which requires a whole truck 
to КАе(ї. 

In this classification book, which is issued by the Railway 
Clearing House, and can be obtained by anyone for 1s., there 
are not 12 electrical instruments named, but with the 
exe-ption of these few, accumulators, batteries, dynamos, arc 
lamps and transformers, they are all charged under опе 
heading. viz. :—Electrical instruments for electric lighting 
and power at fourth class. 

Even such common instruments as meters are not named, 
although gas and water meters are provided for (these go at 
third class), 80, of course, they are charged at nearly the 
hivhest rate possible. Not а word is said as to the numerous 
«her instruments. This is a serious matter and requires 
boking into at once, considering the large number of this 
kind of instruments forwarded. 

Анап, there ought to be special rates for such articles 
a iow lamps and electrical fittings, as there must be an 
enermous traffic in this class of goods. 

The way to remedy this state of affairs is for all manu- 
‘acturers to combine and draw up a list of the different 
apparatus made, and endeavour to persuade the railway com- 
james to quote rates. [t is of no use for one or two firms 
ù take it in hand. The manufacturers may be trusted to 
er that the rates are fair and reasonable. | 

The way the few articles are at present provided for by 
tae railway companies might be improved upon. For instance, 
wv Lumps аге now described as follows :—Arc lamps (ex- 
chiding glohes or carbons) in parts, in cases, fourth class ; 
arc lampe in parte (except otherwise provided for), fourth 
бае. Of course, there is no difference whatever, and they 
am therefore all be charged at fourth class. 

This is only an instance of the way in which the railway 
vanpanies charge, and it would, therefore, be of advantage 


when steps are taken to obtain new rates, to see that there 
are no cases like this. 

The trade is now of such importance from the railway 
companies’ point of view, that they would only be too glad 
to meet the manufacturers if they were approached on the 
subject in а proper manner, as they cannot be supposed. to 
know what is required unless it is put before them. 

The railway companies’ method of charging, and the 
number of ways by which goods can be charged, is во com- 
plicated, that it requires someone who has a good knowledge 
of railway methods of charging to understand them. The 
ordinary clerk who usually checks the accounts (if. they are 
checked at all) cannot help passing items, which, if dealt 
with properly, would be found to be charged wrong; the 
most curious part of it is that the railway companies benefit 
by these mistakes in nearly every case. 

It would pay every manufacturer, whether large or. small, 
to see before settling. accounts that they have been pro- 
perly examined by a competent clerk. In checking the 
accounts it should be seen first whether the goods hace been 
forwarded or received, as the case may be, as very often 
items are charged twice; the weights should then be care- 
fully examined, as often they are put down a ewt. more than 
they really weigh (quite accidentally of course). In examin- 
ing the rates it is easy to sce if they are correct, as the 
classification book referred to gives the class, and the rail- 
way companies’ rate hooks are always open for inspection by 
the public. The charges can be calculated out or obtained 
from the scale of charges to be found in the classification 
book, which is indispensable to clerks in checking these 
accounts. 

There are often to be found on the invoice items under the 
heading of “ paid ons;" these should be struck off and 
deducted from the total, and an explanation as to how they 
are made up obtained, before paying, as if the goods come from 
a distance there are not always rates “through ;" they are 
then booked to the place where there «re rates, nearest to 
destination, and then re-booked ; thus there is a double 
charge. 

All overcharges should be deducted from the accounts 
before paving ; the writer has deducted, and the railway 
company have allowed more than half the total amount of 
the accounts, and not one week in the year passes. but there 
is a substantial amount to be deducted. 

If these directions are followed carefully, there will be 
found to be a saving of nearly 50 per cent., which is cer- 
tainly worth considering, as carriage is really a dead loss. 

Another point which appears to call for more attention 
than it at present receives is to consider which would be 
the most economical way of forwarding goods with safety. 
All goods, sent in small lots, up to 28 lbs, would go 
cheapest by passenger train, and should, especially if the 
instruments are what might be termed delicate, always be so 
sent. This, as far as experience goes, is generally done, but 
proper attention is not given to the labelling. 

It may not be generally known, but goods sent labelled 
„glass,“ fragile,“ and delicate instruments, with care, are 
charged, 50 per cent. over the ordinary charge, while this 
might be avoided by simply labelling them as “ Electrical 
instruments with care," and answer the same purpose. 

It will also be of advantage if the manufacturers sign 
what is known as a General risk note," whereby the 
sender takes the risk of breakage, &c., under the usual con- 
ditions, as, with proper representation to the railway com- 
panies, a large number of instruments, such as meters, 
ammeters, voltmeters, testing sets, &c., can be sent at half 
rates. This is a consideration, and in the writer's experience 
this course has resulted in a large saving. 

If strict attention is paid to careful packing, there need 
not be any fear of breakage occurring, unless the goods are 
wilfully damaged, when compensation can be obtained 
for it. 

Another great thing in forwarding goods is to deal 
direct with the railway company, and not with the 
different carting agencies ; this will be found to be much 
cheaper and better in the end, and the goods will be much 
less liable to delay or damage. It isa well known fact, 
that although the railway companies are rather slow in 
settling claims made upon them, these carting agencies 
are much more во, while if goods are lost in transit, 
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it is much better and expedites matters considerably to have 
only one party to deal with, and, of course, if the railwuy 
company have the goods handed them direct, there is less 
chance of anything happening to them. 

The rates for raw material also require special attention, 
as mistakes in charging the correct rates are bound to be 
made, as some of the materials used in the trade are not well 
known tothe railway companies. 

One thing requiring immediate amendment is the practice 
of some firms paying the carriage “on delivery,” as this 
does not give a chance to see if the charges are correct, or 
if the goods are damaged in any way. If the firm has not an 
account with the railway company, one should be opened. 
Before signing, the carmen's delivery sheet, should always be 
endorsed * not examined " if the goods cannot be unpacked 
in his presence. This prevents any dispute afterwards when 
the claim is made, as they decline to pay any claim if they 
hold a clear signature. 

When goods are found to be damaged, an intimation 
should be sent immediately to the railway company, with a 
request that they will send a representative to inspect the 
goods ; at the same time an estimate of the cost of damage 
should be enclosed. This will have the effect of ensuring an 
early settlement of the claim. The damaged goods should 
never be repaired or put away till they have been inspected, 
as otherwise the railway company may decline to pay the 
claim on the ground that they have no proof that the 
damage really occurred, There need be no delay in having 
claims settled promptly by the railway companies if these 
points are observed. 


HORSE AND ELECTRIC TRACTION AT 
GLASGOW. 


WE venture to believe that no British (we had nearly said 
English) tramway report has yet been made to speak so 
eloquently against horse traction and in favour of electricity 
as that- which has been issued by the Glasgow Tramway 
Committee for the year ended May last. The operations of 
the past year, as there outlined, show beyond the shadow 
of a doubt that electric traction is cutting the ground 
from beneath the feet of the horse. The great work of the 
year has been the carrying forward of the large scheme 
under which the entire city lines will be operated by the 
electric trolley method, and this has to some extent interfered 
with the ordinary traffic, occasioning certain unavoidable 
interruptions, But notwithstanding this, the working 
resulted in an improvement shown in the following table :— 


Working 


Year. Gross Gross 


revenue. ехрепеев. | balance. 
жы атны c 5-1] 
1898-99 £439,224 £318,105 | £121,118 
1899-1900 469,965 344,721 125,243 
| | 
Increase £30,741 £4,125 . 


£26,616 | 


The electric traction section total receipts were £53,711, 
and the working expenses £24,252, leaving a balance to net 
revenue of £29,459. The proportion of working expenses to 
receipts is 45 per cent.; but taking the horse results, 
receipts £416,253, less working expenses £320,468, there 
is a balance to net revenue of only £95,784, making the 
percentage of working expenses to receipts nearly 77 per 
cent. These calculations do not include certain large 


sums for interest on capital, sinking fund and depreciation. 
After such payments have been made £12,500 is set apart 
for the “common good,” and £46,568 is transferred to 
general reserve fund. 

The horse scctions have suffered heavily in the way of 
expenditure by a serious attack of glanders which appeared 
in July last, and the price of food stuffs has increased by 
5'37d. per horse per week. This item cost 7s. 8°60d. per 
horse per week for a stud of 4,411 horses. It is rather 
curious to note that although electric traction is being 
adopted throughout, the stud shows an increase of 81 
horses for the year, but this is accounted for by the fact 
that extensions are being made all round, and there is an 
increasing demand for a closer service on all routes. In all 
probability the 1900 or 1901 accounts will begin to show a 
very marked diminution in the number of horses. There 
are at present only 47 electric cars running, but 
132 are ready for service, having been constructed and 
equipped at the Corporation's own car building works at 
Coplawhill. Twenty-seven more are constructing, and orders 
have been placed outside for 80 car bodies which 
will be electrically equipped at Coplawhill. The experiment 
of electrically equipping the old horse cars appears to have 
been tried, for one is reported to have been so equipped 
* with satisfactory results.” 

The present system extends over about 41 miles of double 
and 1 mile of single track = 83 miles of track. At May 
31st, 1900, 15 miles of double track had been renewed for 
electric traction, and as other 17 miles are either new or 
have been recently renewed, and as the rails are quite suit- 
able for electric traction, this only leaves 6 miles still to be 
renewed. Five miles of double track are now being worked 
electrically. The work of laying the ducts for the feeder 
cables is almost finished, and contracts have been placed 
for the feeder cables and also for the overhead equipment. 
It is anticipated that a large service of electric cars will be 
ready early in 1901. 

The gross capital expenditure has been £1,06 1,339, but since 
1894 depreciation has been written off this sum to the tune 
of £124,806, leaving the capital account at £937,033. 

The electric car revenue has been maintained at nearly 
14d. per car-mile, and the horse cars have earned 11:30d., 
and this, as we have already said, is in spite of the inter- 
ruptions caused by the track conversion operations. 

In view of the trouble with car mishaps which have arisen 
in several places, due to careless or inexperienced drivers, it 
is satisfactory to find that “arrangements have now been 
made for the systematic training of a sufficient number of 
our present staff as motormen." For this purpose a skeleton 
school car has been built, and the men are being put through 
a course of instruction, not only in driving an electric car, 
but also in the details of the electrical equipment. The men 
are paid the usual wages while receiving this tuition. This 
is an excellent feature of the Glasgow report, and it is well 
worth the attention of other Corporation tramway managers 
who, like Mr. Young, are anxious, when the electrical service 
comes into full swing, to avoid the unfortunate experiences 
which have happened in some places. 

It is only to be expected that the Tramway Committee 
will conclude their report with words recording .their gratifi- 
cation at the continued success of the department, and par- 
ticularly at the extremely satisfactory results which have 
attended the introduction of electric traction. "Their high 
appreciation of the services of. the popular general manager, 
Mr. John Young, and his staff, is well-deserved and freely 
given. 

An analysis of the accounts is not an easy matter in view 
of the necessary mixing up of horse and electric figures to 
a certain extent, but there is one figure which attracts our 
notice. The amount of depreciation written off the entire 
system is £32,079 for the year. Horses alone are respon- 
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ELECTRIC TRACTION. 


Average cars 


(16-hour day). Ew.-hours. Mileage. 
Year to May 31st, 1900 27°82 1,165,749 927,870 
Year to May 31st, 1899 18:57 545,830 | 397,470 


Aver. receipta | Average KW.- 


P r 
carried. Receipts. per mile, hours per mile. 
14,825,858 | 53,611 | 13 3 1387 1:26 
6,188,981 13:89 137 


23,003 10 8 
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sible for £13,441 of this, and the average value placed upon 
tin 411 horses is £20 apiece. The small amount of elec- 
trical equipment is responsible for £1,885, machinery and 
plant £1,229. We fancy the depreciation item in the 
sevennts for 1902 or 1903, when everything is electrical, 
will be just a wee bit under £32,079. In the abstract of 
жууи, the figures which appear at the bottom of the pre- 
eediog page are given regarding the working of the electrical 
ection for the two years. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900, 


Compiled expressly for this journal by W. Р. Тномрвои & Co. Electrical Patent 
Agenta, 8939, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


— — 


11,471. “ Improvements in electro-magnétic brakes," H. E. WALTER. Dated 
June 25th. 


sparking in electric 


1, “Improvements in means for preventi 
ontact. breaker», and 


switches, commutators, current conductor contacts, 
other devices." J. V. SHERRIN. Dated June 25th. 


11500. “Improvements in are lamps. P. H. F. Вргкв, Dated June 25th. 


11294, “An improved process for fitting submarine cables for quick sig- 
talleg.” Н.Е. Kerrier. Dated June 25th. (Complete.) 


11,513, “Improvements in telegraphic receiving and translating arrange- 
ments.” A. MrinHEAD, Dated June 25th. 


11,516. “An improved electrical apparatus for the painless extraction of 
teeth, or the like surgical operations." L. Rovsrew and L. Besse. Dated 
Jane th. 


11,518. 


“Improvements in frogs to be used in connection with overhead con- 
“oeters of electrical tramways and railways.” H. G. NICHOLSON. 
th. 


Dated June 


11247. “ Improvements in oy д for overhead trolley systems of electric tram- 
ways.” G. Hitt. Dated Jane 26th. 


US. “Improvements in terminals and supports for Nernst lamp glowers.“ 
M.W.Haxxs, Dated June 26th. (Complete.) 


1,557. ‘* improvements in ballast resistances and out-outs for Nernst lamps.“ 
Н. N. Роттка. Dated June 26th. (Complete.) 


nA € 1 in systems for lighting by Nernst lamps.” A. J. 
Weers. Dated June 36th, (Complete.) | 


1.559. “Improvements in starting apparatus and cut-outs for Nernst lamps.” 
A. J. Wowrs, M. W. Hawxs, and H. N. Potter, Dated June 26th. (Complete.) 


11,550. eee in terminals, connections, and supports for Nernst 
"pe" А. Ј. Wurts and M. W. Hangs. Dated June 26th. (Lomplete.) 


11.501. “Im ements in Nernst lamps and heaters therefor.” A.J. WURTS, 
Н. X, Portar, E. Вехметт and M. C. BEEBE. Dated June 26th. (Complete.) 


„ “Improvements in electric lighting." P. C. Hewirr. Dated June 
ab, (Complete.) 

ПЕП. “Improvements in battery compounds." 
Dated June (Complete.) 


Lt. “Improvements relating to incandescent electric lamps." C. Pau“ 
Twcstae. (Date applied for under Patents, &c., Aot, 1888, Sec. 108, March 30th: 
150, being date of application in France.) Dated June 26th. 


. “Improvements in electric railway systems. G. E. KENT. Dated 
Mth. 


H. J. BLUMENBERG, jun. 


June 
ИЛИТ. “Improvements in flexible conduits for electrical oonduotors. H.G. 
warex, Dated June 26th. (Complete.) 


114456. “Improvements in means for JURE electrical apparatus from 
shrapt changes im static potential.” P. Н. Tuomas. (Date applied for ander 
Patents, £e., Act, 1883, Section 108, November 27th, 1899, being date of applica- 
won im United States.) Dated June 28th. 


11,56, "Improvements in means for protecting electrtcal oe from 
Утзрі changes in static potential." P. H. Tuomas. (Date applied for under 
Patents, &c., Act, 1883, Section 108, November 27th, 1809, being date of applica. 
боп in United States.) Dated June 26th, 


fa). “Improvements in dynamo-electric machines and electric motors.“ 
H. F. Jori, sen. Dated June 96th. 


H4 "Improved switch for lampholders.” F, RAWLINGS. 
Ўш. Complete.) 


1159. “An improved cut-out plug.“ 
Jane Uh. (Complete.) 


11,777. "Improvements in apparatus relating to the ке running of 
ern ate current machinery." Н. C. LEAKE. Dated June 27th. 


ПЛЮ. “Improvements in or connected with electrical tramways or 
miweys.”" H. G. NicHoLsoN. Dated June 27th. 


П.Л. "Improvements in alternating current wattmeters.“ W. L, Wisk, 
The Union Elektrioitäts-Gesellschaft, Germany.) Dated June 27th. 


ШМ. "New or improved electric brush-holder," W. E. BURNAND. Dated 
June Rth. : 


1.5%. "Improvements in the construction of electric lamp pillars." Harpy 
ахь Panwone, Leb., and J. SOUTHALL. Dated June 28th. 


1190. "Improvements in or relating to electrical ignition apparatus for 
"tpoding the charges in internal combustion motors, and for other similar 
Purposes.” H, T. Dawson and H. A, Dawson. Dated June 28th. 


11.7#7. "Improvements in or connected with electrio switches having inter. 
“Sens of step-by step motions," W. KINGSLAND. Dated June 28th. 


U8. “Improvements in electric light brackets or fittings." .F. 
Comsrawp, Dated June 28th. " = и 


11.5955. “Improvements in electrical startin d regul » 
А. H. Hicxrzv. Dated June 29th, g and regulating switches, 


ПЛ. "Improvements in regulating devices for alternating electric current 
coriis” Тик BarrisH Tromson-H ` Я " Omso 
— — omson-Houstox Co., LTD (E, In n, United 


lj, “Im ements in automatic switches for telegraph and ien arg 
eirruita, " Е балке and C, MonabpELLI. Dated June he. (Com sta 


Dated June 


M. Hasse and E. Roper. Dated 


11,812. An improved method of fixing the china or other insulator and also 
conducting wire in sparking plug for ignition by electricity for gas or explosive 
vapour or oil engines.“ A. M. Harr. Dated June ch. 


11,814. „Improved means of connecting terminal ornaments to tubular poles 


and the like.“ P. Austin. Dated June 29th. 

11,810. An instrument for measuring rotary field currents.“  HIEMENG 
Bros. & Co., Ілміткр. (Siemens & Halske Aktien Gesellschaft, Germany.) 
Dated Jane 29th. (Complete.) 


- 11,824. ‘Improvements in telegraphy and apparatus connected therewith." 
A. BULL. Dated June th. (Complete.) 


11,825. “Improvements relating to electrical installation and distribution." 
J. F. SITH. ated June 29th, 


11,835. ** Improvements in electro-pneumatic controlling apparatus.” E. R. 
HILL. (Date applied for under Patents, &c., Act, 1883, Sec. 103, January 13th, 
1900, being date of application in United States.) Dated June 2th. 


11,840. ‘Improvements in means for preventing sparking in electric switches, 
commutators, current conductor contacts, breakers, and other electric devices.” 
J. V. SHERRIN. Dated June 29th. 


11,853. “Improvements in and relating to flag or banner poles, or for use in 
connection with aro lamps or for other like purposes." J. K. GBINDRED. 
Dated June 80th. 


11,861. ‘Improvements [n or connected with secondary batteries," R. 
KENNEDY. Dated June 30th. 


11.866. Improved means for coupling wire cables." F. Durpen and E. 
FROOOATT. Dated June 30th, 


11,860. *' Electric generators for military and other cycles." H. v. WEYDE. 
Dated June 30th. ' 


11,891. "Improvements relating to electric traction or tramway and other 
similar vehicles," A, Baisikux. Dated June 30h, 


ABSTRAOTS OF PUBLISHED SPECIFICATIONS, 


Copies of any of these Specifications may be obtained of Mears. W. P. THowPsox 
and Co., 823, High Holborn, W.C., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


16,734, “I ements in electric looks and combination mechasiem therefor.” 
P. A. Newton. (Н. G. Carleton.) Dated August 2nd, 1898. Relates toa latch or 
lock electrically controlled from a distance, and adapted to rive an alarm when 
tampered with, the lock being specially suitable for the front door of apartment 
houses. An electromagnet is mounted on a spring frame, which can be 
operated from the outside by a knob spindle and follower. A spring bolt 
is separate and carries an armature. Normally the operation of the knob 
spiodie has no effect on the bolt, the inagnet and frame reciprocating idly, but 
when an operator in charge completes the magnet circuit at some distant 
point, the retraction of the frame and magnet causes the armature and bolt to 
move also, and the door is unlocked. The circuit is made through spring 
contacts in the door and fraine. Two alarins, &c., are placed in multiple cir- 
cuit with the main circuit, one near the lock and the other near the operator's 
station, these both sounding when the circuit is completed, notifying both the 
visitor and the operator that the lock is ready to be operated. The opening of 
the door breaks the circuit and stops both alarms, thus notifying the operator 
that the door has been opened. Slight modifications of the arrangement of 
magnet and armature may be inade, and the magnet may operate the striking 
plate instead of the bolt. An electric combination mechanism may also be 
applied to the lock or to any form of electric look. 29 claims. 


16,666. “ improvements in galvanie batteries." Benediet. (W. 8. 000.) 
Dated July 29th, 1898. Relates to portable sealed batteries adapted for use 
with lamps for vehicles, &c. A vulcanite casing is divided by vertical partitions 
into cells ia each of which is a perforated cylindrical zinc electrode surrounded 
by a perforated tube of vulcanite which is in turn surrounded by & perforated 
carbon electrode, held in place by pieces of celluloid placed between it and the 
perforated tube, or the lower end of the carbon may rest on a flanged plug 
screwed into the lower end of the perforated tube. The connection from ihe 
zino is made by a thin platinum wire arranged so that the lower end of the zino 
always rests on the wire. The cells are closed by a cover in which are apertures 
closed by plugs, but in place of these the cover may be made to slide or revolve 
so that the apertures in it may be made to coincide with the centre of the cell 
when it is required to remove the zinc. A gas exit permits the escape of gas 
but not of liquid. 4 olaims. 


18,696. ''improvements in eleotrio heaters." И. Lyen. Dated July 30th, 1698. 

A rectangular or cylindrical block is pew dec with a continuous groove, from a 
mixture of fire clay and lampblack, and fired. The groove is filled with 
& mixture of carbon, vegetable fibre treated with sulphuric acid, lainpblack, 
blacklead and sugar, and baked, a resistant conductor being thus fomned. Ora 
resistant metal wire may be wound in the grooves. The ends are connected to 
terminals on a plate, and the resistance enclosed in a steel casing. The spaces 
are filled up by evaporating brine in them, or with a mixture of silicate and 
carbonate of soda, and either lampblack, mica, or talo; or mica or talc. alone 
may be used. 1 claim. 


16,868. “ preoess for өх metals from‘ their halogen оош. 
binatione." Dr. E. . Dated July 30th, 1 Relates to obtaining metals 
from their halogen salts The halogen salt, for example, carnallite, when it is 
desired to obtain magnesium, is fused, and then transferred to an electrolytic 
tank, which may contain a large number of electrodes. The fused electrolyte ia 
covered over by a refaotory and non-conducting material, such as asbestos, 
Above the asbestos a vacuum may be formed, or an inert gus substituted for the 
air originally present. 4 claims. 


18,716. “Improvements in systems of electrical distribution." The British 
on Company, Limited. (C. P. Steinmetz.) Dated August 2nd, 1898. 
Relates to a method of obtaining multiphase currents from a single-phase 
circuit. Motors or generators are connected across the mains in series to pro: 
duce the desired effect. An ordinary generator supplies the mains, and in 
order to obtain & polyphase current to drive motors, two machines preferably 
synchronous motors are connected in series. A third wire is connected to the 
intermediate point. 2 claims. 


18,718. “improvements in systems of oentrel for electrically led traine.” 
The british Company, Limited. (E. W. Rice, fun.) Dated August 
2nd, 1898. Electric locomotives and motor vehicles are equipped to run sepa: 
rately or to be controlled from a single point when coupled in a train, so that 
the motor equipments on the different vehicles can be run in series or in 
perallel. A single cable connects the two cars, which have the usual motors, 
trolleys and controllers, and ground connections. A switch is set to make the 
ground connection on one car, and then the driver at the controller can set the 
switoh to couple the two sets of motors in series, or he can set it toearth so that 
the motors then run in parallel. 7 claims. 


18,717. “improvement in trolleys for electric raliways." The British Thomeon- 
Houston ay, „ (P. Е. Саве.) Dated August 2nd, 1898. Relates to 
oolleotors for electrio railways and tramways on the overhead system. The 
trolley pole sooket, forked at its lower end, straddles the casting, to which it is 
mo below the centre line of a spring. This casting swivels on a stud on the 

ase which has a socket for the wire leading to the motors. The s ring guided 
on a tube attached to the casting bears on the cam-shaped end of the pole: 
sooket to lift it, and also acts as a buffer when the ees пе off the wire as it 
bears on the cross head attached by side rods to lugs on the pole-sooket. A stop 
nut on the tube limits the motion of the cross head. 6 claims, 
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16,764. “improvements in ooia-freed apparatus for the automatio delivery ef 
electric current.” C. Bieberstein. Dated August 2nd, 1898. For each payment 
the current is allowed for a deflnite time, which may be taken continuously or 
be divided up as desired, the clock which finally switches off the current being 
also started and stopped by ahand switch. The antomatic action depends on a 
spring detent which is opposed to a pinion on another wheel of the motor. At 
the end of the permitted period the clock lifts and drops the detent, so that the 
motor runs till the disc has turned through the angie between the notches, 
switches off the current and applies a finger to the balance wheel of the clock. 
The coin drops into a pan atone end of a beam which gives unstable equilibrium 
to a cam оп a fulerum, but is normally kept in the position by means of a 
counterweight and a stop pin. Also when the current is on, one of a couple 
of pius on the notched disc supports the cam. When the current is off, a coin 
upsets the beam and the cain lifts the detent, so that the motor switehes the 
current on and re-sets the cam and beam, The pan is hinged to the beam, so 
‘that on descent it is tipped by a fixed pin. 2 claims. 


19,834. ''improvements In means for the automatically regulated charging of 
electrical accumulators.” C. U. E. Petersen, Dated August 3rd, 1898. Relates to 
means for the automatic charging of secondary batteries in systems of electric 
distribution. When the charging is effected by primary batteries the circuits 
are connected to the positive and negative poles of a cell of the accumulator 
hattery, which is closed except for a plug through which are three passages, two 
of which are respectively connected with bent tubes which contain mercury, 
while the third is connected with the air through tubes and a spring valve which 
is forced open by an arinature when the latter is attracted by an electro-magnet. 
As the battery becomes charged, the gases evolved in the cell cause the mercury 
to be depressed in the inner members of the tubes, and raised in the outer 
members, whereby the conneetion between the two wires connected to the tube 
is broken, while that between the two wires connected to the second tube is 
made, whereby the charging is arrested and the electro-magnet and glow lamp 
are thrown into the working cireuit, which becomes operative when the switeh 
is turned through a quarter of a revolution, and the valve in the tube being 
opened the mereury in the tubes sinks to its normal position. When the battery 
becomes exhausted, which is indicated by a lamp becoming extinguished, the 
switch is turned through a further quarter revolution and the charging process 
begins anew. If the battery is charged by a thermo-eleetric battery, the plug 
has a fourth opening in it whereby the pressure of the gas in the cell operates 
to turn off the cock of the burner by which the pile is heated. When the 
accuinulator battery is charged by a high tension current from a central 
station, a multiple circuit switch is used instead of the switch. It consists of 
two porcelain dises insulated from each other and mounted on a pivot so that 
they turn together. The discs are each provided with teeth, ia number four 
times that of the number of the cell groups, and with these teeth engage 
spring contac's from terminal screws fitted in the base of the switch. The two 
disces have different brass covering conducting strips indicated by section lines, 
aad the discs can be held in any position by means of a spring. 2 claims, 


16,671. ''Improvemeats in coupling arrangements for oonneotiag eleotrio wires." 
A. Shiels. Dated August 4th, 1898. Relates to couplings for use on railway 
vehicles in connection with the couplings for air or vaeuuim brakes. The 
gencral arrangements for wiring may be as described in Specification No. 1,096, 
A.b. 1892. In one form, one of the conductors is led through a hollow plug 
carrying an insulating block to a spring contact adapted to engage a similar 
contact in the other half of the coupling. The other conductors make the 
contact through the metal parts of the coupling, one of which is preferably 
provided with a brass strio engaging with a brass stud on the other. In а 
modified arrangement the spring contact is fitted with a guard so that it cannot 
be bent and forced into contact with the walls of the tube or coupling. In & 
further modification the spring is supported by а ring which can he slipped in or 
out of the coupling. One adaptation to a Westinghouse brake coupling is 
deseribed. The conductor is connected to a contact stud mounted on an 
insulating block fitting in a sliding sleeve. 3 claims. 


16,876. “‘Improvements in secondary hattories or acoumulaters." I. J. Clark. 
Dated August 4th, 1898. The positive plates are suspended at each end by 
hooks which pass over insulating rods supported by the negative plates. Glass 
separating rods are also suspended from the insulating rods and are prevented 
from swinging by insulating rods held by hooks or claws formed on the negative 
plates. 8 claims. 


18,902. ‘Аа Improved electric motive meohanism for clooks and the like.” 
H. H. Lake. (Soolete Anonyme des Horloges Electriques Canderay.) Dated August 
4th, 1898. A ratchet wheel is driven by the pawl pivoted to the lever armature 
of an electro-magnet having a spring acting against it. Contact is made and 
broken between the driving pawl and the screw in the check pawl. 2 claims. 


16,909. ''improvements in electric, telegraphio or telephonie apparatus." W. 
: . Dated August 4th, 1898. Relatos Leet to the use of NN as 
intermediate telegraph receivers and transmitters. The signals are transmitted 
by means of a key, induction coil, and a microphone and telephone receiver so 
placed in opposition as to mutually affect each other. A switch is arranged to 
vary the circuits for telegraph transmitting and receiving, and also for using 
the telephone instruments as telephones. A modification is described by which 
a secoad set of telegraph instruments may be arranged in parallel, so as to use 
both telegraph and telephone instruments simultaneously. The instruments 
are mounted on adjustable supports, or may be built as one instrument with the 
receiver when it is not desired to use the line for telephony. 4 claims. 


18,072. “Anim at In jointing boxes for coupling up and insulating electric 
wires.” T. etwas, Dated вун 6th, 1898. coup d ncs with screwed open- 
ings for receiving the ends of the conduits, are closed by screwed down ifts 
fitted with gasketing. The conductors are connected by a coupling, the joint 
being enclosed in an india-rubber bag. The mouth of the bag may be con- 
tracted and is closed on to the rubber insulation of the cables. 1 claim. 


10,989. ‘Improvements in or relating to electric accumulators.” Dr. E. Andreas. 
Dated August 6th, 1898. Relates to terminals for the strips which connect 
together plates of like polarity. A tubular socket is connected at its lower end 
to one of the strips, so that when surrounded by & rubber tube, a space is left 
which is filled with oil to prevent creeping of the acid. Connection is made 
with this socket by a wire connected to the upper part of a plug fitted ina 
wooden handle. 2 claims. | 


17,013. ''improvomonts in dynamos." H. J. Walker. Dated August 6th, 1898. 
For the purpose of preventing sparking at the collecting brushes and distortion 
of the magnetic field by arinature reaction, the field magnet poles are made 
narrow and near together, and instead of being arranged parallel to the axis of 
the armature, they are inclined thereto so as to extend in a spiral or screw-like 
fashion, partly round the same. With this arrangement, each armature coil at 
the moment of cominutation will be partly under, and be subject to the differ- 
ential action of two adjacent and dissimilar field magnet poles. Each of the 
four magnets is more or less U shaped, and has two pole-p.eces, inclined with 
reference to the armature axis, the adjacent pole pieces of each pair of magnets 
being of the same sign. In the form described, the pole-pieces are cast in one. 
The other half of the machine is simiiarly constructed. The coils are placed on 
the cores formed by the adjacent pole-pieces. 8 claims. 


17,026. Improvement in or connected with eleotrio meters.” H. Reason and 
the Mutual Electric Trust, Limited. Dated August 6th, 1898. Relates to quantity 
meters. A motor meter has a rotating disc of large diameter immersed in 
mercury between cylindrical pole-pieces, & closed space being formed by hard 
rubber rings and a metal ring through which the current to be measured passes 
into the mercury. The disc spindle is geared toa counter. А cap is used to 
cover the mercury space during transit. The pole-pieces are attached to square 
iron plates and are surrounded bya coil carrying the current. Two parallel 
magnetie circui‘s are formed by a rod connecting the plates and an air-gap 
adjustable by a small movable piece and a screw. The rod is magnetically 
saturated by a shunt coil, independently of the added magnetising force of 
ourrent in the main coil. Movement of the piece adjusts the compensation for 
starting friction. In a modified arrangement the shunt coil surrounds one of the 
pole-pieces, and is movable towards or from the armature space to adjust the 
compensation, the air-gap being made non-adjustable. 4 claims. 


17,880. “im In electrical transcribing apparatus." I. A. Hummel. 
Dated August 8th, 1898. (Date claimed for patent under Beo. 108, Act, 1883, 
January lüth, 1898, being date of application in United states.) Facsimile or 
copying telegraphs are arranged with motor driven cylinder both at the trans- 
mitting and receiving stations. The transmitter is provided with a copy in 
insulating ink, such as shellac on a metal surface, and this is traversed by & 
style mounted in a guide and is moved forward by a screw after each revolution 
of the cylinder, A locking disc is provided with a detent notch, a contact block 
with а recess for momentarily breakiog the main line circuit at each revolution, 
and a paw! for operating one of the spur wheels having differing numbers of 
teeth on the screw shaft. In the receiving instrument the recording style is 
operated by a local relay circuit containing an electro-magnet, and the releasing 
arm is also provided with an electro-magnet. The relays are reversed so as to 
produce a positive record. 2 claims. 


17,146. “improvements ia means for advertising." W. F. Smith. Dated 
August 9th, 1898. Advertisements are put on both sides of the top or crown of 
a hat, the top, which is hinged, being adapted to be opened by а cord operated 
by the wearer. The top is preferably double, and of transparent or translucent 
material to enclose an incandescent or other lamp, by which it may be illumi- 
паа The lamp may be automatically lighted when the top is opened. 8 
claims. 


17,181. “‘Improvements in and ocunected with automatio electrie switches.” 
F. C. MoMillia. Dated August 9th, 1898. Relates to automatic switches for 
opening and closing a lamp circuit at predetermined times. A switch lever 
pivoted at one end is actuated by means of armatures of a double wound 
magnet, such armatures being connected to each other by a stem and to the 
lever by spring controlled links. Switch or contact blades insulated from one 
another, are mounted upon a rod connected to the lever which also carries a 
contact rod designed to connect two contact pieces placed in the line cirouis. The 
blades make and break contact at predetermined times, with spring-plates in the 
lamp and line circuits respectively. Upon the hour stem of a clock are two 
dials having suitably placed recesses for receiving projections on spring con- 
trolled levers which carry insulated contact rolls or plates. When the projection 
on one of the levers is released, the roll or plate on such lever completes the 
circuit between a contact plate and a corresponding piece, so that the solenoid 
energises the magnet core and thus causes the lever to operated. As soon as 
the lainp eirenit has been closed, the rod leaves the pieces and so breaks the 
magnet circuit. The length of time during which the lamps are to burn may be 
regulated by relatively adjusting the dials. 5 claims. 


17,163. “improvements ia sound tra ; recording, aad 

apparatus, applicable to telephones, ones, and the like." W.P. 

(È. Berliner and J. Sanders.) ^ Dated August 9th, 1898. Sound recording and re- 
producing apparatus, such as phonographs, telephones, &c., are provided wiih 
arge thin diaphragins combined with a short hght spring which has its free 
end preferably attached without strain to the centre of tce diaphragm by 
means of beeswax or solder. The spring is extended outwardly, and is con- 
nected to the pivoted lever carrying the stylus. The lever js mounted on a short 
coned axle bearing in inverted conical openings in the uprights. The space 
between the uprights is adjusted by a screw rod provided with nuts and lock 
nuts. A spiral spring attached to an arch may be substituted for the leaf 
spring. B claims. А 


17,191. “Improvements in or connected with overhead conductors for electric 
raliways and the like.” J. C. Schafer and J. Lorintz. Dated August 9th, 1898. 
Relates to means for automatically interrupting the current in »uspended wires 
for electrical railways and the like in the case of breakage of a wire. The wires 
are secured to triangular frames which pass freely through holes in an insu- 
lating block. Electrical connection between the wires is effected by means of a 
plate secured to the block and provided with curved arms which press upon the 
wires. When awire breaks, the corresponding frameand adjoining parts of the 
wire fall away froin the arins. In a modified form the plate has arms which 
bear against the frames. In other forms there is no insulating block and the 
wires are secured to bent metal pieces which are he d against fixed pins by the 
strain upon the wires; in these forms the wires, .when broken, fali to the 
ground. In another form having no insulating block, the expanded ends of the 
wires are detachably fitted within caps connected together; in case of breakage 
the wires fall from the caps. The means described may be protected by water- 
proof coverings. 4 claims. 


17,268. “I voments in secondary batterica or electrical accumulaters.” 0. 
Behrend. Dated August 10th, 1898. The space between the electrodes is filled 
with glass in the state of a fine grained powder, which holds in place sufficient 
of the electrolyte to permit of the proper action of the battery. 1 claim. 


17,871. “ — eleotrio battery and bell combined.” 6. Markt. Dated 
August 10th, 1898. An electric bell and a battery are combined in one piece of 
apparatus. A cylindrical oasing containiog the dry battery is screwed at each 
end to engage the base and the cover. The cover carries metal plates connected 
with the bell mechanism and bearing against spring contacts on the battery, 
and attached to the conductor. The bell forms a cover for the article. The 
cover may be castellated and the casing scored to represent loopholes, and the 
conductor may be wound around it and the push supported by a hook on it 
when the apparatus is used as a table bell. 1 claim. | 


17,468. “improvements in primary batteries." A.A. Beadle. Dated August 
18th, 1898. Relates to batteries in which iron is the positive electrode and 
carbon is preferably the negative electrode, bat copper or other suitable metal 
may be substituted forthe carbon. The ironis placed in a porous cell, and is 
surrounded with an electrolyte consisting of a solution of ferrous chloride or of 
alkaline chlorides. The carbon is placed outside the porous celt and in a g 
vessel, and is surrounded by a depolarising mixture consisting of a solution of 
ferric chloride, chromic acid, or other oxidising solution, or of a mixtare of 
ferric chloride and manganese dioxide. The depolarising mixture can be 
regenerated by re-oxidising it by suitable means. 3 cla ms. 


17,607. ‘Improvements ia or relating to switoh devices for electric tramways.” 
Е. Andreas. Dated August Bist, 1898. Relates to electric railways and tram- 
ways worked on a mixed power system with overhead or other conductors and 
with accumulators. When the collector arm is lowered to disengage it from 
the line conductor, a switch consisting of segments comes into contact with the 
insulated spring arms, thereby cutting out resistances through which the lamps 
and battery were supplied with current and at the same time completing the 
circuit from the battery to the lemps and motor. 4 claims. 


22,027. ''improvemonts in and rolating to electrioity meters.” P.W. 

aad Ths Electric Motive Power Company, Limited. Dated October 19th, 1 

Relates to ampere-hour electricity meters. Consists of an instrament for 
recording the amount of charge left in or given to an accumulator in which 
clockwork or an equivalent device actuates a dial which records miles or kilo- 
watt hours, and mechanism varies the speed of the recording device in a ratio 
proportionate to the rate of discharge or charge as indicated by the ampere 
measuring device, and to the a-certained variation of capacity consequent to 
such rate for a given battery. 6 claims. i 


24,061. “Improvements in electric switch meckanlom fer surface contact olectrio 
raliways." J. M. Murphy. Dated November 15th, 1898. Relates to an improved 
electro-magnetic switch mechanism for a surface contact electric railway system 
consisting of an electro-magnet having a high resistance coil in cirouit through 
its armature lever to the contact rail and the return rail, and alow resistance 
coil connecting the feed wire and. the conductor rail. Means are provided for 
energising the high resistance coil to throw the armature to close the main line 
or low resistance circuit and a contact common to both the low and high resist- 
ance circuits held in continuous engagement with the armature switch in its 
different vibratory movements. 6 claims. 


20,164. ‘‘improved means for heating Ву electricity.” D. Techernoff. Dated 
December 10th, 1898, Relates to a system of electrically conveying heat, con- 
sisting in the combination of the following processes :—(a) The transformation 
of a local concentrated store of solid or liquid fuel into gas; (b) the combustion 
of the gas in a gas engine for converting the heat into mechanical work; (c) the 
transformation of the mechanical work into an electric current by means of 
dynamo machines; (d) the distribution of the electric current to places of con- 
sumption of heat by means of electric conductors and the transformation of 
electrical energy into heat at the places of heat consumption by means of eleo- 
tric gas heaters. 2 claims. 


THE 


ELECTRICAL REVIEW. 


JULY 20, 1900. 


No. 1,182. 


Vor. XLVII. 
F PAGE 
Tbe National Physical Laboratory hu es .... 85 
Opp sition to Electrical Undertakings ... 87 
Genemsting Sets in the German Section of T Paris Exhibi- 
ton ‘dlustrated) . ine НАР бед — .. 88 
Current Spotificationa. XXI. б» Т T ees .. 89 
Oar Legal Query Column ... ^ in ves ТР .. 90 
Parliamentary Committees vis s у ue .. 91 
Correspondence :— Bicycles and Icicles ... T .. 93 
Destruction of Underground Cables 7 93 
The Towns’ Refuse Problem ... m ise = .. 98 
The Maintenance of Electric Motors ve T . 04 
Pocket Battery си we sts | ` 94 
Railway Charges whe eis 9? - 94 
Reviewa iia 94 
The Electric Lightiue and Tramways E of ónos Aires 
‘comtinued).. in А 955 nats уза .. 95 
Business Notes T .. 96 
Southampton Corporation Electric Tramw ays fd .. 103 
Supply Station Accounts Mb i *. 108 
City Notes ... F ae ЧТ - "m" - ... 109 
Traffic Receipts... jai T. 55 кт me —. 112 
Stocks and Shares |... 7 sis i —. 112 
Share List of Electrical Companies T 955 wie —. 113 
Market Quotations ... - sis ps .. 114 
Power House Diagrams (£liuetrated) Ves м — .. 115 
The Education of Machinists.—II. T - zs —. 115 
The Work of the Light Railway Commission ... -— . . 116 
The Municipal Electrical Association, 1900 :— 
Impressions of American Tramway Practice e... 118 
The Incandescent Lamp 119 
On the Photometry of Arc Lampe (illustrated) ( intin шей) ) . 120 
Municipalities and Electric Tramways ... - pn . 121 
New Patents in F - gus —. 123 


Abstracts of Published Specifications ЭРА 978 T us. 124 


THE 


UNIVERSAL ELECTRICAL DIRECTORY 
1 9 о О 


Edition. 


H. ALABASTER, GATEHOUSE & CO, 
4, Ludgate Hilf, London, Е.О. 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 


ТО BR OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY. 
OFFICE :—4, LUDGATE HILL, LONDON, E.O. 


Telegraphic Address: AGEEKAY, Loxpox.“ Code, A В С. 
Telephone No. 983 Holborn. 
ALL Letters should be addressed to the Proprietors, H. Alabaster, Gatehouse & Ce. 


ADVERTISEMENT RATES ON APPLICATION. 
The * Electrical Review ” is the recognised medium of the Blectrical Trades. 


ЯГАЗСЕІРТІОМ RATES.—In Great Britain, Post Free per Year, 198. 6d. То 
0 other countries, per Year, £1 10s. 

BINDING.—Subecribers’' numbers bound, including case, for 4s. each volume. 

C48ES,—Cloth Cases for Binding can be had, price 2s. 6d. each. 

READING CASES, to hold from One to Twenty-six Numbers until the volume 
i» complete for Binding, can now be had from the Publishers, Price 68., or Free 
by Post tin Great Britain), 6s. 6d. 

мая AGENTS. — New York: D, Van NOSTRAND, riy d Btreet. 
cá ONE J. Boyvzav, 22, Rue do la Banque. Berlin: SER Co., 18, 
Cheqaes and Postal Orders (on Chief 
"E C per sn ( оа London), to be made payable $e 


NATIONAL PHYSICAL 
LABORATORY. 


THE 


THE establishment of the new National Physical Laboratory 
does not seem to make the rapid progress one would like to see. 
It is very desirable that great care and attention should be 
g'ven to the questions of the site, of the character of the 
buildings, and of the organisation of the staff, before the 
work is begun, and it would be unwise to press Mr. Glaze- 
brook and his Council to make their decisions before they 
see their way clearly. At the same time it is difficult to 
understand why so much delay is occurring. The project. 
of the laboratory has been in the minds of the men who 
have induced the Government to take it up for a number of 
years, and an outline programme of the work to be under- 
taken must have been in existence for a long time. The 
character of the buildings required is roughly determined by 
the nature of the work to be done in them, and by the 
amount of the Government grant, and we understand that 
the Committee has taken evidence on their form and general 
design. The experience already: gained at Charlottenburg 
and Sevres in the organisation of similar institutions should 
facilitate a decision of the arrangements of the new one. 
It now appears that no site has yet been secured. The 
Council, after consideration of several alternatives, have 
made up their minds that the Old Deer Park, at Richmond, 
is the most suitable place, and we gather that terms have 
heen arranged with the Commissioners of Woods and Forests 
for an annual tenancy of 15 acres of that Park. But the 
arrangement is not completed, and a strong protest has been 
made by the inhabitants of Richmond and Kew against the 
alienation of so large a space of public ground in a place во 
valuable to Londoners. The Zunes of July 6th gave а 
report of an interview with the Treasury of a deputation 
from the Council of the Physical Laboratory, to meet the 
objections raised to the occupation of the Richmond site. 
To the objection that the area to be taken is excessive, it 
was replied that there is no intention of occupying more 
than a very small part, and that the rest would be left open 
to the public, the Laboratory Council only desiring to obtain 
such control over it as will enable them to prevent any 
interference with their work. To the objection that a large 
area would be covered with buildings, it was replied that only 
one-quarter of an acre would be built over, and the sugges- 
tion that the operations to be conducted would cause public 
annoyance was met by the obvious reply that noise or dis- 
turbance of auy kind would be fatal to the work of the 
laboratory, which would be the very last place in the world 
where anything of the kind would originate. We have no 
doubt that the grievance of the inhabitants of Richmond 
is, on the whole, imaginary, and has been put forward in 
ignorance of the real character of the scheme. To this 
extent the Council seem to be responsible for the trouble, 
since they could probably have conciliated the local opposi- 


tion by giving precise information about their plans. The 
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amount of space which will actually be lost to the public 
use will be very small, and the presence of an institution, 
such as the National Laboratory, especially if its exterior is 
ornamental or imposing, adds a great deal of interest to a 
park. The inhabitants of Greenwich would be very sorry 
to exchange the Observatory for the right of walking in 
what is now the Astronomer Royal's garden. There is not 
much probability, however, that we shall see a group of 
buildings at Richmond of such singular interest as those on 
Greenwich Hill. It is doubtful whether the Council will 
prove in the long run to be wise in placing the laboratory 
so near London.  'The question before them probably 
resolved itself into the relative inconveniences of being far 
from London, and near to electric railways. The con- 
venience of being close to London is a known quantity, and 
is certainly great; the extent of the interference of stray 
earth currents with the future work of thelaboratory is quite 
unknown, and may prove to be very small. We believe they 
have decided rightly, because they are evidently themselves 
alive to the possibilities of trouble, The ultimate result 
may be that the magnetic work will go into the country ; 
but neither would this be a matter of much moment, nor is 
there any occasion to anticipate it. We hope it is very 
explicitly understood, however, that if the Council are 
allowed to put their laboratory near London, they must not 
be allowed to object to any railway extensions in the neigh- 
bourhood on the ground of interference with it. Locomo— 
tion in London is so important that we should be unwise to 
allow new vested interests to be created which could inter- 
fere with its development. 


THE important question. of raising the 
general efficiency of the clectrie incan— 
descent lamp is receiving the attention it deserves in 
America, while manufacturers and supply companies in 
England do not appear, as yet, to have realised the advan- 
tages that would be gained by intelligent co-operation. In 
the present state of things the consumer only appreciates long 
life in his lamps. Whether or not they are consuming an 
abnormal amount of power compared with the candle-power 
emitted he is unable to judge. If the lamps obtained from 
A burn out quickly he will buy lamps from B, and if B’s 
lamps last longer, the consumer is satisfied that he has over- 
come his difficulty. If he finds his electric light bill larger 
than before the introduction of B’s lamps, he puts it down 
to an exceptional number of foggy or dark days, or to the 
company's meter being wrong. It would never occur to 
him that a short-lived lamp could possibly be more economical 
than a long-lived one. This possibility is, however, fully 
appreciated by electrical engineers, and the system whereby 
the electric light company undertake the supply and renewal 
of lamps free is rapidly extending in the United States. It 
is found that owing to the deep-rooted idea that long life 
means economy in lamps, consumers will buy the lamp that 
lasts longest. Now at the present low price of lamps the 
cost of energy consumed during itslife is many times the 
cost of the lamp, and when the charge for current is ata 
contract rate based upon the number of lamps installed, it is 
easily seen that the average efficiency of the lamps on. the 
consumers’ premises will have a very important influence 
upon the amount of energy the supply company will have to 
generate under their contract. Under the present system 


Incandescent Lamps. 


sin England, 


where current. i&, paid for- by meter, 
the supply company argues that it is the con- 
sumers’ business to get economical lamps, and that 
the more watts consumed by the lamps per candle, 
the better pleased the company will be. But this attitude 
is only consistent with the view that an electric lamp 
is а power-consuming device, and this reveals a want of 
appreciation of the function of the lamp, and of the grow- 
ing necessity of popularising the electric light in the estima- 
tion of the general public. We could, with advantage, take 
a leaf out of our American cousin's book of experience, and 
by taking the onus of selection and purchase of lamps off 
the shoulders of the consumer, the supply companies would 
ensure a satisfactory light to the consumer, and probably 
increase the earning capacity of their plant by 20 to 25 per 
cent., and enable the manufacturer to give more attention to 
the lamps he turus out, while reducing the cost of pro- 
duction. 


THE rational attitude of the Times 
toward the several electric power schemes 
which have recently occupied 80 muchatten- 
tion, has been, we doubt not, of considerable service to the 
electrical industry of this country in influencing Parlia- 
mentary minds during the past few months. In a summary 
of the recent events in connection with the schemes and their 
progress in Parliament, and before Committees, that journal 
on Monday last gave the main considerations in an excellent 
manner. It is hardly to be expected that municipal authorities 
who have been having things so much their own way in 
electrical matters will rest contented with the decisions which 
have been announced by the Committees. In fact, once 
more they are proposing to endeavour to defeat the Bills in 
the House of Commons. Their chances of success are dis- 
cussed by the 7' нев as follows :— 


Cheap Electric 
Power. 


As a matter of tactics, if once we accept the idea that the 
interests of British trade are of no moment besides the aur 
propre of Corporation officials, the Association are, doubtless, wise 
in opposing. They have no fewer than threc different chances of 
gaining. They may possibly defeat the Bills, or some of them, out- 
right. Or, secondly, they may force the promoters to make large 
concessions to secure the withdrawal of opposition. Or, thirdly, 
aud, perhaps, this is their chief hope, they may so delay the passage 
of the Bills through the House of Commons, that the House of 
Lords will be unable to pass them before the prorogation, for sheer 
lack of time. 


The article closes :— 


It is, of course, arguable that further protection on individual 
points is required either forthe trading interests of particular cor- 
porations or by the public at large. But the Bills have to go before 
a committee of the House of Lords in the ordinary course, and now 
that the main issues are decided and the case is reduced to manage- 
able compass these points can easily be raised and a decision 
obtained. But the nine weeks’ discussion before Sir James Kitson's 
committee has made it abundantly clear that there is great and 
urgent need for provision of cheap electricity in wholesale quantities, 
if England is to hold her own in the industrial competition of the 
world,and that such provision cannot in the nature of things be 
made by municipalities, still less by urban and rural district 
councils. In the circumstances:the action of the Association of 
Municipal Corporations, a body of public servants, bound to consider 
not their own individual interests, but the interest of the public, in 
endeavouring to secure the entire rejection of these Bills, seems 
difficult to justify. Were the Association by chance to be successful, 
members of the House of Commons would have little encouragement 
to imitate in future Sessions the public-spirited and self-sacrificing 
care and assiduity which Sir James Kitson's committee, day after 
day for many weeks in succession, devoted to the Electric Power 
Bills of the Session of 1990. 
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OPPOSITION TO ELECTRICAL UNDER- 
TAKINGS. 


* 


[FROM A LEGAL CORRESPONDENT. ] 


Tur numerous private Bills which have been brought 
before Parliament in the present session relating to elec- 
trien] undertakings throughout the country have nearly all 
heen opposed, more or less strenuously, by the promoters of 


rival undertakings. Electricity, as a means of distributing - 


light und power, is a formidable competitor to steam and 
gas, and it is not unnatural that its progress should be 
watched with. some jealousy by those whose interests are: 
bound up with other means of locomotion and illumination. 
Opposition, however, has not, either in this or in previous 
years, been confined to railway and gas companies. The 
local anthority may wish to reserve (in so far as it is 
necessary to do so) the right to supply electricity, or to lay 
down a plant in opposition to that of some private com- 
pany, and mnst needs claim the right to be heard ; or an 
electrical supply company already established by sanction of 
Parliament may, not unnaturally, seek to oppose the 
inanguration of a competing system. | 
Consequently the time of the Private Bill Committees is 
frequently occupied in hearing counsel in opposition to fresh 


s= f = - 


GENERATING SETS AT THE PARIS ExnuibrTION.— FIG. 1. 


schemes for the application of electricity. That such Opposi- 
tion is likely to be fruitless becomes apparent when we read 
the opinion expressed by Sir James Kitson, as chairman, and 
= the ео наше to which electric-lighting 

power Bi ve been referred in the present Session of 
Parliament. Hesaid :—“ The value of electrical energy as a 


their opposition is not always vain. 


private Bill is argued before the Select Committee. 


means for the transmission and application of power has been 
amply demonstrated, and its importance to the industries of 
this country is admitted. The committee accordingly advise 
that it is of public advantage to facilitate measures which 
may ensure a general supply of electrical power to all con- 
sumers who may seek to avail themselves of the economy 
and efficiency offered in the service of these sources of appli- 
cation of power." 

Although opponents to schemes for electrical development 
are not in future likely to be regarded with great favour, it 
is quite clear that they are in many cases entitled to be 
heard, and in the light of experience afforded by the 
records of private Bill legislation during the last few years, 
The district in question 
may be found to be sufficiently well served by existing 
companies : or for some other sufficiently cogent reason the 
committee may refuse to allow the preamble of the Bill. In 
view of the existence of this undoubted right to be heard in 
opposition, it is interesting to consider the extent of the 
right and the nature of the interests of the various persons 
who may appear before a Parliamentary Committee in 
opposition to a scheme for electrical development. 

The question whether a company or person has a right 
to be heard, or in other words, whether there is any /ocus 
standi, usually arises, and is finally determined before the 
Other- 
wise, on the appearance of an opponent 


а UTE ae before the Select Committee, the pro- 


^ moters might object that he had no 
locus standi to so appear ; whereupon 
"his cost of bringing witnesses, and so 
forth, would have been unnecessarily 
incurred. | 

The various matters which are taken 
into consideration in deciding who is 
entitled to oppose an electric lighting 
or power Bill will now be discussed. 
References are made to cases reported 
in the /осиз standi reports, which are 
issued from time to time. These reports 
contain a short and concise statement 
of the facts of each case, but differ 
from the more familiar law reports in 
this important respect, namely, that 
there is no reason given for any of the 
decisions. Hence it remains for the 
text-book writers and lawyers to de- 
duce the underlying principles. from а 
multitude of single instances. It is 
also important to remark that the grant 
of locus standi involves nothing more 
thau leave to be heard: the opponents 
may well be found to put forward no 
valid objection to the Bill when it comes 
on to be heard in Committee. 

The right of a landowner to appear 
in opposition to any Bill which involves 
the compulsory purchase of his property, 
or any part thereof, is too well known 
to demand more than a passing com- 
ment. Other questions arise, how- 
ever, when the proposed works are not 
in or upon, but near to his premises.“ 

Where proximity to works proposed 
by a Bill is not in itself a ground for. 
obtaining a locus standi, an owner or 
occupier of land їп such proximity, 
none of whose land is proposed to be 
compulsorily taken, if he is given a 
locus standi is given only a limited locus 
standi as opposed to the general lorus 
standi to which one whose land is pre- 
posed to be taken compulsorily would 
be entitled. It is limited generally to 

such portions of the Bill as affects some special interest 
of his which appears entitled to be protected. The above 
proposition may be illustrated by saying that the mere 
diminution in value which will be caused to an estate, none 
of which is taken by the making of a railway near it gives no 
right of locus standi to the owner or occupier, but the obstruc- 
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tion or partial destruction of a right of access to business 
or other premises, where it is a serious and substantial injury 
to the premises has been considered a sufficient ground for 
allowing a locus standi to the owners and occupiers of such 
premises against the portion of the Bill relating thereto. ` 

In nearly all cases, however, where the petitioners against 
a Bill can show that the object of it is to enable promoters 
to construct works or to authorise undertakings which will 
compete with those of the petitioners, they are allowed a 
locus standi. So in the case of the Aberystwith and Welsh 
Coast Railway (Steamboat) Bill, 1865, which was a Bill to 
authorise the railway company to provide and use steamboats 
in the transmission of traffic between certain ports in Wales 


GENERATING SETS AT THE Paris EXHIBITION. —FIG. 


and any ports in Ireland which they might think fit, the 
Steamship Owners’ Association of London, petitioned 
against the Bill, alleging that they represented parties who 
were owners of steamships and other vessels engaged in 
carrying on communication between England and Ireland, 
and that the powers sought by the Bill, if allowed to pass, 
would authorise the company to injuriously compete with 


the petitioners. The locus standi was allowed, although it 


was not stated in the petition that the petitioners used any 
of the specified ports in Wales. | ! 

It has been held to be a good ground of objection to the 
locus standi of à petitioner who petitions on the ground of 
competition against a Bill authorising any works, that such 
petitioner is not legally entitled to carry on the undertaking, 
competition with which shall be objected to. Thus in the 
case of the Tyldesley-cum-Shakerley Local Board Gas 
Bill, 1865, which was a Bill to enable the Tyldesley-cum- 
Shakerley Local Board to supply gas to various districts, 
including among others a considerable portion of the town- 
ship of Atherton, the Bill was opposed by the Atherton Gas 
Company, who had made arrangements with the Atherton 
Local Board to light the streets and public places of 
Atherton with gas. It turned out, however, that the com- 
pany had no legal right to enter into such arrangement, 
having no Parliamentary powers to break up streets, and on 
this ground their locus standi was refused. 

With regard to opposition by ratepayers the Com- 
mittee will generally require the persons appearing in 
opposition to be representative of the ratepayers before 
admitting their locus standi. Thus in the Ystradyfodwg 
(Maerdy) Order [1899, 1 S. & A. 312] a projected Bill 
confirmed a provisional order authorising the promoters, an 
electric lighting company, to supply electricity to the 


district within which the petitioners were ratepayers and 
owners of property. The petitioners alleged that they 
were injuriously affected, and claimed a locus standi under 
S. O. 134, and further contended that they were entitled to be 
heard as consumers of gas. The promoters contended that the 
petitioners were not entitled to be heard as they did not either 
in numbers or rateable value represent the owners and rate- 
payers of the district, that the local authority of the 
district who had the right to oppose had consented to 
the Bill, and that as consumers of gas the petitioners 
were not a sufficiently representative body to entitle them to 
appear. The locus standi was disallowed, on the ground 
that the petitioners did not adequately represent the inhabi- 


tants. 


(To be continued. ) à 


GENERATING SETS IN THE GERMAN 
SECTION OF THE PARIS EXHIBITION. 


THERE are four large generating sets in the German section 
of the. Paris Exhibition. Three of the engines are vertical, 
two by the Nurnberg Engine Company, and the other by 
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A. Borsig, of Tegel, Berlin. The fourth engine is of the 
horizontal type, and is by the Augsburg Engine Company 
(which, by the way, is amalgamated with the Nurnberg 
Company). Ж. 
Вовѕтс ENGINE, SIEMENS & HALSKE ALTERNATOR. —— 
Fig. 1 shows the Borsig four-cylinder triple expansion 
engine, which has been, built to give 2,500 H.P. at 90 revolu- 
tions per minute, with steam at 210 lbs. pressure, and con- 


densing. 


The following аге the leading particulars :— ? 
Diameter of high pressure cylinder ... 760 mm. 
T intermediate T 1,180 Se . i 

| 5 low pressure * TEMO TECUM 
Length of stroke... ... „„ ROBUR. йаза. 
Two cranks at, 180°. ET 

Bedplate in two parts, each weighing 29 tons. 

Weight of fly-wheel, 41 tons. T 
Ramsbottom packing rings for high pressure cylinder. 
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Buckley packing rings for the intermediate and low 
cylinders. 
The valves are all of the double seat type, provided with 
Coltmann's: oil cataract. 
For the high pressure and intermediate pressure cylinders 
aur eccentric actuates both the admission and the corre- 
sponding exhanst valve. 
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г pumps have TM and cover valves, but no 

The pistons are worked through a beam 

M фас and comecting rod on the end of engine crank- 
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has three platforms, which are necessary, 
exgesmve height. 

| & Halske. three-phase alternator is illus- 
X3 2, 3, 4 and 5, which show the armature 
“hes, and the details of armature pone support 


зв respectively. 
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The following are the leadin rticulars of the 
machine :— i ias 
Output, 2,000 Kw. at 2,000—2, 200 volta, 50 periods, wind- 
ше ef field of copper strip 4 x 23:mm. on edge, 40 turns 
per pole, and total weight 4 tons. — " 
of field coils 1 ohm, and excitation 28,000 to 
12.500 watts at 210 volte. 


Armature core of stampings - 5 mm. thick ; 648 slots each, 
15 x 55 mm. 

Armature copper 7 x 44 mm. Gom оса, there being 
one conductor per slot. Total Weight of copper 24 tons, and 
reaitance 0-057 ohm. 

The exciter has un output of 45 Kw. at 210 volts, The 
umature is mounted direct on the ‘alternator shaft, and is 
withowt an outside bearing. 


CURRENT SPECIFICATIONS. 


XXI.—SOUTHEND-ON-SEA AND DISTRICT LIGHT 
RAILWAYS. 


SUMMARY. 
Extent of Contract. —The present contract consists of five separate 
sections :— 
Section A.—Boilers, fittings, and boiler house accessories. 
Section B.—Steam generators, travelling crane, switch- 
boards, &c. 
Section C. — Tramway and lighting feeders and distributors. 
Section D.—Overhead equipment. 
Section E.—Trucks and car equipments. 

Number and Size of Boilers.—Three, each to be capable of 
evaporating 6,000 lbs. of water per hour, to be either of Davey- 
Paxman's “ Economic,” Babcock & Wilcox “ Water-tube,” or 
Lancashire type. . 

Size of Fuel Economiser.—Mesers. Green's type of not less than 
192 tube size. 

Type of Condenser.—Surface type capable of dealing with 
15,000 lbs. of steam per hour, and maintaining a 26-inch vacuum. 

Size of Feed Water Heater.—To be capable of dealing with 2,000 
gallons of water per hour. 

Size of Cooling Tower.—To be of Wheeler-Barnard type, and 
pe of dealing with 1,500 gallons of water per hour. 

Size of Steam Dynamos. —Three to be supplied, two,of 200 Kw. - 
capacity, and one of 100 Kw. 

Specified Speed.—Speed of 100 xw. set not to exceed 360 
revolutions per minute, and of the 200 Kw. set, if the engine is 
fitted Corliss gear, 110 revolutions per minute; if with other valve 
gear, 180 revolutions per minute. 

Type of Engines.—To be either of horizontal or vertical cross-com- 
pound ty pe. 

Type of Dynamos.—Multipolar, with a divided field frame, 
over-compounded to give 500 volts at no load and 550. volts at no 
oad. 

Permissible Temperature Rise.—63° F. after 12 hours’ run at full 
Ti Machines to run for two hours at 50 per cent. overload with- 
out temperature rise exceeding 90° Е. 

Travelling Crane.—To be suitable for 41 feet span, and аа of 
lifting 20 tons. ; 

Type of  Switchboard.—Instruments on each panel 
specified. 
~ Cables.—Ty pe proposed to be stated in tender, lengths scheduled, 
alternative offer for solid system or stoneware conduits invited. 

Overhead Equipment.—74 miles to be equipped, approximate 
number of poles specified; map of route may be inspected on 
application. Double trolley wire No. 000 B. & S. gauge to be used 
throughout. 

Type of Truck.—To be either “ Peckham " or “ Brill." 
maximum traction type, 12 ordinary type. 

Type of Motors.—Specified to be of the General Electric Com- 
pany of America’s manufacture. | 

Type of Controllers.—Ditto. 

Specified Dates of Completion. — Boilers, March 1st, 1901; steam 
dynamos, April 1st, 1901; cable work, to be stated in tender ; over- 
head equipment, February 15th, 1901; trucks and car equipments, 
April 7th, 1901. 

Penalty for Late Completion.—£2 per cent. per week on whole 
contract. 

Stipulations as to Removal of Foreman.—See comments below. 

Stipulations as to Wages paid to Workmen.—None. 

Arbitration Classe. Unsatisfactory —see notes below. 

Date for Receipt of Tenders.—July 25th, 1900. 


clearly 


Four of 


This specification has been prepared by the borough 


engineer, Mr. Alfred Fidler, A.M.I.C.E., and in several 


respects it bears internal evidence which 
think that the compiler has not had ап extended 
experience in the drafting of such documents. In 
many cases not only /Ae ends to be attained, but also 
lhe means to be adopled are specifically stated. Thus, 
if water-tube boilers are tendered for, they are to be of 
Babcock & Wilcox make ; the condenser, feed water heater, 
and cooling tower are to be of the Wheeler Company's make; 
the trucks are to be either of the * Brill" or * Peckham” 
type; and the motors and controllers must be of the 
General Electric Company of America's make. 

In cases like this, the issue of a specification becomes 
almost superfluous; there can be no real competition, ite 
compiler abdicates his proper function as « consulting 
engineer, and the contractor is either the firm specified or a 
middleman acting as a go-between on a small commission. 

We must again enter our protest against this course of 
action. The Corporation, in a case like this, may adopt one 
of two courses ; either privately arrange a contract with the 
firma whose manufactures they have selected, or let the con- 
tract go to competition in the usual manner, t.e., issue a 
specification in which the results to be reached are clearly 
stated, but in which the actual types of the plant to be used 
are left to the selection of the contractor, 


makes us 


90 THE ELECTRICAL REVIEW. 


[Vol 47. No. 1,182, Jury 20, 1900. 


We trust our readers will clearly understand our position 
in this matter; it is not one -of opposition to the employ- 
ment of the local engineer as the consulting engineer when 
important engineering works or extensions are undertaken 
by his employers: we know of many cases in which most 
effective service has been rendered in this way, and often the 
engineer responsible for the after working of a plant knows 
better than anyone else. what is required. When, however, 


such an engineer prepares a specification, which, as in this 


case, i8 issued for public competition, he acts as a consulting 
engineer, and as such ought to exercise the functions in- 
separable from such а position, viz., the s/alemen! of ends to 


be attained, from the offers make the selecfion of the methods 


to be employed, and the swperrision. of the carrying out of 
the work by the selected contractor. 

The prevailing note in the gencral conditions is the sub- 
mission ‘of the contractor to the will of the borough 
engineer. 

We have clauses like the following : — 

Should any dispute, difference, ar misunderstanding arise as to 
quality or amounl of materials or workmanship, or as to the amount 
from time to time due or payable to the contractor, or es to the true 
interpretation nf. any clause in these conditions or the specification, or 
as fo апу matter arising (hereupon, or the plans or drawings, any such 
dispute, difference, or misunderstanding shall be referred to the borough 


engineer, whose decision thereon shall be binding and conclusive em ell 
parties and without appeal. 


and :— 


The borough engineer shall have full power to dismiss or discharge 
from the work any man or men for incompetence or misconduct, and 
the contractor shall not re-engage such men without the authority 
and consent of the borough engineer. 


The borough engineer shall be at liberty, when he deems it 
desirable, to order the suspension of the works for any length of 
time which may, in his judgment, be necessary for the purpose or 
advantage of the execution of the works, and the contractor shall 
be bound so to suspend the work, and to resume the same when 
required by the borough engineer, but not before, without making 
any charge whatever on account of suspension, but the period of 
time during which the works may be so suspended shall be allowed 
to the contractor in computing the time of completion of the 
contract. 
as well as others equally stringent. Against the first of 
these a strong protest should be made by every tenderer. 

We have had occasion in several cases lately to call atten- 
tion to the absence of arbitration clauses in electrical engi- 
neering specifications, It is noticeable that this complaint 
is not made in the case of the most prominent members of 
the consulting profession. — They usually insert most satis- 
factory clauses permitting a contractor to ask for arbitration 
on any dispute in regard to the contract. Here, however, 
nothing of the kind is allowed, the borough engineer is not 
only one of the parties interested in any possible dispute, but 
also sole judge from whose decision there is to be “ по 
appeal" The position of party counsel and sole judge at the 
same time is an impossible one, it is not fair on the part of 
the Corporation to place any of its officers in such a false 
position, and we feel sure that as soon as this is pointed out 
to them they will modify their attitude. In any case we 
strongly urge all tenderers to insist upon the inclusion in 
the final contract of an arbitration clause, at least as com- 
prehensive as the one mutually agreed upon between the 
Municipal Electrical Association and the Electrical Plant 
Manufacturers’ Association, which reads as follows :— 

In case any dispute or difference shall arise between the pur- 
chaser, or his engineer on his behalf, and the contractor, either 
during the progress of the works, or after the determination, aban- 
donment, or breach of the contract, as to the construction of the 
contract, or as to the reasonableness of any extra charge, or as 
tothe withholding by the engineer of any certificate to which the 
contractor may claim to be entitled, then either party may within 72 
hours, but not later give to the other notice in writing of the 
existence of such dispute or difference, and such dispute or 
difference may be referred to arbitration, which arbitration shall be 
deemed to be a submission to arbitration, within the meaning of the 
Arbitration Act, 1859. 

The clause relating to dismissal of workmen is in its 
present form too drastic. It ought to read that the engineer 
has power to object for due reasons to the employment of 
any person on the works, and that the contractor shall, on 
the receipt of such objection, remove him, and not again 
employ him on this particular work. The actual dismissal 
must be done by the employer, not by the engineer. 

The last of the three clauses given above, might be used 
in a very arbitrary manner. The contractor may have his 


inspection and 


different contracts so planned out that an unknown and 
indefinite suspension of one may so disarrange his plans that 
it willtake far more than an exact equivalent in time at 
another period to complete the work. What is fair and 
right in such a case should be decided by an independent 
arbitrator. 

The clauses dealing with penalties, both as to late com- 
pletion, and non-fultilment of the terms of the contract read 
as follows: . 

The whole of the works shall be completely finished before the 
dates mentioned in the specification, and if the same be not com- 
pleted as aforesaid, on or before the dates mentioned, the contractor 
shall be liable to pay, and shall forfeit and pay to the Corporation, 
the sum of £2 per cent. per week on the whole contract, as and for 
ascertained and liquidated damages, and not by way of penalty for 
every week which may elapse between the said 7th day of April and 
the actual time of completion of the works, and the sums so forfeited 
shall be deducted from the next or any payment to the contractor 
so far as the same shall extend ; but any delay occasioned by unusual 
severity of weather, general strike of workmen, or any circumstances 
(other than lack of money) over which the contractor has no 
contro], shall be allowed for by such extension of time being granted 
to the contractor as the borough engineer shall deem proper, aud 
shall’ pecify uuder his hand at the time of his making such allow- 
ance. 

In case the terms of the contract be not duly performed by the 
contractor, the contractor shall pay to the Corporation a penalty of 
£1,000 without prejudice, and in addition to the liability of himself 
or his sureties upon any bond or security given or to be given to the 
Corporation for the performance by the contractor of the terms of 
this contract. 

The sum of £2 per cent. per week on the whole contract 
sum for late completion is excessive. At the conference on 
the subject of fair clauses for insertion in electrical engineer- 
ing contracts, held between representatives of the Municipal 
Electrical Association and the Electrical Plant Manufacturers 
Association, it was agreed that in no case was this percentage 
to exceed one per cent, per week, aud the sums of half of one 
per cent. per week and tira and a half per cent. per calendar 
month were held to be ample for the due protection of the 
purchaser. In sending in offers tenderers ought to limit 
their risks at least to the maximum amount then stated. 

Under the general conditions given in the tender, with its 
refusal of any appeal against the decision of the engineer, 
agreement to a fine of £1,000 in addition to his personal 
liability and the liability of his sureties, if the terms of the 
specification are © not duly performed," is not to be recom- 
mended. Such a clause is not general in electrical engincer- 
ing specifications, in operation it might prove very unjust, 
and in any case it should be assessed by an independent 
authority. 


OUR LEGAL QUERY COLUMNWN. 


[Questions addressed to the Editors for insertion in this column should 


be as brief and concise as possible. Free use of fictitious names, &e., 
may be made, Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of, 
the views which he may express. | ` 
TT | 
J. H. writes: Several electric lighting companies and municipal 
works refuse to make a second test of a consumer's installation 
unless a fee is first paid. Under what clause of the Electric Light 
ing Acts or Provisional Order are they authorised to make thes 
regulations and others relating to the wiring of houses ?” | 

„In answer to this query it is sufficient in the first place t 
refer to Section 40 of the Electric Lighting (Clauses) Act, 1599. І 
is there provided that an electric inspector, if and when require 
to do so by any consumer, shall on payment by the consume 
of the prescribed fee, test the variation of electri 
pressure at the consumer's terminals, or make such Othe 
testing of the service lines, apparatu 
and works of the undertakers upon the consumer's premises аз ma 
be necessary for the purpose of determining whether the unde 
takers have complied with the provisions of the special order an 
the Board of Trade Regulations. This seems to show that th 
electric inspector is entitled to demand a fee even on the first Occs 
sion. We are not aware of any section in any of the electric light in 
Acts which renders it incumbent on the undertakers to test elect rj 
installations at the mere request of, and free of expense to, a cor 
sumer. | 

If our correspondent will refer to the Electric Lighting Ae 
1882, Sec. 6 (45 & 46 Vic., cap. 56), he will find that undertake. 
are thereby vested with plenary powers as to the making of rules f 
the safe and efficient supply of electric current. Moreover, by it, : 
of the Board of Trade Regulations, 1890, undertakers are mag 
responsible for all electric lines, fittings, and apparatus belonging 
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thee, ce under their control which may be upon a consumer's 
premises being maintained in a safe condition and in all respects fit 
t r sapplying energy. | 

Sarr as aforesaid, we are not able to point to any sections which 
1) terms authorise the undertakers to make regulations as to the 
аги of houses. 


— — —— —— 


"owTRacron writes:—'' I should be pleased to have answers to 
t» following questions through the medium of your Legal Query 
„ uman. 
| Ifa person erects for himself a large building, but sublets 
;ertions of it, say shops, facing a public road, can he supply the 
perne occupying his shops with the electric light, and charge for 
1° Maius are being laid in the town for the distribution of 
:extrical energy, but the Corporation do not intend to pass the 
prrmiaes refcrred to for some time, perbaps years. 

3 Is а corporation or company compelled to lay mains in 
jarhir abar places if required by a uumber of consumers? 

„ With regard to the first question put by Contractor," there 
an te n» possible objection to his supplying persons occupying his 
bs p with electric light and charging a reasonable price for the 
are. Ая was pointed out in the Legal Query Column in our issue 
Jane 23nd, the powers conferred upon the Board of Trade with 
те to electric lighting installations are enabling only, so that it 
ғ ald not even be necessary for “ Contractor" to obtain the leave of 
he Board to lay down his proposed installation. 

With regard to the second question, a corporation or company 
бес with a provisional order is undoubtedly compelled to 
«лріу electricity, under certain conditions, to all consumers within 
п» sfe» of supply. The statutory provisions relating to this 
matter are contained in Sections 21—30 of the Electric Lighting 
ass Act, 1299. Thus by Section 21 the undertakers are bound 
“пуш a period of two years after the commencement of the special 
«rder to lay down suitable and sufficient distributing mains for the 
'Arpz*es of general supply throughout every street or part of a street 
4e^üed in that behalf in the special order, and shall thereafter 
Auntain those mains. Section 24, however, answers the point put 
la "Contractor." By that Section the undertakers must obey any 
m2iition requiring the undertakers to lay down distributing maius 
'.r the purpose of general supply throughout any street or part of 
» «тесі, made by six or more owners or occupiers of premises along 
wat treet or part of a street. [A nice question might here arise as 
и whether the occupiers of “flats” in one building are “owners or 
‘rapiers of premises in the street" within the meaning of this 
s ton, but as this point is not raised we express no opinion 
spa it.] 


e! 
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PARLIAMENTARY COMMITTEES. 


BAKER STREET AND WATERLOO RAILWAY. 


Tux Era. or Rosse presided on Tuesday last week at the House of 
Leds Select Committee for the purpose of considering the Bill to 
enaiie the Baker Street and Waterloo Railway Company to extend 
tear already authorised underground line between Waterloo and 
tze terminus of the Great Central Railway Station at Marylebone, 
us additions at each end, one to the Elephant and Castle, and the 
:D to Paddington Station. Electricity is to be the motive power 
о be used, and a generating station is to be erected on 
the ground of the Indigent Blind School, near the Elephant and 
(Ale Capital power to the extent of £1,000,000, with the usual 
borrowing power ef one-third as much, is sought. The scheme is 
cpposed bv the Metropolitan Railway Company, who contend that 
the Dne will unfairly compete with a section of their line between 
Baker Street and Praed Street, and that the manner in which the 
creme is being financed is unsatisfactory. 

Mr W. В. GALBHATTEH, C.E., for the promoters, stated that before 
1*96 the Baker Street railway had made no public attempt to obtain 
"2pital from anyone, because in the case of two similar lines appeals 
aad been made and failed. An agreement had been entered into 
with the London and Globe Finance Corporation under which they 
were to coustruct the line and to receive the whole of the capital 
«lading the borrowing powers. The London and Globe Corpora- 
das entered into a contract with Messrs. Perry to construct the line 
be £377,000. That did not include the £50,000 which was to be 
waded to the Baker Street company for working expenses by the 
obe Corporation, nor interest during construction or anything for 
aad Those things would have to be met out of the difference 
tetxeen £877,000 and £1,766,000, the amount of the shares and 
€mstures After all the charges were mot, there would appear to 
з profit to the Globe Company of £152,000. | 

Nr Wu. PoLLITT, general manager of the Great Central Railway, 
swe evidence as to the value of the proposed extension at 
Paddington to the public, as did also Mr. J. Loftus Wilkinson, 
тахта manager of the Great Western Railway, and Mr. C. J. 
wens. general manager of the London and South Western Railway, 
8x) furtber evidence having been heard, the promoters’ case was 
семыз]. ME 


At tbe atting on Wednesday, Mr. BELL, managing director of the 
Mr-rpeltan Railway, opposed the proposed extension from the 
terminas of the Great Central to Paddington, as it would run 
pata:icl to the Metropoliten line, and would, he said, injure its 
owed nr, e 

tir J. Wotrx Banur gave evidence in support of Mr. Bell's con- 
terion, and 


Mr. FREEMAN, Q.C., submitted, on behalf of the Metropolitan 
Railway Company, that the public really did not require the 
proposed extension, and seeing the competition it would cause, there 
was no justitication for the scheme. 

Mr. PAGE, Q.C., in the course of his reply forthe promoters, and 
after urging that the scheme was quite a different one to that which 
Parliament rejected last year, said that it had at the back a strong 
financial corporation pledged to the extent of £500,000 to carry out 
the undertaking. 

The preamble of the Bill was then agreed to by the Committce. 


NonrTH METROPOLITAN ELEctric Power Ѕсрріт BILL. 


THE Select Committee of the House of Commons, under Mr. H. H. 
Browne, met again on Friday, but gave no decision in the above 
Bil. As we reported a fortnight ago in the ELECTRICAL REVIEW, 
the preamble of the Bill—which seeks to supply electricity in bulk 
over a large area in Middlesex, Herts and Essex, including Harrow, 
Hornsey, Chingford, Cheshunt, St. Albans and other places—were 
passed, but the consideration of the clauses were adjourned till Sir 
James Kitson’s Committee had concluded the consideration of the 
group of clectric power Bills referred to it, so that there might be 
uniformity of decision. 

Last week the Committee again ‘sat and considered the clauses 


which were settled on the same lines as those of the other power 
Bills. 


MERSEY HhRatirway. 


THE Mersey Railway Bill came before the Chairman of Ways and 
Means as an unopposed measure. By the Bill the company is 
authorised to substitute clectricity for the present mode of traction. 
The Bill was reported for third reading. 


HarLrFAX TRAMWAYS. 


THE Select Committee of the House of Lords, presided over by 
Viscount Portman, considered on Thursday and Friday last week the 
Bill of the Halifax Corporation, which dealt with the extension of 
boundaries, the construction of tramways, &. There was no 
opposition to the tramway part of the Bill. 


BRADFORD TRAMWAYS. 


On Thursday last week the Bradford Corporation Bill came before 
Lord Morley's Committee of the House of Lords as an unopposed 
measure. The Bill, amongst other things, authorises the Corpora- 
tion to coustruct additional tramways in and near the city. The 
Bill was ordered to be reported for third reading. 


LONDON UNITED TRAMWAYS. 


BEFORE a Select Committee of the House of Lords on Wednesday, 
July 11th, under the presidency of the Earl of Rosse, the London 
United Tramways Company’s Bill, the object of which is to con- 
siderably extend the tramway system in both Middlesex and Surrey, 
came on for consideration. 

Mr. BALrougR Browne, Q.C., who appeared for the promoters, 
gave particulars respecting the company's present tramways, and 
said they had constructed, or were authorised to construct, about 22 
milés of lines from Hammersmith to Hounslow, and from Kew to 
Hanwell. By the Bill it was proposed to add over 17 miles of line, 
which would be from Acton to Hanwell, to complete the line from 
Shepherd's Bush to Uxbridge, an extension from Hounslow to Baker 
Bridge from the London Road, near Kew, and from Richmond to 
Twickenham, Hampton, Hampton Wick and Teddington. Prac- 
tically the whole of the system, except one small piece in Richmond 
Road, was unopposed. At the present time the system was 
worked by horse traction, but electric traction was coming 
into vogue, and the promoters proposed to use it, and intended 
to construct a large generating station in the Chiswick Road for the 
purpose. Before long, 10 miles of the system would be worked by 
electricity, and it was intended soon to work the whole of the tram- 
ways by that system. A scheme had been promoted by the company 
before the Light Railway Commissioners, and every local authority 
in the district was in favour of it. Just before the thing was agreed 
to there was opposition from the London aud South-Western Rail- 
way on the ground that the tramway would compete with their 
system, and a clause had to be inserted to meet that petition. The 
Middlesex County Council also, he was sorry to say, had petitioned 
against the Bill, although they were very slightly affected, but they 
aimed at becoming the purchasing authority in regard to tramways. 
Although that body made certain allegations which he altogether 
repudiated, he asked the Committee to give the Council only a 
limited locus. 

Mr. Norton SMITH, representing Heston, Isleworth and Ealing 
District Councils, protested against the Middlesex County Council's 
attitude, and asked that the charge of that body should be publicly 
withdrawn. 

Mr. ALLEN, representing Twickenham, and Mr. HUTCHINSON, 
made applications in a similar sense, after which the Committee 


proposed the consideration and adjourned. 


At the sitting of the Committee on Thursday, July 12th, the 
charge of the Middlesex County Council that there had been 


* 


92 THE ELECTRICAL REVIEW. 


[Vol. 47. No. 1,182, Jur 20, 1900. 


improper payments by the promoters was gone into. The allegation 
was that payments had been made to the clerks of certain District 
Councils and others. 

Lord RoBERT CkciL, Q.C., representing the Middlesex County 
Council, said the charges referred to Teddington. A sum of £70 
1s. 8d. was paid by the company to the clerk in respect of costs, and 
there was also a payment of 200 guineas to the clerk in respect of a 
light railway promoted the previous year, which, however, was 
practically the same scheme as that now before the Committce. 

After going into the matter, the CHainman stated that the matter 
did not atfect the Bill, and it must be fought out in a proper Court. 
They declined to allow the clerks of the Teddington and Twickenham 
Councils to be called to refute the charges. 

Further evidence was then given in support of the Bill, including 
that of Mr. CLIFTON Rosinson, the managing director and engineer 
to the promoters. He stated that the proposed generating station 
at Chiswick would cover about 3 acres of land, and would cost about 
£150,000. "The overhead trolley system was proposed, and the 
people in the district were favourable to it. When the lines were 
finished, a passenger could go from Hammersmith to Uxbridge, or 
from Hammersmith to Hampton Court in splendidly-equipped 
cars, which would cost £1,000 each. The Board of Trade would 
settle any dispute as to the mode of traction, and also as to the 
speed run. 


On Friday local evidence was called in favour of the Bill, and the 
promoters’ case closed. 

Mr. EARLE, representing the Middlesex County Council, then 
addressed the Committee, and urged that the payments proposed to 
be made by the tramway company to the local authorities should be 
expended in the upkeep of the roads, and further contended that 
roads in certain places ought to be widened. 

Mr. FITZGERALD explained that payments to be made to the 
local authorities were in consideration of their agreeing that 24 
years should be the term of the tramways company in respect to the 
whole of the tramways. 

Evidence was then given by frontagers objecting to the scheme, 
and Mr. C. A. BRERETON, C.E., contended that the proposed line 
was not suitable owing to the abruptness of the curves and its 
circular route. 


The consideration of this scheme was resumed on Monday. 

Mr. ‘WHEELER addressed the Committee for the frontagers of 
Richmond Road, and contended that the overhead system was 
altogether objectionable. But there was nothing definite about the 
trolley system, for there were now many schemes afloat for motors. 
He, therefore, asked that the experiment should not be allowed. 
With regard to the consents of the local authorities, he submitted 
that they did not represent pe opinion, but were gained by the 
company offering to spend large sums of money on road improve- 
ments. 

After consulting in private for some time, the CHAIRMAN 
announced that the Committee found the preamble proved, and 
ordered the Bill to proceed. 

Mr. WonsLEY TAYLOR, for the promoters, suggested that as the 
County Council had several long clauses which he thought they 
would be able to agree upon after discussion, they had better adjourn 
for a time. 

This was agreed upon, and later in the day the Committee met 
and settled the clauses. 


METROPOLITAN District RAILWAY. 


THE Select Committee of the House of Lords, presided over by 

Viscount Portman, commenced on Friday the consideration of the 

Bill of the Metropolitan District Railway Company. The petitioners 

against the Bill were the West London Railway, the West London 

Extension Railway, and the Chelsea Electric Supply Company, 

TUS opposition was directed against the electrical portions of the 
ill. | 

Mr. S. Pore, Q.C., who represented the promoters, explained the 
efforts which the company had made to substitute an adequate 
system of electric traction for the present steam traction. As the 
result of the investigation and experiments of Sir J. Wolfe Barry 
and Sir W. H. Preece, a considerable amount of success had been 
obtained, and experimental trains were now running. While the 
company had power to apply electric energy, they had no power to 
erect a generating station, and powers were now asked for to pur- 
chase a site for that purpose at Chelsea Creek. Two cables were 
proposed for the carrying of the electric energy. One, by arrange- 
ment with the local authorities, would go underground, and the 
other it was proposed to carry on the extreme edge of the opposing 
company's land. Steps would be taken to prevent any electrical 
disturbance. | 

Sir J. Могғе Barry was called, and stated that £20,000 had been 
placed at his disposal to experiment with electric traction, but so 
far no full-sized trains had been so worked. The proposed site for 
the gencrating station was a most suitable one. It was proposed to 
convey the electric energy by conductors placed in cast-iron boxes, 
15 inches by 9 inches, placed 2 feet below the surface. The electrical 
equipment was estimated to cost £500,000. 

Sir W. H. Preece, late electrician to the Post Office, gave 
evidence as to the experiments which had been made to work the 
trains of the company by electricity, the result being that larger and 
heavier trains had been so driven than ever before. His experience 
led him to believe that it would be unsafe to trust to one cable, 
hence the alternative route; with regard to which, however, they 
were prepared to give the opposing companies ample protection. 


On Monday Viscount Portman's Committee resumed the considera- 
tion of the Bill. 

Some evidence having been given in opposition to the Bill, 

Sir J. WoLFE Barry again went into the witness-box aud stated 
the objections there were to placing the generating station at 
Putney. Putney would not be so central as Chelsea Creck. 

The Committee decided to pass the preamble, and ordered the 
Bill to be reported after adjusting the clauses. 


GLASGOW District TRAMWAYS. 


On Thursday last weck, the Court of Referees of the House of 
Commons, under the chairmanship of Mr. Parker- Smith, con- 
sidered various questions of /ocus standi arising in connection with 
the Glasgow District Tramways Bill. 

It was explained by Mr. PEMBROKE STEPHENS that the Bill was 
one promoted by Mr. Murphy and others for the construction of two 
groups of electrical tramways. One group was in and around 
Paisley, and the other in and around Renfrew. Several of the 
petitions were withdrawn, but those remaining to which the pro- 
moters objected, were those of the Glasgow and Renfrew District 
Railway Company, and the Paisley and Barrhead District Railway 
Company. 

Mr PoLLOck, Q.C., for the Glasgow and Renfrew District 
Railway Company, stated that this railway was now in course of 
construction for the purpose of meeting the local wants of Renfrew, 
and as the proposed electric tramway was in opposition to it, he 
claimed the right to be heard. The proposed tramway was intended 
to be a fully equipped electric system which would carry not only 
passengers, but also parcels. 

Mr. Ram, representing the Paisley and Barrhead District Rail- 
way, also claimed a locus standi on the ground of competition. 

Mr. PEMBROKE STEPHENS contended that the competition of the 
tramways would not be great enough to justify the Court granting a 
locus standi to the petitioners. The promoters had already reduced 
their parce! limit from 500 lbs. to 56 lbs., so as to do away with the 
opposition of the railway companies. 

It was agreed to give the Paisley and Barrhead Company a locus 
on certain works’ clauses and on the clauses authorising the con- 
struction of one of the tramways in the parish of Paisley on tbe 
Greenock Road. It was also agreed to give the Paisley and Barr- 
head Railway a competitive locus with regard to three tramways in 
or around Renfrew. 


MUNICIPAL TRADING. 


At the meeting of the Joint Committee of the Houses of Lerds and 
Commons on Municipal Trading on Friday, under the chairmanship 
of the Earl of Crewe, the whole of the proceedings were occupied 
with the evidence of Mr. W. J. Jeeves, the town clerk of Leeds 
and formerly deputy town clerk of Peterborough and town clerk of 
St. Helens. 

WiTNESS went over the whole range of the subject of municipal 
trading, and said that in the items of water, gas, tramways and 
electric lighting, municipal trading had been and was the definite 
outcome of the policy of Parliament as settled by public statute. He 
was perfectly certain that the actuating motive of corporations in 
taking up gas and water and other undertakings was not a pecuniary 
one, but was for the better service of the community in matters 
which were essential to its well-being. Asan instance in point, he 
illustrated the close connection there was in large municipalities 
between the better housing of the working classes and improved 
facilities in transit by means of tramways, and personally he saw no 
possibility of solving the housing difficulty except by means of 
tramway extensions. But whether gas, water, electric lighting, or 
tramways were in tbe hands of corporations or companies, they 
should be in one set of hands. He considered that the present 
Parliamentary and departmental checks on' the introduction 
of novel and experimental powers were quite sufficient—in 
fact, the reports of the Local Government Board were really a terror 
to municipal authorities. Notwithstanding that statement, he con- 
sidered the Local Government Board reports were of great valuc. 
Experience had shown that in many cases it was necessary to sell 
or let gas or electricity fittings for the purpose of developing the 
consumption of the article. At St. Helen’s it was found that neither 
the landlord northe tenant would goto the capital expense of wiring 
the houses for electricity, though they would pay so much a year on 
account of the wiring. He did not think that that was hard on the 
traders and manufacturers of St. Helen's. He did not see why 


municipalities should manufacture such fittings which they could 


purchase from the manufacturers, but with regard to the traders, 
they could not undertake the work of the Corporation. The Cor- 
poration did not desire to compete with the retailer, and at Leeds 
the Corporation did not supply any fittings at all, although they 
supplied gas stoves. À i 

Replying to Sir W. Foster, Witness said he would not go so 
far as to say that no retailer should ever be injured by Corporation 
competition, for if it was to the good of the general community — 
as it was in some places—there should be such competition. 
Unless, however, there was a balance of advantage, he did not think 
corporations ought to undertake competition, nor did he think they 
did so. 

Proceeding, Witness went into the question of the working of 
the tramways by the Leeds Corporation, which were taken over by 
the local authority in February of 1894 only consisted of three miles 
of double line and 22 miles of single lines. Now there were 23 
miles of double line and 49 miles of single lines, while the receipts 
had increased from £43,000 to £126,000. To carry out this exten- 
sion very costly street improvements had to be effected. They 
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found no difficulty in large Corporations in getting good and com- 
ptent men to serve on the various Committees. For instance, the 
dinvturn of the Leeds Electric Lighting Company consisted of a 
eiii engineer, two other engineers, a retired manufacturing chemist, 
aod several merchants. Оп the Electrical Committee of the Leeds 
(‘crporation they had three engineers and four manufacturers. 

The Committee adjourned till Tuesday. 


The Committee met on Tuesday, the Earl of Crewe again pre- 
ailing. 

Mr. Moone Harron, town clerk of South Shields, referred at some 
leaxth to the evidence given by Mr. Swinton before the Committee, 
m which he referred to the case of Messrs. Sharp, a firm of Parlia- 
mentary agents, who offered him (Mr. Hayton) one-third of their 
N if the Town Couucil appointed them Parliamentary agents in 
connection with the Tyneside Electric Power Bill. He (witness) 
replied that he was not empowered to take any part of the fee. The 
gestion of riving the fee to the Council was never discussed. 

Vixount HAMPDEN: You spoke of the Tyneside Electric Power 
Fall. was that Bill to supply power in bulk ?—Yoes; to local autho- 
fiiic and manufacturers. 

And at a cheaper rate than you were manufacturing ?—There was 
26 ruarantee that it would be cheaper, and the scheduled rates were 
wot cheaper than the rates which were being charged by some 
sedertakings in the district, although they held out the hope that 
fev would supply cheaper. 

Mr. Gxoner Livesey, of the South Metropolitan Gas Company, 
reve evidence relating to the gas supply, and maintained that it 
was in the interests of the consumer that gas should be supplied by 
companies rather than by municipalities. 

Mr. J. KELLY, a member of the Board of Managoment of the 
Traders’ Defence Association of Scotland, a body consisting of some 
3.70) members, and containing both wholesale and retail traders, 
aid he would restrict municipal enterprise to the supply of gas and 
water. Regarding electric lighting, he said that he thought the 
citizens of Glasgow had a grievance against the Corporation in that 
they obtained a provisional order, but did not put it in force. He 
premimed their object in obtaining the order was to prevent a private 
company coming in. The public interest in Glasgow suffered from 
that attitade on the part of the Corporation, and as a matter of fact 
several private firms were forced to put up their own installations. 
He believed, too, that the Glasgow Corporation had taken up the 
telephone simply in opposition to the National Telephone Com- 
pe. They stood in the way of the company making their system 
more perfect, by refusing to allow facilities for improving it. 

Mr. SHEPHERD, a master builder, and a former member of the 
iste Metropolitan Board of Works, followed with evidence tending 
to ebow the unfairness of municipalities being allowed to indulge in 
vailding operations. | 


LIVERPOOL OVERHEAD RAILWAY. 


Tux Bill of the Liverpool Overhead Railway, which has already 
pared the various stages in the House of Lords, came before the 
Charman of Ways and Means of the House of Commons on Friday 
asd parsed. The Bill refers to the construction of new lines, 
wulesing lift, further capital powers, &c. 


BLACKPOOL, Sr. ANNE'S AND LvTHAM TRAMWAYS. 


Tun Blackpool, St. Anne's and Lytham Tramways Bill came before 
the Sclect Committee of the House of Lords, presided over by 
Vuewant Portman, on Friday. The Bill seeks to greatly extend the 
tan way between the places mentioned at a cost of £50,000, 
and to work the whole system by olectricity. It was stated that all 
the ition to the Bill bad been withdrawn, and it was accor- 
dinghy referred to Lord Morley's Committee on unopposed Bills. 


LEGAL. 


Отики с. THE ELECTRICAL UNDERTAKINGS, LIMITED. 
I» tbe Chancery Division of the High Court of Justice on Saturday 
Jaly 14th}, Mr. Justice Cozens-Hardy had before him a debeuture 
cockbolders action against the company and the trustees of the 
derd. All parties consented to take the judgment in the settled 
form with the appointment of a receivor and manager. Mr. Justice 
Coen Hardy appointed Mr. C. E. Hare receiver and manager, to 
arias manager for four months, but would not give liberty to the 
recesver to borrow £500 to carry on the business, stating that the 
parues would have to take out a summons in Chambers for that 


. 
el 


CORRESPONDENCE. 


Bicycles and Ieloles. 
May I venture to invoke the powerful aid of your 


imÉnential paper for advice ament the following matter: 
the applicability of electrical motor power. Electricity is 


* 


now used as a motive power with indifferent success as regards 
the propulsion of vehicles, and the ignition of cycle and 
other lamps, if we, the luckless owners of such articles, 
chance to be remote from a charging station; but on the 
other hand, if you chance to be within a few yards of such 
charging stations, nought could exceed the utility of elec- 
tricity, either as an illuminant, or as a motive power, and I 
daresay that not a few barbers use it for the revolution of 
the brushes used for ** hair brushing by machinery.” 

But now let me kindly ask those of your readers conversant 
with the applicability of electrical energy to be so good as to 
advise me anent the following points :— 

Can I have my cycle house (which is already illumined by 
electricity) fitted up with any sort of appliance for brushing 
my cycles and polishing them ? Surely if dentists can have 
an appliance of the sort I now have in my mind fitted up in 
their consulting rooms for drilling teeth, it ought not to be 
such a very hard matter to have a like contrivance fitted up 
in a cycle house for cleaning a cycle, seeing that ће “ bits“ 
used would never be larger than a lamp chimney brush. 
And then, again, as regards culinary operations :— 

Is there no means whereby electricity can be adapted to 
rotate the cylinders of an ice-cream-making machine ? 


Henry James Saint Benno Cunliffe, M.A., Oxon. 
New Club, Brighton. 


Destruction of Underground Cables. 


We shall be glad to know whether those of your readers 
who are in the habit of using armoured underground cables 
have found that they will not stand in certain localities. We 
must confess that we have been exceedingly fortunate in 
this respect, as, although we have armoured cables laid in 
almost every part of England, we have invariably found them 
to last well. One, however, which recently failed in insula- 
tion, was found, when dug up, to be corroded through 
and useless, The makers write to us as follows :— 


Referring to your letter of July 2nd, we have made careful test 
of the sample of the soil you were good enough to send to us, and 
find that this contains considerable quantities of sodium and potas- 
sium chlorides and sulphates, which will fully account for the 
deterioration of the lead and armouring. Considering the presence 
of these chemicals, we think the cable has stood remarkably well, 
and even now the rubber is in first-class condition. Naturally, cable 
makers cannot prevent such deterioration if they are not warned in 
advance that the soil is a dangerous one for cables. 


(Signed) THE TELEGRAPH MANUFACTURING COMPANY. 


This really opens up a most important question for con- 
tractors, if in future it is necessary to have samples of the 
earth in which the cable is laid, sent for analysis before 


the work is put in hand. 
Drake & Gorham. 
Westminster, July 13¢h, 1900. | 


The Towns’ Refuse Problem. 


I have to thank the writer of the article for his minis- 
terial unecdote, but I regret that the lesson he desires me 
to draw from same does not commend itself to me as having 
any bearing whatever upon my statements. I am not aware 
that I have misconstrued or misquoted any statements made 
by your contributor, and most certainly I had no intention 
of offending him. I am in perfect harmony with him when 
he says that the primary function of & destructor is to 
destroy rapidly and completely; further, I agree with him 
that steam raising is of secondary importance, naturally 
that must always be so, but I must again most emphatically 
repeat that with a properly designed plant, thorough crema- 
tion must inevitably produce power, and here I part company 
with your correspondent, who evidently does not think that 
thorough cremation and power production are possible, let 
alone inevitable. | 

Time will prove all things, and I cannot but think that in 
the future more extraordinary work will be done with refuse, 
it is but a natural evolution, and although to the lay mind it 
may appear inconsistent, yet one cannot get away from the 
fact that some 15 years ago when one cell produced 5 I. H. Pb. 
per hour, the refuse was not thoroughly destroyed, and 
to-day when one cell often produces over 100 1.H.P. per 
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hour, the refuse is thoroughly cremated, and a temperature 
of combustion obtained which was not dreamed of in the 
earlier days. 

I am pleased to see from this last letter by the writer of 
the article, that he does not appear to be quite so pessimistic 
as his article gave one to understand that he was, but still 
in these rapidly moving times one must admit that a 
destructor whieh only destroys refuse, and does not destroy 
same in such a perfect manner as to produce the maximum 
available power, must be altogether out of the running. 

In conclusion, I should like to persuade the writer of the 
article to visit Darwen, when ] am quite certain that every 
vestige of his pro-destructor ideas will vanish once and 
for all. 

Incineratus. 

June 16th, 1900. 


[We have also received a letter from a correspondent. who 
signs himself“ Ignoramus,“ but as it abounds in personalities 
and can serve no useful purpose in connection. with the 
controversy, we refrain from publishing it. We think also 
that the time has arrived for this correspondence to be 
closed, at all events, for the present. — Eps, Екс. Rkv.] 


1 * 


The Maintenance of Electric Motors. 

I have followed the correspondence re electro-motors in 
your journal with some interest. I have been using motors 
of all sorts and conditions for some time, and ant of opinion 
that it pays well to get a first class machine in the beginning, 
and to look after it carefully. 

Use carbon brushes in radial pattern holders, and if the 
motor is likely to be worked up to or over its full load for 
any length of time, don’t use an enclosed machine. I was 
much interested some few weeks ago in looking over the 
engineering works of a large concern where a great amount 
of electric driving is in use ; the machines were made by the 
electricity department of the same firm, and were of the 
enclosed type. I noticed that the mechanical department 
had altered the brush gear to a radial pattern, and had 
drilled large holes in the casing to allow of free ventilation, 
and I was informed that the machines were much better. for 
Lhe treatment, 

With reference to starters, it seems to be a general. com- 
plaint that there is no good starter in the market. My 
experienee is that all the starters available are rated too high 
for their work, and are very expensive in first cost. For 
anything over, say, 4 H.P. I would recommend a lightly 
rated starter with a fast and loose pulley on the shaft or 
machine to be driven; it will cost less in first cost, less to 
maintain, and probably far less current in starting. If 
thought necessary, the striking gear can be made to work 
automatically in the event of the supply being cut off. 


C. B. Callow. 
St. Helens, I. W., July 14/h, 1900. 


Pocket Battery. 


Will any correspondent be pleased to inform me of the 
lightest weight, smallest dimensions, and cost of a pocket 
battery ; and if applicable for the heating of fluid, say 
half-pint, to boiling temperature ? 

i D. B. 


- 


Railway Charges. 


I read with great interest indeed your communicated 
article in current issue dealing with the relationship of the 
electrical trade and railway companies’ charges for carriage 
of such manufacture. 

Ав a railway official of some years’ standing, and being 
engaged on the particular departmental work therein dis- 
cussed, I can fully bear out the whole article. 

The present classification is altogether inadequate to moet 
the large and rapid strides made in the electrical industry of 
recent years. 

I am also directly interested in electrical undertakings, 
and in many cases have used my own discretion. in classing 
(the consequent charges being affected by this, excepting 
special rates, an important point omitted in your article) 


consignments from manufacturers, their particular manu- 
facture being known to me, but in some cases my classifica- 
tion has been. challenged in favour, of course, of a higher 
class, and consequent higher charges; in such cases I have 
had to submit to the auditor's ruling, and act accordingly. 

As pointed out in your article, it should not be a difficult 
matter at all, for representative manufacturers with the aid 
of a qualified railway official versed in the particular tech- 
nicalities of the departmental work, and better still, if gene- 
rally acquainted with electrical. manufactures, to formulate 
some definite proposal to submit to the Railway Clearing 
House authorities and the various railway companies. 

The cost divided would be a mere trifle, and I feel 
perfectly sure that the result would warrant their taking the 
initiative in the matter, and place the trade generally upon 
a better footing than they at present enjoy. 

Equity. 


Birmingham, July 18/A, 1900. 


REVIEWS. 


Up-to-Date Domestic and Industriel Applications of Eler- 
tricity. By “ALPHA.” London: N. Rentell & Co., 
Limited. 1900. 


This is a sort of “ Alpha in Wonderland " story-book for 
the householder, describing the adventures of the author 
(* himself an electrical engineer and inventor ") in an elec- 
trical museum, which he visited the other day, in summer 
time (had he sun-stroke ?), but the whereabouts of which 
has slipped his memory, 

Perhaps it is as well. 

The wonders began at the very entrance. Here there was 
an apparatus which indicated (on pressing a button) whether 
the museum was “at home” or “ not at home —a function 
usually performed by means of a simple shutter, or a piece 
of paper pinned to the door, On pressing the same button 
again, the door opened to admit the explorer, who imme- 
diately began to take notes, The door was burdened with a 
key-alarm, a. key-hple illuminator (specifically intended for 
inebriates), an alarm letter-box, an automatic lamp switch, 
and a burglar alarm. Iu the hall, a hat polisher, an alarm 
hat-rack, a cigar lighter, an ozoniser, a snap-shot camera, a 
third burglar alarm, an alarm mat and a boot polisher, were 
inspected, The victim proceeded to examine in all abont 
260 different items, through which we leave others to follow 
him—if they choose. 

The devices range from hunting tigers and curing chil- 
blains to an electric overcoat for Polar expeditions and an 
automatic alms distributor ! | 

While a few of the applications of electricity touched upon 
may be of value, the vast majority are perfectly useless, 
except as Curiosities, while the descriptions are most meagre. 
The author's style is not too attractive ; such phrases as 
“crammed my stomach," and “that blooming bottle," are 
the reverse of choice. | 

It is said in the preface that the book serves for “educative 
(sic) purposes.” For our part, we fail to sce why it was written, 
or wlio is likely to read it. 


The Elementary Principles of Electric Lighting, By А. А. C. 
Swinton. Fourth Edition. London: Crosby Lock- 
wood & Sou. 1900. | 


This little book is intended by the author to supply the 
wants of those who, not having time to study the subject 
deeply, are yet desirous of obtaining an elementary know- 
ledge of its fundamental principles : the subject is therefore 
treated in a typically“ popular " style, and with the simplest 
language. | | | 

Elementary explanations of the more common electrical 
terms and units, and of their mutual relations, occupy the 
opening pages, after which come “ diagrammatic” descrip- 
tions of ordinary apparatus for the production and use of 
electricity, into which we need not enter, save to point out 
one or two slight errors for correction in future issues. 

For example, in the diagram of an alternate current 
dynamo on p. 29, the current is indicated as flowing in the 
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wrong direction, while in that of the direct current dynamo 
en p. 37 one of the field magnets is wound the wrong way ; 
and the incandescent lampholder, shown on p. 46, one of the 
old wooden “bottom loop” type, has gone out of use. 

No doubt the book will be of service to those to whom it 
is achiresaed, 


Біти Tramway Trachon. By А. D. GREATQREX. 
London: St. Bride's Press, Limited. 


As the preface indicates, this work consists mainly of a 


reprint of a paper read before the Incorporated Association 
of Municipal and County Engineers in June last year by the 
author, who is the borough engineer and surveyor at West 
Bromwich. The material has, however, been revised and 
bronght up io date. | р | 
There is а great deal of general descriptive matter relating 
to the various overhead trolley, conduit, accumulator, com- 
bined trolley and battery and surface contact tramways, many 
phic illustrations being reprinted from technical 
Journals, and various explanatory diagrams included. | 
The question of working costs is not overlooked, for 
figures are given showing the results obtained on the Leeds, 
Dover, and Blackpool lines. Altogether, we should think 
chin work should be of service to those who wish to obtain 
ame general knowledge regarding electric tramway systems. 


The Cyanide Process of Gold E:rtraction. By JAMES PARK. 

London : Charles Griffin & Co., Limited. 

This work having passed successfully throngh three 
editions in New Zealand, is now slightly revised and 
presented as the first English edition. As one of “ Griffin’s 
metallurgical handbooks,” it requires no.comment upon its 
grle and type. It is complete and concise, and the author, 
with a good theoretical and practical knowledge, expounds 
the general principles and practice of the cyanide process, 
sdding not a small amount of information which is both 
weft! and new. There are eight plates and four woodcuts 
illotrative of the necessary plant, all of which are well 


produced. | 

Chaps. Т. and II. deal with the chemistry of the McArthur- 
Forrest process, and show both the theoretical and practical 
influence of atmospheric oxygen upon the dissolution of gold 
in solutions of cyanide of potassium. The action of 
mparities in the ores upon such solutions is also dealt with. 

In Chaps. II. and IV. the author deals with the 
wtablishment of a works laboratory, and describes- the 
methods of experimenting required to coptrol the com- 
pation and strength of the solutions used in the works. 
Examples are given to aid the student in performing the 
various analyses, In the latter chapter some useful tables 
and constants are also included. : 

In Chap. V. are given full particulars of the construction 
ofthe appliances for cyanide extraction,” including the 
dissolving and leaching vats and extractors. These are 
taken from actually existing plants in- New Zealand and 
Australia. The costs of materials and construction of plants 
of various capacities are also given. TEL 

Chap. Vl. is devoted to “The actual extraction by 
cyanide,” and describes the general modus operands of the 
process, the latter part of the chapter dealing with the 
tee, methods of wet and dry crushing and the treatment 
of aimes. In Chap. VII. is given information relating to 
practical leaching and washing, treatment of slimes, &c., in 
New Zealand, South Africa, Australia and America, in 
which the costs of the different operations are noted. The 
umbor expresses the opinion that the States have been slow 
ш taking up the cyanide process, probably because their 
e are unsuitable, whereas New Zealand has gone ahead 
ш this respect on the reverse account. Leaching by agita- 
Gon is next dealt with in Chap. VIIL, and in Chap. IX., the 
precipitation of gold from cyanide by zinc and the purifica- 
uon of the solutions is described. Gold precipitation by 
mans of charcoal is condemned as being too cumbersome 
for actual practice, 

The electro-chemical precipitation of gold from weak 
awlutions by the Siemens-Halske process is discussed in 
Chap. X., and figures are given which compare very favour- 
ably with those for the extraction by zinc. 


In Chap. XI. a short description of the principles of those 
other variations of the cyanide process which promise 
success is given, including The Hanway Electro-Cvanide 
Method," * The Park-Whitaker Cyanide Process,” “The 
Keith Electro-Cyanide Process," and “The Sulinan-Tecd 
Process." | 

Chap. XII., upon “ Antidotes for Cyanide Poisoning,” 
gives; in addition, some useful hints upon the prevention. of 
the contamination of the atmosphere with hydrocyanie acid 
and arsenuretted hydrogen vapours in gold extraction works, 

Lastly, an appendix is added upon **Cvaniding in New 
Zealand." is 

In conclusion, we may add that the work is a valuable 
addition to the literature upon gold and silver extraction, 
and should be in the library of every metallurgical works 
and college. It is interesting to read, but is essentially a 
book of reference, and for this reason it is to he regrevted 
that the /nder is not much more complete. 


е 


THE ELECTRIC LIGHTING AND TRAMWAY 
OF BUENOS AIRES. | 


(Continued from page 65.) 

THE monocyclic generators are of the revolving field type, 
thus avoiding slip rings and brushes for the high tension 
current ; the question of insulation is also simplified, as there 
are no mechanical strains produced by the high speed of the 
armature coils. The frame of the armature is of cast-iron 
of a strong box section, into which are securely fastened the 
iron punchings of the core. Ventilating spaces between the 
armature laminations provide for a circulation of uir when 
the machine is running. The coils are set in slots and are 
held in place by wedges driven over them. The supple- 
mentary or power winding is connected with the principal 
winding at its central point in the machine, thus leaving only 
three connecting terminals. — The armature coils can readily 
be replaced in case of a burnout. The armature is mounted 
on sliding rails and can be moved to one side until the 
revolving field is fully exposed for examination: then by 
removing the shields at either side of the armature frame the 
armature coils are made accessible for inspection or repairs. 
The field structure consists of pole pieces mounted on a cast- 
steel ring and carried on a cast-steel spider. The pole 
pieces are of laminated iron, spreading at the pole face so as 
to cover a wide polar are and hold the field winding in place. 
They are attached to the steel ring by bolts passing through 
them; this permits of rapid removal of the coils and pole 
pieces if necessary. The field coil consists of a single strip 
of flat copper wound on edge so that the surface of every turn 
ig exposed to the air for cooling ; as the flat sides rest 
against each other, the entire coil forms a structure of great 
solidity. "There are 48 field coils, taking their exciting cur- 
rent through two cast-iron slip rings equipped with carbon 
brushes, which require no attention. The revolving field 
structure acts like the fan in a blower, forcing the air out- 
wards through the openings in the armature laminations. 

The steam exciters are multipolar compound-wound 
machines direct coupled to the engines. "They run at 325 
r.p.m., the output being 30 KW., at 130 volts. The other 
exciter is a dynamo of similar type and equal capacity, 
but it is driven by a 50-H.p. 8-pole three-phase motor 
through a flexible coupling, its speed being 750 r.p.m. 
The current for this is taken from two transformers with 
a ratio of 1,560 to 230, one terminal of each of which is 
connected to the power wire, the others to the outers of the 
principal cireuit ; by making the proper secondary connec- 
tions, three-phase currents with very nearly equal voltages 
are delivered to the motor. There is a starting resistance 
for the armature, which rotates with it, and is cut in und out 
by a handle which moves a sliding ring on the shaft. 

There is a six panel switchboard for the generators, four 


- panels being for the alternators and two for the exciters ; а 


little to the rear and on one side is the seven-panel feeder 
board. All the boards are of polished white marble, aud are 
supported by angle iron frames, the switchboard gallery 
being carried on a girder iron structure. 

E 
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The cables coming from the generators to the panels аге 
connected to the switchboard through a three-pole quick- 
break switch, mounted on the rear of the generator panel at 
the top, and operated by means of a handle on the front. 

All contacts are mounted on ebonite pillars and placed on 
opposite sides of a marble insulating plate, so that no arcing 
can take place between adjacent terminals. Each panel 
carries a watt-hour-meter, hot wire shunt ammeter, regulating 
rheostat handle, voltmeter switch and exciter ammeter, - 


The exciter panels are fitted with ammeters, voltmeters, | 


shunt rheostats, double-pole main switches and equaliser 
switches. 


A small swing panel carries two hot wire voltmeters, and ` 


the synchronising lamps ; one voltmeter is fed from the bus 
bar transformer connected to the generator panel for use when 
synchronising. This panel swings out at an angle from the 
board so that it can be read from any field regulating switch. 
All the electrical measuring instruments were made by 
Hartmann & Braun. 


The feeder board is divided into two equal sections, the load. 


on them being kept approximately the same through careful 
judgment in the distribution of the load in the city over the 
various circuits. Under normal conditions, when parallel 
running, these two sections of the feeder board are connected 
together by a quick-break three-pole switch. If necessary, 
however, one generator or group of generators can be con- 
nected to one half, and the other fed by another group, the 
division of the load being effected by opening this three-pole 
switch. 

Each panel of the feeder board is provided with an easily 
changeable type of fuse carrier; there are also short circuiting 
switches for the boosters. 

Above the feeder boards are four sets of three-pole double 
switches, one for each alternator, by means of which any 
alternator may be thrown on to a set of bus bars for driving 
the synchronous motors of the tramway section. 

A small panel is provided for the pilot wires running back 
from the principal stations of distribution. 

The floor in front of the switchboard consists of plates of 
one inch glass, covered with rubber matting. 

A storage battery is about to be installed as a reserve for 
excitation ; special connections will allow the station lighting 
or part of it to be fed from the same source in case of 
emergency, and the motor-driven fire extinguishing pumps 
will take their current from the battery. 

The electric overhead traveller has a span of 22 metres, 
and is capable of lifting 20 tons, the three motions being 
effected by three separate motors, controlled from a cage 
slung under the crane in the usual way. In this cage is a 
small switchboard containing an ammeter and double-pole 
switch, and alongside are the three controllers. Those for 
the travelling and traversing motions are controlled by one 
lever with a ring universal joint, so that.it can be moved in 
four directions ; the inclination of the lever from the vertical 
is followed by the advance of the traveller or the crab (as the 
case may be) in the direction of that inclination, and notwith- 
standing that there is only one lever for these two motions 
both crab and traveller can be put in motion at the same 

_time. 

The lifting motor is controlled in the same way, the con- 
troller lever being raised when the motor is to lift and 
depressed when it is to lower, so that the attendant cannot 
easily make a mistake. A solenoid in series with the lifting 
motor actuates a friction brake, throwing it on immediately 
the current is off. 

The current is collected from two trolley wires stretched 
from end to end of the building; the crab is supplied in a 
similar way from trolley wires which extend the whole length 
of the traveller. The motors are all of the enclosed type 
with consequent poles, and are fed from the exciter bus bars, 

The contract for the supply of the whole of the plant, 
including the erection, was awarded to the Union Electri- 
citäts Gesellschaft, of Berlin; they were also the builders of 
tlie dynamos and switchboards. As, however, this company 
exploits the General Electric Company's patents in Germany, 
the design of the electrical apparatus follows closely that of 
the American company. 

In the engine room of the temporary station there is a 
multipolar 500-Kw. 500-volt dynamo, direct coupled to a 
McIntosh & Seymour vertical triple expansion three-crank 


engine, running at 125 r.p.m. Its cylinders are 14 inches, 
23 inches, and 40 inches diameter x 36 inches stroke; the 
valves are all of the gridiron type, steam and exhaust being 
worked by a separate eccentric for each cylinder. ‘There are 
gridiron expansion valves on all cylinders; these work on 
the backs of the steam valves, and are driven by three sepa- 
rate eccentrics, all three being controlled by a fly-whecl 
governor. The speed is practically constant, notwithstand- 
ing the enormous and sudden variations of load incident to 
tramway service. This engine always works condensing, but 
it can, if necessary, exhaust to the atmosphere. ‘The con- 
denser is similar to those in the new station; it can take its 
water either from the river or from an artesian well, 

There are also two other tramway generators, one of 
225 kw., and the other of 100 Kw. These are belted to 
two McIntosh & Seymour’s compound tandem engines, with 
cylinders 11 and 19 inches diameter x 23 inches stroke, 
running at 230 r.p.m. : they are fitted with piston valves, 
the cut-off of the high pressure valve being controlled by a 
fly-wheel governor. These engines are also connected to the 
condenser. 

The dynamos in this station were all built by the General 
Electric Company of Schenectady, and run absolutely without 
sparking up to 20 per cent. overload. There is also a 
100-KW. monocyclic alternator of the revolving armature 
type, arranged so that it can be belted from the 100-K W. 
tramway dynamo, the latter running as a motor, taking its 
current from the tramway bus bars, or the alternator can 
he run as a synchronous motor from the bus bars in the new 
Station. This combination is used for either minimum tram- 
way load or minimum lighting load. 

In the boiler house are three Babcock & Wilcox boilers, 
fed by two Worthington duplex pumps. These boilers, 
however, are no longer in use, steam for this station being 
taken from the Belleville boilers since the new plant has been 
erected. 

In a small temporary building adjoining the new station 
there has been installed a 225-Kw. tramway dynamo identical 
with the one previously described. This one is belted off 
the fly-wheel of one of the Allis engines ; it works, however, 
in conjunction, with the other tramway dyuamos. 

The switchboards in the temporary station are of enamelled 
slate, there being five generator panels and cight feeder 
panels. "The generator panels are provided with G.E. circuit 
breaker, shunt ammeter, shunt regulating resistance switch, 
and two single-pole quick-break main switches ; the feeder 
panels contain circuit breaker, ammeter and single-pole 
switch. "There have lately been added one B.O.T. voltmeter 
panel and seven panels for boosters and negative feeders. 

There are also three 1,000-ampere watt-hour-meters for 
measuring the total output of the tramway section, and two 
negative boosters driven by shunt wound motors. 


(To be concluded.) 
—[__ 


BUSINESS NOTES. 


Book Received.— Mechanical Traction in War,” by 
Lieut.-Col. Otfried Layriz, of the German Army, and translated by 
R. B. Marston. London: Sampson, Low, Marston & Co. 1900. 


Private Bills.—In the House of Lords on Monday the 
following Bills were read a іга time and passed :—Jarrow and 
Hebburn Electricity Supply, Hastings Tramways. In the Commons 
the following Bills were read a third time:—County of Durham 
Electric Power, Lancashire Electric Power, and South Wales Elec- 
tric Power. 


Outing.—The employés of the “ Robertson" Lamp 
Works held their annual excursion on Saturday last, when a party 
of over 200, accompanied by the staff, spent a most enjoyable day at 
Hastings. | 


Trade Announcements.—We are informed by the 
British Electric Works Company, Limited, that they have appointed 
their Leicester agents, Messrs. Gent & Co., Faraday Works, to 
represent them in Newcastle and district also, where they are 
carrying on business at Highbridge. Further, Mr. S. Haynes has 
been appointed agent for Nottingham, where his address is 13, 
Castlegate. 

The premises of Mr. A. P. Lundberg, at Liverpool Road, N., were 
broken into on 14th inst., and valuable tools taken. In case corre- 
spondence may have been interfered with, customers are asked to 
write again if their letters have not been attended to, 
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Electrical Wares Exported. 
Wa gspnra JoLy lOTH, 1899. 


amsterdam... ..  .. Value 2.0 | Alexandria Value £51 
Bone .. .. .. $e 1,000 | Amsterdam.. „ „ „„ БЇ 
Nin oe ee ee ee 90 Bangkok ae ee ee ee 1-0 
Baron Arres "EN se ee 1,496 Boca . oo ee ee d ee 1,H1 
^ Elec.cable .. 909 | Bombay e >> 6 
А Teleg. wire. 964 | Brisbane va E 
... o 269 | Buenos Ayres .. .. 169 
Cape Тоша . . 5 t90 5s Teleg. mat. 914 
cr N,v .. .. бі | Caloutea .. 483 
C robo. 219 А Teleg. wire .. 260 
Czpenbagen .  .. 8 | Christchurch... . 44 
Durban .. .. — €. $77 | Colombo .. .. А 85 
Бам London Sá ‚ e  б17 Е Teleg. mat. . 85 
С тк Teleg. mai es нито 8 ш» зе i 
АР ee ee oe nhagen. Teleg. wire ee 
Hanberg .. as :. 110 | Demerara. Teleg. mat. . . 150 
Hoeg Kong .. 605 | Durban zò vs 895 
King George's Sound 67 „  Teleg. mat. А 161 
a Pe 82 | East London 412 
Ln ра ‘ (0 | Fiume А 21 
Жала RT 196 | Ghent a D 15 
armes ..... $8 | Gothenburg.. 95 és . 965 
Маат .. 5 ce co Й | Hamburg. Teleg. mat... , 920 
intend А 5 5 ^» 270 [Hong Kong.. vi e S 35 
Port Kiisabeth .. = .. 965 Liban A m ie x 10 
Ni Janeiro. Мб tons telog. Madras ee oe. ee ee 14 
wire (value nct declared) .. — Mauritius .. T . 15 
‘, $6 tons oid teleg. . Melbourne .. 111 
wre value not declaed) .. — Ostend > " na x 11 
oe . ee 40 Perth . ee ee ee . 16 
„ Toi. . 40 | Port Elizabeth eS 10 
M, Petersburg. Teleg. cable St. Petersburg M .. 250 
mat. вет № 966 Shanghai... 28 as .. 187 
Beckholm .. 9 10 Teleg. mat. , 128 
Spdasy Өр ` sa. VA 28 Stockholm. Teleg. mat. š 225 
е Teleg. cable 668 Sydney ee ee ee e 146 
Valparaiso ee ee oe oe 50 
Yokohama .. č oe . 849 
Tow  .. £9,454 Total  .. £8,266 


Foreign Goods Transhipped. 


| Melbourne. Telephones Value 248 


Bankruptcy Proceedings.—A receiving order has been 
made against Leonard Francis, electrical engineer, Southwold, on a 
mediturs petition. The first meeting of creditors and public 


examination are arranged for July 21st at Norwich and July 24th at 


Yarmouth respectively. 
Notice is given of release of trustee (Mr. E. T. Peirson) in the 


cese of H. J. Wimshurst, electrical and motor-car engineer, 


Coventry 

Ata sitting of the London Bankruptcy Court held last Wednes- 
dss, before Mr. Registrar Gifford, Fredk. George Wm. James 
Adams, electrical engineer, lately carrying on business in partner- 
“Шр at 24, Newman Street, Oxford Street, W., as Downie. & Adams, 
spplied for an order of discharge. Mr. E. L. Hough, senior Official 
Ш-еїтег, reported that the bankrupt failed in September, 1899, 
«€ returned a liability of £1,000 due to his father. 
wiedoled liabilities of £2,142 7s. 9d. due from the firm of Downie 
url Adams, but treated them as not expected to rank on the ground 
thas the firm was not insolvent. That, however, was not the case, 
ы fran the examination of the Official Receiver it appeared that 
te value of the partnership assets, which consisted only of certain 
took debts, was small and far below the amount of its unsecured 
indettedness. Proofs of debt were made for sums amounting to 
4101 14« Id., and included a claim to £1,000 by the bankrupt's 
tber. So far as the Official Receiver could judge, the bankrupt 
tad underestimated the outstanding indebtedness of the firm 
tl Downie & Adams by about £200. No realisable assets belonging 
tu the bankrupt were disclosed in the statement of affairs, and only 
4. 8d. wae realised. The bankrupt and a partner, in February, 
IN. with £1,000 capital, which was provided by the bankrupt, who 
obtained it on loan from his father, commenced business as electrical 
engineers, under the style of Downie & Adams, at Bush Lane House, 
Cansen Street, E.C., but in June, 1897, removed to, 24, Newman 
Suet, W. In Jan , 1899, in consequence of a quarrel, his 
partner ceased to attend to the business, and except for a short time 
ta March, 1899, did not afterwards take any part in its management. 
In July, 1899, the bankrupt, being in difficulties, surrendered the 
base of the premises, and abandoned the business. He had pre- 
rely handed a large part of the stock to pressing creditors, and 
tad wid other stock at much less than cost to his father for £180 
Stich was paid to pressing creditors), whilst the fixtures and 
remainder of the stock were left ou the premises against rent due. 
Tae bankrupt attributed his failure to loss (in consequence of bad 
бела made by the firm) of the capital contributed by him to the 
partnership, and to the unauthorised drawings of his late partner. 
He had alleged that it was only in June, 1899, that he became aware 
аі be was insolvent, and that the fact was brought to his knowledge 
гт tus inability to get in the partnership debts, and by his partner's 
*ftsa) to refund £696 which he (bankrupt) contended had been 
mpr perly withdrawn from the firm. No liabilities were con- 
тыта subsequent to June, 1899. The offences alleged by the 
ial Receiver were insufficiency of assets to pay the creditors 10s. 
.L the £, and imperfect book-keeping. The bankrupt, in putting 
„ward tbe application, said the failure was entirely due to his 
anners action, and it was hard that he should be called upon to 
«fer igmominy for the fault of another. His Honour upheld the 
(62121 Receiver's report, and imposed a farther suspension of two 
теда | 


Liquidation. — The Brockie-Pell Arc Lamp, Limited, 
kw pewed resolutions winding up voluntarily for the urpose of 
re»ustroction. Mr. D. F. Basden, of 33, St. Swithin's Lane. E.C., 


8 nume of the new company will be the same as 


Pinkney's patents), and their horizontal steam engines. 


He also 


Catalogues and Lists,—Messrs, Arthur Cort & Co., of 
Camberwell New Road, have issued a wholesale price list of insula- 
ting hard or flexible fibre for electrical, tramway and various other 

Ses. 

The British Westinghouse Electric aud Manufacturing Company's 
circular No. 1,028 (July, 1900) is devoted to rotary converters. "l'he 
work they have to do, their mechanical construction, and other 
matters of general and descriptive interest, are gone into, and 
& number of views of converters supplied to various power stations 
in America are given. 

An illustrated price list of "Improved " electric fan motors for 
desk, wall and ceiling use, for continuous or alternating supply, 
comes to hand at a convenient moment from the Improved Electrie 
Glow Lamp Company, of Queen Victoria Street. There should be a 
good demand for cooling fans if the present hot weather continues, 
and no doubt this newly constructed company will secure its sliare 
of the business. 

From Messrs. Tangyes, Limited, there come to hand some 
exceedingly neat lists relating to their gas engine (“Otto " principle, 
A third (the 
Pactors’ catalogue) illustrates and prices a variety of pulley blocks, 
hoisting crabs, lifting jacks, engine governors, pumps, steam traps, 
and other steam and mechanical apparatus. All ofthe lists are well 
illustrated, and the general arrangement, good printing and 
enamelled paper, combine to produce very presentable catalogues. 

The Atlas Carbon and Battery Company, Limited, of Ewer 
Street, S.E., are sending out a booklet giving a few particulars and 
prices of their Dania " dry cells, aud the claims which they set up 
for them. | 

Messrs. Veritys, Limited, are circulating lists of their Lundell 
motors u to З H.P., which they are pushing with a view to super- 
seding gas engines in priutiug and other factories. The rising price 
of gas is the great argument by which a change is advocated. 

Messrs. Bergtheil & Young send us an illustrated list of the 
* Bandy " electric fans aud ventilators for continuous and alternat- 
ing supply. 

For NSale.—The Leeds Corporation electric lighting 
department offers & considerable quantity of second-hand high 
tension india-rubber cable for sale. Inquiries should be addressed 
to the department, 1, Whitehall Road, Leeds. 

The Whitechapel District Board of Works are inviting tenders 
for the purchase of an electric lighting set (12-H. p. Stockport gas 
engine, and 100-volt compound-wound Castle dynamo, belting, 
switchboard, &.). See Official Notices” to-day. 


Turbo-Alternators for Frankfort.—The newly-formed 
Brown-Boveri-Parsons Syndicate have received an order from the 
Frankfort Corporation for a 4,000 m.P. turbo-alternator for the 
extension of their central station, the actual capacity of 
which is four 500-kw. units and two 1,000-kw. units, while two 
more 1,000-x w. units are being erected. It is interesting to note in 
this connection that, although a single-phase plaut, yet the total 
capacity of the motors connected to the Fraukfort mains exceeds 
5,000 H.P., which is the best possible proof that a properly propor- 
tioned single-phase installation compares favourably with others 
even as regards power distribution. At all events, there is no town 
in England which can show a motor load approaching that of 
Frankfort. The fact that the Fraukfort Corporation, acting on 
the advice of their resideut aud consulting engineers and on the 
report made by a committee of eminent engineers, have decided 
to adopt steam turbines spenks well for these geucrators, the 
more so because all the machines installed in the Frankfort central 
station up to the present were built by the most renowned Conti- 
nental firms. The turbo-alternator which has been ordered will run 
at a speed of 1,360 revolutions per minute, giving current at a 
pressure of 3,000 volts. It will be capable of giving its full output 
of 4,000 H.P. when working on an inductive load having a power 
factor of 80 per cent. The alternator will be provided with a 
special winding, by means of which it can be made to geuerate 
three-phase current, in which case its output will be 5,000 H.P. The 
set will be by far the largest turbo-alternator ever made, and, 
moreover, will rival in power the largest reciprocating steam 
engines ever built for direct connection to electrical machines. 


Ventilation.—We have before us a small pamphlet on 
“ Upward v. Downward Ventilation," in which appear extracts from 
а report prepared by Prof. S. Н. Woodbridge, on the ventilation of 
the Capitol, Washington, U.S.A. Experiments at the Berlin new 
House of Parliament, showed the down-draught ventilation to be 
inferior to the up-draught system, which Prof. Woodbridge considers 
is in every way effective if properly arranged. The paniphlet also 
contains excerpts from the report laid before the U.S. Congress by 
the Government Commission on ventilation, in which the relative 
merits of the two systems are discussed. The publishers are Messrs. 
Robert Boyle & Son, Limited, of Holborn Viaduct. 


ELECTRIC LIGHT AND POWER NOTES. 


Barking.—The Local Government Board will not allow 
the Council to bring forward to this year’s accounts the deficit on 
the working of the electricity undcrtaking to March 31st. The 
Lighting Committee has deferred for the present the question of 
dealing with the deficit. 
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.Bath.— The Electric Lighting Committee has passed a 
resolution in favour of giving a commission of 1s. for every lamp 
installed by wiring contractors, provided that they have their own 
premises wired and employ canvassera. 


Calcutta.— In the first 3} months of the present year, 
the Caleutta Electric Lighting Company has. supplied almost the 
same number of units as in eight months of last year, and the demand 
is increasing so rapidly that the company has just doubled its capital. 
This, says the Times of India, is a more satisfactory story to tell 
than that which is furnished in Bombay, where the committee of 
the Corporation having played with the subject at various meetings, 
has adjourned for six months to see if the municipality can squeeze 
a share of the profits out of any undertaker who is willing to bid for 
the concession. We see no trace of this huckstering disposition in 
Calcutta, where the company have obtained from the Government 
of Bengal an extension of their concession to 42 years. Already 
there is so large a demand for power for working fans and punkahs, 
that the Calcutta company anticipates that this will more than make 
up for the falling off in the requirements for lighting in the summer 
months. 


Castle Donington.—4A scheme is on foot to utilise the 
water power at King’s Mills for electricity supply to Castle 
Donington and the neighbouring towns and villages. It is estimated 
that 500 H. P. is available. 


chatham.—At a meeting of the Corporation last weck 


the report was read of a committee which had been appointed to con- 
sider a proposal to purchase the plant, &c., of the Chatham Electric 
Lighting Company. The committee had met the chairman and 
directors of the company and discussed matters, and now asked that 
an expert should be employed to make a valuation. This was 
agreed to. 


Cupar Asvilum.—The Fife and Kinross Lunacy 
Board has considered Bailie Mackenzie’s report on the electric 
lighting of the Asylum, the initial cost of which is estimated at 
£3,150, and has decided to obtain specitications and estimates. 


Dorking.—The increased price of gas has led the Council 


to resolve to transfer its electric lighting provisional order to a com- 


pany, and tenders are now being invited therefor. 


Dublin.—4A serious breakdown occurred in the electricity 
supply over a large part of the city last week. The cause was not 
divulged. 


Dunstable.—Two notices of intended applications for 
provisional orders have been received by the Town Council. These 
are from the North British Electricity Supply Company, and 
Messrs. F. T. & A. Garrett & Co., a local firm of electrical engineers. 
These applications have had an excellent effect upon the Council, 
who are now going to seriously inquire—through a committee 
which has been specially appointed—into the probable cost of an 
electricity undertaking, and the desirability of applying for a 
provisional order for municipal working. It seems certain that a 
scheme will be taken in hand cither by one of the applicants or by 


_the Council itself, for as well as the pressure which private enter- 


prise is bringing to bear upon the Council, there has. been a con- 
siderable increase made in the charges for gas by the local gas 
company. Messrs. Garrett's provisional order if granted, would 
cover supply to the adjoining urban district of Upper Houghton, 
and the population of the two districts is about 7,000. There are 
several important private installations running in the neighbourhood, 
including an electric light and power plant at Messrs. Waterlow 
Bros. large works, a lighting plant in the engineering works of 
Messrs. J. Harrison Carter, and Alderman F. T. Garrett (ex-mayor, 
who is now promoting the order for which a local company is 
proposed) has had a gas engine plant for lighting his own premises 
and workshops for some years past. 


Folkestone.~—The Electricity Supply Company proposes to 
adopt high pressure transmission from its outside generating station 
to transforming sub-stations in the town, distributing from these on 
а 420—210-volt three-wire system. 


Gloucester.—The formal ceremony of switching on the 
electric light was performed yesterday by the Mayor (Mr. Frank 


Treasure). 


Horsham.— The Local Government Board has asked for 


plans and further particulars of the Council's scheme, for which it 


proposes to raise £15,000. 


Italy.—4A central electric lighting station has just been 
completed at Laurea. Water-power is utilised by Riva turbines of 


300 H. P., driving continuous current *dynamos, supplied by Messrs. 
Gadda & Co., of Milan. 


Kelsall.—There is an electric light project on foot in 
this village. 


Kilmarnock.—The Secretary for Scotland has decided 
to hold a local inquiry with regard to the application by the Town 
Council for a provisional order for borrowing powers to tle extent 
of £50,000, of which it was proposed to spend £30,000 on electric 
lighting, and £20,000 on the extension of the gas works. The 
Council has decided to withdraw the present application for a pro- 
visional order, and has instructed the ditferent committees to report 
asto what sums are required for their respective departments, so 
that à new provisional order may be applied for in the autumn. 


‘for electric lighting purposes. 


Lancaster.— The Local Government Board has sanc- 
tioned the Council's application for £20,000 loan for electricity 
plant extensions. 


Leamington.—July 13th was the last day allowed the 
Corporation by the Board of Trade under the Electric Lighting 
Order, provisionally granted to them in the session of 1899, to come 
to an agreement with the Midland Electric Light aud Power Com- 
pany. No such agreement having been arrived at, the Corporntion's 
order lapses, and the Electric Light Company secures a provisional 
order. 


Limerick.—Mr. P. C. M‘Cowan, Local Government Board 
inspector, held an inquiry last week into the application of the 
Borough Council for a lean of £20,000 for the purpose of providing 
an electric installation for the lighting of the city. 


London. —SuonEprrceu. — The Finance Committee 
reported at a meeting of the Vestry on Tuesday having considered 
the following report of a special sub-committee appointed to con- 
sider the question of outstanding accounts :— 

Your Committee beg to report that in accordance with the resolution of June 
25th, 1900, they have held three meetings for the purpose of investigating the 
outstanding accounts due to the Vestry as directed. The officers concerned were 
examined ав to the outstanding accounts in 91 cases, 42 being for electricity 
supply, 16 for wiring and fitting work, 5 for dust destruction, 21 for removal of 
trade refuse, and 10 other debtors for amounts due to different departments of 
the Vestry, the total being £879 7s. 8d., of which £96 8s. 11d. has been recovered 
through the action of your sub-committee. Directions were given in a number 
of cases for proceeding to be entered into by the Vestry clerk to recover the 
amounts, whilst sums amounting to £41 Os. 10d. were ordered to be written off 
as bad debts, the remainder being now in progress of collection. Your Com- 
mittee are of opinion that the Standing Orders of the Vestry, with reference to 
the receipt of all moneys payable to the Vestry, should be fully exercised by the 
Finance Department. _ 

The Finance Committee recommended the Vestry to adopt the 
following recommendations :— 

1. That it be a Standing Order ofthe Committee that in.the first week of each 

uarter the accountant shall prepare а list of outstanding accounts in ali 

epartments for the quarter before the last, and that the Vestry clerk take 
immediate action to recover the same. 

9. That in the opinion of your Committee it is unde-irable that credit 
accounts should be allowed in the case of small companies and others whose 
commercial standing is doubtful, without satisfactory references being given, or 
inquiries made through a trade agenoy, or a substantial deposit taken. g 
After considerable discussion the matter was adjourned for a 
month. - 

Lonpon County Councin.—The Council at the meeting on 
Tuesday resolved to lend £30,500 to the Whitechapel District Board 
The adjourned report of the Asylums 
Committee was again submitted in reference to the proposed central 
station for the supply of water and electricity to the asylums to be 
erected on the Horton estate. After some discussion the Council 
approved the scheme, and an expenditure of £39,000 for carrying 
out the work. The electric lighting scheme wil] comprise an instal- 
lation of 3,800 lamps, equalling 8,187 lamps of 8-c.P. It will also 
provide the current for 16 motors, varying in size from 22 B. H. P. to 
1 B. H. v., which will supply the motive power for water pumping, 
driving laundry machinery, bread-making machinery, ventilating 
fans and workshop tools, &c. The system proposed is the three-wire 
system with a voltage of 400 between the outer conductors, but in 
all rooms occupied by patients and staff the voltage is by a duplica- 
tion of the wiring limited to 200, and this will also prevent a 
failure of light should one of the conductors break down. 


Maidstone,—The District Council has decided to separate 
the scheme fora combined dust destructor and electric light works, 
and to, at present, have the latter only, the total cost being esti- 
mated at £35,000. 


Manehester,—Mr. H. H. Law, M.LC.E. held an 
inquiry last week on behalf of the Local Government Board relative 
to the application of the City Council for sanction to borrowiug 
powers for £189,890 for electric lighting purposes. 'The deputy 
town clerk informed the inspector that the application was made in 
accordance with a resolution of the Council adopted in March, 1899, 
to ask for powers to borrow £500,000 for electricity purposes. The 
plans and details of the schemes for the expenditure of the whole of 
that sum were not yet ready, so that the Corporation only now asked 
for £189,890 for that portion of the work—a generating station—of 
which plans and details had been supplied to the Local Government 
Board. Mr. C. Н. Wordingham, the electrical engineer to the 
Corporation, stated that the demand was growing nt a rapid rate. 
In 1898 the demand increased by 31 per cent. and in 1899 by 43 
per cent., and the existing plant was fully occupied. They hoped 
to have the first three sections of the city tramways ready towards 
the end of this year, so that, as there was often considerable delay in 
the delivery of electrical plant, it was imperative that this applica- 
tion should be made. "There being no opposition, the inquiry was 
closed. BE. 


Nuneaton.—The Local Government Board has granted 
the District Council's application for leave to borrow £106,000 for 
electric lighting purposes so far as regards the purchase of the exist- 
ing company's undertaking at a cost of £8,000, but has deferred 
sanction to the remainder of the loan until the Council has obtained 
expert advice on the proposed alterations and extensions. 


Penistone.— The District Council is considering the 
adoption of electric lighting. 


Poplar Sick Asylum.—The managers have decided to 


adopt electric lighting, and to invite Mr. Warden-Stevens to state 
his terms. | 


——————————————————— ———————————————— 
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Provisional Orders are to be sought for— ' 
Azur ur. —By a local company. 
Anemrerpvy.—By the North British Electricity Supply Company. 
Bbusmuuwnrr.— Ву the North British Electricity Supply Com- 


enun By Edmundson's Electricity Corporation, Limited, 
and tbe Richmond (Surrey) Electricity Corporation. 

Саххоск. —Ву the North British Electricity Supply Company. 

(m- Ву the Ventnor Electric Light Company. — 

Curry.—Br the North British Electricity Supply Company. 

COLLEX.— Ву the North British Electricity Supply Company. 

.Do N. — By the Middlesex and Hertford Electric Lighting 
and Power Company. ; 

ExrtELD.—By the Middlesex and Hertford Electric Lighting and 
Puwer Company; Edmundson's Electricity Corporation; and 
the Electric Light and Traction Company. | 

PrscuLEv.—By the Middlesex and Hertfordshire Electric. Light- 
ing aud Storage Company. узш тшк l 

Furnss.— Ву the North British Electricity Supply Company. 

Garespro’.—By the North British Electric Light Supply Com- 
pany, and the United Electric. Light and Traction Company, 
Limited. 

HrrkxsBCRGH.—By the North British Electricity Supply Com- 
pany. The burgh will oppose. . 

Нкахк Bay.—By Messrs. J. W. Manly & Co. 

Lanas.—By the North British Electricity Supply Company. 
KrwscucH.—By the North British Electricity Supply Company. 
There is a considerable amount of water-power in the district. 

Ріухьв. —By the North British Electricity Supply Company. 

Praastey.— By the Shirebrook Colliery, Limited. 

Pcusgy.— By the Northern Counties Electric Supply Company. 
The District Council will oppose. | 

Шснмоир (Yorks)—By the North British Electricity Supply 
Company. | ' 

RIcKMANSWORTH.—By the North Metropolitan Electrical Power 
Distribution Company, Limited, and the Middlesex and 
Hertford Electric Lighting and Power Company. 

Rrsroxs.— By Messrs. Tahourdius & Hitchcock. 

RUYHERGLEN.—By a company. a 

Rrrox.—By the Tyneside Electric Power Company. 

Sr. Margarets (Doves).—By Mr. E. Н. Shaw. | 

ости BaxK.— By the Northern Counties Electricity Supply 
Company. | O ; 

Sr214Xx24ER.— By the North British Electricity Supply Company. 

Sra.arFoRD-ON-A хом. — Ву the United Electric Light and Traction 
Company, Limited. | е , 

SwaxAGE.—HBy the North British Electricity Supply Company, 
and the Bournemouth and Poole Electricity Supply Company. 

TrrrESHALL.—By the Midland Electric Corporation for Power 
In«ribution. (Council has appointed a Committee to consider 
the question of electric lighting generally.)  : 

WIA D AND District.—By the County Hlectricity Supply 
Company. 

WaszsLEy.— By the South Lancashire Tramways Company. 


Whyl.—It is suggested that steps be taken to provide for 
mere mqnirements of the electric light works at au additional cost 
‚ € £316. The matter has been referred to the committee. 


Leaſord.— The District Council's provisional order has 
"-rired the Royal assent, and Mr. B. Smith, the engincer, having 
~ mated the cost of the clectrical installation at 46, 500, the 
"^€bril has resolved to petition the Lecal Government Board for 
tower to borrow £7,000. | 


Seath Shields.—A Local Government Board inquiry 
эпе beld last week with regard to the application of the Corpora- 
the: for sanction to borrow £36,750 for electric lighting purposes. 


Seuthampton.—The increased demand for energy has 
rendered additions to the business staff necessary. "OUT S 

Neuthport.—Thc report submitted by Mr. C. D. Taite, 
e etrical engineer, shows that during the past year a net profit of 
21.779 has been earned, as against the previous year's profit of £2,027, 
hn the difference in the price of coal more than accounts for the 
mixtion in the net profit. The gross profit was £6,381, equivalent 
te à return of 6:3 per cent. on the capital invested at the end 
cf tbe vear; £2,521 of this sum was required to meet the interest 
Dres. and £2,083 went towards the sinking fund. Of the surplus 
4 £1,779, as much as £1,500 was devoted in aid of the rates. 


Ntafford.—[l,ast Friday Alderman Wright intimated to 
“ғ Council that the supply of electricity during the month had 
aged 376 per cent. as compared with the corresponding month 
A h year. | i. CAE m 

Swindon.—Last week Col. J. T. Marsh, R.E., held a 
iseal Government Board inquiry respecting an application made 
'* te Swindon New Town District Council for power to borrow 
пе «m of £3,100 for the purchase of Eastcott farmhouse and 
' 1d. mra, where it is proposed to erect an electric light and traction 


The Board of Trade and Provisional Orders,— 
12 the House of Commons on 12th inst;, Mr. Lough asked the Presi- 
"t" ef the Board of Trade whether he would explain why the 
Бат} of Trade insist on all transfers of electric lighting orders to 
mans being in а standard form, and refuse to allow variations 
Tured by local conditions; also on what grounds they refuse to 
a.w the insertion of agreed provisions for the reduction of the 
‘aumum price either for public or private lighting; and whether 
е woeld consider the desirability of relaxing these departmental 
mæ Mr. Hanbury, replying for Mr. Ritchie, said that the Board 


of' Trade do not consider that deeds of transfer under electric 
lighting orders should contain any provisions other thin those 
which are consequential on the substitution of a company for a local 
aut 1огіќу as undertakers. To go beyond this is to provide under 
the colour of a mere deed of transfer for matters which really 
require the approval of Parliament. Transfcrees are placed in 
exactly the same position with regard to price as they would have 
been had they obtained an order originally. The price for a public 
supply is left to agreement, or, failing agreement, to arbitration. 
The price for a private supply is not specifically fixed, but is left as 
in the order, subject to à maximum which may be revised periodi- 
cally by the Board of Trade on the representation of the local 
authority. He saw no reason for altering the existing practice. оо 


West Bromwich.—The foundation stone of the Cor- 
poration electricity works, which are to cost about £30,000, was laid 
‘on Monday by the Mayor. The works are situate on the main road : 
at Black Lake. 


Western Valleys (Monmouthshire).—A suggestion has 
been made by the Abercarn District Council for a conference of 
all the Western Valley Councils to consider the advisability of a 
joint scheme for lighting the Valley with electricity. The matter 
appears to be taken up with energy, and deputations from the 
Councils concerned will probably attend the Conference when 
arranged. . T 


терр аралары» 


^ 


ELECTRIC TRACTION NOTES. 


Bath.—The Council has given conditional assent to the 
company electric tramway scheme. A committce recommended, 
and the Council has adopted its recommendation that macadam up 
to the rails would suffice, subject to the promise to lay wood pavc- 
ment down if required by the Council from two years after con- 
struction. £100 per mile is the sum arranged for the maintenance 
and repair of the roads paved with wood, to commence from the 
opening of the tramway. 


Bermondsey.—The clerk reported at a meeting of the 
Vestry that a-letter had been received from the London County 
Council announcing the intention of the Council to apply in the 
next session for powers to construct tramways for a conduit system 
of electric traction along the new Tower Bridge southern approach 
now in course of construction. а v à 


Buenos Ayres.—The chairman of the Buenos Ayres 


Grand National Tramways Company, Limited, says that he and his 
colleagues on the board are strongly opposed to any change from 


the existing system (borse traction) to electric traction. In course 


of time it might be proved that electric traction in Buenos Ayres 
was the right thing, but he had grave doubts about that. The 
heavy cost of repairs and of coal in Buenos Ayres must make it very 
difficult for electric traction to compete with “the extraordinarily 
cheap " horse traction that they had there. The gross receipts per 
mile run for the past year were 7˙64d., and the expeuses 587. 


Cradley Heath.—The Board of Trade inspection of this 
line took place on 14th inst. А trial run was made last week. 


Dundee.—The Board of Trade inspection of the electric 
tramways on the Perth Road route took place on 12th inst. The 
system was to commence regular running the following day. 


Eastbourne.— An electric tram scheme is on foot for a line 
to start from Willingdon Railway Station, or from Polegate or 
Berwick for the conveyance of passengers to Beachy Head and 
Birling, where there isa good deal of suitable building land. There has 
been considerable oppowitiou to tramways here, but it is hoped 
that the eyes of the inhabitants will be opened to the advantages to 
be gained by a good tram service in so famous а holiday resort. 


Gosport.—At the last meeting of the District Council a 
letter was read from Mr. A. W. White, J.P., manager of the local 
tramways, stating that under the legal interpretation of the 

urchase clause of the Act, it was impossible to obtain money for 
the extension or improvement of any kind of tramways constructed 
under that statute, aud thus wherever it applied matters must 
remain as they had during the last 10 years—in a state of stagna- 
tion. Mr. White continued :— 
: anv would think of extending or expending any money upon a horse 
bius in 120 of the advance now being wade in electric traction: and to 
convert the ‘Gosport tramways for electric traction and make the necessary 
extensions would probably cost from £80,000 to £40,000, and I suggest that your 
Council should decide whether they intend to acquire the tramways and work 


them as а corporate undertaking ; and, if not, whether they would be prepared 
to епо int oa un -ertaking with the company to promote a Bill in Parlia- 


ment for the conversion and extension of the tramways upon a basis which 


‘would to some extent justify the company in the risk of the outlay. If sucha 


course is adopted, I see no reason why Gosport should no. have the advantages 


of electric traction concurrentiy with Portsmouth. 
The letter was referred to the Roads and Works Committee. 

Moss Side.—At a meeting of the Moss Side (Manchester) 
Urban District Council it was decided to make application to the 


. Local Government Board for sanction to a loan of £12,000 for 


relaying the tramliues in the district, so as to make them suitable 
for electric haulage, and a further sum of £3,000 for repairing the 
. sides of the rails. | 
Paris.—The Financial Times remarks that it would 
appear that almost as much time will be occupied in the construc- 
tion of the Metropolitan Electric Railway iu Paris as has been 
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devoted for several years to the definite elaboration of the scheme. 
Of the total length of 42 kilometres the first section of 14 kilometres 
was expected to be opened for traftic on the occasion of the national 
féte just celebrated. The railway, which is being constructed on 
behalf of the Paris Municipal Council, is being equipped and will 
be worked by a company, but both parties are experiencing delay 
iu the delivery of the constructional materials on the one hand, aud 
rolliug stock and generating plant on the other, thus allowing the com- 
pany only to provide a limited service for the completed portion of the 
railway, upon which 22,000,000 francs has already been expended. 
The work of constructing the remaining 28 kilometres of line has 
not yet been commenced, and as the necessary money has still to 
be provided and voted by the Municipal Council, it 1s probable that 
& year or so will elapse before the building of the outstanding 
mileage is put in hand. 


Rhyl.—It is understood that the contracts for the electric 
light works have been signed and scaled, but a letter has been 
received by the town clerk from the Rhyl and Prestatyn Light 
Railway Company relative to the proposed extension of the electric 
tramway through Rhyl. In the letter it is stated that the necessary 
notices have been issued, and that every effort is being made to hold 
the inquiry at an early date, in order that the scheme can be com- 
pleted and iu working order by April 1st, 1901. 


Southampton.—The engineer having pointed out that | 


the quay crane feeders must be overhauled and nsulated before the 
Harbour Board can be supplied from the tramway system, the Town 
Council have adopted his recommendation that he be allowed to 
expend the whole or a portion of £500, which was set aside for 
this purpose, as he may think necessary. 


Swansea.— The Corporation is engaging the necessary 
expert witnesses to appear in favour of the application to the Light 
Railway Commissioners for power to construct tramlines in the 
borough, as the Tramways Company 1s opposing the application. 


TELEGRAPH AND TELEPHONE NOTES. 


Aberdeen Telephones.—The Council has been consider- 
ing whether to grant the National Telephone Company way leaves 
for laying underground wires. The Finance Committee is going 
iuto the matter. 


Brighton Telephones.—The Hove Town Council has 
referred to the Legal and Parliamentary Committee the subject of 
the municipal telephones, raised by the Brighton Town Council in a 
letter asking the Council to consent to their application to the 
Postmaster-General for permission to establish a system of public 
telephone communication. The committee has been authorised to 
confer with any applicants and obtain expert advice or assistance if 
thought desirable. 


Chinese Telegraphs.—In reply to Sir Charles Dilke in 
the Commons on Tuesday, the Chancellor of the Exchequer said 
that the proposed cable to Wei-hai-Wei is not to be laid from 
Gutzlaff but from the Saddle Islands, which are some 30 miles 
further seawards. The Great Northern Company has no station on 
these islands. Arrangements will be made for the working of the 


cable by a British staff. Negotiations are in progress with the 


Easteru Extension Telegraph Company as to the ownership of 
the cable. Pending the result the company will lay and work the 
line. | 

The Times Shaughai correspondent telegraphs on 12th inst. that 
telegraphic communication with Chifu was interrupted. The line 
was damaged at a station between Chifu and Wei-hsien, the point 
whence the branch line runs to Kiao-chau. The administration 
is sending a repairing party from Chifu. 


Dover Telephones.— Last week the Council had before 
it the report on a municipal telephone exchange, and after some 
discussion adjourned the approval sine die. It was recognised that 
the municipality was not in a position to do the work, and, further- 
more, they would have no connection with other towns if they did. 
Alderman Pepper thought the dissatisfaction with telephone 
employés would be increased tenfold if they had their own service. 
They ought to be content with what they were doing, instead of 
rushing into all sorts of trading capacities for which the munici- 
pality was not meant. 


Indian Telegraph Tariff.— Last week Lord G. 
Hamilton said in the House of Commons that he could not as yet 
state when the proposed reduction in the telegraph rate to India 
will take place. The consent of various parties has to be obtaincd, 
and for this time is required ; but I am not aware that any difficulty 
has arisen in the negotiations. 


Manchester.— Ata meeting of the Telephones Committee 
of the Corporation on Tuesday, a letter which had been received 
from the manager of the Natioual Telephone Company, in reply to 
the suggestions made by members of the committee that the company 
should sell their plant in the Manchester telephone area to the 
Corporation, was read. The reply was virtually a negative, but a 
counter proposal made on behalf of the company will form the 
gubject of an interview. 


The Pacific Cable.—In the House of Commons on 
Tuesday, 12th inst., Sir E. Sassoon (Hythe) asked the Secretary of 
State for the Colonies whether the Pacific cable board had now 
definitely decided to commence the laying of their cable. Mr. 
Chamberlain, in reply, said, “ The various Governments interested 
have accepted the recommendations of the Pacific Cable Committee, 
and tenders for the establishment of the cable will be called for 
immediately.” 

Following this announcement came the advertisement inviting 
tenders for the manufacture and laying of the 5,272 nautical miles 
of cable. The advertisement appeared in Friday's papers, and is 
given under Contracts Open“ this week. 


Niberian Telegraphs.—Reuter’s agent at St. Petersburg 

stated on 12th inst.. 
It isofficially announced that traffic on the Great Siberian J'elegraph line has 
lately been interrupted owing to daily thunderstorms and to damage caused by 
ales and forest fires in the Trans-Baital territory. Moreover, the unusually 
arge number of messages sent on account of events in China impedes the 
тара transmission of telegrams, which accordingly suffer a delay of several 
ys. 

Sunderland Telephones.—A deputation from the 
Sunderland Town Council waited upon the Postmaster-General, 
Lord Londonderry, in London, ou 15th inst, with reference to 
municipal telephones. Lord Londonderry expressed the view that 
encouragement and facilities ought to be given to municipalities to 
develop in this direction, and promised to give favourable con- 
sideration to any application for a license to the Corporation. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED 
BovuTH AMERICAN :— 
Cayenne-Pinheiro .. ёв as is .. Oct. 11, 1899 T 
Cayenne-Paramaribo ss „> .. Feb. 16, 1900 .. 
Pará-Maranham we - .. March 1, 1900 
Ceará-Maranbam . Feb. 20, 1900 
West Ixpizs :— 
Jamaica-Colon Sa - T . June 80, 1899 
Мо!е Bt. Nicholas-Cape Haitien.. .. March 6, 1900 
Latakia-Cyprus äs - ғә ee .. June 20, 1900 
Tarifa-Tangier as .. Jan, 3, 1900 
LANDLINE8:— 
CHINESE :— 
Tientsin-Pekin io б - а .. June 12, 1900 .. ve 
Pekin-Kalgan.. ee ee ee et ee June 14, 1900 ae ee 
Kalgan-Maimatchin 9 8 sa a .. June 80,1900  .. ay 
Tientsin, ría Shanghai... "T "А .. June 16,1900 .. 
Tientsin-Niuchwang : . June 18, 1900 


Bhanghai-Chefoo ..  ..  .. .. July 13, 1900 
SouTH AMERICAN :— 


Communications with all offices of Columbia 

beyond Buenaventura .. T - .. January 22, 1900. . 
Ecuador landlines ae ee oe ee oe March 13, 1897 se 
Landlines south of Macahé (Brazil) April 25, 1900 


Communication “ria Hanekine” interrupted 
on Persian territory T T T .. Feb. 94. 1900 
Baigon-Bangkok - © is 12 .. July 13, 1900 


Wireless Telegraphy and Lighithouses.— Speaking; 
in reply to Sir J. Colomb in the House of Commons on 13th inst., 
Mr. Ritchie said that he understood that the experiment of 
establishing electrical communication with the East Goodwin light 
vessel was regarded as successful. The experiment having been 
completed the apparatus was removed, and the whole question of 
electrical communication with light stations has been referred to an 
inter-departmental committee. "He was not aware of the name of 
the receiving office in Germany with which the Borkum light vessel 
is in communication, and was, therefore, unable to state tho distance 
between the office and the vessel. The distance between the [Hast 
Goodwin light vessel and the receiving office in England was about 
10 miles. The mere practicability of establishing communication 
was not the only question to be considered. Very difficult questions 
of patent rights werc involved, and the question how to deal with 
those rights needs careful handling. He had communicated to the 
inter-departmental committee expressing the hope that they may 
speedily make their report. The Post Office, the Treasury, the 
Admiralty, and the Board of Trade were all represented on the 
committee. 


.. July 11, 1900 


.. July 15, 1900 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aarhus, Beumark.—The municipal electrical works 
are wanting “200 pieces clectro-meters.” For particulars sec 
“ Official Notices " to-day. 


Aston Manor.—July 24th. The Council wants tenders 
for steam dynamo, motors, switchboard, pipe work, battery, pumps, 
arc lamps and posts, crane and wiring. бее “Official Notices " 
July 13th. 


Blackpool.—July 23rd. The Corporation wants tenders 
for trolley poles, cables and trolley wire, boosters and switchboards, 
and storage battery. See “Official Notices” June 22nd. 


Brussels,—September 19th. The Council of St. Jilles, 
lez Bruxclles, invites tenders for the installation and the 
commencement of supply upon a part of its territory. Conditions 
and plan for three francs at the office, No. 14, Parvis St. Jillies, 
St. Jilles. 
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Cardiff.—July 24th. The Corporation wants tenders 
Кт 10 30-aw. transformers. See “Official Notes” July 13th. 


Barlington.— July 28th. The Corporation wants tenders 
be arc lamp-posts and brackets. Beo “ Official Notices” July 13th. 


Dorking.—The District Council are open to receive offers 
tar lensing their provisional order. See Official Notices” to-day. 


Durban.—Jaly 20th. The Corporation wants tenders 
fur overbead equipment for (a) about 16 miles of single track, 
including poles, overhead trolley wire, distribution boxes; (b) 22 
doable-deck motor cars; (c) steam and electric generating plant, 
tacleding three 250-xw. generators, boilers, condensers, cooling 
tower switchboard, &c. See Official Notices” May 18 and June 
Lith. 


Germany.—July 25th. Tenders are being invited 
watil July 15th by the Baden State Railway authorities at Carlsruhe 
lar the supply of two large multiphase alternators required for a 
central station they are establishing at Mannheim. Tenders are to 
be sent to Die General Direction der Gross] Badische Staatseisen- 
winen Carlsruhe, where particulars may be obtained for 3s. 


Germany.—July 28th. Tenders are being invited until 
the 24th inst. by the State river authorities at Emden for the supply 
ind erection of three 14-ton electric wall cranes, and а 40-ton 
electric swing crane. Tenders to be sent to Die Königliche 
Wasserbaninsfertion, Emden, Germany, whence particulars may be 
ottained for 2s. 


Glasgow.—July 26th. The Corporation wants tenders 
ter the supply of concentric and single main cables. See “Official 
Netices 7 to-day. 

Grays Thurrock.— August 9th. The Council is inviting 
tenders for Lancashire boilers, 100-k w. steam dynamos, economisers, 
ewitchboards, battery, crane, mains, and other plant, &c. Sce Official 
Notices " June 29th. 


Grimsby.— August Rth. The Corporation wants tenders 
for wiring the electricity works. See Official Notices " to-day. 


Halifax.—July 31st. The Corporation wants tenders 
fora steam engine and alternator, alternators, static transformers, 
induction motors, rotary converters, and three-phase extra high 
tension switchboard. See Official Notices July 13th. 


Hull.—July 23rd. The Corporation wants tenders for 
the electric lighting installations and fittings for the Springhead 
pumping station. Sec “Official Notices July 18th. 


Hull.—July 26th. The Electric Lighting Committee 


want» tenders for five high tension continuous current rotatory trans- 
formers with switch gear and accessories. See Official Notices“ 
Joly 13th. 


llington.—July 25th. The Vestry wants tenders for 
ing York and other stone over electric conduits and mains. 
dee Official Notices July 6th. 

Wadrid.— August 18th. Tenders are invited by the 
Spanish Government, not later than August 18th, for the concession 
ofa system of electric tramway lines in Barcelona. Some parti- 
calars may be examined at the commercial department of the 
Foreign Office between 11 am. and 5 p.m. > 


Wanchester.—July 21st. The Tramways Committee 
wants tenders for the electrical equipment of 150 cars. See “ Official 
Notices" July 13th. 


Ruxsia.— August 28th. The General Direction of the 
Rewsian Posts and Tclegraphs in St. Petersburg are inviting tenders 
aati] August 28th for the concession for the working during a period 
of 68 years of the telephone exchanges in St. Petersburg, Warsaw, 
Riga, Moscow, and Odessa. 


Nalſord.— August 13th. The Corporation wants tenders 


(ст lighting cables, tramway fecders, and street lighting. See 
“ Official Notices " July 13th. 


Nheffield.—July 21st. The Corporation wants tenders 


for 1? months supply of transformers. See “Official Notices” 
July 13th. 


. Southend-on-Sea.—July 25th. The Corporation ів 
inviting tenders for (a) boilers and auxiliaries; (b) steam 
generators, and switchboards and crane ; (c) feeders and distributors; 
4; line equipment; (е) trucks and car equipments. Specifications, 
&c, from Mr. Alfred Fidler, A. M. I. C. E., borough engineer. 
Deposit three guineas. 

Spain.—July 21st. The municipal authorities of 
Alzemesi (Province of Valencia) are inviting tenders until July 21st 
far the concession for the electric lighting of the town during a 
period of 10 years. Particulars are to be obtained from, and tenders 
to be sent to, El Secretario del Ayuntanicente de Algemesi 


Valencia). 
Nteckport.— August 31st. The Tramways Committee 


чыда tenders for 20 double-deck tramcars with electrical equip- 
mente. See " Official Notices“ July 13th. 


Nuwderland. — July 27th. The Corporation wants 


Verviers for a coal conveying plant for the electrical ly station. 
See “ Official Notices " July 13th. eh ra E 


The Pacific Cable.—Aneust 14th. Tenders for the 
manufacture and laying in the Pacific Ocean of 8,272 nautical miles 
of telegraph cable between 

Vancouver and Fanning Island, 

Fanning Island and Fiji, 

Fiji and Norfolk Island, 

Norfolk Island and New Zealand, 

Norfolk Island and Queensland, 
are invited by the Pncific Cable Committee on behalf of Her 
Majesty's Government and the Governments of Canada, New South 
Wales, Victoria, New Zealand, and Queensland. 

It is proposed to divide the whole undertaking under three dis- 
tinct contracts, for any one or more of which contractors. may 
tender. | 

Each of these contracts will include a clause under which the 
contractor guarantees the good electrical condition and working 
order of the cables for 30 consecutive days after the completion of 
the laying. 

A fourth contract is also proposed for surveying and sounding the 
whole route before the cables are laid. 

Forms of contract, specitication, and tender may be obtained on 
and after the 17th inst. of Messrs. Clark, Forde & Taylor, 4, Great 
Winchester Street, E.C., at whose offices charts, showing the pro- 
posed route of the cables and the positions where soundings are to 
be taken, may be inspected. 

The last day for the reception of tenders is Tuesday, the 14th 
proximo. 

They must be enclosed in sealed covers marked “Tender for 
Pacific Cable," must be addressed to Messrs. Clark, Forde & Taylor, 
4, Great Winchester Street, E.C., and delivered by 12 o'clock. noon 
on that day. | | 

The lowest (or any) tender will not necessarily be accepted. 


Torquay. — August 6th. Tenders are wanted by the 
Corporation for two water-tube boilers with superheaters, two 
inductor alternators with Willans engines, pipework, surface con- 
denser, extensions to high tension switchboards, wattineters, &c., 
and transformers. бее Official Notices“ to-day. 


Warsaw.—August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty's Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox , for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, and Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


CLOSED. 


France.—On the 15th inst. the French Post and Tele- 
graph authoritics opened tenders for the supply of 135 tons of 
galvanized iron wire, 4 mm. diameter. The contract was secured 
by Messrs. Lazare, Weiler & Co., of Paris. 


6lasgow.—The Corporation has accepted tenders as 
follows :—Switchboards for Port Dundas electricity station, Mechan 
and Son, £1,122; carbons for 12 months, International Electric 
Company and Gencral Electric Company. 


London.—The Shoreditch Vestry on Tuesday considered 


the undernoted tenders for the supply of additional boilers for the 
electric light station :— 


1.—Drypack BOILERS. 


Danks & Co... oe ee ee Фе ee ee £11,006 
Frascr & Co. v 2а Сә si i ; 5,289 11,579 

Add for work not included in tender, say es 250 600 
Hodge & 8on vs ss ix М" "E es 6,260 1 
Davey Paxman & Co. (10 boilers) .. si E" — 14, 160 

Add for stol ex ge т, кау .. os T ve — 
D. Stewart & co. sa M s vi ea 7,705 16,245 
Fleming & Fergusson... is 17 

9.—WaTER-TusE BOILERS. 
4 boilers, 8 boilers, 

Stirling Boiler Company - T ae £4,488 £8,490 
Babcook & Wilcox (land type) es © ia 5,500 11,000 
Danks & Co... ee ee ee ee ae ee — 11,005 
Rowland & Co. ee ee ee oe ee ee 5,655 11,145 
Baboock & Wilcox (marine type) (accepted) va 5,600 11,900 
Renshaw & Co. ee oe ee oe oe ec 6,248 11,996 


D. Btewart & Co. .. T ys vx 7,097 14,097 


The accepted tender is for four boilers for £5,600, and the tender 
of the same compauy was also accepted for the supply of the 
economisers for the boilers at the price of £220 per boiler. 


Lynn.—The Council has contracted with Bardell Bros. 
for extension of the electricity works buildings at a cost of £1,178. 


Plymouth.—The lowest tender received for the erection 


of the electricity sub-station at Armada Street (£1,858) being con- 


siderably in excess of the estimate (£700) upon which the applica- 
tion for loan was made, the matter has been deferred. 


Ntafford.—The Council on Friday accepted the tender of 
the Chloride Electrical Storage Syndicate, Limited, amountiug to 
£1,699, for battery, switchboard, &c. The tenders of the Electric 
Construction Company (£287) for rewinding and converting the 
dynamos во as to double the present pressure, and of Messrs. Willans 
and Robinson for a 350-н P. eugiue, at a cost of £1,400, were 
accepted, 
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Thorp Perrow, Yorkshire.—The following is a list of 
tenders received for electric light installation at Thorp Perrow, 
Yorkshire, for H. C. Allfrey, Esq. Consulting engincer, Mr. Morgan 
Williams, C.E., 39, Victoria Street, Westminster, S.W. 


— 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Messrs. J. C. Hol & Co., N tl .. £2,575 2 З 
Meste, Ermon Soott A Мойны, Newouslle ОП 2504 Reuter's Telegram Company, Limited (1,909 C).— 
Messrs. Cox-Walkers, Darlington ү „о ө 1 This company's annual return was filed on June 15th, when 11,839 
Messrs. Bland Bros., N le. Y" shares were taken up out of a nominal capital of £100,000 in £8 
Messrs, Walker & Hutton, 8 Scarborough e 0s. 0. o. 4950 shares. £8 has been called up on each share, resulting in the receipt of 
Messrs. Mavor & Coulson, Glasgow 100 e 6 emate Е 1050 494,712. | . | 
D ] ( o's os we es . 
(0) eccepted. sp- sec DAN Wycombe (Borough) Electric Light and Power 


FORTHCOMING EVENT. 


Friday, July 27th.—-6.30 p.m. Institution of Junior Engineers’ 
$ . visit to the generating station and depót of the Cen- 
tral London Railway, Shepherd's Bush. 


NEW COMPANIES REGISTERED. 


Brockie-Pell Are Lamp, Limited (66,602).— This 
company was registered on July 12th, with a capital of £80,000 in 
£1 shares, to adopt dt agreement with the Brockie-Pell Arc Lamp, 
Limited (registered in 1896) and to carry on the business of manu- 
facturera of and dealers in electric arc lamps, electric incandescent 
lamps, and clectrical appliances, and the business of an electric 
lighting company in all its branches. The first subscribers (each 
with oue share) are:—H. W. Brown, 59, Mackenzie Road, Becken- 
ham, journalist ; E. T. Church, 2, Keplar Road, S.W., clerk; J. W. 
Honess, 35, Florence Road, S.W., secretary ; H. Paul, 14, Brailsford 
Road, S.W., gentleman; J. A. Fuller, 50, Chatterton Road, N., 
clerk; E. S. Harper, 3, Shawbury Road, S.E., clerk; and A. D. 
Brown, 31, Reighton Road, N.E., writer. The number of directors 
is not to be less than three nor more than seven; the subscribers 
are to appoint the first; qualification, £200 ; remuneration, £450 per 
annum, and a share in the profits (maximum 4£2,000), divisible. 


John Davis & Son (Derby) Limited (66,606).— 
This company was registered on July 13th, with a capital of £35,000 
in £1 sbares, to acquire the busiuess now carried on at All Saints' 
Works, Derby, as John Davis & Son," and to carry on the business 
of consulting and general engineers, manufacturers of mining, engi- 
neering, electrical and scientific apparatus, miners’ safety lamp manu- 
facturers, patentees, machiuists, tube makers, wire drawers, metal 
workers, rollers, enamellers, toól makers, manufacturers of electrical 
and other carriages, motors and accessories, suppliers of electricity, 

"&c. The first subscribers (each with one share) are :—H. Davis, All 
‘Saints’ Works, Derby, engineer; L. W. de Grave, Charnwood Street, 
Derby, engineer; C. P. Stephenson, The Knoll, Duftield, stock- 
broker; M. Attwood, Westleigh, Derby, solicitor; W. H. Evans, 69, 
Stanley Street, Derby, electrical engineer; and J. J. Barnett, 31, 
Walter Street, Derby, instrument maker. The number of directors 
is hot to be less than three nor more than seven. The first are 
‘Heury Davis (governing director), Lancelot W. de Grave, Matthew 
Attwood and Charles P. Stevenson; remuneration as fixed by the 


Company, Limited (53,133).—This company's annual return was 
filed on May 11th, when 2,020 shares were taken up out of a nominal 
capital of £30,000 in £5 shares. £5 has been called up on each 
share, resulting in the receipt of £10,100. 


West India and Panama Telegraph Company, 


Limited (11,116).—This company's annual return was filed on June 


26th, when 88,321 ordinary, 34,563 first preference, and 4,669 
second preference shares were taken up out of à nominal capital of 
£2,445,630 in 200,000 ordinary, 34,563 first preference, and 10,000 
second preference shares of £10 cach; £10 per share has been 
called up, resulting in the receipt of £1,275,530. 


Electric Traction Company, Limited (40,798).— 
This company’s annual return was filed on May 22nd, when the 
entire capital of £300,000 in 1,200 £1 shares and 29,880 £10 sharcs 
had been taken up and paid for in full. ` | 


NOTES. 


Personal.—The British Electric Traction Company, 
Limited, sends us the following notification of recent staff 
changes :— | 

Мт. James Devonshire, having been appointed a member of the 


Committee for Associated Undertakings, has vacated the position 
of district superintendent for London and South-Eastern District. 


^. Mr. Daniel F. Sugrue has vacated the position of district superin- 


tendent for the Eastern Counties District, and will undertake certain 
supervisory duties for the management. 

Mr. George Stevens has resigned the position of secretary, and has 
been appointed chief district superintendent with charge of the 
London and South-Eastern Counties Districts. 

Mr. Charles Н. Dade has been appointed secretary of the company. 

Afr. Ernest Hopwood has been appointed districts secretary. 

Mr. M'Allister Hanley has been appointed assistant elec- 
trical engineer at the Greenock electricity works. 

Mr. W. G. Rhodes, M.Sc., M. I. E. E., has resigned his 
position as chief lecturer in electrical engineering at the 
Royal Technical Institute, Salford, to join Mr. J. M. Hewitt, 
formerly manager of Messrs. Mather & Platt, Limited, and 
now conducting business as consulting, mechanical and- 
electrical engineer at Tower Chambers, Brown Street, Man- 


company. Registered office, All Saints“ Works, Amen Alley, Derby. chester. In future this business will be carried on at the ‘ 
J. 6. White & Co., Limited (66,568).—This com- same address under the name of Hewitt & Rhodes. | 

pany was registered on July 10th, with a capital of £100,000 in 5,000 Mr. Joseph Wilkinson has been appointed assistant engi- 
preference shares of £10 each and 50,000 ordinary shares of £1 neer to the Hull Corporation in place of Mr. Andrews, B.Sc., 

each, to adopt an agrcement with J. G. White & Co. (incorporated who has now taken up duties as chief engineering assistant 

under the laws of New York), and to carry on the business of f ihe Sunderland T 

railway, traniway, telegraph, and electrical works proprietors, of the Sunderland Tramways. 

electricians, engineers, contractors, promoters, &c. The first sub- ; 
scribers are :—J. G. White, Savoy Hotel, W. C., electrical engineer, 

with 500 shares ; A. H. P. Stoneham, 29, St. Swithin’s Lane, E.C., | 1 
chartered accountant, with 100 shares; P. H. Baldwin, .5, Norfolk Light Railways.—The Times states that the following 

Street, W.C., engincer, with 100 shares; E. B. Wyman, Wariney, AC 3 ; ; 

Ditton Hill, Surrey, with 100 shares; W. C. Burton, 224, College dates have been provisionally proposed for the holding of 4 


Hill, E.C., with 100 shares; С. Wren, 31, St. Swithin's Lane, E.C., 
mauaging director, with 100 shares; and A. N. Connett, 10, Rue de 
Londres, Paris, civil engineer, with 100 shares. The number of 
directors is not to be less than three nor more than nine; the sub- 


local inquiries by the Light Railway Commissioners Due 
notice, by advertisement and otherwise, will be giver in 
the usual way when any date is finally arranged :—daly- 
23rd, Kingston, Surbiton, and District Light Railway, 


scribers are to appoint the first ; qualification, £250; remuneration ou . ; ' 
&10`еаоһ per annum and a share in the profits. "eu x 899, л sop ; e ара е 18 | 
ny , Mannie ¢ P poi T orwich an ereham ; 30 ath and district ; 
Taylor, Tunnicliff & Co. (1.900), Limited (65,544)— у st, Bridgwater Stowey, aad Stogursey. August 1st, : 
This company was registered on July 9th, with a capital of £100,000 И South H M d. Mid An li 1899. Mid | 
in £1 shares (400,000 preference), to acquire the assets and liabilities Devon South Hams; 3rd, ырс ап, 4049, lQ- ‘ 
of Taylor, Tunnicliff & Co., Limited (incorporated in 1896), to adopt Anglian (amending), 1900. September 20th, Rhyl and | 
an agreement with the said old company, and to carry оп the busi- Prestatyn (extension); 21st, Pwllheli and Nevin; 22nd, 
ness of potters, china, stoneware and earthenware manufacturers, Warrington and Runcorn: 24th. Windermere and district; 
colour grinders, manufacturers of appliances for electrical work, &c. 25th. Blackbur Whalle and Burner Об Wigan i | 
„The first subscribers (each with one share) are: Thomas Taylor, өш, Blackburn, У, y , Бап; { 


7th, Hyde and Dukinfield. October 8th, Deanhead ; 9th, 

Nidd Valley; 10th, Durham and district, West Hartlepool 
(extensions), 1899; 11th, Jarrow and South Shields; 12th, | 
Wales and Laughton, Barnsley апа district (extension 
No. 2) ; 17th, Kidderminster and Bewdley ; 18th, Cleobury 
Mortimer, and Ditton Priors ; 25th, Swansea and district ; 

26th, Llanelly and district ; and 27th, Rhondda Valley. 


(Continued on page 107.) 


.," Rosendale, Newcastle, Staffordshire, manufacturer; Joseph Grocott, 
5, Birch Terrace, Hanley, manager; Frederick Mountford, 17, 
Havelock Place, Hanley, secretary; Francis H. Pepper, 34, Waterloo 

Street, Birmingham, solicitor; Arthur L. Tangye, 38, Old Jewry, 

„E. C., solicitor ; Herbert R. Winterton, 34, Waterloo Street, Birming- 

„ ham, solicitor; and John W. Harvey, 28, Algernon Road, Birming- 

ham, accountant. The number of directors is not to be less than 

. three nor more than seven; the subscribers are to appoint the first ; 

. qualification, 100 shares. Registered office, Eastwood, Hanley, 

Staffordshire, | TW M 
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SOUTHAMPTON CORPORATION ELECTRIC 
TRAMWAYS. 


Tux Corporation acquired in 1898 the undertaking then 
to the Southampton Tramways Company, who 


owned the whole of the tramways in the borough, which were 


operated by horse 


traction; as soon 
aš the Corporation 
obtained possession 
the work of recon- 
struction and con- 
version to the over- 
head system of elec- 
me traction was 
taken in hand. 
The tramways » 
consist of the fol- ré (OO ЖР 
| — ә ; es ; 
Prospect lace to ( ZA — ; 
Shirley, 32 miles; | | 
Prospect Place to 
South-Western 


Hotel, H, miles : Mot 
Prepect Place to = tient = 


Portswood, 11 
miles, 


The first of the 
above routes was 


reconstructed and 
med for electrical 


— c. udi 


ae 


= 
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orking at the | 
n of this VIEW OF 
since then 


and 


Working the tramways is obtained from the 


existing plant im the station, which has hitherto been used 


- ^ 


PROSPECT PLACE. 


GENERAL VIEW OF ENGINE 


for supplying the lighting only. Steam is supplied by means 
of six Babcock & Wilcox water-tube boilers, and 
Lancashire boiler, which are fitted with Vicars stokers, 
except in the case of two which have lately been equipped 
with the Babcock-Wileox stoker. The hoppers of the stokers 
are supplied with fuel by means of a coal elevator and con- 
veyor, Which brings 
the coal (small 
slack) from the ad- 


joining coal store. 


one 


The whole of the 
coal-handling vear 
is driven by one 


of Messrs. J. H. 
Holmes & Co.s 9 
H.P. Lundell motors, 
with worm 
A similar motor is 
used to drive a 
three-throw feed 
pump; there are 
two other similar 
pumps, driven by 
steam engines, and 
all three were made 
by Messrs. | lay- 
ward, Tyler & Co. 
The feed pipes ure 
in duplicate, and 
are arranged so as 
to pass the feed 
water, either 
through the Green’s 
economiser or direct 
to the boilers as desired. The steam piping is arranged in 
duplicate, two main pipes being led from the boilers into 


Tear, 


Room. 


the engine room, and there teed on two similar ranges 
running down the middle of the engine room. 


| 1 
4 


Цань 
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The generating plant, of which we give a view, consists of 
six shunt wound two-pole Crompton dynamos coupled direct 
to five Willans engines and one Belliss engine. They are of 
various sizes, the largest sets being of about 100 KW. 
capacity, and generating at 235 volts. When running on 
the traction load these machines are coupled in pairs in 
series, giving 470 volts ; as the line pressure is 500 volts, 
the additional E.M.F. is provided by means of boosters, 
which are placed in the traction switchboard rocm. One of 
our illustrations 
shows the four 
boosters, two of 
which are for the 
purpose above 
mentioned, and the 
remaining two— 
the larger machines 
—for charging the 
battery. 

The boosters are 
four-pole machines, 
made by Messrs. 
Bruce Peebles and 
Co., and each driven 
by a shunt-wound 
motor of similar 
type. The feeder 
boosters are com- 
pound wound, a 
rather unusual 
feature ; this is due 
to the necessity of 
generating about 
30 volts at no load ; 
while at full load 
the booster E.M.F. 
is about 80 volts, 
giving 550 volts at the station. The machines are of 
neat and substantial construction, and run quite sparklessly, 
with carbon brushes. 

The battery charging boosters are provided with double- 
wound armatures, each having two commutators; by 
putting these in parallel, by means of a switch at 
the side of the machine, a large current capacity is 
obtained at low volt- 
age without unduly 
weakening the fields, 
while for higher 
pressures they are 
coupled in series. 
These boosters, 
besides charging 
the battery, can be 
used to assist the 
latter in case of 
need when discharg- 
ing: they are also 
available as feeder 
boosters if required. 

A large battery 
of aecumulators of 
the Tudor type has 
been installed to 
relieve the genera- 
tors when they are 
required for light- 
ing during thehours 
of heaviest load; 
part of this battery 


MAIN LIGHT AND POWER SWITCHBOARD. 


the load, while the current from the generators remains 
fairly steady. The economical conditions of running 
obtained by this means are bound to have a salutary effect 
on the coal consumption, and it is a matter for surprise that 
the same course is not more frequently adopted ; although 
the capital charges due to the battery are probably greater 
than those on the generating plant which would be necessary 
in the absence of storage, the saving in coal and wages more 
than makes up the difference, quite apart from the gain in 

reliability and con- 


— — : venience, "The bat- 


7 tery is housed іп an 
' three-storey build- 
ing adjoining the 
booster room, and 
there is ample space 
for doubling the 
number of cells. 

A 300 KW. steam 
dynamo is about to 
be installed, and 
will be provided 
with a double- 
wound armature, so 
that when it is used 
for lighting the 
two windings can 
be coupled in 
parallel, while for 
supplying the tram- 
ways they will be 
in series. | 

The traction 
switchboard, of 
which we give an 
illustration, is 
placed in: the 
booster room, and is а handsome structure, made bv 
Messrs. Fowler, Lancaster & Co., of Birmingham. It 
consists of six dynamo panels one instrument panel, 
battery and booster panels, Board of Trade panel, 
and six feeder panels. The dynamo switches are 
two-throw, to enable any dynamo to be run in 
series with any other. The dynamo panels carry also 
| shunt regulators, 
and British Thom- 
son-Houston circuit 
breakers and watt- 
hour meters. — The 
battery panel is fitted 
with a regulator in 
the end cells, cir- 
cuit breaker, am- 
meter, and volt- 
meter, and booster 
throw-over and cut- 
out switches. The 
booster panels bear 
shunt regulators for 
motor and genera- 
tor, starting switch 
and double-pole 
main switch. The 
Board of Trade 
panel is of Messrs. 
Elliot Bros.’ usual 
pattern, and the 
feeder panels are 
fitted with circuit 


forms the subject PART OF THE TRACTION BATTERY. breakers, main 


of one of our views. 

There are 236 cells, of 1,900 ampere-hours capacity, when dis- 
charged for five hours at 380 amperes. The maximum discharge 
rate is 570 amperes, and the normal charging rate 320 
amperes. When fully charged the battery is capable of 
supplying power to 20 motor cars for four hours, and can 
therefore take the entire traction load for that period. It is 
normally connected through the booster with the line when 
the generators are running, and is found to act as an admir- 
able regulator, the charging current varying according to 


switches, and am- 
meters. Pending the completion of the permanent plant, the 
first section of the tramways to be opened was supplied with 
power by a temporary generating set, consisting of a 100-Kw. 
Westinghouse compound-wound generator, driven by Felt by 
à Westinghouse vertical engine, erected in a corner of the 
engine room. 
The feeders consist of insulated lead-covered cables, drawn 
into stoneware ducts by means of drawing-in boxes which are 
provided at suitable intervals, and connected up to switch 
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pillars. They vary in size from :30 square inch to 079 steel, and are bolted together with six T-ineh bolts at the 

square inch. joints. The tie bars are of етер x 25-inch steel, and 
A three-core pilot and telephone cable is drawn into duets average 2) vards apart, 

with the feeders and connected with each switch pillar, the The points, mates, and crossings, whieh were supplied by 


Messrs. Askham 
Bros. & Wilson, 
аге steel (ust ings, 
with mild steel 
CITRUS, 

The rails are laid 
on a bed of Can- 


test wires being con- 
tinned to the ends 
of the lines for the 
purpose of record- 
ing the drop in 
pressure on the rail 
return on the re- 
cording voltmeter 
at the generating 
station. 

The whole of the 
cables were supplied, 
drawn in and con- 
nected up by 
Messrs. W. T. 
Glover & Co., and 
the. conduits and 
drawing -in boxes 
were put in by 
Mr. F. Osman, of i | 
Southampton. — 2 : 6 dis pero DONT ccc of 120 feet, and 

The permanent c x! , ⁊ðͤ , . Where double line 
way throughout | — TONA 0 е ied asa ы = occurs the lines are 


a Lr € 
а СЫР; 
consists of new 


erete 6. inches in 
thickness; consist- 
ing of six parts of 
broken stone to one 
of cement. 

The Joints þe- 
tween the rail 
епот are ai 
double bonded. with 
(Vn o. TED 
Chicago rail bonds, 
Cross bonds are 
placed at intervals 


` А А f bonded together N 
FEEDER AND Batrery-CHARGING BoosTERA 


girder rails, laid as Intervals of ЛЕН) 
double, single, and interlacing lines, to a $ feet x} inches feet, similar bonds being used iu each case, 
gauge, the following being the total length of each The contractors for the road construction and daving of 
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TRACTION SWITCHBOARD 


form of construction :—Double line, 34 miles: single line. track for the first. tion were Messrs. Krauss & Sons. of 

1 mile; interlacing lines, ] mile. i Bristol: the other sections were carried out hy Mr. F. Osmam. 
The rails are of steel, rolled in lengths of 45 feet, and of. Southampton, 

weighing 86 lbs. per yard. They were supplied by the The overhead construction consists of double trolley wire 


Leeds Steel Works Company. The fishplates are also of throughout, of OO B. and N. gauge of hard drawn copper, 
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having a conductivity of 98 per cent. of pure copper, carried 
on steel poles with bracket arms. 

In places where the roadway is of sufficient width, and 
where double line occurs, the poles are placed in the centre of 
the road between the two tracks: elsewhere they are placed 
at the edge of the footpaths, and side bracket suspension 
adopted. Our view of Prospect. Place shows the overhead 
work at an important junction, 

The poles are of steel, made in three sections, with swaged 
joints between the sections, and are of two sizes; for ordi- 


nary use, poles of 7 inches, 6 inches, and 5 inches diameter 


respectively. are adopted, but where extra strain occurs, as at 
curves and anchors, poles of 8 inches, 7 inches, and 6 inches 
diameter are used. 

The bracket arms are ornamented with scroll work of 
wrought iron, and are suitably stayed from above. Although 
side swivelling trolleys have been adopted on the cars, the 
trolley wire has been kept in most places as nearly over the 
centre of the track as possible, in order to ensure easy 
running. 

In the centre of the town the streets are illuminated with 
arc lamps ; incandescent lamps are also placed on tlie same 
poles, for use after the arc lamps are extinguished at mid- 
night. These lamps, where possible, have been carried on 
the tramway poles, the arc lamp being supported in an 
ornamental carrier at the top of the pole, and the two incan- 
descent lamps from wrought-iron brackets about 14 feet from 
the ground level. 

The poles carrying arc lamps are provided with extra large 


cast-iron bases of oval section, so as to admit of the auto- 


matic switch controlling the are and incandescent lamps 
being placed inside the base. 


THe Bar GATE. 


A special feature in connection with thejoverhead con- 
struction is the method which has been adopted in getting 
through the Bar Gate, a low and narrow archway through 
which the cars have to pass, and which is situated on the 
route from Prospect Place to the South-Western Hotel at 


the lower епа of Above Bar; our illustration will give some 
idea of the difficulties presented by this somewhat incon- 
venient relic. — 

The archway is very ancient, and of considerable archi- 
tectural interest, so that it was decided not to remove it; the 


LA. LEP. 


ALTERNATE CURRENT MACHINERY. 


headway, however, has been increased by lowering the road 
at this point by from 18 inches to 2 feet, so that there is 
now a clear height at the lowest part of the archway of about 
15 feet 6 inches. | 

A single trolley wire has been carried right through the 
Bar Gate, but in order to prevent persons on 
the top of high wagons or other vehicles 
from making accidental contact with the 
wire, the section of trolley wire passing 
through the archway is insulated from the 
remainder of the system, andj is only made 
alive when a car is passing through it. 

The operation of switching on and off is 
performed automatically by means of a 
switch placed in the archway and controlled 
by an electro-magnet, the arrangement being 
such that when a car enters the section the 
switch closcs, and on the car leaving it 
opens again. The opening and closing of 
the switch are so arranged as to take place 
at a time when no current is being taken 
from the section. 

As is usual, the trolley wires throughout 
the system are divided up into sections 
averaging half a mile in length, by means of 
section insulators. 

The sections are fed from switch pillars 
placed at the side of the road at these points, 
These pillars are all cast-iron, with doors 
back and front for providing access to 
the interior. The switch gear is mounted on 
a slate panel, and consists of an omnibus bar 
connected with the feeder through knife 
svitehes, and with the ends of the trolley 
wire through plug switch fuses. This enables 
any feeder, or any section of either trolley 
wire, to be disconnected at will. Each of 
the pillars contains also a lightning arrester 
with kicking coils, and a telephone instrument 
of the hand combination type. Terminals 
are also provided for the test and telephone 
circuits. 

The whole of the overhead construction, 
as well as the switch pillars, has been carned 
out by Messrs. Macartney, McElroy & Co., 
of Westminster. 

The number of cars in service, when the 
whole of the system is completed, will amount 
to about 20 in all, The cars are of the double deck, single 
truck type, provided with the usual double motor equip- 
ment and serles parallel controllers. 

The cars have a seating capacity for 46 passengers 22 
inside and 24 outside. The length over platforms 
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is 26 feet 6 inches, and the length inside 15 feet 4 inches. 

The Sats on the upper deck are arranged longitudinally, 
luck to lack. This arrangement has been adopted in pre- 
f. he to the more usual garden seats on account of the 
iinuted head room at the Bar Gate. 

The trucks are of the Brill Company’s 21 E pattern. 
The wheels are 30 inches in diameter, and the wheel base is 
„Kt. The motor equipment is of the Westinghouse Com- 
juny's standard type, and the controllers are provided with an 
emergeney rheostatic brake. When braking, the motors act 
a: yvneratorg, and the power developed is absorbed in resist- 
abc This is in addition to the ordinary hand brakes. 

The trolley standards are of special design, the springs 
hing placed inside the standards so as to be out of the way, 
and special care has been taken in designing the arrangement 
of springs, во as to ensure as uniform a pressure as possible 
i the trolley wire when the pole is brought down, in view 
of the lowness of the trolley wire at the Bar Gate. The 
еу beads аге of the side swivelling pattern. 

таж bars are provided for connection to trailer cars if 
these are found necessary in the future. 

The contractors for the whole of the rolling stock were 
the Westinghouse Company, their sub-contractors for the 
‘rocks being the Brill Company, and for the car bodies 
Mears. Milnes & Co., of Birkenhead. 

There are two car depóte, the larger one being situated 
at Portswood, and the smaller one at Shirley; the latter 
pmeides accommodation for 20 cars, and the Portswood 
cept for 12 cars. There is also a repairing shed, which 
wol easily hold six cars. Smiths’ and carpenters’ shops, 
with full equipment, of tools, fitters’ benches, &c., are 
b ided for dealing with any repairs which may be necessary. 

The chairman of the Tramways Committee is Senior 
Bailiff Dunsford, who has been indefatigable in carrying out 
the work; the chairman of the Electricity Committee is 
Alderman Bone, who has also rendered valuable assistance. 

The engineers for the whole of the scheme are Messrs. 
Kincaid, Waller & Manville, of Westminster. The borough 
reetrical engineer, Mr. F. H. Chaplin, is responsible for 
C» supply of power to the cars, while Mr. G. B. Carnon is 
the traniway Manager. A 

A few notes regarding the lighting plant may be added. 
The tation is of special interest, as it contains, in addition 
le the direct current generators and storage batteries for 
Нине and traction, a high pressure alternating current 
«m, with rectifiers for the arc lighting. In criticising 
шх winewhat heterogeneous assembly of machines, allowance 
lad le made for the fact, that the station has passed from 
tv Lands of a company, which commenced supply in 1891, 
in tiv of the Corporation, and has grown to its present size 
бу ci ve additions. 

The main switchboard, by Messrs. Crompton & Co., 
I. mitel. is a large and imposing structure. It consists of 
i? panels. arranged for the three-wire system. The switch- 


Zur provides for six generators and four feeders, besides а 


lower cin-uit for the operation of the electric cranes on the 
bes ‘the latter will shortly be transferred to the tramway 
“mute, There is also a balancer, a double booster for 
сипте. a lighting battery, and a motor alternator, all of 
“len are controlled from the main board. The battery is 
Means, Pritchetts & Gold’s manufacture. 

_ There are three Crompton-Brunton alternators, driven by 
"dans engines, besides the motor-alternator ; the latter, by 
walng charge of the А.С. day load, renders it unnecessary to 
Tu the steam alternators in the day-time. One of our 
"ww shows the alternators; close to these are the 
етли rectifiers, which are placed under the switchboard 
Doy. The A.C. generators and feeders are controlled by 
‚бетш switchboard, of the well-known earthed outer type, 
"Ui tune panels. We understand that the load on the A.C. 
"vm, which is of later date than the rest of the plant, 
tæ Down very rapidly. 

h conclusion, we wish to express our indebtedness to 
Yn, Kincaid, Waller & Manville, and Mr. F. Н. Chaplin, 
"sse provided us with particulars and facilities for 
"Going photographs for the purpose of preparing this 


(АЮ le. 


Breaghty Ferry.— The electric lighti | 
= бш. е electric lighting scheme has 


first portion of their electric tramway system. 
day members of the Town Council, accompanied by repre- 


NOTES. 


(Continued ‘from page 102.) 


и Opening of Southport Electric -Tramways.—The 


Corporation of Southport on Wednesday inaugurated the 
Early in the 


sentatives from kindred authorities in Halifax, Sheffield, 


* Bolton, and other towns, made a journey over the new lines 


in three gaily decorated cars, The cars started from Hoghton 
Street, A visit was paid to the electricity works on the return 
journey, and subsequently the party had lunch together at 
the Queen’s Hotel. Fora period of 25 years Southport has 
been served with trams drawn by horses, but in 1897 a 
special committee was appointed to consider the question 
of introducing electricity as the motive power, and also the 
desirability of extending the existing system. In 1899 the 
necessary provisional order was obtained, and the work of 
constructing lines on two new routes commenced in 
January of this year. The lines were laid to High Park 
and to Blowick, two districts hitherto untouched by the 
tramways. A sum of £66,000 was borrowed. They are 
now applying for sanction to borrow a further sum of 
£40,000 to acquire the undertaking of the Birkdale and 
Southport Tramways Company, and the Corporation are also 
negotiating with the Southport Tramways Company as to 
the use of their lines for electric traction until the termina- 
tion of the lease they hold. There are within the borough 
nine miles of lines worked by horse traction, and the lines 
opened on Wednesday are about six miles in length. 
The Corporation are putting down another 3 miles, which 
will give a total length of 18 miiles, or 1 mile to every 1,900 
inhabitants. The plant at the electricity works will be 
capable of working 50 cars if need be, but the present 
scheme only includes the use of 25 cars. Mr. Trotter held 
a Board of Trade inquiry on Tuesday into the application 
of the Council for borrowing the £40,000 mentioned above. 


Conduit Traction for London.—It is reported that 
the London County Council is about to have constructed at 
one of its depóts a short section of electric conduit line. 
Rumour has it that the Westinghouse are to do the work, 
the system being similar to the short length which жав 


recently exhibited at the Agricultural Hall. The matter is. 


purely an experiment. . 


Appointinents Vacant,—The Kensington and Knights- 
bridge Electric Lighting Company want an assistant engi- 
neer at Kensington Court. See “ Official Notices " to-day. 

The Manchester Tramways Committee wants a traffic 
superintendent. See Official Notices to-day. 

An electrician-in-charge is wanted.for the Huddersfield 
electricity works at £2 per week. See “ Official Notices ” 
to-day. | Ее 

The Hoylake and West Kirby District Council want an 
electrical engineer to act as clerk of works, and subsequently 
to run the electricity works. Salary £150 per annum. See 
Official Notices " to-day. B | 


Chatham Electric Lighting, —An expert is to advise 
the Council as to the value of tho undertaking of the local 
electric light company, with a view to proposed municipali- 
sation. 


Dust Destructors.—The Colwyn Bay District Council, 
which is considering the advisability of extending the elec- 
tricity works, is also going into tlie question of dust destruc- 
tors, with a view to inviting tenders from the “ best destructor 
builders.” 


Babcock & Wilcox, Limited.—On Monday next 
Messrs. Babcock & Wilcox remove from 147, Qucen 


Victoria Street to more commodious offices at Oriel House, 
Farringdon Street, E.C. | 
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Institution of Electrical Engineers.—We have 
received from the secretary, Mr. W. G. McMillan, particulars 
of the arrangements which have been made for the reception 
and entertainment of members of the American Institute of 
Electrical Engineers, who are expected to spend a few days 
in London on their way to Paris. The arrangements com- 
prise a trip up the Thames in electric launches, a dinner in 
London, and visits to works in and around London; the 
two functions first mentioned are to be graced by the 


presence of ladies, and the Council hopes that a large number 


of members will take part in the entertainments, in order to 
do honour to the Institution’s guests, 

We have been informed that the title of the subject for 
discussion at the joint meeting of the Institution of Elec- 
trical Engineers and the American Institute of Electrical 
Engineers, in Paris, to be. held iu the American Pavilion 
in the Exhibition on the morning of Thursday, August 
16th, is, “The Relative Advantages of Alternate and 
Continuous Current for a General Supply of Electricity, 
Especially with Regard to Interference with — other 
Interests," We understand that it is specially desired to 
discuss how far interference with other undertakings, 
rather than ordinary commercial and industrial conditions, 
will come to be a determining factor in the selection 
between continuous and alternating currents, 


Current Specifications.—We are informed by a corre- 
spondent that the Salford tramway specification for copper 
wire reads to him like ancient history. He says :—* In the 
first place no one can tell what 98 per cent. conductivity 
means. If this means 98 per cent. of Matthiessen’s 
standard, I can only say that such copper wire is below the usual 
normal standard, which is generally in excess of 99 per cent. 
of Matthiessen’s standard. As regards tensile strength, | 
should like to know where to get copper of the specified 
strength. Years ago we used to specify 5,000 Ibs. ; this was 
for tests made on smaller sizes of copper wire. 
practice it is found that 4,500 lbs. is a maximum average, 
and there exists a great deal of doubt among those who have 
followed the matter closely as to whether 4,250 lbs. average 
is not better, since such copper is less brittle and less likely 
to give trouble.” 


Institution of Electrical Engineers—Students’ 
Section.—A circular letter has this week been addressed to 
the students of the Institution of Electrical Engineers, 
informing them that the Council of the Institution proposes 
to grant £5 to each of 20 selected students to assist them to 
visit the electrical exhibits in the Paris Exhibition. Intend- 
ing candidates must fill up and return an application form 
(issued with the circular) before 10 a.m. on Saturday, 
July 28th. In the selection the Council will give preference, 
other things being equal, to those who, being still students 
of the Institution, have either, or both, read. papers before 


the Students’ Section, or been members of the committee of - 


that section. The con&tions of the grant, are as follows :— 
(1) The selected student shall spend at least six days in 
Paris, the visit to commence not earlier than August 27th. 
(2) He shall write an essay or a paper on the exhibits in a 
special section allotted to him, and shall send the paper to 
the secretary of the Institution before November 15th, 1900. 
(3) The paper submitted shall, like all other papers pre- 
sented to the Institution, become the property of the 
Institution. If approved by the Council, it may be read at 
a meeting of the Students’ Section, and, if so read, will be 
eligible for the usual Institution premiums offered for such 


papers. 


SUPPLY STATION ACCOUNTS. 


THE accounts of the Vestry of St. Pancras 


St. Pancras are always looked out for, as the period at 


Vestry which they are published comes round, owing 
Electrieity tothe supply being one of the earliest given 
Accounts. by local authorities, and also because some 


curious features in the fluctuation of loss and 


In actual: 


profit have been shown in years gone by. A change in the details 
of the capital account, whereby the amount under the head of 
“ Public lamps" has been reduced from £8,894 to £4,311, is explained 
by an altered policy on the part of the London County Council, 
who now require loans for street lighting to be taken up under the 
Metropolis Management Acts, and not the Electric Lighting Acts, 
and the capital account has been adjusted accordingly. 

The growth of the undertaking is shown by a statement attached 
to the accounts, of which the following contains the first two and 
last two lines :— 


No. Current sold to private consume в. No. o ша Oty applied 


Year, t е ; At 4d , 54., end 6d. 

e. consumers, At 84. per uni. per unit. incen СИНИН Arc. Motors. 
1892 172 | £8,167 9.900 82 11 
1893 238 £385 9,161 12,851 110 19 
1898 984 8,415 23,446 38,124 292 91 
1899 1,184 11700 25,993 46,172 315 126 


The present position of the undertaking is shown by the 


GENERAL STATEMENT. 

1898. 1899. Increase. 
£241,994 £288,147 £46,153 
1,906,877 2,477,508 — 480,031 


Total capital expenditure 
Number of units sold 


Maximum load in WM. wee 933 1,789 856 
Gross revenue £38,291 £45,066 £6,775 
Gross profit in £13,766 £17,650 £3,554 
Average price per unit sold 4°55d. 4°29d. — 26d. 


The gross revenue for last year, including all sources of revenue 
amounts to the handsome figure of £45,066, an increase over the 
year 1898 of £6,775. Taking the revenue as given in the accounts 
the increase in revenue is over 17 per cent. and in units sold over 
24 per cent. on the previous year. The rebate allowed to con- 
sumers charged on the demand indicator system amounted to 
£6,537. The receipts per unit have dropped by nearly a farthing 
and now stand at about 41d. 


REVENUE STATEMENT. 
1898. 1899, 
Groes. Per unit Gross. Per unit. Increase, 


Sale of energy "EM £37,840 4:55d 444,332 4294. -- 264. 


Meter rents, &0. о о 46 004. 98 Old. + 01d. 
J 390 054. 628 -064.+ 01d. 
Sundry fees, &o. .. 15 004. 8 001. 00d. 


Gross revenue 


.. £38,291 4:604. £45,066 436d. — 24d. 


In the costs the raw materials, coal, oil, waste, water, &, have 
gone up by 5d., but as “wages” have fallen by thisamount, the smaller 
cost of repairs leaves the works cost reduced by jd. to 2}d. 
“Rent” and "salaries" respectively show increases beyond what 
would have been expected. The net result is that total costs stands 
at 23d., as acainst nearly 3d. in 1898. Mr. Baynes may be con- 
gratulated on being able to reduce his “repairs” and “wages” 
items, the latter of which is somewhat difficult to deal with in 
London works. "The following figures relate to London works of a 
few ycars' standing: 


District. Year, Capital. Units. Max. load. кпн тоста prt 
Hammmersmith 1899 £104,498 891, 901 700 xw, 866d. 63d. 209d. 
Hampstead .. 1:99 £125,410 1,001,916 917 xw. 549d. 24d. 258d. 
Islington .. 149 £259,562 1,446,437 1,0 0 KW. 443d. 229d. 2:823. 
St. Pancras .. 1509 £288,147 2,477 506 1,789 км, 429d. 223d. 266d. 


Cost OF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase, 


с ner ш £7,029 84d. £9,499 9 2d. + 08d. 
5 | 828 10d. 1,238 12d. 02d. 
gu 
n on ah u- п E 
tion and attending publio 5,002 60d. 5,102 50d. – 104. 
Repairs and 5 of 
en ев, 8 . of — 2 
dy Amos, Me. anà a | 8,495 102d. 7,135  *69d. 33d. 
lamps. =_= а БА 
Works costs . £21,354 2°56d. £22,974 2'23d. — 3d. 
Rent, rates and taxes — .. 631 08d. 1,337  *13d. + 05d. 
Management expenses, 
salaries of managin 24 1,140 14d. 1720 17d. ＋ 03d 
neer, secretary, clerks, &c. 
General establishment 
printing 1 x 852 10d. 885 08d. — Oed. 
nsuranos. | 
Other expense 548 07d. 500 »Oid. — 02d. 
Total costs £24,525 295d. £27,416 266d. — 2048. 


The Vestry decided to deal with the net profit of 1899, 
together with £5,892 from 1898, as follows: — Depreciation of 
accumulators, £1,000; depreciation of meters, £600; to the credit 
of the lighting rate, £2,000; to reserve account, £4,000, and £112 
goes to cover bad debts, the remainder being carried forward. 
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PROFIT STATEMENT. 


1898, 1899, 
Interes$on там... .. .. .. £6,558 £7,321 
Sinking fund forrepaymenta .. .. .. 2941 3,374 
и киз — ae erc iis | 4,967 6,955 


Gross profit q. £13,766 


Тир aceounts of the electricity supply under- 


(Canterbury taking of the Corporation of Canterbury cover 


Corporation the first year of working. The results are 
Electricity remarkable from both the financial and the 
Accounts, engineering standpoints. As a rule, the 


reviewing of accounts pertaining to stations 
апар an output of less than 250,000 units is a dispiriting task, for 
ibe Snaneial result is generally shown as a deficit or net loss. Not- 
withstanding some very creditable performances in the way of 
generating costs, the prices charged are often so low that the busi- 
nes is handicapped, and either the rates have to bear the burden, or 
the profits of future years are mortgaged to satisfy the desire to 
supply cheap electricity. This mistake has not been made at 
Canterbury. Mr. Hammond, who designed the Canterbury works, 
and Mir Norman Staniland, who is the chief engineer, have every 
reason to be satisfied with the results, and may be congratulated 
upon the excellent figures that appear in the accounts. 


GENERAL STATEMENT, 


189—. 1899. Increase. 
Total capital expenditure £32,454 m. 
Namber of units sold 152,553 we 
Total maximum demand in KW.... 161 kw. : 
Gross revenue £3,169 
Gross profit £1,913 


Average price per unit sold 4:854. 


The price charged is 6d. рег unit, subject to а small discount. 
Nearly three-quarters of the total revenue is derived from private 
supply, the result being that the average price per unit sold is just 
отет 41d. This is higher than many stations with similar outputs 
receive, brat the,policy adopted is sound. The public seldom 
object to рау 6d. per unit at the commencement of supply, while 
бепе liglating is a novelty, and year by year as the financial 
“stus is ascertained there is margin allowing of reductions which 
мю spprecisted much more than if а start had been made with an 
Laremunerative low rate. 

REVENUE STATEMENT. 
189—. 1899. 


Gross, Рег unit. Gross. Per unit. Increase. 
Bale el energy .. ..  .. ess TT £3,082 4°85d. 
Meter rents, &c. 92 i^ TT T" 83 13d. 
Supply of amps, &с. .. ai - 4 004. 
Sundry lees, &c. Р 


———À € — Eä— 


£3,169 4:984. 


The output was distributed as follows :— 


Gross revenue 


kaj Total units А Units sold. Number of public 
: generated, Private pp. Public lighting. lamps, 
IJ .. . 210,188 99,5 58,086 12 arc and 248 
— — (£2,269) (£813) incandescent. 


The costs are particularly low. “Coal” works out at a trifle over 
vi; wages and salaries together come to just over 1ld.; “oil, 
"34e, K., appear almost infinitesimal at ‘03d. ; while the same 
mmark applies to “rent, rates, and taxes,” the gross value of which 
is put down at £24! It is quite a novelty to find a small station in 
пя first year selling 150,000 units with works cost of under 14d. and 
total cost under 2d. 

Cost oF PRODUCTION. 


189—. 1899. 
" Gross, Per unit. Gross. Per unit Increase. 
мі. 55 
- . . =.. t. se сууз &349 d. 
0 А 
„„ М | 17 -*03d. 
"cn E 415 
tion - 215 5 
eager Sensi үл i 315 »50d. 
publie lamps. ) 
gra and — of ) 
cildings, engines, ers, 13 
ёе. and street | T "^ 07 16d. m 
Works costs ... bis * £778 1:084, 
Rest, rates und taxes T e ы: 24 01а, 
9 expenses, | 
Aries o TDnAn&ging en- € ° 
pe secretary, quate, 358 96d. 
General Wr san 
an > 
кы Олы) 90 184. 
I15gr&nce 
Oler expenses .. 
Total costa £1,256 1:984 


£1,256 1:984. 


These figures appear more prominent if set out with those of 
sundry other works of approximately the same size While direct 
comparisons cannot safely be made, owing to the peculiarities of 
demand, costs, &c., in different towns, it is interesting to sec the 
relations established by the following :— 


Average 


: " Net 
: — price Works Total 
Year, Capital. Units, Revenue. perunit cost. cost. prone or 
received. i 


Town. 


Tunb'dge Wells 1897 £31,775 254,641 45.822 5214. 200d. 257d. 4 £1,635 
Cheltenham 1897 £55,091 248,616 £4,010 8:814, 2:234. 2:064. — 1.418 
Halifax. . . 1897 456,822 239,814 44,816 462d. 2 05d. 802d. — £842 
Belfast .. „« 1897 £52,066 201,882 £5,266  6:04d. 263d. 9:54d. + £1,060 
Yarmouth .. 1897 £83,622 190,000 £4.015 491d. 2:561. 8:814. — £437 
Ayr е .. 1897 485,978 161,093 22,445 8:524. 221d. 293d. — 21,155 
Canterbury . . 1899 £82,454 152,558 28,169 485d. 1:234. 1-94. + £406 
Leyton .. eo 1897 £24,247 128,797 £1,802 8144. 9:054. 269d. —£737 
Prorit STATEMENT. 
1898—. 1899. 

Interest on loans .. "T - ee £674 

Sinking fund for repayments .. .. .. 833 

Net profit carried forward Ps » 406 

Gross profit £1,913 


CITY NOTES. 


The National Telephone Company. 


THE directors’ report for the half-year ending June 30th, 1900, to 
be presented at the meeting to be held on Thursday, J uly 206, 1900, 
at 12 o'clock, reads: 

„The income accrued in respect of the business of the half-ycar 
amounts to £700,140 118. as compared with £602,640 3s. 2d. for the 
corresponding period of 1899, being an increase of £97,500 7s. 10d. 
The working expenses for the half-year, including -the special 
expenditure of £25,013 38. 8d. incurred in repairing the damage 
caused by the snowstorm in February. last, amount to £404,520 
l3s. 8d., as compared with £327,497 188. for the corresponding 
period of 1899, being an increase of £75,022 15s. 8d. The net 
result for the half-year (after deducting the; Post Office Royalties 
amounting to £68,357 9s. 7d.) is a profit balance of £227,262 7s. 9d. 
as compared with £216,257 6s 7d. for the corresponding period of 
1899, being an increase of £11,005 1s. 2d., but the exceptional 
expenditure referred to in the preceding paragraph must be borne 
in mind. The rentals carried forward for unexpired terms of 
running contracts amount to £733,614 16s. 5d. as compared with 
£651,741 5s. at the corresponding period of 1899, oran increasc of 
£81,873 118. Sd. Out of the available balance of £178,195 9s. 1d. 
shown by the net revenue account (No. 3) the board :will recommend 
the payment forthe half-year of a dividend at therate of G per cent. per 
annum, less income-tax, on the first and second preference shares, 
5 per cent. per annum, less income-tax, on the third preference 
shares, and 6 per cent. per annum, less income-tax, on the ordinary 
shares. The board also propose to transfer £55,000 to the reserve 
fund, and to carry forward the balance of £4,325 9s. 1d. Capital 
Erpenditure. —l'he sum of £366,223 16s. 9d. has been expended on 
capital account during the half-year in the ercction of 11,696 addi- 
tional exchange and private lines, and in the construction of under- 
ground lines. In considering the profit results of the half-year's 
working, it must be remembered how very adversely they have been 
affected by two exceptional causes: — First, the large amount of 
£25,013 38. 8d. to repair the damage arising from the snowstorm in 
February; and second, the considerable increase in the cost of 
materials and labour consequent upon the abnormal commercial 
activity existing throughout the country. Retiring Directurs. At 
the general meeting four directors retire, and being cligible, offer 
themselves for re-election, viz., the Right Hon. Sir Henry Fowler, 
C G. S. I., M.P., Mr. George Franklin, Sir Wm. Cuthbert Quilter, 
Bart., M.P., and Mr. Wm. Alexander Smith. Retiring Auditors. — 
The auditors, Messrs. Welton, Jones & Co., also ret ire, and are 
eligible for re-election.” 


British Columbia Electric Railway Company. 
THE report of the directors for the year ended March 31st, to be 
submitted at the meeting, to be held in London on 25th inst., states 
that the net earnings, which were £20,142 for 114 months 1897-98, 
and £33,238 for 1898-99, have now reached £40,512. The ratio of 
working expenses to gross earnings has fallen by 418 per cent., 
which, on last year's earnings, would represent a saving of $17,237, 
or £3,554, and this amount forms part of the increased profit. The 
ret profit for the year, after deducting London oftice expenses, 
amounts to £38,216, besides the balance brought forward, £189. 
From this the directors have provided for the payment of debenture 
interest, £11,250; preference share interest, £6,028. — Deducting 
interim dividend on ordinary shares, £4,000, there remains for dis- 
tribution, £17,127. From this the directors have decided to 
write off a further 20 per cent. of preliminary expenses, making in 
all 60 per cent. now written off, £1,218; to recommend a final 
dividend on the ordinary shares of 2 per cent., making 4 per cent. 
for the year, which will absorb £4,276: to transfer to general 
reserve, £500, bringing it up to £12,500; to transfer to capital 
amortisation account £5,500; to transfer to reserve account for 
depreciation £5,500, and to carry forward £132. In order to pro- 
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vide for the growth of the business, the directors recently made a 
further issue of 1,600 5 per cent. non-cumulative preference shares 
of £10 each. Notice is also given of an extraordinary general 
meeting to be held on 25th inst. for the purpose of sanctioning an 
alteration in the articles of association, the object of the board 
being to enable the company to obtain the benefit of the fees 
attached to any directorship which may fall vacant. 


Caleutta Tramways Company. 


Ма. E. C. MoRGaN presided at the meeting of this company аё 
Cannon Street Hotel on Tuesday. Wholesale reconstruction of the 
lines had been going on during the year, and the difficulties of 
maintaining the service had been great. There was a decrease 
of 30,000 car-miles, for they had to run single track. А definite 
contract has been entered into for the completion of the new 
installation by December 31st, 1901, at a cost of £170,000. That 
sum docs not include the cost of erecting the power house and the 
alteration of the car sheds, work which was being doue by their 
own staff. They now had ample funds to meet present require- 
ments. Any great expansion in the receipts could not be looked for 
until they had mechanical power. 
The report was adopted. 


- 


Prospectus, 


Tue Castner Electrolytic Alkali Company (of the United States of 
America) has been before the public this week with an issue of 
£200,000 in 5 per cent. first mortgage debentures at the price of £90 
per £100 debenture. The issue was made to provide funds to erect 
further plant and extend the works in America from their present 
capacity of 2,000 к.н.р. to at least 6,000 E. H. P., which it is estimated 
will cost £150,000 leaving a margin for ample working capital. 
The company acquires for two million dollars from the Mathieson- 
Alkali Works, the buildings, plant, and machinery, recently erected 
at Niagara Falls, and the Castner patents for the U.S. and Canada, 
and will carry on the business of manufacturers of caustic soda and 
bleaching powder under the Castner electrolytic process. The 
whole of the ordinary shares are allotted in payment of the purchase 
price. Subscriptions were being invited by the Castner-Kellner 
Alkali Company on Monday and Tuesday last. 


The Direct United States Cable Company, Limited. 


THE report of the directors for the six months ended June 30th, 


1000, to be presented at the meeting at Winchester House on 


Tuesday, July 24th, at 2 o'clock, p.m., reads:— 

Herewith the directors submit the usual stat‘ ments of account for the half- 
year ended June 30th, 1 00, which, with the half-year's accounts to December 
31st, 1999, presented at the ordinary general meeting on January 30th last, show 
the financial result of the twenty-third year’s workirg of the company. The 
half-year's revenue, after deducting out-payments, amounted to £52,201 8s. 7d., 
as compared with £51,951 8s. 2d. for the corresponding period of 1893, showing a 
difference of £253 0s. £d. in favour of the half-year under review. The working 
and other озрепвев for the same period, including income-tax, amounted to 
£20,506 8s. 10d., leaving a balance of £31,697 19. 9d. as the net profit, making, 
with 46,847 8s. 9d. brought forward from the previous half-year, а total of 
£38,045 88. 6d. For the corresponding period of 1899 the working expen-es and 
other payments amounted to £20,411 8s. 1d. Three quarterly interim dividends of 
8s. each per share, amounting to £27,319 10s., have been declared and paid during 
the financial year, and a final dividend of Эв. per share is now proposed, together 
with & bonus of 2s. per share, making, with the three interim dívidends, 34 per 
cent. for the year, being a total distribution of £42,457. After transferring £10,000 
to the reserve fund account, the balance of £8,761 Be. 64. оп the revenue account 
is proposed to be carried forward. The reserve fund acoount, having been 
credited with interest on the investments, realised profit, proceeds cf sale, &o., 
of property at Torbay, Nova Scotia, and sum transferred from revenue account, 
now amounts to £418,575 5s. 9d., taking the investments at cost price. Pursuant 
to the provisions of the articles of association, two of the directors, viz,, Chas. 
E Gunther, Esq., and Admiral of the Fleet the Hon. Sir Henry Keppel, G.C.B., 
D.C.L., retire by rotation,'and heing eligible, offer themselves for re-election. 
Messrs. Deloitte, Griffiths & Co, and Messrs. J. and J. fawyer & Co., the 
ашп retire pursuant to the articles of association, and offer themselves for 
re-election. 


Eastern Telegraph Company. | 
THE directors, in their report for the six months ended March 31st 
last, state that the revenue for the period amounted to £543,683, 
from which are deducted £128,072 for the ordinary expenses aud 
£27,939 for expenditure relating to repairs. and renewals of 
cables, &c , during the half year. After providing £6,075 for depre- 
ciation of spare cable and £7,794 for income-tax, there remains a 
balance of £373,802, to which is added £33,660 brought from the 
preceding half-year, making a total available balance of. £407,462. 
From this balance there has been paid interest on mortgage deben- 
ture stock, dividends on preference stock, and an interim dividend 
of 1} per cent. on the ordinary stock, leaving a balance of £298,924, 
out of which the directors have placed £10,000 to the reserve fund 
for maintenance of ships, £5,000 to the reserve fund in connection 
with the removal of head office, £2,000 to the reserve fuud for the 
insurance of goods iu. transit, and £150,000 to the general reserve 
fund. The directors now recommend the declaration of a final 
dividend on the ordinary stock for the year ended March 31st, 1900, 
of 14 per cent. and a bonus of 2 per cent., amounting together to 
£130,000, both payable on the 19th inst., free of income-tax, and 
making, with the three previous payments on account, a total distri- 
bution of 7 per cent. for the year. The balance of £1,924 shown at 
the foot of the revenue account is proposed to be carried forward. to 
the next half-year. The revenue includes £26,039 dividends for the 
half-year upon the company's shares in other telegraph companies. 
An agreement has been concluded between the Eastern Exteusion 
Telegraph Compauy aud the Governments of South Australia, 


Western Australia, and Tasmania for establishing, in conjunction 
with this company, direct cables between South Africa and 
Australia, 774 the islands of Mauritius, Rodrigues, and Cocos, to 
Perth, with an extension to Adelaide. The section between Durban 
and Mauritius will be laid by this company. It has also been 
arranged to lay a cable between Ascension and Sierra Leone, under 
a subsidy from Her Majesty's Government. The order for the 
whole of these cables has been given, and they are in the process of 
manufacture. In connection with these important extensions, the 
tariff between the colonies and South and Western Australia and 
Tasmania and Europe was reduced from 48. 9d. to 48. per word on 
May Ist last, with proportionate reductions for Government- and 
press telegrams. The agreement with* the above Australasian 
colonies also provides for future reductions, under certain conditions, 
to a minimum of 2s. 6d. per word. There will also be substantial 
reductions in the tariff between the contracting colonies and South 
Africa when the new cables between Durban and Perth are com- 
pleted. The meeting of the company was held yesterday at Win- 
chestgr House. 


Electric Construction Company, Limited. 


THE seventh ordinary general meeting of the shareholders of this 
company was held on Thursday, July 12th, at Winchester House, 
Old Broad Street, E.C. 

Mr. J. W. BaRcLaY, who presided in the absence of Sir Daniel 
Cooper, said: I am happy to believe that the accounts and report 
which the directors have submitted to you require few remarks of 
mine to recommend them for your adoption. "The results, on the 
whole, are very similar to those of last year. The general outcome 
is that we have to deal with a protit of £21,729 1s. 9d., aud this we 
propose to do by paying the fixed preferential dividend and dis- 
tributing 6 per cent. to the ordinary shareholders, carrying the 
balance of £4,777 1s. 9d. to the credit of next year's ptofit and loss 
account. The cost of maintaining the works, renewing and uphold- 
ing the plant, adequate provision for bad debts and other liabilities, aud 
£5,000 to the credit of the general depreciation account, come all out 
of profits as usual. You will observe that for the past seven years we 
have applied £33,000 of our protits in reducing the capital account, 
while the works, I am sure, have now more capacity for earning 
dividends than ever before. The accounts require few explanations 
—they speak for themselves. The figures in the profit and lose 
account are very much the same as last year. The expenditure has 
always a tendency to grow, and it is our business to limit the 
increase to what is necessary for maintaining due efficiency. The 
balance-sheet shows the expenditure so far on the extensions. Of 
the additions to plant and furniture during the year, £5,798 has 
been for additional tools in the old works, aud the balance òf 
£9,785 is made up by payments to account of plant for the exten- 
sions. If explanations respecting any other accounts are required I 
shall be happy to give them. At last general meeting you were 
informed that we had contracted for additions to our workshops, 
including, of course, plant to equip them, which costs a good deal 
more than the buildings. The structure of the additional shops has 
beey finished, and is now being filled with tools and appliances of 
the latest improved description for facilitating the outturn of work 
and for reducing the amount of band labour in the process of con- 
struction. When the shops are finished I do not hesitate to say 
that they will be in everf respect the best in the kingdom for 
manufacturing large electrical machines. During the last seven 
years the size of the machines we are required to produce 


has very largely increased—as many as four times over 
—but while it is unsafe to predict the developments 
which may take place in electrical machinery, practical 


considerations lead to the conclusion that the limit of size has nearly 
been ascertained, and we are of opinion that our works will be able 
to cope with the largest machines that will be required of any elec- 
trical installation in the kingdom. As mentioned in the report, we 
have, during the past year, successfully completed the equipment of 
the City and South London Railway extensions with plant and 
appliances of exclusively British manufacture. This seems to be a 
sufficient answer to those who assert that British manufacturers 
cannot produce the best machinery for electric traction. The system 
adopted on the City and South London Railway to meet the con- 


‘dition of distributing power over a considerable length of line from 


one generating station has not been borrowed from the United 
States, and it was indeed, I believe, prophesied by some of our 
trans-Atlantic competitors that the system would prove a failure, but 
those prophets seem to have forgotten that the Electric Construc- 
tion Corporation equipped the Liverpool Overhead Electric Railway 
before there were any overhead electric railways in America. These 
facts should encourage British corporations to have more confidence 
in their own countrymen and not accept implicitly the assertions of 
interested rivals. You have no doubt also observed in our report 
with much satisfaction that the relations between the board and 
employés of all classes are thoroughly harmonious. While anxious 
to do our best for our shareholders, we do not forget the interests 
of those on whose cordial co-operation so much of our success 
depends. Confidence between employers and employcd is a plant 
of slow growth, but we believe that seven years’ experience has 
taught our employés that their directors have their interests also at 
heart, and, in consequence, a feeling of esprit de corps has grown up, 
and each man feels an individual interest in, and is proud of, his 
connection with the company. As to the future, we are full of 
orders, во much indeed that we are pressing forward the completion 
of our uew shops to enable us to execute them without undue delay. 
The prices at which we are booking orders give promise of fair 
profit, although we may, of course, complain that competition does 
not allow us the profits we would like, and that we think we ought 
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to have, but our new extensions will, after a time, give us an 
increased output larger than the proportion of increased standing 
charges they involve, and the saving thus effected will probably be 
divided between ourselves and customers. Gentlemen, I hope you 
will recognise that your directors are endeavouring to keep abreast 
of the times, and I have confidence that the skill and capacity of our 
establishment will give us results at least as good as our neighbours, 
(us the whole, then, gentlemeu, I believe that our position 
in the manufacturing world is becoming more and more firmly 
etabusbed, and that we may regard the future with 
I may mention that the company has sent 20 or 
5v of опг leading men over to Paris in order that they may see 
what is being done in the electrical world. It will give them the 
opportunity of seeing what is being turned out on the Continent. 
Het perhaps our position induces us to believe that there is no 
better electrical machinery in the world than in the Midlands. 

sir H. C. Mancn, C.LE., seconded the motion, which was carried, 
ss were resolutions for the re-election of the retiring directors and 
auditors, i 


Electrica] Power Storage Company, Limited. 


Tue eleventh ordinary general meeting of the shareholders of this 
cmpany was held on Thursday, July 12th, at the offices, 4, Great 
Winchester Street, Mr. J. Irving Courtenay (chairman) presiding. 
The CHAIRMAN, in moving the adoption of the report, said that 
after paying debenture interest and adding about £1,250 to reserve 
snd contingent funds—now amounting to the substantial sum of 
£13,000— 8 balance of £4,620 16s. 1d. remained available for dis- 
tributiom. Ont of that the directors recommended a similar. divi- 
dend to that paid for the last seven years, namely, 5 per cent., 
which would absorb £4,362 8s. 5d., leaving £258 7s. 8d. to be carried 
forward. The new buildings were now being utilised to their full 
extent, and indeed so much had the business increased that even 
these additions were found hardly sufficient. The development of 
the business had necessitated the introduction of further working 
espital, and a call of £1 per share had been made during the year 
on 3,132 ordinary shares,on which only £3 per share had been 
previvusiy paid. The works were in good condition, and the 
increase in their capacity had resulted in considerable economies in 
production. The average price which the company paid for their 
staple article, lead, during the financial year under review was 22 
per cent. im excess of that paid in the previous year. He might add 
that the persistent rise in the prices of raw materials had necessi- 
tated their adding a further 5 per cent. to their list prices for manu- 
‘actured goods, which increase came into force on July 1st. The 
nse in prices of raw materials was a condition which had to 
be faced by nearly every commercial manufacturing company 
snd firm. There had been no falling off in the severe competition 
which existed in the storage battery industry. The directors 
thoaght, therefore, that the company had reason to be satisfied with 
the result of the years trading, especially when it was remembered 
teat besides increasing their reserves, they had thoroughly main- 
tused the buildings, plant, and tools of the oompany at a cost of 
¿1646 6s. 5d., апа had written off £748 3s. 9d. for depreciation, 
th having been provided out of revenue. As intimated at the 
5s meeting, the directors had sent an exhibit to the Paris 
Exhibition. Though the exhibit was not a large one, they had 
codeavoured to make it as effective as possible; they hoped to direct 
реча! attention to the company’s traction types of cells, and as а 
cuasequence, to increase their market for these goods. The cost of 
the exhibit had been debited to the revenue of the year. The 
special type of battery they had introduced for power and tramway 
“ations had proved a great success. The battery installed two 
years ago in Liverpool for the first experimental tramway line of 
the Corporation had proved so satisfactory, that during the year 
they had obtained contracts for a further six batteries for use in 
"arius parts of the city in connection with the different tramway 
routes. ‘These contracts were obtained at a figure in excess of that 
qsoted by their competitors, owing to the satisfactory working of 
the first battery installed. A battery of a similar type had been 
mstalled for the Bradford Corporation during the year, and they 
sad also obtained an order from them for a duplicate battery, in 
addition to which, amongst many others, they had installed bat- 
‘eres for the Corporations of Birkenhead, Bury St. Edmunds, 
Doncaster, Gloucester, Wigan, the Metropolitan Electric Supply 
Company, and Royal Mint. The company's works were never 
"user, and among the more important contracts in hand were two 
large batteries for the Liverpool Overhead Railway ; also batteries for 
‘he Corporations or Urban District Councils of Barnes, Birkenhead, 
Doncaster, Horsham, Ilford, Motherwell, Rotherham, and Walsall. 
since the last meeting, the London Electrical Cab Company had 
ceased operations, and had been put into the hands of a receiver for 
tse debenture holders. This was unfortunate in the interests of 
“cctric traction, but he could state emphatically that the non-success 
2 the cab company was in no way due to any failure of the Faure- 
King batteries to do their stipulated work, and resulted from causes 
^nureiy unconnected with the accumulators. Не was glad to say 
bowever, that he had been informed that arrangements were in 
progress by which electrical broughams, fitted with the latest 
Jsprovements and E.P.S. batteries, would shortly be available in 
London. He could not conclude without referring to the death of 
‘cir esteemed colleague, Mr. Frank King, and paying a tribute to 
t» work carried out by him during the many years he was manager 
vf the company. To his organising ability, and his skill as an elec- 
trical engineer, especially in connection with &ceumulators, he 
con sidered the company in large measure owed its present prosperous 
condition. He had left an impress of his energy and industry on 
tor business generally, which he felt certain would 


" 


preserve his memory for many years to come. In some respects the 
year just closed had been an anxious one for the directors and the 
staff, but he trusted, with the return of pcace, prices would settle 
somewhat. Electric lighting aud traction were being taken up all 
over the country on an ever-increasing scale, and as accumulators 
were recognised as a necessity for economical working, he thought 
the future of the company looked bright. 

Sir JAMES PENDER, Bart., M.P., seconded the motion for the 
adoption of the report and balance-sheet and declaration of. 
the dividend, which was carried unanimously. 


Telegraph Construction and Maintenanee Company, 


THE half-yearly general meeting was held at 38, Old Broad Street 
E.C., on Tuesday, Sir Robert Herbert presiding. 

The CHAIRMAN said there was no formal business to be trans- 
acted ; they had only the somewhat monotonous—but not on that 
account unacceptable—statement to make of the continued 
prosperity and industry of thecompany. Their factories had been 
closely employed since they met last, in doing good work, and so had 
their ships. Their new cable ship the Anglia, which they had 
mentioned on several occassions as being a very satisfactory acquisi- 
tion, had lately completed one vovage, and was about to enter upon 
another laden with a greater amount of cable than had ever before 
been carried by any telegraph cable ship On its last voyage it had 
given utmost satisfaction in all ways, and was a great strength to 
the company. They had work in hand which would occupy them 
sufficiently well during the remainder of the year, and they did 
not anticipate that there would be any less favourable account to 
render at the next annual meeting than on the last and several pre- 
ceding occasions. | 

Mr. Crort (a shareholder) asked a question regarding the Pacific 
cable scheme, for which tenders were now being advertised. Was 
the company in a favourable position with regard to tendering for 
that cable, or could the chairman tell them anything about tho 
matter ? 

In reply, the CHAIRMAN said that they had only just received the 
detailed specifications, and the board had not had time to give them 
that close consideration which they must certainly receive. The 
proposals of the Government were that the work should be divided 
into three sections, the long one from Vancouver to Fanning Island, 
or either of the smaller sections. A company might tender for the 
Vancouver and Fanning Island section, and if it had the means in 
its establishment, might be able to undertake others also. Whether 
this company would be able ever to do that very exceptional work 
at prices which would satisfy the Australian Colonies and Canada 
that they ought to incur the expenditure they could not say, but 
they were quite sure that no other institution had a better prospect 
of being able to do the work, both economically and soundly, thau 
the T. C. & M. Company. They would give the matter their very 
closest attention, and it was not impossible that they might see their 
way to take some part in the affair. "E" 

The usual vote of thanks closed the meeting. 


Stock Exchange Notices. — The Committee have 
appointed a special settling day as under:—Thursday, July 
26th, Bournemouth and Poole Electricity Supply Company, 
Limited — £70,000 44 per cent. debenture stock, and have 
ordered same to be quoted in the Official List; Robey and 
Co., Limited—20,464 ordinary shares of £10 each, fully paid, 
7,146 preference shares of £10 each, fully paid, and £125,000 
44 per cent. first mortgage debentures of £100 cach are also to be 
quoted Applications have been made to the Stock Exchange Com- 
mittee to appoint a special settling day in and to grant a quotation 
to :—Babcock & Wilcox, Limited—Ordinary shares of £1 each, aud 
preference shares of £1 each; Metropolitan Electric Supply Company, 
Limited—Further issue of £125,000 34 per cent. mortgage debenture 
stock; and to allow the following to be quoted in the Official 
List :—British Aluminium Company, Limited—20,000 7 per cent. 
cumulative preference, shares of £10 cach, fully paid, Nos. 1 to 
20,000. (Renewed application.) 


National Telephone Company,—The directors have 
resolved, subject to final audit, to recommend the following divi- 
dends for the half-year ending June 30th last, after charging 
£25,013 to revenue, being. the special expenditure incurred in 
repairing damage caused by the snowstorm in February last, at the 
rate of 6 per cent. per annum, less income-tax, on the first and 
second preference shares. At the rate of 5 per cent. per annum, 
less income-tax, on the third preference shares. At the rate of 6 
per cent. per annum, less income-tax, on the ordinary shares, carry- 
ing £56,000 to reserve, and about £4,000 forward. The transfer 
books of the company will be closed from the 16th to 26th inst. 
Dividend warrants will be posted on 26th. 


City and South London Railway Company.— 
The accounts for the half-year ended June 30th show a balance, after 
providing for the debenture interest, the full dividend on the 5 per 
cent. preference stock, 1891, and on the 5 per cent. preference 
stock, 1896 (less two months’ dividend paid out of capital on the 
latter), sufficient to allow the payment of a dividend on the consoli- 
dated ordinary stock (amounting to £855,000) at the rate of 1} per 
cent. per annum, carrying forward a balance of £788. The dividend 
for the corresponding period last year on £630,000 ordinary stock 
was at the rate of 23 per cent. per annum, the balance carried for- 
ward being £1,107.- 
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The Edison & Swan United Electric Light Com- 
pany, Limited.—The directors have, subject to audit, determined 
to recommend the payment of a dividend in respect of the six 
months ending June 30th, 1900, at the rate of 6 per cent. per 
annum, on the A share capital. The above distribution, together 
with the interim dividend at the rate of 6 per cent. per annum 
already paid in February in respect of the first half-year, will be 
equal to a dividend of 6 per cent. for the year. The dividend 
warrants will be posted on July 31st, 1900. The transfer books will 
be closed from the 18th to the 31st inst. 


Anglo-American Telegraph Company, Limited.— 
The directors have resolved, after placing the sum of £6,000 to the 
credit of the renewal fund, to declare an interim dividend for the 
quarter ending June 30th, 1900, of 15s. per cent. on the ordinary 
stock and £1 10s. per cent. on the preferred stock, less income-tax, 
payable on August 1st to the stockholders registered on the books of 
the company on June 30th, 1900. After paying the foregoing divi- 
dends there will be a balance of about £8,700 to be carried forward 
to the next account. 


The City of London Electric Lighting Company, 
Limited.—The directors have decided to declare an interim divi- 
dend on the preference shares at the rate of 6 per cent. per annum 
for the half-year ended June 30th, 1900, the said dividend to be 
payable on the 3rd prox. to the shareholders registered in the 
books of the company on the 19th inst. | 


Westminster Electric Supply Corporation.—The 
new issue, partly-paid share certificates if required, can be obtained 
in exchange for allotment letters and bankers’ receipt. Fully-paid 
share certificates will be prepared and will be available for 
exchange after October ist next on payment of the final 
instalment. 


The British Continental Electricity Company, 
Limited.—The meeting of this company was held at 82, Victoria 
Street, S.W., last Friday. The report, which was published in last 
week's ELECTRICAL REVIEW, was adopted. Mr. W. A. Brodie, who 
presided, said that the rise in the price of coal had been a most 
unfortunate contingency. It had reduced the protit by £300. A 
dividend of 23 per cent. per annum was declared on the 53 per cent. 
cumulative preference shares for the half year ended April 30th, 
1899. The full dividend has been paid on the preference shares for 


the past year,and 2 per cent. on the ordinary shares for the past 
half year. 


Notting Hill Electric Lighting Company.—aA small 
meeting of this company was held on Monday afternoon, but the 


proceedings were not open to press representatives, and the nature 
of the business did not transpire. 


St. James's and Pall Mall Electric Light Com- 
pany, Limited.—The directors have declared a dividend for the 
half-year ended June 30th at the rate of 10 per cent. per annum on 
the ordinary shares. 


British Insulated Wire Company, Limited.—Divi- 
dend warrants for the half-year ended June 30th on the preference 


shares at the rate of 6 per cent. per annum, less income tax, have 
been posted. 


United River Plate Telephone Co.—Allotment letters 
have been posted in respect to the whole issue offered of £23,361 
5 per cent. cumulative preference shares. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending July 14th, 1900, were £918 19s. 10d. ; receipts for corresponding period, 
1899, £918 188. 9d. ; aggregate for half-year to date, £1,750 8s. 6d. 


The Bristol Tramways and Carriage Company, Limited.— The receipts for the 
week ending July 18th, 1900, were £3,603 16s. 1ld.; corresponding period, 
1899, 28,579 бв. 4d. ; increase, £24 10s. 7d. 


The City and South London Railway Company.—The receipts for the week 
ending July 15th, 1900, £1,486; July 16th, 1899, ££61; increase, £575. Total 
receipts for half-year, 1900, to date, £29,888; corresponding peried, 1899, 
£1,898; increase, £985. Miles open, 1900, 43; 1899, 84. 


The Cork Electric Tramways and Lighting Company, Limited.—The receipts 
| for the week ending Thursday, July 12th, 1900, were £526 0s. 9d. ; correspond- 
ате last year, £462 4s. 2d.; increase, £68 16s. 7d. Total to July 12th, 
1900, £10,599 lls. 9d.; corresponding period last year, £9,898 5s. 2d.; 
increase, 21,206 66. 7d. 


The Dover Corporation Tramways.—The receipts for the week ending 
July 14th, 1900, were £272 12s. 44d.; J wr 1899, £258 15g. 8d. ; increase, 
£18 168. 83d. Total receipts to date, 1900, £5,009 17s. 9d. ; corresponding period 
1899, £4,710 48. 4d.; increase, £229 13s. 5d. Miles of track open, 1900, 8; 


1500! i Car miles run, 1900, 5,153; 1899, 4,722. Number of cars, 1900, 11; 
r] е 


The Dublin United Tramways Company The receipts for the week ending 

í Friday, July 18th, 1900, were as follows:—D. U. T. Co., horse cars, 
£35 14s. 5d.; ditto, electric cars, £3,849 16s. 1d.; D. 8. D. Co., electric cars, 
£1,144 158. 4d.; total, £5,090 5s. 10d ; corresponding week last year D. U. T. 
Co., horse cars, £2,044 13s. Ed.; ditto, electric cars, £1,216 7s. dd.; D. 8. D. 
Co., electric cars, £1,022 16s. 6d.; total, £4,288 17s. (d.; increase, £746 88. 4d.; 
aggregate to date, £9,027 18. 8d.; aggregate to date last year, £8,074 4s. 2d.; 
increase to date, 4952 17s. 6d. The mileage worked is 42 miles electrically, 
2 miles by horses, as against 18 miles electrically, 26 miles by horses, for 
the corresponding period last year. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
July 15th, 1900, were £1,755; corresponding week last year, £1,598; increase, 
£162. Total traffics from July Ist, 1900, £3,442; ditto corresponding period 
1899, £3,132; increase, £810. Miles open 6'57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 

THE political outlook and the heat combined have practically sup- 
pressed Stock Exchange business. Only in one or two of the more 
speculative departments has there been anything doing this week : 
the railway markets fell to pieces at the wretched dividend results 
announced so far, but the number of actual bargains booked has 
been extremely small. The Chinese horror still hangs as a cloud of 
depression over the Stock Exchange, and fears of another national 
loan for war exigencies are damping all investment sections, 


City and South London stock weakened upon the declaration of 
the dividend, which is at the rate of 14 per cent per annum-—1 per 
cent. less than it was this time last year. There were no sellers in 
the market, the dealers simply marking the price down in anticipa- 
tion of those who might come in when the news became spread. 
Waterloo & City has also fallen a trifle, the numberless cheaper 
investments which are now on offer tempting proprictors to change 
their holdings for something which returns more interest. Central 
London shares are all better, whole and half shares alike, the Berlin 
selling having ceased. The final Board of Trade inspection took 
place to-day (Wednesday), and it is hoped that the line may now 
open any day for public traffic. 


British Electric Traction shares exhibit no alteration, but Imperial 
Tramways are harder at 23. This is the company which virtually 
owns the London United Tramways, whose comprehensive Bill for 
running powers to Hampton Court has at last gone through Parlia- 
ment. The company’s lines from Kew to Hammersmith, on which 
the electrical experiments are so soon to be tried, are fast assuming 
their new aspect, and rumour puts their completion some time in 
September. 


As regards the latest issues, British Electric new fractions are 7s. 
to 9s., the Preference being 3s. cheaper. Calcutta Electric Lighting 
new are } to 4 premium, the old standing at 63. 


In the supply market the state of business is perhaps best 
described in the words of the Scotchman who, when asked if he 
did not miss his wife after her death, replied that it was verra 
dull, but verra peaceful" City of London Electric fell as a result 
of the meeting, which showed that the shareholders were by no 
means unanimous in wishing to grant the extra borrowing powers 
asked by the directors. The motion was agreed to, as we reported 
last week, but the board met with some sharp criticism, not wholly 
unjustified, in connection with the short time allowed for share- 
holders to make up their minds on the point. 


The Charing Cross and Strand Company is issuing 30,000 new 
Preference shares of £5 each at a premium o 2s. 6d. per share. The 
new shares will not rank with the existing Preferences until next 
year, and as the latter stand at 53, the Charing Cross Company is 
certainly plucky to ask a premium for the new issue. It is offered 
to both Ordinary and Preference shareholders in the proportion of 
three new shares for every seven held at present. We hear circum- 
stantial rumours of a fresh emission, too, from the County of London 
Company, which will probably take the shape of more 4j per cent. 
debenture stock. And we should not be absolutely astonished if it 
were to be offered at 108, which is about 2 per cent. below that 
which the present issue now commands. 

By a slip of the pen last week, we gave the lowest prices of 
Chelsea's and St. James's during 1900 as 63 and 148 respectively. 
The figures should, of course, have read 64 and 14. 

The amalgamation rumour of the Welsbach and the Sunlight 
Incandescent Companies was marked by a sharp rise in the stocks 
and shares of both.  Undoubtedly the scheme will immensely 
benefit each enterprise, and it may be that with the Welsbach's 
electric mantle coming on the market in a few weeks’ time, 
the unfortunate shareholders may see some of their money back 
again. Á 

Anglo-American Telegraph Stocks experienced a sharp set-back 
upon the appearance of the directors’ statement, showing nearly 
£16,000 less to be carried forward as compared with last year's 
figures, although the dividends on the Ordinary and Preferred are 
maintained. Seeing that a prominent official of the company told 
us only a few weeks ago that the Anglo-Americau's traflics were, up 
to that time, rather ahead of the 1899 results, we can only 
surmise that the company has been very unlucky in finding 
renters of its steamer, from which a large profit was made last year. 
This, however, will be ascertainable by the report. The Eastern 
market is steady, Chinas having recovered the dividend of 
2s. 6d. per share deducted on July 12th. Eastern Ordinary shows 
no disposition to move. There is nothing worthy of note in the 
telephone department. 

The electric tramway company for Havana, whose coming we 
heralded weeks ago, will probably be offered to the public in a few, 
days' time. 
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SHARE LIST OF ELECTRICAL COMPANTIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Prack Closing Closing 
Present or Dividends for ; 
lame. ране the last three years, a dah uly 13th. 
1897. | 1898. 1809. 
110,900 African Direct Telegmph, 4 95 Debs. ... | 100 .. | 99 —103 99 —103 
Amazon Telegraph 5 Debe., Nos. 1 to 1, 250 Red. .. | LOO] ... e. | 85 —- 90 85 — 90 
Anglo-Ameriean тастар тИ . . {Stock} 3 £3 T 73/6 | 60 — 63 59 — 62 И А 
Do. 69, Pref. |...  ... Stock 6 6 % 1134—1144 |1134—1144 | 1144 | 1134 
Do. Deferred ga чы zu Maud 41 78. 123— 13 | 113— 193 | 1213) 1112 
Chili Telephone, Nos. 1 to 44,000 s ee 24— 34 24— 34 T ass 
Commercial Cable 99 100 à 2 165 —175  |165 —175 өз ys 
Do. Sterling 500 year 4 4 % I Deb. Stock Red. Stock. 101 —103 [101 —103 | 1024 1011 
Cuba Telegraph | rs 10 7 % [8 7 5 6§— 74 64— 74 ii "m 
Do. 1010 % 10 „ | 154— 164 154— 164 16 | .. 
Direct аы Telegraph s D" eu T е 5 45 4 4 — 4 — stk en 
Prin Pref. ... T T 5 10 * js 9 — 10 9 — 10 wis 
De . s] 50... 100 —104% 100 —104 u. 
Direct United States Cable M ... р 20 | 34% | 34% 3 95, | 114— 12 | 114— 12 111 | 114 
Direct West India Cable, 44 Reg. Deb. “С 100 M .. | 99 —102 99 —102 sii an 
Eastern Telegraph, Ord. 805 im .. Stock 7 $ | 7 95, | 7 95 148 —153 148 —153 151 | 148 
Do. Pref. Stock =: ns — |100| .. — 97 —100 96 — 99 xd| 98 96 
1,482, 288 / Do. Mort. Deb. Stock Red. jen . . {Stock} 4 111—116 [111 —116 5 
950,000 | Eastern Extension, 1 and China Telegraph ... 107 7 % 7 % 144— 154 | 143— 15}xd 164 143 
{ Do. 5% (Aus, Gov. Sub.) Deb., 1900, red. ann. 100 5 % Em __ 
drgs., гер. 1—1 ‚049, 3,976—4 320 É ' | ids 
Do. Bearer, 1,050—3,975, 4,327 —6,400 100 5 | .. "RE ipe Eus T 
ES : en 58 ч .. Stock 4 % 112 —117 |112 —117 s 
tern an uth African elegraph, 4 Mort. Deb. 
{ NE TG 3.000, red. 1909 100 100 —103 [100 —103 is 
Do. 4 % Reg. Mt. Debs. ete Su Ene 25 | ... . . 100 —103 100 —103% |... isi 
Globe Telegraph and Trust ... 10 | 4496 54% 54% = 11% | 111—114 11,4; 114 
Do. 6%, Pref... о 6 6 — 151 15 — 154 | 158 153 
к е „Telegraph, of Copenhagen 10 di 124 oa 32 —34 32 — 34 «e d же 
ifax an rmuda Cable, 44 % 1st Mort. Debs., = = 
DOLLER терт j 100 | .. |... . | 98 —101 | 98 —101 i 
London Platino-Brazilian Telegraph, 6 26 Debs. ... e 100 6 .. 105 —108 |105 —108 e 
Montevideo Telephone, Limited, Ord., Nos. 1 to 72,080 .. IY ns T Т +— à i— 1 ae 
Do. do. 5% Pref., Nos. 1 to 86,492 1|4 4 24 i— 1 i— 1 je 
National Telephone, 1 to 490,0 ũñ0ẽ m. 5 6 6 5 43— 53 | 4i— 54 |... 
, Do. Cum. Ist Pref. ..  ...  ..]| 106 6 6 13 — 15 |13 — 15 144A 133 
Do. Cum. 2nd Pref. ... 10|6 6 6 12 —14 |12 — 14 " 
Do. Non-cum. 3rd Pref., 1 to 250,000 5 | 5 5 6 5 — 5 5 — 51 51 v 
Do. Deb. Stock Red. Stock| 31 34 34% | 97 —100 97 —100 98 - 
Oriental Telephone КЫ lec., Nos. 1 to 171,504, fully paid 145 5 5 [ i— 14 3— 14 e] 
Pacific and European Tel., 4 * Guar. Debs., 1 to 1,000 ... | 100 | 4 Ф 26 .. 100 —103 100 —103 à 85 
Reuters. - 8|5 5 5 | 74— 8 74— 84 7R | 74 
Submarine Cables Trust T Cert.) ... sa . . 125 —130 125 —130 eee 
United River Plate Telephone fs с de 5/595 169176 | 5 — 54 | 4i—.51 ie 
Do. 5 ГА Cum. pret. Nos. 1 NS d DT. fic ids 5 — 53 5 — 53 = 
Do. 5 95 Debs. . » Stock 104 —107  |104 —107 x 
West African Telegraph, 5 €, Debs... 100 97 —100 | 97 —100 - 
West Coast of America, Nos. 1—30,000 and 53,001-—53,008 23 |... те sys — 1 i— 1 T 
Do. do. 4 95 Debs., 1—1,500 by Braz. Sub. Tel. 100 | .. ее? .. | 99 —102 99 —102 с 
Western and Brazilian Telegraph 4 % Deb. Stock Red. ... |Stock, ... ds 102 —105 Е Е T 
Western Telegraph, Ltd., Nos. 1— 207,930 . sss ce] LO 7 955 | Y 95 141— 151 | 142—151 xd) 15 
Do. 5 v Debs, 2nd series, 1906 „ 4007] гае is . . 103 —106 103 —106 55 TM 
Wost India and Panama 33 . 10 f 2 4% #— 9— 4 e 
Do. 6 Cum. lst Pref. sy 10 | 6 е ea 64— 75 64— 74 ec 
Do. . 6% Cum. 2nd Pref. ... 10 6 6— 7 | 6— 7 982 
Do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 102 —105 |102 —105 "T 
ELECTRICITY SUPPLY COMPANIES. 
{ t 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 4 6 6 7 — 8 7 — 8 sas 
12,000 Do. do. 7% Cum. Pref... . 5 7 | db rur ae ss 81— 91 a 
50,000 | Chering Cross and Strand Electricity Supply 517%:8% 19% | 94— 104 | 94— 104 | 108 | 10 
20000! Ро. do. do. 449 Cum.Pref.| 5 |o .. | 5à— 6 51— 6 aes 
94,000 Chelsea Electricity Supply, Ord. 5 6 6 * 6%; 6— 7 64— 73 66 | ... 
150,000 | Do. do. do. 9$, Deb. Stock Red. Stock| 44 5 .. 107 —110 |107 —110 ix 
60,000 | City of uae Electric Lighting, Ord. 40,001—100,000.. 10 10 6 4 5 | 8)— 9i 8— 9 814} 81 
40,000 | Do. Cum. Pref., 1 to 40,000 . 10 | 6 6%| .. |12 — 13 12 — 13 ee 
400.000 | Do. Deb. Stock, Scrip. (iss. at £115) all paid 5% .. 192—127 |122 —127 i 
10,000 | County of Leng & Brush Prov. Eus Ltg., Ord. 1—40,000 | 10 | nil | nil |4% 83— 94 83— 94 95 
ооо! Ро. | 6 % Pref, 40,001—60,000 | 10|6 95, 6 95 | ... | 114— 124 | 114— 12 "n 
rere Do. 4 X Deb. Stock, Prov. Certs (all paid) Rd a xj 108 —111 {107 —110 1073 
00 | Edmundson's Elec. Corp., Ord. Shares 5 5 7 $ 44— 5 44— 5 2d 
75,000 ' Do. 44 % 1st Mort. Deb. Stock. 100 . 101 —104 | 99 —102 xd 95i 
. — London Electric Supply ae Saat Limited, Or. JI PT E 2р 1— 14 | 1— 1j 
45,340 do. do. 6% Pre. 5, .. 6. | 4— 43 4— 48 
250,000 Do. ds 4% Ist Mt. Db. Stock Rd. |Stock| ... к 98 —100 | 98 —100 ы 5 
85,000 | Metropolitan Electric Supply, 101 to 62,500 ae: 10 | 6 5% 5 % 144— 151 | 144— 154 15 144 
230.000! I First Mortgnge Debenture Stock |... 44 р 111 —114 111 —114 ae г 
220,000 | Mort. Deb. Stock Red. Stock]... e .. | 96 — 98 96 — 98 js 
6,252 | Notting Hi Hill Electric Lighting " . | 1016% 6 7 % | 154— 163 | 154— 163 E 
40,000 ' 8t. James's and Pall Mall Electric Light, Ord. ns 5 144 wg 144% | 134— 144 | 185— 144 1414 
40,000 Do. do. 7 % Pref., 20,081 to 40,080 5 7 7 7 84— 93 83— 93 
32,000 | Smithfeld Market Elect. Supply, | Ord... $1 б 2 see 2 — 24 2 — 2} " 
80,000 | Do. do. 4 Deb. es. | 100 85 — 95 | 85 — 95 |. жез 
65,000 | South London Electricity Supply, Ord. ih б 31— 4 | 39]— t e 
араш Westuinster Electric Supply, Ord., 101 to 80,000.. 512% 12 % 13 39:12 — 13 | 12 — 13 13 | 194, 


3 Uniem otherwise stated 


* Bubject to condense Shares. vati Брда 
shares аге 
Dividends marked’) are for Ра. consisting of the inier pa 


| 


vy in deferred share warrants, 
of one year and the first part 


+ Quotations on Liverpool Stock Eee 
ч nus being used 


as capital. 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 

ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 
Pp Дек үл. | Closing |, Closing Business done 
P resent Д | Dividends for otati * 

fore NAME art, thelant throe ron, | Quotation | Quotation | week ended, 
: 1897. | 1898. | 1 Highest. | Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000  ... с 1110 % 20 9$ . 23— 34 21— 34 = n 
90,000 Do. 44% 1st Mort. Deb. Stock Red. Stock SN 96 —101 96 —101 2d T 
30,000 British Electric Traction M Р 10 6% 14 -- 15 14 — 15 14H| 148 
50,000 Do. do. 6 95 Cum. Pref. 10 | .. у 12 — 13 12 — 13 124 | 128 
200, 000 Do. do. 5 % Perpetual Debenture Stock . Stock 123 —126 123 —126 s 3 
85,0002 |TBritish Electric Works Co., Ord. £1 shares, 50,001—135,000 | ..., ... 3— 1 i— 2 - ae 
60,000 t Do do. 695 Cum.Pre£,1—50,0000 ... | ..| .. „— y- Hl oe 
500 ї Do. do. 4} % 1st Mort. Deb. 100 . | 99 —101 97 — 99 x n 
- 40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 Т 5 15 € 15 [4 20 0% 11 — 12 11 — 12 113 т 
27,500 Do. do. 6 % Cum. Pref. Nos. 1 to 27,000 . o. жш ic 6 — 64 54— 6{ха| .. 5 
. 90,000 | Brush Elecl Enging., Ord., 1 to 90,000 f 3/ 3% 5 18— 14 198— 138 ай - 
90,000 Do. do. Non-cum. 6%, Pref., 1 to 90,000 2| 6% 6 2 — 24 2 — 22 id vs 
125,000! Do. do. 44 % Perp. Deb. Stock nc Stock! ... T 109 —114 109 —114 n Tt 
50,000 Do. do. 43 % 2nd Deb. Stock Red ... Stock | ... . . 103 —105 |101 —103 EM jos 
20,000 | Callender's Cable ups shares, Nos. 1— 20,000 5 | 124% 15 5 * 15 ›% 13 — 14 13 — 14 das ТТ 
20,000 Do. do. 5 Cum. Pref. . jaa 5| .. 51— 5$ 51— ee 85 
90, 000 Do. do. 4} 95 1st Mort. Deb. Stock Red ... |S ock 110 —114 110 —114 € 885 
213,533 Central London Railway, Ord. Shares 10 " 94— 10 9— 94 9% 9g 
61,033 Do. do. Pref. half-shares .. 5^ uu PI 44— 5 44— 43 48 4? 
71,447 Do. do. Def. do. € 5.1: Mo: 44— 5 43— 43 - ii 
855,000 | City and South London Railway  .. Stock; 14%] 24%| 14%] 64 — 66 60 — 64 65 2 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . 10 .. е 6— 7 6— 7 d 
32,098 | Crompton & Co., Nos. т 32,098 к ре 3 69% 34— 4 31— 44 4 
Do. 5 & 1st Mort. eg. bs., 1 to 900 of 
100,000 £100, and 901 to 11 000 of £50 red a E aie 98 —101 99 —102 |... — 
99,261 | Edison & Swan Utd. El. Lgt., “A” shares, £3 pd. 1 to 99,261 5 6 9€, 6 . | 2— a | 2— 24 2 2 
17,139 Do. do. do. A Shares, 01017, 139 516% 6 e se | Sh 46 | 34— 44 [o |... 
344,023 Do. do. do. 4% Deb. Stock Red 100 * А, .. | 91 — 93 91 — 93 x _ 
112,100 Electric Construction, 1 to 112,100 ... 2| 6 ] 6%) 6 Y| 2 — 23 2— 21 T 
25,000 | Ро. do. 7 % Cum. Pref., 1 to 25,000.. 2| 7% 7 .. 3— 34 | 3— 34 X 
140,300 Do. do. 4% Perp. 1st Mort. Deb. Stock Stock| ... 8 . {104 —107 103 —106 ; 
9,6007! Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 ... 10 7 7 7 10 — 11 10 — 11 xd НАЕ 
30,000 | Henley’s (W. T Telegraph Works, Ord. ae - 5 | 12 14 & 15 & 13 — 14 13 — 14 131 133 
30,000 Do. do. 45 €, Pref. .. 5| 7 T 95 xs 5l— 5 51— 5} НЯ me 
50,000 Do. do do. 44 Mort. Deb. Stock.. Stock| 44 iss .. {110 —114 110 —114 dd 
- - 50,000 | India-Rubber, Gutta-Percha and Telegraph Works 10 10 %| 10 P. | 21 — 22 21 — 22 ge Des 
300, 000 Do. do. do. 4 95 1st Mort. Deb .. 100 E 259 . . {100 —103 100 —103 Е гоз 

37,500 Liverpool Overhead Railway, Ord. ^s 10 | 3:% 34% 34 9 — 9i 91— 98 885 " 

10,000 f Do. do. Pref., £10 paid ids 10| 5 Ф 5 %| 5 13}— 134 | 131— 134 sie bei 

37,350 | Telegraph 5 and Maintenance ... 12 | 15 15 © 15 35 — 39 35 — 39 38 37 

150,000 Do. 4 % Deb. Ваз. Nos. 1 to 1,500 Red. 1909 100 sak . . {101 — 104 101 —104 ae БЕР 
20,000 | Telegraph машынан, a Nos. 1 to 20,000 ... 5 8 СЯ 12 %| 104— 114 | 104— 114 Á Е. 
20,000 Do. do. 5 95 Cm. Prf. Nos. 1 to 20,000... 5 54— 6 51— 6 
540, 0007| Waterloo and City Railway, Ord. Stock  ... -. | 100 | 3 [4 3 [4 97 —100 94 — 97 
| 
t Quotations on Liverpool Stock Exchange. 1 Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES 8 OFFICIALLY s beg ar 
Electric ‚ Ord 45 8—10, bridge Blectric Shares 25 1 
pton ап won if), Debentures of 4100, 104—108. orem Preference есента В ^1, 45 (tally X UO 7. De. 
Notional Eleotris Free Son 40 (fal Dividend, 190, on Ordinary Shares 
Ashtor and сЕ ectzio Iri a a T. Parker, 410 (tally y paid), 1 73. 


Bank rate of discount 3 per eent. (June 14th. 1900). 
MARKET QUOTATIONS, Wednesday, July 18th. 


* From Birmingham Share List. : 


CHEMICALS, &c. | This week. This week. Last week. Inc. or Dec. ! METALS. &o. (continued.) This week. | Last week. Inc. or Dec. 
|- | ————————— 22 ТЕНИ ⁵]ð» a ——— ——s ß ̃ —l — —ñÄ 
‚а Acid, Н омо TE .. per сиб. 5/- 5/- g Copper Sheet ; r ton £83 £83 v 
a „ Nitric Е .. рег сиё. | 22/- 227 | g РЕ Sar ton £83 £83 vs 
r „ Oxalic .. per cwt. 927. 82 / e " (Electrolytic) Bars per ton £81 £81 А 
-@ „ Sulphuric . perowt. 5/6 5/6 èe n a eets . per ton £90 £90 | m 
a Ammoniac, Ral .. per cwt. 89/- 89/- e „ › .. per ton £84 £84 X: 
: Ammonia, Muriate (orystal) . per ton 1 £33 £38 . e » i H.C. Wire per Ib. d. | 12 a 
.. per ton | £90 £90 f Ebonite Rod .. ДЕ T .. per lb. ЧА {+ 
а Bleachi powder per ton £7 47 fo» eet - . perlb. 5j- | : 
a Bisulphide of Carbon per ton £15 £15 ' n German Silver Wire per lb. 1/6 . 
a Borax З е рег ton #11 £17 | h Gutta-percha, fine . .. perlb.| 8/- ph 8/6 , 8/- to 8/6 Vs 
а Bensole (90 %) .. . . per gal. T- 77 n India- rubber, Para fine per Ib. 8/104 to 40 4/- to 4/1 dec. 
50%0 W . per gal. 5/6 5/6 | Iron, Charcoal Sheets per ton £18 m 
Corper вае е .. рег ton | #95 1 £25 10 | i , Pig (Cleveland warrants) . per ton 6806 68/6 ў 
Nitrate per ton £25 £25 i ,, Forgings, according to size per ton| From #11 | From £11 
a „ White Sugar per ton £31 f us устар, kans per ton} 70/- to 72/6 | 70/- to 72/6 
ca потоне. . рег кеп al ata i , Wire, galvanised No. 8 per ton 204 2 | h 
" ethylat p " r : to to 
a Naphtha, Solvent (90% at 160°C). m per al. 5/6 5/6 | 9 Lead, English Ingot per ton! | 217 126 417 12 6 
a Potash, Bichromate, in casks.. per lb. d. 84d. ii Sheet perton| £18 15 £18 15 
А » Caustic (15/8090) per ton 24 42⁴ id Manganin Wire No. 98 per Ib 8/- 8/- 
| Bisulphate у per ton £35 £35 g Merc per bot £9 10 £9 10 
‘a Shellac... per cwt 68/- 68/- | d Mica (in original cases), small . per lb. | 8d. to 9d. | 3d. to 9d 
a Sulphate of Magnesia . per ton 44 10 £4 10 d is „ medium per Ib. 191029 | 1/9 to 2/9 
a Sulphur, Sublimed Flowers . per ton £6 £6 | large .. per Ib. 3/8to 7/3 | 3/3 to 7/3 
a » ao per ton £5 10 £5 10 | P Phosphor Bronze, plain castin per lb. 11 01/4, 1/1 to 14 
a „ Lum .. per ton £5 £5 P s rolled bars & rods per Ib. 1/1 to 1/4 | 1/1 to 1:4 
a Soda, Caustic (white 70 9) per ton £10 15 £10 15 p " stipasheot per lb. From 13 From 1:8 
а „ Crysta " per ton £8 £8 0 Platinum per oz. £3 18 6 £3 а 6 | | 
а „ йоны casks per Ib 93d. 834. p Silicon Bronze Wire per ib. 1034. to 13 10jd. to 1/1 $a 
| 1 Steel, Magnet, soc d'ngtodeso'p'n per ton From £15: to £40 | Ex 
METAL mx. i o Elte to A44 | oad 
( , 9 V 
8. &c. | 0 Tin, block per ton | aur 4 to 4145 £4 inc 
Aluminium Wire, in ton lots.. per ton £224 £224 e 4 „ foil Ži ; .. per lb 19 
Sheet, in ton lots per ton 4191 2191 | е; wire, Nos. 1 to ie |. per ib 170 i 1.9 
р Babbitt's metal ingots.. per ton ' £80 to £150| £80 to 150 р White Anti- friction Metals — 
c Brass (rolled metal 2 to 12") basis per lb. Tid. 14. ' | “ White Ant” brand . r ton| £40 to £170, £40 to £70 | 
c „ Tube(brezed) .. . r lb. 10d. 1d. ' j Yarns, Cotton, Single 101b b'ndl's per lb. Bad. | Sad. 
e „ „ (solid drawn) per Ib EH o | „ Best Flax, d lea. per Ib. А Gd. 
€ „ Wire, basis per lb. $ d. j „  Hemp,8 ply 10 lbs. r lb. : i 44d. 
e Copper Tubes (brazed) per Ib. 1144. lid. | ҮЕ Russian, 10 lbs. .. per lb. d. i 
» (solid drawn) . per Ib. lid. lid. j J ute, 180 Ibs. rove r ton ч 14 
P Copper Bars (best selected) .. per ton £83 £88 | k Zine, Вз. (Vielle Montague bnd. ) per ron E23 nett. | p 5 new 
ОЕТ MENU T I ҮЛҮ ilem Hea dale pene, 
; е i uminium essrs. James & Bhakspeare. m Messrs. W. over 
ppiied by 1e Messrs. Thos. Bolton & Sons. Wii erg { Messrs. Jackson 4 ТЩ Supplied by. з Messrs. P, Ormiston & Bona. 
im [4 Messrs. F. W & Sons. У | < Меватв. Bolling & Lowe. ч o Messrs. Johnson, Matthey & Co., Ltd, 
e Messrs. Frederick Smith & Co. j Messrs. Henry C. Yeo & Co. p The ы ај Bronse Company, Ltd. 
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POWER HOUSE DIAGRAMS. 


Tun annexed diagrams give iculars of the running of three 
eloctrica] tramways for a period of four months from December 1st, 
1994, to March 31st, 1900. They are taken from the power house 
recorda, and show the total car miles run on each day during the 
period named: the total number of units generated for all pur- 
pes: and the ratio of the two amounts, orithe units generated per 
e mile run, no allowance being made for the units used in the 
statiun, and only the paying car mileagejbein: given. The smaller 
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Cesamption per car mile at Kidderminster may be due to the fact 
thet this line is chiefly one of easy gradients, and has some fairly 
tee running along а country road-side. The period included in 
the diagrams contains all the snow days of the past winter, and the 
fect of now is plainly shown, the increase of the consump- 
Чоп per car mile due to increased resistance to the cars them- 
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selves, and also to the snow ploughing, which is not counted as car 
mileage. Fog is also seen to cause ап increase of the current com- 
sumption per car mile, owing probably to the necessity of ultra- 
cautious handling of the cars. The effect of the Saturday half- 
holiday is particularly marked in the Lancashire line, but it is not 
much accentuated in Staffordshire; not perhaps so much because 
Saturday is less of a holiday in Staffordshire, as that the service is 
so fully occupied on all days that Saturdays do not present much of 
a contrast, though doubtless they will do so when the number of cars 
available for extra Saturday traffic is increased. We are indebted 
thegBritish Electric TractionZCompany for this diagram. 


- 23223292 „2 „ „ 44 


N 


—— 2 22 "ao 


SS 


THE EDUCATION OF MACHINISTS. 


II 


In our brief abstract of Mr. Higgins's paper we brought forward 
chiefly the points favourable to the view he took. In the discussion 
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on the paper the trend of opinion on the whole was either 
unfavourable to the authors views, or, if favourable, was not 
optimistic. Rear-Admiral Melville considered that the theory 
` was perfect. While recognising the value and necessity of the 
higher education of all, he pointed out that the large majority of the 
working classes of all nations are poor, and that an early start to 
work is necessitated thereby. ‘The admiral may be right, 
but on this particular point it may be that there are thousands 
of the working classes who are in receipt of incomes of £500 to 
£600 per annum, and who not only do not avail themselves of 
any educational facilities beyond the Board School, but would be 
knocking at the workhouse gates if they were out of work ten days. 
As a class we do not believe that the workers, as they are facetiously 
termed, care one iota for the higher education. If they did they 
could well afford much more than they do. 

America professes to have a working class better paid than 
England. If this be so, we are confident that it is not the dire 
necessity of poverty that causes 80 per cent. of American children to 
drop out of school before attaining the  high-school grade. 
The admiral condemns the attempts to teach music, botany, 
physiology, other ologies and languages as time wasted that would 
be better spent on a useful course of grammar, commercial 
arithmetic, and so on. Considering the very poor elementary 
teaching afforded by the Board Schools of England and the common 
schools of America, it does seem folly to attempt the higher flights. 
Unless the half time school of Mr. Higgins can be State supported, 
he does not sce how it is to be a success. Very few works care to 
be bothered with apprentices. Some absolutely refuse to take them, 
and the half time system could scarcely be attempted. Yet the half 
time system has proved a success in our Euglish textile trades, 
where the youngsters necessary in certain light work are all half 
timers. He further does not believe that a commercial shop is 
possible. They must succeed or fail in open market, and they can- 
not all succeed. That fact will condemn the system. He, therefore, 
thinks the State ought to provide school shops properly equipped. 
It appears to us that the members of the American Society of 
Mechanical Engineers have thought only for their own special sect. 
If trade schools are to be thus established for one trade, they will be 
demanded equally for all trades. 
system would perhaps be that the more careless and unworthy would 
drop into the lower ranks of labourers, whereas now it often seems 
to us that the labourer is a vastly superior man to the fitter or other 
so-called mechanic he has to serve. 

The manual training school is not approved, for it is too superficial 
in the training it affords. Finally, the Admiral believes in the 
system of apprenticeship, but he does not say what is to be done in 
a land where they refuse to take apprentices. As Europe also is 
objecting to apprentices, there will soon be no trained tradesmen 
left; America cannot then draw her supply of skilled workers 
from Europe, and in common with Europe will perhaps come round 
once more to the old system or something very like it. | 

Prof. Hatton's contribution to the discussion resolved itself into 
an argument about consulting engineers, and he attributed the advance 
made in America to ita freedom from the consulting engineer of 
the Old World type. But he did not go on to show that America, 
while freed from what has certainly become an evil with us, has not 
lived up to the freedom from restraint, but has become almost as 
much aslave to the shop manager, and is rapidly sacrificing quality 
to ease of manufacture. Americans generally forget that much of 
their business here is not effected because of better articles being 
supplied by them, but because English firms have been too busy to 
quote, and we note an American tendency —having secured customers 
—to supply much less for their money under the same nominal 
rating than what they offered when first trying to secure a 
customer. 

Prof. Thurston endeavours to differentiate the education of 
machinists, foremen, and mechanical engineers. A trade school 
properly organised should be narrow in its teaching. It should 
teach single vocations as masonry, carpentry, or the trade of machinist. 
It does not involve work in pure science with a view to its application 
to engineering, nor a knowledge of the methods of the physical or 
chemical laborateries. He rightly points out that there is room 
for millions of narrowly trained men where hundreds only of trained 
engineers can find a place. Now this is sound sense. He thinks 
there can hardly be an over supply of properly trained men. He 
would, therefore, provide trade schools for the thousands; 
already there are ample schools of engineering for the hundreds. 
He would keep the entrance standards high, but he insists on a 
thorough differentiation between the trade schools and the engineer- 
ing schools, which actually involve more severe training and higher 
attainments, scientific and general, than either law or medicine 
has been accustomed to demand. | 

From the many who have joined in the discussion, one broad fact 
appears, that the machinist is almost wholly in the minds of all. 
The skilled trades appear out of sight or out of mind, and the 
machinist stands forth pre-eminent, showing how very much the 
Americans do depend on machine work, and explaining to some 
extent the reason of thcir shortcomings. In England it is true that 
machine work has not taken the high position it has in America. 
A good tradesman stands higher than a machinist, who used often to 
be, and still is, a glorified labourer—an unskilled workman, that is to 
say, taken off the shop floor, to use the conventional term. 

Prof. Kimball distinctly states that he does not believe that the 
manual skill required to-day is as high as it was 30 yearsago. No 
doubt this is true. The machine does the work, and machines are 
made and worked by men of little manual skill, though no doubt 
particularly apt in gauging the capacity of their machines, and by 
their aid doing good work. 

Prof. Morris does not believe that four years can turn out a man 
of the class Mr. Higgins requires, while ashop foreman says nothing 


One good outcome of a general ` 


can take the place of the real apprenticeship system. Prof. 
Thurston concludes with an appeal for some kind of return to the 
system, whereby an apprenticeship in a regular shop could be 
carried out at the same time as a more or less academic training. 
He also believes in the instruction shop at a school in preference to 
the construction or commercial shop, for, as he says, quite a lot may 
be done, and the student made a fairly good workman by systematic 
instruction, whereas in a construction shop making things purposely 
to sell he must first become skilled. 

The question naturally arises: Is it wise to teach more than 
principles and familiarity with tools and methods? Can any kind 
of work, in fact, be taught, any more than legal practice can be 
taught at school or college ? 

The beauty of the instruction shop is that all sorts of things can be 
made, not merely the narrow lines of goods whereby alone a shop can 
possibly be made to pay. The making of goods to sell spells mono- 
tony, and all interest would go out of the work of students which 
now attaches to each fresh piece of work—it may be a pump or an 
engine, or a piece of laboratory apparatus. 

Many of the arguments were coloured with the idea that the 
recent American success was due to superior quality. This is not 
strictly the truth. There has been cheapness, due to system in 
manufacture, but the success has been due to facts of a 
commercial kind fully as much as to engineering, and to 
engineering only in the narrow, though important sense of 
the efficiency of machine work. So it comes that much 
American stuff is better made than designed, better tooled than cast, 
better filled up along ragged castings than it is smooth cast, and 
better turned along flat edges than round the corners of such edges 
whereby alone a good finish is made. American methods are very 
strictly utilitarian, it is true, and a well finished corner may be 
uscless, but on the same grouuds, the putty filling of a casting would 
be better omitted. 

Prof. Sweet was favourable to Mr. Higgins's ideas, but would by 
no means treat all pupils alike, and he would rather keep the 
teaching of the individual in narrow lines. "Those of ability he 
would put through many avenues; the less capable through fewer. 
A would-be machinist he would make to give most of his time to 
that branch with some time to drawing, to pattern making, and 
to the foundry, while the draughtsman would give some time to 
patterns, foundry and machine work, and 80 on. 

If we were to put our own conclusions broadly, we would say 
that all should be taught on comparatively narrow lines to earn their 
living by being able to do something well, but that further cduca- 
tion must spring from themsclves. The means to a much better 
education on broad lines are already frecly available in many non- 
utilised directions, but take one line only, that of the free library— 
do we not all know that the trashy novel forms 75 to 80 per cent. of the 
business done? The facilitics are already ahead of the desire to use 
them. It appears tous that the machinist trade has provided openings 
in America for a special and somewhat peculiar class of men, who 
have found themselves able to earn thereby better wages than at 
other occupations, and, untrammelled by any union rules, have sent 
up production to something like the rate it would go at here if work 
were allowed td goon frecly. But if it is only the machinist class 
for which the trade schools are needed so much, it would appear 
unnecessary to go to so much elaboration to secure an end that is so 
"AE attained in well organised shops with labourers taken off the 

oor. | 

It seems to us certain that few men would remain as repetition 
workers on machine tools if they could get anything better, or unless 
they felt themselves to be so much better than their fellows that 


they foresaw a move upwards. As a class they cannot, of course, all 
get the move up. | 


THE WORK OF THE LIGHT RAILWAY COM- 
MISSION.* 


By R. Н. SCOTTER, C.E., M. I. Mech. E. 
(Member of the Association.) 


WHEN the history of the Light Railway Movement in this country 
comes to be written, two points will come out very prominently, 
both illustrating the deeply seated need which existed and which 
called forth legislation on the matter. 1. The non-political, or, 
rather, dual political, character af the agitation, both in and out of 
Parliament. 2. The rapidity with which the facilities offered by 
the Act were seized and taken advantage of all over the country. 
Both these are very encouraging factors in the work we, both indi- 
vidually and as an association, have undertaken to perform. 

The progress of the movement has been especially encouraging 
to those who have tried for so many years to convince the people of 
this country that cheap and ready transit from, producer to con- 
sumer is an absolute necessity if we are to maintain our position in 
the world's commerce. The fact that both political parties are con- 


* Paper read at the Tramways and Light Railways Association at 
the Agricultural Hall on Wednesday, June 27th. 
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vid of this, assures us a steady run in the future, unhampered by 
(eneral Elections, or a chance vote, snatched at a moment of 
pehucal ar municipal excitement. 

lt N with these facts before me that I venture to call the attention 
of the members of the Tramways and Light Railways Association to 
the work which the Light Railway Commission has accomplished, 
and to attempt to call attention to some of the good points and some 
of the weak points of the Light Railways. Act, 1896. 

I consider this a most opportune moment to bring the matter 
forward, because the Act itself expires next year, and I feel that this 
Arevciation can hardly render a better service to the public and the 
tramways and light railway industry generally than by discussing 
freely the working of the Act, and before Parliament undertakes its 
revi«ion, by submitting to the proper quarters some practical sugges- 
uns for its improvement. 

With the formatiou of the Light Railway Commission, the distinct 
advance in procedure introduced by the Commissioners, and the popu- 
larity which has attended its work and results, we are all more or 
less familiar. 

The bold attempt at decentralisation introduced by the Act, 
by which duties hitherto performed by the House of Commons 
were delegated to the Board of Trade and Light Railway Com- 
mision, caused many old Parliamentary heads to shake with 
eminous distrust. But after watching the moxement very care- 
fully, L, for one, must unhesitatingly state my opinion, that the 
step which has been made in this direction is an unqualified success. 

At the local inquiry, much more real information is forthcoming 
than in the House of Commons Committee Room; and this, 
teectber with the unvaryiug kindly patience and courtesy extended 
to all by the Commissioners, has done much to interest public 
bodies and the public generally in light railways aud tramways. 
This, in its turn, has influenced the large development in the move- 
ment,'as it is useless for engineers to spend time and thought and 
money in framing schemes to meet local needs if the public are not 
also iuterested. 


The success of the movement is evidenced by the large number of 


spplications made, aud the length of mileage asked for the promoters 
under the Act, 1896. | 

When it is stated that between December, 1896, and May 31st, 
1900, 34 years, proposals, plans, and estimates have been reccived by 
the Commission for a mileage of 2,800 miles, a length greater than the 
teta! mileage of Irish railways, equal to the L. & N.W., and L. & B. W. 
combined, and greater than our longest railway, G. W. R., and more 
than double the total mileage constructed in 30 years under the 
Tramways Act, the magnitude of the need becomes apparent. Nor 
i» the ed confined to one part of the country or to one class of 


Places as far distant and as dissimilar as Penzance, Wick, and 
Invernesa, Colwyn Bay, Bedgelert, and Southend-on-Sea, have bene- 
firted by the Act, as well as the most thickly populated manufacturing 
centres in the North and Midlands of England, and in the metro- 
plitan area. БЕН 

During the years 1897-8-9 and 1900, the Commissioners have held 
ЖА local inquiries into the merits of 247 schemes, the general result 
being that 55 per cent. were granted, 24 per cent. rejected, 14 per 
сел withdrawn, 7 per cent. to be dealt with. : 

At the present time the account stands thus: —258 applications 
received for permission to construct 2,6571 miles, and capital 


etimated at £17,889,000. Add to this 24 applications lodged May - 


Jis for about 240 miles, and the. total capital may be placed 
between 18 and 19 millions sterling. | | | 

How have these orders been dealt with ? 

Of the 258. received to end of 1899, 138 have been granted, 65 
rejected, 36 withdrawn, 19 not dealt with or deferred. 

So that the Commissioners start next month with an arrear of 
only about 7 per cent. to pull up; and then they have 34 schemes 
presented last month to take in hand. So far for the local 


inquiry. . t- - к, 

When the Light Railway Commissioners havé satisfied them- 
selves that a scheme is a good one, we should think the Board of 
Trade, the Commissioners, promoters, solicitors, and all concerned, 
would hurry matters forward, во that the line might come into 
existence as soon as possible. But such is not recent experience. 

Of the 138 fortunate schemes approved to date by the Light 
Railway Commissioners, 108, representing 112 schemes, have been 
«nt to the Board of Trade for confirmation. Of this number 77 
hare been confirmed, leaving 61 approved schemes at the present 
time awaiting confirmation. 

It will therefore be seen that very often considerable time elapses 
teen the verdict given by the Commissioners in favour of the 
wheme and the actual issue of the order. The average time between 
the deposit of the plans and the issue of tho order is 16 months, or 
nearly double the time required for the obtaining of similar powers 
per Act of Parliament or provisional order. Of this period not 
more than six months elapses between deposit and local inquiry ; 
bence, on an average, 10 months are occupied in the process of 
' settling the order." nO 

Here, then, appears to be one weak spot in the constitution of the 
Light Railway Commission. More help is required, in order that 
the order, when once approved, may be rapidly settled. This point 
hæ been brought out very forcibly by thé Commissioners in their 


reporta. 

They say “That the time lost in travelling from place to place is 
very considerable, and the ever-inereasing number of applications 
will make it impossible to deal with them in the proper time unless 
«ane fresh arrangements are made.“ 

I would suggest that the attention of Parliament might be directed 
by this Amociation to this point. That an increase of the number 
of Commissioners might be suggested with a view of curtailing the 
time allowed between approval and confirmation, and also to grant- 


ing some additional powers by which the Commissioners might 
" spur on” both promoters, objectors, and their solicitors to prompt 
action within a given time. At present valuable concessions are 
often hung about by frivolous objectors, who take advantage of this 
flaw in the Act, and impose upon the courtesy of the Commissioners, 
in order to obtain some real or fancied advantage. While they 
are thus hanging matters over, public interest Hays, the scheme is 
somewhat discredited, and the chances of local financial support are 
minimised by the dog-in-the-manger policy adopted by objectors. 
Ifa "time limit" were imposed, no injustice would be done to 
either side, and many frivolous objectors would be brought to their 
вецкез. 

At present, Parliamentary procedure is “limited” by the length 
of the Session; a Bill must be passed or thrown out during that 
period. 

Under light railway precedure, much of the money saved by 
simplification is lost, either directly or indirectly, by the scheme 
“hanging fire " after it has been approved by the Commissioners. 

Two other facts have been noticed with the development of the 
light railway movement in this country, and I: venture to think we 
who are so closely connected with the industry cannot afford to 
overlook them. In the early days of the movement, the existing 
railway companies gave no encouragement to the light railway 
movement, wherever they could they opposed, taking refuge in 
that bogie “ competition." 

We contend that a light railway, properly designed, cannot 
compete with an existing line, because the true function of a light 
railway is to continue into hitherto unremunerative districts the 
facilities offered by the railway. The light line can live where the 
"heavy" one would starve because it has a smaller carcase to 
keep up. 

Railway companies, however, held aloof from the movement, no 
doubt because their managers very little understood that light rail- 
ways would briug grist to their mill at little or no expense to them- 
selves. When, however, it dawned upon them that the movement was 
one come to stay, they very 'cutely stood aside, nodding approval 
while other people found the money, and now their attitude is 
wholly different. 

Scarcely a railway in the country, I believe, maintains its former 
attitude. Several are promoting light railways themselves and 
others are on the watch to get their hands on the purchase clause. 
Herein a word of caution is necessary. 

We must not give away our birthright for a mess of pottage ; 25, 
30, or 42 years is short cnough time for repayment of capital in an 
enterprise which is absolutely new, and which depends for its exist- 
ence on crumbs which have been cast from the rich man’s table. In 
other words, light railways and tramways tap districts hitherto 
untapped by railway -ompauies because they would not “рау.” 
They will rely largely upon creating new traffic. 

When it has been created and nursed, it will not be fair that our 
quasi-benevolent neighbours, the railway companies, should then 
swoop down and take all the profit. It is a point which must be 
taken into account and kept in mind when railway managers smile 
approval upon the promoters of a light railway. 

Mention of the purchase clause, too, reminds me of the altered 
attitude of local authorities and the County Councils in particular. 
I believe in many parts of the country, the local authorities, having 
their hands on the pulse of the people, are more keenly alive than 
any other class of the community to the importance of light railways 
and tramways. Their support has been loyally and heartily given 
to many good schemes. But here again a word of caution is neces- 
sary, во that too much may not be given away by promoters. 

Some County Councils—I do not refer to the London County 
Council—are making efforts to obtain a clause in each Light Rail- 
way Order promoted within their area, that at the expiration of 25 
or 30 or 35 years, they shall have the power to purchase the under- 
taking if the local authorities fail to do so. 

Now this introduces a new.element. We all know that the 
chances are very much against the whole of the local authorities 
agreeing to purchase. But when the County Council comes alon 
with its respectability, its weight of influence, its massed debt, an 
its ability to borrow money, the chances of the light railway com- 
pany having short notice to quit are enormously increased. 

I am quite aware this card has two faces, but that it must be con- 
sidered as a new element in the game I think all will concede, and 
it must receive most careful attention when the Act comes on for 
revision in 1901. 

Cannot this new Bill be made to settle once for all the supposed 
difference between a light railway and a tramway? Cannot we 
insist upon the Tramway Act, 1870, being revised at the same time? 
I believe it will be possible to effect such a change, if we show our- 
selves desperately in earnest about the matter. 

It will be noted that the Light Railway Commissioners them- 
selves divide all applications into two classes :—(a) Light railways 
resembling ordinary railways; (b) lines which may be shortly 
described as road or street railways. 

By approving over 250 miles of the latter class, they have set 
their approval on the use of the ordinary roads of the country for 
the carriage of both passengers and goods traffic. I believe this 
practice to be a good one, and that it opens up an enormous field 
for electric traction, as steam locomotion is by no means suitable for 
this purpose. 

In many cases the roads have to be widened before the lines can 
be laid. I thjnk this a wise and fair regulation, but I consider that 
provision should be made in the revised Act to prevent promoters 
of light railways being mulcted when carrying out what is un- 
doubtedly a public improvement. Wider roads are for the benefit 
of all the users of those roads. Hence, when a railway or tramway 
company finds it cannot buy land for that purpose except at an 
abnormal rate, legislation should step in. Undoubtedly one great 
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improvement which the Act will allow to be carried out, will be a 
solution of the housing problem. It can only be solved by allow ng 
the worker to live away from congested town centres. To do this, 
local authorities have tried and failed. If light railways and tram- 
ways accomplish this end, they should certainly feel that the local 
authorities will help them over the purchase question. 

In revising the Tramways Act, our policy must be to get rid of 
Clause 43. Parliament has gone half way by allowing promoters of 
light railways a longer time than 21 years iu which to recoup them- 
selves. Here, again, tramways and light railways should be put on 
the same footing. 

But let us have Clause 43 abolished from the Statute Book for 
ever. No clause has been so detrimental to the progress of electric 
traction. I presume, however, its funeral will be attended by our 
legal friends in full force. But no one else will be there ! 

On the question of financing light railway and tramway under- 
takings, I will content myself with mentioning the fact that, 
although Parliament some four years ago sanctioned. the spending 
of £1,000,000 by way of loaus at 3g per cent. for the purpose of 
helping the development of light railways the concession is so 
hedged in by “ provide 1 thats,” that so far only half a dozen grants 
have been promised. Е 

I think that the future of the movement depends very largely 
upon the support private enterprise can give it, and in this direction 
I would point out that, although investors have not given great 
attention to light railways, they will certainly become paying con- 
cerns in the near future. The Board of Trade and the Light Rail- 
way Commissioners exercise such a rigid control over the financial 
side of the matter, that over-capitalisation is practically impossible. 
This should go far to induce local capital to be invested n an enter- 
prise which depends for its success upon local opinion and local 
support, and is specially concerned with the development of the 
country through which it passes. 

Iu conclusion, I trust the Association will strengthen the hands of 
the Parliamentary Committee by sending in full snd practical infor- 
mation upon the working of the Light Railways Act, and endeavour, 
by discussion, by meetings, by agitation, to formulate and transmit 
to the proper authorities such practical amendments of both Acts, 
that we may obtain a Light Railways and Tramways Act which may 
enable us to make up for lost time, and bring electric and other 
systems of traction in this country up to their proper level. 

I feel the Association, by pursuing this policy, will confer a benefit, 
‘not only on the industry, but upon the whole community. 


THE MUNICIPAL ELECTRICAL ASSOCIA- 
TION, 1900. 


IMPRESSIONS OF AMERICAN TRAMWAY PRACTICE. 


By A. E. Lr Rossicnor, Corporation Tramways Engineer, 
Newcastle-upon-Tyne. 


Tue conditions governing tramway practice in America аге 
essentially different from those prevailing in this country; on that 
side of the Atlantic the tramway concessions are almost without 
exception in the hands of companies, who, in very many cases, have 
been granted them in perpetuity, and, in some cases, at merely 
nominal rents, so that now the value of these concessions is very 
great. In addition, the process for obtaining leave to extend is very 
much simpler and quicker. "There are practically no limitations set 
by law to any combinations or absorptions the companies may. 
choose to make with other companies, and the speed of running is 
very great. 

Contrast these with the conditions prevailing on this side of the 
water; in Great Britain concessions for tramway construction take 
a long time to carry through and are difficult to obtain. Combina- 
tions or absorptions are jealously watched and difficult to bring 
about, and companies and corporations are very much hampered 
therefore in developing their tramway systems to anything like the 
scale which American tramway undertakings attain, if successful, 
while the maximum speed allowed is so low that competition with 
railways is out of the question. | 

Again, owing to the inherent conservatism and venerable age of 
British institutions, the delimitations of local authorities are very 
much more circumscribed and divided up than in America, so that 
extensions which involve trenching on the ground under the control 
of different and distinct local authorities, involve much more 
difficulty in obtaining leave for extension, both to companies and to 
municipal authorities who may wish to extend a tramway system 
owned by them. 

Need we wonder, then, at the great extent reached by some of the 
tramway systems in America—systems formed by the gradual 
acquisition by one master company of all the competing lines in any 
one city or district, till at last all the lines are under one control, 
aud competition is entirely done away with. As you may have 
noticed, a typical instance of this spirit of absorption has just been 
completed iu New York. Prior to this year there were two tramway 
companies in New York—the Metropolitan, which had gradually 
absorbed all the smaller companies, with the exception of one, and 
the Third Avenue Company, which owned two lines running from 
the heart of the city out to the Haarlem River, and, beyond that, 
owned a large extent of country lines. Early this year the Third 
Avenue Company got into financial difficulties over the provision of 
new capital to meet the heavy expenditure it incurred in converting 
the cable system into an underground conduit system, and the Metro- 
politan Company stepped into the breach, provided the capital 


required, and thus obtained control of the last opposition comipany · 


left in New York. 

Latterly the American tramway world has become greatly 
exercised over the question of municipal ownership. The muni- 
cipalities, who originally granted free wayleaves, and, in some cases, 
ground rights on the streets as well, to the tramway companies, in 
order to get them to run lines out into the country and create new 
populated districts, now find that these rights and privileges granted 
by them are becoming very valuable, and are seeking either to get 
hold of the tramways again, or else to make the companies reduce 
the fares or pay higher percentages of their receipts to the municipal 
authorities. The companies are, therefore, deprecating in the press 
municipal ownership, and as an argument in their favour, compare 
the extent of the largest tramway system in a town in the States of 
a similar size, greatly to the advantage of the latter, of course. In 
their comparisons, however, such reasons as I have given in the first 
part of this paper are eatirely overlooked, but there is no doubt that 
municipal ownership in the United States under the conditions 
prevalent at present in municipal circles on that side, would give 
rise to a great deal of bribery and corruption, until in course of 
time a better moral condition of municipal life comes to the front. 

At the time the combination took place between the Metro- 
politan Traction Company and the Third Avenue Company in New 
York, the former had very nearly finished a very large power station, 
from which they were already supplying the lines they had con- 
verted to electric traction, and the Third Avenue Company were 
only laying the foundations of a still larger power station, so that 
the amalgamation has in this case come at a suitable time when the 
question of the provision of the requisite amount of power for the 
combined system will not be complicated by the existence of too 
many power stations. In most previous amalgamations of this kind 
in the States, of which Philadelphia is a typical example, the com- 
bined company has left on its hands a multitude of small power 
stations, each of which have been owned by one or other of the 
smaller companies it has absorbed. 

Due to the fact that conversion to electric traction was just in 
progress, the combined company in New York is now in a very 
favourable position to extend its large system in the best and most 
economical way, and the present tendency, one might almost say 
the fashion, in tramway construction in America, leans towards the 
erection of a large central station witb high pressure distribution to 
sub-stations. Those companies which are hampered with a number 
of low tension power stations do not, however, admit that their 
economical results are very greatly inferior, if at all, to those 
attained as yet by the larger single systems, and are in many cases 
providing for additional extensions by adopting battery sub-stations 
with charging mains to those fed by boosters. By the almost 
universal adoption of coal handling and storing machinery, too, the 
fuel costs of stations in America are kept remarkably low; as they 
are all owned by private companies, however, a strict reticence as 
to these costs 1s maintained, in complete contrast to the practice on 
this side of the water, where we are accustomed to publish full 
details of all working costs. 

As economy iu current generation is greatly influenced by the 
expenditure on labour in the station, central station practice in 
America rightly tends to the introduction of very large steam power 
units, but these are all of the open slow moving type, and so require 
a larger amount of attendance than would the same size units, if 
enclosed and provided with automatic lubrication, such as have been 
largely adopted in this country. 

A system of mechanical oil supply to these large open engines 
has been adopted, but if the enclosed type were made as strong in 
proportion and as reliable iu operation as the large open type, there 
is no doubt that increased economy in labour would be obtained, 
and doubtless English manufacturers will awaken to this fact in a 
short time. 

Due to the heavy strains encountered in direct current traction 
work, American steam units have gradually grown to huge propor- 
tions of the strain-bearing part, the shaft, and even though the 
strains probable in alternate current work will be very much less, the 
same proportioned engines are being installed in the three-phase 
plants. 

Owing to the adoption of large steam units, the question of pro- 
vision of adequate boiler power in a reasonable amount of floor 
space to correspond with the engine floor space has been met by the 
adoption of two or more boiler floors one above the other, sur- 
mounted by huge coal bunkers at the top, and exemplify the trust 
placed by American engineers in steel-framed buildings. 

The question of control of the large amount of electric power 
generated by the large units is now being taken into adequate con- 
sideration; up to the present switchboards have always been strongly 
suggestive of the instrument-making days, but in the new power 
station of the Metropolitan Traction Company the switches are built 
on engineering lines of generous proportions, and are worked by 
pneumatic power and controlled electrically. Three large galleries 
at one end of the engine house are given up entirely to the switches, 
each in a brick cell of its own, while the actual controlling boards 
take up very little space. 

Underground open conduits seem to work very successfully, but 
have only been introduced in two cities, New York and Washington, 
in both of which towns no sanction for overhead wires could be 
obtained, aud the companies had to face the heavy costs of under- 
ground conduit construction. 

Iu both towns the companies were greatly assisted in the expense 
by haviug to convert & large extent of cable traction into under- 
grouud conduit, a change that is and has been carried out without 
much futerruption of the service. Two conductors are always used, 
and means provided for changing these conductors on to either 
positive or negative bars, so as to enable traffic to be kept running, 
even with one conductor grounded in any or every section. 
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Transformers are mostly of the air blast cooled type, and have 
the low tension side directly connected, without switches, to their 
truariea These latter apparently work very well, and do not give 
any trouble with overloading, providing no over-compounding is 
attempted. Compounding for a level voltage is provided for by the 
introduction of self-induction in the high tension feeders and a 
aties winding on the direct current of the rotary. Return current 
actomstic cut-outs on the high tension feeders have been installed 
st wh-stations, but up to the present do not seem to be very reliable 
in their working. | 

In no case, so far as I am aware, are return current boosters used, 
the current having always to find its way back to the. station by 
the rails and supplementary cables, so that even with good bonding 
the maximum fall of voltage from one end of a line to the station 
ts sumetimes very great. There is no limit fixed by law, and the 
only limit the companies recognise is an economic one when too 
much pressure is lost in the return circuit. A good deal of electric 
welding and cast welding of the rail joints has been done, and the 
læst is looked upon, I think, with more favour; no bonds are used 
with this method of jointing, but if used in this country, with the 
Board of Trade limiting the total fall of potential to 7 volts, bonds 
would certainly bave to be provided. 

(werhend work in America does not compare at all with what is 
pot up in this country, either as to strength or neatness, but in 
many other traction matters we have something to learn from our 
American cousins, especially from the way they have realised the 
great part electric traction plays in making adequate provision for 
the pupalation of large cities; enabling poor people to live at a 
greater distance from their work and in better surroundings, than is 
otherwise the case. 

In conclusion, I would like to express my thanks for the kind 
bocpitality dealt out to me by all the engineers I met during my 
visit. 


— 


THE INCANDESCENT LAMP. 
Вт ED. C. De SEGUNDO, Assoc. M.Inst.C.E. 


Ir has txen said that a thousand inventions are involved in the 
present form of incandescent lamp, which, unfortunately, is 
sill far from perfect. How many more inventions may be 
necessary to render the incandescent lamp a highly efficient 
transformer of energy, it is impossible to say, but there can 
be no doubt that in this direction lies a field for profitable 
PI in effecting further economies in the cost of electric 
t. 

Let us for one moment examine the way in which energy 
њ dissipated in an electric incandescent lamp. A rough 
approximation to the absolute efficiency of the electric lamp 
шу be arrived at from the researches of Prof. Tyndall, as 
follows: According to this authority, one cubic foot of 
london gas, burned in a flat flame burner, should yield 947 
candle-hours, and as the average calorific value of a cubic 
fox. of London gas may be taken to be about 630 thermal 
unità the light equivalent of one thermal unit would be, 
mughly, 15 candle-hours on this basis. It is, of course, 
evident that it may be considerably more, but it cannot be 
kæ, and as long as it is clearly understood that 1:5 candle- 
lours per thermal unit is not a measure of the absolute light 
ejuivalent of heat, but the relative value based upon the 
chemical combustion of coal gas with oxygen, we shall not 
be misled. 

Having then arrived at 1*5 candle-hours as a figure which 
ought to be realised by the expenditure of one thermal unit, 
the candle-hours which should be produced by 60 watt-hours 
work ont to 


9.42 e. ?, » эг * 
42°42 x on. x 60 x 60 = 307-2, 
746 | 
and the efficiency of the 60-watt 16-C. P. lamp becomes 
16 x 100 " 
—— == 5'9 per cent. There should therefore be 


30172 
ample scope for improvement in this direction. 

"mall ав is this efficiency, it is a considerable improvement 
upon the results yielded by incandescent lamps in the early 
dava, and it may be said, without risk of contradiction, that 
the enormous expansion of the electric lighting industry is 
mainly due to the improvements effected in incandescent 
lampe, Electric light has been brought within the limits of 
practical illumination, and so great has been the extension 
of dutuestic electric lighting, and во great has the demand 
for dectric lamps become, that all sorts and conditions of 
lamps have been placed upoh the market, some good and 


to be comparatively simple. 


some bad, but most of them hopelessly inconsistent as to 
ratio of watts consumed to candle-power emitted. 

We can all remember when the 100-volt lamp was looked 
upon as an interesting experiment, and the 50-volt lamp waa 
the only one that yielded satisfactory results at anything like 
4 to 5 watts per candle. Since those days the untiring 
energy and skill of workers in this field have produced a 
100-volt lamp that is as efficient, and indeed more so, than 
the 50-volt lamp of yore. To-day we are experimenting 
with the 200-volt lamp, and although no one is as yet pre- 
pared to stand sponsor to it, yet there is no doubt in anyone's 
mind that eventually such difficulties as lie in the way of 
turning out a good 200-volt lamp will be overcome, and 
then, possibly, higher voltages may be attempted. A day 
will probably come when it will become expedient either to 
increase the voltage of supply or to put down fresh mains, 
and of the two evils, a supply company will naturally prefer 
to select the lesser. 

Much has of late been written and said concerning the 
economies of the so-called high efficiency lamp, but, in 
general, the word efficiency is misapplicd in this con- 
nection. If a 4-watt lamp made to burn with a life 
of 1,000 hours at 50 volts be inserted in a 60-volt circuit, 
it is clear that the candle-power emitted per watt will be 


‘much higher than that at which it is rated, viz., 0°25, but 


no one would dream of calling it a high efficiency lamp 
simply because it was connected to a circuit in which the 
potential difference. maintained was greater than that at 
which the lamp was normally intended to work, and yet the 
ordinary high efficiency lamp is practically the equivalent of 
the arrangement above described. The correct description 
of a high efficiency lamp is one which will yield the same 
candle-power throughout the same life as other lamps 
which consume more power per candle emitted at any epoch 
throughout their lives. In this matter of economy in 
power per candle emitted history repeats itself at the present 
day ; a 23-watt per candle lamp can be obtained which is as 
good as the 3-watt lamp of some years ago, and possibly 
in time the 2)-watt lamp may be as efficient and as 
satisfactory as the 3-watt lamp is at the present day. 

In the Journal of the Franklin Institute an. interesting 
paper by Mr. Francis W. Willcox has recently been published 
which deals very lucidly and fully with the development of the 
incandescent lamp industry in America, and draws attention 
to several interesting and important features which have 
stimulated progress in lamp manufacture. Mr. Willcox 
rightly asserts that the important operations involved in the 
production of au incandescent lamp are four in number ; 
and that beside these, the other processes may be considered 
These four operations are (1) 
making the filament ; (2) treating or flashing the filament ; 
(3) Joining the filament to the conductor connections ; (4) 


‘exhausting the lamp. 


The writer recently had the privilege of examining the 
processes adopted by Mr. Robertson at the General Electric 
Company's factory at Hammersmith, and it is interesting to 
note that a similar process to the one in use at Hammersmith 
is described by Mr. Willcox as that under which filuments 
are manufactured in America, namely, by chemical deposi- 
tion. The filament, which is practically moulded, is allowed 
to coil upon itself in a certain solution until a considerable 
length is obtained, after which it goes through the processes 
of drying and baking. The filament so produced is exactly 


uniform in section, a characteristic which in olden days it 


was almost impossible to obtain in the old bamboo filament, 
and which was only approximated after a waste of some 
90 per cent. of the material, whereas upon the chemical 
principle just referred to over 95 per cent. of the material is 
utilised. 

Primarily “ flashing " was resorted to for the purpose of 
rendering the filament more uuiform in section ; the filament 
was burned at high incandescence in the presence of gasoline 
vapour which, being decomposed, deposited a coating of 
graphitic carbon over the surface of the filament. This 
was a very distinct improvement in lamp manufacture, and 
although, owing to the fact that a filament of uniform section 
can now be produccd, the reason for the “ flashing " process 
no longer exists, flashing“ is still resorted to because the 
graphitic carbon which is deposited in the process is more 
durable than the carbon of which the filament is composcd, 
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and also because the emissivity of the filament is thereby 
decreased. 

Great progress has been made in the method of 
joining the filament with the connections in the head of the 
lamp, the modern type of paste and deposited joint being 
a big advance in simplicity and cheapness, but perhaps the 
greatest advance has been made in the methods of exhaustion. 
Formerly lamps were exhausted 50 and 100 at a time, with 
the inevitable result that it was impossible to give the atten- 
tion to each lamp necessary to secure the best results. 
Further, even with the most perfect type of pump, it was 
impossible to produce a sufficient degree of exhaustion. Now 
a gas is introduced capable of combining with the gases left 
in the bulb, with the result that these gases are rendered 
inert and the insulation of the filament is more perfect. The 
time required for exhaustion is now about one minute, ав 
against four to five hours in the early days. 

In spite of the improvements which have been introduced, 
it is not possible to ensure each lamp being of the voltage 
designed. Apparently the old axiom that like causes produce 


like effects does not apply to incandescent lamp manufacture, . 


and not more than one-third of the lamps made can be 
relied upon to be of the correct voltage, which means 
that to supply an order for 1,000 lamps the manufacturer 
must calculate upon having to turn out 3,000 to 4,000 
lamps from which the 1,000 have to be selected. This pro- 
cess of selection is one, however, which iu this country at 
least leaves much to be desired. Judging by experience of 
200-volt lamps, it would appear that no selection whatever 
had been exercised. This, of course, may be due to the 


immense demand, but it is certainly a matter which should 


engage the very serious consideration of the manufacturer. 
Mr. Willcox is of opinion that a 31-watt 200-volt lamp is 
practicable. He says: “A number of such lamps have 
been made and sent abroad and used in special installations 
in this country where they have given good results. The 
conditions are not ripe, as yet, however, for the marketing 
of such a lamp. The average 200-volt station has not very 
close regulation." | ; 
With these remarks most of us will agree. | 
The stimulus to produce a lamp of reliable voltage, 
candle-power and efficiency, is probably greater in America 
than in this country under existing conditions, In England 
the charge for current is, in nearly every instance, made by 
meter, whereas in America the charge is by contract, based 


upon the number of lamps installed. In these circumstances 


it is easily seen that while in England no one suffers any 
very material damage, owing to variations in the wattage, 
the consumer in America will very soon complain if the 
change from 100 volts to 200 volta by the supply company 
compels him to buy a lamp which has not во long a life as 
the one he has been accustomed to; so that in order to avoid 
bringing discredit upon electric lighting, it is very necessary 
that any change, such as from 100 to 200 volts, or from 
4-watt to 34-wutt lamps should not give the consumer cause 
for complaint. This has led American manufacturers to 
work for a good maintenance of candle-power rather than a 
very high candle-power at the start, and a more or less rapi 

diminution in intensity after the first few days. E 


(To be continued.) ` 
ON THE PHOTOMETRY OF ARC LAMPS, 
Br Р. W. CARTER, M.A, Сантав. 


(Continued from page 45.) 

THE mirror, M, should be a good, flat one; for the results 
may be far wrong if it converges or diverges the light, It 
should be oblong, the length being 4/2 times the breadth, so 
. that it appears square as seen from the photometer. It may 

be 2 feet x 2 feet 10 inches, or even larger, according to 
the largest size of the globe and reflector of the lamps used. 
It should be substantially mounted and be capable of turning 
about an axis in the line of the photometer’s path, which 
makes an angle of 45° with its normal. The centre of the 
mirror, the photometer, and the standard must be in a straight 
line, about 5 feet from the ground. 


The screen, B, is, of course, opaque, and has in it a circular 
hole of 2 feet diameter, concentric with the axis of the 
mirror. The bench should reach nearly to this screen, 
for though this end is not used in making the measure- 
ments with the lamp, it will be wanted in calibrating the 
standard, 8. 

If the standard and arc are always to be kept the same 
distance apart, the bench may be divided so as to read the 
ratio of the squares of the distances of the arc and 
standard, as is commonly the case in gas testing sets; but 
it is not only more accurate to use an evenly divided bench, 


Observer, 
Fia. 3. 


but also, of course, more flexible, whilst the calculations can 
be made extremely easy, as will be shown hereafter. A 
bench divided, let us say, in inches and tenths, can be con- 


veniently used for testing glow lamps or any other lights as 


well as arcs. 

The standard, 8, is a secondary one, and may be any gas 
or glow lamp of 50 or more candle-power. Its chief 
requisite is constancy. The actual source should not be too 
large, as the measurements are mostly made with the photo- 
meter near the standard. If a glow lamp is used, one with 
a compact filament is preferable to one with a large U fila- 
ment. If the source has extension along the bench, the 
effective radiant point is usually somewhat nearer to the 
photometer than the centre of the source ; for instance, if an 
Argand burner be used, its radiant centre is about one-fifth 
of the diameter of the flame nearer to the photometer than 
the centre of the burner. If the source only extends at 
right angles to the bench, the correction for size is of less 
importance, depending on the square of the linear dimen- 
sions. l 

In addition to the standard, 8, a primary standard will be 
required. A Harcourt 10-c.P. pentane standard is suitable 
for this purpose, though any other reliable standard of about 
this power may be used. To calibrate the standard, в, we 
put our primary standard in the position which the arc has 
when arranged for the measurement of its horizontal 
intensity, and using the reflected light from the primary 
standard, find the apparent candle-power of the secondary 
standard, 8. If we use this apparent candle-power in our 
measurement of the arc, we shall correct for the absorption of 
the mirror and for any difference between the two sides of the 
photometer. The method is exactly analogous to that of 
weighing by substitution. | | 

I have already mentioned the impossibility of comparing 
lights of different colours, on account of their being unable 
to produce results which are equal for all purposes. It thus 
becomes necessary for us to fix upon some criterion of com- 
parison for use in our measurements. Let us, then, say 
that we will consider the illuminations due to two lights to 
be equal when we can distinguish black print on white paper 
equally well by either. On this principle is based the 
“ distinctness” photometer to be described below, in which a 
meshwork of black lines seen on a white ground is sub- 
stituted for the print on white paper. - The essential feature 
of the photometer is an addition which might be made to 
one of any form in which a comparison is made between the 
illuminations of twe :sreas, one of which is illuminated 
wholly by the arc lamp and the other wholly by the standard 
lamp, i. e., practically any ordinary kind of photometer except 
the Bunsen grease spot form. I will describe it a8 applied to 
the Joly form of photometer. AE NE 

It is shown, about full size, in plan in fig. 9, and ‘in front 
elevation in fig. 4. A, A are equal blocks of paraffin wax or 
of milk glass, separated from one another by а thin plate of 
metal foil, в, This constitutes the ordinary Joly photometer. 


* 
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Une block is illuminated by the arc, and the other by the 
gandard, and the effect is viewed from the front, c. To 
this front I attach a plate marked with a graduated mesh or 
other convenient pattern, as shown in the elevation, fig. 4. 
To use the photometer, we seek the level .at which the mesh 
becumes во fine as to begin to be indistinct, and move the 
photometer until this level is the same on the two sides of 
the centre line. It is not advisable to peer too closely at the 
mesh in order to вее the finest squares, but better to run the 
eve rapidly from the coarse squares at the top of the diagram 
downwards antil the first impression of indistinctness is 
obtained, and to set the photometer from that. This not 
only saves the eyes, but is quicker and gives results at least 
ы accurate as can be obtained by judging from the very 
smallest squares that cau be seen. As would be expected, a 
certain amount of practice is required before one can set the 
photometer quickly. The results that this form of photo- 
meter will give have at least, the accuracy that the variable 
nature af the arc will permit us to aspire to in this subject. 
They far excel in definiteness any obtained by attempting to 
directly compare the illuminations, and depend much less on 


the judgment of the observer. The following table gives 


some results, taken at random from amongst many others, 
which will serve to show what degree of accuracy can be 
ео the use of this apparatus. In it, however, the 
i in the readings at the same angle are quite as 
likely to be due to variations in the arc as to errors in 
more likely, in fact, in the case of such readings 
æ those taken partially iu the shadow of the negative carbon. 
The readings are in inches, measured from the arc, the 
standard (a Dibden's gas standard of 50 nominal c.P.) being, 
at reading, 360. 
The arc was a 9-ampere open. one kept 8 mm. long by a 
hand feed arrangement. 5 = 


Augie, measured Mean reading. Candle-power. 


ium vertical. , Readings. 


One might expect the eyes of different. persons to differ 
сеа for various eolours, which. might 

to disagree in setting the photometer; but 
although one of this form has been in use at the Central 


Ld 


cams them 


Technical College for nearly two years, during which time 
some scores of students have used it, some of them with the 
particular view of settling this point, I have never been 
able to detect any trace of such an effect. 

When the photometer takes this simple form, it is an 
advantage to cover the head of the observer with a hood, 
so as to cut off extraneous light, and to arrange partitions 
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in the box so that he can see nothing but the mesh 
diagram. The photometer box should run on wheels or be 
otherwise arranged to move easily along the bench. A small 
mirror, mounted on an arm, and capable of adjustment at 
any angle, may, with advantage, be attached to the box, in 
order to illuminate the scale by reflection from the standard. 


To be continued.) 


MUNICIPALITIES AND ELECTRIC 
TRAMWAYS. | : 


WHILE in no wise attempting to anticipate the eonclnsions 
of the Parliamentary Committee which -has been for some 
time assiduously collecting evidence that has any bearing on 
the various phases of municipal trading, where are incidents 
cropping up from time to time which merit some passing 
notice. Mr. John Raworth, somedays ago, pointed ont in 
one of our financial contemporaries the important social 
benefits which electric tramways would confer upon the 
public, but he waa inclined to think- that municipalites were 
not always likely to facilitate progress, not from any lack of 
enterprise, but rather from the fact that a-munieipality was 
handicapped by its parochial constitution and predilections, 
It is obvious to the most casual observer that the great 
utility of electric tramways lies in the rapid and efficient com- 
munication which they can establish between town and 
suburbs, and in many cases between town and town. Unless 
the network of tramways were complete, it would lamentably 
fail in one of its most prominent attributes. The question 
then arises a8 to which is the best agency for providing a 
complete. system of tramway communication. It is 
apparent that most municipalities consider they are the 
best authorities to deal with local tramways. Yet there are 
few cases where they have provided or proposed a scheme 
which has for ita object the connecting up of a town or city 
with its tributary towns and villages. Glasgow tried hard 
to carry out some snch system, but judging from resulta, it 
will only partially succeed. Liverpool is establishing a very 
large and complete system of electric traction, but it is not 
in harmony with outside local authorities, and for that very 
reason the tramways may become restricted in their scope. 
There are some who argue that municipalites should confine 
the tramways to their own towns, and if any connecting up 
with other towns is required, it should be done by private 
enterprise. Such a course might commend itself to the 
advocate of municipalism, but private companies are not 
often disposed to pick up the crumbs that fall from any- 
body’s table, and we do not think they are likely to aid 
municipal undertakings very largely in this manner. AE 
There appears in the current issue of our contemporary, the 
Tramway and Railway World, a series of striking inter- 
views with leading municipalista on the prospecta of electric 
traction, and as the views expressed beer materially on the 
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attitude of Corporations towards electric tramway under- 
takings, it will be useful to consider some of the opinions 
expressed. . 

It is clear that the aims and ambitionsof the London County 
Council lie in the direction of possessing a complete system of 
electric tramways over the entire metropolis. Not only do they 
seek torevivify the existing tramways, but they proposeto intro- 
duce tramways into streets and thoroughfares which we thought 
to be as far from electric traction as is the North Pole; in 
other words, if the London County Council has 168 own way 
in the matter, we may expect to find electric cars following the 
line of "buses from Liverpool Street to Piccadilly. It is a bold 
policy which Mr. Benn, the chairman of the Highways Com- 
mittee has sketched, but there are many causes operating 
against a uniformity of tramways in London; for instance, 
ав Mr. Benn points out,“ it is possible for some of the com- 
panies whose systems are important, to hold out for a 
considerable period, and thus. prevent that uniformity of 
action which is essential to the development and the perfecting 
of a unified tramway system in London.” But the most 
scrious obstacle, according to the same authority, arises from 
the antagonism existing between local authorities in London 
and the County Council There are 50 authorities in the 
area over which the County Council desire to operate electric 
tramways, and as these small local authorities own the roads, 
they possess a power of veto, and they are apparently deter- 
mined to use their prerogative to the fullest extent. We are 
not surprised, for the London County Council has rarely lost 
an opportunity of harassing the local authorities, and it is 
not very remarkable if the London vestries attempt to hit 
back. Some weeks ago we noted the harsh and unnecessary 
treatment which was meted out by the London County 
Council to the Islington Vestry, and it could scarcely be 
expected that the latter body would be, under the circum- 
stances, inclined to further any proposals of the Council. 
Consequently, the London County Council is likely to be in 
a peculiar and difficult position, for, on the one side, it is not 
likely to meet with much consideration at the hands of the 
subsidiary authorities of the metropolis, and Parliament i8 
not likely to grant any enlargement of the Council's 
sphere of influence. No doubt, from a publie point 
of view, it would be very desirable to have a 
unified system of tramways, and probably the profits 
from such a large scheme might be available for many local 
purposes; but, rightly or wrongly, the public is not always 
convinced of the disinterestedness of the Council's schemes, 
certainly there are many who would hesitate to accept the 
tramways proposals with the necessary faith which is 
essential to the success of so large an undertaking. Apart 
from the peculiar causes that may tend to defeat the objects 
of the central authority of London, one could fairly doubt 


the ability of any large parochial authority to command the ' 


sympathy and co-operation of smaller local bodies. The 
history of joint municipal schemes is mainly one of failure ; 
sewage and water schemes which have been proposed to mect 
the requirements of more than one local authority have fre- 
quently resulted in interminable disputes, and many an 
admirable proposal has been abandoned for this want of 
union among local authorities, It is not always easy to 
account for this absence of co-operation among such bodics. 
They are all believers ostensibly in the principle of muni- 
cipal government, but they are not anxious to become 
partners. At the same time, it is desirable that some agroe- 
ment should be arrived at among Corporations whose lines 
are likely to lie near each other. The Liverpool Corporation, 
for instance, is, as we have said, carrying out an extensive system 
of tramways, but, according to Mr. C. R. Bellamy, the general 
manager, they are hemmed in, not because of any physical 
or geographical conditions, but simply owing to the fact that 
outside authorities have got powers for tramways which 
surround them. No doubt the question of joint running 
powers will be eventually discussed by these various 
authorities, but such matters ought to be raised when the 
schemes are projected, otherwise there may be important 
differences in gauge of track and other details, which would 
put running powers quite out of the question. 

An instance of that has already arisen in the case of Leeds 
and Bradford, in both of which towns municipally-operated 
tramways are at work. Eventually these systems will be 
brought together, but the Leeds cars will never be able to 


pass over the Bradford lines on account of the differences in 
gauge ; this at once destroys one of the great advantages that 
ought to accrue from electric tramways adjoining each 
other. 

We are not anxious to persuade our readers that electric 
tramways will be badly carried out because they happen to 
be in the hands of municipalities, but we are merely suggest- 
ing some of the difficulties that lie in the way of extensions 
beyond municipal areas. The principle which, underlies 
municipal ownership and that of private enterprise are 80 
absolutely different that we will not attempt to discuss them, at 


„tlie same time it must not be forgotten that some of the 
. most important schemes in the country could not have been 


carried out except by companies. The extensive system of 
electric tramways at Middlesbrough and Stockton could 
hardly have been brought to a successful issue if it had 
remained in the hands of the municipalities, for the lines run 
through districts which are controlled by several local 
authorities,and we doubt very much whether the different local 
interests would not have prevented a municipal scheme. 


. Similar experience has been obtained in other parts of the 


country, all of which goes to show that large tramway 
schemes in many parts of the country are quite impracticable 
without private enterprise. 

Notwithstanding the difficulties that exist in the way of 
municipal tramways, many of the schemes that have been 
suggested by the corporations and authorities of large towns 
are extremely important. 

In London there are at the present moment 115 miles of 
tramways, and though compared with Glasgow and many 
other large towns, the mileage is lamentably out of proportion to 
the population, it will be no mean achievement to transform 
these for electrical working. But the Council has Bills 
before Parliament for extensions which will bring the 
mileage up to 250 miles. According to Mr. Benn, if the 
whole of the present lines were converted for electrical 
working, the present profit of a quarter of a million would 
be turned into a profit of £660,000, and if the extensions 
projected were carried out that sum would be increased to at 
least 14 millions of net profit. That sum represents to the 
rates, supposing it were devoted to the relief of them, 10d. 
in the £. The figures are very alluring, but sufficient details 
are not given to permit us to offer any criticism. 

The chairman of the Highways Committee makes an 
important announcement as to the system which it is 
proposed to use, and from the interview we learn that the 
Council is determined to adopt for thickly populated districts 
an underground system which in all probability will be a 
conduit. One could not, of course, take seriously the 
technical reasons advanced by the chairman: in favour of 
underground conduits if they were his own, but as they may 


-have been derived from an expert it is just as well to refer to 


them. It is suggested that the conditions with regard to 
the two Government observatories, make it necessary, that 
perfect .insulation should be secured, and this cannot be 
obtained by either the overhead wire or the surface contact. 
No one would deny the inalienable right of the Government 
observatories to be protected against stray currents, but is it 
seriously contended by the County. Council that an under- 
ground conduit will provide this protection? It is not more 
than a few days ago that the Westinghouse Company showed 
at the Agricultural Hall exhibition a method of actually pre- 
venting the leakage of current from conduits, which is sufficient 
evidence that leakage will occasionally arise in these systems. 
We are not by this admitting that a sectionising of a conduit is 
a desirable thing, but we seek to emphasise the point that no 
form of conduit will altogether prevent stray currents from 
escaping from it. If the County Council were really con- 
cerned for the National Observatories, why not adopt a 
double trolley, which would be infinitely cheaper and less 
likely to cause leakage than a conduit? Besides, the 
County Council is not entirely wedded to a conduit, for it 
proposes to use the overhead wire in districts which it 
considers suitable, and where the road authority has no 
objection. Considering the enormous expenditure which the 
Council will incur in the construction of a conduit, we should 
have looked for some more adequate reasons than those we 
have indicated. If the overhead wire system is acceptable 


.to the authorities of Hammersmith and Chiswick, why 


should it be distasteful to the authorities of Lambeth and | 
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Kenninyton ? Moreover, the construction of the overhead 
[ree at Kew is quite in accordance with the authorities at 
Kew (Olservatory, and the County Council is never likely to 
lave tramways as near as those of the London United 
Tramways. 

М Mr. Benn is really speaking on behalf of the County 
«ооа. then we consider the position adopted is an 
cxerntle one. Probably one ought to feel thankful that 
ti County Conneil is convinced that electricity is a necessary 
part of a tramway service, but we shall nevertheless continue 
10 eudemn its conduit policy until some more adequate 
темпе are advanced. It is quite useless to quote New 
Ven and Paris as instances of municipal opposition to the 
eserhead. wire: if the municipalities of these cities had been 
currring ont the work themselves, they would not have 
haitated to use overhead wires, The Corporation of Bir- 
mingham for а long time would not permit a company to 
eect overhead wires, but we are glad to see that there is a 
complete reversal of this attitude. 

There is ample evidence to show that municipalties are 
taking up electric traction with enthusiasm, and certainly the 
results Which have been obtained amply justify the policy of 
ettensions, — Liverpool is already provided with 150 cars 
shich are operating along 30 miles of track. In the year 
lefore the Corporation took up the tramways, ЗЯ millions of 
yssenzers were carried on the cars, but under the municipal 
manazement the number in 1899 had increased to 60 
millions, It is expected that with new rolling stock the 
passengers carried will have increased this year to 100 
ПСН, : 

From Manchester, Leeds and Sheffield comes the same 
sory of improvements which have been wronght by electricity, 
and one of the most satisfactory features is that instead of 
aepmriating property as was once so much feared by the 
“pponents of electric tramways, quite remarkable develop- 
ments of residential areas have taken place. 

The development of suburban districts no doubt largely 
depends on low fares, and in this respect the municipalities 
ус certainly not neglecting their duty to the ratepayers. 
|: may be argued that as опу a section of the public use 
she tramways it is a little unfair to give all the advantages to 
the passenger, but the answer to this is that the electric tramcar 
с to become a popular and universal vehicle. Bad as the 
Landon omnibus fs, it is used by the highest and the lowlicst, 
ini neither peer nor commoner despises an outside scat, 
The electric car with its greater cleanliness, its higher speed 
and us marked efficiency will, no doubt, have a greater 
тте The question of fares is being fully discussed by all 
authors who own or are about to operate tramways, and 
u, whet extent electricity will influence them is apparent in 
the remark of Mr. Benn, who considers that a universal 
теплу fare with halfpenny stages is within range of practical 
simini&ration, but only under electric service and unified 
editions for the whole county.“ At Liverpool the manager 
ef the tramways says : ve bring the bulk of the people down 
nthe morning, take them home again for dinner, back to 
taaness amain in the afternoon, and home again at night. 
That more than doubles the traffic. Tt is an object lesson as 
to the advantages of electric traction, and the benefits it 
tribss in its train.“ The experience with the electric tram- 
ways ut. Leeds has led the municipality to make considerable 
d · juet ious in fares, A penny is charged for the first two 
таш їп any direction, and a penny a mile beyond. The 
rindnction of halfpenny fares has not been apparently 
tunded with any degree of success; indeed, on a horse 
sun of tramways it has resulted in loss, but as the experi- 
Yent is to he repeated on опе of the electric sections, it will 
" interesting to se what the result is. It should be 
бетт that halfpenny fares in Glasgow have been a signal 
&vv3R, bnt probably the local conditions have been 
reenable for this: certainly, in а town having a dense 
tmnlation halfpenny fares would be more likely to succeed 
n in a district where the population was scattered. f 

The experience gained in America conclusively showed 
that the introduction of electric tramways in a given district 
æ immediately followed by building operations. Arguing 
“ran this it would appear that electricity might have a 
Tetera] influence on the housing question which is at the 
"vent moment deeply concerning the various local authori- 
. It is held with a certain degree of reason that electric 


tramways will provide a means of preventing the terrible over- 
crowding which is occurring in most towns, Certainly, if 
facilities are given to the average working man, he would 
prefer to live in the suburbs to herding in a town slum. 
But though much has been said on the subject, there has 
been very little action in the direction of properly housing 
the poor. The Nottingham Corporation is, however, likely 
to consider the question of electric tramways and housing 
together: in fact, Sir Samuel Johnson, the town clerk of 
Nottingham, considers that these two modern practical prob- 
lems onght to be joined together. To quote his words: —“ The 
two must go hand in hand, and then, I think, it will be found 
that in a few years an immense improvement will be effected 
in the condition of the working classes.” One of the new 
sections of electric tramways in Nottingham will proceed 
from the centre of the town, and extend into an undeveloped 
district, where the Corporation owns considerable tracts of 
building land. It is expected that a scheme will be pro- 
pounded for the development of this land for the housing of 
the working classes. The town clerk says :— It is hoped 
that the houses will be made additionally attractive to the 
working classes by means of a considerable plot of garden 
being attached to each, and the residential charms will be 
considerably enhanced by some arrangement whereby the 
tenants of each house may have one free pass for our tram- 
ways," This is certainly taking up the. housing question 
thoroughly, and it will be interesting to watch the experi- 
ment both socially and electrically. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this Journal by W. P. THompson & Co. Blectrical Patent 
Agenta, 822, High Holborn, London, W.C., and at Liverpool; Manchester 
and Birmingham, to whom all inquiries should be addressed, | 


11,897. ‘‘ Improvements in trolleys for overhead electrically driven tram- 
cars." J.T. PragsoN. Dated July 2nd. 

11,907. “ Ап improved block or mounting for electrical gas and like fittings.” 
J. BoL rox. Dated July 2nd. 

11,914. “Improvements in the manufacture of electrodes for secondary 
batteries." J. C. RICHARDSON. Dated July 2nd. 

11.915. Improvements in and in connection with trolleys for overhead cable 
railways or tramways.” G. R. Toms. Dated July 2nd. (Complete.) 

11.929. Improvements in or relating to production of type by means of 
electric current," F. C. F. RN AAK and J. S. CAMPBELL. Dated July 2nd. 

11,933. ‘ Improvements relating to the regulation of electric motors.” R. 
LUNDELL. Dated July 2nd. Complete.) 

11,937. “ Improvements in telephone systems.” 
EcoNrn, Dated July 2nd. 

11,941. “Improvements in electric motors and regulating appliances for 
turret turning gun training and analogous purposes. W. H. Scorr. Dated 
July 2nd. 

11,944. “Switching arrangement for Nernst and vacuum incandescence 
lamps.“ V. F. FEENx. (Allgemeine Electricitits Gesellschaft, Germany.) 
Dated July 2nd. Complete.) 

11,965. ' Improvements in electric receivers and electric clocks." A. Barr, 
W.STuocp, and L. BECKER. Dated July 3rd. 


11,970. “ Improvements in or relating to the construction of electric switcheg 
and contact makers used for electric tramways and the like." J. MILNES. 
Dated July 8rd. 

11,991. “Improvements in rheostats for electric motors." Tie BnirisH 
THomson-Houston Company, LIMITED, (J. L. Hall, United States. Dated 
July 3rd. (Complete.) 


11,997. “An improvement in accumulators or secondary batteries." R. 
Rol, RIAN. Dated July 8rd. 

12001. “ Improvement for providing an automatic lock for the purpose of 
securing electric and other lamps in lampholders, electric and other shades in 
bolders, and locking couplings of a like nature." E. P. BanrikLpD. Dated 
July 8rd. 


: 12,003. “ Improvements relating to dynamo-electric mine exploders or appa- 
ratus for firing explosives.” J. WETTER (L. C. Gomant, France.) Dated 
July 8rd. Complete.) 

12.016. “Improvements relating to electrically propelled motor vehicles,” 
T. J. Ryan. Dated July 8rd. (Complete.) 

12,018. “Improvements relating to electric propulsion for motor vehicles.” 
T. J. Ryan. Dated July 8rd. Complete.) 

12,054. “The electric lighting of motor-driven vehicles." P. H. Fnosr- 
SMITH. Dated July 4th. 

12.055. “ A device for extending the control of certain automatic switches.” 
E. Price. Dated July 4th. 

12,074. An improvement in static voltmeters.”  SikxENsS Bros & Co., 
LiMiTED. (Siemens & Halske Aktien Gesellschaft, Germany.) Dated July 4th. 

12,086. “ Improve tents in electrical storage or secondary batteries.“ A. W. 
Baxter and C. Baxter. Dated July ith. 

19.089. “Improvements in dynamo-clectric machinery.” C. E. Giuve. Dated 
July 4th. 

12,100. “Improvements in or relating to electrical tramways and the like.” 
E. B. ViLES. Dated July 4th. 

12,111. “Improvements in electrical jacquards and dobbies.” J. SZCZEPANIK 
and L. KLEINBERGG. 

2,115. "Improvements in apparatus for magnetically separating iron oe 

steel borings, filings, and the like from brass or other non-magnetic substances." 
B. Lor NG. Dated July Sth. 


F. B. SrArsiNa and C. 
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12,198. A device for shielding fallen wires from overhead electrical oon · 
ductors.” G. 8. Hol ux. Dated July 6th. 


12,152. Improved method for the practical application of lead secondary 
batteries." С. Herm. Dated July 5th. ( Complete.) 


12,160. “Improvements in the manufacture of filaments for electric incan- 
desoence lamps.” V. THowas. Dated July 6th. 


19,170. “Electric meter.” P.Mawpowsky. Dated July 6th. (Complete) 

12,175. “Improvements in electrical relays." THE THomnson-Davis TELE- 
PHONE Вүзткм, ЇлмїтЕр, and A. T. M. Тномѕон. Dated July 6th. 

19,137. “Improvements in the holders of electrical incandescent or glow 
lampe" W. WALKER, jun. Dated July 5th. 


12.179. " Improvements in or connected with electrical tramways or railways.” 
H. Hirst, Dated July 5th. 


12,256. “ Improvements in and relating to electric arc lamps." C. A. M. BARNER. 
Dated July 6th. (Complete.) 


3 “Improvements in eleotric acoumulator.” V. pe Rosinsxy. Dated 
y Oth. 


“Improvements in hooks or clips for gas and water pipes, electric 
wire conduits, picture rods, and the like.“ Cork, ALLMAN & Co., LIMITED, and 
W. ALLMAN. ted July 7th. 

12,296. 


"Improved turbine fan or air propeler driven electrically or by 
mechanical power.” B. RrusseLL. Dated July ith. 


12,908. “Improvements in or connected with water-tight switch cases.” 
E. L. Pixchind and W. H. Watton. Dated July 7th. 


12,815. “Improvements relating to electrical signalling and communicating 
apparatus.“ С. BLANCK, J. W. Нсрвом, and W. J. Downs. Dated July 7th. 

12,821. "An improved collector for electrical machines and like." F. 
KAEFERLE. Dated July 7th. (Complete.) 


12,881. “Improvements in blocks for electric conduite." E. SCHELLBACH. 
Dated July 7th. 


12,888. “Improvements in dynsmometers and or brakes." 


J. H. 8. H. 
MawpsLEY. Dated July 7th. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 'TioMPSON 
and Oo., 899, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


1908. 


17,617. “ mprevement In telegraph apparatus." Maloko, Limited. (L. Маіове. 
Dated August 13th, 1898. Relates to Pee ie relays and transmitting api 


especially for long-distance signalling. The pivoted coil is arranged in a mag- 
netic fleld, and is connected to a line. A second low resistance coil is wound on 

he same spool, and is so connected up with the battery that on completion of 
the relay circuit under the action of the first coil the second coil restores the 
relay to its normal position. A platinum rod connected to the spool is arranged 
to make contact with a vertical surface of mercury in an open glass tube. In 
the transmitting apparatus an induction coil has its primary connected in a 
local circuit with the key and battery, the point between battery and primary 
being earthed. 'The secondary coil is connected to line and earth through the 
primary. 5 claims. Е 

17,622. “im in means for transmitting motion from electric mot 
to other ry.” W. Gelpel. Dated August 13th, 1898. Relates to belt 
gearing for transmitting motion from electro-motors to other machines. A 
counter shaft, supported in a slide adjustable along a pivo ed arm, carries two 
pulleys, one coupled to a pulley on the shaft of the motor, and the other to a 


pulley on the driven shaft. The arm is adjustable by a screwed rod or a notched 
quadrant, or both. 2 claims. ' 


17,889. “improvements ia the manufactere of filaments for incandescent electrio 

ape.” 0. игар. (Dr. C. А. von Weisbach.) Date! August 15th, 1898. Relates 
to incandescen lamps. Osmium filaments, such as are described in Specifica- 
tions Nos. 1,635 and 18,116, 1808, are now prepared from mixtures containing 
oxides which can be volatilised out of the filaments at a white heat, and which 
carry out impurities not removable by mere heating of filaments containing 
them. The mixture preferred consists of 10 parts of osmium with four parts ої 
titanium oxide, by weight, both very finely divided; but alumina, magnesia, or 
lime may be used, Organic binding material s added. The filaments are 
squirted from a die, and if. not quite smooth are rolled between glass plates 
covered with smooth paper; they are then formed, dried, and gradually heated 
in a reducing atmosphere until the oxide volatilises. Uniform dense. elastic 
filaments are thus produced. 3 claims. 


17,883. © improvements in electric batteries.” 0. T. Bu un., and 
Darling. Dated August 15th, 1899. The battery consists of elo lend whick 
also forms part of one of the electrodes, the remainder of which is constituted 
by the perforated lead cylinder and the piece of flaky lead which are packed 
between the two parts. The cell is closed by a rubber cover having a central 
dome in which fit loosely a number o thin rectangular sheets of zine which 
constitute the other electrode. The lower ends of the zinc sheets rest in a 
central depression in a sheet of glass having an upstand ng cylindrical part in 
which collect any pieces which fall off the zinc electrode. Пе electrolyte used 
is dilute sulphuric acid, and the battery when ‘polari ed is regenerated by the 
passage of an electric current through it. 6 claims. 


17,501. ''imprevements la аго lamps." M. Н. Lake. (Compagnie de L’ 
Electrique.) Dated August 15th, 1898. Arc lamps. em aos те 
for use with continuous or alternat ng current. The carbon holders 
are hung by cords from opposite sides of pulleys on a shaft the upper 
holder being heavier. A large pulley on the same shaft is surrounded by 
& cord attached at its ends to a spring and to a pulley on a second shaft, which 
carries a shuttle or other armature in the field of an electro-magnet. The 
armature has no commutator, its rotation being limited. The extension of the 
spring is limited by a stop, and the rotation of the second shaft by an arm and 
stop. The magnet is differentially wound, the coil on one liinb being connected 
in parallel with the carbons, and hat on the other in series. The armature may 
be in series or parallel; or it may consist of a bar without a winding. Current 
passes through the carbons tends to turn the armature in opposition to the 


spring, and to epnrate the carbons, separation may occur at any time if deposited 
carbon shortens the arc. 1 claim. d ý ES 


17,898. ''improvements in portable electrio lamps." 0. T. B . 
darling. Dated August 15th. 1998, A lamp арр Ad Peek e 85 
other vehicle is made with a ring carrying a reflector, a screw-capped lamp, and 
а metal casing, which is provide і with an insulating lining and screw covers 
and contains one or more galvanic cells with conductive cases, The central 
contact of the lamp is in contact with a metal strip, which is insulated and 
placed between the casing and its lining, or in a recess in the lining; the upper 
end of the strip may be pressed into contact with the inner electrode of the 
upper cell by a screw. The upper cell rests on the inner electrode of the lower 


one, and the lower cell is connected by the саз i 1 › S 
s dia жошо у ing and ring with the screw cap 


17,887. Improved vacuum drying apparatus for drying bobbins, armatures 
the tike of dynamo machines or motors." E. PE. ated August 13th, у 
Relates to vacuum drying apparatus for bobbins, armatures, and the like of 
dynamo machines or motors, covered wires, and electric cables. The armatures 
&o., are dried ina chamber closed at one end by a cover, and at the ether or 
both ends by doors adapted to be held closed by bolts and supported by travellers 
running on rails; or the doors may be carried by a frame hinged to the chamber. 
The apparatus is heated by tubes, a steam mantel, heating plates, or hot air, 


ases, &c., outside the cylinder. The vapours escape through a tube to a con- 
enser or vacuum pump. The armatures, &., are run into the apparatus оп 
wagon', "claims. 


17,061. Ne eee aia tare " 6. Oliver. Dated August 15th, 
1998. Inare ting mechanism having a clutch controlied by a rocking frame 
which carries the weighted cores of series and shunt solenoids, the series core 
is upported so that it can rise independently of the rocking frame, and it thus 
acts only by relieving the frame of its weight. The object is to prevent 
s pumping when the arc is struck, and sudden lengthening of the arc at any 
time by increased current. The lamps are specially applicable in short series 
circuits. In the construction described, the series core slides in & sleeve 
pivoted on the rocking frame and is supported by a spring thereon. The upper 
end of the core loosely fi s the solenoid bobbin, which serves as a dash-pot. 
The frame is fulerumed at its middle. The shunt core is pivoted directly to the 
rocking frame, and carries а dash-pot on a stationary pi-ton. The clutch. of 
ordinal construction, acts on the heavier upper carbon carrier which is con- 
nected by a flexible connection over a pulley with & sliding rod carrying the 
lower carbon. The invention i$ illustrated in the specification as applied to a 
lamp having two pairs of carbons controlled by two clutches on one rocking 
frame. In modified arrangements, the ser es core may be connected by a slot 
and pin to the rock ng frame; or a dash-pot and piston may be interposed 
between the series core and the rocking frame. 4 claims. 


17,020. “Improvements іа cord grips for electric lampholders." A. Watson. 
Dated August 16th, 1898. Relates to holders for incandescent lamps. A cord 
grip consists of an earthenware or other insulating block provided with two 
oppositely nclined holes and with cone-shaped recesses through which the con- 
ductors are drawn, the holes being out of line with the corresponding connecting 
blocks. Between the recesses the insulated block is made with a transverse 
groove to receive a partit on formed on the insulating body. The parts are con- 
nected by the easing and a screw ring. In another arrangement, the conductors 
are clamped in grooves between a cone and a conical sleeve, which are pressed 
together by a screw ring on the casing. 8 claims. 


17,047. “Il te іа er relating to electrical switohes, pings and the like." 
F. Q. Bally. Dated August 16th, 1898. Relates to the connection of a switch 
with a wall socket or the like, so tnat the plug can only be inserted or removed 
when the switch is “off.” A plate having a key-hole slot and sliding in & 
groove in the socket is connected by an arm with the switch handle. The plug 
ean only be inserted in the socket when the circular portion of the slot registers 
with the opening in the socket. The plug is grooved and is thus locked in 
position when the switch is *on." The switch 0 cannot be moved until the 
plug is full home. In order to close the mouth of the socket when the plug is 
removed, a plug slides on the central contact and is forced upwards by a spring- 
It is grooved so that it can be locked by ће plate. In a modified form the 
socket is constructed fora plug having two pins, and the plate has openings 
which, when the switch is in the off“ position, register with the contacts 
of the sockets. The pins have notches for locking them in position, and the 
plate may have a yielding connection with the switch handle. 5 claims. 


17,060. “I emeats in and relating to electric meters." Н. H. Lake. 
(E. Bergmann.) Dated August 16th, 1898. Relates to energy meters. A counting 
mechanism is arranged to register difference in the movements of two clocks, 
the esenpements of which are controlled by oscillating arms carrying pressure 
coils, near stationary current coils; the arms are also acted on by springs, aud 
the coils are connected so that their effect is to assist one spring and oppose the 
other. Small oscillations only are allowed. To synchronise the clocks when по 
current is passing in the coils, two coils may carry iron extensions which move 
near one another, so that they tend to oscillate together. Or the axes of the 
arms may be connected by a light spiral spring. Or the arms which are retarded 
when current is flowing in the main coils may be accelerated when no current 15 
flowing, by a spring on them then coming in contact with a finger carried by a 
balanced lever. a pawl and ratchet being provided to prevent backward motion 
of the counting mechanism. The balanced lever carries a core in the current 
coil, and is drawn down out of contact with the spring, when current is passing. 
Instead of the springs, the coils may move near a stationary permanent magnet, 
or one of the current ooils may be replaced bya stationary controlling coil. In 
modified arrangements, the coils move directly to and from the current coils, 
instead of parallel thereto. 5 claims. 


17,082. “A system of reflector for double globe electric arc lamps." 0. von 
Mutmann. Dated Angust 16th, 1898. A double-globe electric arc lamp is provid ed 
with a reflector constructed n one or more pieces, and arranged in the interior 
of the exterior globe under the cap thereof, and supported by the support of the 
lower carbon-holder. In another form, a reflecting enamel is applied to the 
interior surface of the globe. 1 claim. 


17,706. ''improvemonts in the method of and means for electrically extracting 
polsone trom the human body." J. B. Campbell. Dated August 17th, 1898. The 
Appliance Md aa a suitable battery, the negative electrodes of which are 
formed by a body resembling the poison to be extracted, and are applied to the 
feet or to the affected part, the positive electrode being applied to the neck. 
The poison is stated to be collected in the negative electrode. The appliance is 
n stated to cure all diseases by extracting the poison which produces them. 
1 claim. 


17,741. “ Improvements in electric batteries." Т. Machin and E. Cake, Dated 
August 17th, 1998. The positive plate consists of a folded strip of copper, while 
the negative plates consist of independent plates of zinc placed between the 
folds of the positive plates and connected by tangs to a connecting strip. The 
plates are kept apart by strips of vulcanite and rest on strips of wood laid on the 
bottom of the cell. The positive plates are held in position either by fitting 
exactly into the corners of the box or cell or by plates of glass fitted into grooves 
in upper and lower cross-pieces and bearing against the end faces of the copper 
plate. 2 claims. 


17,764. "improvements in or connected with electric meters." Н. Reason and 
The Mutual Electric Trust, Limited. Dated August 17th, 1898. Relates to quantity 
meters. A motor-meter is provided with avery short and thick field magnet, 
consisting of cylindrical pole-pieces surrounded by coils carrying the current to 
be measured and a shunt current, and attached to large square plates, the mag- 
netie circuit being completed through an adjustable iron screw and the air. 
The armature may be of any kind, such as a large disc immersed in mercury, as 
described in Specification No. 17,026, a.D. 1898. The armature and mercury bath 
may be conical, holes being provided in the upper part of the armature for the 
passage of air. 8 claims. 


17,780. ‘improvements im or relating to electric storage batteries and im 
switohes for use therewith.” J. T. Niblett and M. Sutherland. Dated August 15th, 
1898. The electrodes are made of a coil wound around а core, the coil being ої 
such a shape in cross-section as to aid in keeping the active material in place. 
Either the core or the coil may be made of non-conducting material. The elec- 
trodes, except the end ones in a battery, are coupled together in*pairs by a single 
wire, the negative electrodes being preferably shorter than the positive elec- 
trodes. In the same cell the electrodes are separated by diaphragms. Each 
cell consists of a glass vessel contained in a wooden casing, and à number of 
such casings may be glued together. Each cell is preferably closed by a 
perforated plug. To facilitate the charging of the battery from mains supplying 
current at a voltage corresponding to or less than full voltage of the battery, the 
cells are connected together to form two battery sections, and two of the terini- 
nal which are respectively connected to the positive pole of the battery 
section, and to the negative pole of the battery section are provided with adjust- 
able contact-arms which may be moved into the position shown, to connect the 
battery sections in parallel, or by turning the arms through 180°, they meet On 
the contact-stud, and the battery sections are then connected in series. A 
similar arrangement of contact-arms is provided, when there are more than two 
battery sections, so that all of the sections may be connected in parallel for 
charging or discharging, or one section may be used alone, or two OF more 
sections may be joined in series for discharging. 4 claims, 


17,817. Improved apparatus for signalling deficient flow of water and Increase 
of temperature in liquids flowing through tubes and the like." С. P.Kirsten. Datca 
August 18th, 1898. Relates to the application of a temperature alarm to indicate 
quickly the interruption of flow of liquids in cooling apparatus. In one torm of 
the apparatus, a thermometer is placed in an annex communicating With the 
tube, through which the cooling water flows. When the flow is interrupted the 
temperature of the water mses, and acting on the thermometer, sends the 
mercury up the tube till it closes an electric bell circuit. 2 claims. 
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WATER-TUBE BOILERS IN THE NAVY. 


* AN Admiralty * memorandum respecting water-tube boilers 
in H.M. ships’ was issued on Saturday as a Parliamentary 
paper in accordance with a promise made to the House of 
Commons, in order that members may have some official 
information on the performance of this much criticised form 
of steam generator in the forthcoming debate on Vote 8. 

“The memorandum only deals with Belleville boilers or 
with boilers of large tube types,’ the small tube description 
of boiler being dismissed in a few words, in the course of 
Which it is stated that the experience gained with them 
* does not, in the opinion of the Admiralty, justify their use 
in larger ships, although they have been adopted for this 
purpose in France and some other foreign navies.’ The 
advantage of keeping to one description of boiler is insisted 
upon ‘as the whole service becomes quicker accustomed to 
its use ; artificers, both in the ships and dockyards, become 
more expert in its repairs, and there is to a large extent 
interchangeability of the spare parts and accessories.’ ” 

Such is the account that appears in a daily paper, and we 
give it as an example of the way the public may be misled 
in this important matter, because it appears to us there 
is a general idea abroad that there are simply two classes of 
water-tube boiler, namely, the large tube, aud the 
small tube, the latter not being considered suitable for 
big ships, Of course this begs the whole question. The 
small tube class if well designed will probably be found 
suitable for large ships. Of this we need here say nothing. 
What concerns us is the persistent confusion by the 
Admiralty of all large tube boilers under one heading. An 
attempt is made to defend the policy of the Admiralty on the 
ground that further experience will enable the initial defects 
of the Belleville boiler to be overcome, and it begins to look 
as though the Admiralty were endeavouring to cover their 
errors by gradually dropping the Belleville type and finally 
emerging with a different boiler altogether, which, being 
still a water-tube boiler, will be held up as justifying their 
policy. Now, we again state with emphasis that the Belleville“ 
boiler is not our idea of what a water-tube boiler should be. 
Its arrangement of tubes is, we think, a mistaken one, for 
the tubes appear to us to be wrong in inclination, wrong in 
connection, and wrong in length, and even if any two of the 


. above faults were eliminated, the remaining one is sufficiently 


grave. It cannot be taken as a pattern of water- tube 
boiler that can be improved, and we should very much 
like to know through what influence or advice it was that 
our Navy has been endangered by such a choice. 

The number of ships fitted with it is very large. There 
is a list of them at the Belleville stand at the Paris 
Exhibition. The British Navy occupies about a third, 
probably, of the whole list, and is painful reading. The 
Highflyer and the Minerva are specially named by the 
Admiralty, because the Highflyer having Belleville boilers, 
has been enabled to carry 6-inch guns in place of the 
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4:7 guns of the Minerva, whose boilers are 100 tons 
heavier. Granting the 100 tons for a moment, this argu- 
ment is about on a par with the halving of a locomotive 
fire-box, во that the cylinders may be made bigger. But if we 
are to believe Messrs. Durston and Oram, the saving in 
weight is a myth; and the Ау уел used во very much 
more coal, even with a special inspector of machinery to help 
the men, that even the 100 tons, if genuine, must have been 
wiped ont of account iu an ordinary voyage. 

Much is made of the use of water-tube boilers in foreign 
navies, and other names than Belleville are cited the 
Niclausse, D'Allest, Babeock & Wileox, Yarrow, and others, 
We are glad to see the Admiralty have become aware of 
the existence of other boilers of the water-tube type, but it 
seems clear they are hiding the Belleville matter under a 
cloud of dust-throwing, for all this talk about the water-tube 
principle is so much dust-throwing. We, ourselves, have not 
aised special objection to the principle. Our chief con- 
tention has been against the selection of so palpably erroneous 
a type as the Belleville, to the practical exclusion of all 
others. 

Mr. Goschen 
on July 17th, but it appears to be very shallow, and 


made a long statement in the House 
somewhat flippant, and it had the disadvantage of being 
seemingly a statement got up by some technical man for 
a Minister who could give the statement, but could not 
His talk about the failure of the 


She is, he told us, sister 


answer questions on it. 
Europa was simple moonshine, 
to the Niobe, which * has done so well,” but the fault 
in the Eat cannot be found. Truly strange, and, if 
true, only a most powerful argument against a boiler 
which fails in one ship and succeeds in a sister ship 
through some detail defects that cannot be found. Mr. 
Goschen is smart. 
boiler from France to the United States. Now the U.S, Navy 
has, we believe, no Bellevilles: it has the Ward boiler 
experimentally. But Mr. Goschen knows the general public, 
and thus confuses the issue. 


skilfully with the whole water-tube question, that when 


He mixes up the Belleville so 


some day a more common-sense water-tube boiler has been 
installed with some fair success, he will be able to triumph. 
However, it should be seen to that such a retreat is not allowed. 
We want explanations for the extravagant and unnecessary first 
experiment of the Terrible and Powerful, and the policy 
of continuing that experiment in the Navy at large when 
the Belleville failure in the first vessels was so pronounced. 
Mr. Goschen, with regard to the testimony from the United 
States, remarked that the following is what the Chief 
Engineer of the United States says on the subject :— 

“The fact that the water-tube boilers raise steam quickly is of the 
yreatest advantage. I have stated elsewhere that I consider the 
battle of Santiago to have developed the necessity of the use of 
water-tube boilers, whether it taught us anything else or not." 

That is pretty strong. And again :— 

“Tt would have been the greatest advantage to have had during 
the blockade of Santiago boilers capable of raising steam in less than 
half an hour." 

In another passage he says:— 

“Tn the meantime, all that I can have to say is that the use of 
water-tube boilers has been definitely decided for our naval vessels, 
because water-tube boilers vive tactical advantages of great moment, 
and because with care in the selection, manufacture, and manage- 
ment of water-tube boilers, their disadvantages may be neutralised.” 
This is precisely our position. Ido not disguise the disadvantages, 
but we believe they can be neutralised, and will gradually be 
neutrali-ed. : 


He rings the changes for the water-tube ` 


Now is not this very pitiable when we all know that the 
U.S. Navy has no Bellevilles ? 
attention to the small number of Belleville boilers in the 


Mr. Gibson Bowles called 


navies of the countries used by Mr. Goschen in championing 
the Belleville cause. 
carded the Belleville. 
it to be bad in principle, difficult to work, and а ‘ box of 
tricks.” 


Mr. Allan, of Sunderland, demolished Mr. Goschen’s 


Even France has practically dis- 
Her authorities, he states, believe 


statements, He exposed the fallacy of the claims made, and 
pointed ont that the Parerful had required 10 days to run 
Her list of 


defects was so great, that the Admiralty would not publish 


1,500 miles: she had never done 22 knots yet. 


it. The Terrible, at a time of national emergency, only did 
15 knots. The Europa ran from Suez to Colombo at 74 
knots. The Belleville boiler had 48,000 joints. The 
Pegasus was ordered home in 15 months, aud had not done 
two months of work. The water-tube boiler gaye no gain 
in weight. Other members traversed the statements of Mr. 
Goschen, and reduced them to pulp. 

We believe the 
country has been misled in the matter of the Belleville boiler, 


Let members keep the subject alive. 


and that the excuses now made are vain and empty delusions. 
The more that is published, the greater the explanations put 
forward, the worse docs the whole affair appear. The sooner 
a change is made the better. There can hardly be too much 
hurry. Even if we hold to water-tubes, there are better 


boilers than the Belleville to be found. 


Relation of Generator to Motor Capacity in 
Electrically-driven. Workshops.—4At the Baldwin Loco- 
motive works an installation of 700 H.P. of generator 
capacity was erected, for the operation of motors through- 
out the works whose aggregate capacity amounted to 
abont 2,000 H.P. The generator capacity was ab first 
sufficient, as the load at the switchboard did not 
exceed 570 H.P. The increase in the number of motors 
installed, however, has called for an increase in the venerat- 
ing capacity. The present generating capacity is 1,550 H.P., 
and the aggregate motor horsepower is 2,500. Ot 
the generator capacity, however, one unit of 250 mH.r. 
is in reserve, leaving 1,300 H.P. in use. Of the motors 
installed an average of abont 400 H.P. is idle or under repair, 
thus the proportion of generator to motor capacity is 1,300 to 
3,100, or 42 per cent. Many of the motors are of greater 
capacity than the work for which they are designed, in order 
to enable the motors to cope with any extraordinary demand 
in regard to load. In large works, where the number of 
motors is considerable, about 33 per cent. ratio of generator to 
total motor capacity should in general be sufficient, but in 
small works, or in cases where the number of motors is small, 
and the work they have to do calls for large power, the 
determination. of the proportion of generator to motor 
capacity must be arrived at by a careful consideration of the 
local conditions. 


Underground Pipes.—In connection with the question 
of the durability of underground systems of telegraph or 
electric light, it may be mentioned that experience has 
shown that whilst pipes of steel or wrought-iron rapidly 
deteriorate, this is not the case with pipes of cast-iron. 
A good firm coating of Angus Smith's composition for any 
class of iron pipes is a good preservative, but is not 
infallible, as it cannot be prevented from being chipped 
off under rough handling. 
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SOME INTERESTING FAULTS ON TELE- 
PHONE CIRCUITS. 


Bv " BUSYBACK." 


Tux presence of electric light mains near telephone circuits 


frequently causes disturbances in the latter, even though 
there is no actual contact or leakage between the two 
Circuit&. 

On one of my visits to a certain small telephone exchange 
] was surprised to hear a most extraordinary noise on all 
th: telephone lines By listening on several of the 


fines which were run in different directions, the neigh- 


bourbood of the disturbing cause was located by the in- 
creased loudness of the sound. On going to the place 
indicted, а man was seen drawing over the ground a 
peculiarly constructed piece of apparatus supported on 
wheels heavily insulated with rubber tyres. Closely following 
this apparatus was another man carrying and listening at a 
telephone receiver in connection with the apparatus on 
эмей. At the central station there was a large induction 
сой sending a high potential alternating current into the 
cable, The whole of the proceedings were, of course, to 
locate the position of a fault in the electric light cable. 

What struck me at the time as being remarkable was the 
fact that althongh the sound was loudest on lines which 
earthed near the fault in the light main, yet on lines which 


| 
Telephone Telephone 
2 


Fig. 1. 


were earthed three or four miles on the opposite side of the 
ewhenge to the fault, there was sufficient noise to render 
conversation very difficult; on the lines which earthed 
near the fault the noise was во loud as to entirely prevent 
conversation. 

Defective or unsuitable material will often cause a great 
deal of trouble ; several instances could be quoted, but one 
most suffice. - | 

On а certain telephone circuit difficulty was frequently 
experienced in calling the distant end and in conversing after 
attention had been obtained. Frequent tests did not reveal 
this difficulty for some time, as sufficient allowance was not 
made for a partial earth which was on the line at the time. 
The fault was eventually located in some underground wire; 
on this wire being taken up and examined, it was found that 
the copper had been reduced to а fine powder in several 

caused, no doubt, by some impurity in the ozokerite 
msulation. The effect of the wire being so reduced to 
powder was to increase the resistance of the line to such an 
extent as to shunt so much current to earth through the 
fsulty insulation that sufficient did not reach the distant end 
to ring the bell. 

On single line systems of telephones, faulty earth wires 
frequently cause overhearing and partial contact. The 
reason for this will be apparent if fig. 1 is referred to. 

When two or more telephones complete their circuit 


through one earth wire and any resistance is introduced in 


K, instead of all the current: going to earth at E, a portion 
of it, depending on the resistance of the earth and of the 
ta, will continue along the wire to the second 
telephone, and through it to earth again at the far end of 
line 2, If the resistance of the earth is sufficiently high all 
the bells will ring when one is rung ; if it ia not high enough 
only one bell will ring, but speaking will be overheard by 
any one listening on the other circuit. 


A resistance in the earth wire may be caused by the wire 
being badly soldered to the earth plate or to the water pipe, 
thus allowing corrosion to set in between the pipe and the 
wire, or it may be due to the wire being broken at some 
point and a loose joint being made, which soon becomes of 
high resistance through the oxidation of the wire. In one 
case two telephones were put into intermittent contact by an 
ordinary bellhanger's joint being made in the earth wire, 
evidently by some person who had broken it and joined the 
pieces together thinking them to belong to an ordinary bell. 

If the water pipe to which the earth wire is soldered is fed 
from a cistern there will frequently be sufficient resistance 


— 


Fic. 2. 


Line Wires 


introduced to cause difficulty, especially when the cistern is 
empty or the water is low, through there being no direct 
metallic connection between the main supply pipe and the 
pipe from the cistern. 

Faulty connecting up of the various’ parts of an instru- 
ment will frequently give rise to peculiar faults. In one 
case which has come under my notice, a second receiver was 
connected to an instrument, and there not being any special 
terminals on the instrument for this purpose, the receiver 
was connected in shunt with the induction coil secondary 
instead of in shunt with the first receiver. The effect of this 
was that messages cotld be received all right, but could only 
be transmitted very faintly, because the current, which should 
have gone to line shunted through the second receiver. (See 


Line Wires 


Fia. 3. 


fig. 2.) The longer the line the greater would be the pro- 
portion of the current circulating through the second 
receiver, and the smaller the quantity which would reach the 
instrument at the distant end of the line. The connections 
should have been as in fig. 3. 

An interesting fault, which caused considerable trouble, 
was the following :—Complaint was made of there being a 
current on a certain telephone line when the instrument was 


Transmitter 


Fid. 4. 


in use. Several fruitless efforts to find the cause of this trouble 
were inade, till on one occasion it was found that dis- 
connecting the primary circuit also disconnected the 
secondary circuit. Careful examination showed that the 
primary and secondary circuits were connected in series as 
in fig. 4, and not as they should have been as in fig. 5. The 
effects of this careless connecting up were rather curious. 
While speaking, the current was sometimes strong enough to 
actuate the ring-off signal, and thus cause the attendant to 
D 
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disconnect the circuits when they should have been left 
connected. The speaking properties of the telephone were 
not-mterfered with to any appreciable extent: at any rate, 
no alterations of the speaking powers of the instrument were 
noticed on a short line. 

Late one evening, I was summoned to a certain fire 
station where there were a number of bells in the various 
firemen's rooms, These bells were all in parallel, 
and fed from one source of current. On my arrival at the 
station none of the bells would ring : as the source of current 
was in order, all the lines to the various bells were discon- 
nected in turn, till at last the faulty circuit was disconnected, 
when the whole of the bells, with the exception of the one on 
the faulty cireuit, rang. It being late, the faulty circuit 
was left, disconnected with the remainder of the bells ringing 
as usual Early the following morning the faulty circuit 
was tested and found to be in order, and the bell rang all 


ee pm 
Secondary rimary О 
Transmitte 
Lines 4 
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right; also ou connecting it to the main circuit, it, and all 
the other bells, rang as usual. On a thorough examination of 
the circuit which had caused all the trouble it was found that 
the fireman who inhabited the room in which this bell 
was fixed had been putting up some new window 
blind fittings: these had  chafed through the insu- 
lation of the wires where they were brought through the 
window frame, and caused. them to be short-circuited when 
the window blind was drawn down ; thus the whole of the 
current passed through the short-circuit caused by the blind 
being drawn at night ; consequently none of the bells rang, 
On the blind being drawn up in the morning, the short- 
circuit was removed, and the bells rang as usual. 

А very annoying fault is frequently caused by wires 
breaking under their coverings. This class of fault is so 
apt to be intermittent, and everything to be in apparently 
good working order while being examined. In testing for 
such faults a low battery power should he employed, not 
more than two or three cells, as a higher electromotive force 
is liable to break the fault down and leave the circuit good 
until it is disturbed. 

From the few examples given, it will be seen that tele- 
phone circuits are subject to many causes of interruption, 
especially as only the more interesting or more uncommon 
causes of interruption have been mentioned. 


ON THE PHOTOMETRY OF ARC LAMPS. 


By F. W. CARTER, M.A., CANTAB. 


(Continued from page 121.) 


THE addition of the mesh diagram to a photometer vastly 
increases its Value for the work in hand, but there is still a 
source of indefiniteness left, due to our definition of equal 
illuminations not necessarily fulfilling the condition of being 
additive, In fact, if two illuminations are equal according 
to our definition, and they be both doubled, they may no 
longer be quite equal. I say “may” because I am by no 
means sure that the trouble really exists, though one would 
expect it to exist, and would naturally assunte its existence in 
the absence of knowledge to the contrary, since different 
coloured lights produce different sensations, and it is unlikely 
that doubling the lights would increase the sensations in 
the same proportion, The phenomenon. in question is not 
that of Purkinje”, wherein an estimate of the intensity of 
illumination is made without the aid of a mesh 


See Palaz's Treatise on Photometry,” page 78 (English translation). 


diagram, and so not in accordance with our definition. 
However, the indefiniteness is removed by always 
reducing the apparent brightness of the diagram to the 
same value for the purpose of observation, which is 
possible in the improved form in which the photometer is 
being put on the market. This is shown in side and front. 
elevations in fig. 5, which shows the telescope through 
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which the mesh is seen, whose aperture can be altered by 
means of an adjustable diaphragm in order to vary the 
apparent brightness of the mesh. The use of a telescope is 
a considerable aid to good observation since it overcomes 
any error due to differences in the two cyes of an observer, 
and allows him to easily concentrate his attention on the 
diagram, besides forming an image of definite angular 
dimensions—an important provision when a mesh diagram 
is used. The design used in the diagram is shown in fig. 6, 
and the size is such that a normal eye at a distance of 10 
inches can just distinguish the centre squares, when the 
brightness is that of a white surface having an illumination 
of a candle-foot. This is taken us a convenient, amount to 


. Fra. 6. 


which to reduce the brightness for this work. The photo- 
meter head can be reversed in order to test the equality of 
the two sides, and, if a difference is found, it can be 
rectified by simply turning a screw. The line of squares 
equal to those at the centre of the diagram forms a portion 
of a lemniscate or figure eight (&), and the observer 
adjusts the position of the photometer and aperture of the 
telescope until the two indistinct portions just meet at the 
centre. His candle-power is then independent of the length 
of the bench on which it is obtained. - 

Light which strikes even a black surface at grazing in- 
cidence, will be largely reflected regularly, and may affect: 
the photometer ; and such light should be cut off by screens 
at right angles to the surface. Thus a few movable screens 
are often required to cut off the light reflected from the top 
of the photometer bench. 

So much then for the room and its appoiutments, The 
general method of making a test will be sufficiently under- 
stood from the foregoing, but a few practical hints conducive 
to good working, may be usefully given here. TWO operators 
at least are required to carry out a test, one to take the read- 
ings—who should not allow himself to see the arc, at any 
rate without dark glasses on—and the other to put the lamp 
in position, and to see that it is burning under normal con- 
ditions ; the latter may also see that the standard keeps 
constant. If a gas standard be used, it should be lit a 
quarter of an hour before the tests begin, as it will probably 
vary in warming up. The same remark applies to the 
primary standard. It is well to calibrate the secondary 
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gandard before and after the tests each day. If the arc, 
during some period, is found to be varying rapidly—as is 
often the case just before feeding—the readings should be 
drontinued until it is approximately steady. Several in- 
dependent observations should be made in each position of 
the lamp, and the mean reading taken to give the candle 
power. The common practice of discarding a reading simply 
because it differs considerably from others of the same batch, 
anw be too. strongly condemned. The calculations can 
be mode with ease and rapidity by means of a slide rule. 
The candle-power is— 


Е арале, оГ ат Пощ ems) 
= (йиз of standard from photometer 


a 
(candle-power of standard) = (2) 8, say. 

(Karly then, with a slide rule of the Gravet pattern, if on the 
lower scale we put b, on the slider, opposite v, on the rule, 
asd on the upper scale look, on the rule, opposite в, on the 
shder, we shall obtain т, во that the one adjustment is suffi- 
dien (о obtain the result required. If, however, we construct 
we for all a curve having (a/b)? as ordinate, and « or b as 
abscissa, we may reduce the calculations to the multiplication 
of the ordinate corresponding to the reading by 8. 

When а test has been made, a polar curve should be drawn, 
heaving the radius vector in any direction equal to the candle- 
power of the arc in that direction, angles being measured 
from the axis of the lamp. Some uses of this polar curve 
were given in a recent article by the present writer.* 

Perhape the fairest way of stating the power of an ordinary 
eanmercial arc lamp—in so far as it can be done by a single 
mamber—is by giving the mean hemispherical candle-power 
eer the lower hemisphere, when the lamp is to be used for 
public lighting, and by giving the mean spherical candle- 
power when it is for shop or indoor lighting. These are 
easily calenlated from the candle-powers in different direc- 
| ferably taken from the polar curve—in the manner 
indicated in the following :— 


8 (measured from axis) I I sin 0 
0 Io T 
10 110 110 sin 10° 
20 120 Ig Sin 20° 


= (1 sin 6) 


The mean hemispherical candle-power, H, is— 
9,0 
H = (Z(1sin8) — $ ry] x 0174; 
0 
that ia, H із 0-174 times the sum of the values of 1 sin Ө 


for every 10° between the axis of the lamp and the hori- 
æntal, diminished by a half of the horizontal candle-power. 


| 180 
The mean spherical candle-power is 0:087 2 (т sin 6), or 
0 


r0; times the sum of the values of r sin Ө for every 10? 
letween the downward and upward vertical. 


(Ta be roncluded.) 


THE INCANDESCENT LAMP. 
Bv ED. C. Ок SEGUNDO, Аввос. М.Імат.С.Е. 


(Concluded from page 120.) 

A сомуох standard of candle-power has now been adopted 
emong American manufacturers, namely, the English Par- 
hamentary standard taking the mean horizontal candle- 
pore of each lamp when rotated at abont 180 revolutions 
per minute, and it is stated by Mr. Willcox that the leading 
now photometer each and every lamp, with the 

enk that lampe at the present day supplied by reliable 
manufacturers may be considered to be tested to а quarter of 


* See ErgcrRICAL Rxvmw, December 22nd and 29th, 1899. 


10 : 
т, ECL the circular measure of the common interval 10°. 
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& volt, no lamp varying more than one candle above or 
below its rated candle-power, nor more than 6 per cent. above 
or below its rated wattage.. Such a condition of things is in 
the highest degree desirable siuce the average efficiency of 
the lamp is thereby increased, which means that it will grow 
in favour with the users of electric light. Mr. Willcox does 
not state specifically that the above eminently satisfactory 
methods of dealing with lamps apply to 200-volt lamps, 
апа from the general context it would appear that 100- 
volt lamps are referred to. It is to be inferred 
that practically the same difficulties are experienced in America 
that have been met with here in turning out a thoroughly 
satisfactory 200-volt lamp, and at first sight the reason 
seems somewhat obscure, at least so far as 16-C. P. 200-volt 
two-filament lamps are concerned. 

In Europe the 8-0.р. lamp is used to a much greater extent 
than in America, where the 16-c.». lamp is taken as the 
standard of lighting. Of course every one knows that à 16-C. p. 
lamp is more easily turned out than an 8-C.P., and comparisons 
of the behaviour of incandescent lamps in Europe and in 
America would hardly be fair if, as is probable, the propor- 
tion of 16-c.P. lamps is higher in America than it is here. 
The demand for &-c.p. lamps, however, is growing very 
rapidly in America, and for very obvious reasons, so that 
manufacturers must turn their attention to 8-C. P. lamps, for 
which in all probability there will be a larger demand in the 
future, proportionately, than there has been in the past. But 
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it is reasonable to assume that any improved methods will 
apply as well to the manufacture of 16-C. P. ав of 8-C.P., and 
hence the 8-c.P. will probably always lag behind the 16. p. 
iu efficiency for equal life. 

Mr. Willcox gives a diagram, fig. 1, showing 10 years 
improvement in candle-power performance of 3:1-watt 
lamps in America, It is interesting to note the upward 
tendency of the candle-power during the first few hours of 
life in the 1899 lamps, and that 1888 lamps sink to 80 per 
cent. of their original candle-power in 200 hours, whereas 
1899 live 450 hours before this diminution iu candle-power 
is reached. 

The fact that an incandescent lamp must diminish in 
candle-power per watt as time goes on is only just beginning to 
be fully realised. Hitherto a 16-C. p. lamp has been spoken 
of as such at all periods in its life because the number 16 
appeared upon it when sold. It may have given 20 C. P. or 
12 C. p. initially, and may have dropped very rapidly in 
luminosity during the first few hours of its life, but to itg 
purchaser it always remains a 16-c.P. lamp. The same 
superstition seems to cling to incandescent lamps in America, 
and Mr. Willcox suggests that much of the blame for this is 
to be laid ut the door of gas. It is only natural, after all, 
that the conditions under which light was produced by the 
well-known method should tend to obtain when dealing with 
the new method. Gas burners were bought and renewed by 
the consumer, therefore electric light burners were to be 
dealt with in the same way. The gas burner was usually only 
renewed when it was broken ; therefore those who replaced 
their gas burners by electric lamps naturally burnt the fila- 
ment to destruction, and then quite reasonably complained 
that the electric lamp at 4s. did not last one-tenth of the 
time that a 1d. gas burner could be relied upon to give 
light. In gas lighting, the light is primarily dependent 
upon the quality of the gas, a burner by a good manufac- 
turer suffering little deterioration, except by fouling, but in 
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electric lighting the quality of the light depends upon the 
. burner. 

There is, therefore, much to be said for the principle 
adopted by not a few of the leading electric light companies 
in America, of supplying all the lamps required by the con- 
sumer on a free renewal basis. Of course, the lamps are 
indirectly charged for in the price of energy, but the con- 
sumer thinks that the lamps are thrown in, and this also 


CANDLES 


tends to popularise the electric light. This method, also, 
has the advantage that orders for lamps are placed with the 
manufacturers systematically, and they can make arrange- 
ments for the supply in advance, and thus run their works 
at а far more uniform rate, which reacts not only upon the 
cheapness, but also upon the quality of the lamp turned out. 

Under the system in vogue in this country, the consumer 
rarely keeps a stock of lamps himself, and the retailer does 
not do so to any extent either, with the inevitable conse- 
quence that orders pour in to the manufacturers during the 
winter season, and almost cease during the summer months. 


i 


Another evil resulting from the fact that consumers provide 
their own lamps is that the consume? very naturally prefers 
that lamp which burns longest, and is cheapest. It is difficult 
for the consumer to appreciate the true loss of light, owing 


to the gradual diminution in general illumination in the 


room. In these circumstances electric light tends to remain 


.dearer than gas, as, apart from the fact that such lamps as 


above described must of necessity be low-efficiency lamps, it 
very often happens that the consumer changes an 8-C. P. lamp 
for a 16-c.P., ога 16-c.P. for a 32-C. p., in order to get more 
light, thus incurring double the expense for energy, whereas 
by the introduction of a good 3}-watt lamp, the desired 
illumiuation might quite possibly have been attained, and tlie 
cost, if anything, lowered even in comparison to the original 
lamp. It is, of course, impossible to expect the average 
consumer to go into the question of the proportion borne 
by the cost of the lamp to the cost of energy used during its 
life. But this is certainly a matter which the supply com- 
pany can take into consideration to the ultimate advantage 
of themselves, the consumer, the manufacturer, and the 
electric lighting industry in general. Under existing con- 
ditions the position of the incandescent lamp is more that of 
a power user than that of a light producer. Lamps are sent 
out by manufacturers which no doubt may have been tested 
by a wattmeter, but which though correct as to wattage may 
be lamentably high as to watts per candle. The converse 
also holds, and the average of a whole consignment may 
even be fairly correct as regards initial or tested watts per 
candle; but the result in working is eminently unsatisfactory, 
as the low watts-per-candle lamps have a short if a merry 
life, and the high watts-per-candle lamps do not in any 
sense make up for their deficiencies. What is wanted is 
that each and every lamp should approach as nearly as 
possible to its description both as regarde watts and candle- 
power. 

Bearing upon this subject, fig. 2 is instructive. It is 
taken from Mr. Willcox’s paper, and illustrates the very rapid 


fall in eandle-power of lamps which initially yield a candle- 
power much in excess of what they are intended for. The 
lamps from which this diagram has been prepared were 
supposed to be 16 C. P. 

Fig. 3 shows the performance of 10 16-c.P. 112-volt 
3:1-watt lamps. The lamps are well made and the results 
good. | | 
Summing up, it would appear to be in the interests of all 
concerned that | 

1. The incandescent lamp should be considered by manu- 
facturers first and foremost as a light giver. 

2. Every effort should be made to raise the average 
efficiency. 

3. Every lamp should be tested for candle-power as well 
as energy consumption before leaving the works. 

4. Thesupply of lamps to consumers should be intelligently 
organised as this would benefit the consumer by giving him 
a more continuously good light for the same expenditure, and 
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vunld enable standing orders to be given to manufacturers, electricity being caused to flow from the metal to be drilled 
thus yreutly facilitating the production of lamps on approved through the jet of liquid and thus back to the source of 
principles, electricity. "This method was found to be fairly satisfactory, 
but the holes were not sufficiently true. A nozzle was then 
constructed, such as shown in fig. 3, the electrolyte being 
rapidly circulated through the nozzle and round the baffle 
plate placed down the centre, so as to get free circulation. 


SOME NOTES ON THE ELECTROLYTIC 
DRILLING AND SLOTTING OF METALS. 


By SHERARD COWPER-COLES. 


EXPERIMENTS were undertaken with the object of ascer- 
wining whether it is possible to drill and slot holes 
ekrürolytically at a sufficiently rapid rate to be of com- 
mercial value. Such a process would have many advantages, 
за lard tempered plates, such as armour plates, could 
w drilled without withdrawing the temper, in posi- 


E k ax м Section оп АВ | Section оп C D 


Fis. 1—Suares or Hotes DRILLED By THE CoWPER-COLES 
ELECTRIC DRILLING MACHINE. 


wor. The proces, no doubt, would also be found very 
mefu for submarine work, as plates, bolts, chains, &c., | 
wall be cut, using the salt water as the electrolyte, the only Section on E F 
apparatus required being the drilling nozzle and a small Fia. 3, 

wire for conveying the electric current. The apparatus 


A pointed rod, fitted in a gland, is so arranged as to 
be near the end of the baffle plate ; this needle forms the 
negative electrode, on which the iron is deposited as a powder, 


— БК. 


Fic. 2. 


‘ald be placed in position by the diver, and would not 

mure any further attention until the work was complete. 

Atwther feature of interest is that holes of any shape could 

te. drilled, Such as illustrated in fig. 1. due to the high current density, and is washed away by the 
To the first experiments the electrolyte was projected on to rapidly circulating electrolyte. 

the irou to be drilled, as shown in fig. 2, а strong current of The end of the nozzle is fitted with a rubber washer, 
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which can be easily removed, and the shape and size of the 
hole to he drilled is determined by the shape and size of the 
ruber washer. 

Fig. 4 shows a machine designed for cutting out large 
holes, such as man ho.es, port holes, &c., the jets of liquid 
being caused to revolve round the centre. 

Some of the best results for iron have been obtained with 
a solution of sulphuric acid, but good work has ulso been 
done with ordinary salt water. 


ELECTRICALLY-DRIVEN SHOPS. 


By E. BROOK. 


THE electrical driving of workshops is a subject that is very 
rarely touched upon by electricians-in-charge, though their 
experiences must often be very valuable. 

In my own case, I have charge of the electrical depart- 
inent of & large engineering and boiler works in the 
Midlands. We have an average output of 600 units, four 
generators driving 25 motors, two e.ectrical cranes, 30 arcs, 
and about 600 16-с,р. lamps. When I took my present 
situation, about 12 months ago, I was given to understand 
that I must get the plant put into a thoroughly reliable 
condition, and place everything on a very sound footing, so 
that only by something very extraordinary could anything 
go wrong. I find that engineers want electrical machines 
to be like engines and boilers, that is, thorough, and so 
that they will work well on overload, if necessary.  Fuses 
they look upon with no favourable eye, because if every time 
a motor was started roughly in a boiler shop a fuse were to 
go, you would require a man to stand by the motor. Like- 
wise, employers do not like to be told every time there is a 
bit of trouble with a motor, * Oh! we must make a larger 
motor—this is overworked.” Every dynamo and motor here 
is overworked, though we have no trouble with them now ; 
they are submitted to very rough usage, and stand it. They 
start at near double load, and must be fused for above that 
amount. 

I got this result by two means — insulation and 
thoroughness. I found it was better to sacrifice a little 
efficiency in the armature to get good insulation. 

We had three 6-H.P. open type drum-wound motors, that 
were constantly burning out. The armatures were wound 
with 104 wire, and the current density was 3,000 amperes 
per square inch; they were rewound with ‘092 wire and better 
insulated. Result, slightly lower efficiency, current density 
8,910, nine months’ run without any attention. 

We have a very large planing machine, worked by a 
10-H.r. motor, taking (at 110 volts) 80 amperes with the 
cut, 100 amperes when table is reversing, 150 amperes at 
point of reverse; the current density in the armature is 
3,940 amperes per square inch, This armature was con- 
stantly breaking down until I converted it into a gramme 
wound armature, with the very best results, 

А 12-H. p. enclosed motor of a very good type was driving 
a second large planer taking 80 amperes ; armature wire 
i: S. W. G.; current density 2,320 amperes to the square 
inch. This motor, after about one hour’s run, would get 
unbearably hot; I had to take it out and put down a 
10-H.P. open type, wire ,; S. W. G., current density 3,150, 
and that mended the trouble. 

I find that brush rockers on motors are worse than useless, 
as men and lads will touch the machines, with the result that 
the brushes are often left in the wrong place. I have them 
all rigidly fixed in their correct position. Oil covers should 
be made so that they cannot remain open. Brush carriers 
would be more useful if made suitable for either gauve or 
carbon brushes, for use with gauze when the motor has to 
carry more current than the carbon brushes will allow, with- 
out heating the commutator. Motors are compelled to work 
overloaded at times, and an employer will not hear the tale 
that he cannot add another straw, so to speak, to his motor. 
If electricity is ever going to be a complete sucoess for 


workshop use, it must be thoroughly reliable, and inspire 
confidence in men who do not understand the theory of elec- 
trical machinery, as the buyer is the man that must be most 
considered. 

Each length of armature wire is treated with two coats of 
shellac varnish and baked ; the armatures do not look quite 
so well as when they are varnished at the finish only, when 
the blemishes are covered up and the holes filled with shellac, 
which, on the first heating of the armature, is thrown off 
inside the poles. 

All our armature cores and field formers are covered with a 
thin layer of mica laid lengthways round them. The ends of 
the cores of slotted armatures are often left with only the usual 
insulation that is used inside the slot, extending to the 
corners, with the result that armatures soon get earthed. 
I remedied this fault by stripping the core and placing fibre 
washers at the ends, slotting the fibre to suit the slots in the 
core, and rounding the corners of the fibre. 

Fuses are set at about 150 per cent. overload, which 
must look absurd and amazing to the armchair electrician. 
The reason is that the steam, towards mid-day, vets very 
low, causing the voltage to fall, which means a 
rise of amperage in all the motors, they having to 
start and work with a greater current. The proper thing to 
do would be to shut down some of the motors; but no! 
things must be kep..going, and not allowed to break down. 

These experiences will show some of the difficult condi- 
tions that must be surmounted in workshop practice and a 
few of the ways of overcoming them. 


CORRESPONDENCE. 


Destruction of Underground Cables. 


With reference to the letter of Messrs. Drake & Gorham 
in your issue to-day, I can remember some years ayo coming 
across several cases in which the lead covering of cables was 
quite destroyed, as far as its useful purpose was concerned, 
after being laid only about a year or so. In one case the 
damaged cables vere laid under the footway adjoining a 
meat-curing establishment, and the brine used there fre- 
quently flowed over the pavement and soaked into the soil, 
when on coming in contact with the lead covering of the 
cable a chloride of lead was formed. 

In other cases the decomposition of lead seemed to be 
traceable to electrolytic action, as it was confined to the 
positive cable, the trouble, of course, being primarily due to 
the existence of leakage from the conductor to the lead. 
The lead-covered cables to which I refer were not concentric, 
and were used for carrying continuous current. They were 
not armoured, but were laid in bitumen. The result was 
that the lead was chiefly decomposed at the points where the 
insulating effect of the bitumen was smallest. | 

A further repetition of the trouble was avoided by con- 
necting the lead to earth at each end, and wherever lead- 
covered cables may be laid for continuous current supply, 
care should be taken to prevent the flow of any leakasre 
current from the lead except at definite points and throug th 
properly constructed connections. This is particular! 
important where the insulation is of such a nature as to 
depend for its preservation on the lead. 


Electrical Laboratory, Guildhall, E.C., 
July 20th, 1900. 


A. A. Voysey. 


Messrs. Drake & Gorham's letter on the above subjec1 
reminds me of a story told by Sir William Preece. 

In the early days of submarine cable work, Sir Willia s з 
then Mr. Preece, wrote a paper on the survey of the ocean | «=» 
previous to the laying of submarine cables, in which fy 
advocated that a careful survey of the bottom of the ocez» x: 
where the cable was to lie, should be made before Ше сай 1 
was put in hand. 
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When the puper was read, the President of the Institution, 
before whom the paper was given, looked up from his chair, 
and gruffly asked the author if he really meant. that the 
britom of the ocean was to be mapped out like a piece of 
land. and when the author replied that he did mean that, the 
Præsident, so the story goes, grunted, audibly. 

Everyone knows now that, in so far as this advice is carried 
vat, in the same proportion is it possible to construct a cable 
economically. 

The вате thing applies to underground work. It is a 
troublesome joh to analyse the earth, and the water that 
pours down ішо the earth, where cables are to be laid, but 
economy in cable laying will be roughly. in proportion to 
tbe thoroughness with which this is carried out. 

I also remember the remark of another eminent engineer 
on another subject. 

In the discussion on Sir Edward Reed’s channel tunnel 
project. before the British Association, Sir Benjamin Baker 
rennrked that he had a respect, born of experience, for water. 
The remark exactly expresses my feelings with respect to 
valer. I have a profound respect for it, born of 25 years’ 
experience. 

Very early in my electrical career a respect for water was 
knocked into me, and the feeling has deepened as the years 
have rolled on. 

For pure, unadulterated cussedness, for finding its way 
into all sorts of places from which the engineer fondly 
imagines that he has completely excluded it, for finding 
possibilities of galvanic batteries where it was hoped that 
upe existed, and for generally making itself obnoxious to 
the innocent engineer, water stands unrivalled. 

In some cases the capillary dodge is worked ; in others the 
water mischievously converts itself into vapour, promptly 
reconverting itself into its original state as soon as it has 
penetrated the engineer's fortress, where it performs the 
amal operation of the enemy who is unsuspected, and 
attacks the defences with the usual weapons of galvanic 
ation. 

Personally I do not like armour. I would rather have 
the money that the armour costs spent in insulation, or, if 
it is one of the paper-covered cables, in insulation and lead. 

By laying on armour you always run the risk of damaging 
the insulation that is underneath, in the process of laying it 
on, and you deprive it very largely of that valuable quality, 
flexibilicy, while in many cases you create, with the 
moisture that will always be present, a galvanic battery, 
which in one cable, at least, will be acting in the same 
direction as the leakage current. 

It should also be remembered that water has a wonderful 
facility for absorbing dissolving acids, dirt, and everything 
that the electrical engineer wishes to keep away from his 
connections, but which the water will always lead up to 
them, no matter how careful are the precautions taken to 
prevent it. 

If I may make the suggestion, the Municipal Electrical 
Association would confer a great boon on its own members, 
and on electrical engineers generally, if they were to under- 
take a systematic analysis of the soil, the water that runs 
into the soil, and the atmosphere above, in every section of 
their districte. | 

Sydney F. Walker. 


We are rather surprised to see that under the above head- 
ing Messrs. Drake & Gorham have thought fit to publish a 
kuer from us to them, without our knowledge or permission, 
aud think, in justice to ourselves, ave should state that we 
simply received au order about four years ago for this cable 
of 3 size, quality, and external finish, selected by them 
without consulting us as to its suitability ; in fact, of a class 
cemmouly used for shipwork. We, therefore, did not know 
how they laid or erected the cable until they wrote recently 
seking us if we could let them have an explanation of the 
Паге, Had they asked us also how to overcome the diffi- 
Шу we should have been very pleased to have advised 

them: bat, so far, they have not acknowledged our letter of 
explanation, except by publishing it. 


The Telegraph Manufacturing Co., Ltd., 
JAMES TAYLOR, Director. 
London, July 25/h, 1900. 


| Bicycles and Icicles. 

I notice in to-duy's issue a very interesting question by 
Mr. Henry James Saint Benno Cunliffe, M.A., Oxon. He 
says, ** Ia there no means whereby electricity сап be adopted 
to rotate the cylinders of an ice cream-making machine 2" 
Although not personally acquainted with the mysteries of 
that art, my experience in the use of electricity assures me 
that such a development must be possible, and if he has a 
little time to spare he may enter upon an inquiry which 
promises very valuable results. 

Let him begin at the beginning, erect a small household 
crematorium in which to incinerate the daily dustbin 
material, with this the heat necessary to create his electricity 
might possibly be obtained. 

A statement of the result in ice cream per unit of. dusthin 
refuse would be, I am sure, very acceptable to many of yonr 
readers. . 

А. L. Steavenson. 
Durham, July 21s/, 1900. 


— — 


Tramway Traction Queries. 


I feel sure you will be interested to read the enclosed 
which I presume is being sent round to several towns that 
have adopted electric traction. The borough surveyor had a 
deputation from Leicester who inspected our electric tram- 
ways here, and if I remember rightly, took up about half a 
day of my time. This list of questions, numbering 125, 
would take probably half а week to answer, and I am not 
prepared to spend the time. 

Alfred S. Giles. 


[The portentous document referred to came to us asa 
* boon and a blessing " ; we have not met with anything so 
refreshingly cool since the hot wave descended upon us. 
The list of queries is accompanied by a letter requesting 
photographs of tramways, power stations, cars, &c. Truly 
the harassed tramway engineer has much to put up with !— 
Eps. ELEC. REv.] 


Eleetrieity Meters. 


I have before me the prospectus of the Schattuer Elec- 
tricity Meter Company, Limited, which has been formed with 
a capital of £50,000, and has its secretary and offices at 
Dacre House, Victoria Street, S.W. 

Although the document is marked as being for private 
circulation, nevertheless there is at least one point in it which 
is, apparently, so open to criticism that you may think it 
advisable to give the directors an opportunity of explaining 
it through the medium of your valuable columns. 

I am aware, being, as I am, connected with a competiug 
business, that my views may be regarded as biassed ; but I 
would point out that it is because F am intimately 
acquainted with this particular business, that I have the 
knowledge of detail that should render me specially competent 
to express an opinion. 

The company is formed to acquire certain patent rights, and 
the business, plant, and machinery of Messrs. Schattner and 
Company, of Norwich.. 

The prospectus gives no valuation of the plant and 


: machinery, and the statement of net profits earned during a 


certain period of about six months would, of course, be of 
more value, were the basis upon which the profits are calcu- 
lated set out in the prospectus : there is no apparent means 
of telling whether rent, salaries, and sundry other necessary 
expenses have been provided for, except by examining the 
auditor's report at the solicitor's office in London, which is a 
privilege of which country investors can hardly be expected 
to avail themselves, — — 

I may take it, therefore, that the patent rights are the 
principal asset to be acquired for the substantial sum of 
£17,800, and it is to these patent rights that 1 particularly 
wish to direct your attention. 

British patent No. 14,107 is the patent reported upon 
Fy counsel in the prospectus, aud it is, therefore, probably 
regarded as the most important patent to be acquired. 

In this patent there is described a form of prepayment meter, 
that probably could not be made to work in practice, unless 
further inventive ability were displayed in the construction 


134 


THE ELECTRICAL REVIEW. 


[Vol. 47. No. 1,183, Тоту 27, 1900. 


of the instrument. The sparking due to the gradual 
breaking of the circuit, after the amount of electricity 
paid for had been consumed, would quickly burn up the 
switch contacts, and possibly they would be destroyed on 
the first operation of the meter, as there is no provision in 
the patent for a * quick break." 

With all due deference, therefore, to Mr. Fletcher 
Moulton's opinion, it seems to me that the patent is of little 
or no practical value, for the above reason. 

The inventors seem to have soon discovered the difficulty, 
and on October 27th, 1898, they filed an application for a 
patent numbered 22,603, for a means of preventing this 
sparking. According to this invention, they connect the 
two contacts together, through a high resistance, so that the 
circuit is never really brokeh, and, therefore, no sparking 
takes place. 

This resistance also has the effect of dimming down any 
lamps alight on the circuit, instead of the consumer being 
suddenly placed in the darkness, and so warning is given 
that the meter requires to be replenished with more coin of 
the realm. 

Practically the same invention appears to have been pro- 
tected by two different people more than a year before the 
date of the Long-Schattner Patent, No. 22,603 of 1898. 

I refer to Beaumont's Patent 17,523 of 1897, and 
Emmott's Patent No. 17,676 of 1897. 

Curiously enough, Beaumont was only two days before 
Emmott in patenting this same idea for dimming down the 
lamps connected with a prepayment meter by means of a 
resistance, employed in both cases in substantially the same 
way as is described in the Long-Schattner patent more than 
а year later. 

There is no mention in the prospectus of an arrangement 
having been come to with either Mr. F. J. Beaumont or Mr. 
Walter Emmott, and even if there were, it is not altogether 
evident how any such arrangement could render the Long- 
Schattner patents valid, and of course the validity of some 
of the foreign patents—not all—are probably adversely 
affected by the existence of any British anticipations. 

I may be wrong in my conclusions, but if so the directors 
will doubtless be glad of an opportunity of correcting me. 
Anyhow, I am quite sure of my facta. 

Chas. O. Bastian. 

London, N.W., July 22nd, 1900. 


The Inst. E. E. and Sunday Observance. 


I have recently received from the Institution of Electrical 
Engineers a circular announcing the proposed arrangements 
for the entertainment of the members of the American Insti- 
tute of Electrical Engineers who will be visiting this country 
during August. | | 

It is with the deepest regret and concern that I note the 
first item on the programme, viz., a trip up the Thames on 
Sunday, August 12th. The hope is expressed that a large 
number of members and ladies will take part in the pro- 
ceedings, in order that a “true British welcome” may be 
given to the guests ! 

It is quite foreign to all the traditions of this country for 
a leading scientific society to give an entertainment upon a 
Sunday, aud I cannot but feel that a more truly typical 
British welcome—all the heartier because of the freedom 
from conscientious scruples—would be extended to the 
visitors upon any other day of the week. 

Perhaps it is not even yet too late to remedy the mattér, 
and thus save the Institution from establishing so dis- 
creditable a precedent, which will bring dishonour upon the 
country, and cast a stigma upon the profession. 


| A Christian Briton. 
July 25th, 1900. 


PARLIAMENTARY COMMITTEES. 


ELECTRIC LIGHTING IN LIMEHOUSE AND MILE END. 


On Wednesday, Thursday, and Friday last week, the Select Com- 
mittee of the House of Lords, presided over by the Earl of Camper- 
down, considered Provisional Order No. 10, which was to confirm 
the provisional orders for the lighting of Limehouse, Mile End Old 


Town, and St. George's-in-the-East. The whole of the districts, 
with Whitechapel, will, under the new Local Government Act, 
shortly be merged into the municipality of Stepney, and the Bill was 
the result of local action in the parishes concerned to have the whole 
of the lighting of the new borough carried out in connection with thc 
present station of the Whitechapel Vestry. 

Mr. WonsLEv TavLon represented the local authorities, and 
explained that the only opposition came from the County of London 
Electric Lighting Company, which, in 1897, obtained a provisional 
order for the supply in Limehouse, Mile End Old Town, and 
St. George’s-in-the-East, but up to the present counsel stated that 
the company had done nothing to carry out their obligations. 

Major P. CaRnbEw was called, and gave evidence in support of 
the order. He considered that the generating station of the White- 
chapel authorities was a good one, and the site was capable of being 
utilised so as to give ample plant for the supply of electricity to the 
whole of the new borough. From a commercial point of view, he 
would say the advantage would lie with the Corporation in supply- 
ing the district from Whitechapel rather than with the company, 
whieh had to bring the electricity from the parish of St. Luke's. 
The County of London Company, he considered, had deliberately 
decided to attempt to bring the current from an outside district, and 
if they were foiled by the intervening local authorities, they must 
abide by the result. 

Other evidence was called, including that of Mr. W. JAMESON, the 
surveyor to the Whitechapel Vestry, who stated that they now had 
а quantity of machinery on order. which would quadruple the power 
of the station. 

Mr. W. BRAITHWAITE was called for the County of London Com- 
pauy, and stated that with all their efforts they had failed to get 
wayleaves to carry the current from St. Luke's to the districts 
concerned till recently. They had now secured at considerable cost 
a wayleave frem the canal company, and they were prepared to lay 
down plaut at once to carry out the obligation. 

Mr. C. P. Sparks, engineer for the company, gave similar 
evidence, and added that having now obtained wayleaves it was 
proposed to lay down four conduits. The company had adopted 
the two-phase system in order to give a supply to the East-End 
districts. 

Mr SvpNEYv Morse, solicitor to the County of London Company, 
gave a history of the electric lighting orders in question, and charged 
the local authorities and the County Council with obstructing the 
company. | 

Counsel having addressed their Lordships, the Committee decided 
that the Bill should proceed. 


WALSALL TRAMWAYS. 


Tue Select Committee of the House of Commons, presided over by 
Colonel Gunter, considered the Omnibus Bill of the Walsall Cor- 
poration, which, amongst other things, would give the Corporation 
power to re-equip the existing tramways, and make extensions both 
inside and outside the borough at a capital expenditure of 
£160,050. | 

The Committee passed the preamble of the Bill. 


\ 


BLACKPOOL, St. ANNE’S AND LYTHAM TRAMWAYS. 


THE Blackpool, St. Anne’s and Lytham Tramways Bill came before 
Lord Morley's Committee of the House of Lords as an unopposed . 
measure on Thursday last week. The Bill gives power to greatly 
extend the tramway system between the places mentioned at a cost 
of £50,000, and to work the same with electricity. 


HUDDERSFIELD TRAMWAYS. 


On Friday last week, the Huddersfield Corporation Tramways Bill 
passed Lord Morley's House of Lords Committee on Unopposed 
Bills. The Bill asked for power to enable the Corporation to extend 
the existing tramways both inside and outside the borough, and to 
substitute electric traction for the existing steam traction. The 
capital powers asked for under the Bill were £399,000. 


Guascow DISTRICT TRAMWAYS. 


THE Glasgow District Tramways Bill, promoted, by Mr. W. M. Murphy, 
which has already passed the House of Lords, and which was last 
week before the Court of Referces, as reported in the ELEcTRICAL 
Review of last week, on Thursday and Friday came before Sir 
Lewis M'Iver's Committee of the House of Commons. The Bill is 
to authorise the construction of a series of electric tramways in and 
around Paisley and Renfrew. 

Mr. PEMBROKE STEPHENS contended that the Glasgow and 
Renfrew District Railway and the Paisley and Barrhead District 
Railway would not be affected by the scheme which they were 
opposing, and the experience of the past few years had shown that 
where large railway companies had opposed electric tramways they 
always failed in their opposition, because the character of the new 
traffic was different. 

Mr. W. BARRINGTON, the engineer of the scheme, said the gross 
estimate for the scheme, after taking into account the obligations 
that had been placed upon the promoter by local authorities, was 
£227,669. "The capital was raised. 

A good deal of local evidence was called to. show the utility o£ 
the scheme, and Mr. W. M. Моврнү, tbe promoter of the scheme, 
expressed the opinion that the tramway would pay. 
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Evidence was then called in opposition to the scheme to show Have you lowered your fares ?—The fares are extremely low, and 
‘bat the railways would be injuriously affected by the competition, the Corporation has extended the system very much as compared 
wid after addresses by counsel, with the old system of the company. Last year. we carried 

The гнатамах snid the Committee were struck with the fact that 3,400,000 passengers. 
ise eleme was а good one, and the opposition had made no im- Replying to further questions, WiTNESS said he was there to 
тзн Upon their minds, but they realised that the promoter had been specially represent the borough of Nelson, who owned their electric 
ене by a lange number of different local bodies with contlict- lighting, which was initiated by them iu 1503. It cost altogether 
sgt ews, and with different degrees of rapacity. One line had to be £30,000, £10,000 of which had been spent, and £20,000 of which 

e? 3p because it was opposed by that powerful municipality the was being spent. The prico charged was 5d. per unit less 5 per 
(Aves Corporation, aud another had to be given up to the tender cent. discount, and for motive power 2d. The works had just begun 
erws of Renfrew with no assurance that Mr. Murphy would to pay. 

"er be able to make it. Yet another line remained in the air, The Committee then adjourned. 


‘viously with the purpose of joining up the Corporation tramways 
«fGaeow when that Corporation managed to bring its boundaries 


to the west side of Govan or even to the borders of Paisley. What At the meeting of the Committee on Tuesday, Lord MonLEx, 
тъ осаат remained was an excellent line out to Johnstone. That chairman of Committees in the House of Lords, gave evidence as to 
wo АП that was left of the scheme, and it was the result of a the procedure adopted by that House towards the promoters of 
vem which amounted to blackmail on the part of the local Bils. He expressed the opinion that an amendment was needed 
dia It seemed. to the Committee of little doubt that local іп the Tramways Act of 1870. The time of purchase should be 
sxtaorities, with the exception of Glasgow, approved of the under- lengthened, because the cost of laying down an electric tramway 
takay, and they were very glad that a gentleman with experience was much larger than the cost of a horse tram. There was nothing 
sd capital came to provide the scheme, but they hid their joy from to prevent a Corporation making a tramway and calling it a light 
Yr. Murphy, aud meant to screw as much out of him as they could. Tailway. 
It seemed that what went on was that each of the three or four con- The CHAIRMAN: On the question of electric lighting orders we 
"wir bodies fought for its own hands, each determined to make have had a great many complaints from witnesses that local authori- 
| pnt no matter whether the scheme itself made a profit or not. ties, particularly the smaller ones, have obtained orders and not used 
What with agreements and clauses added in the House of Lords, them. 
may of which were conflicting, the Bill would allow a highly The Witness said he had heard the same complaints, and 
ve byt not properly-clothed advertisement to pass through the- although the Board of Trade had the power to revoke the order, that 
«reeta of Paisley on а car, but the advertisement might be stopped power was used very sparingly. He would suggest that there should 
t the border of Renfrew, and kept with its face turned to the wall be a limit put upon the time for the completion of the works, the 
intil the car returned again to Paisley. Personally, he thought the same as in the case of a railway, and if at the end of the time the 
vanes: of а municipality was not to sell wayleaves, but to main- works were not completed, the undertakers should go to Parliament 
‘aa the ruads forthe use of the public, and the question of the or the Board of Trade and ask for an extension. To obtain that 
'тыйу of such changes as were proposed in the Bill might be extended time they would have to bring good and distinct reasons, 
raised. He asked Mr. Murphy in the face of all those things and failing their being able to do that, they would have to make 
ether he considered the scheme worth while going on with. way for somebody else. He thought it desirable that Parliament 
Mr. Mrapny said he did not think the workability of the under- should lay down some definite rules as to how far muuiecipalities 
inking had been very seriously affected, but he had no reason to be should be allowed to trade, particularly outside their own limits. 
A enamoured of the scheme than he was before. Mr. CAMPION, examiner of Bills and taxing master, in the House 
[hr Committee then deliberated in private, and on the proceed- of Commons, spoke as to the large increase in the number of Bills 
^£ being resumed, the CHAIRMAN said: The Committee find that lodged with Parliament of late years, due, he thought, in a large 
‘te preamble of this Bill is not proved, but they desire to put on measure, to the applications from municipalities who wished to 
mard that in their view the original scheme was a good one, and embark upon public enterprises. 
aleulated to be of much use to the district, but it has been so Sir ROBERT HvNTEn, solicitor to the General Post Office, 
"ешаѓіей and loaded with conditions by conflicting interests and explained the legal position of the Postmaster-General in regard to 
de exeessive demands of several local bodies that at present it the telephone service at Glasgow He said that the National Tele- 
pear te the Committee to be wholly unworkable. phone Company had a license to transact telephone business within 


an area which included Glasgow and suburbs, and the Corporation of 
Glasgow had lately received a similar license from the Postmaster- 
General to carry on telephone business within the same area. In 


^ Mov T : neither case did the license give the licensee power to take up 
F streets. Under Section 5 of the Telegraph Act * 1892 the Post- 

Тив Joint Committee on Municipal Trading sat again on Friday master-General could authorise any of his lessees to exercise the 
a week, the Earl of Crewe presiding. Evidence was given by same powers of constructing telegraphs in aud under streets which 
Ит shepherd, representing the building trades, and Mr. Waterlow, he possessed, but in neither case could those powers be exercised 
"mur of the Housing Committee of the London County Council. without the consent of the local authority. In 1892 the Government 
Mr G. C. Kusesrury, Mayor of Blackpool, replying to the Chair- of the day came to a general arrangement with reference to the 
шы. wd that among the enterprises which the Corporation telephone business of the country, and the general outline of the 
pd were the gas works, electric lighting works, markets, aud agreement was that the truuk wires which connected different towns 
vamways. The electric lighting undertaking had been established should be worked by the Postmaster-General, and the business 
“me етеп years. They bad a capital of £117,000, and had accumu- inside towns, which was generally called exchange business, 
ated a sinking fund of over £9,000. The income for the seven should be left in the hands of private companies — not in 
rears amounted to £74,000, and the gross profits to £28,000. The any way securing those companies against competition, but assuming 
wet profits were £3,200, the average net profit amounting to 1 per in the main that the business would be done by cumpanics. As part 
"it оп the outlay annually. The street lamps were lit at cost of the general arrangement, certain agreements were come to in 
«xe, the meters were given free. In 1894 they started with some reference to the taking up of the streets. The Postmaster-General 
“customers. The price was 6d. per unit. Now they had over 900 agreed that he would confer upon the National Telephone Company 
ders, and the price varied from 7d. to 2d., the average being the powers which he himself had to take up streets, and he also 
‘cer 3d. per anit. The customers were nearly one in 50 ofthe agreed that he would lay pipes for the telephone companies eon- 
lation, and one in 10 of the houses had the light. necting two or more exchanges in the same area. That last agree- 
. Have you any demand for power?— Yes, but it is limited in ment was in pursuance of a declaration contained in a Treasury 
^ kpool, as we have no manufacturers. There are some small minute which was laid before Parliament iu 1892, in which the 
‘orks printing works, &c., to which we supply power. general policy was explained. In Glasgow the Postmaster-General 
'vntinuing, WITNESS said that the fact that the Corporation had never gran ed the National Telephone Company his license to 
"164 the gas works had in no way retarded the development of exercise wayleave powers, and the company had never applied 
‘be «.eetrical industry in Blackpool. So far from the gas hampering to him for permission. The Postmaster-General applied 
trie light, they found that the one stimulated the other, and to the Corporation for its consent to lay pipes underground 
ite public obtained great benefit by reason of the fact that they to connect the exchanges of the company, but the- Corporation. said 
‘ere both in the hands of the Corporation. that they would only give their consent on condition that the wires 
By Mr. Grant Lawson: The streets of Blackpool had been lit by were not to be used for the purpose of telephones. Witness said 
*-etricity louger than any town in England; it was the domestic that, of course, the Postmaster-General could not give any such 
pp.y which had been in operation for seven years only. undertaking, and ultimately the consent of the Railway Com- 
Ру the CuatnMan: Regarding tramways, he regarded Blackpool missioners was obtained for the execution of the work In the 
v «ing in ап improving position. The Corporation had had con- meantime the Glasgow Corporation themselves had obtained a 
“tut the trams now for eight years. Not only was Blackpool the license from the Post Office for a telephone service, aud they 
7* town in England to adopt electric lighting in the streets, but it had applied to the Postmaster-General for his authority to 
"æ à'so the trst English town to adopt electric traction for its execute underground works, and that authority would be 
“ate Originally, the tramways were worked by a company, but granted shortly. As to the reasons for the Corporation wishiug 
Vt wen years’ successful working, the Corporation exercised their to start a telephone service, he believed it was alleged that 
Users of purchase, and bought out the company on terms fixed in the service of the National Company was inefficient, but he 
© rginal agreement. Аз a Corporation, they had had the trams (the witness) was mot prepared to express any opinion on that 
"rng for eight vears. The capital outlay was £98,000, and the point. The Corporation had not yet commenced their service, but 
‘te for the eight years had practically equalled that amount—all he believed that they had about 2, 000 subscribers promised, and as 
7 21100) The gross profit for the eight years had amounted to far as a third party could tell there seemed to be a promise of a 
aud the net profit to £13,000, the average annual net profit. brisk competition, and the effect of that might be that the Corpora- 
"a: equal to about З per cent. on the outlay. tion would eventually buy the company out. Generally speaking, 
tes that go to improving the concern ?—Largely. There has competition in regard to telephones was only desirable as a meaus 
сеш à тегу amall surplus divided in relief of the rates—some for improving the service. In conclusion, Sir Robert said he did 
25.000 in the whole time. ; not consider that the municipality of Glasgow had the grievance 
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against the Post Office which the Lord Provost had put before the 
Committee. 

Mr. J. WILLIAMS BENN, the chairman of the Highways Committee 
of the London County Council, gave evidence with regard to the 
tramway system of London. He said that as successors to the 
Metropolitan Board of Works the County Council found that from 
time to time they were able to purchase the tramway undertakings 
of London. When the Council came iuto power it found London 
very badly served by 13 companies, mostly disconnected, and dumped 
down in districts irrespective of the general convenience of London. 
They had exercised their powers of purchase where possible, aud 
that policy continued, so that in the space of a few years the Council 
would be the owners of all the tramways in London. There were 
115 miles laid down, and of these 72 had already been purchased, 
the remaining 43 still being in the hands of the companies. Of the 
72 belonging tothe Council, 48 miles which were on the north side of the 
Thames, were leased to the North Metropolitan Tramways Company, 
and the others which were on the south side of the Thames were 
worked by the Council. The lease granted to the North Metro- 
politau Company would terminate in 1910. To purchase the lines 
and the depots of the North Metropolitan system the Council had 
to pay £817,000; the 244 miles on the south side of the river 
cost £889,943, but in that case they purchased the whole of the 
undertaking. The witness then gave particulars of the lease 
granted to the North Metropolitan Company, and said that there 
was a clause in it to the effect that in the event of electrical traction 
being introduced the Council were to have a certain percentage of 
any increased receipts that might accrue. 

The CHAIRMAN: Has there been any step taken in that direct ion? 
—Yes, during the present session a Bill is passing through Parlia- 
ment to enable us to convert the whole of the existing tramways of 
London into electric traction. 

Continuing, WIr NESS then gave particulars of the receipts which 
the Council derived from the trams, and pointed out that, so far as 
the financial result was concerned, the policy of working the trams 
themselves was better than that of leasing. 

The CHAIRMAN: You are proposing to convert your tramways to 
electrical traction ?—Yes. Iam very glad to say that there is every 
prospect of those Bills getting through your Lordships’ House. 

Do you hope for good results from that ?—Yes, very important 
results; and I may perhaps just give you a few figures of the 
receipts and expenses on the Councils Southern system under 
horse traction. The receipts per mile run are 10°64d., and the 
expenses 8:52d., that shows a profit of 2:12d. per mile run, and that 
in face of the fact that our fares are extremely low. Our average 
fares are a trifle over a 4d. per mile. It is assumed that if the lines 
were converted to electrical traction, the receipts would be at least 
12d. per mile run, and the cost of working would not exceed 64d., 
leaving a profit per mile run of 53d. The present profits of horse 
traction are 2:12d., so that the extra profit resulting from the con- 
version is estimated to be not less than 3:38d. per mile run. 

Continuing, WirNESs said that it was the universal experience 
that a greater mileage was obtained from an electrical service 
than a horse service, but assuming that at least as many 
miles were run by electrical cars as by their present 
horse cars, they would get an addition to their revenue on 
the southern line alone of £140,633; out of that of course would 
have to be paid the extra interest upon the capital outlay estimated 
at £150,000, and they would have to make provision for the repay- 
ment of the capital within 25 years, but after allowing for those 
deductions they would have an extra profit upon the southern lines, 
which were only one-fifth of the present system of London, of 
£79,000. Asto the system to be adopted the Council had, he said, 
gone to considerable trouble and expense in examining the various 
systems which were to be found in working, and they had sent Dr. 
Kennedy to America and the Continent, who had arrived at the 
conclusion that for London it would be necessary to have au under- 
ground system, the two most suitable being the conduit 
and the surface-contact systems. Of course, in time electric traction 
might be applied to the northern system of tramways, and the 
Council hoped that at an early stage they might get the company to 
introduce it. . 

The Committee then adjourned. 


LONDON County COUNCIL TRAMWAYS. 


On Friday and Monday the House of Lords’ Committee, under the 
chairmanship of the Earl of Camperdown, considered the London 
County Council's Tramway Bill which has already passed the 
Commons. The Bill is to empower the Council to make 11 exten- 
sions on the north of the Thames in connection with the existing 
tramways in the hands of the Council, to double an existing line at 
Nine Elms Lane, and to erect a generating station at Camberwell 
for the purpose of working sections of the existing tramways by 
electricity. 

It was explained that of the 115 miles of tramway in London the 
Council owned 723, of which 48 miles on the north side of the 
Thames was leased to the North Metropolitan Tramways Company, 
while if the present policy was continued, by 1911 the whole of the 
existing tramways would have been acquired. It was the intention 
to work the trams electrically, and for that purpose it was proposed 
to lay down experimental lines on the south side of the Thames on 
which various systems of underground traction could be tried. In 
the outlying districts the overhead trolley system was contemplated. 

The Bill was opposed by the South Metropolitan Gas Company 
and the Lambeth Water Company, who feared that the proposals 
would cause electrolysis of their mains. There was also opposition 
by the Lambeth and the Wandsworth Vestries in whose districts the 
experimental lines would be constructed, and it was asked that the 


local authorities should have some voice as to the system of traction 
which might be adopted. 

After hearing evidence the Committee passed the preamble of the 
Bill, but inserted certain clauses for the protection of the gas and 
water companies. 


On Tuesday Lord Camperdown's Committee of the House of 
Lords considered the London County Tramways, No. 1, Bill, 
which, like the No. 2 Bill, considered the previous day, sought 
for power to enable the Council to substitute electric traction for the 
present horse traction on the lines now owned by them, and also to 
construct various lines to connect up the various trams. The Com- 
mittee passed the preamble of the Bill. 


NEWCASTLE-ON-TYNE ELECTRIC SUPPLY. 


Lonp BnassEv presided on Tuesday over a Select Committee of the 
House of Lords to consider a Bill to confer further powers upon the 
Neweastle-on-Tyne Electric Supply Company, Limited, and for 
other purposes. Mr. Peniber, Q.C., appeared for the promoters, and 
Mr. Moon fur the County of Durham Electric Supply Company, who 
petitioned. 

Mr. PEMBER, Q.C., said he had come to a settlement in the matter, 
and therefore would only give formal proof, after which an amend- 
ment would be brought up. The promoting company had been 
supplying electricity for a great many years in the borough of 
Newcastle-on-Tyne, under a provisional order, aud it now sought 
certain powers in respect to the north side of the Tyne. It 
would be a very elaborate matter if he were to go into it; but 
as he had agreed to settle the only opposition left, it would not 
be necessary to do that, and he would just put iu a formal witness. 

Mr. Merv, vice-chairman of the promoting company, said his 
company had been supplying electricity in Newcastle a great many 
years under an electric lighting order, and they now sought to 
extend their operations in various places north of the Tyne. They 
did not intend to go south of the Tyne, but, as was stated in the 
preamble of the Bill, there was great need for electricity north of 
the Tyne. The only petition against the Bill was that of the County 
of Durham Electrical Supply Company, and they objected to 
Clause 13. As, however, it had never been the intention of the 
promoters to supply south of the Tyne, they were quite willing to 
so amend the clause as to meet the wishes of the petitioners. They 
would amend the clause so as to make it clear that they would not 
trench upon the County. of Durham Company's province on the south 
side, and the Durham Company wero ready to conseut to certain 
alterations in their Bill so as not to treuch on the promoters’ cro- 
vince north of the Tyne. 

Mr. Moon, for the County of Durham Electrical Supply Com- 
pany, concurred in the suggested arrangement, and said his clients 
were quite willing to alter their Bill so far as was necessary so as to 
confine them within the limits suggested. 

The Comniittee then passed the preamble of the Bill and adjusted 
the clauses. 


RocHDALE TRAMWAYS. 


On Tuesday the Rochdale Corporation Bill, which has already passed 
the Commons, was considered by a Committee of the House of 
Lords, under Earl Camperdown, when a clause was considered for 
the protection of the Lancashire and Yorkshire Railway Company, 
who owned a great deal of property in the borough of Rochdale, 
and who protested against being rated for loss in the working of the 
tramway outside the borough. The Committee rejected a clause 
submitted to the effect that if the tramway outside the borough was 
worked at a loss, the company should only be assessed at а quarter 
of their rateable value in respect of that loss, but they approved of 
aclause to the effect that the Corporation should each year, after 
the first two years’ working, prepare a statement and balance-sheet 
of the tramways account, and if in any year the revenue exceeded 
the expenditure the Corporation should carry such excess to a 
rescrve to be used in providing for deficiencies and contingencies. 
Should there be a deficiency in any year, this should be provided 
for in the estimate.for the following year, and reduced gradually 
over a period of years not exceeding five. 


LEGAL. 


CRYSTAL PALACE DISTRICT ELECTRIC SUPPLY COMPANY. 


In the Chancery Division of the High Court of Justice on Saturday, 
a petition by shareholders in the Crystal Palace District Electric 
Supply Company for a reduction of the capital came on for hearing 
before Mr. Justice Kekewich. i 

Mr. WARRINGTON, Q.C., who appeared for the petitioning share- 
holders, said that this was a petitiou for the reduction of capital. 
It was before his Lordship on the 7th inst., when it was adjourned 
for evidence of the depreciation of the assets. An affidavit was 
filed on the previous day on the general question of whether the 
reduction would operate fairly on the shareholders. There was a 
fully paid up share capital of £28,586. It was proposed to reduce 
that to £2,858, a loss of 18s. per share. There was a loss in work- 
ing of £14,885 16s. 5d., and there was a loss in the depreciation 
of assets of £11,000. That £11,000 added to the £14,885, more 
than made up a sum of £25,885, which was more than the loss 
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required. In addition there was a sum of £1,600, which appeared 
i1 tèr accoünta of last year under the head of preliminary expenses 
and les on working, that had been struck out in the last account. 
At Wut had been put in showing that this was a loss on working 
ке Counsel proceeded to read affidavits in support of his case. 
Tey set forth that it was almost impossible, under existing cir- 
„metans, forthe shareholders to receive interest for many years 
t. one. For three years tre undertaking had been carried on by 
money provided for working capital The proposed reduction 
«tid be no hardship even to the shareholders who objected. 

Mr Ressniw, Q.C., who appeared for Mr. Chapman, a dis- 
ewatient «hareholder, submitted that this was not а case in which 
t^e Court ought to sanction a reduction. It would operate unfairly 
се the shareholder. There was no sufficient evidence as to the loss 
u carrying on the concern which would justify this reduction of 
capital The affidavits did not carry the matter any further. This 
wes 3 сазе in which the jurisdiction of the Court was discretionary, 
and the dissentient shareholder was entitled to be heard in objec- 
ton 

Н.е LogpsHrP, in giving judgment, said he was not disposed to 
tenure or depart from the opinions expressed by Mr. Justice North 
ud the Court of Appeal in the cases cited before him. Some com- 
yani^ spent enormous sums in connection with the floating of their 
undertaking. Here it had been proved satisfactorily that what 
were put in as preliminary expenses were not those at all. Now that 
a valuation had been made they knew that the depreciation and 
the actual loes of the capital between them made up the full 
шул by which it was proposed to reduce the capital of the com- 
poy. Sofar as any answer to that part of the case was required, 
* thoaght it was proved by Mr. Barker's affidavit He valued’ it 
м а ging concern, when everything was fairly taken into con- 
«derstion. The other point was a much more important one. That 
wus the point dealt with by the Lord Chief Justice Cotton in the 
matter of the Direct Spanish Telegraphic Company. The learned 
Led Chief Justice said that in his opinion, if he saw it bore hardly 
сп those who did not consent, he ought not to sanction a scheme 
amply because the creditors were being dealt with properly. In 
the present case there was one dissentient shareholder, a Mr. 
"hapman, who had 40 shares. But there no was doubt that this 
redation of capital would get rid of the burden on the company 
te aton of the arrear on the debentures. It would enable 
the company to start fair. How did this bear hardly on 
Mr. Chapman, or any other shareholder who did not consent? 
He was satisfied that what had been done had been done honestly ; that 
the depreciation and loss had been sufficiently proved. It could not 
ie Aid that it bore hardly on those who did not consent. Under 
these circamstances he must sanction the resolution. 

Mr WABBINGTON asked that Mr. Chapman's costs might not fall 
Lt the company. . 

His LoBpsHiP : No; he must protect himself. 


THE BLAHNIK Авс LIGHT COMPANY. 


їх the Court of Chancery last Friday, the case of Burke v. the 
Yaabuik Are Light Company came on for hearing before Mr. Justice 
Kekewirh. 

Mr. Caves said this was an application for the appointment of а 
rexiver and manager on behalf of the plaintiff, Mr. Burke, who was 
* holder of two debentures amounting to £250, out of a total 
езе of £5,000. They were due because the interest was in arrear 
fut mure than three months. Under the terms of the debenture 
tary then became due. They were a charge on all the assets of the 
cmupany. The company manufactured goods connected with 
“їчї lighting. The urgency was that the company was in 
Lancial difficulty. Various actions were being brought against it. 
judgment had been recovered in three actions, and the plaintiffs 
sere about to issue executions against the company. It was, there- 
b. re, in the interest of the debenture holders that a receiver and 
manager should be appointed. 

His Говгентр appointed Mr. W. H. Chantrey. 


SIMON v. CONZE. 


Is the Queen's Bench Division on Monday, before Mr Justice 
Mathew and a special jury, the action of Simon v. Conze came on 
“т bearing. Mr. S. Cooper appeared for the plaintiff, and Mr. R. 
Nevilie for the defendant. 

Mr. CooPER, in opeuing the case, said the plaintiff was Mr. Philip 
Frederick Wm. Simon, and the defendant Mr. Emil Conze. The 
уаш: sought to recover damages tor alleged breach of an agree- 
zeat hy the defendant not to canvass the plaintiff's customers. The 
*fcndant denied the breach, said he was entitled to act as he had 
d me. and counterclaimed for £50. The plaintiff, Mr. Simon, was 
м. tletrical engineer, now carrying on business with Mr. Berry, 
vuler the name of Simon & Berry, in Upper Thames Strect. 
iwfeudant, who was formerly his partner, was now partner in 
wither firm. "Тһе partnership between plaintiff and defendant 
red from 1894 to 1896, and they were, during that time, agents 
4 the sale of the manufactures of Messrs. F. & W. Busch, of 
„muy. They had, besides that agency, many general customers 
'! their own with whom they did business, but who were hardly 
*iMinguishable. About the beginning of September, 1896, the 
d-feudaut Couze went to Germany, and unknown to his partner, made 
wangementa to enter the firm of F. & W. Busch. When he came 
‘ark be told his plans to the plaintiff, and a dissolution of partner- 
wp was agreed on. The dissolution agreement was dated 
December 23rd, 1896. It recited that the sum of £374 1s, 6d. was 
toe defendant's share, and that he was to retire as from October 1st, 


the business to be carried on by Simon. The sum of £200 was to 
remain in the business on loan at 4 per cent. Clause 4 of the 
agreoment provided that Conze should not within the City of 
London or within two miles thereof for five years carry on a busi- 
ness of a like or similar character to that hitherto carried on between 
the parties, and should not directly or indirectly canvass or 
endeavour to obtain customers from among the customers of the 
old firm of Simon & Conze, or who hereafter might be the cus- 
tomers of Simon. It was thus arranged that Simon was in future to 
be the agent of the German firm. Then about six months after- 
wards Mr. Simon took Mr. Berry, his present partuer, into partner- 
ship with him, and the business was greatly developed. Then there 
occurred friction between Messrs. Simon, Berry & Co. and the 
defendant, and Mr. Berry, knowing that their contract with Messrs. 
Busch & Co. might be terminated at a moment’s notice, took the 
precaution of seeking additional sources of supply, and also arranged 
to manufacture the goods. Another reason for doing so, was that 
the firm in question did not alwayssupply them up to time. In 
July, 1899, the agency was cancelled, and a Mr. Paul Eich, who had 
formerly been book-kecper with Messrs. Simon & Conze was 
appointed London agent to Messrs. Busch. The lattez firm in 
September, 1899, sent out a circular to plaintiffs’ customers amongst 
others, saying that they hadtransferred their agency in the United 
Kingdom and the Colonies to Mr. Eich; and a second circular was 
sent out by Eich from 52, Cannon Street to the same effect. Both 
these circulars, plaintiffs contended, were in contravention of the 
arrangement under which the partnership was dissolved. The 
effect of them was of a very damaging character to plaintiffs’ 
business, and he brought the present action in consequence. 

Counsel having read the correspoudence between the solicitors to 
the parties, his LORDSHIP asked if some arrangement could not be 
come to. 

Mr. NEVILLE said there were other actions pending before the 
Official Referee. | 

Ultimately, counsel for the parties adjourned to his Lordship's 
room where an arrangement was arrived at, the terms of which 
were not stated in Court, and the jury was discharged. 


THE ATTORNEY-GENERAL v. THE NATIONAL TELEPHONE 
CoMPANY, LIMITED. 


IN the Queen's Bench Division of the High Court of Justice on 
Tuesday (July 24th) this case was down for heariug before Mr. 
Justice Darling and Mr. Justice Kennedy, sitting as a Divisional 
Court. The Attorney-General on the motion of the London County 
Council, filed an injunction against the National Telephone Com- 
pany for opening and breaking up streets within the administrative 
county of London without the consent of the County Council and 
the license of the Postmaster-Gencral. As the company contended 
that in what they had done they had been acting within their legal 
rights, pleadings were prepared in order that the question might be 
tried, and the case was set down in the Revenue paper for hearing. 
It was fixed to come on for argument, but after a brief consultation 
between counsel, a settlement was arrived at. 

The Attorney-General, the Solicitor-General, and Mr. F. T. Daldy 
appeared for the Crown, and the defendant company were repre- 
sented by Mr. Joseph Walton, Q.C., and Mr. Roskill. 

The ATTORNEY-GENERAL said his learned friend, Mr. Walton, had 
communicated with the Solicitor-General and himself, and they had 
arranged the terms of settlement if their Lordships would allow 
the information to be disposed of in that manner. The terms were 
(1) a declaration (in the terms of paragraph 1 of the information) 
that the defendants were not entitled to lay any pipes, wires, 
cables, or apparatus for telephonic purposes under any of the streets 
in the county of London unless by license of the Postmaster-General 
under tl;e Telegraph Acts, and with the consents required by those 
Acts; (2) an injunction restraining the defendant company, their 
officers, servants and agents from opening or breaking up any street 
or public road within the meaning of the Telegraph Acts, 1863 to 
1899, within the administrative county of London or any part of 
such street or public road for the purpose of extending the com- 
pany's present system of underground pipes and wires, &c., without 
the authority of the Postmaster-General and the consent of the 
London County Council for such purposes described by the Tele- 
graph Act of 1892 ; and (3) the defendant company to pay the taxed 
costs. 

Mr. WALTON, Q.C., on behalf of the Telephone Company, said he 
assented to those terms by which they put an end to a long 
controversy on the subject in the intcrest both of the Telephone 
Company and of the Crown. 

The Court sanctioned the agreement. 


BUSINESS NOTES. 


Air Compressors and Hoists.— We have received a 
booklet from Messrs. Reavell & Co., Limited, of Ipswich, describ- 
ing their high speed air compressors, suitable for working at 80 to 
100 lbs. pressure for operating pneumatic tools, hoists, &c. The 
compressor consists of four cylinders, arranged radially in a circular 
casing, fitted with trunk pistons, and driven by a common crank- 
pin. An automatic regulator controls the air pressure. The 
machine is well adapted for direct coupling to an electro-motor, 
but is also arranged for belt driving. Pneumatic hoists for work- 
shops are also illustrated. 
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Electrical Wares Exported. 


WEEK ENDING JULY 25TH, 1899. | WEEK ENDING JULY 24TH, 1900. 


Alexandria .. Value 2:9 Alexandria T .. Value £101 
h Teleg. mat. .. T 64 Azores, Teleg. cable 166,090 
Amsterdam .. - es . 100 Bangkok p» an .. 148 
Bangkok ` К T 28 Boca, Teleg. mat. ae . . 197 
Bilbao ; ix ne - 45 Bombay € <a - . 2380 
Boca. Teleg mat. à . . 712 Buenos Ayres 2 . . 1,769 
Bombay. Teleg. mat. г 96 3 2 Teleg. mat. 452 
Boulogne T kd 62 Calnis $5 i К ы» 45 
Bremen , 189 Calcutta я = .. 805 
Buenos Ayres T T .. 299 i Teleg. wire .. 182 
m Teleg. mat .. 269 Cape Town . "T - „ 212 
Calcutta. АК - T 99 Christiania. Teleg wire "T 39 
Cape Town.. - on . . 1087 Christiansand. Teleg. cable. 63 
Colombo  .. - tá .. 747 Colombo . Fs - T" 75 
Durban vs ks - - 74 Copenhagen. Teleg. wire .. 161 
East London ix xs 12 Durban - з аз .. 238 
Gibraltar. єз - аа 35 Gibraltar. - - - 78 
Hamburg . T ya .. 117 Hamburg .. - és 24 
Jersey and Guernsey  .. js 60 Yi Teleg. mat. .. .. 80 
Odessa. Teleg. mat. ‚э 60 Hong Kong. Teleg. mat. - 51 
Ostend T T" s ih 10 Launceston.. ps E .. 145 
Port Elizabeth .. - . . 897 Melbourne . $a "T ©з 38 
Port Said .. x Г à 598 Ostend - - : .. 300 
Rouen 23 , - .. 420 Rio Janeiro. Teleg. mat. .. 682 
Sydney : T © aa Wel | fotterdam, Teleg. mat. .. 150 
is Teleph. imat. . 40) Singapore. Teleg. cable 12,000 
Wellington .. ad x id 92 А Teleg. mat. .. 357 
Yokohama, Teleph. mat. e 0150 Sydney ; Я T . 2905 
P Teleg. mat. - . 174 
Welling оп Teleg. cable .. 120 
"i Teleph. mat. 2,61 
Yokohama .. à - .. 475 

Total ss £5,507 Total 


£188,220 


Foreign Goods Transhipped. 


Brisbane. Teleph.appa. Value £900 : 
Gothenburg. Teleph. appa. .. 90 
Port Elizabeth, Telephones .. 25 


Total T £1,015 | 
— — Ц 
| 
Austria,—The Union Electrical Company, of Vienna, 
have secured a concession to establish and operate a large central 
electric lighting station in the town of Aussig. - 


Belgium.—<A company has just been formed in Brussels 
with a capital of £10,000, to be known as La Société Internationale 
du Gaz Economic et d'Electricité. 

Books Received. —“ Traité de Magnétisme Terrestre," 
by E. Mascart. Paris: Gauthier-Villars. 1900. 15 francs. 


Catalogues, «с. —We have received a pamphlet from the 
Rankine Patent Feed Water Filter Company, Limited, describing 
various patterns of their filters. These comprise simple and com- 
pound filters, the latter being either double or triple; the filtering 
material is drawn over light cartridges, which are easily handled, 
and are interchangeable. It is claimed for them that they are 
simple in construction, have great filtering area, oecupy small space, 
and can be cleaned in a few minutes; besides being used in a great 
many steamships, a large number have been applied to electrical 
and other plants on land. 

The London Electrical Fittings Company send us a leatlet 
describing their new high voltage wall plug, which has been 
designed with a view to combining strength and simplicity at low 


cost. The base is of porcelain, which is not threaded, aud is of . 


simple construction; the pins are separated by porcelain fillets. 


Condensing Plant for Hot Countries.— Messrs. Dick, 
Kerr & Co., Limited, London ‘the contractors for.the Calcutta elec- 
tric tramways), recently placed an order for a Klein's condensing 
plant with patent fan draught cooling tower. The plant is designed 
to condense the exhaust steam from engines of about 2,000 H.P., and 
consists of a surface condenser with Edward's air pumps and motor- 
driven circulating pumps. The cooling tower is of Messrs. Klein's 
latest type, specially designed for giving the highest efficiency in 
hot climates. The Klein Engineering Company have also in hand 
several water coolers for erection in South Africa. 


The Copper Market in July.—The last issue of 
Messrs. H. R. Merton & Co.’s statistical circular hows that stocks 
have decreased by 1,219 tons during the first half of the current 
month, while the price of G.M.Bs. has advanced 10s. per ton. 
The fall in stocks is chiefly due to the low shipments from 
America to Europe, the total being only 4,834 tons, as compared 
with a fortnightly average of 8,943 tons in June. The shipments 
from Chili and from “other countries" are also disappointingly 
small, and had not deliveries during the first half of July been 
considerably lower than during the past five months, there would 
have been a still more marked depletion of stocks. The total 
supplies have, however, reached within 969 tons of the total 
deliveries, and adding the 256 tons of Standard shipped to 
America, the 1,219 tons by which stocks have been decreased are 
accounted for. The price of G.M.Bs. has advanced from £71 15s. 
to £72 5s. per ton, during the first 15 days of the month, in 
sympathy with the shrinkage of visible suppl es. The stocks on 
July 16th totalled 28,044 tons, as compared with 29,263 tons on 
July 1st. No new mining companies have been floated during the 
first half of the month. 


Outings.—The employés of Messrs. Page & Miles, 
Limited, electricians, of Brighton, held their annual outing on 
Saturday. The party, numbering in all about 52, proceeded by 
train to Fittleworth, where various amusements were indulged in 
during a long and enjoyable day. 

Messrs. Ward & Goldstone's annual employés’ picnic is to take 
place to-morrow, when 100 of the workpeople will enjoy a visit to 
Blackpool. 


spark. 


Gas Explosion.—Early on Wednesday morning an ex- 
plosion occurred in a street in Manchester, followed by other explo- 
sions, and the outbreak of a fire in an adjacent hat factory. H 
appears that some gas which had escaped was ignited by an clectric 
The tire was soon extinguished, 


Npain,—Tencers have just been invited for the conces- 
sion for the electric lighting of the town of Mondragon | Province of 
Guipuzcoa). 


Trade Announcements. —Messrs. Geipel & Lange, of 
Parliament Mansions, S.W., have been appointed sole British agents 
for the well-known Ward-Leonard apparatns, including motor start- 
ing and controlling switehes, circuit breakers, theatre dimmers, &c.. 
of which a large stock will be kept in hand. 

We are informed that Messrs. Welch, Fry, & Skelton have 
removed from 90, London Wall, owing to the premises being pulled 
down, and have taken new and convenient premises at Salisburs 
House, iu the same thoroughfare. 

Messrs. Ward & Goldstone inform us that they have taken larver 
premises at 45, Doulton Street, Manchester, where they are making 
cables, 


ELECTRIC LIGHT AND POWER NOTES. 


Abersychon (Mon.).—Owing to a difference between the 
Gas Company and the District Council, it is highly probable that 
the latter will shortly take up the question of electric lighting. 


Ballarat.—The British Insulated Wire Company has 
formed in Ballarat a branch company to be called the Electric 
Supply Company of Victoria, which will carry on the business of 
electric lighting in other centres, such as Bendigo and Eaclehaw К. 
The company will guarautee the local company to any necessary 
extent. In Ballarat the company, which will soon ta e over the 
local electric lighting works and tramways, is about to spend between 
£60,000 and £70,000. The City Council has agreed to surreuder the 
order now held by the Council and to consent to the Eleetrie Supply 
Company of Victoria obtaining a new delegation. 


Basingstoke.— The electric lighting provisional order 
of the Town Council has received the Royal assent. 


Belfast.—The engineer's summary of the electricity 
accounts for the six months ended June 30th, 1900, shows 351,641 
units sold for the half-year, as against 244,589 for the corresponding 
period of last year, equal to an increase of 44 per cent., the current 
sold for motor purposes being 15 per cent. of the total, or an increase 
of 35 per cent. over the motor current sold during the corresponding 
period of last year. This is, no doubt, largely due to the facilitics 
which the committee has given forthe hiring out of motors. 


Bradford.—Mr. G. W. Wilcocks, Local Government 
Board inspector, held an inquiry last week into the application oi 
the City Corporation for powers to borrow £56,315 for electric 
lighting purposes. Mr. Chattock, electrical engineer, explained the 
plans to the inspector, and the inquiry then closed. 


Bridgwater.— At the last monthly meeting the Corpora- 
tion received the report of Mr. W. H. Trentham, their consulting 
electrical engineer, on 64 tenders forthe equipment of the electricity 
works, and accepted tenders to the value of £14,778. The Corpora- 
tion also decided to apply to the Local Government Board for 
sanction to borrow £20,000. The opponents of the scheme referred 
to the tenders exceeding the original estimate by £4,000 odd, but the 
chairman of the committee pointed out that since the estimate was 
prepared it had been decided to introduce 120-Kw. machines 
instead of 90, which accounts for a large proportion of the difference 


Ch'chester.— The City Council's provisional order having 
expired ou the 1st inst., the Council has referred the question of 
electric lighting to a committee, but displays little intention of 
pressing the matter forward. Meanwhile, a company has notified 
its intention of applying for an order. 


Christehurch.—The Board of Guardians has instructed 
Mr. Peers to prepare plans and specifications for electric lighting, 
on which tenders might be obtained, on the following terms, viz., 
40 guineas if the Guardians do not proceed with the work, 
and if they do proceed the above charge to be included in 5 per cent. 
remuneration on the outlay. 


Cowes.—The District Council has resolved to apply to 
the Board of Trade for an extension for seven years of its 
provisional order, with a view to carrying out an electric lighting 
scheme. 


Epsom.—Owing to the increase in the rate of interest. on 
loans from 22 to 34 per cent., in the price of coal from 16s. to 31s. 
per ton, the price of water from 6d. to 1s. per 1,000 gallons, and the 
cost of the buildings, which is £2,000 in excess of the estimates, the 
District Council has requested Mr. Hawtayne to draw up a revised 
scheme for the electricity undertaking. . 


Hertfordshire.—At the meeting of the Herts County 
Council last week, the Parliamentary Committee presented an 
exhaustive report dealing with “the North Metropolitan Electric 
Power Supply Bill, 1900," and recommended that the Council 
proceed with its opposition. The Council adopted the recom- 
mendation. 
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Frieru Barnet,—The District Council has resolved that 
c. amsssary steps be taken to procure a provisional order for the 
ten lighting of the district, 


Germany,—The central station which Messrs. Siemens 

Hal-ke, of Berlin, have contracted to establish in the town of 

E el will at first comprise two 400-н.р. steam dynamos and a battery 
svurulators of a capacity equal to 300 H.P. 


Glaseow.— The accounts and balance-sheet of the Cor- 
"mes Electricity Department for the year ended May 31st, state 
yst the revenue for the year amounted to £59,762, of which £55,471 
„а from the sale of current per meter, and £4,291 from the Light- 
og Department for lighting the streets. Last year the revenue 
"чл these respective sources was £41,639 and £2,502, making a 
ttal of £44,141, the increase thus being £15,621. The expenditure 
h*tbe rear was £35,000, to which was added the sum of £3,182, 
waking a total of £35,181, leaving a balance of £21,581 to be carried 
u оё and loss account. Last year the etpenditure was £31,534, 
iie amoant “et apart for depreciation £7,521, and to profit and loss 
„ vant, £12,607. The borrowing powers sanctioned by the Secre- 
tar; for Seotland amount to £700,000, and £628,500 has been 
sensed at 3} per cent. Of this amount £11,500 has been repaid, 

org borrowing powers to be executed to the amount of £60,000. 
l» atal amount of electricity generated last year was 3,401,731 
Ban of Trade units, against 2,619,019 in the previous year. The 
101 supplied to private consumers last year was 2,566,016 units, 
s azaiust 1,535,902 unitsin the previous year, an increase of 680,114 
i. while tor public lamps the quantity supplied last усаг was 
,5*, MH, an increase of 30,200. 

A slizht explosion of was took place in а manhole in connection 
ла the electric lighting system at the corner of Queen Street 
St. Vincent Place on Wednesday last week. The cover was 
wen otf, but fortunately no one was injured. 


Leatherhead.—The Board of Trade will not sanction 
"proposed. leasing of the District Council's provisional order to a 
"uf electrical engineers, stating that there must be an actual 
“safer of powers. The whole question has therefore gone back to 
amittee again. 


london.— H aw PsTEAD.— The Vestry has appointed Mr. 
E (ramb, of Huddersfield Corporation electricity works, to the 
t 5f assistant electrical engineer. 

P.rx«rkap.—'The Vestry has resolved to apply to the London 

riy Council for its sanction to a preliminary loan of £20,000 

ran electrice light station, dust destructor, &c. 

Usases —The District Council has received the sanction of the 
veal Hevernment Board to its proposed loan of £30,963 for elec- 

Jgüfing. 

Laybos ELECTRIC LIGHTING COMPANIES AND THE BOARD OF 
1вапк —Оп Tuesday, according to the Times, the President of the 
‘wi of Trade received a deputation from eight London electric 
:tutg companies, who desired to have the Board of Trade regula- 

з з t^ the supply of electricity amended so that they could 
tai; from 100 volts to 200 volts by agreement with the con- 
«mer, or, failing agreement, by arbitration. The regulation at pre- 
at ays that no change shall be made in the pressure of the supply 
к шт premises except with the consent of the consumer. Mr. 
Richie was accompanied by Sir Courtenay Boyle, the Hon. T. H. W. 
‘ham Mr. Garnham Roper, and Mr. A. P. Trotter. The deputa- 
wi жаз headed by Lord Suffield, and consisted of the repre- 
~ctistives of the following companies:—The Westminster, the 
Metropolitan, the Chelsea, the City of London, the County of 
rush Provincial, the Notting Hill, the Brompton and 
*^uengtom. and the Kensington and Knightsbridge. 

Prof. Kennedy said the Westminster Company was the first to 

ange over from 100 volts to 200 volts, and all the other London 
Ranier present were in various stages of changing over. An 

aitesimal number of consumers could prevent the change so long 
» us Board of Trade regulation remained in its present form. They 
"oyested that, instead of the change from 100 volts to 200 volts 
‘ag made with the consent of the consumer, it should be settled 

' an arbitrator appointed by the Board of Trade. 

Чг. Bitehie, in reply, said perhaps this difficulty could have been 
ded if the eompauies had adopted a more conciliatory tone to 
"ueumers when they desired to make the change. The con- 

‘ener at present had the right to refuse, and they might bona fide 

Мет that there was danger in raising the voltage from 100 to 

?" tolta Certainly they ought not to be told that their supply 
5 oe ent off if they did not accede to the change. 

пега Webber, on behalf of the electric companies, said it was 

fet wish to use threats, even resembling those sent out by the 
Lpanies It was in the interest of the public in London that 
tage generally should be raised from 100 to 200 volts. 

Wr Richie admitted that it was a strong order for а few people 
“sen in the way of the application of the new system, but these 

* Jt were within their rights, and if the Board assented to the 
Cpu ofthe companies they would be over-riding the rights which 

= people possessed, The companies could not refuse to supply 
117 oneumer with 100 volts if he desired to have it. He would 
МУ be matter iuto consideration, but he hoped the companies 

й me more conciliatory methods with their customers. 

‘% deputation, having thanked Mr. Ritchie, withdrew. 

lt week at a meeting of the Marylebone Vestry 
рела! Electric Lighting Committee submitted a report as to 

' Goesstul opposing of the Marylebone Electric Supply Com- 

ау в prosixivnal order, and recommended that the Vestry 
rer the committee to conclude negotiations with the Metro- 
stan Elertrie Supply Company for the transfer of its under- 


* 


taking to the Vestry. 
consideration. 

HonwsEv.-- Following on the resolution of the District Council to 
carry out Mr. Hammond's scheme for electric lighting, involving 
an expenditure of £73,000, the Council, on Monday. appointed 
Mr Hammoud as consulting engincer. 

Lonpon County COUNCII.— The Council at the meeting ou 
Tuesday resolved to lend £14,000 to the Battersea Vestry for electric 
lighting purposes, aud £30,000 to the Shoreditch Vestry for 
similar works, 


Maidstone.—The District Council has adopted a resolu- 
tion in favour of municipal electricity supply for the district. 


The matter was adjourned for further 


Mansfield.—In a recent issue we reported that the Light 
Railways Commissioners had granted powers tor an electric tramway 
to serve Mansfield and district, one of the conditions being that the 
tramway company should obtain its supply of electrical energy from 
the Corporation. As a first step towards laving down works, the 
Council, on Friday last, unanimously appointed Mr. R. Hammond 
their consulting engineer. 


Monmouth.—Mr. E. A. S. Faucett held a Local Govern- 
ment Board inquiry on Thursday last week respecting an applica- 
tion made by the Corporation for power to borrow £285,000 as a 
supplementary loan for the purpose of completing the combined 
scheme for drainage and electric light in the borough. The original 
estimate was for £20,000, and a loau of that amount had been 
obtained. The Corporation had since borrowed some £9,000 from 
a local bank, and wanted to borrow 428, 000 to repay the bank aud 
complete the work. ‘There was no direct opposition to the loan, 
but a good deal of dissatisfaction was expressed. The ex-mayor 
(Colonel Walwyn) in the course of a heated address to the Com- 
missioner, said the Corporation had been entirely and disastrously 
misled by their engineer. The Commissioner promised to obtain 
from Messrs. Bramwell and Harris an explanation of the large dis- 
crepancy between their original estimate fur electric lighting and 
the actual cost. The inquiry then closed. 


Newcastle-Emlyn, —A provisional committee has been 
appointed here from amongst guarantors to consult experts on elec- 
tricity, &c., with a view of submitting a scheme to the town. The 
district is well supplied with water-power. 


Newbury.—The Corporation, which owns the gas works, 
has held a provisional order for electric lighting since 1892, but 
this has expired, and the Board of Trade are pressing for an answer 
as to the course intended to be pursued. A company has also 
announced its intention to apply for powers. The Corporation has 
obtained a report from Mr. H. W. Wilkinson, who advises that the 
provisional order should not be allowed to lapse, but either disposed 
of to a company or worked by the Corporation for the benefit of the 
town, in conjunction with a dust destructor. The report recom- 
mends the provision of a plant to supply about 2,500 lamps of 8 c.r. 
alight at one time, or 4,300 lamps connected, at a cost of abont 
£11,520. The Corporation will meet to consider the report 
to-night. | 


Provisional Orders are to be sought for— 


ALNWICK.—Dy the Northern Counties Electricity Supply Com- 
pany, and by the North British Electricity Supply Company. 
BniroNFERRY.—By the Electrical Power Distribution Company, 

Limited. 

Buckuurst HirnrL.—By the County Electricity Supply Associa- 
tion. 

CHICHESTER.—By the North British Electricity Supply Company. 

Cumnock.—By tbe North British Electricity Supply Company. 
The Burgh Commission will not oppose. | 

 DuNsrERMLINE.—By Edmundson's Electricity Corporation, 
Limited, on behalf of the Urban Electric Supply Company, 
Limited. 

EsIIER.— By the Twickenham and Teddington Electric Supply 
Company, Limited, and by the United Electric Light and 
Traction Company, Limited. 

Fire.—By the Electrical Supply Company. 

Ham.—By the Twickenham and Teddington Electric Supply 
Company, and by the Richmond Surrey) Electric Lighting 
Company. 

HAMuPTON.— By the Twickenham and Teddington Electric Supply 
Company, Limited, and by the Richmond (Surrey) Electric 
Light and Power Company, Limited. The District Council 
will oppose, and is taking active steps in the matter of electric 
lighting. 

INVERLEITHEN.—-By the North British Electricity Supply Com- 

any. - 

И а ке е Messrs. Porte, Sykes & Co. 

LYNDHURST AND CoLBUnY.— By the Lyndhurst Electric Lighting 
and Traction Company, Limited. 
NrATH.—By the Electrical Power 

Limited. | 

NonMANTON.—BDy a syndicate. 

OnaN.—By the North British Electricity Supply Company. The 
Town Council has a scheme of ita own in hand. 

ResuaLr.--By the Midlaud Corporation for Power Distribution, 
Limited. 

Suirpox.—By the Northern Counties Electric Supply Company. 

Suxnuny.—Bv the Twickenham and Teddington Electric Supply 
Company, Limited. 

TEbpniNaTON.—By the Twickenham and Teddington Electric 
Supply Company, Limited, and by the Richmond (Surrey; 
Electric Light and Power Company, Limited. 


Distribution Company, 


140 


THE ELECTRICAL REVIEW. 


(Vol. 47. Мо. 1,183, JULY 27, 1900. 


TEWKESBURY.—By the North British Electricity Supply Com- 
pany. 

WANSTEAD.—By the County Electricity Supply Association. 

Wakwick.—By the British Electric Traction Company (?) 


Pwllheli.—Messrs. Bennett, Ward & Son, of Man- 
chester, are in negotiation with the Town Council for the transfer of 
the Council's electric lighting provisional order. 


Radeliffe.— The District Council has requested Messrs. 


Lacey, Clirehugh & Sillar to prepare a combined report on the elec- 
tric lighting and tramway scheme. 


Rochdale.—For over eighteen months the Rochdale 
Corporation has been erecting electricity works which will cost 
about £30,000, and it is expected that at the latter end of August 
they will be in a position to supply customers with the current. 
The works site covers an area of 2,838 square yards, not more than 
half of which is at present in use. In the engine room there are 
two 275-H.P. engines, which are supplied with steam by two 30 feet 
by 8 feet boilers fitted with mechanical stokers; there is ample 
space for extensions. The dynamos are designed to gencrate at 
440 volts for supply to the town, and 500 volts for traction purposes, 
it being the intention of the Corporation to purchase the tramways, 
and to substitute electricity for the present steam haulage. The 
system adopted is the low-tension three-wire system, supplied with 
current from distributing stations. The prices to be charged for 
energy are 3d. per unit for power, and 6d. per unit for lighting 
purposes. Mr. T. A. Lacey, the Corporation electrical engineer, has 
superintended the erection of the works and the putting down of 
the plant. 


Ntourbridge.—The Destructor and Electric Powers Com- 
mittee at Stourbridge have decided to report unanimously in favour 
of the Council retaining its provisional order in its own hands, and 
also that steps should be taken at once to lay down a plant sufficient 
to supply the present necds of Stourbridge. 


Uxbridge.—The District Council received an application 
from the Northwood Electric Lighting Company at their last 
meeting asking that the Council's assent be given to the granting 
of a provisional order. A communication was also read from the 
Parish Council of Ruislip recommending the District Council of 
Uxbridge to give the application their favourable consideration. 
The assent was given unanimously. 


Wolsingham.—At the suggestion of the Weardale Dis- 
‘trict Council, the directors of the Stanners Closes Steelworks are 
considering the advisability of lighting the town of Wolsingham 
with electricity. 


Watford.—Some members of the District Council having 
adversely criticised the Babcock & Wilcox boilers in the electricity 
works, that firm has addressed a letter to the Council protesting 
against the remarks that were made, and offering to guarantee their 


boilers for a considerable term. Independent expert opinion is to 
be obtained. 


Willesden.—The District Council on Tuesday last 
unanimously adopted the scheme drawn up by the Council's elec- 
trical engineer, Mr. Ruthven Murray. A mixed system is to be 
adopted—low pressure direct current for the central parts of the 
area supplied, and three-phase alternating current at high pressure 
for the more distant parts, the district being very large and scattered. 
To avoid undue expenditure,two multipolar double current machines 
are to be installed, giving direct or alternating current as desired, 
aud two alternate current generators. The total capacity of the 
plant will be about 40,000 lamps connected at the commencement. 
It is proposed, also, to carry out a system of electric tramways. Mr. 
Manville has reported favourably on Mr. Ruthven Murray's scheme, 
which he considers to be well adapted to the conditions obtaining. 


.. Worksop.—An inquiry was held last week by Colonel 
W. Langton Coke, inspector of the Local Government Board, rela- 
tive to the District Council's application for leave to borrow 
£15,779 for electricity supply purposes. The estimated population 
of the town is 14,000, annual rateable value £49,469, and the out- 
standing balance on loans £21,443. The Council proposed to 
arrange for the new loan of £15,779 to extend over a period of 
30 years. The project was supported by the agent to the Duke of 
Newcastle, who represented £3,000 worth of rateable property in 
the town. The engineer for the installation is Mr. A. B. Mountain, 
M.I.E.E , of Hudderstield, who estimated the net profit available 
for the relief of the rates or reserve at the end of the second year's 
working at £407. The Council was unanimous, and there was no 
opposition. 


"ELECTRIC TRACTION NOTES. 


Adelaide.—With reference to the Adelaide electric 
tramways, it is stated that a strong syndicate has been formed for the 
purpose of dealing with the concession lately obtained by Mr. W. G. 
Bingham from the Corporation of Adelaide, and that the necessary 
capital of over a million sterling has been guaranteed. 


Bermondsey.—The London County Council last week 
informed the Vestry that they intended to apply in the next 
session of Parliament for powers to construct tramways for a con- 
duit system of electrical traction along the new Tower Bridge 


southern approach now in course of construction, under powers 


obtained in 1895, between Bermondsey New Road and Tooley 
Street. 


Bournemouth,—The report by Messrs. Lacey, ‘Clirebugh 
and Sillar, the consulting engineers appointed by the Bournemouth 
Corporation, and of Mr. F. W. Lacey, the borough surveyor, on the 
new tramway scheme has been approved by the Tramway Sub- 
committee, and was adopted at the Town Council mecting on the 
19th inst. It was stated that the Corporation’s provisional order 
empowered it to construct. tramways within the borough, but that 
the Poole aud District Electric Traction Company had also a Bill in 
Parliament, which would doubtless pass, giving them power to make 
a line over one of the main roads in the borough from Boscombe to 
the Lansdowne if the Corporation did not do so within two years. 
It was therefore necessary that no time should be lost to secure that 
route for the Council. In addition to this, both the company and 
the Corporation had secured power to run over each other’s lines, 
the company having to construct lines from Christchurch to the 
county borough boundary on the east and from Poole to the 
boundary on the west, and the Corporation to connect the two 
points, Looking at the vast traflic to be carried, it was felt 
desirable that the system should be one of double lines running 
side by side for the main distance, but diverging in several parts of 
the town where the roads were narrow, and going different routes. 
The gauge of the lines would be 3 feet 6 inches. The overhead 
electric system of traction had been advised as the most suitable 
and cheapest, and it was also proposed to utilise the poles for 
electric lamps along the line of route to replace the present gas 
lighting. The total cost of the system was estimated at £166,485, 
and the street lighting at £11,640. The cost of the underground 
conduit system would have been £258,665, or half as much again. 
The receipts were estimated at £44,000 a year, the annual charges at 
£31,900, leaving a profit of £12,000 a year to the ratepayers. The 
Corporation are also acquiring a site alongside the L. and S.W. 
Railway near Bournemouth Central for a generating station. 


Buenos Ayres.—The owners of the electricity works at 
San Fernando, Messrs. Valera, Cuneo Hermanos & Co., have 
obtained a concession from the authorities of Buenos Ayres for an 
electric tramway between that city and Martinez, San Isidro, and 
San Fernando. 


Bury.—The Council have instructed Messrs. Lacey, 
Clirehugh & Sillar to prepare a report on the electric tramway 
scheme. 


Darlaston.—A trolley wire was broken, it is said, by 
lightning last week, and fell on a horse, which was knocked down 
by the shock, throwing the occupants of the vehicle attached to it 
into the street. 2 


Dudley.—4A sad accident took place last week, when а 
child, four years old, running across the road, was killed by au 
electric car which was descending a hill. 


Italy.— La Società Elettrica Alta Italia has contracted 
to convert the accumulator tramway in Turin to the overhead con- 
ductor system. 


London.—4An important report dealing with a proposal 
to construct a tramway extending along the Embankment from 
Blackfriars to Putney Bridge will be submitted to the Chelsea 
Vestry for consideration at the next meeting. A scheme by which 
trams would be run by way of the Victoria Embankment, Victoria 
Street, Buckingham Palace Road, and the Chelsea Embankment to 
Putney has been approved by the Improvements Committee of the 
London County Council, subject to the local authorities in control 
of the various municipal areas through which the line will pass 
agrecing to contribute between them a third of the cost. 


Lonpon County Councin.— At the meeting on Tuesday, 
the Highways Committee reported that the British Westinghouse 
Company had offered to sell for £900 the electric car complete with 
motors, controller, and electro-magnetic brake, shown by the company 
at the recent Tramways Exhibition. It appeared that Prof. Kennedy 
and the tramways manager were both of opinion that the offer 
should be accepted, as the car would, with some modifications of 
detail, be available for working on the Councils lines when recon- 
structed for electric traction ; and, moreover, it would be useful to 
have а car of this type thoroughly examined, when the specifica- 
tions for the construction of the cars for use on the electrically 
equipped tramways were in preparation. The company had further 
offered to sell to the Council, for the sum of £175, the running rails 
complete, shown with the car, but stated that that sum did not in 
auy way represent the actual cost of the material, and would little 
more than cover the cost of transferring the rails, &c., from the hall to 
the Camberwell tramway depót. The company made it a condition 
of the sale that it should be permitted to supervise the installation 
of the piece of permanent way, charging to the Council only the 
actual out-of-pocket expenses for labour, concrete, paving materials, 
&c. The company had further offered to furnish at its own cost, 
for two or three weeks, the services of one of its own motormen, ко 
that some of the Council's employés could be instructed in the driving 
of the car and the working of the brake. The tramway manager 
was of opinion that the offer should be accepted with regard to the 
labour in connection with the fitting up of the permanent way, but 
he stated that the concrete and paving could be done by the 
Council's own staff with materials now in hand. The manager stated 
that there was room at the Camberwell depót for the laying down 
of the permanent way and for the proper housing of the car; and 
that the expenditure for this piece of line would by no means be 
money thrown away, as it could be used for depot work, and at the 
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prec, Would be a very profitable investment. With regard to the 
peace hi- ry to run the car, the company had offered to lend to 
‘fe Council fer six months, for the sum of £75, a gas engine and 
Чубар for the operation of the line. Having given full considera- 
tou w the matter, the Committee were decidedly of opinion that 
the offers af the company should be accepted, as the car and rails 
weit be af value in affording members of the Council the means 
aring for themselves the system of electric traction to be adopted 
cate Council's lines, when reconstructed under the powers sought 
ta the Bill now before Parliament. The Council, on the recom- 
revelation of the Committee, decided to accept the company's pro- 
‚аша 

in omplance with standing orders the Council postponed until 
vat week the consideration of proposals by the Highways Com- 
7 ther in the direction of 28 new tramlines to be promoted iu the 
test wssion er Parliament. The following are extracts from the 
“estoy report on the subject: 

"Our proposals are for the construction of new tramways of a 
tta length of about 164 miles on the north side of the Thames, at 
м, tused eost, for the tramways and necessary paving and other 
works in councction therewith, of about £469,700, and for street- 
чш of about £544,360; while, as regards the south side of the 
Tames, the total length of tramways is about 12 miles, the cost of 
veton aod paviug works is estimated at about £374,500, and 
of ty <reet-widenings at about £449,400. As regards the street- 
гас. we have been in consultation with the Improvements 
"«smittee: and we understand that it proposes to recommend (a) 
tng the Council do contribute, out of the funds applicable to im- 
prremeuts, sums amounting in the aggregate to £355,005, and (b) 
ial tie road. nuthorities concerned shall contribute sums amounting 
au Ш to. £326,688. The remainder of the cost of the street- 
wide nines, £312,057, we propose shall be charged to the tramways 
wr uat, as part of the first cost of the several tramways.” 

“We propose that those of the new lines which will be intimately 
aasected with the Council's (northern) tramways ‘leased until mid- 
summer, 1910, to the North Metropolitan Tramways Company), 
“тШ, with one exception, be constructed for horse traction, unless 
n tbe meantime, effect shall have been given to the provisions in 
ue company’s lease relating to the conversion of the system from 
wre to electrical traction. The estimates provide, however, for 
гыз of sufficient weight to permit of their being used for electrical 
tatou when that system shall have been adopted on these tram- 
says The exception is the tramway in the Archway Road, which 
wi. practically. be an extension from the Council's tramway terminus 
u that mad to the county boundary, and will probably be joined 
wih the light railways which the Middlesex County Council is 
cent powers to construct from that point to Finchley and beyond. 
b the Middlesex Council proposes to adopt a system of electric 
tration for its light railways, we think it expedient that the 
бош + new Archway Road line should be constructed for a similar 
+» dem of traction. Those of the new lines which will be intimately 
'Cümvted with the London County Council tramways undertaking, 
ur ch eb being for the present detached from either undertaking, 
o*ld be worked by the Council independently of any other system 
e trunways, we propose shall be constructed for some system of 
e e tneal traction.” 

T Works Committee of the Chelsea Vestry has passed a reso- 
burca adverse to the County Council's tramway scheme. 

Tte Bampton and Piccadilly Circus Railway Bill, which proposed, 
zw other things, to extend the time for the compulsory pur- 
"ta of lands and the completion of the undertaking, is not to be 
further proceeded with this session. | 


Lancaster.— When the Lancaster Corporation approached 
toe Lancaster and District Tramway Company with the object of 
porchasiny their liue to Morecambe they were unable to come to 
«rms, aud general regret was expressed that the proposed electric 
tr. ny had to beabandoued, Another scheme is, however, coming 
the fore, and a company intends seeking powers to construct ап 
electric tramwar from a point within the Borough of Lancaster to 
‘or west end of Morecambe, the terminus suggested being near the 
West Ead Pier. If the line could be laid “as the crow flies,” the 
“emey could be done in a quarter of an hour, but the land between 
‘ir Wea end of Morecambe and Lancaster is affected by the tidal 
“ver. and probably the surveyors and engineers would deem it 
+œ wary to make a detour. One point against a company scheme 
^ the fart that the Lancaster Corporation has just obtained 
Parlimentary powers to construct electric tramways in the borough, 
wd it isnot likely that it would care. for its monopoly being 
‘terfered with. The Corporation may therefore decide along with 
1% Mererambe Urban District Council, which is, by-the-way, 
кюл fer corporate powers, to construct the tram line in question 
‘-merites, The west end of Morecambe adjoins Heysham, which 
i. undoubtedly become an important harbour as soon as the Mid- 
ard Railway Company complete their scheme. 


Liverpool.—Rapid progress is being made with the 
^A" rien of the tramways. An important section--to the Pier- 
емі was completed last week, and traffic commenced, extensive 
итам ons being made in the routes followed by the cars in con- 
late of the change. 

An empty car caught fire while running on the Overhead Electric 
Ksiiway last week, aud was burnt out. 


Waidstone.—At a special meeting of the Town Council 
2 Monday it was resolved that application be made to the Board of 
Taie for a provisional order for the construction of electric tram- 
says iu the borough. There was some opposition, based on the 
fet that the Council has not, yet received authority to borrow a loan 


of £34,000 for electric lighting, concerning which an inquiry was 
held three months ago. The townspeople, however, are almost 
unanimously in favour of tramways. . 


Manchester.—At a meeting of the Tramways Com- 
mittce of the Manchester Corporation on Monday, it was reported 
that an agreement had been arrived at as to the working of the 
electric tramways in Withington and Moss Side. The terms of the 
agreement with cach authority were confirmed by the Committee, 
aud will in due course be submitted to the City Council. With the 
exception of Salford, arranvements have now been made with every 
local authority concerned, and it is probable that an amicable 
settlement will before long be made with the Salford Tramways 
Committee. At the same meeting the committee adopted a design 
for the centre poles which will carry the wires. Mr. Wordingham, 
electrical engineer to the Manchester Corporation, is the designer. 
Three kinds of seats have also been adopted for use on the top of the 
cars. In two cases the seat can by aroller-like movement be reversed 
whenever it is wet, whilst the other is of a close wire netting 
through which the rain will readily tind its way. 


Newport (Mon.).—The Corporation has accepted the 
tender of Messrs. A. Krauss & Son, Bristol, for the erection of the 
new electric tramway on Corporation Rond, but a special meeting 
of the Council has been called for to-day to reconsider the question 
of the tenders in consequence of the inability of Messrs. Krauss and 
Son to procure delivery tor four months of certain material. 


Paris.—A section of the underground electric railway, 
from Vincennes to the Porte Maillot, was opened last Friday. 
There are seven intermediate stations, one of which is in the Champs 
Elysces, one of the entrances of the Exhibition. 


Southamptou.—The electrical engineer, Mr. F. Н. 
Chaplin, has reported on some stoppages which took place on the 
tramways in May and June. One of these was due to a breakdown 
in a feeder cable, but most were caused by defects in the trolley 
poles, which are to be replaced by stronger ones. No defect has 
been found iu the generating station. 


Surrey.—The County Council last weck discussed the 
pending application of the British Electric Traction Company, 
Limited, to the Light Railway Commissioners for an order 
authorising the construction of light electric railways in the borough 
of Kingston, and in the urban districts of Surbiton, Esher, the 
Dittons, the Maldens and Coombe. It was decided to oppose the 
application su far as was necessary to protect all county interests. 


Wrexham.— Last week a special meeting of the General 
Purposes Committee of the Wrexham Town Council was held to 
consider a notice served by the Drake & Gorham Electric Com- 
pauy, applying to the Board of Trade for an extension of 12 months 
from August 1st next for the commencement of the laying down of 
electric tramways in Wrexham, and the completion until August 
Ist, 1902. Considerable discussion ensued, and the committee 
finally agreed to refrain from objecting to the application for an 
extension, but at the same time strongly objected to the length of 
time asked for, and stated that any further extension would be 
most strenuously opposed. 


TELEGRAPH AND TELEPHONE NOTES. 


Aberdeen,—aAt a recent meeting’ of the Finance Committee 
of Aberdeen Town Council Mr. Smith, Glasgow, one of the directors 
of the National Telephone Company, was present, and made a 
statement in regard to the question of the company being granted 
wayleave to lay down underground wires. He stated that the 
expenditure necessary to lay down an underground system would 
amount to between £35,000 and £40,000, and he gave the assurance 
that the company would undertake that expenditure without in- 
creasing the present charge for telephone service. Besides, the 
company would promise a large extension of the low tariff system. 
Mr. 5mith was thanked for his statement, and. consideration of the 
whole subject was deferred. 


Imperial Telegraphs.—In the House of Commons on 
Monday last Sir E. Sassoon asked the Secretary of the Treasury 
whether he would state to the House the composition of the depart- 
mental committee on the system of cable telegraphs of the Empire, 
the scope, and the terms of its reference. 

In reply, Mr. Hanbury said: The terms of reference are: To 
inquire into the present system of telegraphic communication 
between different parts of the Empire and to consider in what 
respects it requires to be supplemented. To investigate the relations 
between private cable companies and. the Imperial and Colonial 
Governments including the Government of India), the amount of 
control at present exercised by those Governments, and the policy 
which should be pursued by them in future, especially when new 
concessions are sought. To examine existing rates, to report how 
far they are fair and reasonable, and, if not, how any reduction 
snould be effected.” The committee will consist of Lord Balfour of 
Burleigh, as chairman, representing the Board of Trade, the 
Postmaster-General, the Secretary of the Treasury, the Under- 
Secretaries for India and the Colonies, and two members from the 
Intelligence branches of the Admiralty and the War Office. 

Mr. MacNeill: Will the right hou. gentleman undertake to 
supplement the committee by adding two gentlemen of commun- 
seuse ? 
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Huddersfield.—The Town Council last week considered 
the matter of a municipal telephone system, estimated to cost 
£30,000, and. passed a resolution to the effect that application be 
made to the Postmaster-General for a 25 years! license, and. that a 
municipal exchange be established in the town. 


Porfsmouth,—The Financial Committee of the Town 
Council have had an interview with Mr. Bennett, telephone 
engineer, who stated that an exchange could be established in this 
borough at a cost of £20 per subscriber, and that, assuming that 500 
subscribers were secured, a service could be offered them at the 
following rates:—An unlimited service, £5 58.; a £3 108. service, 
with a charge of a halfpenny for the first 1,000 messages; or a 
£2 10s. service, with a charge of 1d. for the first 500 messages. A 
capital expenditure of £10,000 would also теде the provision of 
50% surplus wires, so that as more subseribers were enrolled the 
charges could be reduced. If the co-operation of Gosport, Fareham, 
Havant, and other contiguous places could be secured, they would be 
included in the license. After an inspection of the town, Mr. Bennett 
was distinctly of opinion that it presents no special difficulties. The 
Finance Committee have instructed him to prepare two schemes— 
one for an exchange with 500 Subscribers and 500 surplus wires, and 
the other for 1,000 subscribers with 1,000 surplus wires. The matter 
will be discussed at an carly meeting of the Town Council. 


Sydney.—The many complaints here about the telephone 
shortcomings have led to Mr. Watt, Postinaster-General, considering 
the advisibleness of recommending the Cabinet that in any future 
loans £250,000 shall be raised for the improvement of the telephone 
service. It is also probable that he will ask for a further sum to 
increase the accommodation at the post-oflice in accordance with 
the original design. Placing the telephone and telegraphic lines 
underground and the establishment of a complete metallic circuit 
are among the suggested improvements, 


Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED. REPAIRED 
BOUTH AMERICAN :— 
Cayenne-Pinheiro .. ss - . Oct. 11, 1899 
Cayenne - Paramaribo T єз = .. Feh. 16, 1900 


March 1, 1900 . July 19, 1900 
.. Feb. 20,1900 .. Я 


Pará-Maranham $5 " i 
Ceará-Maranbam .. : AN T" 


West INDIES:— 


Jamaica-Colon oe .. June 90, 1999 ·· РТА 
Мое St. Nicholas- Cape Haitien.. T .. March 6. 1900 .. ks 
Latakia-Cyprus 9 МА А .. June 20, 1000 808 
Tarifa-Taugier Vx 55 - T .. Jan. 8, 1900 es is 
LANDLINES:— à 
CHINESE :— 
Tientsin- Pekin ae os te oe " June 12, 1900 a oe 
Pekio-Kalgan.. - m Ps és .. June 14, 1900 oe 
Kalgan-Maimatchin i» "n - .. June 80,1900 .. ә 


Tientsin, ria Shanghai 
Tientsin-Niuchwang 
SOUTH AMERICAN :— 


Communications with all offices of rca 
beyond Buenaventura .. аа 

Ecuador landlines .. m 

Landlines south of Macahé (Brazil) oe 


Communication “via Hanekine" interrupted 
on Persian territory И is .. Feb. 24,1900 .. зе 


Telephone Delays, — Under the above heading the 
Лану Mail sets forth the iniquities of the Post Office with regard to 
the working of the telephone trunk lines, and gives the following 
list of some of the worst cases of delay in June last :— 


.. June 16,1900 .. га 
. June 18, 1900 га 


. January 22, 1900.. s 
.. March 13, 1897 .. " 
. April 25, 1900 .. 


hr. шіп, 
Sunderland and Glasgow .. T ix "T - . 2 10 
London and Newcastle x к "E - T . 9 10 
Newcastle and Leeds n © 5% . 2 0 
Greatham and Sheffield , € sè ia УГ . 2 16 
West Hartlepool and Bradford .. T kx T . 2 16 
Yarmouth and Kingston. 8-а КИ T е . 2 10 
Yarmouth and Boston - . 8 6 
London and Newport 7 998 2 6 
London and Glasgow s А et 2 3 
Rotherham and Birmingham es " T" " 2 10 
Workington and Newcastle oa m А 1 37 
Kendal and Coventry e" a ; 1 48 
Blackpool and Manchester - ia 1 5l 


Wireless Telegraphy.— Writing to the 7'52es of the 
1kth inst., Major Flood Page, managing director of Marconi's Wire- 
less Telegraph Company. Limited, discusses Mr. Ritchie's statement 
on eommunieation with lightships and other matters, and cites an 
installation at Borkum which is being worked by German Govern- 
ment telegraphists on a commercial footing. The Post Office 
authorities, as long ago as May, last усаг, were considering the 
question of licensing the company in respect of telegraphic com- 
munication between ship and shore, but have apparently stopped at 
that stage. Major Flood Page cousoles himself with the hope of 
obtaining a license sone day, and with the excellent results obtained 
with the Marconi system on warships in Delagoa Bay ; the Admiralty, 
moreover, has arranged with the company to instal the apparatus 
in more than 30 ships and torpedo stations. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aarhus, Denmark.—The municipal electrical works 


are wanting ‘200 pieces electro-meters.” For particulars see 
" Official Notices ” July 20th. 


Belfast.—Ausust 15th. The Electric Committee wants 


tenders for an auxiliary feec -water heater and piping. See “ Ofcial 
Notives" to-day. 

Blackburn.—Aurzust 6th. The Corporation wants 
tenders for a traction switchboard. See “ Official Notices " to-day. 

Bradford. — August 13th. The Guardians of the 
Bradford Union want tenders for the electric lighting of the 
workhouse. 

Brussels,—September 19th. The Council of St. Jilles, 
lez Bruxelles, invites tenders for the installation and the 
commencement of supply upon a part of its territory. Conditions 


and plan for three francs at the office, No. 14, Parvis St. Jilles, 
St. Jilles. 


Darlington.—July 28th. 
for arc lamp-posts and brackets. 


The Corporation wants tenders 
See “ Official Notices” July 13th. 


Dorking.— The District Council are open to receive offers 
for leasing their provisional order. See “ Official Notices July 20th. 


Germany.—July 28th. Tenders are being invited until 
the 28th inst. by the State river authorities at Emden for the supply 
and erection of three 14-ton electric wall craues, and a 40-ton 
electrie swing crane. Teuders to be sent to Die Königliche 
Wasserbaninsfertion, Emden, Germany, whence particulars may be 
obtained for 2s. 


Grays Thurrock,—August 9th. The Council is inviting 
tenders for Lancashire boilers, 100-kw. steam dynamos, economisers, 
switchboards, battery, crane, mains, and other plant, &c. See “ Official 
Notices " June 29th. 


Grimsby.—August xth. The Corporation wants tenders 


for wiring the electricity works. See “ Official Notices“ July 20th. 


Halifax.— July 31st. The Corporation wants tenders 
for a steam engine and alternator, alternators, static transformers, 
induction motors, rotary converters, and three-phase extra high 
tension switchboard. Sec “ Official Notices " July 13th. 


Halifax.—Tenders are invited by the Town Council for 
mechanical stokers. See “ Official Notices " to-day. 


London.—August 20th. The Central Electric Supply 
Company wants tenders for boilers and piping, and mechanical 
«tokers. See Official Notices“ to-day. 


Madrid. — August 18th. Tenders are invited by the 
Spanish Government, not later than August 18th, for the concession 
of a system of electric tramway lines in Barcelona. Some parti- 
culars may be examined at the commercial department of the 
Foreign Office between 11 a.m. and 5 p.m. 


Russia,—August 28th. The General Direction of the 
Russian Posts and Telegraphs in St. Petersburg are inviting tenders 
until August 28th for the concession forthe working during a period 
of 68 years of the telephone exchanges in St. Petersburg, Warsaw, 
Riga, Moscow, and Odessa. 


Salford.—August 13th. The Corporation wants tenders 
for lighting cables, tramway feeders, and street lighting. See 
“ Officia] Notices ” July. 13th. 


Spain.—4August 10th. Tenders are being invited until 
August 10th by the municipal authorities of Mogner (Hullva 
province), for the concession for the electric lighting of the town 
during a period of 20 years. Particulars can be obtained from, and 


tenders are to, be sent to El Secretario del Ayunlamento de Mogner 
(Hullva). 


Stockport.—August 31st. The Tramways Committee 
wants tenders for 20 double-deck tramcars with electrical equip- 
ments. Sce “ Official Notices " July 13th. 


Sunderland. — July 27th. The Corporation wants 
tenders for a coal cduveying plant for the electrical supply station. 
See “Official Notices“ July 13th. 

The Pacific Cable. August 14th. Tenders for the 
manufacture and laying in the Pacitie Ocean of 8,272 nautical miles 
of telegraph cable are invited by the Pacific Cable Committee 
on behalf of Her Majesty's Government and the Governments of 
Canada, New South Wales, Victoria, New Zealand, and Que ensland. 
See “ Official Notices“ July 20th. 


Torquay,—August 6th. ‘Tenders are wanted by the 
Corporation for two water-tube boilers with superheaters, two 
inductor alternators with Willans engines, pipework, surface con- 
denser, extensions to high tension switchboards, wattmeters, &c., 
and transformers. See “ Official Notices“ July 20th. 


Warsaw.—August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty s Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox., for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, and Rigs 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


CLOSED. 


Tynemouth.—The Town Council has accepted Messrs, 


Siemens Bros. & Co.'s tender for arc lamps at nbout £350. 
(Continued on page 147.) 
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NORWICH ELECTRIC TRAMWAYS. 


Wirnes the last three years the ancient city of Norwich has 
undergone a remarkable transformation. A typical old 
English: cathedral city, with narrow winding streets, many 
of which were built in medieval times, and with a popula- 
Gen of 115,000 souls, Norwich possessed not even a horse 
tramway ; yet it has always been an important market town, 
@ cattle trading centre, and the county town of Norfolk. 
However, the keen eyes of the enterprising electric tram- 
way engineer were not slow to appreciate the promising 
field presented by this virgin city for an up-to-date system 
@ rapid transit, and in 1896 
te seene—the New General Traction Company, and the 
Budd Electric Traction Company. After a severe but 


two companies appeared upon 


GENERAT 


contest for the support of the 
the former was successful, plans were drawn up 
Mader the direction of the chief engineer of the com- 
за J. E. Winslow, for a complete network of lines 

Bang from the centre of the town to the outskirts 
in all directions. The preparation of these plans involved 
МИ enermonus amount of labour, for it was found to 
be impossible to carry the lines through many of the most 
important streets owing to their being extremely narrow and, 
in gome cases, “as crooked as a ram’s horn." The 
Gigineers, however, were not to be denied ; were the roadways 
ИЮ папом, they must be widened ; were the corners too 
sarp, they must be rounded off ; if a building blocked 
the Way, 18 must be pulled down. In spite of the 
difficulties ret, the whole of the numerous plans and 


City Council, 


VIEW 


OF 


details were completed within three weeks, and a Bill was 
introduced into Parliament, with the full support of the City 
Council, providing for the construction and equipment of 19 
miles of track, together with compulsory powers for the 
We 


but we may 


carrying out of a huge scheme of street improvements. 
shall. refer 


mention here that the eost of these amounted to £110,000, 


to the latter more fully later on, 
of which the company bore two-fifths. 

[t was not to be expected that this expenditure could be 
incurred without a quid pro qvo ; this took the form of a 50 
Years’ concession, giving the company a reasonable prospect 
The benefit to the City has 


congested thoroughfares have 


of recouping itself for the outlay. 
heen immediate and marked : 
new streets constructed, 


been relieved, narrow ways widened, 


obstructions to. traffic removed. Moreover, although the 
"X o deg d 7 
fx м 5. 
` сд 
T. we 
ENGINE Коом. 
cars have not yet commenced regular running, building 


operations along the routes of the tramways in the suburbs 
of the town have already actively commenced, thus exempli- 
fying the salutary process of redistribution of the population, 
from the central areas to the more healthy and less heavily- 
rented outskirts, which always accompanies the Inauguration 
of an electric tramway system. 

There are many points of more than ordinary interest in 
connection with this scheme, which we shall now proceed. to 
describe in detail. 

The power station is situated in the heart of the town, 
within a of the 
Duke Street intervening; the site is conveniently placed 


stone’s throw electric lighting station, 


on a bend of the River Wensum, which affords facilities for 


coal and water supply. The station itself is of red brick and 
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consists of engine and boiler room, economiser room, test is thus kept within 5 lbs. of the normal, almost Without 


room, and coal stores. 


attention. 


The latter are of simple construction, consisting of cast- A Green’s economiser is provided, and occupies an unusual 
iron H columns supporting a galvanised iron roof ; the back position, being supported on girders above the boilers, with 


wall is of briek, but the side walls are 
removable, being built up of a number of 
wood battens which are dropped into the 
hollows between the flanges of the girders, 
as shown by the section below— 


By this simple device it is possible to raise 
or lower the walls as required, to suit the 
amount of coal in hand. The capacity 
of the coal store is about 600 tons. 

These sheds are situated on the wharf, 
to which the coal is brought in barges 
from Yarmouth: an electrically-driven 
crane raises the coal and deposits it in 
the stores, whence it is shovelled as 
required into small trucks. A line of 
rails runs between the sheds, with suit- 
able turntables, over an Avery dial-reading 
weighing machine, to a hopper, from 
which the coal is carried by a Bennis 
bucket elevator and chain convevor to the 
boilers. 

These are four in number, of the 
Babcock - Wilcox 240  N.H.P. standard 
size, with double steam drums: each 
of them has a heating surface of 


і 
Р: 
i 
; 
` 


Main SWITCHBOARD. 


3,240 square feet. The boilers are fitted with an obvious saving in floor space; the economiser consists of 
Bennis mechanical stokers of the ordinary type, and 480 tubes of the usual dimensions. 
work at a pressure of 150 lbs. per square inch. A Power for driving the elevator and conveyor, the stokers, 


ru » E 8 d . ^y; 


d P, : T: * 
; EZ -— ех CP See 


200-KW. GENERATING SET. 


^ 


ee feature in this connection, is the system of and the scrapers of the economiser, is furnished by a 
5 omatic regulation ; the flue-dampers and the coal hand- 10 H.P. Westinghouse motor; as an alternative, these 
ing machinery are controlled by the steam pressure, which can also be driven by a belt from the fly-wheel pulley 
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of the steam engine which drives the lighting dynamo. 

The chimney is 120 feet high and S feet in diameter at 
the top: the base is square, and stands on a concrete block 
The bve-pass flue from the 


25 feet square and 22 feet deep. 
boilers enters the 
mare shaft just 
below the econo- 
miser flue. 

Feed water is 
sapplied by three 
Worthington pumps 
each having steam 
evlinder 6 inches 
diameter, and pump 


barrel 4 inches 
diameter, with 6 


inches stroke, and 
being capable of 
delivering — 2,500 
gallons of water per 
hw The feed 

ips are arranged 
m triplicate, draw- 
ing from the hot- 
wel, the river, or 
the city mains, and 
delivering either 
through the econo- 
miser or direct to 
the boilers 3 two 
ol filters, one of 
the MacDougal 
trpe, the other by 
Raylton, Campbell 
and Dixon, are arranged in series with the pumps. 

The steam piping consists of a simple ring, one member 
of which runs along the back of the boilers, and the other 
beneath the engine room floor: these are connected by 
vertical members with slow bends, at the lower end of each 
of which a main separator is fixed. The pipes are. chictly of 
steel, but the bends are cast-iron. 

The usual costly and heat-wasting array of stop valves is 
almost entirely absent, being represented only by two valves, 
one at the middle of each long member : by means of these 
the ring can be divided into two sections if necessary. The 
mam exhaust pipe, which also runs beneath the engine 
room floor, is simi- 
агу bisected. 

The methcd of 
fixing the steam 
pipes is interesting : 
ech of the hori- 
zontal members of 
the range is securely 
clamped toa bracket 
sear the middle of 
ts length, so that 
it is free to expand 
in both directions. 
These brackets were 
made the datum 
points for laying 
oat the whole of 
the steam piping, 
which was designed 
to mmt them, no 
— «= 

steam 
pipes аге lagged 
with magnesia sec- 
tional eovering, and, 
as well as the ex- 
haust pipes, are 
carried on rollers. 
The whole of the 
seam, exhaust and feed piping was carried out by Messrs. 
Babcock & Wilcox, who also supplied the valves and boiler 
fittings. At each end of the exhaust pipe, which extends 
the whole length of the engine room, there is a Blake and 
Knowles automatic air valve and а cast-iron up-take, 


Elec: Rer. 


LIGHTING SET AND Freep Pumps. of 


BACK OF SWITCHBOARD. 


There are. two. sets of jet condensing plant. of the 
Worthington type, each of whieh can cope with the steam 
from two engines at захи load. or three engines under 
ordinary working conditions : these are placed between the 
foundations of the 
engines, but are 
visible and readily 
accessible from the 
floor level. The 
air pumps are of 
the horizontal types 
with tandem) com- 
pound steam evlin- 
Condensing 
water is obtained 
from the River 
Wensum. 

The engine Poor 
IS S7 feet lone D 
525 feet wie and 
19 feet hish to 
the eaves: the walls 
are whitened, and a 
Jarre part of the 
roof gs glazed. in 
addition tothe wir- 
dows in the side 
walls. so that thore 
is. abundant пг. 
The Iron roof Is 
covered with steel 
sheeting. | 


ders. 


пее 
coke breeze con- 
erete, and slate, 
where it is not elazed : the doors are Cased in sheet Iron, 
and thei floor К of coment. se thal the building Is us far us 
possible proof against fre, 

An overhead: traveller made hy Jessop & Appleby, and 
capable of lifting TO tons, traverses the room from end to 
end. 

There are four generating sets. all identical mi size, each 
eonsisting of a Westinghonse railway generator of 200 KW. 
eapaeity, direct driven by оа Browett-Lindley horizontal 
engine: one of our views shows all four from the ensine 
side, while ancther shows a single set, looking towards the 
Ure REMEDII 

The engines are 
of the tandem com- 
pound type of. 500 
IUIS. with evlinders 
16 mehes and 26 
Inehes, and stroke 
17 inclies. The 
Begtrup — flv-whecl 
Uovernor E 
acting direct on tlie 
high pressure valve, 
and oo varying its 
travel according to 
the load: the work- 
ing parts of this 
WMwWernor are Very 
few and substantial, 
While by reason. of 
its Construction it 
IMME- 
diately to fluctua— 
Lions of speed, 
The low pressure 
slide valve is driven 
n T separare 
eceentrie with fixed 
cut-off, 

Bach 
provided With two 
mounted on the 
engine and dynamo, and 
heme held tovether bv 
semi-eireular pro- 
[4 wether with 


used, 


responds 


engine is 
fy-wheels: the heavier of these is 
main Най between the 
їз split, the two parts 
wrought - iron rings shrunk on 
jections at the rim and the hub, 
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bolts. Sight feed lubrication is employed, arranged for 


continuous ruuning. 


WaTER-TvbBE BOILERS. 


The generators are of the standard 
Westinghouse type, of 200 KW. normal | 
output at 500—550 volts. The field 
magnet is &-polar, with separate shunt 
and series coils on each core, and the - 
yoke is divided in the vertical plane 
parallel to the armature shaft, so that each 
half can be drawn outwards on an extension 
of the bedplate to expose the armature and 
field magnet windings. 

The armature is carried on the main 
shaft, the outer end of which is supported 
on a separate pedestal. The bearings are 
provided with ring lubrication. The core 
is well ventilated, with toothed periphery, 
and the winding is of the usual barrel 
type. The magnetic circuits are electri- 
cally balanced by connecting a number 
of points on the armature windings which 
are normally at the same potential. This 
method is found to be so satisfactory in 
practice, that with the armature runnir g 
4 inch out from the geometrical centre of 
the field, practically no sparking is caused 
at full load. The brushes are of carbon, 
the mechanism being carried on a ring 
fixed to the pole-pieces, so that the com- 
mutator end is as free as possible for 
inspection. The approximate weight of 
these 200 KW. generators is about 
24,400 lbs. 

A stand pipe connected with the water 
supply mains is provided close to each of 
the bearings for use in case of need to cool 
them. 

The switchboard practically forms the 
end wall of the engine room, dividing it 
from the test room; by this means the 
freest possible access to the back of the 
board is obtained with a minimum of 
space occupied. The board is of white 
marble, and consists of four generator 


panels, one omnibus panel, one Board of Trade panel, five 


feeder panels (for 10 feeders), and one lighting panel. 


The board is of the Westinghouse Company's make, with 


the exception of the Board of Trade panel, which is Elliott 
Brothers.’ | 

The switch gear is all very simple and substantial ; plain 
knife switehes are used, and automatic circuit breakers 
consisting of little more than a double-break switch with 
carbon break and a solenoid of polished bare copper. 
The circuit breakers on the generator panels are combined 
with the equaliser switches. The instruments are of the 
Weston type, those on the omnibus panel having illuminated 
dials, and Thomson watt-hour meters are mounted on the 
back of the generator panels. These are shown in our view 
of the back of the board, as well as the ammeter shunts 
and lightning arresters in the feeders. The omnibus 
ammeter reads up to 3,000 amperes, while each of the 
generator ammeters reads to 1,000 amperes. 
The lighting panel provides for supplying the lighting 
circuits from either the bus bars or the special lighting set. 
The latter consists of a 6-pole shunt-wound generator, giving 
12 KW. at 500 volts, and driven direct at 390 revolutions 
per minute by a 73 inches by 7 inches stroke vertical high- 
speed engine, the whole set being of the Westinghouse standard 
type. The engine is of the single-acting type, with two 
equal cylinders, and a piston valve between them. A 
small switchboard is also provided close to this set, 
which, as shown in our view, is situated in the pump room. 
[t is noteworthy that, according to Mr. Winslow's designs, 
the standard pressure of 500 volts is adhered to throughout 
the system, whether for lighting or traction. When the 
main engines are running. the lamps are fed from the bus 
bars. but for about six hours during the night these are 
stopped, and the lighting set employed. The simplicity 
obtained by using but one pressure is self-evident. 

The ear sheds are supplied with current from the trolley 
wire feeders by two alternative routes, whether the main or 
the lighting set be used, 


GUILDHALL AND MARKET PLACE. 


Two of the large sets are sufficient to cope with the 
ordinary load; oni holidays, &., three engines, are uged, the 
fourth being always in reserve. The combined efficiency of 
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the seta is remarkably high, both at full load and at half 

lul : this is а very important feature in tramway working, 

where the loud is constantly varying over a wide range. 
(To be concluded.) 


CONTRACTS CLOSED. 


(Continued. from page 142. 


Belgiam.—On the 16th inst. tenders were opened by the 
дигер! authorities of Jumet (Hainaut) for the establishment and 
e, сруше of a ceutral station for the public and private electric 
nyuting of the district. Five firms—all Belgian—competed for the 
contract, the lowest offer being that of the Société Electricité et 
Hy dranlique, of Charleroi, who quoted 223,650 francs. 


Bradford.—The following are the successful contractors 
in the recent tenders for plant for the electrical undertaking of the 
Вел? rd Corporation :—Steam engines, Cole, Marchant & Morley, 
Lir..ted: 1,000 Kw. direct current generators, the British Westing- 
[оше Electric and Manufacturing Company ; switchboard, 5. Z. 
de Ferranti, Limited; coal and ash conveying apparatus, Messrs. 
E Newell & Co.; steam and feed piping, Babcock & Wilcox, 
Limited. The acceptance of these tenders is subject to the sanc- 

tior of the Local Government Board being obtained for the requisite 
^ terrewing powers. 


Bridgwater.— Тһе following tenders have heen received 
fur the electricity works of the Corporation, for which Mr. W. Н. 
]rentham is consulting engineer :— 

Sxcrion A.—BOILERS. 


Babcock & Wilcox“ . Babcock £2,850 1 6 
Crompton & Co. .. s Do. .. 2,333 0 0 
Stirling Boiler Со... Water-tube .. 2,744 0 0 
Tinkers, Limited Economic .. 8,567 0 0 


= BECTION B.—ENGineEs. 


General Electric Co. ws "e .. Reaveli .. 2,709 15 0 
Thames Iron Works Co. . € ee ee Reavell a 2,905 0 0 
General Electric Co. 95 “> .. Willans .. 2,914 15 0 
Bater (Helios) vs as i .. Alley . .. 2,969 10 0 
Laneashire Dynamo Co... Alley .. .. 8048 0 0 
Do. ce E .. Browett .. 8,088 0 0 
Parsons* .. ee 25 is .. Parsons .. 8092 0 0 
Lancashire Dynamo Co... js . Wiliens . . 8,098 0 0 
Thames Electrical Engineering Co. .. Allen .. .. 8,118 0 0 
" Willans .. 8,185 0 0 
Lancashire Dynamo Co. T Belliss .. .. 3,308 0 0 
Thomas Parker, Limited.. vs .. Willans .. 8,555 0 0 
Brash COO. - zá S .. Willans 3,370 10 0 
Electric Construction Co. p .. Reavell .. 3,382 0 0 
Clayton & Co. " oy € .. Clayton .. 3,431 0 0 
Crompton & Co. v св .. Willans .. 8,442 0 0 
Scott £ Mountain. We bas .. Воо .. .. 8,520 0 0 
John Fowler & Co... - - .. Reavell .. 8587 0 0 
British Bchackert Co. у ,. Browett .. 3,580 0 0 
Masher & Platt ios “a 2 .. Willans .. 8,6588 0.0 
Electric Constraction Co. “Н .. Willans .. 8,590 0 0 
Mather & Platt Em i T .. .Browett .. 8648 0 0 
W. H. Allon.. Ss m on .. Allen. . 3,671 0 0 
Biectric Construction Co. E .. Belliss.. . 8,682 0 0 
Ashton, Frost & Co. s .. Willans .. 8,804 0 0 
Mather & Platt .. Belliss.. .. 8,833 0 0 
fiet. ens Bros. & Со. as .. Willans . 8835 0 0 
SECTION C.- BWITCHBOARDS. 
Keered 4 Со... : .. £458 0 0 John Fowler & Co. ..£039 0 0 
Wiksmeon & Joseph . 514 0 0 P. C. Middleton at .. 674 8 0 
ee зз, .. 688 0 0 Clayton & Co... sd . 678 6 0 
Lea ё Warren , .. 942 0 0 Crompton & Co. A .. 608 0 0 
Brook, Harst & Co. .. .. 561 0 0 , Vaughan ns vs .. 767 0 0 
General Kiectric Co. . 575 0 0 : Mechan & Son 4 .. 840 0 0 
Andrews ws oe 576 0 0 Siemens Bros. oe 940 0 0 
Veritys .. is Р .. 620 0 0 
Szction D.—Maixs. 
Western Electric Co.” .. £8,901 19 5 Siemens Bros. .. £10,918 4 114 
Et Helens Cable Co. .. 9279 5 8 Oliver 2% .. 1131115 0 
z 8 .. 9507 2 2 Honley .. e . . 11,442 0 2 
Callender Cable Co. 9,961 18 0 British Insulated Co. .. 11,564 0 0 
A»-hemws .. . 10,844 19 11 | 


BEcTION F.—AcCUMULATORS, 


Har Aocumulator Co... £966 0 0 E. P. Storage Company .. £1,859 0 
Marquand .. icr .. 1,156 0 0 | Chloride Storage Co.  .. 1,402 0 
Tudor Accumulator .. 1366 0 0 D. P. Battery Company.. 1,446 0 


SECTION G@.—CRANES. 
ter Fingine Co.* .. £148 10 0 | James Gerrick iid .. 4168 


| 


0 0 
Саплык A Ritchie.. .. 149 0 0 James Spencer. 160 0 0 
Meher& Piat. .. 155 0 0 


*Apcepted «ubject to the content of the Local Government Board to the loan. 


Edinburgh.—The Electric Lighting Committee of the 
Toru Council last week agreed to recommend acceptance of an 
imate, amounting to nearly £1,700, for an extension of the switch- 
„d at M' Donald Road station. : 


. Claxgow.— The Electricity Committee of the Corporation 
44 werk recommended for acceptance the tender of Messrs. Mechan 
and Sous for switchboards at Port Dundas electricity station, at £1,122, 
чи} the tenders of the International Electric Company and the 
General Electric Company for the supply of carbons. | 


На1їу.—Те Thomson-Houston Company have secured 
im: contract for the electric plant necessary for the operation of 
ге Milano-Gallarte-Varese railway by electricity for the Rete 
\l--itterranean railway authorities. 


Lomdon.—The London County Council Asylums Com- 


mittee have accepted the tender of Mr. T. Scott Anderson, of Shef- 


bed, for the electric light, &c., wiring at the Horton Asylum for the 
«m of £8,700. 


0 
0 
0 


The following tenders were received by the Fire Brigade Com- 
mittee of the London County Council for the wiring and fittings 
required at the Fulham fire station :— 


Tamplin and Makovski (accepted) ss . . 2235 4 6 
Barlow Bros. € Co. .. Vs és M Я оч . . 243 0 0 
Concentric and General Contract Company.. - .. 243 0 0 
F. A. Glover and Co. eu - A - p .. 9f0 0 0 
F. J. Coleby .. ae s oo б " E .. 273 5 0 
G. E. Taylor & Co. .. 298 0 0 


Shoreditch. — The Vestry has accepted the tender of 
Messrs. Babcock & Wilcox forthe supply of four marine type water- 
tube boilers for £5,600, and economisers for £220 per boiler. ‘The 
Vestry has also accepted the offer of the Hotchkiss Mechanical 
Boiler Cleauing Company to provide a set of their apparatus for 
three months’ trial free of cost to the Vestry. 


FORTHCOMING EVENT. 


Friday, July 27th.— 6.30 p.m. Institution of Junior Engineers’ 
visit to the generating stafion and depot of the Cen- 
tral London Railway, Shepherd's Bush. 


NOTES. 


A Municipal Failure.—Tlhe town of Austin, Texas, has 
suffered a severe loss in the failure of the huge dam built 
to develop the power of the Colorado River for purposes of 
municipal electric light and traction, and power distribution, 
This dam cost over £250,000, and has been seven years at 
work. Zy its failure the city is deprived of light, of water, 
of street car service, and almost, says the American lersriral 
Review, of hope. There is, it is also said, little hope of the 
dam being rebuilt, while the bond-holders' outlook is not 
cheerful. The sympathy of our contemporary is accorded to 
the people of Austin, wlio are at the same time pilloried as 
a spectacle of deep interest and great importance that 
is urgently commended to the studious attention of 
every advocate of municipal ownership of any sort, 
We are not strong advocates of municipal enter- 
prise being carried to extremes, but this does not: 
appear to be an occasion for girding at municipal enter- 
prise. True, the loss is great, and affects a whole town 
severely, but the loss to the whole community is no greater 
than if the dam had been the property of a company. We 
have no particulars of this great dam. We cannot tind any 
in the Zranseclions of the American Society of Civil Engi- 
neers, We cannot say if its design was one approved by 
engineers of experience, or if as with so much of American 
work, sparsity of population aud of rateable value has caused 
the expense to be unduly curtailed so as to leave too small a 
factor of safety. Clearly, however, the dam was insufficient 
for its duty, or it would not have failed. The lesson tauglit 
is rather not to construct dams unless they can be well built, 
—unless there are funds to do this and put all doubts to one 
side as to their future stability. 


Acetylene Gas Headlights for American Loco- 
motives.—Three or four engines were equipped with 
acetylene headlights on the Chicago Great Western last 
summer. The trials, however, were not considered a success, 
and the apparatus has been rejected. The principal cause of 
failure seems to have been the exhaustion of one carbide 
compartment before another could be put into operation, 
Another serious objection recorded by the general shop 
foreman of the line was that the water in the generator 
would tend to freeze during the winter. It would appear that 
both these objections might with care in design be over- 
come; one would certainly think that it ought not to be 
difficult to find a place for the generator on a locomotive 
where water would not freeze. As regards cost, acetylene 
might be a little more expensive than oil, but the advantages 
in point of higher candle-power were such that Mr. J. M. 
Robb was of opinion that it would be to the company’s 
interest to use it if the practical objections he had found to 
its use could be remedied. 


Gutta-Percha,—We understand that there has been a 
very extensive rise, both in price and amount purchased, of 
gutta-percha lately. 
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Personal.—On the occasion of the departure of Mr. 
W. J. Leeming from the Blackburn Corporation electricity 
works, for the purpose of taking up his new position of 
assistant engineer to the electricity department of Buxton, 
he was made the recipient of a travelling bag, combined 
silver sovereign case and matchbox, meerschaum pipe. &c., 
presented by the staff and workmen of the elec ‘tricity depart- 
ment.. Mr. Giles, the chief engineer, who made the presenta- 
tion, said that he hoped Mr. Leeming would be as successful 
in his new position as he had been in the past, and that he 
had the esteem of the staff and workmen he was leaving 
behind him. Mr. Leeming expressed his sincere thanks for 
the presents and for the kindness he had met with from all 
whilst employed at these works. 

It is announced by the Eastern Telegraph Company, 
Limited, and the Eastern Extension, Australasia, and China 
Telegraph Company, Limited, that the Most Hon. thie 
Marquis of Tweeddale, K.T., has resigned his position as 
chairman, and that the boards of directors of these com- 
panies have elected as his successor Sir Jolin Wolfe Barry, 
K.C.B. The Marquis of Tweeddale retains his seat as a 
director on both boards. 

We understand that Lord Kelvin is to be the Master of 
the Clothworkers’ Company for the coming vear. 

Mr. Frank Proctor, who has been eng: ged for over seven 
years on electric lighting work in the Post Office factory at 
Mount Pleasant, has resigned his post in order to take charge 
of the electrical plant at " Earl's Court Exhibition. 


Boiler Inspection.—The Select Committee of the 
House of Commons appointed to inquire into the advisability 
of legislation to ensure the systematic and regular inspection 
of boilers, with the object of diminishing the risk to life 
and property arising from boiler explosions, concluded their 
labours on Friday last. In their report, according to the 
Times, the committee state that the evidence given before 
them goes to show that explosions occur in boilers from 
mistakes or incapacity on the part of the attendant, undue 
pressure, loss of water, and other causes, and that inspection, 
however rigid, could not prevent such explosions. At the 
same time, being satisfied that explosions occur more 
frequently in uninspected boilers than in those which are 
inspected by a competent person, they express the view that 
inspection by a competent person would tend to diminish the 
risk of explosion. The appointment of inspectors under the 
Board of Trade is not recommended, inasmuch as the com- 
mittee hold that the responsibility of selecting a competent 
person should fall upon the owner or user of a boiler, that 
the owner should not have the opportunity of sheltering 
himself behind the inspection of the Board of Trade, and 
that the inelastic lines upon which Board of Trade inspectors 
would work would hamper the development of boiler improve- 
ment. In regard to the suggestion that the Court set up 
under the Boiler Explosions Acts, 1882—90, should be 
empowered to inflict heavy penalties upon owners, users, and 
` inspectors in the event of default, the committee agree that 
such an extension of the Court’s powers would tend to 
‘increased boiler inspection ; but they think that in such 
cases an appeal should be allowed, and they find great 
difficulty in suggesting the Court to which such an appeal 
should be made. 

On the whole, the committee consider that an extension 
of the Factory Acts, empowering an inspector to call upon 
the owner or user of a boiler to produce a certificate showing 
that he has had his boiler inspected by a competent person 
within a year, and providing that, in cases where the Factory 
Acts do not apply, this authority should be vested iu the 
police, would make the inspection of boilers practically uni- 
versal. With regard to hotels, which now come under the 
category of private houses, the proposal is formulated that 
the Boiler Explosions Acts, 1882— 90, should be so amended 
as to include hotels and flats. In conclusion, the committee 
express the opinion that the boiler-making industry has 


made great strides in recent years; that boilers are, as a . 


whole, better designed, better made, and better managed and 
understood than they were only a few years ago ; that legis- 
lation giving any public body whatever control over the 
inspection of boilers would be a grave mistake; and that 
certification or registration, unless accompanied by State 
control, would not be of any practical value. 


Herts County Council and the Power Bills —Our 
attention has been drawn to a report drawn up by the 
Parliamentary Committee of the Herts County Council on 
the North Metropolitan Electric Power scheme, which for 
misconception and conservatism would be hard to beat. 
The following quotations from the report will perhaps prove 
interesting, if painful, reading :— 

The evidence, so far as it has gone, shows conclusively that for 
many years to come it is practically coininercially impossible for the 
company to supply any part of Hertfordshire, perhaps with the 
exception of Hertford and places south thereof, in the Lea Valley. 
The supply of electricity in bulk is quite in an experimental stage, 
and it is thought very much against the interests of Hertfordshire 
that powers arhich are practically impossible of being exercised, if 
granted, should be given to the company. 

If the company be constituted ıt will probably proceed to con- 
stitute other companies within the proposed arca of supply for the 
purpose of utilising electricity. By these means the Hertfordshire 
County Council will be compelled for its orn protection in many cases 
to become joint. promoters of electrical tramway lines which are not 
wanted, and for the existence of which no justification can be offered, 
Failing the County Council becoming such partner with the off- 
shoot undertakings above described, they wil? be continually opposing 
Bills in Parliament, applications to the Board of Trade, and the 
Light Railway Coinmissioners for Orders affecting Hertfordshire 
roads and other interests. 

The committee believe that it is against the best interests of the 
county to allow three parts of its area to be occupied as proposed 
by the Bill, for it is obvious that if Hertfordshire atfords a valuable 
field for the supply of electricity for mechanical purposes, there will 
be no lack of substantial companies seeking to supply it with electri- 
city, upon very much better. terius than will be saddled upou the 
county if the Bill should be passed into law. | 

The italics are ours. One cannot help wondering how 
any responsible engineer could be found to prepare a 
practically commercially impossible scheme and obtain 
powers which can never be exercised. What a pitiful 
spectacle is that of a County Council, obviously in an 
experimental stage, which is compelled by the march of 
Progress to defend itself against that monster by promoting 
unjustifiable and unnecessary tramway lines! Niagara 18 a 
myth; Rheinfelden and Schaffhausen are legendary; and 
County Councils are in their infancy. 


Brockie-Pell Аге Lamp Company v. Johnson and 
Phillips.—This case came before Mr. Justice Kekewich in 
the Chancery Division yesterday on a motion to commit 
the defendants for the alleged breach of part of an order made 
by his Lordship on April 22nd, 1899, by selling certain lamps 
known by the name of Victoria lamps. The action in which 
the order in question was made was an action for infringe- 
ment of certain patents. The order restrained the defendants 
during the continuance of the plaintiffs’ letters patent 
from manufacturing, selling, or exposing for sale Victoria 
lamps, and declared that the defendants were not in any 
other manner to infringe the said letters patent. But the 
order was not to apply to any Victoria lamps manu- 
factured or sold by the defendants which bore the serial 


numbers mentioned in the order. The order then 
went on to state that all further proceedings be 
stayed except for carrying the order into effect. 


It was argued by Mr. Warrington, Q.C., on behalf of the 
plaintiffs, and evidence was tendered to prove the contention, 
that certain lamps sold by the defendants were practically 
Victona lamps. Mr. Fletcher Moulton, Q.C., used all 
his forensic art to show that there was uo identity 
between them, and called Mr. Johnson, Mr. Esson, and 
Prof. Silvanus Thompson in support of his arguments. 
But his Lordship was of opinion that the plaintiff had 
proved his case ; he had no doubt that the defendants had 
been attempting to evade the order of the Court if 
possible, and had not succeeded, and there would be 
order for committal, and defendants must pay the costs. 
Mr. Moulton asked for a stay of the order pending an 
appeal. His Lordship suid the order must be drawn up, but 
a stay would be granted if an immediate application were 
made to the Court of Appeal. Mr. Moulton said he would 
apply at once. 


Explosion.—4A boiler explosion occurred on the premises 
of the Crystal Palace District Electric Supply Company 
on Wednesday afternoon, wrecking two large buildings, 
killing two workmen and injuring three others, besides 
setting fire to the adjoining premises, 
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Wetropolitan Railway.—In the report of the directors 
ef this company, issued this week, mention is made of the 
experimental electrical installation at Earl’s Court, and it is 
sated that in view of the importance to the Metropolitan 
and District Railway Companies of adopting electricity as a 
metive power, a committee consisting of three members from 
ewh of the boards of the companies has been appointed to 
eonsider the question of applying electric traction to the 
working of the inner circle, and it has been agrecd between 
the companies to invite eminent electrical traction firms to 
sühmit plans and specifications, with detailed estimates and 
wnders, for the necessary installation. 


Central London Railway.—This railway will be 
opened for public traffic on Monday, the 30th inst. Trains 
will begin running from Shepherd's Bush at 5.15 a.m., and 
from the Bank at 2.20 a.m., stopping at all stations except 
Bond Street, the opening of which is temporarily deferred. 
The fares from 5.15 a.m. to 7.30 a.m. will be 2d. return any 
disance, and from 7.30 am. to 12 p.m., 2d. single any 
distance. For the convenience of the public, books of 24 
eingle- journey tickets will be sold at all stations. 


The Electrical Standardising, Testing and Training 
Inxtit ution.— Ав a result of the recent scholarship examina- 
tions, the following awards have been made by the Board of 
Control of the above Institution | 

To Mr. F. E. Berry, Wellingborough School, Maxwell Scholarship, 
valne 50 guineas, tenable for two years. 

To Mr. A. W. Scrooby, of Dunhoved College, a prize value 20 
guiness. | | 


The German Electro-Chemical Societ y.—The seventh 
annual general meeting of the Deutsche Electro-Chemischen 
Gesellschaft is to be held in Zurich on August 5th, 6th, and 
Аһ, A number of papers will be read, and visits are to be 
paid to the works of the Oerlikon Company and to the 
Polytechnikum. 


Appointment Vacant.—A mains superintendent is 
wanted at the Halifax electricity works. 


NEW COMPANIES REGISTERED. 


The Northwood Electric Light and Power Company, 
This company was incorporated on June 23rd. The 
capital of the company is £15,000, divided into shares of £1 each, 
for enabling the company to carry on at Northwood, Ruislip, and 
in the County of Middlesex, and any other places in 
England, the business of an electric light and power company in all 
its branches, and the business of supplying electricity for all pur- 
poses for which it can be used, and further, to carry on at North- 
wood an electric or steam and general laundry. The first subscribers 
are Jno. S. Hignett, Claremont, Northwood, merchant; Acton T. 
Bucknall, Billiter Street, E.C., solicitor; Arthur W. Crossley, The 
Elms, Northwood, doctor of science; Chas. Ed. Masterman, Green 
End, Northwood, civil engineer; C. Hamilton Wickes, Beauleigh, 
Northwood, merchant; J. W. Tilley, St. Helena, Northwood, 
merchant : Richd. Crossley, The Elms, Northwood, gentleman. The 
artivies of association have just been issued. 


Electromotion Corporation, Limited  (66,684).— 
This company was registered on July 19th, with a capital of £50,000 
in £1 shares, to carry on the business of an electric light company 
and of electricians, mechanical engineers, suppliers of electricity for 
all purposes, makers of electrical and other lamps, motors and 
machinery, &c., and to acquire a concession for the supply of electric 
hght and power to the town of Nova Friburgo, Rio de Janeiro, 
Brazil. The first subscribers are: — A. M. M. De M. Lara, 56, Rue 
Bassano, Paris, proprietaire, 100 shares; Е. V. De Cholet, 111, Rue 
de L'Université, Paris, 100 shares; C. C. Longridge, Swan House, 
Сера] Avenue, E.C., consulting engineer, 100 shares; A. W. R. 
de Forst, 5, Lansdowne Place, W.C., engineer, 100 shares; A. J. 
Wallach, 3, Temple Gardens, E.C., barrister, 100 shares; A. Gates, 
4. Bickenhall Mansions, W., merchant, 100 shares; and L. Kehr, 
Kais-rlanten, Germany, banker, 100 shares. The number of directors 
is bot to be less than three nor more than seven. The subscribers аге 
to appoint the first; qualification, £100; remuneration as fixed by 
the company. 


SUPPLY STATION ACCOUNTS. 


THE accounts of the Nottingham Corporation 
Nottingham electricity supply undertaking continue to show 
Corporation Elec- most of the satisfactory features we alluded to 
tricity Accounts. when summarising the 1897 and 1898 figures 
The capital expenditure is still very modcrate 
for an output of nearly a million and a half units and nearly 
1,600 kw. maximum demand. The increase in capital expenditure 
is proceeding less rapidly than in the years 1897-98, while the units 
sold and load are rising even more rapidly, indicating that use is 
being made to the fullest extent of the considerable extensions 
carried out to the end of 1898. As we forecasted, the increase in 
price of coal and general rise in labour charges have inevitably pre- 
vented the former rate of progress being maintained, aud some of 
the financial figures show that the burden on the undertaking is 
increasing, but the excellent management has enabled the increased 
charges to be easily met, and Mr. Talbot again has to be congratu- 
lated upon his works. | 
GENERAL STATEMENT. 
Increase. 


1898. 1899. 
Total capital expenditure £127,393 $166,098 £38,705 
Number of units sold 894,674 1,491,184 596,510 
Maximum demand in kw. 1,099 1,578 479 
Gross revenue £12,919 218,418 45,494 
Gross profit Wu. - ш £7,774 59,678 £1,899 
Average price per unit sold 3:844. 9:870. — — 47d. 


That the increase in output is nearly all due to private supply is 
shown by the figures of the last five years, given below. It is rather 
to be regretted that the successful results attained have not induced 
the Corporation to further exteud the public lighting :— 


Year Units Maximum Private Public Number of public 
* generated. load, kw. supply. lighting. arc lamps. 

1895 183,694 255 160,090 11,564 units. 8 

1896 316,638 400 285,622 11,563 8 

1897 511,935 737 468,728 11,653 9 

1898 951,319 1,099 875,743 18,931 15 

1899 1,603,579 1,578 1,470,280 20, 904 15 


In 1897 the average price received for energy was 5'36d.; it is 
now well under 3d. The reduction of nearly 4d. has, of course, 
affected the net profit, for, as will be seen, the costs remain prac- 
tically at the old figure for 1898. It is probable that this low price 
would not have been possible had a flat rate been charged instead of 
the maximum demand principle. 


REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit, Increase. 


Sale of energy zj . £12,429 3°34d. £17,888 287d. — 47d. 


Meter rents, &c. Jer a 303 08d. 383 сова. — 02d. 

Bale of old material, &o.  .. vi TN 81 00d. Od. 

Connecting consumers and я . A. 
attending publio lampe | 187 054. 166 03d. — 02d. 


SS —ä—Ü—Üÿ— — — — — — A 


Gross revenue 


— —— — — — —— — — — 


The “ costs” show the effect of the coal famine and consequent 
increased value in most mauufactured articles. “Coal” is higher 
even than in 1897, while “ oil, waste,” is also above the per unit 
figure for 1898. The rises in these two items are practically, 
although not quite, eounteracted by reductions in all the others, but 
even a captious critic could hardly complain of works cost" of 
1:06d., and “total costs of only 1°41d. 


Cost oF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 

Onn ©з eiie: "e а - gine £1,610 43d. £3,643 
1 [1 Ww r1 m . 

Камын МЫ | 376 10d. 748 

Salaries and wages inourred 
in generation and distribu- 
tion and attending publio 
lamps. 

Repairs and maintenance “| 
buildings, engines, boilers, 
dynamos, &c., and street f 
lamps. 


Works costs .. £3,524 ‘05d. £6,556 1*06d. + 11d. 


Wee een e 277 0700 27 
salaries of manag! engi | 970 26d. 1,411 
neer, secretary, clerks, &c. 
General establishment 

| an 


1,002 ‘27d. 1,481 


— — — — — Nd 


ch stationery and 
рер ‚ law charges and 


uranoe. 


10d. 496 *08d. — 02d. 


. Other expenses T si es er uo — 


Total costs 


Having carried a substantial sum to the reserve fund in 1898, a 
portion of the net protits are now transferred to the credit of the 
general rate. Owing to the decrease in price received per unit sold 
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and the augmented interest and sinking fund charges, the net profit 
is less than in 1898, but is still a substantial amount. 


PROFIT STATEMENT. 


1838. 1899. 
Interest on loans .. ; = T . £2,579 £4,347 
Sinking fund for repayments - ee 1,621 3,175 
Net profit carried to reserve fund  ,. 3. 574 - "- 
и » credit of general rate.. { 2,000 
„ 1 forward . Tm 88 - CC 151 
Gross profit 47,774 £9,673 
Тнк electricity supply undertaking at Staf- 
Stafford ford is, we believe, run as a sort of annex of 
Corporation the gas works The Corporation possess an 
Electricity excellent engineer in Mr. J. F. Bell, but it is 
Accounts. questionable if the progress of electric lighting 


would not have been more rapid and pro- 
nounced had the works been entirely distinct from the gas depart- 
ment and management. Considering how little onward movement 
some of the figures, such as сар tal and load show, the impro ‘ement 
in the financial standing is welcome. 


GENERAL STATEMENT. 


1898. 1819. Increase. 
Total capital expenditure £19,620 219,950 £330 
Number of units sold 67,988 86,780 18,792 
Number o lamps connected 7,346 8,558 1,212 


Maximum load in K. RY 106 116 10 


Gross revenue £1,456 £1,773 £337 
Gross protit . £653 £790 £137 
Average price per unit sold 477d. 4:064. — — 17d. 


The revenue of £1,773 is small for a town like Stafford with four 
complete years of electricity supply. At less than 5d. per unit for 
allcharges the supply ought to be found economical enough to 
stimulate the demand: and, the rates being 7d. per unit for one 
hours maximum demand and 3d. per unit after, or as an alternative 
5d. per unit on a uniform price, probably explain the increase in 
units of nearly 19,000 w th but slight alteration in load. 

REVENUE STATEMENT. 
1898. 1899. 


E 


Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy .. 41,344 477d. £1,664 460d. — 174d. 
Meter rents, &c. . P 76 27d. 86 2d — 03d. 
Supply of lamps, &e. T: dis "E CT us 
Sundry fees,rents1eccived,&c. 16 05а. 98 06d. + ‘Old. 


£1,436 509d. £1,773 490d. — 19d. 


Gross revenue 


It would not require any very extraordinary expenditure to 
affect the“ costs.“ When one is dealing with £2 per week for fuel 
and £1 per day for wages, things are cut fine, and the increases in 
the items might be expected. As wages have been kept almost 
constant, the decreased value per unit under this head wipes out the 
rises in the othersincluded in works cost. The sumof £34 in 1898 was 
spent in “ electric fittings." 

Совт OF PRODUCTION. 
1898. 199. 


Gross, Per unit. Gross. Per unit Increase. 
Coal. oe ә ve e £70 25d. £116 »32d. + 07d. 
. engine) 14 а. 30 »O8d. + 034d. 
Balaries and wages incurred 
т eneration and distri-. 354 1:26d 390 1*08d. — 18d. 
ution 
Repairs and maintenance of 
buildings, engines, boilers | 145 51d. 214 59d. 7 08d 
dynamos, &0. — шлш аы. Ee 
Works costs ... £583 207d. £750 5:04. ^ .. 
Rent, rates and taxes 133 47d. 178 49d. + 02d 
Man оде expenses, 
salaries of managing en- Pm of}? : 
сс, Beotélary olerka, 8 03d. з »O3d. 00d. 
O, 
G on eral 555 
charges, statione an R : г К 
printing, jas chatresand 25 094. 47 »13d. 7 04d 
Insurance 
Sundry lamps and fittings .. 34 12d. — 12d. 
Total costs 4783 .2°78d 983 272d. — 06d. 


——— ——— —— ᷣ— — a — 


Works costs of 2:074. and “total” of 272d. may be regarded as 
very good indeed for a most moderate output. The salaries are 
certainly minute, the 48 being the auditor's fee; apparently the 
electrical superintendent is included in the “salaries and wages 
item. 

The financial result shows a diminished loss, the deficit of £513 in 
1898 being now reduced to £374. The improvement amounting to 
£139 is due to the improved load factor; the costs having remained 
practically the same, and no appreciable addition being made to 
interest and sinking fund charges, the extra output and consequent 
revenue bas helped the result very greatly. At the present rate 
another year or two ought to see the business turning the corner. 


PROFIT STATEMENT. 


1898. 1899, 
Interest on loans si А РА £579 £560 
Sinking fund for repayments .. . 587 604 
Net profit, being dcticiency oarried 3 513 374 
forward — БЯ 
Gross profit £653 £790 


CITY NOTES. 


British Thomson-Houston Company. Limited. 


Tux fifth ordinary general meeting of the shareholders of the above 
company was held on Monday at the offices, 83, Cannon Street, 
under the chairmanship of Mr E. A Lazarus. 

In moving the adoption of the report, the CHAIRMAN said there 
was little to say, as the report was as full as they could make it. 
They would be ple: wed to hear that their books were pretty full with 
orders, and they were rather pleased with the basis of the thing. 
Formerly they found they had six or seven or eight or ten big orders, 
but now they found they had broadened out a good deal, апа while 
they still had big orders, they had a good many others which were 
not so large as the Central London Railway or things like that. The 
principal orders they now had were at Birkenhead, Blackburn, 
Bristol City trams, Croydon, Dublin City trams, Glasgow, Hudders- 
field, Hull, Isle of Thanct, Queenstown, Leeds, London United, 
Newcastle, Sheffield, Tynemouth, and some others. Their works 
at Rugby were getting on very nicely, and he hoped by the time 
he next met them they would have commenced to work. They 
had begun paying for part of the work, and had decided to make a 
call of £2 10s. from September 1st, which would make £6 paid, and 
then probably they would go on calling up the other £4, £2 in each 
two months, according to the legal delay, but that would depend 
upon whether they actually wanted the money or not. General 
Griffin, who was on the board on behalf of the General Electric 
Company, had written that he could not come across so often, and 
the General Electric Company had been good enough to propose 
Mr. W. J. Clark to replace him. He was one of the officials of the 
General Electric Company, and they would derive a good deal of 
benefit from his close connection with them. He would like on 
general matters to seize that opportunity of calling attention to two 
points. First, was the desirability of consulting engineers advising 
their clients to have standard plant as far as possible. They 
knew that there were special cases where special plaut must 
be used, but they thought that it would be very much 
to everybody's advantage if standard plant was ordered. He did 
not mean specially their plant, bu that buyers in choosing their 
new plant should adhere as much as possible to the standard practice 
of either of the large manufacturers. They would, by so doing, get 
better and cheaper plant. Then the other matter he would 
refer to was the growing ideas of municipalities in respect to elec- 
trical matters: they had noticed, so far as they were concerned, 
that one of the results of that was that tenders, as a rule, went to 
the lowest tenderer They could quite understand how that hap- 
pened, because it was a very difficult matter for a mixed body of 
people to decide what to do when they were voting money for a 
highly technical matter like the buying of electric plant. But they 
did feel that that habit of simply taking the lowest tender was 
apt to reduce the value of the whole of the plant, because 
that forced firms of a lesser standing perhaps than the few 
at the top of the tree to tender and take risks which it 
was neither to their advantage nor to the buyer's advantage 
should be taken. They could understand that in that class of trade 
very often a small initial expenditure meant a very much larger one 
later on, firstly, because the efficiency of the plant delivered might 
not be as high as it might be, and, secondly, because the cost of 
maintenance and repairs rises in proportion, as the plant itself is 
not quite tip-top. When a municipality embarked on an under- 
taking which it was going to stick to for 30 or 40 or 100 years, it 
certainly was not to its advantage to buy cheap stuff. Не did not 
say that because they did not cheapen their stuff. Their feeling 
was that the best and the safest thing they could do in the 
long run was to adhere to their principle of selling the best plant 
and asking a proper and reasonable price for it, and if they did not 
get that they did not regret seeing the order go elsewhere. 

Sir T. THoMPSON seconded the motion, which was carried. 

The CHAIRMAN then moved—" That the following dividends be 
now declared out of the net profits of the undertaking for the 12 
months ending March J1st, 1900, upon the capital issued on that 
date, viz.:—On the £240,000 ordinary shares fully paid a dividend 
of 10 per cent. for the year. On the £160,000 ordinary shares of 
which £16,000 were paid up from August 15th, 1899, a dividend at 
the rate of 10 per cent. for the year, and that these dividends be 
paid on July 24th, 1900.“ 

Mr. МсаАвтнов, MP., 
agreed to. 

The retiring directors and auditors having been re-elected, Dr. 
MERz moved a vote of thanks to the chairman. 

Col. MARTINDALE, in seconding the motion, congratulated the 
board оп the admirable result of the past year's working, and asked 
to include the board in the vote of thanks. 

The CHAIRMAN, in replying, said he would like not only the 
board but the staff to be included in the vote, for they well 
deserved it. 


seconded the motion, and it was 


— 


— — 
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Direct United States Cable Company, Limited. 


Гик ordinary general meeting of the shareholders of this company 
was beld on Tuesday last at Winchester House, Old Broad Street, 
EC, Mr. Emanuel M. Underdown presiding. 

In moving the adoption of the report, the CHAIRMAN said they 
tad been fortunate in the half year under review in that they had 
got bal to do апу repairs to their cables. The revenue for the half 
year after deducting out-payments amounted to £52,204. The 
working aud other expenses, including income-tax, amounted to 
£965, leaving a balance of £31,698 as net profit, making with the 
£547 bronght forward from the previous half-year a total of 
sus. The interim dividend of 3s. per share paid 
(и March 31st, amounted to £9,106, and the proposed final 
dividend of 3s. per shure, together with a bonus of 2s. per 
Jure, amounted to the sum of £15,777; transfer to the reserve 
fund £10,000, leaving a balance to be carried forward of 
Se, making altogether the figure £38,045. The revenue snowed 
s smal! improvement of £253, as compared with that of the corre- 
monding half-year. The working expenses in London showed a 
ying of £217. The item of income-tax on all their profits and 
outstanding statements showed an increase of £95. Practically they 
would find the results were the same as last year. As he had 
wentioned there had been no interruption with the cables, and con- 
апу they did not have to draw anything from the reserve 
fand, which had been increased by £10,000 transferred to it from 
"enne; by £6,782 interest on the investments, which together 
wth £379 derived from other items brought the fund up to a 
ttal of £418,575. The investments had been increased by £21,206, 
id they now amounted to £401,807 at cost price, but their present 
market value was £25,000 higher than that figure. The investments 
ted teen chosen with the greatest care, and on the whole they had 
tumed out well, vet the profits arising therefrom were not so large 
by a considerable amount as they were a few years ago. A sub- 
чаппа! profit, however, was still shown, and when the present 
fuaucial depression had passed away, he hoped their investments 
awid exhibit a more satisfactory increase on their cost price 
than they did at present. The total revenue for the whole 
ánancial year had amounted to £109,004, and after 
dedurting expenses, there was a balance of 468,081, of 
wlich 442.497 had been disbursed in- dividends, £25,000 
шкі been added to the reserve- fund, and there was an 
eased balance in hand of £584. As far as their service was con- 
sred, it had been conducted with great success and regularity. 
eir relations with the allied companies had, as usual, been 
cawedingly good. They were endeavouring to hold their own, 
it the increase of cables across the Atlantic was a matter of very 
"osderable importance. As soon as the German cable was opened 
there would be 13 cables across the Atlantic, and if a shorter section 
‘rts Nova Scotia to the Azores were spanned, there would be 
practirally 14 cables. АП that the company could do in connec- 
tea with their allies was to conduct their cables as best they 


"ші, and endeavour to keep their position as sure as 
айе. With regard to their relations with the Ger- 
бал messages, they had not yet been altered, because 


ыш the contract was, so to speak, at an end, yet messages 
wore still being transmitted over the cable connected with 
tie Aselo-American Company from Valencia to Germany over the 
Gemman cable, but, of course, they could not expect that arrange- 
ment would continue indefinitely. The attention of the board had 
been very closely directed to the matter, and they had had many 
interviews in influential quarters, and trusted that as far as 
posible the interests of the pooling companies would be well 
looked. after. 

Sir Jawes PENDER, M.P., seconded the motion, and the report 
ræ adopted. 


—— M _. 


Crompton & Co., Limited. 


Tex twelfth annual report of the directors, to be presented at the 
zumal general meeting of the shareholders at the City Terminus 
H: tel, Cannon Street, E.C., on 30th inst., is as follows :— 

"The annual statement of accounts made up to March 31st last 
"hows a satisfactory profit for the year of £31,326 19s. 6d. After 
providing for debenture interest, payment of interim dividend, and 
«ther items set out in the revenue account, there remains, with the 
«um brought forward from last year, a balance of £24,636 14s. 10d. 
Th- directors propose to set aside the sum of £2,500 as a provision 
ют desitful debts, to place £12,000 to the reserve fund, to pay а 
diridend at the rate of 9 per cent. per aunum for the half-year, free 
" income-tax, making, with the interim dividend paid in January 
at. 14 per cent. for the year, and to carry the balance, £3,729 
lms lid. forward. With the above addition of £12,000 the reserve 
‘ind will now stand at £25,046 9s. 9d. The directors propose to set 
“ce from this account a sum of £5,000 as a special contingency 
"ini. to provide for any possible shrinkage in the value of iuvest- 
menta, to write off £5,000 from the goodwill account, £5,000 from 
Uwe pstents account, and £3,000, balance of the cost of establishing 

i Lleetrie cooking department, carrying the balance, £7,046 9s. 9d., 
swear. The whole of the 21,902 shares, offered for subscription 

July last year, were taken up, and the premiums have been 
rame to the reserve fund. The board have purchased an addi- 
ral 10} acres of freehold land adjoining the site of the new 
‘ures, They have considerably extended the main shop at these 
‘res whieh is now being equipped with the necessary machinery, 
111 have also erected a detached pattern store. The business of the 

“pany continues to progress in a most satisfactory manner, and 
= order book is very full. The Chelmsford Electric Lighting 
~cupany have hitherto been occupying a portion of the old works 
st Chelmsford for a geuerating station ; a formal conveyance of the 


freehold, together with the plaut and machinery therein, has now 
been made to the company, thereby nominally increasing the invest- 


ment in that undertaking, the full amount of which is set out in the 


accounts. The administration of that company has been thoroughly 
re-organised during the past vear, and it is believed that the results 
fur the current year will show very considerable improvements. 
This undertaking, which is owned by Crompton & Co., Limited, is 
earning a moderate but steadily increasing revenue, and the directors 
are of opinion that this improvement will continue. In uccordauce 
with the articles of association Mr. John Trotter retires from the 
board of directors by rotation, but offers himself for re-election. 
The auditors, Messrs. J. H. Duncan & Co., also offer themselves for 
re-clection.” 


City and South Condon Railway Company. 


THE directors’ report for the half-year ending June 30th, 1900, to be 
submitted to the half-yearly meeting of the company, to be held at 
Winchester House, E.C., on Tuesday, July 31st, at 12 o'clock noon, 
reads as follows :— 

“The receipts from all sources for the past half-vear have 
amounted to £35,144 18s. 9d., and the cost of working hns been 
£20,860 12s. 8d., leaving a profit of £14,284 5s. 6d. Inclusive of the 
balance brought forward from December 31st last, the net revenue 
account shows an aggregate total of £18,366 12s. 2d. After making 
provision for the debenture stock interest, a balance remains 
available for dividend of £13,215 4s. 7d. Out of this sum your 
directors recommend that the full dividend of 5 per cent. per annum 
be paid on the preference stocks, 1891, and four months on those of 
1806 (the other two months being charged to capital as authorised), 


‘and that a dividend at the rate of 14 per cent. per aunum be paid 


upon the consolidated ocdinary stock, leaving a balance of 4778 
2s. 11d. to be carried forward to the next aceount. The following 
table shows the number of passengers, exclusive of season ticket 
holders, carried since the opening of the railway in each half-year :—- 


— =e — — — — — 
Number of ; 
а Receipts В 
Half-ycar. F (including 


ticket holders). season tickets). 


£ в. d. 
Ended December 81st, 1890 (11 days) 165,000 1568 B 9 
„ June80tb,189]..  ..  .. 2,412 843 19403 6 9 
„ December 3151, 1891 .. ва 9,749,055 19,798 16 6 
„ June 80th, 1892... © TE 2,813,162 20,931 4 2 
„ December 3156, 1892 .. T 8,117,F03 22.00 17 5 
„ June goth, 1*93.. jd TE 8,146,656 22,158 9 
„ December31st,1898 .. .. 8,093,351 22,067 14 10 
„ JuneS30th,1R94.. — .. 9,353,164 28.564 10 6 
» December, 1894 és 8,275,649 23,540 12 4 
„ June o0th, 1895 .. T 8,113,199 23,714 Е 8 
„ December 31st, 1895 .. 8,172,438 23.70 8 7 
„ June goth, 1896. | 3,19 ›,67@ 24,021 13 0 
„ December 3lst, 1896 .. 8,364,480 25,456 6 9 
„ June 30th, 189 7. | 8,437,410 26,03 8 6 
„ December 8156, 1897 .. T 8,337,861 25,473 12 10 
„ June Both, 169898. 3,178,977 96,156 16 4 
„ December 8156, 1€98 .. 8 8,162,814 26,319 14 10 
» June 30th, 1899.. EN 3,510,098 26 749 
„ December 81st, 1899 .. 8,412,012 96,197 14 10 
» June 30th, 1900 . T 4,169,717 81,608 
—— КОР 
Total since the opening of the line. | 61,872,980 £468,412 9 7 


—— nt MM — — — M MÀ — M À— M —À ——ʃ 


Your directors regret the diminution iu the dividend, which is 
largely attributable to the increase in the debenture and preference 
charges before the recently opened extensions have had time to 
develop their traflice. There has also been a considerable increase in 
the cost of coal, wages and materials. Your directors have the 
pleasure to report that the extensions to Moorgate Street and 
Clapham Common were opened for traflic on February 26th and 
June 4th respectively. The receipts havé already been consider- 
ably augmented, and are steadily improving. The extension to 
Islington is being rapidly proceeded with, and it is hoped will be 
ready for opening about March next. Both tunnels are nearly 
completed, aud the stations are progressing. The Central Loudon 
Railway not having vet been opened for public tratie, the joint sub- 
way constructed for the exchange of trattie between the two com- 
panies at the Bank station has not been brought into use. The joint 
subway with the Brighton Company at London Bridge is in course 
of construction. The importaut additions aud alterations at the 
generating depot, alluded to in previous reports, are practically com- 
pleted, and the further plant required for the Islington extension 
is in hand. In preparation for the opening of this portion of the 
line 10 additional locomotives have been ordered. 

* Paurliamentary.-—-The Bill promoted by this company in the pre- 
sent session has received the Royal assent. The consent of the 
proprietors was obtained to au arrangement between this company 
and the Baker Street and Waterloo Railway Company, who аге 
obtaining powers to extend their line to the Elephant and Castle 
Station, where it is proposed to have a subway communication 
between the two systems, which will, it is hoped, result а large 
exchange of traffic. The iuterests of your company are fully pro- 
tected. 

“City and Brirton Railway.—At the extraordinary meeting reso- 
lutions will be submitted varying the present agreement with the 
City and Brixton Company, with the view of facilitating the raising 
of the capital of that compauy. 

* New Offices. The station buildings at Moorgate Street. being 
nearly completed, the offices of the company will be removed there 
immediately. The upper floors of the building have been let at 
remunerative rentals. It is proposed to redecorate and otherwise 
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improve the present offices at 46, King William Street, with a view 
to letting them until they are taken over by the City and Brixton 
Company. 

“It is with much regret that your directors have to report the 
death of their colleague, Mr. Sampson Hanbury. He had been a 
director of the company from its formation, and took a very earnest 
and active interest in its affairs. The dividend warrants will be 
posted on the 8th prox." ; 


The Edison & Swan United Electric Light Company, 


Limited. 


THE seventeenth annual report of the directors, for the year ending 
June 30th, 1900, to be presented at the annual general meeting at 
Cannon Street Hotel, on the 31st inst., states that the profit and 
loss account shows a credit balance of £43,388 18. 5. 
Providing for the interest upon the debenture stock, there remains 
a balance of £29,208 11s. 11d., available for distribution. An 
interim dividend at the rate of 6 per cent. per annum having already 
been paid in respect of the half-year ending December, 1899, a 
further payment, at the rate of 6 per cent. per annum, for the 
second half is recommended, making the dividend for the book year 
6 per cent. per annum, the balance of £6,199 18s. 5d. being carried 
forward. The issue of the £100,000 5 per cent. second debenture 
stock was duly made and fully subscribed. A quotation has been 
granted by the Stock Exchange. James Staats Forbes, Esq., and 
the Right Hon. the Earl of Lichfield, retire by rotation from the 
board, and offer themselves for re-election. Messrs. Welton, Jones 
and Co., the auditors, offer themselves for re-election. 


British Electric Transformer Manufacturing Com- 
pany, Limited. 


THE report of the directors for the year ending June 30th, 1900, to 
be presented at the general meeting at Faraday House, August 3rd, 
states that after paying all manufacturing costs and expenses of 
administration, and providing for repairs and depreciation, there 
remains a net profit of £6,184 8s. 9d., which, with the amount 
brought forward from last year, makes a present total available 
balance of £6,421 17s. 10d. The board propose to deal with this as 
follows:—By payment of a dividend, at the rate of 10 per cent. per 
annum, on the subscribed capital (one-half of which was paid as an 
interim dividend on February 9th, 1900), and a bonus of 24 per 
cent. for the half-year ending June 30th; by carrying £2,500 to 
reserve fund ; and carry forward £1,802 5s. 5d. As the lease of 
the present works expires next year, the board are negotiating for 
the purchase of land for the erection of new works near to London, 
which they expect to be able to erect and equip without increasing 
the present capital The business continues to show a steady rate 
of progress. The retiring director is Mr. R. Stewart Bain, who is 
eligible for re-election. "The auditors, Messrs. Monkhouse, Stoneham 
and Co., also retire, but offer themselves for re-election. 


Rand Central Electric Works. 


THE report of the directors of the Rand Central Electric Works, 
Limited, for 1899, to be presented at the ordinary meeting to be 
held in London on 31st inst., states that as a consequence of the war 
communication with Johannesburg has for some time been exceed- 
ingly difficult, and at times altogether impossible. Business and 
mining work were brought to & standstill early in October of last 
year, and as the company depends for its revenue upon these 
sources, it must be considered a favourable feature that it was at 
least able to pay its expenses during the last quarter of the year 
under review. The total revenue received amounted to £50,674, as 
compared with £43,208 in 1898, and the working costs to £49,834, 
as compared with £48,951 in 1898. The profit thus amounts to 
£840, of which £84 is carried to reserve, against a loss of £5,742 
made in 1898. The receipts for power supplied amount to £49,640, 
. against £42,723 received in 1898. Under normal circumstances, and 
calculated on the possible output of power contracted for, the receipts 
might have been £10,000 to £15,000 in excess of the amount now 
shown, as the installed power rose from 1,845 to 2,2194 н.р. 
Negotiations for further power contracts were in progress when the 
war broke out, and after the conclusion of peace they willbe taken 
up again. A further expenditure of £1,375 was made to increase 
the water supply. Under the equipment contract Messrs. Siemens 
and Halske guaranteed that the profits of the company 
should be sufficiently large to provide dividends at 
6 per cent., 8 per cent., and 10 per cent. per annum respec- 
tively for 1897, 1898, and 1899. The necessary amounts to 
provide the guaranteed dividends for 1897 and 1898 were duly paid, 
and the one now under consideration is due ; but in regard to the 
profits for 1899, Messrs. Siemens & Halske claim a partial release 
on account of the hostilities in South Africa, constituting a case of 
force majeure. After lengthy negotiations with Messrs. Siemens and 
Halske, the board has arrived at a basis of adjustment in respect 
of the profits of 1899. The directors propose to relieve the 
contractors of the necessity for paying £7,371. Under this arrange- 
ment there will be £22,628 available for distribution. The directors 
propose a. dividend of 74 per cent. for 1899, payable when and во 
soon as-the necessary payment by Messrs. Siemens & Halske is made. 
Mr. R. Charubin has resigned his scat on the board in consequence 
of his removal to the Continent, and a further vacancy has occurred 
through the death of Mr. A. Barsdorf. Mr. G. von Chauvin has 
been elected to fill one of the vacancies. 


— 


British Columbia Electric Railway Company, 
Limited. 


Mr. R. M. Horne Payne (chairman) presided on Wednesday over 
the fourth ordinary general meeting of the above company, held at 
the Cannon Street Hotel, and said that as he had recently addressed 
them at considerable length on the business of the compauy, and as 
the heat was so oppressive, he would formally move the adoption 
of the report (which appeared in the ELECTRICAL REVIEW of last 
week). 

Mr. A. C. MITCHELL seconded the motion, and it was carried 
without discussion. 


An extraordinary meeting followed, at which the following resolu- 
tion was carried :—'''That the articles of association be altered by 
the substitution of the following article for Article 89: The directors 
shall be paid out of the funds of the compauy by way of remunera- 
tion for their services in each year the following sums, namely :— 
The director who shall for the time being act as permanent chairman 
of the board shall be paid the sum of £200 per annum, aud each of 
the other directors shall be paid the sum of £133 per annum, and in 
addition to such annual sums the directors shall be entitled to a sum 
equalto £10 per cent. of the profits of each year after paymentthercout 
of a dividend of 5 per cent. per annum on the issued capital, such 
percentage to be divided among them in such proportion and 
manner as the directors may determine." 


The Alderley and Wilmslow Eleetric Supply, 
Limited. 


THE fifth annual general meeting of shareholders was held last 
Friday. 

The CHAIRMAN of the board (Mr. F. E. Gripper), in presenting 
the accounts, explained that the works were opened on October 5th, 
1899, at a cost of £16,074. The number of lamps connected at this 
time was 438 8-C. P., and at the end of December, 1899, these had 
increased to 1,223; the number of consumers was increasing daily, 
and it was anticipated that by the end of the present year 3,000 
lamps would be connected. The “free” wiring system had been 
adopted by the company. The prepayment system had also 
been taken up by the company, and consumers were now 
enabled to have “penny-in-the-slot” meters supplied to them. 
The need for the insertion of a coin in the meter for a fresh supply 
was noted by the dim burning of tlie lamps, the light not being 
extinguished as in the case of gas meters. Regarding the negotia- 
tions with the Urban District Council of Wilmslow for the supply 
of light to that district he felt that the terms offered by the com- 
pany to the Council were most favourable, and he anticipated that 
an interview would be arranged with the committee to further 
discuss the matter. The resident engineer reported that Dr. Wilde 
had been and was conducting a series of experiments with his new 
search light, which caused a large strain upon the works of the 
company, but the supply was found equal to cope with it. The 
light,a very strong one, was seen for many miles around. The 
retiring director, Mr. F. E. Gripper, was re-elected. 


Aluminium Company, Limited. 


ACCORDING to the Times, the report of the directors to be sub- 
mitted to the meeting on the 26th inst., at Cannon Street Hotel, 
E.C., for nine months ended March 31st shows a profit of £19,684. 
After deducting debenture interest and other charges, the net 
profit is £13,508, which, with £5,501 brought forward, makes an 
available balance of £19,009. The directors recommend a dividend 
at the rate of 15 per cent. per annum for the nine months, which 
will absorb £7,312, leaving £11,697 to be carried forward. . The 
alteration in the financial year and date of making up the accounts 
is in consequence of a working agreement which has been entered 
into with the Cassel Gold Extracting Company, Limited. 'The 
directors have considered proposals made for the amalgamation of 
this company with the Castner-Kellner Alkali Company, and they 
have entered into a provisional agreement for the sale to the 
Castner-Kellner Alkali Company of all the property of this com- 
pany other than the shares of the Castner-Kellner Company held by 
this company. The report of the meeting will appear in our next 
issue. 


Eastern Telegraph Company, Limited. 


THE fifty-sixth half-yearly general meeting of the shareholders of this 
company was held on Thursday of last week at Winchester House, 
Old Broad Street, the Marquis of Tweeddale presiding. 

The CHAIRMAN in proposing the adoption of the report, said that 
the gross revenue for the half-year amounted to £543,683, being an 
increase of £50,180. Analysing the receipts they found there had 
been an increase generally in the traffic, but more especially in that 
from South Africa. India, however, again showed a decrease as 
compared with the corresponding period of last year of £3,500. The 
total ordinary expenditure for the half-year amounted to £128,072, 
being an increase of £5,511. The expenses attending repairs ahd 
renewals to cables amounted to £27,939 as against £34,520 last year, 
or a decrease of £6,581. That was to a large extent due to the extra 
credit received on account of the hire of their ships by other com- 
panies and Governments. A further reduction from 4s. 9d. to 4a. 
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per word had been made in the tariff between Europe and the 
tories of South and Western Australia aud Tasmania which came 
пм» operation last May, and the agreement with the Colonics 
provided. for further reductions under certain conditions to a mini. 
тои of 28 Gd. per word. Substantial reductions in the tariff 
'»tween the coutracting Colonies and South Africa would also come 
inte. operation. when the new cables between Durban and Perth 
vere completed, Further reductions would also take place 
m tbe tariff between Europe aud the Cape in accord- 
ane with arrangements made between the company, the 
Кола Government and the Governments of Cape Colony, 
Natai, and others interested. Negotiations were also in 
nmm for a reduction in the tariff between Europe and India, 
wd tae delay in the arrangements had been caused by the fact that 
ine carious administrations interested in the tariff had under the 
unte of the International Telegraph Convention to be first 
^r-ulted. As far as their company was concerned, they had con- 
ested to a reduction from 4s. to 28. 6d., and a further reduction to 
A. under certain conditions. That company, therefore, was in no 
rsy responsible for the reductions not yet having been given effect 
& The effect of those important reductions would doubtless be to 
usresæ the volume of the traffic, but it must be remembered that 
tues onld only earn the same amount of revenue in the future as 
thes Lad done in the past by performing a much greater amount of 
«irk. That, in ite turn, necessitated a larger staff, and a consequent 
ieee of various expenses incidental thereto. Another and more 
itpertant factor which those reductions in tariff meant was an 
aiditigual outlay for new cables. The reduction of rates and in- 
read cable capacity were very closely connected, and considering 
the cnormuus entlay involved in laying new cables, reduction in 
nic must Only be done gradually, and with the utmost caution, as 
a ~wunderable time must necessarily elapse before the traffic 
developed sufficiently to give a fair return on the additional expen- 
ditue. Whatever might have been said to the contrary, the history 
of the company had proved that wherever the traffic had shown suffi- 
rient ans of expansion they had always been ready to meet the need. 
The company had now reached a position which it might be justly 
prod of, and he thought it must be admitted by all those who had 
watched its progress that its present prosperity was the result of 
careful and judicious management, and it was by that means that 
that financial position had been arrived at which made it possible for 
tam to undertake the responsibility of expending large sums on 
pew cables. A charge had been made against the company that the 


v khulders had received excessive dividends, but in bis opinion 


the amount distributed by way of dividend could not fairly be held 
to te unreasonable considering the peculiar nature of their property. 
Th: amount distributed on the capital of that company and the 
Festen and South African Company —of which they hold the whole 
of the share capital--was a little under 54 per cent.—5 43d. per 
em. With regard to the amount of their reserve fund, it was held 
by those responsible for the management that the buainess of a sub- 
marine telegraph company could only be adequately conducted by 
sufficient provision being made for depreciation, so that cables could 
œ mnewed as they wore out and additional cables could be 
laid as required without creating heavy additions to the 
aptal account; and it was only by adhering to that policy that 
freer reductions in tariffs could be made. Since the early part 
d at year their company and the Eastern Extension had 
cared liabilities for new cables amounting to over £3,200,000. That 
sz tbe 28th complete year of the existence of the company, during 
«^r time wonderful developments had taken place in submarine 
telezraphy, and he was proud to be able to say that the company now 
A. in a better position both financially and from the point of 
tee of ef&cieney than it ever did. The noble marquess then gave 
a ert history of the company from its commencement in 1872. 
He mid it started with a capital of £3,397,000, which had increased 
t» 7.202.098. In 1872 the gross revenue was £376,922 ; last year 
u amounted to £1,018,634. The amount distributed among the 
oplinary stockholders last year was the same as in 1872. Not very 
lung age the stockholders were somewhat startled by reports which 
appeared as to the developments of wireless telegraphy and the 
probability of its displacing submarine cables. Without discounting 
tle usefolness of wireless telegraphy under certain conditions, he 
weled to say that he still held the opinion which he expressed some 
Cine ago, that instead of becoming a rival to their system, it might 
jelly form a useful adjunct under certain circumstances. The 
direvtors had subscribed to the Transvaal War Fund, the C. I. V. 
Fd. and the Indian Famine Fund, and since the report was 
rd they had given an additional £500 to the Indian Famine Fund, 
ic-;nz sure that in so doing they would be consulting the wishes 
uf ne proprietors. In conclusion, the chairman said that that would 
tw the last time he would occupy the chair at the meetings, because 
ling vears, together with an increase in the business of the 
fipany, rendered it desirable, in his opinion, that the chair should 
le alld by a younger man, and he was glad to say the board had 
sprcinted Sir J. Wolfe Barry to succeed him as chairman of the 
:tipany. 

sur J. Woure Barry, in seconding the motion, expressed the 
@!i<faction it gave him in having been unanimously asked by his 
~.,.eagues on the board to accept the chairmanship, and said he 
= uid be pleased to place his services at the disposal of the com- 
разу, which he considered was doing a work of national import- 
we. 

Mr Nuwrox, in supporting the resolution, referred to the grati- 
б.с: which the proprietors owed to the Marquis of Tweeddale for 
Lis inr services to the company, and said he was pleased to think 
that nithough the Marquis was giving up the chairmanship, the board 
enid still have the benefit of his advice and assistance. 

Tbe report was then adopted, and a vote of thanks passed to tbe 
chmirman for presiding, concluded the proceedings, 


The Globe Telegraph and Trust Company, Limited. 


THE report of the directors, to be submitted to the twenty-seventh 
ordinary general meeting at Winchester House, July 27th, 1900, 
shows that the net revenue of the company for the year ended 
July 18th, 1900, after deduction of expenses, amounts to £198,420 
4s. 1d., and makes, with the balance of £1,091 2s. 9d. brought for- 
ward, a total of £199,511 6s. 10d. From this amount there has been 
distributed the sum of £132,321 10s. 9d. in interim dividends, 
leaving an available balance of £67,189 16s. 1d. The directors 
recommend the payment of a final dividend for the year of 38. per 
share on the preference shares, and of 4s. 6d. per share on the ordi- 
nary shares, making, with previous distributions, a total dividend 
for the year of 6 per cent., less income-tax, upon the preference, and 
54 per cent. net (against 54 per cent. for the preceding year) upon 


-the ordinary shares, leaving a balance of £982 14s. 11d. to be carried 


forward to the next account. During the year the Eastern. Exten- 
sion, Australasia, and China Telegraph Company, Limited, and the 
Commercial Cable Company, have both issued new share capital, 
whica was offered to the shareholders of those companies pro rala 
to their holdings, the former at £13 per share, and the latter at par. 
The full number of shares thus offered has, in each case, been taken 
up by this company, the cost being met by the sale of other securities. 
The name of the Brazilian Submarine Telegraph Company, Limited, 
has been changed to that of the Western Telegraph Company, 
Limited. The 4 per cent. debenture stock of the Western and 
Brazilian Telegraph Company, Limited, held by this company, has 
been exchanged for 4 per cent. perpetual debenture stock of the 
Western Telegraph Company, Limited. In conformity with the 
articles of association, one of the directors, viz., Sir James Pender, 
Bart., M.P., retires, and being eligible, offers himself for re-election. 
The auditors, Messrs. Deloitte, Dever, Griffiths & Co., and Mr. John 
Newton retire, and offer themselves for re-election. 


Anglo-American Telegraph Company, Limited. 


THE directors’ report to be submitted to the half-yearly meeting to 
be held at Winchester House, on Friday, July 27th, at 2 o’clock p.m., 
reads as follows :— 


The total receipts from January Ist to June 80th, 1900, including the balance 
of £1,855 28. 11d., brought forward from the last account, amounted to £186,526 
8s. lld. The traffic receipts show an increase of £982 as compared with the 
half-year ended June 80th, 1899. The total expenses of the half-year, including 
the repair of cables, &., as shown by the revenue account, amounted to £60,784 
ls. 4d., being a decrease of £248 2s. 11d. as compared with the corresponding 
period of 1899. The directors, under the powers conferred upon them by the 
articles of association, have, before declaring the net profits, set apart the sum 
of £17,000 to the renewal fund, leaving a balance of £118,712 7s. 7d. Опо 
quarterly interim dividend of 15s. per cent. оп the ordinary stock, and of £1 
108. per cent. on the preferred stock, was paid on May let, 1900, absorbing 
£82,500, and a second quarterly dividend of 15s. per cent. on the ordinary stock, 
and £1 108. per cent. on the preferred stock, mounting 0 £52,500 will be ņ aid 
on August Ist, 1900. The balance of £8,742 7s. 7d. will carried forward to the 
n account. The cables and landlines of the company are in good working 
order. А 


Prospectuses, 


Ести, particulars will be found elsewhere in this issue of the issue 
of 19,370 five per cent. cumulative preference shares of £5 each, at 
раг, in the Dudley, Stourbridge, and District Electric Traction 
Company, Limited, which is being placed before the public by the 
Electric and General Investment Company, Limited, on behalf of 
the guarantors, the British Electric Traction Company, Limited. 
The share capital authorised is £200,000 in £5 shares, divided into 
20,000 ordinary shares, and the same number of preference shares: 
the whole of the ordinary shares have been issued, and. the present 
issue completes the preference share capital. 

A map is published with the prospectus, showing the tramways 
completed (54 miles iu length) and the light railways which have 
been authorised (114 miles in length). "The working of the tram- 
ways has resulted in a net profit for cach of the last tive years, the 
amount last year being £4,309; the present annual profit is sufficient 
to provide the dividend on the whole of the preference shares, and 
it is anticipated that before the end of the current year 84 miles of 
new line will be working. A large number of contracts and agree- 
ments which have been entered into are tabulated in the prospectus. 

It will be seen that. the undertaking is on sound business lines, 
and there is every prospect of a prosperous future before the com- 
pany; the system of tramways completed and constructing con- 
nects together a number of industrial townships which had a 
population of over 130,000 in 1891, and it is just that sort of network 
that confers such great benefits on the community, and can only be 
satixfactorily undertaken by a company. We wish it every success, 


THE BLACKHEATH AND GREENWICH DisTRICT ELECTRIC LIGHT 
Company, LIMITED, offered for subscription this week £100,000 
(part of an authorised issue of £120,000), 44 per cent. first mortgage 
debenture stock, convertible at par into 7 per cent. cumulative 
preference shares after June, 1905. The list opened on the 23rd 
and closed on the 25th inst. The authorised capital of the company 
is £300,000, divided equally into ordinary shares and 7 per cent. 
cumulative preference shares of £1 each; the capital issued and 
fully paid up is £101,200 ordinary shares. The company's arca 
covers about 15 square miles, and the lamps connected number 
over 10,000 ; the generating station is capable of supplying 80,000 
lamps. The present issue is for the equipment of the area added 
by a provisional order obtained last year, and for general purposes. 
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County of London and Brush Provincial Electric 
Lighting Company, Limited.—'l'hie subscription list opened on 
Tuesday, 24th, and closed on Thursday, 26th inst., for a new issue of 

| £100,000 44 per cent. debenture stock at the price of £108 per cent., 
ranking with the £200,000 stock already issued, and redeemable at 
£115 per cent. iu the event of the voluntary liquidation of the 
company, or ou six mouths попсе‘ Кет December 31st, 1923. The 
matter is in the hands of the Electrie and General. Investment 
Company, Limited. The total authorised. debenture stock. is 
£400,000, of which one fourth remains unissued, The prospectus 
does not set forth the purpose for which the new capital is required, 
but it is stated that the total assets are £917,313 16s. 11d., and that 
the estimated net revenue for the current year from the company’s 
London stations will amount to nearly three times the interest on 
the whole of the debenture stock. The number of lamps or their 
equivalent connected or applied for within the county of London 
amounted on June 30th last to 175,137 8-c.p. lamps. The directors 
have declared an interim dividend on the preference shares 
of the company at the rate of 6 per cent. per aunum, less 
income-tax, for the half vear ending June 30th, 1900, and an interim 
dividend on the ordinary shares of the company for the same period 
at the rate of 4 per cent. per annum, less income-tax, both payable 
on August L5th. 


Notting Hill Electric Lighting Company, Limited. 
After conferring with representatives of the founders" and 
ordinary shareholders, at à meeting on the 17th mst., the directors 
have decided to increase the capital of the company to £200,000, by 
the creation of 10.000 new shares of £10-each, ranking as ordinary 
shares. Thie present issue is to consist of 2,200 shares, at a premium 
of £2 per share, 1.100 of whieh will be offered to the holders. of 
fov aders shares, and the remainder to the ordinary preference and 
the ordinary shareholders. ‘This proportion is to be maintained in 
future issues. An extraordinary general meeting of the company is 
to be held at Winchester House on August Ist. to pass. resolutions 
confirming this decision, 


Liverpool Overhead Railway Company,—The accounts 
of this company for the past half-year show an available balance 
of £14,202, and the directors have resolved. to recommend payment 
of a dividend at the rate of 5 per cent. per annum on the pre- 
ference shares, and 3 per eent. per aunum on the ordinary shares, 
against 24 per cent. per annum on the ordinary shares for the 
corresponding. period last vear. Balance carried forward £4,452 
against £4,320, 


The City of London Electric Lighting Company. 
Limited.— Mr. Joseph Bevan Braithwaite, yun.. of 27, Austin 
Friars, E.C , and Mr. Herbert Samuel Leon, J.P., of Bletchley Park, 
Bletehley, Bucks, have been elected to seats оп tlie board of this 
company. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending July 21st, 1900, were £1,191 7s. 3d.; receipts for corresponding period, 
1899, £1,871 17s. 11d. ; aggregate for half-year to date, £3 241 158. 9d. 


The Bristol Tramways and Carriage Company, Limited.—The receipts for the 
week ending July 20th, 1900, were £3,605 18. 9d.; corresponding period, 
1899, £3,677 Os. 10d.; decrease, £71 19s. 1d. 


The City and South London Railway Company.—The receipts for the week 
ending July 22nd, 1900, 21,411; July ?3 d, 1899, 2564; increase, £517. Total 
receipts for half-year, 1900, to date, 44.294; corresponding period, 1899, 
£2,762; increase, £1,532. Miles open, 1900, 42; 1899, 34. 


The Cork Electric Tramways and Lighting Company, L.imited.—The receip в 
for the week ending Thuriday, July 10th 1900, were £4*9 2s. 5d.; correspond- 
ing week last year, £501 6s. 8d.; decrease, £12 3s. 10d. Total to July 19th, 
1900, £11,083 14s. 2d.; corresponding period last year, £9,894 lls. 5d.; 
increase, £1,194 28. 9d. 


The Dover Corporation Tramways.—The receipts for the week ending 
July 21st, 1900, were £283 Os. 24d.; July 22nd, 1899, £249: s. Od. ; increase, 
£33178. 24d. Total receipts to date, 1900, £5,292 178. 114d.; corresponding period 
1899, £4,969 178. 4d.; increase, £333 10s. Tid. Miles of track open, 1900, 8; 
ion 1 Car miles run, 1900, 5,036; 1899, 4,510. Number of cars, 1900, 11; 
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The Dublin United Tramways Company.—- The receipts for the week ending 
Friday, July 20th, 1900, were as follows:—D. U. T. Co., horse cars, 
£39 ds. 11d. ; ditto, electric cars, £8,987 10s. 3d.; D. В. D. Co., electric сагв, 
£1,301 15s. 9d. ; total, 45,272 10s. 11d; corresponding week last year—D. U. T. 
Co., horse cars, £2,247 58. 9d.; ditto, electric сагв, £1,846 38. 3d. ; D. 8. D. 
Co., electric cars, £1,195 148. 5d. ; total, 44, 779 3s. 5d. ; increase, £193 7s. 6d. ; 
aggregate to date, £14,209 12s. 7d. ; aggregate to date last year, £12,810 5s. 6d.; 
increase to date, £1,489 7s. 1d. The mileage worked is 43 miles electrically, 
1 mile by horses, as against 18 miles electrically, 26 miles-by horses, for 
the corresponding period last year. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
July 22nd, 1900, were £1,751; corresponding week last year, £1,610; increase, 
£141. Total traffics from July Ist, 1960, £6,193; ditto corresponding period 
1899, 44,712; increase, £451. Miles open 6°67 chains. | 


STOCKS AND SHARES. 


Wednesday Evening. 
WiTH the Bank rate raised, rumours of heavy new issues by the 
Governments of this country and India, to say nothing of the heat, 
the Stock Exchange is having a very uncomfortable time. Invest- 
ment stocks are undergoing depreciation in every department, and 
only sellers make their voices heard in the laud. But the actual 
volume of business transacted is in reality very small, and sage 


menibers of Capel Court are prophesying that no advance will come 
until business is brightened by the return of the Autumn, cooler 
weather and the holiday- makers. The Stock Exchange never quite 
loses its optimism, however black may be the momentary outlook. 

The home railway market is passing through the throes of a severe 
slump consequent upon the wretched dividends so far declared, and 
the gloumy tone adopted by the various boards in issuing their 
reports. City and South London stock has been the worst sufferer 
80 far as the electric lines are concerned, the price following up its 
drop of three points last week by a similar performance in the past 
six days Business has been done at 58. Central Londons are 
94—-3 forthe undivided shares. Again we would draw attention to 
the official folly of quoting them at a margin of 10s. between buying 
and selling; but the half shares are both better. Waterloo and City 
is nominally unaltered, but sellers of any amount of stock find some 
difficulty in disposing of it. 

With other railway companies making so poor a showing, it is 
refreshing to find the Metropolitan directors saying almost pleasant 
things in their report. Reference is made to the electrifying of the 
line, but still the company seems to be in no great hurry to intro- 
duce the reform, how urgently needed only travellers on the Under- 
ground this week can testify. The District Railway’s report has not 
yet appeared, but we hope that it will speak more uuhesitatingly 
upon the subject of electrifying the line than does that of its 
brother-in-tuune!s. 

Great Northern and City “A " Preference, now with £7 a share 
paid up, are quoted 5- -7, and the market is sleepier than ever. 

Conspicuous as a feature of the telegraph department is the fall 
in Anglo-American Preferred stock, which was brought about by the 
action of a seller who was incautious enough to expose his hand in 
a weak market. Не disposed of his stock, but at the expense of the 
quotation. "Phe other issues of the Auglo-American Company are 
unaltered on the week, but they have not made up the pound lost at 
the time of the report's appearing. The Deferred stock seems 
unable to raise its head above 12, and the weakness of the “BY 
security naturally exercises a malignant effect over its junior stock, 
Great Northern of Copenhagen have been sold to a small extent and 


mark a loss of a point. The Far Eastern Companies — issues 
maintain their position with firmness, but Eastern Ordinary 


failed to respond to the cheerful tone of the meeting. The retire- 
ment of the Marquis of Tweeddale from the chairmanship of the 
Eastern and the Eastern Extension undertakings exercised no 
influence over the prices, as he retains his seat on the boards. 

That issue of 44 per cent. Debenture stock by the County of 
London and Brush Electric Lighting Company, whose advent we 
forecasted last week, is now appearing, the amount offered being 
£100,000. As we foretold, the issue price is 108, by no means a 
cheap figure when strict trust investments can be obtained to pay 
34 per cent. The prospectus, curiously enough, does not state for 
what purpose the money 15 required. Doubtless in order to help 
the new issue, the company’s existing 44 per cent. Debenture stock 
has been put up a point. The new Charing Cross Preferences fail 
to command any premium, and there are sellers in the market at ба. 
per share above the issue price with no buyers. Details of the 
scheme for raising £100,000 new capital by the Notting Hill Com- 
pany are now published, and await confirmation at a meeting to be 
held on September 1st. 

The City of London Electric has strengthened its board by the 
addition of Mr. J. B. Braithwaite and Mr. H. Leon, both members 
of the Stock Exchange, and both well versed in matters appertain- 
ing to the finance of electric lighting. Mr. Braithwaite, it will be 
remembered, was some years ago on the City of London's board, but 
dissociated himself from it on account of his disagreement with 
the policy pursued by his then colleagues. It will be more than 
ordinarily interesting to notice how the company will progress now 
that he has consented to help in extricating it from its present 
troubles. 

St. James's and Pall Mall Ordinary are harder on the declaration 
of the 10 per cent. dividend, and Westminsters have also improved 
now that the new shares are fairly settled in firm hands. Metro- 
politans are easier, the old story of trouble with the Marylebone 
Vestry being on the carpet again, and Charing Cross Preference 
have also shed a fraction, it being feared that the new issue alluded 
to in the last paragraph may prove a fiasco. 

National Telephones remain at 5. The latest emission is not. yet 
officially quoted, although the special settlement has taken place. 
For the new shares the price is 4 under that of the old, and a seller 
of 500 shares came on the market a day or two ago, possibly on 
behalf of one of the underwriters. 

Buenos Ayres and Belgrano А Preference remain at 5 and the 
"B" at 4}. Anglo-Argentines at 4 are steady. A Foreign Office 
report issued on Tuesday says that a concession has recently been 
granted in Buenos Ayres to run a line of underground tramways by 
electricity between two ends of the city. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Stock 


Е Closing Closing 
— NAME. eX еа | quium | use 
| 1897. | 1898. 1899. 
110,900 African Direct Telegraph, 4 Y Debs. 100} .. |... |... | 99—103 | 99 —103 
125,000 ; Amazon Telegraph 5 Y Debs., Nos. 1 to 1, 250 Red. 100 ian е" ; 85 — 90 85 — 90 
675,520 | Anglo-American Telegraph ... Stock} 3 @ £3 9s. 73/6 59 — 62 59 — 62 
196,240 Do. do. 6% Pref. Stock| 6. 6 | 6 Y 1134—1144 112 —113 
162,240 Do. do. Deferred Stock| .. |18s. Y 41 78. 111— 12} | 119— 12} 
44000 ! Chili Telephone, Nos. 1 to 44,000 5 475 3 is 24— 34 24— 34 
10,000,006: Commercial Cable -- $1008% 8 . . 165 —175 |165 —175. 
1 583,078? Do. do. Sterling 500 ) year 4 4 PTI Deb. Stock Red. Stock} ... js . . 101 —103 |101 —103 
16,000 Cuba 3 | 10 7 |8 75 64— 74 64— 73 
6,000 | Do. 10 % Pref. 10 10 % |10 .. | 154— 164 | 154— 16i 
12,931 | Direct Spanish decidir e due bs 5|4% 4 i 4— 5 4 — 
6,000 Do. do. Сав Pref. .. 5 110 |... i 9 — 10 9 — 10 
90,000 Do. do. at 50| .. E .. 100 —104 100 —104% 
607107 Direct United States Cable ... 20 | 34% | 34% 3 95, | 114— 12 | 114— 12 
11000 Direct West India Cable, 43 Y Reg. Deb. 100} .. | .. 99 —102 | 99 —102 
«000900 | Eastern Telegraph, Ord. Stock .. E Stock 7 % | 7 % 7 % 148 —153 148 —163 
ну Ро. 34 Pref. Stock 8 100 ies .. | 96 — 99 Kd 96 — 99 
Do. Mort. Deb. Stock Red. ... Stock| 4 ris . . 111 —116 111 —116 
py Eastern E Cu 3 and China Telegraph  .. 10 | 7 7% |7 % 141— 15łxd| 144— 15 
Do. 5 Aus. Gov. Sub.) Deb., 1900, red. ann. 
6,700 { drga., reg. 1—1,049, 5 100 | 5 * = P 
Do. do. Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 „ See SS" уун 
Do. 1% Deb. Stock " 5 Stock| 4 112 —117 112 —117 
Eastern and South African Telegraph, 4 % Mort. Deb. 
900,002 5 al 100 100 —103 100 —103 
3000001 Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 18,000 25% ‚ 100 —103% 100 —103% 
180,227 ; Globe Telegraph and Trust ... Тез 10 | 44 54% 54% TAIN 114— 11$ 
190,049 Do. do. 69, Pref... 10 6 6 Ё 15 — 153 | 15 — 154 
150,000 | Great Northern Telegraph, of 1 10 10 123 32 — 34 31 —33 
Halifax and Bermuda Cable, 44 ist Mort. Debs., 
$4,300 within Nos. 1 to 1,200, Red. Jj 100 85 Ens .. | 98 —101 98 —101 
17,000 | Indo-European Telegraph 25 10 $ 10 Ф 10 % | 52 — 56 52 — 56 
1 London Platino-Brazilian Telegraph, 6 % Debs. ... . | 100 |.6 is . . 105 —108 105 —108 
72,680 | Montevideo Telephone, Limited, Ord., Nos. 1 to 72,680 . Ib uu T - 1— 1— 4 
беры Do. do. do. 5 % Pref., Nos. 1 to 86, 492 1414 Ф 4 d» i— 1 1— 1 
pred National Telephone, 1 to 490,000  ... x - vu 5 6 6 5 43 — 54 43— 53 
Do. 6 % Cum. 1st Pref. 10 | 6 @ 6 6 13 — 15 13 — 15 
15000 : Do. 6 % Cum. 2nd Pref. ... 10 | 6 6 6 12 — 14 12 — 14 
250,000 Do. 5 % Non-cum. 3rd Pref., 1 to 250,000 513 5 6 5 — 51 5 — 5} 
2,000 Do. 34 % Deb. Stock Red. Stock 2 34 34 97 —100 97 —100 
171,504 Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1/5 5 5 3— 14 2— 1А 
1000007; Pacific and European Tel., 4 % Guar. Debs., 1to1 000 ... | 100 | 4 @ ise . |100 —103 |100 —103 
11,39 Reuters & 8|5 5 5% 74— 83 74— 84 
3.381 Submarine Cables Trust is м! TN as ..[Cert| ... Side .. {125 —130 125 —130 
$8,000 | United River Plate Telephone > 5 5 6 7 „ 42— 5 4$— 5} 
16,639 Do. do. 5 95 Cum. pref. Nos. 1—16,639 5. ss (5: (ii 5 — 5 5 — 53 
TA? Do. do. 5 % Debs. ... Stock} . 104 —107 [104 —107 
West African Telegraph, 5 Y Debs.... ' 100 | . 97 —100 | 98 —101 
90088 | West Coast of America, Nos. 1—30, 000 and: 53, 00153, 008 Al.. j— 1 1— 1 
10900; Ро. do. 4% Debe., 1—1,500 gua. by Braz. Sub. Tel. | 100 99 —102 99 —102 
388731 | Western and Brazilian Telegraph 4 Ф Deb. Stock Red.. Stock is — ...  |102 —105 
307,990 | Western Telegraph, Ltd., Nos. 1—207,930 . : ..| 101792517 9$ 142—151 xd} 142— 15} 
75,000 Do. do. 5 95 Debs. and series, 1906 100 РР .. . |103 —106 103 —106 
88.321 West India and Panama Telegraph ... .. 10! 939 295, | 89. àd— 2 шы 
34,563 Do. do. do. 6 Cum. 1st Pref. . . | 1016 e jus 64— 74 64— 73 
4,609 Do. do. do. 6 % Cum. 2nd Pref. ... 10 | 6 6— 7 6— 7 
80, Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 102 —105 |102 —105 
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ELECTRICITY SUPPLY COMPANIES. 


19661 Brompton & Kensington Elec. ТА. Бир, Ord.,101to19,761 | Б | 4 в%|т— 8 | 7— 8 | 
12,000 7 % Cum. Pref... 5 7 .. 81— 93 84— 93 
50,000 ` Charing ome and Strand Electricity Supply a 5 7 8 % | 9%] 94— 103 | 93— 104 |... 
$0000. Do do. - do. do. 44%, Cum. Pref. D an we | 5à— 6 | 5—5} | 5 
34,000 Chelsea Electricity Supply, Ord. 5 6 6 65— 71 61— 7} 67 
150,000 Do. do. do. Ф Deb. Stock Red. ... Stock 44 107 —110 107 —110 m 
60,000 ; City of London Electric Lighting, Ord. 40,001—100,000... | 10 10 6 9, 4 8— 9 | в— 9 
ee Do. Cum. Pref., 1 to 40, 000 10 6 6 12 — 13 12 — 13 
Do. Deb. Stock, Scrip. (iss. at £115) all paid | ... 5 о. 122 —127. 122 —127 
40,000 County of Lond & Brush Prov. Elec. Ltg., Ord. 140,000 | 10 | nil | nil 4 ва 94 | 84— 94 | | 
000 | ae do. 6 % Pref., 40,001—60,000 | 1016 9,16 95, ... | 114— 123. | 1143— 123. 
300,000 Do. 44 % Deb. Stock, Prov. Certs (all paid) Rd саб ites 107 —110 108—111 109 
96,100 Edmundvon's Elec. Corp., Ord. Shares T 5 5 7 9 | 44— 5 ха 44— 55 | 
15,000 Do. do. 44 % Ist Mort. Deb. Stock. < 99 —102 xd. 99 —102 | .. 
10500 London Electric Supply Corporation, Limited, puc sid d жы Р 1— 1j | 1— 114 
4940 Do. do. do. do. 6%Pref.| 5 6 96 | — n 8 
30000, Ро. do. do. 4% 1st Mt. Db. Stock Rd. |Stock ine 98 —100 98 100 
85,000 ' Metropolitan Electric Supply, 101 to 62,500 10:69, 595,5 144— 151 14 — 15 143 
2 000 Do. 44%, First Mortgage Debenture Stock. | 44%) ... | 1—14 111 —114 | .. | 
236.000 | Do. 34% Mort. Deb. Stock Red. Stock. 96 — 98 96 — 98 el 
6452: Notting Hill Electric Lighting К m . | 10/6 6 7 154— 164 i 154— 164 a ae 
40,000 St. James 's and Pall Mall Electric Light, Ord. — ... 5 m ч m 134— 144 | 14 — 15 146. life 
30,000 | Do. do. 7 9 Pref., 20,081 to 40,080 | 5 7 7 7 81— 9h 84— OF |... |... 
12000 Smithfield Market Elect. Supply, Ord. . CCC 
50,000 ' Do. do. 4 9, Deb. 100 | 85 — 95 | 85 — 95 | E ge 
65,000 | South London Electricity Supply, Ота. ... uS To ея 39— 44 37— 43 | .. «„ 
| Westminster Electric Supply, Ord., 101 to 80,000... 512% 12% 13 95/12 — 13 121— 134 | 133 123 
ы ect to Fo ti n Liv 1 Stock Exch 
| Une erro ДЫГА erue M pala. | Dividenda pid in dated ыга алаары Быш ted s capit 
marked $ are for a year consisting of the latter pari of one year and the fint part of the next. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL 5 


| Stock m Closing Closing | Business done 
Present Dividends for : 
Issue. | NAME. ав: the last three years. Quotation | Modo | sale ase 150. 
t 1899. Highest. | Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000  ... "s әз 1 10 0% 20 09 "1 23— 34 23— 31 | Зр 3 
90,000 Do. 44 % 1st Mort. Deb. Stock Red. sue ... ‘Stock e. | 96 —101 96 —101 hes ds 
30,000 British Electric Traction Ge + m" ser dh AOR Lus. 6 E .. | 14 — 15 14 — 15 1443} 144 
50,000 Do. do. 6 95 Cum. Pref. : — 10 ак TP 12 — 13 12 — 13 123 138 
200,000 Do. do. 5 % Perpetual Debenture Stock ... Stock| ... is .. 123 —126 [123 —126 125 T 
85, 0007 {British Electric Works Co., Ord. £1 shares, 50,001—135, 00 m" "" i— i i— 1 bun 
50,000 t Do do. 6 % Cum.Pref., 1—50,000 А sof bas a 98 3— + 1— d siete 
500 |f Do. do. 44 % 1st Mort. Deb ..|100, .. un 97 — 99 97 — 99 X 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 ; 5 | 15 %| 15 Y 20 9% 11 — 12 114— 124 |... 
27,500 Do. do. 6% Cum. Pref. Nos. 1 to 27, 000 . 5| 2 - NA 5$— 6łxd| 5ł}— 6} Р 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000  ... i 3| 3 D DI uus 18— 14 1g— 1% 18 
90,000 Do. do. Non- -cum. 6 % Pref., 1 to 90,000 nd 2 6 6% ... 2— 2 2 — 2} 24 
125,000? Do. do. 44 % Perp. Deb. Stock ... ..|Stock| .. m . . 109—114 |109 —114 
50,000 Do. do. 44 % 2nd Deb. Stock Red. .. Stock 99 . . 101 —103 |101 —103 
20,000 Callender's Cable Construction shares, Nos. 1—20 ‚000 ds 5 123% 15 %| 15 E: 13 — 14 13 — 14 
20,000 Do. do. 5 95 Cum. Pref (X wae = ass " : 51— 5 51— 5$ 
90,000 Do. do. 43 95 1st Mort. Deb. Stock Red ... [Sock] ... s .. 110 —114 110 —114 tas 2: 
213,533 | Central London Railway, Ord. Shares eg А bw 10] us Ge - 9 — 93 9 — 94 9y, 9 
61,033 Do. do. Pref. half-shares .. " $A БО Гы " ЕК 41— 44 44— 5 AR 
71,447 Do. do. Def. do. \: 9 е 5 TN 2 4j— 48 44— 5 i d 
855,000 | City and South London Railway  . . . [Stock 13 24%] 14%] 60 — 64 57 — 60 60 m 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . sd ЖОС К oa T А 6— 7 6— 7 eae ч 
32,098 | Crompton & Co., Nos. 1 to 32,098  ... : M 695; 7370 32— 44 32— 4} 
Do. 5 96 1st Mort. Reg. Debs., 1 to 900 of ` Ж 
10300 £100, апа 901 to 11,000 of £50 red E NS aum Li 
99,261 | Edison & Swan Utd. El. Legt., “ A" shares, £3 pd. 1 to 99,261 5 6 V 6% 6 2 — 24 2 — 24 2 
17,139 Do. do. do. “А” Shares, 01 — 017,139. 5 6% 6% 6 5 33— 44 34— 44 
344,023 Do. do. do. 4% Deb. Stock Red ... | 100 { ge 91 — 93 91 — 93 
112,100 | Electric Construction, 1 to 112,100 ... Mig 2| 6 6 6%| 2 — 24 2— 2} 
25,000 Do. do. ; Cum. Pref., 1 to 95 000. 2 2| 7 7 n — 8: 3 — 8 
140,300 | По. do. Perp. 1st Mort. Deb. Stock ... [Stock : ied . . 1103 —106 102 —105 
9,6007 Greenwood & Batley, " % Cum. Pref., 1 to 9,600 . ae MY OGY, 7T 55] 7 7 | 10 — 11 xd 10 — 11 
30,000 | Henley’s (W. T. v a Works, Ord. .. 75 as 5 | 12 %| 14 15 95! 13 — 14 13 — 14 
30,000 Do. do. 44 Y Pref. ... 5 7 7 5]— 52 54— 54 
50,000 Do. do. do. 44 Mort. Deb. Stock... Stock 44%... 110 —114 110 —114 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works . . 10|10 9$| 10% 21 — 22 21 — 22 УС 
300,000 Do. do. do. 4%1st Mort. Deb.. ... | 100 st sass `... $100 —103 101 —104 1034 
37,500 Liverpool Overhead Railway, Ord. ... was =. | 10 347 33 32%| 91— 98 91— 98 ag 
10,000 f Do. do. Pref., £10 paid PN 385 10 5 Y 5 5 95| 131— 134 13 — 134 — 
37,350 | Telegraph сао and Maintenance... ... 12] 15 15 15 „ 35 — 39 35 — 39 37 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 ..|100| .. . . 1101 —104 101 — 104 Te 
20,000 | Telegraph Manufacturing, о Nos. 1 to 20,000 ...: э 8 96 12 95| 104— ni 10 — 11 103 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20, 000.. 5| uus 54— 54— 5j 58 
540, 000/! Waterloo and City Railway, Ord. Stock — ... 100 3 9% 3 % 94 — 97 93 — 96 | 
| | 
t Quotations on Liverpool Stock Exchange. 1 Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 
*Birmingham Eieeuto Supp! ‘op eben £5 (fully ) 8—10. ce "d htebridge Hleotric Lighting, Ordinary Shares £5 (fully 
Brompton: and K Debentures of 2100, 104—106. pato 1st ference Cumulative 6 %, "£5 у Cally „7 —9%. De- 
Oldham, Ashur Bres Wir E 1 1410 pal), bra, 174—184, "TP sire 10-10 paid), 1. V 
am an e , Parker, . 
Do. do. Pret. (£10 pd), 10—11, 
| * From Birmingham Share List. Bank rate of discount 4 per cent. (July 19th, 1900). 
MARKET QUOTATIONS, Wednesday, July 25th. 

CHEMICALS, &c. | This week. | Last week. Ine. or Dec. | METALS, &o, (continued.) This week. | Last week. Ino. or Dec. 
S| — | — MM 
a Acid, N m .. per ewt. 5/- bj- | Е g Copper Sheet 805 27 es рег ton £83 10 £89 | 10s. ine. 
a „ Nitrio E .. per cwt.| 22j- .. 22) ' чи 9 „ Rod .. per ton £8810 £88 : 10s. inc. 
a „ Oxalio .. .. .. perowt. 89 89/. | € „ (Electrolytic) Bars .. perton| £8210 £81  ' £110 inc. 
а „ Bulphuric.. = .. рег cwWt. 5/6 5/6 i | ё 3 5 eets per ton £90 £90 , $3 
a Ammoniao, Sal .. per cwt. 89;-. 89/- ёз .u "E Rod .. per ton 284 | 284 ! : 

а Ammonia, Muriate (orystal) . per ton £33 £33 | e s эз H.C. Ware per lb. n y» , 
.. per ton £80 £80 | f Ebonite Rod .. T га .. perlb j- /- | E 
@ Bleachin powder = .. рег ton £7 £T | Jf n Sheet Е ES .. per lb. 5/- 5 / | g 
a Bisulphide of Carbon .. .. per ton £165 £15 & German Silver Wire .. per lb. 1/6 1/6 d 
a Borax m P» .. per ton £17 £17 | | hGutta-percha fine .. ix .. per lb. i 8/- to 8/6 . | Bos 
a Bensole (90 %) A ЗР .. per gal. LUE 77 i | k India-rubber, Para fine .. .. per 1. | 8/10 to 4/- (8/104 to 43 44. dec. 
a ^ 50 ).. "e per gal /6 5/6 | | i Iron, Charcoal Sheets .. per ton £18 £18 mt 
a Cop Sulphate per ton £25 10 £25 10 i „ Pig (Cleveland warrants) . per ton 69/6 68/6 Is. inc. 
a Lead, Nitrate . " .. per ton £25 £25 | | i „ Forgings, according to size per ton] From £11 From £11 un 
а „ White Sugar... .. рег ton £81 £3 | i n Soran, eavy. .. per ton 70/- to 72/6 | 70/- to 72/6 i 
a 15 oe a 9. per юп © en ks | | 4 „ Wire, galvanised No.8 .. per ton M i zn б М S dec. 
te r gal. / o |! . to 
a Naphtha, Solvent (90% 2216020). per gal. | 5/6 %% J # Lead, English Ingot — .. Per ton “gigs 1717 12 6 128. 6d. inc 
a Potash, Bichromate, іп casks.. per lb. 9. 84d. | mM g 5 Sheet ie .. perton| £18 15 £18 15 Vus 
а » Caustic (75/8095) .. per ton £ £24 | -" | т Мапрапїп Wire No. 28 .. per lb. 8/- ` 8- 
„  Bisulphate ..  .. perton £935 £85  ' | g Mercury per bot.“ £9 10 £9 10 
à Shellac... .. , per cwt. 68/- 68/- | d Mica (in original cases), small per lb. 3d. to 94. | 34. to 9d. 
a Salphate of Magnesia . .. per ton £4 10 £4 10 | d „ is ES medium perlb.! 1/9 0 2/9 | 1/9to 2/9 Йй 
a Sulphur, Sublimed Flowers .. per ton 6 £6 | | d ; large .. per Ib. | 8/8 to 7/8 | 3/8 to 7/3 e 
a y» Lope e .. per ton £5 10 £5 10 p Phosphor Bronze, plata casti per Ib. 1/1 to 1/4 l/ltolj4 eek 
a o» .. per ton 5 £5 p с rolled bare & го в per Ib. 116014 | Witol4 | l] 
a Soda, баро (white 70 %) .. per ton £10 15 £10 16 | р " strip sheet per lb. | From yi From 1/8 
a „ Crystals. .. per ton £3 £8 | о9о Platinum per o'z. £8 13 6 £3 18 6 
а, Bichromate, cask s per Ib. 814. vid pP Silicon Bronze Wire ; per lb. 10jd. to 1/1 юа to "t 
| 4 Steel, Magnet, постав todese’p'n n per боп! From £15 £40 zd 
l | | 00686 » „ in bars 458 „з i es 
METALS, &c. | | g Tin, block .. © se .. рег ton to Um 1 4147 £1 ine. 
, Aluminium Wire, in ton lots.. per ton 4224 2224 | 9 » foil . po .. per lb. 179 1/9 aie 
Sheet, in ton lots per ton £191 4191 ! a „ wire, Nos. 1 to 16 per lb. 1/9 1/9 A 
р Babbitt's metal ingots. . .. per ton | £80 to 150 | £80 to £150: p White Anti - friction Metals — | 
с Brass (rolled metal ?" to 12") basis perlb. | . 171d. | m „White Ant" brand. per ton] £40 to 470 £40 to £70 | a 
„ Tube (brazed) .. per lb. 10d. | 104. - J Yarns, Cotton, Sin le 101b b'ndl's per Ib. 8id. 8kd. D 
ёс ж » (solid diem) .. per lb. d. d. i ы j „ Best Flax, x5 .. per lb. 64. 6d. | ч 
» Wire, basis .. per lb. rH | а. | 7 | Jj „» Hemp, 8 ply 10 ‘ibs. .. per Ib. d. i 51 | 
бш: Tubes (brazed) .. per lb. jd. 1144. NE j i? „ Russian, 10 lbs. .. per lb. 58d. | 5 29 M 
„ (solid drawn) .. per Ib. па. 11а. | ©з Jute, 180 ibs. rove per ton £14 M 
i Copper Bars (best selected) .. per ton | £88 10 £88 10s. inc. | i Zine, Sh’ t. (Vielle Montague ond. ) per Юю £24 5 nett. n 3 aie | "m 
a Messrs. G. Boor & Co. f India-Rubber, G.-P. and Teleg. Works , (k Messrs. Morris Ashby, Limited. 


; b The British Aluminium Co., Ltd. : Messrs. James & Shakspeare. (Co.,Ltd. . т Messrs. W. Т. Glover & Co., І, 
шш ти be c Messrs. Thos. Bolton & Sons. кыт лы Messrs. Jackson & Till. iere gs n Моа Р. Ormiston & Sons. m 

P У |4 Messrs. F. Wiggins & Sons. supp У | i Messrs. Bolling & Lowe. supp У | o Messrs. Johnson, Matthey & Co., Lt 

e Messrs. Frederick Smith & Co. | j Mesars. Henry C. Yeo & Co. p The Phosphor Bronze Company, Lit 
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INSTITUTION OF ELECTRICAL ENGINEERS. 


ALTERNATING CURRENT INDUCTION MOTORS. 
By A. C. EBORALL, Associate. 
“Paper read May 17th, 1900.) 


Is the following paper some practical points connected with the 
construction, design, and performance of modern single and poly- 
induction motors are first considered, and then follows a brief 
qexiderstion of some recent developments in this branch of elec- 
tim] engineering. The author originally inteuded to submit a 
Фе paper ou starting devices for siugle-phase motors, but it after- 
wards occurred to him that it might prove of interest to bring up 
the whole qnestion of alternating current induction motors for dis- 
tion, as the subject is of considerable interest to many, and has 
leen somewhat neglected in this country up to the present. 
On the other hand, some apology is needed for presenting such a 
to the Institution, because there is little that is really new in 
this branch of electro-technics. 


PART I. | 
THE CONSTRUCTION OF INDUCTION MOTORS. 


е dronwork.—The design of the ironwork, that is, of the stator 
and rotor cores, motor case, bearings, &c., is the same for all motors, 
ungle or polyphase, because a single-phase motor is practically a 
a motor running on one phase.* The general design of all 

ion motors with regard to the case and bearings is fairly 
wuform with all makers. Up to 100 H.P., and for pressures not 
exceeding 1,000 volts, all standard motors are semi-enclosed, the 
stator core discs being built up inside a cast-iron case, and the bear- 
ings carried on open end shields. Thus the motors are virtually 
without bedplates. Bearings are always provided with ring or chain 
elers, and the sleeves are of gun-metal for the small sizes and of 
Babbitt metal for the larger sizes. Shafts are frequently case- 
hardened in the neck aud afterwards ground truc. 

For larger motors than 100 H.P., and for voltages above 1,000, a 
more open construction is employed, involving the use of a bed- 
piste, to which the stator case and the pedestals are bolted. In this 
ease the bearings are usually spheri With large motors, great 
care has to be taken to keep the bearings absolutely rigid with 
regard to the stator case, on account of the relatively small air gap. 
For instance, for a 300-н.р. induction motor running at 200 revolu- 
per minute, at 40 cycles, the diameter of the rotor works out 
about 8 feet, and the air gap (iron to iron) would not exceed 
inch. With such a motor it is absolutely necessary to stiffen 
pedestals by means of arms radiating from them and bolted to 
stator case. | 

Stator stampings are usually not less than 20 mils in thickness, 
ged are built up with or without insulation between them. 
Ventilating ducts are usually provided in the core for all sizes above 
War. Botors are built up from stouter stampings, which need 
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ever be insulated ; ventilating ducts in them need not be provided 
for motors less than 50 H.P., on account of the absence of iron loss 
im the cores of any appreciable amount. 

The windings for both stator and rotor must always be iron-clad ; 
that ia, the cores must be provided with holes or slots. In fig. 1 are 
illustrated some typical forms of stator holes and slots. 

The form marked a is the well-known Brown rectangular hole; 
that marked в із used by Messrs. Kolben & Co.; that marked c is 
the usual used in Germany; those marked р and E are 
American forms, while finally, the slot marked F is generally used 
ia the motors built by the author's firm. The greatest winding space 
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* While this is perfectly true, and although the general construc- 
боса! lines are similar in each case, it must be borne in mind that 
faz greater care has to be taken with the design of a single-phase 
motor than with that of a polyphaser if the best results are to be 
elxained. The bad effects of magnetic leakage are felt far more 
with the former than with the latter, and the performance of the 
motor is affected by apparently insignificant details of design. How- 
ever, a very good polyphase motor will make a fairly good single- 
phase motor, as a goneral rule. 


is given with squarc-topped slots—the bottom of a slot or hole is 
best kept rounded, as it produces a more even pole. 

The arguments for and against the use of holes and slots are ах 
follows:—With the employment of a hole-winding, the magnetising 
current of the motor is reduced to a minimum, because the inner 
periphery of the stator is smooth all round, aud consequently the 
area of the air-gap is as large as possible. But if the small iron 
bridges at the bottom of the holes are more than mere shreds of 
metal, of the thickness of paper, there is considerable magnetic 
leakage across them, which may greatly affect the performance of 
the motor. In order to prevent this leakage, not only have the 
stator core discs to be tooled after being built up, that is, a cut has 
to be taken off the bore of the stator, but the interior of the holes 
has to be filed, and so the iron losses are unavoidably increased. А 
hole winding produces a somewhat smoother pole than a slot wind- 
ing, but the former is much more difficult to wind, and the con- 
ductors are liable to get injured, owing to abrasion of the insulation 
while being pulled through, especially as the holes get nearly filled 
up with wires, and this injury may easily escape detection at the 
time. 

The only real objection to partly closed slots is the increase of 
maguetising current produced by their use (it will generally increase 
10—15 per cent.), but in the author's opinion this objectiou is far 
outweighed by the smaller iron loss and greater convenience attained 
with slot windings. 

In many American motors the slots are quite straight, as shown, 
that is, their sides are parallel; this permits the use of former 
wound stator coils, which is an advantage, but on the other hand, 
the maguetising current of such motors is relatively very high. 

A hole winding is open to another objection —unless a great many 
experimental data are available, it is impossible to calculate the 
motor in question accurately, as magnetic leakage cannot be esti- 
mated with any accuracy. On the other hand, the performance of a 
motor having open or partly closed slots can be accurately: prede- 
termined from the drawings, by means of suitable vector diagrams, 
such as those of Hevland? or Rothert. : 

With regard to the relative proportioning of stator and rotor 
holes or slots, the lengths of these should not, if possible, exceed 
24 times the width, and the nearer they approximate to square or 
circular shape the better. This amounts to saying that the winding 
depth must be kept down, as otherwise the power factor and the 
overload capacity of the motor will be affected. The performance 
of a motor at starting, particularly if it has a permanently short- 
circuited rotor, and especially if single-phase, may be greatly im- 
proved by so designing the rotor that the slots or holes of the latter 
are not parallel to the holes or slots of the stator—for instance, they 
may be staggered by an amount not exceeding their pitch. 

This constructional feature, first put forward by Mr. C. E. L. 
Brown about six years ago, is used with all the induction motors 
built by the author's firm, including the Heyland single-phase 
motors, as the results of many tests show it to be of considerable 
value. 

The insulation of holes or slots is usually effected by means of 
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insulating tubes of compressed paper, fibre, veneer board, or 
micanite, the latter material being, of course, best, but not necessary 
for low tension motors. | | 

The building up of the stator core in the motor case i8 an Impor- 
tant feature of the design, and, moreover, the details connected 


* Refer to ‘Polyphase Electric Currents” (Dr. Thompson), 
second edition, 1900; or to Mr. Heylaud's latest publication, Experi- 
mentellen Untersuchungen an Induktionsmotoren, 1900 (published by 
F. Enke, Stuggart). 
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with it are frequently neglected. First, the stator core-discs should 
always be supported away from the case, and secondly, after having 
been assembled together, the stampings should not be tooled.* It 
is frequently difficult to avoid this after-tooling, more especially on 
account of the absolute neceasity of having everything concentric, 
and therefore the author thinks it may be of interest to describe 
one method employed by his firm, as it has been found to give 
excellent results from all points of view; the method described is 
somewhat modified for large motors. 

The stator core-discs are first stamped out of the sheet metal as 
exactly as possible (with modern American tools great accuracy can 
be attained), and then built up on an iron mandrel. After this, the 
end rings r r (fig. 2) are riveted on, the whole arrangement put in 
the lathe, and the four projections on the rings a a turned down to 
the right diameter, but left a trifle full. The case of the motor, 
already turned on the faces, bb, is now heated, and pushed over the 
core in this condition, so that after cooling, the shrinkage of the 
case holds the core tightly and securely. But to make everything 
absolutely certain, two or three screws, s, fix the case and the core 
positively. After the core is fixed in the case, the flanges on the 
latter, F F, are turned down, and must be, therefore, absolutely con- 
centric and true with the stator bore, and true with the axis of the 
latter. Finally, the slots and end rings are heavily insulated, and 
the winding put in. The rotor cores are built up in the ordinary 
manner on the shaft, or on a spider, and are then put in the lathe, 
and the finest possible cut taken off them. In some cases even this 
cut is omitted, any slight irregularity or burr being removed by 
grinding. 

The method of building the core into the case described and illus- 
trated above will readily be seen to possess several advantages. 


These are, firstly, that owing to the core being supported away from 


the case, leakage through the latter is minimised, and consequently 
wasteful eddy currents and other detrimental effects are avoided, 
and moreover a free circulation of air can take place all round the 
core ; secondly, the eddy current losses in the core and teeth are 
reduced to a minimum, and approximate very closely to the value 
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obtained by calculation; and thirdly, as the core-discs are built 
up quite independently of the motor case, the width of core can be 
adjusted within certain limits to suit the output of the motor—a 
great advantage in practice, as it allows a given case to be used for 
motors of several sizes, and to a certain extent permits convenient 
variations to be made from standard designs. 

It is usual with some constructors, notably with Mr. Kolben, tp 
make the end rings or cheeks of the stator cores of brass or gun- 
metal. It is claimed that by doing this the leakage from pole to 
pole along the side flanks of the stator is sensibly diminished, or 
prevented altogether. 

(b) Windings.—The stator and rotor windings of all modern 
induction motors are always of the drum type, these windings con- 
sisting in all cases either of simple rectangular coils, or regular 
bar windings, or modifications of the latter—for instance. the so- 
called squirrel-cage windings. A ring winding has threc great dis- 
advantages; firstly, it has an inherently large leakage coefficient, 
and secondly, its use necessitates the employment of a massive brass 
frame around the stator core (in order to minimise maguetic 
leakage) and it practically preclüdes the use of an external iron 
containing case for the stator, thus making the mechanical con- 
struction of the motor difficult and expensive ; and thirdly, there is 
much idle wire. 

As already stated, the stator coils of all motors are wound either 
in holes or slote, and for all usual sizes of motor these coils can be 
wire-wound with rectangular coile. With single and two-phase 
motors employing wire or cable-wound rectangular coils, there will 
be two ranges of coils, one range consisting of simple rectangular 
coils with straight ends, the other range consisting of precisely 
similar coils, but with bent ends. Thus each phase of the motor 


* See, however, previous remarks regarding hole-windings. 
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(with single phasers the starting coils, occupying not more than one- 
third of the total winding space, may be regarded as the second 
phase of the motor) will be made up of coils of definite shape, the 
coils of one phase being bent, at the ends, up and over the coils of 
the other phase, in order to clear them; from this arises the work- 
shop terms of the "straight phase” and the “bent phase," as 
applied to two-phase and single-phase motors. With the latter 
type of moter, the starting phase is invariably the bent phase, from 
motives of convenience in winding. 

With two-phase and single-phase motors, it is usual to wind all 
the poles; that is, considering one phase only, the coils of this will 
be wound alternately right aud left handed with regard to the 
direction of the current in them, that is, they will be cross-connected 
in the usual manner. | 

It is clear that for three-phase stators having rectangular coils, it 
would be a great practical advantage if they could also be arranged 
for two sets of coils, as with three sets the crossings of the phases at 
the ends are not only a source of danger (from the insulation point 
of view), but prevent damaged coils from being easily repaired. 


Fig. 4. 


Moreover, if each set is in a different plane, there is no possibility 
of removing the rotor without removing the “bent down” coils, 
unless the stator core is built up in sections—a quite inadmissible 
construction. Consequently, for all three-phase stators for motors 
of standard sizes, and for all high tension motors, the coils of the 
various phases are always arranged in two sets, just as for two- 
phase motors, the coils of a given phase being alternately bent. and 
straight. But in order to do this, and at the same time preserve the 
proper phase relation and pitch of the coils, an important modi- 
fication of the winding has to be made, namely, only poles of the 
same signs are wound, in each phase. For instance, considering one 
phase only, there will be as many coils as there are pairs of poles, 
and all coils will be precisely similar with regard to the direction 
of winding and to the manner of connecting them up. This 
winding, which simply leaves each alternate pole unwound and 
doubles the number of turns on the wound poles, is obviously 
equivalent to the winding referred to above, both electrically and 
mechanically, but somewhat more copper is required with it, on 
account of the mean length of turn being greater. | 

It is worthy of note that with such three-phase windings for 
stators having an odd number of pairs of poles, the winding 
becomes slightly unsymmetrical at one point, where the end 
connections of the phases cross one another. "This can be readily 
seen from an inspection of fig. 3, which shows a six-pole stator. 
Although for high-tension motors, and for very large low-tension 
motors, this may be an inconvenience, it is not found to present 
disadvantages in practice, for motors of standard sizes and voltages. 
As a general rule, too, the speeds of high tension motors can be so 
chosen that the number of pairs of poles required is cven, while for 


Fig. 5. ` 


the large low tension motors, having an uneven number of pole 
pairs with bar windings, it is perfectly safe and allowable to wind 
the stator with three ranges of coils, the end connectors being bent 
up and back as shown in fig. 4. Or, should this mode of construc- 
tion be deemed inadvisable on account of space for the end con- 
nections being limited, or for other reasons, the stator for such large 
motors can be conveniently and effectively wound with a closed bar 
winding. Such a bar winding, drawn out schematically for a two- 
phase motor, is shown in fig. 5, the four-pole case being taken for 
simplicity. 
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Standard three-phase stators wound with rectangular coils 
invanably have the coils connected star fashion. Stator bar 
windings for large low tension motors can be, and very frequently 
; used with the mesh connection. Combinations of star and 
"hb are rarely or never found with modern three-phase motors. 

The number of holes or slots per stator pole per phase has an 
important bearing upon the design of all induction motors. In 
nier to keep the winding depth down, and to produce an even pole, 
e uumber is best made as high as possible—in practice it varies 
"(een four and eight. As is well known, with small motors, 
sg sjuirrel cage rotor windings, the number of stator holes or 
ess should be preferably prime to the number of rotor holes or 
‘Hiti the latter being, if possible, more numerous than the former, 
» tis tends to prevent a cogging action taking place between the 
«rand rotor fields. The point is, however, of small importance 
туп wound rotors are used. 

Rotor windings for all induction motors are of two kinds, namely, 
pemmanently short-circuited rotors, and rotors having the ends of 
uv windings brought to slip rings for the purpose of inserting a 
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пчале into the winding at starting. The design and arrange- 


seat of these rotors is independent of the number of phases and of 
the stator voltage, a given rotor serving for a single, two, or three- 
phase motor, provided that, if slip rings are used, the number of 
sator poles is the same in each case, and that the flux per pole in 
ws gap bas the same value. There appears to be some difference of 
inten ва to how fag the permanently short-circuited rotor can be used 
жиз satisfactory results—that is, at what output of motor it is best to 
‘ring in the starting resistance. For motors having to start against 
ad spart from crane, elevator, and mining motors), the author is 
-sdlesuiy of opinion that the squirrel cage construction, or its 
mexitestions, should be left behind with all polyphase motors 
thoe 5 sp. With single-phase motors, which are usually arranged 
to start up light, wonnd rotors with slip-rings should be used after 
а mar. With the Heyland single-phase motors, referred to at 
seth later on, a starting resistance in the rotor is used for all sizes. 
Ii the use of the permanently short-circuited rotor is pushed too 
‘ur the pressure regulation of the system, whatever the number of 
Losses, is greatly-impaired, owing to the excessive current consump- 
von during the starting up of the motors. When it is considered 
thst the best polyphase motors with squirrel-cage rotors, and starting 
oder fnll load, require a momentary rush of current equal to at 
east two and а half times the full load current, this statement will 
* readily believed. It must not be forgotten in this connection, 
“ut under such circumstances, the power factor at the moment of 
carting will be low, with the result that the drop ор the trans- 
‘ппетя, and perhaps even on the generators, is still further 
iucteased 


(To be continued.) 
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SOME NOTES ON INQUIRIES FOR ENGINES. 
By J. A. SEAGER, Student. 


Тик following are a few suggestions for guidance in inquiring for 
^ engine, which will be found to obviate much unnecessary 
urmspondence, and facilitate the delivery of a satisfactory steam 
au. Itis remarkable how many omissions can be made in a single 
—eonry-— apparently due, not so much to carelessness, as to a mis- 
mierstanding of the requirements of the engine builder. It would 
etc greatly to the quality of the work done, besides cheapening the 
pr. and reducing the time of completion of work, if the require- 
ments of the customer could be made to agree more closely with the 
standard practice of the engineers. 
The present notes are limited to main engines, such as those used 
ur mill machinery, electric power plants, steamship propulsion, &c. 
t seems almost unnecessary to say that the horse- 
меғ of the engine shovld be stated. The brake horse-power 
моа preferably be specified. In arranging for belt—or rope— 
опто, as а percentage of power is lost in transmission, a 5 per 
*st merease should be made to the calculated brake horse-power 
^ the engine, for short, single drives—longer drives or multiple 
inves, of course, involving a greater percentage loss. It should be 
"«rtioned whether the driving is to be by rope pulley, belt pulley, 
r lua f-compling for direct driving. 
oes fressure.—I have seen а few inquiries for engines from 
"i505 the boiler pressure has been omitted, although it is obvious 
"st ап engine cannot give the same power with low as with high 
revare steam. If no boiler has as yet been installed, the engine 
aker: should be asked to state the most suitable boiler pressure. If 
oer is already laid down, its working pressure, less the loss of 
“Twore along the steam pipes (which may be from 5 lbs. in short, 
5+ -designed lengths, to as much as 15 lbs. in long or crooked 
‘saterments’ should be stated in the inquiry. 
s — The question of speed has an important influence, not only 
` tbe size of the engine, but often on the type also. For example, 
imi speed engines (556, from, say, 350 to 600 revolutions рег 
“re are now usually built vertical, and often with their cranks, 
cCoeding rods, valve motion, &c., enclosed. With slower speed, 
Жетет, horizontal engines with large cylinders and unenclosed 
“faniams are employed, or in situations where ground space is 
тише (as on shipboard and valuable ground), these open type 


engines are built vertically. It is not always possible to'tgive the 
engine maker much latitude as to the speed at which he may run his 
engine, but wherever possible he should be allowed to select his own, 
or, at the very least, be given some slight range to choose from, in 
order that he may put in a standard, and therefore cheap, size 
which will run economically. 

Cond nsing.—Although an economy can be effected by the use of 
a condenser, an engine should not be changed over from an atmo- 
spheric exhaust to a condenser without one is sure that it is mechani- 
cally strong enough to stand the strains due to increased difference 
of pressure on the faces of the piston, and the greater mechanical 
force transmitted at the same speed. For this reason the engine 
maker should always be informed whether a condenser is to be used 
or not. Two other reasons may be cited—the distributing valves 
would be set differently for the two conditions, and possibly a 
smaller engine could be put in if it were to run condensing. With 
large sized engines it is often advisable to have a separate condensing 
plant for each engine, the pumps for which could either be worked 
by the main engine or by small auxiliary engines. It is preferable, 
however to leave this point to the engine maker’s discretion. 

Description of Site, qc. It would be disappointing if, after the 
engine was delivered, it were found to be too large in one of its 
dimensions for the space provided for it. The client should, therc- 
fore, either send a dimensioned sketch of his foundations, if supplied, 
or of the site, and also the height to roof, travelling crane or other 
obstruction, or he should ask the engine maker to send an outline 
drawing giving the main dimensions of the engine, when tendering. 
If the engine is to be erected inside a building, it would be well to 
make sure that there is a door or other convenient opening large 
enough to admit the engine when it arrives. 

A description of the site should always be sent. For example, it 
is of interest to the engine maker to know whether his engine is to 
be placed on board ship, or on a concrete foundation, for in the 
latter case only will foundation bolts and plates be required. If the 
engine is to be erected by the engine people above or below ground 
level, this must be mentioned, as special lifting or lowering tackle 
will have to be provided. Details should be given as to the nature 
of the approach, to the site— whether by land or water. In the 
former case it should be stated whether there is a road suitable for 
heavy traffic leading to the site; in the latter, whether there is a 
craneage wharf handy ; and in both cases, whether there is a 
travelling crane or other suitable means for handliug the engine on 
site. 

Ereetion.—In the matter of erection, however, the client has the 
choice of three alternatives, («) giviug the engine maker the order 
to erect the plant complete on foundations to be supplied by the 
client if they are requisite, and giving the above information in full 
detail; (b) asking the engine maker to quote only for skilled labour 
in erecting, the client himself providing all rough labour, cartage, 
&c.; (c) the client undertaking to erect the engine on site himself, 
in which case he should ask for quotations f.o.r. or f.o.b. at the 
nearest railway station or dock. The first method is the most costly, 
but usually ensures good work. The last is perhaps cheap, and the 
result may be good or bad, according to circumstances. 

It should be understood that only under exceptional circumstances, 
and by special arrangement, will engine makers allow iu their price 
for building foundations for the engines, or for any masonry, builders' 
or joiners’ work required, or for any excavating, cutting away, or 
making good again. 
nitely mentioned in the inquiry, and care should be taken to see 
that the engineer has bound himself to do the work. 

Combined Plants.—For many purposes where small powers and 
high speeds are required, such as centrifugal pumps, fans, electric 
dynamos, &c., it is customary to supply a direct coupled set mounted 
on a common bedplate, thereby cheapening the cost of erection. In 
such cases the engine maker will supply the baseplate with his 
engine, and will, if requested, receive the apparatus to be fitted at 
his works, couple the same to his engine, and deliver the complete 
set ready for erection on the foundations. As a matter of fact, he 
will often undertake to supply the combined plant complete, fitting 
his engine to suit the needs of the fan or dynamo to be supplied, on 
receiving particulars of the work to be done by the plant. This 
method of ordering is recommended to non-expert purchasers, as it 
saves trouble for the client, and throws the onus of failure or defect 
entirely on the engine builder. | 

Tools, Accessories, and Spares.—A clause should be included in the 
inquiry calling for all necessary tools, accessories and spares. A 
firm of good reputation will put in a suitable set without further 
information, but, as a check, the following items (though not form- 
ing а complete list) should be looked for:—A complete set of 
spanners on rack—to be kept on rack except when being used on the 
engine—and any special toola required ; spare springs and rings for 
pistons and (if needed) valves, set of main brasses and smaller 
brasses ; eccentric strap and governor springs if required; barring 
gear, tachometer, steam pressure and (if running condensing) vacuum 
gauges, &c. Cans, tanks, and filters for oil are not usually supplied 
by engine makers. 

It should be specially stated whether steam and exhaust stop 
valves are required with the engine, or whether they will be supplied 
with the pipe work. Engine makers cannot be expected to connect 
their engine to steam, exhaust, or drain pipes, unless this was 
arranged before signing the order, and if connecting pipes or bends 
have to be placed between engine and main pipes, the position of 
the flanges on the latter with relation to the engine should be indi- 
cated when asking for a tender. 

Nature of Lotul.— Different types of engine, equally high class in 
workmanship, are designed with varying intent. ‘Some are meant 
to withstand severe shock, such as is experienced in rolling mills; 
others, such as are used in cotton mills and electric generating 
stations, are required to give very uniform speeds under varying 


If any such work is required, it must be defi- 
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loads; others again, where fuel and water are expensive, are 
designed to give extremely low water consumption and high 
efficiency ; still others, destined to be placed in populous localities 
or on slight foundations, necessitate a careful balancing of moving 
weights to reduce vibration. If any such special conditions exist, 
they should be stated, so that the engincer may form an opinion as 
to whether heavy framework, Corliss valve gear, three-cranked 
shaft, &c., are applicable. 

It should be carefully stated whether the direction of rotation of 
the engine is to be reversible or not, unless the particulars given of 
the work to be done imply one or other of these conditions as 
essential. If the engine is always to turn in one direction, it should 
be clearly stated which direction would be preferable, as “the 
engine to run clockwise (or counter-clockwise) as seen from the end 
of the crankshaft next the coupling or pulley.” 

Steam Consumption and Eflicieney.—W here steam consumption and 
efficiency are important, makers should be asked to state a guaranteed 
value for these in their tender at, say, full and half load. "These 
values should be tested when the engine is built, either at the 
engine maker's works or on site. In the former case, the client 18 
at liberty to see the tests carried out, and verify the results himself, 
or he can have a signed certificate of tested results. In the former 
case, it almost goes without saying, the travelling expenses of the 
client are not included in the engine estimate, aud it would be 
a breach of courtesy at least to claim from the engine maker any 
sums spent in this way. If the tests are conducted on site, all fuel 
and water required for the test should be supplied by the client. 
It should be noted that the efficiency of an engine when new is 
generally some 5 per cent. iess than when it has been running a 
short time, as the piston rings and bearings have not then come to 
a proper bearing surface. 

Speed Reyulation.—A point respecting speed regulation should be 
explained for the benefit of those who require very good governing. 
It is customary to test the action of the governor by suddenly 
throwing the full load off the engine, and expressing the increase 
in speed at a percentage of the original speed. This percentage 
will be guaranteed by the builder if required, and in good engines 
will not be above 3 percent. But it is an instant ortwo before the 
governors Will “ get hold " of the engine after the load goes off, and 
the speed flies up possibly over 10. per cent. above normal. This 
excess of speed, though lasting only a short time (at most 10 seconds 
with good governors) would be suflicien to burn out a high effici- 


ency electric lamp if the engine were driving a dynamo, or break: 


the threads ina spinning machine, if the engine were running a 
mill, Forthis reason, the percentage of instantaneous as well as 
permanent speed variation should be asked for if there is good 
reason for so doing. | 

Time of Delirery.—An engine builder cannot keep a stock of 
engines, except possibly in small sizes, so that a period must be 
allowed him to complete his order. Since time is money, the 
client should ask in his inquiry for a guaranteed time of completion 
of work, which will obviate any misunderstanding as to what con- 
stitutes a reasonable time of delivery, and will enable him to dis- 
eriminate between a maker whose shops are already too full of work, 
and one who can supply the necessary power, labour and room to 
get the work through quickly. Such guarantees are, of course, given 
subject to delay due to strikes, lock-outs, accidents or other causes 
not under the control of the engine maker. 

Although the above considerations by no means exhaust the 
points which have to be remembered in ordering an engine—it 
would be unfortunate for the consulting engineer if they did yet, 
if those mentioned were attended to, the confusion of ideas which 
is apparent in many inquiries would be lessened, and the chances of 

getting a satisfactory engine much increased. 


° —— ———— 


CURRENT SPECIFICATIONS. 
XXII.—KINGSTON-UPON-HULL EXTENSIONS. 


SUMMARY. 


Extent of Contract. - Supply of four 90-kw. rotatory trans- 
formers, one variable ratio transformer of equal output, and addi- 
tions to existing switchboards. 

- System in Usr.—The present system iu use is the high pressure 
direct current with a primary pressure of 2,200 volts, transformed 
through rotatory transformers placed at sub-stations to 450 and 225 
volts for feeding the distributing network. 

Specified Npeed.— Not to exceed 500 revolutions per minute. 

Bearings.—An alternative price to be given for fitting the trans- 
formers with roller bearings. 

automatic Seitehes.—TFor automatically cutting out the series 
coils on starting when the secondary E.M.F. is normal, to be sup- 
plied with each machine. Long range automatic switches for use 
in starting the machines suitable for beiug controlled from the 
generating station are also to be supplied with each machine 

Permissible Temperature Rise. Not to exceed 70° F. measured 
thermometrically after six hours’ full load run. 

Specified, Dates of Completion.—Transformers—séxr months from date 
of order. Alterations and additions to switchboards—three months 
from date of order. 

Penalty for Late Completion.—£1 per day. 

Specified Terms of Payinent.—50 per cent. on delivery on site, 40 
per cent. on satisfactory completion, 10 per cent. at end of 12 
months’ period of maintenance. 


Stipulations as to Removal of Foreiman.—Satisfactory. 

Stipulations as to Wages paid to Workinen.—Satisfactory, see com- 
ments below. 

Arbitration. None permissible, see notes below. 


This specification has been drawn up by Mr, A, 8. 
Barnard, the borough electrical engineer. There is really 
very limited competition in apparatus of this description, the 
switch gear is patented and must be obtained from one of 
two firms, while few manufacturers liave developed standards 
for high tension direct current machines. If the wording of 
the specification is strictly adhered to as regards the con- 
struction of the transformers, the choice of machine left 
open to the engincer will be of the most limited character 
possible. 

The switch gear and new switchboards specified are to be 
of a character comparable to those already in use. 

The general conditions dealing with the engineer’s power 
are of a very unsatisfactory character, they refuse arbitration 
and confer upon the engineer the sole right to interpret the 
meaning of the specification, Thus Clause > reads :— 

The drawings and specification taken conjointly are intended to 
explain each otber, and to be descriptive of the whole work com- 
prised in the several contracts, and «// doubts as (o the meaning of 
any portum of this specifica ion or of the said drawings on the part 0] 
any person proposing to lender, must be settled before sending in his 
leider, beturcen him and the engineer, and from the date of the execution 
of his contract, the contractor shall be finally bound by the engineers 
decision, as eiii in the tarenty-fitth of these conditions, and any 
details which are not sufficiently described by the drawings and 
specification shall be executed according to the engineer's directions, 
or according to any further detail drawings which he may provide. 
In the case of any discrepancy between the specification and drawings, 
or between the several drawings (if more than one), the specification 
shall be adhered to in preference to the drawings, and any drawing 
to a larger scale shall be adhered to in preference to any drawing 
on a smaller scale, and figured dimensions shall be adhered to in 
preference to dimensions measured by scale. 

Clause 25, referred to above, states :— 

The works generally and every part thereof shall be executed and 
completed to the satisfaction of the engineer, and in all cases oj 
difference of opinion as to the manner in which the work is executed, or 
as to the quality of the materials, or as to the true intent and meaning 
of thes specification or the said drawings, or as to any matter of charu 
or account or otherwise, as between the Corporation and the con- 
tractor, either during the progress or after the completion of the 
work, the decision of the engineer shall be final and binding on both 
parties. 

We repeat our opinion that to thus confer upon one of the 
parties to any dispute the sole right of decision is лг and 
unjust, and we urge all tenderers to resist these repeated 
claims by the servants of public authorities acting in a con- 
sulting capacity to impose upon manufacturers contracts 
from which arbitration clauses are intentionally omitted. 
The standard clause, reading as follows, agreed upon as 
sa.isfactory between the members of the Municipal Electrical 
Association and the Electrical Plant Manufacturers’ Associa- 
tion, i8 the minimum, as regards arbitration, which should 
be allowed in electrical engineering contracts :— 

In case any dispute or difference shall arise between the purchaser, 
or his engineer on his behalf, and the contractor, either during the 
progress of the works or after the determination, abandonment, or 
breach of the contract, as to the construction of the contract, or as 
to the reasonableness of any extra charge, or as to the withholding 
by the engineer of any certificate to which the contractor may claim 
to be entitled, then either party may within 72 hours, but not later, 
give to the other notice in writing of the existence of such dispute 
or difference, and such dispute or difference may be referred to 
arbitration, which arbitration shall be deemed to be a submission 
to arbitration within the meaning of the Arbitration Act, 1859. 

À rather curious stipulation requires the contractor to 
obey verbal orders given by the engineer, and to ask in 
writing within a certain time for their confirmation, failure 
to do which, prevents him making any claim for extra work 
thus involved, The actual wording of this clause is :— 


For any kind of work not specially mentioned in the detailed 


estimate, the price shall be fixed by agreement between the con- | 
tractor and the engineer before the work is executed, or in the event | 
of any such agreement not being come to, it shall be determined by | 
the engineer only; but no claim for any extra work will be allowed | 

| 


unless upon vouchers in writing for the same, signed by the | 
engineer. As, however, fhe engineer or his representative may For) 
some reason give verbal orders for the execution of extra work, the con- | 
tractor shall, unless he receives written confirmation of such verbal | 
orders, give written notice of his intention to proceed with, or of] 
nis having commenced, the work referred to, within one week after] 
such verbal orders are given, and the non-delivery of such notice 
within the stated time shall be considered аз an abandonment otè Chur 
part of the contractor of any claim for the extra work. 
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Piecework is expressly forbidden without the written con- 
eof the Council, and standard rates of wages are to be 
Ai, From the manner in which the labour clauses are 
vied it would seem that there was an advanced labour 
ett in the Council, as they seem to have been drawn up 
sha view Co conciliate extreme trade unionists, Clause 12 
Cm — 

[м wntractor shall pay his workmen not less than the minimum 
aud mte of wages in the district for each class of labour 
пену, and shall observe the recognised hours and conditions 
| axe generally, and shall forfeit to the Corporation the sum of 
bie агь infringement of this clause, and a further sum of £1 


'» art day such infringement continues after his attention has 
s Aled to it. 


Ai Clanse 19 :— 


Ty wutractor shall not assign or make over or under-let his con- 


пы, or шу part thereof, to any other person, or make a sub-contract 
тїз му workman or workmen for the execution of any portion of 
«work except for the supply of materials) without the consent in 
uw the engineer, but he shall, unless with such consent, 
«nor is own workmen, at daily wages; and in case the contractor 
tal without such consent, assign or make over his contract, or any 
дал emot, or sub-let or let at task work any portion of the work, 


>da] in each such case forfeit to the Corporation the sum of £100, ` 


vurt dull be deemed liquidated and assessed damages, and may 
ed by action at law, or deducted by the Corporation from 
гт «m or sums due, or to become due, to the said contractor under 
есе contract. 


THE CLOSE SEASON. 


[COMMUNICATED. ] 


‘Ist about this time of the year we may expect to read in 
lx teclinical journals that little Bungledom, or Great Pom- 
ile, have decided with delightful unanimity, through 
е guardians of their local interests and affairs, assembled 
" more or less solemn conclave, to depute to a few citizens, 
wt the time being members of the Lighting and Tramways 
‘ommittee, the honourable task of journeying into the 
‘mines far and near which are tacked on to the edges of 
ипм or Pompousville ав the case may be. Perils by 
ond and by sea, perils by foreign languages, by foreign 
mals, and by foreigners’ mixed drinks, will be cheerfully 
"АМ. may, even courted by the heroie representatives of 
"us af zus besides Bungledom and Pompousville during 
‘ĉe coming season; not for selfish ends, not that the mem- 
*T* of these deputations may feast their souls on the sights 
“i scenery of foreign lands, not that they may, when they 
“art, strut proudly before their fellow citizens as who 
“ead say, “We have seen the world,” but simply and solely 
‘tat they may benefit their respective townships and the 
"rid by studying, from as many aspects as possible, the 
‘pacaton of electricity (subtle fluid) to the service of man. 
\ tle men ! | 
| i people, We have the reputation among other peoples 
Т ищ self-satisfied, and if we consider just one detail in 
7 e»nomy—-our local government—can we wonder that 
«и а reputation has been attached tous? No! Our only 
ronder is that other people cannot see that our satisfaction 
: fdl grounded, that, from the single point of view referred 
"we have as much right to be self-satisfied as, say, the 
"pe of the Swiss Republic. | 
ur Government, having too much to do with matters 
ud the ken of mere outsiders, found that it was im- 
ее for them to consider merely local matters ; so, having 
ard of the village Nestor, and thinking that after all there 
“fit be a remnant of wisdom left in the provinces after 
ie London house had been supplied, they determined that 
“periment of local government should be tried. Is it 
“Site to Imagine any of the members of that government 
Aung on the result of their conception without feeling the 
«sunt pride of а father contemplating his offspring? Let 
eue with swelling hearts on this sublime manifesta- 
| "f the progressive spirit of our age ! 
any town of moderate size, modern civilisation demands 
Ри public works: and, whereas in the bad old times 
TM individuals would have undertaken schemes such as 
a and electric lighting, waterworks and tramways, now no 
progressive town would consider for а moment an 


1 


idea involving private enterprise, unless a little harmless fun 
may be obtained at the expense of the selfish, moncy-secking 
company, by a judicious course of dallving. (By carefully 
playing with your company you may easily bleed it of much 
gold ; not that the whole of it gets into your pockets, but, at 
least, it has gone out of the company's. Finally, of course. 
the company is told to run away, and the town itself carries 
out the scheme. ) 

Now that electric traction has been proved superior to any 
other, towns are beginning to combine their lighting and 
their traction schemes.* The same committee will, there- 
fore, serve for both purposes ; and—at the risk of digressing 
—this throws into the best light the extraordinary adapt- 
ability of our councillors. Here is Mr. Jones, for example— 
Mr. Thomas Jones—who, from 9 a.m. till 5 p.m. on any 
week-day, may be seen lauding his silks and satins to 
citizenesses, who probably come as much to admire the 
versatile mercer as to buy his wares, for they know that, 
having thrown aside his yard stick, he will proceed to the 

'ouncil chamber to criti¢ise and demolish, or approve, the 
schemes brought forward by the engineers— consulting 
borough civil, or borough electrical. He, with his worthy 
colleagues, Mr. William Smith, the grocer, Mr. Richard 
Robinson, the retired fishmonger, and a few more equally 
important personages, are quite at home, whether debating 
the best means of sewage disposal, or the correct position of 
a tramway pole. These men are without doubt the most 
wonderful productions of a wonderful age: to them no 
question but has its ready answer, no problem that cannot 
be resolved, one way or another, in the twinkling of an oye. 
(If a problem happens to be solved in a different, manner, 
with bi-polar results, in two consecutive meetings, surely 
that is nothing to the discredit of anyone; the lustre of 
absolute impartiality is but added to the halo of fame which 
surrounds each honoured head). Bungledom has settled 
finally that it is a rising town, that it is high t'me its street 
was lit by something other than oil, that walking is as out of 
date as oil-lighting, and that some form of mechanical 
traction is necessary. A Lighting and Tramway Committee 
is formed, and our friend Mr. Jones—Mr. Thomas Jones— - 
is voted to the chair. As Mr. Jones says in his inaugural 
speech : “ The committee is resolved to review the subjects 
on the ‘tapis’ de nove.” (What à man among men he shows 
himself in every new phase of his life! There are not many, 
Sirs, who could dexterously insinuate—modestly withal—that 
they had the mastery of two languages besides their own, 
and one of those a dead one.) To that end they have left 
outside the chamber every predilection for—he may say all 
knowledge of—any particular system of lighting or of trac- 
tion; so complete is their desire for unbiassed judgment in 
all things." 

But, having stripped themselves thus of every shred of 
knowledge concerning the things to be discussed, how, in 
the name of St. Joseph, are they to arrive at atiy decision 
at all? One unacquainted with Mr. Jones would think this 
a poser indeed! Not so, the chairman himself. He pro- 
poses to call in expert advice. . Good! but what 
of the expense? Has Mr. Jones considered the number of 
experts to be fee'd if one is retained forevery possible system 
of lighting and traction? Yes, Mr. Jones has considered 
the point, and acknowledges that for a moment he was well- 
nigh “flummoxed” (Oh! Mr. J., “flummoxed” after а 
dead language !): but, after deep thought, he now declares 
that one fee only need be paid if his advice be followed :— 
Some eminent electrical engineer to be engaged as consulting 
engineer. He will be requested to report on all systems, and 
will, if necessary, be empowered to visit other towns, and 
even other countries, and—the council consenting—Mr. 
Jones would propose that a few members of the committee 
should be selected to accompany the engineer, to keep him 
from feeling loncly, and to be at hand to help him if he 
sees anything he docs not fully understand.” 

Vociferous cheers greet this sparkling proposal, and the 
thing is practically done. 

At the next meeting the chairmau produces several letters 


* This seems unrighteous, if we consider that that is best which 
compasses the greatest good for the greatest number. If schemes 
are combined in this fashion, we shall halve the number of our 
townspeople who see the world, unless we double the numbers in 
our deputations. 


———— Н ev Н ааа ЕЩ 
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which he has received from as many eminent consulting 
engineers, who offer to do for Bungledom just what Bun- 
gledom had decided should be done last week. In fact, these 
eminent engineers appear to be almost indecently eager to 
act for Bungledom, as the majority dilate on their previous 
services in this work, and name the sums which they would 
accept as fees; sums which are, in one or two cases, 80 
ridiculously small, that Mr. Jones, and the committee after 
him, cannot help thinking what fine fellows these electrical 
engineers are who work purely for the love of their pro- 
fession, and the honour which it brings. 


Finally, one of the finest of the batch is retained; the 


members of the deputation are selected by ballot, and an 
itinerary is planned, which embraces in a conscientiously 
comprehensive manner the whole of Great Britain and 
Ireland, including the Shetlands and the Isle of Man, so 
grandly do these brave hearts desire to do their duty. 

This being the very point from which I purposed to start, 
it will surely make as good an ending place, which may be 
used for its original purpose if the long-suffering editors are 
willing. 


OPPOSITION TO ELECTRICAL UNDER- 
TAKINGS. 


[FROM A LEGAL CORRESPONDENT. | 


(Concluded from page 88.) 


THE plainest cases of the right to locus standi are those 
in which the opponents of a proposed measure are themselves 
the proprietors of, or interested in, some undertaking of a 
similar character. Thus a gas company will naturally seek 
to oppose the establishment of an electric lighting plant for 
purposes of illumination within their districte. It appears 
that they are entitled to a locus standi in such cases, 
although the promoters allege (а) that the gas company has 
no monopoly of lighting ; (5) that the principles applying 
- to gas and electricity are quite distinct from each other, and 
(r) that a statutory gas company is not entitled to be heard 
against an electric lighting order. [See the Ferndale Gas 
11453 and Coke and Waterworks Co., Limited, 1 S. & A., 
314. 

Moreover, it seems that where the local authority of a 
district is seeking Parliamentary power to supply electricity, 
a statutory gas company, who also seek to supply electricity 
in the same district will be heard in opposition to the Bill. 
[See the Walker Order, 1899, 1 S. & A., 315.] 

In the case to which we have just alluded, an objection to 
the proposed Bill was taken on behalf of manufacturers and 


others in the Urban District of Walker to the effect that as 


the local authority could not produce electrical energy pro- 
fitably at a low price, and as the loss would fall upon them 
as ratepayers, they were entitled to oppose. The referees, 
however, refused to allow them Joews standi, saying that the 
petitioners might, if they wished, be called as witnesses by 
the gas company, to whom a locus standi had already been 
granted. (Zb. 316.) 

: The earliest reported case relating to the opposition by a 
gas company to the promotion of a scheme for electric 
lighting is apparently that of the Hull Lighting Bill [11 C. 
and R. 251]. There the Corporation of the borough of 
Kingston-upon- Hull, who alleged that their local Act enabled 
them to provide for street lighting within the borough by 
means of gas, oil, “or otherwise," sought statutory powers 
to raise money for the purpose of public lighting by elec-. 
tricity. The Bill was opposed on the ground of competition 
by three gas companies which lighted different parts of the 
borough ; and on their behalf it was urged that under the 
local Act, as under the Public Health Act, 1875, the Corpora- 
tion could not do more than contract for a supply of the 
means of lighting, whether derived from gas, electricity, or 
other sources, and that a competition with private enterprise, 
carried on by the help of public rates, stood on a different 
footing from a competition between gas companies. It was 
decided that the petitioners were entitled to a general locus 
sfandi to come in and oppose the Bill. 


In a second case, which was also decided in connection 
with the scheme of the Corpcration of Kingston-upon-Hull 
to promote a Bill for the supply of electric light within the 
borough, the Kingston-upon-Hull Dock Company and the 
North-Eastern Railway Company, who claimed the owner- 
ship of the soil in certain streets within the borough, and 
upon whom the duty of repairing those streets was imposed, 
claimed a general locus sfandi against a Bill promoted by 
the Corporation for public lighting by means of electric 
light. For the purposes of the Bill the Corporation would 
have power to take up the roadway in the streets; A 
limited Jocus standi was conceded to both petitioners for the 
protection of their interests. [See 2 C, & R., 254.] 

With regard to electric railways involving the laying of 
wires, whether overhead or underground, in the streets, it 
has been decided that a gas company is entitled to locus 
standi to oppose any clauses in the Dill which affect their 
mains and pipes. "Thus in the Kidderminster and Stourprrt 
Electric Tramways Bill [1896, 1 S. and A. 108], the 
petitioners were a gas compauy, and alleged that the Dill 
would authorise the promoters to iuterfere with the access to 
and the maintenance of their mains and pipes. They alleged 
that it would be impossible to work the tramway without a 
liability to explosions, which recent experience had shown 
might take place through “sparking.” The promoters con- 
tended that the petitioners were sufficiently protected by the 
model clauses in the Bill; but in spite of this, it was held 
that they were entitled to locus standi. 

In the Electric Lighting Provisional (Bermondsey and 
Marylebone) Orders (No. 12) Bill [1 S. & A. 249], the 
promoters, who were the local authority of the district, 
sought to confirm an order authorising them to supply 
electric light within their district. The petitioners were two 
electric lighting companies outside the district, who asked 
for a locus to raise the question whether, when there is a 
statutory company already carrying on its business, powers 
should be given to the local authority to enable it to enter 
into competition with the existing company. The pro- 
moters contended that the parties to be heard are the com- 
panies already supplying electric light within the district, 
but that the petitioners had no rights within the area, and 
were not entitled to be heard. It was decided that the lorus 
standi of both petitioners must be disallowed. 

Again, the mere fact that a particular company has a 
general interest in the disallowance of schemes for electrical 
supply does not entitle them to be heard in opposition to the 
Bill in Committee. | 

Thus in the case of the Bermondsey Order, 1899, [I 8. 
and A., 250], the petitioners [the County of London an 
Brush Provincial Electric Lighting Company, Limited]. 
who had been refused an order to supply electricity it 
Bermondsey, but asked to be allowed to be heard on th 
ground that Parliament had, as shown by the Report of th 
Joint Committee, recognised that it was for the publi 
advantage not to multiple generating stations in Londen 
and they claimed to have such an interest in the gener 
question as entitled them to be heard. The promoters cor 
tended that the proper party to be heard was the existin 
company who supplied the district and not the petitioner 
It was decided that the locus standi must be disallowed. 

One of the most important cases relating to the adoptic 
of electricity as a means of traction was the Dublin Unit 
Tramways (Electrical Power) Bill (1897, 1 S. & A 157]. | 
that case the Bill authorises the use of electrical moti 
power on the tramways of the Dublin United Tramwa 
Company, who had also another Bill before Parliament f 
the construction of further tramways. The petitioners, a ra 
way company, alleged that provisions contained in a forn 
Act were wholly omitted from this Bill, and that they wou 
suffer by competition. Ina former case the same petition 
had been refused a locus standi on similar allegations. T 
petitioners now contended that that decision should not 
followed, on the ground that subsequent events һай! 
proved that what was then considered to be merely 
improvement of existing competition was їп reality 
entirely new form of competition. The promoters conten 
that the principal object of the Bill was to authorise 
substitution of electrical for animal power on their tr: 
ways, and they pointed out that the Court had alre 
decided that this was merely an improvement of exist 
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wmpetition, and that the petitioners were not, therefore, 
entitled t he heard. It was decided that the probable com- 
petition in this case would he so small as not to warrant the 
Cseniuee in giving a locus stands. 

The following conclusion may be drawn from the fore- 
aung cases :— Persons are entitled to a Гогия stundi when 
(di tbe object of the Bill is to construct works or authorise 
undertakings which will compete with those of the petitioners ; 
i*: thes are representative of the body of ratepayers who 
fr the local authority in undertaking the work; (3) 
uber they represent a gas company whose interests will be 
morty affected by an electric lighting installation, («) 
ether by open competition, (b) or by interference with their 
mains се pipes: (4) the proposed works will involve the up- 
motsg of streets, the duty of repairing which is on the 
ent. | | 

Mo the other hand,a cvs standi will not be granted in 
the following cases :—(1) Where the undertaking is one 
where the proposed opponents could not lawfully carry оп: 
+) Where their interest in the scheme is of a merely 
сикты nature: (3) Where the competition alleged is that 
aun an electric tramway and a railway company, there 
having been in existence previously a horse tramway con- 
unoonaly competing with the railway. 


„!.... 4 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Oomglled experuesly for this journal by W. P. Тномрвон & Co. wiectrioal Patent 


Agente, 8399, High Holborn, London, W.C., and at Liverpool, Manchester 
108 Birmingham, to whom all inquiries should bo addressed. 

19.288. * Improvements in or relating to mechanical motive devices for the 
giro drums or switches of electrically propelled vehicles." A. J. BOULT. 
EL R Gill, United States.) Dated July 9th. 
eo * Improvements in electrio traction." G. P. Harbino. Dated July 


‚ IRAM. Improvements in clamps for holding the ends of electrical fuses о 
inks acting as electrical conductors," CaLLENDER’S CABLE AND CONSTRUCTION 
Coa? АК, „ and J. C. A. Warp. Dated July th. я 
12388 “ An improved сазе or cover for electric switches, electric bell pushes, 
zad the like.” A. Скоткв. Dated July 9th. 
Am. “Balety fender or ae guard to attach to electric cars or other mecha- 


vehicles G. LirTLE. Dated July 10th. 
im. "Improvements relating to the manufacture of conducting material 
ter sereal and other purposes." H. H. Laxe. (W.J. Burke, H. A. Kauf- 


bmi, and T. Russell, United States.) Dated July 10th. (Complete.) 
HM "Improvements in the construction of rail bonds for electric railways 


ead in the inode of applying the same." G. G. M. Hargpincuam. (Felten and 

Gudlleazme, Cariswerk Actien Gesellschaft, Germany.) Dated July 10th. 

& “Improvements in vessels for containing fused salts during electro- 
ipw" & CowPER-CoLEs. Dated July llth. 

“ Positive electrode for accumulators." 
Nh 115. 

E “Improvements in switches for accumulator electrodes.” 
унтер. Dated July lith. 

HN. “ Improvements in and relating to accumulator plates." P. Е. Ввве. 
luted Juty Lith. Complete.) 

l 5s jance for generating electricity to be utilised for propellin 
cw seine cher useful purposes." W. Ѕохткв. Dated July 12th. " 

iT. “Improved device for setting fuses or cut-outs in electric circuits.’ 
C. C. T. Sm and C. M. O. Feist. Dated July 12th. 

BÆN ** Improvements relating to driving axles for electric and other 
"Фк." C. AL. (Date applied for under Patents, &c., Act, 1983, Sec. 
Ий, January 6th, 1900, being date of application in France.) Dated July 12th. 

13.83. "Improvements in or relating to shades for incandescent electric 
amps."  EwrzwisrTLkE & STEPHENS, LIMITED, and H. J. STEPHENS. Dated 
sey Lah 

. "Improvements in testing sets for measuring insulation resistances." 
W.B. Brews. Dated July 12th. 

fet. The Parsons automatic storage battery switch." E. M. Parsons, 

bed July 13th. * 2. 
А 8.65. Means for steering torpedoes and other crafts by intermittent light 
C. J. Vanican. (This be ng а supplemental invention to Specification 
17.94, and dated December 23rd, 1898, for an etheric steering apparatus.) 
bated Joly 13th. 


2.073. Improved manufacture of glass by electrical heating and apparatus 
derefor А. VOELKER. Dated July 18th. (Complete.) 

AT An improvement in the manufacture of glass by electrical heating.” 
4 Токта. Dated July 19th. (Coinpleto.) 


C. vox SÉpNEÉrr. Dated 


C. von 


A. M provements in accumuletors," A. A. RiassE and J. J. A. SEN-. 
Dated J 


Senn. uly 13th. (Complete.) 
1 “Improvements in electric arc lamps." Е. M. Lewis. Dated July 


T ind * improvements in electric switohes." W. B. Dare. Dated July 


RTR "Art of reducing attenuation of electrical waves and apparatus 
55 M. lub ire = eee for 11 Patent. &c., Act, 1883, Sec. 
L a 
A t | , Е date рр оп United States.) Dated 
МЖ “ Improved electrical railway fo d d i ." H.J. 
А = Tuis 1i. y fog and danger signal apparatus." H. J 
. . “Improvements in and connected with keys or switches in lamp- 
Мбіт" H. OrPEKHEIMER. (Actiengesellscbaft Mix & Genest, Germany.) 
tated July 14th. i 


272. An improved dynamo-brush.” J. F. P, RrwoapoRgrr. Dated July 


234% “ An improved method of and 


tus for t licati 
sex teieal treatment to the human body.” us for the local application of 


. BEHRENDT, Dated J 14th. 


-- 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Oopies of any of these Specifications may be obtained of Messrs. W. P. Tromreon 
and Oo., 893, High Holborn, W. O., and at Liverpool, Manchester, and Birming: 
bam, price, post free, 9d. (in stamps). 


17,688. '' improvemonts in or relating to primary electric batteries.” A, J. Boult. 
(V. — Dated August 15th, 1998. A positive electrode is made of a mixture 
of one or more metallic oxides with plumbago or other form of carbon, made into 
an agglomerate with a solution of a sulphate and compressed around a block 01 
g&rbon. The electrode may be used in wet or dry batteries. 8 claims. 


17,880. ''improvemonts in pushes aed like contacts fer electrical eren. 
W. A. Lambert. Dated August 19th, 1898. In a push or the like the fixed 
contacts are mounted in a barrel, and the circuit is completed by a split 
hemispherical contact carried on a shank of the press button. The provisional 
speci anon states that a catch may be fitted for locking the switch in position, 

claims. 


17,881. “I in telephone exchange instruments.” F. A. Lundquist 
amd J. Anderson. Dated August 19th, 1898. Relates to a system by which any 
subscriber can select and connect himself to another subscriber on the same 
system without the intervention of an exchange. The arrangements of the 
subscriber's station are shown and also those at the exchange. А contact arm 
is mounted on an axle having a wheel which gears with & smaller wheel. The 
wheel carries a cam-actunted contact rod for braking and making the mercury 
contact on each revolution, which corresponds to the motion of the arm between 
two of the points. The telephone lever is provided with an extension, and also 
actuates a lever controlling various contacts. The contact spring and the arm 
have bevelled turned ends so as to allow the levers to pass in one direction only. 
The calling subscriber selects the subscriber wanted by placing the arm on the 
stop corresponding to the units, and then, after taking the receiver off its hook, 
turning the arm back to the stop, and giving as many complete revolutions as 
the tens of the number of the subscriber wanted. At the exchange station 
selectors are arranged corresponding in number to the subscribers, and having 
as many contacts as there ure subscribers. These contacts are connected hy 
lines and their branches. Each subscriber is provided with an operating 
magnet and a resetting magnet, which controls a releasing device for allowing 
the arm to return to its normal position under the action of a coiled spring. 
The inagnet is inserted with contact, and operates the ratchet wheel of the arm 
by means of a pawl on its armature. 29 claims. 


17,883. “im la aro lampe." Р. Beokor. Dated August 19th, 1898 
Relates to arc lamps, in which the heavier upper carbon holder is hung by a cord 
or chain and the lower holder by & cord from the opposite sides of & pulley, 
attached to a brake disc оп п shaft. Series and shunt solenoids tend to draw 
down cores on a lever, which is linked to a pin on one side of a second diso loose 
on the shaft. The second disc may be serrated, and is opposed to a rubber ring 
carried within a flange on the dise. The dises are pressed apart by an inter- 
posed spring surrounding the shaft. The second disc carries two projecting 
inclines, which bear against stationary rollers when this disc is turned by the: 
action of the series coil; the second disc then bears against the first one and 
turns it so as to strike an arc. The rollers are carried by a horizontal piece, 
pivoted at its centre on a support. This piece may carry the inclines, and 
the second disc carry the rollers, А spring adjustable by a screw presses the 
shaft endways against the pressure of the second disc, 5 claims. 

17,896. “‘The predaction ef incandescent materiale suitable for use ia 
electric ting.” 8. Pitt. (L. W. Gane.) Dated August 19th, 1898. 
Filaments are made by partly or entirely coating small rods or 
other pieces of porcelain, glass, or other  heat-resisting material 
with organie compounds of osmium, rhodium, ruthenium, or iridium pre- 
pared in the same manner as those used in the decoration of porcelain as by 
heating oil of lavender with chlorides of gold or platinum. "The coated rods are 
then baked, coherent metallic coverings being thus formed on them. Osmium 
coatings must be heated in я reducing atmosphere. The coatings may be 
strengthened by electro-deposition. They may be separated by partially dis- 
solving the rods in hydro-fluoric acid, and then curved to the forms desired, 
coppered at the ends, 1nounted on metal or carbon supports by soldering or 
otherwise, and used ns filaments in the air, or an indifferent gas, or in exhausted 
bulbs. Hydro-chloric acid may be used as the solvent, if the rods are of suitable 
glass. Preferably, however, the baked rods are again co&ted with similar resinous 
organic compounds of thorium, zirconium, magnesium, or like metals, and again 
fired, coatings of the oxides being thus produced. The provisional specification 
describes the production of a filament by coating a glass rod successively with 
silver and an organic compound of alumina before the application of the coatings 
described above; the silver is afterwards removed by nitric acid. 2 claims. 


20,221. ‘‘ improvements in the means or method of en olestrie tram- 
ways.” J. Kay aad А. М. Gibbinge. Dated September 24th, 1898. Relates to 
electric tramways which are laid in alternate sections of single and double 
tracks, and more particularly to means for signalling the entrance or presence 
of a car on to a single section. Two wires connected to electric lamps at the 
ends of the single sections are arranged parallel to the corresponding outward 
and return-conducting cables, and a weighted or spring-controlled lever is 
pivoted on the collecting-trolley, so that i¢ makes contact with one or other of 
the wires and completes the lamp circuits, 1 claim. 


20,227. in electric lampholdere." A. Dated Septem- 
ber 24th, 1898. elates to holders for incandescent lamps. Connection is made 
between supply wires and the contact plates of capped lamps by short flexible 
conductors, the free ends of which are held against the contact plates by АЦА 
plungers or equivalent means. The invention is a modification of that describe 
in Specification No. 27,182, a.D. 1896. In-one form the springs and flexible oon- 
ductors bear against plates which are held in separate recesses in an insulator 
by blocks provided with lateral binding screws below the insulators to hold the 
supply wires. The flexible conduotors may, if desired, be held in direct contact 
with the supply wires. 1 claim. 


20,268. ''improvements ia or relating te elestrie railways en a read contact or 
like ." L. M. Aspinwall. Dated September 24th, 1898. (Date claimed 
under Patents, &c., Act, 1883, Sec. 108, February 25th being date of application 
in United States.) Relates to conductors and switches for electric railways and 
tramways on a road contact or like system with electro-magnetic switches. The 
switches are excited by a current from a battery and transformer on the vehicle 
or by a shunt from the main current passing through a coil on the switch an 
then to earth through a high resistance. In one form the switch has only a 
single coil through which the main current passes when the plunger is lifted to 
complete the circuit from the feeder to the sectional conductors. In the other 
forms the coil is divided so that the path for the main current is shortened. In 
another form the exciting current flows through the lower coil and resistance 
thereby lifting tbe small switeh which opens a path for the main current and so 
excites the switch sufficiently to lift the large switch. The high resistance coils 
are thereby short-circuited, and the main current from the feeder to the con- 
tacts flows only through the thick coil which holds up the switch until the 
collector has passed. uble contacts may be used on each side for the main 
current path; of these one set may be metallic and the other set consist of 
spring-supported carbon blocks, at which the circuit is finally broken when the 
plunger falls. Dash-pot arrangements may be added to prevent the switch from 
opening when the currents in the coils are reversed. 4claims. 


26,262. ‘Improvements ia aud bars Me tor and telegraph 

raltway sleepers, and the like.” В. 0. V. . Dated September 94th, 

1898. Posts and bars for telegraph, &c., purposes and sleepers for railway lines are 

formed of beton strengthened by a metal skeleton. The metal skeleton consists 

of pipes or rods braced by plates having upturned edges interposed with the 
beton. One or more rods or tubes may be employed. 3 claims. 


20,274. “‘improvements in systems ө! — electrically prepolied ын 
trains." F. E. Case. Dated September 24th, 1898. (Date claimed under Ас 


February 28th, 1898, being date of application in the United States.) Relates to 
means whereby any number of electric motors on cars, when coupled to form а 
train, сап be controlled from a single point on the train. Each саг is complete 
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in itself, with a motor and controller equipment, and master controllers are 
provided on the train in the different cars, hen one of these is in action the 
others are locked in their off positions. Each master controller has three 
switches for power, reversing and braking respectively, and the motor controllers 
are similarly divided. Preferably, the motor currents are not used between the 
master and the motor controllers, and preferably also the motor controllers have 
separate contacts or switch blades for certain steps and controller cylinders fot 
other steps in the series parallel control, all being worked by electro-magnets. 
The general arrangement of the connections and the construction of the switehes 
are shown in the specification. An additional source of power carried on the 
vehicles supplies current for working the motor controllers and the brakes. 
This current is obtained from a battery which is charged by a motor-generator 
к from the main circuit, an automatic cut-out being interpolated. 75 
claims. 


80,876. ‘“‘tmprovements la contrelting electric motors and electricalty-propelled 
raliway trains.” E. Thomeen. Dated September 24th, 1898. hid claimed 
under Patents, &c., Act, 1883, Sec. 108, February 28th, 1898, being date of appli- 
cation in United States.) Relates to means whereby any nuinber of electric 
motors or.cara when coupled to form a train can be controlled from a single 
point on the train. Each caris complete in itself, with motor and controller 
equipment, and master controllers are provided on the train in the different 
cars to work the motor controllers by & shunt off the main current. The 
general arrangement of the connections &nd the construction of the switches 
are shown in the specification. 25 claims. 


26,278. ‘improvements in systems of train contro! fer electrically propolied 
B odi W. B. Potter. Dated September 24th, 1898. (Date мену и under 
Act, February 28tb, 1898, being date of application in United States.) Relates 
to means whereby any number of electro-motors on cars when coupled to form 
в train can be controlled from a single point on the train. Each car is complete 
in itself, with motor and controller equipment, and master controllers are pro- 
vided on the train in the different cars. The motor controllers are worked from 
the pneumatic pressure brake pipes, but the valves which deterinine the admis- 
sion to the operative parts are electrically controlled from any one of the master 
controllers. The general arrangement of the connection and the construction 
“е operating mechanism of the switches is described in the specification. 52 
claims. 


20,863. “An im bell switoh.” H. J. F. Voigt and J. A. Наенаог. Dated 
September 26th, 1898. Relates to switches for secondary batteries. The con- 
tact strips are arranged on a cylindrical casing, and are clamped by insulated 
rings. They preferably pass through the hase, or switchboard, for the attach- 
ment of the cell connections. On the rings slide or rotate rings each of which 
carries one or two contacts formed with a carbon or metal block pressed against 
the contacts by a spring. One of the rings may be connected tothe lamp circuit, 
and the оо to опе pole of the generator. The contacts аге connected through 
resistances to prevent short circuiting. Iolaim. 


26,883. “ la or connected with electrical motor transformers.” 
A. 8. Holmes. Dated September 27th, 1898. In order to prevent reversal of 
polarity in motor transformers at local stations, the field magnets of the 
generator have a compound winding, one in connection with the distributing 
system, and the other in series with the main supply circuit. 1 claim. 


26,394. “improvements connected with the controlling ef electrical oirsalts.” 
A. B. Neimes. Dated September 27th, 1898. Relates to a method of controlling 
& current by automatically inserting a resistance ahould the current become 
excessive. A solenoid is arranged in the circuit, its core being connected toa 
lever carrying the bridging contact of the mercury oups and suitably weighted. 
In case of excessive current the core is drawn down, breaking the main circuit, 
and throwing in a secondary circuit having a resistance and a solenoid. This 
solenoid serves to hold down the core so long as the current is excessive. On 
the circuit being restored to its normal condition, the weighted lever drops, 
completing the main circuit again. 4 claims. 


26,646. ''improvements in alternating current measuring instruments." M. Р. 
Davie and F. Conrad. Dated September 27th, 1898. (Date claimed under Act, 
May 7th, 1898, being date of application in United States.) Relates to current 
meters for alternating currents. А laminated electro-magnet is excited by 
current supplied to & coil. Closed circuit coils surround parts of its pores the 
currente induced in them produoing a shifting of the magnetic fleld in the air 
gap of the core and turning a conducting disc carried by a shaft in opposition to 
& spiral spring. The shaft carries a pointer over a graduated circular dial. 
The spring is attached to the sbaft and to an adjustable slotted plate. The disc 
moves in the field of a permanent magnet to damp oscillations. The edge of the 
disc is spiral in form, so that as it turns it gradually leaves the field of the electro- 
magnet to enable a uniformly divided e to be med. The disc is balanced by 
slotting and weighing it. When the instrument is used for measuring current 
strength, the coil is connected with the ends of a non-inductive resistance 
having a temperature resistance coefficient at least as high as that of the disc. 
For measurement of electromotive forces, the ooil is connected in series with a 
non-inductive resistance with a low coefficient ; a small closed circuit coil having 
a high coefficient surrounds one pole of the core to produce a demagnetizing 
effect which diminishes as the temperature of the coil rises. These devices 
compensate for the diminished conductivity of the disc when its temperature 
rises, and for changes of frequency. 5 claims. 


26,448. "improved moans fer current te electrica raltwa 
vehicles.” d. W. Johnson. (5. ) Dated September D" . Relates 


to conductors and switches for electric railways and tramways on а road contact 
or like system with electro-magnetic switches and with alternating or direct 
currents. The conductor which supplies current to the road contacts through 
electro-magnetic switches as the vehicle passes, is fed with alternating current 
by a transformer, or direct currents may be used. The electro-magnets are 
wound with a thick wire coil and а thin wire coil, and their armatures connected 
to the feeder touch for contacts when lifted. The main portion of the current 
flows to the road contact through the thick wire coil from the first contact and 
the remainder flows through the second contact and thethin wire coil. The 
other contacts are connected respectively to the thin wire coils in the adjacent 
magnets so as to excite them when the circuit is completed by the shoes, but 
the connections to the rearward magnets may be omitted if the vehicle is only 
to run in one direction. A switch on the vehicle shung the current through a 
resistance when the motors are cut out to hold up the sWitches. 6 claims. 


20,496. “ pre vinea in insulators for wires and the like.” J. Та 
and W. Tayler. Dated September 28th, 1898. ded 


nsulators are provided with two 
transverse slots anda vertical connecting slot, in which the main conductor or 
short parallel portion and a binding wire lie. The insulator is cut away with 
dovetailed grooves to allow of the insertion and removal of a locking slide. One 
or more such securing arrangements may be applied on one insulator, and 
various insulators and slides may be suitably coloured for distinction. The 
lower part of the insulator may be of ordinary shape, and has & rubber sleeve in- 
side the inner shed. A loose metallic sleeve actsas a protector from breakage. 
4 claims. 


26,528. “ Improvements In standard colle fer «mall electric currents. 

Bree. & Co., Ltd., and E. F. A. Obaeh. Dated September 28th, 1898. Relates to 
standard cells for small electric currents, and consists in the use in the com- 
bination with the positive electrode of & layer of a depolarising-compound con- 
sisting of & mixture of & depolarising salt with carbon and with & percentage 
of the metal forming the electro-positive compound of the depolarising salt in a 
finely divided state. In & Clark's cell the coinpound would consist of a mixture 
of equal parts by weight of neutral mercurous sulphate (free from mercuric salt) 
and purified plumbago with a small quantity of powder gun tragacanth. This is 
made jnto a stiff past with asaturated solution of zinc sulphate, and then pure 
mercury in a fine stateof division is uniformly distributed throughout the mass. 
The compound is packed into holes in the carbon electrode, and the latter is then 
surrounded with a layer of it which is held in place by calico or the like. The 
invention may be similarly applied to the Watson cell or to that form of De La 
Rue's cell inwhich zinc, potassium chloride, silver chloride, and silver are 
employed. 1 claim. | 


20,531. ‘“‘Electre-mageetio mechanism fer тө valves." J. 
Molaren and M. Molaren” (E. W. Naylor.) Dated September thy 108. Relates 
to electro-magnetic mechanism for actuating engine valves. A disc is prefer- 
ably secured to the main shaft. Admission valves open outwardly under the 
&ction of the electro-magnets, and are provided with internal projections 


against which the piston may knock in case of accident. The exhaust valves 
open inwardly, and are worked by the electro-magnets. A portion of the disc is 
of insulating material, the peripheral plate and face plate being conducting. 
Under the control of the governor the movement of the hub effects a simulta- 
neous and equal movement of the rolls connected by circuit wires with the 
Glectro-magnets. The rolls are connected with the n The switches put 
the battery in circuit for working, and the hand switch is for starting. he 
switches are those for use when the engine and dynamo are running. 18 claims. 


26,632. ''improvemonts ia or te electrically propelled vehicles." П. W 
Blackwell. Dated September Sin fase. Relates to electrically пед 


vehicles, and consists of an arrangement of storage batteries, resistances, 
motors, and a switch or controller for effecting propulsion at several different 
speeds, giving different degrees of brake force, and providing for becking the 
vehicle. The controller or switch consists of a non-conducting cylinder carrying 
contacts. З claims. 


20,861. "improvements in and connected nn, er 
terminal boards fer telephes " М. Byng and F. б. Bell. Dated 
September 80th, 18989. Relates toa multiple coupling board in which the oon- 
ductors of multiple cables are connected by means of screws passing through 
insulating bars to metallic cross bars. 1 olaim. 


20,677. " fer meters.” G. Seek. Dated Beptem- 
ber 30th, 1898. Relates to switching apparatus for starting motors, the main 


line current being supplemented or substituted by a transformed down current, 
resistances being so arranged in the switch that when an electro-magnet 
becomes inefficient, the transformer is cut out of circuit and the motor is con- 
nected to the supply Jeads, 18 claims. 


20,665. “ Да improved coupling fer electrical communication baterscs 
rts of raltway trains." R.R. and J. C. Garuham. Dated September goth, 
HOM. Relaten to an electric coupling for railway carriages for connecting up the 

passengers’ communication or electric lighting circuits, Each member of the 
coupling consists of a spring bow provided with undulating or serrated 
and is suspended by the short sable from the line wire terminal at the end 
the carriage. To connect the coupling the prongs are slid together, the undula- 
tions interlocking with each other. One member of the coupling may have 
three prongs, and the other only one, the latter member being inserted between 
the prongs of the former. 8 claims. 


17,921. “improved or meane fer producing desigue, devices, and the Ше 
material fer la or the zinee-elestre er other 
— reradestion н pem. peni 19th, 1898. A design is indented 


on a thin sheet of copper, brass, or other ductile metal with a stylus, and is 
filled up by the use of the stylus or by rubbing either surface of the sheet. A 
wax or other cast may then be made from the sheet, and improved with & graver 
or otherwise, nfter which an electrotype or cast in fusible metal is made from 
it. The electrotype or cast, or the original sheet, may be backed by electro- 
lytically deposited metal, or fusible metal, or cement, and used as a die or 
stamp for printing, embossing, or moulding paper or plastic or other materials. 
Or castings may be made from both surfaces of the original sheet, and used as 
dies for embossing metal, book covers, cardboard or like boxes, or paper, or 
impressing rubber, wood pulp, or mastic. White plaster casts from the plates 
may be photographed for the production of printing blocks. 2 claims. 


17,674, UAM амин ш Meng die Siemens Bree. 2 
Limited. (Slemene & Haiske Aktien Geselisochaft.) Dated A ккө. & ос 


Relates to dynamo-electric machines. Air is caused to pass in thin layers at 
high speed and with eddying motion in contact with the largest possible surface 
of the field magnets and armature. In one arrangement, the air is drawn 
through the machine by means of a fan contained in a casing formed by plates, 
and takes three gourses—(1) between the magnets; (2) around the armature ; 
and (8) through the armature. The spaces between the magnets are near] 
tilled by prismatic bodies so as to form narrow channels in which are disposed 
corrugated metal sheets. In the longitudinal passages through the armature, 
helically-twisted metal strips are inserted to give the air an eddying motion. A 
chamber inay be formed at the end opposite to the fan, into which cool air may 
be conducted by means of pipes from the outside of the building or from an 
artificial cooler. In a similar manner, the air leaving the machine may be con- 
ducted to the oatside of the building. 6 claims. 


18,624. “ ements in or relating te olectric time alarms or сай bearde 
and the like.” E. Brew. Dated August 22nd, 1898. Relates to apparatus of 
the type described in Specification No. 2,581, a.p. 1897, for sounding alarms in 
different rooms at specified times. The hour hand of a clock completes circuit 
when not broken elsewhere for a battery every quarter of an bour, the contacts 
round the clock dial being connected by wires to separate contacts on a switch- 
bourd. The contacts are sufficient to provide for the times, say, from 6 to 9 
o'clock, and are connected directly to the clock contacts. A return wire leads 
back, through an electric bell in the room, to the battery. The time at which 
the bell rings is determined by adjustment of the arm to the required contact. 
For times between 9.15 and 5.45, separate rows of socket contacts are provided, 
connected with the clock contacts, into which plug switches may be inserted. 
The plugs are connected by wires with the contacts, to one of which the arm 
should be turned. All the corresponding contacts of each room are in electrical 
connection, so that the alarms may all be sounded at the same time if desired, 
1 claim. 


18,087. “An apparatus fer automatically starting nd stopping elestremoters, 
water Into MS ин, mal attendance whatever 


pumples storage porsona А 
J. Harding aad J. И. Miliner. Dated August 28rd, 1898. Relates to an apparatus 
for automatically starting and stopping electric motors used for pumping water 
into storage tanks. In the storage tank are arranged three small tanks I, 2 and 
8, fitted with floats carrying rods which, by means of adjustable tappets, 
actuate the resistance switch and the switch for making and breaking the 
motor circuit. The tanks 1 and 8 communicate freely with the storage tank, 
while 2 communicates therewith by a small opening. When the storage tank 
is empty, the float in tank 1 brings the lever of the resistance switeh into 
the starting position, and water is pumped into the tank 2 through the pipe. 
As the float rises, the switch is turned full on. When 2 is full it overflows into 
the storage tank, and the float now rises until when the tank is full it breaks 
the motor circuit. As the water level falls, the resistance switch is moved to 
the off position by the float, and the make-and-break switch is closed by the 
third float. The float then again moves the resistance switch into the starting 
position, and the cycle of operations is complete. 1 claim. 


16,137. “‘improvemonts in contact apparatus fer electric railways with uader- 
ground current teed and partial conductors.” С. Г. Р. Standebaoh. Dated August 
Mrd, 1898. Relates to electric railways and tramways on a sectional conductor 
system with mechanically-operated switches. Blocks are connected to the 
sectional conductor and main, are bridged by contacts which are mounted on a 
revolving plate of insulating material, and are connected by a lead wire. 
This plate is turned by a pinion on its spindle engaging a rack which extends 
into the conduit and is there acted upon by an arm carried by the vehicle. 
Springs return the parts. The appliance is enclosed in a casing with a cover. 
A partition made tight at its upper edge by a washer, dips into a mercury seal 
carried by the spindle so as to keep moisture from the upper part containing 
the contacts. 8 claims. 


18,186. “improvements in or relating te elestrie signalling or lndieating 
apparatus.” A. J. Boult. (V. J. Busson and E. Р. Buseon.) Dated August 28rd, 1 

lates to time alarm signalling apparatus for use in hotels, workshops, schools, 
barracks, hospitals, &, and is also a, apie for use in laboratories, or in 
burning ceramic ware, &c. The minute hand of the clock carries a cam, which 
completes, between the lever and acontact the circuit of an electro-magnet 
every quarter of an hour, &c. This magnet, when energised, acts through the 
armature and paw! to rotate an arm from one contact to the next of the 48 
contacts on the switch. The contacts are connected to hooks, above each of 
which is a time mark corresponding to the particular contact. The hooks are 
adapted to receive numbered contact pieces, which are connected to the wires 
from the bells in the rooms of which the numbers correspond to those on the 
contact pieces. The aperture in each piece is made tapered, to ensure a better 
contact with the hooks. In use, the piece corresponding to the room in which 
the person is to be called, &0., is hung on the hook corresponding to the time at 
which he is to be called. At the desired time the arm touches the proper contact 
and во completes the circuit of the corresponding bell. 7 claims. 
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The Electric Lighting Act of 1882 contained a very 
6, whereby the Board of Trade 
are authorised to make such regulations as they may think 


necessary provision in Section 6 


expedient for securing the safety of the public, and instead 
of inserting regulations for securing a regular and efficient 
supply of electricity in each order (as seems to have been 
contemplated by the draughtsmen of the Act), such latter 


regulations now form part of the Board of Trade's general 


regulations for safety and for supply. We suppose the Board 


of Trade could have refused to listen to outside representa- 
tions as to the form of such regulations, but, fortunately, 


the Board thought it courteous and convenient in 
1895, when it was found necessary to revise the regulations, 
to give to all those interested in the regulations, and who 
had raised objections thereto, an opportunity of stating what 
those objections were, and of supporting their objections by 
verbal arguments, so as to ensure that the Board's decision 
might be come to after hearing all that could be said upon 
the various subjects dealt with in the regulations. This 
very fair suggestion led to the well-known conference of 
Shortly afterwards the regulations were 
issued, and amongst them appeared the following in the form 
adopted for, the metropolis [В (5)] :—'* The standard pres- 
sure shall be fixed by the undertakers, and public notice of 
the amount of such standard pressure shall be given before 
the undertakers commence to supply energy to consumers, 
and such standard pressure shall not be altered except with 
the approval of the County Council, and upon such terms 
and conditions as the County Council may impose, and after 
public notice has been given, daring a period of one month, 
of the intention of the undertakers to apply for such approval. 
If the County Council refuse to approve such alterations of 
impose any terms or conditions with which the undertakers 


^ 
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are dissatisfied, the undertakers may appeal to the Board of 
[B (6)] * Before 


commencing to give a supply of energy to any consumer the 


Trade, whose decision shall be final." 


undertakers shall declare to such consumer the constant pres- 
sure at which they propose to supply energy at his terminals. 
The pressure so declared at any pair of a consumers termi- 


© nals shall not at any time be altered or departed from, 


except in consequence of any authorised alteration of the 


corresponding standard pressure. In the case of a trans- 
formation of energy on the consumer’s premises, the under- 
takers shall give the consumer the choice of а supply at 
either of two different pressures, one of which shall be 
approximately half the other, and in such case the pressure 
so chosen by the consumer shall be declared constant pres- 
sure. Provided that no change shall be made in the pressure 
of the supply to any premises which, at the date of these 
regulations, are supplied with energy by the undertakers, 
except with the consent of the consumer." 

No 


ae / x 
appeal is given from the decision. of the consumer, who, for 


The sting of the, latter regulation lies in its tail. 


good reasons, bad reasons, or no reasons at all, may with- 
hold his consent, and infliet-—not upon himself, that would 
matter little, but—Uupon all consumers supplied by a given 


company or in a given district, the hardship of being sub- 
LI 


jected to fluctuations of pressure which would have to be 
put up with so long as the 4 per cent. limit of variation 
fixed by the regulations (B. 7) was not exceeded. We have 
spared space for a little bit of ancient history, so that those 


who are not as well posted in the law and legislative side of 


the business as they are in the technical, may grasp the 
points involved. These may be considered under the two 
heads of precedent and advantage. But before coming to 
them, there is another bit of less ancient history to bechronicled. 
Last week we recorded (p. 139) that eight London electric 


supply companies appeared by deputation before the Board 


of Trade to urge an amendment of the regulation given 


above, whereby the alteration of pressure was made subject 
to the consent of each consumer, and proposed that the 
change should be permitted on such terms and conditions as 
may be agreed upon between the undertakers and the con- 
sumer, or failing agreement, as may be settled by an arbi- 
trator appointed by the Board of Trade. 

We may now see what precedent there is for such a pro- 
posal. It is quite a common thing for consent to be dis- 
pensed with. The most important case is that of an appli- 
cation for a provisional order, to which the consent of the 
local authority is required unless the applicants request the 
Board of Trade to dispense with such consent, giving the 
reasons for such request. By Section 1 of the Act of 1888, 
the Boad of Trade may dispense with such consent if it is of 
opinion that having regard to all the circumstances of the 
case, such consent ought to be dispensed with. Since 1889 
some 14 such cases have been dealt with under the powers 
given tothe Board: the last and most important being the 
Charing Cross and Strand Corporation’s City of London 
Order. Again, arbitration is а well-established principle in 
the settlement of differences on points arising under electric 
lighting powers, Disputes as to altering the position of 
pipes; obstructing the use of canals or dogks ; the amount 
of compensation for damage done; the interference with 
supply to other consumers by any consumer; questions 
between the undertakers and the Postmaster-General, owners 


of private streets, of sewers, or of gas or water pipes, or of 
electricity maius, or of subways ; and many other matters, 
such as price of supply to public lamps, maximum power of 
a consumer, establishment of testing stations, are left to be 
settled by arbitration. The proposals, therefore, of the London 
companies are eminently reasonable, and are capable of being 
fully supported by precedent, for if so many other, and some 
of them much more important, questions may be left to this 
essentially legal and well-understood way of getting rid of 


difficulties, surely a consumer, who loves the old-fashioned : 


100 volts so well that he does not want to have it altered, is 
fully protected by such a modification as that suggested. It 
is certainly fairer to the undertakers who are tied down in 
every conceivable way, and yet have to give, and continue to 
vive, a satisfactory and reliable supply of energy to all and 
sundry who may call for it. 

This at once raises the technical question, The advantage 
is so great that it is almost obvious that within a year or 
two the higher pressure must be adopted by all undertakers. 
The consumer would gain by imbibing some of the argu- 
ments used so long ago as 1896 by Mr. Barnard and by Mr. 
Couzens in their Municipal Electrical Convention papers. 
The former expressed the belief that the 220-volt lamp 
would soon be recognised as the most useful advance that 
had been made in electric lighting for the previous year or 


two, Four years’ experience has been found to fully sustain 


- this-opinion, and whatever reasons may have existed in 1895 


for retaining the veto of the consumer, it cannot be safely 
held that there is now good excuse for leaving it in the 
power of individuals to inconvenience the general supply to 
a district. We are well aware that one or two speakers at 
the Institution meetings make it their business to condemn 
the use of 200—250 volts on every possible pretext, but 
they are voices in the wilderness, and on the other side we 
have men of the experience of Mr. Chamen, Mr. Baynes, 
Mr. Gibbings, and Mr. Addenbrooke—to mention but a few 
Dr. A. B. W. 
Kennedy, in addressing the President of the Board of Trade, 
emphasised what is so often found, that the proviso in prac- 
tice gave the right to any casual consumer to object. 
There are those who, as he said, wish to be paid whatever 
they choose to demand. These are they who nullify the 
concession granted by the Board of Trade when the limit of 
low pressure was raised. In the Westminster Company's 
district only 10 consumers absolutely refuse to change out of 
a total of 5,300. As the London County Council conditions 
of consent are onerous, and the undertakers have to bear the 
cost, there is every reason why a very infinitesimal number 
of consumers should not be allowed to prevent the change to 
a higher pressure being carried out. The President of the 
Board ‘of Trade seemed to think that companies should 
propitiate people, and apparently attached great importance 
to the wording of notices to consumers, while he talked about 
the “rights of consumers.“ As these “rights” have been 
practically created by the Board of Trade, and their abroga- 
tion can be shown on solid technical grounds to be hardly 
hurtful at all to those who claim them, while they stand 
at present as an obstacle in the way of a much-needed in- 
provement, we can only hope that the Board of Trade wil 
seriously consider whether in the public interest it is not now 
time for a quinquennial revision of the regulations; at least 
so far as B No, 6 is concerned. 


—who cordially endorse the higher pressure. 
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ELECTRIC CRANES. 


(Continued from Vol. 46, page 428.) 


Ove series of articles on this subject will be concluded with 
some remarks under the following headings :— 

One-Motor rersus Three-Motor Cranes. 

Electrical Switch Gear. 

Brakes. 

Working of the Crane. 

Usual Crane Speeds — Sizes of Motor Suitable for 
Different Loads—Specification of Motor Suitable for Crane 
Working. 


Ox&g-Moron versus THREE- MoTOR CRANES, 


In cenverting existing rope or shaft-driven cranes to 
electrical driving, a single motor is almost always used, for it 
can be easily fitted with very little change to the existing 


When it comes, however, to buying a new crane, it is 
often an open question whether to adopt the single or the 
three-motor type. 

The single-motor crane is extremely simple so far as the 
electrical equipment is concerned. The motor starts up on 
a light load, runs А 
only im one direc- 
tion, and is con- 
trolled by a switch 
: in desi 
sad пос likely to 
give trouble in use 
from sparking or 
dher causes, 


The gearing and 
œ&her mechanical 
devices are, how- 
ever, somewhat 


complicated, which 
ia rendered 


be each reversible 
aad independently 
controlled, and 
Wing worked from 
* angle pulley, 
which а driven by 
the metor, and 
which rons at a 
constant speed and 
in one direction 


The three-motor crane is simpler so far as the gearing is 
concerned, but more complicated as regards the electrical 
equipment ; not only does it involve three motors in place of 
one motor, but these three motors have to be reversible, and 
this introduces difficulties which are not so easily surmounted 
in the switches as they are in the motors. 

The difficulties met with, as explained later on, have been 
more or leas overcome, yet reversible switches will always be 
more liable to give trouble, and will want more attention 
during working, than the simple switch for controlling the 
angle motor. 

The question of first cost of the complete electrical cranes, 
as seen from the following figures, points in favour of the 
one-motor crane, as being about 33 per cent. cheaper for the 
smaller sizes—say, up to 10 tons—and about 20 per cent. 
cheaper for larger sizes—say, up to 30 tons. 

On coming, however, to still larger sizes, 50 tons and 
upwards, there is little to choose in price between the one 
and three-motor cranes. The additional cost of electrical 


equipment in the three-motor type is counter-balanced by 


the saving in the gearing. 

Comparison belween prices of one and three-motor Cranes. 
—Cranes built by Broadbent & Sons, of Huddersfield ; 
electrical equipment by Crompton & Co., of Chelmsford. 


у Three moror 
5<оп overhead traveller, 30 feet span, com- 


plete with nec electrical equipment £375 £500 
15-ton overbead traveller, 50 feet span, com- 
plete with necessary electrical equipment £760 £920 


Fig. 27 


80, far as convenience and control in working are con- 
cerned, certain advantages come out in favour of the three- 
motor type. 

A crane in hoisting or traversing its load should start into 
motion slowly, should accelerate rapidly, and should deal 
with the greater portion of the hoisting or traversing at full 
speed. It should then slow quickly and stop. A good 
regulation is also required over the speed of each motion. 

All this is more easily attained with a motor to each 
motion, and the series wound motor, whose speed varies in 
proportion to the load, lends itself very aptly to this class of 
work, and is almost universally used. 

Any further speed regulation required, beyond that given 
naturally by the motor, is easily attained by means of the 
starting resistance in series with the motor. 

In the case of the one-motor crane, the speed of the motor 
is kept constant, as it is not convenient to provide for sufficient 
variation in the working speed to be of any material use. 

The gearing being arranged for a safe working speed with 
full load, the light lond is often worked at the same speed as 
the heavy load. In small cranes up to 5 tons this is no 
gerious disadvantage, but when both light and heavy loads are 
dealt with, it is desirable to work the light loads at a quicker 
speed than the heavy 
ones. 

This is got over 
to a certain extent 
by having a quick 
and a slow speed 
gear, but even this . 
only gives as many 


gears provided, in- 
stead of inter- 
mediate speeds 
between the maxi- 
mum and the mini- 
mum, as is the case 
with the three- 
motor crane. 

In shops of short 
length there is little 
advantage in being 
able to travel the 
empty crane or the 
light loads at a 
quicker speed than 
the full load, and 
consequently the 
three-motor crane 
has no great ad- 

vantage over the one-motor crane, so far as speed of travel- 
ling i8 concerned. 

Again, for short spans, say, 40 feet and under, the 
tumbler bearings and cross shafts, rendered necessary in one- 
motor cranes, are not so serious a disadvantage as is the case 
in spans of greater width—and consequently here again the 
three-motor crane has not much of a pull over the one-motor 
crane. 

Fig. 27 shows a 15-ton overhead traveller, made by 
Broadbent & Sons, of Huddersfield, and driven by a single 
Crompton compound motor. 

The crane is designed for a span of 10 feet, and for a 
shop 130 feet in length, the hoist being 5 feet p.m., and 
travel 150 feet p.m. | 

The working of this type of crane has been во satisfactory, 
and the annual maintenance on it so small, that one 
cannot help thinking that three-motor cranes are often used, 
especially in small shops, where one-motor cranes would be 
quite as snitable, and cheaper in the first cost and main- 
tenance. 

The small amount of power wasted in the gearing after 
all does not represent a large item in the coal bill, provided 
the motor is switched off when out of use, as is usually the 
case. 

The tendency at the present time among both crane 
makers and engineers in general, is to prefer the three-motor 
to the single-motor crane. 

We are quite in agreement with this for heavy cranes or 
where the span is wide, and the shop“ a long опе, взу, span 
D 
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exceeding 40 feet, and length of shop 150 feet, and finally 
where the nature of the work requires a large variation in 
the working speed, but to use three-motors on a small crane, 
or even on larger cranes, in small shops, often seems quite 
unnecessary. 

In other words, it would not appear as if the slight addi- 
tional advantages gained by using three motors, under sucli 
conditions, would warrant the increased first cost and Ше 
additional maintenance cost of the electrical equipment. 

It might be mentioned in passing that a great many 
cranes are now being built for four motors in place of three, 
two separate windiug drums being provided, the one to deal 
with the heavy loads, the other with the lighter loads; 
although four motors are fixed, only three controllers. or 
switches are usually used, the two hoisting motors never 
being in use at the same time. 

The two winding drums enable the best speeds to be 
o tained for the light and heavy loads. 

In deciding whether to adopt the three or the oue-motor 
crane, each case must be gone into on its own merits, the 
size of shop, nature of work to be handled, speed of working 
required, &., all being taken into consideration, and in 
our opinion a great many cases will be found where the 
one-motor crane will meet all the requirements, 


ELECTRICAL SWITCH GEAR. 


The starting switch for controlling а single-motor 
crane is extremely simple, and not likely to give any trouble 
in use. 

The one used on the crane shown in fig. 27 possesses the 
advantage that, being fitted with a spring flipper between 
every successive contact, no sparking can possibly take place 
on the contacts themselves. 

It is well known that, although the largest spark takes 
place on switching off from the last contact, an appreciable 
spark takes place in passing from one contact to another, 
which, in time, is sure to prevent the smooth working of the 
switch, 

This is obviated in the switch referred to by transferring 
the sparks from the contacts to the “ flipper,” which can at 
any time be easily renewed. 

The switch can be fixed in any convenient position in the 
operator's cabin, or, if desired, can be fixed above, but 
worked from below, by means of a rope or chain passing 
round a suitable grooved pulley, fixed on the switch spindle. 

The switch is only used for starting and stopping the 
motor, and not for reversing, as the different motions are 
controlled by their separate levers, which actuate the different 
clutches or belts. | 

Provided the switch, or chain operating the switch, is 
within easy reach of the operator, it is unnecessary to 
have an additional quick-break main switch, for, in case of 
emergency, this type of switch can be quickly taken off. 

The electrical! equipment of the operator's cabin, on 
а single-motor crane, may conveniently consist of the 
following :— 

(«) One motor-starting switch. 

(b) Two single-pole fuses. 

(c) One ammeter. 

(d) One wall socket for iuserting plug for portable hand 
lamp. 

Ertra.—One rheostat for working in series with shunt of 
motor, if any speed regulation is deemed necessary. 

The switch gear for regulating three-motor cranes is not 
so simple. There is still a good deal of difference in opinion 
as to whether it is better to use the ordinary wire resist- 
ance with metal starting switch, or to use a switch of the 
liquid type. 

Whilst, on the one hand, the metal starting switch is 
cleaner, and does not require so much attention when in use, 
yet there is always a good deal of sparking going on, which 
gradually destroys the contacts, and consequently does not 
ensure a very loug life to the switch. 

On the other hand, the liquid switch requires frequent 
attention in the way of refilling with liquid, as a good deal 
is lost by evaporation and by being jolted out of the tanks. 
It is also rather unpleasant for the operator through splashing, 
which is difficult to prevent if the crane is started or stopped 
with a jerk, as is usually the case. 


Finally, the liquid makes it more difficult to maintain the 
insulation of the cables, &c., entering the operator’s cabin. 

There is, however, no sparking either on starting or on 
reversing the motor, and consequently little deterioration is 
going on, and the life of these switches may be looked upon 
as a long one. 

The attention required by the liquid switches is not a 
serious matter, as they are always within sight of the operator, 
and usually a man gives up the whole of his time to the 
crane, and consequently has plenty of leisure for keeping it up 
to the mark. 

On the whole, it is probable that the liquid type of 
switch is the right one for these reversing motors, and we 
know of excellent results which have been obtained with 
them. 

A separate switch is used for each motor, and it can be 
conveniently fixed on the floor of the operator’s cabin, in 
front of the scat, with the handlestanding vertically upwards, 
in the“ off " position. 

By means of a commutator on the spindle of the switch, it 
n be arranged ко that by moving the handle in one direction 
the motor goes in one direction, whilst by moving it in the 
opposite direction the motor is reversed, as in the example 
illustrated on p. 59 of our last volume. These resistances 
are used on cranes very largely for speed regulating purposes, 
and they will control the speed of the motor to a uicety. 

It is possible to have one large tank to take the place of 
the three smaller ones, but this is not desirable, as the splashi- 
ing from the large tank is а good deal more serious and more 
difficult to prevent than the splashing from the smaller 
tanks. 

(To be concluded.) 


NEW ELECTRIC TRAMWAY SCHEMES 
FOR LONDON. 


THE London County Council proposes to promote a Bill 
iu the next. session. of Parliament to authorise the construc- 
tion of 28} miles of new tramways in the metropolitan area, 
to be laid entirely with heavy rails, for the purpose of elec- 
tric traction. All the lines to be connected with the exist- 
ing County Council tramways will be electrically equipped, 
whilst those which will be joined to the system leased to the 
North Metropolitan Tramways Company are initially pro- 
posed as horse lines, unless their tramways have been 
converted from horse to electric traction in accordance with 
the provisions in the company’s lease. The tramway 
schemes have been reported upon at some length by the 
Highways Commit ee, and the necessary street widenings 
have been similarly dealt with iu a report by the Improve- 
ments Committee. The following extracts from the report 
of the former may be of interest in relation to the proposed 
new tramways :— 


PROPOSED NEW TRAMWAYS—NORTH OF THE THAMES. 


1. Archway Tavern (existing lines) to the County Boundary ; 
length, 3 furlongs.—This line would form the link between tly 
Council's (northern) tramways and the light railways beyond the 
county boundary, for the construction of which the Middlesex 
Council is seeking powers. The Middlesex Council proposes to use 
a system of electric traction on its light railways, and we think this 
line should be constructed for a similar mode of traction. The cost 
of construction for clectric traction is about £8,400; and current for 
working it could be obtained from the Vestry’s electrie light station 
or by arrangement with the Middlesex Council. 

2. Seven Sisters Road (existing lines), vié Amhurst Park to Upper 
Clapton Road (existing lines); length, 5 furlongs 1 chain.— This 
proposal was included in the Council’s Tramways Bill of this year, 
but was withdrawn owing to the refusal of the Vestry of Hackney 
to assent to the construction of the tramway. In the hope that t he 
road authorities concerned may eventually consent to the construc- 
tion of the line, we have included the proposal amongst the others. 
No street widenings will be required; and the estimated cost of 
construction of the tramways, for horse traction, is £11,250. 

3. Mildmay Park (existing lines) Westwards to Balls Poud Road 
(existing lines,; length, 2 chains.—This is a short junction lino, 
suggested by the engineer as an alternative to a proposal of the 
Vestry of Islington for the construction of tramways, which would 
involve expensive street widenings along Newington Green Road. 

4. Harlesden (near the County Boundary), via Scrubbs Lane, 
Wood Lane, Shepherd's Bush Road, Brook Green Road, and Fulham 
Palace Road to Putney Bridge: Length, 4 miles, 7 furlongs.— Th js 
line would be very valuable from a traffic point of view, as providiu к 
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mnch-needed means of transit. The construction of a double line 
would necessitate certain street widenings, the estimated cost of 
which is £159,950. The Improvements Committee is prepared to 
recommend the Council to carry out these wideniugs, subject to 
voethird of the cost being borne by the Vestries of Fulham and 
Hammersmith, one-third being charged to the account of the 
improvement, and the remaining third to the tramways account; 
and with this proposal we concur. The cost of construction for 
electric traction is estimated at £146,250, and for horse traction at 
£T3, 000. . 

5 Uxbridge Road (near the railway station) via Richmond Road, 
Netherwood Road, and Westwick Gardens, to Shepherd's Bush 
teed: Length, З furlongs.— This short piece of line would form a 
кеш adjunct to the tfamways (No. 4) at Shepherd's Bush Road, 
do whieh the line would, indeed, practically form part. Some 
small street widenings would have to be carried out, the estimated 
rot of which is £8,700. In this instance the whole cost will 
пате to be borne by the tramways account, unless the Vestry of 
Hammersmith ean be induced to make a contribution. The cost of 
tse construction of the line for electric traction is estimated at 
£11,250, and for horse traction at £5,500, 

6. Brook Green Road, at its intersection with Hammersmith 
feaiway, via that thoroughfare to the London United Tramways 
и Gleathorne Road; length, 5 chains.—This was proposed by the 
cogineer as a connecting link between the proposed tramways (4) 
sed the London United Tramways. We propose that this line 
hall be constructed for electric traction, the estimated cost beiug 
£2,000. 

7 Victoria Embankment (Blackfriars end), via the Embankment, 
Vieteria Street, Buckingham Palace Road, Commercial Road, Bridge 
Road and the Chelsea Embaukment to near Battersea Bridge; 
ength, 4 miles З furlongs.— 1t is suggested that this should be con- 
hosed along World's End Passage to and over Putney Bridge. The 
mad anthorities whose consent would have to be obtained are the 
\е&гєз of St. Margaret and St. John, Westminster, St. George, 
Назотег Square, and Chelsea. The first-named Vestry is not hostile 
t the seheme, the Vestry of St. George has signitied its approval, 
амі no decision has yet been come to by the Vestry of Chelsea. No 
sef widenings will be necessary in connection with this line, the 
timated eost of the construction of which for electric traction is 
£132,000. 

х Battersea Bridge, via Chelsea Embankment, World's End 
Psae, King’s Road, New King's Road, and Putney Bridge 
Approach, to and over Putney Bridge; length, 2 miles 1 furlong 
! chains.—-This line, which is in continuation of No. 7, would 
mvolve the widening of the whole length of World's End Passage, 
sed also widenings in King’s Road and New King's Road, the cost 
of which is estimated at £396,410. The authorities concerned are 
the Vestries of Chelsea and Fulham. The Vestry of Chelsea has 
mot yet decided whether it will contribute or not, but the Vestry of 
Fulham states that it does not consider that the expenditure for 
*ideaings would be of benefit to the parish. The Improvements 
Lommuttee is prepared to recommend the Council to undertake the 
«eet widenings, and to pay out of improvement funds one-third of 
the cost, provided that the two authorities concerned will, together, 

etrühate another third, the remaining third being borne by the 
tatiwaysaccount. The cost of construction for an electric system 
© £379,000. 

У Hampstead Road (tramways terminus), across Euston Road, 
and akee Tottenham Court Road to Oxford Street; length, 5 fur- 
longes 4 chains. —'l'he Vestry of St. Pancras and the St. Giles District. 
Doami have both refused their consent. The cost of construction 
for horse traction is estimated at £10,200. 

и). Theobald's Road (tramways terminus), via Vernon Place, 
Soomsbury Square, Hart Street, across Oxford Street and along 
Staftesbary Avenue to Cambridge Circus; length, 4 furlongs 7 
сапа — The St. Giles District Board, through whose district parta 
sf the tramways would be laid, has refused consent to any tramways 
‘ing eonstrneted, and the Holborn District Board has not expressed 
aay opinion with regard to the proposal; but the line would be of 
"en value to the publie that we include it, in the hope that those 
sodies may be induced to assent to it. The estimate of the cost of 
evustruction for horse traction is £8,800. 

11 Farringdon Road (tramway terminus), along that road to the 
City boundary; length, 2 furlongs 4 chains.—This was suggested 
ey tee engineer, but his proposal was that the line should extend to 
à point near Ludgate Circus. The City Corporation was not pre- 
pared to assent to the tramways being laid within the City area; 
sed our proposal is therefore that the line shall stop short at the 
Сиу boundary. The road is sufficiently wide for a double line of 
iraniwsys and the estimated cost of constructionis £4,500. 

12 Victoria Embankment, via Westminster Bridge to the L. C. C. 
tramways terminus in Westminster Bridge Road; length 3 fur- 
wegs—The Vestry of Lambeth approves the proposal, and has 
pressed itself in favour of the extension of tramways over the 
bridges, The Council has on two or three oecasions endeavoured, 
тиро success, to obtain powers to construct tramways over the 
onse: bat we think that a further endeavour should be made. The 
emated cost of construction for electric traction is £11,250, aud 
tor horse traction £5,600. We submit in this case alternative esti- 
mates, as it is doubtful whether there is sufficient space under the 
“srmazeway of Westminster Bridge to permit of the laying of the 
cwndait system. 

13. Chelsea Bridge (north end), via Grosvenor Road, to a point 
wear Lambeth Bridge: length 1 mile 4 furlongs 8 chains. This 
ine would not, at first, be in connection with the L. C. C. tramways, 
ашин} there is little doubt that it would eventually be so con- 
nected; and we think that it should be constructed for electric 
traction. The estimated cost of construction for electric traction is 
£240,000, and no strect-widenings would be necessary. 


PROPOSED NEW TRAMWAYS—SOUTH OF THE THAMES. 


14. York Road, Wandsworth (South London Company’s lines), 
vid tho new street, 50 feet wide, in course of formation between York 
Road and Red Lion Street, along Red Lion Street, across High 
Street, along South Street, Garratt Lane, and Defoe Road to High 
Street, Tooting (L.C.C. lines); length, 2 miles 7 furlongs & chains.— 
The Wandsworth District Board has urged that the widening of Red 
Lion Street should be included among those in connection with the 
tramway proposals, so that the new tramways may extend from York 
Road along the route indicated above. The Improvemeuts Com- 
mittee has agreed to the extra width, and proposes to recommend 
to the Council that one-third of the cost of the street wideuings 
shall be charged to the account of the improvements, one-third be 
contributed by the Waudsworth District Board, and the remaining 
third charged to the tramway account. The estimated cost of the 
construction of these tramways for electric traction is £90,000. 

15. St. John’s Hill, near Clapham Junction Station (South 
London Company's lines), vid Strath Terrace, Bolingbroke Grove 
aud Belle Vue Road to the Surrey Tavern, at the juuction of that 
road and Trinity Road; length, 1 mile 3 furlongs 1 chain.—The 
consent of the Vestry of Battersea and of he Wandsworth District 
Board will be required to the tramways along portions of the route ; 
and the Improvements Committee is prepared to recommend that, 
subject to these consents being given, and to the Vestry of Battersea 
agreeing to pay one-fourth of the cost of the street widenings in the 
parish, the Council shall undertake the street widenings, one-fourth 
of the cost being charged to the account of the improvements and 
the remaining half to the tramways account. The cost of construc- 
tion for electric traction is estimated at £47,500. 

16. Battersea Park Road (South London Company's lines), via 
Albert Road, to the foot of Albert Bridge; length, 4 furlongs 8:8 
chains.—The tramways manager is of opinion that it would be of 
advantage to the council to have powers to make the extension to 
Albert Bridge when it shall have acquired the company’s lines, for 
the purchase of which the council has decided to serve notice. The 
estimated cost of construction for electric traction is £18,500. 

17. Camberwell Green (L. C. C. lines), vie Denmark Hill, Champion 
Park, Grove Vale, Lordship Lane, and Loudon Road to Devonshire 
Road near Forest Hill railway station; length, 3 miles 4 furlongs 
6 chains. This was sugzested by the Vestry of Camberwell, one of the 
road authorities concerned ; the others being the Vestry of Lambeth, 
which approved the proposal, and the Lewisham District Board, 
which has refused its consent. Some extensive strect-widenings 
would have to be effected before the tramways could be laid, and 
the cost of these is estimated at £155,450. Of this amount the 
Improvements Committee proposes that the road authorities con- 
cerned should contribute one-third, that one-third should be paid 
out of the funds applicable to the improvement, and that the 
remaining third should be charged to the tramways account. The 
committee is prepared to recommend the Council to carry out the 
street-wideninys on this basis. The estimated cost of construction 
for electric traction is £107,000. 

18. (Goose Green, via East Dulwich Road and Peckham Rye, to 
the junction of Hall Road aud Stuart Road, Peckham; length, 
1 mile 4 chains.—The Vestry of Camberwell submitted a suggestion 
for the coustruction of tramways from Goose (reen, to Inverton 
Road, Honor Oak, and the manager approved of this. We found, 
however, that the construction of a double line beyond Stuart Road 
would involve a considerable outlay for street-widenings; and have 
decided to recommend that the line shall go only as far as Stuart 
Road, up to which point no widening would be necessary. The 
estimated cost of construction for electric traction is about £31,500. 

19. Southwark Street, at Hop Exchange Corner (South London 
Company’s lines), via Southwark Street, Stamford Street and York 
Road, and across Westminster Bridge Road, thence (single linc) to 
Lambeth Palace Road (same company's lines), and returning via 
Stangate over a proposed connection between the I. C. C. lines and 
the company’s lines near Westminster Bridge; length, 1 mile 2 fur- 
longs 7°7 chains. This was proposed by the St. Saviour's District 
Board, and is approved by the Vestry of Lambeth. ‘The estimated 
cost of construction of the line for electric traction is £45,000. 

20. Waterloo Road (L.C.C. Tramways terminus’, along that road 
to a point opposite the York Hotel; length, 1 furlong 7:1 chains.—- 
There is little doubt that the removal of the tramways terminus to 
a point nearer to Waterloo Bridge will be a decided advantage to 
the traflic, and will probably cause an increase in the number of 
passengers using the lines. The Vestry of Lambeth approves of 
this extension. The cost of construction for electric traction is 
estimated at £6,500. 


LEGAL. 


BROCKIE-PELL Авс Lamp Company v. JOHNSON & PHILLIPS. 


THis case came before Mr. Justice Kekewich in the Chancery 
Division on Thursday on a motion to commit the defendants for the 
alleged breach of part of an order made by his Lordship on April 
22nd, 1899. Mr. Warrington, Q.C., and Mr. J. C. Graham appeared 
for the plaintiffs in support of the motion, and Mr. Fletcher 
Moulton, Q.C., and Mr. A. J. Walter for the defendants. 

Mr. WaBRINCTON, in opening the case for the plaintiffs, said that 
the notice of motion asked that the Court be moved to commit the 
defendants for breach of that order by selling certain lamps known 
by the name of Victoria lamps. The action in which the order in 
question was made was an action for infringement of certacn patents. 
The order in question restrained the defendants during the con- 
tinuance of the plaintiffs’ letters patent from manufacturing, selling, 
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or exposing for sale Victoria lamps, and that the defendants were 
not in any other manner to infringe the said letters patent. But 
the order was not to apply to any Victoria lamps manufactured or 
sold by the defendants which bore the serial numbers mentioned in 
the order. The order then went on to state that all further pro- 
ceedings be stayed except for carrying the order into effect. The 
learned counsel stated that his Lordship would see that the order 
was in two parts. It first restrained the defendants from 
manufacturing or selling, or exposing for sale, Victoria 
lamps, and secondly, it restrained the defendants from 
infringing the plaintiffs’ letters patent. The present motion 
was not founded upon the second branch of that order. It was 
founded simply on the first branch, and if he (counsel) failed to 
satisfy his Lordship that the lamps the defendants had been selling 
were within the true meaning of the order Victoria lamps, then 
except to two of the lamps, which were admittedly Victoria 
lamps, the motion would fail. On the present notice of 
motion, he asked his Lordship for relief, and to say that 
certain lamps which it was admitted had been sold by the 
defendants were Victoria lamps. His Lordship would observe that 
the notice of motion referred to lamps of certain numbers. The 
first two of those lamps mentioned in the notice were admittedly 
Victoria lamps, and they were not included amongst the serial 
numbers mentioned in the order, and excepted in the injunction. 
The consequence was that on those two lamps the plaintiffs were 
clearly entitled to have an order to commit the defendants who had 
committed a breach of that order which restrained them from 
selling Victoria lamps with the exception of those with serial 
numbers mentioned in the order. The only answer on that part of 
the case was that the defendants had sold those two particular 
lamps to certain third parties before the date of the order, and had 
repurchased them, and sold them again. He (counsel) submitted 
that that was no answer, as the defendants were restrained 
from selling any Victoria lamps except those mentioned 
in the order—the exception being those with serial numbers. 
It was no answer for the defendants to say “we bought 
those two lamps in the market and sold them again." The defen- 
dants had no right to sell them again. The plaintiffs could not 
prevent third parties from selling the lamps, but they could prevent 
the defendants from selling them. The order was absolute that the 
defendants should not aell any Victoria lamps except those specified 
in the order. His Lordship would notice Nos. 16,387, 16,354 and 
16,338 amongst the numbers mentioned in the notice of motion. 
That referred to lamps to which the defendants had applied the 
same serial numbers that were mentioned in the order and sold. 
The plaintiffs’ case was that the defendants had made certain 
slight and immaterial changes in those lamps for the purpose of 
being in a position to say they were not Victoria lamps. He (Mr. 
Warrington) should point out to his Lordship that the changes 
which had been made were immaterial and trifling changes, which 
left the lamps substantially what they were before. The only 
lamp which his Lordsbip would be troubled with was that numbered 
16,338 which hung on a frame in the Court, and it had been agreed 
between the parties that all the other lamps except the first two 
were identical with the lamp No. 16,338. No. 16,371 also bore one 


of the serial numbers mentioned in the order, but those were in the . 


same position as those he had mentioned, and were sold after the 
200 lamps mentioned in the order had been sold. With regard to 
the others, Nos. 16,839 and 16,863, were sold to a Mr. Hawkins. 

Mr. MourTON: We admit the sale of all those. 

Mr. WannrxGTON: Well, all your Lordship will be troubled 
. With is to say whether No. 16,338 was a Victoria lamp or not. 

Continuing, the learned CounsEL said he would just point out to 
his Lordship in what way 16,338 was said to differ from the Victoria 
lamp. The learned counsel proceeded to read affidavits in support 
of his case. 

Mr. DucALD CLERK in his affidavit stated that he had carefully 
examined and compared the electric arc lamp, No. 16,338, which 
was typical of all the defendants’ lamps, with the Victoria arc lamp. 
In his opinion the lamps were substantially the same. There were 
some trifling differences in the structure of the two lamps, but they 
were во trifling that they could not be said to make No. 16,338 a 
different Jamp from the Victoria lamp. 

In an affidavit of Mr. Ввоскте, he stated that in his opinion the 
lamps were in all respects substantially identical. 

Mr. WALTER then read the defendants’ affidavits. 

The defendant, Mr. JoHnson, said he was in a large way of busi- 
ness in the manufacture of electric arc lamps and other electrical 
appliances. For several yéars past he had employed a competent 
manager in his arc lamp department. He was an engineer of great 
experience. Upon the order of April, 1899, being made, he gave 
this gentleman instructions to carry out this order. Personally he 
had never designed, made, or sold any lamps in breach of that 
order. To his knowledge there had been no evasion of the order of 
the Court. | 

Mr. Esson, the defendant’s engineer, deposed that the order of 
April, 1899, had been carried out. Two hundred lamps had since 
been sold, but none of them were Victoria lamps or infringed the 
plaintiffs’ patent, and they were not constructed in breach of the in- 
junction. When the order was made he at once made it his business 
to reconstruct the arc lamps of the defendant, so as not to include the 
structural features alleged: by the plaintiffs to comprise his claim, 
and not to infringe plaintiffs’ patent. None of the features 
described and specifically claimed by the plaintiffs were included 
in these lamps. The points of difference were such as to place the 
lamps wholly outside the scope of the plaintiffs’ specification. The 
mere repetition of certain of the numbers mentioned in the order 
could not injuriously affect the plaintiffs. The Victoria lamps 
referred to were originally sold by the defendants in September, 
1897 and 1898. In respect of these lamps royalty had been paid to 


the plaintiffs under the agreement of 1899. The said lamps had 
been returned to the defendants and re-issued in the ordinary course 
of business. | 

Prof. SiLvANUS THompson, in his affidavit, said that he had been 
familiar for some time with the lamps manufactured by the plaintiff 
company and by the defendants. e had examined the Victoria 
lamp, and the No. 16,338, and found two substantial and complete 
differences between them. In respect of the features which the lamps 
had in common, the defendants were using nothing that was not 
common to all the world, and well known prior to 1892. 

Evidence was then called. 

Mr. BROCRIE, the plaintiff, cross-examined by Mr. FLETCHER 
MovuLrTON, said that his affidavit of February, 1898, was in an action 
for infringement of letters patent. He had applied for an interim 
injunction. In paragraph 4 the invention claimed the combination 
of a spring brake supplementing the main brake on the regulating 
wheel. That was one of the points in which he alleged that the 
Victoria lamp made by the defendants infringed his patent rights. 
As a matter of fact, the lamp he complained of bas no spring brake 
supplementing the main brake. The letters patent 12,982, of 1894, 
were granted in respect of an invention of an arc lamp in which the 
crown plate was fixed to the top U-shaped piece within which the 
brake and focussing wheels were placed. In that patent for the first 
time he showed this U-shaped piece attached to the top piece and 
holding the wheels. That he considered novel at the time. The 
globe gear was supported by a single tube attached at its upper end 
to the base plate. It also acted as a guide to the carbon rods. 
This last was not to be found in the lamp complained of. The 
U-shaped frame was practically the same in both lamps. 
The whole of the lamp was quite free to the public 
except the point he had mentioned. In the letters patent 
23,825 of 1894 the claim was for controlling the great wheel or 
wheels by means of a loaded band in combination with levers. In 
the lamp he complained of the band was loaded by means of a 
heavy weight attached to it. Band brakes were common for years. 
The releasing of the brake was the main thing in the patent. 

Mr. SHRIMPTON said he had negotiated the settlement of this 
action. In making the settlement -he intended to clear up all the 
past disputes. The payment of £1,675 was in respect of the lamps 
previously made by the defendants. He had never made any 
attempt to interfere with the user by the public of lamps includ 
in the settlement. i 

Mr. DuGaLD CLERK was called, and gave evidence as to the 
details in which the two lamps differed. 

Mr. MovrToN, on behalf of the defendant, said that his learned 
friend said that the defendants' lamps did not differ from the 
plaintiffs' or if they did it was in matters perfectly immaterial. He 
admitted that if the defendant was repeating that which had been 
complained of, he could not go back on the question of whether 
it was an infringement of the Victoria lamp. If his friend could 


- say the defendants’ lamp was identical with the plaintiffs’ he would 


support his case. But the moment he left identity his case dis- 
appeared. There was no such thing as substantial identity in the 
abstract. You had to consider what were the material points by 
which you were to judge or not judge of the identity. For instance, 
it might be said that the defendant was not to sell lamps of a 
particular size or strength. "Then, if you could show that he was 
selling lamps of that size or strength, the case would be proved. 
But here the action was for infringement. Under the circumstances 
identity was destroyed, if once you showed that any points which 
were taken as material were points in which the lamps differed. 
There were these differences between the two lamps, and he sub- 
mitted that the plaintiff had not made out a case to justify the 
granting of a committal order. 

His LonpsHiP said that, in his opinion, there was substantial 
identity between the two lamps, the Victoria lamp and the lamp 
No. 16,338. The endeavour to distinguish them had been slight. 
Certain differences had been pointed out, but it was clear that these 
differences were mere differences in detail which did not interfere 
with the real identity of the lamps. He had no doubt that they 
were adopted in order to enable the defendant to put on the market. 
Victoria lamps substantially like those mentioned in the order. It 
seemed to him that the plaintiff had proved his case. It was 
useless to go through the differences in detail, because to his mind 
the evidence was overwhelming that the differences were onl 
differences in detail. What he had before him in No. 16,338 was 
substantially the Victoria lamp. He had no doubt tbst the 
defendant had been attempting to evade the order of the Court if 
possible. He had not succeeded. There would be an order for 
committal, and the defendant must pay the costs. 

Mr. MovLTON asked for a stay of the order, pending an appeal. 

His Говрзнір said the order must be drawn up, but a stay 
would be granted if an immediate application were made to 
the Court of Appeal. 

Mr. Mouton said he would apply at once. 

[The case was ultimately settled by agreement—see our Notes ?? 
columns.—Eps. ErEc. RRv.] 


JUDGMENT IN THE CASTNER-KELLNER APPEAL. 
The Manufacture of Caustic Soda. 


THE House of Lords gave judgment yesterday in the appeal of the 
Castner-Kellner Alkali Company, Limited, v. The Commercial 
Development Corporation. The action was brought by tne appli- 
cants for an injunction to restrain the respondents from infringing 
letters patent granted to Carl Kellner for an alleged invention for 
improvements in electrolytic apparatus for decomposing metalli«- 
salts. 

The Говр CHANCELLOR, in giving judgment, said: In order tO 
appreciate the real nature of the dispute in this case one has t«» 
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temember that no chemical discovery is in question, no new mode 
of producing caustic soda, so far as the electrolysis itself is con- 
eerped. The decomposing of common salt and water by electricity and 
making an amalgam with mercury and sodium so as to leave as a 
mt caustic soda is common to all the patents that have been 

t before us in tbe course of this discussion. Between the 
mmediste parties to this appeal there is therefore nothing whatever 
in dispate except the mechanical machinery by which this chemical 
prees of producing caustic soda can be put in operation. Now, 
Kellner. whose patent is now in question, described in his 
provisional specification the mechanical contrivance by which 
the to which I have referred has to be put into 
operation, and the whole point in dispute is whether in 
the description he has given in his provisional specification, he 
im, or bas not, described the invention which he claims in his com- 
piete specification, or whether the latter does not, in addition to 
what he has described in the former, claim something different and 
outside his original claim? That is the whole question. Now, there 
cannct be any doubt that an essential feature of his invention is 
what he has called a stationary mercury cathode, and the question 


respect of surrounding objects, or 

&xuooary in respect of the vessel which contains the mercury, 
sod a scientific demonstration was made before your Lordships that 

the mercury in the vessel was itself at rest, although the vessel 

пасі was subjected to a considerable movement. I have some doubt 
whether the experiment is a sufficient proof of the proposition it 
was intended to support. No actual use of the apparatus has ever 
teen made, and 5 such as was made before your 
Lordships, and its use in practice is a very different thing. 
But independent of this consideration the question must be deter- 
mined by the fair construction of the provisional specification itself. 
It will not doto say that in looking at the complete specification 
tbere is a sense in which it is compatible with the provisional, but 
v»ether the provisional really is intended to protect the invention 
more minutely described afterwards in the complete specification 
Sow I am unable to say that I think the provisional specification here 
evercontemplated the movement in any sense ofthe mercurial cathode. 
Н is impossible to read the concluding part of the provisional 
specification without being struck by the absence of any hint of the 
arrangement claimed afterwards. These are the words: “If the 
bells after s suitable interval of time, be shifted back into position 
shown in full lines, i.c, to the right hand, the mercury on the left 
hand side of the anodes, together with the amalgam formed thereon, 
becames situated in the combining chamber of the trough, and con- 
seryaently within the sphere of action of the water in such chamber. 
u will thus be seen that by the to and fro movement of the bells 
the transposition of the amalgam formed in the decomposing 
chambers to the combining chambers, and the practically continuous 
farmation of caustic soda in the latter, are caused to take place 
alternately on the one side and on the other side of the 
anodes, whilst the mercury cathode itself remains at rest." 
Now it may be true that the mercury itself is the cathode, and not 
the vessel in which it is contained ; but this is a description of a 

mere mechanical appliance, and I cannot doubt that when this 

description was given the thing which was meant to be at rest was 

the mercury and the vessel containing it, and I have come to the 

samc conclusion as the Master of the Rolls—that the Claim 3 and 

the ägares 7 and 8, to which it refers, aro an entire departure from 
the emential features of the invention, as originally described. I 
look upon the language of the complete specification as an ingenious 
effort to avoid what would be a glaring disconformity, and which 
has received the assent of Mr. Justice Bigham and Lord Justice 
Vazghan Williams, but, as I have said, I think one must look at 
the provisional specification, and then consider whether it is really 
describing what is now claimed, or what is in its essential features 
a different thing. I think it is, and for this reason I think the 
Jadgment of the Court of Appeal was right, and ought to be 


is upon which the provisional specifica- 
zen insists and it is the gist of the invention there described. 
Naw, notwithstanding the very ingenious argument of Mr. Moulton 
aad Mr Bousfield, I am not satisfied that a revolving mercury 
-mábode is a stationary mercury cathode, provided the mercury 
within the vessel containing it is not shaken at all, or only slightly 
«акеп by the rotary motion to which it is subjected. I do not see 


why you should give tbe word stationary a non-natural meaning. 


Е ecems to me that if the mercury were put in a long trough, or in 
» series of troughs under fixed decomposing chambers or bells, 
and the alternate presentation of patehes of charged mercury and 

mercury were effocted by moving the trough or troughs 
tw мш fro, a very violent disturbance and churning up of the 


mercury would probably be produced. Now that isthe very thing 
which Kellner wished to avoid. That would have been Castner's 
method over again. That is why the provisional specification 
insists on stationary me cathodes and moving bells. If there 
were any doubt about the meaning of the word stationary, there are 
other passages in the provisional specification which seem to make the 
meaning clear. At the very end of the provisional specification 
Kellner explains that the mercury cathode itself remains at rest. 
In an earlier part of the provisional specitication he points out that 
the amalgam formed in the bells has, by reason of the shifting of 
the bells, its location alternately on one side and the other side of 
the bell, without itself changing or moving its position. That being 
80, it appears to me that when Kellner, in his complete specification, 
proposes to move the mercury cathode, and to make the bells 
stationary, he is describing a different invention from that described 
in the provisional specification, and an invention not merely dif- 
ferent from that, but in its leading feature at variance with the 
invention described in the provisional specification. I am therefore 
of opinion that the appeal must be dismissed with costs. My noble 
friends, Lords Morris and Shand, ask me to say that they concur. 


Tue Janpus Авс Lamp AND ELECTRIC Company, LIMITED, v. 
WILLIAM JaMES Davy. 


In the High Court of Justice (Chancery Division) before Mr. 
Justice Kekewich. Messrs. Faithful & Owen, solicitors to the 
plaintiffs, have issued a notice, dated June 22nd, to the effect that 
the plaintifis wholly discontinue this action. 


л ——ꝓ—k— 


PARLIAMENTARY COMMITTEES. 


ELECTRIC PowER BILLS. 


On Wednesday last week a Select Committee of the House of Lords, 
presided over by the Duke of Argyll, commenced the consideration 
of the group of electric power Bills which were recently considered 
by Sir James Kitson’s Committee, and reported at length in the 
ELECTRICAL REVIEW. 

The County of Durham Bill was the first taken, and the promoters 
were represented by Mr. Balfour Browne, Q.C., Mr. W :rsley Taylor, 
Q.C., and Mr. Moon. Mr. Fitzgerald, Q.C.,and Mr. Lloyd repre- 
sented the District Council of Felling and Hebburn, who were the 
only opponents against the Bill. 

Mr. BALFoun Browne, in opening the case for the promoters, 
explained to the Committee the exhaustive character of the inquiry 
which had been held by Sir James Kiison’s Committee into the pro- 
visions of the Durham, Lancashire, and South Wales Bills, and 
referred to the fact that the most important clauses which were 
introduced for the protection of the public and the locai authorities 
were framed by the Government draughtsmen, and were put upon the 
several promoters by the House of Commons Committee. He there- 
fore asked their Lordships to pass the Bill exactly as it left the 
other House. It was proposed by the Act toestablish a generating 
station on the River Tyne, and it was hoped to be able to generate 
electricity very cheaply. Tyneside would be a splendid customer, 
as there were very large works there to which electric energy would 
be of the test use. Going through the principal clauses of the 
Bill, including those inserted by the Committee for the protection 
of the public, he said that there never had been better protection 
provided in any Bill. Felling, in their petition, complained that 
they would be injuriously affected by the provisions of the Bill. 
He, however, on the other hand, hoped to be able to show that, so 
far from being injuriously affected, the district would be benefitted. 

Evidence was then called in support of the Bill to the effect that 
it was proposed to supply electricity on a wholesale scale, by which 
it was possible to supply it more cheaply. The result would be 
that it would be put in the reach of people who would not be 
able to afford it if it were expensive. 

The CHAIRMAN said the Committee did not wish to hear a great 
deal of evidence in favour of the scheme, but would like to hear 
what the opponents had to say. 

Mr. Batrour Browne said he had witnesses from Gateshead, 
Jarrow, Whickham, and other places if the Committee desired to 
hear them. 

The Committee said they would have a Gateshead witness. 

Alderman Scorr, of Gateshead, was then called and gave evideuce 
to the effect that it would be a very great boon to the district if this 
Bill were passed. 

Mr. FITZGERALD briefly addressed the Committee in opposition 
to the Bill. South Shields, Sunderland, and the Hartlepools had, 
he said, been cut out of the Bill because they raised objections, and 
he asked the Committee to also cut out Felling and Hebburn. 
Hebburn had already obtained a provisional order to supply elec- 
tricity within its own area, and Felling had undertaken to apply for 
Similar authority next session. Both Councils were willing, however, 
to reserve to the proposed company the right to lay the mains 
through their districts, in order that they might supply the town of 
Jarrow if they wished to do so. | 
. The Duke of ARGYLL, in announcing the decision of the Com- 
mittee, said they were of opinion that the Bill might proceed with 
the exception of the clauses which included Felling and Hebburn in 
the area of supply. Those clauses should be altered so that only 
wayleaves through those districts should be allowed. 
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Тнк LANCASHIRE BILL. 


Тне Bill which proposes to incorporate a company for the supply 
of electricity to the whole of Lancashire south of the Ribble was 
next proceeded with. Counsel for the promoters were Mr. Worsley 
Taylor, Q.C., Mr. Erskine Pollock, Q.C., and Mr. Joseph Shaw, and 
the Bill was opposed by the following Corporations :—Liverpool 
Corporation, represented by Mr. G. A. K. Fitzgerald and Mr. Lewis 
Coward; Bootle Corporation, by Mr. G. A. K. Fitzgerald ; Bolton 
Corporation, by Mr. Freeman, Q.C., and Mr. Lewis Coward; Man- 
chester Corporation, by Mr. Balfour Browne, Q.C., Mr. Wedderburn, 
Q.C., and Mr Geo. Rhodes; Salford Corporation, by the Hon. J. D. 
Fitzgerald, and Mr. J. H. Lloyd; Southport Corporation, by Mr. 
J. Davies Williams. 

Mr. WonsLEv Tayror, in opening the case for the Bill, said that 
its object was to supply electricity within an area which embraced. 
the whole of Lancashire south of the Ribble. The principle to be 
adopted was the same as that in the Durham Bill, the energy being 
supplied from large generating stations, the sites of which were 
carefully chosen, having regard to the desirability of cheap manu- 
facture by reason of their proximity to the coalfield, aud in the 
present case not only were they practically on the coaltield, but had 
also the advantages of railway and water carriage. He did not 
think he could better describe the arca to be dealt with than in the 
words of the petition of the Corporation of Liverpool, which stated 
that it contained about 1,100 square miles, and an estimated 
population of upwards of three millions, and included iu its area 
Liverpool, Manchester, and 30 other large towns which they named. 
If one had gone all over the county, one could not have picked out a 
more densely populated area, or one that contained a larger number of 
important towns, or an area in which there was such a mass of indus- 
tries. It covered one large coalfield, aud two minor ones, and of course 
there were collieries of considerable importance, and very large 
engineering works in the district. Therefore there could not 
be a more suitable area, or one which required more а 


supply of electricity. They had not only taken iu the lucrative, . 


but also the other parts of the district. Of the demand, they could 
not have better evidence than that which was afforded by their 
opponents on the last occasion. "There were 129 authorities in this 
area. In 16 of those there were works in operation on which & 
million and a half had been spent. There were five in the course of 
construction. One station, such as the promoters proposed, would 
practically do the work now spread over 21. There were 19 dis- 
tricts with provisional orders but no works, aud 187 with no orders 
at all. So it would be seen that there was a large undeveloped area 
over which to supply electricity. He described the four stations 
proposed to be established, and said that only one would be first 
constructed. He presumed the next step would be to put down sub- 
stations to be gradually converted into new generating stations. 
The total estimated cost of the four stations would be 
two millions of money, and they had sufficient capital to start 
with a margin forexpansion. They expected to be able to supply 
at 14d. per unit, and he thought that the price was one which would 
create the demand. Their price was a 1d. less than the best known 
price in the whole of Lancashire. They did not force this on 
anyone; they only asked for the permission to offer it. There was 
no doubt of the capital (three millions of money) being raised. 
The Bill came before the Committee, settled with unusual care. 
There was an obligation upon the promoters to supply any quantity 
of electricity which anyone of the local authorities might reasonably 
demand. Dealing with the petitions, representing the opposition 
to the Bill, he said there would not be the same opposition as in 
the other House. There, there was a lot of opposition to certain 
clauses, the petitions numbering 57. That day there were six 
petitions appeared upon, and one (Stockport) had reserved counsel. 
‘he petitioners were Manchester, Salford, Liverpool, Bootle, Bolton 
and Southport. -Treating Manchester and Salford as onc, and 
Liverpool and Bootle as one, there were only four petitions. Some 
of these said they could supply themselves, whilst others objected to 
wayleave. With respect to the last point, the people raisiug it had 
no right to prevent the rest of the country getting what they 
wanted. As to the first point, what harm would it be to bring 
those places in? "They could decline to take this electricity if they 
did not wish to have it. 


On Friday Mr. WonsrEvy Tavron, Q.C., continued his address, 
and dealt at length with the petitions of the Manchester 
and Salford, Liverpool and Bootle, Southport and Stockport Cor- 
porations, who objected to being included within the proposed area 
of supply, and to granting wayleaves to the company through their 
districts. He strongly urged the Committce not to exclude the 
area of any of the petitioning municipalities from the Bill, and 
cited, in support of his claim, the statement made by Mr. Ritchie 
in the House of Commons during the second reading debate on 
those Bills, that it was distinctly coutrary to the public interest 
that an intervening authority should be allowed to refuse a com- 
pany permission to go through its district when it desired to supply 
electricity to a district beyond its boundaries. In the majority of 
the cases the learned couusel said it would be absolutely impossible 
for the intervening authority to afford the district beyond a supply 
of electricity either for lighting or power, and he therefore asked 
the Committee not to sanction the dog-in-the-manger policy which 
was involved in the attitude of the opposing Corporations. If those 
Corporatious did not wish to have electricity from the compauy, 
they would sustain no harm by the company passing through their 
areas, aud they should not be placed in a position to prevent their 
neighbours from obtaining what the company had to offer. He 
particularly referred to Manchester, which, he said, not only com- 
plained of the streets being broken up, but claimed the right to 


prevent the promoters from going through the district of neighbour- 
ing authorities not petitioning against the Bill. 

Mr. BaLrour Browne, Q.C., for the Manchester Corporation, said 
he did not, and had no right to object, to anything done to the roads 
outside Manchester. 

Mr. Worstey TavLoR said that that shortened the matter, 
and further referring to the petition of the Manchester Corporation, 
said that the promoters would not break up the streets of that city. 
They would simply bring the electric power to a convenient place 
for the use of Manchester if they cared to have it. He would point 
out that various other towns of considerable size assented to the Bill, 
and he asked what difference there was between them and Mau- 
chester. He used the same argument respecting the Salford opposi- 
tion, and pointed out that the promotors simply wished to lay wires 
through the town to get beyond, and that they would not supply 
electricity to any tram company or such like use. 

Mr. F. GRIPPER, an electrical engineer, one of the promoters of 
the Bill, and manager of Edmundson's Electricity Corporation, said 
the scheme would be of the utmost advantage to Lancashire. In 
the county 19 local authorities had had their provisional orders for 
a long time—some as long as 10 years—but they had carried out по 
works. As many as 87 districts had made no effort at all to get 
provisional orders. 

In cross-examination, the Wir NEss said that Manchester could do 
for itself what the Bill proposed to do when all their plans were 
carried out. 

Mr. LEWIS Cowanp, representing Liverpool and Bootle, during 
cross-examination put in figures to prove that Liverpool at present 
provided electricity more cheaply than could be done by the 
promoters, and would, therefore, never require their assistance. 

Mr. Davies WILLIAus, for Southport, asked witness to mention 
half a dozen local authorities out of the list of 66 before the 
Committee who could supply electricity as cheaply as Southport. 

WiTNEsS replied that he could not, and added that the promoters 
would be willing to contract to supply Southport at half their present 
cost. 

The room was then cleared, and on the readmission of the parties 
the Chairman stated that they did not care to hear much more 
evidence regarding Manchester, Southport, Stockport, Salford, 
Liverpool and Bootle. He suggested they should hear a Bolton 
witness. 

Mr. WonsLEY TAxLok, Q.C., asked whether the Committee had 
arrived at any conclusion with respect to the other places? 

The CHAIRMAN replied that they had not made up their minds. 

Mr. CALDWELL, J.P., of West Houghton, one of the promoters, 
gave evidence supporting the scheme, and said he thought it would 
be of great benefit to the Lancashire collieries. 

Mr. LEECH, mining engineer and chairman of the Urban District 
Council of West Houghton, also gave evidence in favour of the Bill, 
and was supported by Mr. Scully, the chairman of the Electric 
Committee of the Urban District Council of Gorton. 

The room was again cleared, and on the re-admittance of the 

ublic, 
i The Duke of ARGYLL announced that the Committee were of 
opinion that the Bill might proceed, but that Liverpool and Bootle, 
Manchester and Salford and Stockport should be excluded from the 
proposed area of supply. Inthe case of Bolton the Committee were 
of opinion that tho mains must be taken at least 24 miles distant 
from the town hall of the borough. 

Mr. Влгғоов Browne, Q.C., asked the Committee if they would 
reconsider the position of the Southport Corporation. Southport was 
an absolutely outlying place, and the promoters could not want to 
go there at all. He had evidence to the effect that there was no 
place to supply by going through Southport, and he asked permission 
to call it. | 

The CHAIRMAN assented, and it was detided to call the Mayor of 
Southport, Mr. Worsley Taylor, Q.C. (for the Bill) intimating that 
he would not cross-examine, but leave the matter to the Committec. 

The Mayor of SouTHPORT then went into the witness chair, and 
bore out the statement of counsel for that borough, and explained 
that Southport was doing for itself all that this Bill proposed to do; 
Southport was auxious to be excluded from the measure. i 

The Committee decided not to alter their decision of the previous 
sitting, after which clauses were adjusted. The promoters brought 
up clauses in accordance with the decisions of the Committee, and 
now Manchester, Salford, Stockport, Liverpool, Bootle, and 
practically the whole of Bolton will be excluded from the operation 
of the measure. The clauses were approved, and the Bill ordered to 
be reported for the third reading. 


SoutH Wares Power BILL. 


Tue South Wales Electrical Power Distribution Company's Bill 
took up very little time of the Committee, there being little 


opposition; the only opponents were the Swansea and tbe Aberdare - 


Gas Companies, who were represented by Mr. Shaw. There had 
been a number of petitions agaiust the Bill, but these had been 
settled with. Mr. Pember, Q.C., Mr. Ram, Q.C., Mr. C. A. 
Russell, Q.C., Mr. Trevor Lewis, and Mr. Acworth were for the 
promoters. 


Mr. Peper, Q.C., very briefly laid the facts of the case before - 
the Committee, to the effect that the promoters desired to supply 


over an area of 1,075 square miles in South Wales, the district being 
very largely manufacturing. The promoters of the Bill were all largely 
interested in the industrial undertakings of the district, and 
altogether represented capital òf £24,000,000 employed in that part 
of tha country. Tbe total capital of the company would be £750,000 
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The Swansea and Aberdare Gas Companies, who were now the ouly 
oponents against the Bill, wanted to be protected against the pos- 
«оиу of injury to their mains and pipes by fusiou or electrolytic 
ston, to which the promoters had no objection. In fact, when the 

(downs before Sir James Kitson's Committee of the House of 
commons the promoters gave the opponents a clause for their pro- 
teton, but the Committee considered that the gas companies were 
«thmently protected by the General Electric Lighting Acts, which 
eem ioerporated in the Bill. Не was perfectly willing to allow 
‘oe Swansa and Aberdare Companies to be included in the clause 
sions protected the Pontypool Gas Company, and which had been 
xicwrd to remain in the Bill. 

The UntatuwAN said the Committee would allow this to be done, 
ol Беу accordingly passed the preamble of the Bill and made the 
alteration in the clauses. 

п was promised by the chairman to avoid delay that the Bill 
would be reported at once to the House, 


SHANNON WATER AND ELECTRIC PowER BILL. 


Tur Shannon Water and Electric Power Bill was next taken, the 
meters being represented by Mr. Bushe, Q.C., Mr. Blenner- 
aet, Q.C., Mr. Mahoney, Mr. Connor, and Mr. Greig. Mr. 
алат Browne, Q.C., Mr. H. Lloyd, and Mr. E. Phelps represented 
i^: Corservators of the Limerick Fishery District, who opposed. 
hen the Bill was before the Commons Committee, the Fishery 
Cosserrators withdrew from the room on the Chairman ruling that 
ites conld only oppose certain portions of the Bill. 

Mr BrsHE opened the case for the promoters, and said it was 
proposed to supply an area of about 30 square miles from a generating 
“ation af Cloonlara, County Clare. It was intended to utilise the 
waters of the Shannon by constructing a canal with a drop of 40 

t It was proposed to incorporate a company with a capital of 
£300,000 and borrowing powers of £150,000. 
<pplementary steam power to be utilised if required. There was 
‘cactically а unanimous feeling in favour of the scheme in the 
міл. with the exception of the Fishery Conservators, who 
ғаз the fisheries of the whole of the River Shannon would be 
oejadicially affected. There were a number of local industries 
закі it was confidently anticipated would be greatly benctitted by 
uw seheme. 

Mr. S G. FRAZER, the engineer to the scheme, was called, and 
'1p.amed in further detail the objects of the Bill. He pointed out 
toe Ligh cost of generating electricity in the district, in consequence 
Lf the cost of coal. He considered the suggestion that the fishing 
scald be prejudicially affected was absurd, for all the water used 
soad be returned to the river, and it was proposed to construct а 
weir to regulate the flow of water. 


In further cross-examination, WiTNESS admitted that the pro- 


meters would have to come to Parliament again next session for 
оглу to carry out the weir scheme. 

Thereapon the Committee considered the matter, and the CHAIR- 
хаз announced that they regretted that at present the scheme 
ка incomplete, Inasmuch аз it was stated that the promoters would 
“ave te ome to Parliament again for the completion of the project. 
They would be willing, however, to hear counsel on the point. 

The further hearing of the case was then postponed. 


Uc Monday the Bill was again before the Committee, when they 
оза “tat the preamble was not proved, and that the Bill would 
. therefore procecd. 


MORLEY CORPORATION BILL. 


Tux Bill of the Morley Corporation came before Mr. J. W. 
"hers Committee of the House of Commons as an unopposed 
тезе last Friday. The objects of the Bill are to extend the 
~fougb boundaries, and to make further provision in 
"талі to the water and electricity undertakings. “When the 
il was before the House of Lords Committee, the Com- 
see refused to allow the Corporation to supply electricity 
5 balk in outside areas without the consent of the local authorities, 
24 a clause to this effect was inserted. 


Tramways AT BOOTLE AND St. HELENS. 


“© pruvisioual order Bill conferring powers granted by the” 
залі of Trade to the Bootle Corporation, the Radcliffe Urban 
“inct Council, and the St. Helens Corporation for the construction 
| tamways in those districts, came before Mr. Lowthers Com- 

Hee of the House of Commons last Friday, and passed as an 
-'5pposed measure. 


— —MMMMÀMáÁà ———m- 


SOUTHPORT AND LyTHAM TRAMWAYS. 


з Friday last week the Southport aud Lytham Tramway Bill 
rate before Lord Morley’s Committee of the House of Lords as an 

ppesed measure. Under the ВШ a tramroad is to be constructed 
i iag the south shore of the Ribble froma point where the autho- 
Ге lines now end, and to a point opposite the firm sands of the 

wary. Hence, by means of a pier and conveyer bridge the tram- 
"ey will be carried to the north bank, returning westward to 
Urtham, aud tbere joining the Blaekpool, St. Anne's and Lytham 
запомі, and thus completing tramway communication between 
“poo, and Southport. It was originally proposed that the 
кыш of the bridge should be 147 feet, and that the tramcar should 


There would be . 


be carried across the river by means of a cradle, from 50 feet to 
60 feet long, capable of carrying an electric саг and trailer. The 
project was opposed by the Preston Corporation, who, however, 
withdrew their opposition on the promoters undertaking to make 
the girders of the bridge 177 feet high. 


BOURNEMOUTH TRAMWAYS. 


THe Bill of the Bournemouth Corporation was passed by Lord 
Morley's House of Lords Committee on Friday as an unopposed 
measure. The Bill provides for tramways in the borough to be 
worked clectrically. There will be an interchange of running 
powers with the company running tramways from Christchurch on 
one side of the borough and Poole on the other. 


WESTON-SUPER-MARE TRAMWAYS. 


Tuts Bill came before Lord Brassey's House of Lords Committee 
last week, the only contentious question being as to damage which 
might be done to the cables of the Commercial Cable Company by 
reason of the escaping current from the tramways interfering with 
the delicate instruments at the station. The Committee passed the 
Bill, but did not grant auy protective clauses to the cable company. 


MANCHESTER TRAMWAYS. 


THE Bill of the Manchester Corporation to authorise them to con- 
struct additional tramways within the city and to make agreements 
with outside authorities in respect to the working of tramways, was 
before Mr. Seale Hayne's House of Commons Committee on Tuesday 
and Wednesday last week. The Bill has already passed the House 
of Lords. The opponents were the British Electric Traction Com- 
pany, who had obtained an order for the construction of a light 
railway in Middleton, and therefore contended that they were the 
proper authorities to construct tramways in that district. 

Mr. ENTWISTLE, the town clerk of Middleton, gave evidence that 
his local authority approved of the agreement with Manchester, and 
preferred that the Corporation should work the trumways. 

After hearing evidence the Committee passed the preamble of the 
Bill. 


SOUTHPORT TRAMWAYS. 


On Thursday last week the Southport Corporation Bill came before 
tlie Unopposed Bills Committee of the House of Lords, and was 
reported for third reading. The Bill gives the Corporation power 
to extend the existing tramways and convert them for electric 
traction, and a working agreement has been entered into between 
the Corporation and the company owning the tramways in Southport 
and Birkdale. 


PLYMOUTH, STONEHOUSE AND DEVONPORT TRAMWAYS. 


THE Plymouth, Stonchouse and Devonport Tramways Bill came 
before the House of Lords Committee on Unopposed Bills on 
Friday, and was ordered to proceed. The Bill confers further 
powers on the Plymouth, Stonehouse and Devonport Tramways 
Company to construct double lines of tramways and to work the 
existing system and extensions by electric traction. 


MUNICIPAL TRADING. 


THE Committee at its sitting last Friday heard evidence from Mr. 
E. L. Gaine, general manager of the National Telephone Com- 
pany, who said he wished to draw attention to the evidence of the 
Lord Provost of Glasgow, in which he alleged that the justitication 
for the Corporation of Glasgow undertaking to compete with a 
private enterprise in the telephone service was on account of the 
inefficiency of the company’s service, and practically the refusal of the 
company to put it on a better basis. He (the witness) quite recog- 
nised that the quarrel between the Corporation of Glasgow and the 
National Telephone Company was notthe subject of inquiry before 
the Committee, but with reference to the Lord Provost's 
statement, he would like to read the report of a Treasury 
zommissioner given after a very long inquiry held in Glasgow 
in 1897. The Corporation had been extremely importunate 
to have a license to conduct telephone business, and the 
result of their importunity was that in 1897 the Treasury appointed 
the Sheriff of Perthshire, au entirely independent person, to take 
evidence as to the facts. The evidence was given upon qath, and 
occupied 12 consecutive days' sittings. In his report the Com- 
inissioner stated that iu his opiuiou the continued inefficiency of 
the then telephone exchange service in Glasgow was iu a great 
measure due to the refusal by the Corporation of facilities to 
the company for constructing au underground metallic system. The 
reason why the Glasgow Corporation stood in the way of the 
company was that they hoped to establish a telephone system of their 
own by means of which they believed they would have been 
able to extinguish the company altogether. The witness then gave 
particulars as to the negotiations which his company had had with 
the Corporation of Glasgow in 1896, with a view of putting their 
system on the best possible basis without necessitating interference 
with the streets, and said that the negotiations dragged on month 
after month, until they finally resulted in a detinite refusal to allow 
anything to be done at all. On the general question he did not 
think that the telephone was a proper subject for municipal supply. 
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He did not consider that competition in telephones was the right 
thing at all. His view was that the service was part of the tele- 
graph service of the State, and ought to be in the hands of the 

tate, and if it was not, then it ought to be a controlled monopoly, 
something like a great railway company. The presence of so many 
local areas made competition very undesirable, and he might point 
out that, notwithstanding the Act passed last year which allowed 
competition, he did not believe that there were more than two or 
three municipalities in this country, with the exception of Glasgow, 
who bad thought it wise even to consider the question of embarking 
upon such a subject. 

Questioned as to the competition in other countries, the WiTNESS 
said that there was no competition in France or Germany, where 
the telephone was in the hands of the State. In point of fact, there 
was no competition anywhere in Europe, except in Sweden, and 
there competition only existed in Stockholm, and that was between 
& great company which had the bulk of the work, and the State. The 
two lines there were not joined, but by arrangement subscribers 
could be connected. In America the telephone was dominated by 
one great finance corporation, and there was a certain amount of 
competition. 

The Committee adjourned. 


€——————— 
CORRESPONDENCE. 


Institution of Electrical Engineers and Sunday Observance. 


I wish to heartily endorse the public protest of your 

correspondent regarding the proposed Sunday trip on August 
12th. When I received the notice it promptly found its 
way into the waste paper basket. 
If other arrangements can be made for the entertainment 
of the American Institute of. Electrical Engineers, I shall be 
pleased to do what I can to assist in giving a true British 
welcome to the guests. Did not our worthy secretary 
mean French when he wrote British ? : 


W. P. Adams. 
London, July 27th, 1900. 


[We have received another letter on this subject, which, 
however, borders on irreverence, and we do not care to 
publish it.—Ebps. Erro. REv.] | 


Motor Starters. 


My attention has been called to a letter in your issue of 
July 20th, signed by Mr. C. B. Callow, in which he says :— 
“Tt seems to be a general complaint that there is no good 
(motor) starter in the market. My experience is, that all 
the starters available are rated too high for their work, and 
are very expensive in first cost," Now I have, on behalf of 
my firm, been advertising in the columns of your journal for 
some three or four years past a motor starter, the “ Ironclad,” 
of which it can be safely said that not once in 100 times 
has it been burned out when subjected to the load for which 
it has been intended to be used, and I am free to confess 
that that is my own idea of a good piece of apparatus of any 
sort; that it does the work for which it is made. But the 
trouble is that the user, as a general thing, either does not 
know, or, if he does know, will not tell, what he actually 
wants a rheostat to do. My idea has always been that it is 
cheaper to burn out a rheostat than a motor armature, and 
therefore I seldom calculate on more than a 50 per cent. 
overload ; and just here comes in the question of what is a 
50 per cent. overload? In spite of the general high 
state of electrical knowledge in this country, it appears 
to me that when a man buys a rheostat made 
for 100 amperes, and puts 150 amperes through 
it, he is under the impression that he has not exceeded that 
limit, whereas, needless to say, he has actually subjected the 
instrument to a 125 per cent. overload, as it is watts which 
we are dealing with and not current, and watts have an 
unfortunate habit of rising as the square of the current. | 
had a small speed regulator returned to me not a week after 
it had been sold, with the information that it had been 
burned out “ immediately it had been put in use." I sent a 
new one, only to hear of the same sad fate having overtaken 
it. I did it again, not unto seven or unto seventy times 
seven, but three times, and then thought it was time to get 
a personal explanation of the affair, for post morlem examina- 
tion proved that & very excessive current had been used. I 
found that motor running a circular saw, with a current of 


about 75 per cent of what the speed regulator was made for, 
and was told that that was all it was ever asked to do. A 
little cross-examination of the man running the saw pro- 
duced the following amazing reply, * No, it never has more 
to do than now, but every time the saw jambs and stops the 
resistance burns out.” Well, as there was no cut-out on the 
mains no one living can tell what exact overload that poor 
thing stood before it gave in. There are cut-outs there now 
and complaints have ceased. 

Again, а starter is not a speed controller, and if it is used 
as one will certainly burn out. Ironclad starters are usually 
issued for 30 seconds service, and if they are required to be 
kept in circuit for a longer time speed controllers should be 
used. Lack of proper information often leads to too small 
a Starter being selected, as in the case of printing machinery 
and other things, the starting torque of which is sometimes 
350 per cent. to 400 per cent. of the full torque when 
running. In such a case it is easy to see that the starter 
may burn out, whilst the motor, which is intended to carry 
its full load current for any number of hours will not be 
injured by even that amount of overload for a short time ; 
if a speed-regulator were used it would not be troubled over 
a 400 per cent. starting overload either. As to the first cost | 
being high, I do not think 10s, per H.P. on a 5-H.P, motor, 
or 6s. on a 100-H. P. is an excessive price for a good starter, 
or that the amount of current wasted in starting cuts any 
figure at all in the cost of running a motor. Take a 100- 
H.P. 500-volt motor, even if the machine did not start until 
all the resistance was cut out, it could only waste about a 
quarter of a unit each time it was started on full load. 
The use of a “lightly rated starter" would, I fear, be a 
failure unless, which it would seldom be, it was in charge of 
a qualified electrician ; as it would be ten to one the motor 
man would throw in the fast pulley before he had the starter 
cut out of circuit, and besides all that at the absolute moment 
of first putting the current on to the standing motor there 
would, loaded or not loaded, be a rush of current far in 
excess of what the “lightly rated starter" would stand. 

It would take a considerable amount of writing to tell all 
that should be known about motor starters and speed 
controllers, but I have said enough, I trust, to show that it 
is not so much the want of good instruments as knowledge 
how to use them that is wanted. | 

Douglas С. Bate. 

July 25th, 1900. 


Long-Distance Telephony. 


In commenting on a paper on * Dr. Pupin's Improve- 
ments in Long-Distance Telephony," repeated in your issue 
of June 22nd, pp. 1089—1041, you speak of two statements 
as incorrect (a) The use of a submarine cable in telephony 
over a greater distance than 27 miles in length (Dover to 
Calais) is not supposed to be practicable.” If you could 
describe experiments where this has been accomplished, or 
mention instances where long-distance telephony over greater 
lengths of cable has been carried on in practice, am sure 
you would be affording information not only to the under- 
signed, but to a number of electricians with whom he has 
conversed. (b) You speak of the К R of. 125 miles of the 
artificial cable described, as 10,406, through which speaking 
you say, is perfectly practicable. In your calculation of K R 
you must not forget to multiply the mutual capacity by 2, as 
074 is the mutual capacity. This would give double the 
value, and possibly change your opinion on the matter. 

The Author of the Paper. 

New York, July 20th, 1900. 


The Maintenance of Electric Motors. 


May I claim a few inches of your valuable space to say a 
few more words on the above subject? When I made my 
little stand for cheap motors I knew I was preaching flat 
blasphemy,” but I still hold my opinions, and essentially 
Mr. Harris (July 13th) and Mr. Callow (July 20th) agree 
with me. By a “cheap” motor, I did not mean a bad 
motor, by any means, but I meant such a motor a8 à non- 
technical man would be likely to buy after studying price. 
liste. | 

Mr, Harris's experience of motors has been far longer thay, 
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mine, and from his account, which is no doubt correct, he 
ues a wonderfully good motor. It appears to run well 
mth bttleor no attention : that is what I said good motors 
would de, I do not know Mr, Harris's prices, but I think 


: probable be conld buy a motor of sorts at half his rates. 


Wil it run the same? І think not, without skilled 
attention. 

[ йн think the case I mentioned is a great performance. 
| know chat some motors run well with the brushes fixed, 
bat the majority require the brushes moved for every change 
1$ ma y 

Again, it requires a good motor—like those of Mr. Harris 
—w stand the current being switched on suddenly, which is 
Це папи! way with unskilled men, at least as usual as dirt 
and lack of oil. | 

l think Mr. Harris is too severe about cheap insulation. 
There ts seldom above 10 volts between adjacent conductors 
ans mtoar—more frequently one or less—yet we put on 
insulation that would stand 100. Tape or paper is, in my 
quien, quite good enough. That is heresy again. 

Mr. Harris says | am making a stand for either motors 
кил à great name or skilled men. І am not. I am for 
"ed motors or good treatment. Mr. Callow goes further. 
Не speaks for good motors and good treatment. I cannot 
ukl anything to what has been said on the subject of 
Larter. 


John Carew Knight, A. I. E. E. 
Walthamstow, July 30/2, 1900. 


Dynamo Design. 


As a regular reader of your paper, I desire to ask for 
mformation on a matter of dynamo design. The question 
mins thus: 

What will be the voltage generated and delivered at the 
terminals of a four- pole dynamo of the following particulars :— 

Drum armature.—Simplex winding. Parallel grouping 
with lap winding, there being discs (of 7 inches diameter) 
with #2 slots, and 512 pole facing conductors, 64 coils, and 
^i commutator bars. Winding disposed thus in the 32 
slots :— 


Diameter over discs, 7 inches ; hole, 18 inches. Length 
armature, 4} inches. Magnet core is 44 inches wide 
‘parallel to shaft), and 3} inches thick = 16°5 square inches, 
aid worked at 80,000 lines per square inch; leakage co- 
efieient taken as 1:25 ; speed, 1,300 revolutions per minute, 

trash spindles are cross-connected, viz., the two positives 
ob two negatives, and thence to the terminals of machine. 

Àn answer to this query will oblige. 

Constant Reader. 

Dudley, July 24th, 1900. 


The City of London Company's Charges. 


We ber to call your attention to the way in which the 
‘ity of London Electrice Lighting Company is now trying to 
‘отсе upon its customers the very illusory “ sliding scale" 
which, in view of the threatened competition of the Charing 
‘ross and Strand Company, they offered us alternatively with 
è uniform rate of 44d. per B. T. U. a year or so ago. This 
"shding scale" is described fully in the City company's 
omar of May and advertisement of March last prescribing 
charge of Sd. per B. T. U. for the first 12 units per annum 
mnsumed per S-. p. lamp installed, or equivalent (i. e., 24 
amits per 16-C. P. lamp). Now I venture to assert that if 
ya take a hundred of the average. sized consumers you will 
wt tind two who could possibly profit by this scale, which 
ras perfectly fair when offered along with the alternative 
+. rate. One would have to use 18 units per annum per 
. lamp to bring the cost down to 5d. all round, that 
t with au installation of 50 lights the consumption would 
baye to reach 2,100 units (£50 worth of current) before 
"ning to profit by the sliding scale. 


This is altogether 


ridiculous, as you will find by examining, as I have dore, 
several users’ accounts. 

My main object, however, in writing to you is to bring to 
your notice the fact that the company is arranging for this 
change to take place at this time of the year, when con- 
sumers are not likely to notice the change in rate on a 5s, or 
10s. bill for the summer quarter, whereas they will notice it 
quickly enough when they find their winter bills doubled, 
and it will then be too late to object, having previously paid 
two bills at what I cannot help saying is an extortionate 
rate. I find that all my customers have received bills for 
the past quarter at 8d. per unit, and, am therefore writing 
them as per enclosed copy, and if you will give further 
publicity to the matter you will perform a service to the 


` consumers. 


Contractor. 


Bicycles and Icicles. 


. .Please let me thank Mr. Steavenson for his useful and 
instructive letter which I note in your issue of to-day's date ; 
as I am supplied from the Hove electricity works with elec- 
tricity for lighting purposes, I daresay it will not be difficult, 
to judge from the statements of the many correspondents 
who have replied to my letter in a previous issue of your 
paper, to instal what I require in my house. The only difti- 
culty at present seems to me that none of my many corre- 
spondents can guarantee tlie appliances they wish to sell me; 
and, on the other hand, one or two people tell me that elec- 
tricity is not a very successful motive power when applied 
to the cleaning of bicycles or to culinary operations. How- 
ever, should I see such a thing as the motor I require any 
time after this date, and at some local electrician's premises, 
I shall be happy to buy it. All my correspondents live far 
too far off for it to be worth my while to think of treating 
with them, and besides, their reluctance to guaranteeing 
their wares makes it impossible for me even so much as to 
think of ordering them. 

Would those of your readers who understand the way to 
instal electrical plant iu country houses (where such elec- 
tricity can be turned to account, not only as an illuminant, 
but also for culinary operations and dairy work) kindly com- 
municate with the Cunliffe Dairy Company at Worplesdon, 


- mentioning this letter? 


Henry James Saint Benno Cunliffe, M.A., Oxon. 
New Club, Brighton, July 27th, 1900. 


Electrical Engineering in the Navy. 


I hardly like to let the letter in your issue of July 13th on 
this subject, * By One Who Has Served," pass without 
some reply, as possibly a few of your readers (I hope very 
few) may gain a wrong impression of the facts of the case. 

J am glad that from your correspondent’s point of view, 
there is room for sorely needed improvements in the Service, 
but after his statement to this effect he by no means sub- 
stantiates it. | | 

Most engineers ashore cannot be fully acquainted with the 
routine and conditions existing in the Navy, and my reason 
for writing on the subject wasthe knowledge that the state- 
ments in my letter of June 22nd were correct, and I hoped by 
putting the true state of affairs, in a small degree, before 
the engineering public that eventually some improvements 
might be made. 

Surely it is bad policy (although comforting for the 
British public) to state that electrical engineering in the 
Navy is now in a satisfactory condition, and it is certainly 
not the best to lead to any improvement. 

Much worse is it, and obviously a ridiculous exaggeration 
to say that two-thirds of a ship's company are compctent 
electricians. If this were the case, I am afraid it would 
prove an embarras de richesse, l 

It is another absurd exaggeration to credit me with the 
belief that the efficiency of the whole Navy is below zero, 
because I maintain that one branch is by no means as well 
looked after as it might be. 

Surely “ One Who Has Served” ought to be able to dis- 
criminate between an engine driver, in the sense referred to 
by him, and the engincer in charge of the whole complex 


machinery of a modern battleship or cruiser, but in passing, 
v 
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I should like to point out that this is the very feeling which 
the executive officers so often ignorantly show towards naval 
engineers, producing bad blood, and adding considerably to 
the grievances of the latter with regard to their positions as 
officers on board Her Majesty's ships. | 

I did not wish to condemn the joint described in my last 
letter, as an emergency joint, when doubtless it might prove 
of great value, but to make additional permanent joints of 
this nature, as is the practice, I can only repeat that it shows 
ignorance somewhere. 

Most of the arguments in your correspondent’s letter seem 
to me to point to the lack of engineers, which ought, by this 
time, to be well known. 

In my former letter, when I proposed the employment of 
clectricians on board our ships, I meant rompefen! electricians, 
who would necessarily be additional officers until the system 
of the electrical training of officers had undergone complete 
reorganisation. | | 

“One Who Has Served” is not very choice in the 
sclection of his similies, but this I pass over, having no wish 
to quibble. | 

R. T. I. C. 


BUSINESS NOTES. 


Bankruptey.— The examination took place last week in 
re Leonard Francis, electrical engineer, Southwold. Liabilities 
£275 13s. 7d.; deticiency £108 4s. 7d. The debtor said that he 
established a telephone exchange in Southwold last December, with 
30 subscribers paying two or three guineas each, but the concern 
was not remunerative. His liabilities were almost entirely incurred 
for materials for the telephone exchange. Having raised a loan, he 
was unable to pay the first instalment, and in June all his goods, 
including the exchange, were seized and sold. The examination 
was closed. 

A receiving order has been issued in the matter of Walter Vernon 
Scott, lately of Hammersmith, electrical engineer, in ihe High 
Court of Justice in Bankruptcy. 


Liquidations, &¢,—Notice is given of release, on July 
19th, of the liquidator (Mr. H. de V. Brougham) in the case of the 
London Provincial Electrica] Company, Limited. 

A first and final dividend of 15s. 54d. is payable in the case of the 
Chitty Dynamo and Motor Company, Limited. 

The Clerk of the Rolls last week heard the petition of the 
London City and Midland Bank, Limited, against the Isle of Man 
Tramways aud Electric Power Company, Limited, in liquidation, 
and W. H. Walker, the liquidator, brought to have a Receiver and 
Manager appointed of the business and property of the company, 
on behalf of the petitioners, who hold debentures to the amount of 
£65,000 of the separate undertaking, and charged collaterally as to 
£30,000 upon the Douglas and Laxey section. His Honour appointed 
Mr. W. H. Walker to be also Receiver of the company. Mr. 


Walker was empowered to pay the interest on the debentures aud 
other encumbrances. 


Breach of Contract.—At Manchester County Court, 
23rd ult., Mercier's Patents, Limited, v. St. Helens Cable Com- 
pany, Limited. The plaintiffs claimed damages for breach of 
contract and non-delivery of certain cables agreed to be supplied 
by the defendants. Mr. Spencer Hogg appeared for the plaintiffs 
and the defendants were represented by Mr. Rhodes. In November, 
1899, the defendants agreed to supply the plaintiffs with two 
lengths of vulcanised rubber cable on terms agreed upon. A portion 
of the cable was delivered in December, but the defendants then 
declined, as the plaintiffs alleged, to deliver the remainder upon the 
original terms, but only on the conditions that payment was made 
for the first portion of the cable, and that the second portion was 
paid for in advance. In consequence, the plaintiffs alleged that 
they were unable to exccute a contract for the lighting of the 
Winstanley Colliery, Wigan, with the electric light. The amount 
of damages claimed was £50. Evidence was given by Mr. J. M. 
Mercier, the manager of the plaintiff company, and other witnesses. 
Mr. Rhodes submitted that though there had been a breach of 
contract, the damages sustained were very slight. The Judge, who 
said he did not understand why the case should have been fought 


by the defendants, gave judgment for the plaintiffs for £21 and 
costs. 


Books Received.—* Modern Electric Railway Motors,” 


by G. T. Hanchett, S.B. New York: Street Railway Publishing 
Company. 


(Catalogues, Lists, &. - We have received a circular 
from the Berrenberg Electric Lamp Syndicate, Limited, calling 
attention to their new incandescent lamp, for which long life, 


permanency of candle-power and economy are claimed; these 


qualities are ascribed in great part to the use of a high vacuum 


obtained by a mechanical air pump. 
Messrs. Markt Bros. & Co. send us fly-sheets of particulars and 
prices of telephones, which can be coupled to ordinary bell circuits, 


trembling belle, pushes, indicators, and tumbler switches, all of 
which are offered at clearance prices. 

A leaflet comes to hand from the Fuller-Wenstróm Electrical 
Manufacturing Company giving prices of the “ Regina” enclosed 
motors, from 1 to 10 H.P. ` 

We have received from the General Electric Company lists of 
their multipolar enclosed and semi-enclosed motors, and slow- 
movement motor starters with automatic release; also of reversible 
automatie lift controllers and motor-driven starters for machine 
tools, &c. The Pecl-Hawkins enclosed lift motor is illustrated, as 
well as the complete equipment for an electric lift. 


Changes of Address, —Mr. J. Ferguson Bell has left 
Stafford to take up the position of chief engineer and managet to 
the Derby Gas, Light, and Coke Company; his new address ia Friar 
Gate, Derby. Mr. H. Pooley, his successor, now occupies the 
position of engineer and manager of the gas and electricity depart- 
ments of the Stafford Corporation, and all business communications, 


in future, should be addressed to him instead of to Mr. Bell. 


Messrs. Ward & Goldstone call our attention to the fact that their 
new address is Dutton Street, Straugeways, not Doulton Street, as 
we had it last weck. 

The Edison & Swan Company, owing to the expansion of their 
business, have removed their supply department to 27, College Hill 
(almost immedíately opposite their head offices and showroom in 
Queen Street), where there are departments for the supply of 
accessories, electroliers, wires and cables, &c., &c., of which there are 
large and varied stocks. 


Decease.—Creditors of William Dan Berry, deceased, 
late electrical engineer, Huddersfield, are requested to send in their 


claims to E. F. Brook, 19, John William Street, Huddersfield, 
before the 30th iust. 


Holidays.— Messrs. Belliss & Morcom, Limited, inform 
us that their works and offices will be closed from Monday, August 
6th, to Monday, August 13th, both days inclusive, during which 
time no goods can be received. 


Liverpool Overhead Railway Company, — The 
directors recommend the declaration of dividends at the following 
rates (less income-tax), payable on and after August 16th, next:— 
5 per cent. per annum on preference shares, £3,000; 3 per cent. per 
annum on ordinary shares, £6,750; leaving a balance of £4,452 12s. 
to be carried forward to next half-year. 


A Novel Action,—A case, which is the first of its kind 
in Scotland, was heard by Sheriff Reid at Edinburgh Small-Debt 
Court last week, when the Postmaster-General craved decree for 
£9: 8s. 1d. against Adam Loch, contractor, Shandwick Place, Edin- 
burgh, in respect of damage done to the telegraph line below a 
street in Leith, where defender was carrying on building opera- 
tions. Pursuer alleged that the telegraph line was melted by the 
heat from a tar boiler which defender was using. It was contended 
for the Postmaster-General that, under the Telegraph Act, Mr. Loch 
was liable, and authorities from the English Courts were quoted in 
support of the contention. On the other hand, defender pleaded 
that as he did not know that the telegraph line was there, he should 
not be held liable. He had only carried out his operations in 
accordance with the recognised custom of his trade. Sheriff Reid 
held that defender was liable, and gave decree for the amount 
sucd. 


Outings.—On Saturday, 21st ult., a party of 70 of the 
Bolton Corporation gas and electric fitters, accompanied by Alder- 
man Miles, J.P. (chairman) ; Councillor Horrocks, (vice-chairman) ; 
and Councillor Tootill (member of the committee); Mr. Walsh 
(office superintendent); Mr. Arthur Ellis, M.LE.E. (electrical 
engineer), and Mr. R. Baker (gas and electric fittings superintendent), 
held their annual picnic at Castleton, where the 'Speedwell" aud 
“Blue John” mines were explored with interest. After lunch the 
party drove to Hathersage aud "Surprise View." Later, Mr. 
Councillor Tootill on behalf of the fitters, preseuted to Mr. 
Alderman Miles, a very handsome epergne iu elaborate wrought- 
iron and copper work, as a token of respect, and a memento of the 
occasion. Mr. Alderman Miles feelingly thanked them for the 
handsome and unexpected present. The arrangements were made 
by Mr. R. Baker and Mr. H. Makin, and left nothing to be desired. 

The employés of the British Electric Works Company, Limited, 
held their second annual picnic on Saturday last. Tannworth in 
Warwickshire was the spot selected, and the party of 630 hada 
very enjoyable day. 


Partnerships.—We are informed that, after a friendly 
arrangement with Mr. W. Schmahl, the former partners of the firm 
of Coxon, Schmahl & Burrell, viz, Mr. J. Coxon aud Mr. J. H. 
Burrell, have renounced their claims as partners of the firm of 
Coxon, Schmahl & Burrell. Mr. S. J. Atkinson has entered into 
active partnership with Mr. W. Schmahl; they will take over the 


. above business, and will in future trade under the style of Atkinson, 


Sehmahl & Co. The working capital has been greatly increased, 
and the firm will shortly remove to larger premises to keep up with 
the requirements of their business. | 

Messrs. Е. E. and А. S. Elmore have entered iuto partnership as 
consulting electro-metallurgists, and have opened offices at 4, 
Bishopsgate Street Within, B.C. 


Sale.—The business of Messrs. Middleton & Co., Limited, 
Aberdeen, is for sale. See “Official Notices” to-day. 

Watertight Switches,—A want which has up to now 
been unfulfilled, is that of a really watertight switch. The incon- 
sisteucy of the common practice of iustalling high-class conduits, 


—— идна 


vel 47. Na. 1,184, Асссвт 3, 1900.] 


THE ELECTRICAL REVIEW. 


177 


.. „ef tlimuesheut and leaving them open at the outlets, needs no 

Sasso We have just secu, however, a very neat device which is 

. un Nita hy Mesos. Newsome, Pinching & Walton, in 

ic plans high quality tumbler switeh is enclosed in a 

28 usd operated. by an external handle, the joint being made 

cod dg tre fares to a perfeet fit. So far as we can see, this 
wa maw adapted for its purpose. 


Boiler aud Steam-pipe Covering.— Messrs. Jones and 
Sm і of Raglan Street, Hyde, near Manchester, inform us that 
еч datsof high pressures and superheated steam with dear coal, it 
l. that tbe covering chosen for boilers and pipes should be 
: n dest non-eonductor that cau be found, and they believe the 
+ ment insulator of silicate cotton in sheet-iron casing is 
C y-tcfective and durable covering for high pressures. We 
боли, my they, "that the covering of a new boiler is included 
ve cott t price for the boiler; this is a great mistake, as the 
ef covering does not get put on, and there is, consequently, 
al beat all the time the boiler is under steam.” 


Li 


l0——€€————R 


ELECTRIC LIGHT AND POWER NOTES. 


Uberdren.— At а meeting of the Gas and Electric 
.' z Committee last week, Councillor Kemp, convener, 
>. its, authority was given to Mr. Bell, electrical engineer, to 
(co I$ tenders far additional plant, consisting of two 200-x w. sets 

. 44 -K Xx. set. The new plant has to be ready to ше + the 
1, for electric lighting in the autumn and winter of 1901. 


WWdanL—.Ac the quarterly meeting of the Durham 

-t7 Ccaneil Last week it was reported that the installation of 

= zn in the Durham County Asylum at Sedgetield cost 
11d. 


tastria.—T he Austrian Schuckert Company, cf Vienna, 
vannag the plans for a projected central electric power station 
лате, Styria. Water power will be utilised. 


Bristel.— Thc Electrical Committee of the Bristol Cor- 
wen Бате presented to the Council a report on their work for 
toarending March 25th last, which gives a good deal more 
‘raion than similar publications in previous years, The 
- «tot sitseribers at the year's end was 1,215, an increase of 248, 
. .Cepüumber of B-. p. lamps stood at 85,956, against 68,536. During 
* taranomter of motors have been connected, and the committee 
: rate & much larger demaud when their advantages are 
«77 кпожп. The number of units sold was 1,812,511, an increase 
| V"4X- The accounts the committee regard as “satisfactory,” 
er that the effects of the reduction in the charges for 
e- йй; made on October 1st, 1898, and for public lighting 
t enuy Ist, 1899, have been felt throughout the year, whilst 
pn ef the previous financial year was affected. The 
7 meg are s few of the items in the account :— 


CN e ts E eoe o o £31,717 1 2 
Gras exyenditure .. as .. 17,962 1 0 


. £13,755 13 2 


Gross profit 


Interest оч boar s and banker's over- 
daf .. T gu s FA £6,019 15 8 
Repeyme tof money borrowed .. 7590 0 0 
Я — 18,609 15 8 
Balance ea T x £145 17 6 
auria] position on March 25th was as follows :— 
Tora) capital expenditure vA T .. 42 2,588 7 2 
gage bt. £228,730 0 0 
Md off or set вз dle 8 80,110 0 0 
а —ſ — 198.720 0 0 
* Hao to credit of reserve fund.. 5,00 0 0 


ec to credit of depreciation account 2.024 17 7 


* d to the report is one by Mr. Faraday Proctor, the city 
TE 2 engineer, who mentions that there are 51 sub-stat ions and 
12 mires of cables laid. The sub-stations are constructed 

“wath the pavements, and consist of brick-liued chambers 
TUE lo feet long by 6 feet 6 inches wide and 6 fect 6 inches 

15е covineer bas analysed the accounts, from which we 
"+t the fullowiag:—-Works cost, l:50d.; total cost, 2°18d. per 
"где price obtained for private lighting, 4'18d. ; for public 
721729) The coal bill per unit has been reduced, although 
fu. cost of coal per ton has been higher, thus showing addi- 
my in working. The load factor in Bristol is only 
errut. The average hours per annum during which each 
-| saht are only 733, or about 2:01 per day. 


(helmsford.—The Lighting Committee has recommended 
-iSt Council to accept the teuder of the electric lighting com- 
_ "t Lghtiug the public lamps for five years from March 25th, 
o Ur following prices:—Arc lamps, £25 5s. each per annum, 
| Bicewent lamps, £3 3s. each. 


stal Palace.— The serious explosion at tlie Syden- 
e^t: Aghitine works might have greatly affected the arrange- 
tor the lighting of the Crystal Palace had it not been for 
` “Zp Sepe taken by the Palace authorities to cope with the 
^s* re. The supply for the theatre, the club, the dining rooms 
кч «tere was received from the Sydenham works, but no sooner 
de aerident, occur than measures were taken to enable the 
: Wezramme ty be carried through without the slightest hitch, 
cum performauee was given in the concert room while the 
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Palace engineers were completing their plans to employ the plant 
kept in reserve within the building; nexvly three-quarters of a mile 
of cable were laid as temporary mains, with the result that the 
disaster had little or no effect on the lighting of the Palace. 


Dubliu.—The reports of the Dublin Electric Lighting 
Committee and Mr. Robert Hammond, M.Inst.C.E., on the tenders 
for the boilers and polvphase geuerators for the new municipal 
electricity works at Dublin have been submitted to the Council, and 


‘comprise close upon 100 pages of printed matter, the greater part 


of which is made up of abstracts and analyses of 42 tenders for the 
generators aud eivht tenders for the boiler house plant, that were 
submitted in response to the Corporation's invitation. Adopting 
Mr. Hammond's advice, the Committee have recommended the 
Council to accept the following :— 


PoLyrHASE GENERATORS WITH COMPOUND ENGINES, 


Name. Engines. Gencrators. Amount. 
General Electric Company, D. Stewart & Co., Oerlikon, Switzer- £33,061 
Limited, London. Glasgow. land. 
BoiLER Hotse PLANT. 
Name. Plant. Amount. 
Ho'dsworth & Sons. Lancashire boilers. £6,653 
Holdsworth & Sons. Economisers. £1,060 
Babcock & Wilcox, Limited. W ater-tube boilers. £5,278 


Exeter.—The City Council has adopted a schente drawn 
up by the city electrical engineer, Mr. Munro, for a new electricity 
works of 3,000 n.r. capacity, of which plant for 1,500 н.р. will be 
installed. The estimated cost is £41,550. Mr. T. P. Wilmshurst, 
borough electrical engiueer, Derby, has reported favourably on the 
scheme. There are now 19,800 lamps connected to the mains. The 
site of the new works is convenient of access both by water and rail. 
Pending the transfer and extension of their electric lighting plant, 
the Exeter City Council, a few days ago, decided to order three 
transformers of 30 Kw. capacity in readiness for the winter, at an 
estimated cost of £210. j 


Faversham.—In order to prevent a company from 
obtaining a monopoly, the Faversham Town Council has decided to 
make application for powers to supply electricity. 


Freswick.—Dunbeath Castle, the residence of Lit. 
Alexander Sinclair, R.N., of Freswick, was recently fitted up with 
clectric lighting by Messrs. Macaulay, Clark & Maclaren, Glasgow. 
This fine old castle is situated on the sea clitfs, 21 miles south of 
Wick, and has many historical associations. | 


Glossop.—The Town Council has completed the transfer 
of its lighting order to Messrs. Edmundson's Electricity Corporation 
the latter paying all costs incurred. 


Gravesend.—The Town Council have received an 
exhaustive report from the expert (Mr. W. H. Trentham) on the 
subjects of electric lighting, the supply of energy to the tramway, 
and also upon the destruction of refuse. The estimated cost of 
the generating plant was £30,580, and that of the dust destructor 
£3,500. The Town Council referred the report to the whole Council 
in Committee. 


Guerusey.— The new works of Edmundson's Electricity 
Corporation, situate at “Les Amballes," Guernsey, were formally 
iuaugurated on July 25th, iu the presence of a large and distin- 
guished company. 


Hanley.—The Lighting Committee has resolved to raise 
the charges for street lighting by arc and glow lamps. 


Italy.—A 30-years’ concession has been granted to the 
Societa per le Strade Ferrate del Mediterraneo to utilise the water- 
power of the River Tierno at Vizzola-Ticino ( Milan province) in the 
generation of clectrical energy. 


hing's Lynn.—The accounts of the Corporation for the 
year ending March 31st, 1900, show that in the electricity depart- 
ment a gross protit of £1,372 has been realised as the result of seven 
months’ working, against which must be set the sum of £1,366 
repayment of loan and interest. Since the plant was started in 
August last, 126,496 units have been sold, producing an income of 
£2,537 ; rental of meters has produced £32, and sale and repair of 
lamps £572 ; of the income from the sale of current £1,036 has been 
obtained from private consumers at 54d. per unit, and £1,501 from 
public lighting. The demand for current in King’s Lynn is already 
far in excess of the capacity of the plant, but the Committee hopes 
shortly to be able to satisfy all demands, and application has been 
made to the Local Governmeut Board for sanction to borrow an 
additional sum of £10,000 for extensions at the works. 


Lancaster.—Owing to the advance in the price of coal 
the Electricity Committee of the Lancaster Corporation has decided 
to advance the prices for electrical energy as follows :—For motor 
purposes, from 3d. to 34d. per unit ; for lighting purposes, from 44d. 
to 5d. per unit. Mr. Conn Heald, chairman of the Committee, 
hoped the day would come when they would use the forces in their 
tidal river for produciug electricity, iustead of having to rely 
almost solely on coal. The price of gas has also been raised from 
2s. 6d. to 2s. 9d. per 1,000 feet on account of the increase in the 
price of coal. = 


London. — MARYLERONE. — The Metropolitan Electric 
Supply Company is about to sell its Marylebone or West London 
undertaking to the Marylebone Vestry. It will be recollected that 
the second company applying to Parliameut for the confirmation of 
a competing order was defeated three weeks ago on the statement 
that a provisional agreement had been entered into with the Metro- 
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politan Electric Supply. The purchase price, it appears, is to be the 
amount of capital expended by the company up to the date of the 
transfer, October 1st, 1901, approximately half a million sterling. This 
is to be paid for in 54 per cent. Vestry or Borough Council Bonds, 
so that no money will pass, It would appear that the Vestry has 
the best of the bargain. In the case of the Corporations of Bir- 
mingham and Sheffield, where similar transfers have taken place, 
they have been upon a 6 per cent. basis on the capital outlay. 
According to the profit and loss account of the Metropolitan Com- 
pany’s Marylebone order for 1899, the net profit was sufficient to 
pay 7 per cent. on the capital outlay. Messrs. T. H. Brooke- 
Hitching, Fletcher Little, and G. Panton negotiated this very 
important trausfer for the Vestry. 

Lonpon County CouNciL.—The Finance Committee reported at 


a meeting of the County Council on Tuesday having considered an . 


application from the Shoreditch Vestry for a loan of £67,783 for 
electric lighting purposes. It appeared that of that sum £11,701 
was in respect of buildings, but the Council's architect was able to 
recommend £13,282 for that item, the increase on the Vestry's 
figure being for new stores and workshops, the cost of which 
was under-estimated by the Vestry. The balance of £56,082 was for 
enginecring works, and from that sum the committee had deducted 
£7,940 for station equipment, and £5,550 for works to mains, as the 
statements and details produced did not account for those amounts ; 
£4,800 had been deducted for meters, and £3,000 for land and 
buildings upon which the committee were not yet prepared to 
report, and £5,664 for street lighting, as to which the committee 
were not satisfied. On the recommendation of the committee the 
Council decided to sanction a loan of £42,400. It was also resolved 
to lend £69,460 to the Islington Vestry for electric lighting 
purposes. 

HawrsTEAD.—The Lighting Committee of the Vestry has recom- 
mended that the tender of Messrs. W. T. Glover & Co. be accepted 
for the supply of electric cables for the next 12 months. 

The Lighting Committee is experimenting with incandescent 
clectrie lamps of 50 and 100-C. p. for street lighting, as the arc 
lighting is regarded as not quite satisfactory. 

: PopLar.—The Board of Works has resolved to instal 20 are lamps 
for street lighting at an initial cost of £376, and an annual charge 
of £384. The Board has also decided to put 25 prepayment meters 
in use on trial for three months. 


North London District.—A conference on the subject 
of electric lighting has just been held at Tottenham, at which repre- 
sentatives of the District Councils of Edmonton, Enfield, Finchley, 
Southgate, Tottenham, and Wood Green were present. A resolu- 
tion was adopted that the local authorities mentioned should enter 
into an agreement for the promotion of a Bill in the next Parlia- 
mentary session to confer powers upon a joint committee to supply 
electric power. It was also agreed that the appointment of a clerk, 
engineer, solicitor, and Parliamentary agent should be left to a 
joint committee. Tne decisions arrived at by the conference are 
meeting with a favourable reception from the Councils interested in 
the matter. 


Partick.—The question of a site for the electricity works 
and refuse destructor has now been disposed of, the opposition having 
been withdrawn. 


Norway. — Messrs. Schuckert & Co., of Nuremburg, 
have acquired a large calcium carbide works at Hafslund, Norway. 


Provisional Orders will be sought for— 

AUCHTFRARDER.—By the North British Electricity Supply 
Company. 

BRIGHOUSE.— By the North British Electricity Supply Company. 

BIGGLESWADE.—By the North British Electricity Supply Com- 
pany. 

CHESTER-LE-STREET.—By the Chester-le-Street Parish Lighting 
Company, Limited, which at present uses gas. 

CIRENCESTER.—By the United Electric Light and Traction Com- 
pany. The District Council will oppose. 

DUNSTABLE AND HouGHTON REGIS.— By Messrs. Garrett & Co. 

NEWHAVEN.—By Messrs. Simmons & Simmons. The District 
Council objects. 

RISHTrON.— By the Blackburn Corporation, and by Mr. C. 
Chad well. 

SwaNAGE.—By the Bournemouth and Poole Electricity Supply 
Company. 


Pwllheli.—At а meeting of the Pwllheli Town Council 
held on July 18th, a letter was read from Messrs. Bennett, Ward 
and Son, Manchester, conveying an offer for the transfer of the 
electric lighting provisional order which had been obtained by the 
Corporation of Pwllheli. The Finauce Committee of the Council 
thought that some of the provisions mentioned were high, and after 
further correspondence Messrs. Bennett, Ward & Son modified the 
terms of the offer. It was decided that a special meeting of the 
committee should pe convened to discuss the lighting question. 


Richmond.—The Electric Light and Power Company have 
reduced their charges from Lady Day as follows:—For lighting, 
from 7d. to 6d. per unit; power, from 6d. to 4d.; meter rents are 
reduced 25 per cent. ; wiring is also now done by the company on 
the hire purchase system. 


Rochdale.— An error, which we regret, occurred in our 
note on Rochdale electricity works last week, when Mr. “T. A. 
Lacey " was said to be the electrical engineerto the Corporation. 
Rightly, Messrs. (E. M.) Lacey, Clirehugh & Sillar are the con- 
sulting eugincers, aud the clerk of works is Mr. C. C. Atchison, to 
whom we are indebted for the correction. 


Spain.—Tenders have just been invited for the concessi 
for the electric lighting of the town of Roadabia (Oxense provine: 
during a period of 20 years. | 


Sunbury.—Last week Mr. Gripper, representing ti 
Twickenham and Teddington Electric Supply Company, had а 
interview with the District Council with regard to the compan 
proposed application for a provisional order, and explained ii. 
main features of the company's scheme. 


Woking.— The directors of the Woking Electric Supph 
Company, Limited, have issued a notice stating that from ii 
after Midsummer, 1900, the price of energy is reduced as follows ..— 
For any number of units up to 20, 8d. per unit; and for each uni 
over 20, 7d. It would seem that there is ample scope i. 
reduction ! 


Wolverhampton.—The electric light is being install 
inthe Wolverhampton Eye Infirmary by the District Electric Con 
pany, to the specifications of Mr. Leonard Stally brass, electric, 
engineer, Wolverhampton. 


ELECTRIC TRACTION NOTES. 


Bath.—The Light Railway Commissioners, represent: 
by Mr. Gerald A. R. Fitzgerald and Colonel Boughey, held u 
inquiry at Bath on Monday concerning an application made joint 
by the Bath Corporation and a syndicate, consisting of Sir Jani 
Sivewright and Mr. Leopold Hirsch, for an order to establish. 
system of electric tramways in Bath and the surrounding district. 
Mr. Balfour Browne and Mr. Vesey Knox represented the promoter 
aud Mr. Lewis Coward the Corporation. The promoters are i: 
establish and run the tramways, paying the Corporation an апа 
way leave increasing from £400 to £500, the Corporation havin: 
frequent opportunities for purchase. The existing horse tru. 
are to be bought by the Corporation and handed over to the pre 
moters at the same price. The chairman announced that they wer 
prepared to recommend the granting of the order, but the amnu 
wayleave which the Corporation would receive must substantiali 
be spent in effecting street improvements on the routes. 


Dublin,—An action was heard last week before the li 
corder of Dublin (Sir Frederick Falkinor), for recovery of damas: 
for injuries received. Mr. John Bates claimed £50 from the Сотта 
and Hill-of-Howth Tramway Company for breach of duty 
defendants in not protecting, managing, and regulating elect 
wires in the vicinity of Dollymount on May 11th, 1900. Plaintiff v: 
walking with a friend along the road at 8.30 p.m., when he w: 
struck by a telephone wire hanging across the trolley wires. t 
property of the defendants, and received a severe shock, bein 
thrown violently to the ground. It appeared that there were ! 
guard wires on the poles of the defendant company. T! 
defendants pleaded that the wire which caused the damage was ti 
property of the Telephone Company. The Recorder granted 
decree for £8 8s. 


Dublin—Howth.—The tramway from Dublin to Нох! 
9 miles in length, was opened for traffic on Thursday last wee 
The route follows the curve of Dublin Bay, and crosses t! 
peninsula of Howth to the East Pier; it is likely to command 
heavy traffic, especially during the summer. 


Dudley.—A dispute of a very remarkable character h 
arisen between the representatives of the Dudley Corporation ai 
the British Electric Traction Company. The Corporation ha: : 
agreement with the company to take over at valuation in the cour 
of about four years, the whole of the tramlines within the огош 
now worked by the company. One clause in the agreement p! 
vides that the lines shall be constructed and equipped to the sil 
faction of the borough surveyor {гн .Gammage). On Saturday last 
was discovered that instead of laying the cables in earthenware со 
duits and setting them in pitch, the Tramway Company's workm 
were threading the cables through pipes. Mr. Gammage proteste 
but the Traction Company's foreman continued the work in spite 
all that could be eaid. Various official negotiations took place, |. 
still the work proceeded. The upshot was that a gang 
Corporation workmen were set to fill up the trench which at Scot 
Green the tramway men had excavated. The excitement th 
became great and rapidly developed ; as fast as the tramway m 
pushed forward their cutting, just as fast did the Corporati 
employés fill it up and batten it down. High words were baud: 
between the two sets of workmen, and threats of a somewl 
sanguinary nature were freely indulged in. Matters were in no w 
improved when the Tramway Company brought carts on the sce 
to carry away the dirt thrown from the trench, thus taking from t 
Corporation men the opportunity of refiling the excavatk 
As a matter of fact, hostilities did not cease till Sunday afterux 
by which time a large number of carts as well as the Corporat 
traction engine had been brought into requisition. The trict 
engine was placed transversely across the tramway compan} 
line of operations, and some of the tramway navvies made ! 
ingenious attempt to upset this cumbrous vehicle. Eventually Ё 
tramway officials, acting upon instructions from London, within 
their workmen, and arrangements were made for a conferen 
between the tramway directors and the Corporation. Т 
tramway officials state that the method «i which th 
have been working was precisely the same as that adopt 
on the line through Netherton, and was superior to 
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the Stourbridge line on which the troughs for the cables 

(weal The solid system used in connection with the electric 

tag of the borough is, they state, quite unsuitable for tramway 
re. Mr. Gammage was asked on Sunday why the matter could 
tiare меп left to legal arbitrament, and his reply was that an 

ten would be applied for at the earliest possible moment. 
eule be had deemed it necessary to take other steps. 


Hayling Island.— The Earl of Jersey and Col. Bougher, 
ot Rulway Commissioners, attended last week at South Hay- 

tò inquire into a scheme for constructing a light railway, 24 
ғ m length, from the Ferry to East Stoke.—Mr. Wedderburn, 


instructed on behalf of Mr. Park, а large local landowner, and . 


trustees of the Park Estate), objected that Mr. Park had not 
ч served with any notice at all, and his name was not even 
„uned in the book of reference.— Mr. Bassett Hopkins, Q.C., 
ite promoters, suid Mr. Park's own solicitor (Mr. Chester) was 

' f tbe trustees, and he had been expressly served with a notice. 
“r Wedderburn said although Mr. Chester might have had 
гєчє of these matters, he had no authority to accept service 
“Mr Рак. —А ег a discussion, the Earl of Jersey said the objec- 
xW of such a nature that they could not overrule it. It was 
~ important that the rules of the Board of Trade and the condi- 
ofthe Act of Parliament should be strictly complied with; 
mend of dismissing the application, they thought the better 

| woud be for the promoters to make an amended application 
^p, Jog the deficiencies of the case. It was agreed to adopt this 


Ге 


hingston.—The Light Railway Commissioners, the Earl 
jerey presiding, held an inquiry last week into an application 
ile British Electric Traction Company for an order to construct 
‘re tmmways in Kingston and Surbiton and part of the districts 
wr and Thames Ditton. The application was opposed by all 
eal authorities concerned and also by the Surrey County 
cwil After hearing counsel the Commissioners intimated that 
> 024 not see their way to grant the order applied for. 


lancaster, —The Tramways Committee, having visited 
immways Exhibition in London, has reported to the Town 
s= strongly in favour of the overhead trolley system. 


lowdon.—At a meeting of the London County Council 
el, Mr. Mellville Beachcroft, on the motion for the 
“en of the report of the Highways Committee, asked what was 
‘ation of the Council in regard to the veto of local authorities 
on to tramways. 
ir. J. W. Benn, chairman of the committee, stated in reply that 
rad not speak authoritatively, but he had been informed by the 
“anentary agent that day that the authorities of the House of 
s did not see their way to remove the veto which had been 
` à senous block to the development of tramways in London. 
"rto Mr Leon, the Chairman mentioned that the committee 
"100 bring to bear in the immediate future, certain clauses in 
eax sf the tramways to the North Metropolitan Tramways 
“pany, which would empower the Council to transform that 
At parts of it to electric traction. 
Ла Hizghwurs Committee submitted proposals for the construc- 
- 4 с 3 зз tramways ог sections of lines, the totals being for 
“| Bus on the north of the Thames and 12 miles on the south 
^ ef the river. These proposals, an abstract of which is given in 
er coimas, were adopted in entirety after a discussion extend- 
- T two hours, In a report on the commercial prospects of the 
<w tbe Finance Committee said :— As regards the longer 
“ous and new lines, the Highways Committee have been cate- 
' 4% the question of probable financial results upon reports by 
“mways manager as to the probable traffic receipts and working 
aud by the controller as to the annual debt charges on 
“timated capital outlay. The manager has estimated for 
“etipts at Is. per mile run and working expenses at 6d., 
К а proit on working of 6d. per mile run. Out of this the 
arges have to be paid. The present traffic receipts on the 
nl's lines average a little over 10}d. per mile run, and the 
t experience is that on conversion from horse traction to 
"D traction the receipts per mile are considerably increased, 
тагу tothe largely increased passenger accommodation percar, 
“aly to the improvement іп the service. In Glasgow, according 
‘*comuts for the year to May 31st, 1900, just published, the 
ыы: receipts averaged 11:44d. per mile, while the nėwly- 
‘fed electrical lines produced 13:87d. per mile. The working 
“>a Glasgow for the same year averaged 626d. per mile on 
Tai lines, giving a profit on working of 7:614. per mile. The 
ле bgures relate to five miles of double track, and better results 
* boked for when the conversion of the whole system has 
Zzspleted. We think, therefore, that the estimate of 6d. a 
pit on working by electric traction is a safe one, and on this 
"1166 manager's estimates of traffic on the several lines show in 
А Ux following result: 


+ 4 


Fratel annual profit on working 


ene А vis oe e. . £90,061 
—- charge for interest on and repayment of capital outlay— 
LONE . da ы £56,200 
"reet widenings chargeable to tramways £15,480 

71,680 

Estimated annual surplus os .. 418,431 


Yorwieh,—<¢ olonel Yorke, R.E., of the Railway Depart- 
kis е Board of Trade, inspected the track of the Norwich 
ve ы awaye Company on July 26th. Col. Yorke stated that 

E most extensive system that he had yet inspected at one 
“ube considered that the scheme had been thoroughly well 
t7 935 taxing into consideration the narrowness and crooked- 


ness of many of the streets. A few alterations of a minor character 


‚ were required by the inspector, who said that the Board of Trade 


would offer no objection to the lines being opened as soon as they 
had been effected. Mr. Trotter, M. I. C. E., recently inspected the 
electrical equipment of the tramways, of which our description is 
concluded in this issue. "Traffic commenced on Monday last. 


Southampton.—At the last Council meeting, tlie Tram- 
ways Committee having reported the receipt of two letters com- 
plaining that the present tram  ervice was unsatisfactory, the 
Sheriff (Mr. Durnsford) said when they saw there was a jump from 
50,000 to 120,000 passengers per week, and there were only 12 cars, 
they could not be surprised at the Committce’s inability to give an 
efficient service under the circumstances. They had urged on the 
contractors, but he was afraid they would not have the additional 
cars which had been ordered for some time. 


Warrington.—The promoters of the Warrington and 
Runcorn Light Electric Railway have withdrawn their application 
to the Board of Trade for the necessary powers. The scheme 
will probably be revived in the course of the next few months. 


TELEGRAPH AND TELEPHONE NOTES. 


Cardiff.—Ata meeting of the Public Works Committee 
last week, Alderman D. Lewis presiding, Mr. Whea ley (town clerk) 
announced that the National Telephone Company were desirous of 
re-opening negotiations with the Corporation for the laying down of 
underground wires. The company had more than once approached 
them on this matter, but they offered only 2s. 6d. per subscriber, 
whereas they paid 5s in one or two other towns. The Mayor 
(Councillor Brain) said that the Telephone Company were at present 
in à more accommodating spirit, and would pay 5s. The matter was 
referred to the borough engineer, with instructions to report upon ‘t 
fully. 


Dover.—Some time ago the National Telephone Com- 
pany made an application to the Town Council for permission to lay 
unde ground telephone wires in certain streets, which the survevor 
recommended should be sanctioned. The Committee having deter- 
mined not to apply for a license, the town clerk was authorised last 
week to draw up an agreement and submit it to the company. 


German Cable to America.—On Wednesday the first 
German-American cable opened for the trausmission of direct 
messages between Germany and the United States. The line 
stretches from Borkum to Fayal, one of the Azores, and thence to 
New York. It is 4,366 nauts in length. The cable was laid by a 
British company, but was taken over by the German Atlantic 
Telegraph Company on payment of a sum of nearly two millions 
sterling, The German Government will subsidise the new under- 
taking by an annual payment of £140,000 for 40 years on condition 
that another cable is laid, should the Government consider this 
advisable. The price per word to New York will be a small fraction 
over one shilling. 


Kingston.—A prolonged struggle is going on between 
the National Telephone Company and the Corporation of Kingston- 
on-Thames. The local service is admittedly deficient and the com- 
pany have laid underground cables between London and the 
borough boundary on Kingston Hill, but by no sort of manœuvre 
has the Town Council been induced to consent to the lines being 
continued underground. Columns of correspondence on the matter 
have appeared in the local Press, consisting mainly of assert’ons, . 
denials and rejoinders from the company, the Town Clerk and the 
Postmaster-General. 


London.—At a meeting of the L. C. C. on Tuesday the 
Highways Committee reported that the appeal of the Council 
against the order of the judge in chambers, that the action by the 
Council against the National Telephone Company, to prevent the 
company placing its works underground without the consent of the 
Council haviug been first obtained, should be tried by a special jury, 
came before the Court of Appeal on July 19th, and was dismissed. 
The action will therefore be tried by a special jury after the long 
vacation. On July 24th the information laid by the Post Office 
against the company was heard before a Divisional Court, when the 
company consented to an injunction restraining it from breaking up 
or opening any public thoroughfare within the county of London 
for the purpose of extending the company’s system of underground 
pipes or conduits, without first obtaining the authority of the Post- 
master-General and he consent of the Council, as required by the 
Telegraphs Act, 1892. 


New Cable.—lIt is stated that the British and Danish 
Cable Companies are about to lay a cable between Taku and 
Shanghai. 


The Pacific Cable Contraets.— The following appeared 
in the Outlook of the 28th ult..— “Тһе Pacific cable has at last, thanks 
largely to the persistent pressure from Canada, reached the tender- 
ing stage. At least, invitations to tender are out. But experts, who 
should know if any one does, say that the Pacific Cable Committee 
is face to face with an even greater obstacle than any over which it 
has been puzzling these many weary months. Where, ask these 
experts, are tenderers for the Pacific cable to get their gutta-percha ? 
The Eastern cable group have seemingly stolen one тоге march 
upon the Pacific Cable Committee; they have at least, so it is said 
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given out orders for something like 14,000 knots (sic) of cable. As 
the result of this and other larger orders, the price of gutta-percha 
has so jumped up and the sources of production are so. chocked that 
no responsible firm is expected now to give a fixed price or a fixed 
time for the completion of the Pacific cable. Ifthis be so, what be- 
comes of the Pacitic cable and, for that matter, of the foresight and 
business aptitude of the Pacific Cable Committee? The last day 
for the reception of tenders is Tuesday, August 14th, and we should 
therefore soon see these expert assertions put to the test. Meau- 
while Mr. Hanbury has informed Sir Edward Sassoon that the 
Cables of the Empire Inquiry is to be undertaken by representatives 
of the Board of Trade, the Post Office, the Treasury, the Admiralty, 
and the India, Colonial, and War Offices. But Permanent Official- 
dom is too much involved in the cable chaos ever to show the way 
out. That must be dune by open, above-board, searching iuvesti- 
gation.” 


Telegraphic Interruptions and Repairs :— 


CABLES. 
Востн AMERICAN :— 
Cayenne-Pinheiro .. oe - - „Oct. 11, 1899 
Pará-Maranham  .. a e T March 1, 1900 .. 
Ceará-Maranham .. ck E" 155 .. Feb. 20, "1900 а 
Iquique-Valparaiso .. S 5% 9 . July 30, 1900 .. a 
Cables south of Serena. $5 .. July 30, 1900 ee 


Wrst Inpixs:— 


Jamaica-Colon 
Mole Bt. Nicholas-Cape Haitien.. 


INTERRUPTED. REPAIRED 


. June 80, 1899 


А .. July 26, 1900 
. March 6, 1900 .. ra 


Latakia-Cyprus se T .. June 20, 1899 
Tarifa-Tangier A as x ie .. Jan. 3, 1900 
LANDLINES:— s 
CHINESE :— 
Tientsin-Pekin si k: * .. June 12, 1900 .. “з 
Pekin-Kalgan.. š as ў .. June 14, 1900 .. - 


Kalgan- Maimatchin | Я oe 
Tientsin, ría Shanghai... ee " 
Tientsin-Niuchwang s . 
Shanghai-Chefoo  .. T 


BOUTH ÁMERICAN:— 
Communications with all offices of AUDIR 


. June 80, 1900 .. xa 
. June 16, 1900 . 
. June 18, 1900 


.. July 29, 1900 .. July 30, 1900 


beyond Buenaventura .. 5% . January 22, кы © 
Ecuadorlandlines .. 24 . March 13, 1897 . > 
Landlines south of Macahé (Brazil) S . April 25. 1900 
. Landlines south of Serena Я a . July 30, 1900 
WEST INDIES :— 
Communication with interior of Haiti . July 29, 1900 


Communication “via Hanekine" interrupted 
on Persian territory as vs . Feb.94.1900 .. T 
Saigon-Bangkok . July 80, 1900 


Trans-African Telegraph. — Reports liave arriv id from 
Dar-es-Salaam, dated June 30th, to the effect that all the prepara- 
tions for laying the African Cape-to-Cairo telegraph as far as 
Kassanga, in German East Africa, were completed, and that this 
section of the line would be laid about the end of last month. 


Wireless Telegraphy at Sea.—Successful results were 
attained in the wireless telegraphy experiments conducted by the 
Northern Squadron on the voyage from Cherbourg to Brest. Com- 
munication was maintained between vessels more than 40 miles 
apart. The previous record in France was 30 miles. 

The Belgian Government have decided to instal Marconi's wireless 
telegraphy installations on their eross-Channel mail packets, running 
from Ostend to Dover. Experiments have been conducted between 
the ships and. the shore over long distances with most satisfactory 
results. The distance from Ostend to Dover is 68 miles, and the 
vessels will communicate with the nearest port, which will only be 
35 miles away at the most. 

The South-Eastern and Chatham and Dover Railway Company 
made arrangements some months ago with Marconi's Wireless Tele- 
graph Company for the instaliation of the latter's apparatus on their 
boats running between Dover and Calais, but, says the Daily Mail, 
the General Post Office prevents it from being carried out. 


Weedon.—The Post Office telegraph and telephone 
testing station and stores at Weedon were ignited by lightning on 
Friday night, but, the alarm being quickly raised and 100 soldiers 
from the barracks speedily arriving, the fire was soon extinguished. 
The delicate and expensive testing apparatus was seriously damaged, 
and a number of the main line wires, of which 172 pass through the 
station, were fused. The Post Office clectricians residing at Weedon 
began at once to rejoin the wires, and, by connecting them outside 
the station instead of running through it, all communications were 
restored by daybreak the next morning. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aarhus, Denmark.—The municipal electrical works 
are wanting “200 pieces electro-meters.” For particulars see 
“ Official Notices” July 20th. 


Accrington.—The Corporation wants tenders for the 
supply of electricity meters. See “Offcial Notices“ to-day. 
Belfast.— August 15th. The Electric Committee wants 


tenders for an auxiliary feed-water heater and piping. See “ Official 
Notices " July 27th. 


Blackburn.—August 6th. The Corporation wants 
tenders fora traction switchboard. See“ Official Notices“ July 27th. 


Bradford. — August 13th. The Guardians of Uy 
Bradford Union want tenders for the electric lighting of tl 
workhouse. See “ Official Notices“ July 27th. 


Brussels.—September 19th. The Council of St. Jills 
lez Bruxelles, invites tenders for the installation and th: 
commencement of supply upon a part of its territory. Condition: 
8 es for three francs at the office, No. 14, Parvis St. Jilles 

t. Jilles 


Budapest.—October 15th. The Hungarian Ministe 
of Commerce is prepared to receive tenders for the installation o 
two telephone exchanges, local and interurban, complete in al 
respects. See " Official Notices“ to-day. 

Dorking.—The District Council are open to receive offer 
for leasing their provisional order. See Official Notices" July 2} 

Edinburgh. — August 13th. The Corporation wan 
tenders for coal-conveying machinery for Dewa Place station. 8. 
* Official Notices“ to-day. 

(Germany. — September 10th. — The Hamburg Рие 
Deputation is inviting tenders for the supply and erection of tw 
3U-ton electric cranes. Particulars may be obtained for 3s. from ti 
secretariat II. der Finanz Deputation (Rathhaus Ober-Erdeesen- 


Zimmer 429), aud tenders marked 339 are to be sent to Die Finan 
Deputation, Hamburg. 


Grays Thurrock.—August 9th. The Council is invitis 
tenders for Lancashire boilers, 100-Kw. steam dy namos, economiser 
switchboards, battery, crane, mains, and other plant, &c. бее“ Oniu. 
Notices " June 29th. 


Grimsby.— August 8th. 
for wiring the electricity works. 


Grimsby,—August 18th. 


The Corporation wants tende 
Sec “ Official Notices“ July 200 


The Corporation wants tend 


for the supply of a steam engine and dynamo, and extension : 


switchboard. See ‘ Official Notices“ to-day. 


Halifax.—Tenders are invited by the Town Council f. 
mechanical stokers. See ‘ Official Notices " July 27th. 


Halifax.—The Corporation wants tenders for the suppi 
of incandescent lamps. See “Official Notices " to-day. 


Leeds.—The Corporation wants tenders for the purchi: 
of second-hand machinery, at present. in use in connection with t 
electric tramways. See “ Official Notices“ to-day. 


Londou.— August 14th.— The South London Elen 


Supply Corporation, Limited, invites tenders for condensing pla 
and cooling tower. See Official Notices " to-day. 


London.—August 20th. The Central Electric Sup 
Company wants tenders for boilers and piping, and mechan! 
Stokers. See ‘Official Notices“ July 27th. 


Luton.—^eptember 14th. The Town Council insi 
tenders for watt-hour and demand meters. See “ Official Notice 
to-day. 


Madrid.—August 18th. Tenders are invited by! 
Spanish Government, not later than August 18th, for the concess 
of a system of electric tramway lines in Barcelona. Some pa 
culars may be examined at the commercial department of 
Foreign Office between 11 a.m. and 5 p.m. 


Newcastle-on-Tyne,—August 22nd. The Corporat 
wants tenders for laying five miles of double-line tramway. | 
" Official Notices“ to-day. 


Russia,—August 28th. The General Direction of 1 
Russian Posts and Telegraphs in St. Petersburg are inviting tend 
until August 28th for the concession for the working during a per 
of 68 years of the telephone exchanges in St. Petersburg, Wars 
Riga, Moscow, and Odessa. 


Salford. — August 13th. The Corporation wants tend 
for lighting cables, tramway feeders, and street lighting. 
„Official Notices” July 13th. 


Spain.—August 10th. Tenders are being invited m 
August 10th by "the municipal authorities of Mogner Hu 
province), for the concession for the electric lighting of the К 
during a period of 20 years. Particulars can be obtained from, 
tenders are to be sent to El Secretario del Ayunlamento de Mog 
(Hullva). 


Stockport.— August 31st. The Tramways Commi 
wants tenders for 20 double-deck tramcars with electrica} cq 
ments. See “ Official Notices ” July 13th. 


The Pacific Cable.—August 14th. Tenders K 
manufacture and laying in the Pacitic Ocean of 8,272 nautical x 
of telegraph cable are invited by the Pacific Cable Com 
on behalf of Her Majesty’s Government and the Government 
Canada, New South Wales, Victoria, New Zealand, and Queensh 
Sce " Official Notices“ July 20th. 


Torquay.—August 6th. Tenders are wanted bv; 
Corporation for two water-tube boilers with superbeater, 
inductor alternators with Willans engines, pipework, surtace 
denser, extensions to high tension switchboards, wattmete 
and transformers. See “Official Notices " July 20th. 


(Continued on page 188.) 
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GLOUCESTER ELECTRICITYsWORKS. 


Тив history of the electric light question in Gloucester dates 
from June, 1889, when four companies gave netice of their 
intention to apply to the Board of Trade for provisional 
«Чеге authorising them to supply electricity within the dis- 
trit af the city of Gloucester. A report was then prepared 
aplaining the various courses open to the Council, and it 
vas decided not to consent to the application of any company, 
lat to obtain further information and consider whether or 
иё the Council should itself apply for such a provisional 
order. 

Notices were given by three companies in 1890, by one 
company in 1891, and by two companies in 1894, but no 
further proceedings were taken by any of the companies. 

ln 1895 one company again gave notice, and proposals 
were made by the City of Gloucester Tramways Company, 
Limited, for a combined scheme for electric lighting and 
traction. 

(u November 12th, 1895, the Corporation decided not to 
consent to the application of any company, and resolved, 
mth one dissentient, to apply for a provisional order 
authorising the Corporation to supply electricity for public 
and private purposes within the city, and the application was 
vraud by the Gloucester Corporation Electric Supply 
nder. 1896,” confirmed by the Electric Lighting Orders 
Confirmation (No. 1) Act, 1896. 

In June, 1897, the Council consulted Mr. Robert 
Hammond, M. I. C. E., and ínstructed him to prepare а pre- 
liminary report dealing generally with the question of 
dexncitv supply for lighting and other purposes, and with 
the question of providing a refuse destructor. 

In August, 1897, after considering Mr. Hammond's 
report, the Council unanimously decided to establish elec- 
tricity works, with a refuse destructor in connection there- 
with, and engaged Mr. Hammond to prepare a scheme on 
the lines suggested in his preliminary report, and afterwards 
w prepare plans and specifications for, and superintend the 
carrying out of the work. 

At first much difficulty was experienced in finding a suit- 
able site, but, that question was happily solved by the Cor- 
poration purchasing the Bearland Estate and adjoining pro- 
[егез as an investment for corporate funds, and obtaining 
the sanction of the Local Government Board to use а portion 
of the property as a site for the electricity works. A most 
excellent site has thus been acquired in a central position, 
il uf access, and near to the river, canal and dock branch 
railway. 

Following is a list of original contracts :— 


Buildings 928 .. John Gurney & Sons, Gloucester. 


Boer house plant ... ... Yates & Thom, Blackburn. 
Ereire room plant - .. India-Rubber Company, Silvertown. 
"«ndensing plant .. Blake & Knowles Steam Pump Com- 
pany, London. 
Pipe wor T ... Ashton, Frost & Co., Blackburn. 
tımdensing water pipes Stanton Iron Works Company. 
Travelling crane sas .. Jas. Spencer & Co., Hollinwood. 
Switchboard and instruments Crompton & Co., Chelmsford. 
Accumniators ... 7 .. Electrical Power Storage Company, 
| { London. 
Mains ... 6 sis .. Callender's Cable and Construction 
| Company, London. 
Publice arc lamps .. Brockie-Pell Are Lamp, London. 
Meters ке i cane & Hookham, Birming- 
am. 
Kefase destructor Heenan & Froude, Manchester. 


The site of the generating works is in the south-west part 
^f tbe city and the buildings are constructed of brick with 
Bisley stone dressing. 

Electricity works do not naturally lend themselves to 
elaborate and architectural adornment, and no attempt has 

made at unnecessary ornamentation, but the architect 
bas, nevertheless, produced a structure which does credit to 
"s profession, The whole of the building work has been 
atried out by the local firm of Messrs. John Gurney & Sons. 

Iu planning the buildings, care had to be taken to allow 
iple room for fnture extensions, and to plot them in such 
a Way that the refuse destructor, for which contracts have 
art been let, should form part of the same building. The 
natural formation of the site admirably adapts itself to what 
э required for the destructor. A level roadway will run 


from Ladybellegate’ Street“ to! the charging floor, which is 
15 feet"above: the clinkering? floor, the latter being on the 
same level as the ground floor of the present buildings. 

The works are approached both from Commercial Road 
and Ladybellegate Street. The buildings, which were 
designed by Mr. Harry A. Dancey, of Gloucester, consist of 
a lofty engine room and boiler house, and a well-arranged 
suite of offices. The engine room is 54 feet x 37 feet, and 
28 fect high. The interior walls are executed in buff bricks 
with a dado of brown glazed bricks, finished with a moulded 


capping... In the north-west corner of the engine room is the 


condenser pit, the floor of which is 12 feet below the engine 
room level. Running along the south side of the engine 
room is the switch room, and .immediately behind this is the 
test room. The level of these two rooms is 4 feet higher 
than the floor of the engine room. This enables the switch 
board attendant to obtain a good view of all the machinery. 
The boiler house runs parallel to the engine room, and is of 
slightly larger dimensions. It provides space for four boilers, 
and also contains the pump house and economiser. 

The chimney stack is an imposing structure, 150 feet 
high, with an internal diameter which is nowhere less than 
6 feet. | 

The boiler house contains three Lancashire boilers, by 
Yates & Thom, of Blackburn. Each boiler is 30 feet long 
by 8 feet in diameter, capable of evaporating 6,000 lbs. of 
water per hour. They are made of steel throughout, and 
are constructed for a working pressure of 160 lbs. per square 
inch. The shells are composed of seven rings, each made 
from one plate a- inch thick. 

The boilers are fitted with Proctor’s mechanical stokers. 
The dampers in the side flues are worked from the front end 
of the boilers, the balance weights being arranged to work 
in guides, which are graduated to show the opening in inches 
and feet. 

Water is fed into the boilers by a compound double-acting 
ram pump, made by Evans, of Wolverhampton, with an 
injector as stand-by, and the feed water can be passed 
directly into the boilers, or alternately through a feed heater 
and a Green’s economiser, containing 192 tubes. A Bruce- 
Peebles 5-Kw. shunt-wound motor, placed outside the pump 
house, drives the shafting for the mechanical stokers and the 
scrapers for the economiser. 

The main steam and feed pipes are of lap-welded steel, 
and the whole of the pipework was entrusted to Messrs. 
Ashton, Frost & Co., Limited, Blackburn. 

The generating plant at present at work consists of two 
combined sets. The larger set is composed of a triple 
expansion engine, with one high and twointermediate cylinders 
placed above three low pressure cylinders, working on crauks 
set 120? apart. The engine runs at a speed of 350 revolutions 
per minnte, and is designed to give 500 indicated horse- 
power, with 160 lbs. steam pressure. To this engine are 
coupled two Silvertown dynamos, the two being capable of 
giving an output of 300 KW. at any pressure between 440 
and 500 volts." The dynamos are of the single horseshoe 
type, with drum bar armatures and shunt-wound magnets. 

The smaller engine is a two-crank compound engine, with 
one high and one low pressure cylinder, working on cranks 
set, 180? apart, the steam being distributed by a single piston 


slide-valve of special design placed between them. This ` 


engine runs at a speed of 380 revolutions per minute, and 
will give 250 indicated horse-power, with 130 lbs. of steum. 
The engine drives two Silvertown dynamos having a com- 
bined capacity of 150 Kw., at any pressure from 440 to 
500 volts, these machines being of the same type as those of 
the larger set. The engines, which were made by Messrs. 
Belliss & Morcom, Ltd., of Birmingham, are fitted with 
their patent system of forced lubrication. In this system a 
small pump worked off the main shaft supplies oil under 
pressure to a series of pipes which convey the oil to each 
bearing and ensure every working part being thoroughly 
lubricated. By this means the engines are enabled to make 
uninterrupted runs for long periods without any undue con- 
sumption «f oil. The design, truth of workmanship, and 
accuracy of adjustment of the plants are of the highest class, 
and permit of the engines running quietly and without 
trouble at the high speed at which they work. 

A booster is placed in the engine room, and provides the 
necessary additional pressure for charging the battery. It 
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consists of two single horseshoe undertype machines coupled 
together and mounted on the same bed- plate. One machine 
runs as a motor, and obtains current from the bus bars at 
220 to 250 volts. It drives the other machine, which is a 
generator, and is designed to give a current of 100 amperes 
ab any pressure from 20 to 150 volts when running ata 
speed of about 780 revolutions. 

In the condenser pit, the Blake & Knowles Steam Pump 
Company have erected two of their well-known Jet 
condensing plants. Fach of these is capable of dealing easily 
with 10,000 Ibs. of steam per hour, and of maintaining a 
vacuum of 26 inches under all normal conditions of atmo- 
spheric pressure, 

An overhead travelling. crane spans the engine room, It 
was made by Messrs. Spencer, of Hollinwood, aud Se lift a 
weight of 10 tons. 

Ou a gallery running along one side of the engine room is 
placed the switchboard, It is composed of nine enamelled 
slate slabs fixed in a wrought-iron frame, which rests on a 
plinth of glazed bricks. — The slates are insulated from the 
iron frame by ebouite bushes and washers, and the uprights 
of the framework are hidden by a polished brass beading, 
Which gives a very neat appearance to the board. 

The switchboard is divided into three parts: the positive 
on the right, the booster and battery switches and instru- 
ments being i in the centre, and the negative on the left. 

On the positive side are mounted the two minimum auto- 

matic cut-outs, shunt regulating switches, and shunt breaking 
switches for the dynamos, as vell as their duplex fuses and 
2-way switches. 

In cireuit with each dynamo is a Crompton shunted type 
ammeter, and a Crompton dead-beat voltmeter is common to 
the two machines, the switch being placed below the volt- 
meter. 

: At the top of. the board are placed the six sets of feeder 
gear, which consists of an ammeter, a 2-way switch with a 
quick-break action for disconnecting the circuit, and a 
duplex fuse. 

The negative side of the board is similar in every respect. 

The centre panel contains all the switches for operating 
the booster. Above these are placed hand wheels which are 
geared to the battery switches, which are placed in the 
battery room over the switchboard. Each hand wheel is 
surrounded by the numbers of the contacts on the battery 
switch, and the gear is so arranged that for each complete 
turn of the wheel the battery switch is moved on to a new 
contact, the number of which is indicated by a pointer 
moviug to the corresponding number on the front of the 
board. 

In circuit with the earth connection from the middle wire 
añ automatic device has been fixed off the board. It is 
manufactured by Messrs. Crompton & Co., and is of the 
same construction as their well-known type of automatic 
cut-out. It is so arranged that as soon as the current to earth 
exceeds 10 amperes, the ammeter is short-circuited, leaving a 
direct connection from the middle wire to earth. There s 
an interlocking arrangement on the switch, which prevents 
the ammeter being put into circuit until the current to earth 
has again fallen below 10 amperes. The dynamos and the 
booster are connected to the board by means of india-rubber 
lead-covered cables drawn into Doulton casing, and the 
battery is coupled up by 1-inch copper rod run on insulators, 
which are suspended on wrought-iron straps from the roof. 

The whole of the switchboard work, and the cable and 
copper connections, have been carried out by Messrs. 
Crompton & Co., of Chelmsford. 

The battery consists of 280 K.W.S. type cells, manufac- 
tured by the Electrical Power Storage Company, Limited, 
and is capable of maintaining a discharge of 80 amperes 
continually for 10 hours. The containing boxes are of wood, 
lead lined, each cell containing 30 plates separated by glass 
tubes held in place at the top and bottom, and the cells are 
placed on 2-tier stands with iron standards and wood bearers. 
The approximate weight of each cell, complete with acid, is 
435 lbs. 

Callender’s Cable and Construction Company were en- 
trusted with the important part of the conductors, the mains 
being laid on the “ solid" system. Briefly, this method may 
be described as follows :—In the trench, square cast-iron 
troughs are laid, into which, at intervals of about a foot, are 


.nate days, and averages 25 tons per day, 


placed wooden bridge pieces for supporting the cable. A 
clearance all round the cable is thus provided, so that when 
bitiunen is poured into the trough it flows all round the 
cable. Over the troughs are laid cast-iron covers. 

For the private supply the electricity is conveyed from the 
generating works to various parts of the city by six ** feeder” 
cables, which, as their title implies, feed the network of cable 
that distributes the current amongst the consumers. The five 
principal © feeders " are of 4 square inch section, the other 
being 25 square inch. By the side of each feeder a three- 
core 29 pilot“ cable, lead-sheathed and armoured, is laid 
direct in the earth, and runs from each feeding point to the 
main switchboard at the generating works. 

The distributing mains form a complete network of cables 
of various sizes, and are joined up to the feeders in Callender's 
disconnecting boxes. From the distributors service lines are 
run to each consumer, All the feeders and distributors are 
triple-concentric, lead-sheathed cables, which are further 
protected by the bitumen compound in the cast-iron troughs. 

The cable used for conveying the energy to the public 
street lamps is a vg single lead-sheathed conductor laid direct 
in the ground. Each section of the public lighting cable is 
connected at suitable points to the network, 

The total amount of cable laid up to the present is as 
follows: 


Feeder cables - eee m 3$ miles. 
Pilot cables .. ia Ww з 33 
Distributor cables ... 7 7T 124 „ 
Public lamp cables .., ii a of „ 


Total .., өз» к 234 miles. 


At the present there are 44 arc lamps in use for the street 
lighting, these being grouped in four series of nine lamps 
each, and two of four lamps, and supplied with electrical 
energy from the distributing network. The lamps are the 
BrockiesPell single carbon type, and are erected on posts 
supplied by Messrs. Hardy & Padmore, of Worcester. 
Each lamp is provided with an automatic switch, which 
inserts a substitutional resistance if the circuit in the lamp 
be broken. For trimming and repairs the Jamps are lowered 
by means of a winch fitted in the base of the pillars. 

Gloucester has a population of about 42,000. The refuse 
is collected from 9,000 houses three times per week on alter- 
or 150 tons. per 
week of six working days. The City Council desired to 
thoroughly cremate this Without causing a nuisance, and in 
such a manner as to utilise the heat in raising steam for the 
electricity works. 

Among the various plans submitted, in response to thie 
advertisement for tenders, it appeared that the twin-cell 
destructor of Messrs. Heenan & Froude best fulfilled these 
conditions, and accordingly the contract was allotted to 
them. The destructor, having a burning capacity of 50 
tons per 24 hours, will consist of two cells side by side, only 
separated from each other by a low bridge like that at the 
back of a boiler, so that an open communication exists 
between the two cells. Each cell will have a charging door 
on one side of the furnace, corresponding to the clinkering 
door on the opposite side, and the combustion chamber will 
be placed above the two cells, extending the whole length of 
them, the boiler being fixed above the combustion chamber. 
The feeding will be done through a hopper provided in con- 
nection with each charging door, so that the refuse may be 
put straight on to the grate bars, and the men on the 
clinkering side can also pull it forward, if necessary, so that 
there will be a direct course either by pushing from the 
charging door, or pulling from the clinkering door to get 
the refuse into the grate. 

The blast will be fed to the underside of the ashpit, the 
grate being supplied with air blast by a fan ; the steam blast 
by a jet—the whole under entire control. The main feature 
of the destructor is, that by simply altering the direction of 
a damper the gases from either grate can be alternately made 
to travel over the hot fire in the other grate, and so into the 
combustion chamber, and finally into the boiler. The whole 
apparatus will be compact and close together, without any 
long flues for loss of heat before reaching the boiler, 
Charging and clinkering will take place alternately, first with 
one cell and then with the other, so that there will be always 
a hot fire in the one cell to cremate the smoke and fumes 
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from the other. A water-tube boiler having 1,300 feet of the refuse carts will enter the works, consequently the 
heating surface will be provided over each of the two pairs approach roadway will be a level one on an inclined ground, 
of cells, These will be complete with all the Necessary so reversing the more usual order. The portion of this road- 


BoILER HovsE. 


GENERAL VIEW OF ENGINE Коом. 


Wines and pipework, enabling them to work in conjunction way opposite the electricity works boiler house will be partly 
with the electricity works boilers for supply of steam to the of girder construction, so that the space below can be used 
rien works engines, The levél of the tipping platform for coal storage and bunkers. Ample space is allotted for 


will correspond with that of Ladybellegate Street, whence tlie clinker cooling yard. 
: Р 


184 THE ELECTRICAL REVIEW. [Vol. 47. No. 1,184, Avavsr 3, 1900. 


As soon as the work of laying the mains was begun, a large requirements, and extensions of the works had to be 


great demand for electricity was made upon the Corporation undertaken before the original plant had been got into use. 
by intending consumers, with the result that, before the The total number of lamps with which the undertaking 
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works were completed, the ‘demand had ‘already outstripped starts business is 14,000, and the extension contracts were 
the effective capacity of the original plant. It was necessary, allotted as follows :— 
therefore, to make arrangements for meeting the unexpected Boiler House Plant-—One Lancashire boiler, 30 feet x 
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8 feet 6 inches, capable of evaporating 8,000 lbs. of water 
рег hour. It is fitted with Proctor’s mechanical stokers. 


CONDENSING PLANT. 


The contract was given to Messrs. Tinkers, Limited, of 
Hyde. d 

Engine House Plant.—This was supplied by Mather and 
Platt, of Manchester, and consists of a Willans & Robinson 
Som triple expansion central valve engine, running at 
3539 teyalutions, coupled. to two 150-Kw. shunt wound 
wf Mather & Platt's manufacture. 
rd.—The extensions to the switchboard were put 
ds of Crompton & Co., the makers of the original 


- 


ng JPlant.—One jet condenser, capable of dealing 
s, of steam per hour. This was supplied by 


т & Со. 


M - | s 


^ | Annual cost of | 


Number of electric lamps 
= hours lamps are and ordinary gas | 
б used, burners giving | Annual 
Average 8 C. p. saving 
-< | | charge 'on each 
per unit | 8c.r. 
| consumed | Ordinary| lamp 
during | | gas by use 
Average Total | the year. | Elec- | burner | of elec- 
der day. Per trie with gas tricity. 
annum. limp. at 2s. 6d. 
| рег | 
1000 c.f. 
| в. d a. d. OE 
1 365 | 7d. 6 4 3 б — 
2 730 | 43d.| 8 8| 7 1 -- 
3 1,095 38d. 10 4| 10 11 7 
4 |1460| 34d. 12 2 14 6 | 2 4 
11826 зла. 14 2 18 3 4 1 
6 2,190 2:9d. 151112110 | 5.11 
2.555 278d. |17 9 25 7 | 710 
8 | 2,920) 268d. 19 7 29 2| 9 7 
11 |4015| 250d. | 2411|40 1 | 
24 


15 2 
E 2:23d. 48 10 87 5 | 38 7 


5 В. -Тъе abo 


we figures do not include the cost of renewing lamps, but a 
— 1s.) will burn about 22 hours a day for a year. On the sche hand 

has been made in respect of the great saving that may be effected 
by the use of suitable switching arrangements for turning off the light when not 
mqnired, or im respect of the periodical saving in the cost of decorating 
Paises and other advantages resulting from the use of electricity. 


After very careful consideration, the Corporation decided 


to adopt a sliding scale system of charging, whereby the 
price of electricity to any consumer will be regulated by the 
length of time during which the supply is used. 

The scale of charges has been fixed as follows —7d. per 
unit for any number of units up to the equivalent of 100 
hours’ use per quarter of the maximum demand recorded by 
the demand indicator. (N.B.—By * maximum demand " is 
meant the largest quantity of electrical energy in actual use 
at some particular time during the quarter.) 2d. per unit 
for all consumption during the quarter beyond the above. 

The object of this sliding scale of charges is to provide 
for the payment by each consumer of the due proportion of 
the charges which are involved in laying down and always 
keeping ready the necessary plant for the supply of the full 
amount of electrical energy which the consumer may at any 
time demand, 

The preceding table gives a useful comparison of the cost 
of electric light and gas in Gloucester, 

For motive power the following rates have been adopted :— 
43d. per unit for any number of units up to the equivalent 
of 100 hours’ use per quarter of the maximum demand 
recorded by the demand indicator: Id. per unit for all con- 
sumption during the quarter bevond the above. 

That this is an extremely favourable rate to the consumer 
will be seen from the following table :— 


Fora The average price 
use of per unit will be 
1 hour per day of the maximum demand ss. oe — SAC 
2 hours 7 33 T ixi „ dL 
4 s 2320 
6 T 55 "s T TEE I 
E o з з T $i ae "EO Ee 


NORWICH ELECTRIC TRAMWAYS. 


(Concluded from page 147.) 
THE indicator diagrams which we reproduce were taken 
from one of the main generating sets at full load; 
the following particulars apply to them :—Steam pressure, 


“зш 


EE 


THEATRE STREET, NORWICH. 


130 lbs. per square inch; speed, 198 revolutions per minute; 


I. H. P. high pressure cylinder 152, low pressure cylinder 178, 
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total 330 н.р. ; pressure, 550 volts; current, 392 amperes ; The trolley wire is 0°32 inch diameter, and was made by 
E.H.P. 289. Messrs, Roebling ; almost the whole of the overhead work 

From these figures it will be seen that the combined was carried out by Messrs. R. W. Blackwell & Co., including 
overall efficiency at full load is 874 per cent., a remarkably the supply and erection of the poles. Where bracket Sus. 
good result. The 


set is capable of 
running safely for 
three hours with an 
overload of 50 per 
cent. 

Owing to the 
central situation of 
the power station, 
no very long feeders 
are required : nearly 
all of them are 
0'24 square inch 
cross-section. They 
are single-core tead- 
covered cables, of 
the British Insu- 
lated Wire Com- 
pany's make, and 
are drawn into 
earthenware con- 
duits, supplied by 
Messrs. Doulton and 
Co., Limited. The 
conduits are for the 
most part laid in 
the solid concrete 
bed underlying the 
tramway tracks. 
Test and telephone 
wires are also used, 
drawn into 2-inch 
earthenware tubes. 
Switch pillars are 
provided at suitable 
points, into which 
the feeder and test 
cables are taken, 
and the connections 
are so arranged that 
any section of the 
trolley wire can be 
fed by two different 
feeders. 

The track return 
feeder consists of 
six old steel rails in 
parallel, laid so as 
to break joint, and 
bonded together. 

The accompany- 
ing map shows the 
routes followed by 
the various lines, 
which radiate out- 
wards from a point 
near the centre of 
the area, and close 
to the ancient 
castle, The com- 
pany's offices will 
be situated within 
a triangular space 
formed by the tram- 
ways to the south 
of the castle, at the 
junction of Red 
Lion Street with 
Little Orford Street 
and Castle Meadow. 

The length of 
track already com- 


pleted amounts to 19] miles, part single and part double; 
the total length of the various routes is 14 miles. Double an example of 
trolley wire is employed throughout, with all kinds of 


suspension. 


— 


Onronbp HILL, WITH VIEW OF CASTLE. 


pension is used, the 
insulators аге car- 
s 2 the flexible 
harp device designed 
by Mr. Winslow, 
which we deseribed 
and illustrated in 
connection with the 
Coventry Electric 
Tramways (Exe 
TRICAL Review, 
February 2, 1900), 
A good example of 
this, and of a centre 
pole, is shown in 
our view of Orfo 
Hill. "This figure 
also shows the 
method adopted to 
relieve the stress on J 
a section insulator, 
by means of small | 
pull-offs ; a light- — 
ning arrester is | 
fixed near the top 
of the pole. Aetna | 
insulation is used 
throughout, | 
The construction 
of the track is shown 
by the cross-section | 
which is given | 
on a later page; 
the foundation of | 
the way consists of | 
a bed of concrete — 
inches thick, in 
which steel sleepers, 1 
5 feet long and 
weighing 40 lbs. 
each, are laid at 
intervals of 10 feet, _ 
The rails n 
45 feet lengths, 
and weigh 65 Ibs, 
per yard; they are 
clipped to the 
sleepers at а gauge 
of 3 feet 6 inches, 
and are stayed by. 
tie rods 10 f 
apart, passi 
through the rail 
near the top of the 
web. я 
The whole of the 
joints were made on 
the Falk cast-weld 
system by Messrs. 
Blackwell & Co. ; 
the. rails are cross 
bonded at intervals 
of 200 feet 
0000 Crown bonds. 
Owing to the 
narrow and erooked 
nature of the 
streets, there am 
numerous sharp 
curves, the smallest 
being no more thar 
35 feet in radius. 


there are also several steep gradients, up to 1 in 12 
was shown 
view of the hill at the Guildhall, an interesting ol 


last week. in om 


building faced, like many others of the ancient edifice 
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which abound in Norwich, with dressed flints. In 
many places it was found impossible to construct suit- 
able curves within the limits of the existing roadways; 
where this occurred, the frontage line of the street was set 


Rep LION STREET BEFORE WIDENING, 


шек, or a corner house removed, in order to make room for 
the tramways. In other cases it was necessary to widen а 
set for the whole of its length, as in Red Lion Street, 


the centre of this view was occupied by a building, which 
completely obscured the castle, now seen to great advantage 
in the background through the new cutting. We give also 
a view of Theatre Street—a route which will not be regularly 
used, but is intended to provide a relief or alternative route 
to certain others—to illustrate the straitness of the way— 
in one place only12 feet 6 inches between the kerbs! There 
is, of course, insufficient room for two cars to pass at the point 
referred to. 

The frequent changes necessary from single to double track 


SPECIAL WORK AT THE ROYAL. HOTEL. 


called for an unusually great amount of special work; one 
example of this, a * scissors " crossing at the Royal Hotel, is 
illustrated. Much of this work was carried out оп a novel 
plan; the rails were shaped to suit the crossings, and then 
welded up solid in place with the cast-weld apparatus. So 
far as can be judged at present, the result is quite satis- 
factory, 

All the points, both automatic and movable, were sup- 
plied by Messrs, Askham Bros, & Wilson. 

The rolling stock consists of 40 motor cars, carrying 52 
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SECTION OF TRACK. 


views of which as it used to be, and as reconstructed, with a 
car en the line, are included herewith. Several instances 
curred where it was deemed expedient to cut new thorough- 


ORFORD HILL, AS IT WAS. 


‘ares, and, in fact, as tlie main street of Norwich was too 
Hr. to admit a tramway, and the land too valuable to 
Шок of widening, two new streets were built parallel with 
ux main street, and equipped with tramways. 

A typical example of this procedure is seen in our views 
“f Orford Hill; before the advent of the Tramway Company, 


HiGH PRESSURE CYLINDER. 


— 


Low PRESSURE CYLINDER. 
| DIAGRAMS FROM THE MAIN ENGINES. 


or cr 2 
—— — 


CASEY УНЫГ 


All the routes shown are equipped with tramways. 


МАР oF NorwicH TRAMWAYS. 


passengers each, and 10 trailers, carrying 40 passengers, all the 
cars being of the double-deck type. The former are equipped 
with two Westinghouse No. 46 motors, each of 20 H.P., and 
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Westinghouse controllers. The Winslow trolley standard, 
with inside springs and straight underrunning trolley wheel, 
is used on the cars ; this also was dealt with iu our Coventry 
article. The trucks are of the standard “ Peckham ” type. 

The car depót, which is situated at the terminus of the 
Magdalene Street route, besides providing accommodation for 
the cars, includes a repair shop 60 feet square, equipped 
with a 2-ton travelling crane, an emery car-wheel grinder, 
three lathes, three drill presses, a power hack saw, universal 
milling and wood-working machines, hydraulic wheel-press, 
morticing machine, band saw, &c. With this very ample 
equipment of machine tools, which are driven 
by a Westinghouse motor, all kinds of repairs 
can be carried out on the premises. All the 
works in connection with the tramways 
have been carried out by Messrs. Pauling 
and Co.,.of Westminster, assisted by the 
various sub-contractors mentioned. 

From what we have said, it will be seen 
that the whole undertaking has been carried 
out in a most energetic and thorough manner ; 
no half-hearted experimental work, **to see 
whether it will pay," has been the order of 
the day at Norwich. Extraordinary diffi- 
culties have been met with and overcome, and 
that in a very short space of time ; while, 
far from disfiguring the city, it cannot be 
doubted that the tramways have already 
been the cause of great improvements, and 
will be, in the future, of immense benefit 
to Norwich. 

The lines were finally inspected last week ` 
by the Board of Trade inspector, and running 
was commenced on Monday last. We heartily 
congratulate Mr. Winslow, chief engineer of 
the New General Traction Company, and Mr. 
Bannister, engineer of the Norwich Electric 
Tramways Company, who have designed and 
supervised Ше carrying out of all works in 


connection therewith, on the completion of this important 


undertaking. 

We have pleasure in tendering our best thanks to Mr. 
Winslow for providing us with the necessary particulars for 
the preparation of this article, and to both Mr. Winslow and 
Mr. Bannister for their courteous and untiring assistance on 
the oceasion of our recent visit to Norwich. 


CONTRACTS OPEN AND CLOSED. 


(Continued from page 180.) 
Portsmouth,—September 4th. The Corporation wants 


tenders for the complete equipment of the tramway power station. 
See “ Official Notices " to-day. 


Warrington,—The Corporation wants tenders for electric 
light installations in certain buildings. See “Official Notices” 
to-day. 


Warsaw.— August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty’s Acting 
Consul-General at Warsaw stating that tenders are invited by the 


Russian Government, not later than the 28th prox., for the telephone : 


service of Warsaw, St. Petersburg, Moscow, Odessa, and Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


CLOSED. 


Epsom.— The District Council has accepted the tender of 


Mr. T. G. Minter, Westminster, at £4,551, for the erection of the 
electric lighting station. 


Hackney.—The Vestry, finding that the tenders for 
buildings for the electricity works much exceeded their anticipa- 
tions, modified their plans, bringing the lowest tender—that of Mr. 
J. Greenwood—down from £44,283 to £31,589. The tender was 
accepted as amended. 


Hull.—The City Council has accepted the tender of 


Messrs. Thos. Parker & Co. for transformers for the Hessle Road 
sub artin at £5,895. 


Walthamstow.—The following tenders were sent in for 
45 arc lamps, to Mr. J. Enright's specification :— 


Messrs. Andrews... es os ee és cs z 
The Brush Company sa v^ ae «d sv ee 
Messrs. Callender & Со. .. vs va T 92 d 1,796 0 
The Brockie Pell Aro Company.. А ae d 
The Transmission Company... SEI жу C$» 


I 
e 
S e e ee 


The General Electric - 1,627 15 
Messrs. Johnson & Phillipe ee 1,594 9 
*Messrs. Oliver & Co. da a as Р e 1,973 17 
The Gilbert Arc Lamp Company v oe T es 1,9077 10 
Messrs. Frank Suter & Co. oe ss sa tie ce 1,278 10 


* The contract was awarded to Messrs, Oliver. 


SECTION OF POWER STATION. 


NORWICH: 


Ealing.—The following tenders have been received by the 


District Council; Mr. J. Douglas Knight is the electrical engineer: 


STEAM ALTERNATOR. 
Messrs Crompton & Co., Limited, with Belliss compound 


condensing engine РЕ е w x we .. 29,794 16 0 
Messrs. Siemens Bros. & Co., Limited, with Belliss com- 

pound condensiog engine 3 ү T" E v 4,*81 11 0* 
Messrs. Siemens Bro.. & Co., Limited, with Browett- 

Lindley compound condensing engine .. 2,045 0 0 
Messrs. Crompton & Co., Limited, with Belliss triple- 

expansion engine.. 2x a - TOT 8,064 15 0 
Messrs. Siemens Bros. & Co., Limited, with Belliss triple- 

expansion eng ins. е 2s аа 28 s zi 8,151 11 0 

STORAGE BATTERIES. 

The Electrical Power S'orage Company  .. РР .. 21,671 5 0 

Maintenance for 10 yeara 9 8 s .. per annum 158 0 0 
The Hart Accumulator Company sis 915 is 1,979 14 0 

Maintenance for 10 years ға ES .. per annum 196 0 0 
The Márquand Accumulator Company xa - .. 2,960 8 6 

Maintenance for 10 years i. P .. per annum 182 0 0 
The D. P. Accumulator Company - 1,522 11 6 


No figures for mei:tenance were sent in by the D. P. 
Company, but a letter was read stating that the cost 
of renewals represented & percentage of 44 during 
six 


ears. 

The Chloride Electrical Storage Syndicate, Limited - 2,676 0 0 
Maintenance for first five years si .. per annum 143 0 0 
Maintenance for second five years .. .. per annum 166 0 0 

The Tudor Accumulator Company "E vis zs 1,896 8 0 
Maintenance for 10 years .. per annum +8 0 0 


* These tenders have been recommended to the Council for acceptance, sub- 
ject to the sanction being obtained from the Local Government Board for the 
necessary loan. 


London.—The London County Council on Tuesday con- 
sidered the undernoted tenders for the supply of abow, 65 lamp 
standards in connection with the electric lighting of Victoria 
Embankment and Westminster Bridge: 


Price per standard. 
A. Brown & Sons, Londonderry .. £27 0 0 
Mackenzie Bros., Edinburgh es ss "S .. 98 5 0 
J. Allen & Bon, Glasgow E ea ee ee ee ee 29 10 0 
W. Macfarlane & Co., Glasgow .. T «x au .. 210 0 
" i (alternative design) bas . 81 0 0 
„ ” " ” (accepted) .. 90 0 0 
R. Carr & Co., London .: - .. 2 Ex z . 800 
W. A. Baker & Co., Newport, Mon. .. vs ез .. 8210 0 
is | Я j (alternative design). 15 0 0 
W. Lucy & Co., Oxford i as si we .. 34 10 0 
W. Singer & Co., Frome .. .. .. .. .. . 8500 
T. Brown & Co., Birmingham .. we & 89 10 0 


The committee recommended, and the Council decided to accept, 


the tender of Messrs. Macfarlane & Co. at £30 per lamp standard. 


The following tenders were received for the wiring of the new 


fire station at Paddington :— 


Tamplin & Makovski (accepted) on is Ex . £248 
Barlow Bros. & Co. 5: В << ae ae sc 27 
Concentric and General Contract Company és . 268 


F. A. Glover & Co. е xis .. 280 
F. J. Coleby.. ee oe ee es oe oe ee 282 
G. E. Taylor & Co. oe ee ee ee ee ee 804 
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The following firms tendered for the supply of a 2-ton overhead 
traveller for the generating station now being built on the Victoria 
Emlankment :— 


Broom & Wade, High Wycombe - "T ix .. £170 0 0 
J. Whitley & Co., Bramley, Leeds (accepted) .. . 214 3 0 
H. & G. Measures, Croydon : - ss as .. 485 0 0 


FORTHCOMING EVENT. 


Saturday, August 4th.—2 p.m. The annual general meeting of 
North of England Institute of Mining and Mechanical 
Engineers will be held in the Wood Memorial Hall, 
Newcastle-on-Ty ne. 


NOTES. 


Reversibility of Voltaic Cells.— Under the decidedly 

misleading title of Reversibility of Voltaic Cells,” Mr. 
P. & Moore has communicated to the .Physical Society the 
results of some interesting and instructive experiments which 
he has made as to the effect on the electromotive force and 
internal resistance of certain cells, of sending an opposing 
current through them. Five cells were tried formed as 
follows :—Copper-zinc in sulphates, copper-cadmium in 
sulphates, copper-zinc in chlorides, and copper-cadmium in 
chlorides, and also the Clark cell. For the experiments 
a Crompton potentiometer was used. Each cell consisted of 
two glass vessels (short boiling-tubes) which had side-tubes 
blown in them. These side-tubes were connected by a short 
piece of india-rubber tube, to which was attached a screw- 
clip. It was found that, unless wads of cotton-wool were 
placed in the connecting tubes, it was necessary to have 
solutions whose densities only differed in the fourth place. 
With the wads there was practically no diffusion, and the 
internal resistance was not unduly high. The solutions were 
made up approximately to the formula R. 100 H,O, where 
R is the molecular formula of any salt. The densities were 
then adjusted until they were approximately equal. The 
description of the experiments is somewhat confused and 
tusatisfactory, aud the densities of the currents are not 
worked out and given. Mr. Moore sums up the results of 
lis experiments as follows :—“ During the experiments, so 
long as diffusion was prevented, the E.M.F. of the cells 
remained constant. Even under the most unfavourable cir- 
cumstances, viz, when the reverse current through 4,000 
оштв was running through the cell, the E.M.F. only altered 
about two millivolts. The conclusion to be drawn from the 
results is that the cells treated, and consequently all similarly 
constituted cells, are reversible; for the differences in the 
values of the E.M.Fs. when calculated and when observed 
are not greater than might be expected as errors of experi- 
ment. A few experiments were also carried out with the 
Clark cell. In the first experiments the Clark standard con- 
sisted of two Clark cells in parallel, These were now 
&parated, and one used as a standard and the other as the 
experimental cell. The internal resistance of this cell is, of 
course, comparatively small, so that it was necessary to use 
smaller resistances than were used in the previous cases. 
Tlicse resistances were therefore made equal to 3,000, 2,000 
and 1,000 ohms respectively. With the resistance = 1,000 
ohms, it was found that the current was much too large, as 
the E.M.F. of the cell decreased very rapidly when running 
the current.. But the reverse current gave a fairly good 
result, as might be expected. For the direct current would 
cause the solution of Hg,SO, to become weaker, and the 
solid present would not immediately saturate the solution. 
But the reverse current would cause Hg,SO, to be formed in 
the solution, which would therefore deposit some solid, but 
would at the same time remain saturated. Thus, all the 
resulta from the reverse experiments are better than the 
corresponding direct results ; but considering the nature of 
the cell, these latter are fairly good. Thus we may say that 
the Clark cell, besides the others treated here, and those 
similar to them, is reversible." | 


Electric Traction and Metropolitan Railway.— 
Addressing the shareholders of the Metropolitan Railway 
on Friday at the half-yearly meeting, the chairman, Mr. 
John Bell, said :— 


There is one subject in the report which I am sure will interest 
you as much as it does the board, and that is the question of work- 
ing the Inner Circle electrically. The paragraph in the report is 
as follows:—The arrangements—referred to in previous reports— 
for an experimental working by electricity between Earl's Court 
and High Street, Kensiugton, stations, have been completed, and 
an electrical train has been working daily since May 31st last. In 
view of the importance to the Metropolitan and District Railway 
Companies of adopting electricity as a motive power, a committee 
consisting of three members from each of the boards of thc 
companies has been appointed to consider the question of 
applying electric traction to the working of the Iuner Circle, 
aud it has been agreed between the companies to invite eminent 
electrical traction firms to submit plans and specifications, 
with detailed estimates and tenders for the necessary installation. 
That explains exactly the present position of the matter. As 
regards the experimental train, it is stated by the experts to be 
working satisfactorily, and as you will see, other and important 
steps have been taken consequent upon their reports, and 
the results of the experiments we made ourselves at Wembley 
Park. It may possibly seem that we have spent too loug 
a time upon these experiments, but the difficulties which have had 
to be surmouuted were greater than many people suppose. It is 
not a new railway we have to deal with, but a railway constructed 
for steam traction, and carrying at the present time something like 
100,000,000 passengers per annum. This enormous traffic must be 
worked—and worked without a hitch 80 far as human means can 
provide—whilst the change from steam traction to electric traction 
is in course of being made. It is a very different thing, as you may 
imagine, from the opening of a new electric railway constructed for 
electric traction, and upon which a traffic has to grow. But that is 
not all. We have to deal with foreign traffic, that is, traffic of other 
railway companies which is brought on to and worked over a portion 
of the Inner Circle lines. These are the difficulties, or at all events 
the main ones, and I want you to bear them in mind. Then comes 
the question of surmounting them, and I am sanguine enough to think 
—1and my colleagues agree with me—that they are capable of being 
overcome. As regards the physical difficulties, wc are convinced that 
the science of electrical traction hasnow so far advanced, and is so 
much better understood than it was even a few years back, that, 
notwithstanding the enormous traftic to be accommodated, the new 
means of traction is practicable for. working the Circle, and we are 
determined to do all in our power to make the change as quickly as 
possible. The best and most practical knowledge of the science is, 
as we believe, centred in the leading electrical traction firms, and 
what we propose therefore to do—and we are acting in this matter 
in concert with the District Company—is to ask some of the most 
eminent firms to submit to us their view as to the best method or 
system to adopt for the working of the Circle, and to invite them to 
submit offers with plans and specifications for the installation. We 
are sending to the various firms a memorandum of preliminary par- 
ticulars to guide them in preparing their specifications, and we 
shall, of course, give them any information they may require to 
enable them to submit offers. Any firms desirous of tendering and 
not receiving the specification will be supplied on application to the 
office. 


Liverpool Engineering Society.—On Friday after- 
noon last, about 90 members of the Liverpool Engineering 
Society proceeded by special invitation to the works of Messrs. 
C. & À. Musker, Limited, at The Brook, Liverpool, and 
made an inspection of the extensive premises. The Messrs, 
Musker built up an extensive business as makers of lifts and 
electrical appliances, at Dundas Street, Bootle, but the 
capacity of the Bootle works, though large, was completely 
outgrown. A site containing about 18,000 square yards 
was therefore acquired at The Brook, and the present large 
pile of modern works was erected. The business was trans- 
ferred to them about віх months ago. The works are lighted 
throughout by electricity, and electrical driving power is 
used. A branch of manufacture which Messrs. Musker have 
taken up is that of steam motor wagons, their type of wagon 
being driven by a four-cylinder single-acting engine, which 
is completely cased in, and works in an oil bath. A coil 
boiler of the “flash” class is used for generating steam. 
These wagons, the lifts, and the electrical power machinery, 
were inspected with much interest. 


London's New Electric Railway.—84,500 passengers 
were carried by the Central London Railway on Monday, 
the opening day. This, at 2d. per head, represents the 
respectable sum of £700 odd. On the second day 90,000 
people travelled. 
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Brine and Eleetrieity.—Some idea of the scope which 
there is for chemical manufacturing companies in England 
working electrical processes, may be formed from the figures 
submitted to the Northwich Salt Compensation for Sub- 
sidence Board at a meeting held on Friday last. The returns 
from the brine pumpers showed that during the year 
537,000,000 gallons of brine liable to tax under the compen- 
sation scheme had been raised in Cheshire. Much of this 
brine was decomposed by three methods now used on a large 
scale for the manufacture of soda. "The newest and the 
extending method is that of electrolysis. The growth and 
prosperity of the Castner-Kellner Alkali Company, Limited, 
the company now working the electrolytic method, has been 
remarkable. In four years this company doubled its elec- 
trical generating plant, which meant its productive capacity, 
and has paid 8 per cent. steadily. The prospectus of the 
American Castner Electrolytic Alkali Company was issued 
a fortnight ago. This company has works of 2,000 H.P. 
at Niagara Falls, and it is intended to increase this capacity 
to 6,000 H.P. The works of the Electrolytic Alkali Com- 
pany are being pushed forward at Cledford Bridge, Cheshire, 
where the new Hargreaves-Bird process will shortly be 
carried on. A third process—the Rhodin—will probably be 
brought into operation on a large scale at no distant date. 
All of these companies will carry on the manufacture of 
alkali and bleaching powder by means of electricity, the 


sodium chloride in solution as brine being decomposed by - 


the electric current, so as to yield soda and chlorine. In 
view of the extent of the world’s consumption of soda and 
bleaching powder, the electrical manufacture of these pro- 
ducts may be said to have hardly begun. The figures quoted 
above of the total pumping of brine for the year represent 
practically an inexhaustible supply. This is the raw material 
of the electrical alkali companies. A large extension of this 
branch of electrical industry may therefore be counted upon, 
and as generating machinery of high capacity will be used, 
it promises to be a useful branch to electrical engineers. 


Mono-Railways.— Before the members of the Association 
of Municipal and County Engineers at the Westminster 
Town Hall, on the 20th ult., Sir W. H. Preece gave an 
address on the proposed electric railway between Manchester 
and Liverpool, which was rejected by a committee of the 
House of Commons this Session. Sir William explained the 
details of the scheme, and said that there would be no risk in 
a speed of 110 miles per hour; any one could travel in 
absolute comfort at a speed of 200 miles an hour, and the 
only danger would be that of a sudden stoppage. There 
were two reasons why electric traction was superior to steam 
traction, the first being that they could apply at once to the 
driving wheel the whole power at their disposal ; and the 
second being that the application of power was continuous, 
whereas in a steam locomotive the application of power was 
variable, There were of course dangers in all railways, but 
in this railway they would be reduced to a minimum. When 
the Bill was before the Parliamentary Committee the 
question of braking the speed exercised the minds of the 
Committee, and unfortunately at that time they had not 
sufficient knowledge to answer the questions put. They 
had since found out that with the Westinghouse air brake 
the train could be stopped within 900 yards; but in addition 
to that they had on the coaches two motors, each of which 
could be reversed, and would act as an electric brake, and 
would without doubt stop a train going at 110 miles an 
hour at 500 yards. A discussion followed. Seeing that the 
maximum braking power is obtained when the wheels are 
just short of skidding, and that the friction brake can 
easily be made to skid the wheels, we fail to see how any 
additional braking is to be obtained with the motors unless 


they are used in connection with magnetic slipper brakes on ` 


the rails. 


Institution of Electrical Engineers Meeting in 
Paris.—It is announced that permission has been kindly 
granted for the Institution of Electrical Engineers to hold a 
reception in the Dritish Royal Pavilion in the Paris Exhibi- 
tion from 5 to 7 p.m. on Wednesday, August 22nd, and that 
arrangements for the reception are being made accordingly, 


Liverpool Overhead Railway.—A_ remark in the 
report of the Liverpool Overhead Railway Company points 
to the large demand there has been for material for electrical 
tramways during the last few months, The report states 
that there has been considerable delay in completing the 
Waterloo and Crosby tramways, owing to the difficulty 
experienced. by the local authorities in obtaining material, 
No one who knows how largely constructive work of the 
kind has gone on in the district of Liverpool during the 
last 12 months, will be surprised to hear that there has been 
difficulty in obtaining material. The wonder is, rather, that 
so much material has been delivered and so much work been 
completed. The company, it may be mentioned, has now a 
serious competitor in the electric tramways, which are 
worked by the Corporation, and which run north and south, as 
the Overhead Railway does, with long-distance fares of 1d. 
against the company’s end-to-end or short-distance fare of 
2d. This competition has caused the directors of the 
railway company much concern, and will have to be met in 
some special way at a very early date. 


The Hughes Bequest.—Under the terms of the will of 
the late Prof. D. E. Hughes, F.R.S., the eminent electrician, 
the sum of £4,000 was bequeathed to the Royal Society, as 
well as similar amounts to the Institution of Electrical 
Engineers and the Paris Academy of Sciences. The Royal 
Society has decided to devote its legacy to instituting a gold 
medal, to bear the bust of the donor, and to be awarded 
annually for original work in the department of electricity 
and magnetism or the applications of those sciences, provided 
that, if an interval of one year follows before an award is 
made, any balance of funds will accrue to the medallist. 
No restriction of sex or of nationality is to be allowed to 
weigh in the selection of suitable recipients for the medal. 


Marriage.—The wedding took place at St. Saviour's 
Parish Church, Jersey, on July 25th, of Mr, E. J. Hidden, 
district manager in Liverpool of the National Telephone 
Company, Limited, and Miss Isabel May Laurens, only 
daughter of the late. Mr. James Laurens, ** Commis- 
Denunciator," Jersey, where a family reception was held at 
the residence of the bride's mother; and the happy couple 
subsequently left for St. Malo, en route to London and 
Chester, to spend the honeymoon. Mr. and Mrs. Hidden 
were the recipients of numerous hàndsome presents, several 
to the former being from the staff of the National Telephone 
Company. 


Off for the Holidays.—We have received two of the 
Great Eastern Railway Company's * Annotated Time Tables,” 
one for the Aldeburgh Express, the other for the Hunstanton 
Express. The idea of writing a bright and chatty descrip- 
tion of the places through which the trains pass, with a 
marginal table announcing the precise time the train is due 
at any given station along the route, is a capital one, 
especially as these little booklets are quite of educational and 
historic value. The 15 pages to which they extend are 
charmingly illustrated, and the G.E.R. Company, always to 
the fore in enterprise, is to be congratulated on producing 
such artistic aids to the travelling public or holiday makers 
in East Anglia. 


Central Technical College.—At a meeting of the 
Council of the City and Guilds of London Institute, held on 
Monday, the diploma of © Associate of the City and Guilds 
of London Institute” was conferred on the following 
matriculated students who have this year successfully com- 
pleted a full course of instruction in electrical engineering at 
the Central Technical College :—T. L. James (Siemens 


Medal and premium), V. M. Allen, F. C. N. Bergh, J. H. 


Brown, H. Burge, H. H. Crockford, B.A., W. A. Del Mar, 
E. Fawssett, P. Good, 8. Gowan, H. J. Humphreys, A. P. 
Hutchinson, H. L. E. Kennard, W. J. Line, F. G. Maunde- 
Thompson, G. H. Montgomerie, J. A. Parker, H. J. 
Thompson, M. A. Wood. 
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Institution of Junior Engineers. —0On Friday, July 
27th. a large number of the members availed themselves of 
the opportunity afforded by Mr. Basil Mott, for visiting the 
zenerut ing station of the Central London Railway, at 
Shepherd's Bush, under the guidance of Mr. B. Pontifex. 
At the conclusion of the visit, a special train was provided 
to convey the party from Shepherd's Bush to the Bank and 
and buck, and the system of working the trains was thereby 
illustrated. For the arrangements which had been made to 
render the visit of such interest, the thanks of the Insti- 
tution. were expressed by Mr. А. W. Marshall, before the 
members dispersed. 


—— 


Appointments Vacant. —A senior demonstrator in 
applied physics is wanted at the South-Western Polytechnic, 
Manresa Road, Chelsea, and a senior demonstrator in elec- 
trical engineering ; salary £150 per annum. 

Telegraph linemen are required for Lagos. Salary £200 
pr annum. See Official Notices.” 


Brockie-Pell Arc Lamp Company v. Johnson.—The 
following came to hand too late for inclusion with the 
report on p. 170 :— 


Iu the Court of Appeal on Wednesday, before the Master of the 
Rolls, Lord Justices Rigby and Collius, the case of the Brockie-Pell 


Arc Lamp Company v. Johnson, was. down for hearing on appeal . 


of the defendants from a judgment of Mr. Justice Kekewich. 

Before the case was called on, Mr. A. Walter stated that he and 
his learned friend, Mr. Graham, had settled all disputes between 
the parties, and by consent there would be an order on the terms 
which had been agreed upon. 

The Млѕтев ОР THE Rorrs: Very well. 


The Edison Incandescent Lamp.—The Edison lamp 
factory of the General Electric Company of America, 
turns out 55,000 lamps per day, or nearly 16,000,000 lamps 
per annum. Twenty years ago Mr. Edison, after two years 
of experimental work, gave the first public exhibition of his 
incandescent lamp in his laboratory at Menlo Park, and 
early in 1880 started the first Edison lamp factor. 


The National Lecture S6ciety.—With a view of in- 
cresting British trade and spreading a better knowledge of 
articles manufactured in this country, the National Lecture 
Society are arranging a series of illustrated addresses on 
British industries to be given in all important commercial 
centres throughout the world. Those who are desirous of 
availing themselves of this movement are invited to write 
to the honorary secretary, National Lecture Society, Imperial 
Institute, London, S.W. 


NEW COMPANIES REGISTERED. 


Broom & Wade, Limited. — This company was 
registered on Jaly 12th, with a capital of £20,000 in £5 shares 
(3,000 ordinary and 1,000 deferred), to acquire the business carried 
on by Broom & Wade, at High Wycombe, Bucks, to adopt an agree- 
ment with Н. 5. Broom and J. T. Wade, and to carry on the business 
of mechanical and electrical engineers, contractors, boiler makers, 
iron and metal founders, launch and shipbuilders, iron and steel 
cuuverters, smiths, &c. The first subscribers (cach with one ordinary 
share) are:—H. 8. Broom, High Wycombe, Bucks, engineer; J. T. 
Wade, High Wycombe, Bucks, engineer; J. C. Peache, Layer 
Marney, Essex, gentleman; E. Charrington, 63, Queen Victoria 
Str. et. E. C., gentleman; G. Maineuse, 19, Lincoln's Inn Fields, 
W.C., &olicitor; H. Vaughan, Woodburn, Bucks, secretary; and 
H G. Brown, Halesworth, Suffolk, auctioneer. The number of 
directors is not to be less than two nor more than four; the first 
are J. C. Peache, H. S. Brown, and J. T. Wade; qualification, £250. 
Registered office, High Wycombe, Bucks. 


Gro«venor Engineering Works, Limited (66,708).— 
This company was registered on July 20th, with a capital of £2,000 
in £1 shares, to acquire the business carried on by C. E. Lawford, at 
112, Grosvenor Road, Pimlico, and to carry on the business of 
mechanical engineers model makers, ironfounders, clectrical 
engineers, Wharfingers, &. The first subscribers (each with one 
eharc) are :-—Mrs. H. Posen, 53, Portland Place, W.; C. E. Peczenik, 


53, Portland Place, W., engineer; S. C. Coles, Grosvenor Mansions, 
S.W., consulting engineer; E. T. R. Wilde, 61, Fore Street, E.C., 
chartered accountant; P. A. L. Pryor, 27, Gilston Road, S.W., con- 
sulting engineer; R. Blagden, Outer Temple, 222, Strand, W.C., 
solicitor ; aud E. S. Smith, 16, Liuden Avenue, Kensal Rise, W., 
clerk. The number of directors is not to be less than two nor more 
than six ; the first are S. C. Coles, P. A. L. Pryor (managing director’, 
and C. E. Peczenik (secretarv?; remuneration of managing director 


7 


: and secretary, £150 each per annum; others £50 each per annum. 


Harwich Electric Lighting and Tramways Company, 
Limited (66,783).—This company was registered on July 27th, with 
a capital of £50,000 in £1 shares, to acquire certain powers under 
the Harwich (Corporation) Electric Lighting Provisional Order, 
1892, confirmed by the Electric Lighting Provisional Orders 
(No. 2) Act, 1892,aud to carry on the business of electricians, 
mechanical and electrical engineers, tramway and light railway 
proprietors, contractors, &c. The first subscribers ‘cach with one 
share) are:—G. E. Heyl-Dia, Birk Crag, Great Clowes Street, 
Broughton, Manchester, electrical engineer; G. Leve, 82, Victoria 
Street, S.W., manager; W. W. Norman, Essendene, Chobham Road, 
Woking, secretary ; W. J. Forsham, 42, Sankey Street, Warrington, 
solicitor; A. W. Howard, 94, Bewsey Road, Warrington, accountant : 
T. Burton, The Hollies, Liverpool Road, Warrington, manager; and 
J. Mason, Beechwood, Fearnhead, near Warrington, miller. The 
number of directors is not to be less than three nor more than seven. 
The subscribers are to appoint the first; qualification, 50 shares ; 
remuneration as fixed by the company. Registered office, 42, 
Church Street, Harwich. 


C. V. Lamp Syndicate, Limited (66,764).—This com- 
pany was registered on July 26th, with a capital of £14,000 in £1 
shares, to manufacture and deal in electric and other lamps, acces- 
sories and appliances, and to carry on the business of electricians, 
electrical, hydraulic, gas and general enginecrs, suppliers of elec- 
tricity, &c. The first subscribers (each with one share) are 
К. G. Cheshire, 14, St. Helen's Place, E.C., clerk; W. A. Hill, 
1, Colwell Road, S.E., clerk; C. R. Pearson, 2, Oakfield Road, 
Ilford, clerk ; W. J. Hill, 124, Underhill Road, S.E., stenographer ; 
A. G. Coggan, 38, Kempe Road, West Kilburn, N.W., clerk; W. 
Waters, 2, Stonard Road, Palmer’s Green, N.; and A. Bullard, 34, 
Studholme Street, Peckham, accountant. The number of directors 
is not to be more than five. The subscribers are to appoint the 
first; qualification, £100; remuncration, £150 per annum, divisible. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Cuba Submarine Telegraph Company, Limited 
(4,710 C).—This company’s annual return was filed on May 31st, 
when the entire capital of £220,000 in £10 shares (6,000 preference) 
had been taken up and paid in full. 


CITY NOTES. 


| Crompton & Co., Limited. 


Tux twelfth annual general meeting of the shareholders of this com- 
pany was held on Monday at the Cannon Street Hotel, Mr. John 
Trotter presiding. 

The CHAIRMAN, in moving the adoption of the report, said it was 
of avery satisfactory character, and the board had great pleasure in 
mecting the shareholders to celebrate the return of the company to 
a period of prosperity, which he hoped might last for a considerable 
time. The accounts were considerably altered from those which 
were placed before them last year. The trading expenses amounted 
to £20,245, against £17,382 last year, which was a considerable 
increase. Administration and head office expenses stood at £10,395, 
against £8,111, which again was an increase. The repairs to 
buildings stood at practically the same figure — 675, against £625. 
Depreciation was very much the same—£4,248, against £4,159. The 
net profit amounted to £31,326, against £23,000 last year. In con- 
sidering the increase in the trading and the administration 
expenses, they must take into consideration the gross profit, 
which stood at £66,891, against £53,252 last усаг In 
other words, they had done a very much larger business, 
and made a bigger profit on it, because, if they took 
al the expenses, they amounted to £35,564, which was 
equal to 544 per cent. on the gross profits. In the corre- 
sponding period last year the percentage was 561 per cent., so 
they had succeeded in getting the ratio of gross profits down another 
two points. It was interesting to know how that percentage had 
stood in each of the four years since the business was taken in hand 
by the present board. In 1896 the ratio of expenses to gross 
profits was 774 per cent.; the following ycar it was reduced to 
724 per cent.; in 1898 it fell to 67 per cent.; 1899 it was 563 per 
cent.; and this year they had got it down to 54$ per cent. He 
would like to see it down to 50 per cent., but he did not know 
whether they would be able to do that, because during the period of 
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working up the business to ita present position they had been keep- 
ing everything down to perhaps almost a dangerous limit. The 
time had.come when they had entered upon a period of greater 
prosperity, and they felt that, in justice to their staff, who had 
stood by them in the most splendid manner in the years of trial, 
they ought to do something to improve their position. There were 
many other expenses in connection with the business which they 


had screwed down to almost the lowest, possible limit in | 


order to bring the business round, aud they must be a little 
more liberal now that they could better afford it. Therefore he did 
not think they must expect a very much greater reduction in the 
ratio of the expenses of the business to the gross profit. The 
balance of net profit was £24,636, as against £15,489 in the previous 
year; and they proposed to pay a dividend at the rate of 9 per cent. 
per annum for the half-year, making 74 per cent. for the year. The 
new shares issued last year were offered in the first instance to the 
shareholders at a premium of 5s. per share, and a very large amount 
was taken up. The balance was issued to shareholders and others 
ata premium of 10s. The premiums so received had been placed to 
the reserve fund. That fund at the end of last year stood at 
£13,046, and they proposed to add another £12,000, which would 
bring it to £25,000. They proposed to write £5,000 otf the good- 
will; £5,000 from the patents account; to set aside £5,000 in case 
of any depreciation in the investments, aud to write off the whole 
amount standing as the value of the electric cooking and heating 
apparatus, which would leave about. £7,000 still to the credit of the 
reserve fund. In conclusion, the chairman said that the Chelmsford 
Electric Lighting Company had responded very well to the extra 
amount of work which had been put into it, and during the first six 
months of this year there had been an increase of over 33 per cent. 
in the amount of lamps lit and in the receipts. 

Mr. CARLETON F. TUFNELL seconded the resolution, and the 
report was adopted. а 


National Telephone Company, 


Tue twenty-sixth ordinary general meceting of the shareholders of 
this company was held on Thursday of last week at the Cannon 
Street Hotel, Mr. J. S. Forbes presiding. 

The CHAIRMAN, in proposing the adoption of the report, said the 
main features of the half-year were that the revenue had increased, 


and so had the expenditure, the latter in a larger proportion than: 


the former, due to one of those casualties incident to their business, 
a big snowstorm. That involved an extraordinary expenditure of 
some £25,000, and the board had thought it wise to put the whole of 
that amount to the revenue of the half-year. The increase in the 
income had amounted to £97,500, and the working expenses had 
increased by £77,000. The net result was an increase of £11,000 in 
the revenue, which would have been £36,000, had it not been for 
the exceptional expenses incurred, owing to the snowstorm to 
"which he had already referred. They proposed to pay the 
dividends as usual on the first and second preference 
shares, and 5 per cent. per annum on the third 
preference, and 6 per cent. per annum on the ordinary shares, 
which would leave @ balance of £55,000 to be carried forward, or 
£6,000 less than in the corresponding period. The Posi Office 
royalties for the six months amounted to the enormous sum of 
£68,257, an increase of £9,472. Considerable correspondence had 
been received from shareholders on the decision come to by the 
board, to pay the ordinary dividend, less income-tax, but that step 
had been taken in fairness to other sharebolders. Regarding the 
future, he wished to say that they had had numerous correspondence 
with the postal authorities. "They, on their part, had been as 
reasonable and as anxious as men could be to work in harmony and 
loyally with the Post Office as regarded competition. They hoped 
that the competition would be conducted rationally and fairly,and on 
that point they had full confidence in those pledges upon which men 
of honour relied, when given on authority by responsible politiciansor 
authorities. Mr. Hanbury, who was chairman of the Parliamentary 
Committee which determined that there shonld be competition, 
knew perfectly well how to protect the interests of the State, and 
at the same time he had showed every disposition to act on the 
square with the company, and his public utterances on that point 
must be taken to be his intentions. They wanted fair treatment as 
between competitors whoever and wherever they might be, and they 
did not believe that any act of the Government would lead to any- 
thiug like a want of recognition of what the company had done, and 
what they might have done if they had not-been hampered, and 
what they were still willing to do in co-operation with the Govern- 
ment to make the telephone still more efticient. They would, how- 
ever, strongly resent anything in the way of confiscation. 
Lord Hargis seconded the motion, and the report was adopted. 


Edison & Swan United Electric Light Company. 


THE seventeenth annual mecting of the shareholders of this com- 
pany was held on Tuesday at the Cannon Street Hotel, Mr. J. S. 
Forbes in the chair. | 
The CHaiRMAN, in moving the adoption of the report, explained 
that, with the concurrence of the auditors, the board had thought it 
necessary to make an alteration in the stock-taking. The number 
of articles comprised in their stock included from 75,000 to 100,000 
vrrieties, as the business was made up of a very large number of 
small items. They had come to the conclusion that they should 
close the year at June for the purposes of stock-taking, 
which would really put them in somethiug like absolute 
knowledge as to the nature of the stock, and that had 
turned out to be rather a longer job than they had anticipated. It 


had involved estimating for the last month of June as to the amount 
of the profits, and therefore that month's profits had becn brought 
into the accounts subject to their turning out to be a little more or 
less one way or the other. The stock was put down in the profit 
and loss account at the value of £201,648. They had already paid 
something in the nature of a provisional dividend for the first half- 
year, and they now proposed to pay at the same rate for the second 
half, which would make a total dividend for the year of 6 per cent., 
and leave £6,199 to be carried forward. Since the accounts were 
made up it had been ascertained that the stock was worth at 
least £6,000 more than what they had valued it at, and 
therefore the balance might have been £12,000 instead of 
46,000. "They had largely increased the growth of the volume of 
the company's business during the year. For the corresponding 
period it was £241,400, while this year it had increased by £44,000. 
The stock оп May 31st this year amounted to £201,648, against 
£160,000 last year, showing an increase of £41,487. The item for 
depreciation of plant amounted to £13,936. They were writing 
down from the profits from year to year, and in one way or 
another building up a reserve. The balance brought into the 
year was £10,599. The business had increased from £241,000 
to £285,000; the stock from £160,000 to £201,000, and the 
interest receivable from investments and other sources had 
increased by about £1,100. The balance on the profit and loss 
account stood at £43,388 as against £44,792 last year, but if they 
added the £6,000 on to the value of the stock which they really 
ought to do, the baiance was really £49,388. They had had to 
raise some additional capital in the course of the year which had 
increased the amount payable for interest by £1,994. 
Mr. J. W. Swan, F.R.S., seconded the motion, and the report was 

adopted. | | - 


The City and South London Railway, 


THE thirty-second ordinary general meeting of the proprietors of 
this company was held on Tuesday, at Winchester House, under the 
presidency of Mr. C. G. Mott, the chairman. 

In proposing the adoption of the report, the CHAIRMAN said he 
was sorry to say that the board had again to meet the sharcholders 
with a reduced dividend. It was, however, entirely due to excep- 
tional circumstances, which he hoped and believed would uot occur 
again, and he hoped that when he had the pleasure of meeting the 
shareholders next year he would be able to put before them an 
increased dividend. Great efforts had been made to get the extensions 
opened for traffic, and by dint of hard work the extension to Moorgate 
Street was opened about March 1st and that to Clapham Common by 
June 1st. The regrettable breakdown on one of the lifts at London 
Bridge station, to which their attention had doubtless been directed, 
was due to a combination of circumstances which he did not think 
was ever likely to occur again. To prevent any such occurrence in 
the future the directors had taken exceptional precautions pre- 
cautions which they were advised by their engiueers were not 
absolutely necessary, but their desire was that. when the public 
entered any of their lifts they should beable to feel that they were 
in a perfectly safe place. The other lines with which they 
were to be connected, aad which they hoped would 
bring them in a good decal of additional traffic, were not 
opened as early as they had anticipated they would be, but their 
most important connection, viz., the Central London Railway, 
which гап from the City to Shepherd's Bush, was opened to the 
public for traffic on Monday. The subway from their railway which 
connected it with the Central London was now being used, and he 
believed that as soon as the public had fully grasped the con- 
venience of the system they would get a very large accession of 
traffic through that connection. The subway between their station 
at London Bridge to that of the London, Brighton & South Coast 
line was being proceeded with, and they hoped to be in a position 
to open it in the course of another six months; and when it 
was open he believed it would give them additional traffic. 
He was glad to say that the extension to Islington was 
proceeding very fast. The greater part of the tunnels were com- 
pleted, and only the underground stations remained to be finished— 
one of which was already completed—and the surface stations and 
the lifts. They were in hopes that the extension would be complete 
by next March. One reason for the shrinkage in the dividend was 
that during the period under review they had thrown out of use 
three-quarters of a mile of the line between the Borough and their 
old King William Street station. They regarded that three-quarters 
of a mile as а very valuable asset. They made an agreement with 
the City and Brixton Company for an extension of the line to 
Brixton, which was to be worked by them, and they were to receive 
the whole results of the working of that three-quarters of a mile, but 
unfortunately the Brixton Company had not been able to raise the 
necessary capital. They had approached the Brixton Company 
witha view to sceing whether the agreement might not be slightly 
modified, but negotiations were still proceeding. The report was 
adopted, and subsequently a resolution was passed modifying the 
agreement with the City and Brixton Company. 


Rand Central Electric Works. 


THE annual meeting of the shareholders of this company was held 
on Tuesday at Winchester House, Sir C. Rivers Wilson in the chair. 

The CHAIRMAN said that it was impossible to hold the meeting at 
an earlier date because of the war, which bad rendered communica- 
tion with Johannesburg exceedingly difficult, aud at times altogetber 
impossible. The total revenue for tne year amounted to £50,674, 
and the working cost to £49,834. There was thus а profit of £539 
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1 1d. against а loes of £5,742 78. 6d. in 1898. Out of this year's 
profita they proposed to carry £83 19s. 9d. to the reserve fund. The 
rveipts for power supplied amounted to £49,640 against £42,723 in 
1695, but under normal circumstances, and calculated on the 
ible output of power contracted, the receipts might have 
ben from £10,000 to £15,000 in excess of what they were. 
Dey would remember ander the equipment contract Messrs. 
“етеш & Halske guaranteed that the profits should be sufficiently 
Ae to provide dividends of 6 per cent., 8 per cent., and 10 per 
cent. per anmam yespectively for the years 1897, 1898 and 1899. 
Ты зесетагу amounts to provide the guaranteed dividends for the 
4 two years had been duly paid, but in regard to the profits of 
Is year the contractors claimed a partial release on account of the 
teilties in South Africa constituting a case of force majeure. 
Tbe directors had given that question every consideration, and they 
to relieve the contractors to the sum of £7,371 138. 7d., 
stich was the estimated net loss occurring during October, 
November and December, 1899. That would reduce Messrs. Siemens 
and Halske's liability to £21,872, and would admit of the payment 
af a dividend of 7] per cent. so soon as the money was received 
tram the contractors. The shareholders would be glad to know that 
^» harm had been done to the company's works during the war, and 
they had been maintained in a very efficient state. He concluded 
у pruposing a resolution adopting the report and confirming the 
umsgement with Messrs. Siemens & Halske already referred to. 
Wr ALYRED H. MARKER seconded the motion. 
Mr. S. Сонх addressed the meeting at considerable length in 
oppotit ion to the making of any allowance to the contractors, but 
eveuteally the motion was adopted with one dissentient. 


Angle-American Telegraph Company, Limited. 


Me Р A. Bevan took the chair on Friday afternoon at Winchester 
Howe over the half-yearly meeting of the proprietors of the above 
еошрапу, and in moving the adoption of the report, said that the 
crdinary receipts for the half-year had been very similar to the 
ectresponding period, there being a difference of only £983 in favour 
rt the. pest half-year, aud consequently they might congratulate 
theraselves as far as the ordinary traffic was concerned. He would 
pont out that so far from that company or any of the associated 
cnopanies having a monopoly across the Atlantic there would be no 
fewer than 13 cables across the Atlantic when the new German Azores 
cabie was opened. Competition was, therefore, becoming greater, 
asd under the circumstances it was most satisfactory that they had 
‘een able to increase the ordinary traffic. There had, however, been а 
Axe falling off in the earnings of the repairing ship Minia. Last 
reat they earned £19,000 by the aid of the Мона, but this year that 
em was reduced by £17,975, and that alone accounted for the 
diminished sum they were able to carry forward. That was a matter 
over which the directors had no control, and on the other hand, 
there was something to be said with regard to the good order of the 
cables, There was a reduction of £57,000 shown in the balance- 
eheet iu the amount owing to the company, and there was an increase 
й £22454 in the item of cable in stock. The company had been 
laying a new cable between France and England from Cuckmere to 
Havre. the old cable between Salcombe and Brest having become 
much worn. and this was expected to prove advantageous to the 
company. The new German Azores cable would be opened on 
September 1st, and it would no doubt take a good deal of traffic, 
especially from Germany to America, and nothing that the 
directors might do could possibly prevent that. The cable was 
Yaniy subsidised by the German Government, and would no 
abt be avery good one. Still he hoped that the company would 
te abe to retain a very considerable amount of the traffic coming 
Am America to Germany. There were only two collecting 
*sxpames in America, viz, the Western Union and the other 
American company which was in partnership with the Coramercial 
t «He Company, and he believed the Western Union would be able 
„ œillet a very large portion of the German traffic coming this 
*3y, and whatever the company collected would be either carried 
‘ter their own lines, or handed to the Anglo-American Company. 
de tistion had been going on between the directors and the 
icterities with respect to the moving of the Emden- 
\wencia cable, but no decision had yet been arrived at. If 
* cable were moved they hoped that the company would receive 
ties from the German Government owing to the friendly 
n of the British Government, and that this would counteract, 
t> sume extent, what the directors regarded as a new feature. The 
uch Government had been asked not to allow the cable to be 
t ved, but there might be political reasons why they might think 
1 "Me to accede to the request of the German Government, but if 
r did that, they had good reason to believe that they would do 
~i they could to help them in Germany in getting traffic. With 
inte to the " P. Q" lawsuit, the solicitor had requested him to 
the ebareholders not to press him on that point to-day. Matters 
“tre cing ou, but it would not be wise to make a statement. 
se G. ErrzGXEBALD seconded the motion, and, it was carried. 


_ Globe Telegraph and Trust Company. 
== „Marquis of Tweeddale (chairman) presided on Friday at 


H 
ок of cu шш the twenty-seventh ordinary general 
mo : ' 
believed it жд Ption of the report, the CHAIRMAN said he 


abis t regarded as highly satisfactory. They had not 
teen well main’ a large dividend, but their position had 
and they paid the same dividend as last year. 


The receipts, after the deduction of expenses, were £198,420, an 
increase of £530, while the expenses, amounting to only one-cighth 
of the capital, were somewhat less this year than last year. ‘They 
were able to recommend a final dividend at the rate of 54 per cent. 
on the ordinary shares. He felt sure that the sale and redistribu- 
tion of some of these securities would commend itself to the 
of the shareholders. The chairman then proceeded to deal 
at length with the various securities of the company, and pointed out 
that for the first time they held none of the preferred stock of the 
Anglo-American Telegraph Company, but had sold their remaining 
£70,000 at about the highest price that the stock had ever reached. 
They had invested the proceeds in the Brazilian Submarine Cable 
Company, or, rather, the Western Telegraph Company, as it was 
now known. They had increased their holding іп the Commercial 
Cable Company hy 100 shares, and at present held 400 shares. The 
Eastern Extension Telegraph Company had recently issued new 
share capital, which was offered to the shareholders pro rata to their 
holdings at £13 per share. They availed themselves of the offer and 
added 11,143 shares to their holding, and the cost of that purchase 
would be met by the sale of some other securities. They had sold. 
27 debentures in the London Platino Company at a substantial profit, 
and used the proceeds in the purchase of Commercial Cable shares. 
Ten of the company's certificates were drawn in the drawiug 
of the Submarine Cables Trust, but the money had been re- 
invested in the company. They were aware that the market 
price of most submarine telegraph shares had fallen during the 
last year, due partly to the experiments in wireless telegraphy, aud 
partly to the proposed Pacitic cable, and, perhaps, also, to the 
general political outlook, which was not as reassuring as they would 
like it to be. Notwithstanding that the market price of their 
investments showed at the present day a very considerable surplus 
over the capital, which he believed amounted but a little short of 
£600,000. He had received a letter from a lady shareholder asking 
for some particulars with regard to the Marconi experiments, and 
what effect they were likely to have upon their company. He had 
only tosay that the most competent judges were of opinion that 
the Marconi system would prove of great value in many respects, 
but was not likely to interfere injuriously with the transmission of 
messages by submarine telegraph. With regard to the Pacific cable, 
he understood that tenders had been iuvited for the laying of a 
British cable from Vancouverto Australia, and they would probably be 
sent in in the course of a few weeks. Beside that, two Bills were 
before the United States Congress to connect California with the 
Philippine Islands. One of these was designed to be under Govern- 
ment supervision, and the other by a private company. The rival 
schemes would probably be disposed of next December when 
Congress resumed its sittings. He need not assure them that the 
utmost attention to that matter would be given hy the company 
affected, and the directors would do their best to protect the 
interests of their shareholders. 
Sir JAMES PENDER seconded the motion, and it was carried with- 
out discussion. 


The Aluminium Company, Limited. 


Sır Henry Roscoe presided over the thirteenth ordinary general 
meeting of the above company held on Thursday at the Cannon 
Street Hotel, and in moving the report and accounts, explained that 
the reason why they were only for nine months was that they had 
entered into an agreement with the Cassel Gold Extracting Com- 
pany, whereby an intercharge of the profits of that company and 
the profits of the Cassel Company had been arranged, and even if 
the amalgamation with the Castner-Kellner was not carried out, the 
accounts would be continued to be made up to March 31st. They 
had made profits for the nine months of £19,684, and after paying 
debenture interest and adding the sum brought forward, there was 
an available balance of £19,009. It was proposed to pay a dividend 
at the rate of 15 per cent., which would absorb £7,312, and carry 
forward £11,697. The working agreement with the Cassel Company 
was one which, in the interests of both companies, should not be 
made public, but it was one which the directors thought would be 
beneficial to the Aluminium Company. If the amalgamation with 
the Castner-Kellner was carried through, in addition to the 
dividend of 15 per cent., the sharcholders would be partici- 
pating in the profits of the Castner Company in respect of 
three of their shares for every one share the proprietors. 
held in the Aluminium Company from March 31st. The 
directors recommended the amalgamation, as they were satisticd 
that sodium could be made very much cheaper at the works of the 
Castner Company than at their own works, and by the combination 
a stronger chemical company would be made, and the shares and 
debentures being of larger amount ought to be more marketable. 

Mr. J. S. PARKIN seconded the adoption of the report, which wag 
carried. 

At an extraordinary mecting which followed the necessary reso- 
lutions to carry out the amalgamation with the Castner-Kelluer 
Company were carried. 


Notting Hill Electric Lighting Company. 


AN extraordinary general meeting of the sharcholders of this 
company was held on Wednesday at Winchester House, Old Broad 
Street, Sir W. Crookes presiding, for the purpose of considering 
resolutions to increase the capital. 

The CHAIRMAN said they would remember that at the last meeting 
there was some discussion on the subject of increasing the capital, 
and it was then decided that there should be a mecting between the 
representatives of the holders of the different classes of shares aud 
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the bonrd to sec if some arrangement could be come to, satisfactory to 
all part ies. That meeting was held, and after considerable discussion ir 
which many shareholders took part, if was unanimously agreed that 
the arrangements which were embodied in the resolutions he was about 
to propose, were the best for all partics. That meeting, therefore, 
was almost a ormal one, simply to place before them the decisions 
which had been arrived at by the largest shareholders of all classes 
and the directors He concluded by proposing the following resolu- 
tions: —" That the capital of the company be increased to £200,000 
by the crea ion of 10,000 new shares of £10 each, such new shares to 
rank as ordinary shares. That 2,200 of the new shares be is ued 
forthwith at a premium of £2 per share, 1,100 to be offered pro rata 
to the holders of the founders’ shares, and the remaining 1,100 pro 
rata to the holders of the ordinary and ordinary preference shares. 
That the remainder of the new shares shall be issued at such times 
and at such price and under such conditions as the directors shall 
from time to time think fit, but so that the proportion thereof to be 
offered to the holders of the company's founders’ shares shall be the 


same as the proportion now offered under the last preceding resolu- 


tion.“ 

Mr. KITCHEN, in seconding the resolutions, said they were the 
outcome of a great deal of careful thought on the part of the 
directors and the shareholders. He thought that the arrangement 
was as fair a one as they could have arrived at for all parties 
concerned. 

'The resolutions were then agreed to unanimously. 


Charing Cross and Strand = Electricity Supply 
Corporation, Limited.—The directors have, after providing for 
debenture and other in erest and dividend on preference shares, 
declared an interim dividend at the rate of 83 per cent. per annum 
for the half-year ending June 30th, 1900, and carry forward 
£10,508. The interim dividend for the corresponding period of the 
year 1899 was at the rate of 8 per cent. per annum, with a carry 
forward of £8,300. The lamps connected during the past half-year 
have amounted to the equivalent of 24,242 8-c P. lamps. 


Bristol Tramways and Carriage Company, Limited. 
—The directors have declared an interim dividend to June 30th last 
at the rate of 75 per cent. per annum, payable on August 4th, 
against 7 per cent. for the corresponding period. The total receipts 
of the company for the half-year were £74,991, against £72,396, an 
increase of £2,595 over the corresponding period, whilst the number 
of passengers carried was 12,061,613, against 11,408,683, an increase 
of 652,930. E 


W. T. Henley's Telegraph Works Company, Limited. 
—Interim dividends for the six months ending June 30th, 1900, 
will be paid September 1st, 1900, as follows:--On the ordinary 
shares at the rate of 8 per cent. per annum, less income-tax ; on the 
preference shares at the rate of 44 per cent. per annum, less income- 
tax. 


Brompton and Kensington Electricity Supply Com- 
pany.—The directors have declared an interim dividend at the 
rate of 7 per cent. per annum on the preference shares, and an 
interim dividend of 5 per cent. per annum on the ordinary shares 
for the half-year to June 30th, payable 8th inst. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—' Tho receipts for the week 
ending July 28th, 1900, were £1,350 12s.; receipts for corresponding period, 
1899, £1,119 10s. 8d. ; aggregate for half-year to date, £4.592 78. 0d. ; aggre- 
gate corresponding period of last half-year, £4,458 11s. 11d. 


The Bristol Tramways and Carriage Company, Limited.— Tbe receipts for the 
week ending July 27th, 1900, were £3,544 12s. 11d.; corresponding period, 
1899, £8,404 1s. 4d. ; increase, £140 11s. 7d. 


The City and South London Railway Company.—The receipts for the week 
ending July 29th, 1900, £1,610; July 80th, 1899, £958; increase, £652. Total 
receipts for half-year, 1900, to date, £5,905; corresponding period, 1899, 
£8,721; increase, £2,184. Miles open, 1900, 43; 1899, 33. 


The Cork Electric Tramways and Lighting Company, Limited.— The receipts 
for the week ending Thurrday, July 26th, 1900, were £526 14s. 94.; correspond- 
ing week last year, £504 6s. ; increase, £22 8s. 9d. Total to July 26th, 
1 £11,615 8s. 11d.; corresponding period last year, £10,808 178. 5d.; 
increase, £1,216 11s. 6d. 


The Dover Corporation Tramways.—The receipts for the week ending 
July 28th, 1900, were £270 108. 8id.; July 29th, 1899, £253 8s. 4d. ; increase, 
£17 2s. 44d. Total receipts to date, 1900, £5,561 8s.8d.; corresponding period 
1899, £5,212 158. 8d.; increase, £350 18s. Miles of track open, 1900, 8; 
1599, Е, Car miles run, 1900, 5,082; 1899, 4,555. Number of cars, 1900, 11; 
] 7 e 


The Dublin United Tramways Company.— The оре for the week ending 
Friday, July 27th, 1900, were as follows:—D. U. T. Co., horse cars, 
£91 28. 8d.; ditto, electric сагв, £4,001 7s. 11d.; D. S. D. Co., electric cars, 
£1,252 11s. 6d. ; total, E5, 88 Is. 8d; corresponding week last year D. U. T. 
Co., horse cars, £2,127 19a. 8d. ; ditto, electric cars, £1,867 19s. 5d. ; D. 8. D. 
Co., electric сагв, £1,175 18s. 5d. ; total, 44, 671 178. 6d. ; increase, £616 4s. 2d. ; 
aggregate to date, £19,537 13s 9d.; aggregate to date last year, £17,511 Зв. 7d. ; 
increase to date, £2,076 10s. 2d. The mileage worked is 48 miles electrically, 
1 mile by horses, as against 18 miles electrically, 96 miles by horses, for 
the corresponding period last year. 


The Halifax Corporation Tramways.—The receipts for the week ending Ju'y 
80th, 1900, were £893; corresponding period, 1899, £623; increase, £265. 
Total receipts to date, 1900, £18,073; corresponding period, 1899, £9,894; 
increase, £3,179. Miles of track open, 1900, 14; 1899, 64. Number of cars, 
1900, 30; 1899, 15. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
July 29th, 1900, were £1,671; corresponding week last year, £1,697; increase, 
474. Total traffics from July lst, 1900, £6,864; ditto corresponding period 
1899, £6,889 ; increase, £525. Miles open 6:67 chains. 


. compares. 


STOCKS AND SHARES. 


Wednesday Evening. 

THE main interest and excitement of the week's dealing in stocks 
and shares electrical have centred round the railway market. The 
opening of the Central London on Monday last was suflicient cause 
for the advancing of the price of the undivided shares to nearly 10, 
whilst the halves were also better to 44 for both. A quite uncommon 
amount of interest was displayed in the City on the occasion of 
London’s new tube getting to work, and the first few days of its 
existence as a public artery will no doubt fully justify the anticipa- 
tions of the company's prophets, as regards numbers carried and so 
on. Wishing the company every success, however, we must admit 
that a few ycars' trial will most likely be wanted before the line 
settles down into a thoroughly paying proposition. We doubt 
whether the system of charging uniform fares will conduce to pros- 
perity, but that is, after all, a detail, and can be altered at any time 
that the directors consider a change advisable in the financia! 
interests of the company. The report, just out, is considered very 
favourable in the market. 

Metropolitan and District stocks both receded on the opening ot 
the Central London, but Districts have since revived a little, and 
now stand at 284. Metropolitan Consolidated stock is 99 to par, 
almost the lowest price touched this year. At the meeting of the 
company last Friday, Mr. John Bell referred at some length to the 
question of electric traction, and promised that the directors would 
do all in their power to make the change as quickly as possible 
They were satisfied that by using electric power an economy would 
be the result as compared with the use of steam traction. The 
District Company is acting in concert with the Metropolitan, aud 
the question of amalgamating the two Undergrounds is again on the 
Lord Claud Hamilton’s remarks anent a new electric line 
under the auspices of the Great Eastern Railway have also aroused a 
lot of interest. | 

Brighter news from the front and from the Far East, have not 
been lost upon the markets, and the tone is hardening in most 
departments. The dastardly assassination of King Humbert gave a 
momentary shock to prices, but the rally was almost immediate. 
Nor had the sad death of the Queen's second son any effect upon the 
stock markets. We regret to notice that Mr. Adolf Goetz has 
succumbed to paralysis of the heart, in Switzerland. He was the 
prime mover in promoting the Rand Central Electric Company 
whose object it is to supply electricity to the Witwatersrand mincs 

For the month of July electric lighting companies appealed to 
the public for £417,000 new capital, bringing the total for the seven 
months up to a round 15 millions sterling. The later issues have 
not, we fear, taken very well with the general publie. Even for the 
County of London Debenture stock, which came out last week, the 
applications from outside were comparatively small,and the under- 
writers found themselves left with about 50 per cent. Some o: 
them have sold their stock at a premium, however, and the price is 
nominally a shade over par. The Blackheath and Greenwich issue 
went rather better than was expected from such a poor prospectus, 
but we hear that underwriters of this did not get off very lightly. 

Despite the fact that British Electric Traction oddments are now 
supposed to be all done with, there are still a few bargains being 
booked in them, and the whole shares are negotiable at about 


tapis. 


з 


т! premium. The Middlesex County Council is quietly working at 


its new light (electric) railway scheme. 

Interim dividends are now coming thick and fast. The Charin 
Cross and Strand is better than that of last year with which it 
Charing Cross new Preference, by the way, are quoted 
at à premium. Those who are wondering why the company 
wanted so much fresh capital have evidently forgotten the new: 
Charing Cross and City enterprise. The Metropolitan Eleetric s 
dividend of 6s. per share is decidedly good, being 1 percent. more 
than it was a year ago. 5 per cent. on Brompton and Kensington 
Ordinary goes against the ame distribution in August, 1899. p 

Mr. J. Staats Forbes, as chairman of the Edison & Swan Electric 
has been circularisiug the shareholders in that concern, and stating 
that a movement is on foot to bring the * B" shares into line wit 
the “ A,” a step which would be detrimental to the latter if curri: 1 
into effect. He accordingly appeals for the support of the ** 4 | 
shareholders. In concluding his letter, he suggests that the 
price of the shares has been kept down to suit the purpos 
of certain Stock Exchange jobbers. As there are only four Or i$ 
dealers who are the market in Edison & Swan shares, it woulda ha» 
been more to the point had Mr. Forbes particularised. 

Keen competition is evidently ahead of the Anglo-Ame ric:aj 
Telegraph Company, and the chairman states that the neweon, 
may open on September ist. The stocks have maintained thes 
prices very well, considering the situation, and with the fear ahe; 
that the Deferred will come off very badly when the dividenda 
declared next February. Other telegraph descriptions are «ү 
The seller of 500 National Telephone new shares, to Whom 
referred last week, succeeded in placing them the other Qa yw 
443 per share. E 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Btook Business done 
NAME. Dividends for сопа. 61 я си ed 
share the last three years. duis 95th. August lst. Au 1900 lat, 
= 988 0 SM Rao 
1897. | 1896. 1899. Highest. | Lowest. 
African Direct Telegraph, 4 % Debs 100 | ... um .. | 99 —103 99 —103 
Amazon Telegraph 5 9 Debe, Nos. 1 to 1, 250 Red. 100 iyi 85 — 90 85 — 90 
Anglo-American Telegraph ... Stock 3 $ £3 9s.| 73/6 | 59 — 62 58 — 61 xd) ... 
Do. do. 6% Pref. Stock} 6 6 % 6 % 112 —113 1103 1114ха 1124 1104 
Do. do. Deferred Stock) ... кү ы £1 78. 119— 124 11$— 123 124 | 111j 
Chili Telephone, Nos. 1 to 44,000 5|4 Ф 3 ks 24— 33 24— 34 855 ite 
Commercial Cable ее гн) i .. [$100 | 8 8% | .. 165 —175 165 —175 € att 
Do. do. ee 500 year 4 % Deb. Stock Red. |Stock| ... = . . [101 —103 [101 —103 1028 | 1023 
Cuba Telegraph | E zs кн ih . 10|7% |8 7 6— 74 | 64— 7 85 see 
Do. 10% Pref. 10 |10 10 .. | 154— 164 | 15 — 16 153 | ... 
Direct Spanish Telegraph ... os И 5 4 4 4 — 5 4 — 5 ie 4t. 
Do. do. 10 95 Cum. Pref. ... 5 |10 габ 9 — 10 9 — 10 — 95 
Do. do. 45 % Debs. 50 | ... A . . [100 —104% |100 —104 %| ... - 
Direct United States Cable ... 20 | 3195 | 35% | 3 Ф | 114— 12 111— 112 i Do: 
Direct West India Cable, 43 % Reg. Deb. 100 | ... T: .. | 99 —102 99 —102 97 sus 
Eastern Telegraph, Ord. Stock Stock 7 9, 7 96 | 7 * 148 —153 145 —150 149 | 146 
Do. 34 Pref. Stock T 100 aw 96 — 99 96 — 99 974 | .. 
Do. Mort. Deb. Stock Red. ar Stock] 4 — . . |111 —116 111 —116 1124 
Eastern Extension, N and China Telegraph 10 7 7 7 Ф | 144— 15 144— 15 15 
Do. 5 (Aus. Gov. Sub.) Deb., 1900, red. ann. 100 5 95 " 
drgs., reg. 1—1 ‚049, 3,976—4, 326 рЫ 
sn Do. do. Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 % ime eee 
320, mA 4 % Deb. Stock ... . . [Stock] 4 % 112 —117 |110 —115 xd 
tern and South African Telegra h, 4 Mort. Deb. 2 
300,004 { Ne, lw 3,000, red. 1050 100 100 —103 | 99 —102 xd 
900000] Ро. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25|... |... . 100 —103% 100 —103% | . 
180,227 | Globe Telegraph and Trust ... 10 | 44 54% 54% 114— 113 | 114—118 119 
180,042 Do. do. 6% Pref. РИ 3 6 6 ф . . | 15 — 154 | 15 — 154 hid 
150,000 | Great Northern Telegraph, of MU Eae 10 124 31 —33 31 — 33 
and Bermuda Cable, 44 1st Mort. Debs., 
4,300 |{ Halifax VVVHöĩ. | 100) .. |... |... |98—000 98 01 |... |... 
17,000 | Indo-European Telegraph  ... ae 10 & 10 95 10 % | 62 — 56 52 — 56 514 | 51 
100, London Platino-Brazilian Telegraph, 6 % Debs. 100 6 m . . 105 —108 |105 —108 Sa bu 
72,680 | Montevideo Telephone, Limited, Ord., Nos. 1 to 73, 680 . lf a ju i +— 3 — aa 
86,493 Do. do. do. 5% Pref., Nos. 1 to 86,492 114 4 24 1 i— 1 san 
490,000 | National Telephone, - to 490,000 5 | 6 6 5 4i— 53 41— 5 ха 4% 
15,000 | Do. ©/ Cum. Ist Pref. 10 | 6 @ 6 6 13 — 15 12 — 14 xd 
15,000 | Do. 6 1 Cum. 2nd Pref. ... 10 | 6 6% 6 & 12 — 14 12 — 14 ха) ... 
250,000 | Do. Non-cum. prd Pref., 1 to 250,000 55 5 e | 6 5— 5} 44— Sd 
24000,0007, Do. 95 Deb. Stock Red. ... [Stock oe 34% | 34% | 97 —100 97 —100 984 
171,504 | Oriental Telephone d Hx Nos. 1 to 171,504, fully pain 1435 5 5 є 1— 14 i— 1i MS 
100,000 Pacific and European Tel., 4 % Guar. Debs., 1 tol ,000 . 100 14% | . 100 —103 100 —103 
11,839 | Reuter's .. 805 85 5 „ 5 „ 71— 8 74— 84 
3.381 | Submarine Cables Trust 254 А Cert.) ... Ss . . |125 —130 |125 —130 
58,000 | United River Plate Telephone 2 5 5 6 7 96 4— 53 42— 5} | 
16,639 | Do. do. 5 95 Cum. pref. Nos. 1— -16, 639 b. ue ev. | ea 5 — bi 5 — 53 
179,947 | Do. do. 5 % Debs. ... Stock iis . . 104 —107 [104 —107 ЕЕ 
20,000, West African Telegraph, 5 95 Debs... i 100 98 —101 98 —101 1003 
30,008 | West Coast of America, Nos. 1—30,000 and 53,00 153,008 23 ee 4— 1 i= 1 А 
0000 Ро. do. 4 J Debs., 1—1,500 gua. by Braz. Sub. Tel. | 100 e. | wee | 99 —102 | 99 —102 
339,731 | Western and Brazilian Telegraph 4 % Deb. Stock Red. ... Stock РР | seh age ded — T 
207,930 | Western Telegraph, Ltd., Nos. 1—207,930 . 10 7 7 142— 151 | 143—151 xd 15 142 
75,000 Do. do. 5 ' Debs. 2nd series, 1906 100 | ... $us . . 103 —106  |103 —106 o i 
88,321 West India and Panama Neier 10| 3 25 | 895 B— 8 1— 8 
34,563 Do. do. do. Cum. 18 Pref. 10 | 6 iss T 64— 74 64— 7% 
4,669 Do. do. do. Cum. 2nd Pref. . 10 6 | 6— 7 6— 7 
80,0007) Do. do. do. 5 з Debs., Nos. 1 to 1,800 100 5 | 102 —105 |102 —105 


ELECTRICITY SUPPLY COMPANIES. 


19,661 | Brompton & БЕО Elec. Lt. Sup., Ord., 101 to ee 

12,000 do. 7 ФС um. Pref... 

50,060 | Charing e and Strand Electricity Supply 
do do. 


20,000! Po. do. o. 44% Cum. Pref. 
34,000 Chelsea Electricity Supply, Ord. | 
150,000 Ро. do. do. Ф Deb. Stock Red. 
60,000 | City of London Electric Lighting, Ord. 40,001—100, 000. 
40,000 ase Se Dod 1 to 40,000 . . 
400,000 Deb. Stock, Scrip. (iss. at £115) all paid 
40,000 ae of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 
20,000 Do. do. do. 6 95 Pref., 40,001—60,000 
300,000 Do. 44 % Deb. Stock, Prov. Certs (all paid) Rd 

26,100 | Edmundson’s Elec. Corp., Ord. Shares 

75,000 Do. do. 44 % 1st Mort. Deb. Stock. 


119,000 | London Electric Supply Co ration, Limited, Ord. 
49,840 Do. do. Pply 0 ’ d 


6 % Pref. 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. 
.85,000 Metropolitan Electric Supply, 101 to 62,500 з 
2900 | Do. 44% First Mortgage Debenture Stock 


Do. 34% Mort. Deb. Stock Red. 
A6 00 | Notting Hill Electrie Lighting x 
A St. James's and Pall Mall Electric Light, Ord. .. 
12,000 с Do. do. 7 % Pref., 20,081 to 40,080 
rl Bk Market Elect. Supply, | Ота. ... 
до. Deb. 
2225 ы London Electricity Supply, Ord. ... 
estminster Electric Supply, Ord., 101 to 80,000.. 


* Subject to Founders Shares. 
! Оң otherwise stated all shares ace fatly 


5 4 ( 6 7— 8 
JL AE 8)1— 93 
5 7 * 8 V 9% 9j— 103 
N 
5 |6% 16% 6 * 6 
stock 44% „ .. 107 —110 
10 10% 169 47 8— 9 
10 6 6 . . | 12 — 13 
15 те .. 1199 —127 
10 nil | ni 4 7 84— 93 
10 6 J 69% 114— 124 
TT can Sok 108 —111 
5 5 7 7 * ducc 6 
100 hie E 99 —102 
3 » m 1— 14 
5|. 6 * 1— 43 
Stock] ... s 98 —100 - 
10 6 V 15% 5 F 14 — 15 
— 1 111 —114 
Stock ... x 96 — 98 
1016% |6% 7 95 | 1543— 164 
5 14% 1449) 143% | 14 — 15 
b 79|79 8— 93 
5 5 2— 9i 
100 85 — 95 
5 32— 4i 


5 12 % 12 % (13 % | 124— 133 


тей | ш чн 
8)— 9h | .. | .. 
— 104 103 9j 
5}— 53 | .. |... 
64— 71 7 6H 
107 —110 du du 
8— 9 88| 84 
114—124 xdi ... | .. 
123 —128 | 
84)— 33 ͥꝙ 
114— 121 113 112 
107 —110 iva Las 
44— 5 4j 
99 —102 |... 
l= dd 
4 — 4} 
98 —100 — куз 
144— 154 | 14j| 14% 
111 —114 на -— 
96 — 98 wan 
151— 16 | .. 
14 — 15 xd 144 14. 
8 — 9ха 84 
2 — 9} |... 
85 — 95 d 
3 — 4 34 
124— 134 124 


Quotations on Liverpool Stock Exchange. 


of ons year and the first part of the next, 


paid. d Dividends paid in acterred share warrants, profits being used as capital, 
ds marked § are ї ied bens consisting ci e letter par 


— 
—————_—_——_——————————————————————————-`-——... 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present Stock Dividends f. i Closing Closing Business done 
Issue. NAME. share, the last three years, | Quotation | Quotation | week ended 
t | 1897. | 1898. | 1899. Highest. | Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000 ... T 1/10 9,20 . | 23— 31 27— 34 | 2 
90,000 Do. 41 * ist Mort. Deb. Stock Red. by ... (stock)... 8 - 96 —101 96 —101 M 
30,000 British Electric Traction nc jos tee. RO 6 Y ... |14 — 15 14 — 15 143 | .. 
50,000 Do. do. 6 % Cum. Pref. % 10 fo 12 — 13 12 — 13 12$ | 123 
200,000 Do. do. 5 % Perpetual Debenture Stock Stock ds 123 —126 |123 —126 125 a 
85 0002 fTBritish Electric Works Co., Ord. £1 shares, 50, 001 — 135,000 Ке ИР $— i 3— 3 T 
50,000 7 Do do. 6 95 Cum. Pref., 150,000 Qe ci | 2 dis sss 15— 1 13— i 
500 |t Do. do. 44 % 1st Mort. Deb. ... ... | 100 à з f 97 — 99 97 — 99 
40,000 | British Insulated Wire ох, Nos. 1 to 40,000 M 5 15 95115 $ 20 %| 114— 124 | 114-— 12ixd 
27,500 Do. do. Cum. Pref. Nos. 1 to 27, 000 Sui |” + ©з sis 53— 61 5ў—- 61xd 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000 ... e] 3/ 3%) 5 .. | 18— 13 | 1à— 112 
90,000 Do. do.  Non-cum. 6 % Pref., 1 to 90,000 m 2| 6% 6 .. 2 — 91 2 — 2} 23 
125, 000 Do. do. 43 95 Perp. Deb. Stock e. [Stock]... = . . |109 —114 109 —114 A 
50,000 Do. do. 44 % 2nd Deb. Stock Red . ... [Stock] ә... TM . . 101 —103 101 —103 103 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000 iH 9 | 124%] 15 Ф| 15 E. 13 — 14 13 — 14 13] 
20,000 Do. do. 5 % Cum. Prek. em 5| .. У? н 51— 5} 54— 53 
90,000 Do. do. 44 Y 1st Mort. Deb. Stock Red e. S ос)... ra . . 110 —114 110 —114 - is 
213,533 | Central London Railway, Ord. Shares a aa! X055 3 oF 9? 9 — 9} 94-— 10 919 8 
61,033 Do. do. Pref. half-shares .. us bos 5| — no T 44— 5 4s— 5 m > 
71,447 Do. do. Def. do. be. ue cage SOON eer Ue бы. КИ oci ee 15 4À— 5 44 — 
855,000 | City and South London Railway  ... .. Stock) 13 24%) 18%] 57 — 60 56 — 59 58 57 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 . esce RO з: ae У 6— 7 6— 7 m 
32,098 | Crompton & Co., Nos. 1 to 32,098 ... 3i. 6 9, 7375 3$— 44 34— 41 
Do. 5 % Ast Mort. Reg. Debs., 1 to 900 of ` : 
100,000 £100, and 901 to 11, 000 of £50 red bes Te Т an 99 —102 99 —102 
99,261 | Edison & Swan Utd. El. Let., “ A" shares, £3 pd. 1 to 99,261 5| 6%) 6% 6 5 2 — 23 2 — 24 
17,139 Do. do. do. “A” Shares, 01—017,139  ... 5 6 % 6% 6% 32— 44 34— 44 
344,023 Do. do. do. 4% Deb. Stock Red ... | 109 T "t ; 91 — 93 91 — 93 
112,100 | Electric Construction, 1 to 112,100 ... Я 2| 69$, 6% 694 2 — 24 2 — ?{х1 
25,000 Do. do. 7% Cum. Pref., 1 to 25, 002.. е 2 7 SG 4 965 3 — 33 343-— 34x! 
140, 300 Do. do. 4% Perp. Ist Mort. Deb. Stock Stock| ... МЕ . . 102 —105 102 —105 
9,6001 Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . pe | 10 7%) 7%! 7% 10 — 11 10 — 11 Ад 
30,000 Henley's (W. Т.) Telegraph Works, Ord. ... = id 5 12 96| 14% 15 Ф| 13 — 14 13 — 14 13,4 
30,000 Do. do. 4j % Pref. .. ed 5 TH 7% 54— 5? 5]— 52 
50,000 Do. do. do. 44 Mort. Deb. Stock... Stock 43% 110 —114 110 —114 е ‘i 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works 10 | 10 96, 10 95 21 — 22 21 — 22 218 | 21 
300,000 Do. do. do. 4 % 1st Mort. Deb... 100 m or ; 101 —104 101 —101 sa 
37,500 |tLiverpool Overhead Railway, Ord. .. ze 10 | 34% 34% 32%] 91— 98 93— 91 
10,000 T Do. do. Pref., £10 paid 10 5 Y 5 5 %| 13 — 133 13 — 132 
37,350 Telegraph * aud Maintenance 12 15 % 15 15 7 35 — 39 35 — 39x d 
150, 000 Do. 4 % Deb. Вав. Nos. 1 to 1,500 Red. 1909 100 iA Sis . . |101 — 104 |101 —104 
20,000 | Telegraph Manufacturing, oo Nos. 1 to 20,000 ... EE QE 8 %| 12 95| 10 — 11 10 — 11 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000 - D sus 54— 5i 51— 72 Р" 
540, 000? Waterloo and City Railway, Ord. Stock. ОО sss 3 % 3 % 93 — 96 93 — 95 mE 
+ Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 
*Birmingham Electric Supply, Ordinary £5 (fully paid) 8—10. Kensington and Knightsbridge Electric Lighting, Ordinary Shares £5 inis 
Brompton and Kensington, 44 % Deben е ої 2100, 104—106, id) 12—13; 1st Prelercuce Cumulative 6 % £5 (fully 1248, 7—7. 
National Electric Free Wiri Мав paid, d—4. ntures, 102—104. Dividend, 1899, on Ordinary Shares 11 %. 
Oldham, Ashton, and ae Electric (£10 pd.), Ord., 174 —184. *T. Parker, £10 (fully paid), 173. 
Do. Pret. (£10 pd.), 10—11, 
+ d Birmingham Share List. Bank rate of discount 4 per cent. (July 19th, 1900). 
MARKET QUOTATIONS, Wednesday, August Ist. 
CHEMICALS, &c. | This week. , | Last week. | ime or Doc. | METALS, &о. (continued. e д“ Tni week. Last week. Inc. or Dec. 
—— ef Eater i a === — — 1 — —————————————————————— —— — — —— —E— — | — —̃ ——————— 
a Acid, P 9 Me .. per cwt. | 5/- | 5/- | 0 Copper Sheet т i3 ee per ton £84 ! 28810 10e. inc. 
a 4 85 T .. рет cwt. 23/- | 22/- „ Rod. .. per ton £84 , £8310 10s. inc. 
a „ One А T .. per owt. 82/- | 82/- e „ (Electrolytic) Bars .. per ton £81 £82 10 £1 10 inc. 
a „ Bulphuric .. s .. рег см. 5/6 ; 5/6 | | е hs Уй eet8 .. рег ton £90 | £90 T 
a Ammoniac, Bal per cwt. 39/- 80/- | € y үз Rod .. per ton £84 | 694 
: Ammonia, Muriate (crystal) . per ton . £83 £88 | | e " " H.C. Wire per lb. 955 hg 
.. per ton £90 E30 | fEbonite Ro. per Ib. — — 
e . cu. ШЕ эы ton 427 47 „ sheet por lb. 5“ 5- | 
a Bisulphide of Carbon .. .. per ton £15 |. £15 n German Silver Wire $3 .. per lb. 1/6 1/6 
a Borax , 6а .. рег ton 417 217 h Gutta-percha fine .. T" .. per 10. ux I 
2 Bensole үө ) vi .. per gal. uL | 77. k India- rubber, Para fine .. per lb. эл to 00 8/10 to 4/- 4d. deo. 
S: А Si .. per gal. 5/6 i 5/6 . i Iron, Charcoal Sheets .. per ton! £18 .. 
Copper Sulpha: e ix .. per ton £25 10 £25 10 é , Pig (Cleveland warrants) . per ton, 6806 | (9/6 1s. ino. 
d Lead, Nitrate s .. per ton £25 £25 i „ Forgings, according to size per ton! From £11 From #11 —— 
a , White Sugar... .. рет ton £81 £81 | 4 4, Scrap, heavy .. рег ton] 70/- to 72/6 | 70/- to 72/6 = 
a utto Poe it Ws . per ов | T 2 i d i , Wire, galvanised No.8 .. per ton| о "a 1 bs. deo. 
te А ] : 9 oe 
а Naphtha, Solvent 90%, at 160°C). ere gal. 5,6 | 5/6 ‚| 9 Lead, English Ingot — . . per ton fig 5 | “sie 5 
a Potash, Bichromate, in casks.. per lb. 84d. 81d. g Я Sheet я .. per ton] £18 15 418 15 
a „ Caustic (75/80 .. per ton £24 | £94 т Manganin Wire No. 8 .. per lb. 8/- 8, 
а „ Bisulphate е .. рег ton £85 | £85 g Mercury . perbot. £9 10 £9 10 
a 8hellao  .. .. рег owt. 68/- 68/- d Mica (in original cases), small `. per lb. | 3d. to 9d. | 3d. to 9d. 
a Sulphate of Magnesia . .. рег ton £4 10 £410 | d „ T „ medium per Ib. 1:9 to 2/9 179 to 2/9 
a Sulphur, Sublimed Flowers .. per ton £6 £6 | „, large .. per Ib. 3/3 0 7/3 | 8/3 to 78 
a „ паа ia .. per ton | £510 45 10 p Phosphor Bronze, plain castings perlb. 11 to 1 | 171 to 14 
a ag Lut .. per ton | £5 £5 | p ба rolled bars & rods per lb. 1/1 to 1/4 171 to 1/4 
1 Soda, байы: (white 70 %) .. per ton £10 1; | 410 15 p x. t ip eshet per lb. oo SN From 1:8 
a „ Crystals .. .. per ton 43 | £8 | i ‚ oPatinum .. por oz. £8 18 6 
a „ Bichromate, савкв .. per lb. Vid. | 3374. n p Silicon Bronze Wire ; per 1b. 1034 io In 107d. to 1/1 
| i Steel, Magnet, avc'd’ ngtodesc’ pn п рег ton From oo to £40 
| | i „ in bars £53 | zm 
METALS. &c. | i g Tin, block .. T T „ per ton, | 248 to 1 £1 dec. 
b Aluminium Wire, in ton lots.. per ton 2924 E21 | a 9 „„ foil А ice .. per lb. : 1/9 1/9 
Sheet, in ton lots per ton E111 4191 N n „ wire, Nos. 1 to 16 por lb. 179 1/9 
p Babbitt's metal in gots.. .. рег ton £80 to £150 480 to 150 " p White Anti- friction Metals — 
c Brass (rolled metal to 12") bai ler lb. Hi 134 i „White Ant" brani . per ton, £40 to 170 £40 p £70 
c „ Tube (brazed) .. .. per lb. 104. 101. T IJ Yarns, Cotton, singe 101b b'ndl's per Ib. 81d. 8:d 
€ „ „ (solid drawn) . per lh. | А Bid. ' J „ Best Flax, 6 lea. .. per lb. 6d. | ба. 
c „ Wire, basis . . ler lb. 8{а. ңа. S „ Hemp, З ply 10 Ibs. .. perlb., Aid. 44d. 
Г Copper Tubes (brazed) .. per lb. 14d. lik. -. isd 14 5 „ Nussinn, 10 lbs. .. per Ib. 534. 5ad. 
(solid drawn) .. perlb. . 114, | 114. ‘i j Jute, 180 ibs. rove per ton 114 414 
i £83 10 10s. inc. | k Zine, Sh't. (Vielle Montague ond. ) per sor £24 5 nett. £24 5 nett. , 


s; Copper Bars (best selected) .. per ton | 484 


! І 


^ ме 1 & Co. Bis sak | f! Bess аф T d Md Teleg. 8 1 | k ee essrs. WD V 
tati e Britis uminium Co., Lt ; essrs. James & Shakspcare. (Co., L А т Messrs. over 
sop lied by | 4 c Messrs. Thos. Bolton & Sons. SOUL ied by h Messrs. Jackson & Till. supplied by н Messrs. Р. Ormiston & Bons. . 
d Messrs. F. Wiggins & Sons. i Messrs. Bolling & Lowe. o Messrs. Johnson, Matthey & Co., 
¢ Messrs. Frederick Smith & Co. j Messrs. Henry C. Yeo & Co. p The Phosphor Bronze Company, Lid. 
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ON THE PHOTOMETRY OF ARC LAMPS. 
By F. W. CARTER, M.A., CANTAB. 


(Concluded from page 129.) 

Wk have seen how the ordinary methods of carrying out 
the photometry of arc lamps сап be put on a more or less 
satitfactory basis, and made to yield results as accurate as 
the nature of the tests will allow. It now remains to 
dseribe certain arrangements which will reduce the labour 
of the observations to a minimum, and diminish the time 
тшге] to make a test by more than three-fourths, besides 
rquiring much less skill on the part of the observer than is 
uecded in the older and more usual methods. 

| may state at the outset that the apparatus to be de- 
tiled gives only relative results—it gives the shape of the 
plar curve and not the absolute candle-power in any direc- 
tuon. Accordingly it is necessary to find the candle-power 
in ene direction, in order to reduce the relative to absolute 
results, If the one direction chosen is the horizontal, we 
can take this observation very much as we should with a 
ож lamp—except that a “ distinctness” photometer must 
le uæd—putting the lamp at one end of a long bench and 
the standard at the other, and taking the mean of perhaps a 
deen observations. This will be very little more trouble 
than the necessary process of calibrating the standard in the 
method already described—a process of the same nature, 
since the results are only relative until the apparent candle- 
power of. the standard is known. 

The method to be described has the following advantages 


at the three mirrors, M, M, and M, und finally caused to 
pass along the path of the photometer head. "The angles of 
incidence are always 45°, во that the absorption of the 
mirrors remains constant, The mirrors M, and M, need only 
he a half the linear dimensions of Mi, which is some 2 feet 
10 inches by 2 feet. м, is fixed rigidly to its arm, which 
turns about a horizontal axis passing through the arc. M 
i8 supported at the end of an equal arm, which turns about 
dn axis collinear with that belonging to ui. These two arms 
are always set parallel. "The centre of м, lies on the path of 
the photometer. The mirrors м, and M, have to face one 
another. This is effected by mounting them ou tubes 
which can turn in their bearings, and joining the other ends 
of these tubes by the pair of sliding rods shown in figs. 7, 8, 
and 10. The distance му, м, varies with the position of M» 
and, in order that we may not have to find the length of the 
path of the light afresh for every position of Ma it is 
arranged that, when the distance, M, Ms, is increased by 
any amount, the distances Mi, u, and M, P are each decreased 
by a half of that amount. This is effected by making the 
tube-mounts of M, and м, to slide back and forth in their 
bearings, their positions being fixed by means of the inex- 
tensible cord seen in figs. 7, 8, and 10, which is attached to 
the bearing of мз, passes through a ring at the back end of 
the tube-mount of x, through another at the back end of 
the mount of x; and is attached to the bearing of uz. 
Accordingly when the distance M, М; is increased by any 
amount, the back ends of the tubes supporting the mirrors, 
Ms and м,, are pulled towards their respective bearings by a 
half of this amount. Thus we can divide the bench to read 


Fic. 7. 


Fic. 10. 


over the usual methods:—(1) The lamp does not require 
moving during the test: (2) the photometry is not compli- 
cated with the colour difficulty, since we use light from the 
are in our standard of comparison ; (3) the variations of the 
ere cause very little trouble, since our standard varies with 
arc : in fact, care is taken that the standard is composed 
vf light taken, as nearly as possible, from the same 
de of the arc as that under test, since the photometric 
surface is peuerally anything but symmetrical, on account of 
the crater being often formed at the side of the carbon. 
This detail aids considerably in making the variations of the 
src of small moment, 
7 apparatus is shown in plan in fig. 7, and in elevation 
ta fig. 8, whilst the front кә of the two chief parts, 
enitind A and B, are shown in figs. 9 aud 10. The light 
U any reyuired direction by the lamp L, is reflected 


Га. 8. 


distances from the arc directly. To adjust, we have only to 
clamp the arm supporting ui, at the required angle with the 
vertical, as shown by the divided circle geen in fig. 9, clamp 
the arm supporting Mg at the same angle, as indicated by its 
divided circle, seen in fig. 10, and push the mirrors, Ma and 
Mz, back as far as the cord will permit. On the screen which 
cuts off the direct light of the lamp from the photometer is 
fixed, just in advance of the edge of the mirror, M, a funnel, 
stopped at the farther end with a plate of milk glass, s, fig. 7, 
which can be more or less covered by means of stops. A 
vertical mirror, M,, at an angle of 45? with the bench, forms 
an image of this plate in a line with the path of the photo- 
meter héad. This arrangement forms the standard of com- 
parison, its effective value being proportional to the urea of 
the stop used. The various stops are necessary in order to 
bring the place of balance always on the bench. 
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If a be the effective distance of the arc from the photo- 
meter, b that of the standard, and s the effective value of 
the standard, then, for each position of the mirrors we find 
the value of (a/b)? s—the relative candle-power. If 10 be 
the absolute candle-power in the' particular direction in 
which it has been measured, and 0, bo, So, corresponding values 
of a, b, and s for that same direction, then the absolute 
candle-power, I, in any direction is, 


І == 10 (2) (5) 8 
Sg \ 60 b ' 


that is, we multiply each relative candle-power by the con- 
stant quantity 1002/82 to obtain the corresponding 
absolute candle-power. Thus the calculations are of the 
simplest description. 

Where absolute results are not required, as in determining 


the relative values of different carbons, or finding the 


absorption of a globe, it is sufficient to find the apparent 
candle-power of the arc in a particular direction, or that of 
the standard, 8, by comparison with some independent light 
whose constancy can be relied on. Taking the candle-power 
of this light as unity, we calculate the mean spherical 
candle-power, or mean hemispherical candle-power in the 
manner detailed above, and compare the results so obtained. 

Where absolute results are wanted for several lamps, the 
most convenient procedure is to find the absorption of the 
mirrors, and by means of an absolute standard (е.у., a 
pentane lamp or an accurately standardised glow lamp), and 
a distinctness photometer, find the candle-power of the arc 
in one particular direction, taking the mean of many 
readings to obtain a true average. To find the absorption 
of the mirrors, we have simply to take two lights whose 
real relative candle-powers are known, and find what their 
apparent relative candle-powers are when one is put in the 
position of the arc, and the other at the standard end of the 
photometer bench. 

The following method will, however, give the absorption 
more accurately, and will at the same time allow for any 
want of symmetry in the photometer :—Take two constant 
lights, Li and Ia, about equal to one another (e.g., two 32-C.P. 
glow lamps run in parallel); put one (Li) at the place for 
the arc, and the other (Lz) at a few feet beyond the s/andard 
end of the bench. Let « be the effective distance of Li, and 
b the distance of Lg from the point of balance of the photo- 
meter, and let R be the multiplier which converts the appa- 
rent into the real candle-power, so that the apparent candle- 
power of L, is L,/R. 

L _ i, 

Then uu — 

Now interchange 1, and Lz, and let a’, b' be the new 
values of а and b; then 


Lg _ 1л, 
Ra? 57 
0 
multiplying these equations, we get 
: 1432 / 
Lı L3 = Mia. or R? = (1) orn = 4 
R а? а? 52 0? aa aa 


giving the required multiplier independent of L, and Lz. It 
cannot be assumed that R remains constant over long periods, 
as it depends chiefly on one very variable factor, the dirtiness 
of the mirrors. : | 
The form of apparatus just described reduces the diffi- 
culties of arc lamp photometry to a minimum, and in con- 
junction with a “ distinctness” photometer and a reliable 
primary standard, is capable of quickly giving results of a 
definiteness and accuracy only obtained in the older methods 
by the expenditure of considerable time, and the exercise of 
the greatest care and judgment. Furthermore, the arrange- 
ment is much more compact than the older forms, whilst the 
bench and photometer are quite suitable for all tests of glow 
lamps. | 


Electricity in Agriculture.—A question was recently 
asked in the House of Commons about the experiments made by Mr. 
O'Sullivan in County Limerick, on the alleged improvement in the 
potato crops by the agency of atmospheric electricity. It was stated 
that experiments on a larger scale were in progress. 


MOTORS. 
By OLAUDE W. HILL. 


In designing motors for some classes of work, it is necessary 
to take into account not only the average H.P. which the 
motor is to develop, but also the maximum torque which it 
is to exert. Where no limit of current is specified, the 
average H.P. only need be considered; but in cases where a 


tnoh e 


machine is specified to give a maximum torque with a 
current not exceeding a given figure, then the specified 
torque and current must be taken as the basis of the design. 
Taking the well-known formule, torque in inch-pounds, 
__ 63,025 H.P. _ Et „, ; Бе 
= : , and H.P. — 7i (in. which E = back 
E.M.F., and + = total current through motor armature), 
and combining them we get 


84°48 E? 
raue = -——————— 
torqu х а) 
84°48 E: 
or M –—— ЕНН К e 
: (2) 


This formula shows that there is a certain speed for which 
a motor must be designed, in order to fulfil fixed conditions 
as to voltage, current and torque, and it further shows that 


Fic. 2. 


on a circuit of given voltage the smaller the current specified 
for the production of a given torque, the slower must be the 
speed (and therefore the larger the size) of the motor. 

Formula No. 1 may be stated in another way. Taking 

NOSp 
108 x 60 x ‘5d 
pole, c = total conductors around armature, p = number 
of pairs of poles, and d = number of current paths, and 
substituting this in formula No. 1, we get— 
torque = 1'408 N C p, u 107? (3) 

in which p; = number of poles, and +, = current per con- 
ductor. | 

Take the case of a motor to run on a 500-volt circuit, to 
develop 4 B.H.P. ав an average, and to exert a maximum 
torque of 770 inch-lbs. with a current not exceeding 14 
amperes. The speed of the machine must be (by formula 2) 
720 revolutions per minute, the back E.M.F. being 467:5. 

If instead of starting with formula No. 2 we start with 


Е = „in which N = flux through one 


formula No. 8, and calculate the value of N and c, we shal] 


Ts 
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find that these values correspond to a speed of 720 revolu- 
tions with a back E. M. F. of 467°5. | 

There is no advantage in adopting a higher speed for the 
average H.P. as the size of the machine is governed by the 
torque and current. 7 

Thus if the machine were specified to give 4 B. H. P. at 1, 400 
_ revolutions with maximum torque and current as before, the 
carcase would still have to be of the size found by formule 
N 2 and 3. It would have to be over-compounded, the 
shunt and series winding together giving 1,400 revolutions 
at 4 H.P., and the series winding being sufficient to bring the 
qed down to 720 with the specified current. No gain 
would be effected in the size or price of the machine, the 
regulation would be bad, and the ratio of the reduction 
gearing would be increased with consequent loss of efficiency. 

Where a steady speed is demanded and hand regulation is 
ne possible, provided the supply pressure is maintained 
constant at the motor terminals, shunt winding will give the 
moat satisfactory resulta, but where the leads are lopg and 
the fall of voltage appreciable, the magnet will be weakened, 
the specified current will be exceeded and there may be 
sparking. Compound winding should then be adopted, the 
series Winding being proportioned to compensate the drop 
of volts on the shunt coil and so maintain a constant strength 
of magnet, The regulation will not be во good as with the 
shunt motor working on constant pressure, but the result 
obtained will be better than with the shunt machine working 
vith varying pressure. 

These points are illustrated in the accompanying curves of 
the machine mentioned above. 

Fig. 1 is the curve of torque and current : (а) being for 
the shunt machine on constant pressure; (b) for shunt 
machine with a fall of 15 percent. in the voltage at maximum 
current ; (c) for compound machine with the same fall. It 
wil] be noticed that (а) and (с) coincide. | 

Fig. 2 gives the curve of torque and speed under the same 
conditions, | 
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CURRENT SPECIFICATIONS. 
XXIIL—GRAYS THURROCK ELECTRIC LIGHTING. 


SUMMARY. 


Егем of Contract.—Supply and erection of plant for a complete 
electric lighting station. The contract is to be let in different 
sections, such as boiler house plant, accumulators, switchboard, gene- 
rating plant, crane, &c., separate offers being sent in for each. 

System Adopted.—Three-wire direct current system with accumu- 
lstors, employing 460 volts between outers, and 230 volts between 
either outer and middle conductor. 

Section dealt scith.—In this critique only Section B., referring to 
zeam dynamos, balancers, and boosters, is dealt with. 

А = umber and p of 1 а тво each to easily develop 
Ew., i.e., not excee amperes at any E.M.F. between 
5 g pe y tween 460 

Speed Specified.—Not to exceed 400 revolutions per- minute. 

Conditions of Working.—Steam dynamos to give above output 
with 150 lbs. square inch pressure, working either condensing 
with 25 inches vacuum, or non-condensing. At first to work non- 


T pe kA Engine.—To be two-crank, compound, of the vertical high 

Temperature Rise of Dynamo.—After six hours full load run, the 
vemperature rise of any part of armature windings not to exceed 
60° P., or of magnet winding 70° F. 

Steam Consumption.—The steam consumption per xw.-hour at full 


aad half load, working both condensi i 
д уке ы rking ndensing and non-condensing, to be 


Output kd Se.—Esch of the two inner balancing machines to be 
En п. 5 up to 30 55 250 volts = 7°5 kw. 
Each booster machines to be suitable for developi 
Р 42 sri ie 90 volts = 378 kw. DE 

ewperature Rise „Бате as for large dynamos. 

5 Completion.—To be given in tender. 

enalt Completion. — One per cent. of contract price per 
ron ' 
tprlations as to Removal of Foreman.—Satisfactory, see com- 


Terns 
cent. on Semen per cent, as delivered and erected: 20 
plant is readyifor use for public Pu ag 


3 per: cent. on completion of official test 10 per cent. six months 
ler 


Arbitration Clause.—Ot limited application, see comments below. 
Date for Receipt of Tender.—August 9th, 1900. 


This specification is signed by Messrs. Preece and Cardew, 
the consulting engineers to the Council, and so far as the 
technical particulars are concerned, may be taken as a model 
by less eminent engineers. The requirements are clearly 
stated, and tenderers must state in their offers exactly what 
they propose to supply, the dates by which they can 
guarantce completion, and the guarantees they are prepared 
to enter into. Except for the stipulation that the engine 
must be of the two-crank vertical type, the specification is 
entirely open, and no manufacturer need hesitate to offer his 
standard apparatus. 

Detailed drawings are to be submitted with tender, but if 
desired, those accompanying rejected offers will be returned 
to senders. The general conditions have evidently been pre- 
pared with great care, and in some respects are admirable, 
though, as at present drafted, we cannot advise manufac- 
turers to accept them in their entirety. 

Clause 4, relating to extensions of the time of completion, 
is all that can be desired. It states :— 


The contractors shall, bona fide, commence the erection of the 


works on or before the ......... day of ......... next, and complete the 
whole of the works, including additions or modifications (if any), 
by the ......... day of ......... 190... If the act of God, war, insur- 


rection, rebellion, strikes, or combinations of workmen, or any 
extraordinary or unforeseen circumstances which, in the opinion of 
the engineers, may be beyond the control of the contractors, shall in 
the opinion of the engineers canse unavoidable delay in the com- 
pletion of the works, or any part thereof, they may extend the time 
for such completion, and shall accordingly allow a reasonable exten- 
sion of the same. If the engincers, in exercise of any power vested 
in them by these presents shall substitute in writing a later date 
for the »ompletion of the works, the contractors shall complete the 
same by or before the substituted date as though the same had been 
originally inserted in these presente. ` 


A period of eight weeks from the signing of the contract 


-is allowed for the preparation of all foundation drawings, 


and particulars of any other work which may have to be 
done by the Council under the terms of the contract. It is 
distinctly stipulated that all responsibility for the aceuracy 
of these drawings and particulars rests with the contractor, 
and * no compensation or allowance shall be made in respect "' 


of any liability which may accrue to the contractor by reason 


of any errors therein. The following clause (No. 12), deal- 
ing with access to factories by engineer or his representative, 
is also very satisfactory : — 


The engineers and such assistants as they may require or appoint 
shall at all times during the progress of the works have free access 
to the site and to the factories and all yards and other places which 
ghall, for the time being, be in the possession or occupation of the 
contractors for the purpose of this contract, and shall be entitled to 
inspect and test at all reasonable times any part of the works during 
the manufacture or before delivery of the same, whether at the 
factory of the contractors or of any company or firm or person 
employed by them, and the contractors shall afford every facility, 
and make all necessary arrangements for the engineers and their 
assistants when visiting, inspecting, or testing the works, and 
provide all materials, labour, instruments and power for any such 
inspection or testing, without extra charge. 


There are four clauses which refer directly or indirectly to 
labour questions. They are of a distinctly fair character, 
and may be taken as the maximum to which a manufacturer 
can without loss of dignity or prestige agree. For these 
reasons we reprint them in full :— 


The contractors shall at all times during the progress of the 
works provide and employ constantly upon the works such and so 
many competent foremen and workmen, and at all times employ 
such labour of every description as shall, in the opinion of the 
engineers, be necessary for the due execution of the works. 

The contractors shall pay all persons engaged or employed by 
them on the works the rates of wages recognised in the district, and 
shall observe such hours of labour as are generally accepted as fair 
in each trade, and shall from time to time, whenever required so to 
do by the Council, produce to them such evidence as they may 
deem sufficient that they are paying such wages and observing such 
hours. 

If the engineers shall at any time consider any agent, engineer, 
foreman, or workman employed by the contractors for the purposes 
of the contract to be inefficient or objectionable, or the number of 
the workmen, or the amount or character of the plant, materials, and 
appliances then used and provided by.the contractors in or upon or 
for the ple of the works to be insufficient or improper, or that 
ihe works or any of them are not being executed with due diligence 
and despatch having regard for the time hereinbefore agreed to for 
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the completion of the works, then and in every or in any such case 
it shall be lawful for the engineers to give notice in writing to the 
contractors requiring them to dismiss any such inefficient or 
objectionable agent, engineer, foreman or workman and to appoint 
in lieu of such persons respectively other fit and proper agents, 
engineers or foremen, and to employ other workmen, and to provide 
other plant, materials or appliances, and also to make such additions 
to the number of agents, engineers, foremen or workmen employed, 
or to the plant, materials and appliances to be supplied by the con- 
tractors, or such change in their character either until the com- 
pletion of all or any of the works or for a limited period, as the 
engineers may think necessary and shall by any such written notice 
require. 

If the contractors shall not upon receipt of any such notice, or 
within a time to be specified therein comply with such notice, it 
shall be lawful for the engineers, on the account and at the cost of 
the contractors, to remove the agents, engineers, foremen, workmen, 
plant, materials, or appliances complained of, and at the like cost to 
provide and employ such other and additional agents, engineers, 
foremen and workmen for such time and to purchase and provide 
such additional or other plant, materials and appliances respectively 
as they may think necessary, and to pay such other or additional 
agents, engineers, foremen and workmen such salaries or wages, and 
to pay for such additional plant, materials and appliances respec- 
tively such prices as the engineers may think proper, all which 
salaries, wages and prices respectively if paid by the Council, and 
any additional expense the Council may incur in relation thereto, 
shall on demand be repaid to them by the contractors, or the Council 
may retain or deduct the same out of any monies then due or therc- 
after to become due to them under this contract. 


The contractor is required to dismiss, and not“ remove,” 
which we contend is the right word to use in this connection, 
but steps are only to be taken by the engineer to replace such 
objectionable workmen after the contractor has had due 
notice of the engineer’s wishes. 

The maintenance clause requiring the contractor to be 
responsible for defects in workmanship and material for six 
months is acceptably worded. 

Provision is made that in case of any contradiction in 
terms between the general conditions and the specification, 
the interpretation is to be decided by the engineer, but it is to 
be generally understood that the rendering most favourable to 
the Council is the correct one. The clause is rather curious, 
it reads :— 

In case of terms or provisions repeated wholly or partially in 
this contract and in this specification the Council may adopt both or 
either of such terms or provisions so as to secure in all cases the most 


ample protection, and any discrepancy between this contract and the 
specification shall be construed or determined by the engineers in 


the manner which in their judgment is most in accordance with.the . 


general spirit and intention of this contract and the specification. 


The principal defect in these conditions, as already stated, 
lies in the limited arbitration clause. It only permits 
disputes as to prices to be arbitrated upon, all points relating 
to the interpretation of the specification and the carrying out 
of the work being settled by the engineer. The clauses, as 
they stand, state :— 


The decision of the engincers shall be final and conclusive, as to the 
manner of carrying out works, the quality of material, and workman- 
ship and the meaning of any clause, matter or thing in the specification 
or any of the plans, sections or drawings of this contract. 

In case, aud so often as any difference or dispute shall arise 
respecting the cost of any work or prices to be paid, the subject of 
every such difference or dispute shall in every such case, on the 
demand in writing of either party, be referred to the sole arbitra- 
tion and award of an arbitrator to be appointed by the President of 
-the Institution of Civil Engineers for the time being, pursuant to 
the provisions of the Arbitration Act, 1889. 


We strongly urge tenderers to protest against the inclusion 
of these incomplete arbitration clauses in contracts. What- 
ever be the reputations of the consulting engineers concerned, 
they are but human, and consequently may err. The con- 
tractor ought to have the right to appeal to an independent 
authority, for the engineer cannot help but be in a false 


position when called upon to decide in a judicial matter 


between a contractor and himself. 


GLOUCESTER ELECTRICITY WORKS. 


In another part of this issue we describe the Gloucester 
Electricity Works, which were opened on Thursday, July 19th, 
by the Mayor of that town. After the ceremony a large 
gathering of visitors inspected the station under the 
guidance of the consulting engineer, Mr. Robert Ham- 


mond, aud the resident engineer, Mr. Walter J. Bache. 


In the evening a banquet in the Guildhall was 
given by the chairman of the Electricity Supply 
Committee (Councillor C. H. Clutterbuck), the con- 


sulting engineer, the architect, and the contractors, 
to a large company. The exigencies of space will not permit 
us to publish the speech of the Mayor, who, in a felicitous 
manner, proposed “ Success to the Electricity Undertaking,” 
coupled with the name of Mr. Clutterbuck, nor Mr. Robert 
Hammond's humorous reply to the toast of the ** Consulting 
Engineer," and other locally interesting post- prandial 
orations. 

Suffice it to say, that the good people of Gloucester 
should feel well satisfied that their interests are in 
the hands of a body of gentlemen who have clearly 
seen the advantage of securing the electric light to the 
city, and also of disposing of the town's ‘refuse by 
the only rational means of destroying it thoroughly and 
most. effectually from the sanitary point of view. The 
Corporation has been fortunate in securing the services of 
Mr. Robert Hammond, than whom nobody is more com- 
petent to advise on the requirements of a central station, and 
they may also be congratulated on the constructive work 
having fallen into the hands of a thoroughly representative 
and able body of contractors, the majority of the firms 
having long ago secured the thorough confidence of 
everybody connected with the electric lighting industry. 

The order for extensions before the original plant had been 
in operation augurs well for the future, but if there should 
be any need to devise “ means for stimulating the demand 
for electrical supply,” the subject of two papers read before 
the Huddersfield Convention of the Municipal Electrica! 
Association, we can only suggest that the Council again apply to 


. Mr. Hammond, to whom, by the way, we offer our thanks 


for the loan of the blocks with which we illustrate the station 
equipment. The residents of nearly 200 towns in the United 
Kingdom are enjoying the privilege of using the best of all 
artificial illuminants, and although Gloucester is the last 
station to be opened, it is evident that it is by no means least, 
and it is equally certain that with Mr. Hammond to guide 
the enterprise it cannot but be successful. 

The newspaper press of Gloucester is deserving of special 
praise for theadmirable manner in which t heopening ceremony 


. and the banquet were described, and we think that in functions 


of this kind generally it would not be altogether unbecoming 
to associate the name of a local journalist with 
the toast of The Press," seeing how fully everything 
is dealt with by the local papers. The significance of what 
we say is emphasised by the following extract from the 
(7loucester Journal:—“ The toast of The Press’ was 
proposed by Alderman Matthews, but as the responses, as 
set out in the toast list, were confined to the electricity trade 
journals, the local representatives left." But the toast is always 
last on the list, just to show, we suppose, its utter unimport- 
ance, The pen is said to be mightier than the sword, and 
yet in nine places out of ten to which the technical journalist 
is invited, much valuable time is absolutely wasted by some 
retired half-pay officer, whose eloquence is usually limited to 
the words of command, getting on his hind legs and reiterating 
in a dull, listless, aimless, and irresponsible manner, that 
with which his hearers are already perfectly familiar, con- 
cerning the Handy Man, Tommy Atkins, and the Auxiliary 
Forces. 

Everybody would gladly listen toa few blunt, brief, and manly 
sentences from a gallant soldier or sailor fresh from active 
service, but it generally falls to the lot of the retired warrior 
of a quarter-century ago to toast a subject on which the man 
in the street is often better informed. Or else somebody, 
unannounced on the toast list, comes forward presumably 
with good intent to give a 20 minutes recitation that nobody 
can hear owing to the hum of conversation, and which nobody 
would appreciate if silence reigned supreme. 

At all events, the technical press might well be eliminated 
from the toast lists of gatherings of mainly local interest, 
especially as the representatives of this section of the Fourth 
Estate usually express what they wish to say in their own 
pages. Indeed, it is questionable whether -they should even 
һе asked to speak in public on matters which they are expected 
to critically deal with mediately: afterwards in the journals 
with which they are associated, 
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LARGE ENGINES FOR CENTRAL STATIONS. 


THE rapid increase in the demand for electricity supply 
which has everywhere been experienced, has led to the con- 
stant increase in the size of generating units, which have 
now attained to what a few years ago would have been 
demel enormons dimensions. One of the illustrations 
herewith shows four vertical cross-compound condensing 


SINGLE Ser: 1,500-kw. STEAM ALTERNATOR. 


memes, direct driving alternate current generators, which 


: been installed in the Boston Electric Light Com- 
es works. Another illustration is a view of a single set 
same size, 
Phe EL Which were made by Messrs. McIntosh, 
or арм Anburn, N.Y., have cylinders 28 inches and 
inches * iameter, with 48 inches stroke, and run at 120 
inh n munte, ‘The steam pressure is 160 lbs. per 
pere E Mies are of the gridiron type, with variable 
Cy un era А p 7 > rer > 
Borm] loo], лы, controlled by the governor. At 
Uo grex Eines are rated at 2,500 H.P. each, but are 
э ALY exceed this if necessary. 


The high pressure cylinders alone are steam jacketed, and 
there is a reheater receiver between the cylinders. The 
crankshaft is 26 inches diameter at the middle, and 21 inches 
at the journals, which*are 42 inches in length. Each engine 
is provided with a fly-wheel 16 feet in diameter, and 100,000 
Ibs. in weight. 

The generators, which were made by the General Electric 
Company, are of the three-phase type, with an output of 
1,500 Kw. each. For the purpose of paralleling, each 
engine is provided with an electrical gover- 
nor, which can be controlled from the switch- 
board. 

We are indebted to Messrs. McIntosh, 
Seymour & Co. for the photographs from 
which these illustrations were reproduced. 


INSTITUTION OF ELECTRICAL 
ENGINEERS. 


ALTERNATING CURRENT INDUCTION 
MOTORS. 
By A. C. EBORALL, Associate. 
(Paper read May 17th, 1900.) 


(Continued from page 159.) ° 


WitH regard to squirrel-cage rotors, and to the 
modification of them, the rotor wire-wound with 
closed coils, there is not much to say. The chief 
difficulty with the former lies in the fact that it 
is difficult to make a good mechanical job of the 
connections to the end rings. If the motor bars 
are screwed to these rings, the contact between 
bar and ring is not only uncertain, but however 
good it may be at first, it is certain to deteriorate 
under the influence of the heavy rotor currents, 
and the heating and cooling of the rotor. 
Consequently, most makers sweat the rings over 
the projecting and flattened ends of the bars. But 
with this the rings will sometimes melt right off 
under overloads, splashing the solder all over the 
stator coils, and generally doing other damage. 
The author's firm braze the rings on when a motor 
of this character is put to work of an exceptionally 
heavy nature, where overloads are the rule and not 
the exception, or when the starting conditions are 
severe. Messrs. Kolben get over the difficulty in 
the manner shown in fig. 6; here the rotor bars 
.are connected to the short-circuiting rings by means 
of thin copper strips, used as radial connectors. 
The rings themselves are of bronze, and are of 
small diameter, but very massive; they are keyed 
directly on the shaft without auy insulation what- 
ever. In a communication to the author, Mr. E. 
Kolben states that he has found this construction 
to prevent entirely the evil mentioned above, 
and that it greatly assists his single-phase motors 
to start well—doubtless on account of the extra 
resistance iu the strips. Mr. Kolben also uses this 
construction for larger motors for crane and similar 
work (where large starting torques are required 
without, if possible, the employment of a starting 
resistance) as it allows of the insertion of 
resistance strips of brass or other material, in 
place of the copper connectors. 

Several firms, notably the Oerlikon Company, 
avoid the squirrel-cage construction altogether, by 
winding the rotor with closed coils. In this case 
the rotor winding may either consist of a regular 
wave winding, taken all the way round either once 
or else several times and finally short-circuited, 
or better, of a number of coils, or groups of coils, 
separately short-circuited. Such wire - wound 
rotors are naturally more expensive than either 
of the forms described above, and are frequently 
diflicult to wind, on account of the trouble experienced in 
handling the heavy conductors. i 

The employment of wound rotors and non-inductive starting 
resistances is, a8 already indicated, always preferable for motors of 
any size. Here the rotors are invariably wound with a three- 
phase star-connected drum winding, which may be carried out 
either with overlapping (rectangular) coils, or with two or four 
bars per hole or slot, arranged as a cylinder wave winding. 

The common junction to the three phases of such a winding is 
frequently the ironwork of the rotor. This is very convenient with 
motors of considerable size, where the conductors are usually 
massiye. Star-connected bar windings of this character are always 
unsymmetrical, and “false connections” have to be made in each 
phase. 

A point to be remembered when designing wound rotors for 
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high tension motors is the fact that the rotor volts per phase (that 
is, the voltage between any two slip-rings at normal stator pressure 
when the brushes are lifted off and the motor is at rest) must be 
kept down to a safe value; this is because at starting, with all 
resistances in, the voltage across each resistance (and the correspond- 
ing two rings) may be sufficiently large to be a source of danger to 
the attendant, if the turns in the winding have not been kept down; 
moreover, there is some risk of arcing taking place. On the other 
hand, in no case must the number of rotor conductors in series be 
too few, especially if the motor is of large size, else the cost of the 
starting box becomes excessive, aud if this latter is mounted on a 
switchboard, the three heavy cables coming to the latter may become 
inconvenient to arrange for; moreover, the contacts on the box may 
give trouble. It may sometimes happen that it is desirable to 
regulate the speed of a polyphase motor (by means of the rotor 
resistance) at a point situated a considerable distance away from the 
motor. In such a case, and if the motor is for a low voltage, it may 
pay to arrange the rotor windings to transform up, as it were, in 
order to effect a saving on the cost of the three cables coming from 
the rings to the starting box, but this must not be pushed too far. 


,43C000ér bars 
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———— 


7. Weight per B. H.. — The net weight per B. H. . (that is, not 
including the weight of the rails, pulley, and starting resistance, 
if any) of the five representative motors designed and constructed 
on the above lines will not come out much below the following 
values :— 

ЫШ 5 10 25 60 B. H. p, 

Polyphase motors ... 80 58 56 40 40 lbs. 

Single-phase motors ... 115 88 66 62 62 ,, 


Norz.— The values given in Nos. 1 to 7 above are for 50 cycle 
motors at voltages of 110, 220, 440, or 500 volta, having the follow- 
ing number of stator poles per phase :— 


All motors between 2—74 B. H. p. inclusive, four poles. 
Do. 10—30 do. six „ 
Do. 40—100 do. eight „ 


The various values, however, for 40 and 60 cycle motors having 
the same number of poles are practically the same as those given 
above. 

A standard line of induction motors constructed on the lines 
already indicated, and to which the above figures relating lito 
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Although it is the standard practice with one or two firms to build 
the starting resistance within the rotor itself, instead of employing 
a separate starting box and slip-rings, it would seem that the latter 
practice is the better. The advantage of doing away with the 
external arrangement consists, of course, in getting rid of the sliding 
contacts; on the other hand, it is easy for the short-circuiting device 
(whether operated by hand through the hollow shaft or automatic- 
ally) to get out of order, inspection of the contacts is difficult, and, 
above all, the motor is brought up to speed abruptly, because & sub- 
divided resistance is practically out of the question. Consequently, 
the effect on the pressure regulation of starting a motor so fitted 
under heavy load is bound to be greater than if the motor had been 
fitted with an external graduated resistance, permitting of easy 
and gradual starting. However, several firms are now engaged 
in studying this detail, and considerable improvements may be 
expected shortly in the electrical and mechanical design of internal 
starting gear. 

(e) Notes on Performance and Desiyn.—An analysis of the 
guaranteed performance of a given line of open or semi-enclosed 
induction motors between 2 and 100 B. H. P. built by any of the best 
Continental or American makers, and whose construction is on the 
lines indicated above, may be set forth as follows :— 

1. No-load Current.— Expressed as a percentage of the full-load 
current, the values for this will be as under :— i 


Poly- Single- 

phasers. phasers. 

For motors between 2—5 B. H. p. inclusive 30 ... 40% 
Do. 74—20 do. 25% ... 30% 

Do. 25—100 do. 20 .. 25% 


2. Overload Capacity.—This is sensibly the same for all sizes with 
a given line of motors run at constant stator pressure, and will be as 
follows :— | 


Ро1урһавегв. Bingle-phasers. 
For one hour * T . 50 Varies considerably, 
Before falling out of step ... 90 but generally small. 


3. Full-load Drop of speed (Slip).—At constant pressure on the 
stator terminals this will be: 


For induction motors between 2—5 B. H. P. inclusive 7 % 
Do 


А 74—15 ао. 
Ро. 20—40 do. 4% 
Do. 50—100 do. 3% 


4, Heating.—The final temperature rise after a long continuous 
run at full load will not exceed 40° C. for semi-enclosed motors 
having outputs between 2 and 25 B. H. p., and 30° C. for larger 
sizes. 

5. Full-load Efficiency.—For semi-enclosed motors with hot 
windings the values for five representative sizes will be as 
follows :— 


2 5 10 25 50 B. H. p. 
Polyphase motors 75 79 85 87 90 
Single-phase motors ... 73 77 83 86 89 


6. Full-load Power-factor —The values for this quantity for five 
such representative motors will be :— 


2 5 10 25 50 B. . Y. 
Polyphase motors. 78% 80 85 87 88 % 
Single-phase motors ... 72% 75 80 83 85 % 


* The temperature rise not exceeding 70° C. for semi-enclosed 
motors, and less for open-type motors. 


performance apply, would have the following general technical 
data. | 

1. Peripheral Speeds :—4,000 to 7,000 feet per minute, according 
to the size of the motor. 

2. Ampere conductors per inch of stator (inner) periphery at full 
load. : 


B.H.P. . Ampere conductors per inch. 
2 to 7:5 - is mn 250 
10 to 30 se T em i 330 
40 to 100 id 925 — 20 430 
100 to 150 268 Vos bun T 570 
Above 200 s — dg sae 600 
3. Flux Densities per square inch.—In the stator teeth : — 
B. H. P. Maximum value of зв. 
2 to 7˙5 ee Se ч 15 880 ee 65,000 
10 to 30 pes un id er s 70,000 
40 to 100  ... i2 А е 8 80, 000 
Above 100 a 8 T .. 85, 000 
In the rotor teeth :— 
B. H. P. Maximum value of n. 
2 to 75 a з 8 5 — ржа 80,000 
10 to 30 dang ak Буз Буз m 85,000 
40t0100  .. de vis set LÁ 90,000 
Above 100 ... ves v — . . 100,000 


In the air-gap the flux density should never exceed 30,000 ling: 
per square inch. The flux density in the stator core is determines 
solely by the permissible loss, and does not otherwise affect the per 
formance of the motor. 

The above figures give very good results for 50 ~ motors havin 
partly closed slots for both rotor and stator. With motors fc 
higher frequency, and for hole-wound stators and rotors, smalle 
values must be taken. | 

4. Current Densities per square inch.—With low and mediu: 
pressure semi-enclosed motors, the amperes per square inch im +} 
stator windings at full load will be between 1,500 and 1,100, accor 
ing to size, while in the rotor bars the current density will be abo 
15 per cent. higher. With high pressure motors somewhat ачка 
values must be taken in the stator on account of the relative 
larger space taken up by insulation. 

5. Length of Air-gap.—This is always to be made as sma 
possible, and is determined wholly by mechanical consideratio 
Usual values for the length of air-gap, that is, the distance frorn ir 
to iron, are :— 


Rotor diameter. Air-gap lengt A 
Up to 4 inches inclusive Те .. 1/100 inch. 
Between 5 and 8 inches inclusive. 1/75 „ 
j 9 and 12 és .. 1/50 „ 
„ 15 and 20 x . . 1/82 „ 
„ 24 and 32 5 ee 1/16 , 
„ 40 and 60 " Бул СӨ: 24 


Although the above figures relating to the design of indu = 
motors have been taken wholly from practice, it is perhaps n ece ри 
to point out that it is not possible to apply hard and fast rules 
constants when designing such motors; experience in Adesi 
and a large quantity of experimental data for the type in в — 33 


are absolutely necessary if the best results are to be obtain cu SEE! 
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фарм, Deviers For SINGLE-PHASE INDUCTION Motors, AND 
SOME NOTES ON RECENT DEVELOPMENTS. 


lt по too much to say that more attention has been given to the 
codon of starting devices for single-phase induction motors than 
lasy other problem connected with single-phase working. The 
tra difcalty was to get such motors to start at all; then after this 
sw overcome, there came the question of reducing the heavy starting 
arent: finally, it was sought to so improve the starting device as 
s permit of the motor starting against load, still with a moderate 
-ormatoonsumption. In the six years during which the subject has 
„+s efere electrical engineers, successive improvements have taken 
place, and it is to the latest development in single-phase motors that 
dies more particularly to refer in this part of his paper, 
zay the new motor of Mr. Alex. Heyland. Before doing so, 
ay perhaps not be out of place to consider very briefly 
{+ uederlying principles of all single-phase induction motors, 
deeesb, of course, there is nothing new to be said on the subject 
m these days. 

li has already been stated that a single-phase induction motor is 


ecthing more than a polyphase motor running on one phase Let, 


‘or шапе, a two-pole two-phase motor be running from two-phase 
sains without load. Neglecting (as may quite well be done) the 
пор power current required to make up the motor losses (under 
these circumstances practically only iron, ventilation, and friction), 
tte current read on an amperemeter in each phase is ће “ mag- 
setising current” of that phase of the motor—that is, it is the 
кые current required for driving the magnetic flux through the 
mametie cireuits of the motor; further, the speed is synchronous. 
Now let one phase be switched out. The motor will go on running 
ss sngle-phaser at practically the same speed, but the ampere- 
meter in the remaining phase will read approximately twice the 
-qrrent that it did before—that is, the magnetising current in this 
пзе has doubled. What has happened is briefly as follows:—The 
ватні lux originally provided by the switched-out phase is now 

„ by a flux of approximately the same value and relative 

veto furnished by а maguetising current in the rotor. Magne- 

Der currents are called into being in the rotor, induced by the 

mencte бох of the phase still connected to the mains, and in 

паше with this flux with regard to time, and these currents are 
aned round nearly 90° in space by the practically synchronous 
mtanon before reaching their maximum. Thus the cross-flux pro- 
dood by them has very nearly the same effect as that formerly 
groduced by the switched-out phase. The magnetising current in 
te roter has, of course, to be balanced by a corresponding stator 
rent, so that the amperemeter reads the magnetising ampcres of 
phase 1, plus the magnetising amperes of the rotor transferred to the 
ending of phase 1. Hence the magnetising current in the latter 
approximately doubles. _ 

With this perfect motor running at synchronous speed, it would 
te fonnd that a voltmeter connected to the terminals of the switched- 
cut phase would give a reading equal to the pressure on the mains 
trom whieh phase lis running. This E. M. F. is that induced by the 

cre-magnetisation of the rotor magnetising currents, and is in 
quvireture with the impressed E.M.F. of phase 1, as already stated. 
ln commercial motors the E.M.F. of phase 2, measured in this way, 
is ast quite equal to that of phase 1. The magnitude of the 
doterence between the two voltages is a measure of the quality of 
the de-ign of the motor. 
It has been said above that the motor continued to run asa single- 
phaser at practically the same speed. In reality the speed is a 
trifle less the difference being too small to detect on a counter), 
ewing to the fact that the rotor currents cause a slight slip, so that 
етеп а single-phase motor without friction and ventilation losses 
like the polyphase motor) cannot run at a synchronous speed at 
ta. 

Jt course, as the rotor is loaded, the rotor power currents called 
into being by the load are magnetically balanced by corresponding 
“sor currents "when the rotor and stator coils are co-axial, or 
"pproximatelv so) and the slip increases, that is, the speed departs 
mere snd more from synchronism. Owing to this latter circum- 
«arce the induced rotor magnetising currents are carried round in 
ace less than 90°; the cross-magnetisation produced by them is 
wourdingly shifted from the most effective position, until with 
eitinnally increasing load there comes a point at which the torque 
eve to the cross field and the rotor load currents attains a maximum 
tà ke—if this value is exceeded the motor pulls up. When the 
rotor is stationary, the eross-magnetisation is reduced to zero; there 
remains now only the one flux of the phase connected to the mains 
pease 1 , and this flux cannot possibly produce a torque—that is, 
‘he motor cannot start—because its axis (that is, the axis of the 
скейты coils of phase 1) coincides with the axis of the current- 
carrying oils of the rotor. 

ir order, therefore, to enable a single-phase induction motor to 
“art at all, an auxiliary starting field must be created that will do 
‘sarily the same thing as the rotor magnetising currents do at 
ee. That is, with regard to space, a magnetic flux 
mas be established in quadrature with the principal flux inducing 
-= © Sor currents; and with regard to time, this auxiliary flux must 
iene with the rotor. load current—that is to say, it must be 
уро» татр, 180° behind the corresponding stator current. Every 
де е ‘ase induction motor must therefore be provided with a 

Aen E ч produce а suitable cross-flux in the air-gap, and the amount 
so. UDe torque available will depend purely upon the value of 


ua Cro*e-liux and upon th lunes ; А ; 
stated above. po è effectivness of its time relations as 


AJ »le-nhase : ‚ 
а = 4 Pd я -phase induction. motors are provided with starting coils 
х>=тру кейт meless winding space of the stator. They rarely 
due third of the total stator winding space, and 


frequently less; moreover, these coils are invariably so arranged 
that the magnetic axis of cach coil is in quadrature’ to the magnetic 
axis of the corresponding running coil—a disposition exactly 
fulfilling the “space” requirements stated above. The difference 
existing between the various starting devices lies mainly in the 
various methods of producing the requisite phase relation of the 
cross-magnetisation. 
(To be continued.) 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. THow»sosn & Co. hilectrical Patent 
Agents, 822, High Holborn, London, W. C., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


12599, "Improvements in and relating to arms and trolleys for overhead 
electrically-driven tramcars." J. T.PrABsON. Dated July 16th. 

12,827. “Improvements in electric switches." E. E. BARTLETT and J. E. 
RoniNsoN, Dated July 17th. 

12,838. “ А Safety carbon holder and carbon economiser for use in electric 
arc lamps.“ J. W. FERRIER. Dated July 17th. 


12,843. Electric bell.“ H. E. Friese. Dated July 17th. 

12,816. “Improvements in portable electrical safety lamps.” J. GLASMACHERS 
and C. MürLER. Dated July 17th. (Complete.) 

12,855. "Improvements relating to the manufacture of bulbs for electri in- 
candescent lamps.“ C. JUNGE. (The Oberlausitzer Glashtittenwerke Otto 
Hirsch, Germany.) Dated July 17th. 

12,874. “Improvements in and relating to telephonic apparatus.“ G. BLANck. 
Dated July 17th. 

12,876. An improved trolley for overhead electric traction.” E. G. JOHNSON, 
F. D. PALMEB, and C. Coenen. Dated July 17th. (Complete.) 

12,893. Underground wires for transmitting electric energy." T. Rosati. 
Dated July 17th. (Complete.) 

12,922. “Improvements in electrical tramways and trains.” 
Preece, K.C.B., and P. Canpew. Dated July 18th. 

12,944. An improved electrical switch.” H. F. CLAYTON, T. BELL, and S. B. 
Berry. Dated July 18th. 

12,950. “Improvements in voltameters for the electrolysis of water, system 
Garuti.” P. Garuti and R. PowriLi,. Dated July 18th, (Copiplete.) 

12,954. “Improvements relating to connections for concentric œ single 
cables.” G. D. DavNcEYy and C. Davies, Dated July 18th. 

12,971. ‘Improvements in electricswitches.” D. R. Bruce. Dated July 18th. 
(Complete.) 

12,972. “ Automatic booster in connection with a multiple wire system.” 
J. S. HiGHriELD. Dated July 18th. 

12,973. An indicator for high electrical tensions." fBikgwENS BROTHERS AND 
Co., LiuiTED. (Siemens & Halske Aktien Gesellschaft, Germany.) Dated July 
18th. 

12,977. Improved electric battery." P. E. Franckex. Dated July 18th. 

12,992. "Improvements in or connected with electric traction.“ W. J. Davy. 
Dated July 18th. | 

13,010. "Improvements in high voltage fuses.” W. Jamieson and THE 
Всоттізн WIRELESS ELECTRIC SYNDICATE, LiMiTED.. Dated July 19th. 

13,014. “Improvements in and connected with fuses or cut-outs or high 
voltage circuits." Н. OPPENHEIMER, (Actiengesellschaft Mix & Genest, Ger» 
many.) Dated July 19th. 

13,015. ‘Improvements intand connected with insulated bases for switches.’ 
Н. OPPENHEIMER.  (Actiengesellschaft Mix & Genest, Germany.) Dated 
July 19th. 

18,020. “ Apparatus for generating dynamical electricity by means of the 
direct influence of steam." E. van HAANEN. Dated July 19th. 

18,021. ‘Improvements in electric ignition devices for internal explosion 
engines. E. GARDNER, T. Н. GARDNER, and L. GARDNER. Dated July 19th. 

18,024. Improved means for starting and stopping electro- motors.“ А, E. 
SEGNITZ, Dated July 19th. 

13,031. An improvement in or connected with laminated electric switches.“ 
A. REAME and C. WoxrEs. Dated July 19th. 

18,035. ‘Improvements in or connected with apparatus for electrically 
igniting miners’ safety lamps.” A. E. Best. Dated July 19th. 

18,036. ‘Improvements in dynamo-electric machines and electric motors." 
H. F. док. Dated July 1th. 

18,044. An improvement in electric railways in which transformers are 
carried on the train.“ SIEMENS Bros. & Co., Lro. (Siemens & Halske Aktien 
Gesellschaft, Germany.) Dated July 19th. (Complete.) 

18,048. Improvements in and relating to means for controlling the speed of 
electro motors," W. B. ELLIOT and J. W. EskHOLME, Dated July 19th. (Com- 
plete. f 

18,049. Improvements in maximum demand electricity indicators.“ E. 
ScHATTNER. Dated July L9th. 

13,081. “Improvements in means for grinding and truing up dynamo com- 
mutators and the like.” P. J. Purpy. Dated July 20th. 

18,085. “ Improvements in the method of and means for sounding alarms on 
electric tram and motor cars," A. PARIETTI and A. R. DURANTE. Dated July 
20th. 

19,005, “Storage battery electrode." R. McRae and H. C. McRae. 
July 20th. (Complete.) 

13,102, "Improvements in and relating to electrical conductors.” W. А. 
PuiLLiPS and C. E. Kent. Dated July 20th. 

13,103. “А new or improved method and means for fire-proofing insulated 
wires and cables." W. А. PuirLiPs and C. E, Kent. Dated July 20th. 

18,104. “Improvements in means for covering wires and cables." W. A. 
PHILLIPS and C. E. Kent. Dated July 20th. 

18,105. “Improvements relating to the covering of electrical conductors." 
W. A. PHiLLIPs and C. E. Kent. Dated July 90th. 

18.106. Improvements in safety devices for electric interlocking or block 
signalling apparatus." F. Т. HoLLiNs. Dated July 20th. 

18,125. "Improvements in automatic cut-outs or combined cut-out and shunt 
switches for overhead trolley wires for electric traction, overhead electric cables, 
or the like.“ R. Hackine. Dated July 20th. 


Sir W. H. 


Dated 


* A notable exception to this disposition is the arrangement that 
has been used for many years by the Swedish firm of Wenstróm for 
their small single-phase motors, which have the starting coils 
“staggered” from the position indicated here. 
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18,134. “Improvements in and relating to electric arc lamps." A. B. WAL- 
TON. (Date applied for under Patents, &c., Act, 1883, Sec. 103, December 21st, 
1899, being date of application in United States.) Dated July 20th. (Complete. 


13,143. Improvements in telephonic signalling apparatus, applicable also to 
other purposes." Тнк TuONMSON-DAvisS TELEPHONE NYsTEM, LiMiTED, and 
A. T. M. Тномхох. Dated July 20th. 

18,184. “The Elland electric railway fog signal." A. Brook. Dated July 21st. 

13,195. Improvements in electrolytic apparatus for the production of 
caustic soda." G. Н. 5мітн. Dated July 91st. 

13,198. "Improvements in electric traction." B. CnuckLLIER. Dated July 
21st. (Complete.) 

18,199. “Improvements in and relating to Röntgen ray and like apparatus," 
F. L. MuinnkAb and R. Н, Encar. Dated July 21st. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Oopies of any of these Specifications may be obtained of Messrs. W. P. Тномрвох 
and Co. 828, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


18,067. “improvements in er relating te electric lampe." L. Horwitz. Dated 
August 22nd, 1808. Relates to portable electric lamps. A portable secongary 
battery lamp, especially for miners’ use, is provided with two incandescent 
lamps, the second of which automatically comes into operation if the main lamp 
fails. The muin lampholder is upported adjustably by a ball joint between 
the sides of a hand-loop. A parabolic reflector is screwed on the holder so that 
the tilament is at its centre, and locked by a nut. Covers for the lamps and for 
the front of the box are made air tight and secured by seals. The battery 
carries two terminal strips, which are held against connecting springs on a par- 
tition by a back spring; after recharging the battery it is replaced so as to 
reverse the direction of the urrent through the lamp and switches. A switch 
is movable over three contact plates by handle passed through packing in the 
front, the first plate being unconnected, and the others respectively connected 
to the two Jamps. The contact plates may be ridged, to retain the switch against 
the action of a spring. Connection between the second plate and he main 
lamp is made through an electro-magnet, which retains a spring-pressed arma- 
ture so long as current passes, but if the main Jainp fails, the armature is 
released and makes another contact, connecting the secord lamp in circuit 
automatically. When the switch is on the ппсоппесіса plate, it holds the anna- 
ture away from the back contact. The connections may be modified so that 
current supplied by the hand swi ch to either Jamp posses through the electro- 
magnet; if one lamp fails, the armature falls back and supplies the other, but 
this contact is made intermittent by the action of the electro-magnet and the 
light flickers. In another moditication, the armature when attracted moves an 
additional spring, thus breaking a connection between the second and third 
contacts of the hand switch; when either lamp supplied by the hand switch 
fails, the other is connected automatically. 6 claims. 


16,166. “improvements in the manufacture of electrical resistances.” A. Vogt. 
Dated August 23rd« 1898. A mixture of à conductor and а non-conduetor, finely 
divided, is made into a paste with water, cast or moulded to any desired forms, 
dried, embedded іп powdered carbon in a closed or nearly closed receptacle and 
heated to a high temperature. The conductor may be a mixture of carbon and 
а metallic powder, in order that the resistance may vary little w th temperature. 
The metal may be produced from a silicide or other compound added to the 
mixture, and the carbon from tar, sugar, cellulose, or other carbonaceous 
material; when tar or asphalt is used, it is mixed hot with the non-conductor, 
The non-conducting material may be any artificial stone, magnesia, or other 
like material. Specitication No. 15,238, д.р. 1897, is referred to. The resistances 
are applicable for regulating current, and heating by electricity. 3 claims. 


18,172. “improvements in continuous current electric motors or generaters ef 
ironclad er enclosed type." Н. W. Wilson. Dated August 24th, 1898. Continuous 
current motors and generators of the ironclad or enclosed type are constructed 
as follows :— The main body casting consists of a cylindrical box made in two 
parts, the upper of which constiiutes a lid or cover. The lower part supports 
the field-maynet core provided with pole-pieces which are preferably removable. 
Ventilating openings are formed through the upper and lower pole faces, and 
extend to the outside of the machine. Cylindrical projections from the ends of 
the machine support the bearings and enclose the commutator or commutators, 
to which access may be obtained through doors. These projecting parts are 
bored concentrically with the pole-faces, hut eccentrically with the main body 
of the machine. The bearings are provided with circular flanges. formed with 
ventilating openings. A movdifiention is described, in which the armature and 
field core are inverted. 3 claims. 


16,218. '' improvements in sieotrio motors aud in their application to motor 
өз.” The Britannia Motor Carriage Company, Limited, and J. Smith. Dated 
August 24th, 1896. Relates to the construction of electric motors and their 
application to motor carriages, and particularly to the means employed for trans- 
mitti: g motion from the armature of the motor to the driving shaft and wheels 
of the carriage. The motor s constructed with stationary field magnets secured 
to one of tbe side plates of а casing or frame, provided with sleeve-like ex- 
tensions through which passes the shaft. The arinature is mounted loosely on 
the shaft, and carries asprocket pinion from which motionis transmitted through 
a sprocket-wheel spur pinion and spur-wheel, to à box containing compensating 
bevel gear. Rotation of the box on the one hand drives the axle and one driving 
wheel, and on the other hand, the second driving wheel. Thi box may also con- 
stitute a brake drum. The underframing of the carriage is supported by collars 
on the sleeves, these collars being provided with guide-rods on which are arranged 
spring interposed between the collars and the brackets, 5 claims. 


18,231. Elestrical heating аралынын formed of artificial stone.” J. F. Baeh- 
mana, A. Vogt, C. C. Weiner, A. Konig, Or. J. Kirohner, and Dr. A. Jorg. Dated August 
24th, 898. Resistances made by moulding and firing mixtures of carbon or 
divided metal with non-conductors such as clay or porcelain, as described in 
Specification No. 15,238, A.D. 1897, and No. 18,156, a.D. 1988, are used in two 
forms for heating bodies from within and without, respectively. The 
resistances are insulated by air, or by glazing or enamelling, or by 
heating electrically to whiteness so that the carbon on the surface burns 
out, after which the surface is coated with solution oí aluminium sulphate, or 
other suitable material, and heated. А soldering iron is described which con- 
tains the cylindrical resistance provided with connecting rings on its ends, and 
with a metal screw for short-circniting more or less of it to regulate the 
temperature. Flat-irons, ironing rollers, and  ingeing apparatus may be 
heated similarly by enclosed tubular resistances. The insulating coating may 
be on the inner surface of the iron. Tubular resistances with end connections 
may also be used for heating curling tongs placed in them, or liquids passed 
through them. In other apparatus, such ag the crucible, a vessel is made of the 
resistant material, with grooves to receive conducting wires before the glazing, 
and these can be connected in various ways by switches to regulate the heat 
produced by current passing through the material from one or more wires to 
others. The resistant body may be surrounded by an air jacket, or non- 
conducting material, to reduce loss of heat. In place of the wires the surfaces 
of the resistant body may be coated with metal, and the coatings connected 
by spring clips or otherwise to supply conductors so that the current passes 
directly through the thickness of the resistant material. Heaters to he placed 
in liquide, boilers, air-heating, and other stoves, floors, walls, and ceilings of 


buildings, and hot-plates, baking dishes, and other cooking apparatus may be 
constructed similarly. 8 claims. 


18,232. ''Eleetrica! resistances of artifielal Stone composition.” J. F. Bach- 
mann, AV C. C. Weiner, А. Konig, Dr. J. Kirchwer, and Dr. A. Jorg. Dated 
August 24th, 1898. Resistances of moulded and fired compositions containing 
conductingand non-conducting materials such as are described in Specifications 
No. 15,238, A.D. 1197, and No. 18,156, A.D. 1898, are made adjustable, for various 


f 


purposes, hy varying the connected length or cross-section of the resistances, 
or by connecting parts of differing conductivities. In one form, resistant 
straight tubes or bars of various sections are short-circuited more or less by 
screws, nuts, clips, or slides, or by permanent connections with plug blocks, or 
with an inclined row of wires which which may be successively connected by 
raising a bath of mercury. Such resistances may be made with differing specific 
resistances at different parts, and with ribs or channels to convey fluid to cool 
them. Circular resistances may be connected by movable arms. In such a 
resistance arranged to control between outer and Inner rings of resistant metal 
is a ring containing two conducting segments, which are connected to the ends 
of the field-magnet winding of the motor. The movable arm makes contact at 
opposite ends with the outer and intermediate rings, and its longer arm 
carries an insulated spring connecting the intermediate and inner rings. Con- 
nections being suitably made, the turning of the arm to right or left causes the 
motor to run in either direction. 2 claims. 


18,261. “Improvement in relays for use on telegraph cable and other lines." 

. 8. Brown. Dated August 25th, 1898. Relays for cable and other telegraph 
work. A coil connected to line and mounted in the tield of a magnet is elther 
connected by two threads or by a rigid attachment toa second coil arranged in 
the field of an alternating current magnet. The coils of the alternating currert 
magnet and the coil are connected respectively to & commutator and a rectifier, 
The commutator is also in circuit with a battery, and the rectifier is connected 
by linea to the receiver or the next section of the cable, Ke. In modified 
arrangements a single coil may convey both the line and induced currents, an 
induction coil being used with the battery as the exciting source of the magnet 
and а dynchronizing meter driving the rectifier. Condensers and inductance 
coils are inserted where necessary. In further modifications, a third suspended 
coil ma be employed, or stretched wires connected by a paper strip may be 
bub tituted for the suspended coils. 2 claims.“ 


18,246. improvements in systems of electrical distribution and regulation." 
B. 6. Lamme. Dated September 8th, 1898. (Date claimed under Patents, K 
Act, 1883, Section 103, February 10th, 1898.) Relates to the transformation of 
direct currents to alternating currents by means of @ rotary transformer or 
converter. In order that the speed, or rate of alternation, may he approxi- 
mately constant irrespective of changes in the inductive load, a small direct 
current generator is employed for exciting the field magnets of the rotary con- 
verter. The generator supplies direct current to the rotary converter, 
the field magnet of which is excited by a direct current generator. 
This generator is driven by an induction motor or it may be driven directly 
from the rotary converter, 3 claims. 


18,855. “improvements in the covers or lids of sewer, gas, electric and tele- 
phone supply shafts, hol ullies, and the like, and in their supporting frame 
works." J. Price and ге б еч Dated September 9th, 1898. The cover is 
made with quadrantal trunnions which enter recesses in the frame, which when 
raised a space is left between the back of the cover and the frame for the pas- 
sage of dirt, «с The cover is locked in its raised position by a sliding bolt 
which engages with a projection on the frame. № the closed position, pro- 
jections епкаце with an undercut recess. Rubber packing may be placed op the 
stops for the cover. The Provisional Specification states that the trunnions 
may be formed of rollers mounted on pins. 5 claims. 


18,284. “improvements in electric motors." С. Cante. Dated September 9th, 
1898. Relates to quantity meters. A train of gearing carried in a frame and 
provided with counting dials, a fen, and a ratchet wheel, is acted on by a 
weighted horizontal pawl lever engaging the ratchet. The main circu t of the 
lever includes an electro-magnet which on current passing attracts a spring- 
supported armature so that this releases the fan and allows the gesring to be 
driven by the weighted lever. The fan spindle carries a disc within stationary 
coils, one winding of which carries a constant current, being connected between 
the mains to retard magnetically the dise and gearing to a definite extent. 
Other parts of the coils are in the main circuit, so that the current in this 
diminishes the retardation. The gear frame is supported upon pivots by а 
spring; when the weighted lever descends so far as to rest on a fixed support, 
the frame being relicved of its weight is turned by the spring, ringing a bell, 
and raising a switch which opens the main circuit. The meter is started again 
by raising the weight. A spring may be used instead of the weight to operate 
the paw? lever. 3 claims. 


18,265. “improvements in coin-freed mechanism for electric meters." C. Cante. 
Dated September 9th, 1898. A weight motor with а train of wheels ending in a 
flyer drives an armature in a field formed by the main lead and a shunt opp - 
sitely wound, so that the time in which the weight runs down under the control 
of the flyer only is varied according to the differential retarding action of the 
currents on the armature. Indices on the arbor of the train travel round dials 
graduated to quantity or energy. This meter with the flyer is hinged to a sta- 
tionary bracket, and is pulled against gravity by a spring, but the driving 
weight, acting through a ratchet lever, bolds the meter down on a bed-plate till 
the lever touches the same, and the weight consequently is no longer effective. 
In accordance with the two positions of the meter, the circuit is made or 
broken between two terminal screws by a bridge extending from the meter. If 
no current is being taken, the meter is locked by an electro-magnetic and 
spring detent, The bridge for the circuit is attached to the meter by a butt 
hinge, so that it cannot complete the circuit unless a finger erected by а spring 
is tripped by a lever on which the coin falls. 2 claims, 


19,313. “improvements in shade and lampholders for Incandescent ejectric 
lamps." 8. Н. Smith and J. H. Smith. Dated September 10th, 1898. Relates to 
holders for incandescent lamps. A socket for a bayonet-capped lamp is detact, - 
ably connected by slots with pins in a cover, and is made with projections to 
engage in recesses in the insulating body, which is also held by these pins. The 
socket is provided with a collar to support a spring and sliding sleeve, by which s 
shade can be held against the edge of the cover. Ina modification, the collar is 
replaced by a sleeve, which is secured detachably by slots and pins on the socket, 
and which contains the spring to hold up a shade-supporting ring. 8 claims. 


19,337. “Electric apparatus for regulating clocks.” R. J. Rudd. Dated 
September 21st, 1898. Occasional momentary electric currents from а 
standard timekeeper are employed to shifta lever pivoted on a bracket so ав tes 
alter the effective length of the pendulum spring by means of the curb pins ima 
case the two clocks are not exactly synchronous. Theactionis brought about a — 
follows: From a joint or a regulating-lever a rod hangs down through a log 
and against a supporting friction pawl under a spring. A snail turning with th«- 
seconds hand determines the amount of movement given to the regulating 
lever, because it limits the lift of a lever which is thrown up against the hangin ce 
rod when the armature of the electro-magnet is attracted. The armature kick = 
a bell crank on the same pivot as the lever and the bell crank affects the leye +- 
through a C spring. In а modification, the regulating lever affects the spring c» Ғ 
an auxiliary pendulum which is connected by а spring to the main pendulum, — 
The snail may be replaced by a pin-wheel, and the cam be formed on the com — 
tneting lever. A hand lever is provided for setting the pin-whee! after settir: ze 
the hands. 4 claims. 


18,418. ‘improvements in telephone installations." F. 0. Prendek, F. Kolischee- 
amd А. Landmann. Dated September 13th, 1898. A system of loud-Speakin -= 
telephony for use when a number of receivers have to be actuated by one or tw 
transmitters, for long distance or submarine telegraphy. The induction coil <щ 
used have the primary wound in a number of sections on the various parts Of sm 
closed magnetic ring, or the various coils of the primary may be in superpose «4 
layers. The secondary consists of a single coil running throughout the lengt: 2-9 
of the ring or соге. An arrangement is shown with one microphone connect e <j 
on one side to one primary and battery, and on the other to the second half c 
the battery and the other primary. The secondary may either lead to th « 
receivers, which are arranged in series, or may be in series with a battery an «9 
the primary of a second induction coil, the secondary of which is connected t a 
the receivers. In a further arrangement, the receivers in the secondary Of tin 
first induction coil excite microphones and batteries in the mon circuits c» 
other distributing induction coils, The receivers are described as having Cut-o1 3) 
switches. The receiving induction coils may have short secondary coils  f« эй 
actuating ordinary receivers. 6 claims. ` E 

19,600. ''An improvement in connections for electrical fuses.” T. wren 


Dated September 14th, 1898. The fuse wire is clamped in position by Cams «q 
discs eccentrically pivoted on the terminal. I claim. 
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* FAIR PLAY'S A JEWEL!" 


Ir the Briton were given to boasting, he could find no better 
subject on which to pride himself than the undoubted 
probity and uprightness of our municipalities. Howbeit, 
these are but human, and therefore prone to err, and with 
the best intentions in the world they yet may be the instru- 
ments whereby grave injustices are perpetrated. A first 
offence of this description may be condoned ; but what excuse 
can be found for a repetition Of the same misdeed ? — 

A case in point appears to be that of the Corporation of 
Bradford in connection with the contracts for the Bradford 
electric tramways, 

The Corporation, acting apart from the local tramway 
company, some years ago decided to construct electric tram- 
ways, and issued specifications and conditions of tender. 
The specifications were prepared by the city surveyor and 
the electrical engineer to the Corporation, under whose 
superintendence the work was to be carried out to the entjre 
satisfaction of the Corporation. | 

The conditions of tender were full of unnecessary details, 
ard the specification was minute and presented several very 
curious features. Not only were the conditions and tests 
fully specified, but in some cases a given make of apparatus 
was compulsory. Thus special bonds 5} inches long and 
weighing 9 ozs. were specified, the trucks used had to be 
made by a designated manufacturer, and the car motors had 
to be G.E. type, actually manufactured by the General Elec- 
tric Company, of America. 

On the original specification (for G.E. apparatus) four 
tenders were received for the whole work, viz. :— 


Messrs. Robert W. Blackwell & Co. — .. £16,460 
The British Thomson-Houston Company, Limited. 16,410 
The Westinghouse Electric and . Company... 16,276 
Messrs. Dick, Kerr & Co., Limited : . . 15,067 


In addition to the above tenders, however, the Westing- 
house Company submitted an alternative offer, in which 
they substituted their own type of motor for the G.E. motor, 
cutting down the total price to £14,814. In spite of the 
specification, which explicitly stated that the motors must be 
made by the General Electric Company, of America, this 
alternative offer was accepted by the Corporation after a few 
minutes’ deliberation. © 

In accordance with the usual municipal practice of accept- 
ing the lowest tender (where all comply with the specification 
and all tenderers are of well-known standing), Messrs. Dick, 
Kerr & Co. would have been given the contract. If tho 


. Corporation wished to save money, and decided to put their 


specification on one side, they should have called for open 
tenders under the new conditions, which gave the contractors 
a free hand. In that case Messrs. Dick, Kerr & Co. would 
have, in all probability, underbid the Westinghouse Company, 
just as they did on the close tender. 
'The Corporation asked for tenders for a certain thing, and 
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then scem to have accepted something else from a firm 
which went outside the specification. 

Recently the Corporation desired to extend the tramways, 
and specifications were drawn up for that purpose. Tenders 
were received and contracts awarded, but, as in the previous 
instance, it appears that the Corporation has once more 
disregarded the terms of its own specifications and per- 
mitted the contractors to supply materials by no means 
conforming to the conditions laid down therein. 

When the work of erection was commenced, the contractors, 
we are informed, brought forward suggestions to the effect 
that this and that item should be altered. "Their proposals 
were accepted by the Tramways Committee, apparently on 
the advice of its engineers, and passed by the City Council. 
Singularly enough, these variations in every case involved 
the use of materials of inferior quality or strength compared 
with the terms of the specifications and the samples and 
drawings exhibited for the guidance of the firms tendering ! 
It is almost superfluous to add that so far as we can ascertain 
no suggestion of a corresponding reduction of the contract 
price was put forward. Details of some of these altcrations 
ure given in the letter to the Bradford Corporation which 
we publish in another column. 

The City Council, then, is in the position of having 
rejected the tender of its former contractors, amongst others, 
in favour of a lower one, “in the interests of the rate- 
payers ;" while, when the work is in progress, it has, if 
our information is correct, permitted the contractors to 
depart from the specification on which the competition for 
the contract was based, and to follow their own devices 
and desires—in the interests of the ratepayers ? 

The injustice done by these proceedings, not only to 
the various tenderers, but also to the citizens of Bradford, 
is too obvious to require emphasis, and we cannot but think 
that such doings are calculated to bring down grave 
discredit upon municipal authorities; moreover, we have 
reason to believe that a similar state of things exists in 
several other of our cities. 


The power to prevent these unfair practices rests in tlie 
hands of the engineers under whose supervision the works 


are carried out; we call upon them with confidence to 
secure for the various contractors that * Fair Play“ which 
is the birthright of all Englishmen. 


ELECTROLYTIC CORROSION. 


A PAPER read before the American Institute of Electrical 
Engineers by Mr. 5. Sheldon gives some interesting data as 
to the amount of damage done by underground currents 
when these are of considerable magnitude, and have been 
acting for a long time. 

The borough of Brooklyn spreads over 60 
and is covered with a network of trolley tracks. During 
the busiest hours about 1,100 cars run upon these tracks, 
and are supplied with current from seven power stations, 
furnishing in all 47, 000 amperes. The currents return to 
the power houses partly by the bonded rails of the system, 
partly by the gas and water pipes, partly by the structure of 
the clevated railroad, and a small part by return feeders. 

The difference of potential between the rails and the 
hydrants, and the rails and the gas mains, varies from a 


Square miles, 


fraction of a volt to 25 volts. Between the two ends of 
the Brooklyn Bridge there has been a difference of potential 
of 20 volts. The difference of potential between a point on 
the boundary of a district and the ground in the immediate 
vicinity of the power-house supplying that district has been 
found to reach as high a value as 40 volts. 

With such extraordinary P.D.'s impelling current through 
underground pipes and metallic structures like Brooklyn 
Bridge, and considering that the system has been in opera- 
tion since 1892, the occurrence of considerable electrolytic cor- 
rosion is to be expected. This has, indeed, been found, though 
all pipes do not appear to be equally affected by it. In no case 
has an electrolytic corrosion of the water mains been dis- 
covered in the city, although many cases of corrosion of the 
service pipes have occurred. Gas mains have occasion- 
ally been damaged, and 38 gas service pipes on one 
block were completely destroyed in three years. The gas 
company claims that there has been an enormous increase of 
leakage since the introduction of clectric traction in 1892. 
The sheathing of telephone and electric lighting cables have 
also suffered considerably from corrosion. 

The apparent immunity of cast-iron mains was found to 
be due to the non-conducting silicious coating formed in 
casting, but when this film was once penetrated by a 
sufficiently high E. M. F. the rough sand-pocked surface 
became conducting throughout. | 

The author made measurements of the resistances between 
the rails and the hydrants of the water Sem, and found 
values varying from 10 to 35 ohms. 

These figures show the vast amount. of damage that might 
be done by unrestricted leakage currents in ah extensive 
System of electric traction, and show the importance of 
insuring that the electric traction companies who are about 
to introduce this admirable system of transit on an extensive 
scale in this country, should not be allowed to discredit the 
system by wanton and avoidable damage to their neighbours’ 
property. Under the Board of Trade Regulations up to a 
P.D. of 7 volts is permissible, but there is no need, if things 
are properly done, to have any appreciable amount of 
leakage. At Bristol the arrangements adopted, which were 
recently described in our columns, Have reduced the P. D. io 
only 2 volts. | 


Municipal Trading.—There was issued on Saturday 
last a report of the Joint Select Committee of the House of 
Lords and the House of Commons, appointed some months 
ago to consider the principles which should govern powers 
given by Bills and Provisional Orders to municipal and 
other local authorities for industrial enterprises within or 
without the area of their jurisdiction. Although the Com- 
mittee has met and “examined many witnesses,” it has 
expressed the opinion that having been appointed at a com- 
paratively late period in the session, it has not been possible 
to bring the inquiry to a satisfactory conclusion before 
Parliament rises. The recommendation, therefore, is that 
the Committee should be reappointed next session. 


Shannon Electric Power Scheme.—The result of the 
recent inquiry shows very clearly how hard it will be to 
develop the resources of Ireland on modern principles. 
What applies to the Shaunon can be made to apply to every 
other river in the country, with the result that none of them 
can be utilised. If the fisheries were in a really prosperous 
condition, tlie rejection of schemes like this could be 
regarded as immaterial to some extent ; but where neither 
fisheries nor development schemes are allowed to work pro— 
perly, it is hard to know what to do. 


— — 
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CURIOUS ELECTRO-PHOTOGRAPHIC 
EXPERIMENTS. 


lye paper contributed to the  Z'ranseactions of the Academy 
айне of Sl. Louis, Vol. x., No. 6., Mr. Francis E. 
Nipher deseribes some remarkable experiments which will be 
О «үш interest to the physicist and to the photographer. 

has long been known that an impression of a coin can 
be obtained by placing it on the sensitive surface of a pho- 
inue dry plate, and passing an electric discharge 
Amoi it, then developing and fixing in the usual way. 
ШШ these experiments extraneous light must be carefully 
shut ont from the plate. 

Ит. Nipher despises these limitations. Before commencing 
bit experiments, he prepares his photographie plates by 


eyeing them to the light of an ordinary room for from one 


о nine days. The plate thus prepared is laid on a plate of 
nass covering a plate of metal connected to one electrode of 
ш infivence machine, The coin or medal is connected to 


Fra. 2. 


he other electrode, preferably through a spark gap. The 
“рше may be from 4 to 10 minutes. A much longer 
Sre reverses the picture, and gives a positive. The 
*iposnre should be in a darkened room, and the light from 
ihe spark should be kept from the plate by a screen. Light 
tiling on the plate, while the electrical action is taking 
counteracts the electrical action in a very remarkable 
my. It is evident, therefore, that the time of exposure 
somewhat on the diffuse illumination in the room. 

A very dark room is not necessary. 
In developing the picturé, a cool and rather weak hydro- 
ay developer is used. The room should not be too dark 
ating this operation. The best conditions are to be found 


м 


in an ordinary dark room lighted by a single incandescent 
lamp. The light should be 5 or 6 feet away, and any ten- 
dency to fog is remedied by taking the plate nearer to the 
lamp. If already fogged, a plate may thus be cleared up in 
a very remarkable way. If the plate is too near the lamp 
during the whole time there is a loss of detail. By allowing 
the developing to begin 4 or 5 feet from the lamp, moving 


Ета. 3. 


++ ^L] — 


Fic. 4. 


it up as necessity arises to within 2 or 3 inches, and with a 
cool and weak developer, the picture may be developed for 
an hour if desired. During this time the details are coming 
out with continually increasing sharpness. 

Figs. 1, 2 and 3, are examples of electro-photographs of 
two medals, the larger one of which is connected to thie 


machine through a spark сар ; the smaller medal is. charged 


by sparks passing from the larger. The figures show the 
effects with different intervals between the medals. A curious 


dark halo is observed round the pictures of the medals. In 
figs. 1, 2 and 3, the medal is connected to the anode. The 


picture obtained from the cathode is shown in fig. 4; the 
details in this case are much finer. The length of the spark 
gap also controls the character of the figures obtained., The 
oscillating spark discharge appears to be the important 
element rather than luminous or electrolytic action. 

One of the most remarkable discoveries made by Mr, 
Nipher was the production, under certain conditions, of a 
slow moving ball discharge, showing many analogies with 
the mysterious ball lightning. While observing a plate 
exposed to the negative discharge, Mr. Nipher noticed a 


Ба. 5.—DI1AGRAM SHOWING THE ARRANGEMENT OF DISCHARGE 
IN Pr. XV. 


bright ball of light like a globule of molten metal roll slowly 
out from the medal across the plate. Its size appeared to 
be that of a pin's head, and it moved somewhat irregularly, 
and left a black narrow track in its wake. The discharges 
which had previously been in all directions around the medal 
were now all on the side occupied by, the ball. 

After many experiments, the best conditions for pro- 
ducing this ball discharge were discovered. The metal disc 
from which the discharge was to come was put in contact with 
the negative knob of the machine. The disc was armed with 
a radially placed needle point which touched the sensitive 
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film. No condenser was used in the machine, and the knobs 
were separated so that no visible discharge could take place 
between them. A needle point was also presented to the point 
on the surface of the film. A very effective device consists 
of two needles or pins, with their eye or head ends lashed 


Га. 6. 
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together, and attached with sealing wax to the end of a glass 
tube serving as a handle. The needles form the arms of a T, 
of which the glass tube is the trunk. One point is held near 
the point from which the balls are to issue upon the film; 
the other point discharges into the air. This device has been 
called the teaser.“ It seldom fails to bring the ball dis- 
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charge at once; the mark of a moistened pencil upon the 
film at the discharge point is sometimes needed. The teaser 
may also be used to lead the balls into abnormal paths upon 
the plate. 

Fig. 5 shows the arrangement of an experiment for pro- 
ducing the ball discharge. A disc 0, с was armed with two 
needle pointe, one of which was directed towards the point a, 


from which the ball discharges issue. The other was directed 
in an opposite direction. The positions of the knobs of the 
machine are shown in the cut. A very luminous ball dis- 
charge passed very slowly from a to b, requiring about a 
minute to traverse 1 inch. At b the luminosity disappeared, 
but it appeared at once at c, and drifted round towards the 
+ knob. It reached the edge of the plate at d, and remained 
there for several minutes, A little rivulet of violet discharge 
passed along the whole length of the track, and was especially 
strong near а. When the machine was stopped, and the flow 
along this line ceased, it was found, on again starting the 
machine, that this track had ceased to act as a condncetor. 
Another ball discharge appeared, but it found its way by a 
new path to b and с, and finally to the edge of the plate. 
The photograph produced on the plate is shown in fig, 6. 

Mr. Nipher considera that these ball discharges are 
the result of a breaking down under electric stress of 
the medium composing the sensitive part of the film. 
The chemical action results in the formation of a track 
along which a discharge passes ta feed the luminous 
nuclei. The phenomenon very much resembles ball 
lightning, and Mr. Nipher considers that the latter may 
also be due to the breaking down of the dielectric under 
great stress. | 

Fig. 7 is а reproduction of а portion of a negative, show- 
ing ball tracks magnified about 100 diameters, a 

Mr. Nipher’s experiments in photographing the electric 
spark suggested to him to make experiments with over- 
exposed plates in X ray and ordinary photography, and 
some of the resulta he has obtained have apparently opened 
up a new field for photographers. 

Light struck plates, which had been exposed for a day to 
diffuse daylight, were used to obtain X ray photographs, Singu- 
larly enough, these pictures were negatives when the plates 
were enclosed in black paper during the X ray treatment, 
and they were positives if they were exposed to the light 
while the X ray was acting. The advantage of being able 
to study an X ray picture during the operation of develop- 
ing is very great, since the operation may then be pushed 
until the desired features have been brought out, and it may 
be arrested before they are obscured by over developing. 

Mr. Nipher has also succeeded in modifying the exposures 
in ordinary photography, во that the plates can be developec 
in daylight... With exposures of from 1 to 3} hours’ dura. 
tion, the pictures developed in daylight with perfect clear 
ness; they were, of course, positives. The pictures obtainex 
by these long exposures show no trace of moving objecta o 
of shadows. - 

An attempt was made to shorten the time of exposure 
and still permit development in the light. The plate wa 
first exposed to X rays for more than two hours, and the 
exposed to a street scene for 10 minutes, It was develope 
in the light, A very excellent photograph was obtained i 
this way, which, however, showed no trace of moving objec 
or shadows. 

If a Róntgenised photographic plate whose proper time 
exposure is 14 to 2 seconds be e for about a minu 
and then developed in light, an excellent positive can ` 
produced. Mr. Nipher did not succeed in every case; b 
one excellent result was obtained, which for richness of fing 
and perfect modulation of light and shade leaves nothing 
be desired. This is reproduced in fig. 8. 

A process for producing a positive picture directly Ж 
long been a desideratum with photographers. LI 
discovery of Nipher’s may supply what is wanted. Inste 
of ferrotype plates, the itinerant photographer will supy 
himgelf with a packet of Réntgenised plates. He will h4 
to revert to the long exposures of thé defunct wet procs 


but as a compensation for that, he will be able to dis 


with a dark room and develop his plates in daylight. 


Electrical Plant for Sydney.—The North 
Daily Май says that a Government Commissioner 
Sydney, Australia, is at present in the States, and is ex 
to visit our shores to place large contracts for electric rai 
and lighting plant, 
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CURRENT SPECIFICATIONS. 
XXIV —TORQUAY ELECTRIC LIGHTING. 


SUMMARY. 


Sage af Present Contract.—Svpply and erection of extension plant 
w follows :—Section A: Two boilers. Section B: One 250-kw. and 
one aw. steam alternator. Section C: Pipework, condenser, &c. 
tema D: Extensions to ‘existing switchboard. Section E: 
Intrments. Section F: Foundations. Section G: Transformers. 

jo емі Тире of Boilers.—Babcock & Wilcox or other approved 
type of water-tube boilers, each to evaporate 5,000 lbs. of water 
per bour, and to be suitable for a working pressure of 150 lbs. per 
+үшге inch. 

"irpritaters. — Superheaters capable of superheating the steam 
100˙ F. to be provided. 

Tope of Stenn Engines.—For the 250-kw. set, Willans three-crank 
ampomnd engine; for the 40-xw. set, Willans two-crank compound 
engine, to give above outputs with pressure of 130 lbs. per squarc 
inch, 

T of Alternators.—To be of “inductor” type, suitable for work- 
inr i2 parallel with existing sets. | 

Гере of Heyulation.—Not to exceed 74 per cent. on a circuit 
having з power factor of unity. | 

PrriisiMe Temperature Rise-—Not to exceed 50° F. after six 
boi full-load run, measured 15 minutes after stopping. 

Typ of Comdenser.—Am independent surface condenser with 
aparste steam-driven air and circulating pumps, of 700 square feet 
соо surface, to be provided. Air-pump to be of Edwards type. 

Foendations.— -To be of the special character specified on account 
ol the site and character of ground. 

Уя of Transformers Reguired. Four: one of 20 xw., three of 
X xv. output. | 

paki DH,. Foundations to be completed and transformers 
delivered in rec months, rest of work in six months from date of 
contract. 

Ру for Late Completion.—One per cent. of total contract sum 

week. 


Mipulations as to Removal of Foreman.—Satisfactory. 

Mipulations as to Wages paid to Workmen.—Satisfactory. 

Toms of Poyment.—Eighty per cent. on completion of work, 
3) per cent. six months afterwards. 

тол — Limited in application. See comments below. 


This contract refers to the first extension of plant at the 
Tonjuay central station, and affords another example of the 
wndency of public authorities to entrust the consulting work 
tueesury when extension plant is required to their own 
«млее rather than the professional consultant responsible 
(е the design of the original station. The specification is 
прш) hv Mr. P. Storey, the borough electrical engineer, 
and provides for the supply of new generating plant to the 
extent of 290 KW. 

The new plant is specified to consist of “ Inductor ” type 
akemators direct coupled to “ Willans” engines, the units 
bang of 250 Kw. and 40 Kw. sizes respectively. 

As regards technical details, the aim of the engineer has 
endently been to extend at present on the general lines 
decided upon at first. The space available, however, is very 
hmited, and soon it will be necessary to provide a larger 
Salon on a new and more suitable site. 

The present generating station is situated near the sea, 
xacticaly underneath the public building known as the 
Bah Saloon. When first decided upon, it was feared that 
ure would be trouble from vibration, and the contractor 
va bound by stringent conditions, not only to provide 
‘rial foundations, but to undertake to remove the plant to 
нег site if found to be necessary. 

, The present plant is of double the size of that originally 
in£alled, and a somewhat similar clause as to responsibility 
d the contractor is inserted. Since, however, the contractor 
tas w option either as to the position in which the new 
Маша are to be erected, or as to the type of steam engine 
v be used, they should either limit the operation of this 
пе or ask the makers of the engincs to accept their full 


Ав such а clause is an unusual one to insert in plant 
enuon specifica€ions, we reprint it in full :— 


Tte contractor will be required, in the case of Section B (for the 
&ppiv ot steam alternators}, to enter into a proper guarantee that 
tke plant supplied under this section shall not form or be a cause 
oe nuisance from vibration or noise to the adjoining or neigh- 

„os bouses or bath saloons. Should such nuisance arise within 
U months from the completion of the work, the contractor will be 
аштай forthwith to abate the same, and the contractor shall 
‘amediately take such steps, as in the opinion of the engineer shall 
* wacsury, tu effectually remedy any noise or vibration which 


may give rise to any complaint If, however, it be found impossible 
to abate such nuisance, the Council shall be at liberty to require the 
contractor, at his own cost and expense, to remore the plint and 
machinery comprised under this section within a period of three months 
from date of such requirement, which shall be in writing, and 
provide and fix such suitable plant which shall comply with the 
conditions as set forth. 

It will be noticed that in this case, however, it is not 
removal of plant to another site, but removal of plant and 
supply of new plant which shall be in every way satisfactory 
which may be insisted upon. We trust that tenderers will 
satisfy themselves as to the risks incurred under this 
stipulation before signing the contract. As at present 
drafted it seems to place upon the contractor greater risks 
than the order warrants. 

We notice that in the clause relating to penalty for late 
completion, the wording is such that the contractor for 
several sections i8 placed at & disadvantage, since the penalty 
for late completion of one section is to be calculated on the 
* gross sum payable to him under his contract," and not 
upon the sum payable for that particular section. Unless 
the Corporation are willing that a contractor should increase 
his tenders for separate sections if more than one is placed 
with him, the penalty ought to be calculated upon the value of 
the particular sections late. i 

That the Corporation have no such idea аѕ а provision 
against the extra risk thus incurred by the contractor is 


manifest from the following clause :— 


The Council reserve to themselves the right of aécepting or 
declining a tender for the whole orany one or more sections of the 
work. Firms tendering must state what deduction may be made if two 
or more sections of the work be allotted to them. The Council do not 
bind themselves to accept the lowest or any tender, nor will they 
be responsible for or pay for expenses or losses of any description 
which may be incurred by any firm tendering in the preparation of 
their tender. All tenders must be made on the prescribed form aud 
must be complete in every particular. 


The arbitration clause is very satisfactory. It reads :— 


If any dispute or difference (exclusive of all questions within the 
powers оў or which ате to be determined by the engineer) arise under 
this contract between the Council and the contractor upon any 
matter whatever arising out of this contract, such dispute or differ- 
ence shall be referred to an arbitrator, and this contract shall for 
such purpose be a submission under the Arbitration Act, 1889. 

When we examine the specification to find out what are 
the questions to be determined by the engineer, we find 
among them such clauses as the following :— 

Should there be any doubt or obscurity as to the meaning of any 
portion of the specification, plans, or general conditions, firms 
tendering must set forth the particulars thereof, and submit the 
same to the engineer, in order that any such doubt or obscurity may 
be removed before the acceptance of the contract. Jf any such 
misunderstanding should arise during the progress of the works, the 
decision of the engincer as to the meaning of any dimension, clause, 
word, sentence, or otherwise, must be taken as final. 

The remaining conditions are fair, but we hope that 
tenderers will insist upon the insertion of fair arbitration 
claims in public contracts. In many cases, unless we are 
dealing with specifications prepared by consultants of proved 
eminence, we find these limitations of the right of appeal 
to independent arbitration, which are not only exceed- 
ingly irritating but wrong in principle. It ought to be 
possible to refer any dispute to arbitration, and the existence 
of such a possibility in practice reduces the risk of friction: 
between contractors and purchasers, 


THE ELECTRIC RAILWAY AND TRAMWAY 
CARRIAGE WORKS, PRESTON, LANCS. 


WE have recently described in the ELECTRICAL Review the 
equipment and organisation of the English Electric Manu- 
facturing Company’s plant at Preston, the opening of which, 
we feel bound to believe, marks a turning point full of pro- 
mise for the future in the development of British manufac- 
turing in general, and of the electrical manufacturing 
industry in particular. In our article describing these works 
we had occasion to refer to this company as collateral in its 
funetions with another Preston undertaking situated imme- 
diately alongside—the Electric Railway and Tramway 
Carriage Works, of the success of which it has been in 
some respects a natural consequence. 
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We now propose to describe these tramcar building works 
which, though in operation for something less than 18 
months, have already reached a most important position in 
the tramway industry. This position is due not merely to 
the fact that the works are crowded with orders at profitable 
prices, and that the enterprise isthereforea commercial success, 
but much more to the fact that in their inception, equipment 
and development there has been embodied a clear and 
logical understanding of the basis upon which our newer 
manufacturing must proceed to;secure success against the 


ERECTING SHOP. 


keen and intelligent world-competition, to which, from this 
time on, it will-be subjected. 

The building of the Preston Carriage Works was due to 
the foresight of certain gentlemen prominently connected 
with tramway undertakings, among whom may be mentioned 
Messrs. George Flett and John Kerr, managing directors of 
Messra. Dick, Kerr & Co., Limited, Mr. Benjamin Sykes, 
Messrs. Richard and John Prestwich, Barningham and 


Boddington, Mr. George Frederick Fry, and Mr. George 


Richardson, chairman of the North Metropolitan Tram- 
ways, now the chairman of the Carriage 
Works Company. То these gentlemen, all 
of them occupying the position of directors 
or investors in traction undertakings in 
Great Britain or abroad, it was perfectly 
clear two and a half years ago that an 
immediate and enormous development of 
electric tramway undertakings was about 
to begin in the United Kingdom. Equally 
patent was the fact that the existing 
manufacturing facilities would be in no 
wise capable of supplying the necessary 
equipment. It was, therefore, their double 
duty, as patriotic Britons keeping in mind 
the manufacturing prestige of their country, 
and as far-sighted investors looking for a 
chance to make money, to seize the op- 
portunity, lay down the proper manufactur- 
ing plaut, and place themselves in a position 
to take carc of the business rapidly coming 
up. To this end a suitable site of 15 acres, 
upon which a couple of buildings which 
might be made available already existed, 


was purchased at Preston, Lancs., and as manager and super- 


intendent of the new undertaking Messrs. Stanley and Anger, 
who had occupied corresponding positions in one of the most 
important of American car-building concerns, were at once 
engaged. ‘These gentlemen, duly installed, were given carte 
blanche in the matter of arrangement and equipment of the 
new works, the only stipulation made being that when com- 
pleted they should b» equal for the rapid and cheap produc- 
tion of tramway rolling stock of the highest class to any 
other establishment of the kind in the world. The results 
have justified the sound judgment of the directors and 
their confidence in the ability aud experience of their 
management. 
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The dominant idea in the arrangement of the works 
throughout is economy in time and space in the handling of 
material. With this end in view all raw material entering 
the works passes successively through the different operations 
which make it fit to take its place as part of the finished 
product, and as far as possible, the point where such opera- 
tions take place is immediately approximate to that in which 
the material is to be used. Economy of power, a scarcely 
less important consideration, is secured by the use of electric 
driving, with a reasonable extension of the principle of sub- 
division of power for the driving machine. 

A reference to the ground plan of the 
works will show that all material entering 
over the railway track passes first the stores 
for small material, and then, in the case of 
timber, to the storage warehouse and to 
the four acres of storage ground reserved 
for this purpose. In the storage ware 
house, for the class of timber which ex 
perience has shown can be properly dealt 
with in that manner, drying kilng are 
arranged on scientific principles, and the 
treatment of the wood considerably facili- 
tated, to render it suitable for use under 
the stringent conditions of tramway service. 
It is, of course, understood to be indispensable 
that any such artificial seasoning айй 
only be applied to such classes of timbef as 
are susceptible to this treatment, without 
lessening any of those qualities which beltyig 
to the same timber when dried naturally in 
the open air. mE 

Passing from the warehouse, the main 
material for the shops enters the wood- 
working department, where in a shop 413 fect in length 
is contained what is perhaps a unique assortment of 
automatic and highly-developed wood-working machinery. 
The firs& process is, of course, the rough cutting of the 
timber by band-saws, &c., into shapes generally suitable for 
the purpose in view, after which it is taken in hand by 
an assemblage of shaping machines of many types, and 
arrives at the other end as a finished part of the standard 
types of tramcar manufactured by the works. 

Our illustration of the.wood-working shop will show that 
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it is entirely clear from the débris and confusion which it is 


usual to see in a manufacturing establishment of this class. 


The reason for this is very simple. All the cuttings 
shavings, and refuse from the different tools are piped by the 
agency of a centrifugal exhaust into the boiler-room, where 
they at once become, not “ matter in the wrong place,” but 
an important factor in the economy of the undertaking. 
The floor of the wood-working department is of cement, à 
very proper provision for the avoidance of firein the presence 
of machinery of this class. To the right and left of the 
wood-working establishment run the main erectng 
and painting shops to which the timber material, 
which has passel after bei ag manufactured into the store 
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rooms, is issued, finished and ready for erection into com- 
pleted car bodies. In practice the operation of the wood- 
working shop is continuously to feed into the store rooms 
these finished completed parts, and equally continuous is their 
assemblage into tramcars to fill the many orders of the com- 
pany. It may be added here as a suggestive comment on 
the value of obtaining such a uniformity of parts as an 
esxntial feature in the economy of output, that the works 
have for some time past refused to consider the construction 
of ear hodies which would involve a departure from their 
standard patterns. It is, of course, essential, before such" a 


can be capable of successful commercial adoption, that 
the details of design and construction should be worked out 
by experienced hands, and be beyond legitimate criticism, 


PAINT AND ERECTING SHOP. 


and also that the range of patterns should be wide enough 
tọ cover all practical requirements, This being done, and 
not before then, manufacturers can safely afford to ignore the 
inen specifications of the “ universal engineer. 

The wmith and iron working shops, as will be seen in the 
ground plan, cover a considerable area. They are, like all the 
| hope, roomy and well lighted, and the men in them 
ark under the best conditions. Naturally, however, as 
p еп work of а tramcar is only a minor portion of the 
M which enters into its make-up, these shops are not 
important or interesting department of the 
pWorks. It is sufficient to say that all the machines 
іг latest and best of their type, and of course 
Niven throughout. 
my erecting and painting shop is, 
M building of great capacity, being 
Nl length, and 110 feet in width. At 
| mm are the store rooms and the 
Ec ibd finishing departments. From 
es run to the front of the shop, 
nd well-equipped sub-basement 
Seems for the erecting and testing 
front of the shops a traverser | . 2 
B. electric drive and hoist carries 
EUN or material to and fro between 
and the different shops, this 
arranged with tracks of varying 
ey matt the different varieties of rolling 
th it has to handle. In the yards 
* locomotive fills a multiplicity of 
fanctions, bringing trucks backwards and for- 
wards from the docks and the sidings of the Lancashire 
end Yorkshire Railway and handling material through the 
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Ie is a matter for congratulation to the electrical engincer 
te see the importaut part which electric driving occupies іп 
the economy of these works. А word may be added as to 
the equipment of the power station. Here two 320-H.P. 
adem compound 250-volt sets, operated condensing, with 
& cooling tower aud reservoir, are installed in conjunction 
with storage batteries of ample capacity aud complete switch- 
b equipment. By means of the storage battery 500 volts 
з readily obtainable for the purpose of testing cars completely 
@pupped with motors, &c., before shipment, on a track with 
varyig curvutares laid ont within the grounds. In the 


boiler room are three 220)-н.р. Lancashire boilers, using 
mainly refuse fuel from the wood-working department. As 
may be expected, therefore, the works are operated with a 
maximum of economy in generation of power. For the 
distribution of power some 30 odd direct, current multipolar 
250-volt motors are in service. These are of the open type, 
enclosed in wooden boxings, and in the case of large tools 
are belted direct. For the smaller tools a number are grouped 
together to a single motor of suitable capacity. 

Since the opening of the works on March 23rd, 1899, not 
a single interruption either to the works as a whole or any 
individual tool can be attributed to electric driving, and this 
in spite of the fact that some of the larger wood-workiug 
machines offer an intermittent load of the severest character. 
When this is kept in view side by side with 
the freedom from shafting and belting and 
the economy of generation and transmis- 
sion, the case for electric driving, even 
under circumstances not particularly fayour- 
able, is established beyond a question. 

Something should be added as to the out- 
put of these works. It was recognised by the 
management that as a new undertaking 
commencing operations in a country and a 
field peculiarly conservative, in order to 
gain the large and immediate success 
necessary for a satisfactory financial out- 
come, something more must be done than 
to copy with, perhaps, improvements in 
detail, the practice already existing. Since 
the commencement of their actual working 
15 months ago they have placed on the 
market tramcars of .various types, each 
with distinctive characteristics which are 
sufficient to mark them as coming from the 
Preston Works. In top-seat cars they have produced 
what is generally known as the Liverpool type; the 
features for which they claim superiority are :—the improved 
interior design with its roominess and ample ventilation, the 
new roof construction adapted to meet the severe strains of 
electric traction, and the handsome though not over- 
elaborated interior finish, proper to a vehicle whieh is to be 
the carriage of the general public and which must yet not 
requive the care and expenditure in upkcep of a gentleman’s 
private brougham. To this type of top-seat car they 


have lately added, from the design of Mr. C. R. 
Bellamy, the general manager of the Liverpool 
Corporation Tramways, a reversed stairway, the 


desirable features of which are a normal increase in 


BiRD's-EYE VIEW OF WORKS. 


carrying capacity of 12 per cent., the protection of the 
driver from inclement weather and the passengers ascending 
and descending from the danger of being jerked off on 
to the pavement. The top-seat cars of the company have 
been manufactured for operation both with four-wheel 
and bogie trucks, and they have also turned out large 
numbers of single-deck tramcars of the American 
pattern of varying lengths and carrying capacities. Of 
interest, also, are the cross bench cars constructed by them 
for the Blackpool and Fleetwood Tramroad, of which an 
example was shown at the International Tramways and 
Light Railways Exhibition in London. Cars similar to these 
are in hand at the works for the Camps Bay and Sea Point 
tramways in South Africa, and for the Calcutta tramways 
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in India, The most difficult car building which the 
company has undertaken up to the present was involved in 
the supply of five motor cars recently to the Waterloo and 
City Railway in London. It is a gratifying indication of 
the development of the industry to which the Electric Rail- 
way and Tramway Carriage Works have in some measure 
contributed, that cars for this line could be furnished from 
works in this country which, from all points of view, com- 
pare most favourably with the original equipment provided 
from America, This is specially significant when we 
remember that only 24 years ago the purchase of American 
rolling stock for the initial ‘equipment of the Waterloo and 


VIEW OF TRAVERSER. 


City railway was made the subject of a Parliamentary 
question, with the unsatisfactory reply that they could not 
possibly obtain a reasonable delivery of this class of car in 
Great Britain. 

With regard to the labour difficulty—the difficulty of 
getting the British working man to use a machine tool, and 
to use it at such a high rate of production as will enable him 
and his employer to hold their own in the great industrial 
competition of the day—the management of the works, 
trained in Amcrica, answer in one word that there is no 
labour difficulty ; that the British workman, under reason- 
able conditions, such as he would meet with in America, of 


PLAN OF WORKS. 


roomy and well-lighted shops, of fair hours of labour and of 
fair pay, does his work, and does it as speedily as, and if 
anything better than, the man on the other side of the 
Atlantic. We have no comment to make on this answer 
except that it sounds curiously like a refrain of something 
we have heard from South Africa, that “the men are 
splendid,” but the leading—not quite so good. 

Altogether, it is satisfactory to find from a visit to the car 
works at Preston that this particular British industry, with 
a reasonable inoculation of recent American experience, is 
casily able to hold its own, not only for the supply of tram- 
cars for this country, but in the even more important field 


of colonial and foreign export trade. It is, indeed, a good 
thing to see at Preston the construction of tramcars for 
South Africa and India, and it is equally pleasing to note 
that beneath them will be placed electrical equipments of 
British manufacture to be driven by current generated by 
British dynamos and engines. 


ELECTRIC CRANES. 


(Concluded from page 168.) 


THE operator’s cage for a three-motor crane should contain 
the following electrical equipment :— 

(a) Three controlling and reversing switches. 

(^) One main switch, which can be used in cases of 


emergency for cutting off the current entirely from the 
crane. | 


(с) One ammeter. 
(d) Two single-pole main fuses, 
(e) One wall socket for inserting plug for portable hand 
lamp. 
If the crane is worked from below, by means of ropes or 


~. chains, it is desirable to have switches with the “ Яу back 


motion, so that as soon as the chains are released, current is 
cut off from the motor. 9 2 

No mention has been made of the car controller type of 
switch. This type has been used with satisfactory results in 
America and on the Continent, and is being introduced into 
this country by our American and German friends. Whilst 
the controller for this class of work is a good deal more 
suitable than the ordinary metallic switch—yet in our 
opinion it does not come up to the liquid starting and 
reversing switch, and it is a good deal more expensive. 


BRAKES, 


Single-Motor Crane.—The single-motor crane is only 
fitted with an ordinary mechanical brake for holding or 
lowering the load, various types of which are in daily use on 
rope and shaft-driven cranes. No additional brake is fitted 
on the motor. 

‚ Three-Motor Cranes.—In the case of three-motor cranes, 
the practice of different makers varies a good deal. 

An electro-magnetic brake is, however, always fitted on the 
hoisting motor, and usually works against a pulley fixed on 
the armature spindle. For mechanical reasons it is not 
desirable to arrange the brake pulley on the commutator end 
of the armature spindle, as is often done, as the strains are 
thus transmitted the length of the spindle. Wherever 
possible, the brake pulley should be fitted near the driving 
pulley or pinion. 

The magnetic brake takes the form either of an ordinary 
band brake, actuated by means of a plunger working in a 
sotenoid, or of two blocks of wood, turned out to fit the brake 
pulley, and working against the two sides of the pulley. 

It is important with a band brake to have a dash pot to 
allow the brake to come on gradually, as otherwise the Jerk 
transmitted to the gearing is liable to cause strains which 
will do damage. The windings of the brakes in cither case 
can be either shunt or series. | 

In the case of the shunt winding, which necessitates in 
all eight wires across the span of the crane, the brake is fuč? 
0n when the current is totally cut off from the hoisting motor, 
whilst it is full off as soon as the leads to the hoisting motor 
are alive. It will thus be seen that this winding is suitable 
only as an emergency brake, in case anything happens to the 
hoisting motor, in the form of a fuse blowing when the load 
is at the top. 

With a series winding, however, on the brake, necessitati 118 
only seven cross wires in all over the span of the crane, a very 
even and gradual braking effect can be obtained, and tliis 
form of brake can be used for gradually lowering any size Of 
load. It will be obvious that on lowering a heavy load tho 
power required to be developed by the motor is only а smart} 
one; consequently а few amperes only are passing throug x1, 
the series coils of the brake, and consequently a small foreo 
only is tending to draw the brake blocks off the pull e-. 
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With a light load, however, the power required to be 
developed by the motor is an increased one, hence the 
current passing through the series coils of the brake is 
iwTeased, and consequently the force tending to remove 
the brake blocks is also an increased one. 

It has been found in practice that with a shunt winding 
on the brakes, а mechanical brake is desirable in addition, 
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M 23 Орех TYPE CRANE MOTOR, WITH MAGNETIC BRAKE. 


sad that the load is controlled in lowering by this mechanical 
beske, the magnetic brake acting only, as pointed out above, 
a an emergency brake. 

With a series winding on the brakes, however, no 
mechanical brake is actually necessary, as a perfect control 
can le obtained by means of the magnetic brake. If the 
load tends to race on lowering, the switch is pushed further 
over, which diminishes the current. through the motor, and 
consequently also through the series coils of the brake, and 
this, as pointed out above, reduces the force tending to lift off 
the brake blocks. 

Some crane makers prefer, however, to fit a mechanical 
жаке in addition to the series magnetic brake; this is 
ectaated usually by means of a square shaft running the 
spun of the crane, and which can be worked from the 
operator's cabin by giving the square shaft a turn in 
either direction, which either puts on or releases the band 

Some beavy cranes recently designed by Messrs. Broad- 
bent. of Huddersfield, were fitted, in addition to the series 


wound magnetic brake, with an automatic mechanical brake, 


s arranged that in lowering the resisting effort of the 

brake is in exact proportion to the load on the hook, and is, 

in fact, controlled by the load. In hoisting, the brake is 
to be cut out altogether. 

Although a brake of this description is not a necessity, it 
is umdoubtedly a refinement, and does not add much to the 
cost of the crane. i 

There is no question that in the early days of electric 
cranes, it was a serious difficulty to find out what arrange- 
ment would be most suitable For lowering heavy loads at 
a reasonable speed without fear of racing. 

The series-wound motor, most suitable for hoisting 
work on account of its large starting torque, has the objec- 
uon of being a bad speed regulator, consequently with a 
Ьевту load to be lowered, not only is the weight of the load 
uten sufficient to pull itself down, but when the series motor 
ia weed ая a motor, it tends to race on what is a very light 
osd for it, with the result that lowering is carried out at a 

ua Devices have been tried for allowing the 
‘oad to lower itself, by cutting the motor out altogether, or 
by tnrning the motor into a dynamo, and allowing the load 
to pall itself down against this brake, thus checking the 


Although these arrangements have worked well in some 
"ames, it is doubtful whether the additional complications are 
advisable, and in all probability the most suitable plan is to 
WE a serice-wound magnetic brake on the motor, and in some 
(ams where heavy loads are handled, a mechanical brake in 
addition, as suggested above, A very perfect regulation of 


the speed can be obtained hy this means, the mechanical 
brake being also a stand-by in case anything happens to the 
magnetic brake. 


WORKING OF THE CRANE. 


There is not much further to be said on the subject of 
working the different types of crane. 
Iu the case of the single-motor crane, the motor is 


switched on, and continues running at a constant speed, and 


in the same direction, whilst the crane is in use. 

The individual motions of travelling, traversing, and 
hoisting are controlled by separate levers, which actuate the 
belts or friction clutches, which derive their power from the 
main shaft. ; 

Any variations in speed required have to be obtained by 
changing the ratio of the gearing by means of friction 
clutches. A resistance in series with the shunt of the motor 
will also give a variation in speed, but this is not often made 
use of in practice. 

In the case of the three-motor crane, the levers control 
the motors themselves, consequently when the direction of 
working is reversed, the motors themselves are reversed. 

The motors being geared direct to their work, it is 
impossible to have a motor running round idle, and conse- 
quently no power is consumed unless work is actually being 
done, 

CRANE SPEEDS. : 

The following table gives the spe»d in feet per minute, 
up to which the different motions of the crane should be 


worked. 
The smaller speed in each case represents the speed at 


Which the full load should work, whilst the quicker speed 


represents the one for the lighter loads. 

With series-wound motors on three-motor cranes, almost 
any speed can be obtained between these two limita. 

The speeds given are a good deal higher than are usually 
found at work ; but if a three-motor crane is adopted at all, 
full advantage should be taken of it, and the quicker speeds 
should be used, excepting in very special cases where it would 
be dangerous or inconvenient to work at so fast a speed. 


Load ee b 10 15 25 50 tons. 


Hoist . 15095 8 to 20 8 to 16 4016 3 co 14 ft. p.m 
Traverse .. 90 to 150 50 to 150 45 to 150 45 to 150 40 to 120 ft. p.m. 
Travel  .. 100 to 500 100 to 250 100 to 250 100 to 250 70 to 170 ft. p.m. 


As regards the power of motor most suitable for the 
different sizes of crane—it is almost impossible to draw up a 


Fic. 29.— ExcLOSED TYPE CRANE MOTOR. 


table which would be of any use when applied to the various 
designs of crane, as the efficiency of the gearing varies a good 
deal with different designs. 

Some rule should, however, be followed in arriving at 
the proper size of motor to use on a crane. The horse- 
power may be arrived at by working out the actual 
power used in lifting the load, then allowing 25 per 
cent. for the power lost in the gearing and taking this 
for the nominal horse-power of the motor, This figure 
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of 25 per cent. will be sufficient for machine cut spur 
gearing, but for cast wheels not machined, or for worm 
gearing, а somewhat higher figure must be taken. 

Further, the motor for crane working should be rated at 
a figure such that it is capable of working 40 per cent. below 
this for three hours with a temperature rise not exceeding 
70? F. for the open type and 90° F. for the totally enclosed 
type—above that of the surrounding atmosphere—and is 
capable of withstanding momentary overloads of 100 per 
cent. above the rated output without injurious sparking. 

As an example, if a motor is rated as a 10-H.P. crane- 
motor, it should be capable of running at 6 н.р, for three 
hours without rising in temperature above tho figure specified, 
and further, of running up to 20 H.P. momentarily without 
injurious sparking. 

At present, the rating of crane motors by different manu- 
facturers is extremely misleading—some allowing more 
margin in their motors than others. As an example, one 
firm will call à motor 10 H.P. for crane working, whilst 
another firm will call an identically similar machine 15 H.P. 
for crane working. 

As regards the speed of crane motors, the speed of the 
hoist motor should preferably be kept down to 300 revolu- 
tions per minute for the larger motors, and 500 revolutions 
per minute for the smaller ones, whilst the speed of the 
travel and traverse motors should not exceed 700 revolutions 
per minute. 

One can take, therefore, the three speeds of 300, 500, and 
700 revolutions per minute as the most suitable speeds for 
crane motors to work at. 

The slower speeds certainly mean higher initial cost in 
the electrical equipment, but against this has to be set the 
lower initial cost of the gearing, a certain saving in wear and 
tear of the gearing, and finally, the advantage of the quicker 
reversing power of the slow-speed motors. 

In the case of the single-motor cranes, the question of 
speed is not of so great importance, and any motor may be 
taken, running at its normal speed. 

Finally, as to the type of motor most suitable for crane 
working, in order to save space and weight the multipolar 
type has advantages, and the illustrations herewith, fig. 28 
and fig. 29, show two designs suitable for the work. The 
motors should be either of the open type, as shown in 
fig. 28, casily accessible for cleaning, &c., or of the totally- 
enclosed type, similar to fig. 29, but with the casting solid, 
and the revolving brass commutator cover also made solid. 

The ventilated enclosed type, although often used, is 
usually not sufficiently enclosed to keep dirt out, while it is 
too much enclosed to encourage the average British workman 
to spend any time in cleaning more than the outside of the 
case. The totally-enclosed type, however, which should be 
capable of standing a fire hose turned on it without damage, 
is not likely to allow much dirt to accumulate within 16. 


BRADFORD CORPORATION TRAMWAY 
CONTRACTS. 


IN order to carry out certain extensions of the Dradford 
electric tramway system, the Corporation some montlis ago 
invited tenders aud awarded contracts, which are now in 
course of performance, Some exception has, however, been 
taken to the manner of their execution ; the grounds for 
complaint are sct forth in the following letter, which was 
addressed on July 30th, by one of the firms tendering, to 
the Mayor and Council of Bradford :— 


Dear Sirs, 

In January, 1900, a specification was issued by you for your 
electric tramway overhead line. 

The specification was in accordance with approved and recent 
practice. 

We tendered in strict accordance with your specification, our 
tender being £13,540, as against £12,064 tendered by McCartney, 
McElroy & Co, Limited, which latter tender was accepted by you. 

We were informed that no deviation had or would be made in the 
specification, and that the tender which received your approval was 
absolutely in accordance with the specification. 


We are surprised to learn that extensive deviations from the 
specification have been allowed, without any corresponding reduc- 
tion in price. The following are examples :— 

The specification stated —" All insulators shall be of gun-meta| 
with drop forged steel insulated bolts, not less than inch in 
diameter. Double insulation shall be employed throughout, and 
shall be equal iu every respect to the sample to be seen at the city 
surveyor's office. ' 

“That the insulators and other fittings intended to be used jy 
this contract must be equal in every respect to the sample to be 
seen at the city survcyor's office, Town Hall, Bradford.” 

The samples shown hy you, in accordance with the above, were 
insulators such as are used by the Liverpool Corporation, and were 
of the heavy “ Etna" type, with #-inch solid drop forged steel 
bolts. 

After accepting the ender of McCartney, McElroy & Co, you 
passed a resolution (Tramways Committee, June 11th, 1900, Counci, 
July 10th, 1900,) permitting the use of “Hecla ” insulation instead 
of tna.“ This“ Hecla” material costs 25 per cent. less than 
“ (па, and is made, as a cheaper grade, by the same manufac- 
turers. 

As a matter of fact, the insulators which are now being supplied 
to your line are of а make called Dirigo,” have only a 8-inch bolt. 
and have not been tested. The weight of these insulators is about 
70 per cent. that of the sample specified by you. 

We would call to your aftention the fact that the late Dr. John 
Hopkinson, F.R.S., consulting engineer to the Liverpool Corpora- 
tion, &c., after most elaborate tests, decided that for heavy “three- 
nought " wire, as specified by you, §-inch bolts were far too light. 
He therefore introduced the special extra strong (and more costly 
insulator with #-inch bolt. 

It is this insulator, specially manufactured to his design, which 
has been used throughout Liverpool, and which was specified by 
you. 

The insulators now being put in on your lines are lighter, weaker, 
and cheaper than the sample specified by you, and of an entirely 
different type. 

Furthermore, your specification called for * Ears to be of bronze 
metal, and to be not less than 2 feet in iength with deep grooves to 
fit the trolley wire, tinned ready for soldering.” 

You exhibited, for the guidance of offerers, a sample ear in 
accordance with the above, and stated that the material to be 
employed must come up to the sample shown. 

The ear: which are now being supplied to your line are only 
18 iuches long, are lighter, and are not by any means as deeply 
grooved as the sample shown. The tests made by Dr. John Hopkin- 
son led him to decide that where heavy trolley wire, snch as you 
are using, is employed, no ears less than 2 feet in length could be 
used with safety, and that a specially deep groove was required to 
firmly hold the trolley wire. 

You authorised this change by resolution of Tramways Committee, 
June 11th, 1900, accepted by Council July 10th, 1900. 

Your specification described the section insulators to be used, 
saying that the same were “to be made in accordance with the 
drawing to be seen in the city surveyor's office.” 

Your drawing represented a special type of section insulator 
designed by your engineers for use on your lines. The sample shown 
at your surveyor's office was not of this type, but great care was 
taken to explain to all tenderers that those to be supplied must be 
fitted with a special bridging switch device. The section insulator 
which is now being supplied to your line is totally different to the 
sample aud to the drawing shown. , 

Your specification also stated “that the poles shall be provided 
with cast-iron ornamental finials, joints, collars, and bases, all oi 
which must be in accordance with the drawings to be seen at the 
city surveyor's office." 

The bases now being supplied to your line are much thinner than 
those shown on the drawing, and are not provided with lugs at the 
bottom to keep the base central. This greatly reduces the weight o! 
metal in the bases, which, as now being supplied to you, are not iu 
accordance with your specification. You authorised this reduction 
in weight of bases in Tramways Committee and Council, June 11th, 
1900, and July 10th, 1900, respectively. 

Moreover, there have been various deviations in construction of 
bracket arms, which decrease their efficiency and diminish their cost 
to the contractor. 

The flexible suspension brackets were specified to be entirely free 
from the bracket arm fittings. In those which are now being sup- 
plied the clips of the tie rods supply the bases of one flexible 
suspension bracket. * 

We are greatly surprised at these deviations from the specifica 
tion, as in every case cheaper and less permanent and efficient 
material is being supplied than that specified by you. ; 

We estimate that the difference in cost between the materials 
specified as those which had to be furnished and those which are 
actually being supplied amounts to £851 16s. 10d., which amount 
(considerably over one-half of the difference between our offer and 
that of the successful offerers) represents a bonus paid by you to 
your present contractors for furnishing you with inferior material to 
that which you originally required from all persons tendering to 

ou. 
й At the present writing we do not know whether there are ог are 
not any further departures from ‘the specifications to which we 
tendered. 

We would respectfully submit that your action in this matter 
imposes a great hardship upon contractors like ourselves, who, 
having in good faith tendered to your specification and samples, 
find that you favour our competitors by practically releasing them 
from their contract obligations. 

We were honoured with your previous contracts, which wc 
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filled to the best of our ability. You have certainly taken no 
«xoeption to the work done by us. We were beaten, we understand, 
wlely on the question of price. We now find that our competitors 
tare been given such advantage as in all probability enables them 
to. fll your contract with a very considerable reduction in costs. 
Ны! we contemplated any such possibility we should have greatly 
reduced our original offer to you, and in all probability continued as 
soeur contractors, . 

We consider it our duty to file with you our protest against such 
chfsir discrimination. 

We are, dear Sirs, yours faithfully, 
Rost. W. BLACKWELL & Co., LTD. 


The following is an extract from the minutes of the 
Bradford Tramways Committee, of June 11th :— 
» Equipinent of New Tramways.—The offer of Messrs. 
Mx‘artney, McElroy & Co., Limited, to substitute “Hecla” in 
plae of Etna insulating material as specified was accepted. 

Resolution authorising the city surveyor to determine whether 
mh or 18-inch “ears” are to be used for attaching the trolley 
wirts to the overhead supports, and also asto the thickness of metal 
which shall be required for the bases of the poles. 

These minutes were accepted by the City Council at a 
metting on Tuesday, July 10th. 

Ir will be noticed that permission here is given to Messrs. 
McCurtney, McElroy & Co., to substitute Hecla for Etna 
material. These Hecla bolts were 3 inch in diameter, For 
wame reason or other it is rumoured Messrs. McCartney, 
McElroy & Co. dropped the Hecla material suddenly and 
entirely, aud said that they could only supply § inch Dirigo 
bula. These alterations were made in the specification 
apparently without any reduction in price whatsoever. 

The unfairness of these proceedings is obvious. Further 
omments will be found in our leading columns. 


CORRESPONDENCE. 


An Electromobile Run. 


It will interest your readers to know that a carriage 
pmpelled by electricity, а “ voiturette," to carry two persons, 
constructed under the patents owned by this syndicate, made 
a most successful trial trip from London to Brighton on 
Saturday last, using one charge of electricity only, the total 
run on that day being 53 miles by cyclometer, or one mile 
over the exact. distance between the two towns. 

We started from Wilson Street, Finsbury Square, at 11.30 
am, passed through the congested traffic over London 
Bridge. by the Borough, Kennington, Brixton, Streatham, 
Croydon, Merstham, Redhill, Horley, Crawley, Handcross, 
Hickstead, and Patcham to Brighton. The following are 
ъпейу the particulars of power, &c. :— А 

This voitarette is equipped with two 2-H.P. Joel electric 
meters, running at a speed of 600 revolutions per minute 
with 30 volts; these two motors are fixed on a detachable 
spring frame, and drive the two back wheels of the carriage 
equrately by 1 inch chain gear of 9 to 1. The current is 
wipplied by 32 Rosenthal storage batteries, made up in two 
«43 of 16 cells, joined in parallel, giving 32 volts, and 20 to 
4% smperes, with an output of 140 ampere-hours. 

The cotal weight of the carriage is under 12 cwt., of this, 
+4 cwt. is battery, motors 2 cwt., and the carriage itself only 
20 ewt. The wheels have pneumatic tyres, the back wheels 
are ? feet, 9 inches diameter, and the front wheels 2 feet 
$ inches diameter. The front track is 3 feet, and back track 
4 feet 6 inches, and the base is 4 feet 6 inches. The con- 
tviler is very simple in construction and action. The system 
of electrical. changes is such that when the voiturette is 
exending hills, the motors work at their highest efficiency 
std at normal speed, they are geared down to run the car up 
kill at 6 miles an hour, whilst on the level the car is run 
from 8 to 12 miles, or faster if desired. There are also two 
show speeds forward of 3 and 4} miles, and a slow speed back- 
sani of 3 miles per hour, When going down hill the 
wees act as a brake, and on steep hills give a back 
charge to the batteries, 

A careful series of tests were made on the journey, 
aud the current used was measured. On level roads such as 
from the Elephant to Croydon, the current varied from 
19 w 20 amperes per cell; on inclines of 1 in 40, such as 
experienced between Croydon and Merstham, the current rose 


to 40 amperes per cell, the average current used being about 
20 amperes per cell On the steepest part of Redhill the 
current touched 45 amperes per cell, this, with a pressure of 
32 volts, giving an effective 4 H.P. to the carriage. On the 
other hand, when going down Merstham Hill, Earlsw«od 
Common, Handeross Hill, &c., we were recharging about 
15 amperes per cell, or practically returning about one fourth 
of the current, the returned current making an. appreciable 
difference in the run. (Of course, on level roads, the dis- 
tance travelled would have been very much greater.) 

The run was made at an average speed of 10 miles per 
hour, or in 5] hours actual travelling, aud. varied from 15 
miles per hour on the level or slight inclines to 6 miles per 
hour going up the hills. 

The carriage was made by Mullinger, of Northampton, 
and the electrical and. mechanical part by Messrs. Joel and 
Potter, of London. The roads were in good condition, but 
a very strong head wind prevailed throughout. 


The National Motor-Carriage Syndicate, Ltd. 


V. C. DOUBLEDAY, Secretary. 


London, July 30th, 1900. 


Current Speciflcations. 


One cannot help agreeing with the intention of your 
remarks on arbitrary clauses in specifications drawn up by 
engineers, Yet, even here, it is well to look at the other 
sidc—and, indeed, the fact of the clauses in question appear- 
ing so regularly shows that the need of them has been felt. 
The following random list of sad experiences can be addcd 
to by anyone who has made a few pilgrimages through elce- 
tricity works :— 

1. Alternator, owing to armature reaction, would not 
take its full load ; was replaced by another which was worse. 

2. Dynamo heated so that full load meant an almost 
certain * bust.” 

3. Engine was full of specially patented specialities, which 
went wrong at awkward times, At the maker's test it went 
beautifully, but after a month’s station work it became a 
perfect glutton for steam and oil. 

4, Buyer trusted to maker’s honour, and got an engine of 
which the maker had for years been trying to rid himself, 

5. Generating set not up to the mark. The makers kept 
a staff working in the station at intervals, until the set was 
reconstructed and went fairly well after a year or 8o. 

All of the above machines were from well-known firms, 

The engineer—especially of a small station—severely feels 
the pinch of having part of his generating sets ineffective, and 
when the comments of the technical press on his costs are 
thrown at him by those in authority, he inwardly vows that 
the next machines shall be right if specifying can do any- 
thing. As you have remarked, our big consulting engincers 
do not need these arbitrary clauses, but they hold positions 
such that a hint from them is often worth more than a 
lawyer's letter from a small man. 

When our manufacturers cease to use their clients’ works 
as testing departments, we will hear less of arbitrary 
specifications. 

C. Turnbull. 

Tynemouth, August 3rd, 1900. 


Electrie Cranes. 


I have been much interested in your series of articles on 
* Electric Cranes," especially in the last, on the subject of 
switch gear. Ishould like, with your permission, to put the 
following questions, in the hope that you or some of your 
readers will give their experience :— 

(a) What is the best acid or salt solution to use in the 
liquid rheostat ? 

(^) When a cast-iron tank is used, what is the best means 
of insulating it from the iron framework and from the 
operator ? 

(c) Is a wheel or slider running on a hard-drawn copper 
wire sufficient contact for, say, a 20-ton traveller working at 
110 volts ? 

My experience is that iron channels or slippers are used a8 
insulated rails. "This, of course, adds considerably to the 
expense of fitting up. 
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Dealing with your advocacy of three separate tanks for a 
three-motor crane, it appears to me that a triple rheostat in 
a cast-iron tank 18 both neater and cheaper. The splashing 
can easily be stopped by keeping the sides high and putting 
a cast-iron bathe plate between each moving plate in the 
manner usual in locomotive tender construction. 

| am looking forward to your next on brake gear, on 
which I may venture to make n few remarks. 


C. B. Nixon. 
Manchester, August ТЇЙ, 1900. 


Dynamo Design. 


Let E represent the E. M. F. in volts. 
F= Wei Mo 1,056,000 C.G.S. lines, useful flux, 
25 
r — 512 total number of active conductors. 
n | 


21°67 speed in revs, per second. 


60 
h 
E$ 67 56 | 519 21°67 
105 = 10 * 
11,716,362,240 
7 Se — 117 volts. 


100,000,000 


Deducting about 2 per cent. volts lost due to armature 
resistance gives 115 volts nearly, delivered at the terminals 


of the machine. 
Undy. 


The P.D. between the terininals of the dynamo under tlie 
given conditions would be 11771 volts. 
This result is obtained by use of the formula 


N Z 


E = 
108 


where к = P.D. generated (volts). 
N = Total number of magnetic lines of force cut by 
conductors. 
z = Total number of conductors (in series). 
n = Number of revolutions per second of armature. 
With the data as in the present case we have :— 


= 16:5 X 80,000 x 2 " 512 х 1,800 Р 
1°25 2 60 
Es = 117°1 volts. 
108 


Periodic Reader. 


Motor Starters. 


In your issue of August 3rd, Mr. D. C. Bate falls foul of 
my statement that all the starters available are rated too 
high, and he suggests that users of rheostats preserve a 
large amount of secrecy as to what they require. | 

He states that he does not consider 10s. per H.P. on а 
5-H. P. motor an excessive price to pay, but my contention is 
that, in nine cases out of ten, 10s. per horse-power will not 
purchase a starter that will not burn out in use, whether it 
is ironclad or otherwise, and this is my reason for my views. 

This correspondence started in consequence of some 
remarks re Bradford, where, I believe, à number of motors 
are taking the place of gas engines; and in a majority 
of cases these gas engines would probably be driving 
on to line shafting, with most likely а loose pulley on the 


require a starter rated a& some 15 H.P., which would mean 
something near 30s. per H.P. at the motor rating. 

It may be want of electrical knowledge or want of know. 
ledge of the slim methods of catalogue ratings, but I cer. 
tainly think that a motor starter should be rated to stand as 
much overload as the corresponding rating of the motor, We 
have to sell our electrical goods to engineers and others, and 
to prove to them that we have something that is better than 
that which they have in use, and it certainly does not inspire 
confidence in our methods if one part of a machine hag а 
125 per cent. difference in rating to another part. 


C. B. Callow, 
August 7th, 1900. 


PARLIAMENTARY COMMITTEES. 


BaTLEY CORPORATION TRAMWAYS. 


THE Select Committee of the House of Commons, under the chair- 
manship of Mr. Seale Hayne, sat on Tuesday last week to consider 
the clause relating to the wording of the tramways in the Halifax 
Road. After some discussion the Committee decided that the wording 
of the clause should be as follows:—'' Provided always that, notwith- 
standing anything shown upon the deposited plans, Tramway 
No. 2b, such position in the Halifax Road shall be taken up so as to 
leave the same road for another tramway or light railway, if and 
when any such further tramway or light railway shall be authorised. 
Provided also that the user of the line of tramway or light railway 
shall be determined by the Board of Trade.” 


NonrH METROPOLITAN ELECTRIC PowER BILL. 


THIS Bill, which seeks to provide electricity in bulk over a large 
area in Middlesex, Essex, and Hertfordshire, should have come 
before the House of Lords Committee, presided over by the Duke 
of Argyll, last week. All opposition, however, having been with- 
drawn, the Bill proceeded as an unopposed measure. 


LEGAL. 


BURKE v. British BLAHNIK ARC LIGHT SYNDICATE. 


In the Chancery Division of the High Court of Justice on Tuesday, 
the case of Burke v. the British Blahnik Arc Light Syndicate canic 
before Mr. Justice Kekewich on a motion for judgment. 

Mr. Сновв said that when the matter was last before the Court, 
his Lordship heard a motion for the appointment of a receiver. 
He said that the plaintiff might take the usual judgment if he 
could obtain the consent of the trustee for the debenture holders, 
one of the defendants. This had not been possible as the gentle- 
man in question was away from home. It would, therefore, be 
necessary to proceed merely on the writ. 

His LonpsHiP: Very well, then I will make the declaration. 


LONDON ELECTRICAL САВ COMPANY, LIMITED. 


THE petition of C. E. Foster and others for the compulsory winding 
up of the London Electrical Cab Company, Limited, was down for 
hearing before Mr. Justice Wright on Wednesday. | 

Mr. HERBERT REED, for the petitioners, asked that the petition 
should stand over until after the long vacation, and Mr. Bramwell, 
Q.C., on behalf of other parties concerned, concurred. 

His Lorpsuip consented to the adjournment. 


————— M Á'— 


Electric Cranes.—In order to facilitate landing and 
embarking mails and baggage on the cross-channel mail packets, 
electric cranes are about to be placed on the landing stages at 
Dover. A great saving of time will thus be effected. 


The Manchester Courier says that in connection with the general 
equipment of the new armour-plate making works which have just | 
been completed by Sir W. G. Armstrong, Whitworth & Co., Limited, : 
at Openshaw, the largest overhead electric travelling crane yet made in 
this country has been erected in the armour-plate casting department. ; 
This crane has been constructed by Messrs. Vaughan & Son, Limited, | 
engineers, West Gorton, and during the past week has been 
submitted to exceptionally heavy tests, one of which, the hoisting 
of a load of 135 tons, was most satisfactorily dealt with. The crane., 
is operated by four powerful electro-motors. 


shaft and a corresponding wide pulley on the engine. Now 
I contend that if it is contemplated to instal, say, a 5-H.P. 
motor under these circumstances, that it will be cheaper to 
use a lightly rated starter, or, as Mr. Bate would have it, a 
5-H.P. starter and use a fast and loose pulley. 

To start this shaft, &c., direct with a starter would 
necessitate a rheostat capable of taking at least 50 per cent. 
more current, and this, according to Mr. Bate, would 
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BUSINESS NOTES. 


Electrical Wares Exported. 


WEEK ENDING Асо. Ist, 1899. 


Alxandría .. Value £83 
Amsterdam . > v 25 
аа гр — .. 70 
Anek end 95 
Panczok З 628 
eterna me es oe ee 13 
Bore $ Ы ee ee ** 240 
Demay dx yx 57 
ee ee ee ee 17 

Воз m Ayres ss 2» 181 
© Teleg. cable. 657 

^ Teleph. fittings... 100 

2 ө se LAO ee 466 

" Teleg. wire oe ee 20 
Cwe Town .. P zu .. 184 
Chrwiiam:a. Teleg wire se 71 
Copenhagen. Teleg. wire .. 116 
Trarben 65 РА as 26 33 
берга Teleg. mat. Ge 95 
Uwcttertbarg. Teleg. mat. E 21 
Hainburg. Teleg. mat. .. КА ia 


Peine ы a .. 1,526 
Er, West. Teleg. cable . . 46,000 
Lic, Teleg. mat. 2 40 
Melbourne 5 sè .. 146 
- Teleg. mat. .. .. 1,143 
Port Rlizabeth .. 88 НЕ 

" Teleg. mat. 16% 
Tfarswak. Teleph. mat, А 68 


Р 198 

М eis 21 

b Teleg. mat. 668 

м. Pers , £37 


A leg 880 
Muxktolm. Teleg. wire S 28 
tsdy. Teleg. cable .. . 650 
Teete .. s b .. 80 
Хар. Teleg. appa. ee SQ 35 


Total. £55,764 
Foreign Goods 

тёлеу. Teleph. Val 45 

Tus Текши... n. 18 


Total .. .. 2988 


WEEK ENDING JULY 315т, 1900. 


Adelaide .. Value £104 
Alexandria .. В We T 82 
Amsterdam oe Mu . . 110 
Bombay  .. v emer 45 
Bremen ss vs - .. 280 
Brussels  .. „ v Es £7 
Buenos Ayres ks us . GT 

is Teleg. cable .. 100 

ДЕ Teleg. mat. .. 180 

n Teleg. wire . . 100 
Calcutta .. $5 - ee 2,046 
Cape Town.. 253 


Chinde. Teleg wire . . 124 
Colombo «s $e ‘ 

Copenhagen. Teleg. wire. 100 
Demerara. Teleg. mat. $i 87 


Durban vs 9933 
East London à s . . €92 
Genoa sa xe те T 21 
Hamburg .. e. ti vs 51 
1 Teleg. mat. .. 00 
Hiogo.. 2 x Sie "S 99 
Hong Kong .. «р 82 d 24 
Launceston.. P re Яр 46 
Madras N ee 17 
Malacca ee 229 
Malta -— 15 es .. 808 
New York. 2, 49 6. Teleg. appa. 
Ostend a ы» is . . 350 
Parana ee ЯЕ ee .. 991 
Perth.. - КР Ке ‚> 60 
Port Elizabeth .. ae . . 1,100 
Rio Janeiro а 24 S 30 
Rosario. Teleg. mat. .. 522 
Shanghai... 25 180 


Singapore. Teleg. cable mehnry. 2 006 
Sydney ee ee ee ee 548 
Yokohama .. as M T 


Total ii 213 117 


Transhipped. 


Cape Town. Elec. wire Value £1,300 
New York, Elec. mat. .. 880 


Total 


.. £1,680 


Electrical Wares Exported. 


WERKE ENDING AUG. 8TH, 1899. 
Adelaide .. .. .. Value £849 
Aden. Teleg. mat. ii E 45 
Acsierimm .. vs xa 

. Teleg. mat... . 245 


" ee ee ee 2 9 
Brisbane. &0 tons iron teleg. is 
Joias, value not declared. 
Breanna Ayres we is . 594 
к Teleg. wire 61 
Р Seetrie launch 
Cape Towa.. m oe * EF 
Teleg. stores T 
08 .. .. .. . 8 
oy ы e" ex 14 
Debma .. .. . 10 
= melon nae ‚ 
а mat. 
East - И Vs 
n aS "€ 25 
bra. Teleg. ma 85 
7 = nes es 61 
Halar (N..). Теје. cable 555 
Hamburg. - mat... 170 
gernseey .. 
Laxrceston д А 140 
Maka . ; >= 80 
3 3 2 65 
Elec. tram machine 
RA „„ 
Teleg. mat. 228 
Port Nala 101 
in? Janeiro К 
Teleg. wire 


— 1 jx. DR 
agapore. Te:eg. cable ps 
В Petersburg. Teleg. wire .. 84 


[ 3 
30 
84888885 


Teleg. ma.... 84 
Totali  .. 455,086 


WEBK ENDING Aud. 7TH, 1900. 


Adelaide  .. % .. Value £278 
Alexandria. Teleg. mat. .. 188 
Amsterdam ee ee ee 
A Ann i: = ate d 

zores. Teleg. apparatus .. 8, 
N is ia 2% wi 
Bom 


y oe ee ee oe 70 
Brisbane * sa .. 950 
Buenos Ayres н is . 255 

» Teleg. mat. .. 225 
Caleutia ee se ee ee 886 
Саре Town .. a a .. 548 

" Teleg. apparatus.. 200 

Colombo  .. А T .. 87 
Durban së 878 
East London " 197 
Fremantle... HK iis . 195 
Georgetown.. А he "P 
Hiogo.. à x 55 15 
Hobaıt os А 150 
Lyttleton Р 

elbourne А 570 

ag i 
Nelson = s ais 
New York. Teleg. cable 500,875 
Parana Зу sd aie 2,0 4 
Perth ; А КА .. 161 


Port Elizabeth  .. E ee 
Rotterdam. Teleg. mat. . 180 
Shanghai MB : UM 63 

u Teleg. wire (010) .. 150 
» Teleg. mat. .. . . 189 
Sydney (N. S. W.) 


Sydney (Ca Breton) Sub- 
marine cable... ex .. 468 
Wellington .. và os .. 2,062 
; Teleg. mat. . . 1,881 
Yokohama .. .. 448 
Total .. . £518,195 


Actions,—At the Walsall County Court on Wednesday 


tt week, Josep 


h Willis, Victoria Street, Ashton-under-Lyne, sued 


te Walsall Electrical Company, Bridge Street, Walsall, for £7 1s. 5d., 
week and material, and £50 а dishonoured cheque, part price of a 
Tynamo and engine, and the company counterclaimed for £50 
5 by them on the dynamo and engine. The company's 

lention was that the dynamo and engine were defective, and that 


;кап @ would not put them in 


good working order; but against 


ttis if was stated that the dynamo had been re-wound, and put to 


beavier work than it was caleulated to do. 


A verdict was given for 


thz plaintiff for the sums claimed, and the counterclaim was dis- 


Missed 


College for the Session 1900-1901.” 


At Clerkenwell, the National Telephone Company, of Oxford 
Court, Cannon Street, E.C., was summoned by the Islingtou Vestry 
for having in May last fixed an overhead wire within the parish of 
Islington between 45, Park Street and 229, Upper Strect, without 
first obtaining permission from the London Connty Council А 
further summons against the company was for fixing an overhead 
wire which was not supported at intervals not exceeding 115 yards 
between Messrs. Dove Brothers’ yard in Studd Strect and 130, 
Upper Street, the exact distance being 126 yards, without having 
obtained permission from the London County Council or the local 
authority. Mr. Bramall prosecuted for the Vestry, and Mr. Goddard 
appeared for the company. On the first summons a plea of guilty 
was entered, and on the second the facts were admitted, but counsel 
denied that the definition of “street” in the Act included such a 
passage as that called Dove’s Yard, which led to a meeting house of 
Plymouth Brethren, and was of a private character. On the first 
summons Mr. Bros imposed a fine of £5, with 2s. cost, and on the 
second a fine of 5s. and 2s. costs in order that the point of law 
involved might be raised in another Court. 


Auction Sale.— From our advertisement pages to-day 
particulars may be obtained of an auction sale which is to be con- 
ducted by Messrs. Wheatley Kirk, Price & Co., at Ormonde Works, 
Romford, on August 28th and 29th. The plant to be offered 
includes various machinery, plating dynamos, machine tools, &c. 


Bankruptey Proceedings.—A receiving order has been 
made against Henry Howe, elcctrician, Derby, on his own petition. 
The first meeting of creditors and public examinations are 
DE for August 14th aud September 11th respectively at 
rby. 

Notice is given of release of trustee (Mr. G. W. Chapman) in the 
ease of F. W. Henton, electrical engineer, King William Street, 
Strand. Similar notice is given of release of the same trustee in 
the case of L. J. Lawrence, electrical engineer, Stafford Street, Old 
Bond Street. 


Books Received.—“ Journal of the Institution of 
Electrical Engineers." London: E. & F. N. Spon, Limited. 5s. 
Also Index and List of Members. 

“La Telegrafia Senza Fili e La Canalizzazione Dell’ Elettricità 
Senza Fili.” Rome: Tipogratic Nazionale di G. Bertero. 1900. 

“The Application of Electric Motors to Machine Driving,” by A. 
Stewart, A. I. E. E. London: S. Rentell & Co., Limited. 1900. 1s. 

„The Mechanical Equipment of the New South Station, Boston, 
Mass.“ London: British Westinghouse Electric and Manufacturing 
Company. 

“The Law and Practice relating to Letters Patent for Inven- 
tions,” by R. W. Wallace and J. B. Williamson. London: William 
Clowes & Sons, Limited. 1900. 

“ Transactions of the American Institute of Electrical Engincers.” 
Vol. xvi. New York City: The American Institute of Electrical 
Engineers. 1900. | 

“Calendar of the Glasgow and West of Scotland Technical 
Glasgow: Robert Anderson. 

“Electrical Enterprise in Argentina,” by Ernesto Danvers. 
Buenos Ayres: J. H. Kidd & Co. 1900. 

"Le Régne de Louis IV. d'Outre-Mer," by Ph. Lauer. 
Emile Bouillon. 1900. 12 francs. 

* Duncan's Manual of Tramways, Omnibuses, and Electric Rail- 
ways, 1900." London: T. J. Whiting & Sous, Limited. 3s. 6d. 


Paris: 


Catalogues,—A preliminary list has been issued by the 
Electric Power Transmission Company, Birmingham, containing 
particulars and prices of their direct current enclosed motors, from 
4 to 25 B. H. P., and automatic starting switches. 

A leaflet comes to hand from the General Electric Company, 
Limited, of various recent additions, such as high voltage water-tight 
switches, graphite rheostats, dry cells, &c. 

The Bedford Engineering Company forward a price-list of their 
steam cranes, with various accessories. 

We have received Pamphlet No. 70 from the British Thomson- 
Houston Company, Limited, dealing with their magnetic blow-out 
lightning arresters for direct current circuits of all kinds. 

The British Westinghouse Company send us circular No. 1,029, in 
which their polyphase induction motors are very fully described and 
illustrated, with full tables of external dimensions and weights. 
These motors, which appear to be designed with great care and 
attention to detail, range in size from 75 to 850 H.P., and are built 
for frequencies between 120 and 50 alternations per second. 

A pamphlet describing adjustable hanging telephones comes to 
hand from M. I. Vought,.La Crosse, Wis.; another describes and 
illustrates adjustable pendants, in which the counter-weight con- 
sists of a ball hanging clear of the lamp suspender. 

Messrs. E. F. Moy, Limited, send us leaflets showing their liquid 
resistance for theatre lighting, enclosed fireproof resistances, and 
distributing boards. 

An illustrated pamphlet comes to hand from the Campbell Gas 
Engine Company, Limited, Halifax, describing their oil engines 
and embodying a report by Prof. Stanfield on a series of tests 
carried out by him on a 15-в.н.р. engine. The results showed the 
consumption of oil per B. H.P. hour to be: at full load, 0:846 Ib.; at 


half load, 0:957 Ib.; while at the maximum load of 17:3 B. H. p., the 


consumption was 0773 lb. oil per B.H.P. hour with a mechanical 
efficiency of 89 per cent. 

Messrs. Blackstone & Co., Ltd., of Stamford, send us a pamphlet 
dealing with their oil engines, and giving the results of tests made 
by the Highland and Agricultural fjocicty of Scotland, last year, on 
ten competing engines. In these luste the Blackstone engines made 
a very good showing, consuming only 746 lb. oil per в.н.р. hour 
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at the full load of 12:6 в.н.р., and 1:024 lbs. at half load. A large 
number of useful data relating to the tests are given, as well as 
ample particulars about the engine itself. 


Cricket.—The annual cricket encounter between the 
Blackpool Corporation Electricians and the Southport Corporation 
Electricians took place at the Athletic Grounds, Blackpool, last 
week-end. The Blackpudlians won by an overwhelming majority. 


The Copper Market in July.— Messrs. H. R. Merton 
and Co.'s statistical circular on copper shows that during the past 
month copper has advanced 25s. per ton in price, and that stocks 
have fallen 350 tons. The total shipments to Europe in July have 
been 21,226 tons, America contributing 12,054 tons of this amount. 
This latter total is, however, 5,800 tons below the shipments from 
America iu June, and is also below the average for the previous 
12 months. The shipments from Chili and from miscellaneous 
countries in July are also below the average, and only Spain and 
Portugal have increased their monthly contribution to the English 
and French total supplies. In April the total supplies touched 
their record figures of 27,155 tons, and again in June the total was 
26,870 tons. The diminution in the total for July (21,226 tons) is 
thus seen to be considerable. Deliveries in July have amounted to 
21,201 tons, and 375 tons Standard" copper have been shipped to 
America. The fall in stocks from 29,263 tons on June 30th to 
28,913 tons on July 31st, is therefore slight, and hardly accounts for 
the advance in price from £71 15s. to £73 during the month. No 
new copper mining companies have been floated in London during 
July. 


Diatrine Cables.—We understand that Messrs. W. T. 
Glover & Сол Limited, of Trafford Park, Manchester, have secured 
from the Manchester Corporation a large order for their Diatrine 
paper cables. 


Electric Railway Signalling.—The Glasgow and 
South-Western Railway Company have decided to adopt a new 
system of train signalling known as Sykes’ Electric Lock 
and Block System, for double-line working. It will be fitted 
up between Shields Road and St. Enuch Station to control the heavy 
traffic now dealt with. 


Electrical Pump for Sinking Purposes,—A ccording 
to the Colliery Guardian, the Jeanesville Ironworks Company, of 
Pennsylvania, have brought out a convenient form of electric 
pump for sinking operations, that can be lowered iuto the pit in 
the same way asthe Pulsometer steam pump is lowered, the electric 
pump only requiring a pair of cables for the supply of energy, in 
place of the steam pipes necessary with steam pumps. The Jeanes- 
ville pmmp consists of the ordinary three-throw pump, made in a 
convenient form, and mounted on one casting. Above the pump 
proper is a second casting, coutaining the shaftiug and reducing 
gcar, and above this again is a third casting, containing an enclosed 
electric motor, with starting gear. The three castings are bolted 
together so as to form one iron case, with the necessary arrange- 
ments on the outside for connecting to the electrical supply cables, 
and to the pumps, and for suspendiug the apparatus in the pit 
and raising and lowering it as required. The pump is made in 
different sizes, ranging from 34 inches dinmeter x 8 inches stroke 
in the pump barrels, occupying a space of 25 inches x 31 inches 
X 7 inches, up to 5 inches diameter x 8 iuches stroke in the 
pump barrels, occupying a space of 38 inches x 39 inches x 10 
inches. 


Electrically-Driven Tools,— Messrs. Jas. Clark, jun., 
and Co., of Louisville, U.S.A., send us a nicely got-up booklet on 
the important subject of electrically-driven tools, of which the firm 
makes a speciality. The illustrations, which are accompanied by 
brief descriptious and tables of dimensions, include a sensitive drill, 
automatic “shop” saw, 30-inch semi-radial drill, tool and centre 


grinders, and semi-enclosed motor of 4 to 5 H.P. The designs’ 


shown forcibly illustrate the revolution which is beginning to take 
place in shop work, consequent on the adoption of electric power. 


а Printing Works.—W. Карр & Sons, 
publishers and “printers at Saltburn, have installed electric light 
throughout their extensive premises, and have laid down electric 
motors to drive their printing machines. 


Insulating Gloves.—According to L'Indépendance Belge, 
a prize of £46 is offered by the French Accidents to Workmen 
Assurance Association, to the inventor who shall produce a glove 
that can be used by electrical workmen to safeguard them from 
accident. The conditions are that the glove must cover the forearm 
as well as the hands; that they must be light, and leave the utmost 
liberty to the fingers. If one specitication does not come up to the 
required standard, the prize will be divided among those inventors 
who most nearly approach it,the decision being left with a special 
commission nomiuated by the association. 


Manhole Cover.—4An ingenious waterproof cover, called 
the “ Faller Manhole Cover,” has been patented, in which a double 
water seal is used, confining a column of air under slight pressure 
between the two, with the object of keeping water out of the man- 
hole without any other kind of packing. The operation of opening 
or closing the manhole is exceedingly simple and quick. — The 
Invention is in the hands of Mr. J. W. Chisholm, of Washington, U.S.A. 


Mill Installation.— Messrs. Ellis & Ward, of Birming- 
ham, have secured the contract for the complete electric lighting 
and power plant for the new mills/for Messrs. M. Wright & Sons, in 
Leicestershire. The generators will have an output of 100 Kw. 


Motor Trucks.— Illustrations of a line of motor trucks 
are sent us by the McGuire Manufacturing Company, of Chicago 
U.S.A. The design of these trucks is somewhat different from that 
to which we have grown accustomed, the frame, instead of being 
built up, being formed of solid steel castings. This construction 
gives the trucks a very massive appearance, though they are not 
necessarily heavy, and the number of parts is much reduced. The 
illustrations comprise ordinary and maximum traction trucks for 
bogie cars, ns well as trucks for four-whecl cars, combination 
mow, plough and sweeper, a patent fender, stoves, watering cars or 
“sprinklers,” &c. 


The New South Station, Boston.—A paper read by 
Mr. Walter C. Kerr before the American Society of Mechanical 
Engineers, New York, in which a full and clearly written account 
is given of this large, well-equipped railway station, has been 
re-printed and issued in the form of an attractive booklet by the 
British Westinghouse Electric and Manufacturing Company, 
Limited. At the close of last year 737 trains were entering and 
leaving the new station daily, 65 of these within an hour in several 
instances, and in one case six trains depart and three arrive in a 
space of time less than two minutes. We gave an illustrated 
description, in Vol. 45, p. 363, of the main features of the equip- 
ment, which was entirely supplied by the Westinghouse interests; 
it has been divided for the purpose of this article into 12 parte, 
each of which is dealt with in detail These division are:— The 
power house, interlocking switch and signal system, the electric 
plant, heating and ventilation, disposal of drainage, roof drainage, 
ice making, refrigerating and water cooling plants, car heating in 
sheds and yards, air brake chargiug, steam and hot water supply, 
fire protection, baggage and express lifts and elevators. The article 
is well illustrated both from photographs and sectional drawings. 


Smoke Nuisance.—At Lambeth last week the South 
London Electric Supply Corporation, Limited, of Bengeworth 
Road, Loughborough Junction, were summoned by the Lambeth 
Vestry for allowing black smoke to issue from the chimney shaft of 
their premises in such a quantity as to be a nuisance. Mr. Hopkins 
ordered the defendant company to pay a penalty of £10 and 2s. 
costs. 


Trade Announcements.—To meet their increasing 
business in the Northern provinces, the British Thomson-Houston 
Company, Limited, have, in addition to other branch offices, opened 
a branch at Newcastle-on-Tyne, in the St. Nicholas Chambers, Amen 
Corner. 

_In order to cope with the various work in hand and their 
increasing business, Messrs. Crampton & Co., electrical engineers, 


. Great Yarmouth, Cambridge, and Bury St. Edmunds, have opened 


offices at 77a, Queen Victoria Street, E.C., which will be used 
chictly as the estimating department for country house lighting, 
complete plants, and power iustallations, in which work they 
specialise. 

Messrs. Geipel & Lange, of .Westminster, inform us that they 
have made arrangements to act as the exclusive agents for the 
United Kingdom for the Ward Leonard Electric Company's 
apparatus, and have placed in stock a large quantity of field 
rheostats, motor starters, automatic circuit breakers, and theatre 
dimmers. Lists may be obtained on application. The Ward 
Leonard Company has a comprehensive exhibit in the U.S. section 
of the Paris Exhibition. 


Train Lighting.—A beautifully illustrated pamphlet 
reaches us from the Consolidated Railway Electric Lighting aud 
Equipment Company, New York, U.S.A., describing their system of 
lighting trains, which is said to be the result of the consolidation of 
various companies interested in the subject. The system is called 
the Consolidated Axle Light System ; each car is self-contained, aud 
a complete outfit for one car weighs less than 1,000 lbs. The 
mechanism consists of à dynamo fixed beneath each car, and driven 
by belt from the axle; the pressure is automatically controlled at 
allspeeds. Below a speed of 15 miles per hour the lamps are fed 
by a storage battery ; above that speed the dynamo is switched on, 
and the battery used as a regulator. The usual automatic reversing 
switch and battery cut-out are provided, and a resistance is iuserted 
in series with the lamps when the battery is being charged in 
parallel with them. From 17 to 80 16-с.р. lamps are installed on 
each car, with from two to eight electric fans. As will be scen, the 
arrangement resembles the Stone system, in use in this country, 
except in the method of controlling the pressure of the dynamo. 


Wiring Tables.—A new book of wiring tables of small 
enough size to put into the waistcoat pocket, and comprising some 
30 new and original tables for practical use, will be issued“ soon 
after the holidays." Theauthoris Mr. W. Perren Maycock, M.I E.E., 
and the publishers, Whittaker & Co. 


Wolverhampton.—On the occasion of the visit of 
T.R.H. The Duke and Duchess of York to Wolverhampton last 
week, the electrical illuminations of the town were entrusted to 
Messrs Read & Jenkins, electrica] engineers, Gloucester, who 
carried out extensive illuminations lin Dudley Street, the Art Gal- 
lery, Town Hall, Free Library and in other places, the number ot 
lamps installed being between two and three thousand. The whole 
of the work was done in four days, under the personal supervision 
of Mr. R. F. Read, A. I. E. E., with entire satisfaction to the Corpora- 
tion and townspeople. Messrs. Read & Jenkins also illuminated 
Bristol in November last when Her Majesty the Queen visited the 
town. 
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ELECTRIC LIGHT AND POWER NOTES. 


Bavaria.—A syndicate has becn formed at Ochscnfurt, 
Parana. to apply electricity in agriculture. А central station will 
ent at a pressure of 5,000 volts to small stations on 
rsh farm for working thrashers, cutters, and so on. The houses in 

s пешу will also be lighted by it. 


Belfast.—The electric light accounts for the six months 
(diss June 30th, 1900, show that the total energy used in that time 
its, as against 244,589 units at the same date in 1899, 
leinz аз increase of 4378 percent. The total energy sold for light- 

against 213,727, being an increase of 81,032 units, or 
{з per cent.: and for motor use 56,882, against 30,862, being an 

тезе of 26,020, or 844 per cent. In its report the Electricity 
| mmittee placed on record its appreciation of the able and 
"erieous manner in which Mr. V. A. H. M'Cowen discharged his 
laties as chief engineer. 


Blackburn. — The acccunts of the borough treasurer for 
tbe past year show that the Corporation’s electrical undertaking 
vielded £10,769 for energy, other sundry receipts making the total 
ome £11,483. After paying working expenses, interest, and 
inking fund there is a small credit balance of £19. The tramway 
sount shews a less on the year's working of £4,565, but consider- 
«Ье outlay has been made which will not be incurred in future 
"Punt 


(armarthen,—The Town Council has decided to obtain 
ibe advive of an expert in the electric lighting of the borough. 


Chelmsford.—The Town Council has renewed its con- 
ət for publie lighting with the electric lighting company, at the 
seci £25 5s. per arc lamp and £3 3s. per incandescent lamp per 
ouri 


(heltenham,.—An order for an extension of the Chelten- 
ban ceetric lighting area into the adjoining Local Board district of 
batten Kings was included in an Act of Parliament, which 
vaid the Royal assent last week. The portion of Charlton 
\rgsadded to Che:tenham by the extension of its boundaries was 
loded within the lighting area by a previous order; the whole of 
te parish of Charlton Kings is now therefore within the Chelten- 
n .gnting area. i | 


(rewe.—The Town Council has resolved to extend its 


‘evizic lighting area, at a cost of £10,000. 


Dewsbury.—At a meeting of the Town Council on 
Tuesday the following recommendation of the Electricity Com- 
nittee was approved :—“ That the charge for electricity for cookiug, 
ating and motive power be increased from 3d. to 4d. per unit for 
ceetriaty consumed for not exceeding an average of one-hour per 
day on а cOnswmer’s maximum demand, and reduced to 1d. per unit 
he cleetricity consumed above that average." Ап application has 
teen made by Messrs. B. Bullock, Limited, wholesale confectioners, 
tor a sepply of electricity for motive power. The Corporation have 
agreed to ау down the necessary mains subject to Messrs. Bullock, 
Limited, entering into a written agreement to take not less than 
2090 units during each of the next five years. 


Elland,—The District Council's provisicnal cider has 
reeived the Royal assent, and the Council is taking active steps to 
arry it into effect. 

4 

Guernsey. — The following particulars relating to 
‘oer. Edmundson’s electrical undertaking were crowded out 
ut seek :—In the spring of 1897 the corporation applied to the 
"Uses for a concession for the establishment of an electricity 
spy in Guernsey. The concession was granted in the spring, 
1*3 and the plans for the works were forthwith put in hand, and 
У, W. H. Druce, A.M.LC.E., appointed engineer aud manager 
^r Messrs. Edmundsons in the island. Building operations were 
commenced early іп 1899, Mr. J. H. Mansell, of St. Sampson's, 
=з the chief contractor. No less than 4,000 tons of earth and 


eek bad to be removed from the site before the foundations could 


o pet in, owing to the slope of the ground, which also necessitated 
(ating the Hoors at different levels, the engine room being 14 feet 
юте the boiler house, and the accumulator room and private office 
5 feet higher again. The chimney stack, which is 100 feet high, and 
(det diameter inside, is built of brick, with a cap of granite. The 
vest of the buildings are built of local granite throughout, with the 
‘option ofthe temporary ends. There are two Babcock & Wilcox 
each capable of evaporating 3,500 lbs. of water 
c7 sour at a pressure of 100 lbs. per square inch, and room is left 
-ta new boiler double the size, which is to be delivered by October. 
Us larve boiler will be fitted with mechanical stokers. In the 
Ler house are also two feed pumps, one driven by steam and the 
‘ver бу an electric motor. Outside the boiler house is an economiser. 
“ome are at present two engines of 100 E. P., coupled direct to 
“"tames running at a speed of.500 revolutions per minute, capable 
‘applying 2,000 8-c.». lamps each at full load. Room is left for 
7 engines, each capable of supplying 5,000 lamps, one of which is 
= erected this autumn. The switchboard isa very elaborate 
c9 of work, made of Sicilian marble, and framed with a carved 
—^ommy moulding. АП of the instruments are made under Lord 
^16 а patents. ‘Fhe accumulators consist of 230 cells in glass 
(35, sud ean supply 12,000 lamps for 12 hours when fully charged. 
>> feeder and distributor cables, of which there are at present seven 
=s mod. are capable of supplying 10,000 lamps, so that the streets 
= not require to be opened again until the system has grown very 
cunsuderably, 


At the formal opening ceremony on July 25th, Mr. J. C. Wigham, 
chief engineer of the corporation, asked Sir T. Godfrey Carey, 
the Bailiff or Chief Magistrate of Guerisey, to inaugurate the 
works by setting the engines in motion, which he did—the light 
being turned on by Miss Carey, who was made the recipient of 
the suitably-inscribed handsome gilt switch, used on that occasion. 

The Chief Magistrate, in a brief speech, complimented the 
corporation, thanked Mr. Wigham for his clear description of the 
plant and buildings, and declared the works formally inaugurated. 

The company afterwards adjourned to tLe Yacht Hotel, where 
luncheon was served under the presidency of Sir T. Godfrey Carey, 
and a lengthy list of toasts was duly honoured. The managing 
director of Messrs. Edmundson's, Mr. Gripper, was unavoidably 
absent, having to give evidence that day before a Committee of the 
House of Lords with respect to the Lancashire power scheme. 


Halesowen.—The District Council has placcd a contrect 
with the local gas company for public lighting, and at the same 
time has resolved to oppose the application of the Midland Electric 
Corporation for a provisional order. 


Hull.— The Electric Lighting Committee last week 
reported that they had held a special meeting to consider the posi- 
tion of the Corporation with regard to Messrs. Earle’s contract for 
two dynamos. The solicitors for the Vulcan Boiler Insurance Com- 
pany, sureties for Messrs. Earle, suggested that the Corporation 
should agree to Messrs. Thomas Parker, Limited, supplying the 
dynamos, the Corporation paying the sum of £3,725 (the same 
amount as would be payable under Earle’s contract), and their 
clients (the sureties) would pay the difference between that sum 
and the price charged by Messrs. Thomas Parker, Limited, which 
would amount to ketween £400 and £500. The Committee recom- 
mended the Council to sanction this oourse, which was agreed to. 


Italy.—A plant is about to be established to utilise the 
water-power of the Varaita torrent at Venasia (Como) in the 
generation of electrical energy ; a 30 years’ concession in respect of 
the same having just been granted. 


Kiel.—After experimenting with electric power trans- 
mission in the Government dockyard on a comparatively small scale 
with good results, the Administration have now decided upon a 
bolder scheme, whereby the whole of the machine tools, &c., 
installed in the different workshops are to be electrically driven. 
To this end a power plant, having a capacity of 3,500 H.P., is to be 
put down. This plant will also supply electrical energy for driving 
the powerful dockyard pumps. 


King’s Lynn.—The Town Council have received the 
sanction of the Local Government Board to the borrowing of the 
sum of £9,980 for extensions at the electric lighting works. 


London.—The Morning Post for August 6th has the 
following :—'' A strange and somewhat alarming spectacle was wit- 
nessed outside the Morning Post office soon after one o'clock yester- 
day morning. А sharp explosion occurred in one of the manholes 
employed in connection with the electric lighting mains laid under the 
pavement at this point, the iron cover was blown off, and a great 
burst of flame issued from the aperture. Police from Bow Strect 
and firemen from the nearest fire stations were soon on the spot, but 
the flames which came from the highly combustible insulating 
material with which the electric wires are surrounded, continued to 
rise to the height of 10 feet or 12 feet for a considerable time. 
Representatives of the electric lighting company eventually severed 
the connections, and the fire burnt itself out. A stream of melting 
insulating composition made its way into the Morning Post machine 
room and damaged some of the paper stored there. Several feet of 
the asphalte foot pavement of the Strand were also destroyed, but 
apparently no other damage was done except to the electric mains 
themselves." 


WHITECHAPEL.—The District Board of Works last week decided 
to apply to the London County Council for further loans amounting 
to £55,000, making in alla total of £105,000, for completing the 
electric light installation in the district. The Board is now 
generating current for 60 arc street lamps, and is supplying 
8,054 8-c.». lamps for private consumers, while applications for 
958 additional lamps have been received. The foundation stone of 
the new electricity supply station was laid by Mr. J. Harris, 
chairman of the Board of Works, on Thursday last week. 


Maidenhead.—The Town Council havirg applied for 
sanction to borrow £25,000 for purposes of electric lighting, a Local 
Government Board inquiry was to be held by H. H. Law, Esq., 
M.Inst.C.E , on Wednesday last. 


Malvern.—The District Council has instructed the 
surveyor to report on the question of supplying the town with the 
electric light and working in connection therewith а теі ғи 
destructor. 


Manchester.—The City Council has resolved to send :. 
deputation to the Paris Exhibition, consisting of four members of t. ic 
Electricity Committee. 


Montreal.—The Royal Electric Light Company, с! 
Montreal, has just issued a most satisfactory report. The net 
earnings for the year amounted to $597,931, and after deducting; 
fixed charges, the net profit for the year was $556,692. 


Penang.—The Municipal Commissioners have voted u 
sum of Rs. 300,000 for the establishment of an electric light)..y 
system in Penang. | 
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Penistone.—The District Council has decided to meet 
the Penistone Board of Guardians and the Thurlstone Council to 
consider the advisability of installing electric light in the district. 


Provisional Orders are to be sought for— 

Papstow.—By Messrs. J. W. Manley & Co., Westminster. The 
District Council has a scheme of its own, and will not assent to 
the application. | 

Ross.—By Mr. J. Parker, of Hereford, on behalf of the Ross 
Electric Light and Power Company, Limited. The District 
Council will not oppose. 


Rotherham.—The foundation stone of the electricity 
works was laid by the Mayor last week. Prof. Kennedy’s scheme 
provides for both public and private lighting, on the three-wire 
direct current system, and for future traction supply. 


Russia.— A syndicate has been formed to put down 
plants to utilise the water-power of the water falls of Imatra and 
Narowa, in Finland. It is proposed to transmit the electrical 
cnergy generated to St. Petersburg for lighting and power purposes. 


Кубе. —А Local Government Board inquiry was to be 
held at Ryde on Wednesday last into the application by the Town 
Council for leave to borrow £30,000 for electric lighting purposes 


Saddleworth,—The Urban District Lighting Committee 
has resolved to recommend the adoption of an electrical scheme 
for lighting the area between Delph and Junction, or Denshaw, with 
electricity, and connecting the two places by an electrical tramway. 
Junction is three or four miles from Oldham, and the traffic of 
holiday makers through the village ın summer time is enormous, 


. St. Helens,—The Gas and. Lighting Committee has 
bought the Warrington Old Road electricity works, buildings and 
part of the machinery from the Electric Supply aud Tramways 
Committee for £1,800. The remainder of the plant will be put up 
for sale. 


Shipley.—Colonel Coke, R.E., Local Government 
Board Inspector, held an inquiry last Friday into the application of 
the Shipley District Council for leave to borrow £22,000 for electric 
lighting purposes. Mr. Quin, M.LE E., gave evidence as to the 
cost and probable income. FO 200-K W. steam dynamos, pumps, 
condensers, and switchboard would absorb £7,500; mains, street 
standards, £9,775; engineering and other expenses, £2,778; and a 
10 per cent. allowance for contingencies made up the sum to 
£22,000. The income was estimated at £3,088, of which £3,003 
was anticipated from lighting units at 5d. per unit The working 
expenses, it was calculated, would amount to £1,191, which, with 
£1,553 for interest and sinking fund, made a sum of £2,744, leaving 
an annual balance of profit on the trade suggested by the canvass of 
£344. There was no opposition to the application. The intention 
of the Council in this scheme is to lay down two steam turbo- 
dynamos, which will give a continuous current at a pressure of from 
460 to 500 volts. Each dynamo will also have a series winding on 
its field magnet to enable it to work as a compound machine for 
traction purposes at from 500 to 560 volts. A condenser of 
10,000 lbs. capacity per hour will be installed, the water being 
obtained from the Leeds and Liverpool Canal, which passes close 
by the works. А storage battery will be provided to act as a 
reserve. The method of distribution will be the three-wire con- 
tinuous current system, with 460 volts across the outers. 


Stockport.— The Mayor, as chairman of the Gas and 
Electricity Committee, proposed the adoption of the report of the 
Committee, which stated that the net profit on the past year's work- 
ing of the gas department had been £8,976, and on the electricity 
department £118 for the first 16 months. The Committee had 
resolved :—“ That the price of current be modified by adopting the 
principle of differential charging, such charge to be at the rate of 
5d. per unit for the first hour's daily capacity and 24d. per unit for 
all current used in excess." 


Stroud.—The Urban District Council will not approve of 
the application being made by the United Electric Light and 
Traction Company for a provisional order, but will itself take the 
matter in hand now that it has been aroused. The Council will 
forthwith make its application for an order. 


Train Lighting.—The Caledonian Company has on hand 
150 carriages and saloons of the most approved type. They were 
designed by the locomotive superintendent, Mr. John F. McIntosh, 
and will be far ahead of anything at present running in the king- 
dom. The carriages are to be lit by electricity, generated by a: 
dynamo driven by a belt from one of the axles. 


Tunbridge Wells.—The Town Council has resolved to 
build a new chimney at the electricity works at a cost of £3,500, 
together with a new flue and economiser costing £1,000. Applica- 
tion is to be made to the Local Government Board for leave to 
borrow £5,000 to carry out the work. 


Uxhridge.—The Uxbridge Electric Light and Power 
Syndicate last week received the Royal assent to their provisional 
order. 


ELECTRIC TRACTION NOTES. 


Blackburn.—The Tramways Committee of the Black- 
burn Corporation have reported to the Town Council in favour of 
instructing the Parliamentary Committee to acquire powers 
enabling the construction of a tramway extending from Furthergate 
to the borough boundary in Burnley Road, where it would join the 
proposed light railway at present under consideration by the Light 
Railway Commissioners. The amount to be raised for this under- 
taking, providing the Town Council approve it, is £15,000. 


Burnley.—At last week's Council meeting Mr. Alderman 
Armistead moved that, on the recommendation of the tramways 
company, the Council retain the services of Major P. Cardew, of the 
firm of Preece & Cardew, as consulting engineer to advise the Cor- 
poration with respect to the proposed electrical equipment of the 
tramways. He said they proposed to pay him 250 guineas, and 10 
guineas for every day occupied in visits to Burnley, in addition to 
travelling expenses. He stated that the work of relaying and elec- 
trically equipping the same would be carried out under the direction 
of the borough surveyor and electrical engineer, and Major Cardew 
was being called in to advise them in the matter. Mr. Harker 

econded, and the resolution was passed. 


Carnarvon.—The Carnarvon Town Council have under 
consideration two or three electric light and railway schemes. Two 
rival syndicates are anxious to undertake the work, and the Counc)! 
have interviewed the representatives of each. Mr. Peterson, 
solicitor, 56, Lincoln’s Inn Fields, London, on behalf of his 
syndicate promised to obtain an order to construct a tramway from 
the Aber Bridge to Dinas Dinlle, and to construct a carriage road at 
the side of the tramway as far as Voryd, and a public bridge across 
the Voryd. The whole of the work is to be carried out at the 
expense of the syndicate, and nothing will be asked of the two 
Councils concerned (the Carnarvon Town Council and the Gwyrfai 
District Council), but their moral support. The syndicate, however, 
lay 1t down as imperative that they be permitted to establish an 
electric lighting installation at Carnarvon, and supply the town and 
the Gwyrfai district with electricity. They also promise to give their 
favourable consideration tothe question of constructing alightrailway 
from Ebenezerand Bethel to Carnarvon. Mr. Bennett, of the firm of 
Messrs. Bennett & Ward Thomas, of Manchester, promised to 
obtain an order to construct a light railway from Ebenezer to 
Carnarvon, and another from Carnarvon station to Dinas Dinlle ; 
to pay half the cost of constructing a carriage road from Aber 
Bridge to Voryd, and a bridge across Voryd, each 22 feet wide, this 
matter to be reconsidered by his directors with the view to their 
undertaking to pay the whole cost of the road and bridge ; to obtain 
powers to put up an electric lighting installation and refuse 
destructor at Carnarvon for the purpose of providing the necessary 
power for working the tramways by electricity, and also for town 
lighting purposes, but a contribution was expected from the 
Councils towards the proposed railways. A joint committee of the 
two Councils recommend the latter to favourably consider the 
proposals made by Mr. Peterson, and to give the committee power 
to further consider the details with him. 


Derby.—At last week’s Council meeting the Tramways 
Committee presented a scheme for reconstructing the existing tram- 
ways and also for extending existing routes and adopting new ones 
which have not previously had a tramway service, adding that they 
proposed to adopt electric traction for the whole. The approximate 
length of the present tramway is 4 miles 7 furlongs and 5°70 chains, 
and on the station route it is proposed to have double lines 
throughout with crossovers, whilst in the wide portions of severa? 
thoroughfares there will be centre standards. The new routes will 
be 13 miles 1 furlong and 2°21 chainsin lengths, and in the majority 
of cases they will have single lines with passing places. Alderman 
F. Duesbury, chairman of the committee, in proposing the adoption 
of the report and scheme set out therein, reminded the Council 
that the tramways were purchased by the Corporation some two 
years ago with the idea that they should be brought up to date, and 
also that the present system was totally inadequate for the require- 
ments of the large and growing population. The committee felt 
that, although they had power to spend something like £50,000 
upon the present route in electric traction, it would be a piecemeal! 
policy to go in for the existing route alone, and so they came befor: 
the Council with a complete scheme which would cover the whole 
length and breadth of the town. As far as possible, and wherever 
practicable, there would be double lines and the scheme would cost 
something like £200,000 in round figures. With regard to the 
generating station, they had not had a direct consultation with the 
Electric Light Committee on the subject, but they proposed to take 
powers for the compulsory acquisition of property on the south side 
of the baths in Tull Street and bounded on the north by the present 
electric light station, and erect buildings thereon for the purpose. 
Mr. A. Butterworth, J.P., chairman of the Electric Light Committee, 
strongly recommended the acquisition of the land in Tull Street for 
a generating station, because his committee would in the near future 
have to go in for an extension of their works, and this was the 
direction in which they would have to extend. In 12 months the 
capabilities of the electric light station would be exhausted, ani 
therefore it would be better to acquire land for a generating station 
near the present works, so that they could extend them. It would 
also be better for the whole of the generating power for the electric 
light and the trams to be under one committee and under onc 
responsible engineer. Alderman Doherty said it was the imtemtior. 
of the Tramways Committee to make use of the present engincecı 
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and his staff, but they were not going into partnership with the 
El-. tric Light Committee. Other members spoke in support of the 
ns lution, and in the end the scheme was unanimously adopted. 


Dadley.—With respect to the extraordinary tramway 
uspete reported in the ELxCTRICAI. Review of last weck, the Cor- 
peshon have instructed their agent to make an application in the 
(taucery Division for an injunction to restrain the British Electric 
Traction Company from cuting the work which was the cause 

{tse disturbance. The Town Councii have decided that, whatever 
tv» salt of the application, there shall be no further forcible 
өрүе! ion. 


Eeelex.— Messrs. Medharst, Kitchen. & Page, of Man- 
ежет. have been appointed to act as advisers to the Corporation 
in relation to reconstruction of the tramways and their adaptation 
to electrical traction. The Public Lighting and Electricity Com- 
mittee is to take into consideration the advisability of supplying 
the electrical energy to work the tramways. It was decided to 
promote an Omnibus Bill in the uext session of Parliament. Expert 
advice is to be obtained with a view to the alteration or extension 
cf the existing electric light undertaking so as to supply the 
probable increased demand during the coming winter scason. 


Electric Railways in Canada. According to figures 
wmpiled receutlv in the Statistical Department of the Dominion 
doverument, travel on Canadian electric railways shows a very 
healthy growth, the number of passengers carried by the steam and 
timtric railways of the country beiug 120,000,000, of which the 
certric roads carried 87 per cent. During the year ending with 
December 31st, 1899, the total number of miles run by cars over the 
632 miles of this kind of track was 29,646,847, and the number of 
peweugeres carried was 104,033,659. This is an increase over the 
yeruas year of over half a million miles, and 9,500,000 passengers 
5 The amount of paid-up capital invested in electric 

ye was $21,700,000. The ratio of passengers carried per mile 
ma 3h, compared with 33 the previous year, and compared with 
Ц caly on ateam railroads. It will not be long, says the Monetary 
Tuer of Toronto, before we shall witness a very marked growth of 
tes teans of communication in Canada. : 


GCermany,—Messrs. Kummer & Co., of Dresden, have 
worst a contract to construct an electric tramway between 
Lasbegaat, Leuben, Kleingschachurtz and Мосе. 


Hyderabad (Decean).— Proposals have been made for 
waking an electric tramway between Hyderabad and Secundera- 
tad, combined with a service of electric light and power supply. 


Leedx.— The Corporation Tramways Committee have 
decided to accept the offer of the British Westinghouse Electric 
scd Manufacturing ig a Limited, to send an electric maguetic 
uake for а two months trial, on condition that one of the company's 
myresentatives be in attendance during that period. : 


Uverpool.—At the City Coroner's Court on Tuesday, 
Mr. I E Sampson held an inquiry into the circumstances relating 
w the diath of Christopher M'Gwin, 22 years of age, a labourer 
emplared by the Corporation Tramways department. It аррсагѕ 
tho: daricg the thunderstorm on Friday deceased was changing the 
tram dere in Robson Street, and was severely injured by an elec- 
wx woe falling upon him. He died the same night at the Stanley 
Hospital It does not appear whether the wire was blown down or 
troken hy the lightning, or had broken through some defect in it. 
The inquest was adjourned until to-day for the purpose of getting 


npe evidence. s 
Tramways Committee are asking the City Council to approve 
« э wpplementary estimate on tramways capital account of £23,167 
fet tbe construction of additional lines for electric traction under 
№ Liverpool Corporation Tramways Extension Order, 1900. 
Amdher’of the new clectric tram routes in the city of 
Liverpool, that between Old Swan and the pierhead, the river- 
sde terminus, was officially inspected on behalf of the Board 


Trade, by Colonel Yorke, on Friday last. The inspection was- 


wiifactory, and the route was opened for public traffic on Monday 
>t. The distance from the pierhead terminus to that at Old Swan 
ғ ^ little more than three miles and а half. The through fare is 2d. 
Y» longest id. stage, from the pierhead to Sheil Road or vice versa, 
*'wo miles and a quarter. The cars begin to run at 5am. and 
"ейте running until 11.30 p.m. Between 7.30 a.m. and 11.30 p.m. 
"An arc run every three and a half minutes. | 

en Friday Colonel Yorke, on behalf of the Board of Trade, made 
an cfcial inspection of the Seaforth and Crosby tram route, which 
s+ in Connection with the Overhead Railway. Mr. Trotter inspected 
the electrical portion of the line on June 19th. 


Liverpool— Bootle.—The award of the Board of Trade 
wixtrator on the difference between Liverpool and Bootle con- 
Ning the rental of the electric tramway lines laid and equipped 
ty the Bootle Corporation has been reported upon by the town 
сех of Liverpool. The arrangement was—first, that the lines in 
Batle should be laid by the Bootle Corporation and leased to the 


"uperation of Liverpool at an annual rent; second, that the 


rial energy necessary to work them should be suppli | 

r уг) pplied by the 
Bathe Corporation. Difference arose on both points, The Tram- 
A Committee offered a rental of £5,702 68. 4¢.,-or £1,551 less 


tma the sum demanded. The arbitrator awarded £5,798 6s. 4d., the 


St of the Tramways Committee's offer, plus £96 per annum 
eet to overhead wiring. "With regard to electrical energy, 
ж. Ale Corporation asked for a guarantee that the committee 

uid take not less than 600,000 units. The arbitrator decided that 


375,000 units should be supplicd at 14d. per unit; any further 
supply to be 1d. per unit. On the ground that the Liverpool 
Corporation ought to have begun the service as soon as the lines to 
and through Bootle were complete, the rental was fixed as beginning 
from April 1st last. The award also recommended that the lease 
should be for 25 and not 12 years; that the rental for the concluding 
term of 13 years should be £4,776 per annum, and that the fures 
charged in Bootle should be assimilated to those charged in 
Liverpool. 


Middleton.—Arrangements are now almost complete 
between the Middleton Corporation and the Pritish Electric Trac- 
tion Company. These arrangements are that the tramway company 
shall take their power from the Corporation over the whole of their 
route—Chadderton to Middleton, Middleton to Manchester, aud 
Middleton to Castleton. The points of difference are only matters 
of minor detail. 


Morecambe.—Satisfactory trials have been made at 
Morecambe of new electric launches, which are the property of a 
syndicate. Arrangements have been made with the Urban District 
Council to supply energy at 3d. per unit. The pressure is 220 volts, 
but by means of a motor-generator close to the landing place the 
pressure is transformed to that required by the boats. ‘The cables 
are then conveyed by an iron main laid underneath the stage to au 
iron standard erected above the ordinary high-water mark at the 
foot of the landing stage, where by means of cables attached to 
watertight boxes at the top of the standard the boats can be charged 
at their moorings. The manager is Mr. J.J. Hargreaves. 


Nottingham,—Rapid progress is being made in the work 
of laying the new track in connection with the Nottingham Cor- 
poration electric tramway system. The first section, now in hand, 
is that from Sherwood to the Great Market Place, along the Mans- 
field Road, the widest and most attractive thorouvhfare in the city, 
a distance of about a mile and a half. An electric power station is 
being built at Sherwood, and the work of laying the new metals 
was commenced about two months since. The old gaure is being 
adhered to, so that the newly-constructed track is available for the 
existing horse-traction cars. The scheme includes the reconstruction 
of all the existing tram lines in the city, and a number of important. 
suburban extensions. 


Oldham.—At the quarterly meeting of the Oldham 


Town Council on Wednesday last week it was decided to apply to 


. the Board of Trade or other Government department for sanction to 


the Corporation borrowing £280,000 to cover the expenditure to be 
incurred by the Corporation in connection with the conversion to 
electrical operation of the existing tramways and the tramways 
authorised to be constructed by the Oldham Corporation Act of 
1899, the purchase of cars and the erection of depots, &e. Alder- 
man Chadwick (vice-chairman of the Tramways Committee) stated 
that the total estimated cost of the tramway scheme amounted to 
£372,000. The tender of Messrs. W. T. Glover & Co., Limited,-of 
Manchester, for the overhead and underground equipment of the 
tramways has been accepted. 


" Russia.—It is announced from Astrachan, on tke 
Caspian Sea, that an electric tramway has just been completed and 
put in operation in that town. The St. Petersburg branch of 
Messrs. Siemens & Halske has supplied the plant at the power 
station, which comprises three 200-н.р. steam dynamos and a battery 
of boilers fired by liquid fuel. р 


`Ма1ѓога. — The Tramways Committee bas passed a resolu- 
tion authorising the expenditure of £90,000 for horse traction pur- 
poses pending the completion of the electrical system in the 
borough. 


South Carnarvonshire.—The Carnarvonshiie County 
Council last week had under consideration the plans deposited 
relating to the proposal to make a light railway (4 feet 8 inches 
gauge) on the main road between Pwllheli and Nevin. The pro- 
moters are the North Wales and District Light Railway and 
Electric Power Syndicate, Limited, and they applied for a loan of 


. £5,500. The committee of the County Council approved of the 


proposal on condition that the promoters provided a roadway 
along the whole of the route of a width of not less 
than 19 feet 6 inches from the end of the sleepers to the 
foot of the hedge, rnd also that the top of the sleepers be 
made level with the roadway, and that all occupation and public 
crossings are paved. There was a long discussion on the question, 
and some opposition. A provisional agreement had been made 
with the Cambrian Railway Company to work the railway ou reccipt 
of 60 per cent. of the receipts. The Lord-Lieuteraut opposed the 
project, but he only found two supporters. Mr. D. Lloyd George, 
M.P., overturned the Lord-Licutenant’s arguments in a very admir- 
able speech in favour of the scheme, and the Council deeided to 
vote the money, and to support the application of the company at 
the inquiry. 


Staffordshire.—At a meeting of the Staffordshire County 
Council on Tuesday, the County Lunacy Commissioners reported 


that £3,800 was required for the formation aud equipment of an 


electric tramway for goods aud passengers from Cheddleton 
Junction up to the Asylum buildings. The report was adopted. 


Valentia (Spain).— From a neatly printed brochure 
issued by the Société Anonyme “ Electricité et Hydraulique,” of. 
Charleroi, we gather some particulars of the tramways, 40 km. in 
length, which the above company is converting to electrical working 
in and about Valentia. The population of this ancient city is about 
250,000, and its trade is very important. The tramways up to lately 
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belonged to five companies, four of which, amalgamating, formed 
the “Cie. Générale,” and embraced the principle of electric traction. 
There are four Mathol & Bailly water-tube boilers at the generating 
station, each having 135 tubes, with a heating surface of 213 mj, 
and evaporating 2,800 kg. of water per hour at a pressure of 8 kg. 
perem?, The engines are of the Bollinckx horizontal compound 
type, four in number, and of 300 B. H. P. each at normal full load, 
400 H.P. on overload; the cylinders are 500 and 800 mm. diameter, 
with a stroke of 1 m. The fly-wheels are 6 m. diameter, weighing 
16 metric tons each, and run at 75 revolutions per minute. The 
consumption of steam is guaranteed not to exceed 6 kg. per 
II. P.-hour at full load. The dynamos are of 200 kw. output, at 
550 volts, 450 revolutions per minute; they are six-polar, and have 
pulleys 1 m. diameter for driving by rope from the fly-wheels of the 
engines. The switchboard consists of four generator panels and two 
feeder panels, one at each end, positive and negative. The latter 
provides for the control of a motor-driven negative booster, which 
carries 800 amperes with & boost of 50 volts. Double trolley wire 
is used everywhere, the current being collected from them by a 
a sliding bow, movable about a vertical axis. The rails, which are 
joined with Chicago bonds, are of the Demerbe type, of various 
sizes and weights, aud give excellent results. The cars carry 
18 passengers seated and 15 standing, and weigh 64 metric tons 
when empty. Each is equipped with two E. H. T.; 30-H.P. motors, 
with side bar suspension. Since its inauguration the service has 
proved very popular, and the receipts of the Cie Générale have very 
coasiderably iucreased. 


Walker.—The new Tramways Committee of the New- 
castle Corporation have under consideration the desirability of 
entering into an arrangement with the Walker Council for the 
extension of the Corporation tramways into the urban district of 
Walker, and have appointed a sub-committee. 


Wigan.— The construction of the electric tramways com- 
menced on June 11th, and has since made satisfactory progress. At 
the Council meeting last week, it was ordered that the scal be 
affixed to an agreement between the Leeds and Liverpool Canal 
Company and the Corporation as to the construction of a basin and 
other works at the electric light works. 


Wrexham.—The Wrexham Tramways, Limited, have 
notified the Council that application was about to be made to the 
Board of Trade asking that the time limit for the commencement of 
the works authorised by the Wrexham District Tramways Order, 
1899, be extended to August 1st, 1901, and that the time limit for 
the completion of such works be extended to August Ist, 1902. 
The Council, while protesting against the proposed application for 
extension of time without any reason being assigned, and when the 
Corporation were incurring heavy expenditure for providing motor 
power under the terms of the company’s provisional order, will not 
in the present instance make any representation to the Board of 
Trade, but would offer strenuous opposition to any further 
application. | 


TELEGRAPH AND TELEPHONE NOTES. 


Glasgow Telephones.—“ A Citizen” writes to the 
Glasgow Mail drawing attention to a proposal by Mr. A. R. Bennett, 
as general manager of the Corporation Telephone Department, to 
pledge the Corporation “to give four months’ free use of municipal 
telephones to certain people as an inducement to give up dealing 
with a commercial firm (who are taxpayers), and get supplied by 
this new tradiug department of the Town Council." 5 


Jersey.—One of the assistant engineers of the National 
Telephone Company, Limited Mr. Phillips), has been visiting Jersey 
regarding the laying of underground wires, a Bill with respect 
to which is now before the Legislative Assembly of the Island. The 
local manager of the National Telephone Company, Mr. John 
Lemon, has been remarkably successful in developing the system in 
Jerscy, especially since the introduction of low rates. 


New Atlantie Cable.—The Commercial Cable Com- 
pany's new cable from the Azores to New York, via Novia Scotia, has 
been successfully laid by the cable steamers Faraday and Silvertown 
and is now completed and in working order. This line, which forms 
the Commercial Company's fourth Atlantic eable, will connect at the 
Azores with the system of the Europe aud Azores Telegraph Com- 
pany, and was opened for business on August 1st. 


Paris—Berlin Telephones.—The Times says that the 
telephone is now in operation between Paris aud Berlin, the rate 
beiug 6 francs per three minutes. 


Postal Telegraphists and the Liberal Party.—A 
deputation consisting of Postal telegraphists and other Postal 
workers waited upon Sir Henry Campbell-Bannerman, M.P., on 
Friday, July 27th. ‘The members of the deputation were Mr. S. W. 
Pelderson, Mr. Churchfield, and Mr. W. E. Clery. The Leader of 
the Liberal Party was accompauied by his secretary, Captain 
Sinclair, M.P., and tbe deputation was introduced by Mr. S. Woods, 
M.P., and Mr. W. C. Steadman, M.P. The object of the interview 
was to lay before Sir Heury the grievances under which 
telegraphists and other Postal workers suffer, and to elicit 
from him some promise of support on behalf of his party. 
The points dealt with were the restriction of civil and political 
rigLts by means of Departmental and Treasury regulations; the 


failure of the Post Office to recognise and allow the full righta of 
combination among its employés; and the desire of all sections ot 
the service for a full and impartial Parliamentary inquiry into th 
whole of the questions with a view to a more permanent settlement. 
The questions were fully explained by the three delegates who 
pointed out that they represented a voting power of 40,000 votes 
and the main direction of those votes would largely depend 
on the assurances received upon the various matters raised 
Cases were quoted where departmental action: ran counter to the 
express statements of Postmasters-Gencral and their representatives 
and where the rights of combination alleged to be in existence in 
the Post Office were infringed. Sir Henry Campbell-Bannerman in 
reply, frankly confessed his inability to promise a definite line of 
action for his party, but expressed his sympathy with the desire that 
the legal rights of the employés should not be interfered with by 
the Postal Department upon any consideration. He did not think 
civil servants should be allowed to take an active part in 
political matters, but gave no reasons in support of his opinion. 
With regard to the rights of combination and the alleged refusal 
to receive union officials as representatives of the men, he said he 
did not think the rule that shut out the best informed men a very 
sensible one. If he were head of a department, he would not be 
"too fastidious.” There were different ways of doing things, some 
formal and some less formal His object would’ be to get a cou- 
tented service. “As to speaking for the Liberal Party," he said, 
“Ido not know that I. have any great authority for doing so. I 
fiud sometimes I do not mcet with great success in so doing." So 
he could not pledge his party to give a Parliamentary Committee of 
Inquiry. The deputation then withdrew. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED, 
BOUTH AMERICAN :— 
Cayenne-Pinheiro .. à "m 
Pará-Maranham ° о ee ee 
Ceará-Maranham .. ss 


REPAIRED 


ee Oct. 11, 1899 Be 
. March 1,1900 .. 


Iquique-Valparaiso .. oe 2s Aug. 2, 1900 

Serena-Valparaiso .. Ws .. Aug. 2, 1900 
Weert Ix DIES: 

Mo'e St. Nicholas-Cape Haitien.. .. March 6, 1900 .. T 
Latakia-Cyprus aa T as sh .. June 90, 1899 .. re 
Tarifa-Tangier ee ee ee ee Jan. 8, 1900 ee oe 

LaNDLINES:— 
CHINESE :— 


Tientsin-Pekin vé ae 

Pekin-Kalgan . os - 

Kalgan-Maimatchin bs is $4 

Tientsin, ria Shanghai... «s es 

Tientsin-Niuchwang i 
Востн AMERICAN :— 


Communications with all offices of Columbia 
beyond Buenaventura .. d m 8 


June 19, 1900 .. 
. June 14, 1900 .. 


.. June 18, 1900 


Ecuador landlines .. SR S a a 

Landlines south of Macshé (Brazil) .. 

Landlines south of Serena x he 
WEST INDIES :— 


.. April 95, 1000 
July 50, 1900 


Communication with interior of Haiti .. July 29, 1900 Aug. 2, 1900 
” » LI U oe Aug. 8, 1900 se Aug. 4 1900 
Communication “via Hanekine” interrupted 
on Persian territory ee eo СЕЈ ee Feb. 24, 1900 ee 
Saigon-Bangkok ae s we .. July 80, 1900 Aug. 8, 190 


L4 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aarhus, Denmark.—The municipal electrical works 
arc wanting 200 pieces electro-meters.“ 
“ Official Notices " July 20th. 


Accrington.—The Corporation wants tenders for the 
supply of electricity meters. See "Official Notices“ August 3rd. 


Aberdeen.—August 25th. The Corporation invites 
tenders for steel poles, bases and brackets, for tramway equipment. 
See “ Official Notices“ to-day. 


Barnes,— August 14th. The Urban District Council is 
inviting tenders for the supply of pipework, condensers, and over 
head traveller. 
High Street, Mortlake. Deposit, one guinea. 


Belfast.— August 15th. The Electric Committee wante 
tenders for an auxiliary feed-water heater and piping. See “ Official 
Notices " July 27th. 


Bradford. — August 13th. The Guardians of Чк 
Bradford Union want tenders for the electric lighting of the 
workhouse. See Official Notices " July 27th. 


Brussels.—September 19th. The Council of St. Jilles 
lez Bruxelles, invites tenders for the installation and th 
commencement of supply upon a part of its territory. Condition 
S на for three francs at the office, No. 14, Parvis St. Jilles 

t. Jilles. 


Budapest.—October 15th. The Hungarian Minista 
of Commerce is prepared to receive tenders for the installation of 


two telephone exchanges, local and interurban, complete in aL 
respects. бес Official Notices August 3rd. 


de 


For particulars ses 


Specifications from the Surveyor, Council Offices, 


Vol 47. No. 1,185, AvavsT 10, 1900.] 


THE ELECTRICAL REVIEW. 


223 


ираг, — Ап electric light installation of about 800 lights 
м reqmred for the Fife and Kinross District Lunatic Asylum. 
\opheation for particulars should be made to the Clerk of the 
beard, Cupar, Fife. 


Dorking.—The District Council are open to receive offers 
for leasing their provisional order. See “ Official Notices" July 20th. 


Edinburgh, — August 13th. The Corporation wants 
te: ders for coal-conveying machinery for Dewar Place station. See 
gal Notices" August 3rd. 


Fulham. —The Vestry wants tenders for electric wiring 
sche Town Hall, Walham Green. See “Official Notices“ to-day. 


Germany.—September 10th. — The Hamburg Finance 
Depetation is inviting tenders for the supply and erection of two 
Iton electric cranes. Particulars may be obtained for 3s. from the 
II der Finanz Deputation ( Rathhaus Ober-Erdgeschoss, 
Zonmer 429), and tenders marked 339 are to be sent to Die Finanz 
Deputation, Hamburg. 


Grimsby.—August 18th. The Corporation wants tenders 
‘or the supply of a steam engine and dynamo, and extension of 
switchboard. See “ Official Notices“ to-day. 


llalifax,— Tenders are invited by the Town Council for 
mechanical stokers. See “ Official Notices " July 27th. 


Halifax.—The Corporation wants tenders for the supply 
of incandescent lamps. See “ Official Notices“ August 3rd. 


Leeds, — The Corporation wants tenders for the purchase 
‘second-hand machinery, at present in use in connection with the 
uere tramways. See “Official Notices" August 3rd. 


Leeds, — August 14th. The Poor Law Guardians invite 
tewers for the electric installation of their offices in East Parade. 
c., obtainable from Messrs. Butler, Wilson and 
ару, architects, 12, East Parade, Leeds. Applications to James 
H. Furd, clerk. 


London.— August 14th.— The South London Electric 
euppy Corporation, Limited, invites tenders for condensing plant 
anc cooling tower. See “ Official Notices " August 3rd. 


London.—^Augnst 20th. The Central Electric Supply 


Company wants tenders for boilers and piping, and mechanical 
stokers, See "Official Notices ” July 27th. 


London County Council.—September 22nd. Tenders 
are Wanted for boilers, engines, dynamos, &c., at the Horton Estate, 
Epsom, Surrey. See “ Official Notices“ to-day. 


Lutom,—September 14th. The Town Council invites 


tenders for watt-hour and demand meters. See “Official Notices“ 
Aust am 


Madrid.—August 18th. Tenders are invited by the 
Spanish Government, not later than August 18th, for the concession 
vfs system of electric tramway lines in Barcelona. Some parti- 
“ars may be examined at the commercial department of the 
Foreign Office between 11 a.m. and 5 p.m. 


Neweastle-on-Tyne,—August 22nd. The Corporation 
wants tenders for laying five miles of double-line tramway. Sce 
“Оча! Notices“ August 3rd. 


Newport (Mon.).—August 22nd. The Guardians want 
ters for lighting the workhouse. See “ Official Notices“ to-day. 


Plumstead.—September 19th. The Vestry wants tenders 
‘t boilers, refuse destructor, steam fittings, economiser; steam 
рениш, pumps, &c., &c.; steam generators—two 300-1.H.P.; two 
e*krLHoe; and опе 100-1.н.Р.; condensing plant, cooling tower, 
©. switchboard; battery; traveller; mains, meters, are lamps 
221 poets, Ke. See “Official Notices“ to-day. 


Portsmouth.—August 15th. The Electric Lighting 
Z wants tenders for street work for laying cables. Speciti- 
=.) пе oti application at the Generating Station, Gun Wharf Road. 


Portsmouth.—September 4th. The Corporation wants 


‘<acers for the complete equipment of the tramway power station. 
сее “Official Notices“ August 3rd. 


Salford.—August 13th. The Corporation wants tenders 


fue lighting cables, tramway feeders, and street lighting. See 
“Оса! Notices" July 13th. | j j ; 


Salford,—September 3rd. The Corporation wants 
rier for a lighting switchboard, traction ditto, aud balancing 
“ar<ivrmers. See “ Official Notices” to-day. 

_ Spain.—August 24th. Tenders are being invited until 
*^ 2th inst. for the establishment and working of a telephone 
SU Sauge in the town of Ciudad Real. Particulars may be obtained 


vax. aud tenders are to be sent to, El Gobierno Civil de = 
ғима de Ciudad Real, Spain, | de la Pro 


` 


Stockport.—Angust 31st. The Tramways Committee 
wants tenders for 20 double-deck tramcars with elcctrical equip- 
ments. See “Official Notices ” July 13th. 


The Pacific Cable.—August 14th. Tenders for the 
manufacture and laying in the Pacitic Ocean of 8,272 nautical miles 
of telegraph cable are invited by the Pacific Cable Committee 
on behalf of Her Majesty's Government and the Governments of 
Canada, New South Wales, Victoria, New Zealand, and Queensland. 
Sce “Official Notices" July 20th. 


Warrington.—The Corporation wants tenders for electric 
light installations in certain buildings. See “Official Notices” 
August 3rd. 


Warsaw.—August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty's Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox., for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, and Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


Whithy.—September 3rd. The Council wants tenders 
for the supply of two water-tube boilers, pumps, condensers, pipes, 
&c. ; two steam dynamos, balancer, and boosters; switchboard and 
connections ; battery ; travelling crane; cables, arc lamps, &c. See 
„Official Notices " to-day. 


CLOSED. 


Bootle.—The Town Council have accepted the tender of 
Callender’s Cable and Construction Company, Limited, to supply 
and crect the are lainps, cables, &c., required for the electric lighting 
of Derby, Rimrose, and Knowsley Roads, for the sum of £6,855 
Is. 5d., together with a further sum of £80 per annum for the main- 
tenance of the cables for 10 years. 


Derby.—The contract for lighting the Infectious Diseases 
Hospital with electricity has been placed in the hands of Messrs. 
Newton Bros., of that town. 


Glasgow.—The Corporation has placed contracts for 
carbons for the street lamps with the International Electric 
Company and the Gencral Electric Company, Limited, for 100,000 
pairs each. 


Hull.—The Contract Journal gives the following list of 
tenders submitted to the Corporation for electric light installation 
and fittings for the Springhead pumping station, ncar Hall :— 


Walsall Electrical Company, Liverpool (accepted) .. 28:0 0 0 
Lummis, Paterson & Co., Newcastle xac ale ss . . 216 0 0 
Morley Electrical Engineering Company. 80 . 225 0 0 
Porte, Sykes & Co., Dublin.. y "T ss ae .. 255 0 0 
Reame, Wokes & Co, Hull. ТР "Е ‘ .. 955 0 0 
Keighley Electrical Engineering Company А 275 0 0 
King & Co., Hull .. xs Р а sa 23 17 6 
Corlett Electrical Company, Limited, Wigan ке . . 02 0 0 
Concentric General Contract Company, London а .. 305 0 0 
Blanchard & Co., Hull .. - - - is ae . . 310 0 0 
Blanchard & Co. .. T ае as "T ae eo $500 
Crowther & Co., Manchester .. т +» .. T .. 850 00 
Lighting Corporation, Limited, London .. s - .. 393 19 10 ^ 


Handley & Shanks, Birmingham .. - 8 T .. 503 8 0 


Kingston-on-Thames.— The Corporation of Kingston- 
on-Thames last week accepted the following tenders relating to 
their electricity works:—Smokeless coal, Messrs. Phillips & Co., 
1,400 tons, at 298.; small coal, Dinham, Fawens & Co., 2,200 tons, at 
178. 5d. ‘ех steamer); foundations for new boiler house, Mr. Stephen 
Kavanagh, £694 17s. 6d.; brickwork and setting for boilers, Messrs. 
Babeock & Wilcox, £060 ; steam main, valves and feed pump, same 
firm, £807. 

Liverpool.—The City Council has placed a contract with 
Messrs. Willans & Robinson for three sets of plant, similar to those 


already ordered for the Lister Drive and Pumpfields electricity 
works, for £6,939 per sct. 


Rochdale.—The Council has given the contract for 
electric lighting at the Technical School to Messrs. Thomas Brown 


and Sons. 


FORTHCOMING EVENTS. 


Monday, August 13th to 17th.- Summer meeting of the Institution 
of Junior Engineers at Newcastle-on-Tyne :— 


Monday, August 13th.— Reception at the Town Hall by the Mayor; visit 

Messis. Swan & Hunters works; and the works of the 
- Electric Supply Company. | 

Tuesday.—Visit Messrs. Sir W. G. Armstrong, Whitworth & Co.'s Elswick 
Works; the Engineering Department of the Durham College 
of Science: and the works of the Newcastle and Dis et 
Electric L ghting Company. 

Wednesday. Trip on the river to inspect the Tyne Improvement Commis- 
sioners' works. 

Thursday.—Excursion to Sunderland to inspect the works of the River Wear 
Cormniis: ion. 

Friday.—Visit the Allhusen works of the United АП айп Сот] any; tke pre- 
liminary works of the Corporation's electiic tramway under- 
taking; summer dinner in evening at the County Hotel, tbe 
president, tbe Hon. Charles A. Parsons, F.R.S., in the chair. 
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Royal Assent.—The Royal assent has been given to the 
NOTES. following Bills :— 
Tramways Orders Confirmation (No. 1) Act, 1900. 
Röntgen Society of the United States. — The Tramways Orders Confirmation (No. 2) Act, 1900. 
Rontgen Society of the United States is to meet in New Tramways Orders Confirmation (No. 3) Act, 1900. 


York City on December 13th and 14th, 1900, at the Academy 
of Medicine. Notices, which have been sent out, state that 
papers have been promised by eminent men in America and 
abroad, and a very successful scientific meeting is assured. 
There will be offered advantages to the visiting members for 
instruction in X-ray work that cannot be had under any 
other conditions. 


The Belleville Boiler.—Mr. Goschen has now given 
the composition of the Committee to consider this question. 
The members so far are Vice-Adiniral Sir Compton Domville ; 
Mr. List, the superintending engineer of the Castle Line; 


Mr. Bain, the superintending engineer of the Cunard Line; 


Mr. Milton, of Lloyds; Prof. Kennedy; an inspector of 
machinery of the Royal Navy, and some other person not 
yet known. The list looks all right. The 
not know. The mercantile marine is well represented in 
Messrs. List and Bain. Prof. Kennedy, as is well known, is a 
thorough advocate for the water-tube boiler which he has 
put in right and left, quite irrespective of any considera ion 
for the cheapest, fuel available being bituminous, and there- 
fore not suited for water-tube boilers, but we have yet to 
learn he ever advocated any such boiler as one on the 
‘ines of the Belleville. The Morning Post finds fault 
with the Committee as not having the necessary knowledge. 
It does not think they will be able to appreciate the needs 
of the protective deck in warships. The protective deck 
necessitates engines with short stroke. Ocean liners have 
engines with “unlimited stroke.“ Therefore the liner 
engineers are unfitted to judge of Belleville boilers as though 
there were any connection between engine stroke and boiler. 
Yet, says our daily contemporary, the protective deck is a 
necessity obvious to everyone. If so obvious to everyone, 
it.is possible that even the Committee may grasp its 
necessity and reqnirements. As usual with the daily press, 
the wholé question of water-tube boilers is mixed up with 
the Belleville in particular. The Hyacinth is to be at the 
disposal: of the Committee, and they are also to find out why 
the Europa failed so badly. If it does its work well the Com- 
mittee will have its hands full, and should produce a 
valuable Blue-book on the subject. We hope it will be 
thorough and independent, for it is high time that the 
Navy was put into a state of efficiency. It must not only be 
the biggest! but the best in the world. 


Visit of American Institute of Electrical Engineers. 
—The river party to which the American guests of the 
Institution of Electrical Engineers are invited, will be given 
at Henley, electric launches taking a short run (probably to 
Shiplake and back) before the lunch, which will be at the 
Red Lion; after lunch the party will proceed to Boulter’s 
Lock by launch, and will return to town by train from 
Maidenhead. The dinner on August 13th will be at 7 for 
7.30 p.m., at the Princes’ Restaurant, Piccadilly. During 
the morning of the same day, visits will be made to the 
laboratories of the Board of Trade, or (alternatively) to the 
Telegraph Department of the General Post Office, and in 
the afternoon to the Central London Railway, and to the 
Davies Street Station of the Westminster Electric Supply 
Corporation. On August t4th the party will visit the 
School of Military Engineering, and the Royal Dockyard at 
Chatham, and will partake of the hospitality of the Royal 
Engincers' Mess at lunch. The members of the party have 
been most kindly invited to a reception by Lady Fraser in 
the afternoon. 


Electric Trams at Southend.—The Town Council 
yesterday accepted the tender of a London and Philadelphia 
firm, at £87,500, for certain work in connection with the 
establishment of the electric tramways. 


Admiral we do 


Tramways Orders Confirmation (No. 4) Ac t, 1900. 

Electric Lighting Orders Confirmation (No. 10) Act, 1900. 

Tramways Orders Confirmation (No. 5) Act, 1900. 

Blackpool, St. Anne's and Lytham Tramways Act, 1900. 

Ipswich Corporation (Tramways, &c.) Act 1900. 

Salford Corporation Act, 1900. 

Sheffield Corporation Act, 1900. 

Baker Street and Waterloo Railway Act, 1900. 

Bradford Corporation (Tramways, Gas, and Various Powers) Act, 
1900. 

Charing Cross and Strand Electric ty Supply Corporation, Limited 
(Further Powers) Act, 1900. 

County of Durham Electric Power Supply Act, 1900. 

Halifax Corporation Act, 1900. 

Lancashire Electric Power Act, 1900. 

Lancaster Corporation Act, 1900. 

Liverpool Corporation Act, 1900. 

Loudon County Tramways (Electrical Power) Act, 1900. 

Newcastle-upon-Tyne Electric Supply Company's Act, 1900. 

Oldham Corporation Act, 1900. 

South Lancashire Tramways Act, 1900. 

West Bromwich Corporation Act, 1900. 

West Ham Corporation Act, 1900. 

London, Walthamstow and Epping Forest Railway 
ment) Act, 1900. 

Christchurch and Bournemouth Tramways Act, 1900. 

Coventry Corporation Act, 1900. 

Devonport Corporation Act, 1900. 

Dublin Corporation Act, 1900. 

Hastings Corporation Act, 1900. 

Huddersfield Corporation Tramways Act, 1900. 

London County Tramways Act, 1900. 

London United Tramways Act, 1900. 

Metropolitan District Railway Act, 1900. 

North Metropolitan Electric Power Supply Act, 1900. 

Plymouth, Stonehouse, and Devonport Tramways Act, 1900. 

Rochdale Corporation Act, 1900. 

Southport and Lytham Tramroad Act, 1900. 

Southport Corporation Act, 1900. 

South Wales Electrical Power Distribution Company Act, 1900. 

Liverpool Overhead Railway Act, 1900. 


Abandon- 


Institution of Electrical Engineers—NStudents 
Grants.—The Council has awarded the promised grant of 
£5 towards the expenses of a visit to the Paris Exhibition, 
announced in a previous issue of this journal, to each of the 
following students of the Institution :— 


J. F. Avila 
A. Buckney 
F. H Clough 


R., L. Pearson 
M. Solomon 
C. T. Stephenson 


R. Fisher | H. J. ''homson 
A. J. L. Hurst | W. A. Toppin 
J. T. Irwin | A. J. Tracey 

T. L James | S. A. Tunbridge 
F. K. Jewson | G. E. Turnbull 
L. R Lester | J. H. West 

C. N. Nettley | Е. Р. Whitaker 


The Nernst Lamp.—As the New York Llec/rical Review 
remarks, we hear very little to-day about the Nernst lamp. The 
hopes that were raised to a high point by the announcement of 
Dr. Nernst’s interesting inv ention have seemingly withered, 
and, continues our contemporary, outside of the Paris Exposi- 
tion, there does not seem to be a single installation of the new 
lamps i in existence, There can beno doubt that the direction 
indicated by the German inventor is one that it would be 
profitable to follow. An increase in the efficiency of trans- 
forming devices for electric lighting would pr oduce a highly 
desirable condition of affairs and greatly aid in the extension 
of such lighting in places where it is now considered too 
expensive. The fact that those of us interested in electrical 
matters know that electric light is not expensive as compare d 
with gas or other illuminants is of little importanee, so long 
as the majority of the publie are firmly convinced that an 
electric light is a luxury. Asa matter of fact, in cities, it is 
a necessity, and as such is recognised by the more intelligent 
portion of the people. Still, any revolutionary invention that 
would tend to cheapen electrie light service would make this 
variety of light more popular, and would go further toward 
driving the gas companies into their proper position—that 
of supplying a convenient source of small power and heat. 
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Electric Railways in America. — Our New York 
namesake delivers itself as follows: —“ It seems strange that 
in all the bnilding of electric railways which is now going on 
in the United States, not one single polyphase systein has 
ben installed. We have numerous and increasing examples 
of combination systems in which polyphase currents are 
generated at a central point and transmitted at high tension 
t sub-stations and there redistributed as direct current to 
the line. If it were possible to construct motors and car 
equipments using a polyphase source of supply directly, all 
of the expense and complexity of the sub-station could be 
avoided, and a highly efficient and a highly satisfactory 
variety of distribution secured that would make easy the 
somewhat difficult problem of long-distance electric railroad- 
ing. All of the European experiments that have been made 
tc this direction have met with a flattering degree of success, 
and it seems time, certainly, that American engineers should 
tuke up the question of the direct application of this variety 
of current to car motors. It seems as if the time is ripe, 
f« the simplicity, mechanical strength, high efficiency, and 
uther desirable qualities of the induction motor lend them- 
selves with peculiar readiness to electric railroad work. It 
и probable that there are difficulties connected with the 
starting of such motors under load, but these difficulties are 
by no means insuperable, nor do they entail any great com- 
plexity of apparatus or design. The question is one that is 
certainly worthy of the attention of all interested in the 
slvance of the electric arts, and especially of those railroad 
managers who are following the natural tendency of progress 
m this country and amalgamating together various 1 
lins of trolley road into long systems.“ 


The Paris Exhibition—A meeting of the Exhibitions 
Committee of the London Chamber of Commerce was held 
on Tuesday, Sir Albert К. Rollit, M.P., presiding. It was 
decided (says the Times) that the chairman should be 
requested to prepare a general report on the subject of the 
Pans Exhibition and the action of the Royal Commission 
with reference to the British section and other matters 
affecüng British exhibitors. With a view to ascertaining 
the relative positions of the various countries participating 
in the Exhibition and of obtaining information for the 
various trade sections of tlie Chamber, it was also agreed to 
гэреы a number of representative gentlemen to prepare 
special reports on the various departments of the Exhibition 
with which they were specially competent to deal, including 
edacation and instruction, works of art, appliances and 
general processes relating to literature, science and art, 
mechanical engincering, electricity, civil engineering, agri- 
culture, horticulture and arboriculture; forests, food products, 
mining, metals, decoration and furniture, textiles and 
cicthing, chemical and various other industries. 


Obituary.—It is with much regret that we have to 
announce the death of one of Messrs. P. R. Jackson & Co.'s 
papil at the front, viz, Mr. David Rew, B.A., Student 
n&.C.E., who fell whilst fighting with the Imperial 
Yeomanry at Lindley. Mr. Rew, who was 23 years of age, 
was а young engineer of great promise, and may be remem- 
bered for the brisk contest which he carried on in our 
columns some months ago. Unfortunately, Mr. Rew was an 
mly воп, and we have no doubt the sympathies of our readers 
will be extended to his mother and sisters in their sad 
bertavement. | 

The death is also reported of Mr. Clement Clarkson, 
dlectrical engiucer, of Sunderland and Newcastle, at 
Lewetedorp, South Africa, Mr. Clarkson was a member of 
5 EM Yeomanry, which he joined when it wus first 


e. 


Warriage.—4A marriage has been arranged, and will take 
tire in October, between Robert Percy Sellon, son of the 
Col. Robert Sellon Sellon, Royal Engineers, and Gwenyth, 


cest daughter of the Rev. Canon Dundas, rector of Albury, 
“urrey. 


Long-Distance Telephony.—With reference to Mr. 
H. T. Wade’s letter in our “ Correspondence” columns 
(page 174, August 3rd) we cannot refer the writer to any 
existing long cable telephone line, as at present попе, as far 
as we are aware, actually exists. Weare, however, in a position 
to be able to give him the following information, of which 
we have personal knowledge. Experiments made on actual 
submarine cable (this cable being laid and not simply coiled 
up in a tank). (1) Length of cable 63 knots, K R 7,900, 
speaking good, volume of sound ample; (2) length of cable 
84 knots, K R 13,900, conversation easy but on the com- 
mercial limit. These experiments, it should be stated, were 
made with ordinary good telephonic apparatus, ie, not 
with a specially powerful form, and were made under actual 
conditions such as would occur in practice. The K R law 
cannot be rigidly accepted as being correct in its simplest 
form, as there seems little doubt that the relative value of K 
and R has an important bearing upon the limit of telephonic 
speech, t.e., that a greater K R can be spoken through when 
K is small compared with R, thus, although a K R of 
13,900, made up wholly of submarine cable, is on the limit 
of good speaking, yet a K R of 17,000, made up partly of 
cable and partly of landline, has given good commercial 
speech. With reference to the artificial cable, we were 
misled by Mr. Wade's description of the same, as he states 
in his paper, “each being equivalent to one mile of cable, 
with a resistance of 9 ohms and a capacity of 074 micro- 
farad." This would be usually understood in the sense we 
had taken it. Dividing, however, 125 by 2, we still have 
62:5, which is much beyond Mr. Wade's limit of 27. 
Experience with both laboratory and actual experiment, with 
reference to telephonic speaking, has proved that in many 
cases the former is very misleading unless taken in con- 
junction with the latter, and unless very great care has been 
taken in the design of the artificial cable. 


Information, Wanted! — To some men's ways of 
thinking there is no limit to the duties of the latter-day 
editor. He must know something about everything, and be 
prepared to divulge everything he may know without fee or 
favour, for the mere asking. Electrical editors are no excep- 
tion. We have ourselves been asked, in our editorial 
capacity, to recommend a suitable scheme for the lighting of 
a certain town ; to write giving general information. regard- 
ing the electric light: to advise consulting engineers whether 
they should do so and so under such and such circumstances. 
Now such things as these are bad enough, though perhaps not 
altogether outside the bounds of reason, but we have never 
before been asked to say how much a clean board costs. 
Such a request has come to us accompanied by a string of 
other questions. We ought perhaps to refer the inquirer to 
some lady accustomed to apartment letting, to the Hotel 
Cecil, or even to the Zimber Trades Journal, We print 
the letter, with apologies to the writer (whose name we . 
suppress). 


To Alabaster, Gatchouse & Co., London. 

Sir,—I wish to get apprenticed to an electrical factor and con- 
tractor. Iam 24 years of age. I ask you to kindly give me any 
information: first, about a good reliable house (both a manufacturer 
and contractor); second, about fee to be paid, and the best way to 
pay, in instalments or? third, the number of years to serve, and 
what is the best term, two years or more ? fourth, what is the best 
branch of the profession. Kindly tell me also what it costs for 
board per month, ordinary clean board in an English town. Please 
answer me as soon as possible, and oblige 

Yours sincerely, 
Reply to 


Modification of Tenders.—<Apropos of the Bradford 
Corporation contract matter, to which reference is made in 
our other columns this week, it is of interest to note the 
finding of the War Office Contracts Committee which has 
just been sitting in London. The Westminster Gazelle 
gays :—“ No far as the majority of the Committee ure 
concerned, the Kynoch affair ends with the recommendation 
that ‘in any case in which it might be опе desirable to 
allow a tender to be modified, a like opportunity should he 
afforded to all the firms tendering? It is astonishing that 
such a recommendation should have to. be made." 
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Electricity for Indian Mines.—According to the 
Financial Times, the announcement made by Lord Ribbles- 
dale at the meeting of the Road Block Company on Thurs- 
day last week to the effect that an arrangement has been 
made with the Mysore Government for the transmission of 
electrical power for the Cauvery Falls to the Kolar Field was 
one calculated to interest in no small degree those concerned 
in the progress of the Indian gold industry, and more 
especially those who have money invested in the shares of 
the mining companies. Beyond expressing the thought that 
the scheme would tend very much to decrease the working 
expenses all over the Kolar Field, and opining that it would 
probably take two years to complete, Lord Ribblesdale made 
no further mention of the project, but we learn that the idea 
is to harness the falls of the Kaveri, or Cauvery, a great 
river of Southern India, which flows with a generally 
south-eastern direction across the plateau of Mysore, for the 
generation of electricity, which will be conveyed to the 
mines, about 100 miles distant. The terms of the proposed 
arrangement to be entered into with the Government, which, 
it is worthy of note, sent a representative to America and 
elsewhere to study similar projects, have not been made 
public, but we understand that the cost of the installation at 
the falls, as well as of such machinery as will be required at 
the various properties to enable them to adopt the new 
motive power, i8 to be borne by the Government, which will 
be gradually repaid by the addition of a certain sum to the 
amount charged for the power supplied. At first some 
4,000 H.P. is expected to be needed, and even with this 
limited amount a great saving is expected to be realised by 
the companies, in that the cost per horse-power will be much 
less than under the present system. 


Presentation.—On Monday, 6th inst., a number of his 
late co-workers and friends assembled at the Ferranti 
Social Club to present to Mr. Wm. Muir, who has been 
foreman over the winding and transformer departments 
for over three years at the above works, with a silk 
umbrella, gold mounted, and ivory handle, on the occasion 
of his going to fulfil an important post in the works of 
Messrs. Johnson & Phillips, Old Charlton, London. A 
similar present was also made to Mrs. Muir. | 


Personal.—At the last meeting of the Salford Corpora- 
tion an advance in salary from £160 to £250 for Mr. F. W. 
Wilkinson, electrical engineer pro tem., was agreed upon. 

It has been decided to invite Mr. Alderman Lloyd 
Higginbottom, chairman of the-Electricity Committee of the 
Manchester Corporation, to accept the office of Mayor for 
the ensuing 12 months. 

Mr. S. H. Short, Technical Director of the English 
Electric Manufacturing Company, Limited, has been appointed 
by the Commissioner-General of the Paris Exposition an 
official delegate of the United States to the International 
Congress of, Electricians which meets at Paris on the 18th 
of this month. Mr. Short served on ‘the International 
Congress of Electricians at Chicago in 1893 as member of 
the Advisory Board, and was also a member of the Inter- 
national Congress held at Philadelphia in 1884. 


The Building Trades’ Gift to the Nation.—We have 
received from Mr. McMillan, Hon. Sec. to the Committee of 
the Electrical Section, a copy of the specifications issued 
by the Committee for part of the electrical installation 
required for the Home of Rest for Discharged Soldiers. 
Intending donors are requested to name a sum which they 
would be willing to contribute in cash as an alternative, in 
order to provide for the cost of labour. The plant will con- 
sist of two boilers, with pumps, tank, feed-water heater and 
piping ; two compound engines of 50-1.н.р., coupled either 
direct or by belt to 30-Kw. dynamos, with boosters of 64 Kw. 
coupled to the armature shafts; 1-ton traveller; switch- 
board ; 60-cell storage battery of 900 ampere-hour capacity ; 
mains, wiring, switches, lamps, &c., and a few motors. We 
trust that the appeal of the Committee will meet with that 
hearty response of which its object is worthy. 


Bolton Electric Tramways.—The income from the 
Corporation electric tramways for the last quarter was 
£16,596 7s, 4d., which, after allowing the usual payments 
for working expenses, leaves a profit of £4,791 4s The 
number of car-miles travelled were 304,574, aud the units 
consumed 330,220. The number of passengers carried 
during the three months was 3,979,055 ; the total income 


per one was 12:36d., and the total cost per- car-mile 
9:14d. | 


Bolton Vacancy.—The applications for the position of 


electrical engineer to the Bolton Corporation in succession — 


to Mr. Arthur Ellis, M. I. E. E., who goes to Cardiff at 
the end of this month, numbered 44, but these have now 
been reduced to 12. Before interviews are arranged, there 
will be a further reduction in the number. 


Appointment Vacant.—The Watford Council want, an 
assistant engineer for the electricity undertaking at £100 
per annum. See Official Notices ” to-day. 


Taunton Electricity Works.—On Wednesday next, 
August 15th, the Mayoress will set in motion the new 
machinery at the Corporation electricity works. 


Deaths by Lightning in America.—Statistics of death 
by lightning in the United States in 1899, collected hy the 
Weather Bureau, show a total of 536. A negligible 
quantity ? 


SUPPLY STATION ACCOUNTS. 


Tur stage has been reached when the Bury 


Bury Corporation electricity undertaking accounts 
Corporation show a surplus instead of a deficit, and this has 
Electricity been attained on an output of little over 200,000 
Accounts. units. The capital expenditure is increased by 


almost exactly the same sum as in 1897-98, 
while the load is exactly the same amount above 1898 as that year 
was over the preceding one; but the units are increasing more 
rapidly, owing to the extended use of arc lamps for street lighting, 
(31 arcs are now in operation)," and partly to the maximum demand 
tariff which encourages the long-hour consumer.” Аз а result, the 
load factor, which was 9 per cent. in 1898, is now 124 per cent. 


GENERAL STATEMENT. . 


1898. 1899. Increase. 
Total capital expenditure 433,079 £10,715 £7,636 
Number of units sold 115,853 213,395 97,542 
Maximum load in Kw. 144 197 53 
Gross re venue £2,183 £8,645 21,462 
Gross proſſt £1,071 41,986 £915 
Average price per unit sold 4:35d. 895d. — 40d. 


The satisfactory growth of the business is shown by the figures 
below :— 
Unite 


Con- Lamps rivate Publio Maximum Load 

Year. sumere. connected. lighting. Power. lighting. load. x.w. factor. 
1-06 41 2,481 — — — — — 

1807 81 6,156 59,804 - 160 4,499 91 „8% 

1898 144 10,273 103,019 8,94) 8,885 144 9% 

14,738 159,662 6828 - 45,505 197 19% 


1599 198 


The revenue from all sources has fallen by 42d., but the 
total costs have done more even than this for they show a reduction 
of 44d. per unit. Mr. S. J. Watson, who has every reason to be 
satisfied with the accounts, recommends that no alteration in price 
be made until January, 1901, a safe and proper course to adopt if it 
be desired to maintain a surplus. 


ч 
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REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Inorease. 
Sale of energy .. T .. £2,102 4:354. £3,507 3°95d. — 40d. 
Meter rents, &c. 88 as 81 17d. 118 13d. — 04d. 
Supply of lamps, 4c. -— TP 20 02d. +024. 


Bundry fees 


n —— — — — — — ВОһааыасә р 


Gross revente ... £2,183 4:524. £8,645 410d. — 42d. 
An additional expenditure of £135 has been necessary on account 
af the advance in the price of fuel, the average price paid during 
tbs 12 months being 9s. 634. per ton as compared with 6s. 11d. per 
tm in 1598. Although the price of fuel per ton gives an advance 
of 38 per cent., there is only an increase of 183 per cent. 
in the item per unit sold, a result attained by greater economy 
in the running of the works, due to the larger output and 
better load factor. We regret to note that at Bury the distri- 
bating cables have been the cause of some anxiety owing to the 
breakdown of the vulcanized india-rubber. In the “costs” the fall 
з wages balances the rise in coal, and the “ works’ cost“ remain 
pretically unaltered. The improvement in the “total costs is 
sttributable to the reduction per unit on rent, management and 
establishment charges. How Mr. Watson managed to reduce his 
total charges against rent, rates and taxes is not explained, and is of 
interest, being most unusual. 


* 


Cost OF PRODUCTION. 


1898. . 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


CT aso water and engine! £225 ‘47d. — £489 55d. 084. 
0, waste, тап | А 
room stores and carbons | 51 10d. . 98 11d. +°01d. 
Ealaries and wages incurred ү ` : : 

in generation and distribu- 


tion and attending publio :243 50d. 377 12d. — 08d. 


nps. 
Depaire and maintenance of 


buildings, engines, boilers, 48 10d. 88  *10d. 00d. 
dytamos, Åc. М 
Works costs és £567 1174. £1,052 1*18d. ＋ 01d. 


Resh, rates кай іе. = 209 43d. 179 »20d. — 23d. 
salaries of man ing engi. | 279 558d. 353 *404, — 18d. 
neer, secretary, clerks, &. 

General Sear con | 
e ine chances MA | 27 124 74 08d. —-04d. 


insurance. А 
Other expenses кё! Фа» - a 1 


EE 0 ee — 


Total costs .. £1,112 2°30di £1,659 1:86d. — 44d. 


The increase in gross profit by £900 has provided the £400 to 
отет the additional charges for interest and sinking fund and £500 
by which the loss of over £300 has been turned into a surplus of 
nearly £200. The results, both technically and commercially, are 
\nercfore very good indeed. | 


PROFIT STATEMENT. 


1898. 1899. 
Interest оп loans .. - ès ie ws £776 £995 
Sinking fund for repayments ..  .. .. 631 808 
Net profit carried to credit of general rate — 336 183 


— 000 eee 


Gross profit. .. £1,071 21,986 


THE report for the first of the two years 
Wolverhampton dealt with below gives an opinion which ex- 
Corporation plains the appearance of an extraordinary item 
Electricity in the accounts of the Wolverhampton muni- 
Accounts. cipal electricity undertaking for last year. The 
Electric Lighting Committee state that, in 
tbeir opinion, the breaksdown of supply in 1898 were attributable 
to в certain risk of accident inseparable from the high tension con- 
tinaous current system, but that the conversion to the three-wire 
*ystem, an expenditure for which had been sanctioned by the Town 
Council, would enormously reduce the possibility of further breaks- 
down. The year 1899 was one of exceptional difficulty, as the 
a teration in the system of supply necessitated two systems being 
in operation for the latter six months, involving considerable addi- 
tonal expenditure out of revenue on account of working costs, 
more especially in the consumption.and cost of fuel. 


GENERAL STATEMENT. 
1898. 1*69. Increase, 


Total capital expenditure . £49,824 £74,066 424,232 
Number of units sold , . 371,830 482,277 110,447 
Maximum load in 32 watt lamps 19,932 25,184 5,252 

Grow revenue — ..— ,.. — „ 47746 89,476 £1,730 
Gross profit T s * £3,637 43,382 — £255 


Average price per uuit sold . 490d. 4°61d. — 29d. 


. salaries of managing en- "64 


The gross profit has fallen, notwithstanding a large increase in 
revenue, but this has been caused by the appearance of an extra- 
ordinary item in the costs sheet of over £900, which represents the 
re-wiring of armatures and the altering of fittings, changing 
lamps, &c., of 121 consumers to suit the increased pressure of 
supply. 

The revenue account is very satisfactory from the fact that the 
use of electrical energy for power purposes is increasing. Private 
consumers of the better class are also being connected in increasing 


numbers. The growth of the department's business is shown by the 
following figures :— 


| No of 
No. of Increase Increase No. of Increase 

Year. con- per pie per units per кош та 
sumers. cent. nected. cent. sold. cent. i * 

1895 118 8,911 T€ 191,701 .. £1,408 a 
1996 164 86 11,907 96 921,709 17-2 sa £236 
1897 208 85 14,151 25˙2 291,233 29:5 - 590 
1898 276 827 19,932 40:8 871,880 27:5 ae 1,005 
1899 864 84 25,184 268 482,247 29°7 m 403 


From May, 1898, the rates charged were :—Power, 2d. per unit 
for first two hours daily and 1d. after; for lighting, 6d. per unit for 


two hours daily from September 30th to March 31st, and one hour 


daily from April 1st to September 29th, and 3d. per unit for all 
after the above two hours and one hour daily usc respectively. 


REVENUE STATEMENT. 


" 1899. 
Gross. Рег unit. Gross. Per unit, Increase, 


Sale of energy .. - .. £7,599 4'90d. £9,260 46ld. — 29d. 


Meter rents, &c. "D 139  :09d. 178 ‘09d - ‘00d. 
Bupply of fitti d k А А к 
1 8 ‘Old. 88 02d. + 01d. 


Sundry fees, a0. jut " T - 
Gross revenue. £7,746 500d. £9,476 472d. — 28d. 


The general character of the costs sheet has already been referred 
to, but Mr. Shawfield may be considered to have done very well 
with a rise of only 38d. in total costs, when “coal” is up 33d., and 
the total of “repairs” 43d. The figures for the current year should 
show excellent progress. 


CosT or PRODUCTION. 


1898. 1899. 
Gross. Per anit. Gross. Perunit Increase. 


Joa. . £950 61d. £1,888 "94d. ＋ 33d. 
rom gore rand engine) 336 22d. 364 18d. — 04d. 
Salaries and wages incurred 
in ration and distri- 


bu on and attendance, 4 1,216 79d 1,394 694. =s 10d. 
E beris pur of public lamps 
pairsan te " _ 
buildings, — pollers, | 300 19d. {327 16d. —03d. 
dynamos, &c. 


Works costs.. £2,802 1:814. £4,885- 9*48d. 62d. 
Rent, rates and taxes 133 094. 183 *094. — 00d. 


Management expenses, 
gineer, secretary, clerks, , 49d. 712 *85d. — 14d. 
O, 


General establishment 
charges, stationery 21 410 


printing, law charges and 
surance 
Other expenses oe 


26d. 314 16d. — 10d. 


— — — — — — 


Total costs . £4,109 2654. £6,094 8:084. + 38d. 


* Changing over system of distribution of electricity. 


The amount in hand on account of the working of- previous years 


was £416. The profit made in 1899 was added to this and the sum 
set aside to form a reserve fund. 


PROFIT STATEMENT. 


| 188. 1899. 
Interest on loans .. .. .. . .. £1,320 . £1,655 
Sinking fund for repayments .. .. q 1,312 1,324 
Net profit carried to reserve fund ..  .. TP 403 
m P forward. va -- 1,005 
Gross profit T" . £3,637 43,382 


CITY NOTES. 


Castner-Relluer Alkali Company, Limited. 


AN extraordinary general meeting of this company was held on 


Wednesday at Cannon Street Hotel, when certain resolutions were 
passed for effecting the purchase of the undertaking and assets of 
the Aluminium Company, Limited, and for the purpose of carrying 
the necessary agreement into effect authorising the borrowing, in 
addition to the £150,000 already authorised, of additional sums not 
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exceeding in the whole £120,000, making the total amount which 
the board may borrow £270,000; also increasing the capital of the 
company from .£300,000 in £1 shares to £450,000 in £1shares; aud 
authorising the board to allot 130,000 of such shares as fully paid 
up towards payment for the properties to be acquired from the 
Aluminium Company, aud to dispose of the remainder asthey think 
fit. These resolutions, as well as those connected with the directors 
and their remuneration, were all passed unanimously. 

Mr. W. MATHER, M.P., who presided, explained the proposals to 
the meeting at some length. He stated that since the completion 
of the Castner-Kellner works, and the successful prosecution of the 
industry they had established, the directors had from time to time 
cousidered the importance, for the future development of their 
undertaking, of adding to it other branches of commercial manu- 
facture, and they had endeavoured to discover what might profitably 
be joined up to the manufacture of the caustic soda and bleaching 
powder, which were their present products, such other chemical 
manufactures by the electrolytic process which would enlarge the 
scope of their operations, and add to them one which bad been 
already successfully established. In the course of those con- 
siderations it had happily come before them, without their secking 
specially for 16, to consider the question of joining with the 
Aluminium Company, of Oldbury, near Birmingham, since that 
company's requirements for the future needed considerable addition 
to their business to render it necessary for them to obtain cheap 
steam and clectrical power, and enlarge very much their products. 
The directors of the Castner-Kellner Company looked at the 
position of the Aluminium Company with great interest, 
and providing satisfactory arrangements could be made, it was 
evidentthatit would be a desirable thing if thetwo companies could be 
joined together in one large electrolytic company. Under such con- 
ditions they foresaw that not only the products which they were 
now producing could be continued with better results, but also that 
they must prepare for stil] further extensions in the future arising 
out of the benefits and success that such a combination would 
probably bring about. The opportunity had been seized upon very 
cordially by the directors. There was a natural bond between the 
two companies; the Aluminium Company were the vendors to the 
Castner-Kellner Company of the patents under which the company 
was carrying on its operations. The connection was intimate in 
cousequence of the considerable quantity of product which the 


Aluminium Company had always taken from this company. Their 


caustic soda was proved to be admirably adapted—owing to its 
purity—for the chief manufacture of the Aluminium Company, and 
they had been large customers. The chairman then proceeded to 
explain the capital, &c., and position of the Aluminium Company, 
which, together with the consideration to be paid, 1s briefly set out 
in the circular which we print below. The directors anticipated that 
when the new works for the manufacture of sodium were estab- 
lished at Weston Point and they are using the Castner-Kellner com- 
pauy's power plant there would bea very large saving made in the 
manufacture of sodium, and the additional saving of being able to 
put the sodium required by the Aluminium Company by means of 
& pipe from the works into their department, and so a saving would 
be made on the packing and carnage and incidental loss of. trans- 
porting the caustic soda, A portion of the shares held by the 
Aluminium Company were in companies working patents of tbeirs 
in Germany and Niagara Falls for the manufacture of sodium. The 
German company had only just started, but had good prospects. 
The Niagara Chemical Company were paying very large dividends. 
There were also shares in Matthiessen's Alkali Works of America. 
Jf the resolutions were passed, they would have to be submitted to 
another meeting as special resolutions; but before the amalgama- 
tion could be effected the consent of the debenture holders in the 
Castner-Kellner Company must be obtained, and a meeting for that 
purpose was to be held that afternoon. Shareholders of the 
Aluminium Company as well as the debenture holders had agreed to 
the scheme. They now awaited the resolutions of the Castnem 
Kellner Company. One of the company's patents—the Kellner 
patent—had been the subject of litigation for some time past. It 
was promoted by this company to oppose what they alleged o be 
an infringement by a company recently brought into existence. 
After having passed through the vicissitudes of the several 
Courts, the House of Lords on their appeal from the Lower 
Court gave judgment against them on a legal technical point, viz., 
disconformity between the provisional and the complete specifica- 
tion. Whether they would amend the specification or not they had 
not decided. It was clear that they were amply justified in bringing 
the action for infringement, because he thought infringement would 
have been clearly allowed if the patent had not been unsound 
on the ground of disconformity. The other allegations 
and claims made by this company had not been decided or 
tried because the patent was considered to be unsound. 
The Kellner patent was not being worked by them. They 
had several patents connected with their industry. They 
acquired the Kellner patent for the purpose of covering as much 
ground as possible, and protecting the Castner patent. The result 
of the litivation made no difference to the company's position, and 
they would continue to manufacture as heretofore under the im- 
pregnable situation of haviug the patents they relied upon abso- 
lutely sufficiently strong to maintain under any circumstances. In 
addition to the patents they had, duriug their development of this 
enterprise, discovered for themselves so many things more valuable 
than patents, that personally it did not concern him if their patents 
were attacked or not, although they were compelled to take up the 
defence, so that it should not be assumed that their patents were 
open to doubt. They were very much strengthened in their patent 
rights by the fact that the Rhodin aud the Kellner patents were the 
subject of litigation in Germany, where the patent law was infinitely 
superior to the English law. There a law suit was brought by the 


Kellner patent owners against the owners of the Rhodin for in- 
fringement, and the judgment had been pronounced entirely in 
favour of the Kellner patent, the Rhodin being declared an infringe- 
ment. There the plain issue of infringement was tried, not dis- 
conformity. 

The agreement for the purchase was read in abstract by the 
solicitor (Mr. Hawes). 


The circular issued to the shareholders reads as follows :— 


You will find overleaf a notice of an extraordinary general meeting of the 
members of this company, to be held on August 8. next, called to consider а 
provisional agreement, which has been entered into by your directors, for the 
amalgamation of this company with the Aluminium Company, Limited, which 
is proposed to be carried out by the purchase by this company of the usder- 
taking and assets of the Aluminium Company, other than the shares held by 
them in this company. According to the balance-sheet of the Aluminium Com- 
pany, made up to March 81st last, copy of which is sent herewith, the assets of 
that company stood st £809,683, but from this must be deducted £66,000 
the par value of 66,000 shares of this company {at which price they 
are taken in the balance-shect) not included in the purchase, making 
the amount £243,688. The consideration to be paid to the Aluminium Com- 
pany is to be satisfied by the allotment of 130,000 shares of £1 each, 
fully-paid, to this company, and this company is to take over their 
debenture debt by allotting to their stockholders £90,000 of debenture stock, to 
rank рагі jy assu with the £150,000 of the existing stock of this company. This 
company is to pay the liabilities of the Aluminium Company, but will be 
entitled to the profit made by them from March 81st last Your directors are 
of opinion that these profits may be considerably increased by the removal of 
the works now at Oldbury to this company’s works at Weston Point. where 
sodium can be produced at a lower cost, owing to electric power being cheaper, 
and to caustic soda, which is so largely used in the process, being manufactured 
on the spot. The consent of the debenture stockholders of this company, 
authorising the issue of the further sum of £100,000 to rank pari passu with the 
existing debenture stock of £150,000, will have to be obtained. A meeting of 
the debenture holders will be held, when the necessary resolution will be sub- 
mitted for their consideration. Your directors feel it right to say that they 
recommend the purchase. 


Central London Railway Company. 


THE director ' report for the half-year ended June 30th, 1900, reads 
as follows :— 

“ The expenditure for the half-year amounted to £185,712 6s. 4d., 
the total to June 30th, 1900, being £3,353,596 13s. 4d. The directors 
hoped to be able to open the railway for traffic in the early part of 
July, but their expectations were not fully realised, some modifica- 
tions in the plant being found necessary during the experimental 
working, as explained in the engineer's report. The approval of 
the Board of Trade having bcen given, the railway was opened for 
trafic on Monday, July 30th. In anticipation of the opening, 
H.R.H. the Prince of Wales, at the request of the directors, kindly 
inaugurated the undertaking by accompanying them, and other 
gentlemen connected with the company, in the first train that 
carried passengers over the whole length of the line. His Royal 
Highness was much interested, and cordially wished success to the 
new cuterprise. As a commencement, a week-day service of trains 
will be run from about 5.0 a.m. to 12.0 p.m. at intervals of five 
minutes, but more frequent trains will be provided, especially 
during the busiest hours of the day, as soon as practicable. A 
reduced service will be run on Sundays. Provision has also been 
made for the conveyance of workmen in accordance with the Com- 
pany's Acts of Parliament.” 


ENGINEERS’ REPORT. 


GENTLEMEN,—On March lst tbe first experimental train was run between 
Shepherd’s Bush and Queen’s Road, with the sub-station at Not ing Hill Gate 
in operation. | 

Three months later trains commenced running between Shepherd's Bush апа 
the Bank, with the sub-stations at Notting Hill Gate, Marble Arch,and Post 
Office in operation. , 

The results in all instances were satisfactory. 

The electric lifts have passed all tests without difficulty. 

The generating plant at the depót and the electric locomotives and carriages 
have fulfilled our expectations. 

Although every effort has been made to complete the line at the earliest 
possible date, our anticipations have been somewhat disappointed, owing 
partly to labour difficulties and partly to the introduction of minor improve- 
се suggested by practical experience іп the experimental working ої the 

an 
j We are, geptlemen, yours faithfully, 


FOWLER & BAKER. 


E 


The tenth half-yearly meeting of the shareholders of this railway 
was held on Wednesday at the Holborn Restaurant, Sir Henry 
Oakley (the chairman) presiding. | 

Before moving the adoption of the report, the CHAIRMAN said that 
the proprietors now numbered 2,008, which was an increase of 97 
since the last meeting. Continuing, he said that the board would 
desire to congratulate the shareholders most heartily on the suc- . 
cessful completion and opening of the undertaking. On July 30th 
they were able to commence running trains, and from the hour of its 
commencement down to the present time there was every indication 
that the most sanguine estimates as to its utility and popularity with 
the public would be realised. He must do their engineers and con- 
tractors the justice to say that they had worked hard and loyally to 
ensure the line being opened as quickly as possible. They would 
sce by the accounts that in the half-year they had only spent about 
£185,000— very much less than they had ordinarily spent in the 
same period. That was really due to the fact that the body of the 
works had been completed, and that the lighter works of the 
stations, the electric lighting gear, &c., though occupying time, had 
not absorbed so much money. They would, perhaps, like to kn owy 
how they stood for capital expenditure, and on that point, without 
committing themselves to a final statement, but having careful] + 
revised all their estimates of work yet to be done and paid for, the y 
had every reason for the faith that was in them when he said that 
they believed the whole undertaking would be completed for the 
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origiual capital, and that unless their business so expanded as to 
render a further large expenditure necessary, they would not, at all 
«rents at present, require any authority to raise further money. It 
was due to his predecessor in the'chair, and to the board, to state 
that the results of their examinations of their contracts made four or 
five vears ago showed that they had the prescience to foresee 
what tbe probable expenditure would be. They were aided 
bv close estimates from their engineer, and their care in that 
respect, was rewarded that day when they found themselves in the 
piton — most unusual with any new undertaking — especially 
with an undertaking like theirs, replete with hidden dangers, and 


dfÉnlties due to underground works—of finding their estimates- 


sxfrient. Notwithstanding those difficulties and dangers the 
etimate the board made had been well maintained, and would not 
resalt in disappointment. There was a large sum due to the 
sootractors, for the arrangements made by the board had this 
great merit, that the contractors were to be paid a proportion of 
their expenses by debentures, but those debentures were not to 
hear interest until the line had been completed, and opened for 
trafic. It waa hardly possible to conceive a greater inducement to 
3 contractor to push on with the work, seeing that until it was 
empleted, he was deprived of the interest on the sum 
of £500,000. The shareholders would be pleased to know 
that the Board of Trade gave their approval to the opening of 
the line in the following terms :—“ The work throughout appears to 
be of a very substantial nature, and no money or effort has been 
spared to render the railway as complete as possible in every detail.” 
Although only opened for traffic on July 30th, they had been 
working more or less diligently during the half-year. Practically 
step by step and yard by yard as the railway was completed they 
obtained possession of it for the purpose of testing in a practical 
way the road, line, statious, lighting the carriages, &c., and they 
took that opportunity of training the staff, because the work was 
eme what unu even for railway men; happily, under the 
atmirable management of tbeir general manager, Mr. Cuningham, 
der were enabled on the day of opening to do so with a complete 
xu efficient staff, who had carried on the work since in a most 
Able satisfactory way. He -would like to refer to the 
chugstion the board were under to H.R.H. the Prince of Wales 
who kindly inaugurated the undertaking. For some time H.R.H. 
bed taken a deep interest in their enterprise, and when the time 

d for its completion he most cordially and kindly 
expressed the wish to go over it. He did so, accompanied by the 
basrd and a few friends. He examined all the details—the power 
howe, electrical department, &c., and at the end expressed in the 
most cordial and warm-hearted manner his hearty wishes for the 


sires uf their enterprise. The board were especially pleased to 


we HRH., and he was sure the shareholders would join with them 
in expressing their appreciation of the kindness shown by his visit. 
Having completed the railway, they set to work, and beginning at 
5 o'clock on Monday morning, July 30th, they started with 
& «ries of trains five minutes apart. They established a 
general 2d. fare for any distance, and they waited with 
e anxiety to sce how far the public would appreciate the 
talwav itself and the mode in which they proposed to conduct 
it He was pleased to say that from the moment of its opening it 
hid shown one continued success. The first morning the trains to 
the City were crowded, and they had been crowded ever since, with 
the additional advantage to them that the mid-day trains also filled 
Early satisfactorily. The first day they carried 85,400 people, the 
cond 91,900, the third, which was wet, 86,700, the fourth 96,100, 
the fifth 30,700, and on the Saturday 102,793. On Sunday the 
purengers numbered 64,742, on Monday 100,391, and yesterday 
‘Theadsy they carried no fewer than 105,171. That showed that 
the public very much appreciated the services they had rendered 
them. and he thought it proved that the traffic was а real traffic; and 
в made up by people who travelled from curiosity. There had 
teen sundry complaints of over-crowding already, and no doubt 
between four and six o'clock the trains starting from the City were 
overcrowded. The board sympathised with those complaints, and 
they did not intend to rest until they had removed the difficulty as 
far as was humanly possible. At present their trains ran at five 
winates’ intervals. In two or three days they would run every four 
minutes, and as fast as they could get complete trains ready and 
electrically fitted, they would come down to 3j or 3 minutes, 
«» that as far as possible they hoped to be able to remove all com- 
plaints on the ground of overcrowding. With so small an expe- 
Fence, of course they were псі yet in a position to make any 
estimate as to the future, aud naturally the expenses of working at 
D OCDE would bear a greater ratio to the receipts than they 
id when everything had settled down. He might, however, say 
for himself and his colleagues, that they were quite satisfied with 
(бе progress they had so far made. They had realised their oxzec- 
"ions, and, in fact, gone somewhat beyond them. They saw 
tbeir way to improve the service and making their railway still 
киле popular, and they all hoped that when they succeeded in doing 
tkat, they would not only satisfy the public, but have a broad base 
spon which to build their future prosperity, with the result that 
that proeperity might come in a tangible form to the shareholders. 
lard KTHMORZ seconded the motion. 

Replying to questions, the CHAIRMAN said the directors recognised 
tar they were trying an experiment in charging a 2d. fare the 
ae distance, but having made most careful inquiries, both here 

in 1 they were satisfied, and they were adopting the 

id 5 of charging. He would not presume to say that they 
not alter their practice, because they had yet to gain further 

алт рр aud if they saw апу sound resson to charging inter- 
e fares, they would not hesitate to do so. They had decided 


DOR XO istue season tickets, but inst to sell ickets 
"The report was then Ms a ead, to sell books of 24 tickets, 


Waterloo and City Railway. 


THE report of the directors of this company for the half-year ended 
June 30th, submitted to the mecting held in London yesterday, 
Btates that the capital account shows & total outlay of £589,073 on 
June 30th. The further estimated expenditure of £25,000 is 
provided for by the capital powers of the company. The gross 
receipts of the line, less Government duty, amounted to £14,133. 


. From this amount the London & South-Western Company have 


retained £5,398 in respect of working expenses, leaving £8,735 
payable by them, in order to provide, under agreement, for a divi- 
dend at the rate of 3 per cent. perannum, payable 11th inst., on the 
company’s ordinary and borrowed capital. The number of passengers 
carried during the past six months, exclusive of season ticket 
holders, was 1,868,737, an increase of 152,912. The season ticket 
holders on June 30th last numbered 911, as against 747. 


Great Northern and City Railway Company. 


THE report of the directors for the half-ycar to 30th ult., submitted 
to the meeting to be held in London on 3rd. prox., states that satis- 
factory progress has been made with the driving of the tunnels 
during the past half-year, and the speed of construction will soon 
be greatly accelerated by the erection of four additional shields, 
two of which will drive southward from Drayton Park, and two 
southward from Old Street. At Regent's Canal the up and down 
line tunnels have been driven for distances which, together, amount 
to more than 1 mile of single tunnel. It is expected that the site 
for the station at Old Street will be obtained and work begun there 
very shortly. At Essex Road the station tunnel for the down line 
has been driven to its full length, and that for the up line about half 
its length. The concreting of the tunnel front has been completed 
at Drayton Park. 


British Electric Transformer Manufacturing Com- 
pany, Limited. 


THE second annual meeting of the above company was held last 
Friday at Faraday House, Charing Cross Road, and in moving the 
adoption of the report, the CHAIRMAN said the business done during 
the year had been quite up to expectations, the turnover had been 
£24,043 8s. 10d., as compared with £12,614 16s. 6d. in the previous 
year, so that they had, therefore, nearly doubled their output. The 
total revenue was 424,404 4s. 10d., as compared with £12,835 
10s. 3d. On the debit side of the profit and loss account, their 
manufacturing charges were £13,448 11s. 4d., being equal to about 
5 per cent. of the turnover as compared with £10,230 1s. 9d., or 
equal to about 81 per cent. of the turnover for the previous year. 
The general charges were £2,433 9s. 9d., compared with £1,242 
2s. 10d., the percentage in both years being about 10 per cent. of 
the turnover. They had written off £714 3s. 8d. for depreciation ns 
compared with £365 3s. 8d. After deducting all charges, there was 
a profit of £6,184 8s. 9d., compared with £998 2s. 9d., which 
they would agree was a satisfactory result. The first and 
principal asset in the balance-sheet was £25,356 бх. 5d. for 
patents. Since they last met they had succeeded in obtaining 
letters patent for their transformers in Germany, one of the most 
valuable of the foreign patents, and their trausformers were now 
covered by letters patent in Germany, France, Belgium, Italy, 
Austria, Switzerland, United States, New South Wales, South 
Australia, West Australia, Queensland, and Tasmania. The question 
of how the forcign patents were to be dealt with was receiving the 
careful attention of the board. They had recently been approached 
with reference to the sale of the French patent, but they had not 
been in a hurry to sell that or any patent. The favourable result 
of the year's trading would, they believed, enable them to do 
something definite in this direction either by way of sale 
or by manufacturing the transformers in some of the countries 
in which they were covered. Their transformers were being 
exhibited at the Paris Exhibition, which entitled them to 
add an additional six months to the time within which they must 
work the patent in France. The average time which each of the 
patents had still to run was 11 years, and although their value should 
not be depreciated in the balance-sheet, still they considered that 
it would be prudent to set aside the sum of £2,500 out of their 
profits as the nucleus of a reserve fund for the purpose of gradually 
writing this asset down. Plant and machinery was £2,473 12s. 9d., 
the additions during the year amounting to £374 16s. 2d., and 
£493 13s. 5d. having been written off the depreciation. The stock 
as per manager's valuation was £3,482 8s. 4d., and the work in 
progress amounted to £1,165 Os. 5d. They had orders in hand to 
the amount of £6,769. The capital was £40,000, of which £20,000 
was in vendors’ shares. Under the terms of the agreement with 
the vendor his shares did not rank for dividend until the subscribed 
shares had received 10 per cent. for one complete year. As they pro- 
posed at the meeting to recommend a dividend of 10 per cent., these 
vendors’ shares would rank pari passu with the subscribed shares as 
for July 1st, and considering the very excellent results they had 
achieved, he did not think that anyone would grudge Mr. Berry 
participating in their success. It would mean in the future that 
they would have to double the capital upon which to pay dividends, 
but they had taken that iuto account, aud carried forward a very 
substantial amount to next year. They would have seen tbat the 
leases of their present works expired next year, and as the buildings 
were coming down, the lease could not be renewed. After carcful 
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considération they had come to the conclusion that it would be 
more economical to purchase a plot of freehold land, and erect their 
own works. 'l'he negotiations for the purchase of the land were now 
nearly completed, and they expected to be able to pay for that and 
erect and equip their works without increasing their present capital. 
That estimate might be a little sanguine, but at any rate they 
meant to try, aud if they could not they ought to have 
no difficulty in creating a temporary loan at a low rate of interest 
on the security of the freehold land and works. In conclusion, he 
moved a dividend at the rate of 10 per cent. per annum, together 
with a bonus of 23 per cent. for the half-year ending June 30th. 

Mr. T. PETERSEN seconded the motion, which was agreed to. 


International Marine Communication 
Company. 


Тнк statutory meeting of this company was held on Ist inst., 
Major S. Flood Page presiding. 

The CHAIRMAN said that the business of the company was practi- 
cally limited to ship to ship and shore to shore. A commencement 
with this work had been made in Belgium. A site had been 
determined upon for the erection of the first Marconi mast in 
Belgium, and a Belgian steamer was about to be fitted, and before 
very long they hoped by degrees to have the system working on all 
the Belgian coast. They were also working with a view to get per- 
mission for concessions in France and Spain and Newfoundland for 
the establishmeut of stations. It was quite impossible with such a 
system that they could set to work immediately the company was 
formed, especially as there was a telegraph monopoly all over the 
world. They claimed that no system of wireless telegraphy could 
prove successful unless they used Marconi patents in one form or 
another. The parent company were undertaking to defend the 
patents at the right time and place. The new company, does not 
carry on experiments, that being left to the Wireless Telegraph 
Company. He proceeded to refer at some length to the opposition 
of the Post Office, which claimed a monopoly. They did not want 


Marconi 


to quarrel with the Post Office, but they had no intention of being 


bullied. If the company fitted its system on a ship, and 
that ship went up and down the English coast, it could 
speak to half a dozen stations without interference by 
the Post Office. They had got a contract with the English 
Navy, under which 32 ships or torpedo stations would be fitted up 
with the Marconi apparatus, but they did rot know when work 
would commence. They had to carry out a difficult test in con- 
nection with that contract. A ship was to be fitted at Portsmouth 
and another at Portland, and communication established between 
them. It was difficult, but they expected to be able to carry out 
the contract. They had had the apparatus at Delagoa Bay on four 
of H.M. ships for several weeks, and satisfaction had been given. 
The Portuguese Government were carrying out an installation at 
Lourenco Marques. A committee was sitting to determine various 
questions with reference to the communication between the land, 
lighthouses, and lightships, and it was intended to call Mr. Marconi 
and himself to give evidence. Dividends could not be talked 
about yet, but they were bound to follow good and successful work. 


National Electric Supply Company, Preston. 


AN extraordinary general meeting of the shareholders of this com- 
pany was held at the company’s offices, Preston, last week, the 
object being to increase the capital of the company to £184,943 by 
the creation of 20,000 new £5 shares. Mr. John Booth presided. 
The CHAIRMAN, in moving the necessary resolution, said the 
company is now doing very well indeed. Last year was the best 
year we ever had, and so far this year we show a substantial 
increase of profit over last year, and this in spite of the greatly 
advanced price of coal. We are expecting to have a very busy 
winter, and we hope to have our new engine and boiler house ready 
in time for it. We are sure that between now and the Preston 
Guild we shall have a large increase of consumers, and we are 
asking you to approve of our having a larger capital in order that 
we may be in a position to accept all the profitable business which 
may be offered to us. Moreover, we want to extinguish the whole 
of the debentures, so that the entire property of the company will 
belong to the shareholders. We are sometimes asked about the pro- 
posed electric trams. 
a position to supply electricity for the trams at a lower rate than 
the Corporation or a separate company could possibly generate it 
for themselves, and we hope to be able to show to the Corporation 
that it would be a waste of the ratepayers’ money to erect a separate 
generating station. The resolution was carried unanimously. 


The Chili Telephone Company, Limited. 


THE report of the directors for the year ending March 31st, 1900, to 
be submitted to the shareholders at the eleventh ordinary general 
meeting, to be held on 10th inst., at the company’s offices, 42, Old 
Broad Street, E.C., reads as follows:—'' The aggregate number of 
subscribers at all centres at the end of the year was 4,613, as com- 
pared with 4,486 at the beginniug, or a gain of 127 for the year. 
The gross revenue in Chili from all sources was—In 1899-1900, 
£651,436; in 1898-1899, $599,994; an increase of $51,442. The 
expenditure in Chili was—In 1899-1900, $364,549; in 1898-1899, 
$375,230; a decrease of $10,681. The net income in Chili from all 
sources was—In 1899-1900, $286,887; in 1898-1899, $224,764; an 
increase of $62,123. The average rate of exchange for the year was 


. down а new engine, alternator, and boiler. 


Well, with our new machinery we shall be in 


15:174., as compared with 14°27d. in the previous year, giving an 
increase for the year of 0°90d. Converted into sterling at these 
rates, the figures given in the preceding paragraph are—In 1899- 
1900, £18,130; in 1898-1899, £13,366; an increase of £4,764. The 
liquid assets and liabilities in Chili on March 31st, 1900, were 
valued at 164d., the current rate of exchange on that day, as com- 
pared with 14}d., at which they were valued on the corresponding 
date of the previous усаг. The increase of the value of the 
liquid assets over liabilities in Chili, due to this rise in 
exchange, amounts to £1,755, which has been carried to reserve. 
The balance to the credit of the revenue account, including £448 
brought from the previous year, is £12,847, of which £3,044 has been 
carried to reserve for depreciation and renewals. The directors 
recommend the payment of a dividend of 4s. per share, free of 
income-tax, being at the rate of 4 per cent. per annum, absorbing 
£8,800, and leaving a balance of £1,003 to be carried forward. 
During the year the capital outlay in sterling was £1,798, and the 
total mileage was on March 31st, 1900, 8,298 miles 990 yards, an 
increase of 233 miles 477 yards during the year. Mr. George Keith 
retires from the board of directors, and being eligible, offers himself 
for re-election. The auditor, Mr. Thomas A. Welton, also retires, 
and offers himself for re-election. 


The Hong Kong Electric Company, Limited. 


THE report of the directors to the eleventh ordinary yearly mecting, 
held at Hong Kong on July 7th, gives a statement of the company's 
accounts for the year ending April 30th, 1900. 'The balance at credit 
of profit and loss account is $51,216.36; after deducting directors’ 
fees, $3,000, there remains the sum of $48,216.36 available for appro- 
priation, and the directors recommended that this be disposed of in 
the following manner :— 
To pay a dividend of 7 per сете рет annum :— 
t 


Say 70 cents per share on 90, ully paid shares $5 . . $21,000.00 
Say 7 cents per share on 25, 896 partly paid shares (6 months) 1 
ep " . .. 94 


To write off plant account for reciation 954.23 
To carry forward to next account ... oe 1,0:9.41 
| 848,316.36 


The manager's report states that on June Ist the lamps and fans 
connected to the company’s incandescent lighting mains were equi- 
valent tol about 10,600 lamps of 8 с.р. The number of are lamps 
now in operation is 84, two additional lamps having been erected in 
H.M. Naval Yard during the year. The power supply service is at 
present operating seven lifts on the Reclamation. During the past 
year the incandescent lighting plant has been increased by laying 
These, however, were 
not delivered iu time to operate during the heavier winter loads, 
and in consequence, the company's available plant was severely 
taxed on many occasions. 


Dublin United Tramways Company. 


MR. W. M. MunPHY presided at the meeting of this company on 
July 31st, ahd, in moving the adoption of the report, said that the 
accounts recorded steady, if not sensational, progress. The gross 
receipts of the United Company were £12,400 more than in the 
corresponding half-year of 1899, while the total working expenses 
were actually £4,342 less. "The net profits were, therefore, £16,742 
better, having been £23,377 last year and £40,118 this усаг, an in- 
crease of over 70 per cent. The net earnings of the Southern Dis- 
trict Company's line were practically the same as the corresponding 
half-year, so that the whole of the increased profit was due to the 
conversion from horse to electric traction of the city lines. 'T'he 
increased profits had had to meet increased wayleaves, together with 
increased interest on Bank overdraft and on mortgages, the total under 
these heads being £10,289 this year against £6,439 last year. They 
had incurred a loss on the re-sale of horses during last year amount- 
ing to £1,562, which they had written off from revenue, and they had 
also written off £1,000 of the preliminary expenses, leaving 
a balance of £1,073 on this account. The stud of horses 
is now reduced to 109. There used to be some 1,500 or 1,600. 
As they will have to keep a permanent stud of some 70 horses, only 
about 40 more will have to be disposed of, so that the loss under 
this head may be said to be almost at anend. After the foregoing 
appropriations they were able to declare a dividend at the rate of 
7 per cent. per annum, being an increase of 2 per cent. on the divi- 
dend declared last year. The expenses were increased during the 
half-year by the reduction of the men’s hours of labour and increased 
wages to some of the men. As to the future, they showed an 
increase for the last four weeks of more than £2,000, or above £500 
рег week, and if they had average weather for the rest of the year 
there was every reason to anticipate steady increases of traffic 
receipts. They had been adding rolling stock as fast as 
they could procure it, but had experienced some delay in getting 
deliveries of cars. .At the meeting in February he expressed the 
opinion that they would have work for 250 cars in August. They 
had, in fact, work for that number now, and by next summer they 
would require a further increase in the stock of cars. One of the 
great advantages of the electric system was the facility with which 
cars could be run out at short notice and operated when profitable 
work offers. In the matter of expenditure they had not yet arrived at 
the most economical baeis for the production of electric current. The 
Ringsend station continued to justify allthat was anticipated from it, 
but owing to the delay in delivery of multiphase gencrating plant 
required for working the Southern District line from Blackrock to 
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Dalkey, they had had to keep the Ballsbridge station open, which 
wvuld otherwise have been shut down. During the half-year they 
generated 442,000 units of electric current at Ballsbridge, at a cost 
uf 1:334. per unit more than the cost of the current at Ringsend, 
and whea all the current for working the Dalkey line is supplied 
from Ringsend, this will represent a saving of £2,400 in a half-year. 
The abnurmally high price of coal was also telling for the moment 
моліо the generation of electricity at the lowest possible cost. 
There was an item of expenditure which they might have to incur 
з the future, owing to the decision of the magistrate, confirmed by 
amajority of the Court of Queen’s Bench, for what is known as 
mading the streets. The cost under that head when working horse 
tramways, and carried out for their own convenience, amounted toa 
Erle more than £200 or £300 a year, and at the outside they did 
net estimate it would cost them more than £400 or £500 a year. But 
they were not at all satisfied that the decision given was a right 
one, and they would take steps to have the question tested further. 

The mileage covered by the cars on the lines of the two companies, 
that ia, of the Southern Districts and the Dublin United, during 
the half-year was 3,277,000. The passengers carried were 21 millions, 
and the average fare paid by each passenger on the United Com- 
pauys system was 117d. The proceeds of the id. fares were 
"4 per cent. of the total receipts, while last year they were only 
54 per cent, with corresponding reductions in 2d. and 3d. fares. 
That, of oourse, had arisen from the general reduction of fares, and 
the result of this change was that while the increase in 1d. fares 
was £21,000, the company received £9,000 less from the higher 
fares, which &he public got the benefit of in reduced cost of travel- 
ling. Now that the electrical equipment of the tramways was 
practically completed they might fairly congratulate themselves and 
the public on the result. Dublin was still far.ahead of any other 
city in the United Kingdom for the extent of ite electric tramway 
system and for the excellence and cheapness of its service. 


Liverpool Overhead Railway Company. 
Tax report of the directors to be submitted to the 24th ordinary 
baif-vearly general meeting of the shareholders, to be held at 
Liverpool, on August 14th, 1900, is as follows: | 
The gross revenue receipts to June 30th, 1900, amount to 
£38,124 Is. 2d., and the working expenses to £25,113 3s. 9d. 


The number of passengers carried during the last two years is as 
folluws :— | 


Half-year Half. year Half. year Нгуен 
. ending ending ending ending 
Dec. 818, June goth, Dec. 8ist, Ju- e roth, 
1898. 1899. 1899. 900. 
Finácpses... .. Vs m 591,669 676,768 636,449 
Beoond olass, including с : ' і 
uramwaps A РИ 445,573 1 9,471,025 
Workmen (special return j 8 AUNA A 
ticketa) .. — .. — .. 1,968,917 1,485,088 1,596,791 1,518,388 
Total 4,904,921 4,475,279 6 214,957 4,687,869 


There has been considerable delay in completing the Waterloo 
ым] Creby Tramways owing to the difficulty experienced by the 
keal szthorities in obtaining delivery of material. The line is 
Low opened as far as Waterloo, and it is expected it will be com- 
pieted to Crosby in about two months. The traffic on the portion 
opened has been satisfactory. The Bill in Parliament, promoted 
by the company for the purpose of extending the main line to the 
Seaforth station of the Lancashire and Yorkshire Railway, has 
jawed both Houses of Parliament, and will, in due course, receive 
the Royal Assent. The capital authorised at the last half-yearly 
merting was offered to the shareholders on June 25th last, in 5,000 
ordinary £10 shares, at £8 per share, and applications were received 
(л considerably more than the amount required. 


KEYENUE ACCOUNT. 


from passenger traffic amount to oe eo 
F ga 


Leas working expenses sa га ex T oe 
13,010 17 
Deduet interest oh mortgage debentures .. eS 8400 0 


9,6010 17 
4,591 14 


14,202 19 


А84 balance brought forward, December 8184, 109 
Leaving available for dividend .. oe ee ee ve 


= 

5 

co 
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RevEsve Account, HALF-YEAR ENDED JUNE 30TH, 1900. 


EXPENDITURE. 


в. d. 

a To Maintenance of way, works and stations— $985 
Abstract A 8 0 
9 » Locomotive power „ В 718818 1 

un 13 Repairs and renewals of 
184 10 7 carriages — .. ee А 5 C 444 8 6 
3 6 " Traffic expenses., es oe ee ee 9,276 12 0 
2 461" General charges nis = ee .. 2, 148 15 8 
9286. n Lan charges 70 9 6 
19998 5 0 | [17 Compensation ee ee ee е Ё 16 6 9 
Ii is 6 * Rents, rates, and taxes e we 1,205 410 
, "Gormmentduty |... .. .. .. 74 10 10 
22 1 | Nr 
mr Balance carried to net revenue account .. 12,900 7 9 
£X: 15, 


і _ £89,032 11 6 


Half-year - 
ended June R 
80th, 1899 ECEIPTS. 
£ s d. 
£ в. d. 
85,960 5 8 By Passenger traffic.. T 24 ee .. 81404 5 6 
Hall-year ending Half-year ending 
June 304, 1899. June 80th, 1900. 
Ist class.. .. 594,669 .. 635,149 
nd class, includ- 
ing tramways 2,445,572 . . 2,477,025 
Workmen . . 1,435,088 . 1,575, 9 
Total No. passengers 4, 475, 279 . 4,687,862 
49 4 8 н Parcels, &c... 23 - ie xs - 40 5 1 
468 19 11 » Rents ix de T v a ; 560 2 8 
20 5 0 » Transfer fees as si ; 12 17 10 
£86,492 7 5 £38,022 11 6 


ABSTRACTS. 
(A)—MAINTENANCE OF Way WORKS, &c. 


Half-year 
ended June 
U 1 è 
— £ s. d. £ s. d. 
. £ s. d. Maintenance and renewal of permanent 
way— 
718 2 3 Wages .. vu T T , 585 19 3 
160 16 6 Material .. ss Ss e e 836 1 9 
| ——— 921 15 0 
1,800 0 0 | Repairs of structure and opening bridges 1,103 1 8 
690 0 2 | Repairs of stations and buildings ix 468 6 9 
‘ Provision for renewal of boilers, ma- 
chinery at generating station, 
1,800 0 0 permanent way, &c... 25 S 1,500 0 0 
6:57 Miles maintained—Double  .. RS 6:57 
£4,108 17 10 £3,993 8 0 
(B)—LocomotTivE POWER. 
Half-year 
ended June 
80th, 1899 
Running expenses— £ s.d. E s.d 
£ s.d Wages connected with the working of 
8,087 9 4 generating engines and motors .. 8,060 10 4 
1,686 7 6 Coal and coke T 26 «y . 1,595 5 8 
498 9 4 Oil, tallow, and other stores 4 1 
PEER 5,299 0 7 
5,147 0 2 | Re and renewals— 
597 18 9 ages ds T ee a .. 06171611 
1,001 16 1 Materials .. ae #4 sà .. 1,232 1 7 
| 1.889 17 6 
£6,146 15 0 . £27,188 18 1 
(C)—REPAIRS AND RENEWALS OF CARRIAGES. 
Half-year 
ended June 
80th, 1899. 
£ 8. d. £ B. d. 
£ s. d Carriages— 
379 16 6 Wages vs "T T A .. 80119 2 i 
885 4 9 Materials .. as съ is . 142 4 4 
— 444 8 6 
#715 1 8 £444 8 6 
(D)—TRaFric EXPENSES. 
Half-year 
ended June 
80th, 1899. 
2 в. d. | £ s.d 
6,972 14 7 | Salaries and wages, &c. .. 2: T oe .. 6,085 6 
Fuel, lighting, signalling, water, and general 
2,298 15 5 stores i os $s F $5 R .. 2,446 6 4 
256 811 | Clothing Уз A E vs es . 224 11 6 
696 11 8 [ Printing, stationery, and tickets RES vx „ 570 8 3 
£9,004 10 7 £9,276 19 0 
E MILEAGE STATEMENT. 
Miles worked ; А Miles oon- | Miles 
by engines, — Ke Miles structing or| worked 
half-year ending rised. \structea| t be con- 
June 30th, 1899. 1 structed. jengines. 
M. c. M. o.. M. с. | M. C. 
Linesleasedbycompany| 7 5 | 6 67 Nil 6 57 
» (tramways)| 2 40 |1 8 1 82 |1 8B 
STATEMENT OF TRAIN MILEAGE. 
Half-year 
ending June 
U я 
975, 500 Passenger trains T s is ex . 400,093 
Nil. Tramways a. - X is E 2,844 


Stock Exchange Notices.—The Committee has ordered 
the following securities to be quoted in the Official List :—British 
Aluminium Company—20,000 7 per cent. cumulative preference 
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shares, £10 fully paid, Nos. 1 to 20,000. Application has heen made 
to appoint a special settling day in and to grant a quotation to :— 
Castner Electrolytic Alkali Company (of the U.S. of America), 
£200,000 5 per cent. first mortgage sterling debentures of £100 
each. County of London and Brush Provincial Electrie Lighting 
Company, Limited- Provisional certificates for £100,000 44 рег 
cent. debenture stock. R.Waygood & Co., Limited—70,000 ordinary 
shares of £1 each, and 70,000 6 per cent. cumulative preference 
shares of £1 each. To appoint a special settling day іп :—Calcutta 
Electric Supply Corporation, Limited—-Further issue of 10,000 
shares of £5 each. Aud to allow the following securities to be 
quoted in the Official List:—Crompton & Co., Limited Further 
issuc of 21,902 ordinary shares of £3 each, fully paid, Nos. 32,099 
to 54,000. The Committee has appointed Tuesday, August 14th, as 
a special settling day in, and has granted a quotation in the Official 
List to:—Callender's Cable and. Construction Company, Limited— 
Further issue of 20,000 5 per cent. cumulative preference shares of 
£5 each, fully paid, Nos 20,001 to 40,000. i 


Smithfield Markets Electric Supply Company.— 
A circular issued by the directors to the shareholders states that 
the business of the company has progressed and is still progressing 
satisfactorily. Since the commencement of the year the lamps con- 
nected have steadily increased, while within the past few weeks 30 
new installations have been obtained in the Central Markets. The 
number of units sold for the half-year amounted to 367,306, against 
174,827 for the corresponding six months in 1899. The directors 
feel justified in hoping that the result of the current year's working 
will show a substantial improvement upon the previous year, not- 
withstanding the high price of coal and the probability of still 
further advances. 


Elmore's Trust.—A meeting of the shareholders of the 
above company was held on Friday, August 3rd, at the Cannon 
Street Hotel, but on the representative of the ELECTRICAL REVIEW 
presenting himsclf, he was informed it was private. 


North Staffordshire Tramways Company.—4A meeting 
of this company was held at Donington House, Norfolk Street, on 
Thursday last weck. Our representative was informed that the 
proceedings were private. 


Hove Electric Lighting Company, Limited.—The 
directors have declared an interim dividend at the rate of 7 per 
cent. per annum upon the share capital of the company, for the 
half-year ending June: 30th last. The dividend will be paid as 
usual on October 15th next. 


Westminster Electric Supply Corporation.—The 
directors have declared an interim dividend at the rate of 10 per 
cent. for the half-year ending June 30th last, payable on September 
Ist next i 


British Insulated Wire Company.—The directors 
have declared an interim dividend at the rate of 10 per cent. per 
annum for the half-year ended 30th ult. 

Personal.—Mr. H. Rogers has been appointed secretary 


of the Rand Central Electric Works, Limited, vice Mr. H. Militz, 
resigned. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending August 4th, 1900, were £1,200 12s. 9d.; receipts for corresponding 
period, 1899, £1,859 13s. 8d. ; aggregate for half-year to date, £5,883 Os. 6d. ; 
aggregate corresponding period of last half-year, £3,818 5s. 7d. 


The Bristol Tramways and Carriage Company, Limited.—The receipts for the 
week ending August 8rd, 1900, were £3,451 5s. 1d.; corresponding period, 
1899, £8,660 t в. 2d. ; decrease, £209 Os. Id. 


The Central London Railway.—The receipts for the weck ending August 4th, 
1900, were £4,328; miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending August bth, 1900, £11,641 ; August 6th, 1899, £988; increase, £606. 
Total receipts for M t 1900, to date, £7,146; corresponding period, 
1899, £4,654; increase, £2,792. Miles open, 1900, 42; 1899, 84. 


The Cork Electric Tramways and Lighting Company, Limited.—The receipts 
forthe week ending Thursday, August 2nd, 1900, were £525 bs. 8d. ; corre- 
sponding week last year, £519 17s. 6d.; increase, £5 8s. 2d. Total to 
August 2nd, 1900, £12,140 14s. 7d. ; corresponding period last year, £10,918 
14s. 11d. ; increase, £1,221 19s. 8d. 


The Dover Corporation Tramways.—The receipts for the week ending 
August 4tb, 1900, were £275 16s. 4d.; August 5th, 1899, £272 9s. 11d. ; increase, 
£3 es. 5d. Total receipts to date, 1900, £5,889 58. 04.; corresponding m 
1899, £5,585 5s. 7d. ; increase, £358 19s. 5d. Miles of track open, 1900, 8; 
1899, 8. Car miles run, 1900, 5,048; 1899, 4,503. Number of cars, 1900, 11; 
1899, 11. 


The Dublin United Tramways Company.—The receipts for ihe week ending 
Friday, August Srd, 1900, were as follows:—D. U. T. Co., horse cars, 
£31 4s. 8d.; ditto, electric cars, £8,928 6s. 8d.; D. 8. D. Co., electric cars, 
£1,045 14s. Bd. ; total, £5,000 6s. 2d; corresponding week last year D. U. T. 
Co., horse cars, £2,246 19s. 0d. ; ditto, electric cars, £1,265 18s. 8d. ; D. 8. D. 
Co., electric cars, £1,155 88. на. ; total, £4,6685s. 11d.; increase, £831 19s. 3d. ; 
aggregate to date, £24,567 18s. 11d. ; aggregate to date last year, £22,265 9s. 11d. ; 
increase to date, £2,322 9s. 0d. The mileage worked is 43 miles electrically, 
1 mile by horses, as against 18 miles electrically, 26 miles by horses, for 
the corresponding period last year. 


The Halifax Corporation Tramwavs.-- The receipts for the week ending August 
бїз, 1900, were £872; corresponding period, 1899, £667; increase, 4205. 
Total receipts to date, 1900, £13,945; corresponding period, 1809, £10,561 ; 
increase, £4,384. Miles of track open, 1900, 14; 1899, 64. Number of cars, 
1900 29 18599, 14. 


The Liverpool Overbead Railway Company.—The receipts for the week ending 
August ё, 1900, were £1,635; corresponding week last year, 21,654 ; decrease, 
£19. Total traffics from July Ist, 1900, 48,190; ditto corresponding period 
1899, £7,693 ; increase, £506. iles open 6°67 chains. 


* 


STOCKS AND SHARES. 


Wednesday Evening, 
AGAIN has the electrical railway market provided the principal 
interest in the departments upon which we touch in these notes. 
Central London Undivided have come prominently to the fore 
on the report to which we alluded last week. Moreover, the 
line has so captivated the popular fancy that it is doing a 
thriving business, and if present traflics are maintained the 
directors’ anticipations will be far surpassed. But it is too early 
yet to form a sound judgment as to how the line will prosper in the 
future. In the Stock Exchange the market in the shares is 
broadening out, and lively dealings take place every day, a very 
different state of things to that prevailing in Waterloo and City 
stock. That security has again fallen sharply, in sympathy with 
its parent stock, London and South-Western. Those who took our 


hint a couple of months ago and sold the stock in the neighbour- 
hood of par need be in no hurry to repurchase yet awhile. 


Districts and Metropolitans are both a point down since we last 
wrote, and the Omnibus descriptions are also suffering. Share- 
holders in London’s traffic-carriers have no cause at present to bless 
the new “Tube.” 


A fall of 10s. in Westminster Electrics is the only change of any 
consequence that has taken place in supply shares. The latest issue 
has now been admitted to quotation in the Official List, and the 
price is 94. Charing Cross and Strand are quoted ex rights. The 
value of the privilege was problematical. . Chelsea Debenture has 
been sought for, and i marked up 1 per cent., but business in this 
section is extremely slow. Smithfield Electrics can be sold at 2, 
but the buyers refuse to offer more. The company’s report, out 
the other day, speaks of progress, but there is to be no dividend 
on the Ordinary shares. Edmundson's is offering a few 6 per 
cent. Preference shares at 54. The security appears to be ample, 
and the investment a good one. Had the issue been made 12 
months ago it would have achieved a great success, but of late the 
investor’s palate has been tickled with such bargains that it has 
grown very fastidious. 


Notting Hill shares show no change on the directors’ decision to 
jssue new Ordinary shares at £12, or 50s. below the price at which 
the existing Ordinarics stand. Metropolitans, nominally unchanged, 
are really stronger, the decision of the Marylebone Vestry to 
purchase part of the company's undertaking having strengthened 
the market. The official quotation, as we say, is unaltered: 
another illustration of the misleading character of such prices. 
Brush shares are appreciably better on the report, but the First 
Debenture stock has fallen a point. Electric Construction are 
flat, the rising price of copper being put forward as a reason for the 
relapse. | 


Edison & Swan “A” shares are unaffected by the danger which 
Mr. Forbes, the company’s chairman, apprehends. The company’s 
Second Debenture stock, 70 per cent. paid, is quoted 2 per cent. 
either side of par, i.e., 68 to 72 


It would be well for holders of Anglo-American Telegraph 
Deferred stock to oonsider whether they might not use their money 
to more advantage than by having it invested in Anglo A.” 11 
takes £35,000 to рау 1 per cent. dividend on this stock, and seeing 
that the company will probably lose at least £25,000 for the year in 
connection with the ship Minia, it seems likely that the Deferred 
dividend will suffer, particularly with the new German com- 
petitor starting work next month. Of course it is quite possible 
that, even if the “А stock got no dividend at all, the price might 
be maintained. We have no information beyond what is contained 
in the report, but on that document it seems to us that the “ A ^ 
stock cannot be called cheap at its present quotation of 12. 


A syndicate is being formed for the purpose of raising funds to 
work electric and other concessions in ‘Tasmania. The scheme is 
well backed, but at present is in its primitive stages. More will be 
heard about it when the promoters and capitalists return from the 
summer holidays. 


Rapid progress is being made by the London United Tramway ғ 
Company with its installations at Hammersmith and Shepherri’s 
Bush. Those two places are a very hive of electrical industry of 
all kinds, and the overhead tramlines are the most prominet 
tokens of it. Imperial Tramway shares should be worth an 
investor's notice, since they will get whatever benefit it derives fron, 
the new traction on the London United lines British Electric bave 
been freely dealt in this week, but the price is without particular 
change. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Business done 


Dividends for Closing Closing oun о 
ит the last three years, | Jugust il. August th. | August sth, 
1897. | 1998, | 1899. Higheet. | Lowest. 
African Direct Telegraph, 4 % Debs. . 99 —103 | 99 —103 | 
Amazon Telegraph 5 % Debs., Nos. 1 to 1 ‚250 Red. .. | 85 — 90 85 — 90 
Anglo-American Telegraph ... £3 9s. 73/6 | 58 — 61 xd| 58 — 61 583 - 
Do. do. 6 9, Pref. 6 V 16 9 110 1114xd1104—1114 | 111} | 1104 
Do. do. Deferred 18s. V £1 78. 111— 121 | 12 — 124 121 | 12, 
Chili Telephone, Nos. 1 to 44,000 ; 3 4%| 24— 34 21— 34 he is 
Commercial Cable oe 8 .. 165 —175 165 —175 ч Gg 
Do. do. Sterling 500 ) year 4 4 % I Deb. Stock Red. M ту .. {101 —103 101 —103 1024 | ... 
Cuba Telegraph EX " i 8 : 7 95| 64— 74 64— 74 (oe ТУ 
Do. 10% Pref. 10 10 10 . . | 15 — 16 15 — 16 е. a 
Direct н Telegraph  ... v whe 4 iie 4— 6 4— 5 г m 
Т Cum. Pref, ... 5 1 |... |. 9 — 10 9 — 10 oe Wet ate 
Do. do. 43 Debs. 50 |... |... [100 —104 95100 —10495 | ... |... 
Direct United States Cable 20 | 34% | 34% 3 % | 114— 119 | 11j— 113 | 114 | 11] 
Direct West India Cable, 44 % Reg. Deb.. ..|100] .. |... |... | 99 —102 | 99 —102 Fon ы 
Eastern Telegraph, Ord. Stock e m Stock 7 7 96 С % 145 —150 145 —150 | 149 | 145} 
Do. 34 Pref. Stock X 100 P ss . | 96 — 99 96 — 99 99 97 
Do. Mort. Deb. Stock Red. ... Stock| 4 SAN . . [111 —116 111. —116 ee ж 
Eastern Extension, аах and China Telegraph ... | 10 |7 7% |7 % | 144— 15 144— 15 15 141 
Do 5 Aus. Gov. Sub.) Deb., 1900, red. ann. 
70014 m reg. 1—1,049, 3076 4996 ] 100 | 5 % = ew 
Do. do. ‘Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 ips Fas ee 
Do. 49% Deb. Stock ... З Stock 4 110 —115 xdj110 —115 
Eastern and South African Telegra h, 4 % Mort. Deb. ; 
No IG 3.000, red. Den 100 99 —102 xd| 99 —102 
Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25 | cu ár .. 100 —103% |100 —10395 | ... "m 
180,227 | Globe in and Trust ... 10 | 44 A 54% пет: 111— 112 118 | 118 
до. 6% Pref. 10 | 6 6 — 154 15 — 154 1545, 15 
320,000 Great Northern Telegraph, of Copenhagen 10 10 124% 31 — 33 31 — 33 33 m 
Halifax and Bermuda Cable, 44 % 1st Mort. Debs., ) 100 98 —101 98 —101 
within Nos. 1 to 1,200, Red. i ad idi 
do-European Telegraph ... 25 10 95 10 95 10 95 52 — 56 52 — 56 54 
London Platino-Brazilian Telegraph, 6 „А Debs. 100 6 0 105 —108 |105 —108 » . 
Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 . L3. 25 "m +— 3 i— 4 : 
Do. do. do. 59$ Pref., Nos. 1 to 86, 492 114 4 $ 249 i— 1 $— 1 P 
National Telephone, 1 to 490,000  ... "T 516 6 5 43— 5 ха 4ji— 5 413 41 
Do. 6 % Cum. 1st Pref. 10|6 6 6 9, | 12 — 14 xd| 12 — 14 i: 
Do. : Cum. 2nd Pref. ... 10 6 6 6 12 — 14 xd| 12 — 14 E Sei 
Do. Non-cum. 3rd Pref., 1 to 250,000 5 5 @ 5 6 4i— 5{ха| 43— 54 5760 5 
Do. 3i 96 Deb. Stock Red. Stock| 34 34 34 7 oo 97 —100 е7 я 
Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 15 |5 5 $— 14 
Pacific and European Tel., 4 % dun Debs., 1 to 1 000 ... | 100 | 4 P ii .. |100 P 0 100 —103 
Reuter's .. sis ..]|] 815 5 15%! 74— 8i 74— 8 
Submarine Cables Trust EA m is bes S. | Сен. ... A .. 195 —130 125 —130 
United River Plate Telephone es 5 5 6 7 4$— 54 42— 54 5 
Do. do. 5 % Cum. pref. 3 Nos. 1—16, 639 5. ous бш ТЕ 5 — 54 5 — 54 fd 
Do. do. 5 % Debs. "m Stock 104 —107  |104 —107 xo 
West African Telegraph, 5 95 Debs... 100 98 —101 98 —101 oe 
West Coast of America, Nos. 1—30, 000 and 53, 001—53 ‚008 24 4— 1 4— 1 3 
Do. do. 4 % Debs., 1—1 500 gua. by Braz. Sub. Tel. | 100 А 99 —102 99 —102 99 
Western and Brasilian Telegrap h 4 % Deb. Stock Red. ... |Stock m ee EE "m T! fs 
Western Telegraph, Ltd., Nos. 1—207,930 . T ..| 1047 7 96 144—151 xd| 142— 15} 15 144 
Do. do. 5 ' Debs. 2nd series, 1906 100 з . . 103 —106 103 —106 sid - 
West India and Panama Telegraph .. ТР 10| 2 295 | 895 6— 3 f— 3 
Do. do. do. 6 % Cum. 1st Pref. ..| 1016 iiis iss 64— 74 64— 73 
Do. do. do. 6 % Cum. 2nd Pref.... | 106 6 — 7 6 — 7 
Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 102 —105 |102 —105 
ELECTRICITY SUPPLY COMPANIES. 


Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19, d 5 4 6% 6 5 7— 8 7 — 8 
12,000 Do. do. 7 Ф Cum. Pref... 547 - ч 84— 93 84— 93 
50,000 | Charing Cross and Strand Electricity Supply 5 7 895 9 93 — 103 94— 103 
20,000 Do. do. do. do. 44% Cum. Pref. Dj us us " 51— 52 54— 52 
34,000 Chelsea Electricity Supply, Ord. ... is 5 6 6 6 64— 71 61— 74 е Т 
150,000 Do. do. do. Deb. Stock Red. ... Stock 44 n 107 —110 |108 —111 110 | 109} 
60,000 | City of London Electric Lighting, Ord. 40,001—100,000.. 10 10 6 4 8— 9 8— 9 84 
40,000 Do. А Cum. Pref., 1 to 40,000 . 10 6 6 *. | 113—124 xd 12 — 13 bis vei 
400,000 Do. Deb. Stock, Scrip. (iss. at £115) all paid % 5 xs . . |123 —128 |123 —128 125 TNT 
40,000 | County of fond & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | nù | nil 14%] 81— 9 84— 95 a bas 
20,000 | Do. do. do. 6 % Pref., 40,001 —60,000 10169 16% ... | 114— 124 | 114— 124 M 
200,000 Do. 44 95 Deb. Stock, Prov. Certs (all paid) Rd. |}. ж fia 107 —110 107 —110 s ii 
26,100 | Edmundson's Elec. Corp., Ord. Shares xu au 5 5 7 44— 5 44— 5 4 o. 
75,000 Do. do. 44 % 1st Mort. Deb. Stock. 100 ids 99 —102 99 —102 E T 
110,000 | London Electric Supply Corporation, Limited, Or 3 em 1— 1 1— 14 ба еї 
49,840 Do. do. do. do. 6% Pref. 5 6% 4 — 43 4 — 4% re - 
250,000: Do. do. do. 4%, 1st Mt. Db. Stock Rd. |Stock Se 98 —100 98 —100 M ф 
85,000 | Metropolitan Electric Supply, 101 to 62,500 10 6 59, 5 * 144— 154 | 144— 154 15 | 14 
220,000! Do. 44%, First Mortgage Debenture Stock | ... | 44 i „оп —114 111 —114 i tx 
220,000 Do. 3495 Mort. Deb. Stock Red. .. [Stock] 2. |... |... | 96 — 98 | 96 — 98 "a 
6,452 | Notting Hill Electric Lighting 1001695, 6 7 % | 164— 164 | 154— 163 э. 
3 St. James 's and Pall Mall Electric Light, Ord. .. 5 144% 14476 1144 14 — 15 xd 14 — p 148 | 143 
000 Do. do. 7 J Pref., 20,081 to 40,080 | 5 ne 7 ne 8 — 9xd| 8 — 88 | .. 
к Smithfield Market Elect. Supply, í Ога. ... 55 ut i 2 — 291 2 — A 2 14 
ee ME do. 4% Debe s s 1000 . 85 — 95xd[ 85 — 95 |... | 
73.900 та London Electricity Supply, Ord. ... is ses 5 3— 4 3— 4 a ET 
estminster Electric Supply, Ord., 101 to 80,000... ...| 5 12 % 12 % 13 % | 124— 134 | 12 — 13 124 | 123 
a ТЕ MM MG. Mu NM CEN 8 
to Founders Sh n Liv Stock Exchan 
1 s aro fully paid. | Dividends paid ta getefred share warrants profits being used as capital, 
Dividends marked § are for a year consisting of the latter part of one year and the first part of the next. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES, | 


Stock Dividends for Closing Closing Business done 
pe NAME. Snare the last three ran Quotation | Quotation | week ended 
"OS — — I 
65,000 | Aluminium shares, Nos. 1—65,000  ... 1 10 0% 20 0% 21— 3} 23— 33 
90,000 Do. 41 96 ist Mort. Deb. Stock Red. Stock 96 —101 96 —101 
30,000 British Electric Traction s 10 6 E: 1 — 15 14 — 15 
50,000 Do. do. 6 95 Cum. Pref. 10 12 — 13 12 — 13 

200,000 Do. do. 5 95 Perpetual Debenture Stock ... Stock 123 —126 123 —126 
85,0002 F British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... i— i i— i 
50,000 it Do do. 6 Cum. Pref., 150,000 suc es ii— 13 | k- H 

500 it Do. do. 44 96 1st Mort. Deb. 100 . 97 — 99 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 5 5 15 [4 15 5 % 20 9 % 114— 124xd} 114— 124 
27,500 Do. do. 6% Cum. Pref. Nos. 1 to 27, 000 . 5 ; 51— 6łxd| 51— 6} 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000 m à 18— 1i 18— 14. 
90,000 Do. do. Non“ cum. 6% Pref., 1 to 90,000 26 TE 2 — 9} 23— 23 

125,000 Ро. do. 44 % Perp. Deb. Stock i Stock 109 —114 108 —113 
50,000 Do. do. 44 % 2nd Deb. Stock Red ... Stock . . 101 —103 101 —103 
20,000 | Callender’s Cable coe shares, Nos. 1—20,000 5 124% 15 5 Ф 15 5 % 13 — 14 13 — 14 
20,000 Do. do. 5 95 Cum. Pref, ; 5 5]— 5 51— 53 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red S ock 110 —114 110 —114 

213,533 | Central London Railway, Ord. Shares 10 94— 10 10 — 104 
61 033 Do. do. Pref. half-shares .. 5 44— 5 5 — 51 
71,447 Do. do. Def. do. Е 5| .. e m 44— 5 5 — 5% 

855,000 | City and South London Railway  . Stock) 13% 24%! 14%] 56 — 59 56 — 59 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . 10| .. ТЕ " — 7 6— 7 
32,098 | Crompton & Co., Nos. 31 32,098 EUN 3 6 %| 73 32— 42 32— 44 

Do. 5 Ф 1st Mort. eg. ebs., 1 to 900 of ` ; 

100,000 £100, and 901 to 11 000 of £50 red ene t.. eee 99 —102 99 —102 
99,261 | Edison & Swan Utd. El. Lgt., “ A” shares, £3 pd. 1 to 99,261 5| 6 6% 6 2— 9 2 — 2 
17,139 Do. do. do. “А” Shares, 01—017,139 5 6 & 6 %| 6 Y| 34— 44 34— 44 

344,023 Do. do. do. 4% Deb. Stock Red 100 | .. vs . . | 91 — 93 91 — 93 

112,100 | Electric Construction, 1 to 112,100 ... 2| 6 6% 6 2 — 2}xdj 1j— 23 
25,000 Do. do. : Cum. Pref., 1 to 25,000.. 2:3 $ 7% 22— 3ixd| 24— 34 

140,300 Do. do. Perp. 1st Mort. Deb. Stock Stock " . . 102 —105 102 —105 

9,600? Greenwood & Batley, T 95 Cum. Pref., 1 to 9,600 ... 10 7 7 95 7 10 — 11 10 — 11 
30,000 | Henley's (W. p Telegraph Works, Ord. 5 т 5 | 12 | 14 15 13 — 14 13 — 14 
30,000 Do. do. 44 Y Pref. ... 5| 7 7 Ф 25 51— 52 51— 5 
50,000 Do. Ha do. 44 Mort. Deb Stock... Stock 44%] ... 110 —114 110 —114 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works 10 10 $ 10 % 2] — 29 21 — 22 

300,000 Do. do. do. 4 96 1st Mort. Deb .. 100 .. - . . 101 —104 101 —104 
37,500 Liverpool Overhead Railway, Ord. ... ga ..| 10| 34%| 31 33 93— 94 97 978 
10,000 Do. do. Pref., E10 paid 10 5%] 5 5 13 — 134 | 131— 134 
37,350 | Telegraph D. and Maintenance ... 12 | 15 % 15 15 35 — 39xd | 35 — 39 

150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 100 | ... . . 1101 —104 101 — 104 
20,000 | Telegraph Manufacturing, He» Nos. 1 to 20,000 ... 5 8 [4 12 %} 10 — 11 10 — 11 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000... 5 51— a 51— 54 

540, 000?] Waterloo and City Railway, Ord. Stock  ... m ..| 100 3 * 3 Ф 93 — 90 — 93 


+ Quotations on Liverpool Stock Exchange. | Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


Birmingham Electric Supply, Ordinary £5 (fully paid) 8—10, Kensington and Knightsbridge Electrio Lighting, Ordinary Shares £5 (falls 
Brompton and Kensington, 4 % Debentures of £100, 104—108. pa ) 12—18; 1st Preference Cumulative 6 a £5 £5 (чш 10810), 7—74. 
National Electric Free Wiring, 12/6 paid, entures, 102—104. Dividend, 1899, on Ordinary Shares 11 96. 

ears ны, spa yee Electric (£10 pd. X Ord., eae *T. Parker, £10 (fully paid), 173. 


Pref. (£10 pd. у, 10—11. 
* From Birmingham Share List. Bank rate of discount 4 per cent. July 19th, 1900). 
MARKET QUOTATIONS, Wednesday, August 8th. 


CHEMICALS, &c. | This week. Last week. Inc. or Dec. METALS, &o. (continued. ) | This Wen | Last west; Inc. or Deo.- 
} 
a Acid, Hydrochloric per cwt. 5/- 5/- g Copper Sheet per ton £85 £84 £1 ine. 
ag,, Nitric per cwt. 22/- 22/- ^ g A tod per ton £85 £84 £1 ine. 
a „ Oxalic per cwt. 32 32 e „  (Electroly tic) Bars per ton £82 10 £8210 | .. 
s Bulphuric . per cwt. 5/6 5/6 é * " Sheets per ton £90 £90 | ob 
a Ammoniac, Sal .. per ct. 89/- 39/- é ^: EM Rod .. рег ton £84 £84 
a Ammonia, Muriate (c rystal) .. рег ton £33 £33 ait e $s " Н.С. Wire per Ib. 94d. 94d. 
a per ton £30 £30 * J Ebonite Rod . 2 10 .. per lb. 3/- 3/- 
a Bleaching powder T: per ton £" £7 f 2» Sheet per ib. 5/- | 5/- 
a Bisulphide of Carbon .. per ton £15 £15 n German Silver Wire per lb. 1/6 | 1/6 | 
а Вогах Y w per ton £17 £17 * h Gutta-percha fine .. per lb. „а | 
а p nsole (90 of) per gal. 7/- ub ёд h India-rubber, Para fine per Ib. 3/103 to 4/04) 3/ 10 to 4/03 
» (50/ 909, . per gal. 5/6 5/6 | at i Iron, C "pL oal Sheets е per ton £18 | P» 
a fe Сорга r Sulph: ate per ton £25 10 £25 10 КА E da: (Cleveland w arrants) . per ton| 69/6 69/6 | * 
a Lead, Nitrate per ton £25 £25 P. бз Fe org ings, according to size per ton| From £11 | From £11 | ы 
a , White Sugar per ton £31 £81 | A- i ,, Scrap, heavy. per ton 70/- to 72/6 | 70/- to 72/6 | - 
a ,, Peroxide .. «л per ton £27 10 £27 10 * i „ Wire, galv anised No. 8 per ton 412 15 FL ^ a 
a Methylated Spirit ‚ .. per gal. 2/6 2,6 Ф e ^ | £17 12 6 to | f 26to 
aN aphtha, Solvent (90% at 160^ C). per gal. 5/6 5/6 | g Lead, English Ingot per ton £17176 1 £18 5 dee. 
a Potash, Bichromate, in casks. . per lb. 34d. 84d. | 8 , Sheet per ton| £19 £18 15 5s. inc. 
a 3 Caustic (75/80°%,) per ton £24 £24 | m Manganin Wire No. 28 .. per Ib. R/- 8/- "d 
i Bisulphate per ton £35 £35 | g Mercury s Per bot. £9 10 £9 10 ‘ 
a a She r * per cwt. 68/- 68/- d Mica (in original cases), small .. рег lb. | 34. to 9d 8d. to 9d. г 
a Sulphate of M: agne Sia .. per ton £4 10 | £4 10 | T. A ЖГ “ „ medium per Ib. 1/9 to 2/9 1/9 to 2/9 ‚ 
a Sulphur, Sublimed Flowers .. per ton £6 £6 | * d „ large. per Ib. 8/8 to 7/8 3/8 to 7/3 P 
a m Recovered per ton £5 10 | £5 10 * p Phosphor Bronze, plain castings per Ib. 1/1 tọ 1/4 1/1 {о 1/4 
а " Lump per ton £5 | £5 | * p " rolled bars &rods per lb. 1/1 to 1/4 1/1 tq 1/4 | 
a Soda, Caustic (white 70 of 6) per ton | £1015 | £1015 T p * eee sheet perlb.| From 1/8 From 1/3 | 
a ,, Crystals . per ton £3 #8 2 o P! atinum per ox. £3 13 6 £3 13 6 
a „  Bichromate, casks per lb. 91d. 23d. p Silicon Bronze Wi ire . per lb. | 102d. to 1/1 | 103d. to 1/1 1 
| 1 Steel, Magnet, ace'd'ng to desc'p' n per ton From 415 to £40 | 
| ы » in bars * £58 £58 | чь 
METALS, &c. | g Tin, block per ton Ж | аа &1 inc. 
b Aluminium Wire, іп ton lots.. рег ton £224 £224 e g „ foil per Ib. | 3j. 1/9 За. inc. · 
b She et, in ton lots per ton £191 £191 wire, Nos. 1 to 16 .. per lb. 1/9 1/9 | % 
р Babbitt's metal ingots. per ton £80 to 150 | £80 to £150 p White Anti - friction Metals — | 
с Brass (rolled metal 2” to 19" )ba asis per lb. 73d. | 73а. „White Ant“ brand. per ton £40 to £70 £40 to £70 | 
c 'Tube (brazed) З .. рег lb. 10d. 10d. T j Yarns, Cotton, Single 101b b' ndl's s per Ib. | 84d. | Sad. 
с, » (solid drawn) per lb. Bad. ва. * j » Best F lax, 6lea. .. . per lb. 6d. | 6d. 
€ „ Wire, basis ; per lb. Rid. 824. 85 AMET Hemp, 8 ply 10 Ibs. per lb. 44d. | 44d. 
с Copper Tubes (brazed) .. per lb. 114d | 11id j Russian, 10 lbs, per Ib. 58а. 54. 
» (solid drawn) .. per lb. lid. | 11d. T Jute, 180 lbs. rove per ton £14 £14 
2 Copper Bars (best selected) .. per ton | £85 £84 20s. inc. ^ Zinc, Sh't. (Vi ielle Montague ond. ) per ton, £24 5 nett. | 224 5 nett. 
| | 
f : Меш um poor е бы / Indis. Rubber. Gp. and тач Pd k Messrs. Morris Ashby, Limitea. 
e Brit uminium А essrs. James & Shakspeare. [ m Messrs. over - 
A pene ue c Messrs. Thos. Bolton & Sons. ео Messrs, Jackson & Till, drj be п Messrs, P. Ormiston & Sons. 
d Messrs. F. Wiggins & Sons, PP J | 4 Messrs. Bolling & Lowe. P o Messrs. Johnson, Matthey & Co., Ltd. 
e Messrs. Frederick Smith & Co. j Messrs. Henry C. Yeo & Co. * The Phosphor Bronze Company, Ltd. 
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PHYSICAL SOCIETY. 


ORDINARY MEETING HELD JUNE 8TH, 1900. 
Dr. J. Н. GrapsroNE, F.R.S., Vice-President, in the chair. 


A Paper on “THE MAGNETIC PROPERTIES OP ALLOYS OF IRON 
AND ALUMINIUM. Part IL" By S. W. RicHARDSON and L. 
LowN»ps, was read by Dr. RICHARDSON. 


Experiments have been made to ascertain in what way the 
hysteresis loss between given limits of the field strength is con- 
nected with the temperature for an alloy containing 3:64 per cent. 
of aluminium. The experinfents show that the hysteresis loss 
attains а maximum value at a temperature considerably higher than 
the temperature of maximum iuduction. The changes produced in 
the magnetic properties of the alloy by heating and subsequent 
cooling have also been investigated. The properties depend largely 
on the previous history of the specimen, but there does not appear 
to be any essential difference between the behaviour of the alloy 
during heating or cooling (except near the temperature of minimum 
permeability. Experiments have also been conducted on the 
abrupt change in the permeability that takes place at a temperature 
of about 650° C. The conclusions arrived at are as follows: — 1. 
The hysteresis loss at first diminishes as the temperature rises. It 
then increases and reaches a maximum at about 550? C. On further 
heating it falls off rapidly, and is negligible at 700° C. 2. The 
magnetic properties of the specimen depend largely on its previous 
history. 3. There is no essential difference between the behaviour 
during heating and cooling except near the temperature of minimum 
permeability. 4. An abrupt increase in the permeability takes 
place at about 650° C. during heating, followed by an equally abrupt 
diminution on further heating. 5. This abrupt chauge is more 
marked with falling than with rising temperatures. 6. Continued 
heating and cooling diminish the permeability. 7. The curve 
connecting temperature of minimum permeability and percentage 
aluminium is a straight line. 8. The microscopic examination of the 
specimens shows the presence of crystals. 

Prof. 5. P. THoMPsoN asked if the specimens had been kept for 
any length of time at a high temperature, because crystals changed 
and grew in metals at temperatures even far below their melting 

ints. 

PO Prof. REINOLD asked if any specimens had been examined where 
the crystalline structure had not been observed. 

Mr. BLAKESLEY asked if any explanation of the orientation of 
the crystals could be given. 

The CHAIBRMAN said it was difficult to know exactly what sub- 
stances were being dealt with. They might be pure alloys or 
mixtures of two or three alloys with iron or aluminium. 

Dr. RICHARDSON, in reply, said the crystals might be dissolved in 
nitric acid and analysed, but at present he did not know their com- 

osition. 
i Mr. W. CAMPBELL then read a “Note on Crystallisation Produced 
in Solid Metal by Pressure," and a paper on “The Viscosities of 
Mixtures of Liquids and Solutions" was read by Dr. С. H. LEES. 

The SECRETARY read a note from Prof. Woop on “ An Application 
of the Method of Striz to the Illumination of Objects under tLe 
Microscope." 

The meeting then adjourned until June 22nd. 


ORDINARY MEETING HELD JUNE 22ND, 1900. 
Mr. Т. Н. BLAKESLEY, Vice-President, in the chair. 


A paper entitled “Notes on Gas Thermometry,” by Dr. P. 
CHAPPUIS, was read'by Dr. HASKER. 

A paper on A Comparison of Impure Platinum Thermometers,” 
by Mr. H. M. Tory, was read by Prof. CALLENDAR. The object of 
this paper is to investigate the probable order of accuracy attainable 
in the determination of high temperatures by the use of ordinary 
commercial specimens of platinum wire. 

A paper on “The Law of Cailletet and Mathias, and the Critical 
Density," was read by Prof. S. Youna. 

The Society then adjourned until next October. 


THE MUNICIPAL ELECTRICAL ASSOCIA- 
TION, 1900. 


THE PROTECTION OF TELEGRAPH AND TELE- 
PHONE WIRES IN CONNECTION WITH OVERHEAD 
TRACTION. 


By R. C. Qury, Borough Electrical and Tramway Engineer, 
Blackpool. 
(Paper read June 22nd.— Abstract.) 


THIS question is of special importance in view of the number of 
traction systems now being installed. 

That overhead telegraph and telephone wires need protection 
will be admitted, but how shall this protection be best given? To 
the author the best method appears to be the placing of these tele- 
graph and telephone wires underground where they cross the line 
of tramway route. He believes the telephone company are not 
averse to this course being adopted; but we are met with the 
absolute refusal of the Post Office to consider any such proposition. 

The most usual practice until a comparatively recent date 
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was to place guard wires above the overhead trolley line at a dis- 
tance of about 18 inches, these wires being of galvanised steel and 
supported by insulators. What are the insulators intended for? 
Are they to protect the telegraph or telephone wires or the trolley 
line ? 

Assuming that we adopt guard wires, they should be supported on 
poles 2 feet above the trolley line, but they should not be insulated. 
If a telegraph or telephone wire break, what need is there to 
insulate from earth? If two guard wires in the same horizontal 
plane and 18 inches apart be placed over the trolley line, the 
probability is that the broken telegraph or telephone wire would 
not come in contact with the trolley line or passing trolley ; but it 
might do so. In that event it is better that the guard wire should 
be efficiently connected to earth, as a short circuit would be the 
result, and if both lines, telegraph and telephone, and trolley line 
be properly protected by maximum current apparatus no damage 
would ensue. The author would, however, point out that it is not 
sufficient to have these guard wires clamped to a traction post when 
the traction post is bedded in concrete. There should in all cases 
of guard wires be two poles bonded to the rails, and these poles 
should preferably be the end ones of the guard wire section. The 
telephone and telegraph wires should be provided with fusible cut- 
outs or other similar device for the protection of the terminal 
instruments, and this is a matter of no great cost. With these pre- 
cautions there need be no fear of electrical accidents from overhead 
telegraph and telephone wires. 

There is another system of protection now largely adopted and 
which consists of fastening to the trolley line brass clips, and 
placing vertically over the trolley line a wooden moulding of 
greater width than the trolley wire. It is more unsightly than the 
guard wires, and brings the trolley line into greater prominence. 
There also appears to be difficulty in thoroughly securing these 
strips, for in most towns in which they are in use many lengths have 
become detached. Further they do not afford the same protection 
аз guard wires. А telephone wire may break and fall on the strip, 
but so far no great damage results. A car however comes along, 
and as has happened the driver does not notice the fallen wire, but 
the cheeks of his trolley wheel touch the wire, forming contact 
between it and the trolley line. We then have a live telephone 
wire earthed only through its terminal instruments, and a live 
dangling wire on the car, which is not assuring to the passengers. 

There is a third method which is advocated by the Post Office, 
and that is a system of bunching telegraph wires so as to reduce the 
number of crossing places, and then forming an insulated cradle or 
hammock round these wires. The principal objection to this course 
would be extreme unsightliness. It, moreover, by no means follows 
that if a wire breaks it will not fall through the cradle, as the 
meshes are 2 to 3 feet square. 

If we are to regard as impossible the laying underground at 
crossing places of telegraph and telephone wires, then the author 
suggests the following as the best method to protect telegraph and 
telephone wires. 

1. The erection of two guard wires 18 inches apart, at a minimum 
height of 2 feet above the trolley line. . 

2. The length of the guard wires to be such that, should the 
crossing telegraph or telephone wire break close up to one span 
insulator, and be blown horizontally in either direction, it could 
not, when falling, come in contact with an unguarded portion of the 
line. 

3. Each span of guard wires should be separate and distinct from 
its neighbour, but metallically looped across. 

4. No insulators whatever should be used, but guard wire 
standards be bolted direct to the bracket arms, or to the span wire 
as the case may be. і 

5. The terminal posts of each length of guard wire should be 
bonded to the tram lines. 

6. The trolley line should be divided into sections, and each pro- 
tected by a maximum current device. These sections should 
preferably not be of equal length, but proportioned for equal maxi- 
mum working current. 

7. The crossing span of telegraph or telephone wires should be 
terminated by a disconnecting insulating shackle on each side and 
the connection across these shackles should be by fusible metal 
bridge. 

If these suggestions be carried out, the author considers that all 
that is humanly possible to, protect overhead telegraph and telephone 
wires will have been donc. , 


INSTITUTION OF ELECTRICAL ENGINEERS. 


ALTERNATING CURRENT INDUCTION MOTORS. 
By A. C. EBORALL, Associate. 
(Paper read, May 17th, 1900.) 


(Continued from page 203.) 


WiTH the exception of the Heyland motor, all the devices 
employed for producing this requisite phase difference are external 
to the motor, and they have all been devised at one time or 
another by Mr.C. E. L. Brown, and have gradually been adopted 
by all other single-phase motor builders. These external starting 
devices take the special form of arranging that the self-induction of 


that of the circuit containing the running coils, this being attained 
by suitable winding proportions in conjunction with choking coils 
or non-inductive resistances, or condensers ; or any two of these in 
one or other of the stator circuits. The choice of such apparatus is 
governed by the relative value of the turns in the starting and 
running coils, and by the particular connections used at starting. 
The starting torque given by motors arranged in this way is in- 
considerable, barely sufficient in fact to run the motor up to speed 
against the load of belt and loose pulley. Moreover, unless the 
motor is very carefully designed—particularly from the magnetic 


leakage point of view—the starting current at this small torque will 
be excessive. With the above-named exception, the very best 
single-phase induction motors of the present day working under the 
most favourable conditions require a current at starting at least 
equal to the full-load current in order to run.them up to speed 
without the load, while against the fullload they will not start at 
all, whatever the value of the starting current. 

The principal reasons for these comparatively indifferent results 
are, that the phase difference at starting produced by the above- 
mentioned means is small, and that the cross-flux produced by the 
starting coils does not attain a high value. As with independent 
alternating-current circuits a large phase difference will be produced 
by increasing the self-induction of the circuit, it might be thought 
that this could also be obtained in a motor by arranging the starting 


Fic. 8. 


device and starting coilson these lines. But it must be remembered 
that the stator circuits of an induction motor are not really 
independent, on account of the action of the rotor currents. These 
behave with regard to the stator currents just as the toaded 
secondary of а transformer behaves with regard to the 
primary—that is to say, the self-induction of the stator 
windings is more or less completely wiped out by the mutual 
induction of rotor and stator. It follows from this that 
better results will be obtained if the number of turns of the starting 
coils is kept low, and the increase of sclf-induction produced by an 
external choking coil, or equivalent device involving magnetic 
leakage. This point was recognised at an early stage by motor 
builders, and an external choking coil (to produce as much phase 
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difference as possible) is a leading feature of several modern starting 
devices. 

But this increase of self-induction, whether produced externally 
in this way, or by winding the starting coils with a large number of 
turns, effectually prevents the starting field of the motor (that is, 
ibe tield in quadrature position to that of the stator ‘running coils) 
from attaining that high value already shown 
w be absolutely necessary if a large starting 
teque is required. Where the self-induction 
v increased by increasing the turns of the 
starting coils, the strength of the cross-flux falls 
ui versely as the square root of the self- 
mámtion; if the choking coil is used, the 
areagth of the cross-flux is diminished by an 
umxmt equivalent to the leakage flux of the 
cil Consequently, it is evidently a clear fun- 
damental point, that to obtain a large starting 
tempe the self-induction of the starting coils 
оі be kept down as much as possible. 

It has been hitherto generally held that the 
design of starting devices for single-phase 
1Jdzction motors should be such that the start- 
ing conditions should approximate as nearly as 
posible to the starting conditions of poly- 
passe motors—that is, designers have aimed 


at the production of a rotary field at starting. 8 


Not only this, but every effort has been made to 
make this field as uniform as possible, by so pro- 
portioning the windings of starting and running 
сойз as to produce two cqual magnetic fluxes, 
and the production of a larger field by one 
vf the other winding has been particularly 
avoided. M 
Mr.Heyland's motor, which is shown here x 
tonight, and described below, is designed with ! 
ngi to the starting device on exactly oppo- ee 
tite Ines to these. Briefly, there is no external | 
pum«hitting device, the starting winding | 
wing put straight on the mains, and this 
inding has comparatively few turns, and is so | 
that under all circumstances its self- 
indnction is less than that of the running coils | 
—that is, the winding carrying the current of | 
grater phase difference is made to have the 
maller »elf-induction. As a result of the small | 
elf-induction of the starting coils, а cross- 
magnetic flux of great strength is available, | 
and this cross-flux is made to have the proper ! 
tme relation by a special arrangement of the | 
І 
c 


magnetic circuit of the stator. The production 


are cut-out affects only the starting current; if the motor is starting 
light, the single-pole switch can be opened when the arms of the 
rotor resistance are on the second contact; if it is starting against 
full load, the starting coils require to be left somewhat longer in 
circuit—that is, they are to be cut out, for instance,.on the fourth 
or fifthicontact'of the'starting resistance. 
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cf a rotary field at starting is not aimed at, A A Ø 

the whole idea of the starting device being to Чо а ОЬ i 

pode a powerful alternating magnetisation cls (op rings 

having the proper phase relation, in a direction TS — p OR 
vuMering the two-pole case} at right angles ; 

to the axis of the running coils. The result - Fra. 10 


u thet the Heyland single-phase motors will 
all dart against full load, quite easily, without 


A) exceemive current consumption, and it will be therefore readily | 
sdmitted that an important advance has been made in single-phase’ 


mou work. 

Apart from the design and arrangement of the starting device, 
the Heyland motors differ but little from other well-designed 
motors of the induction type. The stator running winding consists 
of s number of rectangular coils wound in half-closed slots in such 
a manner that magnetic leakage із as small as possible, while the 
mar is wound with a three-phase star-connected winding, 
with its three free ends connected to slip-rings on the shaft, for the 
ineertion of a starting resistance. А squirrel-cage rotor, or one of 
3 modifications, could be easily used, but it has been found that 
the reduetion of the starting current (for a given torque) brought 
awat by the use of the resistance well repays its use, even for 
Rotors as small as 1 H.P. 

Fig. 7 illustrates diagrammatically the stator windings of the 
Heyland single-phase motors, the figure illustrating a four-pole 
motor. The running coils are shown by the full lines, and the 
“ating coils by fhe dotted lines. These latter coils are wound in 
mtangular holes in order to obtain the necessary large phase 
(ference of the current in them; the flux produced by these coils 
unk very unfavourably with the rotor windings, which has the 
efect of reducing the mutual induction of the circuits in question, 
with the result that the current in the starting winding lags con- 
"derably, sometimes as much as 50°. The relation of the stator 


darting coils to the coils of the rotor, is, in fact, entirely analogous | 


t the relations existing between the primary and secondary coils of 
à transformer having great magnetic leakage. \ 


2 


As dated above, the turns of the starting coils are comparatively | 


ler in number, and have a low resistance; the amount of phase 
Ciference of the flux produced by the current in them is deter- 
mined by the shape given to the holes, the dimensions of these, and 
ig the winding depth. 3 

Fig». 8 and 9 show clearly the arrangement of the stator running 
14 starting coils as actually carried out fora four-pole motor, while 
Че form of the rotor winding can be seen from the latter figure 
Алп, š 

The motor is started as follows: — All the rotor resistance being 
15 eimuit, the stator windings (both running and starting) are 
"sched directly on the mains; the motor will immediately start 
“p with great torque, and the rotor resistance and starting coils are 
te be cut out as it does so. The exact moment at which the latter 


The earlier Heyland motors were all furnished for use with a - 
single-pole switch.in the starting circuit. This has now been done 
away with, however, by combining it with the starting resistance 
box (see fig. 10), so that the operation of starting up is as simple as 
that with a shunt wound direct current motor. 


(To be concluded.) 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be аз brief and concise as possible. Free изе of fictitious names, c., 
may be made. — Answers are furnished by а duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


PRIVATE CoNSUMER writes: “І shall be glad to have your opinion 
on the following legal point. The wires and fittings in my house 
were put in by the electric supply company for this district. For 
some time everything went well, until last week all the lamps in 
one room went out. I employed a local electrical engineer’ to 
effect repairs. While at this work he caused a short circuit, which 
has done considerable damage and has involved me in great expense. 
The local man alleges that the short circuit was duc to the faulty 
laying of wires in the first instance. From whom can I recover the 
cost? 5 

*„* If it can be proved to the satisfaction of the Court that the 
accident and the entire damage was due to the faulty lay ing of 
wires by the supply company in the first instance, the company, if 
they were under obligation to supply a proper wire, nre clearly 
responsible, and can be sued for the cost. As our correspondent is 
doubtless aware, electric supply companies are answerable for all 
damages happening through the act or default of themselves or 
their servants. [See Section 77 of the Schedule to the Electric 
Lighting (Clauses) Act, 1899.] Thus in Burrows v. the March Gas 
Company [L. R., 7 ex 96,] the defendants, a gas company, con- 
tracted to supply the plaintiff with a proper service pipe to convey 
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gas from the main outside to a meter inside his premises. Gas 
escaped from the pipe laid down under the contract into the 
plaintiff's shop. 

The servant of a gas-fitter employed by the plaintiff happened to 
be at work in another room at the time of the escape, and went into 
the shop upon hearing of it to find out the cause. He was carrying 
a lighted candle in his hand, and immediately on entering the shop 
an explosion took place, doing damage ío the plaintiff's stock and 
premises. On the trial of an action against the defendants for their 
breach of contract in not supplying a proper service pipe, the jury 
found—(a\ That the escape of gas was occasioned by a defect in the 
pipe, and that the defect existed in the pipe when supplied; 
(5) that there was negligence on the part of the gas-fitter'* servant 
in carrying a lighted candle. It was decided by Wills, Blackburn, 
Mellor, Brett and Grove, J. J. (affirming the judgment of the Court 
below), that the plaintiff was entitled to recover, and that the 
defendants were not relieved of liability by the negligent act of the 
yas-fitter’s servants. 

In the course of his judgment Cockburn, C. J., said :—“ The 
defendants ought to have taken care, before laying gas on, that the 
apparatus of which this pipe was a part was safe and sufficient. 
They have thus been guilty of a double default—tirst, in supplying 
a defective pipe; and, secondly, in sending gas through it in 
quantities calculated to produce the catastrophe which occurred. 
The escaped gas was the d rect consequence of their breach of con- 
tract, and was necessarily dangerous.” Seeing that our correspon- 
dent will probably have some difficulty in proving that the wires 
were improperly laid in the first instance, we are of opinion that 
his more prudent course would be to sue the fitter. 'lhere is 
authority for saying that undertakers cannot be held responsible for 
accidents which occur when fittings properly constructed by them 
are being altered or repaired by a fitter employed by the consumer. 
Under such circumstances the fitter is liable. So in Parry v. Smith 
(1879, 4 C. P. D.) the defendant, & gas fitter, was employed by the 
plaintiff's master to repair a gas meter upon his premises, and for 
the purpose of doing so took away the meter. In lieu thereof he 
made a temporary connection by means of a flexible tube between 
the inlet pipe and the pipe communicating with the house. The 
plaintiff having gone in the ordinary performance of his duty with 
a light into the cellar where the meter had been, gas which had 
escaped by reason of the insufficiency of the connecting tube ex- 
ploded and injured him. The jury found that the work was 
ncgligently done. It was decided that the defendant was liable. 

In the course of his judgment, Lopes, J., said :—' I think the 
plaintiff's right of action is founded on a duty which I believe 
attaches in every case where a person ів using, or is dealing with, a 
highly dangerous thing which, unless managed with the greatest 
care, is calculated to cause injury to bystanders. To support such a 
right of action, there need be no privity between the party injured 
and him by whose breach of duty the injury is caused, nor any 
fraud, misrepre entation, or concealment; nor need what is done by 
the defendant amount to a public nuisance It is a misfeasance 

independent of contract," | 


THE BERMONDSEY ELECTRIC LIGHTING 
CABLE CONTRACT. 


As little information is generally available respecting the reports 
of consulting engineers on large contracts for electric lighting 
cables, considerable interest will doubtless be manifested in the 
comments made by Messrs. Kincaid, Waller & Manville on the 
tenders recently submitted for the mains and ducts required by 
the Vestry of Bermondsey. It may be remembered that the follow- 
ing firms tendered for the contract :— 


1. 8t. Helens Cable Company is - £28,109 16 8 
2. Siemens Bros. & Co. is a T 8113 9 11 
8. W. T. Glover & Co. id EXT ae eis .. 6,181 7 9 
4. Callender's Cable Company .. ғ. К € 8.213 7 1 
5. Western Electric Company jx А 8, 19 11 11 


6. British Insulated Wire Company .. 8,43 15 10 
Engineer's estimate: 5 rs ea > - 8190 0 0 

The tender of Messrs. Glover & Co. has been accepted. The 
comments of the consulting engineers, as contained in a report sub- 
mitted to the Vestry, are as follows: 

1. The lowest tender is the St. Helens Cable Companys, quoting 
48,109 16s. 8d. In their tender of this amount they quote for 
cables insulated with paper and lead covered, which complies with 
the requisitions of the specification. They send an alternative 
quotation at £8,053 16s. 8d. for cables covered with paper and 
then rendered waterproof with vulcanised bitumen, without any 
lead sheathing. This method, however, is not in accordance with 
the specification, and, indeed, in the present absence of experience 
of the longevity of cables made in this manner, is not a method 
which we recommend for your consideration. The company is com- 
paratively a new one in the manufacture of electric mains for elec- 
tricity supply station purposes, and they, in fact, only mention one 
place where cables of the character of those of their higher tender— 
which conforms to the specification—are being at present laid by 
them, i. e., Wrexham ; and having regard to the very small difference 
in price between their price and that of some of the other cable 
makers who have very extensive experiences in the same direction, 
you may think it desirable not to place the order with them. 

2. The next highest tender is that of Messrs. Siemens Bros. at 
£8,113 9s. 11d. This firm is a well-known one as a manufacturer 
of electrical cables for purposes such as you have in view. The 
speciücation and samples of the mains they propose to supply are 


in order, but they take three exceptions to the general clauses in the 
specification, two of which you will, no doubt, consider of great 
importance. The first of these two important ones is that they take 
exception to the wages clauses as follows :—“ We are also sorry to 
state that we could not see our way to subscribe to any general 
clause regulating the wages to be paid by us for any particular 
work." You will recollect that you have specially had inserted їп 
the specification a stringent wages clause, regulating the rate of 
wages and time on the various parts of the work; and as the non- 
observance of these conditions might materially affect the cost of 
the goods supplied, we think you will hardly consider the tender of 
kin firm in competition with others who do subscribe to the wages 
clause. 

The second objection thev make is to the schedule of prices, 
which provides that during 12 months from the time of the receipt 
of the order for the present work the contractors are to hold them- 
selves liable to supply further material for the extensions at the 
scheduled rates included in their tender. Messrs. Siemens Bros, 
state that they cánnot undertake to do this, but must be paid for 
further work at the market rates, i.e., that they should be paid at 
a higher rate than the schedule should prices go up and a lower rate 
than the scheduled prices should they go down. And seeing that 
your vestry are only committed under this contract to order 
further supplies under the schedule at the vestry’s option, and not 
at the contractor's option this would be no advantage to you, since 
in any case you would not order at these scheduled rates should 
prices go down, whilst under the contract you would order should 
prices remain the same or advance during the year; and this 
modification of theirs is an important one, seeing that it is extremely 
likely that you wil continue to extend the mains beyond the 
quantity provided for in the snecification. The third objection they 
take, which is not of во much importance, is in regard to a clause in 
the general conditions, in which contractors are made responsible 
for accidents which may happen until the works are taken over by 
the vestry; and Messrs. Siemens Bros. state that they can only 
agree to this so far as it concerns acts of their own staff. This docs 
not appear to us to be nearly so serious an exception to the speci- 
fication as are the other two above referred to. 

3. The next highest tender is that of Messrs. W. T. Glover & Co., 
at £8,134 7s. 9d. Messrs. Glover & Co. also tendered £8,018 con- 
ditionally upon their supplying wooden troughing for the solid 
filling in system for the distributing cables in place of earthenware 
troughing, owing to their doubts as to their ability to obtain earthen- 
ware troughing in the time specified. They have, however, since 
stated that they will be able to do this, and the extra cost of the 
earthenware troughing as against the wooden troughing brings their 
price up to £8,134 7s. 9d., as stated above. They make no excep- 
tions to any of the conditions in the specification, and their tender 
in that respect is therefore quite in order. This firm have had a 
large experience in the carrying out of works similar to those which 
you now require, and have actually carried out some under our 
supervision for the Corporations of Portsmi®yth and Southampton 
and the Vestry of Shoreditch, in each of whith jobs they have given 
complete satisfaction. 

4. The next highest tender is that of Messrs. Callender and Co., 
at £8,212 7s. 1d. This firm, like Messrs. Glover & Co., have had а 
very large experience in work of this class. Their tender is in 
order, with one exception, as follows :—It is provided in the speci- 
fication that the contractors guarantee ihe mains they lay against 
all defects, except those due to mechanical injury beyond their 
control, for a period of five years from the date of their being 
set to work. Messrs. Callender & Co. state they can 
only enter into this guarantee assuming that no cable is 
loaded to a greater current density than 1,000 amperes per square 
inch section, or at a greater working pressure than 600 volts for an 
extended period This, of course, is very vague. It is certain that 
when any accident [happens] in the way of a short circuit on the 
consumer's premises or otherwise, the cables will be loaded to a 
greater density than 1,000 amperes per square inch section, and the 
question will arise under their guarantee, should there afterwards 
be a dispute, as to what is meant by “ап extended period," and we 
think it is an undesirable condition to attach to the guarautce, 
especially seeing that other contractors do not do so. 

5 апа 6. The other tenders being stil higher than those com- 
mented. upon, you will probably not care to consider them. 


REFUSE DESTRUCTION AT TORQUAY. 


THE report of the proceedings at the Plymouth mecting of the 
Institution of Mechanical Engineers which was issued not long agr 
contains a paper by Mr. Henry A. Garrett, borough engineer snc 
surveyor at Torquay, entitled “Refuse Disposal and the Result 
Obtained from a Six Months’ Working of the Refuse Destructor a 
Torquay.” From this title one would be led to expect statement 
and figures of great value to everyone interested in the subject € 
refuse destruction, inasmuch as no detailed results relating to any 
thing like so long a period as six mouths’ working of a refus 
destructor have as yet been published. The paper, however, dot 
not fulfil the promise of its title. Figures relating to four tests gi 
given, but it comes quite as a moral shock that the durations < 
these tests are respectively 12 hours, 34 hours, 3 hours, and 3 hour 
It is difficult to see how the author reconciles these homceopath 
trials with his own statement in the opening paragraphs of h 
paper, that "care must be exercised not to place too mu 
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mliaunce upon evaporative or combustion results obtained by one 
or two testa 

In No. 1 test December 21st, 1898), 8.30 a.m. to 8.30 p. m., the 
total weight of refuse delivered to destructor during the day is 
put at 19 tons 7 cwt. The total weight of refuse burned 
during the 12 hours is stated to have been 16 tons 7 cwt. Here, 
amin, one is left quite in the dark as to how this was measured, in 
«lat quantities it was fed in, what was the percentage of moisture, 
what steps were taken to ascertain the condition of the fire at the 
cmencement and at the end of the test, and other details of a 
mere or less important character. Although the test is reported to 
ute commenced at 8.30, the total quantity of water evaporated 
ppan to be calculated from “8 a.m. from a cold water feed aud 
«сып gauge standing at 00.“ The next paragraph gives the refuse 
bumed per pound of water evaporated under disadvantageous 
amametances above referred to. We admit the circumstances to 
ие been disadvantageous. The average steam pressure maintained 
in cach boiler is stated to have been 57 lbs. (presumably per square 
inch’, the highest reading being 105 lbs. per square inch and the 
Lowest 39 Ibs. per square inch. The total rm.P. developed is then 
anved at by dividing the total quantity of water evaporoted by 20. 
There ran be no question about the fascinating simplicity of this 
шой of calculating the indicated horse-power developed for the 
aater evaporated, but it is not justifiable, even when dealing with so 
democratic a fuel as muck,” to entirely ignore the intlucuce of 
«cam pressure upon the water per I.H.P.-hour. 

In tests Nos. 2 and З (33 hours and 3 hours) the amount of refuse 
leut during the test is recorded with the greatest accuracy. The 
amount burned is 3 tons 6 cwt. 2 yrs. 24 Ibs. Having regard to the 
weight of refuse on the grate, it would be interesting to learn what 
mans were adopted to determine the amount consumed in 34 hours 
te one ponud. 

The average steam pressure in this test is stated to be 54 lbs. 
per square inch), but the reader has no means of judging if 
tais іза fair average or otherwise, as the readiugs from which the 
serye із deduced аге not given. In this trial a vertical engine is 
«xad to have been running a mortar with exhaust open (the italics 
хе ъи ours. It seems unnecessary to record the fact that the 
cabsust was open, as the engine might otherwise have struggled 
isefectually with the mortar mill. 

la comparing the results of the four tests, the author states that 
t * interesting to note that although the refuse was of such а 
vanable nature the power developed on each occasion was practically 
the same. With this we agree. 

The author touched upon one very important point, namely, the 
me of working and burning the refuse. There can be no doubt 
that the great disparities in the reported costs at differeut towns 
afr ш a great measure due fo. the want of some standard method 
of compiling the cost. In our judgment the cost should include : — 

Wages of stokers. 

Salaries of superintendents and clerks. 

Wages of labourers or others handling the refuse on arrival. 

Interest on capital expenditure. | 

taxes, gas, water, oil and waste, and sundry stores. 

Depreciation on plant and machinery. Е 

Sinking fund for redemption of capital and interest at the end of 

э en period of years. 

Auv extra costs, such as carting away ashes, dust, &c., repairs, fuel 

if auy necessary) to burn with refuse. 

The aathor does not go far enough in the matter of costs; he only 
tnclsdes the wages of the men engaged, and an allowance for super- 
tendence. This latter, however, he omits in test 4, because the 
*evcnoe from the mortar sold covers it. We do not think that the 
esiter should be dealt with in this way; the expenses and the 
ferenuc ought to be set out separately. 

It would seem that the time is ripe for another such report as was 
rudertaken at the instance of the Local Government Board in 1888. 
Wits towns rapidly extending, and population as rapidly increasing, 
the sanitary di of refuse becomes daily of greater importance, 
aod the need of reliable statistics more accentuated. It isa matter 
thst one of our great enginecring Institutions should take up. 
We admit that the work would be arduous and disagreeable, but so 
4r engineers have never put their own feelings in the way of 
progress in their profession, and we feel sure that there would be no 
Zubenltv in finding competent and reliable men, experienced in 
eiperimental work, who would be ready to undertake the tests. 


THE ELECTRIC LIGHTING AND TRAMWAYS 
OF BUENOS AIRES. 


(Continued from page 96.) 
Is the new station there is à 500-Kw. motor-generator set 
“e either traction or lighting, it being primarily intended 
for the former, This set is made up of a 16-pole 530-KW. 
"nehrouous motor (with direct coupled exciter), direct 
плині to a 500-Kw. multipolar 500-volt dynamo, running 
4375 r.p.m. : the motor takes its current direct from the 
^ M9-volt bus bars without transformation. 


There is в small motor-driven workshop with lathe, - 


drilling press, &c., for the general repairs of the station. A 
new building is now constructed, which contains stores for 


heavy material, transformer and meter repair shop, also 
dining room and lavatories for the men. 

The company have on order two double tandem compound 
engines. On the shaft of each engine there will be one 
1,000-KW. monocyclic alternator, and one 1,000-KW. 500- 
volt tramway generator. The capacity of cach engine will 
be that of one generator (either monocyclic or tramway) 
fully loaded, say, 1,000 Kw., but not both at once. 

The necessary boilers, condensers, &., have also been 
ordered. 

The distribution is effected by means of triple cored cables, 
lead sheathed and steel armoured, for both primaries and 
secondaries. All the cables are supplied by Messrs. Felten 
and Guilleaume, and laid by their engineer, Mr. F. Kloster- 
mann, in a manner reflecting great credit on the firm. 
There are seven feeders going to the most important distri- 
buting points: these again are so interconnected that any 
one of the feeders can be cut out for testing or any other 
purpose. From these centres, which are the trausformer 
sub-stations carrying the heaviest load, small distributing 
primary cables radiate to the other sub-stations, 

The heaviest feeder has two cores of 170 sq. mm., and 
one core of 60 sj. mm. The heaviest primary cable has two 
cores of 50 sq. mm., and one core of 16 sq. min. The 
heaviest secondary cable has three cores of 95 sq. mm. 

For the regulation of the voltage the station is connected 
with 13 points in the secondary network by means of pilot 
wires, Any one of these cau be connected to a Thomson 
multi-cellular electrostatic voltmeter, so that if the voltage is 
low during the period of heavy load, it can at once be raised 
on the primary feeder corresponding to that section by means 
of a regulating booster transformer. 

The cables are in all cases laid under the pavement. This 
was by no means an easy matter, as the pavements are seldom 
more than 5 fect wide, and already underneath them lay the 
cables of three other electricity companies, the pipes of three 
gas companies, and water pipes. The cables were laid directly 
in a trench whose bottom was first covered with dry sand, 
then a second layer-of sand covered the eables completely. 
This faeilitates the drainage of moisture from around the 
sables. Lastly, over all.common stock bricks were laid, to 
warn subsequent excavators, Only at street, crossings were 
the cables laid in cast-iron pipes; now, however, a new 
municipal law requires all primaries to be laid in pipes. 

In all 200 kilometres (125 miles) have been laid, a large 
part of this work having been done at night, as inside a 
certain perimeter the municipality will not allow the streets 
to be opened hy day. 

As the four electric supply companies in Buenos Aires 
have no distinct sections of the city allotted to them, but 
are allowed free access to all parts, it was necessary to lay 
cable over a very large area in order to obtain customers. 

There are 50 transformer sub-stations scattered over all 
the area supplied by the Cia. General; they are of uniform 
size, and have room for four 30-KW. transformers each. 

These sub-stations are all constructed under the street, 
being entered through water-tight manholes flush either with 
the pavement, or in some cases with the roadway itself; in 
the latter case the iron manhole door is protected hy a hard 
wood cover 4 inches thick so as to withstand the heavy 
traffic. Here, again, almost insuperable difficulties were 
met with in the shape of drains, gas, and water pipes ; some 
of the gas companies had no plans whatever of the pipes laid 
when they first commenced operations, consequently they 
were often met in most unexpected places. Thus it is not 
surprising to know that a large percentage of the gas gene- 
rated at the works of some of the gas companies is lost by 
leakages, so that in parts the subsoil is saturated with gas. 
In one case in order to escape the pipes it was neccssary to 
gou depth of 4 m. before the excavation could be com- 
menced, and even then the entrance had to be inclined 15° 
out of the perpendicular. 

The excavation was first lined with a wall of single bricks 
laid on edge, this was then covered with a heavy coat of hot 
asphalte, and the inner wall built in the usual way. The 
principal dimensions are 3:5 m. high and 2:5 m. long by 
2 m. wide. The lower part to a height of 1˙5 m. is 
occupied by the transformers, these being covered by a 
removable floor in sections, Above this comes the switch 
gear, the high tension being on one side and the low tension 
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on the other. For ventilation there are two 12-inch pipes, 
one rising from the bottom of the chamber and the other 
from the top ; these terminate in two iron gratings in the 
wall of the house alongside, The upcast pipe has a small 
electric fan placed in its mouth in order to increase the cir- 
culation of air during the very hot summer months. The 
primary feeder supplies the bars of three boards on the same 
side, there being a switch fuse for each pole (+, — and 
teaser) one above the other, whilst three other boards carry 
the fuses for the four transformers. As an accurate guide 
for cutting in and out transformers in order to avoid day 
load losses as much ав possible, a recording ammeter of the 
hot wire pattern is placed between the transformer low 
pressure board and the secondary distributor board. The 
transformers were built by the Union Company after the 
usual General Electric pattern. In addition to the foregoing, 
there are also 17 heavy consumers who have transformers 
installed on their premises. 

The secondary network is divided up into sections, which 
are usually fed independently, but are capable of being inter- 
connected by means of switch fuses in the sub-stations. The 
fuse boxes were made by Felten & Guilleaume, and are of 
two sizes, for four and six cables ; they are extremely roomy, 
and offer great facilities for the replacing of fuses, being in 
this respect in marked contrast to the cramped types adopted 
in many parts. There are more than 760 in use, The 
number may appear large, but as the city is laid out in 
squares of approximately 100 m. by 100 m., it was the only 
method possible, and they are a very great convenience in 
every way. 

Thomson meters are used exclusively on the consumers’ 
premises, and the price per unit varics according to the 
following tariff :— 

| TARIFF. 


For comparison only, the Argentine gold dollar may be 
taken as equivalent to the U.S, dollar; actually it is worth a 
little less (96°5 cents U.S. = 1 Argentine gold dollar), The 
price per unit of energy for lighting purposes is 25 cents. 
On this price the following discounts are allowed :— . 

5 per cent. if the monthly consumption exceeds 25 units. 


10 » 7 ” n 50 » 
15 » T ” „ 100 „, 
20 97 3) 77 ,? 200 77 


An additional discount is given at the end of the year as: 
follows :— 

Per lamp installed, 

5 95 if the annual consumption exceeds an average of 500 hours 


75 ” » » ” 750 ” 
10 33 7 77 э? 1,000 79 
1255 ,, » 57 77 1,250 ” 
15 „ ” » » 1,500 „ 
20 „ » » n 2,000 „ 


The average of the hours of consumption is calculated by 
dividing the total units per annum by the kw. installed. 
The price for power up to 1,500 units per month is 12°5 cents 
for the first 50 units, and then 7:5 cents per unit. Above 
1,500 units by special arrangement. Power for fans 12°5 
` cents per unit for any consumption. 

There are at present installed 50,000 16-c.p. lamps and 
300 H.P. in induction motors ; these latter range from 4 H.P. 
to 20 H.P., and give great satisfaction. Some of the larger 
sizes are installed in flour mills and run day and night, 
only shutting down on Sundays. Where the teaser cable 
does not pass the door, single-phase motors of the Wagner 
type are adopted. Seven theatres, including the Grand 
Opera House, take their current from the company’s mains. 

Municipal lighting to the extent of 350 arc lamps is 
furnished by the company. In the narrow streets, two 
1 inch gas pipes are attached to rosettes on the walls of 
opposite houses, the two pipes being united in the centre of 
the street by a cast-brass globe from which is suspended the 
lamp; in the Boulevard Callao and Avenida Alvear cast- 
iron columns are employed. The bareness of the pipes and 
globe is relieved by wrought-iron scrolls, the whole forming 
a very neat method of suspension. The arc lamps are all of 
the General Electric open arc focussing type, and are fed 
from small transformers placed on the walls of the houses or 
in the bases of the columns. The transformer ratio is 230 to 
33, and the lamps take 15 amperes. They are suspended at 
a height of 7:5 m. and are spaced 50 m. apart, one at the 
street crossings, and one in the middle of the block. 


Enclosed arcs were tricd, but were found unsuitable for street 
lighting ; they have been very largely adopted for shop 
lighting, both windows and interiors, with marked success, 

A very large measure of the company’s success is due to 
the popularity of its indefatigable chief engineer and manager, 
Count Charles Chicogna. Probably in no city in the world 
is the population so cosmopolitan as in Buenos Aires, and 
great tact is needed in dealing with its members: a thorough 
knowledge of every European language of importance, such 
as Count Charles Chicogna possesses, is of inestimable value in 
such a position. 

Too much praise cannot be given to the Union Electricitäts 
Gesellschaft, and their highly capable engineer, Mr. W. 8. 
Hulse (who is a specialist in alternate current working), for 
the conscientious way in which the work has been carried 
out. On looking over the main features of the whole 
installation, it will be seen that every detail has been carefully 
thought out, due attention having been given to the abnormal 
conditions existing in Buenos Aires. С 

After assisting Mr. Hulse in the construction, Mr. J. T. 
Cornish, A.M.I.E.E., was appointed by the director to tuke 
full charge of the central station. | 

During the last six months Mr. Cornish has brought th 
coal consumption to a remarkably low figure ; the average 
during the 24 hours does not exceed 4 Ibs. per unit. The 
best Welsh coal is used, costing at the present time from 
428, to 50s. a ton delivered at the works. 

The running expenses of the station, apart from the coal, 
are high, due (1) to the tramway plant being in a separate 
building, thus needing two staffs by day, when one would be 
sufficient were all under one roof, which will shortly be the 
case when the extensions are complete ; (2) to the large 
Staff of greasers and cleaners necessary for the type of engine 
employed ; (3) to the high rate of wages paid in the 
Argentine Republic. | 

The peaks of the lighting and tramway loads occur at the 
same hour, viz, from 5 to 6 p.m., the maximum of the 
lighting being 425 amps. at 3,400 volts, and of the tramway, 
according to the watt meter, 600 kilowatts; the latter, 
however, was on a Sunday. 

Nothing has been said about parallel running, but 
although many stations with direct coupled alternators have 
found it necessary to adopt various devices to effect this end, 
not the least difficulty has been experienced with this plant 
in synchronising the alternators, three 500-KW. machines 
being run in parallel every night until midnight, and no 
synchronising current is visible on the ammeters. 

Mr. Fleming is in charge of the installation department, 
while Mr. Martinez de Hoz looks after all the outside work, 
such as cables, sub-stations, arc lamps, and meters. 


(To be concluded.) 


INDISPENSABLE ACCESSORIES OF ELEC- 
TRIC TRACTION. 


By HENRY E. P. COTTRELL, A.M.LC.E. 


(Continued from Vol. 46, paye 967.) 

1х the enamel rheostat delineated in figs. 104A and 1045 
(back and front view), the thin metal ribbon closely reflexed 
is attached edgewise by enamel to the cast-iron plate. The 
expansion or contraction of the metal ribbon through heat- 
ing by the passage of heavy currents does not injure its 
perfect insulation from the plate, as the strains developed 
in the enamel are wholly compression strains, and do not 
tend to raise the enamel from the plate. The surface exposed 
to the air from which the heat can freely radiate is a maxi- 
mum, and a considerable portion of the heat is also con- 
ducted to the heavy plate, and there partly absorbed and 
partly radiated with a minimum rise in temperature, on 
account of the mass of the plate being relatively very great, 
its specific heat high, and its radiating surface with the 
added ribs at the back very large. The ribbons are made 
of a special alloy, which, at the ordinary working tempera- 
tures, is not subject to oxidation or depreciation of any kind. 
Desiderata 3 and 6 are therefore completely fulfilled. 
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By this form of construction the size of the apparatus 
can be reduced by more than 15 per cent, as compared with 
forms where the coils are embedded, while the capacity of 
the rheostat сап be incrensed by adding to any reasonable extent 
any number of plates one over the other, and connecting them 
so as to cut in auy number in series as required. Desideratum 
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$ is therefore complied with as to compactness, and it is also 
Wupl, ав the three necessary elements—resistance wire, 
hulaion, and radiating surface are all fused into one inte- 


Ето. 1045. 


gral mara, The subjoined table gives the dimensions and 
capacity of the standard resistance plates manufactured for 
ue with these rheostata :— | 


Dimensions No. of ! Continuous Intermittent dis- | 

of sq. inches , dissipating | sipating capacity No. of 
_ plate (one. face capacity. (for 15 seconds steps 
in inches. only). atts. ' only) Watts, 

NONE У ——U— FEET — pe —— — — — 

44x 4 | 100 | 400 1— 6 
4x a 201 100 400 7—12 
6) x 64 42} 210 850 1— 8 
64 x 64 42} 210 850 9—16 
8 x 8 64 320 - 1,280 1— 8 
8 x 8 64 320 1,280 9—16 
10 x 10 100 500 2,000 1—10 
19 x 10 100 500 2,000 11—20 
12 x 13 144 720 | 2,880 1—12 
12 x12 144 720 | 2,880 13—24 
и хи 196 980 3,920 1—14 
14 x 14 196 980 3,920 15—28 
14 x 14 198 980 3,920 29—56 
W x 90 400 2,000 8,000 1—21 
0 x 2,000 8,000 22—42 


20 400 | 


Two other forms of enamel. insulated rheostats are 
manufactured by. the Ward-Leonard Company. In 
the form known as the round field rheostat, figs. 105, 


_ the resistance ribbons run between parallel plates and are con- 


nected with and. insulated therefrom at one and the same 
time by enamel, any required number of plates can be 
coupled in, as shown in the figure, so as to build up a rheo- 
stat of any required capacity. The switch in the face moved 
by a milled head enables the various steps into which the plates 
are divided by the ribbon connections, to be cut in or out at 
will, so that any desired resistance can be thrown into the 
circuit, either automatically by connection with the circuit 


or by the switchboard man. 


The other form is shown on figs. 106, aud known as the 
oblong field rheostat. Here the ribbons are attached to bars 
and not plates, otherwise the priuciples involved are identical. 
Both forms can be mounted either on the front or back of 
the switchboard. 

The following tables (A and B) give the standard parti- 
culars of rheostats of the preceding forms for various 
voltages :— 


TABLE A.—RouNnD FIELD RHEOSTATS, FOR FRONT OR 
Back or BOARD. STANDARD SIZES. 


Max Ohms of field Ampere 


Limiting ind: to which Ohms of | No. of capacity | Dia. in 
voltage. ist ster. rheostat is rheostat. | steps. of inches. 
well suited. last step. 
5 150 180 24 227 8 
62 120 150 24 284 8 
75 100 120 24 341 8 
1 75 90 24 454 8 
| 1:25 60 72 24 568 8 
1:5 50 60 24 683 8 
2 37:5 45 24 91 8 
2°5 30 36 24 1°13 8 
75 3 25 30 24 135 8 
= 4 187 22:5 24 1:82 8 
5 15 18 24 2°27 8 
6 12°5 15 24 27 . 8 
8 9:37 11:25 33 3:64 10 
10 70 9 44 45 12 
12:5 6 72 60 57 15 
16 47 57 60 78 15 
20 3°75 4°5 60 91 15 
25 3 8'5 60 11:36 15 
5 250 300 24 227 8 
62 200 240 24 284 8 
75 166 200 24 "341 8 
1 125 150 24 454 8 
12 100 120 24 `568 8 
1:5 83 100 24 683 8 
2 62:5 75 24 91 8 
2˙5 50 60 24 1°13 8 
125 3 42 50 24 1:35 8 
4 31 37˙5 33 1°82 10 
5 25 30 44 2:27 12 
6 21 25 44 27 12 
8. 15°6 18°75 60 3°64 15 
10 12°5 15 60 4:5 15 
12:5 10 12 60 57 15 
16 7:8 9˙3 60 7˙3 15 
20 6˙2 75 60 91 15 
L25 5 6 60 | 1136 15 
1 250 300 44 454 12 
1:25 200 240 44 568 12 
1:5 166 200 44 682 12 
2 125 150 44 909 12 
2˙5 100 120 44 1:136 12 
250 3 83 100 44 1:366 12 
4 62 75 60 1°82 15 
5 50 60 60 2°27 15 
6°25 40 48 60 2°84 15 
8 31 37:6 60 3:65 15 
10 25 30 60 4°54 15 
12°5 20 24 60 577 15 
1:25 400 480 44 568 12 
1:5 333 400 44 682 12 
2 250 300 60 909 15 
500 2˙5 200 240 60 114 15 
3 166 200 60 1:36 15 
4 125 150 60 1°82 15 
5 100 120 60 2:27 15 
6:25 80 96 60 


The latest practice in the construction and arrangement of 
switchboards is illustrated by the following specification 
representing the leading features of power and traction 


installations, such as some of the latest designed and fitted 
- by R. W. Blackwell & Co. for municipal use. 
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TABLE B.—OBLONG FIELD RHEOSTATS, FOR FRONT OR 
Back or Волар, 


Ohms of 8 
"A field | | Ampere 8 
Limiting Max. amp. to which | Ohms of | No. of | capacity s 
voltage. | Ist step. | rheostat is rheostat. steps of Ф 
| уеп | | last step. B 
| | suited. | | a 
| | | | ! Inches. 
( 8 | 187 | 225 ; wo | 36 10 K 
! 10 15 | 18 | 80 4°5 
12 12°5 15 | 80 54 
| 16 | 9:4 112 80 7˙2 
| | 20 75 9 80 9 
| 24 6:2 75 80 10°8 
150 volts] 32 47 56 80 144 
| 40 3˙7 4°5 80 18 
| 48 31 3:8 80 21°6 
64 2:3 2:8 80 28˙8 
| 80 , 19 2:2 80 36 
100 1:5 1:8 80 45 
\ 128 1:3 14 80 576 
4 75 90 80 1:8 10 x 8 
5 60 72 80 2˙2 
| 6 50 60 80 2:7 
8 37:5 45 80 3:6 
|. 10 30 36 80 4'5 
ызы Же д5 30 80 55 
16 187 22:5 80 7˙2 
20 15 18 80 9:0 
24 12:5 15 80 11:0 
32 9:4 11:2 80 144 
2 300 360 80 91 | 10 x 8 
| 2:5 | 210 288 | 80 113 
3 200 240 80 1:36 
4 150 180 80 1:81 
5 120 144 80 2:27 
6 100 120 | RO 272 | 
60) volts 8 75 | 90 | RO 3:63 | 
| 10 60 73 80 454 | 
12 580 60 380 545 
i 16 37°5 45 80 726 
| 20 30 36 | 80 ' 909 | 
| 25 дА 288 | 80 | 1136 | 
iu 32 18°75 22:5 | 80 14°54 | 


s 


1 
LUI 


Fras. 105. 


Figs. 106. 


Panels.—Material. Highly polished slate absolutely free 
from metallic veins ; all materials in foundations and backing 


incombustible; generator and feeder circuits on separate 
panels; separate panels’ likewise each for Board of Trade 
leakage detectors, station lighting and equalising switches, 
these fixed near generators. 

‘tings. Generator panels. Two main quick-breaking 
switches connected with two bus bars at back; one 
magnetic circuit breaker on negative pole between negative 
switch and bus bar ; one dead-beat ammeter with uniform 
scale from 0 to highest working rating of generator; one 
rheostat on shunt field sufficient to reduce voltage to pre- 
scribed working limits; one shunt of at least 500 ohms 
resistance ; one recording wattmeter ; a plug attachment at 
each terminal for connecting station voltmeter ; опе Ісай fuse 
between positive and negative terminals ; alarm connection 
between cirouit breaker and an electric bell; lightning 
arrester with choking’ coil connected so that no main short 
circuit can be produced, and with feeders to the return 
circuit. 

(To be continued.) 


ee 


ON “EARTHING” AND EARTH CON- 
NECTIONS. 


PROBABLY the most important paper read and discussed by 
municipal electrical engineers for a very long time was that 
prepared by Mr. Wordingham for the Convention of a few 
weeks ago. Partly on account of the importance of the 
paper, and partly because there are other things to be said on 
the subject, we now turn to the general question, with Mr. 
Wordingham’s views as a text, and it may be that the 
many subjects brought up at a meeting tend rather to dwarf 
the value of individual papers, so that the lapse of a week or 
two clears the air and leaves the subjects standing out 
bolder than some of them may appear when hurriedly scanned 
to pick out statements in & paper to criticise. 

The real importance of earth connections is now 
realised by those who have to create 
and maintain them. "The troubles they 
give rise to are also only too keenly felt 
by designers and mains superintendenta, 
To maintain a certain portion of a dis- 
tributing system at earth potential appears 
a very easy thing on paper and when 
discussed in the class-room with the aid of 
the blackboard, but the hypothesis that 
one is dealing with an enormous sphere 
of extremely high conductivity is the 
one thing which the practising engineer 
knows cannot be sustained. Mr. 
Wordingham puts it that each 
branch of the electrical industry has 
set up in turn a claim to a vested 
interest in the earth. It would be 
more accurate to say that each branch 
claims a vested right to conduct its own 
business without interference by its neigh- 
bours, and what each requires is that 
“the earth" shall be used by other 
branches, and not a local area or basin, 
the potential of which is raised above that 
of “the earth,” and thereby rendered a 
source of annoyance and inconvenience to 
everybody else who has any earth con- 
nection within the area of disturbance. 
Mr. Quin put the position very tersely in 
his paper on Faults”: (M. E. A., 1898), 
when he said property in “earth” does 
not exist, but it behoves electric lighting 
authorities not to interfere with the due 
and proper working of telephone com- 
panies’ apparatus. Many hard words have 
been said as to the National Telephone 
Company’s use of earth returns, but it 
will be a bad day for the trouble 
man when these earths give place to 
metallic returns. He suggested that arrangements might 
be made with the local telephone exchange to allow 


7 
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connection to be made from the mains through a suitable 
mxxance to the exchange earth, and then from the numbers 
of the fallen indicators, the position of the telephones could 
le found en the map and faulty distributors localised. The 
question is becoming daily more serious, and the inter- 
fence between different branches of the industry has led 
tacatefal study of the practical effects which follow the 
uiempt to pass large currents through the earth. 

The theory of the earth’s action as a conductor has 
моти attention over and over again in these columns. 
Some wars ago Mr. Rollo Appleyard contributed some 
uten on the matter, and readers taking up the subject 
night find it of interest to peruse them. There is a two-fold 
мех, and one approaches the academical treatment at first 
vith some respect, only to find that apparently it does not fit 
in with the observed facts. The earth, in some text-books, 
к regarded as forming a large reservoir, and its office is stated 
to be that of maintaining the potential of a point connected 
to it at zero. But, says Mr. Wordingham, this explanation is 
nt borne out by experience, as the return currents can actually 
le detected, and it is more correct and more convenient 
to regard the earth as a large conductor through which the 
current actually does flow. This reasoning would, however, 
rather ignore the analogous case of a large water reservoir, 
with an inlet and an outlet pipe dipping into it, the example 
taken by the text-books. Such a water system would locally 
be affected in the same way. If, however, the inlet and 
tkt be very far removed from one another, then the flow 
through the esed mass could not be traced. Traction 
mens and cable networks with faults on, are, so far as 
the auth itself and as a whole is concerned, purely local, 
uM the conductivity of the sphere or spheroid hardly 
cme in, This is another way of saying that what the 
auth lacks in specific conductance it makes up by its 
enormam mass and the huge area of equi-potential planes 
t afford, But the difficulty is, as every practical 
man knows to get а good and reliable connection with 
the earth, A few square feet of copper plate in damp soil do 
w give a true “earth connection” ; there may be a local 
costact, but as often as not the locality is geologically a 
lasin almost insulated electrically from the mass of the 
zlobe.” Where the currents dealt with are small, the rise in 
potential is infinitesimal, but with large currents the local 
potential may be raised very considerably. Exactly.the same 


argument applies to a water analogy. ` In short, the employ- - 


ment of the earth as an ordinary conductor where the whole 
of tbe outgoing current has to return by it, is restricted to 


савез ав occur in telegraph and telephone work in which 
the currents are small, or to such other instances as may · 


permit of the earth connections being made at great distances 
psa and then by numerous and large exposed surfaces in 


The second use of earthing, to keep one of a number of 


conductors at a definite potential not much above that of 


кттошићпо non-electrified objects, is only a variant of the 


irs. As Mr. Preece said in his Institution paper (1891), 
shen dealing with this use applied to concentric cables, а 
concentric main, whether its outer conductor is connected to 
arth or not, has its potential reduced practically to that of 
Че earth. The use. of the earth is imperative to dissipate 
the static charge and to secure safety. A permanent and 
‘ficient earth makes the cable safe to person and dangerous 


Ny) apparatus only which can be fully protected by fuses. | 


Earth is the electrician’s bane, but there may be circum- 
Mances under which it may become his antidote. The 
‘ttarbances which arise from the use of earth for electric 
апд purposes were fully dealt with by Mr. Preece in his 
laatution paper of 1889, and these old paperst contain a 
“reat deal which repays study, even at this late date. 

Those who were engaged in electrical work 12 or 14 
“tars ago can remember the dread with which the suggestion 
cf Mr. Ferranti (that he believed the trouble of high 


m P U Е y ³ꝛ . ⁰⁰ꝛ¹ u 2 


A good example was contained in some particulars published 
«әс years ago by Mr. Kennelly, and another has been recently 
ae by Prof, Jamieson in his paper on the Cape Town tramway 


} Зее also Cardew “On Electrical Shocks from Contact with High 
теге Conductors,” Jour, Inst. Elec. Eng., April, 1891; Hopkin- 
=з "On an Unnoticed in Apparatus for Di 


HK Danger in certain 
нама o£ Electricity,” Phil, Mag., ‘September, 18856. - 


pressure supply would be got rid of by using concentric 
mains and earthing the outer conductor) was received. Yet 
it certainly has been demonstrated since that if the outer be 
not earthed it will soon naturally reach that condition. 
Some ten years ago in Rome, where Siemens concentric 
cable was used, the insulated outer conductor was во. 
frequently pierced that Prof. Mengarini found it necessary 
to make the outer insulation thicker and better than 
the inner. History has repeated itself, for the Postmaster- 
General has proscribed any connection to earth in the 
case of concentric cables used on rectified arc lighting circuits, 
and the result is, that punctures of the outer insulation are 
quite frequent occurrences. The cables of the rectified 
circuits at Edinburgh suffered from this trouble, and the 
same story is told elsewhere. An earth connection on the 
outer in such a case must either be made intentionally, or 
it will come on naturally within a comparatively short time. 
In stations with earthed outer high pressure concentric 
mains, if the earth is made on the switchboard omnibus bar 
Serious troubles have arisen with the machines where they 
were fitted with double-pole fuses, and the adoption of 
earths on the armature terminals connected to the outer 
system has proved a remedy. As Mr. Wordingham puts 
it, the merit of Mr. Fefranti’s original suggestion lay 
in his foreseeing that, as with both insulated poles, 
either conductor might have to withstand the full 
ressure, it was best to at once face the situation, and 
insulate one of them for the maximum pressure possible and 
ensure that it alone should be subjected to this pressure by 
deliberately connecting the other conductor to earth. Mr. 
Wilkinson in his recent M.E.A. paper records numerous 
instances where 2,000-volt (concentric outer-earthed) mains 
have been sawn asunder by careless jointers with the current on, 
always with disastrous result to the saw but with no incon- 
venience to the jointer beyond a blinding flash when the 
saw reached the inner conductor. Probably the only 
objection to earthing the outer is the necessity then arising 
for placing all instruments such as ammeters on the inner 
conductor. Probably Mr. D. F. Andrews was one of the 
first to earth the outer of a concentric cable, and the 
difficulty of earth conduction with an uninsulated outer 
was met later by Mr. Sayer's proposal to put all the in- 
sulation on the inner and most of copper in the outer 
conductor, so as to employ both classes of material to the 
best advantage. | 

Earthing on a two-phase system may be either; with 
two double concentrics, each outer earthed, or a triple with 
the outermost earthed ; while on a three - phase system 
with star winding the common junction may be so con- 
nected, which is a modification of Mr. Mordey's original 
proposal to earth the cenbre of the winding of a single- 
phase transformer supplied by a pair of non-concentric 
conductors, 

Coming to three-wire direct current work, we find Mr. 
Wordingham saying that the object of earthing one con- 
ductor is not to secure safety to life, but to enable a con- 
sumer to be supplied at such a pressure as will (presumably, 
formally) comply with the Board of Trade regulations. 
These regulations are intended to secure safety, and it can 
hardly be held that 500 volts is a “safe” pressure as 
regards risk of personal injury. The object seems to be 
that no one may receive a shock at more than 250 volts, © 
and only recently an accident on the Continent proved 
that in some cases even lower pressure shocks might prove 
fatal. 2 | 
The most important case of earthing conductors is un- 
doubtedly that of tramways, but so many papers have been 
published, and so much has been said in recent years thereon, 
that it is hardly necessary to enter on this phase of the sub- 
ject. Doubtless, as Mr. Wordingham is engaged with the 
engineers of other departments of the Manchester Corpora- 
tion in a joint investigation to thrash out what is the 
maximum difference of potential between the rails and earth 
at any point that can be allowed, further information of a 
valuable kind will be presented by him to the engineering 
profession before very long. The effects of earthing on a 
three-wire direct current system are of such interest, and 
have been described so fully in the light of the experience at 
Manchester, that we may return to the subject again in an 
early issue. i 
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NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Taompson & Со. hilectrical Patent 
Agents, 822, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


18,287. " Improvements in electrical tattooing apparatus, also applicable to 
stencilling or engraving.” A.SourH. Dated July rd. 


18,249. “Improvements in and connected with the electrical transmission of ' 


images and in the recording of images." W.FRIESE-GREENE. Dated July 23rd, 


18,280. ''Improvements іп arc lamps.“ J.F.ACKERMANN. Dated July 28rd: 
(Complete.) 


" 1 "Overhead railway signal by contact alarm.“ J. E. New. Dated 
uly 24th. 

18,856. Improvements in telephonic relays. W. P. Тномгвох. (J. Tice, 
W. G. Urmson, J. W. Parsons, and H. A. Bell, United States.) Dated July 
24th. (Complete.) 


13.875. mero emen in or relating to electric ignition plugs." H.F. 
ATKINS. Dated July 25th. 

18,885. “Improvements in the method of and means for medically applying 
electricity." C. T. Dniocs. Dated July 25th. 

18,401. An improved electrical conver 1G transformer," C. D. ABEL. 
La Société Anonyme pour la Transmission de la Force par L'elootricité, 
rance.) Dated July 95th. 


18,400. ‘Improvements in or relating to insulating materials." F. А. О. 
KincHBERG. Dated July 25th. 


13,415. “Improvements in and in the manufacture of electric insulator.” 
C. A. LOPEZ., ted July 25th. (Complete.) 

18,447. An improved electric tramway system employing alternating 
currents, preferably polyphase.” C. CanEw-Ginsow. Dated July 26th. 

18,448. Electricity used in tanning." А. T. WEDELIN. Dated July 26th. 

18,4723. Improvements in telegraphic transmitting, receiving, and trans- 
lating arrangements." A. MUIRHEAD. Dated July 26th. 

18,478. "Improvements in electric motor starting and regulating switches 
and cut-outs.” H. F. Нохт. Dated July 26th. 


18,479. ''Improvements in and relating to aerial conductors and like appa- 
ratus for transmitting and receiving electro-magnetic impulses.” J. Т. Акм: 
STRONG and A. Onrixc. Dated July 26th. 


18,4823. Improvements in current collectors for electric traction.“ E. BEDE. 


Dated July 26th. 
18,496. ‘Improvements in electric switches." W. F. Jones. Dated July 27th. 


18,515. ‘Improvements in or relating to overhead trolley wires or conductors 
xd стене traction, overhead electric cables, or the like." R. HackiNc. Dated 
July 27th. 


13,589. ‘Improvements relating to electric motor vehicles." E. DRAUL- 
LETTE. Dated July 27th. 

18,538. “ Improvements in or connected with current arresters." J. G. Lor- 
RAIN. (Р.С. Burns, United States.) Dated July 27th. (Complete.) 

18,589. “Improvements in or connected with current arresters and alarms.“ 
J. G. Lorrain. (P. C. Burns, United States.) Dated July 27th. (Complete.) 

18,540. “ Improvements in electric igniting arrangements for internal com- 
bustion engines.” P. MaucviN. Dated July 27th. 


18,573. ‘Improvements in apparatus for electrically lighting railway trains." 
E. T. Parker. Dated July 28th. 


18,585. ‘Improvements in electric ignition devices for internal combustion 
motors.” P. MavoviN. Dated July 28th. 


13,592. ‘Improvements in or relating to electric light fittings," H. Hinr. | 


Dated July 28th. 


18,008. “ А new or improved current receiver or trolley for electric railways 
with overhead current conducting system." G. Nast. Dated July 28th. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 829, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). | 


1006. 
16,008. “improvements ји electrically Humisated buoys.” Н. Н. Lake. (P.C.F. 
Nefimana. Dated May 1898. Relates to electris Hlamihation of buoys. 


Incandescent lamps are arranged behind transparent or coloured glass plates 
inserted in the buoy wall or casing and the conducting wires are united to form 
a cable which leads to a look out station on land. The mooring cable is 
wound on a submerged drum which can be rotated in either direction by an 
electro-motor connected with a generator on shore by an electric cable. The 
buoy can be raised or lowered in the water and can be used for giving various 
signals to friendly ships in time of war. 1 claim. 


10,340. ''improvemonte in contact devices for sectional cables or conductors for 
eleetrisalty driven vehicles.” A. Н. Gibbings and d. Kay. Dated September 12th, 
1898. Relates to electric railways and tramways with overhead or other con- 
ductors. Conductors: To prevent sparking when the trolley passes a section 
insulator, it lifts a hinged bridge-piece to connect the adjacent sections, A 
spring pin may serve to open the bridge. 1 claim. 


10,900. “improvement in are lampe.” P. Merseh. Dated September 12th, 1898. 
In an arc lamp having two regulating solenoids, the movable cores of these are 
connected by an iron yoke which carries the lower carbon. The solenoids are 
enclosed by iron tubes and end discs. The object is to avoid external poles on 
the cores, and render the action of the solenoids on them uniform throughout 
their movements. The other parts of the lamp may be constructed as described 
in Specification No. 25, 244, A.D. 1897. 2 claims. 


10,446. “Improvements in electric batteries.” Н. Binmenherg, junr. Dated 
Beptember 18th, 1898. Consists in the use òf a solution of er-sulpbate of 
aluminium as an electrolyte in batteries. In primary batteries, the electrolyte 
is preferably used with & zinc electrode, &nd & carbon or lead electrode sur- 
rounded with lead peroxide or other metallic peroxide. A sulphate of the metals 
of the alkalies or of the alkaline earths may be mixed with the aluminium ter- 
sulphate. In secondary batteries, the electrolyte is a solution of ter-sulpbate of 
топи пив mixed with the bisulphate of potassium, sodium, or ammonium. 

claims. 


10,401. “Improvements ia printing telegraphe." J. Kustermann. Dated 
September 18th, 1898. nor е for ensuring the automatic regulation 
of a number of Hughes printing telegraph apparatus, arranged in series, 80 
that, should any instrument get out of synchronism, no signal can be sent or 
received until such synchronism is restored. A sectional view of the apparatus 
shows a V-shaped lever projecting into the path of the rotating contact wiper at 
a point in the disc where there are no pins. The outer end of the lever plays 
between two stops connected respectively to the controlling magnet ud the 


rinting magnet. The controlling magnet is larized, and releases ite arma. 
E> when a current flows through its coils. e armature has two extensions, 
the latter forming a detent for the lever. The first extension engages with a 
pivoted stop lever, which stops the half-round stud or allows it to pass, according 
to whether the instruments are in synchronism or not. Each instrument is 
provided with a throw-over switch and a battery. The switch lever may also 
have a heel portion playing between stops connected to two of the throw-over 
awitch springs. 2 claims. 


10,636. ‘improvements in and connected with electric motors partly арам 
te dynames.” 5. W. Maquay and P. Е. Vanderpamp. Dated September lith, 1808, 
The armature of an electric motor is mounted on a sleeve running on the central 
spindle to which it transinits motion through speed reducing or increasing gear, 
T'he gear wheels are enclosed in a casing, on opening which they can be changed 
to alter the power. Between the sleeve and the spindle are bear- 
ings, each consisting of two tapering rings, one of which is adjusta le longitudi- 
nally to take up wear, the races being of greater width than the balls to permit 
of this. The carbon brushes are carried by arms on a ring divided into two 
insulated parts, and they are pressed upon the commutator by springs. Corrent 
is supplied to them through rings with which spring plugs on the arms make 
contact. By means of & toothed segment and pinion actuated by a lever the 
brushes can be moved over the commutator soas to vary the speed of the motor, 
The movement of the brush gear may be utilised to reverse the current through | 
the motor, either by a suitable disposition of contacts or by & switch actuated 
by a pin. When the motor is run from a primary battery, the lever may operate 
means for raising the zinos out of the liquid or for separating the electrodes in 
the cells. 6 claims. 


10,630. “Improvements in and connected with primary batteries." $, W. 
Maguay and Р. E. Vanderpamp. Dated September 14th, 1808. The electrodes are 
arranged so that the distance between those of opposite polarity may be 
increased or diminished so as to vary the internal resistance of the cell. One 
electrode is made with a number of projecting pieces, and is mounted so that it 
cau be raised out of or lowered into correspondingly shaped recesses in the other 
electrode which is suspended in the cell and provided with an insulated facing 
and with insulated distance pieces to prevent the two electrodes from coming 
into actual contact, The electrode is raised or lowered by a toggle pivoted toa 
frame on the cover, one end of the toggle acting on &n insulated r connected 
to the electrode while tbe other end is connecied to a shaft, which also serves 
to actuate a number of toggles connected to other cells. 4 claims. 


10,637. "improvements in me-olectrie machines.” J. Barke. Dated 
September lith, 1898. The field magnet frame is constructed in two parts 
between which is secured a yoke or cradle carrying the bearing boxes for the 
armature shaft. After removing the upper half of the magnet frame, the arma- 
ture can be taken out without disturbing the alignment of ite bearings. The 
cradle instead of being bolted between the two halves of the magnet frame, may 
be supported on lugs caston the lower half. In the case of & motor, such as 
may be used for driving cars, the cradle also carries bearings for a oountershaft 
which may be the car axle. 3 claims. 


10,666. “ Improvements Iu the bibe of electric ineandeseont lamps." C. Barton- 
stein. Dated September Idth, 1898. Incandescent lamps. Bulbs are made 


with longitudinal grooves or ridges to diffuse the light. One form described is 
provided with narrow depressions. 1 claim. 


10,021. "improvements in coln-freed electric meters.” С. W. 8. Crawisy. 
Dated September 15th, 1898. Relates to coin-freed apparatus for supplying 
electricity. A pinion nut upon a screw, and in gear with & sleeve pinion, is 
shifted to the left by the revolution of the pinion derived from the drum after 
prepayment; it is moved to the right by the revolution of the screw by means of 
a ratchet-wheel driven by the meter. Any displacement from the extreme 
right-hand position allows & latch to hold & switch arm, which is pulled into 
circuit when an arm ig pulled out of circuit bya rod. The nut operates an 
index. Coin action. The coin drops down a shoot into a drum which is divided 
into quadrants and enclosed by a three-quarter drum, 80 that, as the coin 
trudes, both drums are turned together when the outer one 1s actuated by a 
handle. Coin-discharging mechanism. The coins fall in turn from the slots in 
the drum through a slot in the three-quarter drum. 5 claims. 


10,032. '"'imprevements in and relatiag to secondary batteries.” W. A. Crowdes. 
Dated September 15th, 1898. The positive electrodes have а sheet of sulphite 
pulp or paper wrapped longitudinally around them, and against these coverings 

rforated plates made from wood pulp are placed, and the whole held in 

y channelled end pieces of hard rubber. e covering may also be applied to 
the negative electrodes. The electrodes are preferably of the kind described in 
Specification No. 1,628, A.D. 1898. 2 claims. 


10,038. “im in or connected with the distribution of electricity on the 
three-wire оштон! system.” А. B. Blackburn and W. 8. Spence. Dated 
September 15th, 1898. Relates to means for balancing the circuits in three-wire 
direct current systems. A popu choking coil or transformer is 
through collecting-rings with suitable points on the generator winding, and also 
with the central wire of the system. Arrangements are shown and described of 
connecting the choking coil. 5 claims. 


10,644. “А пем system of electric ision." W.H. Wheatley. (L. 

C. Zelenay, and J, Dulait.) Dated September 15th, 1898. Relates to a system o 
electric propulsion by means of alternating currents, applicable to railways, 
tramways, overhead traction, lifts, &c. In principie; the arrangement 0005185 
of an alternating current induction motor of which the inducing and induced 
elements are each extended into & straight line, so that, instead of & rotary field, 
a rectilinearly moving field is developed. In the application. of the M pie to 
the propulsion of a tramway vehicle, the pe element consists of an ex- 
tended iron body lafd between the rails, and provided with numerous transverse 
holesor notches, through which the alternating current conductors are wound. 
The induced element is composed of a number of iron blocks, similarly wound 
with conductors and suspended from the car by ropes or similar means. Motion 
is transmitted from the suspended blocks to the car by rollers engaging with 
pivoted forks which are connected together at their upper ends by & rod. The 
starting and stopping of the vehicle may be effected either by connec’ the 
induced coils together through a rheostat or by raising and lowering the induced 
element by means of a lever arrangement. 4 claims. 


10,080. “improvements in connection with the meohasiem ef eleotricalty 
laminated devices for automatically making aud breaking electric cirenits weed mn 
euch electrica Riohardsen, Jevons, and W. A. Gest. 
Dated September 16th, 1898. Relates to switching apparatus for illuminated 
advertisements, &c. The mechanism for making and breaking the contacts 15 
operated by the weighted core of a solenoid. The core is raised, and then falls. 
In its descent it operates mechanism and also completes the circuit through the 


engage with pins on a wheel mounted on a shaft. A fly is driven from this and 
regulates the speed of descent. Another shaft is coupled to the first shaft, and 
carries а cam controlling a fork for short circuiting the solenoid at the ca t 


1 claim. 


10,766. ‘Improvements in Incandescent bodies for incandescent electric lamps 
and (я the process for manufactu the same.” С. Kellner. Dated September 
17th, 1898. Relates to incandescent lamps. Resistant incandescing bodies are 
moulded under great pressure from powdered very infusible metals, such as 
thorium, titanium, chromium, or wolfram, or alloys of such metals, or titanium 
nitride, and are oxidised on their surfaces by making them incandescent in air, 
or by immersing them in an oxidising liquid, or by making them anodes іп а 
suitable electrolyte; or the incandescing bodies may be moulded from mixtures 
of refractory oxides such as thoria which may contain ceria, with very infusihle 
metals or alloys, or with not more than 5 per cent. of graphite such as offers the 

reatest resistance to attack by a mixture of nitric acid and potassium chiorate. 

he graphite may be formed by adding cellulose soaked in zinc chloride toa 
mixture of refractory oxídes, heating the 997 іп avacuum ог а neutral gas such 
as nitrogen, and applying a high potential difference. Leading in wires are 
moulded into thick ends formed on the incandescent bodies or are fused therein 
by means of ап arc, 6 claims. MEE 3 
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conduit. 


CONDUIT r. TROLLEY. 


ON two or three occasions some reference has been made in 
these columns to certain proposals of the London County 
Council regarding electric tramways. In a sense, it is 
gratifying that the governing body of London should have 
become imbued with the desire to adopt an improved form 
of traction, but while one should rejoice at the determination 
of the County Council to sweep away the inefficient horse 
service which at present exists, there ought to be no hesita- 
tion in advancing criticisms against schemes which are 
unnecessarily expensive and far too elaborate for the needs of 
London, At the moment the County Council has done 
little more than enunciate a principle; it has not put 
forward any detailed scheme of traction, and for that reason 
close criticism would be premature. But we are told that 
as far as the Council is concerned, there is now no contro- 
versy about the method of traction to be employed. They 
have decided against the electric trolley.and in favour of 
either the conduit or surface contact. 

This definite and uncompromising statement proceeds from 
Mr. J. Allen Baker, a member of the London County 
Council, and as this gentleman accompanies his pronounce- 
ment with extravagant and unnecessary remarks about the 
trolley system, we consider it our duty to point out the 
fallaciousness of his arguments, Every man and every 
public body is entitled to an opinion, and equally justified 
in. giving expression to it; but if the Lordon County 
Council has determined to adopt a conduit system for 
reasons similar to those offered by Mr. Baker, then we 
unhesitatingly state that it is not fit to handle such a 
gigantic problem as that entailed in providing electric 
tramways for London. One can conceive, and even admit, 
objections against the overhead wire system in certain 
portions of central London ; but the provision of electric 
tramways in the main streets of London is at the moment 
quite outside the province of the County- Council ; they are 
concerned only with those lines which connect the suburbs 
with the main approaches of London, and if it has been 
decided to equip such lines with either a surface contact or 
conduit system, then the governing body of London is 
going very much adrift, and does not deserve to enjoy the 
confidence of the electorate ; moreover, we shall seek evcry 
opportunity of protesting against the unnecessary expen- 
diture which such systems will entail. 

We have full knowledge of the esthetic objections 


against overhead wires, and probably overhead erections are 


not always desirable, but if the slight and eventually un- 
noticeable inconvenience of a light overhead structure will 
give an economical service at a moderate expenditure, then 
there is nothing in the London streets over which tramways. 
operate, which calls for the elaborate and expensive 
construction necessary in any form of 
On the contrary, we should have thought 


é 


underground 
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the condition of the London streets would have rendered 
such a system absolutely prohibitive. А Belfast 
Corporation deputation, which was appointed to go 
into this question, reported that “the difficulties that would 
be encountered in introducing an underground conduit 
system to the lower portions of Belfast, having regard to the 
position of sewers, covered river courses, gas and water 
mains, &c., the relation of street surfaces to high tide level, 
and the necessarily wide groove required in the rails, are so 
great, that the deputation cannot recommend its adoption." 
Is a Belfast deputation one whit less intelligent than a com- 
mittee of the London County Council, or is the substructure 
of London streets different to that of Belfast? Neither the 
one nor the other: indeed, we doubt whether any city in the 
world possesses so amazing a complexity of pipework as 
prevails in the streets of the metropolis. Ask the officials 
of any gus, electric, or water company what is the real state 
of affairs, aud we think the auswer will be convincing 
enough. Why, the Council itself was compelled to abandon 
the project of an experimental conduit line in a certain 
district on account of two 80-inch water mains being laid 
down the centre! It would be necessary to move such pipes 
before a conduit could be constructed, and as matters now 
stand, the ‘work would be obviously carried out by the 
owners of the pipes. As Mr. Clifton Robinson points out 
in the Daily Mail, the Council would have first to open up 
the street to find where the pipes were, and then it would 
have to wait the convenieuce of the gas or water company, 
which would-do the work when it was most convenient to 
it, and then send in the bil] of costs. | 

We will, however, leave for a moment the proposals of the 
County Council to deal with some of the statements which 
are credited by the Daily Mail to Mr. Baker. To quote 
from the interview which appeared in our contemporary, 
Mr. Baker says: “I felt sure from my knowledge as an 
engineer that the conduit should be cheaper to operate 
(leaving the initial cost of construction out of the question) 
than the trolley. In the trolley there must be a certain loss 
of electricity in working, which in a properly constructed 
conduit where both currents are conveyed by insulated bars, 
is avoided." 

We do not wish to question Mr. Baker's knowledge as an 
engineer, but if he were acquainted with some elementary 
facts of the distribution of electricity he could scarcely have 
made such a statement. It is quite impossible to insulate 
an underground system so effectually as an overhead wire, 
for the simple reason that moisture collecting in the conduit 
will impair any method of insulation, and it may be taken 
for granted that on an average the consumption of current 
per car-mile will be slightly higher on a conduit than on an 
overhead system. The cost of operation includes, however, 
something more than that expended on current ; there is the 
question of mainteuance, and in a conduit there is the extra 
cost of cleaning. For instance, it may interest Mr. Baker 
to learn that on the Brussels conduit system, which is one of 
the best in Europe, the cost of cleaning the continuous 
accumulation of road silt and dirt from the conduit is put at 
£100 per annum per mile of single track. Mr. F. 8S. 
Pearson, who is the engineer to the large conduit scheme 
in New York, so much quoted by Mr. Baker, stated 
iu & report to the Liverpool Corporation, that under 
Liverpool conditions of streets, the cost of cleaning the con- 


duits per mile of track would probably amount to £40 per 

year. Now London is not as clean as either Brussels or 

Liverpool, and it may be taken, therefore, that the cost of 

cleaning per mile of track would not be less than £50 per 

mile, but there is another item which must not be lost sight 

of, and that is cost of maintenance, a very different matter 

in a conduit to what it is on an overhead system. It must 

be remembered that in the former there is a good deal of 

what is known as special work, such as at points and 

crossings, and the maintenance of this is a considerable item. 

Mr. Pearson, in the report, alluded to, stated that. the main- 

tenance of special work in an overhead wire system would 
cost £60 per year per mile of track, but in an underground 
conduit system the maintenance cost per mile of track 
would be £180 per annum. If, therefore, the County 
Council in its vaulting ambition were to adopt 50 miles of 
conduit, it would have to pay something like £6,000 per 
annum for the maintenance of the special work alone, in 
order to keep the system in good condition, over and above 
the expenditure that would be incurred in an overhead wire 
system. This hardly bears out the statement that the conduit 
is cheaper to operate than the o егеда system. At the same 
time Mr. Baker is at liberty to challenge these figures, 
and if he will do so in these columns and back up his con- 
tentions by giving chapter and verse, he will have the satis- 
faction of contributing some important information to the 
subject of electric traction. 

After the somewhat curious statements to which we have 
alluded, it is not surprising that Mr, Baker should make 
much of the :esthetic objections against the overhead wire ; 
this is, as а matter of fact, the very foundation on which 
the County Council bases its opposition to the overhead 
system ; but we will ask a plain question in connection with 
this. Has the County Council ever made personal inquiries 
and examination of the conduit lines that exist on the 
European continent ? Mr. Baker appears to have made some 
kind of private tour, but entirely on. his own behalf and not 
in an official capacity, and at a later date the consulting engi- 
neer made investigations for the Council; but as far as we can 
learn the County Council has not thought fit to send a few 
of its members to Brussels, Berlin, Buda-Pesth and other 
places to obtain direct evidence as to the cost and thie 
working of conduit lines. Yet cities like Manchester, 
Liverpool, Glasgow, Sheffield, where local government is as 
well understood as in London, did not consider themselves 
justified in adopting electric traction before collecting 
detailed information on the subject. Moreover, it must be 
remembered that the various municipal depatations 
which have examined the Continental practice started 
on their inquiries with a distinct bias against the overhead 
wire system. The Liverpool deputation stated that ** before 
commencing their tour of inspection, [they | were impressed 
with the advantages of the underground conduit system, More 
especially as avoiding any obstruction from poles in the 
streets, and any unsightliness that might be caused by Over- 
head wires. Their inspection and investigation have, how- 
ever, convinced them that the mechanical construction of 
the underground conduit system is unsuitable for Li er qox 
roadways, with their heavy and crowded traffic, and wher 
also the complicated tramway crossings would entail Con 
siderable constructive difficulties; that the system, clec 


trically, is expensive to maintain, uud liable to interruptior, 
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and that in case of breakdown, the difficulty of access causes 
rions delays. In addition, from a sanitary point of view, 
at open conduit which cannot be effectively cleansed is 
obpetionable." The deputation of the Manchester Corpo- 
mation made most elaborate inquiries into the merits of the 
rival systems, and rejected the conduit on various grounds, 
and among other observations stated that * the underground 
slot system, thongh as simple to work as the overhead 
trolley, is very much more expensive, and possesses the 
«nons disadvantage that it entails an entire cessation 
traffic on the portion of line being converted for 
ш least three weeks during its construction." Mr. 
Baker is not, satisfied with drawing a somewhat 
fanciful picture of the appearance of overhead wires, but he 
goes so far as to say that the Board of Trade have decided 
that any overhead lines in London must have double return 
wires. This really shows how utterly inadequate is the 
information possessed by Mr. Baker on the subject, and we 
think he onght to apply to the Board of Trade before making 
statements which cannot be substantiated. Years ago we 
used to hear a good deal of the accidents caused by overhead 
wins, which, by the way, were chiefly used for lighting; but 
notwithstanding the numerous overhead systems on the 
Continent, and the fact that similar systems have been 
cw in this country for some years without serious injury 
arising from fallen wires, Mr. Baker has the temerity to say 
that * Yon ean find case after case in recent years where 
men and horses have been electrocuted by such wires 
tweaking and falling.“ Ав a rule we, should be 
disinclined to notice. such an assertion, but when 
и proceeds from a person in Mr. Bakers position 
we must protest in the strongest possible manner against 
eem] statements of such a character. The public 
aufortunately is materially influenced by such language, and 
in the interests of electrical engineering we ask Mr. Baker 
te produce the records of such accidents. The question of 
avidents by means of falling wires was one to which muni- 
«pal deputations especially addressed themselves, and in the 
Whole of the reports that have come under our notice we can 
find no trace of a single fatal accident. And what has been 
the experience in this country? So far from men and horses 
being electrocuted, we can safely affirm that no person has 
been injured through a falling wire. Mr. Cunningham, who 
managed the Montreal Electric Tramways, says, “ Instances 
of shock to any of the general public are extremely rare; іп 
my five years’ experience as manager of the Montreal 
Street Railway, where the system is worked. by the 
overhead wire, I do not know of апу one Case.“ 
Ic is admitted by Mr. Baker that apart from the 
removal of street mains the cost of a mile of conduit would 
he a little over £12,000 per mile and the overhead wire 
£10,000 per mile of single track. We shall venture to dis- 
pute these figures in a moment, but we should like to give 
prominence to the fact that in a double track tramway the 
overhead structure costs very little more than that necessary 
їп a single track, whereas in a conduit system on a double track 
it Ig necessary to provide two underground channels. But 
to make statements of cost of a conduit without taking 
mto account the removal of street mains is wilfully 
shutting one’s eyes to one of the most important 
items ; all along our contention has been that in con- 
«ructing a conduit in London streets, the heaviest 
expenditure will arise in making room for the conduit. It 
will be interesting, however, to give some facts concerning 
“se cost of constructing conduits. Mr. Cunningham, in his 
report to the Liverpool Corporation, stated that “ ће works 
in tbe street cost at least twice as much as those of the over- 
bead, and this, too, without regard to a very heavy cost, 
which cannot be estimated beforehand, in the moving of gas 
and water pipes,” Mr. Pearson, who has had a larger 


main expenditure goes 


experience in the construction of conduit systems than any 
man living, gave, in his report to the Liverpool Corporation, 
some actual details of cost of the two rival systems. For a 
single mile of straight track for the overhead wire the cost 
is stated to be £5,822, and for a single mile of slotted 
conduit the cost is put at £9,648. Mr. Connett, who was 
the engineer to the Washington and Baltimore conduit 
systems, gave the following estimates to the deputation of 
the Manchester Corporation, and though the figures apply to 
American construction, they are useful as comparisons :— 

Slot conduit system, one mile of double 

track, with block paving . . £17,221 9 0 
Overhead lines, one mile of double track, 


with block paving £8,926 3 0 


We could give instance upon instance to show that the 
conduit may be expected to cost about twice as much as the 
overhead wire, yet in face of established facts we find 


. County Councillors telling the public that the conduit costs 


very little more than the trolley, and this difference is * com- 
pensated for by the economy in working expenses.” When 
Mr. J. Allen Baker contends that“ most of the objections 
raised to the conduit system have arisen from personal 
interest or from misapprehension caused by imperfect know- 
ledge," there can be only one retort ; bnt when he says that 
“it is naturally to the interests of manufacturers of 
electrical appliances to advocate a system where the 
on electric plant rather than 
one where the greater part of the money goes on the 
permanent roadway," the statements become farcical. We 
ask Mr. Baker as an engineer if he considers that there is 
one penny worth more of electrical plant in an overhead 
wire than in a conduit system ? "The electrical mann- 
facturer benefits just as much under one system as the 


Other. But what should be of more concern to Mr. Baker 


is the unnecessary expenditure of public money, and instead 


of endeavouring to argue with electrical engineers, he should 


save his eloquence for that section of the public which he 
represents in the County Council. 


— 


Electrical Engineers at the Front. —We have had the 
pleasure of reading some very graphic and interesting letters 
written by Company-Serjeant-Major Rorke, A. I. E. E., to his 
relations at home, from South Africa. From one of these, 
dated June 18th and 21st, wenote that the Electrical Engineers 


have been assisting in the work of repairing broken bridges at 
night by rigging up arc lamps. The conditions of this work 


may be judged from the following extract :—**'The range of 
temperature is so great from noon to midnight, that first one 
envies the half-naked Kaffir, but when the sun has gone 
and the night advanced, one cannot slake thirst from the ice 
in the water bottle.” However, it is consoling to know that 
* when one is days, weeks, months in that open air, sleeping 
out ou the veldt soon becomes no very great trial.” It 
appears that the headquarters of the Electrical Engineers 
are at Pretoria, from which, as a base, they make excursions 
to the places where their assistance is required. An interest- 
ing tale is that of a party of men who were delayed three 
days a& Roodvaal, during which time they were constantly 
expecting an attack, but were disappointed, theugh 40 
minutes after their train had left the station was attacked 
and shelled for six hours. Another detachment was working 
at Leuuw Spruit, repairing a bridge for the third time, when 
the Boers made a surprise attack, and seven men who were. 
separated from the rest were captured. The others took 
cover on the usual kopje, and held the enemy at bay until 
reinforcements arrived at daybreak. 

It is pleasing to read of the troops themselves, who had 
been in many engagements, that they were not changed in 
the least from the “ cheerful, careless, brave men" described 
by tradition. May their labours soon be crowned with . 
complete success! 


D 
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THE ELECTRIC GENERATING SYSTEM OF 
PRAGUE. 


_By FRED. BATHURST, A. M. I. E. E. 


iue E, the capital of Bohemia, the third city in magnitude 


in Austria, has a population of 500,000, and is therefore 
comparable with English cities such as Birmingham, Liver- 
pool, Manchester, or Leeds. Its new electric generating 
station, which has now been in operation for about six 
months, is probably the first three-phase high pressure alter- 
nating works on a large scale which undertakes to supply 
simultaneously, and from a single set of bus bars, the elec- 
trical energy required for running the electric tramways, 
providing an electric motor service, and the public and 
private lighting of the town. 

This plant, it is thought, marks an important step towards 
the final development of the problem of providing an effec- 
tive and efficient 
system of electric 
distribution for 
large cities, and as 
it has thus far given 
in every respect the 
results anticipated 
from it, and further 
contains several 
features of novelty, 
a somewhat detailed 
description of its 
mechanical and elec- 
trical features may 
be of interest to the 
wide circle of the 
electrical fraternity 
reached. by the 
ELECTRICA Il“ Re- 
VIEW, 

In 1894 the city 
authorities of 
Prague had to con- 
sider the question of 
extending the con- 
cession for the horse 
tramway system 
then in the hands 
of a Belgian limited 
company. This 
question naturally 
led to a general 
discussion, and to 
the consideration of 
electric service in 
connection with 
street railways, and 
it was decided that 
the City Council 
should undertake the 
experiment of itself 
equipping electric- 
ally anewroute, with 
a view to obtain- 


decided to extend the street railway system on a large scale 
and adopt an electrical service. 

The programme contemplated was— 

1. The erection of a large main generating station in the . 
seventh district (Holeshovic), which should supply ‘high 
pressure three-phase current. 

2. The transformation of this current at certain sub- 
stations from three-phase high pressure into 600 volta con- 
tinuous current. 

8. The direct distribution of three-phase current for light 
and power to private consumers from closed secondary net- 
works supplied from fixed groups of transformers. 

4. The distribution of current for public street lighting 
from suitable 600-volt continuous current mains. 

Offers to carry out these plans were received from seven 
firms, and that submitted by the firm of Kolben & Co, was 
accepted, and work started in 1898.“ For convenience: . 

description, th 

whole plant 

divided into: ^+ 

parts: — (1) The 

generating ge 
proper. (2) The 
secondary or sub-. 
distributing ste- 
tions, (3) The 
cable network. 

‘The generating. 
station shown in fig. 
2 is located in ‘the 
Holeshovic district, 

between the river 
and the State rail-, 

Way, во as to obtain * 

convenient sapply 

of coal and water. 
In addition to the 
engine and boiler 
house, a coal storage, 

a general store, and 

an office building, 

also the car barn 
and car repair shop, 
are situated . here. 

When completed, 

the engine room will 

have the approxi- 
mate dimensions— 
length 460 feet, 
width 70 feet, 
height 86 feet ; 
but at present it 

has been n 

to complete a length 

of 300 feet only. 

In order to im- 
prove its lighting, 
the central portion 
of the engine room 
is built out as an 
ornamental exten- 


ing practical infor- Fro. 1. sion, some 65 feet 


mation at first hand. 

At the same time the question of the public and private 
electric lighting was becoming an increasingly pressing one, 
so that the chief engineer of the city gas works (Herr 
Pelikau) was instructed to study the whole question of laying 
out an electric station from which power could be furnished 
to meet the demand for electric service in both fields. 

This engineer submitted four alternative methods, but 
recommended, as the best solution, the erection of a large 
central station in the heart of the city, which should supply 
continuous currents and feed a number of accumulator sub- 
stations in different sections of the town. 

À number of prominent engineers created a strong oppo- 


sition to this scheme, and suggested that the true solution . 


lay in the erection of a single large station having uniform 
supply, which should be placed on the outskirts of the city. 
In 1896 the various suggestions had matured so far that the 
town had bought up the horse tramway concession, and 


in height, and ar- 
ranged in two floors. In this portion the main switch- 
board is arranged, and around it the various laboratory 
testing and staff rooms. 

The boiler house (fig. 3) is arranged alongside the engine 
room, being equal to it in length, and having a width of about 
60 feet, and a height of about 25 feet; the condensing and feed - 
water pumping apparatus is arranged near the engines, whilst 
the main feed-water tank and filtering apparatus are placed com — 
tiguous to the boiler house. Capacity is provided foran ultimate 
total of 32 boilers (Tichbien’s system), but at present only 1 6 
аге required. Each boiler has a heating surface of 2,500 square 
feet, and consists of two flame tubes arranged under an upper 
tubular boiler. Separate steam superheaters (Schweerers) of 
about 1,000 square feet superheating surface are provided, 
so that the steam coming from the boilers at 170 lbs. per 


hmm a ee C — —— — —— а ааа 
»The Kolben works were described by the writer in the EIL. a 


TRICAL REvIEW, August 18th and 25th, 1899. 
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square inch pressure can be superheated up to 600? F. The 
boilers are divided up into batteries, four constitutiug a set, 
and separate flues are arranged for every two sets, so that 
uhimately the boiler house will have four distinct chimney 
stacks towering to a height of 280 feet, and 3 feet in 
dismeter at the top. The main steam piping is arranged in 
ring form directly above the boilers, connections being made 
ta it so that any engine can be worked either by steam 


— — 


2 3 

ing direct from the boiler, or, by steam which has passed 
the snperheater, so that the engines can work with or 
without, condensation. The condensation is effected by 
water brought direct from the river by a duct of 
era: crops- seotion (about 42 inches x 37 inches), 
hich is arranged underneath the engine room in its whole 
Wh. A special suction well is provided under each engine, 
Ha mang from the river being fitted with suitable valves 


Deal against the possibility of extra high — . 
water, A second duct of larger cross- 
section carries away the warm water (after 
it leaves the condensers), and passes it 
towards the pumping apparatus, by which 
u is forced into the filter tanks, and thence 
weed as the boiler feed water. Triplicate 
pumping apparatus is provided, namely, 

rotary pumps (Encke system), compound 
piston pumps, and injectors. The rotary 
pampe, each driven by a 4 Н.Р. three-phase 
motor, pass the water from the duct 
into the reservoir feeding the filters, whilst 

the piston pumps pass the water from the 
Blters to the boilers. The injectors are 
пед as a standby. Four sets of Desrumaux 
filter apparatus of 30 square metre surface, 
and the requisite reservoir tanks are 
employed. 

Coal is brought by the railway to a 
cold storage building, by a side track which 
is higher than its floor level, so that it may 
be directly discharged into the building. An 
electric elevating apparatus fills special 
ыва tilting cars running on a track 
arranged through the boiler house, and 
tbese unload into the automatic stokers provided for each 
battery of boilers, and driven by a 4-н.р. motor. The 
ahes coming from the boilers are emptied into baskets 
which discharge into similar small tilting cars, which run in 

берге: arranged under the boiler floor, and are passed оп 

Mri house by means of further electrically-driven 


The engine rom is traversed throu i 
= l ghout by a travelling 
of 20 tons carrying capacity. In it there are at present 


ж Ж 
‚ y 2.—ENGINE Коом, SHOWING NOVEL ARRANGEMENT OF EXCITER. 


located five steam dynamo sets of 1,000 k. NH. P. each, although 
space is provided so that five more seta of 2,000 H.P. can be 
ultimately put down. Four of the present sets can carry the 
load now on the station, the fifth set being held as a reserve. 
The steam engines are of the horizontal triple-expansion type, 
thehigh pressure cylinder, 20 inches diameter, with the medium 
pressure cylinder, 30 inches in diameter, being arranged on 
one side, whilst the low pressure cylinder, 48 inches diameter, 
and condenser air- pump are arranged on the 
other side of the fly-wheel type generator. 
The length of the stroke is 4 feet. The 
low pressure cylinder has Corliss type 
valve gearing, while the high pressure 
cylinders are controlled by a centrifugal 
governor, the weight of which can be 
changed in position by means of a suitable 
lever combination and spur and wheel gear- 
ing (fig. 1), which is driven by a {-н.р. three- 
phase motor, adjusted and controlled from 
the switchboard gallery. In this way the 
attendant can adjust the speed of each 
engine from his stand, and the generators 
can be switched into parallel without first 
artificially loading. The most economical 
working of the engines is 750 H.P. at 90 
revolutions per minute. The magnet wheel 
(rotor) of the generator is placed directly 
upon the crankshaft of the engine between 
the high and low pressure cylinder 
divisions. Arranged concentrically around 
this wheel is the stator, which carries the 
high pressure winding, and which is mounted 
on a cast-iron bedplate in a manner which 
allows it to be moved in an axial direction. 
These  three- phase generators have 
been built by the Electricitäts Actien- 
Gesellschaft vormals Kolben & Co., of 

Prague - Vysocan, and are designed for an intake of 
1,000 н.р. working on an inductive load with a power 
factor of 0°85, and give therefore а useful output of 
825 KW. at 300 volts pressure, the current in each phase 
being 160 amperes. The revolving magnet wheel has 64 
poles and generates at 90 revolutions per minute, 48 periods 
per second; it consists of a divided cast-iron fly-wheel 
carried by 10 double arms springing from the hub. Cast 


Еа. 3.—BoiLER HOUSE. 


steel magnet cores are secured in the rim. These magnet cores 
are of oval cross-section at one end and have a cylindrical 
prolongation at the other end which exactly fits the holes 
bored in the cast-iron rim. "This construction reduces the 
contact surface between the steel and cast-iron, во as to 
correspond to the different magnetic reluctances of these 
materials. The pole-shoes are made of laminated sheet-iron, 
the steel cores being cast directly into them, it is thus 
possible without complicated mechanical connections to entirely 


250 


THE ELECTRICAL REVIEW. 


[Vol. 47. No. 1,186, Avavsr 17, 1900, 


prevent the creation of eddy currents in the pole-pieces, and 
nevertheless provide sufficiently large peripheral surfacesin the 
stator iron ring in order to lay the armature coils in the 
necessary slots. The magnet winding is made up of flat copper 


bands, 1 inch wide wound up on edge, being first_ pressed 
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together: under, hydraulic pressure and "then pressed upon’ the 
cores; {the ‘circumferential speed of the magnet wheel is some 
80 feet per second, and “its' diameter is about 17 feet. The 
stator or stationary armature carries the high pressure winding, 
and is built up with a laminated iron core ring, the slots 
being insulated by micanite troughs. The | 
winding consists of 96 coils laid in the 
slots and solidly fastened therein. This 
core ring is carried in a strong cast-iron 
frame ring which, as before stated, can be 
moved axially so that any single armature 
coil as well as magnet coil can be easily 
replaced if necessary. The stator frame 
is also adjustable in a vertical direction 
by means of strong adjusting bolts which 
rest upon cast-iron bedplate. The mag- 
netic proportions of the alternator, as 
well as its windings, are so calcu- 
lated that very small pressure variations 
are noticeable even with varying loads ; 
the design provides high air-gap in- 
duction, strong iron saturations, small 
armature leakage and reactance. The 
generators have a good pressure character- 
istic at no load, and a favourable short 
circuit curve. The full load current is 
reacted with the short circuited armature 
windings at an excitation corresponding 
to one-third of the normal voltage. 
The machines work at full and even over- 
load very quietly and without humming c 

noise. The total weight of the generating 

machine, excluding exciter, is 140,000 lbs. The exciter is 
driven from the engine main shaft by means of a helical 
gearing with a reduction of 1:4.. "The worm wheel is made 
in two, pieces of ‘phosphor bronze, and is keyed directly on 
to the shaft and drives on to a worm shaft of hardened steel. 


This shaft runs in ball-thrust bearings, and the whole 
gearing is enclosed in a tightly fitting grease case, The 
shaft is provided with a rigid coupling which connects toa 
continuous current exciter dynamo, having an output of 
10 Kw., and! this method of conveniently driving an exciter 
| from a double crank horizontal engine (see 
fig. 2) solves a difficult problem in a very 
successful and neat manner. 


(To be continued. ) 


THE BOIS DE BOULOGNE OOM. 
BINED TROLLEY AND SUR. 
FACE CONTACT TRAMWAf' 


M. VEDOVELLI'S system of electric traction 
with surface contacts has just been applied 
to the Bois de Boulogne railway whith 
extends from the Neuilly Gate to Saint Cloud, 
passing along the Bois de Boulogne, passing 
in succession through the Sablous Gate and 
the Madrid Gate, following the Seine for 
about 1,500 metres and crossing it at the 
Suresnes Bridge and arriving at the terminus 
at the summit of the Val d'Or. The trac- 
tion is of a mixed character, the line being 
divided into nine sections worked alternately 
by the trolley system and by surface cou- 
tacts. The contact system was ordered by 
the administration to be used at the gates and 
at all points where it was considered that the 
overhead line would detract from the beauty 
of the scenery of which -Paris has every 
reason to be proud. Fig. 1 shows a view 
of the station at the Nenilly Gate; at the 
starting point the overhead wire is used. 
Near the Hippodrome at Longchamps, 
before arriving at the Suresnes Bridge, a 
loop; line (fig. 2) has been made in order to allow 
of a special service between the Suresnes Bridge and the 
Neuilly Gate. 
It was necessary to arrange, for this service, for those days 
when, owing to attractions of the Hippodrome, the traffic 


Fic. 2. 


will be considerably increased. It was really the importance 


* Paper read by M. X. Gosselin before the Société International 
des Electriciens. Translated from the Journal of the Societ 
We are indebted to the publishers for the illustrations.—Ep: 
ELEC. Rev. 
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af this traffic that decided the employment of the contact 
svstem and caused it to be chosen in preference to the other, 
without taking into account considerations of economy. 

The line being divided into various sections, it was desired 
to avoid the stoppages and jerks that might occur in passing 


Морг the contact blocks. Moreover, 
acilitate the resumption of 
bow is used which is 
rest automatically on the 
moment it comes into 
Fig. 3 is another view 
surface contact line. 
‘Bridge of Suresnes is traversed 
taglie line worked by contacta. 
a view of the overhead 
TEM aig the Boulevard de М. 
ome . 5 is a photograph 
Qe güónerator room. The plant 
spphed by the Fives- Lille 
Bnet. - consists of two groups 
one of 400 kw. power, 


Ше! acta as a reserve, of 


bons mes are of the well- 
UE Yives-Lille type with 
Mr. The dynamos are 
volt machines. 
EON from the board, 
wp line and the 
und are branched 
Ep comprised between 
Nie Neuilly Gate. 
Bird furnished with the 
end ваѓеіу apparatus, 
par ameter, lightning con- 
Маас circuit. breakers. 


- 


1 
ing’ * 


БЕК consists of motor 


Bes, fip. 6. The cars 
metres between the 
| i аге mounted on two 
be distance between 
gape axles is 4'80 metres. The curves 
1 the track have at several points a 


‘he exiles have had to 
, Wacka, which act very satisfactorily, 


Van urhe contacts, 


* 


fik one system to the other. With the contact system the 
| the mode of working is effected at the normal 

do this the trolley line is continued for some 
| the contact line, во that for a few seconds the 
i$ receiving the energy both through the wire and 


— — —— us — —9 —ê'0 
+ 
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| 


Wary hort radius (25 metres), and in order to round them 
be mounted on converging jointed 


Fig. 7 shows a diagram of M. Vedovelli’s system of line 


L is the line conveying the current, Pj Pa Pz, the 
contact studs over which the contact bar, B B!, of the 
tramway passes in succession, and receives the cur- 
rent, which passes on to the electric motors, returning to 
the station by the rail. 

The tramcar goes in the direction of 
the arrow, F. 

- Referring to the. contact bar at the 
moment it receives, normally, current 
from the stud P, as soon as the 
extremity, B, of the' bar touches the 
stud, Ps, a derived current passes 
through a solenoid, s, of fine wire, 
and returns to earth, i. e., to the rail, 
by the two terminals, æ and bs 
connected on short circuit by a 
bridge-piece, Ks, which is movable 
round an axis of rotation, 0. The 
solenoid contains an armature of 
soft iron connected with the sup- 
porting lever of the bridge-picve, 
Ks, so that when the solenoid 
reeeives the current and attracts its 
armature, the bridge-piece, K,, is raised 
vertically. It leaves the terminals, 
(t4 and 6,, on which it rested freely, and 
bears heavily on the terminals, cg and 
d, which it short circuits. Now the 
terminal, ds, receives the current directly 
from the line, the stud, P, comes, 
therefore, into metallic connection 
with the main line, L. The stud, Pi, 
remains capable of feeding the contact bar of the tram- 
way until the next stud, P., has in its turn been 
brought into metallic connection with the line, LI. Now 
when the bar, still travelling in the direction of the 
arrow, F, has passed into the position shown by the 


Fig. 4. 


dotted; lines in the figure, the solenoid, s,, following the 
mechanism explained above, will have attracted its armature, 
and the bridge-piece, Ку, having connected the terminals, 
c, dy, will, on the contrary, have cut the circuit between 
the terminals, as and 55. The derived current pass 
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ing through the solenoid, s, is therefore interrupted at these remains insulated and the solenoid is directly connected with 
points. The armature, ka, falls back upon the terminals, the rail. 

a, bs, and the terminals, e, da are disconnected. The stud, M. Vedovelli's tramway, like all others of the kind, is pro- 
Ру, is thus also disconnected. vided with a safety apparatus, in order to prevent a stud 
from being uncovered by the vehicle while 
it is still charged. This arrangement 
consists in this case of a pendant chain 
connected permanently with the carth 
and brushing in succession the studs 
released by the car. If by accident one 
of these studs remained charged, the 
chain by its contact would produce a 
short circuit on the line, and would bring 
about' either the melting of the safety 
fuses placed in the corresponding distri- 
butor, or the release of the automatic 
circuit-breaker of the central station. 

M. Vedovelli’s system, by the very 
fact that the stud when charged effecte by 
its introduction into the circuit the 
release of the preceding stud, gives 
the vehicle a well defined rate of pro- 
ceeding. The mechanism which we have 
described for the successive excitation 
and release of the studs is not reversible. 

In cases where the requirements of 
the road necessitate the establishment of 
a single line, and where consequently we 
are obliged to have vehicles travelling in 
both directions on the same line, a simple 
solution of the problem is to supply the 
track with a double series of distributors ; 
some feeding the up line and some the 
down line. 

In this case, in order to prevent the 
studs of the up line from being charged 
by the up cars, the extremities of the 
solenoids may be connected with à common 
earth wire which will be insulated from or 
brought into contact with the rail as 
required, by a single commutator worked 
automatically by the vehicle itself. 
| We may also remark that in order to 

FIG. 5. reverse the action of the distributors, we 
have only to switch the connections to 

Thus by a very simple arrangement the introduction into earth of the solenoids which are to be connected with the 
the circuit of one stud shuts the preceding stud out of the right hand commutator in the case where the direction in 
circuit. which the car is proceeding is the opposite one to that 

By virtue of a very ingenious device, the bridge piece, K, indicated by the arrow. This reversal of the connections 
only leaves the terminals, a b, after 
having connected the terminals, c d. 


It follows from this arrangement :— EK V У 
(1) That the main current is ` — 
brought to the stud required by the * ^ 
contact bar, and that the closing of LO. | 2 


the studs, c d, does not serve to estab- 
lish the main current ; (2) that 
the terminals, c 4, are disconnected 
when the stud about to be released is 
still in contact with the bar. These 
terminals, therefore, do not serve to 
break the current, which is always 
done in the contact bar. 

It is, in fact, of the highest import- 
ance for the good working and the 
durability of the apparatus that the 
terminals, e, d, should be used, not as 
interrupters, which would be the seat 
of sparks and so be rendered liable to 
rapid burning up, but as commutators 
connecting or separating metallic ter- 
minals, brought to the same potential, no 
spark between them being then possible. 

We have supposed the tramway 
to be working normally. At the com- 
mencement the first stud will evidently 
receive the current cither from the trolley or from a may beeffected by means of a simple two-way commutator 
stud charged by hand as the cars start from the works. placed in the distributor. 

The last stud of a section consists simply of a The contact studs are placed at intervals of 3 metres, and 
commutator of the ordinary type, of which the terminal, , the distributors 10 in number are placed in leaden boxes 
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along the side of the track. A single commutator then 
controls the whole of the corresponding section, and tan be 
manipulated antomatically by the passing of the train. 

This subjection of thedirection of the car to that of the 
action of the distributors occurs inevitably in all tramway 
seteme worked by contacts in which the stud charged cuts 
off the current from the disconnected stud. 

In certain instances this inconvenience becomes a real 
advantage, as the electric system of feeding constitutes in 
itself an inviolable automatic block system. 

It will be noticed that the tram when in motion never 
covers more than two studs. The track therefore becomes 
free as soon as the vehicle has passed, and a second car can 
follow at an interval of a few metres. 

This is an advantage over some 
systems in which the line has to be 
divided into sections which one car, 
and only one, must, occupy at a time, 
of a stoppage will be occasioned in the 
normal distribution of the current. 

One of the contingencies to be pro- 
vided against in the stud system of 
tramways is the failure of the bar to 
make contact with a stud either through 
the bad working of one of the distri- 
butors ar through the accidental inter- 
position of some insulating material, a 
ресе of wood, sheet of paper, &c. 

In the system we are describing, if 
the car fails to make contact with a 
gad, the ing one is not 
dimotnecied, and the safety chains 
en touching it, produce a short cir- 
сан which brings into action the 
fusible safety apparatus or automatic 
cirenit-breakers. 

The current is thus broken on the dis- 
connected stud. By hypothesis, it is not 
established on the next : the car stops. 

It is, in my opinion, one of the great advantages of the 

never to allow the car to pass a stud that has not 
worked normally. 

We can thus be absolutely sure that in the course of the 
waking any defect produced will reveal itself at once, во 
бай the remedy can be applied immediately. All tramway 
cute worked by contacts do not offer this security. 

The atilication of the distributors as commutators and 
not ав interrupters ensures, as we have а ер е 

ion of arcs of establishment or breakage of curren 
in the 


apparatus. | 
The result is. great reliability of working as regards 
dwivations of currents which might be produced on the line 


between the studs and the earth when the insulation of the 
contacts ia defective. We passed a car over some studs on 
which we had purposely established an artificial derivation, 
wing about 80 amperes over the normal charge to pass. 
pakages of the arc took place on the contact bar, 
apparatus supported the overload very 


4 E M 


Ў. bherefore, M. Vedovelli’s tramway seems very 
cube point of view of simplicity of mechanism 
orking. | 


ron CORPORATION TRAMWAY 
CONTRACTS. | 


M mene we published and commented on a letter 
to the Bradford Town Council on the subject of 
: i the electrical overhead equipment of the 

ye. In reply to this, a long rejoinder, embodyin 
aino the above letter, has been Ый to the Town Couneil 
Wy the contractors who are carrying out the work. In order 
эз wave space, we have taken the liberty of omitting the 
fon the first letter, where indicated by asterisks, 
ч эш чы be referred to in our previous number, and we 
O omitted certain passages which contain injurious 

Upon the writers of it :— 


August 7th, 1900. 


To the Tramway Committee of the City of Bradford, Town Hall, 
Bradford. 


Gentlemen,—Our attention has been called to a letter published 
and sent to your Corporation on or about the 2nd inst. by R. W. 
Blackwell & Co., Limited, of London. We are amazed at its 
contents, as the letter is an indictment of your honourable body and 
your engineers, and a most serious reflection on our integrity and 
ability as contracting engiueers. We, therefore, have taken the 
right to answer every paragraph of this letter. You will note tn 
our letter that we have quoted R. W. Blackwell & Co.'s paragraphs 
and our answers to them—in some cases our answers are in the form 
of questions. : : 

Ф 2 e 9 


Answer 1.—Did any of Blackwell's engineers, agents, or men see 
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or make any suggestions regarding the specifications before they 
were submitted for tendering ? | 

* * * e e 

Answer 2.—Did R. W. Blackwell & Co., Limited, tender in direct 

accordance with your specifications when they were endeavouring 
to force in a revised tender after the tenders had been opened and 
before they had been submitted for acceptance by your Tramway 
Committee ? 

* * a + + 


Answer 3.—Macartney, McEiroy & Co., Limited, did tender in 
accordance with the specifications, and there has not been any 
material departure from the specifications, and what slight changes 
have been made are beneficial, such as are usual in contract work, 
which the Corporation of Bradford or other cities have a perfect 
right to make, as stated in the common conditions of all specifica- 
tions, without consulting R. W. Blackwell & Co., Limited. 


е + * Ф * 


Answer 4.— Were not the samples on exhibition at the city sur- 
veyor's office samples furnished by R. W. Blackwell & Co., and such 
samples being material of which he claims to have the exclusive 
right of sale, and what no other contractors but themselves could 
furnish to Bradford without their permission? Did not the speci- 
fications state that the material need only be equal to them? 
There are several manufacturers turning out material of same type 
equal if not better than material furnished by Blackwell & Co., 


Limited. 
a 2 * * + 


Answer 5.—Have not tests and analysis proved that the so-called 
. Ætna and Hecla insulation are of practically the same composition, 
but of a different colour? The manufacturers’ list shows that therc 
is less than 1d. difference in the shilling between the two when 
assembled with the usual fittings. The competing trade in America 
know the reason for the difference. 
ө + * * + 


Answer 6.—What is the breaking strain of a § inch bolt? It is 
10,908 lbs.— What is the maximum weight of 40 yards (one span) of 
three-nought trolley wire, such as you are using? It is 65°6 lbs.— 
What is the cross-section of the Dirigo steel stud referred to by 
Blackwell? It is ? inch, plus Thoth of an inch.— What is the cross- 
section of the Anderson so-called # inch steel stud referred to by 
Blackwell? It is $ inch, less ,3,th of an inch. Therefore, the 
“ Dirigo ” bolt, which is being used on your line, is larger in cross- 
section by 180th of a inch, and technically must be the stronger.— 
What is the weight of the insulating compound on the “ Dirigo” 
bolt? It is 24 ozs. This is the bolt referred to by Blackwell.— 
What is the weight of the insulating compound on the Anderson 
J inch bolt? It is 24 ozs.—What is the length of the Dirigo bolt 
(stripped)? 38 inches.—What is the length of the Anderson bolt? 
3j inches. Therefore, technically, there is more insulation, which 
is the costliest part of the complete bolt, on the “ Dirigo” bolt than 
there is on the Anderson bolt, as the Anderson bolt is 3 inch longer 
than the Dirigo bolt, which is not necessary. There is also more 
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insulation to the cross-section of the Dirigo bolt than there is to the 
cross-section of the Anderson bolt. This is a decided advantage. 
These true facts prove that Blackwell's statement that the insulation 
is about 30 per cent. heavier, is not correct. Blackwell & Co. 
state that Dirigo insulation has not been tested. Every piece is 
tested before leaving the factory, and the same insulation has been 
under a practical test on the Dover lines three years, Glasgow lines 
two years, Halifax two years, West Hartlepool 18 months, 
Southampton 12 months, Aberdeen eight months, and hundreds 
of cities in the United States and Canada and the Contincnt. 
Blackwell & Co.’s statement is again incorrect. А 
Ф © e Ф 
Answer 7.—The late Dr. J. Hopkinson no doubt specified the 
insulators referred to. He did not design it, as it was in actual use 
in Amerjca four years before he became consulting engineer to the 
Liverpool Tramways. The à inch bolt was first used, to the writer's 
knowledge, for the large figure 8-wire, but was discarded, due to 
the necessary decrease of insulation on the # inch bolt—there being 
more insulation on the 8 inch bolt for the fittings, which are common 
to both bolts and all sizes of trolley wire. The tna and Dirigo 
insulation manufacturers’ lists show that the complete fitting, 
including bolts, is cheaper iu the Ætna case than in the Dirigo. 
The difference in cost for your complete contract on this basis, 
estimating 1,000 hangers would be used, would be approximately 
£14, in favour of the Dirigo, which is costlier. Blackwell is again 
in error in stating where the j-inch insulating bolt was designed, 
and also when he states that Dirigo insulation is a cheaper grade 
and designed differently. 
te ә о о Ld 
Answer 4.—The 2-feet ears are too heavy for the line, and in the 
writer's opinion, is the cause of so many lines breaking note 
Liverpool liue came down on July 24th, 1900. Our lines, with 
three-nought wire, with the 18-inch ear, aud stronger, but less bulky, 
fittings, have never come down. You can have too much weight on 
your trolley wire in ears and fittings, through an effort being made 
up for defects in the construction elsewhere, of which some con- 
tractors are ignorant. Inspect the Liverpool lines, and see if they 
are as well and substantially built, wire as tight, and in the same 
workmanship condition as the lines built by us for you. As far as 
mechanical and electrical construction goes, you will find there is 
no comparison. . 
Ld * + 


Answer 9.—We believe you have abandoned the special type of 


the section insulator, because it has been found in actual practice, 


on the lines built for you by Blackwell & Co., to be faulty, and an 
obstruction. You certainly have the right to discard faulty material, 
even if specified, without consulting R. W. Blackwell & Co. or other 
contractors. The section insulator we are erecting is equal, if not 
better, than the samples furnished by Blackwell & Co. to your city 
surveyor's office for his competitors to tender on. Some of their 
competitors have had а much longer and more varied experience 
than they themselves have had, and are competent to design and 
select line fittings in accordance with the true intent and meaning 
of your specifications, without placing themselves in a position to 
purchase from their competitors, R. W. Blackwell & Co., and thereby 
be absolutely in their power regarding material and delivery. 
* 3 Ф ы 


Answer 10.—The poles, pole trimmings, and fittings being sup- 
plied by us are of a much neater design, heavier in every way than 
those suppl ed by Blackwell & Co. to you. The bases alone are 
approximately 1 cwt. heavier, and of a much better design than 
those furnished by Blackwell & Co. In support of this statement 
we have а claim for an extra for weight on these bases over that 
с on the drawing shown us when making up our tender. 
B ell must again be in error. 

d e е е б LJ 

Answer 11.—The bracket arm fittings are of a superior design to 
those furnished by Blackwell & Co., and in their misplaced zeal to 
criticise and draw objections to work which does not concern them, 
they have made a statement in the last paragraph which does not 
appear in your specifications, ùe., the flexible suspensions were 
specified to be entirely free from the bracket arm fittings.” The 
design you have accepted is an improvement on the type furnished 
you by R. W. Blackwell & Co., and the inner base of the flexible 
arrangement is held more rigid by the strut rod, which not only 
gives support to the bracket arm, but also supports rigidly the flexible 
base. "This is mechanical engineering, and this design was turned 
out by a mechanical engineer who specified malleable fittings instead 
of cast-iron, of which the brackets supplied by Blackwell & Co. to 
you are made. 

© Q * 2 Q 

Answer 12.—A comparison between the work and material 
erected by us, and being erected by us, and the work and material 
erected by R. W. Blackwell & Co. in your city, will prove to 
even a layman which is the superior work. Blackwell & Co. are in 


Observer of the 3rd inst. Are Blackwell & Co. your engineers, and 
have they a claim on Bradford? Have they the right to question 
or object to your exercising the powers which are given you under 
the clauses in the general conditions of our contract with you? Who 
and what is this firm that practically would dictate to your city and 
your city officials as to what you should do? We tender 
fair on specifications which we never see until they are submitted 
to us for tendering purposes. We never endeavour to have material 
which we claim to have an exclusive right over, specified, nor do we 
furnish samples of the same material so that we may have an 
advantage over legitimate competitors. Neither do we request the 
permission to revise our tender after all other tenders have 
been opened, but not acted upon. 

We are amazed at the public liberty this firm has taken in criticis- 


ing your actions Our work speaks, and will speak, for itself, 


Compare it in all its details with the work and materia! erected by 
R. W. Blackwell & Co. in your city. Test the work aud material of 
both contractors, in actual use, and by the mile or tens of miles, 
The comparison will favour us, and show the weakness of the position 
which this firm has taken up. 


We remain, yours respectfully, 
(Signed) Macartney, McELBov & Co., Loren, 
J. F. Macartney, Managing Director, 
Contractors to the Bradford Corporation, 
53, Victoria Street, Westminster, London, S.W. 


— 


A meeting of the Tramways Committee of the City 
Council was held on the 9th inst., the chairman (Alderman 
J. Cowgill) presiding. The letters concerning the tramway 
contracts had previously been referred to a sub-committee, 
and the following report upon their conclusions in the matter 
was presented :— 


The sub-committee having considered the matters referred to 
them, beg to report as follows:—They have received very ful! 
explanations from the chairman, the city surveyor, and the con- 
iractois, Messrs. Macartney, McElroy & Co., with reference to the 
statements contained in Messrs. Blackwell & Co.’s letter, and the cir- 
cumstances in connection with the acceptance of Messrs, Macartney, 
McElroy &Co.’s tender, and the subsequent carrying out of the 
works to date. They find that originally five tenders were delivered, 
including Messrs. Blackwell's and Messrs. Macartney's tenders, that 
the tenders were all, according to the then custom, opened by the 
chairman and Mr Dawson (as representing the city surveyor), and 
not by а sub-committee, as stated in Messrs. Macartuey’s letter, 
after which they were initialled, with a view to their tabulation and 
analysis, for consideration at the mecting of the Tramways Com- 
mittee the same afternoon. It appears that subsequent to the opening 
of the tenders Messrs. Blackwell’s representative saw the chairman, 
and was informed by him that their firm was considerably out о! 
it." Messrs. Blackwell's representative delivered to the chairman 
an amended tender, offering to do the work at an amount less than 
was previously tendered by them, and below that of Messrs. 
Macartney, but he informed them that he doubted whether the Com- 
mittee would consider it. This amended tender was submitted with 
the other tenders, but was not accepted. It appears that Messrs. 
Blackwell's amended tender having been addressed to the chairman, 
was returned by him to Messrs. Blackwell. Messrs. Macartney 
executed their contract in due course, and have commenced the 
execution of the works. Certain variations in the contract have 
been made since the tender was accepted, with the full knowledge 
and approval of the Committee and their engineers. The contract 
provides for variations, alterations, omissions, and deductions, as all 
contracts do, and Messrs. Macartney are carrying out their contract 
subject thereto in accordance with the specification, and the Com- 
mittee are quite satisfied that in every case the substituted apparatus 
and materials are at least fully equal to those already specified, and 
in many cases an improvement. 


The report was adopted by the Tramways Committee, and 
it was subsequently approved at a meeting of the Finance 
and General Purposes Committee, 

The following letter was subsequently received by the 
Corporation :— 


To his Worship the Mayor and Council of the City of Bradford. 


Dear Sirs, —Our attention has been drawn to the statement con- 
cerning our letter to you of July 31st, which was made by Messrs. 
Macartney, McElroy & Co., Limited, to the Special Sub-committec 
of the Tramways Committce. This in no way denies the accuracy 
of our statement, that the goods which are now being supplied are 


error again. Blackwell & Co.'s so-called estimate of a difference of 
£851 16s. 10d. is an absurdity. How could they get their estimate 
down to shillings and pence before our complete contract is finished, 
and without actually finding out the cost to us of all our material ? 
Their skill in estimating in this case is on a par with the skill shown 
in the estimate of their tender for your contract, which was £1,476 
(approximately) higher than Macartney, M'Elro$ & Co.'s when 
tenders were opened at 10 o'clock in the morning by your sub- 
committee, and their futile attempt to hand in a revised and lower 
tender before the tenders were considered by your Tramway Com- 
mittee at 4 o'clock in the afternoon. This was the crowning error 
of all, and now their letter plainly shows the hand of a disappointed 
competitor who will not, and cannot, acknowledge defeat. 

The above paragraphs [omitted] have been taken from a letter 
signed by R. W. Blackwell & Co. which appeared in the Bradford 


not in accordance with the specification, or that they are lighterand 
cheaper than those which you called for, and they agree to supply. 

We respectfully submit our criticisms on the statement above- 
mentioned. 

1. We supplied a certain amount of information to the city 
engineers at their request. This was an act of courtesy on our part. 
Your engineers and the Tramways Committee are fully qualitied, in 
our opinion, to decide what shall or shall not, appear in your 
specifications. 

2. Our tender was in strict accordance with your specification, and 
we would have carried out the work strictly in accordance 
therewith. : 

3. The departures from your specification are not immaterial or 
slight, and the changes made are not beneficial. In every case 
cheaper material has been supplied than that which was called for. 


— * , — = d 
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4. The samples shown at the city surveyor's office were put- 
chased by the city of Bradford. The Tramways Committee and the 
city engineers had picked this type out as being most suitable for 
their requirements, 

This material can be supplied by any contractor. 

Messrs. Macartney, McElroy & Co. themselves have quite recently 
proposed to supply insulators of this manufacture to the Corporation 
of Manchester. 

5. We append an extract from a letter from Messrs. Albert and 
1 M. Anderson, the manufacturers of “ Etna" and’ “ Hecla 
insulating material :— 

"The ' JEtna' compound, as made to-day, is made of the same 
materials and by the same process, as that first made. The ‘Hecla’ 
material was gotten out for competition with other and cheaper 
materials. Some of the ingredients of the ‘ Hecla’ material being 
cheaper, we were able to make it at а lower cost than tna. 

& It is British practice to use j-inch bolts with 3-0 trolley wire. 
АП experienced English engineers are agreed on this point. It is 
the threaded portion of the bolt which requires strengthening. It 
> not the weight of the trolley wire, but the vibration of it and 
possible shocks due to coming off of the trolley head which have to 
be considered. Permanency and rigidity has always been the 
teature ot British construction. . 

It isan easy matter to ascertain what the difference of weight is 
between the complete insulators which were on view at the city 
surveyors office, and which were specified by you, and those which 
are now being supplied. | 

7. The late Dr. John Hopkinson, F.R.S., &c., did design as well 
as specify, the insulators referred to. The “ Etna ” insulators, with 
isch bolts, were made to Dr. John Hopkinson's design and 
specification. 

Tbe following is an extract from a letter received from Messrs. 
Anderson in 1897 :— 

“We are in receipt of your favour with regard to sample ł-inch 
bolta, designed for Liverpool. As it involves expense to make both 
forging dies and moulding dies, we do not wish to make up those 
tovs of the wrong size. We presume that you have decided on 
baring the inch bolt, but it may be that;;!we are wrong. Ав it 
ems a matter of importance, it will be best for you to cable us 
which size of bolt you wish to use." 

As regards the question of cost, price lists are no avail, unless dis- 
exists are appended, which, as is well known, varies in the case of 
every manufacturer of the same article. | 

From actual figures at which we have beef purchasing the two 
types of insulators, viz., “ Dirigo,” as now being supplied to Brad- 
ford, and the At na,“ as shown in the city surveyor's office, and 
for which we tendered, amounts to 334. in the shilling; in other 
words, the insulators called for in the specification cost practically 
50 per cent. more than those which are now being put in. 

The Gttings for the * па” Finch bolts, shown at the city sur- 
veyors office, and the “Dirigo” 8-inch bolts, are not common to 
beth. The fittings for the “ Дра” #-inch bolt are larger and 
heavier. | 

* The ears carry the trolley wire, and not the trolley wire the 
ers This is quite evident. Therefore the longer the ears, the 
tier the trolley wire is supported. Lines with shorter ears have 
freyuentiy come down, as at Aberdeen and Southport. 

We should be very pleased for the Bradford Corporation to inspect 
the work done by us in Liverpool. This is the largest system now 
being operated in Great Britain, and we should be very glad for 

them to proeure from the officials connected with that line any infor- 
mation on the same which they may want. 

9. The section insulators in question were designed by the engi- 
neers of the Corporation, and were called for in the specification. 

10. It is obvious that the original bases and fittings supplied on 
your first and earlier lines have been confused with those which you 
elled for in connection with your extensions in your specification of 
1900. These fittings and bases were of a totally different design. 

This can easily be verified by comparing the drawings, which were 
shown at the city surveyor's office, with the fittings previously sup- 
pled. The actual weight of the bases which we proposed to supply, 
and which we are now actually manufacturing for other work we 
nave in hand, was:—3 cwt. 1 qr. for the No. 1 pole, 3 cwt. 2 qrs. for 
No. 2 pole, and 3 cwt. 3 qrs. 30 lbs. for the No. 3 pole. 

1f you will weigh the bases which are now being supplied, and 
compare them with these figures, you will see that ours were much 
seavier. The same thing holds good with the fittings. 

it seems to us that instead of giving extra price for these bases, 
you should have an allowance made. 


11. The drawings accompanying the specification of 1900 distinctly 


«bowed that the flexible suspension brackets had to be entirely free 
from the bracket arm fittings. The design called for in your 
*peeineation was naturally of a totally different character to that 
which we supplied on your original contract. The specification of 
1000 called for a different article, ud this should, therefore, not be 
rompared with those which we supplied to your previous contract. 
We never have, nor do we intend to, cast reflections on the work 
of our competitors. 
| We beg respectfully to submit the above statements, and trust that 
yea will favour them with your careful consideration.— We аге, 
dear sirs, yours faithfully, " 
RosERT BLACKWELL & Co., LIMITED. 
(Signed) В. Н. Ножкі, Managing Director. 


A letter will also be found in our “ Correspondence " 
anys bearing upon this subject. 
So far bs the departures from the specification without 
8 ‘ng changes in price are concerned, we see no reason 
yng our views already expressed in this matter. 


THE ELECTRICAL VOLUNTEERS IN 
SOUTH AFRICA. 


By the courtesy of Major Erskine we are enabled to publish 
the following :— 


13, Victoria Street, Westminster, S.W., 

The following is an extract from a report received from 
Major Crompton, dated Pretoria, July 17th and 1&th, 
1900, showing where the officers, non-commissioned officers 
and men of the corps were at work on those dates :— 

* Of the six who were taken prisoners two escaped and the 
other four were released. Lieut. Pott is reported to be con- 
valescent and to be rcturning home; 2nd Lieut. Bigge, who 
was wounded, has returned to duty. Of those in hospital, 
Sapper Dalton is reported to be doing well ; Sapper Arundel 


is convalescent, and owes his life to splendid nursing ; 


Sapper Brander is convalescent. 


No information is given 


as to the condition of the others reported in hospital. 
„The men have been at work :— 
* 1. As electric engineers fitting up and repairing electric 


light and power plant; 
* 2, Searchlight men. 


3. Arc light men for working parties, 


* 4. On telephone light lines. 
* 5. As army telegraphists. 
* 6. As railway telegraphists. 


“7. As Royal Engineers working parties on crib and 
tressel reconstruction railway bridges. 


“8, As a fighting unit." 


Major Crompton reports that they have done well in each 


branch. 


Major Crompton has requested me to remember him to all 
the officers and the corps as & whole, and hopes that what 
has been done out in Africa will help the corps both as 
regards its prestige and future popularity, and he feels proud 
to have had command of such a thorough good lot of men. 

i (Signed) R. S. EnsKINE, Major. 
Officer Commanding Electrical Engineers, R. E. Vols.). 


No. Rank and Name. 


Major R. E. B. Crompton.. 
Captain F. L. Lloyd. .. 
Bain 


M. Leaf 


А А. Н. Pott.. - 
2nd Lieut. J. H. Stubbs.. 


n 


„ H. ке “у 
Lieut. J. F. O'Shaughnessy .. 


‚Н. mere T "T 
F. Poweli Williams 


Remarks, 


— — — — —— — —— 


Headquarters, Pretoria. 
Headquarters, Pretoria. 

Railway Telegraph, Elandsfontein. 
Headquarters, Pretoria. 

Railway Telegraph, Elandsfontein. 
Enteric, Viljoensdrift. 

Army Telegraph, Kroonstadt. 
Wounded Hospital, Johannesburg. 


a Headquarters, Pretoria. 
1672 | Sergt.-Major G. A. Brown | 1 n 
6263 | C S.-M. E. Rorke .. ws T А 

21109 | Sergt C. Т. Ruse.. " 5 н 


6196 | „ J. H. S. Phillips 
6171 „ W. 8. Entwistle.. 


Railway Telegrapu, Elandsfontein. 


6193 „ J. H. Brown TM Headquarters, Pretoria. 

0178 | Corpl. H. Bicker-Coaster In charge Det., Bloemfontein. 
6192 „ A. H. Graham Headquarters, Pretoria, 

6191 „ A. Charlton Prisoner, believed sent back. 


6179 ‚ W. Dalton.. `. 
6206 Land. Corpl. J. H. Stone 


6961 E. M. Bellon.. 


Enteric, Kroonstadt. 

Railway Telegraph, Elandsfontein, 
reported hospital. 

Released. 


» 

6183 | Sapper H. R. Allen Headquarters, Pretoria. 

6771 » F. D. Arundel Enteric, Bloemfontein. 

6199 » H. Bertram Bloemfontein. 

6169 „ 8. M. Bourey Headquarters, Pretoria, 

6196 „ R. H. Brander Sick (Dys.), Bloemfontein. 

6210 „ G. Charlton Escaped. | 

6194 „ D. F. Colson Released. 

6180 „ W. C. Cooke Sick, on orderly duty to Lieut. Pott. 

Viljoens drift. 

6187 » N. N. Crawford .. А Bloemfontein. 

6267 » Н. F. Claxton à Headquarters, Pretoria, 

6269 ?9 А W. G. Carter СЕЈ е ,9 n 

6197 „ A. 8. C. Devonshire . й и 

6177 ” E. J. H. Elliott .. " э » 

0170 » Hodgson, A. J. .. | Army Telegraph, Kroonstadt. 

0 » Holliday, R. W... .. | Railway Telegraph, Elandsfontein. 

6178 „  Hossack, W. Н... .. | Headquarters, Pretoria. 

6188 » Horsley, E. C. ss ' 

6184 „  Hounsield,J.H. .. | Bloemfontein. 

6205 „n Hume, D. G. W .. | Headquarters, Pretoria. 

6201 „ Landon, C .. | Released, 

6209 „ Levene, А. E. .. | Headquarters, Pretoria. 

6175 DI Love, C. T. . ee " ,9 

6168 „ Melsom, 8. W. ж» " 

6268 »  MinngA.E. . .. | Bloemfontein. 

6174 » Paris, H. A. | " 

6185 „ Peart, А. R. . | Released. 

6198 „ Pirrie, N. W. . | Headquarters, Pretoria. 

6165 „ Phillips, F. J. . | Railway Telegraph, Elandsfontein. 

6272 „ Payne, F. G В .. | Enteric Bloemfontein. 

6.78 „ Paine, О. W. 8. .. | Army Telegraph, Kroonstadt. 

6183 » Roberts, R. B .. | Headquarters, Pretoria. 

61-6 „ Rook, J. - . | Railway Telegraph, P landsfontein. 

6195 „ Silverthorne, O. E . | Headquarters, Pretoria. 

6190 „ Stevens, F. C. . | Rail. Tel. Instrument shop, Pretoria. 

6207 „ Thorn, C. R. H. ee „ Railway Telegraph, Elandsfontein. 

6208 »  Tilley, B. H T ee | Army Telegraph, Kroonstadt. 

6210 » Taylor, J. D "A " " " 

6200 „ Walis F. J. .. | Headquarters, Pretoria. 

6189 „ West, E. J. Camp Cook, Capt. Bains, Rail, Tel, 
.  Det., Elandsfontein. 

6172 » Wright, E. J. .. | Railway Telegraph, Elandsfontein. 

6266 н Wiltshire, A. Oo. | Headquarters, Pretoria. 

6181 н Toung, F. J id » " 
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CORRESPONDENCE. 


Failure of Underground Cables. 


Although the replies which we have received have elicited 
some useful information, we had hoped that more contractors 
would have given their experience as to the general relia- 
bility of armoured underground cables. We, ourselves, have 
found this system far more durable than cables drawn into 
pipes or conduits, and we were anxious to find out whether 
the single failure which the makers attributed to the 
presence of chemicals in the earth, was likely to be repeated 
elsewhere. 

If the makers have supplied us by mistake with a cable 
which was only suitable for ship lighting, this may explain 
the matter. Our branch office inform us that the order was 
for vulcanised rubber, 2,000 megohms, lead- covered, and 
armoured with galvanised iron wire, braided over all and 
compounded. If this specification is not suitable for under- 
ground work, it would probably be a matter of interest to 
others besides ourselves, As regards the armouring, we 
naturally prefer steel taping to iron wire in all larger sizes. 
As the name of a private house near Coventry was given to 
the makers, they might, we think, have known that we 
were not lighting a ship. We believe we are right in saying 
that their representative took the order for underground use. 


Drake & Gorham 
August 9th, 1900. 


Are Lamp Litigation. 


In reference to the note appearing in your recent issue, 
re the discontinuance of our action against William Jones 
Davy, we must ask you, in justice to the Jandus Arc Lamp 


and Electric Company, Limited, and to our many licensees, . 


to state that proceedings in the nature of a test action upon 
the Jandus patents are now pending, in which we are ad- 
vised that (as in the recent Johnson & Phillips’ action) we 
shall have a successful issue. 


We shall then deal with the smaller infringers as we did 


with those licensees who, to their own detriment, elected to 
join hands with Messrs. Johnson & Phillips in disputing 
our rights under our licenses. 


For the Jandus Arc Lamp and Electric 
Company, Limited. 
‘A. A. GILLIES, Secretary. 


Avyust 8th, 1900. 


The British Blahnik Are Light Company, Limited. 


Referring to the notice in your issue of the 27th ult., 
concerning the appointment of myself as receiver and 
manager of the above company, it appears that, as a result of 
the paragraph, it is assumed in the trade that the works are 
closed, and I shall be glad, therefore, if you will insert this 
letter as а nfeans of bringing to the notice of your readers, 
that the business is being continued as before, with the 
exception that the financial difficulties under which the 
company was suffering have been obviated by my appoint- 
ment, and all orders can be promptly dealt with. 


M. H. Chantrey, 
Receiver and Manager, 
57, Moorgate Street, E.C., 
August 13th, 1900. 


Electric Cranes. 


In reply to the letter in this week's i issue, I may say that 
I have had sole charge of five for nearly three years, and 
the articles I find best are as follows :— 

(а) In the 3 and 6-ton cranes I use common soda. In 
the 10-ton and higher powers I use caustic soda, diluted 
with water, to suit H.P. of motor. 

(b) The best insulator to use is porcelain, as the soda has 
a tendency to creep and soften any other kind of insulation. 

(c) I use a slide with a loose sleeve of brass so that sleeve 
can be renewed when worn; the weight of wire on sleeve 
makes a good contact, and it can be used on travellers of any 


power, 


Three separate tanks are necessary, and we have not had 
any trouble from splashing, because the attendant has only 
to fill them to a certain height. If you had a triple rheostat, 
what about leakage? It would difficult to control. There are 
many points that are found out in practice about motors, 
wiring, &c., that one would never think about. 

I cannot understand what is meant by iron channels or 
rails ; if the writer means rails that box end of traveller or 
crab runs on, I nvght say that [ have not seen any insulated, 
and that it is not necessary. 

William Smethurst. 


Motor Starters. 


We have been interested in the correspondence now 
running in your journal upon the above subject, and feel 
that, as both makers and users of other forms of apparatus 
give them none too good a character, we may be permitted 
to say something on behalf of the “ Ward-Leonard " motor- 
starters and controllers, in which we are interested. 

These are not rated on such narrow margins, or in such 
peculiar ways, as we gather to be the case with others, 
Every starter is capable of carrying 50 per cent. excess of 
current (or, as one correspondent calls it, 125 per cent. over- 
load) during a start which may take up to 25 minutes (7.е., 
five times 30 seconds). We taink it most necessary to pro- 
vide for the 50 per cent. extra current, in order to secure 
rapid acceleration in the motor and power to overcome the 
extra friction usually found in machinery after a stoppage. 

Such margins as the above cover every contingency in 
ordinary practice, and, after the use of many hundreds of 
starters, it is found that not only * not once in 100 times“ 
have any been burned out, but that they do not burn out at 
all. 

It ів true that the users of motors rarely study or advise 
us of the conditions of starting and working their motors, 
and for this reason we recommend the use of starters and 
controller combined with both a “ по voltage " and inter- 
locked overload circuit breaker, so that both motor and 
rheostat are protected from burning out, an arrangement 
which adds so little to the cost that we find a 5-H.r. starter 
costs under 98. per H.P., and a 25-H.P. starter under 68. 
per H.P. 

There is very much to say on practical motor work under 
various conditions, but we fear to trespass too greatly on 
your space. 


| Geipel & Lange. 
Westminster, August 13th, 1900. 


In your last number Mr. C. B. Callow again returns to 
the charge. He alleges that my price of 10s. per H.P. is too 
low to allow of my supplying a motor starter which will 
not, *in nine cases out of ten," burn out. As to that, I 
can only suppose that Mr. C. is not practically acquainted 
with the “ironclad” type of starter, and although I admit 
that he would have a difficulty in getting an equally reliable 
starter at the price I name, can only add that [ am perfectly 
satisfied to sell them at that figure, whilst the fact that not 
1 per cent. of those issued come back for repairs, points toa 
the fact that they do not burn out as he says. 

If I could make certain that all starters were in the hands 
of competent men I should not worry my head about 50 per 
cent. current overload, nor do experiments made here show 
that there is any fear of failure if not practically used as за 
speed controller, and if he wishes to use a starter On, 


machinery which he knows will take a considerable time to 


get going, ùe., has heavy starting torque, then I emphati«-— 
ally say let the rheostat maker know it, and he will recei ve 
a special instrument to meet his requirements. 

As to Slim methods of catalogue ratings,” I ask., 
why should the general user be handicapped by having to 
pay а high price for a starter which is only needed by thy 
man who puts a' 5-H.P. motor to do more work than it is 
rated for? Two horses can draw a tramcar, but no ітапуза y 
engineer would equip an electric car with a 2-H.p. motor, 
he would expect it to burn out if he did. 

If Mr. Callow wants to start up his machinery and let. it, 
run long enough for the starter to dissipate the һе ұ, 
generated, the probability is both motor and starter will sta 4 


Or 
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it, hut if he is going to keep starting and stopping like a 
tramcar, a printing machine or a crane, then a speed regu- 
ator, even at 308, per H.P., would be better, and a specially- 
wound starter best, as being cheaper. 
Douglas €. Bate. 

London, August 13th, 1900. . 


The London County Council and their Tramways. 


The Daly Mail of Friday, August 10th, contains an 
article by Mr. J. Allen Baker, of the London County 
Council It will, no doubt, be remembered that a good 
deal of criticism was passed on the report of Prof. Alexander 
Kennely which he made to the London County Council on 
his return from America. 

Some time previous to that Mr. Allen Baker made a report 
t» the Loudon County Council. This contained some pretty 
pictures, mostly borrowed from manufacturers, but there 
was little, if any, information of any value contained therein. 
[а this report Mr. Allen Baker stated his opinion that the 
condnit was the only possible system for London. Mr. Allen 
Baker again sings the- praises of the conduit in his article 
a the Deity Mail. Mr. Baker seems to think that he alone 
з awake to the benefits of electric tramways. Had it not 
been for the London County Council, probably most of our 
London tramways would bave already been running electric- 
ally. The County Council expert, Prof. Kennedy, seems to 
be bat little better informed than Mr. Baker. To what 
estent be realises the advantages and possibilities of electric 
tramwurs for London may be seen by his report. In this he 
practically states that all that London will require in the 
way af tramways will be 200 miles of track with 500 cars 
running ou them. Cities like Liverpool, Manchester, and 
(1зато have all started with the idea that the conduit was 
fest, After the most careful and searching investigation, 
ey have unanimonsly adopted the trolley wire, and none 
have as yet regretted it. It is probable that no more com- 
pacated system than Liverpool could be found in London, or 
tmt ете is any street along which there would be a more 
frequent service than is now to be found, say, in Lord 
Street, Liverpool. Ideal the trolley system is not, but in 


fractiee 16 has proved itself admirably suited, as put up in 


England, for al present needs. 

To make a conduit satisfactory it must be rigid, and also 
before afl things well drained, and the insulators, &c., must 
læ acwssible without disturbing the surface of the road. 
Under the most favourable circumstances, therefore, the 
excavation under the whole track cannot be less than 3 feet 
deep. Manholes and drains have to be provided for on an 
average at least every 150 feet, and the depth of the excava- 
uon which must extend under the whole track varies from 
* to 12 feet in depth. 

Furthermore, at points and crossings the whole space 
recused by the points and crossings has to be excavated and 
‘he roadway carried on pillars. 

The earthwork necessary for conduit would practically 
Моск the whole street, as it is difficult to do one track at a 
ume. At Brussels, where a conduit has been put in, the 
"^n was practically in a state of siege for two years, all the 
main streets being entirely blocked for traffic. 

Ове of Mr. Baker's statements runs as follows :— 

In the trolley there must be a certain loss of electricity 
| working, which in a properly constructed conduit where 
eh currents are conveyed by insulated bars is avoided. 

s the trolley you have the sparking of the wheels. This 
+ unsightly, and frightens horses, besides causing a waste of 
petre power.” 

if the above is a sample of Mr. Baker's knowledge of 

t gineering and electric traction, one feels sorry indeed for 
== undertaking for which he will be responsible. 

As regards repairs, there are practically as many on a 

uit system as with the trolley, and they are more difficult 
ын expensive to make, à 

As regards working expenses there is little, if anything, to 
‘boost. We must, however, not lose sight of the deprecia- 

t and sinking fund, which, in the case of 
m € much higher than in the case of the trolley 

та ^ cost of feeders is higher in the case of a 

esc. es the rails are not usually used as a return, and 

epeaal rauru feeder become necessary. | 


Leari 8 
Having the cost of feeders out of consideration, the cost 


of a trolley system, including track and overhead line, 
averages probably between £7,000 and £9,000 per mile of 
single track. 

The actual cost figures, not includiug feeders but only 
conduit and track, for New York were $75,000 to $200,000 
per mile of single track, and the average was certainly not 
less than $100,000. Or in other words, the conduit cost at 
least £10,000 more per mile of single track than the trolley. 
Therefore, for every mile of single track laid with the con- 
duit, depreciation, maintenance, aud sinking fund must be 
provided for £10,000, which would not be the case were the 
trolley adopted. 

Mr. Baker concludes “ that it is naturally to the interest 
of manufacturers of electrical appliances to advocate a system 
where the main expenditure goes to electric plant rather than 
where the greater part of the money does on the permanent 
roadway." It will be evident to even the non-engineer that 
Mr. Baker, from his knowledge as an engineer," should 
realise that the electrical equipment, whether a conduit or 
trolley is adopted, remains the same. The same motor cars, 
generators and switchboard will be required, and the feeders 
will be heavier and the insulators far more numerous, as they 
are put every 15 instead of 150 feet, and two are used instead 
of one at each support. Mr. Baker therefore admits the 
much greater cost of the conduit, and that the experta in 
electric traction do not agree with him as regards the great 
advantages to be derived from the conduit. 

The London County Council never has, and probably 
never will, err on the side of economy or common sense. 


Something in the City. 
[We are glad that our correspondent's remarks agree with : 


our own comments made in another part of this issue. 
Indeed, criticism of Mr. Allen Baker's ridiculous and mis- 


leading tirade must necessarily follow the same lines when 


coming from those who have had experience of electric 
traction systems.—Eps, ELEC. Rkv.]. 


The Bury Electricity Supply Accounts. 


In the analysis of our accounts for the year ending 
March, 1900, which you print in your last issue, I note that 
you wonder how it is that the items under “ rents, rates and 
taxes" are less than for the previous year. You may, 
therefore, be interested to know that the reduction in the 
amount is due to the fact that, pending the result of an 
appeal against the assessment of the electrical departinent, an 
amount in excess of what was afterwards required was 
included in the accounts for the year ending March, 1899, 
and as the appeal was afterwards partly successful the past 
year’s accounts benefit to the extent of the overcharge on 
the previous year. 
8. J. Watson, 
Engineer and Manager. 

Electricity Works, Bury, | 

August 15th, 1900. 


The Bradford Contracts. 


We have noticed in your issue of August 10th R. W. 
Blackwell & Co.’s letter to the Mayor and Council of Brad- 
ford of the 30th ult. We have also read over your leader on 
this, entitled * Fair Play's a Jewel." 

We beg to enclose herewith a copy of our letter to the 
Tramway Committee of Bradford, and also copy of the 
finding of their Tramway and Finance Committees.* We 
think that, in justice to all, you should publish our letter and 
the Tramway Committee's report. If it had not been for the 
correct interpretation of fair play by the Bradford Tramway 
Committee and engineers, we would not have received fair 
play in this contract, as it would have undoubtedly gone to 
R. W. Blackwell & Co., who submitted an amended tender, 
which formed the subject for the greater part of the 
Committee's investigations. 

We firmly believe that you have been misinformed in 
this matter, and regret that you did not call our attention to 
the letter before writing your leader and comments. 


Macartney, McElroy & Co., Limited. 
J. F. MacanTNEY, Managing Director. 
London, August 18th, 1900. 


* See our other columns (pp. 253—205). 
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BUSINESS NOTES. 


Electrical Wares Exported. 


WEEK ENDING AUG. 15TH, 1899. | WEEK ENDING AUG. 14TH, 1900. 


Adelaide. Teleg. mat. Value £1,675 Adelaide "s .. Value £60 
Amsterdam. kx 25 “a 80 Amsterdam is s a 60 
Bombay Dt m ae ss 52 Auckland «x 85 
Brisbane А vs ae - 27 Buenos Ayres HS 299 
Buenos Ayres © - .. 845 Calcutta " ? 67 
$ Teleg. mat. 279 " Teleg. mat. 8 
Calcutta  .. a a .. 214 Cape Town ey i 138 
" Elec. cable .. .. 2988 Colombo  .. 5 85 ee 8 
s Elec. machinery .. 2,770 Constantinople. Teleg. mat... 45 
я Teleg. wire .. ste 71 Durban aa “з e V3 
Cape Town .. sie $5 . 484 " Teleg. mat. .. .. 190 
Christian'a. Teleg. mat. 988 East London T os .: 506 
Colombo ВЕ 9 «is 40 Fremantle .. n sa .. 167 
Durban vk АР ʻi . . 164 GibraMar .. ©% sá . 200 
East London s 98 .. 273 | Hamburg. Teleg. mat... . 1,000 
Fremantle. Teleg. mat. .. #49 Hong Kong..  .. T . 85 
Genoa © is ine .. 460 Launceston.. 105 
Hobart 2 A .. 890 Malta 100 
Korsor. Teleg.cable ..  .. 8,189 | Ostend 420 
Madras v m ce ee 21 Perth.. xs 85 
Melbourne .. ex а М. 95 Port Elizabeth 1,450 
Ostend s ee Р Р 46 апка! T T ls 406 
Port Elizabeth .. . . 1,646 | Stockholm. Teleg. mat. 908 
i Teleg. wire. 105 Sydney - ©» Ба 1,058 
Port Said vs e es 16 ellington .. 859 
Rosario es "E 805 2 87 
Rotterdam. Teleg. mat. б» 85 
Bingapore bs ie ce .. 104 Я 
8. (рш. Elec. motors.. 67 
Stockholm. Teleg. mat. .. 1,205 
Bydney ii ae 4 es 24 
Trinidad А 16 
Wellington 55 A 204 
h Teleg. mat. 80 
Yokohama .. T" T ex 58 
ai Teleg. mat... .. 671 
" Teleg. wire .. . 671 
Total £17,022 Total ee £8,010 


Foreign Goods Transhipped. 


Durban. Telephones .. Value £29 Calcutta. Elec. goods .. Value £35 
Paris. Elec. machinery 90 80 : 
Trinidad. Teleph. apparatus. 80 


— — 


Total ee .. £148 Total „ .. £85 


ee — — 


Bankruptcy Proceedings, — W. V. Scott, electrical 
engineer, Shaftesbury Road East, Hammersmith, W., has been 
adjudicated bankrupt. . 


Books Received.—“ Canadian Trade Index." The 
classified" membership directory of the Canadian Manufacturers’ 
Association, 1900. Board of Trade Building, Toronto, Canada. 

Quarterly Journals of the Royal Meteorological Society for 
January and April, 1900. London: E. Stanford. 5s, each. 

„The Universal Directory of Railway Officials, 1900." Compiled 
by S. Richardson Blundstone, editor of The Railway Engineer.“ 
London: The Directory Publishing Company, Limited. 10s. 


Catalogues and Lists,—The Unbreakable Pulley and 
Mill Gearing Company, Limited, send us lists of their pulleys, 
friction clutches, swivel bearings, and other specialities. 

‘Messrs. Poth, Hille & Co., of Leadenhall Street, send us an 
advance copy of their list of specialities, including the Empress 
self-vulcanising jointing, for packing steam, hot water, and other 
joints. This jointing is stated to have been tested under very 
severe conditions in electric light stations and to have proved itself 
specially suitable for this class of work. It is claimed to be a sure 
cure for troublesome joints. The firm also manufacture corundum 
and emery wheels and grinding machines, also asbestos and india- 
rubber goods. 

The General Electric Company, Limited, have issued new lists of 
multipolar motors and lift controllers which are to be incorporated 
in their complete bound list, a new edition of which is in course of 
preparation. Consulting engineers, contractors, and others interested 
may obtain copies of the lists on application at the offices. 

. The B.T.H. have brought out pamphlet No. 71 in which the 
Thomson tramway and portable recording wattmeters” are par- 
ticularised. 

The tenth edition of the General Electric Company's catalogue 

of wires and cables, casings, conduits, insulators, and wiring sundries 

has been issued. All wires and cables for electric light, bell, and tele- 
phone work are dealt with exhaustively, whilst in useful rotation 
follow prices and particulars for casings, conduits, insulators, wiring 
accessories, and tools, the object of this special arrangement being 
easy reference for purchasers of these particular classes of material, 
which usually go hand in hand. Points of special note are the 
introduction for electric lighting of twin paper insulated lead- 
covered wires and cables, and also twin vulcanised wires and cables, 
which are now, of course, in great demand for conduit systems. 
The various systems of conduit are clearly enumerated, more 
especially the “ Union " system which is now coming into universal 
use. А novel feature with regard to conduits is the patent adaptor 
blocks shown on page 232 for joining conduit to casing in a neat 
and workmanlike manner. Various new types of high tension in- 
sulators are also shown. | 

An exceedingly neat pamphlet, with small and pleasing illustra- 
tions of their manufactures shown at the Paris Exhibition, comes to 
hand from the Compagnie Internationale d'Electricité, of Liége. 

Messrs. Graham, Morton & Co., Limited, have brought out a new 
illustrated catalogue of their patented elevating and conveying 
machinery. A number of photographic reproductions are shown of 
plants of this character erected by the company, and they include 


coal elevating, storing, screening and conveying machinery applied 
to certain large electric light stations in London and elsewhere 
The list should be of interest to electric light station designers and 
engineers at the present moment, when mechanical devices for 
fuel-handling are being so widely adopted. 


Chapman Voltage Regulator.— Messrs. Geipel and 
Lange, of Westminster, have been appointed sole agents in this 
country for the above regulator, which they have used on several 
power installations, and found to be most desirable apparatus for 
keeping voltage constant under the demands met with in motor 
installations, making, in the ordinary way, simultaneous supply of 
lights in the same mains almost an impossibility. The regulator 
consists of three essential parts—(1) the relay, (2) the working 
solenoid, and (3) the resistance. The relay takes note of the varia- 
tions in the line voltage, and is connected to the lines either directly 
or, in high tension work, through a transformer, if line drop has to 
be compensated for, the relay is also wound with some turns of the 
main circuit. The movement of the relay controls the working 
solenoid. The working solenoid operates the contact fingers on the 
resistances, it contains a core which forms a plunger in an oil cireu- 
lating system. The plunger is connected to the contact fingers, 
The rapidity of movement is regulated so as to harmonise with the 
nature of the field by means of a bye-pass in the oil circulation. 
The winding of the solenoid is specially arranged to prevent 
sparking at the relay contacts whilst giving powerful control The 
resistances are connected in the field circuit of the generator, and 
are specially made to suit the same. 


Simplex Tubing.—Messrs. C. & A. Musker, Limited, 
of Liverpool, write to us as follows: — On the 3rd inst. this 
district experiehced the most severe storm known for 18 year. 
Amongst other damage done, a length of some 40 feet of the wall 
of our new works was washed away into a clay pit near. The cable: 
supplying current, for both light and power, to our foundries were 
supported by this wall, and we enclose a photograph showing the 
damage done. "This photo is particularly interesting just now, when 
opinion is divided as to the best form of protection for cables. 
Simplex enamelled steel tubing was the protection adopted, and 


when the stress caused by the debris came upon the tubes, they 
opened at the joints, and the cables were unda ed. Motor 
giving some 50 H.P. continued running without interruption. We 
do not hold a brief for the Simplex Company; but we are of opinion 
that, if we had employed any form of tube with screwed joints, the 
cables would have been broken and work in our foundries stopped. 
We may mention that our pattern stores, which were built next thc 
wall, were completely demolished, and the patterns, shelves, roo!, 
&c., swept through the gap over the cables.” 


Changes of Addresses.—The offices of the electric light 
department of the Hull Corporation are now at the electric light 
station, Sculcoates Lane, Hull. All communications should be 
addressed there, as the Dagger Lane offices are closed. 

Mr. A. R. Bennett, M. I. E. E., has removed from 44, Manor Park, 
Harlesden, London, N.W., to 55, West Regent Strect, Glasgow. 


Davey, Paxman & Co.—The members of the Ipswich 
Engineering Society visited the works of Messrs. Davey, Paxman 
and Co., Colchester, yesterday afternoon. 


Electric Driving.—4A contemporary states that Messrs. 
Bolckow, Vaughan & Co. are engaged in the erection of a large 
plant for the electrical driving of a lot of the machinery used iu 
their rail and plate works at Eston, near Middlesbrough. The plaut 
for the generation of power is being erected at the end of the com- 
pany’s jetty on the Tees, nearly a mile from the steelworks to whict 
the power is to be applied. The whole of the electrical plant i: 
being supplied by the Westinghouse Company. The first electrica 
installation to be provided will give 1,500 н.р. for the operation o 
the cranes, shears, straightening and other machines employed i: 


And about the steelworks. 


Electricity in Shipbuilding Yayls.—Messrs. Wm 
Denny & Brothers, Dumbarton, are making extensive improvemeut 
on the electric plant in their shipbuilding yard. 
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The Equipment of New Locomotive Works.—The 


аети Dhaly Chronicle learns from official sources that the con- 
tete nave been let for the new locomotive works of R. Stephenson 
из Oo, Limited, at Darlington. Those for steel staunchions aud 


prer are let to the Teeside Bridge aud Engineering Company, 
\ | for the electric light апа power installation, 
Mee Bo seote & Mouutain, Limited, Newcastle; for two electric 
raves. DOSten. Messrs. Craven Bros, Manchester; for 11 electric 
mee, S-motor, from 6 to 15 tons, Messrs. T. Broadbent & Sons, 
анні, Huddersfield ; and for Lancashire boilers, Messrs. Tinker, 
wztun & Co., Manchester. 


Liquidations, Dissolutions, &e,—4A meeting of the 
oecme Automobile Syndicate will be held on October 3rd to hear 
эзи of the winding-up proceedings from the liquidator, Mr. 
bert Brown. 

A meeting of W. С. Bersey & Co., Limited, is to be held at 34, 
North street, Manchester Square, London, on September 17th, for 
«miar purpose, Liquidator, Mr. W. C. Bersey. 

Тһе Sessmann Electric Miners’ Lamp Company, Limited, is 
кшїш wp voluntarily for the purposes of reconstruction. The 
зек company will have the same name. Мг. R. Warner is 
Lbowidater 

Toe first meetings of creditors and contributors of the Willoughby 
Lesruetor Syndicate are to be held on August 22nd, at 33, Carey 
Street, WC. 

Mesra, W, А. Shaw and E. A. Shaw, electrical engineers, Warren 
snet, Stockport, have dissolved partnership. Мт. W. A. Shaw 
attends to debts. 


New Works,— lt is stated that extensive new ironworks 
are to be constructed near Bolton by Messrs. Musgrave. They will 


er «IX acres. 


Quting.—On Saturday, August 4th, the employés of 
Meer. Belshaw & Co., manufacturing electrical engineers, of Chapel 
Stret SW., held their annual beanfeast at Staines. The large 
coum ver of eoutitry jobs prevented a good many from attending. 
Afer dimer sports were enjoyed. 


\on-magnetic Watehes,—4A large photograph of the 
ех of Messrs Smith & Son, Limited, Strand, W.C., at the Paris 
Exhibition has been sent to us. Their show of non-magnetizable 
133 other watches and clocks is of great value, and no doubt has com- 
M considerable attention. А copy of their handbook in French 
шб English containing an extract from the official catalogue of the 
biben, gives particulars of their manufactures there on view. 


Plant for Sale,—The Derby Corporation is advertising 
hr sale two 60-Kw. steam alternators, and exciter sets. See 
ОЖ] Notices to-day. 


Release of Trustee.—Notice is given of release of 
tradet Mr. W. M. Richards) in re W. A. Charles and J. S. Black- 
чей Centra] Electrical and Engineering Company), of Leicester. 


Wise in the Price of Lead.—The Tudor Accumulator 
"ummy. Limited, nonounce, owing to the continued rise in price 
e are obliged to increase all their list prices from this 
date be per cent. As soon as the state of the lead market will 
гепай K, s advance will be cancelled. 


South Africa.— The British and South African. Export 
le saye that an electric lighting plant, sufficient to supply 6,000 
ighte, will probably shortly be ordered for Salisbury, Rhodesia. 
“he placing of orders for accumulators for the electric lighting 
inetalstion at the Maritzburg new Town Hall, at an estimated cost 
<= £4 431, is under contemplation. It has likewise been decided to 
proctre im this country a supply of reserve cable to the value of 
£2.99 An order has been placed by the Durban Town Council 
wrth the Electric Construction Company for an additional generator. 


Trade Annoancements,—To enable them to cope with 
“sir extending business, Messrs. G. Straus & Co., Limited, have 
emeved from 130, Queen Victoria Street, E.C., to more extensive 
memises at 211, Upper Thames Street, E.C., where in their 
-eetrical department a well assorted stock of lamps, cables, and 
wrs. batteries, bells, aud other electrical accessories is kept. 

iis to cope with increased business in the Midlands and to 
fectonate deliveries, Messrs. Bergtheil & Young have decided to 
men а Manchester branch at 26, Deansgate Arcade. Here they 
"1 Keep a stock of “Bandy” motors and generators, tramway 
.cipment supplies, insulating materials and other electrical 
Cecuwsties Their July list of Bandy“ electric fans and venti- 
әт» i- now before the trade. 
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ELECTRIC LIGHT AND POWER NOTES. 


| Albury — The Parish Couneil seems inclined to take a 
“тургу 91 electrical energy for public and private lighting in the 
Lev rds: Guildford Electrie Light Company, who are agree- 

5 8 ‘he same price per unit as is paid by the Guildford 

\shton-under-Lyne.—The Town Council has resolved 


Wo ахас : . 
N ‘on ‘he maximum demand system in favour of a flat rate of 
A. per unit tor lighting purposes, | o EP 


Bangor.—The completion of the electric light works has 
been delayed by various causes, but it is hoped to have steam up at 
the end of this month. 


Beverley.— The Corporation has decided to apply for an 
electric lighting provisional order. Two private companies gave 
notice of similar applications, and the action of the Corporation is 
taken with a view to safeguarding its rights. The Council owns the 
gasworks. We trust it does not propose a blocking policy. 


Brecon.—The Mayor (Colonel Morgan) has obtained a 
provisional order at a cost to himself of £500, aud is presenting it 
to the Council. 


Carmarthen.—The Town Council is not getting on very 
well with the gas compauy, and has decided to obtain expert advice 
on the question of electric lighting. 


Carnoustie.— The Burgh Commissioners will oppose the 
application of the Shields Supply Company for a provisional order, 
but will make inquiries in other towns to see whether electric 
lighting is likely to pay. 


Chatham.—The Town Council has resolved to appoint 
Mr. Manville to advise as to the value of the local company's 
undertaking. . 


Dewsbury.—The annual abstract of accounts just 
issued shows that for the year ending March 31st last the income on 
the electricity revenue account was £4,331, and included £3,862 for 
energy sold. After deducting expenditure there was a balance of 
£1,741 to carry to the net revenue account, which shows a credit 
balance of £201. On capital account the expenditure totalled 
£6,465, and included £1,567 for buildings, £2,877 for mains, and 
£1,287 for steam dynamo. 


Dublin.—4A deputation from the Corporation of Dublin 
left that city last week for the purpose of inspecting and reporting 
on the systems of electric lighting in operation on the Continent. 
In addition to the members of the Corporation some of the officials 
concerned in the working of the scheme accompanied them. "These 
were Mr. Hartz, the city engineer; Mr. Ruddle, the city electrical 
engineer; and Mr. Hammond, the consulting electrical engineer, 
under whose supervision the present scheme is being carried 
out. The deputation will visit several of the leading German and 
French towns where electricity is in use. | 

The Corporation has adopted a recommendation of the 
Electric Lighting Committee for a supplemental loan of £10,400 
to cover cost of additional works under a loan already 
sanctioned. 


Dumbarton.— The Public Lamps Committee considered 
the scheme of electric lighting proposed by Mr. Provand, of 
Edinburgh, and the Council has resolved that the scheme be not 
adopted. 


Fakenham.— The price of gas having been raised (it is 
now 6s. 6d. , the townspeople are taking steps with a view to 
adopting electricity. 


Filey.—The Urban District Council is making inquiries 
with a view to applying for a provisional order. 


Glasgow.— The Electricity Committee issued on 13th inst. 
the eighth annual report and balance-sheet in connection with tho 
Corporation electricity department, which embraces the year ending 
May 31st, 1900. The gross revenue amounted to £59,762 2&, aud 
the gross or working expenditure to £34,999 15s. 11d., to which must 
be added £3,181 10s. 11d. for depreciation written off capital. 'The 
balance carried to profit and loss account was £21,580 15s. 2d., out 
of which the committee had to meet the following obligations: 
(1) Interest on loans, £15,256 0s. 7d.; (2) sinking fund £6,285, thus 
leaving a balance of £39 14s. 7d., which has been carried to reserve. 
The committee makes the following recommendations as to the 
charges for the supply of electrical energy during the ensuing year, 
1900-1901. (The charges under heads IV., V., and VI. have already 
been approved of by the Corporation. The others, I., II, and III., 
were probably approved at the Corporation meeting yesterday.) 

I.—Under the demand indicator system :— 


Prices PER Boarn оғ TRADE UNIT. 
Any 
voltage, 


100 200 250 


Quantity consumed. volts. volts, volta, 


— m 


1, Not exceeding 865 hours per annum 


2. Exceeding above quantity .. | 94d. 2d. ца. 


II. —Fixed charge system:—(1) A fixed charge of 4s. 6d. per 
annum for each 8-c.P. (32-watt) lamp, or its equivalent, fixed in cou- 
sumers’ premises (or £7 Os. 8d. per kw.) for 100-volt supplies; 
4s. 4d. рег 8-с.р. lamp fixed (or £6 15s. 5d. per Kw.) for 200-volt 
supplies; and 4s. per 8-с.р. lamp fixed (or £6 58. per Kw.) for 
250-volt supplies, this charge being spread uniformly over the 12 
months. (2) An additional charge for all energy used as recorded 
on the meter at the rate of 14d. per Board of Trade unit. 

III.—All consumers who take a supply for the equivalent of five 
hours or more per day for 365 days per aunum to be charged 
throughout at the rates of 24d. per unit for 100-volt, 2d. for 200- 
volt, and 14d. per unit for 250-volt supplies. 

IV.—A special rate of 3d. per unit to be charged for supply to 
churches. 
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V.—For domestic consumers only, a uniform charge of 34d. per 
unit for 250-volt supplies and 4d. per unit for 100-volt aud 200-volt 
supplies to be made, without the use of the demand indicator. 

VI.—For motive power purposes only, subject to such conditions 
as may be necessary, a uniform charge of 14d. per unit for 250-volt 
and 2d. per unit for 200-volt consumers to be made, also without the 
use of the demand indicator. 

The quantity of electricity sold to private consumers during the 
past year was 3,788,795 units as compared with 2,566,016 units 
during the previous year, being an increase of 47°65 per cent. 


May 81st, 1899. May 81st, 1900. 
Number of consumers. 1 2,852 
Number of consumers using over five 


Bours per aay г. ожо ae - 162 
Number of motors supplied ..  ..  .. 78 212 
Arc amps in use in public streets 921 285 
Btreet lighting—B.O.T. units os ee ee 958,881 401,871 


The following report of progress has also been issued.—About 
200 feet of Port Dundas station has now been completed, or about 
one-third of what the station will be when complete. The tem- 
porary wooden sheds over which the buildings were erected have 
been removed for some time. 

Total steam power available at May 31st, 1900, at Port Dundas 
station was approximately 7,000 H.P., which, with 3,300 н.р. at 
Waterloo Street-station and 2,200 н.р. at Pollokshaws Road Station, 
will give an increase of approximately 6,700 н.р. to meet the coming 
winter's demand, as compared with that of last year. A further 
extension of plaut at Port Dundas is on order of about 5,000 H.P., 
and this is expected to be in working order before May 31st next. 
For Pollokshaws Road station two engines and dynamos of the 
aggregate power of 2,200 нр. will be available at the close of the 
Exhib tion in October, 1901. Twenty miles of new feeders and 20 
miles of distributing mains have been laid during the past financial 
year (mostly of the B.I.W. Company's paper insulation three-core 
concentric cable) on the north side of the river Clyde, and about 
7 miles of feeders and 5 miles of distributing mains on the south 
side of the river, all in addition to what has already been laid 
prior to May 31st, 1899. The undertaking of the Kelvinside Elec- 
trici y Company, Limited, passed into the Corporation's hands in 
August, 1899 ; the committee are now putting in 1,000 H.P. of new 
plait to meet the rapidly-growing demand of the Kelvinside 
district. m 

Although the increased demand for electricity for the past 
year amounts to something like 1] million units, the com- 
mittee of the gas department are recommending that an 
additional loan of £1,000,000, making a total of £3,000,000, be 
obtained under the Gas Acts. 

The Electricity Committee have authorised Mr. Chamen to 
advertise for about 10,000 tons of coal to supply the generating 
stations till the end of May, 1901. 


Bridge of Allan.—The Commissioners liave objected to 
the notice of Edmundson's Electricity Corporation intimating that 
they intended to apply for an order for tbe electric lighting of the 
burgh. The intimation was received by the Commissioners on 
July 2nd, which was beyond the statutory time for giving notice, 
and they intimated to Edmundson's Corporation that they could not 
accept it. In reply Messrs. Edmundson’s stated that the notice was 
posted by registered letter on Friday, June 29th, and on inquiry 
they were informed by the Post Office that it should have been 
delivered by first post on Saturday morning. They had no doubt 
that this explanation would be sufficient to satisfy the Board of 
Trade that their intentions in the matter were perfectly honest: 


Harwich.—Notice of transfer of the Council's electric 
lighting order to the Harwich Electric Lighting and Tramways 
Company, Limited, appeared in the London Gazette for August 10th. 


Hapton (Burnley).—Messrs. Simpson Bros. will light 
this district electrically from September to April under contract 
with the Council, for £122. 


Honley.—The District Council has resolved to purchase 
the gasworks, but to include in the provisional order powers for 
electric lighting. The North British Electric Supply Company has 
given notice of its intention to apply for an order. 


Lincoln.— The governors of the Lincoln County Hospital 
have decided to introduce an installation of electric light ‘nto the 
building. The Lincoln Corporation are the owners of the principal 
electricity supply in the city, but the governors considered that as 
they were contemplating a large expenditure upon machinery for а 
new laundry and warming apparatus, it would be a considerable 
saving if the opportunity were also taken to make the engines and 
boilers additionally powerful so as to allow of an electric light 
installation. Mr. C. S. Vesey Brown, the Corporation electrical 
engineer, has undertaken to give any advice that the hospital 
authorities may require in the matter. 


London.—Sr. GrEonGE's, 8.W.—The Vestry has decided, 
on the report of Sir W. H. Preece, to adopt an offer of the Westminster 
Electric Supply Corporation, Limited, for the street lighting. 


Maidstone, — The Local Government Board having 
notified the town clerk that they desired the opinion of an inde- 
pendent expert as to the electric lighting scheme (which was pre- 
pared by Messrs. Stevens & Barker, Maidstone), the Town Council 
has decided to ask Sir Wm. Preece to report as to it. It is hoped 
that the installation may be carried out by February or March 
next. 


Mauchester.—The Electricity Committee of the City 
Council in their report for the year ended March 3lst state :—The 


number of consumers at the close of the year was 3,240, represent- 
ing an increase of 670 as compared with the preceding year. Th 
total number of lamps connected was—incandescent (of 8 cr. 
237,145, arc 2,139, as compared with 188,999 and 1,817 respectively. 
There were also in use 500 motors, representing 2,050 H.P., shown: 
an increase on the previous year of 166 motors, equivalent to 
890 H.P. The maximum load at any time during the year was 
5,607 kw. During the past year additional mains have been laid to 
the extent of 47 miles 530 yards, making the total length laid ai 
March 31st 110 miles 45 yards. The revenue derived from sale oi 
energy, &c. (which works out at 3 20d. per unit accounted fo: 
amounts to £86,298, and the working expenditure to £49,906, show- 
ing a gross profit of £36,392, and a net profit of £9,183. The 
surplus, together with a balance of £2,000 brought from last yes: 
account and 4572 interest on reserve fund investment, maing a 
total of £11,765, has been appropriated in the following manner, 
viz. paid to city fund, in aid of rates, £10,000; placed to reserv. 
fund, £1,765. Owing to the necessity for renewing a considera! с 
length of mains which had proved defective, the charge upon 
revenue account for repairs and renewals of mains this year amouut- 
to £7,454, as against £1,496 last year. In addition to this, the su 
of £12,460 has been taken from the renewals suspense account t 
cover similar expenditure. 

The accident which happened to the machinery of Dickinson 
Street station in September last did considerable damage to s 
portion of the plant installed there. Two 400-н.р. engines and 
dynamos were completely wrecked; whilst other engines, a swit 
board, a range of steam pipes, and the building, were also damage 
The amount withdrawn from the reserve fund on account of ti 
breakdown is £7,070. 


Newport.— The town clerk has been authorised to en 
into negotiations for the lands required for the approach road- i 
the transporter bridge to be erected over the River Usk, and í 
the lands required for the erection of the new electric pow 
station. The bridge, similar to one in operation at Rouen, 
be erected to the plans of М. arnodin, a French engine 
The cars will be worked by electricity, and provision is to be mad 
for a duplicate source of power for working the bridge either wc 
the electrical generating plant is not running, or in ease of failu? 
of supply, by the installation of storage batteries sufficient to ги 
the bridge in such events. 

The office manager of the Corporation electricity works has bec 
authorised to visit other towns in order to obtain material for 
report on the different methods of free wiring in operation. 


North London District.—The result of the conferen 
of local authorities, held recently, is that Tottenham, Edmont« 
Wood Green, Southgate, Enfield, Finchley, and Friern Barnet һа 
resolved to form a joint committee for the promotion of a Bill 
the next session of Parliament empowering the committee to sup) 
electricity in the municipal areas mentioned. 


Middlesbrough.—It is expected that the electric 
works will be so far completed as to give a temporary supply 
October. 


Penistone.—' The District Council has decided to m 
the Penistone Board of Guardian? and the Thurlstone Council 
consider the advisability of installing electric light in the district 


Rathmines,—This important Dublin suburb has an in 
pendent electric scheme of its own, which is on trial during 1 
month, being turned on for testing purposes each night. The ho 
holders who have had their premises wired, are being given a sup 
free of charge during the month. 

Roundwood Collieries.—The electrical plant at 11 
collieries has been extended underground for haulage and pum) 


purposes. Coal cutting machines, worked by electricity, have \ 
introduced. 


Ryde.—On the 8th inst. Lieut.-Col. А. C. Smith, R 


.Local Government Board inspector, held an inquiry, Which la 


five hours, into au application of the Corporation for sanction : 
loan of £30,000 for the purposes of electric lighting. Mr. ‹ 
Hutchinson, who appeared for the Corporation, said that R 
which at the present time had a population of 13,000, had for - 
years been considered an exceedingly good hunting ground 
electric light companies; it was intimated by Major Cardew, 
held an inquiry, that unless the Corporation applied for po 
themselves, they would eventually be granted to some other per 
Councillor Barton, chairman of the Electric Light Committec. «4 
that he had supported the scheme because he considered that 
company were so anxious to come to the town there was 
possibility of making a profit. Mr. Manville gave evidence 
respect to his estimates and plant. He had not the least doubt 
the Ryde scheme would be financially successful. He thought 
tric light enterprises were managed more economically by mun: 
authorities, and a pleasure resort like Ryde was eminently д 
for an electric light installation. Mr. Shaw, who сота тїс: 
opposition, addressing the inspector, laid stress on the fact ¢ 
majority of the people who voted at the publie meeting were a. 
the Corporation trading in electricity. Mr. Hutchinson j, 
replied, the inquiry was closed. 


Salford.—There were 54 applications for the pos 
of electrical engineer to the Salford Corporation, and from tiie 
Electric Light Committee selected five names, viz., Neville | 
bee, of Cardiff; H. Parker, of Wolverhampton: S. J. 
Bury; A. А. Day, of Manchester; and J. Moss, of Eccles. 
that Mr. Appelbee has been appointed, pending inquiries. 


.- 


ee 
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Portsmouth.—The Electric Lighting Committee have 
recummended that a 500-xw. alternator be purchased from Messrs. 
Parsons & Co. fur the sum of £5,300, it being agreed that they shall 
take tuck the old alternator and allow £1,200. During the last two 
winters, the Cotamittee reported, they had been dangerously short 
of plant, owing to the difficulty—in fact, impossibility—of getting 
gnchinery in what was then considered reasonable time, with the 
result that on more than one occasion they were unable to maintain 
the total supply. The Committee, therefore, thought it imperative 
t» look farther ahead and forecast the probable maximum demand 
fur the winter of 1901. 


Provisional Orders are to be sought for— 

BrevERLEY.—By the Town Council. 

WaLLIXGBOROUGH.— By the District Council. 

WisBEcH.— By the Town Council, the North British Electricity 
Sapply Company, and the United Electric Light and Traction 
Company. 

KraBsLEY.— By the South Lancashire Supply Company, Limited. 

HcNrISGDON.—By the North British Electricity Supply Com- 
pany. 

DoxcHESTEB.—By the Town Council. 

Wonsl.xV.— By the District Council. 


Searborough.—Negotiations are in progress between 
the Scarborough Electric Supply Company and the Town Council 
respecting the latter's proposal to purchase the undertaking. 


Sheftield.—The Electric Light Committee reports that 
for the six months ending June 30th, 1900, the number of 8-0.Р. 
leaps applied for was 13,551; the number of applications was 175; 
number of Kc. p. lamps connected during the half-year, 9,585 ; units 
generated, 999,377 —ап increase of 34:1 per cent. Receipts for units 
pid meter rentals omitted) 761,776 units 4 12, 228; increase, 39:8 
per cent. Cost per unit (works cost only and distribution), generated, 
ЭМА. | metered, 111d. Increase: generated, 20°5 per cent.; 
meterrd, 14-4 per cent. 
At the last Council meeting Ald. Styring said the Electric Light 
Committee had found the question of leading-in services to con- 
seners premises a matter of considesable irritation ; consumers were 
ready tc take the light, but they objected to the cost of connecting 
with the mains. The engineer had gone very carefully into the 
matter, and he found that, without making any serious sacrifice, the 
urtation might be done away with. The committee therefore 
recommended a modification of practice which, he was sure, would 
be very much appreciated.. In future consumers would have the 
wrrice laid in to a distance of 30 feet without any special charge 
leing made. In the case of premises situated a longer distance 
awsy. it was thought reasonable that some charge should be made, 
and it was proposed that that charge should be the actual cost price. 
He (Ald. Styring: wished to give a warning in regard to the capacity 
of their supply. A week or two ago there was a breakdown in the 
lan- installed machine at the station. That breakdown was of a 
serious character, and it was just possible that they might be in some 
hifficnlty as to keeping up the supply until the alternator, which was 
now being erected, was completed. 


Nteckton,.—The Council has informed the South Durham 
Ме) and Iron Company that it will supply electricity for motive 
power purposes at the malleable iron works at 12d. per unit up to a 
maximum of 200 н.г, with a minimum payment of £150 per 
qearter An amended tender of the Brush Electrical Engineering 
Company for arc lamps, &., at £500 has been accepted. Mains 
extensinns have been arranged for at a cost of about £2,100. The 
erection of machinery and the laying of cables are nearing com- 
pletion. 

Sadbary.—The Town Council are taking steps to carry 

out the electricity scheme of Mr. W. C. C. Hawtayne. It is pro- 
to use a refuse destructor, and it is believed that when the 
installation is completed electricity will be adopted for motive 
pu in the weaving factories. At this week's meeting of the 
own Council a report was presented by the Electric Lighting 
Committee recommending the Council to give instructions for the 
preparation of plans, specifications, and estimates, and that applica- 
ton be made to the Local Government Board for a loan ; also that a 
mie be purchased for £1,500. The report was adopted. The work 
i» to be carried out at the same time as a new sewerage scheme to 
avoid a second breaking up of the roads. The provisional order 
received Royal assent a short time ago. 


Sunderland.—The Lighting Committee has decided to 


recommend the Council to proceed at once with the work of building 
a new electric station. 


ELECTRIC TRACTION NOTES. 


Birkenhead. —In this district the work of constructing 

> tramways and plant is being carried on vigorously. The 

piti арк Hughes & Stirling, Bootle, for the construction of 

ndis жй ш dee the electric tramway service in Laird 
п acce by th 1 

Birkenhead Towa Соо у the Tramways Committee of the 


Birmingham, — C 3 | 
— Commercial — Intelligence says that 
e agreement the Corporation of Birmingham and 


the City Tramways Company relating to the erection of 
the overhead system in Bristol Road has been formally 
and legally concluded under the seals of these respective bodies. 
The Tramway Company are now using their best efforts to procure 
the necessary material in order that the conversion of the line may 
be brought about at the earliest possible moment. 


Black Country.—The electric tramways which have 
been constructed from Cradley Heath to Old Hill, Netherton, and 
Dudley have now been completed at least a month; great surprise 
is being expressed that they have not been opened for traffic yet. 
The explanation is this, that the British Electric Traction Company 
are unable to move until after the official inspection on behalf of the 
Board of Trade. 


Bowness.—It is stated that after objecting to the tram- 
way scheme of the British Electric Traction Company, the Bowness 
District Council has accepted a modified scheme by a majority of 
one. 


Darlington.— According to the Times, since the opening of 
the Stockton and Middlesbrough Electric Tramways two years ago 
the public of Darlington have been looking forward to the time 
when their present system of horse traction should be replaced by 
asystem of electric tramways. Negotiations were opened with the 
Imperial Tramways Company (who own the present tramways), 
aud 12 months ago an inquiry was held by the Light Railway Com- 
missioners, at which apparently the Corporation and the tramways 
company agreed as to the terms on which Darlington should be put 
in possession of 10 miles of electric tramways (at a cost of 
£120,000). The only point on which it seemed likely that there 
would be any difference of opinion was that of the supply of tbe 
current, the tramways company favouring & method by which 
the current should be transmitted from their existing works at 
Stockton (12 miles distant), and the Corporation desiring to 
supply the motive power from their own generating station, now 
rapidly approaching completion, for electric lighting purposes— 
in Darlington. Prof. Kennedy was called in to advise and 
report as to the price he considered reasonable should be paid by 
the tramways company for such supply. The secretary to the Com- 
missioners wrote to the Corporation on April 18th inquiring whether 
any agreement had been come to, and he was informed that the 
company had agreed to take electrical energy from the Corporation, 
with the proviso, however, to which the Corporation could not agrce, 
that the company should be allowed a considerable extension of the 
periods within which it had been provided that the various sections 
of the line should be laid down. Ап interview was then arranged 
between the secretary of the Commissioners and representatives of 


both the Corporation and the tramways company, at which it was 


stated that the Corporation would not have supported the applica- 
tion of the company at the inquiry before the Light Railway 
Commissioners in the manner they did had there been any 
suggestion that the company would seek & modification of the 
original scheme. The Corporation attached much importance to the 
arrangement to supply the company with electrical energy. The secre- 
tary to the Commissioners intimated that they would possibly grant 
an extension for the laying down of a considerable portion of the 
system. Another disputed point here arose as to the allocation of 
a sum of £5,000 which the company had agreed to contribute 
towards the cost of street widening. After the conference the com- 
pany's representatives intimated that, though they were not pre- 
pared to do anything further towards street widening, they would 
haud over the provisional order, when obtained, to the Corporation 
and dispose of the present tramway undertaking upon advantageous 
terms. Much correspondence ensued between the two bodies on 
this and other points, and eventually the Corporation thereupon 
resolved that the Commissioners be informed that in the event of 
the company not being prepared to carry out the scheme the Council 
would make application for a new orderat an early date. The 
matter is thus at a deadlock, neither party showing any disposition 
to recede from the position taken up. 


The Edinburgh Cable System.— Our Edinburgh cor- 


` respondent sends us the following:—In bright relief to the Edin- 
. burgh car-cable system stand out the electric cars at Dundee. 


These Dundee cars are new, only within the past fortnight has the 
service been set agoing; and at the meeting of the Town Council 
the other day, the license from the Board of Trade was read. Ex- 
Provost Brownlee said the cars had been a great success, and had 
worked exceedingly well. Horse traction had cost 6d. per car-mile, 
whereas by electric traction the cost had been reduced to less than 

id. per car-mile. Of course, also there was a great saving in 
causeway blocks and in cars, for four of the new cars could do the 
work ofsix of the old ones. "This is a happy state of affairs, and all 
the more so when Edinburgh is brought under notice. The cable 
cars in Edinburgh have so far been a comparative failure. After 
several years’ labour the full system is not in operation yet, and the 
lines that are working arc a serious annoyance to passengers. Con- 
tinual breakdowns and stoppages are the fate of the traveller; 
he may start, but he knows not when he arrives. Nothing like a 
regular service can be maintained, and the cars get bunched 
together. 'The drivers do not seem to be able to understand the 
working of the different junctions and auxiliary cables, and are 
kept ou à nervous tension which may probably account for some of 
the very stupid things they do. "The conductors are disheartened, 
and long for a return to the old horse traction days, although after 
the enormous expense of cabling the streets, that is an impossibility. 
Those at the head of affairs say that time will improve everything, 
but at the recent annual dinner of the Merchant Company it was 
freely admitted that the adopting the cable system in preference to 
the electric had been done too hurriedly. It was explained in 
defence of the cabling that Edinburgh was a romantic city which 
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could not afford to sacrifice her good looks 
of electric cars. This reason was not received with any 
great sympathy. How the cars are going to pay the tramway 
shareholders is a mystery to many minds. The annual rent to the 
Edinburgh Corporation is £90,000, and for the past two years the 
tramway company have paid no dividend ; last year, indced, left a 
loss on the 12 months’ work. A strike of the tramway employés 
was looked for, and a week's notice had been handed in by the men, 
but a timely increase of ls. a week to all drivers and conductors 
has saved the long-suffering Edinburgh citizens from an even worse 
state of locomotion than at present. 'The success of Dundee only 
makes the position of matters more annoying, for there are many 
men who advocated the electric traction, or, at any rate, a period of 
delay, and who are now pointing to the disorganised cable system, 
and asking if anything could be worse than that. 


Gosport.— At the last meeting of the District Council 
the Roads and Works Committee submitted a recommendation that 
a letter be written to Mr. A. W. White, manager of the local tram- 
way, informing him that the Council are not prepared to enter into 
any negotiation to acquire the tramway, or into any arrangement 
with the company to promote a Bill in Parliament for the extension 
and conversion of tramways, &c. The recommendation was adopted. 
The Council then considered the defective state of the tramlines 
and the danger to vehicular traffic, and it was resolved to call upon 
the company to carry out the necessary repairs at once; in default, 
the attention of the Board of Trade to be called to the matter. 


Halifax.—Lieutenant-Colonel Van Dunlop, from the 
Board of Trade, made an inspection of the Stump Cross branch of 
the Halifax tramway on August 10th. He also went over the King 
Cross line at the request of the Tramways Committee, and in con- 
nection with this section of the system, it was urged that the com- 
pulsory stopping places are too numerous, and that if they were 
reduced the public interests would be better served. 


Liverpool.—At the City Coroners Court on 10th inst, 
the adjourned inquest was held on the body of a general labourer 
in the employ of the Corporation tramway department, who was 
killed by the fall of an electric wire and its attachments in Robson 
Street, on Friday last week. The Coroner said that the necessary 
evidence had not been completely got together, and it would be 
necessary to further adjourn the inquiry until 23rd inst. The Board 
of Trade would have to be communicated with. 


Malvern Hills.—A syndicate has been formed to supply 
& mountain railway up the Malvern Hills. Electrical rather than 
steam power is favoured by the Hills Conservators, to whom & 
preliminary communication has been forwarded on the matter. 


Morecambe.—Plans and estimates are being prepared by 
the manager of the electricity works, for the application of over- 
head traction on the Morecambe Tramways Company's lines, which 
are at present worked by horse traction. 


Newport.—The Lighting and Traffic Committee have 
resolved that a power station for the tramways and other purposes 
be erected on the Corporation Road site. The question of the 
appoiutment of an engineer for the erection of the power station, 
the machinery and plant therein, and the clectrical equipment of 
the lines, was considered, and it was agreed that Mr. H. F. Parshall 
be asked upon what terms he would be prepared to accept the 
appointment for carrying out a scheme upon the lines of his report 
submitted in October last. 

Messrs. Nicholas & Co., timber merchants, of the Baltic Wharf, 
Newport, have installed an electric light plant and machinery. The 
new premises of the South Wales Datly Telegraph, a few Newport 
newspaper, will be lighted by electricity, and the machinery will be 
driven by electric motors. 


Sunderland.—The official inspection of the Christ 
Church—Roker section of the Sunderland tramways took place last 
weck. Colonel Yorke and Mr. Trotter, of the Board of Trade, 
together with the Mayor, Alderman E. R. Dix; Mr. T. Summerbell, 
vice-chairman of the Tramways Committee; Mr. J. F. C. Snell, 
borough electrical and tramway engineer; Messrs. Begg, C. Schultz 
and E. Hurlebat, for the contractors; and Mr. W: Morrison, traffic 
manager, entered an electric car which was run over the section. А 
carcful and minute inspection was made of the permanent way, the 
termini and the distances. The car sheds and the power station 
were visited, and the Board of Trade officials proceeded to inspect. 
the routes not yet completed. The Corporation decided to run the 
vars regularly from Wednesday on this route, and take the respon- 
sibility until thc notification from the Board of Trade arrives. 


Sutton and Howth.—We read in a Dublin paper that 


the power station and its equipment for this electric tramway arc 
practically finished. 


TELEGRAPH AND TELEPHONE NOTES. 


Cable Interruption.—Reuter’s Madrid representative 


says that cable communication between Las Palmas and Teneriffe 
has been interrupted. 


Glasgow and the National Telephone Company.— 
In the House of Commons last weck Mr. Provand asked the Secre- 
tary to the Treasury, as representing the Postmaster-General, 


for the sake 


whether the National Telephone Company have intimated to the 
Postmaster-General that they agree, in terms of Section 3 of the 
Telegraphs Act, 1899, to it being made a condition of their license 
that they will not give preference to any person within the area 
gpecified in the license by the Postmaster-General to the Corpora- 
tion of Glasgow, and will not within that area, as a condition of 
giving a service, require any person to grant any facility except for 
the purposes of supplying telephonic communication with that 
person; whether they have claimed, in respect of coming under 
this condition, that the permissive powers to open streets in certain 
burghs within that area now hold good for the whole term of their 
license, and, further, that their license be extended from 1911 to 
1913, so as to terminate at the same time as the license to the Cor- 
poration of Glasgow; whether the company have issued a print of 
an agreement with subscribers in the Glasgow area, dated June 
18th, 1900, under which the intending subscriber must bind himself 
as a condition of receiving a connection from the company, not to 
subscribe to any exchange telephone system other than that of the 
company, or use at any of his premises any telephone instruments 
in connection with any such other system, and the company thus 
propose to give favour of preference to persons in the Glasgow 
district who do not join the Corporation Telephone Exchange as 
against those persons who do join that exchange; and what stepa 
the Postmaster-General is prepared to take to secure that the com- 
pany shall not obtain privileges under last year's Telegraphs Act, 
and at the same time refuse its obligations. 

From a report in the North British Daily Mailit appears that Mr. 
Hanbury replied to these remarks as follows:—''The National 
Telephone Company have stated to the Postmaster General that 
they are willing that the conditions mentioned in the ques- 
tions shall be made a condition of their license. They have 
also undertaken to prove to the satisfaction of the  Post- 
master-General that they have incurred, or contracted to incur, 
material expenditure in laying underground wires in certain 
burghs in the Glasgow area, and have acquired powers for the pur- 
pose under agreement with the local authorities. The Postmaster- 
General is not aware that the company have at present claimed that 
the powers given by their agreements with local authorities in the 
Glasgow area will hold good during the period of the license granted 
to the Corporation of Glasgow, and that their license will be 
extended for the full period of the Corporation license, but when 
conditions to be observed on the part of the company have been 
duly complied with, they will, no doubt, claim that they are entitled 
to the advantages specified in Section 3 of the Telegraph Act, 1890. 
The Postmaster-General's attention has been drawn to the form of 
the agreement now being offered by the companyto their subscribers. 
There is some doubt whether the condition mentioned by the hon. 
member can be held to be a breach of the undertaking not to give 
preference to persons in the Glasgow area, but there is another con- 
dition in the agreement form—that as to giving wayleaves for the 
wires of other pergons—which would unquestionably be a violation 
of the undertaking not to require any person to grant any facility 
except for the purpose of supplying telephonic communication to 
that person. Any breach of the new conditions which the company 
are to accept as conditions of their license will, when those condi- 
tions are legally in force, render the company liable to the same 
penalty as a breach of the original conditions—namely, the 
termination of ‘their license. 


The New trans-Atlantic Cable.—Reuter's New York 
agent says that on the morning of the 11th inst. the shore end of 
the German cable was laid from Coney Island. Ten miles had 
been buoyed. The Anglia was to pick up the line on Tuesday, and 
will continue laying the cable as far as the Azores. 

A later New York despatch says that on 14th inst, the Anglia picked 
up the shore end of the German cable, and, after splicing it, pro- 
ceeded to lay the main cable. 


The Telegraph Wire Export Trade.—Although not 
so large as in June last, some very heavy shipments of telegraph 
wire and apparatus connected therewith, were made from this 
country during the past month. The returns just issued show that 
during July the exports of such material attained a value of 
£205,306, which compares with £395,809 in the preceding month, 
and only £97,635 in July, 1899. The activity which has ruled this 
year in this branch of trade is well indicated by the returns for the 
seven months ending with July. These show a total of 41, 665, 01 6, 
or an increase of no less than £1,065,708 over the first seven months 
of 1899. | 


The Telegraph Line to the Yukon.—The British 
Columbia Review: says that the line from Atlin to Telegraph Creole 
having been completed for a distance of 205 miles, it is stated that 
the work had been extremely difficult owing to the density of forest 
and the general topography of the country penetrated. At the 
Ashcroft end the line has been completed to Hazelton, a distance of 
300 miles—leaving a 500-mile span to be completed to join the 
extreme points. Large gangs of men are now working north and 
south towards each other, and it is believed connection will be made 
within two months. A branch line is also being laid from Stony 
Creek at the head of Stewart River to Manson Creek, where many 
valuable hydraulic properties are located. 812,000 has been appro- 
priated by the Public Works Department for the construction of a 
branch line of 50 miles from Dawson to Fort Cudahy, on the border- 
line of Alaska. The United States Government will build, as д 


. part of the United States signal service system, a cable from Nome 


to St. Michaels, and a landline from St. Michaels to connect at 
Cudahy with the Canadian system, thereby assuring direct wire con- 
nection to Nome. 


(Continued on page 267.) 
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STOCKPORT ELECTRICITY WORKS. 


ionen the example of so many of their South Lancashire 
mighbours, the Corporation of Stockport in 1881 obtained 
a provisional order for the supply of electricity ; but it was 
ot until November, 1896, that the Council decided to 
possite the matter with vigour. The Gas Committee was 
«шашай the Electricity Committee also, and reports were 
iel from Mr. Mountain, of Huddersfield, and Mr. 
J. N_Shoolbred, of London. Mr. Shoolbred’s scheme was 
ией, and the necessary borrowing powers obtained for а 
ban of £25,000 ; tenders were obtained, and the contracts 
were 18 ой February 10th, 1898. 

The supply of gas had been in the hands of the Council 
[а 21 years, under the direction of Mr. 8. Meunier, and 
wih such marked success, that they resolved to entrust the 


of three cast-iron tubes resting on the bottom of the furnace, 
which act as fire-bars ; these are perforated with numerous 
small holes, and are fitted with steam jets, by means of which 
a strong air blast is forced through the fuel. Excellent 
combustion is obtained, and the clinker which forms is easily 
withdrawn ; moreover, while the tubes are inexpensive, they 
are also extremely durable. We saw some of these tubes at 
the gasworks which had been in constant use for five years 
without renewal, and they showed no signs of deterioration. 

The boilers are worked at a pressure of 200 lbs. per square 
inch; the fittings and stop valves are of Messrs. Hopkinson’s 
make. There is at present no cconomiser, though provision 
has been made in the plans for this, as well as for condensing 
plant. The exhaust steam is passed through’ à. Berryman 
feed-water heater. 


The two feed pumps are of the Worthington type, and 


GENERAL VIEW OF 


ШИШ undertaking to his care also. As a rule, we do not 
leur the combination of the two functions, but we must 
ПИШЕ by the results obtained, and in this instance we have 
ein stating that the action of the Council has been 
mure justified, as we shall show later on. 

The Council selected a site for the station at Mill- 
ШШЕ om the River Goit, and near the gasworks. Some 
denies connected with the foundations, due to the 
soping ground, were successfull y overcome, and substantial 
Seek buildings were erected, comprising engine and boiler 
houses. battery room and test room. 

There are at present two Lancashire boilers, 28 feet x 8 
feet, supplied by Messrs. Tetlow Bros., of Hollinwood, and 
fitted with Wilton furnaces ; the latter were devised for 
burning, coke breeze, the refuse of the gasworks, and are 

worthy of special mention, 


Their essential features consist 


Room. 


IENGINE 


each is capable of supplying both boilers ; water is obtained 
from the town supply, and is stored in a large tank over the 
battery room. 

The steam piping was carried out chiefly by Messrs. 
Co. the boiler 


house, from which a single 12-inch 


Crompton & and consists of a ring in 


main is taken into the 


engine room; here it divides into a 45-inch pipe feeding the 
smaller sets, and a 7-inch pipe supplying the larger ones. 
The piping, which is of steel, is supported by slings from 
brackets, and is covered by magnesia. 
A 6-ton crane by Messrs. Higginbottom & Mannock 
traverses the engine room. 

The plant in the engine room consists of five generating 
sets, three of 56 KW. 140 
of them consists of a McClure & Whitfield two-pole dynamo, 


each and two of KW.: each 


driven by a Willans two-crank triple-expansion engine of the 


F 


cc a 


264 


THE ELECTRICAL REVIEW. [Vol 47. No. 1,186, Avavsr 17, 1900. 


— ——— —ä—d—— — — — | 


usual type. The? dynamos are all shunt-wound, and have 
drum bar armatures with evolute end connectors : the brushes 
are of copper gauze. "The small units give out. 224 amperes 
at 920—310 volts, 450 revolutions per minute. They are 
used on either side of the three-wire system, and are also able 
to charge the batteries without the aid of a booster. The 
large machines give 280 amperes at 460—500 volts, 350 
revolutions per minute. 

All the machines have given entire satisfaction, and run 
cool and without sparking, while they are capable of standing 
a 20 per cent. overload without injury. The large sets were 
run at half pressure for a time, before the three-wire system 
was completed, and gave no trouble from sparking. The 
dynamos are of massive build, as will be seen from our view 
of the engine room ; the bearings are fitted with continuous 
ring lubrication. 

The foundation within the bed-plate is faced with opalite 
tiles, which give a very clean and smart appearance to the 
machines. 


The centre panel carries an illuminated dial Weston volt. 
meter, which can be connected to any machine, fiye 
Crompton voltmeters and switches, an ammeter in the 
middle wire, and three double-pole throw-over switches for 
connecting the 230-volt sets on either side of the system, 

The switchboard also carries two- Elliott recording volt- 
meters and a station clock. The board was erected by the 
gasworks staff, and does credit to their skill. i 

A Kelvin watt-hour meter is in series with each machine, 
and a reversible Aron meter in each battery circuit. | 

The battery room is well lighted and ventilated; it con- 
tains two batteries of the Chloride type, 266 cells in all, each 
with 31 plates, in lead boxes. The storage capacity of the 
cells is 750 ampere-hours at a five-hour rate, or 400 amperes 
for one hour. The connections with the regulating switches 
consist of bare copper rod on insulators. 

There are two separate battery switchboards, situated as 
near as possible to the corresponding cells; part of one of 
these is shown in our view of the main board. 


7 у 3. Y HYS E 


MAIN AND BATTERY SWITCHBOARDS. 


All the switchboards are of Messrs, Crompton & Co.’s 
manufacture. "The main board is arranged on their usual 
three-wire plan; it consists of five panels of enamelled slate, 
finished off with pitch pine borders. The two left-hand 
panels carry the positive switch gear, with three horizontal 
bus bars and 10 vertical dynamo and feeder bars ; there is 
space for four more vertical bars. 

All the minimum cut-outs are mounted on these panels, 
and are interlocked with the field switches to prevent mis- 
takes. "The dynamos are protected by single fuses, and the 
feeders by duplex fuses. Feeder ammeters and dynamo 
voltmeters are also provided. | 

The two right-hand (negative) panels are similarly equipped, 
with the substitution of field rheostats for the cut-outs, and 
dynamo ammeters for the voltmeters. The resistances are 
wound on cast-iron tubes covered with asbestos, 


Each board consists of two slate panels, each of which is! 
equipped with a very large and massive double concentric 
regulating switch and duplex fuse, while one carries a volt- 
meter, and the other a reversible ammeter. Thus there are 
two regulating switches on each battery; one of these—the 
one connected with the middle wire—is used only to cut out 
cells, while the other is used in the ordinary way as a charge 
and discharge regulator. 

The switches are operated by a double pawl and ratchet ; 
by pressing one of two small levers up or down, a pawl is 
brought into gear with the corresponding ratchet, so that 
either or both of the concentric switches can be rotated 
either forwards or backwards, together or separately. The 
switch contacts alternate with dummy non-sparking contacts 
in the usual way; 20 cells are connected with each 
regulator. 
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The town is supplied on the three-wire system, at 250 
volts The cables are all of Messrs. W. T. Glover's single- 
wire “ Diatrine " lead-covered type, except the last feeder put 
down: the feeders are laid on the solid system, the distri- 
butors are steel armoured and laid direct in the earth. The 
new feeder mentioned above is of Messrs. Henley's paper- 
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Buenos AIRES.—OPEN CAR. 


d-covered type, 1 square inch section, laid in 
s and embedded in bitumen. 

of lamps connected in January last was 
Е of 8-c.P., more than half the capacity 


n to the private supply there are 36 Crompton are 
lighting. These are at present four in 
n the 230-volt mains, but in future they are to 
series There is not much demand for power, 
M a 60-H.P. motor was at work driving a 
* шїї; the mill having changed hands, this 
pres E in abeyance, 
з are used for the most part on consumers’ 
Ur Б this month the price of supply was 5d. per 
о meter rents, and the result for the first year of 
„ March 31st) was a net profit of £118, after 
eresb, depreciation, and sinking fund D 
e admitted to be an excellent result ; indeed, 
d to о be a record, under the conditions stated, The 
aces which have chiefly contributed to the com- 
suc eis 3 of the undertaking are, no doubt, the economy 
1 et: the very low cost of the fuel used, 
prac cally can be had for the cartage ; and the low 
st of the undertaking, which works out at £56 per 
kilowat Канал. The economy and convenience of the 
RES in: don of gas and electricity undertakings, Mr. 
M r states, are most marked, not the least adv antage 
ng the possibility of drafting a large gang of work- 
gasworks to assist in the completion of any 
piece of work at short notice. 
Phe Gas and Electricity Committee at a recent meeting, 
(m wiew of the successful results already obtained, resolved to 
adopt a differential tariff, charging 5d. for the first hour's 
pe: y of the maximum demand (estimated on the 
| x of lamps installed), and 24d. per unit afterwards. To 
Tate for the summer quarters, the maximum 
each of these is estimated at half that of 
T d the winter quarters. 
ме shore method of introducing the differential system 
the consumers is worthy of imitation. 
ae price 120. per unit all round before, it is 
and 25d. afterwards, consequently no one 
can moje that his bill will be increased. Ün the other hand, 


<5 


if the price had been altered to, say, 7d. and 2d., as has 
been done elsewhere, a number of the consumers would have 
been up in arms at once! 

Future extensions of the station have been carefully 
provided for; two Babcock & Wilcox boilers are already on 
order, and the end of the engine room is closed with cor- 
rugated iron to admit of extending the building to accom- 
modate additional generating plant. As a tramway scheme 
is already in hand, these additions will soon be required ; 
it is not intended to modify the existing dynamos, but the 
traction sets will be arranged so as to be available for 
lighting also. 

The Corporation has so far spent £25,000 out of an 
authorised loan of £48,000 ; a special loan will be necessary 
for the tramways. Evidently municipal enterprise is 
flourishing in Stockport ! 

In conclusion, we wish to express our thanks to Mr. 
Meunier and to his chief electrical assistant, Mr. Carter, for 
their kind assistance in the preparation of this article. 


THE ELECTRIC LIGHTING AND TRAMWAYS 
OF BUENOS AIRES. 


(Concluded from page 240.) 


IN a contract just signed, the Cia. General de Electricidad 
has agreed to supply the Anglo-Argentine Tramways Com- 
pany, Limited, with power for their extensive system (106 
kilometres of track), which is now being converted to electric 
traction, When completed, this will call for current for 
some 250—300 cars, entailing a large increase in the output 
of the station, 

The Buenos Aires and Belgrano Tramway Company, 
which, as previously mentioned, is furnished with power by 
this station, owns tracks extending from the Plaza de Mayo 
in the centre of the city by two separate routes to the 
fashionable suburb of Belgrano. The one already com- 
pleted, equipped, and in operation runs along the outskirts 
of the city, passing the racecourse, and around Belgrano ; 


the other route is through the more central part of. the city 
Only the outer 


to the heart of Belgrano, half is run elec- 


7 avg 


PovRING A WELD. 


trically; the more difficult part of the line through the 
narrow streets is now being converted. 

The lines operated electrically include 13 
track, while 5 miles are still under construction. The rails 
weigh 86 lbs. per yard, and are 63 inches high. The track 
is laid in three different ways, according to the paving of 


miles of double 
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the street through which it runs. Along the wood-paved 


streets. of the centre, it is laid on a concrete base extending 
the whole width of the track. Towards the outskirts, 
where the paving is composed of granite setts, the rails sit on 
longitudinal concrete sleepers, and, lastly, in the suburbs, 
where there are macadamised roads, the track is laid on a 
native hard wood sleeper (quebracho) which rests on a 
foundation of broken stone. 

A very large section of the horse-car track had but 
recently been relaid with an 86-lb. rail in a manner strong 
enough to carry trolley cars. In order to avoid relaying 


ы 
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CLOSED CAR. 


this track, the joints of all the rails were cast-welded on the 
Falk system: the cupola was carried on an iron wagon, the 
blower for the cupola being operated by a small steam 
engine, while the emery wheels for cleaning the ends of the 
rails before casting and for grinding the joints after casting 
were driven by portable oilengines. The cast-welded joints 
are also bonded with Chicago bonds around the weld, but 
with this exception Edison-Brown plastic bonds in conjune- 
tion with one Chicago bond have been used throughout the 
work, the two rails and both tracks being cross-bonded at 
intervals. 

The distribution of the current is entirely 
underground, both feeders and distributors 
being paper insulated lead sheathed cables of 
the British. Insulated. Wire Company's manu- 
facture, drawn into Doulton stoneware con- 
duits. Negative feeders of the same make are 
also used, but these are armoured and laid direct 
in the ground. 

Board of Trade regulations, although not 
obligatory, have been conformed with as regards 
drop in voltage on the track, and for this pur- 
pose two negative boosters driven by shunt 
wound motors have been installed in the station. 

In order to facilitate the cutting out of 
sections, pillars have been placed on the edge of 
the pavement where feeders are connected to 
distributors. These pillars contain switches, 
fuses, lightning arresters and a telephone con- 
nected to a specially laid telephone cable, so 
that either the station or the car sheds can be 
rung up. 

The pole construction is of a mixed des- 
cription, depending on local conditions, and 
embraces the three usual forms of construction, because 
in some parts the track runs close to the edge of 
the pavement, in others it is in the middle of the 
street, Consequently there are centre poles with double 
arms, double poles with span wires, and side poles with single 
arms, and some with extension arms. "The trolley wire is 
No. 00. In the narrow streets where the conversion is now 
being carried out, the method of suspending the trolley wire 
is by means of span wires, fastened to neat rosettes cemented 
into the walls of the houses. To avoid transmitting the 
vibration of the wire to the interior of the houses, the rosettes 
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are furnished with a soft rubber cushion. A municipal 
ordinance has been passed giving the tramway company: per- 
mission to erect poles right against the houses in case any of 
the owners object to the placing of the rosettes on the walls 
this effectually disposes of further opposition! 

There are 96 cars in all, of a varied character, consisting 
of double truck double-deckers with top roof, combination 
open and closed cars, open cars with reversible transverse 
seats, and trailers of the same type. All cars are fitted with 
two G.E. 1,000 motors, series parallel controllers, and electric 
brakes, ** Providence” car fenders and electric headlights are 
also provided. The car bodies are by Jackson 
and Sharp, Brill, Stephenson, and Barney and 
Smith, and with few exceptions all trucks are 
of the Peckham extension pattern. The double- 
deckers have a seating capacity of 64 persons, 
and are useful for carrying large crowds from 
one end of the line to the other when this 
can be done with few stops; but owing to the 
time taken to get up speed, and stop, and for 
passengers to get down from the upper deck, 
they are hardly suitable for everyday traffic. 
Even then it is a question whether the smaller 
and higher speed cars cannot deal better with 
crowds such as are to be transported every 
Sunday and holiday to and from the race-course 
and Zoological Gardens. The management 
have recently decided to change all double-deck 
cars into single-deck cars. The convertible cars 
are arranged to have the sash and panel 
immediately below it pushed up into the 
roof, thus making them practically open ears, 
with doors at each end, and side steps. 
These are known as the Brill patented Brook 
type. On the whole, this car is the most popular. 

Messrs, Abella and Hayward are the resident engineers, while 
Mr. Forrest, of the B. I. W. Company, is in charge of the 
cable laying. The consulting engineers are Messrs. Kincaid, 
Waller & Manville. Mr. Lee H. Parker is their local 
engineer, under whose direction all the construction is being 
carried out, 
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Commercial Information Bureau at Paris.— The 


Paris Exhibition Royal Commission has instituted a commercial 
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information office for the use, without charge, of British exhibitors, 
visitors and members of congresses. They have placed at the 
disposal of English members who may be attending congresses, a 
spacious room where they can meet and discuss. This office is 
situated on the Quai d'Orsay; entrance by the side door on the 
east. A writing room is provided for the use of members of con- 
gresses, and information on trade matters will be given as far as 
possible. In the office will also be found a comprehensive set of 
Customs tariffs, information as to transport by land and sea, books 
of reference, directories, &c. Letters and telegrams can also during 
the Congress be addressed to members as follows :—Telegrams, care 
of “ Britpav, Paris ":—Letters, care of Commercial Information 
Office, British Royal Pavilion, Quai d'Orsay. The office will be open 
daily from 10 to 5 p.m. 


— 
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TELEGRAPH AND TELEPHONE NOTES. 


{Continued from page 262.) 


Hudderstield and Municipal Telephones. — The 
important step by Hudderstield Corporation on Wednesday decided 
bv 29 votes to 15 to apply to the Local Government Board for 
sanction to borrow £30,342 for telephone purposes for а period not 
exieeding 25 years, and that the plans, sections, and detailed 
etimates submitted by the borough electrical engineer be 
approved. 


Manchester Telephones.—Mr. Gaine, manager of the 
National Telephone Company, appeared before the Telephones 
рема Committee of the Manchester Corporation on 7th inst., for 
готове of further explaining the proposals of that company relative 
tc the working of the telephone system in the Manchester area. At 
tke clow of the interview the Committee resolved to see representa- 
uves of the new Mutual Company, and also to obtain further 
information from Mr. A. R. Bennett. 


Portsmouth Telephones,—The Finance Committee of 
the Town Council have reported that Mr. Bennett had attended and 
aated that his fce for a preliminary report as to a municipal 
telephone exchange at Portsmouth, which would enable the Com- 
nittec to decide as to proceeding or not, would be 21 guineas and 
vul-uf-peket expenses. It was decided to ask Mr. Bennett to 
prepare a report. 


Telegraphie Intérruptions and Repairs :— 
CABLES. INTERRUPTED. 

Ёести ÀNBRICAN :— 

Cavenne-Pinheiro .. .. Oct. 11, 1899 

Part Maranham З es i. .. March 1, 1900 

Cearr Maranham .. M m s #6 £s 

lcxw-Valperaiso .. "^ m T .. Aug. 2,1900 .. 
Weer Imma 


REPAIRED. " 


Mole gt. Nicholas-Cape Haitien.. is March 6, 1900 
Lasakia-Cyprus un x Vs ee .. June 20, 1899 
Тань Tangier 85 ёе ee si .. Jan. 8, 1900 
Laspuixgs:— 
Cna :— 
Tientsin-Pekin oe ee ee ee June 12, 1900 ee eo 
A . June 14, 1900 ee 


Pekin-Ka!gan oe ee ee oe 
Kalzan-Maimatchin ГЕ) ee ee 
Tientsin, via Bbanghal .. a s 
Tientsin-Ninchwang T ex T 
SocTE AXERICAN :— | 
Communications with all offices of Columbia 


J. June 18, 1900000 


beyond Buenaventura .. "s January 29, 1000. . T 
Ecuadorlandlines .. У А " .. March 18, 1897 .. © 
Landlines soath of Macahé (Brazil) LEA ee April 25, 1900 ee ee 
Laodilnes south of Serena i .. July 90, 1900 .. s 
Garir :— 

Khabarowsk- Wladiwostock i is .. Aug. 11, 1000 .. Aug. 19, 1900 
Commenication "vía Hanekine" interrupted 

«n Persian territory е is và .. Feb. 24, 1900 T 
beigan- oe m ЧЕ .. Aug. 14, 1900 m 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aberdeen.—Angust 25th. The Corporation invites 
teuders for steel poles, bases and brackets, for tramway equipment. 
See “Official Notices” August 10th. 


Aberdeen,—August 28th. The Electric Lighting Com- 


mittee wants tenders for a 12 months’ supply of cables, meters, aud 
Louse main fuse boxes. See Official Notices“ to-day. 


Accrington.—The Corporation wants tenders for the 
supply of electricity meters. See Official Notices" August 3rd. 


Bruassels.—September 19th. The Council of St. Jilles, 
lez Bruxelles, invites tenders for the installation and the 
commencement of supply upon a part of its territory. Conditions 


and plan for three francs at the office, No. 14, Parvis St. Jilles, 
St. Jilles. 


Budapest.—October 15th. The Hungarian Minister 
cf Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 
respects. See “Official Notices " August 3rd. 


Cardiff.—Augnst 31st. The Corporation wants tenders 


fcr sundry pipes, feed-water heater, &c., for the electricit rk 
see OF — ‚ &c., ctricity works. 


| Cupar—an electric light installation of about 800 lights 
5 a the Fife and Kinross District Lunatic Asylum. 
Е. inl Cupar Fil ешын should be made to the Clerk of the 
aoe Dard ey Uus 23rd. Tenders arc being invited until 
i aris for the -by the French Post and Telegraph authorities in 
are to be en ee of 130 tons of copper or bronze wire. Tenders 
Telegraphes ТЕ Le Sous-Secretarial d’Etat des Postes et des 
be obtains! © Bue de Grenelle, Paris, whence particulars may 


Fulham.—The Vestry wants tenders for electric wiring 
at the Town Hal, Walham Green. See “Official Notices” 
August 10th. 


Germany.—August 30th.—The municipal authorities 
of Dusseldorf are inviting tenders until the 30th inst. for the supply 
and erection of two 3-ton overhead electric travelling cranes and 
two 4-ton ditto. Particulars may be obtained for 2s from, and 
tenders аге to be isent to, Die Oberbiirgermeister, Stadtbaumt III. 
Dusseldorf. | 


Germany.—September 10th. — The Hamburg Finance 
Deputation is inviting tenders for the supply and erection of two 
30-ton electric cranes. Particulars may be obtained for 3s. from the 
Secretariat II. der Finanz Deputation (Rathhaus Ober-Erdgeschoss, 
Zimmer 429), and tenders marked 339 are to be sent to Die Finanz 
Deputation, Hamburg. 


Grimsby.—4August 18th. The Corporation wants tenders 
for the supply of a steam engine and dynamo, and extension of 
switchboard. See Official Notices August 10th. 


Hackney.—September 12th. The Electric Lighting Com- 
mittee is wanting tenders for the supply of condensing plant, cooling 
apparatus, pipe work and valves, feed pumps, switchboard and 
boosters, arc lamps, meters, crane and workshop equipment. See 
“ Official Notices“ to-day. 


Halifax.—The Corporation wants tenders for the supply 
of incandescent lamps. See “Official Notices " August 3rd. 


Hanley.—August 25th. The Electric Light Committee 
is inviting tenders for two Lancashire boilers, fuel economiser, 
smoke chimney exhaust fan, feed-water heater, forced draught 
fittings, eoa] conveyor and bunkers, also various accessorial plaut and 
apparatus for the electricity works.  Specitications, &c., from the 
borough engineer or the Corporation electrical engineer, for 5s. 


Hford.—August 29th. The District Council wants offers 


from firms willing to take up free wiring in the district. See 
“ Official Notices” to-day. 


Leeds.—The Corporation wants tenders for the purchase 
of second-hand machinery, at present in use in connection with the 
electric tramways. See Official Notices” August 3rd. 


London.—August 20th. The Central Electric Supply 
Company wants tenders for boilers and piping, and mechanical 
stokers. See “Official Notices " July 27th. | 


London County Council.—September 22nd. Tenders 
are wanted for boilers, engines, dynamos, &c., at the Horton Estate, 
Epsom, Surrey. See“ Official Notices” August 10th. 


Luton.—September 14th. The Town Council invites 


tenders for watt-hour and demand meters. See Official Notices“ 
August 3rd. 


Madrid.—August 18th. Tenders are invited by the 
Spanish Government, not later than August 18th, for the concession 
of a system of electric tramway lines in Barcelona. Some parti- 
culars may be examined at the commercial department of the 
Foreign Office between 11 a.m. and 5 p.m. 


Manchester.— August 25th. The Tramways Committee 
wants tenders for cast-iron bases for tramway poles. See Official 
Notices " to-day. 


Newcastle-on-Tyne.—August 22nd. The Corporation 
wants tenders for laying five miles of double-line tramway. See 
“ Official Notices” August 3rd. 


Newport (Mon.).—August 22nd. The Guardians want 
tenders for lighting the workhouse. See ‘Official Notices“ 
August 10th. 


Plumstead,—September 19th. The Vestry wants tenders 
for boilers, refuse destructor, stcam fittings, economiser; stcam 
piping, pumps, &c., &c.; steam generators—two 300-1.H.P.; two 
150-1.н.Р.; and one 100-1.н.р.; condensing plant, cooling tower, 
&c.; switchboard; battery; traveller; mains, meters, arc lamps 
and posts, &c. See Official Notices“ August 10th. 


Portsmouth,—September 4th. The Corporation wants 
tenders for the complete equipment of the tramway power station. 
Sce “ Official Notices " August 3rd. 


Rochdale,—August 22nd. The Corporation is inviting 
tenders for the wiring of the Town Hall бее Ofticial Notices ` 
to-day. 

Roumania.— August 24th. Tenders are being invited 
until the 24th inst. by the Roumanian Post and Telegraph 
authorities in Bucharest for the supply of 40 tons of galvanised 
iron wire. 

Salford.—September 3rd. The Corporation wants 
tenders for a lighting switchboard, traction ditto, and balancing 
transformers. Бес Official Notices" August 10th. 


Shipley (Yorks).—August 27th. The Council wants 
tenders for steam and exhaust pipes, battery, switchboard and con- 
nections, and cables for electricity works. Sec “ Official Notices“ 
to-day. 

Spain.—August 24th. Tenders are being invited until 
the 24th inst. for the establishment and working of a telephone 


—————— . ааа 
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exchange in the town of Ciudad Real. Particulars may be obtained 
from, aud tenders are to be sent to, El Gobierno Civil de la Pro- 
vincia de Ciudad Real, Spain. 


Stockport,—August 31st. "The Tramways Committce 
wants tenders for 20 double-deck tramcars with electrical equip- 
ments. See “ Official Notices " July 13th. 


Warrington.—The Corporation wants tenders for electric 
light installations 1n certain buildings. See “Official Notices” 
August 3rd. 


Warsaw. August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty’s Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox., for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, and Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


Whitby.—September 3rd. The Council wants tenders 
for the supply of two water-tube boilers, pumps, condensers, pipes, 
бе. ; two steam dynamos, balancer, and boosters; switchboard and 
connections; battery ; travelling crane; cables, arc lamps, &c. See 
„Official Notices“ August 10th. 


Worthing.— September 3rd. The Corporation wants 
tenders for three 96-K W. steam dynamos, two marine boilers, steam 
aud other piping and condensing plant. manhole covers, аге lamps 
and posts, stoneware casings, cable work, hattery, balancing trans- 
formers and motor-vencrators, economiser, and 5-ton traveller. dee 
“ Official Notices " to-day j 


CLOSED. 


Bermondsey. — The Vestry has accepted an amended 
tender of Messrs Todd & Co., for the erection of dust destructor 
and electric lighting buildings at £12,723. 


Bradford.— The City Council has accepted tenders as 
follows for the extension of the Valley Road Electricity Works :-- 
Messrs. S. Z. de Ferranti, Limited, for the supply and erection of a 
switchboard for a pressure of 500 volts for the sum of £3,069 16s. ; 
Messrs. Babcock & Wilcox, Limited, for mild steel steam and feed 
piping and fittings, £1,069; Messrs. Cole, Marchent & Morley, 
Limited, for two steam engines, £15,141, Messrs. Ernest Newell 
and Co., for coal conveying apparatus and storage hopper, £1,070, 
and for ash conveying apparatus for £415; Messrs. Cole, Marcheut 
and Morley, Limited, for a cooling tower, £2,633; the British 
Westinghouse Electric and Manufacturing Company, Limited, for 
two dynamos of 1,000 kw. capacity each, 49, 108 10s. 


Bradford. — Ас last Tuesday's meeting of the City Council 
the Tramways Committee recommended the acceptance of the tender 
of Messrs. V. Demerbe & Sons, of Belgium, for the supply and 
laying on their system, of the rails required for the proposed 
extensions to Farsley, Thackley, aud Idle, Clayton, and Queensbury, 
and for the relaying of the Manchester Road line. The price is 17s. 
per yard of single track. 


Brookwood Asylum.—Messrs. Shalders & Davis's 


(Southampton) tender of 45, 600 for electric light plant and wiring 
at Brookwood Asylum has been accepted. 


Glasgow.—Port Dundas staton bus 
Messrs. Mechan & Sons have secured this contract. 


Hudderstield.— Messrs. R. W. Blackwell & Co., Limited, 


are to supply the overhead equipment for two miles odd of tramway 
for the Corporation. 


Sutton Coldtield.—Messrs. Mechan & Sons have secured 
the switchboard contract for this electric lighting undertaking, 
dubject to the Board of Trade granting powers. 


Walsall.— The tender of Messrs. Thomas Parker, 
Limited, for supplying two transformers, including the necessary 
switch gear and booster required for the proposed extension of the 
electric main to the Pleck, for the sum of £1,440, has been accepted, 
conditionally. The tender of Messrs. Callender & Co., Limited, for 
laying the electric mains required has been accepted conditionally, 
their schedule of prices being as follows:—Two H.T. feeders, laid 
solid, 13s. 11d. per yard; two 6-core pilot wires, 2s. 9d. per yard 
each; L.T. distributor, }-inch section, 14s. per yard. The town 
clerk had been directed to inform the Local Government Board that 
almost the whole of the £15,000 proposed to be borrowed was for 
this one extension, the other portion being for pilots and feeders in 
other parts of the town. 


bar extension. 


NOTES. 


Sunderland Electric Trams. — The official opening of 
the Sunderland Corporation Electric Tramways took place on 
Wednesday afternoon. Luncheon was served at the Town 
Hall at 1 p.m., and several cars laden with the visitors left 
for a run over the line. 


‘another big scheme is in contemplation. 


The Sydenham Boiler Explosion.— This explosion is 
illustrated by four photographic reproductions in a contem- 
porary, and affords a lesson in the weak part of the locomotive 
type boiler that exploded at the age of seven years. The 
immediate failure concerned the firebox; this apparently 
collapsed and was torn out of the casing. The reaction on 
the ground sent the boiler flying, and apparently left the top 
of the firebox with all its stout and rigid girder stays on thie 
floor, just on the site of the firebox. Considering a firebox, 
say, 40 inches x 30 inches—a by no means large size—the 
area will be 1,200 square inches, and at 150 lbs. pressure 
the load will be 18,000 Ibs. The circumference of this box 
will be 140 inches. If ап inch thick, its cross-section of 
material on the horizontal plane will be 70 inches On each 
square inch of material disposed as a flat column, measuring 
2 inches x } inch, there is thus a load of 130 lbs. If the 
firebox is 4 feet in height, some idea of this load can be 
obtained by placing it on the top of a 4 feet pillar of flat 
iron. Evidently the load is great. The flat roof of a fire- 
box is immensely stiffened by numerous girder stays, and 
this flat roof is slung to the outer casing by sling stays so as 
to safeguard the sides. In the Sydenham boiler these roof 
slings have come away with the firebox crown, and the fire- 
box appears to have crippled and torn away. As roof 
slings usually have slots in their pin holes to allow expansion, 


it is evident they are relied on as standby stays only, and 


that the load of steam is taken by the firebox sides acting as 
a column and transmitting the load to the bottom ring of 
rivets and to the stud stays—these latter very badly placed 
to receive transverse loading, though very effective, no 
doubt, in holding the plates against buckling. But it is this 
buckling stress that is the chief danger, and it is one to 
which least attention is usually paid. Steam users and engi- 
neers-in-charge should look well to this, and should also see 
to it that the roof slings are connected to the girder stays 
and to the casing in a sufficient manner. There appear to 
have been eight sling stays in the Sydenham boiler, which, 
we think, from the illustrations, must have been larger than 
our hypothetical firebox, so that each stay at the assumed 
pressure would carry over 20,000 Ibs. if called on to act. 
There is a tendency to fasten such stays somewhat insecurely 
to the outer case. The fastenings are rivets, and a direct 
pull on the rivets is unlikely, while if pinned to crown ribs 
the ribs are apt to be easily torn away. ‘These crown stays 
ought to be well pinned to thoroughly secured roof ribs, and 
these should be something more than ordinary angle or | 
bars. Insecure fastening of stays has been a common fail- 
ing in boiler making, and at one time gusset stays would be 
attached to paltry single angle irons with nothing better than 
a bit of 4 round iron put through the rivet holes and 
roughly bent by a blow from a hammer in order to prevent 
the pin pulling out. The contrast between the heavy girder 
stays of a locomotive type firebox and its safety or sling 
stays is often ridiculous. 


Electric Power Scheme for the Western High- 
lands.—In view of the successful utilisation of the watershed 
of the Western Highlands for the generating of electric 
power at the Aluminium Works at the Falls of Foyers, says 
the Financial Times, it will cause no surprise to learn that 
The proposal under 
consideration is to trap the waters of Loch Ericht and 
convey them across country for a distance of 20 miles to the 
head of Loch Leven, where a waterfall of 110 feet would be 
obtained, giving a power equivalent to 23,000 m.p. The 
scheme, according to the estimate, will cost 1} millions 
sterling. Another important enterprise on the tapis, is the 
establishment near the chief Scotch coalfields of central 
stations for generating electricity. The scheme, which will 
in due course be put before the public, provides for the 
supplying of electric power and lighting on economical lines, 
and as the large public works in Glasgow and the West of 
Scotland are freely adapting their machinery to electric 
propulsion, aud as those behind the scheme are experts and 
have a good backing, there is every probability of its being 
carried through. Each station would distribute the current 
over a radius of 10 miles, and at less than one-half the 
present cost. 
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Municipal Protit Makiug.—The House of Lords Com- 
ше decided that, in the case of the Rochdale Corporation 
Tramways Bill, there should be no profits: or that any 
profits were to be applied to the reduction of fares. This 
course was pursued largely because the municipality 
contemplated working their liues outside as well as within 
the borough boundary, and clearly profits thus earned could not 
fairly be applied to the help of the borough ratepavers alone. 
This opens up a new phase of municipal trading, and oue 
net, perhaps, quite to the liking of borong} authorities, At 
the same time, we-cannot but feel that it also opens a door 
for grave abuse. Either the tramways will be very badly 
managed, or some profit will accrue. It will go very much 
against. the grain of the boroughs to provide tramway 
facilities for outsiders at a non-profitable fare, and rather 
than reduce fares, there will arise a tendency towards 
favouritism in the disposal of orders for tramway stores. 
The natural tendency in any borough will be to place such 
orders inside the borough. To this more or less legitimate 
desire will be superadded a tendency to the formation of a 
ring to control this supply, and secure orders at such 
enhanced prices beyond ruling rates as will serve to keep 
profits to . while not reducing fares, or what comes to 
mach the same thing, stores will be lavishly used, and 
„епега! slackness will preva. We may even see the manager 
sacked for making a profit, and his successor driven to all 
kinds of stratagems to keep his place. He will not sleep 
ouights fearing the profit bogey may dog his steps. The 
poft bogey at Rochdale may take the time-honoured place 
Ч te traditional “ hoggnrt of Clegg Hall, which has, we 
fear, worn a bit thin in these modern times, But, joking apart, 
we think this phase is really serious; . it shows the folly of 
municipal trading. There are some who may think we are 
hard on borough officials and municipal wrongdoers 
generally, but we would gently hint at the Salford Gas 
Scandal of not long ago, and even suggest a reminiscence 
of the Ratepayers’ Association of Manchester, which discovered 
so very much about 1886, and we do not think municipal 
officials are still other than human. Municipal trading will 
begin a heap of troubles, and it will do immense harm to 
the general industry of the country and put a big check on 
tramway progress, for it will tend greatly to forbid continuous 
aud liberal tramway schemes. | 


Electrical Cure for Tuberculosis, —Renter's Paris 
representative states that at the International Congress of 
Medicine held at Paris, Dr. Labadi, delegate of the medical 
legal society of New York, Dr. Bertheau, of Paris, and Dr. 
Ducamp, of Bordeaux, have reported on a new treatment of 
tabercolosis discovered by а Frenchman—M. Francisque 
(roth. This discovery consists in the direct transmission of 
antiseptics by means of static electricity. The three physicians 
agree in affirming that a high percentage of patients treated 
by this method have been cured. 


British Association.—The usual forecast notices have 
appeared in several London and Bradford newspapers 
regarding the probable papers for the Bradford mecting of 
the B.A. which opens on September 5th. It seems that the 
electrical papers will include one by Sir W. H. Preece on 
“The proposed Liverpool and Manchester Electric High 
Speed Railway; Mr. A. H. Gibbings on “The Design and 
Location of Electric Generating Stations on a Large Scale 
for Supplying Large Districts; Mr. Barker on “A 
Maximum Demand Meter; Mr. J. G. W. Aldridge on 
“The Automobile for Electric Street Traction; “ and Mr. 

J. B. C. Kershaw on “The Comparative Cost of Power 


Generation hy the Steam Engine, Water Turbine, and Gas 
Engine.” 


Арен» Vacant.—The Leith Corporation want œ 
Pup erk for the electricity works offices at £100 per 
ЕТА Nee ч Official Notices to-day. 
а ros is wanted to take charge of the laboratory 
80 "ementary electrical engineering and physical 
1115 5 at the Finsbury Technical College at £100 
5 0 #150) per annum, See “Official Notices” to-day. 


ch 


——— 2 


— р a. 


Steam Traps.—Mr. Geo. T. Pardoe, of. Harrow Road, 
W., writes to Jiyineering as follows :—** I was rather inter- 
ested in the Tunley steam trap,’ illustrated. in your issue of 
July 27th, having had several of almost precisely similar 
design in use in a small electric. lighting station 1 was 
recently in charge of in Italy, and when kept in proper 
repair they worked admirably. The outlet valve in that case 
was single beat, and the Tunley' in that respect: would 
appear to be an improvement. The water inlet in the Italian 
make was part of the main casting of the body, and would, I 
think, be found to be an advantage in some respects, since 
the trap would not operate until a very considerable quantity 
of water had collected, when the trap would discharge it in 
one long blow instead of a number of shorter ones, since the 
discharge valve being small, when the water rises to the lip 
of the float the float sinks suddenly, and the water in the 
case flows over the lip faster than it is blown out, and when 
the float is ultimately cleared its lip rises well above tlie 
water line, thus giving a period of rest to the apparatus, 
together with an increasing force—buoyaney of float — 
holding the valve shut until the water reaches the designed 
height in the receiver. In the form you illustrate I should 
expect that a point of balance would be reached when the 
trap would operate more or less continuously. may remark 
that in the form J had it was essential that a good joint was 
made between the valve stem and the float. One large trap 
gave some trouble by the nut shaking loose, until I had. the 
spindle lightly riveted over after tightly screwing up the nut. 
І then had not the slightest trouble with them." 


Honour to Whom Honour is Due.—The deep impression 
made by the Central London Railway on the excitable minds 


of a section of the daily press is perhaps to some extent 


excusable, having in view the undoubted importance of the 
new undertaking and the instant popularity which it has 
attained. With electrical engineers, however, the case is 
different, What electrician is not acquainted with the City 
and South London Railway ?—the First UNDERGROUND 
ELECTRIC. RatLway—the first built on the Greathead 
system, and equipped to the late Dr. Hopkinson’s designs, 
with electric motive power, as long ago as 1890. Yet more 
than one of the orators at the Electrical Engineers’ Dinner 
on Monday last ignored this wholly British line, which has 
been running successfully for 10 years, as well as the more 
recent Waterloo and City Railway, and the Liverpool Over- 
head Railway, and spoke of the Central London as a “ new 
application“ of electricity! It is indeed a new railway, but 
the application is not new. Again, one speaker described 
the line as the product of a combination of English financiers 
and American engineers. Surely this is а completely mistaken 
view of the matter. | Although, to an electrician, the electrical 
plant is the most interesting and important item, ghe fact 
remains that it is a small matter compared with the immense 
labour and the engineering skill involved in the boring and 
lining of the 13 miles of tunnel. Moreover, while other 
means of propulsion than electricity were available 
(though none so good), it would have been impossible to 
dispense with the tunnels. We cannot speak for the financiers, 
but we do know that the Central London Railway was the 
work of British engineers: the luxurious cars were also 
built by British hands in British factories. The American 
share was confined to the magnificent power plant and line 
equipment, That English engineers could have carried out 
the last-named section is proved by the successful operation 
of the three other railways. Some people, however, are 
always on the lookout to decry their country’s wares, and to 
bestow unmeasured praise abroad. 


Visit of American Institute of Electrical Engi- 
neers,—On Sunday last about 55 members and guests 
(including many ladies) belonging to the British and 
American societies left Paddington at 10.5 a.m. for 
Henley, where electric launches were in waiting. In these 
the party were taken nearly to Shiplake, afterwards returning 
to Henley for lunch at the Red Lion. Karl Russell and 
Mr. С. Н. Stearn joined the excursionists at Henley with 
their steam launches, and took some members of the party 
aboard. 

At lunch, Prof. Perry, who presided, proposed the toasts 
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of * The Queen," and The President of the U.S. A.“; the 
toast of Our Guests" was jointly proposed by Mr. Siemens 
aud Mr. Mark Robinson, and responded to by Mr. Carl 
Hering and Mr. W. J. Hammer. This dual system of 
proposers in series was, as announced from the chair, worked 
out by the President (Prof. Perry), and was tried for the 
first time at this lunch. It is, therefore, presumably the 
subject of provisional protection. We might suggest as an 
improvement that the toast having been duly moved and 
seconded, the motion be put to the vote ! 

After lunch, the launches and lunchers proceeded to 
Maidenhead, partook of tea at the Thames Hotel, and 
returned by special saloon cars to Paddington. Thanks to 
the fine weather, the trip was in every way most enjoyable. 
On Monday morning the Electrical Standards Laboratory of 
the Board of Trade was visited, the party being received by 
Mr. Trotter, Mr. Rennie, and Mr. Crawley ; as an alterna- 
tive, some of the visitors were shown over the G.P.O. 
Telegraph Department by Mr. Gavey. 

In the afternoon a visit was paid to the Central London 
Railway generating station and to the sub-station at Marble 
Arch, under the guidance of Mr. Cuningham and Mr. T. 
Stevens. Afterwards, proceeding by way of Bond Street 
station, which was specially opened for the occasion, the 
party went to the Davies Street station of the Westminster 
Electric Supply Corporation. In the evening a dinner was 
given in honour of the American visitors, which we deal 
with elsewhere. 

On Tuesday an excursion was made to Chatham Dock- 
yard, where the party was received by the Admiral Super- 
intendent (Admiral Holland), and shown over the workshops 
and the first-class battleships Albemarle and Irresistible by 
the Civil Engineer. Next the visitors were taken over the 
electrical section of the School of Military Engineering by 
Major Carr, R.E., and were afterwards entertained at lunch 

by General Sir Thomas Fraser at the R.E. mess. Later on 
they attended a garden party at Lady Fraser's. 

On Wednesday the British and American E.E. proceeded 
to the Paris Congress. | 

Among the principal American guests present at the 
various functions, were:—Mr. Carl Hering (President, 
Amer. I. E. E.), Dr. A. E. Kennelly, and Prof. Crocker (Past 
President, Amer.LE.E.), Mr. E. O. Mailloux, Mr. W. J. 
Hammer, Mr. R. W. Pope (secretary, Amer. I. E. E.), and 
Messrs. H. Ward Leonard, H. D. McVay, J. G. White, 
W. C. Burton, D. Adamson, E. H. Mullin, L. A. Phillips, 
W. D. Brown, J. R. Edwards, B. J. Arnold, I. W. Henry, 
E. G. Bernard, R. O. Heinrich, W. J. Clarke, and R. W. 
Lohmann. 


Electricity at the Dover Harbour Works.—We 
gathgr from the Daily Mail that electricity is now playing 
a leading part in the construction of the national harbour at 
Dover. ‘The contractors have adopted the use of some new 
electrical machines, which have been found to expedite the 
work considerably. Among these machines are electrical 
mixers employed for making the huge 40-ton blocks used in 
the deep-sea work. 


ee nae ese 


LEGAL. 


CHARING Cross AND STRAND ELECTRICITY COMPANY v. JOHNSON 
AND ANOTHER. 

THIs case was in the list for hearing before Mr. Justice Cozens- 
Hardy in the Chancery Division on Thursday last week. Before 
the case was called on, Mr. Eve, Q.C., stated that this was a right of 
Way case, but he could not ask his Lordship to try it on motion. No 
undertaking would be given, and the motion by consent would stand 
until the trial of the action. 


NEW COMPANIES REGISTERED. 


Halifax Room and Power Syndicate, Limited 
(66,792).—This company was registered on July 27th, with 20 
members, each liable for £1 in the event of winding up, to supply 
power by means of steam, water, electricity, gas, oil, or otherwise, 


— 


and to carry on the business of a room and power company, and of 
electrical and general engineers, textile manufacturers, builders, 
contractors, colliery proprietors, &c. The first subscribers (each 
with one share? are :—F. Ward, Elsinore, Halifax, dyer; W. Ward, 
Newstead, Halifax, dyer; W. Boothroyd, Lark Field, Brighouse, 
Yorks., drysalter; G. Tyson, Mayfield, Halifax, contractor; J. H. 
Harrison, Mayfield, Halifax, contractor; W. B. Ogden, 32, Holmes 
Terrace, Pellow, Halifax, clerk ; and H. Marshall, Halifax, solicitor. 
The subscribers are to appoint the first directors. 


Gardner Electric Drill and Hammer Company: 
Limited (66,796).— This company was registered on July 28th, 
with a capital of «£40,000 in £1 shares, to acquire certain inven- 
tions and improvements relating to electric power rock drills and 
electric hammers, and to carry on the business of mine owners, 
mining and mechanical engineers, manufacturers, smelters, refiners, 
assayers, metallurgists, contractors, mineral and ore merchants, &c. 
The first subscribers (cach with one share) are:—H. Clifton, 5, 
Malvern Villas, West End, Aldershot, clerk ; L. Boorer, 35, Farley 
Road, Catford, clerk ; A. E. Tester, 12, Ion Road, Thornton Heath, 
clerk; C. H. Syms, 103, Endelsham Road, Balham, S.W., clerk; 
Miss E. M. Roberts, 20, Alkham Road, Stoke Newington, N.; 
G. Sampson, 38, Gastien Road, Fulham, S.W., clerk; and C. W. 
Garland, 32, Old Jewry, E.C., clerk. The number of directors is not 
to be less than two nor more than five ; the first are F. L. Gardner, 
A. Gaskell, and F. J. Roudebush; remuneration as fixed by the 
company. 


Metropolitan Motor Manufacturing Company, 
Limited (66,800).—This company was registered on July 28th, 
with a capital of £10,000 in £1 shares, to adopt an agreement with A. E. 
Creese, P. Jackson and T. Underwood, for the acquisition of certain 
inventions relating to motor cars, and to carry on the business of 
motor car manufacturers, electricians, mechanical and general 
engineers, machiniste, cycle manufacturers, agents and repairers, &c. 
The first subscribers are:—-A. E. Creese, 58, Myddleton Street, 
Clerkenwell, E.C., engineer, with five shares; T. Underwood, 13, 
Colville Mansions, Talbot Road, Bayswater, W., gentleman, with 
five shares; G. Adams, 17, Philpot Lane, E.C., secretary, with one 
share; F. Jackson, 96, Southampton Row, W.C., gentleman, with 
five shares; A. Johnston, 109, Victoria Street, S.W., civil engineer, 
with five shares; Mrs. K. Underwood, 13, Colville Mansions, Talbot 
Road, Bayswater, W., with five shares; and A. Swinbourn, Mayville, 
Strafford Road, Twickenham, gentleman, with five shares. The 
number of directors is not to be less than three nor more than five. 
The first are A. Johnston, F. Jackson, T. Underwood, and auother to 
be appointed by the subscribers; qualification, £250; remuneration, 
£25 each per annum (£50 for the chairman) and a share in the 
profits. Registered office, 68, Basinghall Street, E.C. 


British Motor Traction Company, Limited (66,833). 
—This company was registered on August 1st, with a capital of 
£1,000,000 in £1 shares (500,000 preference), to adopt agrecments 
(1) with the British Motor Company, Limited, (2) with H. J. Lawson 
and the British Motor Company, Limited, (3) with the British 
Motor Company, Limited, and J. Harris, and (4) with the British 
Motor Traction Company Limited, and S. F. Edge, to manufacture 
and deal in motors, cycles, velocipedes, vehicles, ships, boate, 
launches, flying machines, &c., and to carry on the business of 
mechanical and electrical engineers, &c. The first subscribers (each 
with one share) are: T. T. Bradbury, 138, Gordon Road, Ealing, 
secretary; F. Kirkby, 20, Abchurch Lane, E.C., civil engineer ; 
E. C. Parford, 55, Gurney Street, S.E., clerk; C. E. Osborn, Rens- 
bury, Kiugsfield, Walford, secretary; S. S. Ramskil, Waveney 
House, Ware Road, Herts, solicitor; J. Likeman, 50, Effingham 
Road, Hornsey, salesman ; and H. L. Kohler, Aynho House, Lent- 
hall Road, Dalston, clerk. The number of directors is not to be 
less than three nor more than seven ; the first are to be appoiuted 
by the subscribers; qualification, 500 shares; remuneration, £100 
each per annum, and £20 extra for the chairman. 


British Electric Car Company, Limited (66,840).— 
This company was registered on August 2nd, with a capital of 
£50,000 in £1 shares, to adopt an agreement with A. K. Baylor, and 
to carry on the business of manufacturers of and dealers in rolling 
stock for tramways and light or ordinary railways, manufacturers of 
carriages, motor cars and vehicles and their component parts and 
accessories, &c. The first subscribers (each with one share) are :— 
A. K. Baylor, 18, St. Swithin’s Lane, E.C., electrical engineer ; 
G. J. Jackson, Times Buildings, New York, U.S.A., gentleman ; 
W. M. Murphy, 39, Dame Street, Dublin, civil engineer; A. S. 
Tuffin, 128, Brixton Hill, S. W., clerk; E. Moss, 4, Rockhall Road, 
Cricklewood, N.W., gentleman; E. Beckett, 774, Queen Victoria 
Street, E.C., railway eugineer's representative ; and E. T. Botwright, 
81, Claremont Road, Forest Gate, accountant. The number of 
directors is not to be less than three nor more than five. А. К. 
Baylor is the first chairman ; qualification, £200 ; remuneration as 
fixed by the company. 


Northern Engineering Company, Limited (66,857 ). 
—This company was registered on August 2nd, with a capital of 
£30,000 in £1 shares, to acquire the business carried on at King's 
Cross, Halifax, by the Northern Engineering Company, Limited, to 
adopt an agreement with the said old company, and to carry on the 
business of machine tool makers, steam, gas and oil engine builders, 
electrical aud mechanical engineers, &c. The first subscribers (each 
with one share). are: —H. C. Longsdon, Thorn Croft, Keighley, 
engineer; F. F. Greenroyd, Halifax, manufacturer; E. Fleming, 
22, Highfield Terrace, engineer; S. Hey, Denholme, near 
Bradford, consulting engineer; G. A. Johnson, 43, Emily Street, 
Keighley, machine maker; R. Bailey, Whinborn, Keighley, 
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draughtsman : and W. W. Sunderland, 100, Cark Road, Keighley, 
wool comb maker. The number of directors is not to be less than 
three, nor more than five. The first are H. C. Longsdon, 
W. Partington, and 8. Hey ; qualification, 250 shares; remuneration 
as fixed by the company. 


British Galvanic Metal Packing Company, Limited 
‘4.598 \.—This company was registered in Edinburgh, on July 31st, 
with a capital of £36,000 in £10 shares, to make, sell, and deal in 
all kinds of packings, jointings, dynamo brushes, and articles of 
erery description manufactured from galvanic metal paper. The 
first subscribers (each with one share) are :—W. Christie, 70, Wel- 
lington Street, Glasgow, merchant; J. Lumsden Catts, 87, West 
Regent Street, Glasgow, solicitor; Alfred Born, 19, Krasenstrasse, 
Rerlin, solicitor; Dr. Gustav Tettenborn, 5, Schinkelplatz, Berlin, 
solicitor; Felix Graf von Bredow, 16, Kurfurstendam, Berlin, 
wlicitor; Henry von Baensch, 225, Kurfurstendam, Charlottenberg, 
director; and Carl Endrnweit, 16, Dallrosser Strasse, Berlin, 
director. The number of directors is not to be less than three nor 
more than six; the first are William Christie, Henry von Haensch, 
Felix Count von Bredow, and Alfred Born; remuneration, 6 per 
cent, of the amount declared as dividend. 


Priestman Brothers, Limited (66,920).— This com- 
pany was registered on August 9th, with a capital of £13,000 in £1 
shares, to acquire the business of Priestman Brothers, Limited 
‘incorporated in 1889), and to carry on the business of electrical, 
hydraulic, heat, motive power, water supply and general engineers, 
electricians, founders, motor car, carriage and cycle manufacturers, 
machinists, tool makers, hardwaremen, &c. The first subscribers 
‘each with one share) are:—J. Reckitt, Swanland Manor, Brough, 
Fes Yorkshire, Bart.; G. V. Maxted, Burnett Avenue, Hull, 
engineer: Е. Hanger, Stoneferry, Hull, manufacturer; A. T. 
Watson, Leopold Street, Sheffield, chartered accountant; W. E. 
Pykhouse, 106, Hanover Street, Sheffield, cashier; W. B. Esam, 
Park Street, Sheffield, solicitor; and J. R. Whamond, 3, Crown 
Court, Old Broad Street, E.C., chartered accountant. The number 
of directors is not to be less than two nor more than six; the first 
are Sir James Reckitt, Bart., Isaac Milner, Charles Wardlow, George 
V. Maxted, Edward Hanger and John R. Whamond ; qualification, 
£200. remuneration as fixed by the company. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Telegraph Manufacturing Company, Limited 
58.152). his company’s annual return was filed on July 12th, 
when 20,000 preference and 20,000 ordinary shares were taken up 
cot of a nominal capital of £300,000 in 40,000 preference and 
35000 ordinary shares of £5 each. £5 per share has been called 
ap om 13,400 preference, and 13,400 ordinary shares, resulting in the 
receipt of £134,000. The remaining 6,600 preference, and 6,600 
ominary shares are considered as fully paid. 


(aleutta Electric Supply Corporation, Limited 
50,882) —This company’s annual return was filed on June 8th, 
when 20,000 shares were taken up out of a nominal capital of 
£290,000 in 40,000 shares of £5 each; £5 per share has been called 
єр, resulting in the receipt of £99,980; £20 remains in arrears. 
Notice of increase of capital to £300,000 was filed with the present 
return. 


United River Plate Telephone Company, Limited 
23.654 ).—' This company’s annual return was filed on August 2nd, 
wien 40,000 preference and 58,000 ordinary shares were taken up 
out of a nominal capital of £500,000 in 40,000 preference and 
ordinary shares of £5 each; £6 has been called up on 
each of 16,639 preference and 42,000 ordinary, and £2 on each of 
23,361 preference shares, resulting in the receipt of £326,336 10s. ; 
16,000 ordinary shares are considered as fully paid. 


SUPPLY STATION ACCOUNTS. 


Last year when we dealt with the Halifax 


Halifax Corporation accounts of the electricity depart- 
Corporation ment, we were able to congratulate Mr. H. F. 
Eleetrieity Street, the borough electrical engineer, upon 
Aecounts. having turned a net loss into a surplus, and the 


accounts recently issued, covering 1899, show 
that the surplus has been more than doubled, a most encouraging 
sate of affairs. The anticipated savings in “raw material” have 
‘een rather discounted by the upward market tendency. 


GENERAL STATEMENT. 

1808. 1899. Increase. 
£72,470 £98,218 £20,748 
628,759 1,871,888 ' 742,574 


Total capital expenditure 
Number of units sold 


Number of lamps connected 32,020 45,408 13,383 
Gross revenue £8,957 £16,069 £7,112 
Gross profit l^ da £4,565 29,001 £4,436 
Average price per unit sold 3˙33d. 277d. 56d. 


The present tariff is 5d. per unit for lighting and 23d. for other 
purposes, subject to a discount varying from 5 to 15 per cent., while 
the power supply to the tramways is charged at 2d. per unit. 
Motive power and other purposes apparently only brought in from 
private consumers a little over £30 in 1898, and £105 in 1899. The 
receipts were as follows for sale of energy :— 


1898. 1899. 
Public lighting ... £840 £1,027 
Privete supply ... £5,538 £7,333 (including arrears) 


Tramway supply... £2,332 £7,459 
(279,867 units) (895,024 units) 


From the table it will be seen that the gross revenue from all 
sources has increased by £7,112, and that the gross profit after 
paying engineering and management costs has risen by £4,436. 
The following statement shows how the revenue is made up, and 
indicates that, notwithstanding the large gross increases, the revenue 
per unit has suffered on two items; the receipts per unit for sale of 
energy have fallen by a little over 4d. and the total receipts per 
unit by nearly 4d. :— 


REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy .. £8,710 3°33d. £15,819 2'77а. — 56d. 
Meter renta, éo. 222 08d. 140 соза. — 05d. 
Supply of lamps, fittings, &c. с: а 29 00а. .. 
Sundry fees and rents received 25 ‘Old. 81 ‘Old. 004. 


— — —ñä6ũu— — — — — 


Gross re venue 
The cost sheet is exceptional in showing a reduction against every 
item, the most important economies being effected in “oil, 
waste, &c.," апа “ wages," which taken together amount to over 4d. 
per unit. The reduction of works costs" by Ad. апа of "total 
costs" by nearly $d. must be regarded as exceedingly good, and 
Halifax with “total costs” of under 14d. is a standing example of 
the benefit derived from a traction load. 


Cost oF PRODUCTION. 


1898. 1898. 

: Gross. Per unit. Gross. Per unit. Increase. 
Coal ee oe . £1,449 55d. £3,057 
Oil, waste, water andengine | Р ; 5 

5 507 20d. 596 


. Salaries and wages incurred 


| 
— 961 37d. 1147 20d. 17d 
Repiidings engines, Boller, 247 09d. 369 “064. 03d 
dynamos, &c. | 
Works costs £3,164 1:21d. £5,169 904. — 31d. 
Manegement Б Е 358 14d. 770 14d. — 00d. 
ar - š e š 
rineer, secretary, | 367 14d. 482 -09d. — 054. 
ä | : | 
printing, law charges xi 343 13d. 476 »08d. — 05d. 
Other expenses 159 06d. 169  *08d. — 03d 
Total costs .. £4,391 1:684. £7,068 1:944, — 44d. 


The balance brought down from the revenue account as gross 
profit amounts to £9,001. Interest on mortgage debt and monies 
due to bank, together with sinking fund charges absorb £3,512, 
leaving £5,489 as “profit.” This was then transferred, £2,000 to 


the district fund, and £3,489 to the renewal account. 


PROFIT STATEMENT. 


| 1898. 1899. 
Intereáonleans .. .. 3 .. .. £1,893 £2,702 
Sinking fund for repayments .. .. .. 810 810 
Net profit carried to renewal account 1,862 3,489 
жоон » to credit of general rate T 2,000 
Gross profit 44,565 29,001 


— 


THE accounts of the electricity undertaking 


Bristol of the Bristol Corporation again show a largely 
Corporation increased business. The increase in capital 

' Electricity . expenditure is not quite so much as in the 
Accounts. previous year, but the additional output does 


not fall far short of what it was in 1898. The 
maximum load has, however, fallen according to the published 
figures. In 1899 a special power supply system was commenced on 
a three-wire direct current network at 500 volts on the outers, 


which is restricted to such portions of the city as may be likely to 


develop a good demand for motive power. The private supply is 
still given on the high pressure alternating system, with sub- 
‘stations and a 210-volt three-wire low tension network, while the 


| i 
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public lighting, comprising 308 arc and three incandescents, is—so 
far as the arcs are concerned—worked on the direct current multiple- 
series system at 600 volts. The 600-volt steam dynamos may be 
used e ther for the arc lighting or on the power mains. At the end of 
the year there were 32 motors, aggregating 111 fl. p. connected to the 
mains. The general position of the undertaking 1s shown by the 
following figures :— 
GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure £192,653 £252,588 £59,935 
Number of units sold 1,362,786 1,819,511 449,725 
No of 30-watt lamps connected... 73,630 91,117 17,187 
Maximum load in kw. 1,707 1,676 —31 
(iross revenue " £26,112 £31,857 £5,745 
Gross profit T A £12,631 £18,775 £1,144 
Average price per unit sold 4244. 3.814. — 43d. 


The number of consumers was 1,215, being an increase of 248 
_ during the year under review. The revenue has been affected by 
the reduction of the charges which came into force for private 
supply on October Ist, 1898, and for public lighting at the beginning 
of 1899. 

The charges now are—for private supply, 5d and 23d, and for 
power, 14d. and 14d., while the average price received for private 
supply alone was 4'18d., and for public lighting units, 1 725d. The 


load factor in Bristol is now 12°35 per cent, whereas in the previous , 


year it was only 9-11 per cent. The reduction in rates of charge 
has caused the receipts from sale of energy to fall over jd. 


REVENUE STATEMENT. 


1898. 1799. 
Gross. Per unit. Gross. Per unit. Increase. 


Sale of energy .. — £24,071 4:24d. £28,800 3°81d. — 43d. 


Meter rents, &c. * ee 881 16d. 1,118 15d. — 01d. 

Sales of lamps and old 
material, ental of motors, 
charging batteries, work 
on consumers’ premises, 
and attendance public 
lamps. 

Sundry fees, rents received, | е 
and premiums. | 142 02d. 220 


‚ 1018 18d. 1,719 23d. + 05d. 


034. + 01d. 


Gross revenue .. £26,112 4:604. 431,857 4294. — . 


— — — 


. The costs remain at practically the same figures as in 1898. Ceal 


again shows a slight fall, and this indicates additional economy in 


working as the actual price paid per ton was higher, and it will be 


remembered that also in 1898 the price was some 15 per cent. above. 
1897. The “management salaries" are now debited with the : 


remuneration of some members of the. staff engaged almost wholly 


on “capital work,” and this will swell the accounts of future years. ' 


By eliminating the charges for street lighting, and by crediting 
sundry sales to the various heads included under “repairs,” Mr. 
Faraday Proctor gives the works cost for 1898 and 1899 as 1°56d. 
and 1 50d., and the total costs as 2:21d. and 2°18d. respectively. In 
the figures below all charges appearing in the accounts are taken 
into consideration, and all sales are treated as a source of revenue, 
which undoubtedly they are. 


Cost OF PRODUCTION. 


* 1898. 1899. 
Gross. Per unit, Gross. Per unit. Increase. 

Cod .. .. .. 44,901 86d. £6,231 »83d. — 03d. 
Oil, waste, water and engine Ё 

room stores including баг | 676 12d. 845 11d. — 01d. 

bons, &c., for street lamps. 
ig gio and dece оого 

п generation and distri- z • . е 


public lamps 

Repairs and maintenance 
of buildings, engines} 
boilers, dynamos, &c. 


Works cost 


Sees — —— ee ee 


... £9,798 £12,858 1°70d. — 02d. 
Rent, rates and taxes 


1,362 24d. 1,767 
Management expenses, 
salaries of managing eng 1,477 264. 1,999 
neer, secretary, clerks, &o. 
G ы neral үшү 
arges, stationary and . 
rinting, Jaw charges and 575 10d. 1,187 
insurance. j 
Other expenses, gratuities, 
55 purchase 
of lamps for sale, interest 05 7 
on deposits, electric in- 269 05d. 271 
spector’s salary, &c., and 
special testing. 


—— — —— ——— 


.. 413,481 237d. 418,082 9*40d + 03d. 


Total cost 


The depreciation account now stands at £2,025 and the reserve 
fund at £5,000. Half the sum received as rental of motors has been 
placed to the credit of the depreciation account. As will be scen, 
the conjunction of reduced charges for energy, slightly increased 
costs and augmented interest and sinking fund payments have led 
to only £146 being left over to be carried forward. Although this 
js the smallest surplus for_the last five years, it cannot be said that 


. June, 1899. 


the business is not iu a thoroughly sound condition. In the case of 
a company's undertaking the whole of the £13,775 would be 
reckoned as “profit upon trading," and would, if thought fit, be 
divisible. Too much importance is often paid to net profit and too 
little to the other financial details presented by accounts, 


Prorir STATEMENT. 


18. 8. 1899. 
Interest on loaus es - ie £4,407 46,020 
Sinking fund for repay ments 6,400 7,590 
Net profit carried to depreciation account .. T 912 19 
Nct profit carried to reserve fund gs Ба "t 912 ue 
Net profit carried forward 145 
Gross profit £12,631 £13,775 


CITY NOTES. 


Waterloo and City Railway Company. 


Tun thirteenth half-yearly general meeting of the shareholders of 
the Waterloo and City Railway Company was held on Thursday of 
last week at Waterloo Station, Mr. Wyndham $. Portal (the chair- 
man) presiding. 

The CHAIRMAN, in proposing the adoption of the report, said that 
at the end of last June £589,073 had been expended on capital 
account, and that included £15,416 expended in the half-year under 


review. On construction of way and stations, including engineer- 


ing, the expenditure had amounted to £10,000, and on electrical 
equipment to £4,493. The estimate expenditure on capital for the 
current half-year was £15,000, and then they had another £10,000 
estimated expenditure on capital in subsequent half-years, making 
a total of £25,000, and they hoped that even all that would not be 
required. Butto meet that they had £122,000 available balance 
of borrowing powers. "Turning to the revenue account, they would 
see that during the past half-year the gross receipts, after deducting 
the Government duty, had been £14,069 against £13,000 odd in 
The expenses at 55 per cent. amounted to £7,773 as 
against £6,640 in June, 1899, and the differeuce between the 
receipts and expenditure not being equal to pay the dividend of 
3 per cent., they went to the London and South-Western Railway 
Company under the agreement of March, 1894, and they made up 
the deficiency of £2,375. After providing £359 for general charges, 
they carried £8,385 to the credit of the net revenue account, and 
after providing the interest on the debenture stock and a rent 
charge of £387 paid to the London and South-Western Railway, 
they had a balance available for dividend of £8,165. They pro- 
posed the 3 per cent. dividend, which would absorb £8,100, and 
leave them with a balance of £65 to be carried forward. The number 
of passengers carried during the past six months, exclusive of 
season ticket holders, was 1,868,737, as compared with 1,715,800 
during the half-year ending June, 1899, showing an increase of 
152,912. There had also been a marked increase in the number of 
season ticket holders—911 against 747 in the corresponding half of 
1899. During the same period the traffic receipts were £14,070 as 
against £12,800, an increase of £1,255. Ever since its opening 
the line has shown a satisfactory increase both in passengers and in 
receipts, thus for the half-year ending December, 1898, the 
passengers numbered 1,442,855 and the receipts amounted to 
£10,888, while in the half-year under review the passengers, as he 
had before mentioned, numbered 1,868,737 and the receipts 
totalled 414,070, and they had every confidence in 
believing that that progress would be continued in the 
future. The working company in April last began to run single 
cars of a new pattern during the slack hours in the midday, and that 
had seemed to prove a great success. With the opening of the 
Central London Railway their two lines were brought into close 
contact with each other at the Mansion House, and he hoped that 
the opening of the Central London Railway would be mutually 
advantageous to both companies. It seemed as though the Central 
London Railway was going to be a big success, and on behalf of 
the board and the shareholders of the Waterloo and City Railway 
he offered their hearty congratulations to the proprietors of the 
Central London Railway on the successful completion of their 
undertaking. He was pleased to say that the returns which they 
had daily of the receipts, showed steady progress, and the last 
returns to hand, viz., those of last week, showed a considerable 
increase over any preceding returns. 

The Hon. H. W. CAMPBELL seconded the resolution, which was 
agreed to after a short discussion. 


W. T. Henley's Telegraph Works Company, Limited. 


AN exiraordinary general meeting of the shareholders of this com- 
pany was held on Thursday last week at the Cannon Street Hotel. 
Mr. Sydney Gedge, M.P., presiding, for the purpose of considering, 
and if thought fit, passing resolutions for increasing the capital of 
the company. 

The CHAIRMAN said the reason more capital was required was 
because the business of the company had increased so much as to 
render it absolutely necessary to have more money. He might add 
that there was a possibility of the company obtaining the contract 
for one of the three sections of the Pacific cable, for which the 
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Corernment was inviting tenders. Their estimate would be made 
p оа the morrow, and if the tender of the company should be 
avepted, they would have the happiness of being one of the three 
contractors for the great enterprise, and in that case they would 
aed all the money they could get. They were asking for the 
deer to issue £50,000 in new ordinary shares, and £50,000 in new 
;ference shares of £5 each, and the directors had not yet made up 
vir minds at what price they would offer them to the shareholders, 
ў. Покі the precedent of the issue of new capital, he thought they 
micht take it for granted that the price would give a good return to 
the ordinary shareholders, Assuming that the price would be £10 
mt share, the value on the Stock Exchange being about £13 to £14, 
ux ordinary shareholders would be getting a bonus of £3 or £4, 
wuch was a good inducement for the shareholders to come forward 
snd ist their co-partners in that very thriving concern. The first 
ice, ал far as he could see, would be £25,000 of the £50,000 of the 
enlinary shares, and the same amount of the preference shares. 
un the calculation of them being taken up at £10, it would give to 
‘tr company 550,000 on the ordinary an aud £50,000 on the 
;mrference capital, which they hoped would be all that was necessary, 
siless the company got one of the contracts for the Pacific cable, 
ш which event they would have to issue the remaining shares. 
When they had that additional capital they would be able to carry 
w the company’s work without the restrictions which at present 
ted their hands. The business had steadily increased for several 
vears past, at the least of 100 per cent. every three years. That was 
to æy, the business was 30 per cent. more than it was last year, and 
chat it was doubling itself every three years. They would under 
cand the company could not go on increasing its operations without 
additional capital, which was wanted to pay increased wages and to 
ced new plant, and he trusted the experience of the past would 
teach them to rely upon the directors not to increase the capital 
күп cnless they thought it absolutely necessary. He concluded 
dy soring the following resolutions :— 
| Тым the ordinary share capital of the cov pany be increased from 
DAM to $800,000 by the creation of 10,000 additional: ordinary shares of £5 
och, wah shares to rank in all respecta rari with the existing ordinary 
shares. Except that dividend shall only be ulated and peid in respect of the 
n from Ише to time d up thereon, () That tbe board be and are 
authorised to offer the said 10,000 new ordinary sha es to the holders of 
ng rdinary shares pro raid, according to the number of such shares 
bed ty them respectively, at such dates, at sach price, and on such terms, as 
tee beard sbalil determine, and that the board be and are hereby authorised to 
Ere of any of such new ordinary shares which shall not be applied for in 


apial of 3 be increased from £150,000 to 8200. 000 by the creation 
P 


ш ашы rn and paid in respect of the amount from time to time 
pa ereon. (4) That the board be and are hereby authorised to offer the 
mid ШИ baw preferente shares to the holders of the existing preference 
wars pro raid, according to tbe number of such shaves held by them respec- 
lively, u soch dates, at snch price, and on such terms, as the board shall 
drwfhine and that the board be and are hereby authorised to dispose of an 
11 preference shares which shall not be applied for in accordance wit 
met обет, st such dates, at such price, and on such terms as they s, all think 
most beneficia] to the company, t-ut it is hereby expressly provided that the 
beard shali not at any time issue preference shares to an amount exceeding the 
шеші of ordinary в for the time being issned. 

Тее were unanimously agreed to. | 

Afterwards separate mectings of the ordinary and preference 
tareholders were held, sanctioning the passing of the resolutions, 


vhi were agreed to. 


Blackpool and Fleetwood Tramroad Company. 


Tur report of the directors for the last half-year, to be 
«buiited at the meeting to be held in Fleetwood on 23rd inst., 
fale that, including the sum brought forward, the balance 
rf profit, after providing for debenture interest, is £4,265, 
cx the directors recommend a dividend at the rate of £4 per cent. 
рет annum, which will absorb £3,000, writiug off £101 from the cost 
«f spplication to Parliament for further powers under Act, 1898, 
£169 from preliminary expenses, and a sum of £500 for depreciation, 
laving £495 to be carried forward. The number of passengers 
апей during the half-year was 660,006. The gross receipts were 
10,126. Owing to the fact that the early part of the year was 
tafavonrable tor traffic and the season three weeks later than that of 
1399. the number of passengers carried and the gross earnings are 
‘traidered satisfactory. 


Chili Telephone Company. 


Тик annual meeting of this company, held at Winchester House last 
Fnday, was presided over by Mr. George Keith, who, in moving the 
option of the report, said that they met under better circum- 
Canes than last year, their business in Chili having improved very 
csusiderably. The gross revenue for the усаг had increased 
£51,442, and the total expenses had been reduced by $10,681. The 
ixrease in the expenses was certainly very satisfactory, more 
eperially as the first half of the year had not been favourable 
{гт economical working. Unprecedented storms and inundations 
stich took place in Chili last winter (the English summer), did 
creat damage all over the country. The maintenance of the 
Tarpany's service was made both difficult and expensive. The 
ioresse now shown in the expenses was effected during the second 
tef uf the year, and was accompanied by a large increase of 
enue. The exchange was favourable, the mean rate for the 
u year being 144, and for the past year, 154. With those 
unprovements the income in Chili amounted to £18,180, an increase 
“ethe yearof £4,764. The London expenses and charges remained 

unaltered with the exception of the item in connection 
with the debenture issue. 'The bonds falling due on March 31st 


last year, were renewed on the same terms and conditions for five 
years until March 31st, 1904. The debeuture issue remained 
unaltered at £56,000, and there was no alteration in the interest 
payable. The result of the year's business was that after deducting 
al expenses and charges, aud adding transfer fees, and the 
amount brought forward, there was а credit balance of 
£12,947. 44,000 of that had been placed to reserve, and 
the 4 per cent. dividend would absorb £8,800, £1,003 being 
carried forward. All things considered the result was very satis- 
factory. Much uncertainty existed during the year as to whether 
Chili would issue more paper money and give up the metallic con- 
version of the currency, the suspension of which was brought about 
by the monetary crisis of 1898. That had the effect of keeping 
down the exchange at which the profits of the year were remitted. 
Towards the end of the year the situation improved, as Chili was 
adhering to a sound money policy. The exchange in Chili had 
lately been firm and now stands at 171d., aud the sterling protits are 
now much better than last year. £1,798 had been expended in the 
erection and equipment of new lines. Some considerable altera- 
tions had now become necessary to improve the etficieney of the 
service at Santiago, which would increase their expenditure for 
some time to come. Otherwise the plant was in good order and 
required no exceptional expenditure. A chauge had been made 
during the year iu the management at Chili "The former manager 
resigned, and Mr. Antonio Huneeus, who had acted for them at 
Santiago, had since been their adviser. So far as the present year 
had gone it was showiug very good results. | 

The report was adopted and the dividend resolutions passed. 

Mr. Keith was re-elected a director, and the auditors were also 
re-clected. 


Liverpool Overhead Railway Company. 


Tux half-yearly meeting of this company was held at Liverpool on 
Tuesday, Sir William B. Forwood presiding. 

The CHAIRMAN, in moving the adoption of the report, said he 
believed it would be satisfactory to all the shareholders. The Over- 
head Railway Company had now been in operation for seven years, 
and they had steadily built up their own prosperity, until, he thought, 
they were now upon a permanent basis. They had done a great deal 
for the trade of the port in giving increased facilities for moving 
about the docks and in removing the congestion of the streets. 
Some idea of the work they had done might be gathered from the 
fact that they had carried on the line 58 million passengers, 
and their trains had run nearly five million miles, and that 
without any serious accident. Referring to the reveuue account, 
he said they had earned during the past half-year 438, 124, 
against £36,492 in the corresponding half of last year, being an 
increase of £1,530. Their expenditure had: been £25,113, against 
£24,924, an increase of £189 only. These figures, he thought, would 
be satisfactory. The proportion of expenditure to reveuue was 


61771 per cent., against 64'44 per cent. iu the correspondiug half of : 


last year. They carried forward to net reveuue account £12,909, which, 
with the balance from the previous account, made a total of £17,602 
to be dealt with. The interest on mortgage debentures absorbed 
£3,400, leaving available for dividend £14,402, out of which they 
proposed to pay 5 per ceut. on the preference shares, aud an 
iucreased dividend at the rate of 3 per cent. per annum upon the 
ordinary shares, leaving a balance to carry forward of £4,452, 
against last year's balance of £4,320. He thought he might con- 
gratulate them upon being one of the three railway companies 
of this country able so far to pay an increased dividend in the past 
half-year. "They had carried an increased sum to the reserve 
fund for the renewal of  boilers and machinery at the 
generating station, permanent way, &c. They were anxious 
to build up that fund to a satisfactory point, and had 
now the substantial sum of £16,200 to the credit of it. Their 
expenses had been increased a little by the greater mileage run. 
The increased cost of coal they had not felt owing to their having a 
large contract, but during the present half-year that would tell, as 
they were paying now more than double the price under the old 
contract. He did not think, however, that the high price of coal 
would continue long, as there were now signe of a slump setting in. 
The railway still held the record for punctuality, 97:3 per cent. of 
the trains during the half-year having been run on time. The electric 
tramway system they had taken over had been opened as far as 
Waterloo, and the result wasquite satisfactory, both as regards the local 
traffic and as a feeder for the overhead railway. It would be still 
further extended towards the end of next month. The 
Bill they had had in Parliament had received the Royal 
assent, but they had eliminated from it the power they 
sought to increase the size of the Pierhead Station, as the 
Corporation of Liverpool had opposed that clause. The object was 
to introduce at no distant date a 24 minutes’ service of trains 
between the Pierhead and the north end, which would almost have 
given that part of the system a movable platform, and given great 
facility to the trade of the port. The batteries they were providing 
for the purpose of meeting the wants of the service were now nearly 
complete, and he hoped that next winter the trains would be 
thoroughly well lighted. Their new train would be delivered this 
month, which would enable them to make the journcy from end to 
end of the line in 20 minutes, including stoppages, instead of 35 
minutes as at prescnt. That would be a great boon to traders, and 
also an economy in working. They were also considering proposals 
to work a mineral traffic during the night time, the lines being now 
practically idle for eight hours during the night. If that were done 
it would be to the advantage of the shareholders. 

Mr. JOHN BRANCHER seconded the motion, which was carried 
unanimously, without comment, 
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The CHAIRMAN next moved the payment of a dividend on the 
„ preference shares at the rate of 5 per cent. per annum, and at the 

rate of 3 per cent. per annum on the ordinary shares, for the past 
gix months. 

Mr. BRANCHER seconded, and this was also carried unanimously. 

This was all the business, and the CHarRMAN, in acknowledging a 
vote of thanks to himself and the other directors, said they had in 
Mr. Cottrell,the engineer and manager, an exceedingly valuable 
official, who gave the board great assistance in the working of the 
railway. 


Stock Exchange Notices.—Application has been made 
to the Committee to allow the following to be quoted in the 
Official List: Edmundson's Electricity Corporation, Limited.— 
Further issue of 9,400 ordinary shares of £5 each. The Committee 
has appointed Wednesday, August 29th, a special settling day in 
Babcock & Wilcox, Limited—Further issue of 90,000 ordinary 
shares of £1 each, fully paid, Nos. 440,001 to 530,000, and has also 
granted same an official quotation. 


British Columbia Electrie Railway Company.—A 
meeting of this company was held at 1 and 2, Gt. Winchester 
Street, E.C., on Friday last for the purpose of confirming a resolu- 
tion altering the articles of association. 


Imperial Tramways Company. Limited.— Warrants 
have been posted to shareholders in payment of an interim dividend 
at the rate of 74 per cent. per annum on the ordinary shares for the 
half-vear ended June 30th last. 


Castner-Kellner Alkali Company.—An extraordinary 
general mecting will be held on the 23rd inst. to confirm the reso- 
lution recently passed for the purchase of the Aluminium Com- 
pany’s undertaking. 


Charing Cross and Strand Electricity Supply Cor- 
poration.—The letters of allotment of the new isstie of 30,000 
new preference shares have been posted to the shareholders, 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending August llth, 1900, were £1,904 7s. 7d.; receipts for corresponding 
period, 1899, £2,167 18s. 5d.; aggregate for half-year to date, £7,787 8s. 1d. ; 
aggregate corresponding period of last half-year, £7,981 4a. Od. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending August 10th, 1900, were £4,061 78. id.; corresponding period, 1899, 
£4,489 18. 5d. ; decrease, £427 11s. Od. 


The Central London Railway.—The receipts for the week ending August lith, 
1900, were £5,042; previous week, £4,828; increase, £719. "Total receipts 
(2 weeks), £9,365. Miles open, б. 


The City and South London Railway Company.—The receipts for the week 
ending August 12th, 1900, £1,555; August 13th, 1899, £1,038; increase, £522. 
Total receipts for half-year, 1900, to date, £9,001; corresponding period, 
1899, £5,687; increase, £3,314. Miles open, 1900, 43; 1899, 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Thursday, August 9th, 1900, were £521 9s. 4d.; corresponding 
week last year, £545 10s. 10d.; decrease, £24 1s. 6d. Total to August 9th, 
1900, £12,062 33. 11d. ; corresponding period last year, £11,464 5s. 9d.; in- 
crease, £1,197 18s. 2d. 


The Dover Corporation Tramways.—The receipts for the week ending 
August 116, 1900, were £816 18s. lOld.; August 12th, 1899, £384 бв. 3d. ; 
decrease, £17 бв. 44d. Total receipts to date, 1900, £6,156 Зв. 104d.; corre- 
sponding period, 1899, £5,819 10s. 10d.; increase, £386 13s. Old. Miles of 
track open, 1900, 8;1899, 3. Car miles run, 1900, 5,201; 1899, 4,667. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, August 10th, 1900, were as follows:—D. U. T. Co., horse cars, 
£28 8s. 6d.; ditto, electric cars, £3,729 7s. 5d.; D. S. D. Co., electric cars, 
£999 1s. 6d.; total, £4,756 17s. bd ; corresponding week last year—D. U. T. 
Co., horse cars, £2,274 Зв. 6d.; ditto, electric cars, £1,853 9s. 6d. ; D. S. D. 
Co., electric cars, £1,284 5s. 8d. ; total, £4,911 188. 8d. ; increase, £155 18. 8d. ; 
aggregate to date, £29,344 16s. 4d. ; aggregate to date last year, £27,189 6s. 4d. ; 
increase to date, £2,205 10s. 0d. The mileage worked is 48 miles electrically, 
1 mile by horses, as against 18 miles electrically, 26 miles by horses, for 
the corresponding period last year. 


The Halifax Corporation Tramways.— The receipts for the week ending August 
12th, 1900, were £914; corresponding period, 1899, £896; increase, £28, 
Total receipts to date, 1900, £14,859; corresponding period, 1899, £11,447; 
increase, £3,412. Miles of track open, 1900, 14; 1899, 64. Number of cars, 
1900, 28; 1899, 14. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
August 12th, 1900, were £1,876; corresponding week last year, £2,074; decrease, 
£198. Total traffics from July lst, 1900, 210,375; ditto corresponding period 
1899, £10,067 ; increase, £308. Miles open 6:57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 
ALTHOUGH business in the Stock Exchange is declared each day to 
sink to the very lowest point on record, markets are very hard. 
The sagging away that is the usual concomitant to idle days is 
noticeable only by its absence. A glance at our price lists shows 
how little affected quotations are by the small amount of support 
rendered to the investment departments of the House. Of the 120 
securities whose prices we give, less than 10 exhibit any change, 


except those produced by the supply shares being marked “er 
dividend." The other fluctuations which have occurred are the 
result of not more than a score of bargains. Only in one solitary 
case has the change exceeded 10s., the one exception being a rise 
of £1 in National Telephone first Preference shares, in which tho 
market ie so limited that the appearance of a possible buyer is hailed 
with an immediate advance in the price of the shares. 

In the electrical supply section; the principal interest is at 
present centred upon Metropolitan shares. The Vestry of 
Marylebone has, we understand, gone so far as to actually affix 
its seals to the agreement between itself and the Metropolitan 
Electric Supply Company, whereby part of the company’s under- 
taking is to be acquired by the Vestry. But this agreement is liable 
to be upset by the new Council which comes into office in Maryle- 
bone some three months hence. Until that body ratifios the 
arrangements now made, it is not likely that a move will be decided 
upon by either party, and there the matterremains for the present. 
Whatever the Council may do when it assumes office, it is thought in 
the Stock Exchange that the company is bound to benefit by the 
agrecments already made. 

Notting Hill shares, although nominally unchanged in price, are a 
little duller, a good many of the old shares having been sold since the 
directors decided to make a new issue at £12. The sales have 
obviously been on behalf of shareholders who want the money in 
order to take up their new allotments, no substantial premium 
having во far been established upon these latter. On balance, there 
are more sellers. than buyers in the supply market just now, for 
which the new issues so lately and so lavishly made must also be 
held responsible. As calls upon the lates} emissions become due, so 
do proprietors part with a few of their older shares in order to 
meet the liabilities. This will go on until the new issues are fully 
paid, and we shall probably see a quiet market on this account for 
the next month or six weeks. 

Fortunately the condition of the money market is gradually 
getting into a more healthy state, notwithstanding the large amount 
of money falling due in August upon the myriad of stocks and 
shares which came out during July, and for which the public sub- 
scribed tolerably well. 

Central London shares remain a very good market, and are being 
largely bought for investment purposes. On the other hand, a good 
many stale bulls have seized the opportunity presented by the rise 
to take their profits, and the result has been that the price fluctuates 
pretty frequently within comparatively close limits. The half- 
shares are somewhat neglected, and the price of these is about 4 
under that of the undivided. Waterloo and City stock shows no 
signs of recovering its recent drop of 6 per cent, пог do we see 
much hope for its doing so while the outlook for coal and materinls 
remains so unsettled. In City and South London stock there i: 
nothing doing. | 

Some slight demand has again arisen for the telegraph manufac- 
turing group of shares upon the activity which now prevails in the 
industry. The Ordinary shares of the. Telegraph Manufacturing 
Company are up 10s., and Henley’s have been wanted, the Pre- 
ference more particularly, as they pay a good rate of interest at the 
present price. The electric construction department is very sleepy. 
British Westinghouse Electric Preference are 5; Willans & Robin- 
son Ordinary are steady at 11, the £5 Preferences remaining at O0, 
and the Debenture stock at 106. 

Traction shares are receiving very little attention. British Elec- 
tric Traction new have improved to 14 premium, the old being 143 
middle. After last week's flutter of fear in connection with the 
Central London's competition, the bus companies’ securities have 
quieted down again at reduced quotations. One curious develop-, 
ment that has arisen on account of the new line is a fashion 
amongst members of the Stock Exchange for West End luncheons, 
Instead of going to their usual City haunts, a number of brokers and 
jobbers take the ‘‘Tube ” daily to one of the West-end stations and 
lunch in Oxford Street or Piccadilly. A good idea during the hol 
weather ! . 

The telegraph market shows a 4 loss on the Direct United Stat 
Cable shares, that new German competition being again the bu 
bear, and a rise of the same amount in Eastern Extensio 
" Chinas,” in consequence, are now standing at a sha 
higher than Eastern Telegraph Ordinary. The rest of t 
market is unchanged since the beginning of the 
month. We have already alluded to the rise in 
Telephone first Preference shares. Singularly enough it has be 
accompanied by a drop in the price of the Ordinary, which is do 
Әв. 6d. on the week. This is due to the dealers being full 
shares” as they term it, and no buyers put in an appearance, 
price has been lowered as a protection to the market against fre 
sellers. The new National Telephones, now obtainable at 44, 
the better worth buying if an investor fancies the company’s 
a good inlet for his capital. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Stock cbi ЕР dup ie done 
Preson Dividends f sng mng uring 
— . chro} holasi three years, | Aguet Sih. See 1th. | арип, 
| 1897. 1898. 1899 Highest. | Lowest. 
110,900 | African Direct Telegraph, 4 % Debs. » „ %% |... 99 —103 99 —103 | 
125,000 | Amazon Telegraph 5 Debs., Nos. 1 to 1,250 Red. . | 100]... es | o | 85 — 90 85 — 90 
875,520 | Anglo-American Telegraph ... .. |Stock| З Ф 43 9s. 73/6 | 58 — 61 58 — 61 ха ... "m 
$,062,240 Do. do, 69 Pref.  ..  ..  .. Stock 6 6 % 6 V [1104—1114 1103 1llijxd| 1114 1103 
300540 СИА " ds ride Шш. <a Stock E 18° a а 1 124 = 12 121 12} 
one, Nos БҮ Е 2 ss — — seh г 
10,00,000$| Commercial Cable $100 | 8 $ 895 .. 165 —175 165 —175 n 
15563/0787 Do. do. Sterling 500 ) year 4 4 5 7 Deb. Stock Red. Stock| ... 8 . . 101 —103 101 —103 1014 
6000 5 %, Pref. 10 ho & 10 : W i9 Е 
129,931 | Direct SPARE е » И : y 5 4 4 " 4— 5 4— 6 ae ul 
do. ris Pref. ... zn PN 5 1095 ... T" 9 — 10 9 — 10 
Do. do. ii „ sear. Stet SOOO ae . . 100 —104% 100 —104 9| ... |... 
60,7107 Direct United States Cable ... 20 34% 33% 3 % 111— 118 | 11 — 11 118 113 
111,000 Direct West India Cable, 44 Reg. Deb. ТР .. 100 m .. | 99 —102 99 —102 
кеш Сонари 755 8 NES © - . . Stock 7 95 | 7 96 | 7 95 145 —150 145 —150 1474 145 
Е 3 Pref. Sto ys on — 100 a .. | 96 — 99 96 — 99 
1, Ро. Mort. Deb. Stock Red. «dis ... Stock 4 ie . . 111 —116 111 —116 1144 — 
250,000 | Eastern Extension, 1 and China Telegraph ... 107 7 7 Y | 144— 15 141— 151 154 142 
{ Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. ann.] 100 5 % e __ 
drgs., reg. 1—1 ‚049, 3,976—4, 326 
до. Веагег, 1,050—3,975, 4,327—6,400 100 5 % . VEL 
De 4 % Deb. Stock ... y ... Stock 4 95 110 —115 110 —115 xd | 
{еги and South African Telegraph, 4 % Mort. Deb. n А 
5 a 100 99 —102 | 99 —102 xd! 99 
Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,0. 000 | 25] ... T .. 100 —103% 100 —103 )) s 
lobe eee ал * 10 se 54% | 54% 114— 113 | 11 —114 118 | 11% 
о. 6 Pref. TT eu ..| 10/6 6 . . | 15 — 153 | 14$— 154 158 | 15 
Great Northern Telegraph, of Copenhagen T 10 |10 9$ 124 31 — 33 31 — 33 32 qu 
à Halifax and Bermuda Cable, 44 lst Mort. Debs., 
86300 within Nos. 1 to 1,200, Red. | 100; .. | .. |... | 98—101 | 98 —101 
17,900 | Indo-European Telegraph 25 10 % 10 95 1095/52 — 56 52 — 56 i T 
100,000 % London Platino-Brazilian Telegraph, 6 % Debs. ... 1100 16% |... | ... 105 —108 |105 —108 | ... * 
72,680 Montevideo Telephone, Limited, Ord., Nos. 1 to 72,680 . T xa РЯ iss i—^ 4 1i— 4 88 
86,492 Do. do. do. 5% Pref, ‚ Nos. 1 to 86,492 1145 47 22 1— 1 i— 1 i SP 
490,000 | National Telephone, : to 490,000  ... 56 65 [5 44— 5 49— 4i 4i 48 
15,000 | Do. % Cum. 1st Pref. 10 | 6 6 6 | 12 — 14 13 — 15 sas T 
o | Do. eee 2nd Pref. ... | 10|6 & 6 e 6 | 12 — 14 |12 — 14 xd 134 133 
—— | Do. Non-cum. 3rd Pref., 1 to 250,000 | 5 5 $ 5% 69 | 4j— 53 | 4j— 5zxd Б] 4U 
000,000 Do. % Deb. Stock Red. à Stock 34 34% | 34% | 97 —100 97 —100 99 99 
171,504 | Oriental Telephone 420 8,06 Nos. 1 to 171,504, fully paid 115 5 95 5. % — 13 í— 14 5: sis 
100,0007 дал уш and European Tel., 4 % Guar. Debs., 1 to 1,000 ... | 100 | 4 @ P . |100 —103 100 —103 ў 
1839 Reuters .. 8542.5 | e "ESAE Does] 
3381 | Submarine Caples True .. [Cert]... |... |... 195 —130 125 —130 125 | 
58,000 | United River Plate Telephone v d EP 5 5 „ 6 „ | 7 95 | 4t— 5i 42— 54 MN 
16,639 Do. do. 5 95 Cum. pref. Nos. 1—16,639 DO uu wl ..|5-— 51 5 — 54 i ji 
179.947 Do. do. 5% Debs. . Stock 104 —107 104 —107 | .. | 
300007 West African Telegraph, 5 % Debs.. TEL 98 —101 | 98 —101 "M 
2008 | West Coast of America, Nos. 1—30,000 and 53,001—53, 008 | 24 | cut 4 jec f 
150,000 | Do, do. 4% Debs., 1—1, 500 gua. by Braz. Sub. Tel. | 100 | 99 —102 99 —102 
$83,731 | Western and Brazilian Telegraph 4 % Deb. Stock Red. Stock ... s E ENN kis si 
207,930 | Western Telegraph, Ltd., Nos. 1—207,930 . ; 44% 401795 17 96 | 144— 153 | 149—154 xd) 15,4, 15 
75,000 | Do. do. 5 ' Debs. 2nd series, 1906 — 200 |o nota A. cats 103 —106 103 —106 | и? 
88321 West India and Panama 1 „| 10| 1% 2 3 & i£ = 
34,563 | Do. do. do. Cum. 1st Pref. 10 | 6 e . | Oh 74 64— 73 
4669; Do. do.  ' do. ó Cum. 2nd Pref... | 10|6 on га 6— 7 | 6— 7 | 
800001) Do. do. do. 5 95 Debs., Nos. 1 to 1,800 | 100 | 5 102 —105 |102 —105 L 
ELECTRICITY SUPPLY COMPANIES. 
12005 Bronipton & Kensington Elec. Lt. Sap, On 201403876 | iH 6 % 6 * m A = 3 r | 
um i. a — — F шы ' 
60500 ш Cross and Strand Electricity Supply  . 5 77 8 7 9 95 | %— 10$ | 9— 10 ; 
20,000 do. do. do. - 44% Cum. Pref. 5 | т n TAE — 52 5— bh ' .. ü 
34,000 t Chelsea Electricity Supply, Ord. 516 6 „ 6%: 6$— 74 | 6à— 74 | .. - 
150,000 Do. do. do. 9% Deb. Stock Red. ‚Боск 44 „ „ [108—111 108 —111 |. |... 
60,000 City LE Lon DE Lighting, Ord. 40,001—100,000.. 10 10 6 & | 4 96 | 8— 9 74— 84 | 873 73 
40,000 | Cum. Pref., 1 to 40,000 . 10 6 6 . 12 — 13 12 — 13 123 | 123 
| 
Do. 5% Deb. Stock, Scrip. (iss. at £115) all paid e 5 .. ' .. 193—128 |123 —128 125 m 
40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. i—40,000 | 10 | nil | nil 495 84— 94 | 84— 9% 93 8H 
30,000 : 0 do. 6 % Pref, 40,001 —60,000 | 1016 95 6 9; ... |11à— 123 11 —12 111 
200,000 : Do. 44 95 Deb. Stock, Prov. Certs (all paid) Rd TE AUR Me | а 107 —110 107 —110 109 
26,100 | Edmundeon’s Elec. Corp., Ord. Shares 55 % 7x | а 5 | 4— 5 NE 
75,000 | Do. do. 44 Ф 1st Mort. Deb. Stock. ... 100 | .. 2n | .. |99 —102 99 —102 ... 
119,000 London Electric Supply Corporation, Limited, Or. 3 a ae 1— 14 | 1— 14 S 
49,840: Do. do. do. 6%Pref.| 5 EET . | 4— 4 | 4— 4 4} 
25000 Do. do do. 495 1st Mt. Db. Stock Rd. |Stock |o |... | 98 —100 | 98 —100 ME 
ны aa у А-Ы AEE Oe OR MUS ee | Hae 
. enture zd M AR — — Aa zs 
220,000 | Do. 34% Mort. Deb. Stock Red. ... Stock’ .. |... . 96 — 98 96 — 98 98 | 96 
6452, Notting Hill Electric Lighting e | 101695 6 7 153— 164 | 15 — 16 "m 
40,000 : St. James's and Pall Mall Electric Light, Ord. . 5 14496 144% 144 14 — 15 14 — 15 ха ... 
30000; По. до. 7 % Pref., 20,081 to 40,080 | 517% 7 "e 8— 9 | 8— Qxd 84 
13,000 | Smithfield Market Elect. Supply, | Ord. ... UE race 2 — 21 | 2— 21 
50000 | Do. do. Deb. es | 100 E 85 — 95 85 — 95 хі ... 

65,000 | South London Electricity — d. А sus 5 ^ — 4 38 — 4 37800 
| Westminster Electric Supply, Ord., 101 to 80,000.. ни 5 12 Ф 12 71 13 * — 13 12 — 13 124 129 
* Sabject to Founders Shares. tati Li 1 Stock Exch 
` 1 Unless otherwise stated all shares аге fally paid. | | Dividends p aid in deleted ion warrante, pro тоби being Used aa capital. 

Dividends marked § are for à year consisting of the latter p art of one year and the fitet part of the next, 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


nt Dividends for : 
ia NAME. Share. the last three years. quotation 
t | 1897. | 1808. . 189. 
65,000 | Aluminium shares, Nos. 1—65,000  ... 84 aoe 1 | 10 %| 20 / 2i— 3% 21— 33 
90,000 Do. 44 96 ist Mort. Deb. Stock Red. v ... Stock tek . . | 96 —101 96 —101 
30,000 | British Electric Traction - M is D v 6 | ... |14 — 15 14 — 15 
50,000 Do. do. 6 % Cum. Pref. „ ROW ы 85 .. | 12 — 13 12 — 13 
200,000 Do. do. 5 % Perpetual Debenture Stock ... Stock 95 .. 123 —126 123 —126 
85,0001 {British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... j ... M күз 3— 3 — | 
50,000 1 Do do. 6 % Cum. Pref., 1—50,000 „ “a s ite і 14— Hu 
500 if Do. do. 41 96 1st Mort. Deb. .. ... | 100 97 — 99 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 id m b 15 9% 15 5 % 20 0 % 114— 124 | 114— 124xd 
27,500 Do. do. 6 % Cum. Pref. Nos. 1to 27,000 . : 51— 6} 53— біхе 
90,000 Brush Elecl. Enging., Ord., 1 to 90,000  .. : IE “з 1g— 13 16— 1i 
90,000 Do. do. ' ec 6 % Pref., 1 to 90,000 cae 6 T 21— 23 2 — 9i 
125, 000“ Do. do. . Deb. Stock a T" . . {108 —113 [108—113 
50,000 Do. do. P Deb. Stock Red .. - Stock Ке . . {101 —103 101 —103 
20,000 | Callender's Cable Construction shares, Nos. 1—20,000 "A H 124% 15 5 Ф 15 5 % 13 — 14 13 — 14 
20,000 Do. do. 5 V Cum. Pref. е xi | | 51— 52 51— 52 
90, 000 Do. do. 44 % 1st Mort. Deb. Stock F Red ... 18 En 60 855 .. {110 —114 110 —114 
213,533 | Central London Railway, Ord. Shares га we | 10| .. ade . . | 10 — 104 | 10 — 104 
61,033 Do. do. Pref. half-shares .. sis vus 5| .. eo T 5 — 5 5 — bi 
71,447 Do. do. Def. do. К e 55 5 s Mes 5 — bł 5 — 5} 
855,000 | City and South London Railway  . . . Stock 11%] 237 17%] 56 — 59 | 55 — 58 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 .. ..] 10| ... s РУ 6 — 7 5 — 6 
32,098 | Crompton & Co., Nos. 4^ BL eA d 9 NM TE 3| ... | 6% 1%] 3$— 4 32— . 4} 
Do. 5 о o 
100, 000 £100, and 901 to 11,000 of £50 red in Те m" *. | 99 —102 99 —102 
99,961 | Edison & Swan Utd. El. Let., “ A” shares, £3 pd. 1 to 99,261 5 6 6 Y 6 2 — 24 14— 2} 
17,139 Do. do. do. “А” Shares, 01—017,139 ... 5| 6 69% 6 34— 44 31— 44 
344,023 Do. do. do. 4% Deb. Stock Red ^ ... 100 91 — 93 91 — 93 
112,100 | Electric Construction, 1 to 112,100 ... : nd 26 & 6 6 7 1j— 23 li— 23 
25, 000 Do. do. И Cum. Pref., 1 to 25,000.. "T 2 7 7 є 24— 3 28— 31 xd 
140,300 Do. do. Perp. 1st Mort. Deb. Stock ... Stock e. | o. [109 —105 [102 —105 
9,600/| Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 ... . | 101 7 7 7 10 — 11 10 — 11 
30,000 | Henley's (W. 15 Telegraph Works, Ord. ... es bes 5 | 12 14 ‘ 15 13 — 14 13 — 14 
30,000 Do. do. 44 Y Pref. ... 5| 7 7 51— 52 5 — 54 
50,000 Do. d do. 44 Mort. Deb. Stock... Stock 44 Я: 110 —114 110 —114 
50,000 | India-Rubber, Gutta-Percha and Telegraph Toe 5 10 | 10° 10 € 91 — 22 ду — 22 
300,000 Do. do. do. 4 Y 1st Mort. Deb... 100 | .. , 101 —104 |101 —104 
37,500 Liverpool Overhead Railway, Ord. Ee ..| 10| 34 31 3 9,5 | 8H— 94 
10,000 if Do. do. Pref., £10 paid ids ..| 10| 5% 5 5 131— 134 | 13 — 133 
37,350 | Telegraph Pon and Maintenance ... — 12 15 15 15 35 — 39 35 — 39xd | 362 
150,000 Do. 4 % Deb. Ваз. Nos. 1 to 1,500 Red. 1909 100 101 — 104 101 —104 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 5|. 8 [4 12 9% 10 — 11 104— 114 
20,000 Do. do. 5 Y Cm. Prf. Nos. 1 to 20,000 5| .. iss 54— 52 51— 5} 
540,0001 Waterloo and City Railway, PIE Stock  ... .. | 100 |... 3% 3 q. 90 — 93 89 — 92 xd 
` + Quotations on Liverpool Stook Exchange. 1 Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


Birmingham Electric Supply, Ordinary £5 (fully paid) 8—10. кешш ы and Enighisbridee Electric Lighti Ordinary Bhares £5 (fully 

Brompton and Kensington Tal % Debentures of £100, 104—107. ference Cumulative 6 6 £5 (fully paid), 7—74. De 

Nationa] Electric Free E iri 2140 paid, #—4. се 103.106. Dividend, 1809, on Ordinary Shares 11 %. 

олаш аеру snd ee eotric (£10 err ern NUN *T. Parker, £10 (fully paid), 17%. 
e о. U 


ee ваьда share Lii, Bank rate of discount 4 ber cent. (July 19th. 1900). 
eee QUOTATIONS, Wednesday, August 15th. 

CHEMICALS, &c. | This week. Last week. Ine. or Dec. METALS, &o, (continued.) | This week. | Last week. Ino. or Dec. 
a ee а cea — | —— 
a Acid, id fe aaa 3 .. рег сті. 6/- . BJ- | g Copper Sheet е na ee per ton £86 #85 
a „ Nitri T +. per owt. | 22/- 2 / g .. per ton £86 £85 
a „ Oxalic We s S per ot. 82/. 82J- € p (Electrolytic) Bars per ton) £83 10 £82 1 
a „ Вшрһогіс.. T .. per сиё. 5/6 5/6 e yi i Sheets per ton 492 £90 
a Ammoniac, Bal. per owt., 80/- 89/- e „ » Rod .. perton| 485 10 £84 
: Ammonia, Muriate (crystal) . per ton £88 £38 e n " H.C. Wire per lb. 1 y ra 

е ee £20 £20 | J Ebonite Rod. per Ib. /- 
a Bleaching powder .. per ton £7 £1 | f. Bhet  . rib bj- Б/- 
а Bisulphide of Серо. .. per ton 415 £15 | * German Silver Wire per lb 1/6 1/6 
a Borax Я vi r ton | #11 #11 | h Gutta-percha fine . 1 
а Bensole (90 T. s .. per gal. 4/- UE | x h India-rubber, Para fine per Ib. |8/114 to 4/23; 8/104 to 4 
a " (60 Му. i m .. per gal. | 5/6 5/6 i Iron, Charcoal Sheets .. per ton 
a Copper Sulphate .. perton #9510 £25 10 4 „ Pig (Cleveland warrants) .. per ton 71/6 69/6 
a Lead, te per ton 25 i „ . acoording to size per ton From £11 | From £11 
а „ White Sugar per ton i „ Зогар, .. per ton 70/- to 72/6 | 70/- to 72/6 
s nh 3 is е .. рег won ss еэ i „ Wire, galvanised No.8 .. per ton| . an 1235 Pr ^ 
а yla piri T .. per gal. / to 12 6 to 
в Naphtha, Solvent (90% at 160°C). per gal. 56 5/6 : Lead, English Ingos — .. .. per ton. 14 17 6 £17 17 6 
a Potash, Bichromate, in casks.. per 10. в rn) » Sheet ‘<a .. рег ton ; 
a „ Caastic (15/80%) .. per ton £ 4 Manganin Wire No.98 .. .. per lb. ; / 8/- 
6 „ Bisulphate " .. per ton £85 £35 g Mercury per bot. £910 | £910 
a Bhellaó T .. per owt. 88 / 68 / d Mica (in original cases), small . per lb. | 8d. to 9d. | Bd. to 9d. 
e Bulphate of Magnesia per ton £4 10 24 10 a 7А „ medium per Ib. 1/9 to 9/9 1/9 to 2/9. 
a Sulphur, Sublimed Flowers . per ton £6 £6 d large. perlb.| 3/8to7/8 | 3/3 to 7/8 
" š 7 red .. . per ton £5 10 £5 10 as p Phosphor Bronze plain in castings per lb. | 1/1 to 1/4 1/1 to 1 
.. per ton £5 £5 әй | P a rolled bars & per 1b. сое 1/1 to 1 
š Soda, басш f white 10 %) .. per ton £10 15 £10 15 $5 ' p КЕ жирге per lb. 1/8 | m 1/3 
а „ Crystals .. perton £8 £8 .. | Platinum per oz. £83186 , 28 13 
a v» Bichromate, casks... per lb. 9а. 8M. ea p Silicon Bronze Wire per Ib. | 1034. to 1/1; 103d. to 
‘ 1 Steel, Magnet, aco ir dans todeso' pn п per ton| From £15 to £40 
4 90 99 in bars £58 ' £58 
METALS, &c. o Тіп, bon... .. per ton [16 9| | $147 | 
d Aluminium Wire, in ton lots.. per ton £224 2994 а 9 „ foil " vá .. per lb. 27 27 
b Sheet, in ton lots per ton 101 £191 а. n „ wire Nos. 1 to 18 per Ib. 1/9 1/9 : 
p Babbitt’s Hetal ingot £80 to E150 £80 to 150 s p White Anti- friction Metals — 
c Brass (rolled metal 7 to 19") basis ана 15. 7. | 1. ^ ' White Ant” brand per ton| £40 to £70 |: £40 to £70 
c „ Tube (brazed) per lb. 10d. 10d. es j dei: Cotton in le 101b bal’ per lb. 7 
Ey » (solid drawn) per lb $ d | ЕЕ Best lea . per lb d. 
E. 8 T per lb é | J 4, Hemp8 Tis 10 Ibe. а rib 
: Copper Tubes (brazed r lb 1144. 1134 ME » „ Russian, "i Ibs. per lb. 5 
(solid drawn) .. per Ib 11а. 11а. od 1 Jute, 180 lbs. rov per ton 14 14 
а Соррег Bars 9 selected) .. рег ton £86 £85 20s. inc. k Zino, Sh't. "Vielle Montagda ond. ) per ton] £24 5 nett. | £24 6 nett. 


a Messrs. G. Boor & Co. J Indis-Rubber, G.-P. and Teleg. Works k Messrs. Morris Ashby, Limited. 

b The British Aluminium Co., Ltd. Mesars. James & “{ m Messrs. W. T. Glover & Co., Ltd. 
aed by e Messrs. Thos. Bolton & Sons. phate a Messrs. Jackson & Till. biter gr n Messrs. P. Ormiston & Sons. 

d Messrs. F. W 4 114 Bolling & Lowe. supplied by | „ Messrs. Johnson, ор, Matthey & Co., L 

e Mesers. Smith & Co. j Messrs. Henry О. Yeo & Co. 


о The Phosphor Bronze Company, 


„.... — —ñ——— "nr ——— nmáXÀna la n—!/um—á——G'—QIÀ—InÓ——nnu D 
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NSTITUTION OF ELECTRICAL ENGINEERS. 


ALTERNATING CURRENT INDUCTION MOTORS. 
By A. C. ERORBALL, Associate. 
(Paper read May 17th, 1900.) 


(Concluded from page 237.) 


Perfermance—The Heyland motors standardised for circuits of 
40, 60, and 60 cycles are designed in three ways, as follows :— 

(a) To start without load. Under these circumstances the 
arting current does not exceed four-fifths of the full-load running 
current. 

0) To start with two-thirds of the full - load torque. Under these 
circumstances the starting current does not exceed 14 times the full- 
load running current. 

(e) To start with full load torque. Under these circumstances 
the starting current does not exceed twice the full load running 
current. д 


p Eu 
pere 


Starting Torque in Pound-feet 
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Design (a) has been evolved in order to conform to the ideas of 
many station engineers in this country. Design (c) represents the 
somal winding, while design (b) is frequently asked for. The 
sarting torque with the standard stampings is determined purely by 
the number of turns of the starting coils and the permissible current. 

torque can be arranged to have a value equal to two or three 
times the full load running torque, if enough current is given to the 
— coils, the limiting value occurring at the saturation point of 


uum. 

Figs. 11 and 12 illustrate the starting performance of two motors 
бейді to fulfil conditions (b) and (c) respectively, while fig. 13 
ilwámies the running performance of the motor whose starting 
curve is given by fig. 11. All these curves represent the results of 
actual brake tests, and many motors built have given better results 
than indicated here. 
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The [vé Load Gurrant of the Motor is 4$ Ampute 

Fic. 12, 


Particular attention is given in all the designs to the overload 
capacity of the motor, and all motors are guaranteed to stand a 25 
pez cent. overload for one hour. The small overload capacity (vary- 
ing from 0 to 10 per cent.) found with the alternating current motors 


hitherto used* has been one of their worst features, as for moat 
work it is impossible to fix the amount of power required so exactly 
as this, with the result that the motors installed are invariably toe 
large and costly for the work they have to do. This reacts on con- 
sumer and supply company alike: the former has to pay for a larger 
motor than he wants, which will be working on the average at low 
efficiency, while the latter most of the time is supplying an under- 
loaded motor, having a low power-factor. 

The results obtained with the Heyland motors for circuits of 80 
and 100 cycles are not quite so good as those given above, with 
regard to starting torque. That is to say, these high frequency 
motors as built up to the present take a relatively greater current 


for а given value of starting torque, the values being—(«) when 
starting without load current is equal to the full-load current; 
(b) starting with half the full-load torque the current is 14 times the 
full-load current; (c) starting with full-load torque the current 
consumption is 24 to 3 times the full-load current. The increased 
values of current consumption are, of course, due to the larger 
number of poles necessary to bring the speed to a reasonable figure ; 
particularly in small motors the number of poles has a very great 
effect on the amount of magnetic leakage with а given design. 

As, however, the Heyland motors are not yet fully standardised 
for 80 and 100 cycles, the designers hope to effect considerable 
improvements within the next few months in the direction. of 
reducing the current for a given value of starting torque. 

Before leaving the subject of these motors the author would like 
io draw attention to an exceedingly neat method Mr. Heyland has 
devised for regulating the speed of induction motors, single and 


y phase. 

As is well known, there are two principal ways of altering the 
speed of such motors, the supply frequency being constant. The 
first is by rheostatic control, a non-inductive regulating resistance 
being in circuit with the rotor windings, while the stator windings 
are connected directly to the mains; the second is by altering the 
number of stator poles by means of a suitable controller,together with 


Fic. 14. 


those of the rotor, unless the latter is of the '' squirrel cage " type. 
Here the motor is wound for the maximum number of poles, and 
when it becomes necessary to pass from a greater to a less pole 
number, in order to get increased speed, the windings on some of 
the poles are reversed, thus producing fewer poles, which are in con- 
sequence much broader. For instance, in order to double 
the speed, half the poles have their windings reversed, the 
stator having now half the number of poles, each of double 
the former breadth. While rheostatic control is simple and 
easy to use, it has the great objection of being very uneconomical. 
The waste of energy brought about by its use is entirely analogous 
to that found with shunt-wound direct current motors, with con- 
stant field excitation and a regulating resistance in the armature. 
The case of the induction motor is really more unfavourable, because 
it has been found by experience that the motor has to be rated very 
liberally, in order to get the necessary power. 

On the other hand, the method of altering the number of motor 
poles has two serious disadvantages. Firstly, the reduction of the 
number of poles causes an unfavourable distribution of the magnetic 


* The author would here like to make an exception in favour of 
the Wenstróm motor, whose overload capacity (as found with 
examples tested by him) is everything that can be desired. 

+ The method of “tandem parallel control" for two motors while 
excellent theoretically, is hardly likely to come into commercial 
use at present, on account of the great complication involved, and 
because of the bad conditions under which the motors have to 
work. К 
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flux, a large increase of magnetic leakage and a loss of winding 
space. This is of course owing to the fact that after the reversal of 
the appropriate coils the currents flowing down one side of these 
coils are neutralised by the currents in the adjacent side of the 
unreversed coils, as will be readily seen from fig. 14 illustrating the 
single-phase case. 

Secondly, unless the motor has a squirrel cage rotor, the rotor 
circuits become very complicated; the polarity of the rotor wind- 


out the stator winding for the last case actually employed is illus- 
trated in fig. 18. 

For polyphase motors exactly the same winding arrangements 
are used, applied, of course, to each phase. For these motors, if 
more than one change of speed is desired, the controllers get some- 
what expensive, and it is, therefore, better on the whole in such 
cases to combine the method witb rheostatic (rotor) control, the 
rheostat being used for the intermediate speeds only. 


Fia. 15. 


ings has to be changed each time in accordance with the stator 
polarity, which means that a large numberof slip-rings have to be 
used, in order that this may be done. 

Mr. Heyland's method consists of certain winding arrangements 
which, when it is desired to change the number of poles, render any 
reversal of the rotor windings superfluous, and to a large extent 
ае the drawbacks stated above in the reversal of the stator 
coils. 

The method of winding the stator as applied to single-phase 
motors is illustrated in figs. 15, 16, 17, and 18, the last figure show- 
ing how the stator coils are wound in practice. In all cases the 
winding is carried out for the smaller number of poles, and divided 
into sections, one or more of these sections being reversed to obtain 


Fig. 18. 


a greater number of poles. Thus, for instance, in fig. 15 the stator 
being wound initially for two poles, by reversing one of the sections 
of the winding a four-pole stator results, as indicated, and it will be 
seen at a glance that there is no neutralising action between 
adjacent conductors, and that the distribution of magnetic flux in 
the air-gap will be perfectly good. Fig. 16 shows the arrangement 
for a four-pole to eight-pole stator, and fig. 17 that for a six-pole to 
12-pole, to which the same remarks apply. The manner of carrying 


FIG. 19. 


‘change-over. 


Fic. 17. 


For small motors haviug squirrel-cage rotors, no modification of 
the rotor winding is needed ; but where wound rotors are employed 
the general method of rotor winding is illustrated in fig. 19, which 
illustrates the single-phase case for simplicity. The general 
principle is to so arrange the windings of each phase that they are 
formed of a number of sections in parallel; with a certain number 
of poles, the E.M.F. of one section will neutralise that of another 
section in parallel to it, and a current will flow through the sections 
only when they are externally short-circuited; on the other hand, 
with double the number of poles, the external short-circuit is super- 
fluous. Thus consider fig. 19, representing (diagrammatically) the 
winding for one phase of the rotor for a two-pole—four-pole stator. 
Each phase has two sections, permanently short-circuited one on the 

other. At starting, the stator switch is put 

over to the four-pole position, and e 

slip-rings gradually closed through the start- 

ing resistance. So long as the slip-rings 
arc open, no currents flow in the rotor wind- 
ings, as the induced E.M.F. has the same 
value in each section, and the two E. M. Fs. 
neutralise one another, on account of the four 
stator poles. But the rotor currents circulate 
as soon as the rings are connected through 
ihe resistance; this latter is gradually cut 
out in the usual way as the motor comes up 
to.speed. In changing over now to the two- 
pole position (if the higher speed is required) 
the slip-rings are not wanted, as the two 

sections are now. in series, with the E. M. F. 

in the same direction, and во the rotor 

currents can circulate independently of the 
external short-circuit. 

The same general arrangement is used for 
motors to run at more than two 
Here the rotor windings (per phase) can 

. have more than two sections, these sections 
being wound partly to overlap one another, 
` while still being in parallel so that the 
various E. M. Fs. partly neutralise one 
another, and partly add themselves together. 

With this arrangement the same rotor 

winding can be effectively used with a stator 

having several different arrangements of 
the poles—that is, for a motor running at 
several distinct speeds. 

For induction motors having rotors with 
star-connected three-phase windings, which 
is the practical case, only three slip-rings are 
required, the (second) common junction being 
at the three slip-rings, ав usual. 

In the workshops of the authors firm, 
where many ofthe tools are driven by three- 
phase motors, the Heyland method of speed 
regulation is employed with great con- 
venience. Several of the larger tools (such 
as planing machines and the like! are driven 
by independent three-phase motors wound 
for two speeds, the alteration of speed being 
effected by throwing over the reversing switch. 
It has been found by tests on these motors 
that the power factor is diminished very 

7 Ше by the increase in the number of poles, 
attaining a high value at both speeds, while the efficiency is also 
high at each, there being but slight loss of energy involved by the 
At the same time, the increase of first cost with the 
two-speed motors is very small. 


CONCLUDING REMARKS. 


Although the author has dealt at some length upon the subject of 
single-phase motors, it has been more on account of the technical 
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interest attached ойі than because of any belief in the present or 
future possibilities of single-phase systems. Regarding the Con- 
tinent and the States it is not too much to say that single-phase 
supply is practically played out, and that engineers responsible for 
putting down new stations for either power or lighting consider 
single-phase supply systems out of date and their employment bad 
practice. Moreover, indications are not wanting that the present 
tendency in this country is to follow in the same direction. It is 
certain that for all those cases where continuous-current systems are 
out of the question every requirement can be far more successfully 
met by three-phase systems than by any other. It is true that 
certain engineers in this country hold the opinion that pressure 
regulation troubles are bound to oceur with three-phase working 
an opinion not shared by the author), but, even supposing this to 
іе the case, the complete solution is to hand—convert to continuous 
current by means of rotaries, or better, by means of motor 
generators. 


The standardisation of the above two systems, together with that 


of two voltages for each system—220 and 440 volts—and one 
frequency--50 ecycles—for the supply networks, is greatly to be 
desired, particularly from the point of view of the motor manu- 
fixturer and the motor user. With the hope that this ideal may be 
eventually realised, this paper can be concluded. 


AUTOMOBILES AS SOURCE OF REVENUE 
FOR CENTRAL STATIONS.* 


— Üá—M ái €—— Ma? 


By ELMER A. SPERRY. 


(se ye ago, in New York, predictions, optimistic in their general 
tose, Were made as to the rapid and general adoption of electric 
nad vehicles, and some disappointment has been felt by station 
minagers that more substantial advancement toward heavy demands 
for current has not yet been forthcoming for this purpose. 
Managers will recall that during the year frequent inquiries have 
een made that have not resulted in desirable business. 

it в my purpose to ontline briefly some of the factors that have 
"utrnbuted to these unfavourable conditions, and to record some 
alvances made. It has been discovered in many instances that the 
demand for current is not so favourably located on the load curve 
wt onthe network as was hoped. For instance, electric delivery 
wagous required charge at times of heavy load and on the part of 
the network heavily taxed in lighting. Again, the factors con- 
тошпр the seasons of the heavy demand for lighting during the 
year are found identical and in phase with those requiring heavy 
duty of commercial electric vehicles. The carriage of the shopper 
and the delivery vans are both more active at these seasons. 
Furthermore, the same weather conditions producing heavy traction 
“tae sume time increases the demand for light. In a word, the 
‘versity factor that it was hoped would be introduced with the 
axtomobile has not been in evidence. ? 

Many of these difficulties may be made to disappear entirely, and 
“versity factor be developed that is practically ideal, by the simple 
ime of duplicating the traction batteries. Where this has been 
dose, it has been found that the charging can go forward at times 
snd rates dictated by the station, and practically under its control. 
No hardships need be experienced by rigid conformance with this 
practice. Careless infringement with this principle may be 
remedied in a number of ways. The employment of two-rate 
meters has been suggested. 

The station management has not in all instances been able to 
‘onceal disappointment at the unfavourable developments along 
юше of the lines above pointed out, and has allowed it to react 
‘ack to inquirers. I regret to say that prospective customers have 
a some instances been embarrassed by want of co-operation, aid 
and enthusiasm, justly expected from the management. Oppor- 
tunities have thus been lost to encourage the industry, ав . the 
results that are now assured amply justify, as I shall endeavour to 
Wo. 

Mechanical traction is coming rapidly to the front. Animal 
power is being superseded on every hand, and, especially for 
"ommercial uses, a universal effort is being made to break away 
‘mom the horse and place roadwork on a mechanical basis. As а 
source of power, the mechanical is found to be simpler, more 
reliable and shrouded in far less mystery than the cellular-tisaue- 
serve combination. It should not be out of place, before this body, 
t0 recall some of the evident merits and advantages of the electric 
over other automobile systems. The perfect storage battery 
presents some remarkable features; it even rivals the electric motor 
itself in its fitness and special adaptability to the automobile 
problem. Its very large reserve power at instant command; its 
*ctire freedom from danger when fully charged ; its almost constant 
pressure throughout its capacity mark its superiority. This straight 
line of € of the battery is not matched by any other power- 
“erage system of which we have knowledge. The recently 
developed capacity for quick charging and the ease with which the 
ge may be obtainedin almost any hamlet in the country are 
Wong its advantages. 

It bas long been supposed that compressed air is an ideal form of 


sured power, but it is safe to say that electric storage distances com- 


mesed air in all the important features. Reliable batteries are now 
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* Read at the meeting of theiNationaljElectric Light Association. 
of Chicago, May124th,11900,— Western’ Electrician. : 


available and on the market that will yield for each 100 lbs. 1:8 H. p. 
hours. Compressed air will yield to every 100 lbs. (air and tauk, 
exclusive of reheater) „ths H. P.-hour, ог six times the power for 
electric that it is possible to obtain from air. This result will be a 
surprise to some engineers. The fact that with the electric system 
we have a rotary motor of ideal simplicity, with a capacity for over- 
load, coupled with an efficiency that is nothing short of wonderful, 
contributes inestimably to the success of electric-motor-driven 
systems, and is in marked contrast to the multiplicity of com- 
pounded, reciprocating engines employed as motors by our com- 
pressed-air friends. 

The single feature of the constantly increasing cost of supply of 
fuel-using vehicles has already driven the makers to the extremity 
of seriously considering alcohol, with its weak power factor, as a 
possible substitute for the lighter petroleum products. The 
thoughtful engineer is constantly confronted with conditions 
indicating that in the realm of power coal is king, and only those 
traction systems that are organised to derive power from this source 
will keep to the front. This point, coupled with the electric system, 
is responsible for the stupendous development in present urban or 
street traffic. To show its superiority over all other powers, one 
need only recall the total absence of either steam or gasoline street 
cars. Germane to this subject, the question is often asked, Will 
automobiles replace street cars? Its great flexibility and inde- 
pendence of track certainly render the new claimant an ideal urban 
conveyance. Can the central station man look forward to supply- 
ing so large a demand as would thus be created ? 

The automobile, under street car conditions, brings forward an 
interesting field of inquiry. The single fact that the stupendous 
cost of permanent way and its maintenance is at once eliminated 
makes the problem of more than ordinary importance. The 
interest and income on these two items would yield so large a sum 
as easily to offset much extra expense of operation, and especially 
expense attending the development and smoothing out of the early 
workings, and covering the expense of adjusting a system of this 
magnitude to new conditions. Such a system would, however, be 
subject to certain limitations, chief among which will be found 
decreased weight per passenger, difficulty of easily directing the 
excessively heavy structure, large increase in power per passenger 
carried, increased rolling friction factor, aud—one of the most 
important—the limitation as to roadbed, soft tires being precluded 
by the excessive tonnage. Considering these factors separately and 
collectively, the point is at once reached, showing conclusively that 
with anything like wheel pressures equal to that now obtaining in 
street railway service, nothing but steel pavément could be prac- 
tically employed. To demonstrate this matter tests were made as 
follows: — Asphalt roadbed was taken as the standard roadbed of 
the future. A piece of very hard asphaltum, laid in the most 
approved manner and in constant use for two years, was selected. 
This had been maintained at an average temperature of 38° for 18 
hours (no sun), the highest temperature during this time being 46° 
at time of test. A 62-inch wheel, with 34-inch steel tire, was 
loaded to 5,000 lbs. on scale. This wheel was taken over various 
parts of the hard asphaltum, with the following results :—Once 
over, average depression, 029 inch; twice over, average depression, 
047 inch. These depths were taken by a micrometer depth gauge, 
easily reading to one-fifth of a thousandth of an inch, and some 30 
readings were taken in each instance. It will be noticed that this 
depression is somewhat over one-and-one-half thirty-seconds of an 
inch. The amount of this depression is surprising, considering the 
comparatively light load, broad tire, large wheel, extremely firm 
condition of the roadbed, and the temperature at which the 
asphaltum was tested, and seems to bear out the statement that the 
real limitations are probably more those of roadbed than of any 
other one factor. 

Another factor destined greatly to increase the radius of action of 
electric vehicles, and the consequent demand for power, is roadway 
improvement. The present good roads agitation is certainly in line 
of progress, and should be given all possible aid and encouragement. 
In this connection, I see no reason why we could not wisely follow 
the plan, based on historical precedent, of utilising for this important 
work of permanent improvement our convict labour, the disposition 
of which in this country has always been a source of embarrassment 
to the authorities. This system certainly has much to recommend 
it, and the improvement of our roadways calls for a vast expendi- 
ture of labour, and has much need of a uniform and systematic 
effort. 

The fact remains, and has been emphasised within the past year, 
that progress in electric vehicles has not been as rapid as was 
expected, and causes have existed that were not foreseen and that 
were not generally understood. Some vital reason scems to have 
prevented the rapid development and general adoption that at one 
time seemed assured. Was it the element of cost ? Two important 
conditions stand out prominently in connection with electric road 
vehicles. These are, first cost and cost per mile of operation. It is 
not my purpose to discuss the first, as there are endless variables 
entering into the question, and it is doubtless true that the prices 
willgradually decrease. This part of the problem is always found 
to be self-correcting, and even to-day, with the electric, the cost per 
pound of vehicle complete, is lower than other and far less available 
and pleasurable systems. | 

The cost of electric power for automobiles has been demonstrated 
in Paris to be less than with any other power system, and surely this 
factor is not the one now preventing the wide adoption of electric 
vehicles. In a paper before the American Institute of Electrical 
Engineers, G. F. Sever and R. A. Fliess, of Columbia University, 
give results of extended trials with electric delivery service in New 
York City. It is shown that with present power and rolling friction 
factors, there is effected a saving of nearly 24 cents per car-mile 
over horse service, and with the icapacitygof many{more milesiper 
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day than with horses. With a daily service of 36 miles, a saving of 
356 hours per year of actual delivery service per vehicle is effected. 
The average horse was found to have a capacity for three hours' 
work per day at the rate of seven miles per hour. The authors 
state: “The figures given above speak for themselves, and would 
appear to be most effective argument in favour of adopting electric 
automobile delivery service." 

A popular notion exists that carriage batteries and electric bat- 
teries are charged with a certain number of miles. It requires only 
a second thought to see the error or delusion embodied in this idea. 
It is evident that a battery when fully charged contains, not miles, 
but electrical power, (sic), which may be expressed in horse-power 
and which is proportional to the size and capacity of the particular 
battery in question. With this in mind, it will be readily seen that 
the statement that a carriage contains a capacity to run a given number 
of miles would only be true when a certain standard pavement or 
roadbed is considered, because it is found that it requires very much 
more battery power to drive a carriage a mile on a soft, uneven, and 
hilly road, than it requires on a smooth, hard, and level road. It 
should always be understood that a standard pavement or roadbed 
is considered. 

(To be concluded.) Р 
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DINNER TO THE AMERICAN ELECTRICAL 


ENGINEERS, 


‚ т 
я P 
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On Monday last, in accordance with the programme 
published in our last issue, a number of members. of the 
British’ Institution entertained members of the American 
Institute of Electrical Engineers to dinner at Prince's 
Restaurant, Piccadilly. Prof. Perry, President of the home 
society, took the chair; there were 76 present in all, about 
30 of whom were guests, including several ladies. 

After the excellent repast provided had been disposed of, the 
PRESIDENT briefly proposed the toasts of The Queen,” and The 
President of the United States”; Prof. Perry proved to his own 
satisfaction that Mr. Carl Hering, President of the Americar 


Institute, and Mr. McKinley himself, although born in America, 
were not Americans but “Uitlanders.” In fact, the Professor claimed 


Mr. McKinley for an Irishman, even as himself, and gave an 


analysis of his own somewhat mixed ancestry. 


Mr. CuNYNGHAME, C.B., proposing “ The United States, ex- 


pressed the sincere regard which he had entertained towards the 
American nation from the earliest times. Making a long and some- 
what tedious speech on the “grave dangers” through which this 
country had passed during the last four or five years, the speaker 


foretold the end of the Empire owing to the exhaustion of our coal, 
hoped that we should annex no more territory, prayed fer an - 


alliance with the United States, and depreciated our English ladies 
in comparison with Americans. Truly, Mr. Cunynghame would do. 
well to emigrate to the U.S.A. 

In accordance with an invention of Prof. Perry's, according to 
which two persons proposed each toast, Mr. RAwoRTH followed, and 
expressed his admiration of the Professor's complicated blood” ; 


he also pointed out the excellent results produced by fusion of races, 


as evidenced in the U.S.A. 

Replying to the toast, Mr. CARL HERING regretted that many of 
the American visitors, who did not know in time of the amiable 
intentions of the British Institution, had already gone to the 
Continent, and went on to point out that the first large alternator, 
the adoption of direct coupling, and high-voltage transmission, all 
originated in this country. . 

Prof. CROCKER, who was formerly an Anglophobe (having been 
born on the Fourth of July), declared his complete cure, thanks to a 
tour through the Empire. Experience taught him that the affinities 
between the American and English nations were very close, and far 
outweighed their differences. 

Mr. MainrLoux also replied, and compared the President's 
invention with the Scott system—two-phase to three-phase—as two 
proposed on the primary side, and three replied on the secondary. 
Expressing his cordial appreciation of the hospitality manifested 
towards the visitors, he also made graceful and touching references 
to Newton, Faraday, Maxwell, and—the Newton of electricity— 
Kelvin. 

Mr. PoPE, proposing the toast of Electrical Engineering," re- 
marked on Prof. Perry's innovation; in the U.S.A. the phrase goes, 
„Try it on the dog,” and in this case the guests were the subject of 
experiment! Another saying (by a witty member of our Institu- 
tion) was—‘“ Any fool can make an invention, but it takes a genius 
to put it on the market," and Mr. Pope, amid laughter, accepted the 
President's invention, and undertook to put it on the market. He 
had at first supposed that the programme provided for ' two daysin 
the woods around London," and looked forward to buffalo hunting, 
&c., but discovered that a type-writer had made a mistake for 
"works." Mr. Pope proceeded to remark on the temperature in 
the sub-stations on the C.L.R., which burst the thermometer, but 
recollecting the toast, said that of all electrical applications, tele- 
graphy was the most important. He used to be a telegraph engi- 
neer: One could walk if an electric railway were not available’; 
but how would the gentlemen of New York know when it was 
raining in London, so that they should turn up their trousers, if it 
were not for the telegraph? Alluding to the London climate, as it 
was last week, the speaker passed on to the London streete, which 


* 


ever to Fort Camden, and there did ample justice to a 


he would not wish altered. Daniel Webster said: ‘There is 
always room at the top”; in London there is always room at 
the bottom—if 130 feet down, why not deeper still? Mr. Pope 
concluded by prophesying that the spread of electrical engi- 
neering in America would tend to improve municipal government 
there. 

Mr. MonbpEY was taken aback to find that the two proposers (of 
whom he was one) were not to speak in parallel and synchronously, 
as he had supposed; he ascribed the Central London Railway to 
English financiers and American engineers, and referred to the 
undertaking as a new application of electricity, points to which 
we refer elsewhere. Mr. Mordey also claimed Elihu Thomson and 
Kennelly as Englishmen, Carl Hering as a Scotsman, and Steinmetz 
as & German. Referring to Tesla as another immigrant, Mr. 
Mordey accorded to him the unique distinction of having lectured 
twice on the same subject before the Institution; but so did 
Marconi. | 

Replying to the toast, Prof. Strvanus THoMPSON pointed out 


how the self-induction of two separate circuits (or Institutions) 


becomes mutual induction when they are brought together, and 
suggested that the visitors should go to see the stationer's shop in 
Blandford Street, where Faraday served his apprenticeship, as 
well as to Paddington electricity station to see the first. two-phase 
direct-coupled alternator ever built, dating from, 1883. Prot. 
Thompson also paid a graceful compliment to American hospitality 


all stars, no stripes. 


Mr. KENNELLY remarked that the position of co-respondent, in 


. which he found himself, was not so uncomfortable as he had 


supposed. Referring to the bright future before electrical engi- 
neering, he pointed out that we all have the same Lares and Penates 
—we all worship the same ampere — Her Majesty's ampere, which 
dwells at the Board of Trade—and Her Majesty's ou ws! 

Mr. Warp LEONARD proposed the health of the President, in 
reply to which Prof. Perry paid a well-desérved compliment to 
the excellent arrangements made, by Mr. McMillan, who did all 
the work. 

The company then adjourned to the drawing room, where more 
general conversation was possible, and did not break up until a late 
hour. 

The whole of the proceedings constituted a great success in every 
way, and all seemed to thoroughly enjoy the function. 


1 


VISIT OF THE ELECTRICAL ENGINEERS 
(RE) VOLUNTEERS TO IRELAND. 


- 


By ONE or THEM. 


Firty members of this corps have just had the unique 


experience of being the only members of the Volunteer 


force of this country who have been sent to Ireland on duty. 
Some few weeks ago the War Office asked the Corps for 


50 volunteers who would be willing to serve at Cork 


during the Naval Manceuvres, in lieu of their annual 
training, and, needless to say, there was great competition 
among the members to be one of the number. | 

The writer, who was fortunate enough to be included in 
the first contingent, proposes giving the readers of the 
ELECTRICAL REVIEW a short account of their experiences 
during the week. | | 

On Friday, July 21st, 25 non-com. officers and men, 
under Company Sergt.-Major Poynton, paraded at Padding- 
ton, and proceeded by the 6.20 p.m. train to New Milford, 
going thence by the Great Western Railway ss. Gazelle to 
Waterford, at which place it was intended to get breakfast, 
but, owing to the boat being late, there was no time to do 
more than catch the train to Cork. 

The thing which impressed us most on the journey was 
the constant and unending source of joy which the railway 
officials took in causing one to wake with a start from a much- 
needed nap to dive into the deepest recesses of kitbag or 
haversack, or any other place where it was not, for one’s 
ticket; in fact, we began to fear if there would be anything 
left to show when we got to our destination. 

It was in this connection that we gained our first experi- 
ence of Irish repartee on native soil, for when we remon- 
strated with a ticket collector on the wilful destruction - of 
good paper by punching so many holes in it, he told us that 
it was like the way Kruger had put holes in us, no doubt 
taking us for regulars. 

However, we at last reached Queenstown, where we were 
met by Capt. Hopkinson, who had preceded us, and was in 
command of the party, and after having some tea, we crossed 


square meal, which was most acceptable, the time then bein 


4 p.m. on Saturday. 
We were then detached by Capt. Hopkinson into two 


parties, C. S.-M. Poynton being left at Fort Camden with 
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12 men, and the remainder, under a sergeant, being sent to 
Fort Carlisle, which was on the other side of the harbour. 
This party went under canvas, while the one left behind was 
hoased in the fort. 

We found ourselves in the mid&t of glorious country, with 
з magnificent view of Cork Harbour, Queenstown lying оп 
the opposite shore with Spike Island, in the foreground of 
which is situated the convict station. Had we tried we could 
mt have chosen a more beautiful or healthy spot in which to 
spenda holiday, and we were also most fortunate in the weather, 
shich was just of that nature which allows one the chance 
of being able to make the most of a holiday without being 
wo hot. | 

Our work consisted entirely in running the searchlights 
in the harbour with the necessary plant, and it had been 
arranged that we should be absolutely, to put it plainly, “ оп 
eir own" and not mixed with the regulars, but should take 
ahifte alternately with them, there being two each night, 
viz, from dusk to midnight, and from midnight to dawn. 

This, of course, gave us the opportunity of showing that 
we were quite capable of taking sole charge of all the search- 
һу work in case of necessity. | 

The pant comprised : At Fort Camden, four Hornsby- 
Akroyd 25-H.P. oil engines driving four two-pole undertype 
dynamos, by Messrs. Scott & Mountain, supplying current 
for four 36-inch projectors -fitted with Schuckert automatic 

lampe, three of which were always kept running, one being a 
sanity. On the other side, at Fort Carlisle, we had a steam 
раш conasting of two Robey loco. type boilers supplying 

«an 100 Ibs. to three perpendicular enclosed engines 

dmt coupled to three dynamos, similar to those at Fort 

leaden, as also were two of the projectors, the other 
ote being fitted with a hand-feed lamp. Here, again, one 
vas always kept as a standby. 

Daring the daytime, with the exception of cleaning up the 
plint on each alternate day, we could do much as we liked, 
ard several of our party made pleasant excursions to Cork 
ant other places, including Blarney Castle, where they took 
god саге to embrate the Blarney stone in the orthodox 

On Wednesday, the 25th, we were paraded for a compli- 
vii pga by General Harrison, Inspector-General 
of Fortifications, with Colonel Beresford as A.D.C. 

` The General told us he was pleased to have the oppor- 
шу of congratulating us on the efficient way in which our 
work was being done. | 

A the end of the week we were formally inspected in 
_ marching order previous to leaving, by Captain Palmer, the 

commanding the forts. In addressing us he spoke in 
tie most complimentary manner of our work, telling us that 
we had been doing, and doing thoroughly and in a most 
workmanlike manner, exactly the work we should be called 
apon to do in case of war, and in doing which we should be 
f inestimable value in helping the regular forces—in fact, 
b. mid, he did not see how they would be able to get on 
without us—at the same time he expressed a strong hope 
thst he might see us there in future years on like occasions. 

We left Fort, Camden at 3 p.m. on Saturday, the 28th, the 
‘are of the journey being a mad procession of jaunting 
cars laden with electrical engineers from Waterford station 
w the boat, which we found had actually cast off, but, fortu- 
vately for us, put back to take us aboard. 

We heard here that the second contingent had landed and 
zme to Cork. 

Moat of the night was made hideous—at least, that is 
probably what the passengers down below called it—by an 
Jdaprompta concert given by ourselves on deck. 

However, we at last found ourselves at 9.30 p.m. on Sunday 
„ after the most successful camp we have yet 

to. 


(ое of the most pleasant features of the camp, as indeed 
ta always been the саве in past years, was the excellent 
‘eding which existed between the Regular Engineers and 
ies. One cannot speak too highly of the manner in 
stich they always seem to go out of their way in order to 
nve us a helping hand here and a hint there. 

, There can be no question of the success that has attended 
-- Corps since its foundation by our late Officer Command- 
2, a udis ааа and those who helped him, when one 
шока it 18 represented at the front by so large а рег- 


centage of its total number, and is at the same time quite 
capable of sending enough efficient men to work all the 
lights, &c., in any fort, as has just been proved. I think, 
however, that, considering the large number of young fellows 
in the electrical profession and the many advantages one gets 
from joining the corps, our numbers should increase even 
more rapidly than they do, and when our headquarters are 
finished, which we hope will be early in the year, and which 
it is proposed to fit up with a complete set of searchlight and 
submarine mining plant, we shall look to sec our full strength 
reached in a very short time. 


ELECTRIC TRACTION UNDER STEAM 
RAILWAY CONDITIONS. 


THE application of electricity to ordinary railways is a sub- 
ject which is bound to attract the close attention of the 
highest intellecta. In one form and another the matter has 
been talked over for years; and even the Institution of Civil 
Engineers, whose proceedings are always characterised by 
extreme soberness, has on occasion gravely considered pro- 
ls to convert steam railways to electrical methods. 
Among the ** moderates " in electrical engineering, however, 
it is assumed that there are definite limitations to applying 
electricity to railways, for while it would on many local and 
branch railways prove economical and convenient, it would 
be totally inapplicable to trunk lines Mr. Frank J, 
Sprague some few years ago, when discussing the larger 
problems of electric traction, stated that “ electrical develop- 
ment will go on until the trolley system is almost as common 
as the turnpike. It will establish lines of communication 
which have not hitherto existed; it will build up yew 
territory ; it will act as a feeder to great trunk line systems, 
both for passenger and eertain classes of freight work ; and 
it will largely encroach upon special fields now occupied. by 
the trunk line. But when we depart from this class of 
service and take up what is essentially a trunk line. system, 
there are many questions to be considered; and not alone 
those of the local and express service, but also a most 
important one which is rarely considered when electric rail- 
ways are talked of. I refer to the trunk line freight 
service—that is, the transportation of goods in great bulk 
over long distances. One must remember that trunk lines 
as they now exist have been built up by a slow process, and 
that no very serious change from-their existing conditions 
can be made, considered from the commercial standpoint, 
except after grave deliberation, and at very great expense." 
With the foregoing views most engineers would be inclined 
to agree, but whether the developments of electrical science 
may not tend to modify the views of the “ irreconcilables " 
on the trunk line question is at the moment difficult to say. 
In this country we consider it no mean achievement to have, 
in the year 1900, opened a third underground electric rail- 
way, and though the line itself is of supreme interest, its 
importance must be gauged by its influence on the managers 
of steam lines. Indeed, it is not too much to say that the 
Central London Railway will do much to convince railway 
sceptics that electricity can, under certain conditions, cope 
with continuous and heavy traffic. In America much ex- 
perience has been gained in the operation of local lines by 
electricity, and not the least interesting feature of many is 
the running of electrical and steam trains over the same 
system. Some little time ago the subject of electric traction 
under steam railway conditions was brought before the 
American Institute of Electrical Engineers by Mr. Edward 
C. Boynton, and as some of the most notable of American 
traction men discussed the views of the author, some very 
interesting conclusions may be drawn. Mr. Boynton's 
remarks were obviously based on his experience on the New 
York and New Haven Railroad, and as some of the problems 
to which he specifically addressed himself have no doubt 
cropped up on this railway, it will be useful to consider some 
of them. 
One does not go far before arriving at the opinion that 
though our American friends may occasionally snggest the 
application of electricity to main lines, there are still many 
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matters connected with the operation of a local or branch 
electrical line on which there is, by no means, unanimous 
practice. It is assumed in Mr. Boynton’s paper that on 
many steam railroads there are certain sections which present 
the most favourable conditions for the substitution of elec- 
tricity for steam as a motive power. These conditions are 
the result of increasing density of population, and mean that 
better and cheaper transportation facilities are needed by 
the public than are provided by the steam road. It is not 
necessary to attempt to convince our renders that many of 
the railway systems running into London will be under the 
necessity of considering the question of adopting electricity 
on certain sections ; in fact, it has been recently reported, 
though how much truth there is iu the statement we do not 
know, that the Great Eastern Railway are considering elec- 
tricity for future suburban lines. Whenever a steam line 
contemplates the adoption of electrical working, it has 
several methods to choose from, they are defined by Mr. 
Boynton as follows : (1) The purchase of electric locomotives 
of sufficient power and weight to haul its standard passenger 
coaches. (2) The equipment of a number of its standard 
coaches as motor cars. (3) The purchase or building of a 
gufficient number of special light passenger. coaches, some of 
which are equipped as motor cars, and the withdrawal of its 
standard coaches entirely from this service. (J) Shall 
freight be hauled by electricity or steam ? The first three 
considerations are of the greatest importance to the directors 
of the Metropolitan and District railways at the present 
moment, and it is interesting to summarise the views put 
forward in the discussion to which we have alluded. 

Itis claimed that the principal advantage of electric loco- 
motives lies in their ability to perform similar work to asteam 
locomotive, and this is occasionally a strong recommendation 
to railway managers. They must be provided with sufficient 
power to haul at least double the average train. The cost 
of repairs on an electric locomotive is probably very low, and 
another notable advantage is that switching and controlling 
devices are very much simplified. On the other hand, there 
is hy this arrangement considerable dead weight. 

The second method of equipping a line would be the 
equipment of standard coaches as motor cars, each motor 
car of which would draw a train of from four to five coaches, 
while the most important modification of this would be 
making all the cars, or some portion of them, motor cars, and 
this would no doubt be equivalent toa multiple unit system ; 
in fact, Mr. Sprague defines the system which is so largely 
identified with his name, as the equipment of two or more 
cars of a train, and which are simultaneously controlled. 

There is little doubt that the multiple unit system or a 
modification of it is finding distinct favour among electrical 
railway men. On this point it is interesting to quote the 
remarks of Mr. Sprague made at the discussion on Mr. 
Boynton’s paper: “ The Liverpool Overhead Railway operates 
at present three car trains, with motors on the front and back 
car. The Waterloo and City Railway operates three and 
four-car trains with motors on the front and back car. The 
Union Company, of Berlin, has recently submitted a project 
to the Minister of Public Works proposing the change over 
from the present steam system to an electric system, working 
as many as 12 cars in a train, each car being equipped 
with two motors of 150 f. P. each. The new Berlin Elevated 
Railway, of which Messrs. Siemens & Halske are the prime 
movers, are considering the operation of four and five and 
even up to ten-car trains, and they have had under considera- 
tion all sorts of methods—four-car trains with three motors 
on the front and on the back car; five-car trains with two 
motors on the front and back car ; ten-car trains with two 
motors on the first and rear car and two motors on a middle 
car, and a full multiple unit system. 
Elevated road will have an equipment of two 150- 
H.P. motors per car, and operate them in from 
two to five or six-car trains, all under & common 
control. The Brooklyn Elevated will operate from three 
to five-car trains, with two and three motor cars in a train, 
and contemplate eventually equipping every car, all under a 
common control." No doubt the general practice is towards 
grouping units and controlling from one common point, 
and though the arrangement scarcely makes for simplicity 
as compared, say, with an electric locomotive, it does un- 
doubtedly possess some special advantages in the way of 


The new Boston 


acceleration, and in permitting an adjustment in the size of 
trains according to the traffic density. It is not, however 
suitable for all conditions, and Mr. Sprague does not claim 
that. Quite a remarkable feature in ele tric railway practice 
is the size of the equipment, a four-motor car representing 
in some cases 800 H.P., this being the maximum horse-power 
which can be placed under a standard coach on trucks and 
wheels which do not necessitate any other changes in the 
existing standards of steam practice. 

Although until later years the secondary battery was more 
associated with English than with American practice, it 
is interesting to note how largely it is now appreciated 
by American engineers; Mr. Sprague values it so highly 
as to say “ its use on the South Side Elevated in Chicago, on 
which I have 180 cars in operation, the experience on the 
Metropolitan road in this city (New York), and the general 
introduction on a large number of other roads and central 
stations, primarily for the purpose of equalisation of load 
and for taking a small portion of the peak load at certain 
hours, warrant the statement that it is certain to be a 
feature in railway development." 


BOILERS FOR OUR NAVY. 


SiGNs are not wanting that the recently appointed Boiler Com- 
mittee, the composition of which we referred to last week, is 
attracting the attention of boiler makers, and especially of 
makers of water-tube types. An evidently inspired article in 
the North British Daily Май, of Glasgow, contains an account 
of a visit to the works of the Babcock & Wilcox Company а! 
Renfrew. It is a piece of special pleading for this boiler, 
as compared with the Belleville. Evidently even the makers 
of water tube boilers, glad enough at one time to have any 
water-tube boiler taken up, are beginning to realise what we 
have so persistently pointed out, that the danger whic! 
threatens our boasted Navy is not necessarily the adoption o 
the water-tube boiler, but of @ water-tube boiler. 

In this article it is stated that the Babcock & Wilcox 
boiler is employed in several of the ships of Messrs. Wilson, 
of Hull. When Mr. Allan, M.P., rises in the House and 
speaks the truth about boilers, Mr. Wilson, of Hull, gets up 
and challenges his statements, for he claims that his firm 
use the water-tube boiler. Mr. Wilson thereby may do 
mischief, albeit unintentionally. As he is a large ship- 
owner, the public conclude that if he uses the water-tube boiler 
it must pay him to do во, and the boiler must therefore be a!l 
right. Now we cannot suppose that Mr. Wilson would 
be deliberately misleading. All the same, he may work 
harm, because his words may have lulled into a feeling 
of security many who would otherwise have helped iu 
the agitation against the Belleville boiler. А corre- 
spondent of a daily paper calls attention once more to the 
extreme filthiness of the Belleville boilers. We may suppose 
that the Naval manœuvres are not carried out without the 
best Welsh coal, and that the filth is due simply to the 
water-tube boiler, This question of smoke is one that 
troubles all water-tube boilers, but though it implies bad 
furnace arrangements, it is not a danger or indicative el 
danger, except 80 far as smoke may be undesirable on account 
of its visibility to an enemy. 

The Niclausse and the Babcock boiler have both been 
named in connection with the Navy, in which they have had 
a limited trial. The Niclausse boiler is a derivation from: 
the Field tube principle, and should prove safe, Tl» 
Babcock marine boiler differs much from the familiar lane 
type, being much shorter in the tubes, and the lower tube 
being much more widely spread than the upper tubes wiil 
the idea of assisting combustion, but neither of these boiler 
appears to be any better in principle as regards smoke thi 
is the Belleville. They are all hopeless in this respect f^ 
bituminous coal, and doubtful for any coal that will smoki 
Bertin gives the evaporation of the Babcock boiler wit 
forced draught and closed stokehold as only 7 lbs., or + 
8:5 lbs. from and at 212° F. 
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The Niclausse boilers of the French ship Friant showed а 
very юж efficiency at first, but were proved to require a very 
chin fre, and are stated by Bertin to have evaporated nearly 
пе lbs. from and at 212° when burning coal at the rate of 
УЗ в. per square foot of grate per hour. It is perfectly 
bens that, no watter how bad all water-tube boilers 
mas be as regards smoke production, there are others 
dan the Belleville, and at least some of these others are 
afe and are constructed with some regard to correct 
enoniples internally as far as regards circulation. We think 
tat the seventh member of the Committee, if not vet 
dean, might well be selected from the ranks of the Boiler 
[surance Companies. These societies have had opportunities 
(watching all the boilers of the last 40 years, from the 
walled Howard Safety boiler, which was so very disastrous, 
kau to the present day, 

А German boiler, also derived from the Field tube, is the 
[мит boiler. that was fitted to the Zrsefz-Freya of 5,600 
ons to be tried against Belleville and Niclausse boilers 

ittal iu sister ships. We have not heard if these tests have 
vet been made, 

The one universal feature of all the water-tube boilers is 
the entire neglect of the necessities of combustion which they 
ill eshibit. The predominating desire of the designer's heart 
jar to be simply to crowd all the heating surface as 
coss and thickly as possible upon the half-consumed fuel. 


CURRENT SPECIFICATIONS. 


XXV.—STOCKPORT ELECTRIC TRAMWAYS. 


SUMMARY. 

Extent of Contract.—Supply of 20 completely equipped electric 
Irunrars 

Tope of Var.—Double deck. 
fers Xo be made for cars to seat 40 to 50 
"asngers and also 50 to 60 passengers. 

aa^ of Line. feet 83 inches. 

Гире of Truck.—Optional with contractor. 

часте Sizes of Motors. —Alternative offers to be made for cars 
Med with two 25-H.P. and two 35-H. Pp. motors. 

Type of Lrokes n addition to the usual brake an air 
che worked from axle or other efficient form ot special brake to be 
applied 

‘peated Date of Deliver. Ten complete cars in 12 months from 
tate af order; five six months latter; five 12 months later. 

Fenalty for Late Completion. —£5 per week. 

apeectod Terms of Payment. —Ninety-five per cent. one month after 
delivery of each instalment of cars; 5 per cent. six months after 
"impnletion of contract. 

Mipudatums as to Removal of Foreinan.-—None. 

‘ipelations as to Wages Paid to Workmen.---Satisfactory. See 
omments below. 

Arbitration. —None allowed —see notes below. 

Date for Reecipt of Teuders.— August 31st, 1900. 


Thus is one of the most reasonable specifications we have 
amined for some time. It has been prepared by Mr. J. 
\tkinson, the borough surveyor. As stated above, it asks 
i 
wally wanted before the expiration of 12 months; although, 
earlier delivery of the first half can be guaranteed by the 
vaderer, the point will receive favourable consideration. The 
‘lfieation was issued in the middle of July, and tenders 
wre not due until August 31st, so that there is ample time 
^ prepare offers. This is a point which consultants often 
wget; they take a long time themselves to draw up the 
tion, but they expect manufacturers to be in a posi- 
tion to prepare offers in the course of a few days. This 
типов of giving little time for the preparation of tenders 
‘acts unfavourably to the real interest of the purchaser, for 
! prevents manufacturers giving close attention to the wants 
| the buyer, and making those alternative offers which 
‘fon are so greatly to the buyer’s advantage, as they 
попе the proportionate charge for patterns by employing 
tanufacturers’ standard apparatus. 

The claim dealing with penalty for late completion is of 
| &«tgfactory nature. 

lt reads :— 


ln саз: of any default on the part of the contractor in per- 
eming this contract, or any stipulation thereof, the sum of £3 per 


er 20 fully equipped. electric tramenrs, none of which are. 


week shall be forfeited and paid by the contractor to and retained 
by the Corporation by way of liquidated and ascertained damages, 
and not by way of penalty, for each and every week during which 
such default shall continue, provided that this clause shall not be 
operative during such period as the borough surveyor may certify 
that such default has arisen from a general strike of workmen ог 
unavoidable accident; and the borough surveyor may in such case 
grant such extension of time for the completion or performance of 
the contract as he may think proper. 


There is nothing to object to in the stipulation regarding 
wages, Which simply demands that :— 


The contractor will be required to furnish the Committee with 
satisfactory proof that he pays the standard rate of wages and 
observes the standard number of hours, wherever such standard 
exists. 

But the same cannot be said with reference to the provi- 
sions regarding the procedure to be adopted in case of 
disputes. | 

No provision is made for arbitration, the decision of the 
borongh surveyor is to be final; and an otherwise fair- 
minded specification is rendered in its present form highly 
objectionable. 

The clanse states :— 


If at any time during the progress or after the completion of the 
contract any disputes or differences shall arise as to the meaning or 
coustruction of this contract, particulars, general conditions. or the 
tender or specitication, or as to the quality of the materials 
employed, or as to any matter of-charge or account between the 
Corporation and the contractor, or as to any other matter or thing 
connected with the contract, S desputes or differences: shall be 
referred to and finally scttlid by the borough surveyor for the tome 
being of he Corporation, whose decision shall be final, hinding, and 
conclusive on both parties. 


Again we would press upon tenderers the importance of 
insisting upon the insertion in the final contract of the 
following or a similar clause providing for the settlement of 
a dispute by an independent authority, :— 


In case any difference or dispute shall arise between the pur- 
chaser, or his engineer on his behalf, and the contractor, either 
during the provress of the works or after the determination, abandon- 
ment, or breach of the coutraet, as to the construction of the con- 
tract, or as to the reasonableness of any extra charge, or as to the 
withholding by the eng neer of any certiticate to which the con- 
tractor may claim to be entitled, then either party may, withiu 72 
hours, but not later, give to the other notice in writing of the 
existence of such dispute or difference, and such dispute or difference 
may be referred to arbitration, which arbitration shall be deemed 
to be a submission to arbitration within the meaning of the Arbi- 
tration Act, 1889. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвом & Co. huleotrical Patent 
Agente, 822, High Holborn, London, W. O., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


13.622. A device or lessening disablement of etherically steered torpedoes, 
incurred by interfering influences projected (гош un enemy.” C. J. VARICAS. 
Dated July 30th, 

13,636. “Combined electric alarm swi'ch and air-brake coupling." 
Cocks. Dated July 30th. 

133,637. An improvement in inductors or like apparatus having an oscillating 
armature’! A. SCHOELLER, Dated July 30th. 

11.639. An improved electric motor.’ A. G. BLoxam. (La Societe Ch. 
Milde Fils & Co., France.) Dated July 30th. 

13,613. “Improvements in wireless telegraphy.” C. MARECHAL, J. MICHEL, 
E. Dervis. Dated July 30th. (Complete.) 

13,652. "Improvements in and in the construction of electrodes.” R. J. 
бабсһенкң. Dated July 30th. 


13,000. “Improvements in and relating to the electrodes of accumulators 
und the manufacture thereof." R. W. James. (J. J. Heilmann, France. 
Dated July 30th. 


_13,661. “Improvements in tramears, railway cars, or locomotives and the 
like, driven by electiic or other motors.” W. R. Reļxsuaw. Dated July 30th. 


18,079. “Improvements in holders for e'ectrolytic incandescent lamps." 
В. M. Drake, E. G. Snkrragb, and THe NEUNST ELrcriuc Liowr Company, 
LIMITED. Dated July 31st. 


13,680. “Improvements in series resistances for electrolytic lamps." S. L. 
Powe Ln and ‘THe NTEHNST ELkecriae Light Company, Liu bp. Dated July ЗІМ, 

13,709, “Improvements in and connected with index arrangement for tele- 
phone subscribers.“ H. OrrkENHEIMER, (Actiengesellsehat , Mix & Genest, 
Germany.) Dated July 3156. 

13,720. ** Improvements in methods of operating dynamo-electric macbines.” 
Тик Brorish Taomson-Hovston Company, LIMITED. (E. J. Berg, United 
States.) Dated July 31st. (Complete.) 

13,721. “Improvements in systems о electric motor control." Tur Bririsn 
Тномкох-Носхаох Company, ILIAITED. (C. L. Perry, United States.) Dated 
July sist. (Complete.) 

13,722. “Improvements in contact devices chiefly designed for use in con- 
nection with electrical counting or recording devices.” A. W. STAVELEY and 
I. H. Parsons, trading as Gent & Co. Dated July 3150. 

13,732, “Improvements in electricity meters.” W. M. Monvey and G. C. 
Fiuickern. Dated July 8154, 
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13,751. “A new or improved automatic device for the safe operation of elec- 
tric conductors, with or without guard wires." C. SIN TAS and E. E. SCHULTZ. 
Dated July 31st. (Complete.) 

13758. “Improvements in incandescent electric safety lamps.“ F. H. Hirt. 
Dated July 3lst. 

13,765. * Improvements in automatic electric block systems for railroads." 
J. BHorECRAFT and C. С, GARDIN». Dated July 31st... (Complete.) 


13,786. '"Selfaeting charge and discharge indicator for accumulators and 
similar apparatus.” H. W. HELLMAN., Dated August Ist. Complete.) 

13805. “Improvements in insulating supports for electrical conductors.” 
G. конт and С. AarBoko. Dated August Ist. (Date applied for under 
Patents, &., Act, 1843, Sec. 103, January 2nd, 1900, being date of appliention in 
United States.) 

13,810. * Improvements in trolleys for electric traction, having three wires 
for triphase currents.“ А, BSSHAUDT. (L. Gerard, Belgium. Dated August 
lst. 


13.811. Improvements relating to underground electric conduits," H. 
HirLiscHER. Dated August Ist. 


13,816. Improvements in or connected with storage batteries.” 
ROOP ERK. Dated August Ist. (Coniplete.) 


18,820. “Improvements in or relating to starting switches and automatic 
controllers of electro-motors.““ E. F. Moy and P. H. Bastit. Dated August Ist. 


13,822. “Improvements in alternating current electro-motors.” F. M. Lewis. 
Dated August Ist. 


13,839. “Improvements in glow bodies and heaters for electrolytic incan- 
descent lamps." B. M. Drake and THe МЕнхвт ELECTRIC Light COMPANY, 
LIMITED. Dated August 2nd. 

18,860. * Improvements in controllers for electric motors," T. 8. PERKINS. 
Dated August znd. (Date applied for under Patents, &c., Act, 1883, Section 103, 
January 13th, 1900, being date of application in United States.) 

13,873. “Improvements in electric switches.” G. H. WHITTINGHAM. Dated 
August 2nd. (Complete.) 


18,874. “Improvements in automatic cireuit controllers.” G. Н. Wuitrina- 
HAM. Dated August 2nd. (Complete.) 


13,992. Process for the production of heating bodies for exciting electrical 
incandescence bodies made of second-class conductors" V. I. FEEN Y. (Allge- 
meine Elektricitits Gesellschaft, Germany.) Dated August 2nd, Complete.) 


13.901. Inprovements in electrical demand indicators.” J. R. Dick and 
TRE REASON MANUFACTURING COMPANY, LIMITED. (Partly by A. Wright, on 
the High Seas.) Dated August 2nd. 

13,951. ‘Improvements relating to electric mufHes or furnaces.” J. WEISS. 
Dated August 3rd. 

13,962. “ Improvements in electric signal registering systems,” C. А. JENSEN. 


(The Yargae Signalphone Manufacturing Company, United States.) Dated 
August urd, 


18,963. “Improvements in and relating to cypber code systems for use in 
transmission of cable, telegraphic, and other forms of written messages.“ E. F. 
CassEL. Dated August 3rd. (Complete.) 

13.9066. “Improvements in Röntgen ray tubes," THe British THOMSON- 
Houston Company, Limirep. (E. Thomson, United States.) Dated August Зга. 
(Complete.) 

13,967. “Improvements in systems of electrical distribution." THe BRITISH 
THomson-Hocsron Company, LIMITED. (E. W. Rice, jun., United States.) 
Dated August 3rd. (Complete.) 


14,908. “Improvements in systems of electric motor control." THE BRITISH 
THomson-Houston Company, LIMITED. (A. G. Davis, United States.) Dated 
August 3rd. (Complete.) 

13,969. “Improvements in insulated electric conductors.” THE BRITISH 
THomson-Hovston Company, LIMITED. (W. Le R. Emmet, United States.) 
Dated August 3rd. (Complete.) 


18,970. “Improvements in armatures for dynamo-electric machines.“ Тик 
British THomsox-Hovston Company, LiMiTED, (C. P. Steinmetz, United 
States.) Dated August 3rd. (Coinplete.) 


13,971. “Improvements in rectifiers for alternating electric currents." Тнк 
British THomMson-Hovston Company, LIMITED. (E. Thomson, United States.) 
Dated August 3rd. (Complete.) : 

13,972. Improvements in systems of electrical distribution." 
Tromson-Housron Company, LIMITED. 
August 8га. (Complete.) 


13,973. Improvements in insulated electric conductors.” Tur Britisi 
THomson-Houston Company, LIMITED. (W. Le R. Emmet, United States.) 
Dated August 3rd. (Complete.) 


18,974. ‘Improvements in rail bonds for electric railroads.” Тнк British 
TuoxsoN-HousroN Company, LiuirED. (J. R. Lovejoy, United States.) Dated 
August 3rd. (Complete.) 

13,915. "Improvements, in systems for controlling electric motors.“ THe 
BRITISH THomson-Hovston Company, LIMITED. (C. E. Barry, United States.) 
Dated August 3rd. (Complete.) ` 


18,999. “Improvements in arc amps." L. BENARD. Dated August 3rd. 


14,087. “Improvements іп or relating to electrical transmission gear for 
motor cars and other machinery." H. T. Dawson and H. A. Dawson, Dated 
August 4th. 


14,053. “A lightning protector for telephones." 
August 4th. 


14,054. “Improvements in indicators for electric bells and the like." J. 
Bax & Co., LiMiTED, and J. AIRD, Dated August 4th. (Complete.) 

14,068. “Improvements in and connected with combined switches and 
fuses.” G. C. PILLINGER and A. VAN DAUM. Dated August 4th. 


14,067. Apparatus for generating and utilising electric energy." W. 8. 
Simpson. Dated August 4th. 
14,069. ‘‘ Improvements in lightning arresters." W. L. Wisk. (Actien- 


gesellschaft Elektricitatswerke vorm, O. L. Kummer & Co., Dresden.) Dated 
August 4th. (Complete.) 


W. 0. 
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(A. D. Lunt, United States.) Dated 


C. R. Cormac. Dated 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs, W. P. THOMPSON 
and Co., 899, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
bam, price, post free, 9d. (in stamps). 


19,788. ''improvements la motor-driven road vehicles and im electric motors 
therefor.” W. A. Crowdus. Dated September 17tb, 1898. Relates to various 
improvements in the underframe, steering and controlling arrangements, con- 
struction of the motor and driving gear and battery contacts of an electrically 

ropelled vehicle. The electro-mator has two armatures on independent shafts 
in alignment with each other, which armatures are in series and rotate ina 
single magnetic Held, or its equivalent common to the two. One armature 
drives the wheel on one side of the vehicle, and the other drives the wheel on 
the other side. By this arrangement there is produced electrically the same 
effectas by a mechanical balance driving gear. In опе example the field magnet 
is of the armour-clad type, but in a modification each armature may serve as a 
magnet yoke to the field of the other. Each armature shaft may drive its own 
wheel by either toothed or friction pinions. In the case of friction gear, the 
motor shaft is supported in an eccentric collar which may be rotated slightly so 
as to cause it to exert any desired frictional pressure, and is then fixed. Means 
are provided for automatically establishing electrical connection between the 
batteries and the vehicle when the battery trays are placed in position, which 
are designed to be protected froin the acid fumes from the batteries. A stud on 
the battery tray is pushed through a perforation in a vulcanized rubber sheet 
and engages a spring contact. 8 claims. 


19,924. “improvements in means or apparatus for facilitating ealcalatient 
relating to secondary electrical batteries." М. B. Cotterell, Lated November 
23rd, IK98. The apparatus is for performing calculations in reference to 
secondary electme batteries, and consists of two cards sliding проп one another, 
the upper one being marked with a logarithmic scale of voltages and with other 
data und instructions regarding certain types of batteries, and the lower one 
with seales, the former logarithmic of number of lamps and cost respectively. 
The scales on the lower card show through apertures in the upper. As an 
example of the use, if the voltage and number of luinps in a circuit are decided 
upon, the number of volts on one scale is brought over the number of lamps on 
the other seale, Then the nearest size of battery cells suitable is indicated 
under the arrow together with cost of working and number of cells at the 
voltage desired. I claim. 


19,827. ''iImprevements in electric arc lamps." B.H. Pomeroy. Dated Sep- 
tember 19th, 1898. Relates toarclamps. In an enclosed are lamp for alternating 
current, the upper carbon passes through a flat clutch, which is hung by a link 
from a collar on в vertically movable tube, the free end of tbe plate resting on 
the cover of the arc-enelosing globe or other stop, when the tube descends 
sufficiently. The tube is attached to a cross-piece, the longer arm of which 
carries a das h-pot on a stationary piston, while theshorter arm reste ол a spring 
on the laminated core of a pair of solenoids. The retardation due to the dash. 
pot is increased. by its lateral position, which causes slight binding. The 
solenoids have their end plates bored to slide on rods and are supported by 
springs to reduce the production of noise. A straight laminated armature is 
fixed on the frame above the solenoids. A series choking coil is mounted in 
the lamp and provided with a number of connecting eyes, to any of which a 
flexible connection may be secured, во as to include more or less of the coil in 
circuit to adapt the lamp for different pressure. 7 claims. 


19,828.  ''improvements in electric aro lampe." В. H. Pomeroy. Dated 
september 19th, 1898. Relates to аге lamps. A clutch for an upper carbon 
consists of jaws earried by two levers which are pivoted on а plate and are 
linked to a cross-piece on a tube movable by a solenoid. The plate rests on the 
top of the urc-enelosing globe, and enuses the clutch to release the carbon when 
the tube descends sufficiently. Contact hetween the upper carbon and the tube 
is maintained by metal balls placed on an inclined plane in an annular space in 
the eross-piece.. Contact with the tube is maintained by a finger. A variable 
series resistance consists of bare wire over which an insulated contact shoe is 
movable by a screw and a head, a flexib'e connector being attached to the shoe. 
4 claims. 


19,866. ''improvements in the manufacture of electrodes for electric accumsa- 
lators." H. H. Lake. (Soo. Roger & Rathier.) Dated September 19th, IN. 
Positive plates are made from grids of antimonial lead which are soaked in 
sulphuric acid, then covered with red lead, and again soaked in sulphuric acid. 
Negative plates are constructed in the ваше way, except that the plates are 
covered with & mixture of one part of red lead to flve parts of litharge. 2 claims, 


19,876. ‘‘improved joint for telegraph and other wires conveying electricity.” 
H. W. Neid. Dated September 19th, 1898. Relates to couplings for telegraph 
and like wires. The wires to be joined are placed in a sleeve having a central 
opening which is then filled with solder. The sleeve and wires should be 
cleaned or coated. with solder or the like before use. The ends of the wire are 
preferably bent up. 4 claims. 


19,913. “‘Improvoments in аго lampe." W.G. Heys. (Manhattan General Con- 
struction Company.) Dated September 20th, 1898. Relates to an enclosed arc 
lamp provided with cluteh regulating mechanism. A iron frame consisting of 
dises connected by two uprights is suspended by a tube screwed into it and 
having an eye at the upper end. A brass tube conical iron core brass cylinder 
and ring are secured in the frame by a screwed ring, Which is inserted by using 
a cup as a key, the cup being inverted from its proper position and pins on it 
entered in holes in the ring. The regulating coil is supported by three feet on 
the ring and is somewhat larger than the cylinder so that air passes between 
them. An iron core slides between the tube and cylinder which serve as a 
dashpot. The core carries a hollow conical clutch containing three balls which 
project through holes in a loose tube into cont.ct with the upper carbon. The 
frame of the lamp carries an insulating ring, and into this is screwed another 
riug carrying tubes, a connecting ring, and latches. The latches engage under 
the ends of a cross bar carrying the lower carbon holder and arc-enclosing globe. 
The latches are released by raising a cross bar by a handle in opposition to a 
spring; an inner rod with a handle enables the cross bar to be raised into 
engagement with them. 82 claims. 


19,940. ''improvemonts in clroult breakers for three-wire elec distribation 
systems.” The British Thomson-Houston Company, Limited. (E. M. Hewtett.) 
Dated September 20th, 1808. Relates to means for breaking the main circuit in 
a three-wire system should one of the outer wires become grounded, or in сакс 
of excessive load on either side of the system. А second coil in shunt is added 
to the usual series coil of a circuit breaker. Normally this shunt circuit is 
broken. Arclay or double wound magnet has its coils connected to the system. 
Should a ground oecur, the current fail in one of the coils, the armature is 
attracted and contact made. The circuit breaker then operates. 7 claims. 


19,969. ''improvoments in systeme of electrical distribution.” С. F. Scott. 
Dated September 20th, 1898. Relates to arrangements for converting a threc- 
wire single-phase system into a two-phase system for driving motors. A fourth 
conductor is added to the system, and this, with the balancing conductor, serv es 
to carry a current ia quadrature with the main current. The two-phase 
generator supplies the two three-wire circuits. To supply the motors a fourth 
wire is used. Instead of both circuits being supplied from one source separate 
generators may be used. 3 claims. 


19,960. ‘improvements in or relating te the conductors for electric гаймаув.°° 
R. Beitield. (Foreign Electric Traction Company.) Dated September Ath, 1898. 
Relates to conductors and rail bonds for electric railways and tramways om a 
third rail or sectional conductor system. The conductor or third rail which 
may be in duplicate and also in insulated sections is preferably of inverted 
У shape. At the insulated joints, wooden pieces with metal ends are inserte--i 
and the metal ends slide between the V rail and the clamp which is secured t.» 
the rail by a block aud wedge. A stop and lug prevent the parts from comin 
apart. To connect the rails electrically, the block and clamp are made longer, 
and a wedge is inserted at each end, Plastic conducting material which mia у 
be on a copper strip, is interposed between the rail and biock. The feeders may 
be soldered to extensions of blocks secured to the rails as described above. 3 
claims. 


19,972. “Аи electric switch worked by olookwork, or hy electricity or both, or 
by hand independently of either." J. Hooper. Dated September 20th, 1592. 
Relates to switches adapted to be op: rated by clockwork or by electricity, or t. 
bund. It consists essentially of a toggle joint connected at one extremity with 
a switch lever, and at the other gripping a projection on the end of a lever. Thoe 
free end of the lever may be depressed by the cam operated by clockwork, Or 
by means of an electro-magnet, or by hand. The toggle levers are suspendi e-«1 
from the pivot and when the projection is moved from between the jaws, tlhe 
rod is pushed forwatd and opens or eloses the switch. 2 claims. 


10,874. Improved filaments for electrio Incandescent lamps." F. Danmerrt. 
Dated September 20th, 1498. Filaments are made from homogeneous mixture 
of cellulose reduced to a paste with strong acetic acid and magnesium всеї za to 
or other salts of metallic oxides which possess great power of emitting lig Xa т, 
the filaments nre squirted and finished ia an ordinary manner. The colour «5 
the light produced is stated to depend on the salt used. 2 c'aims. 


20,027. "'improvemsnts in elect ical apparatus fer exhibiting aed change twa ; 
advertisements, sigas, and the like devices.” A. D. Douglass. Dated Septerm ж. 
21st, 1598. Advertisements, signs, and the like are formed by means of incas., 
descent lamps, each of which is held in a compartment of a board, any dest re- + 
sign being formed by lighting certain lamps. To repre ent a word вета r -4 
bonrds are used, each board serving to represent a letter; but a word may v, 
spelled out by means of a single board on which the let ers composing the м «2 у. 
are exhibited in succession. The wires connected with the several lamps wha а « - 
go to forin the letter are united ia terminals which are automatically tbr« == 
into cireuit to form any letter by means of a switch device consisting of & dir « 1 т 
having fingers or projections which operate contacts threaded on a 10d. T k 
drum is rotated by a motor, through pawl and ratchet gearing. 8 claims, 
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THE Times of August 10th admits into its columns an 
article on water-tube boilers by an engineering correspondent 
who considers that the water-tube boiler in some form will 
be the Navy boiler of the future, and at the same time he 
deplores the contumely heaped on the Admiralty for their 
Belleville policy, because he is so pleased to find the 
Admiralty able to make any change. The article is illus- 
trated by cross-sections of the Yarrow boiler and the 
Belleville, and the action of water-tube boilers is very 
clearly described. The dangerous and defective action of 
the flatly-inclined tubes of the Belleville boiler is detailed, 
and the enormous length of the many-folded tubes is pointed 
out. The Admiralty view that the small tube types of 
boiler will not do for large slips, is opposed, and it is pointed 
out that there is a great margin of weight to provide this 
type of boiler with larger and thicker pipes, so as to increase 
their durability. Evidently the author has no faith in the 
Belleville boiler, but he follows the usual line that the 
Admiralty could not do otherwise than try the Belleville 
boiler, because there had been more experience gained with 
it than with any other type. We know of no experi- 
ence of the Belleville boiler that could justify its 
adoption in place of the old Scotch boiler. He says that 
the rapid deterioration of Belleville boiler tubes 


` proves that there are causes at work which were not foreseen, 


and which may turn out to be of an extremely serious 
nature. Now this is not quite the саве The troubles of the 
Belleville boiler were amply foreseen. Mr. Allan, M.P., fore- 
saw them. All the boiler insurance companies foresaw them. 
We ourselves denounced the wholesale adoption of the 
boiler. The experiences of the Messagerics Maritime, of 
the Brighton Railway, and of the ss. Aherson, came soon 
enough to have put a stop to the course that has boilered 
62 ships with a useless and dangerous complication of fitted 
pipes. Much is made of the so-called long experience of the 
Belleville boiler. The boiler, as it exists to-day, only came 
out in 1880, and was first tried on the Vol/igeur, a French 
ship. The carlier attempts of M. Belleville had very little 
in common with the later boilers, but were no more 
successful all the same. Long enough before 1880 the 
Joessel boiler was tried on the Actif and Argus. It was 
better in every way than the Belleville. We will not name 
the Oriolle boiler, because it had small tubes of 1°6 inches 
diameter only; but this boiler performed well and was 
durable. Then the D'Allest boiler dates back to 1870, and 
lias some claims to be considered, because it employed short 
tubes at some inclination: but the boiler had a series of 
serious accidents due to exposing tubes with steam in 
them to the hottest gases. 

As regards small tube boilers, Mr. Oram is quoted to the 
effect that the Yarrow boiler will give 79 I. H. p. per ton of 
boilers complete in a destroyer, whereas the Belleville boiler 
will give a maximum of 244 I. k. p. per ton. The tubes of 


` 
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the latter. are from ‘192 inch to *375 inch thick, whereas 
the tubes of the former are only 104 inch thick, but have 
lately been made 7128 and 7116 inch, according to position 
near the fire. 

Therefore they are not so durable in face of corrosion. 
But it is suggested that the tubes of the Yarrow boiler, now 
1} inches diameter, might be made 2 inches, and thickened 
np to a considerably greater strength without bringing up 
the weight of the boiler to the Belleville limit. "The sugges- 
tion is made to use highly nickelised steel for boiler tubes, 
this material being so little corrodible as compared with 
ordinary steel. The nickel steel is costly, but the nation 
would not grudge the cost if it were assured that the 
use of the material was to the advantage of the Navy. 
No engineer could approve of such a tube as that in the 
Belleville boiler, but the Admiralty had evidently become so 
paralysed by long inactivity that when it did move its first 
step was a false one, and its chosen boiler was that which the 
Times contributor so plainly shows to be a mistake. The 
article is the more welcome in that it is from one who 
believes in the water-tube principle. 

It is usual to divide water-tube boilers into two classes, 
namely, small tube and large tube, and in the course of a 
debate in the House, Mr. Gibson Bowles said there was no 
difference in principle, but merely one of tube size. The 
Times correspondent points out that the small tubes are 
usually “vertical,” while large tubes are usually of the 
* horizontal" type, and the two terms thus used are taken 
to embrace all inclined tubes, those being called vertical 
which are less than 45° from the perpendicular, and horizontal 
those that ure less than 45? from the horizontal. All tube 
boilers now before the public at all prominently have this 
difference well pronounced; but even in large tube boilers 


the length of each pipe need not be inordinate. The enor- 
mous length of the Belleville tubes is got by joining a 
number of tubes end to end by short junction boxes from 
which two pipes slope, the one slightly up the other down. 


It would appear that the idea underlying this is that one end 


of this long manifold tube will be at a maximum height 
above the other end, and circulation will be caused by the 
maximum difference of head. But it is overlooked that the 
acting head is called on to circulate. water through an enor- 
mous length of pipe and round many sharp corners, and so 
little does circulation tend to establish itself that the lower 
ends of the long pipes are actually fitted with non-return 
valves so as to prevent circulation going the wrong way. 
Such a thing as а non-return valve inside a boiler is in itself 
out of place, as well as being a strong proof against the 
principle of the boiler. Is not this a powerful argument 
against any claim that the Belleville possesses satisfactory . 
circulation ? | 

Attention is drawn to the fact that in a water-tube boiler 
а fault in a tube, such as a split, is made worse by its 
internal pressure. A similar fault in a fire tube with 
external pressure would not develop; a split remains close, 
and the leakage from it is not apt to become serious. It 
might be added that leaky fire tubes are very readily closed 
by the familiar tube stopper, whereas there is no water-tube 
boiler in which a faulty tube can be cut out of. action while 
the boiler is at work. Moreover, a comparatively small 
fault in a water tube will not merely cause such a leakage as 
to overpower the feed, but would often be sufficient to injure 
the stokers. A boiler with a mere pinhole must be laid off at 
once, and it must not be forgotten that the tubes of better 
boilers than Belleville's have been known to become per- 
forated in 48 honrs when using water from the Thames 
tideway. 

As the Times correspondent states, it may be most dis- 
couraging for the professional element at the Admiralty to 
find that a progressive policy has been rewarded by con- 
tumely and abuse. On this score it should be noted that 
the Admiralty had ample warning of the Incapacity of the 
Belleville boiler, if, indeed, any warning could possibly 
have been required by engineers, for whom, we suppose, is 
intended the phrase * professional clement,” for we must 


continue to disbelieve in the willing adoption of the Belle- 
ville type by engineers of experience, and if the Admiralty 
wished to be progressive, there were 50 things to be 
touched before a single boiler need lave been remodelled. 

Let the Admiralty place our Navy in the condition 
required by the country, which, by the way, is in no mood 
to bear a repetition of War Office methods. 


It would appear, from the number of 
persons that are being drawn into the 
discussion on conduit and trolley systems, that the contro- 
versy is likely to reach the dimensions of some other famous 
electrical questions. We do not for a moment wish it to be 
understood that we are opponents of the conduit system ; on 
the contrary, we are quite prepared to admit that there may 
be conditions where only such a system could be permitted. 
Our criticisms have been directed rather against the methods 
and futile arguments of its advocates than against tlie system 


itself. If the members of the London County Council were 
genuinely of opinion that the conduit system was the only 
one practicable for London, and had arrived at such views 
after careful investigation of the operation of all electric 
traction systems, one might have very little reason to object. 
But the more we study the attitude of the Council the more 
we are convinced that its information is one-sided, and its 
opinions in consequence biassed. Nor has the newspaper 
controversy done much: to clear up matters; it has rather 
helped to disseminate a good many false ideas on the subject 
of traction. As an instance of how people are misled, we 
were actually informed, by an engineer too, that the over- 
head wires were being abandoned in America in favour of 
the surface contact and the underground conduit system. 
We have attempted to deal with some portion of the news- 
paper controversy, but as the subject of the conduit is 
being taken up by various newspapers, we fear that it 
will be impossible to explode all the, fallacies that are 
being so widely published. The Westminster Gazette and 
Mr. Warren, of the Westinghouse Company, have been 
making a serious attempt to put everybody right on the 
subject of the conduit ; in their joint opinion the London 
County Council is justified in adopting the conduit, and 
though we can quite understand. Mr. Warren approving the 
action of the London County Council, we should have liked 
our contemporary to have advanced some reasons for the atti- 
tude which it has taken up. Mr. Warren points out, in the 
Westminster Gazette, that there is no impossibility from а 
mechanical or an electrical point of view in laying down a 
conduit, and with this statement most people would be 
inclined to agree; but the main question which concerns 
Londoners at the present moment is whether the well-known 
and recognised advantages of the conduit are worth the 
exceptionally heavy cost which must be incurred. It is per- 
haps undesirable to have any form of overhead structure in 
London streets, and probably for such reasons the conduit 
would be the only system for streets similar to the Strand, 
Piccadilly, Victoria Street, and many of the main arteries of 
the City. In such places the heavy expenditure on the 
conduit might be fully justified, but we decline to admit that 
the conduit is necessary in most of the thoroughfares south 
of the Thames bridges. We have no sympathy with the 
hiassed views of the thick and thin opponents of the conduit ; 
their views are no more to be tolerated than those upon which 
we made severe strictures last week. We are not anxious 
that the conduit should be neglected, but we certainly object 
to the overhead trolley being misrepresented, and our remarks 
were mainly directed to this end. There is one phase of the 
London tramway question in which we heartily sympathise 
with the London County Council, and that is in the attern pts 
to provide a unified system of traction. The acute nature 
of the transit problem is in a large measure due to the wanete 
of uniformity in the carrying arrangements of London 3 ana 
any scheme which makes for that end is deserving of support. 
The small local authorities of London, however, сап abso- 
lutely veto any complete system of tramways if they are so 
disposed, and from the public point of view as well as that 
of the-electrical industry, it is regrettable that the Cunts 
Council is meeting with so much opposition. 


Conduit r. trolley. 
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ON SOME METHODS OF DETERMINING 
EXPERIMENTALLY THE MOMENTS OF 
INERTIA OF THE ROTORS OF DYNAMOS 
AND ALTERNATORS. 


By ALFRED HAY, B.Sc., M.LE.E. 


Or what interest or importance to an electrical engineer is a 
knowledge of the moment of inertia of a dynamo armature ? 
Had the question been asked some ten years ago, most 
practical men would probably have answered“ None, without 
шу hesitation. But we live in an age when a matter which 
oe day is regarded аз of interest to pure science only may the 
жи day suddenly become one of great practical concern. 
And so it has happened with the particular problem of the 
present paper. Until recently, probably no electrical engineer 
ever suspected that the moment of inertia of the rotor of a 
dynamo or alternator was a quantity which was destined to 
ie of prime importance in connection with certain problems. 
There are two such problems in existence at the present 
moment. One of these is the analysis of the various losses 
whieh take place in a generator; and the other is a problem 
connected with the parallel running of alternators. 

A lew words regarding the first problem may not be out 
of place. Let 1 be the moment of inertia, expressed in C. G. S. 
wuts, of the rotor of a dynamo or alternator. Let the 
angular velocity at a given instant be w, and let us suppose 
tbat after the machine has been run up to a certain speed on 
open arcuit, the supply of power to the armature is suddenly 
c off, and the machine allowed to come to rest. The 
bg: torque, T, in C.G.S. units, acting on the rotor is 
given by 


dw 
T = — I —— 
di ' 
aod the corresponding power is 
Te = —I E. in ergs per second, 
d 


or — 1077 10 in watts. 
t 


` dw 
Henee if 1, w and - are known, we have a means of. 
( 


calentating the power which produces retardation. Now this 
jower must be the exact equivalent of the rate at which 
energy is being dissipated by bearing friction, brush friction, 
ar friction, hysteresis, and eddy currents at the speed w. 

Let us suppose that by suitable means w has been obtained 
i a function of the time, so that when plotted it enables us 


| | les 
also to find % and let us further suppose that the experi- 


ment is performed (а) when the machine is not excited, and 
tbe brushes or other rubbing contacts have been removed; 
($) without excitation, but with rubbing contacts in place; 
^) withont rubbing contacts, but with full excitation. The 
power corresponding to (а) measures the loss by bearing and 
ar friction ; that corresponding to (Р) the loss due to bearing, 
»msh and air friction; and that corresponding to (c) the loss 
"ac to bearing and air friction, hysteresis and eddy currents. 
The loss due to heating of the armature and field coils is 
sily calculated. We thus have a method of not only deter- 
mmng the total waste power, and from it the efficiency of 
the machine, but also of analysing the various losses. Further, 
‘he method may be employed for studying how the various 
es vary with the speed. | 
Se far as the author is aware, the method sketched out 
ae Was first suggested in 1893 by Mr. J. R. Ashworth in 
in a etter to the Electrician,” although it does not seem to 
‘ave been tested by him practically. The editorial comment 
оп the letter was somewhat unfavourable, and there the 
пацег was apparently allowed to rest. It was not until 
‘896 that М. Routinf published a paper giving not only an 
unt of the method, which appears to have been devised 
bim independently, but the results of actual tests. Quite 
, C, Liebenowt has given an account of the same 


* The Electrician, Vol. xxx., p. 459. 
ї Eclairage Electrique, October 24th, 1896. 
+ Elektrotechnische Zeitschrift, 20, p. 274. 


method, evidently quite unaware of the fact that others had 
also suggested and used it. 

The waste power as determined by this method is some- 
what less than the actual loss taking place at full load. On 
account of the field distortion produced by armature reaction, 
the hysteresis and eddy current losses at full load will 
generally be greater than those which take place in the un- 
disturbed field. This increase of waste power at full load 
has formed the subject of several papers.* 

Turning now to the second problem in which the moment 
of inertia of the generator plays an important pert, we may 
point out, that it is one which has claimed a great deal of 
attention during the last few months. The problem is that 
of the hunting " or “ see-sawing," or“ phase-swinging, ав 
it is variously termed, of parallel-connected alternators. The 
literature relating to this particular subject is surprisingly 
extensive, and, what is still more remarkable, dates pretty far 
back. The phenomenon seems to have been first investigated 
by P. Boucherot,f who in 1892, in a series of articles 
dealing with the parallel running of alternators, gave a 
formula for the period of the oscillatory movement, which is 
superposed on the motion of uniform rotation of an alternator. 
In the course of the same year, A. Blondelf published a 
series of articles dealing, among other things, withthis particular 
problem. More recently, it has formed the subject of a large 
number of contributions by various writers, including G. 
Kapp,§ J. Guillaume,] L. Wilson, J and G. Benischke.** 
A very thorough discussion of the subject will be found in a 
recently published elaborate paper by H. Görges. ff 

It is not the intention to deal with this subject here, 
beyond merely pointing out that the presence or absence of 
the troublesome phenomenon of “hunting”? is largely 
dependent on the value of the moment of inertia of the 
rotating part of the generator. If, in fact, this moment of 
inertia, as well as certain other quantities are known, it 
becomes possible to estimate roughly whether under given 
conditions the alternator is likely to“ hunt” or not. 

Enough has been said to show that the moment of inertia 
of the rotor is far from being a quantity which to an engineer 
possesses abstract interest only. We shall now consider some 
methods by means of which this quan ity may be determined 
experimentally. 

Method 1.—The usual method of torsional vibrations 
employed in a physical laboratory is probably one of the 
most accurate methods at our disposal, and may be conveni- 
ently used so long as the rotor is not of unwieldy size. The. 
rotor is suspended by means of а steel wire-rope with its 
axis vertical, and, having been displaced by a rotation round 
its axis through a convenient angle from its position of 
equilibrium, is allowed to oscillate. The time, T., of a com- 
plete oscillation is determined. The moment of inertia 
of the rotor is next increased by suitably loading it with 
weights distributed symmetrically round the axis, the weights 
being of such a shape and so placed that the total additional 
moment of inertia, Iw, due to them may be calculated. The 
rotor is once more set swinging, and the new periodic time, 
Ta, is as before determined. If r stand for the moment of 
inertia of the rotor in C.G.S. units, then, Iw being similarly 
expressed in C.G.S. units, we have, as is well known, 


I = I тй __ (1) 
^ T) — Té 

This method was applied to determine the moments of 
inertia of a 5-KW. dynamo armature, and the rotor of a 
8-Kw. Pyke & Harris inductor alternator. 

The dynamo armature was of the Gratnme type, and was 
provided with a pulley of large diameter. A gunmetal 
collar was fitted to the end of the spindle for the attachment 
of the suspending rope, which consisted of four strands of 
steel wire, and the armature with its pulley was suspended 
from a strong wooden trestle about 13 feet high. The 


* О. T. Blathy, The Electrician, Vol. xxxvii, pp. 375 and 474, 1890. 
W. M. Mordey, p. 447. H. J. Ryan, Electrical World, Vol. xxviii., 
p. 272, 1896. 

і La Lumière Electrique, Vol. xiv., p. 201 et seq. 

1 P " Vols. xlv. and xlvi. 

$ Elektrotechnische Zeitschrift, Vol. xx., p. 134, 1899. 

| Eclairage Electrique, xx., p. 281, 1899. 

«| Journal J. E.E., xxviii., p. 395, 1899. 

** Elektrotechnische Zeitschrift, xx., p. 870, 1899. 
Tf xxi., p. 188, 1900. 
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arrangement is shown in fig. 1, where it is drawn roughly to 
scale. Oscillations were next started by turning the 
armature through a small angle, and then letting it go 
(care being taken not to set up any pendular motion). The 
time of 20 complete oscillations was found to be 427 
seconds, giving for T, the value 21:35 seconds. The 
armature was then loaded with a number of slotted circular 
weights (as shown by the dotted circles in fig. 1) dis- 
tributed as symmetrically as possible round the rim of the 
pulley. The moment of inertia of each weight about an 
axis passing through its centre of inertia in a direction 
parallel to the suspension could be easily calculated from the 
dimensions of the weight, and from this the moment of 
inertia about the axis of vibration could be easily deduced. 


Fio. 1. 


The total additional weight distributed over the pulley rim 


amounted to 22 lbs., and the corresponding additional moment 
of inertia, Iw, was found by calculation to be 5:15 x 108 
C.G.S. units. The new periodic time of vibration, Ta 
amounted to 26:1 sec. Hence by formula (1) we get 
5h15 x 108 x 21:35? 

I к= 3698 — 21-357 

The rotor of the Pyke & Harris inductor alternator was a 
much lighter structure, and the weights could not be con- 
veniently attached to it asin the case just considered, on 
, account of the much smaller size of pulley. Instead of this, 
two small holes were drilled and tapped in the thick rim of 
the pulley in a direction parallel to the spindle of the rotor, 
and a horizontal iron lever, with two pins screwed in at its 
ends, was fixed to the pulley rim; this lever is shown in 
fig. 2. The slotted circular weights could be placed round 
the pins at the ends of the lever. The moment of inertia of 
the rotor was found to amount to 7:88 x 109 C.G.S. units. 


(To be continued. ) 


N 
e 


SQUIER AND CREHORE ON SUBMARINE 
CABLE TELEGRAPHY. 


WE have received from the authors, Messrs. Crehore and 
Squier,.a copy of a paper on cable telegraphy read before 
the American Institute of Electrical lingineers, in which 
an account is given of a series of experiments conducted 
during a space of nearly two years on the cables of the Com- 
mercial Cable Company of New York. The experiments. 
were designed to ascertain the effect of sending signals by 
connecting the cable to an alternating current dynamo 
during one half a single alternation instead of to a battery. 
Fig. 1 shows the course of the potential of the cable at the 
transmitting point when the letters A B C are sent by con- 
necting the cable during 2 of each element to a battery, 


d e 
and to earth during the remaining }, with, of course, longer 
nnn — —  ——————— —— 


* “A Practical Transmitter using the Sine Wave for Cable Tele- 
graphy and Measurements with Alternating Currents upon an 
Atlantic Cable.” Read before the American Institute of Electrical 
Engineers, Philadelphia, May 18th, 1900. 


= 10°47 x 109 C.G.S. units. 


periods of earth connection to separate the letters. Fig. 2 
shows the course when instead of using a battery the cable 
is connected to a source of alternating E.M.F. during half 
of an alternation period, chosen so that during the whole of 
that half period the E.M.F. is in the same direction. 

For sending the signals of fig. 1 with a ‘battery a Cuttriss 
transmitter was employed, in which the contacts are made 
by springs touching a contact cylinder through holes per- 
forated in a paper tape. For sending signals with an 
alternating E.M.F. as in fig. 2, a special transmitter was 
used, in which the wheel that fed the paper was geared to 


Letters a, B and c. Battery form of E. M. F. wave. 
Fia. 1. 


the shaft of an alternating dynamo, and the holes through 
which the spring contacts were made were perforated in such 
positions that each contact just lasted through one half of an 
alternation. 

The construction is clearly given in the paper; there is 
no difficulty in imagining ways of carrying out such an 
operation, and it is outside our present’ purpose to discuss 
the details of the mechanism. It is evident that a good 


Lettersa, B and c. Sine wave E.M.F. 


Fic. 2. 


deal of care was taken to secure a true sine curve from the 
dynamo, a result which was obtained from & drum-wound 
armature, after & shuttle-wound armature had previously 
been tried which gave a very irregular peaked curve. 

The authors proceeded to examine the law of transmission 
of such alternating currents through cables. In all cases the 
observations were made with the instrument at the receiving 
end arranged on a bridge as for duplex. At the sending end 
the transmitter was connected in some experiments directly 
to the cable, in others to the apex of the duplex bridge. The 
amplitudes and phases of the E.M.F. forces and of the 
currente passed into the cable were measured with a dynamo- 
meter and an electrostatic voltmeter, and the close corre- 
spondence of the measurements, and of the impedances 
calculated from them, with the values calculated from the 
known constants of the cable and instruments, show this part 
of the work to have been done with great care and thorough- 
ness, "The instrument used at the receiving end was an 
ordinary siphon recorder, and the extent of the excursions of 
the 59 n trace was the measure of the value for telegraphic 


purposes of the received currents, and was observed for many 


different electromotive forces and frequencies of transmission. 
In consequence of this proceeding, the characteristics of the 
receiving instrument, viz., the natural period of the coil, ite 
damping, &c., which are not given in the paper, are con- 
cerned in the result, as well-as the amplitude and frequency 
of the received current ; and although the results so 
obtained give information which is immediately applicable 
to practice, yet they are not easily compared with theory. 

A number of traces are given in a diagram of the effect of 
regular alternations produced in various ways: by the druma 
armature giving a true sine curve; by the shuttle armature 
giving a peaked curve; and by the Cuttriss transmitter 
giving a flat-topped curve; and in every case the trace is @ 
smooth sinusoidal curve. The authors point out that if the 


periodic curve of the impressed force be analysed into a series 


of harmonic components, the amplitudes of the higher 
harmonics are reduced in passing along the cable so mucla 
more than those of the lower harmonics that in a longe 
cable only the fundamental practically survives, and the- 
syphon trace is simplified to this. This is, of course, 
broadly the case, though a reader who cares to go into this 
question further may refer to an article published in these 
columns in August, 1897, in which the transmission of 
several harmonics in determined proportions was discussed 
for a typical case. It would appear that in these experi— 
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ments smooth uudalatory curves would have been produced 
in any case by the action of the recorder, since a curve of 
this kind was obtained from, a shuttle-wound armature on a 
plain resistance when the oscillograph gave a curve of an 
acedingly irregular and peaky form, so that the smoothness 
af the syphon trace is not necessarily due to the absence of 
higher harmonics from the received current. 

The authors give the particulars of the amplitudes of the 
«phon trace using many different periodicities and electro- 
motive forces at the transmitting end, and these, results are 
puticülarly valuable and interesting. The experiments 
were conducted on the Coney Island cable, between New York 
and Canso, which has a resistance of 13,700 ohms, and an 


c, Cuttriss transmitter, 180 letters per minute. n — 


~ р, Sine wave 34 182 i 


eetrostatic capacity of 231'4 mfds. at 75° Е. It was found 
that the amplitude of the siphon trace for any given 
frequency was proportional to the electromotive force used 
for transmission, so that fora given frequency the deflection 
of the siphon was proportional to the received current. The 
variations of the amplitude of the siphon movements for 
different frequencies, and with different transmitting instru- 
ments are given in a diagram, reproduced in fig. 4, which 
shows a etriking difference between the values for a true sine 
wave transmitter, and those for a flat topped or peaked wave. 
The former gives much larger amplitudes at the higher 
frequencies tried than the latter. As a practical example of 
the advantage gained by the use of the sine wave trans- 
* & specimen is given of actual slip, which is reproduced 
1 ‘ А 


U е 


OOUR € AMPCITUDE OF LANAN rr eon 
HUM DEED на OF AN тен. 
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ween frequency and the double amplitude of the receiving 


bet 
соет s—1. The Cuttriss transmitter; battery 86 volts. 3. The pointed wave 


tar; 80 virtual volts upon apex. 
volts on apex. 
Fia. 4. 


In order to compare the results of two systems it is not 
Afücient to compare them on the basis of using equal 
E. M. Fs for transmission. 
tais of putting equal strains on the dielectric of the cable. 
The authors of the paper clearly recognised this, and, have 
given a great deal of attention to calculating the maximum 
‘lectrostatic pressure in the cable itself when known 
alternating E. M. Fs. are applied to the apex of the duplex 
кре, and they think an E. M. F. of transmission of given 
unplitude which follows a pure sine wave not only has an 
advantage over a flat-topped wave, such as is sent by a 
lstery transmitter, in producing larger movements of the 
"phon, but that it actually throws less strain on the dielectric. 
[n this argument we are not able to follow the authors, nor 
in that which explains why there is a gain in speed in using 


8. The sine wave alternator ; 81:1 


They must be compared on the 


the sine wave instead of the battery. of the same maximum 
voltage. It is clear that the amplitude of the first com- 
ponent of a flat-topped wave is greater than the amplitude 
of the wave itself, and that by an amount which is greater 
than in any other form of wave of the same maximum 
amplitude ; so that according to their theory, the battery 
transmitter should be better than any other. 

The kernel of the paper lies in the results given in figs. 3 
and 4, and it does not seem to us that the long theoretical 
discussions throw any light on the cause of the difference 
between the actions of the two transmitters. An unsatis- 
factory part of the paper is that no information is given as 
to the values of the received currents (what is given every- 


5:61 max. 86 volts on cable. 
5°66 7 


n , ?9 „ 


where is the siphon trace) so that we are left quite in the 
dark as to whether this peculiar effect is due to the instru- 
mental conditions of the syphon coil, or whether it indicates 
a failure of the accepted theory of cable signalling. The 
form of curve 3 in fig. 4 is very different from the curve of 
the received currents calculated from the theory, and seems 
to show that the conditions of the receiving instrument are 
largely responsible for its shape. On the other hand, the 
difference between the traces of fig. 3 can hardly be due to 
the instrument. On the whole the evidence seems to be in 
favour of a failure of the theory, and of great importance. 
If the transmission of electrical interferences along cables 
does not follow the accepted law, according to which the 
transmission of any harmonic is unaffected by the existence 
of others, there may be possibilities of improvement in cable 
telegraphy in-an unsuspected direction. 


STORAGE BATTERIES FOR SMALL 
| STATIONS. 


A PAPER was read last June before the North-Western 
Electrical Association-in Wisconsin, U.S. A., by Mr. Louis A. 
Ferguson, on the subject of the limiting use of storage 
batteries in small central stations. The question is not 
without interest. The conclusion arrived at by Mr. Ferguson 
is, that if the duration of the peak of the load curve is more 
than 14 hours, it is cheaper to instal extra machinery to meet 
this than to use a storage battery. He bases his opinion 
upon the assumption that the rate of discharge of a storage 
battery is four times greater if discharged in one hour, than 
if the discharge has to be spread over eight hours, and that 
the discharge rate is proportionate at intermediate periods 
for discharge. 20 | | | 

He then says that the cost of a storage battery suitable 
for a small station, say, one of 500 amperes discharge at the 
one-hour rate, would be at the various discharge rates some- 
what as follows :— 


When discharged in 1 hour £16 per Kw. 
| „ 2 „ z e. 423 „ 
» 3, E432 „ 
n 5 „ e es 448 „, 
8 „ 464 „ 


These figures include switchboard, end cell switches, and 
the battery erected complete, but do not include any extra cost 
for building, which he thinks miglit be practically neglected. 

. Mr. Ferguson then assumes £20 per KW. as a reasonable 
price for boilers, engines, steam piping, generators, chimney 
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and switchboard, and as £20 is almost half way between the 
assumed cost of battery per KW. for one hour rate of dis- 
charge and two hours, he arrives at 1} hours as the 
limiting duration of the peak in which a storage battery 
may be considered to have an economic advantage in a small 
central station. 

This is certainly new, and, we may be allowed to say, 
somewhat inconsistent with what has been found to be of 
practical value in the operation of small stations. 

The hard and fast conclusion above referred to might 
obtain if the load curve of a small station could be taken 
uniformly to be of the following form :— 


Fig. 1. 


where the peak takes the shape of a chimney-stack and the 
area about 20 per cent. less than that of A B C D which 
represents the output of the plant during the hours when 

Mr. Ferguson assumes that the battery would be charged, 
` апа during which there is no outside demand. But, 
as а rule, а load curve does not take so simple a shape, 
nor is it of the same shape for two days together. For 
instance, if one of the load curves quoted by Mr. Ferguson, 
and reproduced in fig. 2, were a type of what might be 
expected in the small central station, it is quite clear that if 
the engine and dynamo plant were designed to deal with the 
load at A, it would be quite capable of charging a battery of 
sufficient capacity to supply not only the peak but also the 
demand during the hours of, вау, 11 p.m. to 7 am. Mr. 
Ferguson himself draws. attention in another part of his 
paper to the great advantage of a battery for taking up 
inequalities of load on long and short feeders, but he does 
not touch upon what is, perhaps, the most important 


5a P.M. 
A, accidentally omitted; should be at the meeting points of lincs 8 and 30,000. 
| Fia. 2. 


function of a storage battery in a small station—next to 
supplying the light-load and peak—namely, to enable the 
supply to be continued in the event of a breakdown. In 
large stations where units are multiplied and several units of 
different size are kept under steam a breakdown can be dealt 
with instantly by a turn of a switch and the supply of 
current maintained. In a small station, however, the case is 
often very different. | 

Moreover, the capital outlay is not the only consideration 
to be kept in view when weighing the pros and cons of a 
battery installation. The cost of maintenance enters very 
largely in such calculations. For instance, the watt efficiency 
of a battery discharging in one hour is a very different thing 
to that which might be realised from the battery when dis- 
charged in eight hours, and the cost of renewals and upkeep 
are greater at high than at low discharge rates. 

In concluding his paper, Mr, Ferguson states that “ it is 
probably safe to say that there is no economical advantage— 
although there may be sentimental advantages—in the use of 
a storage battery in a lighting system where the average 
width of the peak of the load is more than from 1j to 2 
hours, although the battery may have a commercial advan- 
tage in ensuring the customers of the central station com- 


pany a thoroughly reliable service with uniform quality of 
illumination." 

It would thus appear that all Mr. Ferguson’s argument 
may be said to amount to is, that in certain circumstances a 
storage battery might be desirable, while in others it might 
be dispensed with. With this most of us will agree, but 
what we shall find some difficulty in appreciating, is the exact 
shade of meaning which, in Mr. Ferguson’s opinion, is to be 
attached to “economical” advantage as compared with 
„commercial“ and “ sentimental“ advantage. 


DEFICIENCIES IN CAR EQUIPMENTS. 
By R. H. TWEEDY. 


Dav by day we advance nearer to the time when English 
roads will be equipped throughout with English material, aud 
everything which can help towards that end is worthy of 
assistance. 

At present, however, as everyone knows, the largest por- 
tion of the rolling stock and equipments in use on British 
tramways is of American manufacture and design. We 
have, therefore, a very good opportunity for criticising 
current American practice, and if we consider the number of 
cars now running in the States, it is surprising how readily 
that practice lends itself to criticism. 

Theré does not appear to be any probability that the 
general conditions of service on the other side differ so 
materially from the conditions existing here as to allow 
practices to be followed and materials to be used with 
impunity, which prove so untrustworthy when tried over 
here; therefore the same faults in design, manufacture, and 
arrangement of which we have to complain must have been 
met previously in the States, and should have been combated 
more effectively. 

Practical experience shows that the time of the engineer 
responsible for the rolling stock—whatever title he may 
bear—is spent very largely in attempting to circumvent or 
anticipate faults which must have oceurred wherever that 
particular type of equipment has been used, and which 
should have been provided for in any new design. Altogether 
too much time and money are spent in thinking out and 
adapting devices to overcome deficiencies which should have 


been eliminated long ago. 


A few examples will illustrate the truth of these strictures. 
Every. stationary motor in existence, to which the term 
modern can be applied, has its bearings lubricated con- 
tinuously and automatically by means of some form of loose 
ring or chain revolving on the shaft, and some precautions 
are taken to prevent the oil creeping along the shaft to the 
armature windings and commutator, So far as oiling goes, 
practically no attention is necessary. Now the motor on a 
tramcar is worked under conditions which would make a 
stationary motor turn pale, and, on the face of it, one would 
imagine that at least as much care would be taken of its 
welfare. We find, however, that every advertised traction 
motor (I am open to correction) is provided with grease 
boxes over each bearing ; rough-cast boxes with a slot at the 
bottom, and a lid held down by a spring. When the shaft 
becomes warm enough it is lubricated, but if by some mis- 
chance the bearing heats rapidly, one of two things happens ; 
either the whole of the grease in the box melts away, or the 
heat is able only to excavate a kind of cavern in the grease, 
leaving, perhaps, as much as two-thirds unmelted and useless. 
In either case the bearing ceases to get lubrication when in 
most need, and the white metal runs; a 3nishap which may 
lead to worse, as the armature is likely to be let down on th = 
bottom pole face. 

A step in the right direction can be taken by fitting il 
boxes into the existing grease boxes, arranged with 
internal tube to take the usual worsted “trimming”? 1 
loco. practice. But lubrication by either of these methods is 
bad, if for no other reason other than that attention, and fairly 
constant attention, is required. If this attention had to tso 
given only when the cars are in the sheds for the night, the 
case would not be so bad; but the boxes have to be exami nes} 
three or four times in a 19 hours’ day, which means that the 
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car floors have to be removed as many times, that the motor- 
man risks his uniform or neglects his duty, and that 
passengers are kept waiting. 

Surely continuous automatic lubrication can be applied to 
a traction motor. It is well worth doing. 

At the same time that an efficient oiling system is devised, 
lt sme attention be paid to the problem of keeping the oil 
where it is wanted. It is a very difficult thing to prevent 
oil or liquid grease creeping, but it should not be more 
impossible on a traction motor than it is on a stationary 
motor or generator Anyone not acquainted with the 
insinuating properties of oi] would be astounded to observe 
how readily it creeps through a joint which seems perfect, 
and over Obstacles revolving at a high peripheral speed. 

Nothing but a razor edge will throw off oil effectively, and 
only а very well-caulked joint, or a joint into which а metal 
which expands on cooling has been run, will bar its progress, 
As it is of the highest importance that oil should not reach 
ш armature, it is rather surprising that such half-hearted 
endeavours should have been made to avoid the evil. While 
oil does find its way on to the commutator, it is advisable to 
пе moulded micanite rather than mica as the insulating 
medium—except, of course, for the inter-segment insulation 
—as vil finds a comparatively easy path between the lamine 
of the built-up mica, and the insulation is broken down more 
quickly than when the solid micanite is used. Moreover, 
micanite is the cheaper, and is much easier to handle. 

Owing to the conditions under which they work, traction 
motors are enclosed, but the majority are not enclosed 
enoagh. When cars come in after heavy rain it is the usual 
thing to drain quantities of water from the motor cases, vary- 
ing fmm half a pint to a gallon or so. When parts of the 
mad are covered with a few inches of water, it is not 
zncommon to find that the armatures have been actually 
rmning in water. Either armatures must be made to stand 
such treatment without breaking down, or motor cases must 
te made water-tight. The first remedy is impossible, but the 
latter should not be so. 

Not nearly enough attention has been paid to the locking 
of the many fastenings of a car equipment. On anything 
like an old, badly laid, or badly maintained track, the vibra- 
tion to which every part of a truck is subjected will 
inevitably tend to loosen any nut or pin which is not locked 
ш some way. Every day unlocked fastenings are dropped 
on the road; every night they have to be replaced, and 
money is spent while men go round tightening up bolts with 
& spanner, 

How is it that men do things on a tram-car which they 
would never tolerate in a station ? Why is there so much 
wood about а controller? Why are 500-volt leads strung 
about promiscuously ? Why is every possible electrical 
accessory hung up under the car-body, where water, and 
mud, and dust, can bespatter and cover them? Is there 
nx ample room under the seats, or on the platforms, for 
resistances, lightning arresters, cable bundles, and what not? 
It would appear that cars are still designed by men who 

cannet get rid of the idea that horses are to supply the 
motive force, They seem to regard the electrical portion of 
the equipment as a minor kind of accessory, which can be 
stowed away anywhere, so long as it is out of sight. That 
is а very pernicious idea, and only time is needed to prove 
the right of any cable or electrical apparatus to break down 
if worked under any but the best possible conditions. "There 
is no sound reason why all cables should not be absolutely 
protected, except perhaps the connecting leads between the 
motors and the car-bundles, which are under constant 
supervision, 

What with cables, differing in potential by as much as 
900 volts, bunched together, strung in the most exposed 
positions, barbarously stapled to woodwork, taken through 
rough drilled holes in vibrating floors without bushing, and 
led here, there and everywhere under the car-body, the 
whole thing strikes one as the creation of some jerry-wirer’s 
delirium, Very generally the car-body and the truck are 
vult by different firms, and the electrical equipment is 
supplied by a third, but the people who are ordering the 
*hole know of what cach part consists, and it rests with 
thetn to show the car builders what arrangements they must 
make for outside material, No car can be perfect till the 


underside of its body is absolutely free of anything con- 


nected with the electrical working. We may be permitted 
to hope that when British manufacturers do begin to turn 
out complete traction equipments in earnest, they will not 
allow records of practical experience, and their own common 
sense, to be pushed on one side by the desire to slavishly 
follow American practice, which is so much in evidence at 
the present time. 


THE ELECTRICAL EQUIPMENT OF THE 
DISTRICT AND METROPOLITAN RAIL- 
WAYS. 


THERE is no topic of public interest to Londoners which 
comes more frequently under the condemnation of the 
* man-in-the-street " than the persistent iniquity of the 
District and Metropolitan Railway Companies in failing to 
convert instanter their lines from steam to electric traction. 
He produces, or his recognised representatives produce for 
him in the daily and technical press, numberless reasons 
satisfactory to himself why such a conversion should have 
been accomplished at any time within the past 10 years. 
For is it not a fact, well known to him, that all similar 
railway services in America are operated electrically to the 
great comfort of his confrères in that delightful country, and 
to the profit ofthe stock holders ? And is it not a fact 
also at home, right under his eyes, that the City and South 
London, the Waterloo and City, and now the Central London 
railways are all operated by electric traction ? What possible 
cause therefore, he asks himself, except innate perversity can 
there be for the refusal of the plutocratic proprietors of our 
underground railways to convey to him the unnumbered 
blessings attendant upon the use of electricity ? 

It is true—and here the ** man-in-the-street " snorts with 
indignant contempt—that the “ fossilised ” directorate of 
these two companies have had the audacity, before embark- 
ing upon the expenditure necessary to carry out his desires, 
to flout his opinion that “ по difficulties exist" by expend- 
ing some £20,000 inan “ experiment” by means of which 
they could satisfy themselves and their stockholders as to 
the measure of the difficulties which do exist in the way of such 
re-equipment. But of what use are such experiments when 
the whole thing could be done instantaneously aud without 
difficulty, as evidenced by the countless examples which he 
has well in his mind of similar undertakings successfully 
carried out in America and on the Continent any number of 
years ago ? 

Let us for à moment examine the position taken up by 
our friend in the street and his editorial representatives. 
The plain facts of the application of electric motive power 
for the operation of railways proper, as distinguished from 
tramways, are these :—In America there is only one urban 
steam railway system operating under conditions at all 
parallel to our underground lines, and that is the Manhattau 
Elevated Railway in New York. On the Manhattan Railway 
the difficulties of conversion to electric traction are con- 
siderably less than in the case of our London roads, since no 
* foreign " traffic passes over their lines. It will, therefore, 
at once be evident that in America, the home of electric 
traction, as the **man-in-the-street " well knows, the 
equipment of these lines should have been proceeded with 
at least 10 years ago. But what are the facts? The 
Electrical World and Engineer, of New York, just to hand, 
of date August 11th, states :— 

* Elec'ric Traction on the New York Elevated.—Important 
tests with the third-rail system on the lines of the Man- 
hattan Railway Company will be made before October 1st. 
General Superintendent W. E. Baker, who has had charge 
of the electrical construction and equipment since the 
change in motive power was decided on, states that at 
least one trial train operated by electricity will be run over 
a section of the Second Avenue line by that date. It will 
be an experimental train, and will not carry passengers. 
The current will be supplied by the Metropolitan Street 
Railway Company." 

It is, therefore, a fact that the only urban railway 
system in the United States that is at all comparable in 
its importance with our Metropolitan and District systems, 
is only on October 1s& next to commence the operation 
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of a train which is no doubt to demonstrate in how far 
the practice laid down as the result of the operation of 
similar lines in Chicago, Brooklyn and elsewhere, may be 
safely followed for the equipment of so important an 
undertaking. The truth of the matter is, of course, that 
the directors of the Manhattan Railway Company, having 
had immediately at hand- the results of the work which 
had been done in the equipment of the Lakeside, South- 
side, and Metropolitan Elevated systems in Chicago, of the 
' elevated systems in Brooklyn, and of the Hartford and 
Newhaven Railway, have now decided that it will be safe 
for them to proceed with the equipment of their line. In 
other words, the development of the electric motor to a 
satisfactory stage has been supplemented by the working 
out of systems of train control and of distribution of ` power 
toa point where so large an undertaking, involving as it 
does an immense expenditure of the shareholders' money, 
may be proceeded with without undue risk. We know, as a 
matter of fact, that the capitalists who control the Man- 
hattan Elevated Railway—some of them largely interested 
in electrical manufacturing companies—have kept the closest 
watch upon the developments in electric traction which they 
hoped would ultimately provide them with a more efficient 
system, and it is a sufficient answer to the criticism of the 
* man-in-the-street," or of others based upon “ what has been 
done in America,” that it is only within the past few months 
that the directors of this leading American railway com- 
pany have felt themselves warranted in going in for electric 
traction. | 

Coming nearer home, and to what has been done in 
London itself, we are unable to see how the results obtained 
either on the City and South London, or the Waterloo and 
City lines, have any bearing upon the case of the Metro- 
politan and District Railways, unless, of course, one is pre- 
pared to ignore the axiom that all sound engineering is based 
upon a careful consideration of the local conditions of the 
particular case. Nor can the Central London Railway, im- 
portant. though this undertaking undoubtedly is, be taken 
as a demonstration of all the problems which are presented 
by the underground systems. "The Central London is a 
comparatively short line, complete in itself, and constructed 
purely for working by electric traction. In designing and 
installing its electrical equipment there was no need to con- 
sider the, fact that a heavy existing traffic must be continued 
throughout construction, and that other traffic besides it own 
must make use of the lines when completed. Even as it 
Stands, just finished, and therefore presumably a perfect 
example of the art of the electrical engineer applied to heavy 
traction, there are those who severely criticise in many 
respects the practice adopted. It is by no means certain, 
keeping in view the fundamental necessity of a high speed 
Schedule for lines of this class, that the adoption of the 
American type of carriage with doors. only at the ends and 
with a necessarily increased stop at stations is not a great 
mistake ; and whether also the use of a locomotive with its 
comparatively poor acceleration should not be considered 
out-of-date practice when compared with the enormous 
acceleration to be gained by a multiple control system with 
motors on each carriage and using the whole weight of the 
train for acceleration. | 
A word may be added as to the “experiment " which has 
so greatly excited the ire of the critics. We take it that 
sufficient ground for such an experiment from an engineer- 
ing point of view would be found in the actual conditions of 
the case, but if not we are perfectly sure that, from the 
standpoint of the stockholders of the companies who, after 
all, are bound to be considered if only to a trifling extent, 
such an experiment was an exceedingly judicious proceeding 
on the part of the directors. It is fairly well known that 
the stocks of the two underground companies have been not 
more than ordinarily lucrative investments. The raising of 
the large amount of money required for the. re-equip- 
ment by electric traction would therefore, one can 
fairly believe, only be reasonable to the shareholders 
when the success of such a  re-equipment has 
been demonstrated as far as possible by an actual 
object lesson before their own eyes. As their money would 
be at stake, they would perhaps regard with a more sceptical 
eye than the “ man-in-the-street " the glowing accounts 
which have come from America and elsewhere of the success 


of electrical re-equipment. They might even fairly ask for 
actual demonstration that such success was obtainable in 
their own case. We are inclined to believe that, failing such 
a demonstration, both the shareholders and the investing 
public would show some reluctance to come in with the 
money necessary for electric conversion, and that in such a 
case the cost of underwriting to obtain it would amount to 
many times the much-criticised expenditure on the equip- 
ment of the Earl’s Court and High Street, Kensington, 
portion of the line. 


-S 


THE ELECTRICAL ENGINEERS IN PARIS. 


. ON "Thursday of last week the London Institution of Elec- 


trical Engineers, and the American Institute of Electrical 
Engineers, held a joint meeting in the American Pavilion at 
the Paris Exhibition. "The subject for discussion was ** The 
Relative Advantages of Alternate and Continuous Current 
for a General Supply of Electricity, especially with regard to 
Interference with other Interests,” and about 50 members of 
the London Institution were present at the meeting. There 
were a good many speakers, English, American and French, 
and though several contributed much information of an 
interesting and valuable character, it was, of course, natural 
that in talking on a subject of the kind, there should have 
been a good deal of drifting. Possibly for the purpose of 
eliciting information of a miscellaneous character, which 
later could be utilised for the purpose of arriving at some 
general conclusions, no better subject could have been chosen; 
but the conclusion is not yet, and in all likelihood there will 

be a good deal more interference with other interests in one 
way or another before any very definite solution to the 
problem implied by the title of the discussion will have been 
found. | 

Amongst the other interests referred to, were those of the 

gas and water companies, and the question was raised as to 
whether it would be possible to supply the requirements of 
the future by continuous current without seriously interfer- 
ing with those interests consequent on the electrolytic action 
which might be expected to take place when large currents 
were used. It did not appear that any speaker furnished 
evidence of serious action of the kind having taken place up 
to the present, so that the speeches were more or less in the 
air, while Prof. Ayrton produced evidence to show that 
electrolytic action could be very well produced by alternat- 
ing currents as well as continuous. This tended to level 
the two systems on one point at least, and it must be 
remembered that the object should be to eliminate all the 
differences with respect to the interference of the different 
systems, or if this cannot be done, to arrive at some idea of 
the cash value by which a system is depreciated by reason of 
the interference incidental thereto. It does not appear, 
however, that electrolysis cannot be guarded against success- 
fully, though it is possible, of course, that to do so consider- 
able additional outlay might be necessary. 

The interference with the interests of the telephone com- 
panies next came in for a share of attention. It was 
remarked by Sir William Preece that telephone circuits with 
metallic returns could always take care of themselves, and 
that the working of these had never been detrimentally 
affected by alternating currents; he wished to state, how- 
ever, that there had been occasional trouble with alternating 
currents due to these affecting the block instruments on rail- 
ways. This trouble only took place when some accident 
occurred on the alternating circuits, so Sir William left the 
meeting in doubt as to whether an accident on a continuous 
current circuit might not affect the instruments justas badly. 
For such a discussion we wanted, above all things, results 
obtained from practice, but these were not forthcoming, A 
good deal of surmise and opinion there certainly was of 
undoubted value, but there seems to be little basis of direct 
comparison existent, as it is difficult to cite two installations 
on the alternating and continuous systems in which are 
present to the same extent the particular interests which ar. 
liable to be interfered with. 

It was only to be expected that the Board of Trade regu- 

lation for permissible drop on the return circuits of ејесігі.. 
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tramways would come in for some criticism, but on the whole 
it was of a favourable kind. The regulation was very 
necessary in the interests of people who had to put under 
ground ironwork representing an enormous capital outlay ; 
it did net press unduly on the electrical industry, and seemed 
all round about the best rule that could be made to suit all 
rasonable persons, This opened the door to a discussion 
ах to whether professors who wanted regulations such that 
there would be no kind of interference with their delicate 
measuring instrumenta, could be included in the category of 
rasnable persons, and the impression seemed to be that 
ther could not. However, they are fortunate so far as 
London is concerned, in that they have got the London- 
Tramways Company to divide their lines up into one-mile 
sxtions, and guarantee a difference of potential under the 
figure which will affect the instruments. i 

That submarine cable signals can be affected by the earth 
currents from electric tramways in their vicinity has been 
demonstrated on several occasions, but that effective means 
can be taken to neutralise their influence is well known. It 
should be remembered that all the difficulty about interference 
arises from the fact that for each undertaking the right to 
the use of the earth is claimed by the parties interested, and 
theunfortunate thing about it is that they cannot peg out 
their claims and keep inside them. An electric tram miles 
awar will play havoc with the instruments in an observatory; 
the leakage currents from a light railway will find 
their way to sea and upset the cable signals. If the boundary 
of infinence could be clearly defined, and the disturbance 
ander all circumstances accurately predetermined, all might 
he well, but as it is, the only way of getting rid of all 
dificulties would be to preclude the tramway companies 
fmm using the earth as a return, which, after all, would be 
on great hardship. | . 

It will be seen from the foregoing notes that, with regard 
to interference with other interests, the discussion did not 
show that between the alternating and continuous currents 
there was any particular difference, and this makes it all the 
easier to arrive at a decision as to which should be adopted. 
Assuming that with regard to other interests the systems 
have settled their differences, the question as to whether 
ene or other shall be adopted is merely one of annual 
capital charges combin 
is largely determined by the size of the area 
w be supplied. In this country we have arrived at a pretty 
general rule for the generating pressure for alternating and 
mt innous currents respectively, the former being 2,200, and 
the litter 440 volts, or the ratio of one to the other is, say, 
five to one. It is only by assuming a definite area and 
working ont the cost on each system, that we can make exact 
eumperisons of first and running costs, but it is generally 
agreed that for a compact, thickly-lighted area, continuous 
current is superior, while for a straggling, thinly-lighted district, 
the alternating current possesses considerable advantages. 
This means that there must be some one particuler size of 
area and distribution of lighting, which can be carried out as 
advantageously on one system as the other, where in fact the 
area gets too small for alternating current, and too large for 
continuous, and it would be interesting to determine what 
sort of area this is. e 

Takiug the matter of cables, the cost of the distributors 
might not be very different for the A.C. and C.C. systems, 
bat with regard to the feeders the case is very different. 
For the same full load loss there would have to be some 
25 times the copper in the C.C. that there is in the A.C. 
feeders, and the conductors would be more expensive in 
consequence, but as a set-off against this there is the cost of 
the transformers to be added to the latter, with that of 
any regulating gear interposed before getting to the 
distributors. Of course, one never makes the loss in the 
feeders the same in both cases, во one never uses 25 times 
the copper. The consequence is that the full load loss 
for the С.С. may be three times that of the A.C., 
disappearing altogether at no load, while, on the other hand, 
the kes in the transformers going on all day, whether the 
mains are loaded or not, has in the А.О. system to be 
reckoned with. 
small that no feeders at all are required, as apart from dis- 
tribators, the advantages are wholly on the side of the con- 
tinuous current; when the area is extended so as to render 


with running costs, and 


` made of the arrangements for the week. 


It is obvious that when the area is so ` 


feeders necessary, the matter has to be considered pro and 
con for every case. 

It is somewhat curious to note that /e advantage above 
allothers which is claimed for C.C. working, namely. the 
possibility of storage, was scarcely, if at all, referred to. 
No doubt our friends from the other side accustomed to 
high stations look upon accumulators as only fit for toy 
works, as was remarked by Mr. Siemens many years ago, 
At any rate, several engineers are now beginning to realise 
that only in the initial stages of their undertakings do accu- 
mulators save anything in running cost, and sometimes even 
that is very doubtful. | 

There was no discussion as to the relative merits of single, 
two, and three-phase currents for a general system of dis- 
tribution in towns. For one thing it was not the subject, 
and for another, the American engineers seem to be extremely 
cautious about expressing an opinion. But we are almost 
sure to have an important matter of the kind dealt with at 
a home meeting of the Institution before long.—W. B. E. 


‘THE PARIS TELEGRAPH FETES. 


[FROM OUR SPECIAL CORRESPONDENT. | 


First Letter. | 
| Paris, August 20th. 
THE fêtes organised by the French Postal Administration 
in honour of the Telegraph Service opened yesterday in 
magnificent weather. Some unfortunate events have recently 
conspired to rob the event of some of its beauty and import- 
ance. The final circular explains that, owing to the tragic 
event which has occurred in Italy, and the death of M. 
Gabriel Mougeot, the father of the esteemed Under Secre- 
tary of State for Posts and Telegraphs, which occurred but 
a few days since, some of the functions have been struck 
from the list. The reception at the Hotel de Ville and the 
ball at the Ministry of Commerce are among thie crased 
events. 

Yesterday the reception was held at the Ministry of Com- 
merce, 101, Rue de Grenelle, and this again suffered 
through the absence of the Minister, M. Millerand, who 
was retained at the bedside of his little son, who is lying 
seriously ill at Trouville. | 

At the reception, some idea of the number of delegates 
was obtained. There are in all some 830 delegates, of 
which nearly 200 are foreigners. The notable exceptions 
were Italy and the United States. In the case of Italy, 
the Italian Minister had, at the last minute, cancelled the 
delegation which had been nominated in consequence of . 
the general mourning of the nation. The United States 
delegate was absent, but no reason transpired. 

England was represented by a dozen delegates, among 
whom we noted the .Postmaster of Leatherhead (Mr. 
Stewart), Mr. Heaviside, superintending engineer, Mr. 
Sawer, of Manchester, and the two delegates of the Tele- 
graphists’ Association (Messrs. C. E. Hall and C. H. 
Garland). 

In the grounds attached to the Ministry, which are of 
considerable extent, the band of the 130th Regiment played 
& fine selection of music, whilst a further private baud was 
playing in the dancing salle. 8 

Punctually at 2.30 the reception began, the French 
delegates being received by M. Mougeot, representing 
M. Millerand. At 3 o'clock the foreign delegates began to 
arrive, and a most animated scene presented itself. Uniforms 
of many descriptions were to be seen among the throng, and 
all the civilised languages could be heard. Shortly after 
the entry of the foreign delegates, an announcement was 
To-day (Monday) 
was occupied by -visits to the principal galleries of the 
Exhibition. 'To-morrow (Tuesday, 21st) there will be a 
special representation of selected scenes from many light 
operas at the Opera Comique. This will take place at 
lo'clock. Wednesday promises to be the pièce de resistance, 
At 8 o'clock an embarkation for Saint Cloud will take place, 
the boats starting from the Pont Royalon the right bank. 
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On reaching Saint Cloud, a trip will be made round the 
Park, and then a special train will convey the * Telegraph 
Army" to Versailles. Lunch will there be served, after 
which visits will be paid to the Chateau, the Park and 
the Trianons. The Mayor will hold a reception in the 
Town Hall, and the delegates will then return to Paris by 
special train to attend a fêle organised in their honour at 
the Exhibition. On Thursday visits under special guidance 
will be made to the central offices of the Post, Telegraphs 
and Telephones, and in the evening a further special 
theatrical performance will be given. Friday will see a con- 
tinuation of the detailed visita to the principal offices, and 
during the evening a further féte will be given at the 
Exhibition. Saturday being the closing day of the celebra- 
tion, a dinner will be given at the American Restaurant in 
the Exhibition, when it is anticipated M. Millerand will 
speak in farewell to the delegations, 

Each delegate has been supplied with a card of entry to the 
Exhibition, and very beautifully-designed enamelled badges 
bearing the inscription, ** Postes, Telégraphes, Paris, 1900," 
in gold оп a white band have been presented. The delegate's 
card gives the right of admission to all the public buildings, 
several balls and theatres in the city, and a reduced tariff for 
every place of importance either in or out of the Exhibition. 

The immense number of delegates must make the task of 
entertainment a exceptionally difficult one for the Organising 
Committee, and every credit is due to them for their work 
and the successful result which bids fair to ensue. It will, 
however, be a matter for much regret if some opportunity is 
not given during the week for an exchange of views by the 
various delegations. So unique and important an event as 
the bringing together of postal and telegraphic representa- 
tives from all European States, will be without effect and 
utility unless an opportunity be offered for something more 
than an exchange of greetings and courtesies. 

During the night a heavy thunderstorm and a deluge of 
rain broke over the city, and continued for some hours into 
the day, thus spoiling in some part the enjoyment of the 
delegates. But despite this the majority of them could be 
distinguished by their badges in the Exhibition grounds. 
Every detail for their comfort had been studied, and the 
greatest attention was shown to them by the officials and the 
exhibitors. The officials of the Administration, wherever 
encountered, placed themselves readily at the disposition 
of the visitors, and a most enjoyable and interesting day 
was spent, 

It is stated, we cannot say with what truth, that there 
has been some considerable internal friction, which has 
militated greatly against the even greater success of the 

feles, and we have already heard accounts of a conflicting 
nature from adherents of the several cliques. It seems 
evident that the democratic and socialist principles of the 
Minister have been at the bottom of the difficulty. What 
is spoken of as the bourgeois element of the Administration, 
which is extremely anti-Liberal, has been intriguing to 
prevent the more Liberal and democratic element from 
obtaining any power in the arrangements in consequence 
of the leanings of M. Millerand. Thence has arisen a 
series of attacks and  counter-attacks in the service 
organs of that vitriolic character that is common to French 
disputes. Such disputes are hardly edifying to the 
foreign delegates, and the free talk and circulation 
of the papers seems to us to be lacking in dignity and a 
necessary reticence. Other places, other manners ; and the 
violence does not appear to mar in any serious way the 
cordiality of the reception. Vitriolic language does not seem 
to burn in France, the long use has robbed it of its fire. 
So we must accept these differences as a “custom of the 
country " and take the good the gods send us. 


-r —— À— 


CORRESPONDENCE. 


Current Specifications. 

As a reader of your valued journal and an admirer of the 
usually impartial way matters are commented upon, I cannot 
help expressing some surprise at the manner in which your 
criticisms on the above are made, and which might reason- 
ably lead one to suppose you held a brief for the so-called 
* professional consulting engineer." 


In looking over your comment on Current Specifica- 
tions" contained in your issue of the 10th inst., I am 
astonished at the way you speak of “ another instance of the 
tendency of public authorities to entrust the work of exten- 
sions into the hands of resident engineers,” rather than 
employ the “professional consultant responsible for the 
original design." 

I contend that the plan adopted by Torquay and many 
other towns is the better and more economical method of 
carrying out work, whether it be a new design or an exten- 
sion of existing works, from the standpoint that a resident 
engineer must be in a far better position to know his own 


- local requirements than a * professional consultant" called 


in to advise at the moment; and again, the resident is mainly 
responsible for the success of the plant when installed, or he 
loses the possibility of any remuneration for the extra work, 
and also his position as resident engineer, which may mean 
ruin. 

I regret, however, to. find that the clauses you take 


exception to, have been reproduced from the specifications 


for the original design. 

I can quite understand and agree with public authorities 
employing their resident engineer for their works when his 
capabilities have been fully tested, rather than to call in a 
more or less eminent consultant who may spend the public 
money for experience, then pocket his fee and leave the 
plant in the hands of his clients whether suitable or not. 

I should say happy the authority having a * resident " 
capable of carrying out extensions, and who has the courage 
to entrust guch to him. 


Àn Observer. 
Torquay, August 18th, 1900. 


[The sentence referred to by our correspondent was given 
as a statement of fact, not as an expression of opinion. We 
hold no brief for “professional consultants” or anyone else, 
and have never recommended the employment of different 
* eminent consultants” for successive extensions at the same 
stations. When first extensions are required, it is a question 
of policy for the owners of the station to decide whether to 
employ the consultant responsible for the original design, or 
to entrust the work to their resident engineer. Valid reasons 
can be adduced for either course, and local considerations 
often determine the one adopted. We object to the pro- 
visions in the clauses criticised and not to their authorship, 
which in our opinion is beside the question.—Eps. ELEC. 
REV. ] 


Conduit v. Trolley. 


Your interesting article on the question of ** Conduit v. 
Trolley " may be summed up as condemning the former on 
the score of (1) Capital cost of the conduit (per se) ; 
(2) Capital cost due to interference with gas and water 
mains, &c. ; (3) Capital cost due to interruption of traffic 
while the conduit is being laid; (4) Cost of maintenance 
due to inaccessibility ; (5) Liability to interruption due to 
accumulations of road silt and dirt in the conduit; 
(6) Liability to interruption due to leakage during heavy 
raiu storms. 

Your article was, on the whole, not unfair, in so far as it 
applies to the ordinary type of conduit, and it is this which 
leads me to hope that you may consider this letter, and the 
accompanying drawing, worthy of insertion in your journal. 

'The conduit shown is one on which you will see, from the 
enclosed circular letter (sent for your private information), 
I am endeavouring to get a crucial test made, and I claim 
for it that, as regards the above objections, (1) is practically 
halved ; (2) disappears ; (3) almost, if not quite, disappears : 
(4) remains, perhaps very little altered ; (5) practically dis- 
appears ; (6) also practically disappears. 

With regard to (5) it is necessary to explain that the 
principle involved is, that if wecan have a perfectly uniform 
conduit, broken only when over a sump (as shown), d.e., 
about every 200 yards, or less, according to locality, nnd if 
we can sweep through this length of conduit every few 
minutes, there is no chance of any serious accumulation of 
road silt and dirt. By employing a conduit of the form 
shown, and by attaching a steel wire brush to the plough of 
the car, the above conditions can be attained. The sumps 
should be amply deep, and with an overflow to the gullies 
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at the side of the street. There is no continuous drain under 
the track. « 

Xo doubt there are both electrical and mechanical diffi- 
gais in the construction of the plough required to 
operate such a system, but I claim to have solved some 
of the worst of these (see patent herewith), and it must 
le borne in mind that if the plough is the most likely 
pet to vet deranged, it- is also the mosf easily inspected 
part of the whole system. It can be disengaged from the 
eur within a few seconds when the car is in the shed, and 
тїшїї fer inspection, cleansing, and testing. It can 
alse be equally quickly disengaged for inspection on any 
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pof the ronte, and as easily picked up again, In 


other: the weak part of the system is transferred 
etonduit to the car shed. 
Iu electrical difficulties, one of my patents 
wit a construction of plough designed to enable 
ame work through the worst weather—even when the 
vide street is under water. The leakage is, of course, 
jy >м that part of the conduit underneath the car. 

n ive drawings’ have been made of the plough and 
aber but the enclosed drawing illustrates more 
arly the advantages claimed for the system. 

em will allow of a j-inch slot being employed, 

ral margin for clearance. 


Front View oF PLOUGH PassiNG SUMP. 


rhe system is, of course, absolutely safe to the street 

@ under all circumstances; and there should be no 
posible opportunity for electrolysis of gas or water mains. 
Jt. is also worthy of note that the steel rails composing 
dl conduit itself can be so designed that they will sell 
fora fair percentage of their original cost in the event 
af pe form of traction superseding the electric. 
municipal authorities must have the conduit, let them 
have it in a form in which a considerable portion remains 
‘marketable commodity, in the possible event of our present 
being superseded. 


August 17th, 1900. 


* correspondent has misunderstood our article. 
him to p. 286 of to-day's issue.—Ebps. ELEC. Rkv.] 


Conduit. 
We 


I have read with interest your able editorial article in the 
hat iie of the ELECTRICAL REVIEW refuting certain state- 
ent made by Mr. Allen Baker, claiming the superiority 
шй economy of ни — or er system as compared with 

y or overhead &ystem ; the figures you give from 
iul working speak for themselves, without ibas the 
m ap drawbacks attached to an underground system. 
[n this discussion of rapid transit by electricity for the 
arts of London and other large towns, I notice with some 
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surprise that the question of electric traction by storage 
batteries is altogether ignored ; yet when one remembers that 
such a system does not require the displacement of a single 
rail nor the removal of a single stone from the roadway, 


. there can be but one opinion as to its being the ideal system 


for street traction. It will be said that accumulators have 
already been tried in London, Birmingham, and elsewhere, 
but had to be abandoned on account of their excessive weight 
and great cost for maintenance, , 
This so far is true, but we must not, however, altogether 
condemn a system by the failure of its early attempts.. 
The first attempts to light the City by electricity were cer- 


t 


SECTION THROUGH 
PLOUGH 
AND CONDUIT. 


tainly not successful, without speaking of similar attempts 
in Paris and elsewhere, yet what a world of progress has 
been achieved since then ; so, too, with storage batteries, all 
those interested in traction by accumulators, have not 
remained idle after the failure to achieve a commercial 
success, but have rather turned their experience to good use, 
as will be seen if we compare the accumulators of the present 
day with those of 15 years ago. 

In the attempts made in 1885—87 in London torun tram- 
cars by electricity, four cars were drawn by small electric 
locomotives, each carrying 80 accumulators of the Planté 
type, 72 lbs. each, making a total weight of 5,760 lbs. 
The capacity of each accumulator was 100 ampere-hours at 
an average running current of 25 amperes, or four hours' 
run. Even with so much loss in carrying dead weight, the 
little engines did their work bravely, but as there were only 
four running alternately with horse cars, it was impossible 
to demonstrate the scheme from an economical point of 
view. 

It is true that in the other attempts made, employing 
paste accumulators, the dead weight was reduced by about 
one-half, but these experiments only proved that paste cells 
were out of the question for that kind of work, owing to the 
enormous cost for renewal, Let us compare the weight and 
capacity of accumulators of the present day with those of 15 
years ago ; there are accumulators of the Planté type with a 
capacity of 100 ampere-hours weighing 18 lbs. (agaiust 
72 lbs. in 1885) which in a car would make a total weight 
of 1,440 lbs., instead of 5,760 lbs., the cost of manufacturing 
which accumulators has been reduced 50 per cent., naturally 
reducing the cost of maintenance on the same scale. 

For the system of electrical tramcars in Paris, which are 
running successfully by accumulators, a mixed type is used, 
a Planté positive and paste negative, as it has been proved 
that those Planté positives last three times as long as a 
paste one. 

Why should not London also have its lines of electric 
tramways by accumulators ? There are at present accumu- 
lators that would enable a system to be run on а good 
commercial basis, and once running, any improvement that 
may be brought forward in accumulators could easily be 
adapted ; it would only be a question of renewing with plates 
of the latest improvement. 


y C. Р, E. 
London, August 20th, 1900. 


W. J. Davy Enclosed Are Lamps. 


The secretary of the Jandus Company, in his letter pub- 
lished in your issue of the 17th inst., displays a touching 
solicitude for the Jandus licensees, but it seems to me that 
his anxiety might well have been limited to his own 
company. 

The extraordinary, but unsuccessful, efforts which Mr. 
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Gillies is making to explain away in the press the abandon- 
ment of the Jandus Company's action against me is proof, if 
proof were needed, of the hopelessness of his company's 
attempt to justify their allegation of infringement. 

Inasmuch as his letter has been interpreted by some of 
my customers and friends as a threatening one, and as such 
is calculated to injure my business, I beg you will let the 
facts speak for themselves. 

While I can understand that the truth that the Jandus 
Company have “ wholly discontinued" their action against 
me may be damaging to that company, I cannot possibly see 
where the injustice eomes in. 

In the latter part of last year the Jandus Company com- 
menced an action against me alleging infringement of certain 
of their letters patent, and claiming an injunction, damages, 
and delivery of the lamps made in infringement. 

My defence. was that I had not infringed their letters 
patent. 

While the matter was before the High Court, the Jandus 
Company repeatedly applied for extensions of time, and 
apparently exhausted every possible legal method of post- 
poning the date when the action could be set down for trial, 
and as they failed to set down the action for trial within the 
extended time allowed, an order was made dismissing the 
action, and in addition, on June 22nd, the Jandus Company 
served notice (a copy of which I enclose) * wholly dis- 
continuing the action." 

Prior to serving the notice of discontinuance, repeated 
efforts were made by, or on behalf of, the Jandus Company 
to induce me to accept a license for a merely nominal con- 
sideration, or on a basis of a “union of interest," I abso- 
lutely declined to do anything that would involve my 
accepting, either directly or indirectly, a license from the 
Jandus Company. | 

No proceedings in the nature of a test action or other- 
Wise are at present pending against me. What the intentions 
of the Jandus Company may be in this respect I neither 
know nor care. 

The Jandus action against Johnson & Phillips is in no 
sense parallel with their abortive action against me, for I 
never was, and never shall be, a licensee of the Jandus 
Company. 

William James Davy. 
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UTILISING THE WASTE HEAT OF GAS 
ENGINES. 


IT is known that of the calorific power of the gas admitted 
to a gas engine, about one-fourth is sent adrift in the exhaust 
gases and a half in the water jacket, leaving a fourth in the 
shape of mechanical energy. In a steam engine about half 
the fuel energy reaches the engine, and the engine does well 
that does not throw away four-fifths of this half. The 
steam engine exhaust can readily be used for heating pur- 
poses if there is a demand for such heat, but very little has 
so far been effected in this way, and there must be an 
immense tonnage of coal used in domestic heating that 
might be replaced by the use of hot water pipes fed by the 
waste heat from engines. Under the circumstances, the 
paper of Mr. A. D. Adams in the Engineering Magazine 
seems almost unnecessary, for it deals with the more difficult 


task of using the waste heat from gas engines. To utilise . 


such heat the means employed must not prejudicially affect 
the working of the engine. | 

Mr. Adams considers that the brake-horse-power of the 
gas engine represents about 18 per cent. of the total energy 
of the gas, and he apportions 37 per cent. to the exhaust, 
and only 40 per cent. to the jacket, the remainder to 
radiation. It is suggested to add the exhaust heat to the 
jacket water as far as possible, and to use this to warm 
buildings. This is considered practical, because the exhaust 
is usually much hotter that the jacket, which latter must be 
fairly cool, because of lubrication of the cylinder it cools. 
Jacket temperature appears to be about 150? F. Something 
like 1,028 heat units are necessary to raise a pound of water 
at 150° to steam at 212°, so that only one-tenth of the jacket 


water could be employed if steam heating is to be employed, 
and only half of the waste heat could thus be circulated. It 
is thus estimated that hot water should be the sole vehicle for 
the heat. In such a system the jacket water would pas 
throngh pipes exposed to the hot exhaust products, and 
thence to radiators or other heating or rather cooling surfaces, 
and so back to the jackets. 

The efficiency of heat-absorbing surfaces depends much 
on the temperature differences. The temperature of the 
eugine exhaust is somewhat uncertain, but is estimated at 
1,050. Feed heaters of the economiser type tell us that 
water can be heated to within 150° of the gas tem- 
perature. Such a temperature should be selected for the 
water leaving the gas heater that it will again reach the 
jacket at а certain point below 150°, and at the maximum 
flow will leave the jacket at 150°. By lowering the gases to, 
say, 350°, or through 700°, they will part, with two-thirds of 
their heat. Two-thirds of 37 per cent. is about 24 per 
cent. Adding this to the 40 per cent. in the jacket gives 
a total of 64 per cent. of the total waste heat, Thus the 
cylinder supplies 62 per cent. of the heat put into the water, 
and the exhaust supplies 38 per cent. of it. 

If the radiator system reduces the temperature of the cir- 
culating water 100°, such water should enter the jacket at 
150°—62°, or 88°, and should leave it at 150°, after which 
it then leaves the exhaust heater at 150° + 38°, or 18%, 
and so on for other ranges of temperature of the radiator 
apparatus. Each square foot of such surface is allowed to 
dissipate two units of heat per hour for each degree of 
difference of temperature between the water and the 
surrounding air and a drop of 40° in the water temperature. 
The radiator has thus an average temperature on tlic 


^ A 

assumption of a drop of 109, of ERE 09 = 145°. Ifa 
room has a temperature of 70°, each square foot will thus 
dissipate (145—70) 2 = 145 heat units. Ordinary radiator 
practice shows a drop from 210° to 190°, and a result ot 
(200 — 70) x 2 = 260 units, or 1:73 times that of the gas 
engine system, and so much more radiating surface must 1+ 
suppied for equal duty. | 

It is pointed out that if the engine jacket can be allows: 
to attain 210°, the engine economy would be improved, ai: 
less radiating surface would be required. About 60 square fe: 
of surface is necessary for each horse-power, and about 1: 
heat units per hour for each cubic foot of space warmed m: 
be assumed requisite, so that 910 cubic feet may be warm: 
for each horse-power of engine. Thus about 10 H.P. wou! 
warm the four best rooms of a £50 or £60 Londo 
suburban house. Probably this amount of heat would suffi 
in England for the whole house, for the author is writing fro: 
American ideas of heating and a colder climate also. If 1 u.: 
is obtained with the gas equivalent of 1 lb. of fuel, tw. 
thirds of this goes to warming, so that practically œ 
assumed house is warmed for abont 7 lbs. of fuel per hou 
or, say, at the least 70 Ibs. per day, on the assumption сі: 
heat is not used all through the house all the 24 hours. 
20s. per ton this would cost barely 8d., or less than 5s. р 
week. Probably half this would serve as the year's avera: 
ог, say, 98. per week, or £7 10s. per year. But the heat 
now wasted, and could be profitably sold from а lighti 
station at a less figure than this. 

The writer suggests that hot water might thus be c 
culated publicly through mains laid in thestreets, with. 
course, return mains, the circulation being maintained 
pumps also gas actuated. If clean, such water could 
drawn off for domestic use, though probably it could 
better used to warm water drawn from the usual sup: 
main by a coil heater. Four per cent. of the power of а ; 
engine might be lost by back pressure in the exha 
heater, but the extra gas to produce this power would civ 
better return than the same value of coal used for heat 
in the ordinary way. Obviously, the chief difficulty w 
such a system is that there will be a large winter maxiin 
and a very small summer demand; but this аі 
appears much less in view of the fact that in summer t} 
is also a minimum supply of waste heat from a ligelit 
station, and it is such stations that are the largest fuel us 
There would be more or less parallelism in the dem 
curves for heat and light, and where the demand for he: 
in excess there would be no difficulty in meeting it. 
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Unfortunately, the principles and practice of common 
кше or real Nocialism:;are so little grasped that these 
копопісѕ seem difficult of attainment. The ordinary idea 
cf Socialism seems to be equality of condition for tempera- 
ments of different orders, or practical discomfort for all. 
The trne article simply asks for the practice of those 
economics that are so obviously possible that only common 
vase is required to grasp them, 


INDISPENSABLE ACCESSORIES OF ELEC: 
TRIC TRACTION. 


Вт HENRY E. P. COTTRELL, A. M. I. C. E. 


(Continued from page 242.) 


Feeder Panels, —Each feeder connecting through automatic 
dwuit breakers with board and with the main bus bar 
thivagh qnick-breaking knife switches. For light currents 
where fuses are substituted for circuit breakers, these are 
arranged so ая to render arcing impossible and so as to be 
esily replaced. To each feeder circuit a maximum record- 
ing ammeter, and to each group a recording wattmeter. 

tt Panel—One main ammeter recording the total 
amat ontpnt; one main wattmeter recording the total 
чему output; one main voltmeter corresponding to the 
nain ammeter ; one station clock. 

Lmkaye Panel.—One recording ammeter reading up to 
чке of the average output; one recording voltmeter 
rading Ө to 10 volts; one sensitive ammeter with two 
waks,one reading from th to 2 amperes, the other from 
| i lo amperes, with a suitable switch or plug to alter con- 
шоп to either scale: one current direction indicator; 
ath plate plugs or switches to place these in circuit witli 


ravrding ammeter; ditto for overhead line to place it in 


етпе with low reading ammeter or generators to test for 
insulation ; ditto to connect main feeders with low reading 
ammeter, 


Буна) Panels.—Au automatic circuit breaker, with 


a w the positive pole of generator and the equalising 
bar. 
ween зге dead-beat instruments with illuminated dials. 

Monmertions.—All cables leading to and from switchboard 

to have a minimum insulation resistance of 1,000 megohms, 
and under no circumstances are positive and negative con- 
nections to be allowed to cross. 

Additional Instruments (in test room).—One portable volt- 
meter for connection with the terminals of a generator when 
running ander working conditions ; one Thomson reflecting 
galvanometer rated at 10,000 ohms resistance, and coils with 
differential connections with or without induction shield; 
one D'Arsonval galvanometer rated at 2,000 ohms ; one four- 
sation 100,000-ohm coil and shunts of 4th, sth, and 
ssath for both galvanometers ; two portable plug Wheat- 
«опе bridges rated at 10,000 ohms with coils ranging from 
'l to 10,000 ohms; a condenser, two standard Clark cells, 
and a standard megohm ; a single key, a discharging key, 


and three double reversing keys; a battery of 150 Leclanché ` 


cls fixed on shelf completely and thoroughly insulated from 
all surroundings. For the galvanometers a pier entirely 
isolated from all vibration carried down below the main 
fonndations and with cap laid on felt or rubber is provided, 
and the switchboards connected with the test room through 


wires of extremely high insulating resistance, run on insu- 


lators and fitted with terminals. 

Nirifchboerds.—These formed of panels bolted together 
by their angle iron frames rest on a wooden beam, to which 
thev are bolted by the bottom angle iron, forming part of the 
fr, their tops being fastened to the wall by insulated tie 
ds. Over 40 inches space is allowed behind the switch- 
brards for making connections which are all clamped con- 
tions at back of board. Where bus bars have to be con- 
tected they were first rivetted and then soldered and sweated 
ugether. 

The position of the switchboards is determined in each 
case subject to local conditions in such a way as, first, to be 
easily reached and seen from every part of the station ; 


Generally all voltmeters, ammeters, and watt- ` 


second, to have all the connections easily accessible for 
testing; third, to make all generator leads approximately 
equal and of minimum length; fourth, to permit the 
field magnet winding to be always on the positive side of the 
armature, 

Overhead Trolley Wire.—In a previous portion of these 
articles the accessories connected with the * return " or 
inward circuit have been considered ; in the present, portion 
it is proposed to similarly consider those connected with the 
* going " or outward circuit. There are two ways in which 
this circuit may be provided, first, by overhead conductors or 
the trolley wire system ; second, by under-ground conductors 
or the culvert system. The first system is by far the most 
usual all over the world, chiefly on account of the relatively 
excessive cost of the culvert system. On this side of the 
Atlantic this great difference in cost has contributed, to a 
very considerable extent, to delay the adoption of electric 
traction on tramways, the unesthetic looking overhead 
conductors and their supports being held to be out of the 
question. Strange to say, the effect of the unesthetic 
reputation attaching to overhead conductors has been 
most seriously felt in England wheie the cult of 
sestheticism is most certainly less ostensible than on the 
Continent, and has considerably less raison d'etre, However, 
this may have arisen, luckily for town locomotion in the 
immediate future, this more or less unreasonable prejudice 
against overhead conductors has at last been broken down, 
and the introduction of electric traction need no longer be 
hampered on account of the supposed unsightly look of the 
above-ground installation. 

Trolley wire is now practically always made of hard 
drawn copper with a conductivity of 0:98 of that of pure 
copper, and a tensile strength of some 60,000 Ibs. per square 
inch. The sectional area of trolley wire must be directly 
proportional to the amount of the current it has to carry to 
avoid loss of potential in transmission through heating of the 
conductors. The element of the strain due to length of spans 
(Board of Trade standard = 120 F.), and the effect of 
temperature upon the length of wire has also to be 
taken into account so that the strain shall at the 


.lowest temperature not exceed a maximum of 2,000 


lbs. on the usual size of trolley wire (O B and S G = 0'325 
diameter). In England where 20° of frost may safely be 
considered a maximum, a practical rule for ensuring the 
non-exceeding of the safe tensile limit is to allow } per ceut. 
of the span as the normal sag at the average temperature of 
60 to 65° F. These considerations bear directly on the 
weight of the trolley wire to be chosen, and therefore on the 
accessories that have to be selected for use with it. The 
form of cross section is also varied in accordance with the 
area of the cross section selected ; wire required for small 
installations where the currents are small in quantity are 
invariably round, but for large installations, а bull-headed 
rail of figure 8 section and sometimes a trefoil section is 
selected. The quality of the trolley wire must be absolutely 
uniform, and it should be supplied in minimum lengths of 
half a mile; the joints should be silver brazed in the copper 
rod before final drawing ; the limits of variation in diameter 
should not exceed 1,810, and the tensile strength should not 
fall below the standard of 60,000 lbs. to the square inch by 
more than one-fifteeuth. There are two distinct ways of 
suspending the trolley wire. Ist, over the central axis of 
the track; 2nd, parallel to the track at a varying distance 
from the central axis. These two ways arose to suit two 
ways of fixing the trolley head or shieve holder at the end 
of the trolley pole. The first was unavoidable and obliga- 
tory when the trolley head was fixed, the second becume 
possible when a swivelling head was invented. In going 
round curves a certain amount of deflection from a line coin- 
ciding with or parallel to the axis of the track in both ways 
of suspension is unavoidable, and the maximum amount of 
this deflection or off-set, and, therefore, the number of 
the points of support which have to be provided for 
the suspension depends in the first case on the limiting 
angle of inclination which the fixed shieve can assume 
with respect to the wire without leaving it (20°), which 
gives a maximum off-set of 3 feet 6 inches (2 feet 24 
inches beiug the maximum in usual practice)and in the 
second case this depends on the maximum overhang of the 
trolley pole (10 feet) beyond its base or pillar which is fixed 
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on the central axis of the car. The first examples of the 
second method of suspending trolley wires were afforded hy 
the Bristol and South Staffordshire Tramways on this side. 
There are also two distinct methods of supporting the 
suspended trolley wire, the first is from span wires fixed to 
poles on each side of the roadway or to the sides of the 
adjacent houses, the second from brackets attached to poles 
or houses on one side of the roadway. The span-wire method 
was practically obligatory with the central-axis method of 
suspension, as otherwise the overhang of the brackets became 
excessive, but with the parallel method of suspension it has 
become largely optional and dependent upon exceptional local 
circumstances, as the overhang of the brackets with a 
limiting off-set of 10 feet from the central axis can generally 
be kept down to very reasonable limits. 

The present neat and ingenious, and with all, simple 
insulating and supporting devices which the line erector has 
at his command, were like most other aecessories connected 
with electrical traction gradually and. slowly developed from 
crude adaptations of telegraph material with which the first 
linesmen had to meet the special requirements of trolley con- 
ductors, Each special point has now its appropriate device, 
the evolution of which has been chiefly due to the enterprise 
and inventiveness of the manufacturers on the West side of 
the Atlantic. Ав long as the materials used for various 
forms of line insulation were limited to porcelain, glass, and 
paraffined wood, very little progress was possible in special- 
ising the forms of insulators, This specialisation only 
‘became possible when a cheap material of the character of 
the Aetna insulator was invented. This material is com- 
posed of ingredients which form a homogeneous mass 
susceptible of being readily moulded under pressure while 
in a plastic condition, the finished product being ex- 
ceedingly tough, strong, resisting, impervious, absorbent 
and non-conducting, hard, fibrous and resonant, 
standing any amount of hard wear and tear and ill-treat- 
ment. The trolley wire is attached to the hangers by * ears" 
or clips of lengths varying from 7, 9, and 15 inches to as 
much as 36 inches in special cases. There are two types of 
clips or ears in nse: 156, the soldered type where the wire is 
soldered to the clip; and 2nd, the mechanical type where 


the wire is held between the jaws of two or more plates 


interlocked by bolts or wedges. It may be at once stated 
that the first type, although more costly to erect and taking 
more time, gives by far the best results so long as the 
soldering is effected so as not to permanently alter the 
character of the wire by annealing, as the clips whether 
they possess shallow or deep grooves, both of which types 
are in use, do not interfere with the running of the trolley 
shieve nearly so much as even the best examples of the 
mechanical clips ; but this interference does not matter so 
much in the parallel system of suspeusion a8 it does in the 
axial, as in the former the groove of the trolley shieve is 
practically never inclined to the troley wire at an angle 
which would materially assist the obstruction offered by the 
clip in throwing the shieve off the wire, as it constantly is in 
the latter, the inference being that the cheaper mechanical 
clips can be adopted with safety in the parallel system of 
suspension provided care is taken to so attach the wires to 
them as not to produce permanent kinks, which, in case the 
clips are shifted should weaken or render the wire unfit for 
running. 

Many special forms of soldered clips or “ears” are 
constructed for various special uses on trolley lines. 
They are all made of malleable cast-iron or bronze metal 
castings with the shallow or deep groove tinned ready for 
soldering. 

1. Straight line ear, 

2. Curve ear. 

3. Splicing ear. 

4. Anchor or strain ear. 

5. Feeder ear. 

6. Special section ears. 

All these various forms of “ ears" or clips are united to 
the insulated hangers by pins or bolts with ends that screw 
into a central socket. The pins or bolts alter in shape and 
dimensions, in accordance with the type of hanger used, but 
the clips remain the same. Of mechanical “ ears ” or clips, 
there are a vast number of types in use, none of which are 
quite as efficient as the soldered clips for axial suspension, 


but with parallel suspension they are coming more and more 
into favour for reasons previously alluded to. 

The * Anderson " mechanical ear is a central bronze 
metal casting with a groove for the wire to lie in on its 
lower edge. Over this fits a bent plate or clip of 
hard rolled copper or iron with eyes which close over 
slotted projections iu the casting, which is fastened in the 
ordinary way to the hanger. The eyes are forced over the 
slotted projections by a special clamp, then the screw bolts 
on the top of the casting are set up and the whole bound 
firmly together. It is both strong, durable, and easily 
applied. 

Another favourite type is the “Badger mechanical 
ear," this is composed of two interlocking plates of 
malleable iron or bronze metal, which, when put together, 
leave a groove in which the trolley wire is clamped by the 
wedge-shaped stud of- the insulator being forced into the 
jaws formed by the upper half of the plates. A pin through 
stud and ear fastens these together. The above examples 
are typical of most forms of mechanical ear, and they can 
be adopted to all types of hangers where the trolley wire is 
rolled into special shapes other than the usual cylindrical 
form, the mechanical ears are universally used even in axial 
suspension. A special form is used with sections of 
the double-headed type. This is a clip with groove corre- 
sponding with the smaller head of the wire which is set up 
with clamping screws after the wire is inserted. 

Hangers can be divided into classes in accordance with 
the way in which the strain and the weight of the trolley 
wire is borne by the insulating material, the first being in 
tension and the second in compression. The following forms 
of hanger are in general use for line purposes :— 

(a) Straight line hanger. 

b) Single pull off 

8 Double pull off | Curve hangers. 

(d) Bracket arm hanger. 

Of the first type of hanger, the tna series, adopted on 
the South Staffordshire, Douglas & Laxey, and the Guernsey 
lines, afford very good examples. The mass of the 
head is composed of insulating material, at the centre 
being a thimble with a screw thread to take ү inch or 
8 inch studs to connect it with the “ ears.” Over the upper 
portion fits a cup-shaped casting with lugs of various shapes 
attached. This series of hangers are efficient and inexpensive, 
and well suited to light suburban and country lines where 
economy in first cost is a prime consideration. Of the second 
type of hanger, two well known forms are in general use on 
British lines, one known as the * West End " insulators, the 
other as the Globe strain" insulators. In the first form the 
insulation is completely protected from rain or injury due to 
blows from the trolley head or arm, by the whole of the ex- 
ternal portions being of a bronze metal. The insulated 
part consists of a steel pin or bolt heavily covered 
with insulating material, which is removable and inter- 
changeable in the various forms of hanger, and for feeder 
hangers can be exchanged for a non-insnlated pin as shown. 
The castings of the various shapes corresponding to 
those of the Etna series are all made internally with 
a socket in which the steel pin previously described 
fits tightly; round the top edge are six lugs spaced eyui- 
distantly. After inserting the bolt a cap is screwed on 
provided with three fingers, which can be bent by hand so as 
to fix into the lugs in the top of the casting to prevent the 
screw caps from working loose with the vibration of the 
trolley wire and exposing the insulation to contact with mois- 


ture. Thus leakage through this cause is reduced to a 
minimum. One of the chief advantages of the ** West 


End” type of insulator lies in the fact that the insulated 
bolt is wholly protected and cannot allow the wire to fall 
even if the insulating coating were to be wholly destroyed. 
This is not the case with the Etna series, or with the ** JA ` 
and “ Boston" insulators, in all of which destruction of 
insulating material involves the fall of the wire. 

The“ West End " series comprises also some special fortis 
which are worth mentioning. One is a bracket arın 
double insulation hanger, which is used in all more recent 
installations, as affording more efficient protection against, 
leakage. Others are special forms of “bridge” insulated 
hangers. One of these provides a yielding support to 
the wire so that the trolley head should not strike at hich 
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med a point without flexibility and have a tendency to run 
of. All are hangers to be fixed to overhead ironwork 
a masonry such as arches or girder spans, &c. The“ West 
Bed” series of hangers have been adopted for the Dublin, 
Bristol, Coventry, Leeds, Isle of Man, Bradford, and Liver- 
pol tramways. For special sections of heavy trolley wire 
the casings are made of heavier metal, so that any desired 
wength of hanger can be produced without alteration of 
form or dimensions, This has been done in Liverpool and 
бетеге. There is a special tool for putting up these 
hangers where span wires are used. The castings are held in 
te fork while the span wire fits into the groove of the wheel, 
шй а single movement of the lever snaps it into position. 


Description Resistance under 
On Hine diameters: Description of 0 6,000 volts, alter- 
a met insulation. | Зайве current up 
f! Small globe, Bronze ZEtna oo 
2 inches 
do. do. Hecla do. 
t do. Mall. iron do. do. 
Medium globe, Bronze ZEtna do 
4 223 inches 
i do. do. Hecla do. 
H do. Mall. iron do. do. 
Large globe, . Bronze Ætna do 
3 inches i 
do. do. Hecla do 


i 


Non-condensing engines designed for 100 lbs. or less if 
economical, will not have much margin for overload. Hence 
a condensing engine that is to be run non-condensing 
must have its cylinder ratios considerably modified, or it 
must have a bye-pass to its low pressure cylinder. There is 
much truth in the above, especially for the irregular work of 
a tramway or railway, and it has often seemed to us that for such 
engines which fall below speed for their momentary maximum loads, 
if worked at all reasonably at ordinary loads, there should be a pro- 
vision that a supplementary steam supply should be admitted to the 
low pressure cylinder, so that a fairly small compound engine 
should run, in a sense, as a simple engine over the peaks. We do 
not think any real effort has yet been made to fest the relative 
efficiency of simple and compound engines оп. a traction load. It 
does not appear to us that the compound principle is put to its best 
use when applied to loads that are so variable that an engine must 


Load in lbs. at 


Were eren | Natare of | Insulation 20 | Remarks 

3,700 Eyes stretched, | Unaffected, |) 255 3 

one broken intact = 88 2 

4,500 do. do. 8 PN 

4,900 Metal intact Broken $ “е 

to 5,500 2.3 * 8 
5,000 Eyes stretched do. “mad 
; out. = E < E 5 
5,400 do. do. ons 8 + 
7,200 Metal intact do. weg 
to 8,300 | дж 5 d te 
7,300 Eyes stretched do. | 225 v 
out. Zee 2 

8,000 do. Я до. E 


The “Globe strain" series of insulators, like the © West 
Bad” series, possess the advantage of securing. the trolley 
wie from falling even where the insulating material, which 
hese algo is in compression, is destroyed. 

[n egard to the principle upon which these insulators 
@e made; their resistance to tensile strains is most 
wmarkable, as the above table will show, also the satis- 
factory character of the insulation afforded by these hangers 
mer strains. 

(To be continued.) 
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MURDER PROPORTIONS FOR COMPOUND 


— — — 7 A — — — — — — 
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ENGINES. 


Yager ere two schools of thought and practice on the subject of 
ара pressure between the cylinders of compound engines. Some 
there should be no drop. They think that the cut-off in the 
Jtr premare or the next succeeding cylinder should be so regulated 
ге is practically continuous expansion, the one cylinder initial 
beiug the same as the terminal pressure iu the preceding 
Mr. Ball, who recently presented a paper to the American 
of Mechauical Engineers on the subject of cylinder propor- 
i that no drop is the theory of the older men, while the 
Mær school would allow drop on the principle that it is useless 
| &eam by compression. This they hold is what has really to 
ба dene when all drop is eliminated. Probably the truth is to be 
4 in compromise with a low pressure cut-off of about a half 


Mr. Ball's paper is useful and interesting, and is, we believe, the 
Жы published in America to lay stress on the importance of reduc- 
ing’ the internal areas exposed to differences of pressure and 
in order to keep low the cylinder condensation. He 
Dies that the one reason why one engine is less economical 
then another working at the same pressure and range of tempera- 


fm, is simply that the cylinders differ in their action on tho 


All the mathematics in the world are useless when applied to 
Skam engine working until something more definite is known of 
Mis abject. Enough is known of it, however, to point clearly and 
tigistely to certain points necessary to be observed. The internal 
аһы should be small; they should be clean and bright. Possibly 
mer should be oiled. Here our knowledge seems to end. Nothing 

known ae to the effect of material Is there an advantage in, 
995, guu-metal over cast-iron, or does the reverse hold true? 

Evidently the writer is of opinion that engines may easily be 
— big for their load. An engine designed for highest economy 
A ordinarily have a very great overload capacity. Specifica- 

often contain conditions that render it a practical impossi- 
for the engine under running conditions to give its best 
солех. Thas ап engine is specified to give а 25 per cent. over- 
pts wher ran without vacuum, and a 40 per cent. overload when 
зав 1 nm i л 1 for an economic load 
vacuum, evelop its rated capacity without it, to 

жу Aching of overled. ` api fa CEU ' 


be so very much too big for its ordinary load їп order that it may 
cope with its maximum duty. Practically, tramway work is run 
with engines which permit a cut-off no later than the equivalent of 
one-third of the low pressure stroke. In a simple engine the 
admission could be extended to three-quarters for the very 
occasional peaks, and yet the ordinary duty could be run at an early 
cut-off. Itis quite an open question whether the compound prin- 
ciple is worth the loss entailed by the present system. 

The general tenour of the paper is otherwise that excessive expan- 
sion does not make for economy, and that drop between cylinders is 
not necessarily to be avoided. It advocates, however, a consider- 
able reduction of the capacity of the first cyHader of compound 
engines. Though by this plan the range of temperature will be 
increased in the second cylinder, yet the exposed area inside the 
first cylinder will be very much reduced, and it is exposed area that 
causes cylinder condensation. 

It must always be remembered that the amount of steam that any 
compound engine can have fed to it is that which will fill the first 
cylinder at boiler pressure. "This measures and limite the power of 
the engine. In a simple engine the limit of power is that obtained 
at maximum cut-off in the final cylinder. Thus the final cylinder 
of a simple engine can be smaller, and it will work at ordinary duty 
at better economy than the nominally more economical compound 
engine. 

If this is so, the reason is not because compound working is nét 
economical, but because it is not economical to run an engine under- 
loaded. Large numbers of tramway engines run at less than 50 per 
cent. of their rated economy. In doing this they work at occasional 
maximum loads of 135 per cent. of their rated load, and must run 
for much of their time at very small loads indeed. Electric traction 
has been developed from electric lighting to some extent, because 
electrical men have naturally taken up the work; but the conditions 
are vory different, and it is by no means certain that present practice 
is anywhere uear finality. 


BUSINESS NOTES. 


Bankruptcy Proceedings.— The first meeting and 
public examination in re W. V. Scott, electrical engineer, East 
Hammersmith, are to take place on August 30th and October 16th 
respectively, at Bankruptcy Buildings. 


Books Received.— Transactions of the North-East 
Coast Institution of Engineers and Shipbuilders.” Vol. xvi. 
London: Andrew Reid & Co., Limited. 1900. 

Programme of Technological Examinations at the City and Guilds 
of London Iustitute for Session 1900-1901." Whittaker & Co. 
1s. net. 


Motel Cecil.—In consequeuce of the building of the 
north block, the electrical installation is being largely extended 
under the superintendence of the chief engincer, Mr. W. A. 
Poynton, A.LE.E., and a fifth 75-&w. turbo-dynamo has been 
ordered from Messrs. C. A. Parsons & Co. 
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Electrical Wares Exported. 


WEEK ENDING Avec. 22ND, 1899. 
Amsterdam .. .. Value £20 
А й 75 


WEEK ENDING AUG. 2187, 1900. 
Amsterdam .. Value £115 


multitudinous patterns of wood, china, brass and wrought-iron 
indvor and outdoor pushes and pulls have all been re-edited and 
re-arranged, many new patterns being introduced. The compilers 
of the list have aimed at facility of reference, brought about by 
clear arrangement of the illustrations and prices. The letterpress 
enables one to at once grasp the principles of the various accessories 
described and their application to the practical work of the instal- 
ling electrician. Some diagrams of connections and circuits have 
been expecially drawn for this edition. They are accompanied by 
explanatory notes and iustructions for fitters. 

The Ransome and Smith Company, of Brooklyn, bave issued a 
new trade circular of the Ransome patent concrete mixers. 

The B.T.H Co’s. new pamphlet No. 73, describing direct-current 
carbon-feed enclosed arc lamps, supersedes No. 52 of December Jast. 


Copper.— The last issue of Messrs. Н. R. Merton & Co.'s 
statistical circular relating to copper shows that stocks have 
increased by 3,547 tons, and that prices have risen 20s. per ton 


Auckland ee Beira. Teleg. mat. ws .. 4,610 
Beira . oa si ae 1,877 Bombay... ʻi va .. 586 
Bombay... "T s б 69 Brisbane s x .. 125 
Boulogne xs vs е 25 Calcutta... 2% E .. 600 
Buenos Ayres se is . 9,807 Cape Town.. 825 es S0 AT 
T Teleg. mat. .. 1% 5 Teleg. apparatus. 150 
Cadiz. Elec. machinery .. 240 Christiania. Teleg. wire ia 50 
Calcutta es ee т е ее 75 Durban ee ee ee ee 642 
Christchurch e - i 12 East London - a .. €95 
Colombo .. Be NE . 498 Foochow .. ae is ix 18 
Delagoa Bay А А 59 Fremantle .. s T .. 168 
Durban T 2 we . 710 Gibraltar. Teleg. mat... . 400 
Fremantle .. га Фа . 105 Hamburg a s .. 200 
Grenada ss i .. 218 А Teleg. mat. .. .. 250 
Havana its bs x ze 20 Melbourne. Teleg. cable . . 1,206 
Hiogo. Teleg. mat. sa . 118 5 Tramway cable. 6:0 
Liban s 25 kis 98 Port Elizabeth vs .. 160 
Ma'ta.. 10 Rio Janeiro. Teleg. mat. . $42 
Melbourne .. fe = Rotterdam. Teleg. mat. .. 250 
з Te‘eg. mat. . . 2, 198 Singapore .. * 2 vs 61 
Odessa Pe és Ке Es 15 Stockholm. Teleg. mat. ee 4 
Ostend ee ee si .. 148 Sydney A a vo e 081 
Penan ce 15 m Teleg. mat. và . 810 
Port Elizabeth : $E. lus 142. » Tramway cable.. ee 627 
» Teleg. wire ~.. 483 Trinidad 2s "e x 45 
Rio Janeiro. Teleg mat. 1,421 Wellington.. > а . 28 
Rotterdam .. эл» Sk "is 20 
Ban Sebastian 92 << nd 85 
Santos E s "t => 20 
Singapore .. EM Кя V 107 
Stockholm. Teleg. wire .. 161 
Sydney - djs з» 1,548 
Wellington .. 46 


Yokohama. Teleg. cable ; ; 95 


Total £12,698 Total ee £14,318 
Foreign Goods Transhipped. 
Calcutta. Elec. supplies.. Value £64 | Adelaide. Teleg.app's .. Value £70 


Aron Electricity Meters at the Paris Exhibition. 
—Among the apparatus exhibited by the Aron Electricity Meter 
Company at the Paris Exhibition are the following :—Meter for 
registering charge and discharge of accumulators, in oak case, adding 
10 per cent. automatically at charge for the efficiency of the battery, 
reading direct in ampere-hours, at a constant potential circuit of 
230 volts, arranged for a battery of 50 amperes maximum discharge 
and 500 ampere-hourscapacity. Direct current, 30 amperes 440 volts 
meter, in teak case, adjusted so that it is recording energy consumed 
by a lamp battery also at the stand. Ampere-hour meter for accu- 
mulator use, registering charge current on the one set and discharge 
on the other sct of dials, reading direct in ampere-hours at a constant 
potential circuit of 220 volts, to carry a maximum current of 15 
amperes. Maximum E.M.F. in series coil at supply tension. Pre- 
payment hour meter arranged for a tension of 220 volts direct 
current, adjusted for 6d. per Board of Trade unit for 2-c.p. lamps at 
220 volts with 6d. in the slot, in oak ease. Hour meter recording 
the hours which a circuit is closed, adjusted for 220 volts. direct 
current, in oak case. Day and night load meter, 15 amperes 110 
volts. This instrument consists of, as well as the ordinary supply 
meter, an electrically-driven clock; by means of an adjustment the 
record of the energy made may be automatically thrown over from 
one set of dials to another during the course of 24 hours, so that 
during the peak of load consumers may be charged a higher price 
than during the rest of the day. Alternating current single-phase 
30-ampere 100-volt supply type, in metal case, as approved by the 
Board of Trade, and as supplied for use in consumers’ houses. Alter- 
nating current single-phase, in metal case with glass panels, as 
constructed for switchboard work for central station purposes, 100 
amperes 220 volts 63 cycles. In addition to the above there is a. 

‚ lamp battery on slate with brass letters indicating the words “ Aron 
Meter"; on the brass letters are mounted lamps, and the direct 
current instrument, mentioned above, is recording the current con- 
sumed thereby. The Aron Company claim that their instrument is 
the only meter approved by the Board of Trade in this country for 
all methods of distribution ; while it is also claimed to be equally 
applicable for continuous, two-wire, three-wire and five-wire alter- 
nating current; single-phase, two-wire and three-wire, and two and 
three-phase methods of distribution. The instrument is stated to 
be as equally accurate on highly inductive as on non-inductive 
circuits, hence is particularly applicable for all power work. It is 
designed to record the whole of the kilowatt capacity of the circuit 
on which it is placed, the maker's greatest achievement iu this 
respect being the registration of three-wire circuit 2 x 4,000 
amperes, 2 x 300 volts. The instrument is claimed to be abso- 
lutely proportional throughout the entire range, and will register 
eveu to the leakage of the installation. It requires no attention 
other than being hung perfectly perpendicular by means of the 
plumb line. -The energy consumed in the shunt is stated to be the 
smallest in any watt-hour meter on the market, and the drop of 
pressure across the series coil is inappreciable. All the meters on 
the board were constructed in the Aron Company's English factory. 


Catalogues and Lists.—From Messrs. Schumann's 
Elektrizitatswerk, Limited, of Leipzig-Plagwitz, we bave received 
a leaflet illustrating their cast-steel box motors, normal sizes of 
which up to 12 н.р. are always stocked. 

We have reccived from the General Electric Company, Limited, 
а copy of the thirteeuth edition of their electric bell aud general 
catalogue. In 104 pages are included partiquars of all varieties of 
electric bells and electrical signalling devices, batteries, and acces- 
sories. Many improvements have been introduced, but many of the 
prices are considerably reduced. In the “Indicator” pages every 
type of indicator, for ordinary house work, for ships, lifts, hotels, 
and, in fact, all positions where electric signalling is desirable, are 
described. In the pages devoted to contact-making devices, the 


during the first half of the current month. Supplies have reached 
12,915 tons, to which total North America contributes 6,628 tons, or 
nearly one-half. The supplies from “other countries" total 
2,709 tons, from Chili 1,400 tons, and from Spain and Portugal 
1,278 tons. All of these amounts are rather above the avcrage for 
previous periods of 15 days. The total deliveries during the first 
half of August, on the other hand, have only reached a total 
9,368 tons—one much below the average for similar periods 
previous months of the year—and ло "standard" copper has been 
shipped to America. The result is that supplies have exceeded 
deliveries by 3,547 tons, apd that stocks have increased by this 
amount. The deliveries during the second half of the month are 
likely to bring the total for August up to the average figure of 
22,000 tons. The movement of prices is independent of stock 
fluctuations, and is doubtless governed by possible future con- 
tingencies. Copper was selling for £70 per ton on December 31st, 
1899, when the visible stocks in Europe were only 22,817 tons, and 
for £74 on August 15th, 1900, when stocks are nearly 10,000 tons 
larger. ` 


Directories.—The 1900 edition of the “ Universal 
Directory of Railway Officials,” published from the office of the 
Railway Engincer, Catherine Street, Strand, W.C., is compiled as 
usual from official sources, by Mr. S. R. Blundstone. The officials 
of all tramways in this country which are now worked by steam 
and electrical power are now for the first time included in the list 
of railway officials, presumably because the mechanical tramway is a 
street railway according to the general rule in America, and is 
becoming so here. No doubt there is much in common between the 
tramway and railway official. This addition gives an extra interest 
to the book, from an electrical point of view of course. In the 
section giving a few short details as to the officials, length of line, 
gauge, and so forth, railways and tramways are all mixed up 
together and arranged in alphabetical sequence. The ground to be 
covered is too great, perhaps, to allow of an additional section 
giving the electric lines separated from the trunk lines and other 
steam railways. The systems in operation on the European Con- 
tinent, Asia, North and South America, in fact, of most foreign 
parts, are included, as well as those of our own little islands. 
An alphabetical list of names of all officials is given in the latter 
half of the book. 

“ Duncan's Manual of Tramways, Omnibuses, and Electric Rail- 
ways is familiar to most railway and tramway men, and the issue 
for 1900—the twenty-third annual edition—is now before us. As 
compared with previous editions, the present one is improved by 
the addition of the accounts of a number of electricrailways and 
tramways throughout the country. Wherever the information has 
been obtainable, the receipts and expenses per mile run are given 
and the amount of capital, together with other figures showing the 
p financial position of the various undertakings stated. 

e Manual is published by T. J. Whiting & Sons, Limited, 7a, 
South Place, E.C. (3s. 6d.) 


Electric Coal Cutting.—The Summerke and Mossend 
Iron and Steel Company is introducing at its collieries at Preston 


Grange, Midlothian, electric coal-cutting plant of the Clark and 
Steven disc-cutter type. 


Electric Cranes.—The Tees Union Shipping Company. 
Limited, have recently installed at their wharf at Middlesborough 
three portable electric cargo discharging cranes. The cranes, which 
have a power of five tons, have been constructed by Messrs. Stothert 
and Pitt, Limited, the consulting clectrical engineer being Mr. 
J. G. W. Aldridge, of London. The Tees Union Shipping Company 
have already found the cranes most satisfactory, aud on 3rd inst. 
the engineers (Messrs. Stothert and Pitt) invited a company te 
witness the working of the cranes at the Wharf, and aftemvarci~ 
entertained the company to luacheon at the Grand Hotel. 


Electric Power Applications.—It is not necessarv to 
write much nowadays to remind electrical engineers of the wast 
possibilities contained in the development of electrical &riviug tv 
the application of motors. The partial success of the great power 
distribution schemes will be an untold benefit to the electric dri 
machinery industries, not merely in the actual work involved 111 
their carrying out, but in the educational effect of the very 
important and practical evidence which was given by the leaders of 
engineering and other trades in the affected districts. The evidence 
was of such a character aud so convincing in its terms that it should 
be placed in the hands of, and be fully digested by, every Work 
owner or authority who now puts his trust in steam Or gas for 
driving machinery. We rather think that consulting engineers aud 
advisers who have electric driving work in prospect wil] hot be 
slow to make use of such convincing testimony in the Presence Of 
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Debes Thomases. Those who are interested in the various appli- 
tons of the eleetrie motor for machine driving will find 
a ptal set of illustrations of this 
e«ture of about 130 pages which has been brought out by the 
Companies. The work of arrangement, art illus- 
ing and so forth, is carried out in that excellent 
eve which characterises this company’s publications. The 
soomteus which are shown are some of those to which their 
ote have been put in the industries. As might be expected, they 
ore very wide range, and indicate how electricity is making its 
rs) to practically every field where power is required. The type 
C vorphase induction motors (of 850 H.P.) are employed for 
этмиш the moving sidewalk at the Paris Exhibition, and other 
oes are used at the shipbuilding yard of Harland & Wolff, at 
Lost, at Burt, Marshall's bleaching works at Luncarty, and also at 
iber places, as shown, for driving shafting, operating drilling, 
oy, and boring machines, hydraulic press, shearing and slotting 
паби, travelling cranes, mine hoists, pumps, elevators, and ore 
тег, for operating paper machinery, and last, but not least, for 
msg lighting generators at the Buffalo and Niagara Falls 
actrice hght and power station at Niagara Falls. The Westing- 
vw direct current multipolar motors are illustrated operating 
moreling emnes, shears at steel works, repairing and other 
паегу in locomotive works, punches, pumps, and во on. Their 
тал current dust-proof motors operate stokers and a coal con- 
vor at the Manchester Corporation electricity works, also a 
rate planer at Hamilton, U.S.A., a 50-inch gun lathe, an electric 
Larger for the Siemens furnaces and other purposes at the Parkgate 
Ims and Steel Works, near Liverpool, and they are also employed 
pon certain illustrated plants for pumping, crane, and various other 
Prions 


Electrical Exhibits at the Agricultural Hall.—The 
изиш шегу aud Hardware Trades Exhibition, which closes to- 
Lorem, bas afforded an opportunity for electrical firms who do busi- 
sess in art metal work to show what is being done to add to the 
«зит of nome, as well as to improve the decorations of public 
‘aldiogs by artistic electric light fittings. The half-a-dozen stalls 
ы whieh electroliers, statuettes, standards, aud so forth are shown, 
ie the most attractive in the Exhibition. A striking display of 
Freoca fittings is shown by Messrs. N. Burt & Co., of Oxford Street, 
т hare been for many years agents for Coupier & Co., of Paris. 
Messrs, Burt exhibited various wall brackets and electroliers in the 
Prench styles, Renaissance, Louis XIV., X V. and XVI., aud Empire 
rerieds, together with electrically-lighted clocks and candelabra, 
ote models from the French palaces of Fontainebleau, Versailles, 
.n3sen, &v.; also marble pedestals, bronze and compo statuary 
"ume mounted with branches, &c., and fitted for electric light. 
Messrs. Escaré & Denelle, Limited, of Wardour Street, are also 
tere with French fittings in various styles, ornamental switch 
covers electroliers, ceiling and wall fittings, examples of French 
chasing, and their well set out stand is made the more interesting by 
operations which are shown in progress. А very large exhibit by 
ues Bolez Limited, successors, of Paris, whose London chief office 

з at 65, Hatton Garden, comprises quite an elaborate showing of 

алыу, clocks and floral fittings with electric and gas lights, the 

агаш variety of design and colour and the general arrange- 
ment compelling one to stay to inquire further. 
Fax. Stedelman & Co.'s stand is made up of all kinds of fittings 

‘ àil methods of illumination, the electrical comprising candelabra, 

пише, and so forth. The great feature, however, is a grand 
°.елгПег suspended over the centre of the stand; it has many 
ошз of various powers and a pleasing variety of shades. 

Toe General Electric Company, Limited, is strongly in evidence 
wma ttethousand and one electric light fittings and accessories, with 
wai nearly everyone is so familiar. A number of well arranged 
s@edescent lamps with different coloured bulbs over-arching a 
жеп at which Robertson lamp glass-blowing operations are carried 
cst, шаке the exhibit stand out well among its fellows. 

We must not omit to mention the combined stand of the Renew- 
„её Electric Lamp Company, Limited, and the British Electric 
*crks Company, Limited, where again the interest of many visitors 
«wing caught by the glass-blowing operation, also being conducted 
st. The Renewable Company show a number of their lamps in 
jarta, illustrating the process of dealing with lamps which are sent 
io them for renewal. The company, we understand from Mr. Wray, 
‘Le general manager, is doing a very large business at its Brunswick 
"awe works in City Road, not only in renewable lamps, but also in 

o* masufaeture of ordinary incandescent lamps. The new two and 
-aram shade adapters which have been recently brought out are 

ħa seen at this stand. The manufactures of the British Electric 
‘tks Company, Limited, which are already familiar to our readers 
con the notices which have occasionally appeared in these columns, 

(ofa. including the Stellite cam terminals, wall plugs, counter- 
“еше, high voltage ceiling roses, tumbler switches, and cut-outs. 
oem. Gent & Co., of Leicester, have а very full show of their well- 
zien electric clocks, telephones, indicators, electric bells, water- 
arms, electric light fittings, also dynamos, 

. lamps, aud other electrical apparatus. The electric cooling 
an additional attraction. Messrs. James Hinks 

- 755 sre present with their lamps and a number of electric 
des “ings. Mr. E. S. Hindley shows his engines, a dynamo, 
Ка boiler, and saw bench. The Harris Patent Feed Water 
E. C ompany, Limited, shows one of its filters and other 
саен. The Meyra Electric Company shows an assortment 
ine Sige ag 9f various sizes and for different purposes. 
ps бердн Rom & Co., Limited, of Leeds, are there with 
on, Lii 21 and other specialities ; Lockerbie & Wilkin- 
ра смара: at ee exhibiting their patent acctylene 
£ >. and the Projectile Company, Limited, of Wands- 


kind of thing in a. 


worth, are showing tin stamping and metal working machinery 
driven by an electric motor. 

The purpose of the exhibition and market, as it is termed, is to 
bring the trade into touch with buyers, and notwithstanding the 
summer weather and the absence of so many people from town, we 
hope that electrical exhibitors are now finding the show worth their 
while. On the occasion of our visit the consensus of electrical 
opinion did not point that way. 


Fire Prevention.—With the close of the British Fire 
Prevention Committce’s summer session, Mr. Edwin O. Sachs, as 
chairman, makes the following announcement regarding the fire 
tests carried out under the auspices of that body, which will give 
some idea of the amount of work done in the form of investigations, 
quite irrespective of the gencral duties of the Committee. Since the 
Committee's incorporation f.., during a period of 18 months—there 
have been 12 tests with fire-resisting tloors, aud two with ceilings, 
and there have been nine tests with fire-resisting partitions. There 
have been no less than 23 tests with different forms of wood and iron 
doors, and eight with various forms of glazing. Besides this, there 
have been several odd tests with treated wood, with fire curtains, 
fire blinds, girder coverings, and safes. Altogether, the tests number 
63. The reports on these 63 tests are embodied in 44 publications, 
many of which are extensively illustrated. The Committee has 
met with the ill-fortune of having to move its plant to new 
premises, owing to the site on which they are now located at 
Regent's Park being taken up for railway purposes. 


Journalistie.—T wo of our exchanges have thrown in 
their lot together, and in the bonds of newspaper wedlock, they have 
just made their bow to the public as the Hardirare Trade Journal, 
with which is incorporated Ironmongery.” The Hardware Trade 
Journal has bought Jronmonyery over from Messrs. Collingridge. 
The new production, which is owned by the Hardware Trades 
Journal, Limited, is edited by Mr. Frederick J. Francis, and will 
appear monthly as hitherto. | 


Julius Sax & Co., Limited.—We have received fram 


this company a copy of their new catalogue of English electric bell 
material. Considering that the firm of Julius Sax has been in 
existence since 1855, and has had an experience in this particular 
branch of the trade which is unique, oue is not surprised to find in 
this publication one of the most complete descriptive catalogues of 
the kind published. We may also add that it is well got up in 
every way. Many of the patterns are novel, and the designs 
protected by patent or registration. A good feature of the list 
is that a distinction is made where material is used not of the firm's 
own make, and all goods sold as“ English made“ are guaranteed of 
English manufacture throughout. The managing director, Mr. H. M. 
Salmony, asks us to point out that he is no longer connected with a 
company formed by him and still bearing his name, and also that 
Julius Sex & Co., Limited, of Coldharbour Lane, S.E., is the original 
and parent firm, having no connection with any other concern using 
that name. We understand that the company has beeu busy lately 
with work for the Government and certain local authorities, and has 


. executed orders for the supply of electric bells and accessories to the 


Post Office, War Office, aud Admiralty. Although staking its 
reputation more particularly upon the highest quality goods, the 
company, in order to meet demands for cheaper lines, has laid down 
improved machinery for producing articles to compete with those of 
foreign make. Amongst other things, the catalogue has descriptions 
of improved indicator movements, of which the electrical replace- 
ment movement is specially worthy of notice. Many other things 
might be mentioned, but we would advise those iuterested to apply 
for a copy of the book itself. 


Liquidations and Dissolutions.—The British Blahnik 
Arc Light Company, Limited, is winding up voluntarily, with Mr. 
W. H. Chantrey, 57, Moorgate Street, as liquidator. 

Messrs. J. H. Blake aud H. E. Steel (Blake & Steel, electrical 
engineers, Cheltenham, Gloucester, and Stroud) have dissolved 
partnership. Mr. H. E. Steel attends to debts. 


New Company.—Offices have been opened in London 
by Messrs. J. G. White & Co., Limited, electrical, mechanical and civil 
engineers,a new company which has been organised by tho firin which 
bearing a similar title, has carried on a very extensive electrical 
engineering business in the United States for some time past. The 
London Company, which has a nominal capital of £100,000, will take 
over and execute all the firm's business outside North America, and 
London has naturally been considered the right place for the proper 
conduct of this foreign trade. The names of the directors are given 
as follows :— 


Chairman, J. G. White, A.M., Ph.D., Mem.A.LE.E., President of J. G. White 
and Co., of New York. 

Managing Director, О. H. Baldwin, M.E., Mem.A.I.M.E., re contly managing 
director of Westinghouse Electric Company, Limited, London. f 

Chief Engineer, А. N. Connett, C.E., Mem.A.8.C.E , recently chief engineer 
of Compagnie Francaise Thomson-Houston, Paris, France. 

E. B. Wyman, director, Deep Leads Electric Transmission Company, &c. 

Electrical Engineer, W. C. Burton, E.E., Mem.A.I.E.E. EN 

Secretary, A. H. Beatty. 


The offices of the company are at 224, College Hill, Cannon 
Street, E.C. The U.S. White Company have carried out the equip- 
ment of many miles of electric road, as well as large electric light 
and power installations. in America. Mr. White hasaeted as consulting 
engineer for many schemes, including the complete designing and? 
erection of the Niagara Power Company's trausinissiou line, aud in 
regard to foreign work now under way, the company is identified 
in some way or other with various electrical engineering plants for 
Australia, San Juan, Porto Rico, and so on. The company has set 
out over here with the intention to develop a big business, and with 
so much work now waking ир, its hopes should not remain un- 
realised for long. Messrs. White will be prepared to act as inclusive 
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contractors for the complete design and construction of all types of 
electric tramways and railways, electric power and lighting plants, 
and all similar undertakings, and to assist in financing commend- 
alle projects. They are also prepared to make examinations of 
‘operating plants, report upon their physical condition and manage- 
ment, aud to supervise the operation of such plants: also to make 
reports by competent and experienced engineers for bankers and 
investors on both engineering and financial features of projected or 
operating enterprises in any part of the world. The members of 
the executive aud engineering staffs have had extensive experience 
in financing, designing, building under contract, aud operating 
electrical properties. : 


Paris Exhibition Awards.—At their stand at the Paris 
Exhibition the Blackman Veutilating Company, Limited, show their 
well-known fans, two of them in motion, each driven by, and com- 
bined with, a special electric motor of the company's manufacture, 
These two fans are.36 inches in diameter; one of them exhausts air 
from, and the other blows air into spaces open to the visitor: these 
spares are easily separable, or made common at pleasure, by a door, 
so that the effect of the fan for either purpose is seen and felt at a 
moment's notice. A number of the company's belt or rope-driven 
fans are also shown, as used for ventilating and drying purposes. 
We understand tha more than 50,000 Blackman fans have been put 
to work in all parts of the civilised world, displacing more than a 
million tons of air per hour, whilst Blackman electric fans are to be 
found in thousands, ventilating not only workshops and factories, 
but the apartments of Roy: Ну, the Houses of Legislature, banks, 
clubs, hotels and so оп. Blackman fans are very largely used on 
ocean-goinz steamers, and there is scarcely a foreign port at which 
these fans are not to be found doing useful work, such as withering 
tea leaf in India, China and South Africa, drying cocoa and coffee 
in the East and West Indies, ventilating mills in all countries from 
South America to Japan, and drying wool, yarns, textile materials, 
&c. A gold medal has been awarded to the company for their 
exhibit at the Paris show. 

The Simplex Steel Conduit Company, Limited, inform us that 
they have been awarded a gold medal at the Paris Exhibition, 
Class 25, for electric lighting; in addition to which their engineer 
and general manager, Mr. L. M. Waterhouse, A.M.Inst.C.E., and 
their works manager, Mr. L. H. Lander, . I. E. E., have been 
awarded silver medals. 

The Electrical Power Storage Company and the Chloride Elec- 
trical Storage Syndicate, Limited, have received gold medals in 
Class 24 Electro-Chemistry. 

Among he names of prize-winners we notice those of Messrs. 
C. A. Parsons & Co., and the Parsons Marine Steam Turbine Com- 
pany, Limited, as having between them carried off two Grands 
Prix and two Gold Medals. Messrs. C. A. Parsons & Co. obtained 
the Graud Prix in Class 19 for “Steam Engines,” and Gold Medal 
in Class 23 for “ Mechanical Production and Utilisation of Elec- 
tricity.” The Parsons Marine Steam Turbine Company, Limited, 
obtained the Grand Prix in Class 33 for “Materials and Plant used 
in the Mercantile Marine,” and Gold Medal in Class 118 for 
„Naval Construction." This speaks well for the various exhibits of 
the above firms. 

The official list of awards in connection with the Paris Exhibition 
contains intimation of the following successes in Group 5, “ Elec- 
tricity ” :— 


CLASS 28.—PRODUCTION AND MECHANICAL UTILISATICN OF ELECTRICITY. 


Grand Prix: Siem ens Bros. & Co., Limited. 
Medail:es d'Or: С. A. Parsons & Co.; Mather & Platt, Limited. 
Medailles d'Argent: Robey & Co., Limited. 
Medailles de Bronze: Belshaw & Co. 
Collaborateur: Grand Prix, Dr. Edward Hopkinson (Mather & Platt, 
Limited). 
Crass 94. —EÉLECTRO CHEMISTRY. 


Médailles d'Or: Electrical Power Storage Company; Chloride Electrical 
Storage Syndicate. 

Médaille d'Argen : Sherard Cowper-Coles. 

Collaborateurs: Medaille d'Argent. Herbert Butler (E. P. 8. Company). 


CLass 25.— EI. TRIO LIGHTING. 


Médailles d'Or: Benson 4 Co. and the Simplex Steel Conduit Company. 
Médailles d'Argent: Be'shaw & Co. and the City of Bath. 
Collaborateur: Médaille d' argent. Mr. Lander and Mr. Waterhouse (Simplex 
Steel Conduit Company). 
Crass 26.—TELEGRAPHY AND TELEPHONY, 
Grand Prix: British Post Office. 
Meédailless d'Arge.t: Patent Nut and Bolt Company. 
CLASS 27.—APPLICATIONS OF ELECTRICITY. 


Grand Prix: White. 

Medaille d'Or: Crompton & Co. 

Medailles d'Argent: James Hicks ; Stockall & So^s. 

Collaborateur: Módaille d'Argent. Mr. Wm. Burton (James Hicks). 


The jury have awarded to Galloways, Limited, of Manchester, 
the Grand Prix, the highest possible award, for the exhibit consisting 
of six steel Galloway boilers, capable of supplying steam for 3,500 
I. H.P. and working at 160 lbs. pressure, and one Galloway vertical 
compound engine aiid dynamo capable of an output of 1,600 amperes 
of 250 volts. This is the third occasion upon which Galloways have 
received the Grand Prix at Paris, having been awarded this 
distinction at the Exhibitions of 1878 and 1839. 


Smoke Nuisance.—The South London Electric Supply 
Corporation has been fined £10 aud costs on a summons by the 
Lambeth Vestry for allowing a black smoke nuisance at their works. 


Spain.—La Maguinista Bilbaina is the title of a new 
concern Which has just started works at Deusk, near Bilbao, Spain, 
for the construction of electrical plaut. 


The Rubber Industry.—The Bourd of Trade Journal 
says that the Board of Trade have received through the Forcien 
Office copy of despatch, dated 4th inst., from H.M. Ambassador at 
Berlin, enclosing copy and translation of a decree of the German 
Government, relative to the protection of the rubber industry in 
German Eas Africa. By this decree, which came into force on 
January Ist, 1898, the preparation of impure rubber and the habitual 
purchase and sale of the same is rendered punishable by a hear; 
fine. The above decree may be consulted on application at the 
Commercial Intelligence Branch of the Board of Trade, 50, Parlia- 
ment Strect, S.W , any day between the hours of 10 a.m, and 5 p.m 


Tramways for Sale.—This heading does not refer to 
portable model for lectures or toy purposes, but to the valuable 
electric cable and horse tramway undertakings of the Isle of May 
Tramways and Electric Power Company, Limited (in liquidation’, 
For further particulars of the announcement see our “Оса! 
Notices ” to-day. 


ELECTRIC LIGHT AND POWER NOTES. 


Aberdeen.—For the lighting last vear the estimate) 
expenditure was £9,990, and the actual £9,650. For the current 
year the expenditure is estimated at £11,800, the increase being due 
to the proposed substitution of the electrie light for gas in ty 
central parts of the city for street lighting. 

The Gas and Electric Lighting Committee last week resolved 
upon a site for the erection of the proposed new electric lighting 
station. 


Abertillery,—The District Council has decided to take 
steps to obtain a provisional electric lighting order. A sub-com- 
mittee will visit various towns where public abattoirs aud du-i 
destructors are in operation. 


Ballymena.— An electric light scheme has been drawn up 
by a Mr. M'Carthy, an electrical engineer (cost £8,000), and it i 
to be considered by a committee of the Urban District Council. 


Battersea.—The foundation stone was laid on Saturday 
of the new generating station from which the parish of Battersea 
will be supplied with electric light. The chief point in the speech 
of the chairman of the Lighting Committee Mr. W. Willis; was 
that all the work had been carried out without the intervention of 
a contractor. The work of laying the mains was started in February 
of the present year, and it was expected that by April or May next 
the parish would be completely equipped, with the additions 
advantage that the working man would be placed iu a position to 
enjoy the new illuminant on the system which, was known ns tha 
of "the penny in the slot." The stone was laid by Mr. V 
Matthews. 


Blackburn.—On 17th inst. a Local Government Bourd 
inquiry was held into an application of the Corporation to borr» 
£190,000 for electric ligh ing and power extension purposes. Th 
present scheme will carry the Corporation on for four or five year. 
when they will still have land available at their proposed ne 
works for an even bigger scheme. 


Blackrock.—There is а proposal on foot that the tw 
Urban District Councils of Kingstown and Blackrock shall uudet- 
take a joint scheme for electric lighting. 


Bohemia.—A central electric lighting station is about 
to be established in the town of Elbogen, on behalf of the muni- 
cipal authorities. Water-power is to be utilised. 


Bo'ness.—The North British Supply Company and th 
South Shields Electricity Supply Company are negotiating with th 
Burgh Commission with a view to electric light proposals. 


Bradford.—Last week the City Council appointed th 
chairman and the deputy-chairman of the Electricity Committe: to 
arrange with a local firm of architects for the preparation of plaut 
for a new gencrating station at the Valley Road clectricity мотке, 


Brisbane.—The Municipal Council has been епо 
upon the consideration of electric lighting proposals submitted |» 
several parties, including Messrs. Wright and Reason, the Кит 
Construction Company of Australasia, and others. The prop 
and terms offered were reported upon by Mr. John Hesketh, i! 
Queensland Government electrical engineer. The Council how 
long discussion on June 16th, covering the whole question, and v 
mately the matter was referred to a committee. 


Buenos Aires.—One of the troubles under which th 
River Plate electrical industry labours to-day is stated in tu 
following paragraph from the Review of the River Plate s— dh. 
electric light companies in the city of Buenos Aires have enterce ài 
joint protest against the taxation imposed this year by the Muu 
pality, and which they consider to be a duplicate of another tax, 
The companies have to pay 5 per cent. of their gross receipts ior 
use of the subsoil, and this year a tax has been placed on all trans 
former pits and corner boxes, aud this the companies Consider t 
already covered by the 4 per cent. tax. We understand tbat i 
companies intend to test the legality of several other taxes amen 
them and that of the 5 per cent, because when some of thes 
obtained their concessions the tax was only 2) of the gross reve 
and if the authorities have the right to increase it to о per ces 
they would have an equal right to make 10, 20, or, in fact, any rai 
they choose." 
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SUNDERLAND ELECTRIC TRAMWAYS. 


instalment of the tramway scheme drawn up 
the Corporation of Sunderland by their electrical 
ineer, Mr. J. F. C. Snell, was examined by the 
wetors. of the Board of Trade and Local Govern- 
on the 15th inst, and forthwith opened for 
fic. The new electrical section extends from the 


Be aa 
pow 


| mire of the town in three directions, and comprises 
а total length of 15 miles of single track. Electric 


power for operating the line is obtained at present 
from the Corporation electricity works: as we recently 
‘sated, a new power station, for lighting and traction 
combined, is to be erected at once. Meanwhile, a 
account of the work already accomplished may be 


The foundation of the tramways consists of a bed of con- 
е, 6 inches thick; upon this the rails, 7 inches deep, and 
hing 96 Ibs. per yard, are laid. The joints in the rails 
made with fish plates 24 inches long, together with sole 
es, 30 inches long x 12 inches x 5 inch, bolted to the 
ter surface of the flanges: the gauge is 4 feet S“ inches. 
wh joint is bonded with two copper Chicago bonds, 
1 the rails and tracks are cross-bonded at intervals 
420 feet with similar bonds. All the points are of 
steel, of the spring type, and were supplied by Messrs. 
атт Bros. & Wilson; the crossings were built up of 
Ца similar to the track rails, and drain rails were provided 


iere required. Опе of our illustrations shows the special 


K at Southurch Road. 
During the progress of the work, which involved the con- 
Sion of existing tramways, cross-overs were laid so as to 


ple traffic to be carried on with horse cars without inter- 
Eme A somewhat unusual feature in tramway work in 
aus country consists of level crossings over steam rai Iways : 
necessary at Sunderland by the prior 
е of private railways, or, as they are called locally, 


ER 
t ror * , " . . . 
. Wagon-ways,” leading to adjacent collieries, and it was 
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SUNDERLAND ELECTRIC TRAMWAYS. 


deflection of not more. than 6 inches and 
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stipulated that the special work at the crossings should be 
carried out without interference with the traffic on the rail- 
ways. This was successfully accomplished by the con- 
tractors, Messrs. Dick, Kerr & Co., who laid. the permanent 
way : this firm, it should be mentioned, obtained the con- 
tracts for carrying out the whole of the work in connection 
with the electric tramways. 

While the track was being built, provision was made for 
the feeders by laying a four-way stoneware casing in the 
road bed, with brick street boxes at intervals of 40 yards, 

The feeders are all of Messrs. Callender’s lead-covered 
paper-insulated type, drawn into the duets above-mentioned: 
it was specified that they should have an insulation. resist- 
ance of not less than 500 megohims per mile when tested at 
500 volts after immersion in water, and should withstand 
a pressure test of 10,000 volts. alternating after repeated 
bending and immersion in water. Ihe feeders were 


designed to give a distribution efficieney of 95 per cent. 
with 50 cars running: they vary in size from 0722. square 
inch to (0*1. square inch cross-section, and were laid along 
the routes shown on the skeleton plan herewith. In 
addition to the positive feeders, two negative feeders were 
laid to the points shown on the plan, each 0725 square inch 
in cross-section, and were connected with boosters in the 
electricity works. —Three-core pilot and telephone cables were 
also laid from the works to five points on the system, 

The feeder pillars are situated at half-mile intervals, and 
are fitted each with two 400-ampere, and four 100-ampere 
quick-break switches. testing terminals, and lightning 
arrester, mounted on marble panels. 

The overhead gear comprises centre-pole, side bracket, 
span wire, and rosette suspension, the first two of which are 
shown in our illustrations. The poles used are built up in 
two sections, telescoped for 18 inches, and welded together. 
They are 21 feet long, and stand 25 feet above ground. 
Three sizes of pole are in use, specified to give a temporary 
а permanent 
set of $ inch, with the following test weights applied near 
the end :— 


р 
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No. 1, for temporary deflection test, 500 108. ; for 
permanent set test, 1,000 lbs.; No. 2, 900 and 1,500 lbs. ; 
No. 3, 1,200 and 2,000 lbs. In addition the poles had to 
pass drop tests and dimensional tests. 

The trolley wire is of hard-drawn copper, 0°325 inch 
diameter, and capable of withstanding a tensile stress of 


4,400 lbs. 

The whole of the 
overhead electrical 
equipment, switch 
pillars, &c., was 
supplied and erected 
by the British 
Thomson - Houston 
Company as sub- 
contractors. 

The negative 
boosters are motor 
driven, each capable 
of carrying a cur- 
rent of 250 am- 
peres with a ** boost“ 
of 30 volts, and are 
compound wound. 
Normally the series 
field winding alone 
is in use, in series 
with the positive 
feeder, as usual, the 
armature being in 
series with the nega- 
tive feeder; but a 
fine wire winding is 
provided suitable for 


separate excitation from the 500-volt mains, for use in case 
of a breakdown in the positive feeder. Under these conditions 
the amount of boost is regulated by a hand rheostat in the 


field circuit. 


SUNDERLAND ELECTRIC TRAMWAYS. 


It is intended that not only shall the Board of Trade 
regulations be complied with, but the drop in the rails shall 
not exceed 33, volts when all the cars are running. 

Most of the cars are of the Electric Railway and Tram- 
way Carriage Works Company's standard ** Liverpool” 
type, with reversed stairway, as shown in one of our illus- 


SUNDERLAND ELECTRIC TRAMWAYS. 


trations. There are 12 double-deckers, to seat 46 
sengers ; six double-deckers, with maximum traction bogies 
to seat 60 ; and eight of the single-deck type, to seat 96. 
The last are divided into compartments for smokers and 
non-smokers. | 

The trolley is of the side swivelling type, fixed in the 
centre of the car. The electrical equipment of the cars ig 
| of the English 
Electric Manufac- 
turing — Company's 
make. The motors 
are designed to 
give a tractive 
effort of not less 
than 1,000 lbs, at 
the rim of a 
30-inch wheel, at a 
speed of 10 miles 
per hour, or to give 
25 B. H. P. continu- 
ously ; the gear 
ratio is 45 to 1, 
The motors were 
required to pass a 
test of 2,000 volts 
alternating, applied 
for one hour, 
between motor 
circuit and frame, 
and a pressure 
of 1,000 volts in 
the same way at 
the end ofa day's 
run any time 
within the first twelve months of running. 

The controllers are of the series parallel type, with mag- 
netic blow-out, and are provided with an emergency electric 
braking stop. 

The whole of the work has been carried out;in the very 
best style, and has given great satisfaction. Considerable 


Ken d, of ona half ml 


Routes B—D, Roker and Christchu: ch. 
A—3, Southwick. 
E—10, Tatham Street. 
5—10, via c, Chister Road. 
P H, Power house. 
e Feeder boxes. 
+ Feeders. 
I E m Return feeders, 
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additions to the present system are to be made, and when the 
scheme is complete, the Sunderland tramways will form one 
of the most important and comprehensive systems in the 
country. We have to congratulate the electrical engineer, 
Mr. Snell, and the contractors, on the excellent progress 


which has already been made towards this end, 
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THE METROPOLITAN RAILWAY, PARIS. 


їй history of the schemes, which had been proposed at 


ww times during the past 45 years, for a convenient 
т abban traction service in Paris, is very interesting. It 
ie duos perfectly what wonderful effects and what changes in 
Ж йш bave been the result of successful electrical traction. 
th 1 
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Tie vere constant discussions and dissensions as to whether 
: шоа or an underground system should be adopted. 
' Inthe early days when steam driving was the only means at 
i! 


0 serve the purpose, the advocates of the overhead 
3 line were in the majority ; naturally they did not wish to 
p” imd in underground tunnels, where smoke, steam, and other 
foul vapours were present. 
* Of late years, however, the advocates of an underground 
Pi їшї for Paris have been in the majority, since the 
objections just mentioned have been entirely removed by the 
о introduction of electrical traction. 
Eventually it was decided to instal an underground 
mof electrical traction. When completed there will be 
miles of track, of which 57 miles were opened to 
and commenced operation on July 19th of this year. 
Tle pert in operation consists of about 6 miles length between 
Á la Porte de Vincennes and Porte Maillot, and two short 
branches, viz., from Porte-Dauphine to Place de Г Etoile and 
from the Trocadero to Place de I’ Etoile. 
The whole of the line is double tracked, with the excep- 
of some very short single track loops at junctions and 


at terminal stations. 


" ь . ий 


Lyon STATION. 


The subterranean tunnel of the double track has an 
is vault abont 23 feet wide, 7 feet high, and 177 feet 
highs. Ao vertical sides are 2'5 feet thick and 9'5 feet 
13 feet floor is of the shape of a reversed vault, and is 
23 feet thick, the deepest point of floor surface being 
~~) teet below the rail head. 

The interior of the tunnel is lined with a thickness of 


0°76 inch of Wassy cement on the vault, and a similar 
coating of Portland cement lines the walls and the floor. 

On curves with a radius of less than 328 feet, the width 
of the tunnel is increased. With curves of 300 feet radius, 
the width of the tunnel is 24 feet: with curves of 160 feet 
radius, the width is 25 feet approximately. 

The single track tunnel has a vault of semi-circular shape, 
of about 7 feet radius and 1:5 feet thick. The height of 
the side walls is 8˙3 feet, and their thickness is nearly 
2 feet; the sides are 14 feet apart at the floor, which is 
slightly convex, and has a thickness varying from 1755 feet 
at the centre to slightly less at the sides. This tunnel at 
the curves of less than 100 feet is constructed rather wider 
at the base. 

The rail track is laid on cross sleepers of creosoted wood, 
spaced about 3 feet apart in ballast varying in depth from 
about 2 feet to 0*6 feet. 

The track gauge is 4^4 feet, and the rails are of the 
Vignoles type, 100 lbs. per yard, in lengths of about 50 feet. 
The rails rest on flat plates or chairs, the lengths being 
joined by four-hole fishplates about 2 feet long. 

The track is electrically equipped on the third-rail system, 
with track rail returns, The main rail is supported on 
porcelain insulators, set on extensions of every second or 
third track rail sleeper, according to the position of the rail 
joints. The conducting rail is similar to the track rails, 
and all joints are bonded with four copper bonds, 

The stations on the parts which are in actual operation 
are 25 in number. The line from La Porte de Vincennes to 
Porte Maillot has 18 stations, the branch line from Place 
de l'Etoile to Porte Dauphine has three, and the branch 
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STATION AT PORT DE VINCENNES. 


from Place de l'Etoile to the Trocadero has four stations. 
This includes as separate stations the three distinct parts at 
Place de l' Etoile. 

Of these stations, 17 have a vaulted roof, and are of 
similar construction to the tunnels, with an additional lining 
of glazed tiles and bricks. 

Seven stations have steel girder roofs, with intermediate 
masonry arches, and one station alone, the Place de la Bastille, 
is open to the sky. 

The passenger platforms are 13 feet wide, and rather 
more than 3 feet high above the rail-head ; by this arrange- 
ment passengers step down about 5 inches into the railway 
train when embarking. Staircases lead from the street 
pavements down to the station platforms. Both the trains 
and the tunnels are electrically lighted ; the stations with 
vaulted roofs are lighted by incandescent lamps, spaced 
about 13 feet apart, and those with the steel girder roofs 
are lighted by are lamps. 

The rolling stock consists of trains made up of one 
locomotive and two trailers. There are 46 locomotives or 
motor carriages ; of these 34 are provided with a controller 
at one end only, and 12 have a controller at each end. The 
horse-shoe arrangement of the track at each terminus 
obviates the necessity of running the trains in both directions, 
and turntables are provided should it become necessary to 
turn the locomotive. 

Each locomotive is equipped with two Westinghouse 
motors. They are of 120 H.P. each, four-pole, and are 
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entirely iron - clad. 
Тһе - pole-pieces are 
of soft steel lamina- 
tions, cast into the 
ron sheathing or shell. 
1 These motors were 
supplied under very 
stringent conditions 
as to their reliability 
and capacity for work 


under considerable 
overloads for long 
lengths of time. 


They were first put 
under the actual tests 
stipulated, and in 
every case came up 
to their guarantee 
perfectly. They stood 
an overload for some 
time of 100 per 
cent., a pressure of 
3,000 volts alternat- 
ing current on their 
coils, and a pressure 
of 500 volts between 
adjacent commutator 
bars. The motors 
run on a 500-volt 
circuit when operat- 
ing the railway. 

The motors drive 
through a single re- 
duction spur gearing, 
having the ratio as 
1:2. The cables and 
mains, car lighting, 
automatic cut - outs, 
fuses, and in fact 
the whole of the 
electrical equipment 
of the rolling stock 
and track is West- 
inghouse, including 
the series - parallel 
controllers, which are 
of the well - known 
magnetic blow - out 
type. The total 
weight of a train, one 
locomotive and two 


trailers, with their 
full complement of 


passengers, is about 
10,000 lbs. 

The generating 
station is situated 
at Bercy on the Quai 
de la Rapée. 

The boilers are of 
thesemi-tubular type, 
and are arranged in 
three groups of six 
each. The two 
engines are of 2,600 
Н.Р. each, and run 
at 70 revolutions per 
minute. They are 
direct coupled to the 
generators, of which 


there are both 
alternate and direct 
current sets. The 
alternate current 
dynamo is three- 


phase, and yields an 
output of 1,500 Kw. 
at 5,000 volts pres- 
sure and at a 
frequency of 25 per 
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second, The direct 
current machine 
yields 1,500 Kw. ata 
pressure of 600 volts, 
There is, of course, a 
full equipment of 
exciters, boo 
converters, switching 
devices, and also а 
storage battery, The 
three-phase current is 
supplied to a con- 
verter sub-station at 
Place de l Etoile, and 
is changed to direct 
current at 600 volts 
to feed that part of 
the line. This sub- 
station is very fully 
equipped, and con- 
tains the following 
apparatus: — Nine 
transformers of 25 
KW. each, changi 
the three-phase 
rent pressure from 
5,000 volts to 360 
volts, three converters 
of 750 KW, each, a 
battery of accumula- 
tors of 1,800 ampere- 
hours’ capacity, two 
boosters of 250 KW., 
and switchboard ar- 
rangements, Two 
sets of three-phase 
feeders enter this 
station and three 
direct current feeders: 
leave it. | 


vem 


The fares charged | P 


on this line are 20 
centimes for first- 
class, and 15 cen- 
times for second-class 
passengers, whatever 
the distance travelled 
may be. : 

The trains are now 
in full operation, The 
comfort of travelling, 
and the speedy means 
of getting from one 
part of the city to 
another without 
bother, crush, o 
hurry on the part of 
the passengers has 
already made the line 
immensely popular, 
and ensured a pros 
perous future for this 
railway, for which 
Paris has waited 80 
long. 


Sturtevant En- 
gineering Company. 
—This company 18 CN- 
culating, for the benefit 
of electrical engineers 
visiting the Paris Exhi- 
bition, a list of exhibits 
at which may be seen 
machines of many vä- 
rieties being driven by 
motors controlled by 
their Cutler - Hammer 
motor controlling lap- 
paratus, for whichithey 
invite an inspection. 


рашире 
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ELECTRIC LIGHT AND POWER NOTES. 


Continucd From рече 302.) 


(arliMe.—The Public Lighting Committee have decided 
to it two 32-c.P. incandescent lights on are lamp pillars in the 
pull streeta, and to light them after 11 p.m., in place of the arc 
Атры The change is to be made on one circuit of 10 arc lumps, 
ant, as a trial. 


(rieff.—1In connection with the proposal of. the North 
kritih Electrie Supply Company to apply for a provisional order, 
the Council has appointed a committee to consider whether the 
matter shall be kept in its own hands. 


Driftield.— A Hull paper says that several firms of 
бейиш] eugineezs have communicated with the authorities at 
} feld offering their professional services to the town. They had 
kan that arrangements were being made for supplying the town 
with electricity. The writer adds: ‘ Evidently the wish was father 
tu the thought, as the Council have never so much as contemplated 
auvtling of the sort. At present they have enough on their hands 
жшше gas light undertaking.” 


Dublin.—The meeting of the Electric Lighting Com“ 
mittee held on 17th inst., had before it the consideration of the 
rport of Messrs. McCall and Jones, who were recently appointed as 
a subcommittee to visit Continental cities with the object of 
попе iuto the working of the three-phase system of electric 
liebung there, with a view to reporting as to the advisability, 
ot otherwise, of adopting that system for the purposes of elcc- 
tre lighting in Dublin. The sub-committee’s report was read, 
and the sabstanec of it was that they recommended the adoption of 
the three-phase system for the electric lighting of the city. The 
Electne Lighting Committee ordered that the report should be 
printed and circulated amongst the members of the Corporation, and 
ita contents will be discussed at-the next monthly meeting of the 
Corneil. 

The Daily Nation for 18th inst. says the Lord Mayor has called a 
special meeting of the Corporation for Monday, for the purpose of 
Mopting a report of the Electric Lighting Committee. The report 
in question is dated June 13th, and contains the following state- 
wnt :— | 

After full cousideration of Mr. Hammond's reports, your com- 
шпег beg to submit for the acceptance of the Municipal Council 
the recommendations following :— i 

l. That the tender of the General Electric Company, Limited, 
London, for compound engines, generators, &c., be accepted for the 
run of £33,061 ; 

2. That the tender of Messrs. Holdsworth & Sons, Bradford, for 
Lancashire boilers, be accepted for the sum of £6,653 ; 

3. That the tender of Messrs. Babcock & Wilcox, Limited, 
uh for watertube boilers be accepted for the sun of 

МАЧИ : 

4. That the tender of Messrs. Holdsworth & Sons, Bradford, for 
fæl economisers, be accepted for the sum of £1,060; and 

a. That the Town Clerk and Law Agent be authorised to take any 
Sepetoat may be necessary in connection with the carrying out of 

троі recommendations. 


Famworth.—The buildings at the electricity works 
ue progressing very rapidly, and the consulting engineers, Messrs. 
Lacey, Clirchugh & Sillar, hope to be able, within a very short 
ume, to instruct the contractors to commence erccting the plant. 


friem Barnet.—The Urban District Council is applying 
for a provisional order. 


Hevham.—The District Council will receive repre- 
«шаптех of the Northern Counties Electricity Supply Company at 
ite next meeting. d | 


Hunstanton,—The Urban District Council has resolved 
to apply for a provisional order. 


idle.— Tie Northern Counties Electricity Supply Com- 
Гану (Newcastle) has decided not to proceed further in the matter 


uf the Propesed supply to Idle now that that township has been 
tasen iuto the City of Bradford. 


Kuntsford.— The Knutsford Urban District Council 
ч found their provisional order for electric lighting something of 
a white elephant.” At the last meeting the Lighting Committee 
ummended an application to the Board of Trade for an extension 
" Ume to permit of further inquiries, but an amendment was 
Su by which the clerk was instructed to ascertain tlie terms upon 
hich any compauy or companies were prepared to take over the 
pP^vistoual order from the Council. 


, Lancaster. Те Local Government Board has sanc- 
oed a £20,000 loan for electric lighting. 


Теје. — The Town Council аб their last meeting 
= eased the salary of Mr. John Foster, gas, water and electricity 
“"eineer. from £300 to £400 per annum. The Council proposes to 
“fe out motors and to supply power at cheap rates. | 


London —at the City of London Union last week the 
4 62. po in mitte submitted the specification of Мг. Collins, 
Ш road Street, for the electric installation and ventila- 

„ the Beard offices. The specification was for £533 10s., 


veni ef which was for the iustallation. The matter was referred 


London.—SuorepitcH.—The Vestry on Tuesday resolved 
to take up a loan of £42,400 from the London County Council, aud 
at the same time referred to the Finance Committee for considera- 
tion the question of the refusal of the County Council to advance 
£25,000 owing to the lack of sufficient information. On the revom- 
mendation of the Lighting Committee, the Vestry approved the 
following rules for dealing with the accounts of consumers for 
current supplied :— 


Weekly Accounta.—Meters to be read, as at present, each Thursday. and 
demand notes sent to the accountant's office the same day. Payment to be 
made by tbe Friday week following, failing which the collector is to attend at 
the lighting station, Coronet Street, and proceed to the defaulter’s premises, 
together with a rep esentative of the electrical engineer, who will disconnect 
the supply unless payment is made on demand. 

Monthly Accounta,— Meters to be read on the last day of each month, and 
demand notes to be sent to the &ccountant's office the ваше day. On the 
demand notes payment is requested within 15 days, but the consumers should 
be allowed credit to the 21st of each month. If payment is not made by thas 
date, final notice allowing three days’ grace to be served, at expiration of which 
time the collector, accompanied by a representative of the clectrical engineer, 
à to AM the defaulter's premises, and in default of payment the supply is to 

e cut off. 

Quarterly Account. Meters to be read as near quarter day as possible. 
Demand notes to be sent to the accountant’s office by the 15th. of the next 
month. Payment is requested within 15 days on demand notes. In the first 
week of the last month of the quarter a list of outstanding accounts is to be 
preparo at the lighting station, and defaultera on this list who have not paid 

y the Friday, 14 days before quarter duy, are to be served with final notice 
giving tbree daya’ grace, after which the supply will be disconnected in the same 
wara monthly accounts, 

en the supply has Leen disconnected under these rules all expenses of 
re-connection shall be charged to consumer. In order that consumer's accounts 
shal] be kept posted, the accountant will supply a weekly return of all cash 
received on electric lighting accounts every Friday. In addition to the ' second 
notice,” it is suggested that the ‘final notice“ allowing three days’ grace 
before cutting off the supply “ without further notice,” should be served hy the 
rate collectors in the name of the Vestry clerk, as the legal representative of the 
Vestry. 
Longhton.— conference of representatives of Loughton, 
Woodford, Buckhurst Hill and Wanstead, has been held relating to 
the subject of electric lighting. 


Maidstone.— The Local Government Board have notified 
that while they are virtually prepared to approve the scheme of 
electric lighting for the borough, they would like to have the 
opinion of an independent expert with regard to the same. The 
matter having been considered by the Council in committee, it has 
been suggested that Sir William Preece should be asked to give his 
opinion. 

Rathmines.—To-day, at 3 p.m., the Council's. elec- 
tricity works were to have been formally opened by the Lord- 
Lieutenant, but owing to indisposition of Lord Cadogan, the 
ceremony has been postponed to August 31st. 


Rhyl.— The Council has secured permission to borrow 
£15,250 for electric lighting, and £6,740 for refuse destructor, 


Rochdale.—Messrs. Lacey, Clirehugh & Шаг hope to 
commence the official tests of the plant this week. 


Slaithwaite.— The Northern Counties Electrical Supply 
Company have informed the Slaithwaite Urban District Council of 
their intention to apply for an electric lighting provisional order. 
The Council, which owns the gasworks, has decided to interview 
the company. 

Stirling.—The staff at the electricity works is to be 
increased. The plant is to be extended to meet the increased 
demand, as fully two-thirds of the present output has been applied 
for. The Electric Lighting Committee is to draw up а report with 
reference to an extension of the power station in order that there 
be no unnecessary delay in delivering the machinery. The present 
state of the engineering trade is used as an argument for 
immediately settling what is to be done. 

Taunton.—The Corporation Electric Light Works were 
on Wednesday last week the scene of two very interesting 
ceremonies. The first of these, which was performed by the 
Mayoress, Mrs. W. A. Wrenn, consisted of the switching on of the 
new machinery which has just been erected at à eost of £5,000, and 
the second was the presentation to Alderman W. Potter, chairman 
of the Electric Lighting Committee, of an illuminated scroll, and to 
his wife, of a handsome silver tea service, with a large silver tray. 
Before the Mayoress switched on the new machinery, Alderman 
Potter made an explanatory statement. The presentation was made 
by the Mayor, Councillor W. A. Wrenn, who explained that it was 
in recognition of the strenuous and successful efforts Mr. Potter had 
put forth to convert the works into a paying concern. When the 
Corporation took over the works, it was necessary for several years 
to make a heavy call upon the rates to mect the working expenses, 
but last vear, after paying expenses, interest and sinking fund, the 
committee were able to hand over £300 for the relief of the rates. 
The gifts were subscribed for by the members of the Council and 
townspeople generally, and Alderman Potter, in acknowledging 
them, remarked that tlie success of the works, considering the size of 
the town, had been unique. 


Willenliall.—At a meeting of the Urban District 
Council on Monday, the clerk intimated that he had that day had 
an interview with the representative of the Electric Corporation for 
Power Distribution, who had stated that the Corporation intended 
to commence at once the laying down of electric mains. These are 
to supply private and public consumers with electricity for light- 
ing and for motive power. The work, it was stated, will be com- 
pleted by the end of next February. 

Wimbledon, — These electricity works were opened 
by the municipality on June 17th last year. The plant was 
put down for supplying the equivalent of 5,000 8-C. P. lamps for 
street lighting aud 5,000 for private lighting. When the works 
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opened a few hundred lights were connected and 8,415 applied for. 
At the present time, however, this has increased to 19,000 lamps 
applied for for priv ate lighting alone. Between 300 and 400 con- 
sumers are on the books, aud the average number of lamps applied 
for per month has been 900 8-c.». This has necessitated the 
preparation of an extension scheme by Mr. F. Barnes Spencer, the 
resideut electrical engineer. The scheme has been approved by the 
Couucil, and is to be carried out by Mr. Spencer, the expeuditure 
being about £18,000. The usual public inquiry re loan is shortly to 
be held. 


Windsor.—The Windsor and Eton Electrical Installa- — 


tion Company have just completed the erection of a new battery 
room at their central station in Peascod Street, which will be capable 
of supplying 1,600 8-c.P. lights for 10 hours. 


Yeadon.—The District Council has had a conference 
with Mr. W. C. C. Hawtayne, who is at present supcrintendiug the 
carrying ont of electric lighting works at Heckmondwike. At the 
close of the conference the Council resolved to take a plébiscite of 
the householders in the compulsory area of supply, for the purpose 
of ascertaining the number of lights likely to be taken up at a 
charge of 5d. per unit, and after that to submit the whole of the 
facts to a ratepayers’ meeting. The period of grace allowed by the 
Board of Trade before proceeding to consider the revocation of the 
Council's provisional order expires in a little over two months. 


York.—4A scheme and estimate for 
the laundry is being drawn up by the architect to the Board of 
Guardians. 


ELECTRIC TRACTION NOTES. 


Aberdeen.—The Corporation tramway accounts for the 
past year embody the results of the first complete year of the elec- 
tric haulage system. The new method has, of course, effected a sub- 
stantial saving. The average revenue per mile by horse traction was 
11:06d.; by electric traction, 10°56d. The working expenses were 
at the rate of 8°31d. for horse traction; for electric traction, 6:39d. 
The revenue amounted to £31,557 Os. 9d., and the working expenses 
to £23,027. There thus remains for interest, depreciation, sinking 
fund, &c., the sum of £8,529 13s. 11d., of which £2 ,689 had been 
carried to renewal accouut. 


Ayr.—The Town Council hate abandoned the proposal to 
supply electric power for the tramways from an independent 
generating station, and have agreed to accept an offer from the 
Electric Light Committee to supply the current from the existing 
electric stations at 14d. per unit forthe first 200,000 units, and 1d. 
per unit for any quantity above that. 


Brighton.— At the last Council meeting ‘there was a pro- 
tracted discussion on the scheme for dev eloping the Aquarium. 
The committee, who recommended that competitive designs should 
be invited, were of opinion that the architects should be permitted 
to provide for the construction of an electrical tramway over the 
site from the west end of the Aquarium to the east end of the 
covered terrace at Kemp Town. It wasargued that sucha line would 
have the effect of removing a great eyesore and obstruction to the 
beach. There was no desire, it was stated, to interfere with Mr. 
Volk's electric railway, but, on the contrary, it was desired that he 
should share in the benefit of the new line. On the other side, it 
was pointed out that the Council had given Mr. Volk a long lease, 
and it was urged that, as he had been put to considerable expendi- 
ture, it would be unfair to interfere with him. Another member 
remarked that it would be “dishonest and unfair” of the committee 
to disturb Mr. Volk. To this it was replied that it was intended to 
come to terms with Mr. Volk, and give him his living out of the 
new tramway. The latter scheme, however, was vetoed by a large 
majority, only two voting in its favour. 


Central London Railway.—According to the Slandard, 
the system of cancelling tickets adopted on the Central London 
Railway has been found to lend itself to fraud when, at the busiest 
stations, large numbers of passengers are crowding through the 
barriers to enter the lifts. The traveller on this line is allowed to 
drop his ticket into the cancelling box, and as the attendant in 
charge can make little or no attempt to examine the tickets while he 
is working the hand-lever which performs the cancelling operation, 
there is nothing to prevent unscrupulous persons passing the barrier 
by dropping into the box tramway tickets or other imitations of the 
tickets issued by the Central London Railway Company. This has, 
indeed, been done in a number of cases, and it is understood that the 
directors are now considering how such a method of deception can 
be prevented. Experience has shown the necessity of several other 
changes. For instance, electric communication is being established 
at some of the stations between the platforms and the booking halls, 
so that a signal may be made to the lift attendant, indicating the 
approach of a train, this arraugement being needed to regulate the 
number of passengers who shall be allowed to descend to the plat- 
forms. With the present five-minute service, it has been impossible 
to avoid overcrowding at the Bank Station at certain periods of the 
day. On such occasions the 30 seconds allowed for stoppages at the 
platform has beeu considerably exceeded, with the result that the 
journey has been prolonged beyondthe scheduled time, aud intervals 
of 10 minutes between the running of trains have occurred. With 
the introduction of a more frequent service, it is believed that this 
difficulty will disappear. The average number of passengers on the 

railway has already reached a total of about 100,000. 


electric lighting of 


Cleethorpes.—The Yorkshire Post says that satisfactory 
progress is reported with regard to the electric lighting scheme at 
Cleethorpes. As soon as the Urban District Council receive the 
necessary authority, they intend to acquire from the Tramways Com- 
pany the power station which is to be erected on Poplar Road for 
the running of the cars by electric traction, and to extend the plant 


_ so as to provide current for street lighting. The contract for the 


erection of the station has been let by the company, who have 
already purchased the new cars at a cost of about £700 each. By 


.next spring it is hoped to have the electric cars running throughout 


Grimsby aud to Clecthorpes as far as Brighton Street, at the south 
end of the Promenade. A double set of rails is to be laid along 
Grimsby Road, aud this work will commence in October. As soon 
as the Council have the necessary authority to augment the plant, 
the whole of the tramway route will be lighted by arc lamps. The 
negotiations with the Great Central Railway Company for the 
lighting of the Cliff Gardens, Pier, and Promenade by arc lamps are 
approaching completion. Unfortunately, there is some difference 
between the Council and the Tramway Company as to who will pay 
for the widening of Grimsby Road, but the difficulty is one which, 
it is hoped, will be overcome. 


Cologne—Dusseldorf.—A financial daily says that a 
project is now being elaborated for the establishment of a lightning 
express railway service between Cologne and Dusseldorf, in Rhenish 
Westphalia. A speed of 120 milesan hour is suggested for an 
aerial railway of 33 kilometres in length. 


Dundee,—At Monday's meeting of the Tramways Com- 
mittee a communication from the Board of Trade was submitted, 
asking the Committee to reduce the speed at which the electric cars 
are run between the beginning of the Nethergate and top of Castle 
Street to four miles an hour. The manager reported that he 
thought six miles an hour should be allowed, and it was resolved 
to apply to the Board of Trade for permission to run at this rate. 


Kearsley,—The District Council has received the 


authority of the Board of Trade for the use of electricity for 
traction. 


Llanelly.—The Western Май says that the scheme for 
establishing a system of electric cars at Llanelly is now to be pro- 
ceeded with, terms having at last been arranged between the 
Insulated Wire Compauy and the proprietors of the existing tram- 
ways at Llanelly. It is proposed that the new service shall also 
embrace the outlying districts of Llwynhendy, Pwll, and Felinfoel. 
There will also be a complete installation of electric light. The 
estimated expenditure comes close to £100,000. 


Liverpool.— It is understood that the Waterloo and 
Crosby Electric Tramway will be open for traffic on September 1st. 


Rhondda.—Mr. Sellon and other representatives of the 
British Electric Traction Company waited on the Rhondda District 
Council recently to get the Council to withdraw its opposition to 
the light railway scheme. The Council’s suggestions for street 
widening, &c., said Mr. Sellon, meant an expenditure of £14,000. 
The company were not prepared to do any widening beyond what 
had been submitted in their plans, but suggested that the question 
be left for the Light Railway Commissioners to decide. The 
Council refused to accept the suggestions, so the resolution to oppose 
the scheme holds good. 


Royton.—The District Council has decided to apply 
for a provisional order for constructing tramways and supplying 
electricity within the district. The Oldham Tramways Committee 
are to be asked by the Royton District Council to receive a deputa- 
tion to consider the question of tramways within the township. The 
Oldham Corporation have a clause in their new Bill by which they 
could construct or work the tramways if the District Council agreed 
after first obtaining an order. The Rochdale Corporation, who 
have also a similar clause in their tramway Bill, are also to be 
approached. 

A short time ago the Chadderton District Council asked the 
Oldham Corporation to construct certain tramways within their 
district, but no reply has yet been received, although the Committee 
have visited the suggested thoroughfares. At the Council meeting 
this week another route—from Chadderton Church through Street- 
bridge to Royton—was also placed on the list. 

Lees District Council evidently do not understand what their 
position is with regard to tramways being run through their district, 
and to solve the matter a deputation will wait upon the Oldham 
town clerk. 


South Lancashire.—The generating station for the new 
South Lancashire Tramways is, according to the plans laid before 
Parliament, to beat Leigh, which lies pretty nearly about the centre 
of the proposed network of tramways connecting Manchester and 
Wigan, St. Helens and Bolton. 


Stretford.—The Urban District Council have at length 
come to an agreement with the Manchester Corporation, by which 
they undertake to lease to the last- named body the tramways in 
their district for a period of 21 years, the cost of buying out the 
Carriage Company, together with the cost of the reconstruction of 
the tramways, to be repaid to the Council by the Corporation during 
the period of the lease, the Corporation in respect of electrical equip- 
ment to pay 6 per cent. per aunum on the capital outlay, aud all 
rates aud cost of maintenance. 
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TELEGRAPH AND TELEPHONE NOTES. 


\frican Telegraphs.—A Berlin daily press dispatch 
an thut the preparations for laying the telegraph from Dar-es- 
aun to Kilos, in German East Africa, began about the middle of 
т The German Postmaster-General has promised to ask for 
#0100 marks in the next Budget, and has stated that the tele-. 
ср must reach Ujiji prior to Mr. Rhodes's "Cape to Cairo” 
telegraph. 


(ablegrams by Telephone.—For the last five years 
he Liverpool Chamber of Commerce have been endeavouring to 
vain concessions from the Postmaster-General, the cable com- 
wue, and the National Telephone Company, whereby cable 
келме received from abroad after business hours—6 o'clock p.m. 
-mbt be trausmitted by telephone to addressees and replies 
mvired br the cable companies for transmission abroad. 
(ein facilities were granted, but they were not such as 
o met the convenience of the mercantile community of 
лере] in the way desired, and negotiations were resumed. 
Mt. Charles McArthur, Member of Parliament for the Exchange 
Dwiso-the mercantile division—of Liverpool, as representing 
the Lirerpool Chamber of Commerce, has been in communication 
with the Port master-General on the subject, and the facilities asked 
fa will логу be granted. The correspondence which has passed 
between Mr. McArthur and the Postmaster-General appeared in the 
daily papers on Wednesday. 


(каке Telegraphs.—Reuters agent at Shanghai 
rated on Ast inet. :—‘‘ Foreign officials here have received inform- 
ation that the telegraph from Tientsin has been cut. A despatch 
tom Copenhagen on August 21st stated that the Great Northern 
Teegaph Company announces that the new cable between Taku and 
(hits bad been opened for traffic. A Central News telegram, dated 
Quai, August 19th, says that the Imperial Telegraphs Admini- 
4шуй announce that, relying upon international protection, they 
vil u once proceed with the repair of the land lines between 
Tan, Tientsin, and Peking. 


German-American Cable.—A telegram from New York 
mth 16th inst., stated that the cable steamer Angila had connected 
y the ма cable of the new German-American cable, and had com- 
5 down the portion of the cable from America to the 


Portsmouth Telephones.—On Tuesday a sub-com- 
mittee cf the Finance Committee of the Town Council considered a 
report which had been prepared by Mr. Bennett, telephone expert, 
cf Glasgow. In his estimate of the cost of the municipal system, 
be had made provision for every item of expenditure, including 
nte, sinking fund, &c., and it worked out to £19 10s. as tho initial 
e per instrument to the Corporation, but at the end of 25 years 


the whole of the loan would have been paid, and the undertaking : 


tome the property of the borough. To meet the expenditure 
wi allow for contingencies, Mr. Bennett calculated that the 
iulcwing scale of charges would have to be adopted: For an un- 
zervice, £5 178. 6d.; fora limited service, with 4d. per call, 
ts; for a limited service with 1d. per call, £2 10s. As the number 
of miwribers increased, however, these charges could be reduced. Mr. 
had prepared two schemes—one for 1,000 subscribers and 
tke cther for 2.000, with in each case public telephone bureau (call 
(бов, in different parts of the borough. At £19 10s. рег sub- 
emiter, the cost of the two schemes would work out roughly at 
£19,500 and £35,000. It was decided to recommend that the neces- 
&IJ steps be taken to ascertain whether a sufficient number of sub- 
Krbers will come forward, and in that event it will be proposed 
%secommend for adoption one or other of the schemes submitted. 


The Telegraphists and Lord Londonderry.— About 
‘month ago an application was made by the Central Committee of 
the Postal Telegraph Clerks’ Association, which has its offices at 
Liverpool, for permission for a deputation of six delegates to wait 
pon the Postmaster-General for the purpose of laying before his 
Lordship certain grievances from which they considered the tele- 
Kaphiste to suffer. The delegates were chosen from Liverpool, 
Newcastle on- Tyne, Glasgow, London, and Belfast. The points with 
which they wished to deal were (1) the necessity for an increased 
matimcm pay, aud (2) a quicker flow of promotion; (3) the per- 
зеш! arrestment of increments; (4) the insufficient pay after five 
or &rvice, and 5) the rights of combination. After some con- 
кж Lord Londonderry has now replied to the application 

ugh the medium of the Postmaster of Liverpool. He says 
ET all the points which the applicants desired to bring forward 

ve been dealt with in the report of the Tweedmouth Committee, 
~ annot be considered as open for discussion at present. Ou 
‘rere, such as the alleged stagnation of promotion, the dual incre- 
m and the conditions of service in the smaller oflices, his Lord- 
Yn. | recently received representations from a deputation of 
17 W of Parliament (ineluding Sir Albert Rollit, Mr. Steadman, 
on acoby, Mr. P. O'Brien and other, and from a depu- 

Y. i of the United Kingdom Postal Clerks Association 
ib ei Brodie and Cartwright). These matters were now 
"— = his attention, aud he did not think any useful purpose 
ERE 5 by further interviews at present. But if he tound 
ve ih. her information was required, he would communicate 
p. mionad i ante again later on. As regarded the last point 
rezulati ., the restoration of deferred increments, the present 
mers Were based upon an Order in Council, which was 
i = € to the whole Civil Service, and the Postmaster-General 

power to make an exception in favour of the staff of his 


. apparatus for the electricity works. 


department. The note was signed by Sir Geo. Murray, and dated 
August 10th. It is known that the Postal authorities resisted the 
application of the Order in Council referred to, to its own staff, but 
were overruled by My Lords. 


Uganda Railway Telegraphs.—In a Parliamentary 
paper on the progress of the Mombasa-Victoria (Uganda) Railway 
in 1899-1900, it is reported that a permanent televraph line with 
three wires has been completed to Nairobi, mile 326, and with too 
wires to mile 362. The erection of a light line was undertaken for 
the Protectorate, and carried through to Kampala. 


Wireless Telegraphy.—According to certain daily 
papers the Dover Chamber of Commerce have received most satis- 
factory promises of support in the action they are taking to get the 
wireless telegraphy installation that connected the East Goodwin 
lightship and the shore reinstated, as it proved on several occasions 
of such practical value in cases of collision. The chamber have 
memorialised the Board of Trade and Trinity House, and will bring 


: the question forward at the autumnal meeting of the Association of 


Chambers of Commerce to be held at Paris next month, and amongst 
the chambers whose support they have obtained are Liverpool, 
Southampton, Bradford (Yorks', Hull, Middlesbrough, Wakefield, 
Oldham, Leith, Goole, Nottingham, Exeter, Walsall, Bolton, 
Newport, &c. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Aberdeen.—August 25th. The Corporation invites 


tenders for stecl poles, bases aud brackets, for tramway equipment. 
See Official Notices“ August 10th. 


Aberdeen. — August 28th. The Electric Lighting Com- 


mittee wants tenders for a 12 months’ supply of cables, meters, and 
house main fuse boxes. See Official Notices“ August 17th. 


Aberdeen.—September 29th. The Electric Lighting 
Committee wants tenders for two 200-xw. direct coupled continuous 
current generators, and one 120-Kw. balancing set; one 420-xw. 
direct coupled generating set. All Willans engines. See “Offcial 
Notices " to-day. | 


Brussels.—September 19th. The Council of St. Jilles, 
lez Bruxelles, invites tenders for the installation and the 
commencement of supply upon a part of its territory. Conditions 
cu = for three francs at the office, No. 14, Parvis St. Jilles, 

t. Jilles. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 


respecte. See “Official Notices " August 3rd. 


. Cardiff.—August 31st. The Corporation wants tenders 
for sundry pipes, feed-water heater, &c., for the electricity works. 
See “ Official Notices" August 17th. 


Fulham.—The Vestry wants tenders for electric wiring 
at the Town Hall, Walham Green. See ‘Official Notices” 
August 10th. 


Germany.—August 30th—The municipal authorities 
of Dusseldorf are inviting tenders until the 30th inst. for the supply 
and erection of two 3-ton overhead electric travelling cranes and 
two 4-ton ditto. Particulars may be obtained for 2s from, and 
tenders are to be sent to, Die Oberbürgermeister, Stadtbaumt III. 
Dusseldorf. 


Germany.—September 10th.— The Hamburg Finance 
Deputation is inviting tenders for the supply and erection of two 
30-ton electric cranes. Particulars may be obtained for 3s. from the 
Secretariat II. der Finanz Deputation (Rathhaus Ober-Erdgeschoss, 
Zimmer 429), and tenders marked 339 are to be sent to Die Finanz 
Deputation, Hamburg. 


Greenock.—September 10th. The Police Board requires 
tenders for water-tube boilers, steam dynamos, boosters, switch- 
board, piping, &c., for electric traction. See “Official Notices” 
to-day. 

Mackney.—September 12th. The Electric Lighting Com- 
mittee is wanting tenders for the supply of condensing plant, cooling 
apparatus, pipe work and valves, feed pumps, switchboard and 
boosters, arc lamps, meters, crane and workshop equipment. See 
“ Official Notices " August 17th. 


Hamuersmith,—September 12th. The Vestry wants 
tenders for two single-phase alternate current motors coupled to 
two centrifugal pumps. See Official Notices“ to-day. 


Hampstead. — September 27th. The Vestry invites 
tenders for eight marine boilers, piping, feed-heater or detartariser, 
fuel ccouomiser, and tauks. See “ Otlicial Notices to-day. 


Hanley.—August 25th. The Electric Light Committce 
is inviting tenders for two Lancashire boilers, fuel economiser, 
smoke chimney exhaust fan, feed-water heater, forced draught 
fittings, coal conveyor aud bunkers, also various accessorial plant and 
Specifications, &c., from the 
borough engineer or the Corporation electrical engineer, for бв. 
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Hull.—September 27th. The Corporation wants tenders 
for certain steam and water pipes, pump, water softener, &e., for 
electricity works. See “ Official Notes“ to-day. 

Hford.—Aneust 29th. The District Council wants offers 
from firms willing to take up free wiring in the district. See 
“Official Notices" August 17th. 


London County Council.—September 22nd. Tenders 
arc wanted for boilers, engines, dynamos, &c., at the Horton Estate, 
Epsom, Surrey. See Official Notices " August 10th. 

Luton.—September 14th. The Town Council invites 


tenders for watt-hour and demand meters. See Official Notices” 
August 3rd. 


Manchester.— August 25th. The Tramways Committee 


wants tenders for cast-iron bases for tramway poles. See “ Official 
Notices” August 17th. 


Nelson.—September sth. 
for a 200-KW. steam dynamo. 
engineer at the vas works. £2 


The Corporation wants tenders 
Specifications from Mr. A len, 
2s. deposit. 


Newcastle-ou-Tyne.— August 31st. Tenders are wanted 
by the New Tramways Committee for conduits and. holes for poles. 
Specifications 43 3s. deposit) from the consulting engineer, Mr. 
C. Hopkinson, London and Manchester. 


Plumstead.—September 19th. The Vestry wants tenders 
for boilers, refuse destructor, steam fittings, economiser; steam 
piping, pumps, &c., &e.; steam generators—two 300-LH.P.; two 
150-rH.».; and one 100-1.H.P.; condensing plant, cooling tower, 
&c.; switchboard; battery; traveller; mains, meters, arc lamps 
and posts, &c. See “ Official Notices " August 10th. 


Portsmouth,—September 4th. The Corporation wants 


tenders for the complete equipment of the tramway power station. 
See Official Notices " August 3rd. | 


Preston.—^5eptember 10th. The Guardians want tenders 
for an electric light installation at Fullwood Workhouse. Sec 
“Official Notices“ to-day. 


Salford.—September 3rd. The Corporation wants 
tenders for a lighting switchboard, tract on ditto, and balancing 
transformers. бес Official Notices" August 10th. 


Shipley (Yorks).—August 27th. The Council wants 
tenders for steam and exhaust pipes, battery, switchboard and con- 
nections, and cables for electricity works. See Official Notices” 
August 17th. 


Southampton.—September 10th. The Harbour Board 
wants tenders for à 30-ewt. portable electric crane Specification 
from Mr. Bowyer, Harbour Offices, Town Key Deposit £5. 


Southampton.— September 11th. The Guardians want 
au electric lighting plant erected at the new workhouse infirmary, 
Shirley Warren. Particulars from Mr, J. Aldridge, 9, Victoria 
Street, S.W. 


Stockport. August 31st. The Tramways Committee 
wants tenders for 20 double-deck tramcars with electrical equip- 
ments. Sec “ Official Notices” July 13th. 


Warsaw.—August 28th. The Secretary of State for 
Foreign Affairs has received a despatch from Her Majesty's Acting 
Consul-General at Warsaw stating that tenders are invited by the 
Russian Government, not later than the 28th prox., for the telephone 
service of Warsaw, St. Petersburg, Moscow, Odessa, and Riga 
Some particulars may be examined at the Commercial Department 
of the Foreign Office between 11 a.m. and 5 p.m. 


Whithy.—September 3rd. The Council wants tenders 
for the supply of two water-tube boilers, pumps, condensers, pipes, 
&c. ; two steam dynamos, balancer, and boosters; switchboard and 
connections; battery ; travelling crane; cables, arc lamps, &c. See 
„Official Notices " August 10th. 


Worthing.— September 3rd. The Corporation wants 
tenders for three 96-Kw. steam dynamos, two marine boilers, steam 
and other piping and condensing plant, manhole covers, arc lamps 
and posts, stoneware casings, cable work, battery, balancing trans- 
formers and motor-generators, economiser, and -ton traveller. See 
* Official Notices " August 17th. 


CLOSED. 


Blackpool,— The Electric Lighting, &c., Committee has 
placed contracts with the following firms:—Lecds Steel Works, for 
ils; Messrs. Askham Brothers & Wilson, for points and crossings ; 
Mr. Leonard Cooper, for patent jointing materials for tramways; 
Messrs. Lowther Bros, for trolley poles, storage battery, boosters, 
and switchboards; and the St. Helen's Cable Company, for cables 
and trolley wires. They are for the Marton tramways, and the 
total amount is £27,000. 


Cardif—aA special meeting of the electrical committee 
was held last week to consider tenders for steam pipes. There was 
but one tender. Mr. Appelbee read letters from = three firms, who 
said that the time allowed between the appearance of the advertise- 
ment and the date that the tenders were required was uot sufficient. 
The committee decided to re-advertise. 


Cardiff. Dick, Kerr & Co. Limited, have 
reecived a contract to supply 1,000 tous of rails and 40 tons of fish- 
plates for the Corporation trams at £8,522. The fish-bolts and nuts 
will be supplied by Ibbotson Bros., of Shefficld; the sole plates, 
points and crossings, and drain rails by Askham Bros. & Wilsou; 
aud the bonds by Messrs. Felten & Gillcaume. 


London. — The Shoreditch Vestry on Tuesday considered 
the undernoted tenders for the supply of cable :- 


Briti-h Insulated Wire Company (acce аш .. £1,930 8 2 
W. T. Glover & Co. is "E a 4429 Ж. 
Henley's Telegraph \W orks C ompany ея e. T „ ARISES ДЬ. "А 
Si meos Bros. & Co. х А 2.282 8 4 


Warrington.—T ha? Coune it hs as accepte а the amended 
tender of Messrs, Johnson & Phillips for cast-iron pillars for are 
lamps at £987. 


NOTES. 


Electrical Development on a Large Scale for 
Melbourne, — Тһе Financial Times Melbourne correspondent 
gives details of a gigantie electrical scheme for the neigh bour- 
hood of Melbourne. He says :— 


Some time ago I hinted that a gigantic corporation was being 
formed here to acquire and sell to a British company certain rights 
to supply electric power and engage in electric traction. Further 
particulars of this matter have now come to light. The new 
company is being promoted by Mr. Reginald A. F. Murray, aud the 
secretary is Mr. T. Holyrood. These gentlemen, it is stated, have 
the assurance of Major Cardew, of the firm of Sir William Preece 
and Cardew, of London, after careful examination of the plans, 
reports, routes, &c., that everything in connection with the nuder- 
taking could be practically carried out with financial success. It is 
estimated tiat. to lav down the plaut, &., will cost £3,000,000, and 
in all it is likely that about £7,000,000 will be required. Before 
the company can commence operations a private Act of Parliament 
must be passed, and the necessary power obtained from various 
local authorities to carry out the scheme. The corporation here has 
applied to all the municipal councils within the metropolitan area 
for permission to run electric mains through their respective areas, 
and a conference to consider the question is, if is said, to be called. 
The aims of the company are far more gigantic than at first given 
Out. It preposes to generate electricity at a main station at 
Wyndham, 11 miles from Melbourne, on the shores of Port Philip 
Bay, just past Williamstown, and the mains are to be conveyed 
underneath the Yarra through a tunnel, for which the necs мора 
sanction has been granted by the Harbour Trust. It is proposed t 
work the deposits of brown coul nid by the promoters to In 
extensive—at Altona Bay on Straubel’s system. Electricity will he 
supplied te every house in the metropolitan area for all purposes 
including cooking. All household requisites, cooking utensils, 
motors, meters, &., will be at disposal on the hire principle, and 
will be within reach of all. If the Goverument be willing, the 
company will supply sufficient power to run all the suburbani mail- 
roads and tramways. H is intended to construct 1034 miles oi 
electric tram lines in the streets and off-streets not already touched 
by cable cars: it is proposed to erect large smelting works for 
dealing with all classes of refractory and crude ores, including those 
having gold, copper, iron, tin, aud zinc contents. In fact, the 
proposals of the company are so extensive that it takes some tinis 
to comprehensively grasp their real meaning. The good people of 
Melbourne are rather i iclined. to treat the affair as a huge joke, but 
there are signs that the scheme is being pushed froma sorn 
influential quarters. Who is to supply the £3,000,000 or £7,000,009 ? 
Investors in the colony will not do it—hence the money will 


‘doubtless be sought in London, 


Personal,—The Council of University College, London. 
have appointed Mr. G. Carey Foster, B.A., P.R.S., Principal 
of the College. Mr. Carey Foster is a Fellow of the € Collece, 
and has held the offices of Professor of Experimental Physics 
and of Quain Professor of Physics. He is alsoa Fellow 6f 
the University of London, in which University he acted as 
examiner previous to his election to the Senate. Owing i 
this appointment and to the retirement of Mr. J. M. 
Horsbureh, the secretary of the College, there will be a 
reorganisation of the administrative and executive de part 


ment of the College. Pending the completion of thi- 
reorganisation, the Council have invited Dr. Gregory Кошто 


Fellow of the College апа Professor of English Language and 
Literature at Bedford College, to temporarily hold Che ofice 
of secretary, and he has accepted the invitation. 

It is announced that Major R. E. B. Crompton, of ithe 


Electrical Engineer Volunteers, who is now serving in 
South Africa, is to be appointed lieutenant-coloncl in s 


corps on his return, 
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Electricity in the German Navy,—The Electriral 
Kir abstracts from the Ele. Anz. an article giving a 
quit’ of the development of the use of electricity in the 
(етап Navy, From this it appears that while until about 
мо electricity was used there only for lighting, it is now 
nel alo for power purposes, for driving the ventilators, 
wots de, Electric transmission of signals, orders, &c., has 
ow into considerable use in recent years : for this purpose 
ange batteries are Connected in parallel with the generators 
nappy current in case an accident should occur to the 
моми, One of the largest electrie installations is on the 
hut Bisporrek, where there are five generators, each of 
(оки, the voltage being 110, 


[letrie Traction Progress.—Ten to fifteen years of 
lard work. Las not played out the electric. traction industry 
ile United States. Most reports of American work still 
arike the keynote of progress and continued development. 
Tiv is, of course, enormous scope for extensions over there, 
vo опе so much has been already done, present con- 
inet’ indicate Chat the business is on as firmly established a 
lu as it ever was. Our own country is now fairly 
ик to the need of electrical development and while the 
tam will not arise for the same wholesale equipment 
{new lines as in the States, it is pretty clear to all who 
Wye viven the matter a moment's thought that the develop- 
wei which is now taking actual shape in this country will 
teman enormous seale, running into many million pounds 
тй business. The New York Electrical Review recently 
rade ame remarks upon the position on the other side in the 
Мни hopeful strain ;— “It is impossible for one looking 
oar the newspapers and other sources of information which 
ome to the office of a technical journal of this character, to 
ioi beng forcibly struck with the enormous extension of 
de electric railway in the United States. There must be at 
ius minute several thousand miles of new construction under 
тау. Nearly every important trolley system in the Uni ed 
Nas is extending its lines and new ones are constantly 
mpg np; combinations are being formed everywhere 
twan existing lines, missing links are being built, aud 
шту trolley systems have extended themselves so as to 
ral over distances of more than 200 miles Another 
шиит of such extraordinary activity will fairly gridiron 
їн шт and middle Western States with a continuous 
usar of trolley roads, rivalling that of the steam rail- 
Was tow in existence, It is hard to predict the future of a 
Movement ко vast and so natural. There has been nothing 
ike 17 history, unless, perhaps, one looks back to the early 
а d railroad building in England. What its effect will 
карл the steam railroads it is very difficult now to say, 
nem that it farnishes them with a continual (and often ex- 
ЖаШ expensive) object lesson of superiority of the 
Філе motor, and of the popularity and convenience of the 
See cor train travelling along the highway and stopping 
Khtcver a passenger wants to get off or on. The subject is 
ию lige to discuss in the space at. command, but for the 
thinking railway manager it must be to-day the most 
Шога subject for consideration.” 


„дебе Railways v. Omnibuses,—The chairman of 
Ше London General Omnibus Company was asked by a 
sarebolder, at last, week's meeting, what effect the Central 
Lardon Railway was likely to have upon the omnibus trathe 
Ache company, In reply, he stated that the Central 
"oe tailway had made a difference in the receipts on 
ur vf their lines, but, judging by the experience of the 
^ the effect would be quite temporary, as the nerves of 
n omnibus diess were sensitive and sensible 

wh t adapt themselves to any divergence of the trathe. 


American Electro- Therapeutic Association, — The 

mme Convention, to which we referred last week, will 

ur addition to reports by the various standing 

wes, a large number of papers on electro-medical 

oO Uere every branch of the subject of electro- 
„elt its. They will be as follows pe 


n (1: lyr TT : t > * * . 
eis m ation," by Prof. A. Tripier, M.D., Paris, France. 


d тареш Sins,” by Rev. H. Newman Lawreuce, New 
I. Eu- Aid 


ace ^: On electricity in Tuberculosis and present modes of 


| МЫТ ler 


Ci fmm:t 


{ 
Е p 


THE ELECTRICAL REVIEW. 


811 


“Ethiology of Tuberculosis, its course and termination," by S. A. 
Knopf, M.D. 

* What are the present most Successful Methods of Treatment,” 
by M. J. Brooks, M D. 

* Eleetric Light as а Therapeutic Agent,“ by C. O. Files, M.D. 

* Eleetrie Light as a Therapeutie Agent in Diseases of tne Throat 
and Lung,” by Wolff Freudenthal, M.D. 

Report of the practical value of отой Method and of others who 
advertise cures. 

The possibilities of Electricity in the line of Specifie Treatmeut. 

“The Treatment by the Galvanic Battery in private practice or 
Sanatorium,” by A. L. Sherman, M.D. 

“Cataphoresis: Is it plausible or practical, and the Therapeutic 
Agent suggested?“ By Margaret. A. Cleaves, M.D., New York 
E. B. Silvers. M.D., Rahway, N J., and others, 

* Electro-T'herapeutie Terminology,” by W.J. Herdman, M.D. 

“The value of Electricity in Diagnosis and Prognosis,” by W. M. 
Lesziusky, M.D., New York. 

“A plea for the better application of Electricity in Diseases,” hy 
J. Griffith Davis, M.D. 

New advances in Coil Interrupters for X-Rays.” by Mr. E. W 
Caldwell, E.E. 

„Combined Electrization or Galvano-Faradisation," by A. D 
Rockwell, M.D. 

“Gleanings in the field of Flectro-Therapeuties,” by Chas. O. Files 
M.D. 

“Electricity as a Remedial Means," by W. 8. Watson. M.D. 

“Electricity in Acute Diseases," by Laura M. Reville, M.D. 

„Treatment of Gonorrheral Urethritis inthe Male by. Galvanic 
Electricity,” by 5. W. Smith, M.D. 

Discussion: Electricity in Gynecology and the present Reluctance 
of Gynecologists to use Electricity. 

“The General Өсө Work of a Gynecologist,” by Fred. D. Morse, 
M.D. 

“Treatment of Gynecological Cases with the Statie Electricity,” 
by William J. Morton, M.D. 

“Treatment with Faradie and High Tension Currents,” by F. 
Schavoir, M.D. 

“The Nervous Diseases Peculiar to Women,” by G. Betton 
Massey, M.D. 

* Use of the Continuous Current and Electrolysis,” by Robert 
Newman, M.D. 

Treatment of Uterine Diseases with Electricity," by Prof. F 
LaTorre, M.D. 

“мапе Massage in Sub-Acute and Chronic Muscular Rheu- 
matisin,” by F. Schaveir, M.D. 

" Some general Statisties of Strictures of the Urethra, treated by 
Electrolysis, by Robert Newman, M.D. 

“Phe Choice of a Coil for use with currents of High Amperage 
by R. J. Nunn, M.D. | 

"Spark Gap Currents, viz: Franklinic Interrupted, Statie Induced 
Wave Currents,” by William J. Morton, M.D. 

„Illustrations of the Value of the Cataphorie Method in Cancer," 
by G. Betton Massey, M.D. 

“А Universal Flectro-Therapeutic Switchboard,” by Wm. J. 


Herdman, M.D. 


“The Causes of some cases of. Neurasthenia and their Treatment 
by Electricity,” by Fraucis R. Bishop, M.D. 

* X-Ray Photograph,“ by E. R. Corson, M.D. 

“A new form of Fluid Interruptor for using direct. current," by 
Emil Heuel, M.D. 


Lecture on Methods of Generating and Transformin, Electric 
Currents for Therapeutieal uses. By Mr. Charles T. Child, E. E., 
Technical Editor of the Electrical Rerirw, New York. 

“ Electricity in Ocular Practice," by Maurice F. Pilerim, M.D. 

News from the International Electric Congress in Paris, by D. 
Percy Hickling, M.D. 

“Electricity in the Treatment of Dilatation of the Stomach,” by 
John А. Lichty, M.D. 

There is an abundance of other p: pers. from different 
authors in the United States and abroad, of which no exact 
titles can be given now. The amount of work arranged. by 
this well organised Association for a three days’ conference, 
is really remarkable. Our list merely mentions the papers, 
but in addition there are numerous addresses, visits and so 
forth customary on these occasions. 


A Cure for Dyspeptics ! —The sooner the Central London 
Railway directors put on their extra trains the better. The 
line is bound to be besieged shortly, for a Daily Mail corre- 
spondent, who has not been able to ent anything for 18 
months, says that travelling on this deep level line has given 
back to him a ravenous appetite, so that he can now dispense 
with his accustomed tonic! He puts it down to ** ozone 
generated by the electricity." — Now we know why there has 
been such good trathe on this railway, and it also partly ex- 
plains why the overstrung stockbroker takes his trips to West 
End restaurants for the midday lunch. We congratulate the 
board on the great promise for the future, while we at the same 
time commiserate with the medical profession and the city 
clerk who has to eat two penny buns where he once ate only 
one, The longing for a sniff of the briny breezes gives 
place to a clamour for the vaultlike odours of the bowels of 
the carth—for a trip to the Bush in tlie“ tuppenny tube,” 
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Non-Inflammable Dielectrics.— Mr. Standage, in a 
recent issue of Engineering, directs attention to the in- 
flammable properties of the ordinary materials used for 
insulating purposes for street mains; and suggests that a 
non-fusible substance should be sought, with a view to 
diminishing the dangers that lurk in electrical installations. 
He points out that gutta- -percha melts at a low temperature 
and is very inflammable, and that this is also the case with 
shellac and paraffin wax. But he has observed that glue 
may be utilised as a less fusible and less inflammable basis 
for a dielectric. There is à. good deal to be said in favour 
of going wider afield for dielectrics, Glue, and the gelatines 
generally, may be treated in many ways so as to render them 
water-proof, and it is quite possible that for some purposes 
an effective dielectric could be obtained from a judicious 
mixture of this character. It is doubtful, however, whether 
it would be durable, and it is more than doubtful whether 
it would satisfy the specifications to which manufacturers have 
to fabricate their wares. ** Nevertheless," asa nobleman once 
remarked, “there is something very loving about glue." 
We hope Mr. Standage will adhere to it, and bringit off. 


The Sydenham Boiler Explosion.—Mr. E. N. Wood, 
Deputy-Coroner for West Kent, resumed at Lewisham, on 
17th inst., the inquest on the bodies of. Frederick Elliston, 
33, and William Philbrook, 19, who met their death in a 
boiler explosion. whieh took place on the premises of the 
Crystal Palace District Electric Supply Company on the 

25th ult. On this occasion the Deputy-Coroner had the 
assistance of Mr. J. Owner, one of Her Majesty's Inspectors 
of Factories. Mr. Walter Phillips, electrical engineer to 
the company, said that every year until this year the boiler 
had been thoroughly examined. The reason why it was not 
done this year was because the company were busy, and 
could not let the boiler be idle, as the examining process 
took over a week. Since the explosion Witness had examined 
the fragments of the boiler, and found flaws. In his opinion 
those flaws were the cause of the explosion. After further 
evidence had been taken the Jury returned the following 
verdict :—** That the deceased men died suddenly from 
injuries caused by an explosion of a boiler, due to its 
defective condition, which might have been discovered had 
the boiler been thoroughly examined, as it ought to have been, 
between April of last year and the date of the explosion.” 


Electric Light in Mines,— From the evidence given at 
the inquest on the bodies of the eight men who lost their 
lives through an explosion at Old Boston Colliery, it appears 
that the men worked with electric lights and naked lights, 
candles being placed at the side of the pit about four yards 
from the bottom. The colliery manager said that naked 
lights were never prohibited, and were introduced because the 
electric lights could not be moved low enough down. The 
jury added to their verdict of “ Accidental death” a recom- 
mendation that only safety lamps or electric lights should be 
used in pit sinking. 


The Bolton Appointment.—The Tramways and 
Electricity Joint Committee of the Bolton Corporation find 
themselves somewhat in a diffculty regarding the appoint- 
ment of a successor to Mr. Arthur Ellis, M. I. E. E., as borough 
electrical engineer and general manager of the electric tram- 
ways. There were originally 44 applications for the position, 
and these were reduced to 12. Subsequently four out of the 
12 selected were invited to attend before the Joint 
Committee, namely, Mr. A. A. Day, assistant electrical 
engineer to the Manchester Corporation; Mr. J. A. 
Jeckell, borough electrical engineer at South Shields ; 
Mr. H. F. Street, borough electrical engineer to the Halifax 
Corporation ; and Mr. W. R. Wright, borough electrical 
engineer at Bootle. After a three hours’ “pitting, the 
Joint Committee decided unanimously to give the appoint- 
ment to Mr. Street, but that gentleman, on being informed 
of the decision, is said to have asked for time to consider the 
offer made him. At the conclusion of the meeting of the 
committee official information was withheld from members 
of the press beyond the bald statement that, ** subject to 
certain conditions, one of the selected candidates would be 
appointed." The commencing salary offered is one of £500 
per annum, advancing by yearly increases of £50 until the 
maximum of £750 is reached. 


Will.—The whole of the estate of Mr. B. H. van Tromp, 
who died last October, has been valued at £54,081 gross, 
including personalty valued at £42,042. He was a director 
of the Brush Electrical Engineering Company, Limited, 
the County of London and Brush Provincial Electric Light- 
ing Company, Limited, the Dover Electricity Supply, 
Limited, the Electric and General Investment Company, 
Limited, and several other companies. 


Electrical Treatment for Lead-Poisoning.—lIt is 
stated that the necessary money (£150) having been sub- 
scribed, principally through the influence of the Duchess of 
Sutherland, an. offer has been made to provide the North 
Staffordshire Iufirmary with electrical apparatus of the most 
modern description (available for baths, X-ray investigations, 
cautery, &c.), for the treatment of lead-poisoning. This 
offer has been gratefully accepted by the authorities of the 
institution. 


Appointments Vacant.—The Darwen Tramways Com- 
mittee is wanting a working foreman to take charge of the 
electrical equipment of the cars and overhead equipment 
under the electrical engineer, at 458. per week. Applications 
to the Town Clerk by 29th inst. 

T wo shift engineers at E104 are required for the South 
Shields electricity works. 

A borough electrical engineer at £200 per annum is 
wanted by the Eccles Corporation. See “Official Notices" 
to-day. : 


Works Sale.—4À local correspondent informs us that the 
works of the Madelvic Motor Carriage Company at Granton 
were sold by auction in Dowell’s rooms, Edinburgh, on 
August 22nd, at the upset price of £7,000. "They were 
purchased by Messrs. Galbraith & M'Call, Glasgow, for a 
client. The works were started about a couple of years ago 
to make electric motors on a system that would give the 
maximum power with a very small weight, but the company 
were never able to bring out a workable machine, and went 
into liquidation. 

oe 


NEW COMPANIES REGISTERED. 


Johnson Electro-Germicide Company, Limited 
(66,925).—This company was registered on August 9th, with a 
capital of £2,000 in £1 shares, to adopt an agreement with C. M. 
Johnson, for the acquisition of a patent for improved means of 
destroying disease germs, and of the electrical generating machine 
now standing in the Research Laboratory at Savoy Street, Strand, 
and to manufacture and deal in electrical and other apparatus, 
chemicals, drugs, medicines, &c. The first subscribers (each with 
one share) are :—J. M. E. Lloyd, 35, Wynnstay Gardens, Ken- 
sington, W., gentleman; A. Winfield, 56, Tubbs Road, Willesden, 
clerk; Mrs. I. M. Welch, 35, Sloane Street, S. W.; F. H. Lloyd, 82, 
Sinclair Road, Kensington, W., gentleman; C. M. Johnson, 11, 
Routh Road, Wandsworth Common, S.W., scientist; H. Moulton, 
37, Chancery Lane, W.C., clerk; and G. C. Brown, 37, Chancery 
Lane, W.C.,clerk. The number of directors is not to be less than 
two nor more than five; the first are to be appointed by the sub- 
scribers ; qualification, one share. 


Turner, Atherton & Co., Limited (66,901 }—This 
company was registered on August 8th, with a capital of £175,000 
in £1 shares, to acquire the businesses now carried on by (1) John 
Turner & Sons, of Denton, Lancs., electrical engineers; (2) John 
Turuer, of Denton, Lancs. ; (3) The Turner Machine Company, of 
Danbury, Connecticut, U.S.A., hatters’ machinists and merchants, 
engineers, founders, hat block frame and flange makers, hardware- 
men, steam, water and gas fitters, &c. ; (4) Turner Bros., of Danbury, 
Connecticut, U.S.A., hatters merchants, &.; and (5) Giles 
Atherton, of Stockport, Cheshire, hatters’ machinist and mer- 
chant, felt bat body manufacturer, felt hat former, fur 
blower, clearer or cleaner, importer and exporter; and to 
carry on the said businesses and the business of mechanical 
engineers, wheelwrights, tube makers, screw, bolt and nut 
manufacturers, bicycle, tricycle, velocipede, motor cycle, and motor 
car manufacturers, platers, lamp makers, india-rubber merchants, Ac. 
The first subscribers (each with one share) are :—H. H. Turner, 373, 
Manchester Road, Denton, Lancs. engineer; Albert Turner, White. 
house Ironworks, Denton, Lancs. engineer ; Arnold Turner, Danbury, 
Connecticut, U.S.A., engineer; Mrs. J. Turner, Prospect House. 
Denton, Lancs. ; G. Atherton, Virginia Villa, Mile End, near Stock- 
port, Chester, hatters’ machinist: W. H. Atherton, Virginia Villa. 


Mile End, near Stockport, Chester, hatters’ machinist ; G. H. 
Rowse, Cartwright Street, Hooley Hill, cashier. Henry H. Turner, 
Albert Turner, Arnold Turner, and Giles Atherton are er- 


manent governing directors; William H. Atherton and Nu 
E. Turner are managing directors. Registered office, Turner 
Street, Denton, Lancs. 
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OFFICIAL RETURNS OF ELECTRICAL 
. COMPANIES. 


Electric and General Investment Company, Limited 
31. 06 .— This company's annual return was filed on July 23rd, 
shen 20,000 ordinary and 100 founders’ shares were taken up out of 
s nominal capital of £200,000 in 39,900 ordinary and 100 founders’ 
shares of £5 each. £1 per share has been called up on the ordinary, 
ud 3 per share on the founders’ shares, resulting in the receipt of 
i30. 


Bimundson's Electricity Corporation, Limited 
03 —This company's annual return was filed on July 26th, 
when 40,000 shares were taken up out of a nominal capital of 
£400,000 in £5 shares. £5 per share has been called up on 26,800, 
resulting in the receipt of £134,000; 13,200 shares are considered 
u fully paid. The capital has been recently increased from £200,000 
to £400,000. 


Wet African Telegraph Company, Limited (21,626). 
—This company's annual return was filed on July 4th, when 23,109 
dares were taken up out of a nominal capital of £400,000 in £10 
ањ. £231,090 has been paid. 

Themas Parker. Limited (10,973).—This company's 
annual return was filed on July 17th, when the entire capital of 
£500 in £10 shares had been taken up; £10 has been called up 
екі of 5,750 shares, resulting in the receipt of £57,500; 1,750 
ùes are considered as fully paid. 


SUPPLY STATION ACCOUNTS. 


THE accounts for last year of the Kingston 

Kingston-upon- Corporation electricity undertaking show that 

Thames the business has reached the turning point 
Corporation where a net deficit will be turned into a surplus, 
Eletrieity and we extend our congratulations to Mr. J. E. 
Accounts. Edgcome, the Borough Electrical Engineer, 

upon having brought the undertaking to this 
date. The history of the department from 1893 shows that in that 
year and in 1894 there was a gross loss upon the working; in 1896 
tbe first turning point was passed when the gross profit reached 
£30), but this did not nearly cover the annual interest payable. 
Since that year the profit, after payment of interest, has steadily 
тетен, but is not yet quite sufficient to meet the charges for re- 
pament of capital. 

Owing to the large payments in 1898, under the heads of interest 
and sinking fund, the total deficit was larger than in the previous 
Jer, notwithstanding that the profit on the working had con- 
‘denbly increased. Large sums were spent upon buildings, plant 
it table, which had only commenced to earn a revenue. Although 
the venue will increase year by year it is not anticipated that the 
алса] charges will increase at all proportionately. 


GENERAL STATEMENT. 
1898. 1899. Increase. 


Total capital expenditure .. £44,813 £50,674 £5,861 
Number of units sold — ... i 232,370 864,000 131,630 
Number of lamps connecte 2s 11,856 16,180 4,274 
Gros revenue is КЕЯ £4,701 £7,512 £2,811 
Gros expenditure ... 23,480 24,775 1,295 


Gross profit "NN £1,221 22, 737 £1,516 
Average price per unit sold ... 4°70d. 4*80d. + 10d. 

At the end of the last financial year 311 consumers were con- 
nected to the mains, an increase of 100 during the 12 months. 
The number of lamps connected was 16,130. Of the output private 
‘onsamers took 264,155, and the public lamps 99,845 units. 
Cariously enough the receipts per unit have risen by about d., 
notwithstanding that motive power supply is being encouraged, for 
which purpose a reduced price of 3d. per unit is now being 


REVENUE STATEMENT. 


1898, 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


£4,547 470d. £7,280 480d. + 10d. 


Meter remta . 133 14d. 179 12d — 02d. 

Sundry ales 21 ‘02d. 58 03d. + ‘Old. 

Pues, ёс, oe PI" ee ose eve too eee eee 
Grose revenue. £4,701 4:864. £7,512 4:954. + 09d. 


With the exception of “Establishment Charges," the items in 
кшш sheet Show reductions which have brought the figures out 
5 fora works labouring under the gcographical dis- 
aes ron of Kingston. “Coal” is reasonable at 16d. but а very 
Каш. coal contract was made in 1899 some months before tlie 
n 1 1 i: Е total cost E 34d. per unit shows that 

a ; 
ch the engineer has control every economy is 


Cost oF PRODUCTION. 


1898. 1809. 
Gross. Per unit. Gross. Per unit. Increase. 


Coal  .. . „„ . . £1,751 1814. £2,408 1*59d. — 22d. 

Olroom soren. d engine]! 175 18d. 220 15d. — 03d. 

Salari d incurred 

in generation and distribu- 508 52d. 613 40d. – 12d. 
on. 


Repairsand maintenance of | 
buildings, engines, boilers, | 
dynamos, and attending L 508 52d. 716 47d. —054. 
carbons, and repairs public ) 
amps. 


Works costs .. £2,942 303d. £3,957 9:610, — 42d. 


Ment; tates and taxes - 134 14d. 160 »10d. — 01d. 
anagement expenses, 


salaries of ma - Р к . 
gineer, i clocks, 276 28d. 405 27d. — 01d. 


General establishment 
er 6, stationery and 113 12d. 228 »15d. 7 03d. 


P nting, law charges and 

surance 

yyy!!! damp Дө ^ad 25 02d. — 00d. 
Total costs .. £3,480 359d. £4,775 315d. — 44d 


We have already alluded to the financial results of the year's 
working. It only remains to again remark upou the material im- 
provement shown by a betterment of well over £1,000 in the final 
result, and to express the hope that the current year will, despite 
the gloom it has brought, mark the first net profit of this under- 
taking. 

PROFIT STATEMENT. 


1898. 1899. 
Interest on loans T £1,102 £1,439 
Binking fund for repayments 1,231 1,346 
Net profit (being deflcit balance) — 1,112 — 48 
Gross profit. pr $e. 2615221 £2,737 


THE Dewsbury Corporation accounts dealing 

-= Dewsbury with the electricity supply department, contain 

Corporation the satisfactory announcement that last year, 

. Electricity for the first time, there is a balance on the right 
Aecounts. side after paying the sums due as interest and 

: redemption. This, Mr. O. M. Jonas, the borough 


electrical engineer, believes is chiefly due to the fact that the maius : 


have been extended in the residential district, and new customers 
for the department have, therefore, been obtained. 


GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure .. £26,691 £88,999 £6,538 
Number of units sold — ... * ... 161,154 199,924 38,770 
Maximum load in KW.  ... 0 190 230 40 
Number of lamps connected 10,128 18,028 2,900 
Gross revenue - . £3,349 24,101 £752 
Gross expenditure... sag .. £2,340 22,355 £15 
Gross profit .  .. 421,009 41,246 £737 
Average price per unit sole .. 466d. 4*644. — 02d. 


The effect of the revenue upon the gross profit is obvious, and one 
point may be mentioned which indicates that the results are even 
better than shown in the accounts. "The electricity supply depart- 
ment is called upon to light the Free Library free of any charge. 
This made a difference of £94 in the revenue for thc year 1898, and 
of £104 in the last financial year. The results were as follows :— 


Units sold Public Supplied free Total Number of public 
private. lighting. to Library. output. lamps. 


1898 .. 140,199 16,197 4,758 161,154 16 arcs and 22 
incandescent. 

199,924 16 arcs and 22 
| incandescent. 
The average receipts per unit are fairly high, but the business is 
still small, and it cannot be expected that the expenses would be 
met with such a low price received as rules with larger undertakings. 


1899... 177,165 17,457 5,302 


REVENUE STATEMENT. 


1808. 1899. 
Gross. Perunit Gross, Per unit. Increase. 
Sale of energy .. .. .. £3,125 4664. 88,868 464d. — 02d. 


Meter rents, &c. Me x 96 14d. 191 15d. +014. 
Sale of lamps and old material 114 17d. 108 12d. — 05d. 
Sundry fees, rents received, &c. 14 024. 14 ‘Old. — Old. 


Gross revenue 


The works cost of under 12d., and total costs of a little over 23d, 
are good, especially in view of the reductions of over 4d. aud 4d. 
respectively effected in 1899. It will be seen that the gross total 
costs only rose £15, although the output increased by 38,770 units. 
Nearly all the increase in revenue therefore appears as gross 
profit. 
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Cost OF PRODUCTION 


1898. 1899. 
Gross. Per unit. Gross. Per unit 


Increase. 
Jol... ... £424 63d. 4496  *60d. — 03d. 
Oil, waste, water and engine А 159 24d. 161 19d. — Od. 
room stores. 
1 and wages а aistri. | 
п generation and distri- = p -— Я С 
bation nnd attending pub- 470 70d. 559 „67d. 03d. 
lie lamps . es 2] 
Repairs and maintenance of ) 
buildings, engines, boilers, 460 68d. 218 „26d. — 42d. 
dynamos, and repairs“ 
Strect lamps . * 
Works costs . . 41,513 225d. £1,434 1•72d. — 53d. 
Rent, rates and taxes .. 114 17d. 197 »24d. + 07d. 
Management ex pen зев, . 
salaries of managing engi- 310 40d. 336 40d. - 060d. 
neer, secretary, clerks, їс. А 

General ар 
charges, stationery and . " І 
printing, law charges and j 363 544. 378 46d. — 08d. 
insurance. 

Eo MEM ME 7" 10 ‘Old. – 05d 

Total costs .. £2,340 345d. £2,355 9*83d. — 65d. 


Under the head of“ management“ the electrie lighting depart- 
ment is called upon to pay a sum every year towards the general 
expenses, officials’ salaries, upkeep of Town Hall, &e., which 's out 
of proportion to the size of the undertaking. Thus in 1898 the 
charge was £260, and in 1899 £266, while in 1897 it was as much as 
4306. The financial result last vear was a surplus of over £200 after 


mecting all charges. This may be attributed to good engineering 


management. 
PROFIT STATEMENT. 
1838. 1899. 
Interest on loans E722 £795 
Sinking fund for repayments ..  ..  .. 765 740 
Net profit carried to credit of rates .. . . — 478 202 
Gross profit таз £1,009 £1,746 


Stock Exchange Notices.—The Committee has been 
askcd to allow the following to be quoted in the Official List :— 
British Columbia Electric Railway Company, Limited—Further 
issue of 1,600 5 per cent. non-cumulative preference shares of £10 
each, fully paid, Nos. 37,001 to 38,600. The Stock Exchange Com- 
mittee has appointed Wednesday, August 29th, special settling days 
in: Calcutta Electric Supply Corporation, Limited—Further issue 
of 10,000 shares of £5 cach, 10s. paid, Nos. 20,001 to 30,000, and has 
ordered the undermeutioned to be quoted in the Official List :— 
National Telephone Company, Limited—lurther issue of 190,000 
ordinary shares of £5 each, fully paid, Nos. 490,001 to 590,000. 

Alliance Electrical Company, Limited.—Warrants 
for an interim dividend of 5 per cent. on the preference and 10 per 
cent. on the ordinary shares have beef posted. 

More Capital.—The Northampton Electric Light and 


Power Compauy announce the raising of £5,000 more capital on 
debenture stock. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending August 18th, 1900, were £1,973 1s. 7d.; receipts for corresponding 
period, 1899, £1,919 78. id.; aggregate for half-year to date, £9,760 9s. 8d 
aggregate corresponding period of last half-year, £9,990 11s. 4d. 

The Bristol Tramways and Carriage Company.—The receipts for the week 
ending August 17th, 1900, were £3,605 75. 54.; corresponding period, 1899, 
£3,184 148. 2d. ; increase, £170 13s. 3d. 

The Central London Railway.—The receipts for the week ending August 18th, 
1900, were £4,579; previous week, 46, 043; decrease, £468. "Total receipts 
(8 weeks), £18,944. Miles open, 6. 

The City and South London Railway Company.—The receipts for the week 
ending August 19th, 1900, £1,534; August 20th, 1899, £1,080; increase, £454. 
Total receipts for half-year, 1900, to date, £10,535; corresponding period, 
1899, £6,767; increase, £3,768. Miles open, 1900, 43; 1899, вро 

The Cork Electric Tramways and Lighting Company.—The receipts for the 

. week ending Thursday, August 16th, 1900, were £576 18s. 5d.; corresponding 
week last year, £582 16s. 8d.; increase, #48 17s. 2d. Total to August 16th 
1900, £13,238 178. 4d. ; corresponding period last year, £11,997 2s. 0d.; in- 
crease, £1,241 15s. 4d. 

The Dover Corporation Tramways.—The receipts for the week ending 
August 18th, 1900, were £854 ls. 44d.; August 19th, 1899, £321 138. 5d.; 
increase, £32 78. 114d. Total receipts to date, 1900, £6,510 5s. Ed.; corre- 
sponding period, 1899, £6,141 4s. 8d.; increase, £369 1s. Od. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 6,855; 1899, 4,916. Number 
of cars, 1900, 11; 1899, 11. 

The Dublin United Tramways Company.—The receipts for the week ending 
Friday, August 17th, 1900, were as follows:—D. U. T. Co., borse cars, 
£33 8s. 7d. ; ditto, electric cars, £14,340 198. Od.; D. 8. D. Co., electric cars, 
£1,301 16s. 4d. ; total, £5,716 3s. 11d ; corresponding week last year—D. U. T. 
Co., horse cars, £2,244 19s. 7d. ; ditto, electric cars, £1,316 2s. 6d. ; D. 8. D. 
Co., electric cars, £1,157 10s. 34. ; total, £4,71812s. 4d. ; increase, £997 11s. Td. 
aggregate to date, £85,061 0s 3d. ; aggregate to date last year, £31,889 16s. Id.; 
increase to date, 43,17) 8s. 74. The mileage worked is 43 miles electrically, 
1 mile by horses, as agains 18 miles electrically, 26 miles by horses, for 
the corresponding period last year. 

The Halifax Corporation Tramways.—The receipts for the week ending August 
19th, 1900, were £1,036; corresponding period, 1899, £504; increase, i294. 
Total receipts to date, 1900, £15,001; corresponding period, 1899, £12,251. 
Miles of track open, 1900, 14; 1899, 64. Number of cars, 1900, 28; 1899, 14, 

The Liverpool Overhead Railway Company.—The receipts for the week ending 
August 19th, 1900, were £1,818; corresponding week last year, £1,695; increase, 
#123. Total trafiics from July Ist, 1900, £12,198; ditto corresponding period, 
1599, £11,762; increase, £491. Miles open 6'57 chains, 


STOCKS AND SHARES. 


Wednesday Evening. 

Іт is being said in the Stock Exchange that business has not been so 
quiet as it now is since the Baring crisis. For a long time after that 
catastrophe happened, the stock markets ware absolutely apathetic, 
people not having the money for operations in Capel Court. That 
condition does not prevail at present. There is pleuty of money in 
the country: were it not so the recent issues of the Electrical 
Supply companies would certainly not have met with the favourable 
reception accorded to the majority. The money market is still 
anxious, certainly, but that is due, not to the want of capital, but to 
the weak position into which the Bank of England has allowed its 
resources to sink, a position Which is being rapidly remedied. It is 
from no lack of cash that markets are stagnant. The Chinese and 
South African situations are both largely responsible for the want of + 
interest in mere Stock Exchange matters which the public now 
affect, and the holiday season broods over tlie markets with its usual 
stifling consequences to business. And so it comes about that only a 
twenty-fourth part of the securities we quote show any change in 
price since we last wrote about the market. 

Some surprise is expressed in the Telegraph market at the way in 
which Eastern Telegraph and Eastern Extensions are overlooked as 
investments. Both are about the same price, having regard to the 
fact that the Ordinary capital of the first is in stock, and of the 
second in shares. Both yield about the same rate of interest, 
Eastern Extensions netting £4 13s. 4d. per cent. to a purchaser; 
Eastern Ordinary a few pence percent. more. If anything, it would 
appear that the latter stock is the cheaper in more ways than that 
of price. Should the new Pacific cable be laid, the Extension Com- 
pany is bound to be the heavier sufferer, although now, of course, it 
is doing an enormous business over the Chinese crisis. But the 
Eastern Company also benetits by the Oriental trouble, since it 
carries a large part of its sister company's traffic a good part of the 
way. Besides this, it has an important string to its bow in the 
shape of the South African wires. Under these circumstances, it 
would seem to be a wiser plan to purchase Eastern Ordinary at 148 
rather than “ China“ shares at 154, equivalent in stock to 15}. 

Indo- European Telegraph shares have declined a pound, which is 
a small matter, as they stand well over 100 per cent. premium. It 
is feared that the company will be affected by the terrible famine 
now raging in the dependency. The Occidental Companies’ stocks 
are retaining their hardness, and Anglo-American Deferred is up 4, 
the dealers being short of stock and anxious to attract a few 
thousands iu the market. 

Electric railway and traction shares are quiet, the only note- 
worthy change being a rise of one point in Waterloo and City 
stock, an event which has not occurred for weeks past. The stock at 
its present quotation yields 3] per cent. to a buyer, and is being 
purchased on behalf of those whose existing holding cost them con- 
siderably more than the price now current. Beyond these 
averaging buyers, we do not see that investors have any temptation 
to take up Waterloo and City when they can get gilt-edged strict- 
trust stocks to pay them 3% per cent. апа more. Central Londons 
exhibit no alteration; the market has dropped off in the shares to 
some extent, and it now remains to be seen whether the virgin 
traffics can be maintained. Great Northern and City Preferred 
Ordinary, £7 paid, are quoted at a slight discount. Metropolitan 
Railway Consolidated stock is weaker at 94, and Districts are down 
to 27, upon the competition of C.L.R., but London General Omnibus 
and Road Car descriptions are better, evidently recovering from the 
first shock of the Tube's success. 

We now turn to the electricity supply companies, and here the 
only recordable changes are in Notting Hill Electrics and London 
Electric Supply Preference. The quotation of the latter bas 
simply been widened, but Notting Hill shares are down 10s., the 
price being now er the right to the new shares. In these some 
small market has sprung up, and the price is 1 to 15 premium. 

There is some talk about a huge Melbourne electric company 
making its appearance in London during the autumn, the concern 
having acquired certain rights to supply electricity to the town, 
besides those for constructing over 100 miles of electric tramline- 
and various other little luxuries. They say in the Australian Stock 
Exchanges that if a local affair be good, the Colonials are not so 
foolish as to send it to the Mother Country, ef vice vers. Anglo- 
Argentine Trams are better, shares cha ging hands over 4, while 
business has been marked in Buenos Ayres and Belgrano © А” 
Preference at 5. In the provincial tramway section, Blackpool and 
Fleetwood shares are 17} and Glasgow 31. Potterics Electric Trac- 
tion have moved up to 12; New General Tractions are 34. 

Telephone shares are steady. National Ordinaries fail to recain 
the fraction which they lost last week. On the other hand, manu- 
facturing shares are hard at the prices to which they have recently 
risen. Welsbach descriptions are falling back again, the Ordinary 


stock being now at 32, and the Deferred can be obtained at 3s. per 
share, 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Dividends for ` Cloeing 


the last three years. Quotation 


nnt NAME. 
Ine. August 15th, 


11900 | African Direct Telegraph, 4 Y Debs. s 99 —103 
15000 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. T eo 85 — 90 
#75590 | Anglo-American Telegraph ... 3 7 £3 98. 73/6 58 — 61 xd| 58 — 61 
1011240 Do. do. 6 9, Pref. 6 6 6 9, 1109 1114xd]1104—1114 
$063,240 Do. do. Deferred . 188. 911 7s.| 12 — 124 
4n | Chili Telephone, Nos. 1 to 44,000 4 $ 3 4 24— 3 
400008 Commercial Cable 8 8 165 —175 
1,868,078 Do. do. Sterling 500 year 4 4 № І Deb. Stock Red. |Stock| ... " 101 —103 
16000 | Cuba Telegraph 2» 7 @ 8 : 7%] 64— 75 
6,000 Do. 10% Prein. 0 % [10 15 — 16 
11531 ре ee ES ves be: P n 5 4 $ 4 ; 4— 5 
6000 do. ricis Pre... — ide 5 10 81 9 — 10 
3000 De do. 43 . 5004. 100 —104 951100 
0710 Direct United States Cable ... ae .. 20 | 34% | 34% 3 % | 11 — 114 
111000 | Direct West India Cable, 44 % Reg. Deb. . .110| .. |... |... | 99 —102 
4000000 | Eastern Telegraph, Ord. " . . Stock 7 17% | 7 % 145 —150 
1,796,000 Do. 3i Pref. Stock e 1000... 96 — 99 
31 266 Do. Mort. Deb. Stock Red. ... |Stock| 4 M . {111 —116 
Eastern Extension, А. and China Telegraph ... | 10|7 7% |7 % | 141— 153 
Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. ann. } 100 | 5 % 0 
., Teg. 1—1 049, 3,976—4, 326 2 eee eee eee eee 
Do. do. Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 % | .... | s |... — =. 
Do. 4% Deb. Stock = 5 . |Stock| 4 96 110 —115 xd|110 —115 
yw Eastern and South African elegraph, 4 % Mort. Deb. = 5 
00 Nos. 1 to 3,000, red. 0) 100] ... m: 99 —102 xd| 99 —102 
NO Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,0 000 | 25| .. 2 . . |100 —1039% |100 —103% 
YAN | Globe Telegraph and Trust 10 | 44% | 58% 5t% 11 —114 |11 — 114 
Do. do. 6 % Pref. 10 6 6 142— 15} 
1 Great Northern Telegraph, oF TRAP" n "i 10 |10 124 . | 31 — 33 
Halifax and Bermuda Cable, 4 1st Mort. De 
wu within Nos. 1 to 1,200, Red. ) * 8 
00 | Indo-European Telegraph .. 25 |10 Ф 10 Y По % | 52 — 56 
000) London Platino-Brazilian Telegraph, 6 % Debs. 100 | 6 s .. {105 —108 
„50 Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 . LJ з x: ез i— 
a0: Do. do. do. 5 % Pref., Nos. 1 to 86,492 1|4 & 24 — 1 
«0| National Telephone, 1 to 490,000  ... T Bee as 5 | 6 6 5 46$— 4i 
15900 Do. 6 Cum. 1st Pref. 10 | 6 6 6 13 — 15 
15000 Do. 6 % Cum. 2nd Pref. ... 10|6 6 6 12 — 14 xd| 12 — 14 
Mom Do. 5 9$ Non-cum. 3rd Pref., 1 to 250,000 515 5 6 4— 5ixd| 4f— 5 
0007 Do. 34 % Deb. Stock Red. Stock] 34 34 34% | 97 —100 
Tus Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1|5 5 5%| 4— 
00004 Pacific and European Tel., 4% Guar. Debe., 1 to 1,000 . 100 | 4 & .. |100 —103 
11899 | Reuter's .. is 8|5%|5%|5%| 71— 8 
3381 Snbmarine Cables Trust 12 Cert| ... . . 1125 —130 
. А000 United River Plate Telephone As 5 5 6 57 „ | 4$— 52 
16689 Do. do. 5 % Cum. pret. 3 Nos. 1—16, 639 B [oss тү — 
^ : Do. do. 5 Y Debs. . Stock) .. 104 —107 
0} West African Telegraph, 5 Y Debs... 100 | ... 98 —101 
West Coast of America, Nos. 1—30, 000 and 53, 001—543, 008 2$ | 4— 1 
Do. do. 4 % Debs., 1—1, 500 by Bras. Sub. Tel. | 100 99 —102 
Western and Brazilian Telegraph 4 95 Deb. Stock Red. ... Stock sis sat — гах id 
Western Telegraph, Ltd., Nos. 1— 207,930 . " „ 310] 795 4:95. [xs 143—151 xd 143— 15} 15,5, 14i 
Ne Do. $ Debe. 2nd series, 1906 100 " ... |103 —106 Sai 8: 
em | West India and Pas lelegraph - .] 10| 2% |2% 1 8— 1 8 
Do. do. 6 Cum. ist Pref. ..] 1016 64— 74 645; 62 
Do. do. do 6 % Cum. 2nd Pref. ...| 10 | 6 6 — 390 
Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 96 102 —105 


11061 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 | 5 | 4 6% 16%[| 7— 8 7— 8 
11000 Ро. до. 7 % Cum. Pref... 5 7 РА 8)— 94 | 81— 9 
50000 | Charing Cross and Strand Electricity Supply 5 7 8% 9 9 — 10 9 — 10 98 
: 900. Do. до. до. do. 449% Cum. Pre 5 a 5— 54 | 5 — 54 
34000 |*Chelsea Шешу Supply, Ord. - .| 816 6 6 61— 74 6 74 
150000 Do. do. Ф Deb. Stock Red. ... Stock 44 o | ров —111 108 —111 c db dn 
09,000 | City of London Electric Lighting, Ord. 40,001—100,000... | 10 10 6 47% 74— 8à 71— 8 8& | 7i 
* 40,000 Do. Cum. Pref., 1 to 40,000 . 10 | 6 6 .. |12— 13 12 — 13 124 | 124, 
40000 Do 542 Deb Stock, Scrip. (iss. at £115) all paid | ... | 5 .. раз —128 123 —128 |... | 
4,000 | County of Lond. & Brush Prov. Ес Ltg., Ord. i—40,000 | 10 n? | ai |495| 8§— 94 | 84— 94 9 83 
000) Do. do. do. 6 % Pref, 40,001—60,000 10 6 % 6 . |11 — 12 | 1143— 124 | иң 
30/00! Do. 44 % Deb. Stock, Prov. Certs (all paid) Rd.... | .. 107 —110 107 —110 |... | 
35100 | Edmundson’s Elec. Corp., Ord. Shares e] 51595,1795, | . | 4— 5 44— 5 4H| 4i 
75,000 Do. do. 4j % 1st Mort. Deb. Stock.. 100 | ... | ... | .. |99 —102 | 99 —102 Nu ger 
116000 | London Electric Bupply Corporation, Limited, Ота. ... $T us ds ..|1— 1j 1— 144» 
mito Do. do. do. 6%Pref.| 5. 6 . | 4— 44 | 38— 44 43 
. Do. o do. 4% 1st Mt. Db. Stock Rd. |Stock| ... ne „ | 98 —100 | 98 —100 | n. | 
— Metropolitan Electric Supply, 101 to 62, 500 10 6 5 Y 5 % 14 — 15 14 — 15 1434 
— Do. 44%, First Mortgage Debenture Stock | ... | 43% | .. |l —114 111 1114 
e Do. 34% Mort. Deb. Stock Red. |Stock| ... | ... |... |96 — 98 96 —98 | . 
eee Notting Hill Electric Lighting . .... 106 6 7 | 15 — 16 | 154— 168 | 14 15 
| St. James's and Pall Mall Electric Light, Ord. A 5 E 144% aie 14 — 15 xd| 14 — 15 148 144 
12000 Do. do. 7 Y Pref., 20,081 to 40,080 5 7 А: үшү, 8— 9xd 8— 9 | .. * 
^ Smithfield Market Elect. Supply, Ога. ... Б Sss b RH 2— 291 2— NW | 
85000 Do. do. 4 95 Deb. zp xls, melo .. | 85 — 95 xd| 85 — 95 
— South London Electricity Supply, Or sas 5 3— 4 3— 4 TW CETT 
Westminster Electric Supply, Ord., 101 to 80,000... ... |. 5 12 % 12 * 13 * 12 — 13 12 — 13 123 198 
— À— | 
Subject to F 147 | Stook 
Unless otherwise o vated ra ig ace fully pei Dividends paid in анаа ons on тео tay pr еа capital. 
Dividends marked | are for A year conaisting of e latter of one year and the first part of Pine next. 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


| Stock ; osing Closin usiness 
Dividends for Coa Quotation | an 


the last three years. 


week end 


Ang. 2204, Aug. 22nd. 1900. 


Present 


NAME. 
Issue. 


Aug. 15th. 


N Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000  ... 23— 34 22— 33 » 
90,000 Do. 41 95 1st Mort. Deb. Stock Red. 96 —101 96 —101 
30,000 | British Electric Traction А 14 — 15 14 — 15 144 144 
50,000 Do. do. 6 % Cum. Pref. 12 — 13 12 — 13 128 
200,000 Do. do. 5 % Perpetual Debenture Stock ay 193 —126 [193 —126 1234. 1224 
85, 0002 fBritish Electric Works Co., Ord. £1 shares, 50,001—135,000 $— 1 2— 4 
50,000 T Do do. 6 95 Cum.Pref., 1— 50,000 ТЯ га M 1— | 
500 T Do. do. 41 96 1st Mort. Deb. 97 — 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 2. m 5 15 % 15 9 20 9 114— iird 114— 123 
27, 500 Do. do. 6% Cum. Pref. Nos. 1 to 27, 000 . 5 ce 54— 0ixd| 52— 6} 
90,000 Brush Elecl Enging., Ord., 1 to 90,000 ic 3.3 ® Б 1#— 14 16— 1] 
90,000 Do. do. | 6 % Pref., 1 to 90,000 2| 6 5% 2 — 2} 21— 28 
125,000 Ро. до. 4 eb. Stock eee Stock xis 108 —113 108 —113 
50,000 Do. do. Deb. Stock Red . Stock 101 —103 |101 —103 
20,000 | Callender's Cable E shares, Nos. 1—20, 000 5 124% 15 5 % 15 5% 13 — 14 13 — 14 
20,000 Do. do. 5 % Cum. Pref. fin 5 51— 5 51— 54 . 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... |S ock 110 —114 1110 —114 EN 
213,533 | Central London Railway, . Shares t ..| 10 10 — 104 | 10 — 104 103, 
61, 033 Do. do. Pref. half- shares. 5 . ; 5 — 64 5 — 53 5 
71,447 Do. do. Def. do. s 5| .. E 5 — 53 5 — 54 5x 
855,000 | City and South London Railway Stock 13% 24% 15%, 55 — 58 55 — 58 " 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 . 10 ... ru 5— 6 5— 6 с 
32,098 | Crompton & Со., Nos. " to 32, 11 Raz. 55 3 6% 74%, 33— 4} 32— 4}xd 
Do. 5 % 1st Mo ebs., о 
100,000 £100, and 901 to 11, 000 of £50 red ove ese eee eee 99 iis 99 —102 
99,261 | Edison & Swan Utd. El. Legt., “ A” shares, £3 pd. 1 to 99,261 5 6 & 6 6 | 12— 21 12— 24xd 
17,139 Do. do. do. “А” Shares, 01—017,139 5 6% 6 e 6 X| 34— 4i 34— 44ха 
344,023 Do. do. do. ‚ 4% Deb. Stock Red 100 - . |91 — 93 91 — 93 
112,100 | Electric Construction, 1 to 112 100 2| 6 69, 6 N 1i— 23 li— 23 
25,000 Do. do. : 96 Cum. Pref., 1 to 25, 000. 27 7 € з 28— 3ixd| 28— 3} 
140,300 Do. do. 4% Perp. 1st Mort. Deb. Stock Stock; ... "m . . 102 —105 102 —105 
9,600? Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600 . 10 79$ 7 7 10 — 11 10 — 11 
30,000 | Henley's (W. T Telegraph Works, Ord. ... ; 5 | 12 Y 14 ф 15 13 — 14 13 — 14 
30,000 Do. do. 4j 95 Pref. ... 5, 7 т S ш 5 — 53 5 — 53 
50,000 Do. de do. 44 Mort. Deb. Stock.. Stock 44 PA . {110 —114 110 —114 " 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works 10 | 10 10 96 . | 21 — 22 21 — 22 213 
300,000 Do. do. do. 4 % 1st Mort. Deb... 100 | ... i .. 101 —104 101 —104 ake 
37,500 Liverpool Overhead Railway, Ord. . x ae 10 31 3} 34% 84$3— 94 8i— 9 . 
10,000 f Do. do. Pref., £10 paid 10| 5 5 5 Ф| 13 — 134 | 13 — 133 " 
37,350 | Telegraph Construction and Maintenance T 12 | 15 15 15 35 — 39xd | 35 — 39 371 
150,000 Do. 4 % Deb. Вав. Nos. 1 to 1,500 Red. 1909 100 | ... 101 —104 101 — 104 a 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... 5 8 [4 19 [4 104— 114 | 104— 114 
20,000 Do. do. 5 95 Cm. Pri. Nos. 1 to 20,000... 5 51— 53 51— 58 i 
540,000?! Waterloo and City Railway, Ord. Stock .. | 100 3 [4 3 E 89 — 92 xd| 90 — 93 91 


| 
t Quotations on Liverpool Stock Exchange. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


1 Unless otherwise stated all shares are fully paid. 


*Birmingham Electric Supply, Ordinary £5 (fully paid) 8—10. Kenin n and 5 Electric Lighting, Ordinary Shares #5 (fully 
Brompton and Kensington, 4 0 Dehentures of £100, 102—105. ) 12—18; Ist Preference Cumulative 6 % 25 (fully paid), 7—74. De- 
National Electric Free Wiring, 12/6 paid, 7/- —9/-. i m 102—105. Dividend, 1899, on Ordinary Shares 11 9%. 


“Т, Parker, £10 (fully paid), 173. 
Bank rate of discount 4 per cent. (July 19th. 1900). 


Oldham 


Ashton, and Hyde E eotric (£10 pd.), Ord., 16—17. 
Do. do. Pref, (£10 pd.), 10—11. 


* From Birmingham Share List. 


MARKET QUOTATIONS, Wednesday, August 22nd. 


METALS, &o, (continued.) This week. | Last week. Ine. or Dec. 


‘CHEMICALS, &о. | This week. | Last week. Ino. or Deo. 


MESE TNCS UE сезу АНЕС ОИЕ ВЕСЫ ЫҢ 


TO NUR ee ee TTT ERR жаы 
! | 


а Acid, A eee per cwt. 5/- 5/- | g Copper Sheet e T per ton £86 £86 А 
a trio per cwt. 29J. 22 / | 9 $t ton £86 £86 и 
a „ Orale 3 per cwt.! $2/- 82/- | ё 55 (Eleotrolytio) Bars, рег ton, £88 10 £83 10 E 
a „ BSulpbaric.. per owt.) 5/6 5/6 | 6. 45 i Sheets per ton £92 £92 . 
a Ammoniac, Ва! .. per cwt 89/- 89/- e n эз Rod .. per ton £8510 £85 10 А 
е Ammonia, Muriate (orystal) .. per ton £83 £83 | е ji б H.C. үе, per lb. 944. d. | ys 
per ton £30 £80 J Ebonite Rod . m zu .. per Ib l- d | à 
d Bleachin у powder Vx per ton 51 £7 J š Sheet . per lb 5/- 5/- | i 
a Bisulphide of Багров T per ton £15 £15 n German Silver Wire . perlb 16 1/6 | 
а Borax P us .. per ton £17 £17 h Gutta-percha fine per lb. 
ё Bensole (90 ) us .. per gal. 7/- 7/- h India-rubber, Para fine . per Ib. 8/113 4 to 320 9/113 to 9 4/24 
' "E .. per gal 5/8 5/6 1 Iron, Charcoal Sheets per wile 
Copper Bult Sulphate per ton £25 10 £25 10 i o. mig (Cleveland warrants r ton 710 ET: 3d. inc. 
US per ton £25 £25 1 „ . , according to size per ton| From £11 | From £11 ^s 
а $i White i Sugar per ton £81 £81 4 „ Scrap, hea per ton) 70/- to 72/6 | 70/- to 72/6 
$ uu lied BIA $a .. per ов ad T i , Wire, galvanised No.8 .. per ton 12 15 £12 15 
a Methyla per gal. / £17 12 6 to | [417 12 6 to 
а Naphtha, Solvent (00% a5 100 С). per . 44 5/6 9 Lead, English Ingot per ton| 1 176 |{ £17 17 6 e 
a Potash, Bichromate, in casks.. per Ib. d. А ji MT Sheet per ton £19 £19 as 
a „ Caustic (15/8090) . per ton £ m Manganin Wire No. 28 per lb. 8/- 8/- ut? 
„ Bisulphate i per ton £85 £85 g Mercury os 25 vis .. perbot £9 5 £9 10 5s. dec 
a Shellac : . per cwt. 68/- 68/- d Mica (in original oases), small .. per Ib. 8d. to 9d . to 9d. "n 
a Sulphate ot "Magnesia . ia .. perton £410 £4 10 d „, " " medium per lb. 1/9 to 9/9 | -1/9 to 29 
a Sulphur, Sublimed оте. per ton £6 £6 d large .. per lb. 3/8 (о 7/8 | 8/3 to 7/8 558 
: a еа i . рег ton £5 10 £5 10 p Phosphor Bronze plain castings per Ib. 1/1 о 1/4 | 1/1 to 1/4 
Lum .. per ton £5 £5 p ʻi olled bars & рег lb. | 1/1 to 1/4 | 1/1to1/4 
Soda, Caustio T white 70 %) per ton £10 15 £10 15 A p ii AID ARDE) per Ib rom 1/8 | From 1/8 
a tals per ton £8 £3 оз | Platinum per oz. 18 £3 18 6 ded 
a „ Bichromate, casks per lb dad. 93а. T p Bilicon Bronze Wire per lb. | 103d. to 1/1 | 103d. to 1/1 3 
А 1 Steel, Magnet, acc’ ame to dess pin per ton; From £15 to ie 
METALS, & F 4 leus tot с 
С. О 
9 Ap block per ton { to £144 £146 } dec. 
b Aluminium Wire, in ton lots.. per ton £224 £294 foil , ‚з т lb. 2j- 9. а 
b Sheet, in: ton lots per ton 191 £191 |” » wire, Nos. 1 to 16 per lb. 1/9 1/9 ix 
p Babbitt’s metal ing per ton | £80 to 160 | £80 to £150 p White Anti - friction Metals - — 
c Brass (rolled metal 70 120 basis per Ib. 183 14. | '" White Ant” bran per ton; £40 to bi £40 to £70 T" 
€ „ Tube (brazed) .. per lb. 104. 104. j Yarns, Cotton, Sin ЖОРА bras per Ib. d. ara 
€ „ » (solid drawn) . per lb. Е А | J » Best Fiax lea. .. per Ib. А E Sum 
c „ Wire, basis per lb. d. i | j „n Hemp, 3 у 10 lbs. r lb. d. 44d. T 
С Соррег Tubes (brazed) per 1b. 112d. 113d. j » „ Russian, 101lbs. .. per lb. 2n 29 sa 
(solid drawn) . per lb. lid. lld. „ Jute, 180 lbs. rove per ton 14 14 аа 
; Copper Bars (best selected). per ton | £86 £86 k Zino, Bh’t. (Vielle Montague ond. ) per ton £24 5 nett. | £24 5 nets. si 


ч Меш. i are 18 Co., Lid 7 ше 1 y "x and Tele MEUS" k конг: мош Slovak & Con iat 
e 8 uminium А essrg. James akspeare. З esars. W. T. Glover ta. 
e e Messrs. Thos. Bolton & Sons. Applied by { Меште, Jackson & Till. i Quotations 2 n Messrs. P. Ormiston & Бо 
d Messrs. F. Wiggins & Sons. supplied Mesars, Bolling & Lowe. PP У | o Messrs. Johnson, Matthey & Co., Ltd. 
в Messrs. Fr ok Smith & Co. ese Henry C. Yeo & Co. 9 The Phosphor Bronze Company, Ltd. 
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AUTOMOBILES AS SOURCE OF REVENUE 
FOR CENTRAL STATIONS.* 


By ELMER A. SPERRY. = 


(Concluded from page 280.) 

Aum, for instance, where two motors are employed, the power 
ші efficiency is divided, requiring, it is found, a larger amount of 
jower from the battery to drive a vehicle of given weight a mile 
upon standard road; again, the mechanical condition of the bearings, 
v amount of rolling friction present in carriages of different makes, 
цю varies. It is evident, therefore, that a number of important 
entiderations should be included in any attempt to give a definite 
or prescribed mileage capacity to electrical vehicles and their 
batteries. 

In electric road traction the consideration of prime importance is 
the battery. What is its efficiency, its durability, and, above all, at 
what cost will it produce a ton-mile ? 

We will confine our attention in the following remarks to that 
Чы of storage battery known as the lead-lead element. These 
lateres are of two general kinds:—The one having its active 
material formed or developed from metallic lead— Planté's process, 
the other having its active material mechanically applied—the 
Brash or Faure process. 

A prominent German writer, giving results of recent tests, states 
that an average carriage, with a Planté battery, would run 20 miles 
pe charge, the battery weighing 1,260 lbs., yielding 2:8 ampere- 
hours per pound, 5:25 watt-hours per pound, and requiring 51 lbs. 
of tattery per ton-mile; whereas, with the Faure battery of the 
ace capacity, he found the weight to be 980 lbs, yielding 3:6 
anpere-hours per pound, 6:5 watt-hours per pound, running the same 
arse ап average of 29 miles, requiring 30 lbs. of battery per 
wrmile, showing a life of 3,000 and 4,000 ton-miles. This simple 
ryn reveals the fact that batteries of different weights, though 
реніш the same capacity, will propel the same vehicle different 
distances, requiring a marked difference in the pounds of battery 
prton-mile, One of the highest engineering authorities in storage 
lateres recently stated: 

“The advantage which would follow the introduction of a high 
capacity cell would not be merely the extension of the radius of 
«tion of the electrical vehicle, but would be a lengthening in the life 
Ф фе battery itself. This is brought about by the fact that it 
vould almost entirely remove the most powerful cause for deteriora- 
tlco—that of over-discharge. Present batteries have 20 to 30 miles’ 
capacity, In the case of a battery capable of propelling a vehicle 
@ miles on one charge, only the most inexcusable carelessness could 
bring it to the state of complete discharge, for 90 per cent. of the 
discharges would be for distances of less than 30 miles. Under these 
arumstances, the battery would be seldom discharged over 50 рег 
cant. of its capacity, a condition of affairs which would ensure a 
greatly increased life, probably between four and six times the life 
шет present conditions.” d 

The importance of proper manipulation, also proper adjustment 
of the capacities to the work to be performed, is here emphasised. 
Not only will it be seen that the life of the battery is improved, 

vhat is more important, the cost per ton-mile is also materially 
nisd. In this connection, it will be interesting to investigate 
the relstion of the cost of operation per mile due to this factor, 
mmely, the storage battery. Very little, if any, literature is 
available on this all-important subject, and, in fact, so little experi- 
e пр to the present time has been available, and so little infor- 
mstion has been given out, that it is not surprising that only 
meagre records of this function exist. 
with the supposition that the present heavy batteries, 
tamely, those yielding about 2? amperes per pound, are possessed of 
‘given life, certain deductions will be made by introducing series 
of variables yielding results and data, the bearing and significance 
el which is of more than passing interest. 

Before entering upon a more detailed discussion, jit might be 
Fell to state the result of more general observations in this line. 
The desirability of the electrical system of traction, the extent of 
Ша adoption, and consequent extent of the demand of the central 
лер for supply, will depend upon the earning capacity that can 

demonstrated. The value and present cost of the same work are 

known factors. The question remains, what is its cost under 
new conditions? Under practical conditions of operation, a 
а having а life equal to 1,000 ton-miles will drive a vehicle 
eighing a ton 1,000 miles, or a vehicle weighing two tons 500 
For purposes of illustration of the possible cost of this 
let us assume that this battery costs $500. It willthen be seen 
each cab mile covered in the latter instance will cost $1; which 
laris ; Of course, be prohibitive. Nevertheless, it is a/fact that 
series have been made and marketed, and, what is still more 
5 have been so misused in practice, so as to have a life 
Nr above assumed. Suppose the average life of the battery 
ao times that assumed, the new cost per cab-mile will be 20 
с raged Stages of any industry conditions are often found 
ing are € practical results of which, though startlingly disappoint- 
ae у met and overcome; and especially is this true where 
атайды) 13 an important one, and where capital and skill are 
tion, a zd Anis is most certainly true of the art under considera- 
" within the past year advances have been made that аге 
ЕА the extreme—advances that are destined to reverse 
rte verdict, and to place the art of electric road traction by 

€s high above possible criticism. 


-Read ak the meet oori a к= ирик а a E 
of Chi eeting of the National Electric Light Association 
Chicago, May 24th, 1900.— Western Electrician, 


Taking unity as a basis of the battery factor in the cost per mile, 
we will proceed to introduce the variables as to weight and cost, and 
to note the results. Suppose we assume that the heavy battery is 
about half tne total weight carried. Engineer Maxim, in his Mil- 
waukce paper, says 45 per cent. This is close enough to 50 percent. 
for present purposes. 

First, assuming a battery of same capacity to weigh one-half, it 
will at once be noted that the vehicles carrying a battery of only 
one-half the present weight can easily be made one-eighth lighter, 
giving a total reduction of weight of one-fourth plus one-eighth, or 
three-eighths. The capacity remaining the same, the lighter com- 
bination, or new carriage, will be propelled unity divided by 625, 
or 1:6 times its former mileage. This factor—1‘6—represents the 
new mileage, yielding the new cost per mile of five-cighths, or 625. 
In the above calculation it has been assumed that the lighter 
battery costs the same as the heavier battery, or twice the cost per 

ound. 

j Light battery costing the same per pound as heavy battery, the 
cost is now reduced to one-half, but the battery is of the same capacity, 
and will propel the vehicle 1:6 times its former mileage. Intro- 
ducing this factor, we have a new cost per mile of lessthan one-third 
(.31). 

c M reductions in cost per pound of battery have been made 
during the past year. Let us now assume the following :— 

Light battery costing one-half per pound of the heavier battery, the 
cost becomes at once one-half of one-half, or one-fourth ; but we must 
still introduce the mileage factor of 1:6, which yields 15, or a cost 
per mile of one-seventh (.155). | 

In the above calculations we have assumed only the original life 
of the batteries, with no renewals. It is found in practice that 
vehicle batteries with the renewals cost about one-half the first cost 
of battery, and the life by renewing is extended half the former 
period; a condition, it will be observed, that does not alter the cost 
factor per mile. 

It has been found that a battery when exhausted weighs as much, 
and is possessed of its full quota of chemical Pb., and though hereto- 
fore it has been difficult to recover any portion of its original cost, 
at present, with the batteries of one maker at least, it is possible to 
recover and re-use the exhausted material over and over again, at 
slight additional cost, the original total investment in lead being 
practically the only investment required. 

Assuming, now, that these renewals be made at half original cost, 
and that the batteries be carried through only four such renewals, it 
is found that the whole battery cost and energy produced throughout 


_its extended life is six-tenths of that during the first period, which 


alone has been considered above. Introducing this factor in the 
last result, we find a cost per mile of practically one-eleventh (.094). 

Advances in the art have, however, gone further than reducing 
the weight of battery by one-half, and it is now possible to 
obtain on the market batteries of excellent life that have their 
original capacity with one-third the weight. With such a battery a 
vehicle required to carry one-third weight of battery can easilv be 
made one-sixth lighter, making a total reduction of the combined 
weight of one-third plus one-sixth, or one-half. This battery, having 
the same capacity, will push the lighter vehicle a distance of unity 
divided by one-half, or twice the mileage possible with the heavy 
battery, or at a rate of cost per mile of one-half (.5). 

The last result assumes that the light battery (one-third weight) 


costs the same as the heavy battery. : 


Light battery costing same per pound as heavy battery, the weight 
being only one-third, the cost will therefore at once be one-third. 
But it will still drive the carriage twice the mileage, yielding a total 
cost per mile of one-sixth (.166). | 

Light battery costing one-half per pound, there being one-third 
the weight, the cost will at once be one-sixth; the battery, still 
having the original capacity, will propel the carriage twice the 
mileage, as above, and will yield a total cost per mile of one- 
twelfth (.0833). 

Carrying this battery through a course of four renewals under the 
conditions above stated with reference to renewals, we find that 
through the extended life of the battery the cost per mile has been 
(.0833 x .6 = .5) equal to one twentieth (.05). 

The realisation of these sweeping reductions in cost is all- 
important. The results are evidenced as follows: — Vehicles with 
live load, total weight of 1i tons, have yielded 1,000 miles per dis- 
charge with batteries weighing less than 1,000 lbs. Partial 
realisation of the desirable features yielding the results above given 
will work economies that are proportionate. "Theabove calculations 
are given not only as indicating the high point that has been 
attained in the development of traction batteries, but also as indi- 
cating the line in which future effort should be directed for still 
further advancement. 

As showing the position of this country in this most important 
work, and especially the recent developments and advances on this 
side, reference will be made to the competitive tests recently con- 
cluded in Berlin, in connection with the International Motor Car 
Exhibition in that city, which were productive of important and 
valuable data regarding electric-motor vehicles. Not the least 
interesting is the average weight of battery to the ton-mile. This 
figure is named as 28 lbs. per ton-mile, but recalculation shows it to 
be nearer 30 lbs. 

It will be seen in the test recorded from the German authority 
quoted earlier in the paper, that the values of 30 and 51 lbs. per 
ton-mile were assigned. Values in this country for vehicles most 
frequently range between 28 and 50 Ibs. As the result of experience, 
the author would state that this value should be held at or below 10, 
and vehicles that can easily show this value are in daily commercial 
service ; which makes an extremely favourable showing. So light 
a battery lends itself readily to the duplication of batteries referred 
to as creating the necessary diversity factor. The results of the 
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battery tests, so-called, made under the auspices of the Automobile 
Club of France, recently concluded, indicate that the best results 
must be expected from batteries in which the active material is 
retained with, or its retention in place upon the gird is materially 
aided by, the use of proper envelopes; this being especially true 
with traction batteries. Furthermore, every means should be 
employed to shield the battery and to insulate the same thoroughly, 
not only electrically, but especially against jar and vibration. It 
has been demonstrated that concussion and molecular vibration are 
factors tending most scriously to disintegrate the clements. A plan 
has been devised that seems destined to secure this result; it affords 
a cushion support for the individual plates by the simple device 
of rendering the cap of the plate supports within the receptacle 
elastic and yielding, thus allowiug it to perform the function of a 
cushion. 

As a result of the past five years’ observation of and close contact 
with this most engrossing work, the author can assure station 
managers that tho time has arrived when traction batteries, under 
conditions of vehicular traffic, are making excellent records and 
showing commercial results that are most satisfactory. At last, this 
element of greatest mystery and uncertainty, and the one that has 
beclouded the electric-vehicle world from the first, has cleared from 
the horizon, leaving only known factors, with which we may deal 
with certainty. 

The success of the electric vehicle being thus assured, a steadily 
increased demand for current is sure to follow, which will result in 
large business. This field belongs to the central station by right of 
discovery; but history repeats itself, and the opportunity will be 
lost if the territory is not occupied and its resources developed. 
The central station organisation and equipment is the proper 
guardian and natural source of expert service and attendance for 
both battery and machinery, and will be naturally looked to to 
foster the interests that it shares with the vehicle operators. It 
has not been demonstrated that central station owners should not 
be the principal operators themselves. Much can be said in favour 
of such a combination. In any event, they should closely ally 
themselves with this important industry, and the earlier a pract cal 
experience is had by the station men themselves, the sooner will 
they understand the needs of the business, and the sooner will they 
be prepared to guide their patrons into a successful and wide- 
spread use of electric road traction. 
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OPERATING ECONOMIES IN CENTRAL 
STATION PRACTICE.* 


By W. L. ABBOTT. 


In every central station there grows up a characteristic system of 
practices, good, bad or indifferent, due partially to peculiar environ- 
ments and partially to the ability of the operating force. Through 
natural selection the best of these practices are gradually crystal- 
lised and become the unwritten code of rules for the direction of 
the internal affairs of the station. Some of these practices, while 
the very best for that station in which they originate, may prove 
very unsatisfactory when transplanted into other stations, yet it is 
largely due to the cordiality with which central station managers 
impart to and adopt on trial from each other, new methods, that the 
present rapid improvements in operating details are being made. 
It is in the hope that some of the methods herein outlined may be 
new and feasible in other places that these suggestions are offered. 

The saving and renovating of waste and oil is an ever-present and 
variously handled question in all stations. Some simply use the 
waste until it is oil-soaked and then burn it under the boilers; 
others go to the other extreme, and use wiping towels, which are 
carefully saved, washed and used over again. We favour a middle 
course, using a good quality of waste, first on the finer parts of the 
machinery and then for coarser work, after which it is put through 
& washer consisting of & train of rolls over which hot water is 
running. This extracts nearly all of the oil, and much of the dirt. 
The oil and water are caught in a receptacle, the oil separated and 
passed to the oil purifier, and the waste is put into the drier. 

This is а sheet-iron box 30 inches square and 6 feet high, filled 
with shelves one above another made of wire netting and spaced 
about 10 inches apart, for the reception of waste to be dried. The 
case stands a few inches from the floor, and in the bottom, which is 
open, isa steam coil. A door occupies one full side, and to the top 
is connected an 8-inch galvanised pipe leading to the boiler 
breeching for the purpose of obtaining a draught. The wholething is 
quite simple and inexpensive, yet it will thoroughly dry a charge 
of 200 lbs. of damp waste in a few hours. This dry waste is some- 
what harsh and knotty, but has better absorbing qualities than new 
waste, and we use and wash it over and over again. In practice the 
oilers are allowed but 3 lb. of new waste on a shift, to keep а 
1,200-н.р. engine clean, but they are allowed all of the washed waste 
they want. 

In separating oil from waste it is difficult to say which is the by- 
product and which the direct product, as from 100 lbs. of oily waste 
we get 40 lbs. each of oil and waste, and one product is about as 
valuable as the other. 


The amount of engine oil used at our Harrison Street station, I 


* Abstract of a paper read before the annual convention of the 


1 Electric Light Association at Chicago. American Elec- 
rician. 


think, has been reduced to the lowest possible minimum, as it 
amounts to only about 50 gallons of new oil each month. This is 
obtained by catching and re-refining all the lubricating oil used 
On our machinery, which is quite readily possible on vertical 
engines. The drains from our crank-pits are carried down into the 
oil refiners, and the oil from the waste is all saved and put through 
a purifying process. I have spoken of oil refiners, and of refining 
the oil, instead of filters and filtering the oil, for the reason that we 
have no filters and do no filtering, but purify the oil by settling and 
boiling. 

Our filters consist essentially of three tanks, the first of which 
receives the oil from the engines mixed with cylinder drips, and 
water from the journals, &c. When this enters the first tank, 
which is, say, half full of water and half full of oil, the water and 
oil separate ; the water going to the bottom, where it is drawn off 
through a trap, and the oil going to the top, to be drawn off through 
an overflow. From the first tank the oil flows to a second tank, in 
which is a steam coil under a pressure of approximately 100 lbs. 
This heats the oil up to about 250, at which temperature the water 
is driven off in the form of steam. Owing to the surface tension of 
the oil around the small globules of water which is held in suspen- 
sion with it, the water will not vaporise at a lower temperature. 
This tank is of such a capacity that the oil is about two days in 
passing through it. From the second tank the oil goes into the 
third tank, where it is allowed to stand about the same length of 
time, and where any sediment it may contain will be deposited. 
From the third tank the oil overflows into a large storage tank, 
where it is kept until it is drawn off to be used. 

The question of cylinder lubrication was once a very perplexing 
one for us, but after studying and experimenting, we settled the 
question in such a way that it has not been opened for several years. 
We had great trouble with cylinder oil, and much difficulty in try- 
ing to find an oil which would lubricate all of the cylinders of our 
triple-expansion engines from one lubricator. We have not found 
such an oil, and do not expect to. We could find an oil which 
would lubricate the high pressure cylinder, and we could find an oil 
that would lubricate the low pressure, but we could not find a com- 
bination which would lubricate all of the cylinders perfectly. We 
have, therefore, adopted an oil which will lubricate the high pres- 
sure cylinder excellently, the intermediate moderately well, while 
the low pressure shows only a slight trace of oil. Аз there is no 
cutting or scratching in the low pressure while it runs dry, and as 
the high pressure cylinder makes a prompt and vigorous protest if 
allowed to run dry for a few moments only, we have adopted the 
oil which will give the best results in the high and let the low be 
content with what it gets. 

We use a heavily compounded high fire-test oil fed into the steam 
pipe near the throttle, and find that a gallon of oil so fed will give 
good lubrication for a 1,200-н.р. engine for 12 hours, I have seen а 
compound engine of this capacity fed at the rate of nearly a gallon 
an hour without obtaining satisfactory lubrication ; the whole trouble 
lying in the fact that the oil was not adapted to the particular con- 
ditions under which the engine was working, and I think this may 
account for the unmeasured praise or unstinted abuse which different 
brands of good oil receive from different engineers; and I think, 
furthermore, that the difference between a good oil and a poor oil 
made from high fire-test stock lies almost wholly in the amount and 
kind of compounding. 

In arranging an operating force and the pay roll of the central 
station, the superintendent should carefully arrange his force so 
that he would at all times have men enough to take care of the 
amount of work on hand, and at no time have a surplus of help. 
Further than this, a considerable saving in money can be made by 
paying the operatives partially in hopes and promises. By this | 
mean to have a well-defined and well-known line of promotion, and: 
let each one know his position in that line and know that his chances 
for promotion depend upon his ability, fidelity, and length of time 
in service. The most demoralising and disorganising practice that 
can be introduced into a central station is to put a new man, the 
relative of some official, or the friend of some politician, into a 
desirable position over the heads of equally good men who have 
borne the drudgery and hard work of inferior positions, hoping and 
expecting that when there was a vacancy in a better position they 
would have the preference. 

In many stations the force is divided into a night gang and a day 
gang, the day gang going off as the night gang comes on, nnd vic 
versá. I do not know that this practice is as general now as it was 
formerly, but I never thought it was well adapted in central station 
work. In the first place, the hours аге too long, and in the next 
place it does not give the best distribution of labour. The number 
of men in the station does not vary according to the load. The 
practice which we instituted several years ago, of bringing thc 
men on one or more at a time, an hour or so apart, and letting them 
off in the same way, we find can be made to exactly meet the 
requirements of an uneven load, and enables us to rotate the 
different men of the same class through all the different shift- 
during the course of one or two months, thus making the work and 
the hours of all exactly alike in the cycle. 

At the end of each week the schedule is made up for the week to 
come, for each of the different classes of operatives interested, and 
this is posted on Saturday night, so that as the men go Off work on 
Sunday, they can see what shift each will have during the coming 
week. These schedules are altered from week to week, incrensed 
or diminished as regards the number of men, and changed in forn 
to conform to the varying conditions of the load curve. As we 
are not sure what the load will be from day to day or a week ahead 
we are obliged to provide men enough to take саге Of What wa 
assume willbe the reasonable maximum. It is, of course, impossible 
to meet the requirements exactly without breaking a man in two 
and using the pieces in non-consecutive times of the day, but with 
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s little care and study it is possible to arrange the schedule to very 
nearly meet the exact requirements. | 
The greatest péssibilities for saving or wasting about a steam plant 
am undoubtedly in the coal pile, but as it is a dirty proposition, 
sand many of its features are not well understood, the subject does 
not receive the consideration to which it is entitled. The average 
ambitious engineer will spend much time and care on his engine to 
de eure that the indicator cards are perfectly symmetrical, that the 
points of cut-off are equal, the release in time, and that the com- 
nee rises to meet the admission in a smooth rounded curve. 
isis proper and commendable, yet the same time spent in studying 
the conditions of combustion in his furnace might show him a way to 
make а saving in fuel fourfold greater than is possible in the final 
refinements of the indicator cards. 
A firoman whose wages amount to, say, 20 cents an hour, will 
bum during that time fuel costing 10 and 15 times as much as his 
wages. It would not be possible by any sort of driving to save half 


otha wages, but it is readily possible, by properly watching and 
йыш; the fireman to save double his wages in coal. In the 
fitt plus great care should be exercised in the selection of the coal 
fabewsed I believe that the cheapest coal is that kind which has 
amount of combustible for the least amount of monoy, 
Мей the furnaces are of the proper kind and ample in 
n to make the required amount of steam from them. The 

ү cheapest kind of Illinois screenings, costing less than $1.50 per 
06, will not have less than 10,000 B. T. U., per pound, and the very 
Le bot Eastern lump, costing $4 a ton, will not have more than 
Ю BTU. per pound. This means that for equivalent heating 
aloes, the ерш screenings cost about half as much as the 


ing selected the coal, the next problem is how to burn it 
It is commonly understood that 12 lbs. of air are needed 
MN; burn 1 lb. of coal. It is also commonly supposed that 
Mee about twice this amount of air passes through the fire, 
much actually passes, and under what conditions are 
results obtained, it is impossible to determine without 
MU analyses of the flue gases. Fortunately, this has now 
very simple operation, and one which can be performed 
Моо by any one competent to take charge of a large 


testa often show the most surprising and disappointing 
m The analyses are made to determine the percentage of 
ym dioxide in the flue gases. Under perfect conditions it can 
a as 20 per cent., but it is not unusual to find samples 
ang as low as 2 per cent. of dioxide. This brings down the 
for two reasons. First, the gas in the fire-box is diluted 
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гөк a of cold air and cooled down; and, secondly, the 

the by pet pound of weight being increased, it passes 

It ; iler more rapidly and does not give up so much of 

F more is. almost. paradoxical that, within reasonable limita, 

gei are eooled down in the furnace by the admission 

i the е they MS pass away from the boiler. The 
excess of air in the fl i i 

toe Nght lots and а Сны онн ue gases are running boilers on 

during тө жр Pr the load is much higher for a few hours than 

the day, the tendency is to have too many boilers 


in service during the period of light load. The natural result is 
that the fires are run thin, that grates get bare in places, and a great 
volume of air is drawn in, only a small portion of which comes in 
contact with the fuel. 

An engineer may be aware that he is not getting the results 
which his tests lead him to believe he should have, and yet, in a 
boiler room where several men are working, it is exceedingly 
diffieult to fasten the blame on any one of them unless he can 


. examine the chips they make; in other words, the flue gases. 


In order to follow intelligently the work of the individual fire- 
man, we have installed in our boiler room a device called the 
econometer, through which is induced a small current of gas from a 
boiler breeching. The weight of this gas moves a pointer across a 
dial, and as the weight changes with the composition, the pointer 
indicates continuously the varying percentage of carbon dioxide in 
the flue gas. From this device are run individual pipes to the 
breeching of each boiler, and all is so arranged that samples may be 
drawn from several boilers and tested in a few minutes or a con- 
tinuous test may be made of the performance of any one boiler. 

Readings taken from this instrument at regular and short 
intervals when plotted form a curve which is a very comprehensive 
record of the conditions of combustion during the time of observa- 
tion. A few of such curves I submit herewith. Fig. 1 shows the 
results of a test made to determine the relation between boiler 
efficiency and percentage of carbon dioxide. The results show that 
within the limits of the test the two are almost directly proportional. 
Fig. 2 shows the results of skilful and even firing. Fig. 3 shows 
what occurs when a fire is cleaned in a leisurely manner; first the 
dioxide dropped to 1 percent., then followed a charge of coal which 
got the furnace in good working condition, but as the fire was not 
replenished during the next 15 minutes, it burned so thin that it is 
doubtful if the boiler was making steam at all. The latter part of 
the curve shows the automatic improvement in the fireman as soon 
as he observed that he was under surveillance. 


DiscussioN or Мв. ABBOTT'S PAPER. 


In answer to questions by Mr. Scovil, Mr. Abbott stated that the 
curves Shown were the results of hand firing, and that the com- 


pany purposed to instal automatic stokers in the immediate future. 
Automatic stokers, he said, can be made to show almost any kind of 
results but do not require nearly so much skill to get good results as 
is required with band firing. Mr. Doherty took issue with Mr. 
Abbott on the statement that coal having the greatest calorific value 
for a given cost should be used, Mr. Doherty's opinion being that 
the class of coal which will produce the greatest amount of steam 
for a given cost should be the basis of selection ; many coals which 
are not high in specific calorific value are much higher in efficiency 
because they give a higher flame temperature and produce a greater 
activity in the furnace. In answer to a request from Mr. Cahoon 
for the details of his method of analysing flue gases with the econo- 
meter, Mr. Abbott referred the question to Mr. A. Bement, who 
explained as follows :— 

If the conditions prevailing are those of a thin fire or a strong 
draught and the indication of carbon dioxide shown by the econo- 
meter is low, it is an indication of an excess of air; if, on the other 
hand, the fire is thick or tbe draught low, and the indication is low, 
it is proof of incomplete combustion. "The reasons are in the first 
case the total volume of gases is increased owing to the large 
amount of air present and which is not used, causing the carbon 
dioxide to be small in amount in relation to the total volume ; 
second, the carbon dioxide is less with incomplete combustion, 
because carbon goes to carbon monoxide instead of to carbon 
dioxide. If the indications of the instrument are irregular it shows 
an uneven condition which may be, and usually is, accompanied by 
both an excess of air and incomplete combustion. If the highest 
carbon dioxide obtainable in a furnace is 15 per cent. and the 
instrument indicates less than this, it is apparent that something is 
wrong, and any change in firing conditions is immediately and 
automatically indicated. 

For a chemical analysis we use the absorbing econometer, a modi- 
fied or improved form of the Oreatt, which I consider bas some 
advantages. I have also used a method by which it was possible to 
gather a gas sample and make analysis for carbon dioxide and 
carbon monoxide at two-minute intervals. I found, however, 
that the method, which is excellent where there is little 
oxygen present, is not satisfactory when oxygen exceeds about 3 per 
cent. The absorbing econometer is a very simple instrument; it is 
used for carbon dioxide determination where the gravity instru- 
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ment is not available. The gas is pumped into a measuring and 
absorbing chamber where it is confined and by the movement of a 
partition the gas is brought in contact with the reagent, the 
reduction in volume is indicated on a graduated tube by a water 
column at atmospheric pressure. This is the most rapid of all 
chemical instruments. I have been able by its use to determine 
carbon dioxide at one-minute intervals while riding on the front 
end of a locomotive, and also to make 75 analyses and 75 observa- 
tions of temperature of escaping gases, and make a record of each, 
in 75 minutes. 

The carbon dioxide determination is so easily and rapidly 
obtained that it is more useful than more elaborate analysis. We 
always employ the more elaborate methods of analysis where it 
appears that such are the best means to obtain the desired 
information, and these investigations would not be confined to the 
two carbon oxides and oxygen if there was occasion to go further, 
but would be extended to hydrogen and hydrocarbon compounds. 
The only rapid method of determining carbon monoxide that I am 
aware of is that which I employ. It is very expensive and rather 
difficult, and the cost of the apparatus was about $200, and while 
very interesting I consider that it can have no industrial appli- 
cation. 

In answer to & question from Mr. White, of Cincinnati, Mr. 
Abbott stated that the cost of an econometer equipment such as the 
one used in the Chicago Edison station, for a station of ordinary 
size, operating two orthree boilers, would probably be $175. 


SOME DEVELOPMENTS IN THE USE OF 
"PRICES GUARD-WIRE IN INSULATION 
TESTS. 


By Pror. W. E. AYRTON, F.R.S., AND T. MATHER. 


EvERYONE who has to test very high resistances, such as those of 
short lengths of cable and of good joints in insulated wires, cannot 
fail to appreciate the immense advantage of using Price's “ Guard- 
Wire f in eliminating errors due to surface leakages. Continued 
experience confirms the opinion expressed by one of us in the 
discussion on Mr. Appleyard's paper in 1896; and in our third 
paper оп Galvanometers,“ read before the Physical Society in 
May, 1898, we showed how the principle could be applied to 
galvanometers, shunt-boxes, &c. 

For tests made by the “direct deflexion" method the guard-wire 
properly applied affords complete protection against surface leakage 
where theends of the cable tested are near the galvanometer, so 
that it is possible to have the wire connecting the conductór of the 
cable with the galvanometer terminal “ air-insulated." 
however, arises when the ends of the cable are at a considerable 
distance from the testing instrument; this may render “air 
insulation" of the lead impossible, and so the leakage from the 
lead must be measured and allowed for. As this “lead leakage” 
may be as large as or larger than that through the mass of the 
insülation under test, the convenience and accuracy of the measure- 
ment are somewhat impaired. It therefore occurred to us that a 
guard-wire applied to the lead along its entire length would prove 
of great value in cases such as the one under consideration. The 
most effective as well as the simplest way of doing this is to use a 
concentric wire to connect the cable and galvanometer, the inner of 
the concentric being used as the “lead,” and the outer as the 
“ guard- wire." ` 


TA 


FIG. 1. 


The arrangement is shown symbolically in the sketch above. It 
will be readily understood that so long as the insulation resistance 
of the outer of the concentric is high compared with the internal 
resistance of the battery, the method indicated gives complete pro- 
tection against lead leakage and surface leakage, even if the 
concentric be laid along the ground for a considerable distance. 

Other instances in which special applications of the guard-wire 
principle have been found convenient have arisen in cases where it 
has been necessary to determine whether a defective piece of cable 
was bad throughout, or bad owing to one or more isolated faults. 
When two tanks are available and one of them can be moderately 
well insulated from earth, the method of procedure is to coil about 
half the cable in each tank, remove the metal sheathing (if any) 


* Read before the Physical Society, January 26th, 1900. 

f ELECTRICAL Review, Vol xxxvii, p. 702 (1895). See also 
Appleyard on “ Dielectrics,” Phil. Mag. xlii. p. 148 (1896); Proc. 
Phys. Soc. Vol. xiv., pp. 257, 264. | 


; See Phil. Mag. October, 1898, p. 368, and Proc. Phys. Soc., Vol. 
xvi., p. 191. 


A difficulty, ' 


from a short length, say 1 inch, of the cable between the two tanks, 
and connect the guard-wire with the insulated tank as well as wrap 
it round the insulating covering near the extrentity of the cable, as 
shown in fig. 2. In the case of braided and other unsheathed cables, 
the covering of the portion between the two tanks need not be 
removed. An insulation test applied under the above conditions 
gives the resistance of the part of the cable in the earthed tank, and 
а comparison of this with the insulation resistance of the whole will 
show whether one half is worse than the other half. By repeating 
this test with say one quarter of the cable in the earthed tank, and 
the remainder in the other tank, the question of local v. general 
leakage may be decided. | i 
Instead of two tanks, two drums, one of which can be fairly well 
insulated, might be employed, or one drum and one tank used, for 
we find that after the braiding of a cable has been thoroughly 
wetted it acts as a fair conductor for several hours, even on а dry 
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day. It is, therefore, not essential to have the part tested completely 
immersed, although, of course, immersion is conducive to constancy of 
temperature. Sufficient connection with the wet braiding can be 
made by wrapping bare wire round it. If the cable be long 
this may be done at several places along its length. 

By employing the twodrums above mentioned, faults in braided and 
other unsheathed cables can be readily localised, without in any way 
injuring the cable. After connecting the guard wire with the insu- 
lated drum, the wetted cable is wound from the earthed drum to the 
insulated one, the galvanometer being connected with the inner 
conductor during the process. When the fault passes to the insulated 
drum a sudden diminution of deflection occurs. 

In some cases we have only used one tank (the earthed one in fig. 
2) in testing part of a coil of cable, the remainder being first wetted 
and hung up on a wooden beam supported between two tables. By 
inserting metal sheets connected with the guard wire between the 
beam and the tables, errors which might otherwise arise from surface 
leakage are eliminated. | | 

The guard wire properly applied gives complete protection against 
surface leakage errors when the tests are made by the “ direct 
deflection" method, but in the “loss of charge” test it is desirable 
to make measurements both with and without a guard wire. Unless 
this be done, one cannot be sure that surface leakage is not 
influencing the results obtained. 

A little consideration will show that if any surface leakage exists 
a guard wire will tend to keep up the potential of the inner con- 
ductor during the period of “insulation,” and therefore cause the 
insulation resistance to appear greater than its true value; whereas 
if no guard wire be used, surface leakage will facilitate discharge and 
cause the insulation resistance to appear less than its true value. If, 
however, the two tests give about the same result (care having been 
taken to properly discharge the cable between them) we have proof 
that the effect of surface leakage is inappreciable. It is frequently 
more expeditious to make the two tests above mentioned than to 
clean and coat the ends with paraffin wax in such a way as to make 
one feel confident that no surface leakage exists. 

In making the guard wire measurements it is desirable to put the 
guard as near the braiding or sheathing as practicable, consistent 
with keeping the resistance between the guard wire and the sheath- 
ing high compared with that of the battery. Ву so doing, any error 
due to the guard wire is lessened, for the path over which surface 
leakage can occur is made as long as possible, and nearly equal to 
that over which leakage takes place when no guard wire is used. 
An approximate correction is then possible, even when the two 
tests with and without the guard wire dò not give the same result. 

Suppose, for example, the swing of the fe sings needle on 
the first charge is s; divisions, and з, 3; wera the swings oh recharge 
after the same period of insulation with and withgut guard wire 
respectively, then the value of the recharge swipg, if no surface 
leakage existed, would be given by the expression d 
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The preceding formula is generally sufliciently accurate for 
practical purposes, but it is possible to obtain absolute accuracy in 
the use of the guard wire with the “loss of charge insulation test 
in the following way :—Instead of maintaining the potential o£ the 
guard wire constant, while that of the insulated conductor is stuadily 
falling, cause the potential of the guard wire to fall at t me 
rate as that of the insulated conductor. Then no electritity can 
pass between the conductor and the guard wire, and surface leakage 
will be absolutely prevented. | 
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A potentiometer and an electrostatic voltmeter can be conve- 
neatly employed in carrying out this experiment, and it is 
interesting to remember that the Thomson and Varley potentio- 
meter was originally devised for the special object of enabling the 
кайла! of one conductor to be made to diminish as the potential 
a mother conductor steadily fell by leakage. This was not, of 
coarse, in connection with the use of Price’s ingenious guard wire, 
bat in the days of the old ''divided-ring electrometer,” before it 
эм known how to make a quadrant electrometer with the deflections 
directly proportional to the P.D. to be observed, and when, therefore, 
azero method had to be employed in carrying out the “loss of 
charge” insulation test. | 
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FAULT TESTS FOR CABLE GORE.“ 
By ROLLO APPLEYARD. 


Taz following method of localising faults has been found especially 
шве] for braided core, and for core protected by ozokerited-tape. 
It does not require these coverings to be removed or eut. Fig. 1 
shows a convenient arrangement of tht test. Drums А and в are 
mpported upon ebonite bearings. The electrical connections are 
those of the "direct deflection " method, with the addition of a 
wire, CD, called the “guard wire." The guard-wire terminates at 
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c ia s rubbing contact piece, which may be a metallic brush or a wet 


sponge. The ends of the core are brought out through the flanges - 


ai е drums For the sake of clearness, the ends in fig. 1 are 
enn comected directly to the testing circuit; in practice each 
ead of the conductor should be connected to the iron axle of its 
corresponding drum. Contact with the testing circuit can then be 
made through the brass bushing of the ebonite bearing of drum в. 
А wet cloth attached to an earth-wire, shown on drum 4, can be 
either upon a or B. In the case of bare core it is convenient 
de corer the whole length from a to В with damp cloth. | 
„Ж! in core may be (1) single, (2) multiple, or (3) distributed. 
They may vary in resistance from zero to comparatively high 
1. is probable that for each class of fault there is a par- 
mats best suited for determining its position. But, what- 
Mer the nature of the fault, the guard wire will be found а most 
useful aid to localisation. il 
сае а single fault of low resistance passes through the con- 
x € its presence is indicated by a sudden fall in the deflection, 
galvanometer is at that moment automatically short-circuited 
conductor of the cable. Note that the galvanometer is 
pletely protected. Simultaneously the battery is connected 
directly unt fault, and generally burns it out. - 
it thus localised should be removed, by cutting № away 
: e, and temporarily repaired. The core can then 
vil Rita ре through о. If there are several faults, the deflection 
& In m m succession passes the guard-wire. 
yarda, of dee of faults distributed along several inches, or even 
intermediate Sore, the bad portion can always be brought to the 
choald firs stretch from a to B. For this purpose, the earth-cloth" 
CM upon a, and the deflection noted ; it should then 
ines ede the corresponding deflection observed. This 
winding core ЖЫ er the faulty portion is upon a or upon B, and by 
lengths. and by es faulty drum to the good drum, in measured 
tona the fs ult; mparing corresponding successive pairs of deflec- 


along the bad. ulty portion is in this way located somewhere 
card "irc between c and B, it is clear that by moving the 
the c 
— ТО de ко the gatvanometer is thereby more and more 
м ш lt is uniformly distributed, the fall of deflection 
The rate at whi d proportional to the distance thus traversed by c. 
with the it falls as c moves towards B can be compared 


Fate of falli \ i 
between o idg when good core is substituted for the HEY 
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Read before the Physical Society, January 20th, 1900. 


BLAST FURNACE GAS. 


IN the mass of evidence, good, bad and indifferent, that was pre- 
sented to the Committee on the power Bills, there was some by Mr. 
Harris, who is usually distinguished as-Sir F. Bramwell's partner. 
Mr. Harris had something to say on blast furnace gas, but what he said 
was far from correct. Hedid not himself see any advantage in using 
it in gas engines. Well, that is neither here nor there, and we did 
only deplore his myopia. But Mr. Harris proceeded to say that the 
gas was best used under steam’ boilers, and all the steam produced 
could be utilised as at present. Now it is well known that the 
peculiar quality of the poor gases renders them very unsuitable for 
steam raising. They burn with a transparent flame, carry no 
solid carbon, and have poor heating effect. Sometimes they are so 
poor as barely to ignite or burn. 

. Used to produce power in gas engines, these same gases will pro- 
duce six times the power that can be got from them as steam 
producers, and if we assume that at present all the steam they will 
raise is needed, there remains still five times the power asa saleable 
surplus. 

ur German rivals are making great endeavours and using blast 
furnace gases for power purposes on a large scale. France also is doing 
something, so is Belgium, though it makes no acknowledgment 
of the English origin of the system. A few of our own leading 
English ironmasters have taken up the question, and it is well 
recognised that blast furnace gas can be most economically 
employed. Of course, it cannot be taken direct from the gas main 
to the engine. It carries too much dust for this to be possible, 
and no claim is made in this country that some purifying apparatus 


` is not necessary to cool the gas and free it from dust, and it is to be 


feared that the attempts made by some gas engine makers to force 
the sale of their engines upon customers with the idea that no 
cleansing of the gas is necessary will be productive of a set back to 
the process. It should be clearly understood that blast furnace gas, 
like all other producer gas, requires to be freed from its contained 
dust. This done, it will not clog the engine, and will freely ignite 
in the usual Otto cycle, and it may be calculated upon as possess- 
ing about 100 thermal units per cubic foot. The difference 
necessary in an engine to utilise it is simply the usual alteration in 
the relative proportions of gas and air inlets, as compared with 
those of an engine using rich or illuminating gas. » : 

Scientific progress is not so rampant in this country that England 
can afford to throw away what is estimated on the smaller basis of 
German iron manufacture to be worth 23 millions sterling per 
anum. Yet this possibility is dismissed by Mr. Harris! | 


THE STATUTORY PROTECTION OF ELEC- 
TRICAL SUPPLY COMPANIES. 


(BY A LEGAL CORRESPONDENT.) 


WHEN an action is brought against an electric supply 
company for negligence, nuisance, or failure to supply 
electricity to some consumer within their district, the 
defence that the company is vested with statutory powers 
and obligations is often set up. In answer to a charge of 
negligence, owing to which the plaintiff has suffered injury 
in personal estate, it is not infrequently urged that inasmuch 
as the company were acting in pursuance of an Act of 
Parliament, they are wholly exempt. In answer to a charge 
of nuisance the same plea is heard, while to the complaint 
that the company has failed to supply electricity, the .com- 
pany very naturally replies “ Certain penalties can be 
enforced against us, therefore an action does not lie.” It is 
interesting to consider these questions, in order to see how far 
undertakers are protected by statute. 

Primá facie the electric supply company, in the conduct 
of its business, is entitled to no further privileges than a 
private corporation. How far, then, do the Electric Lighting 
Acts and the various statutes incorporated therewith 
indemnify them from the consequences which must of 
necessity flow from the conduct of an industry which cannot 
fail to be dangerous at certain times in some of its branches? 
The answer to this question, based upon mature consideration 
of the Electric Lighting Acts, 1882-1899, and the cases which 
have been decided thereunder, is that electric lighting com- 
panies, in spite of the benefits which they confer upon the 
community, are in no better position than other companies, 
the conduct of whose business necessarily involves a certain 
amount of danger and annoyance to the public. 

It might be said with some show of reason that in con- 
ferring the right to supply electricity the legislature impliedly . 
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bestowed the right to do every act, whether lawful or not, 
incident to such supply. A consideration of the Electric 
Lighting Acts, however, soon dispels this notion. 

Thus it is provided by Section 17 of the Electric Lighting 
Act, 1882, that in tlie exercise of their powers in relation to 
the execution of works, either under that Act or any license, 
order, or special Act, the undertakers shall cause as little 
detriment and inconvenience and do as little damage as may 
be, and shall make full compensation for any damage done. 
The amount of the damage, if not agreed upon, is to be 
determined by arbitration. With regard to this section, it is 
important to notice that іле compensation referred to is for 
damage occasioned by the execution of the works, and not by 
their use when constructed [Shelfer е. City of London 
Electric Lighting Company (1895), 1 Ch., 287]. 

In the case of Hornby v. The Liverpool United Gas Light 
Company [47 J.P. 231], a gas company, for the purpose of 
their undertaking, broke up the concrete pavement of a 
street within the limits of their special Act. In the course 
of such work a servant of the company, in striking the con- 
crete with a pick, caused a piece of the concrete to fly up 
some distance and break a plate-glass window upon adjoining 
premises. In an action by the owner of the premises to 
recover damages, it was decided that the company were liable 
under Section 6 of the Gas Works Clauses Act of 1847, 
which was incorporated in their special Act. In the course 
of his judgment in this case, Carr, J., said :—‘ The cases 
have decided that where there is direct damage done to the 
property of other persons, and the act through which the 
damage is caused is one which is legalised by statute, the 
right of action is taken away, and proceedings for compensa- 
tion are provided instead ; but there is nothing in the Act to 
show that it was intended that the gas company were to be 
at liberty to break up thestreets, and in the course of doing 
so to break windows upon either side of the street should 
that be the necessary consequence of breaking up the streets, 
and to doso without making any compensation.” | 

As if to make the liability of an electric supply company 
still more clearly defined, a section was inserted in a 
later Act of Parliament, which is incorporated with 


every provisional order. Thus by Section 77 of ` 


the Electric Lighting (Clauses) Act, 1899, it is pro- 
vided that undertakers shall be answerable for all 
accidents, damages, and injuries happening through the act 
or default of the undertakers, or of any person in their 
employment, by reason of, or in consequence of, any of the 
undertakers’ works, and shall save harmless all authorities, 
bodies, and persons by whom any street is repairable, and all 
other authorities, companies, and bodies collectively and 
individually, and jtheir officers and servants, from all 
damages and costs in respect of those accidents, damages, 
and injuries. Nor are they protected from liability for the 
results of nuisances. Thus by Section 81 of the same Act it 
is provided that nothing in the special order shall exonerate 
the undertakers from any indictment, action, or other pro- 
ceedings for nuisance in the event of any nuisance being 
caused or permitted by them. These sections pre-suppose 
that damages could have been claimed by the injured party 
whether the undertakers are acting under statutory powers 
are no. An injury for which no action could be sustained at 
common law would not entitle the plaintiff to relief. Thus 
suppose, in the course of their workings, an electric lighting 
company were to divert water percolatingthrough the soil, 
and so deprive the plaintiff of the supply to his well. No 
damages could be claimed. [Upon this point see New 
River v. Johnson 2 El. & El. 435; 29 L.J., M.C. 93: 6 
Jur., N.S. 374; 8 W.R. 179.] 

The following epitome of certain sections of the Gasworks 
Clauses Act, 1847 (10 V., c. 15) and the Gasworks Clauses 
Act, 1871 (34 & 35 Vict., c. 41), which are incorporated 
with the Electric Lighting Acts, set forth the liability of 
electric supply companies in connection with the uprooting 
of streets, &c., and will show how far the common law 
rights of the public as against a supply company, and of the 
supply company against the public, are affected by statute, 
It is provided by Section 6 of the Act of 1847 that under- 
takers may, under certain circumstances, break up or repair 
the streets within the limits of their special Act, doing as 
little damage as may be in the execution of the powers 
thereby or by the special Act granted, and making compensa- 


tion for any damage which may be done in the execution of 
their powers. They cannot, however, lay down pipes or 
wires in, or enter upon any private land or land not dedi- 
cated to public use, without the consent of the owners or 
occupiers thereof [Section 7]. Moreover, in the case of 
streets, bridges, or sewers, &c., which the undertakers intend 
to break up, no step can be taken until notice bas been 
given to the person or persons under whose control the same 
may be [Section 8], and even then all the works must be 
conducted under the superintendence of persons having such 
control [Section 9]. Streets, &c., which are broken up 
must be reinstated without delay, roads must be fenced and 
lighted while opened, and must be kept in repair for a cer- 
tain time after reinstatement [Section 10]. Failure to con- 
form with the provisions of Section 10 involves a risk of 
incurring penalties [Section 11]; while if the undertakers 
make default in reinstating streets, the person or persons 
having control of the same may do the work and recover the 
cost from the undertakers [Section 12]. 

Passing from the consideration of the liabilities of under- 
takers as defendants in such actions, it becomes important to 
consider their rights of action against persons who in any 
way interfere with their lines or works. ‘The fact that the 
offence is one which may be punished by the infliction of 
penalties at the instance of the undertakers scems to be no 
bar to an action at law, unless, indeed, the statute expressly 
takes away the common law right. No such clause can be 
found in the Electric Lighting Acts. 

In this connection reference may be made to Section 20 
of the Gasworks Clauses Act, 1847 (10 & 11 Vict., c. 15), 
which applies to electric supply companies. It is there pro- 
vided “ that every person who shall carelessly or accidentally 
break, throw down, or damage any pipe, pillar, or lamp 
belonging to the undertakers, or under their control, shall 
pay such sum of money by way of satisfaction to the under- 
takers for the damage done, not exceeding five pounds, as any 
two justices or the sheriff shall think reasonable.” This 
section, which provides for the recovery of а ti 
penalty of £5, is insufficient to afford adequate protection to 
an electric lighting or power supply company whose property 
may be injured to a much greater extent. For instance, 
damage done to the trolley wire in a street might involve 
serious logs to a tramway company. For this reason it is 
important to notice that Section 20 of the Gasworks Clauses 
Act, 1847, does not oust the jurisdiction of the civil Courts. 
So in the Crystal Palace District Gas Company v. Idris and 
Co., Limited [64 J. P., 452] which was decided a few 
weeks ago, a lamp-post, the property of the plaintiffs, was 
knocked down by the negligent driving of the defendants 
servants. The plaintiffs brought an action in the County 
Court. It appeared that a summons had been taken out 
under the above section, to which an objection was lodged 
on the ground that the remedy provided by the Act 
was one against the person who did the act com- 
plained of, and not against his master. The magistrate 
dismissed the summons, relying on Harding v. Barker 

53 J.P., 38]. The County Court judge held that 
is jurisdiction was not ousted, and awarded damages. 
In this he was upheld by the Queen’s Bench Division, 
Mr. Justice Channell saying :—“ Lamps in the public streets 
are prima facie a nuisance as a hindrance to traffic, but they 
аге au-horised by Act of Parliament to be put in the streets, 
and if one accidently knocks one down, then, of course, the 
only remedy is under Section 20. But that section contains 
nothing to oust the ordinary remedy against any person 
liable at common law ‘for negligently knocking them dowa, 
whether the person liable for such negligence be the person 

who actually knocks down the lamp or not." 


—— 


HIGHER PRESSURE SUPPLY. 


[COMMUNICATED. | 


NATURALLY this question has at last come up prominently. 
Its discussion has, however, been somewhat one-sided. On 
the one side we find expert electrical engineers, all engaged 
in, and personally interested in, the distribution and supply 
of electrical energy at a profit; on the other we have th 
consumer who is persuaded that electric light and power ar 
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advantages to him. He, however, is ignorant regarding the 
factors of electrical energy. The advantages of low pressure 
ot high pressure, and their disadvantages, are not within 
bs ken. 

Үе сап all agree with the engineers running municipal 
{пе supply stations, that high pressure has considerable” 
and profitable advantages in distribution ; that fact was 
common knowledge before some of them were born, But 
must electricians who have had practical experience in 


advising and acting for consumers of electrical energy would 


ure that there its advantages end. 

The only advantage to be expected by the consumer in 
changing over from low to higher pressure, is that he may 
thereby get his energy cheaper, the distribution costing less. 
If, therefore, the supply engineer can save by changing over 
to higher pressure, the consumer has a right to expect a 
redaction in the cost per unit of energy delivered. Have 
sch reductions been made? 

It is now, however, becoming well known that the increase of 
pressure increases the cost of electric light and power on the 
consumer's premises. First, because high pressure lamps are 
less economical and less durable than low pressure lamps; 
and a lamp with two filaments costs more to make than a 
ашр with one filament, Secondly, motors of the small 
gms mot commonly used on supply systems are more 
сеу and less durable than on low pressures. Thirdly, the 
"he electric system on his premises, to be paid for and. 
maintained by the consumer, is more expensive on the higher 
mesure. As a plain matter of fact, the whole of the 
"Ipenae of changing over, both in first cost and maintenance, 
falls on the consumer, and he is not in a position to know its 
affecta on him for a time. 

An intelligent consumer recently asked the question, 
“What am I to gain by working at 250 volts instead of 
110?“ The same man wanted to know why some changed 
over to 200, others to 220, 230, and 250. Not being a 
«nesulting electrical engineer to municipalities, it was impos- 
able to explain this puzzle to him. 

The first experience the writer had of 250-volt supply was 
in an installation of 15 motors from } H.P. to 7 н.р. In the 
fire, month's run 11 motors failed and had to be re-wound, 
and that after paying an extra price for them on account of 
tne higher pressure. The same firm had run 110-volt 
tors for eight years without trouble arising, and now their 
engineer wants to know, © What is the good of 250 volts ? " 

La it be clearly understood that the great gain in high 
pressure is in the distribution only, so that the consumer 
can only participate in this gain by a reduction in price per 
unit, such reduction to be sufficient to more than counter- 

the extra cost to him in using the higher pressure. 

Of conre, at present the consumers’ interests need not be 
mach consid If he does not like high pressure he can 
ave ib: the demand seems to exceed the supply under any 
crreumstances for electric light. 

For motors the case is somewhat different; motor users are 
generally alive to their commercial interests, and if municipal 
supply does not meet their wants they can generate their own 
supply at any pressure they please, and under the best con- 
ditinns for their work, 

gher pressure has come, and come to stay, 18 
ieee and lamps, motors and other “translating 
тен, as our Americans say, shall be made to meet it; but at 
еи and for some time past, these devices have not 
: x Changed over " with perfect success. 

Vae of scq, кага] engineering seems to be in a chronic 
1. hi бы: Бе over " continuous current systems from low 
~ change 5 leaving plenty of scope for further 
da 2 Ba current systems can “change over" from 
"e B nuntous, ог to polyphase, and then leave many 
th Oye” posible in frequency and in pressure. And 
ander ы! for “ change overs” exists in plants put up 
the last 10 шы е consulting electrical engineers within 

I: 
anu ce hoped that the large schemes now before the 
тац От generating and distributing electrical energy оп 
: “45 Kale shall “oh » . 

Aber who wil change over from these engineers to 
any ~ A put down a system which will not require 
large schemes 1. within the next 50 years at least. "These 

are, however, not in the hands of the kind of 


men who rule the destinies of municipalities, and are, there- 
fore, most likely to have far-seeing skilled electrical engineering 
talent in their councils. 

It is too late now. to attempt the most needed of all 
change-overs in municipal plants, namely, to make them all 
uniform—continuous supplies, all 250 volts; alternating 
арро all at same frequency, same pressure, and all two- 
phase. 

These big schemes have an immense future before them. 
If properly set out at the ‘start, they must in time effect a 
wonderful transformation in manufacturing, and, to a large 
extent, scatter the over-crowded centres over wider areas, 
Wherever these generating stations are set up, north, south, 
east, or west country, they should all be on one plan, 
uniform, that everything connected with them may be 
standardised. 

With the sad spectacle of the municipal chaos in. every- 
thing electrical, it will be amazing if the blundering in this 
respect is repeated. | 


NEW PATENTS AND ABSTRACTS OF 


PUBLISHED SPECIFICATIONS. 
NEW PATENTS, 1900. 
Compiled expressly for this Journal by W. P. Тномрвои & Co., El ‘otrical Patent 


. Agente, 822, High Holborn, London, W. C., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


14,086. “Improvements in wireless or Hertzian telegraphy.” A. C. Brown. 
Dated August 7th. 

14,101. “Improvements in coils or helices for electrical purposes.“ W. G. 
Heys. (J. Scott, R. Varley, and J. C. Anderson, United Bates). Dated August 
7th. (Complete.) | | 


14.104. Improvements in electrodes for the use in electro-chemical 
processes." О. LAUCENER. (A. Vogelsang, Germany. Dated August "th. 
(Complete.) 


18,184. “Improvements in or relating to electrical traction." E. J. PENNING. 
TON. Dated August 7th. 

14,139. “Improvements relating to electric railway systems." W. B. Pvnvis. 
Dated August 7th. (Complete.) 

14,164. А new or improved insulator.” Н. Traum. Dated August 7th. 

14,170. A quick make-and-break switch for electrical purposes.“ H. H. HiLL. 
Dated August 8th. 

14,212, ** Improvements in or relating to electric furnaces.” A. J. Bovrr. 
(The Union Carbide Company, United States.) Dated August 8th. (Complete.) 

14,215. “Means of fixing electrical appliances to cei'ings, walls, furniture, 
and the like." J. KORNER, P. KORNER, and E. MaHLa. Dated August 8th. 

14,237. A safety device or fender for electric tramways or the like." C. 
ZIMMERMANN. Dated August 8th. 

14,248. “ An improved electrical replacement indicator.” A. ECKSTEIN and 
А. E. MITCHELL., Dated August 9th. 

14,275. “Improvements in and relating to electro-chemical or copying tele- 
graphs." G. C. Dymonp. (The Kopier-Telegraph Gesellschaft mit beschrankter 
Haftung, Germany.) Dated August 9th. (Complete.) 

14,281. ‘Improvements in telegraphy by means of alternating currents and 
imperfect contacts." G. FERRIE. (Date applied for under Patents, &o., Act, 
1883, Sec. 103, January 9th, 1900, being date of application in France.) Dated 
August 9th. (Complete.) j 

14,288. “Improvements in electro-magnetic apparatus for jacquards.” J, 
SzczkPANIK and L. KLEINBERG. Dated August 9th. 

14,289. "Improvements in electric switches.” A. W. B. PrAnsow. Dated 
August 9th. (Complete.) 

14,824. “Improvement in arc lamps." 
W. J. L. Sanpy. Dated August 10th. 

14,337. An electric releasing apparatus for pneumatic pressure brakes 
A. BRUGGERMANN and DEUTSCHE WAFFEN UND MUNITIONS FABRIKEN. Dated 
August 10th. | 

14,354. “Improvement in magnetic separating apparatus.” 
Ong MILLING SYNDICATE, LiMITED. (Т. A. Edison, United States). 
August 10th. 

14,355. “Improvement in magnetic separating apparatus.” THE Epison ORFE 
MILLING SYNDICATE, LiMiTED. (T. A. Edison, United States.) Dated August 
10th. 

14,967. “Improvements in electrical contact apparatus." K. DE KANDO. 
Dated August 10th. (Complete.) 

14,968. ‘Improvements in liquid rheostats operated by means of compressed 
air.“ C. рк KAN DO. Dated August 10th. (Coniplete.) 

14,373. “ Improvements in and connected with electrical fuseboards.” H. O. 
FannELL. Dated August lith. 

14, 3881. Improvements relating to rail points and overhead switches in elec- 
tric tramways.” W. CARTER and J. BownEy. Dated August lith. 

14,409. “Improvements in electric meters." J. Harus. Dated August ш. 
(Complete.) 

14,420. “ Improvements in combined electric meters and demand indicators." 
J. G. Lorrain. (А. Wright, at present on the high seas.) Dated August 11th. 

14,422. “Improvements in switches and apparatus for use in starting and 
controlling electric motors.“ A. Н. Adams. Dated August llth, 


Е. W. 8мгтн, A. J. Smits, and 


D 
, 
. 


THE Еріком 
Dated 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Mesers. W. P. THomPaon 
and Co., 899, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


$0,008. ‘‘Imprevoments in the manufacture of metalile covers fer electrica! 
switehes, cut-outs, and the like." M. Lawtea ( as J. Lawton & Sone). 
Dated September 21st, 1898. Relates to the manufacture of metallic covers for 
switches, &c. The covers are made from thinned metal blanks, parts of which 
are left thick for receiving & screw thread, &c. 'The blanks are stamped, 
pressed or rolled out of a thick plate, and the rolls, &o., аге 80 formed that the 
centres or edges of the plate are left sufficiently thick. The blank is then cupped 


or dished to the required shape. 2 claims. 
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24 116. " An lenge өтөй electricity meter." C. Sohmidiin. Dated November 
15th, 1898. Relates to energy meters. А clockwork drives a counter and 
rotates a conductive dise, its speed being made proportionate to the power раяѕ- 
ing by breaking the disc by a magnet carried by the movable coil of an electro- 
dynamometer. The magnet moves from the edge towards the centre o the disc 
8s the power increases. A lever is weighted to bear on the disc and stop it, 
when not held away by the main current passing in an electro-magnet. The 
clockwork may be wound electrically, and any suitable governor is used to limit 
ite maximum speed. Quantity meters are constructed similarly, except that he 
electro-dynamometer and magnet are dispensed with, and the disc rotates within 
two stationary coils, one of which carries a constant shunt current to produce 
the maximum retardation, while the other carries the current to be measured in 
a direction to reduce the offeot of the shunt current. 2 claims. 


24,133. “А new or ed or enclosed аго electric lamp." H. Hirst and 
Н. Bevis. Dated November 16th, 1598. Relates to arc lamps. An open or 
enclosed arc is struck and regulated by the varying length of a hot metal strip 
or wire laid round porcelain pulleys on two stationary supporting rods, and 
electrically connected in series with the carbons, One end of the strip is sup- 
ported adjustably by a slide and a nut on a fixed screw. The other end 18 
attached toastirrup and a spring by which the strip is kept extended. The 
stirrup bears on a knife-edge on a lever which is supported by two lateral knife- 
edges on stationary bearings; the long arm o the lever is linked to an ordinary 
clutch in engagement with the upper carbon. Extension of the strip by heating 
thus allows the spring to turn the lever so that the clutch engages and lifts the 
carbon. This carbon is placed in a holder which slides ina slotted tube under 
pressure of а light helical spring. 4 claims. 


24,104. “Au improvement in electric incandescent shade holders and the 
11ке and a device for use in connection therewith.” . M. Bradley. Dated 
November 16th, 1898. Relates to holders for incandescent lamps. A nut for 
securing a shade or the like against a shoulder оп а lampholder is provided with 
two opposite slots to receive the ends of special tool for applying the nut to the 
holder within the shade. The tool consists of a handle carrving a fork and а 
spring plate, the ends of which stand a little distant from those of the fork, to 
grip the insides of the slots in the nut when inserted therein. А separate spring 
plate may be used on each arm of the fork. 4 claims. 


24,172. ''Prooess for obtaining a permanent electrical contact at the covers ef 
voltalo ceils.” H. Schloss. Dated November 16th, 1898. Rela es to connections. 
In cells having air-tight covers carrying terminals with which the plates are 
connected, the contact surfacesof both the terminals and the plates are amalga- 
mated with a mercury solution to ensure good connection. 1 claim. 


24,190. “An improved neotio oireuit-broakor.” H.H. Lake. (W. M. Soott.) 
Dated November 16th, 1898. elates to underload magnetic circuit-breakers, 
and to supplemental contacts for taking the spark. The main contact bar is 
carried by a rod sliding in sockets. To the rod is pivoted the lever carrying the 
aimature of the electro-magnet and the resetting handle. A projection on the 
lever carries a friction wheel engaging a fixed guide plate, so that when the 
armature is held up by the magnet, the contact bar is held against the contacts. 
A spring forces the rod back when the armature falls away. To the rod is also 
pivoted a lever carrying the supplemental contact arm which engages with the 
contacts in shunt with the main contacts. A spring gives a quick break, the 
positive movement being secured by pins. 6 claims, 


24,196. '' тезинен канае plates, dishes, and the like.” С. Н. Kahres. Dated 
November 10th, 1898. elates to apparatus for heating plates, dishes, &c., while 
on a dining table. A vessel constructed to receive an ordinary plate or dish, 
&c., is fitted with an electric resistance coil, through which a current is passed 
when required. The coil is covered by a perforated plate. The apparatus is 
fitted with connecting wires and a switch, or a single switch may be used for a 
set of warmers. 1 claim. 


24,284. "An improved switch for ineandesoence or glow electric lamps in which the 
filament is subjected te a preliminary heating effect apart from tite lighting ourrent."" 
H. Hirst. Dated November 17th, 1898. Switches for incandescent lamps having 
a filament and a heating appliance. The apparatus is described with reference 


in асаа, and is too complicated for description without reference thereto. 
claims. 


24,206. “| in forming filaments or the HHko for Incandescent or 
lew electric lampe." H. Hirst. Dated November 17th, 1898 Relates to incan- 
escen lamps. Filaments which are conductive when hot are made from 

organic material dipped ina saturated solution of a refractory earth, or in a 
creamy mixture of a powdered insoluble salt or oxide with water and a binding 
material, dried and heated gradually to a high temperature, these operations 
being repeated until the resulting filament is sufficiently dense. The organic 
material may be cotton, thread, hore-hair, celluloid, or any suitable twisted, 
plaited, or woven vegetable or animal fibre. The solution preferably contains 
six parts of zirconium nitrate to one part of yttrium nitrate ; magnesia and 
thoria are also mentioned, The dipped threads may be submitted to ammonia 
to produce hydrated oxides. The threads may be cut in lengths and secured in 
loops on mounted platinum wires before dipping, by which the joints are also 
coated, or the threads may be treatedin long lengths. 4 claims. 


24,307. ** А precese for the electrolytic extraction of zino and other metals from 
eres or waste containing them.” J.C. Fell. (W. Strzoda.) Dated November 17th, 
1898. Pulverised zinc ores, or waste containing zinc, such as zjnc-ash, are 
placed in an electrolytic tank, the electrolyte employed being a caust® solution, 
such as а 10 per cent. solution of caustic soda. Cathodes of zinc or iron are 
used, some of which inay be locse and arranged to lie upon a wooden lining 
horizontally at the bottom of the vat. The anodes are of carbon or metal, and 
are arranged vertically at small intervals apart. The zinc and other metals 
present, such as cadmium, lead, copper, silver, gold, &c., are first dissolved by 
the caustic solution, and then immediately deposited by the current in the 
cathode. The liberated gas causes a constant agitation of the liquid during the 
process, After the removal of the electrodes, the mass left is filtered, and the 
zine finally separated from the other metals by distillation. 1 claim. 


24,366. ents in electric batteries." Н. J. Hadden. (Columbus 
Electricitate m, b, M.) Dated November 17th, 1898. Relates to a 
sealed battery in which the electrolyte. may be thickened in consistency, and 


short-circuited, or it may be supplied o the armature windings, in which case 
the fleld-windings are short-circuited. Instead of providing each field magnet 
poe with а sectional winding. a similar effect may be obtained by means ofa 
single coil embracing the central portion only of each pole, For reversing the 
motor, the field magnet ring may be wound with two sets of coils, arranged at а 
suitable angle to each other and connected to a switch for bringing one or the 
other into action as required. 4 claims. 


724,438. ''imprevement in or in connection with the construction of dry voltaic 
celis, accumelaters, and secondary batteries." С. M. Stead. Dated November 
19th, 1898. Relates to dry batteries and consists in the use of peat moss, pre- 
ferably ground to a very fine powder or flour, as an absorbent for the electro- 
lyte. .In the case of primary batteries, the moss may be mixed with plaster of 


Paris and whiting. 4 claims. 
24,468. “improvements in connection with electric aro lamps." W. N. 
Stewart aad H. Н. Wells. Dated November 19th, 1898. Globes for enclosing the 


arcs of electric lamps are made in parts to facilitate moulding and cleaning, 
their pecks being formed to fit the carbons or carbon holders. The globe шау 
be made in halves separating lengthwise or transversely, one half fitting 1nto 
the other. The lengthwise globe is held closed by rings on the ends. The two 
parts of the transverse globe may be made unequal; one part may be merely а 
cover for the main portion. In another modification, two such covers fit into 
the ends of a cylindrical part. 2 claims. 


24,487. ''improvemeats in or relating to collectors for electric street railways 
with overhead condmotors." С. Steiner. Dated November 19th, 1898. Collectors 
for use with overhead couductors. The wheel is mounted loosely on the head 
which is curved with a radius equal to the length of the pole. Z claims. 


24,632. ''Eleotrio cables for high tension currents." B. J. B. Mills. (La Societe 
Francaise des Cables Electriques Systeme Berthoud, Borel et Cie) Dated 
November 21st, 1898. Cables for high tension currents аге built wp of a central 
stranded core of bare wires surrounded bya layer of insulated conductors. 
Several such single cables may be combined with insulating material to form а 
multiple coil. 2 claims. 


24,633. ''improvements in or relating to converting electrical energy into 
mechanical motion." W. P. Thompson. (C. S. Bradley.) Dated November glos, 
1898. Relates to a method of utilising single-phase currents for opersling 
electric motors, particularly railway vehicle motors. One element of the motor 
is supplied through brushes with single-phase currents, derived from the trolley 
conductors, while the other is supplicd with polyphase currents, obtaimed from 
the single-phase currents of the mains by means of a phase transformer. The 
rate of alternation of the polyphase currents is varied by means of a motor 
generator. Condensers are inserted between the mótor-generator and the 
motor for the purpose of varying the speed of the motor. The load of the motor- 
generator and consequently the rate of alternation of the currents may be 
siinultaneously varied by mounting on its armature shaft a conducting disc 
which moves in the field of a magnet, the excitation of which is controlled by а 
variable resistance. The invention is also applicable to stationary motors, 
fixed connections with the mains being then employed. 7 claims. 


24,660. ‘‘An eleotro-therapeutical and massage apparatus.” 0. Schneider. 
Dated November 91st, 1898. A massage roller for treating local diseases and 
constructed to apvly electricity or medicinal preparations is made of any 
suitable cross-section, hollow, and of wooden strips with intermediate metallic 
strips alternately connected to metallic end pieces. The axle is provided with 
insulating rollers, &c. A contact pin with spring and 8 contact spring connect 
the end pieces to wires extending through the handle and thence to q suitable 
source o electricity. The interior of the joller may be charged with cod liver 
oil, or other emulsions, &c., by removing the plug. The liquid is ejected 
through valves consisting of a projecting tubular nipple with openings at its 
lower end supported in an open metal socket with a spring between its inner 
end and tbe bottom of the socket. To prevent conduction of electricity by the 
liquid the metal strips extend only partially through the roller, the interior of 
which is coated with sbellac, &c. The roller is connected by a flexible shaft to 
a tly-wheel driven by a regulated electromotor. To connect the flexible shaft to 
the roller it square end is inserted in the end of the axle and the thumbscrew 
is tightened to connect the sleeve of the frame with the coupling piece of the 
shaft tube. Similarly the other end of tbe shaft is held by a screw in the hub of 
the wheel, and the coupling piece by a screw in & sleeve of the supporting 
bracket. 3 claims. 


24,669. ‘Improvements in electrically propelled road vehicles.” H. G. Morris. 
and P. G. Salom. Dated November 21st, 1898. Relates to electrically propelled 
road vehicles having the motors carried by the front axle directly under the 
passenger seat, and the batteries carried by arear extension supported by the 
rear axle, the operator’s seat being mounted above this rear extension, as in the 
ordinary hansom cab. The motors are carried on the front axle, and the motor 
shaft pinions gear with he toothed wheels of the front wheels. Bach moto: 
axle, carries a brake disc, so that the brake is applied to the motor direct by 
means of the chains and levers acting on the shoes when the foot-plate is warked 
by the operator. The vehicle is steered by turning the rear wheels. Swivel 
locks are pivoted to the brackets on the rear axle,and have journals extending 
into the hubs of the wheels. Through the medium of levers and rods the 
operator can manipulate the blocks by the hand lever, and so steer the carriage. 
The box-shaped extension carries the batteries, and is closed at the rear en! 
by the tailboard. The speed controller is mounted directly ander the operator's 
seat, and is operated by the lever. 7 claims. 


24,670. "improvements connected with electric batteries." W. L. Rawson. 
Dated November 22nd. Relates to batteries of that class in which electricity is 
generated by the oxidising action of a fused salt upon a molten metal or allos 
separated from it by a porous pot or diaphragm, the oxidised metal being rv: 
duced by carbonaceous gases and the salt being recuperated by oxygen or aii 


which is forced into it. The invention is described as applied toa battery in 
which the outer and porous cells are both made of magnesia, and the molten 
Ап 
electrode. The other electrode may be the inlet pipe for air to the fuse salt; the 
pipe preferably extends horizontally along the porous pot, and is perforated to 


metal is lead, in which is immersed a cast-iron plate serving as 


gub-divide the nir streams. The invention consists, firstly, in main taining th: 


consists in interposing in between the electrodes and the main cover an oil- 
soaked blanket so that an air space is left between it and the electrodes. The 
cover has а gas exit in it. 1 claim. 


24,371. '' Improvements in the regulation ef alternating current electric motors, 
also te distribution systoms.” The British Thomson-Houston Company, 

Limited. (C. P. Steinmetz) Dated November 18th, 1898. Relates to a metho 
of regulating the magnitude or phase of the currents in a multiphase system hy 
inserting or withdrawing resistances or other devices in the various branches тз. 
circuits successively rather than simultaneously. The invention is specially“ 
applicable to the regulation of induction motors. A diagram is used forreference, 
and is too complicated for description. 7 claims. 


24,370. ‘improvements in telephonic apparatus.” F. L. Muirhead. Dated 
November 18th, 1805. Relates to an arrangement of telephonic apparatus on 


board ship and in other places. A bracket on the front of a junction box carries 
& transverse tube leading to the receivers. The transmitter is attached to the 
tube so as to rotate with it. Circuit contacts are also controlled by the tube. 
The ear-piece tubes are arranged, one fixed and one hinged, so as to allow the 


ear-pieces to grip over the ears when the apparatus is raised to its operating 
position. 3 claims. 


84,404. “Improvements in insulating and support ‘electric conductors.” 
L. Hacketbal. Dated November 18th, 1898. Con sio are insulated with & 
woven fibrous coating impregnated and coated with & mixture of red lead or 
litharge and linseed oil. The two wires of an overhead metallic circuit are 


attached toone insulator and are arranged to cross. 2 claims. 
24,416. “improvements la 


necessary heat in the battery by supplying to it a combustible gas sach as water 
or producer gas, coal gas, petroleum, &c., and a supply of oxygen Sufficient to 
combine with the combustible materal, but not to oxidise the molten metal. Th: 

invention also consists in causing the pumps supplying the conbustible gas, an:| 
the air to be driven by an electric motor operated by the current of the cell, 
so that the speed of he pumps may vary directly with the output of the cell. 
When water gas is used as the combustible gas, the products of Combustion 

consisting of carbonic acid, steam, and nitrogen, may be used to heat the in- 
coming air, but are preferably led back to the gas producer, and used as the ra» 
material for the production of the gas instead of the steam which is generally 
employed, 2 claims. à 


24,026. “i ements in and relating to microphones.” E. Mardy and 
R. Ploard. Dated November 22nd, 1898. In microphones, whether we. 
as telephones ог as telegraph receivers for sounds produced to represent n 
code when vessels are in distress, &., the microphone circuit is employed to a 
оп а recorder magnet so as to produce a trace. The microphones are s. 
described as being fitted in two or more positions on board a vessel so as 
locate the position of any sound. The signals may be received in this case 
telephones or as telegraphic records. The microphone is arranged with , 
diaphragm mounted іп a ring and having an insulated carbon Or other 4... 
secured at its centre. Four or more balanced pivoted arms carry carbon 
other pencils to make contact with the disc. The arms haveadjustable balant: 
weights or springs. The arms are pivoted in insulated blocks and have one., 
the pin bearings in each case provided with mercury to ensure good ë elect; 
contact. 10 claims. Е 


і № 


alternating current meters.“ W. Langdon-Davice. 24,641. “I vements in secondary batteries.” N. H. Edgerton and д p 
Dated November 18th, 1898. In order to obtain a great starting torque, the fleld Masters. Dated November 22nd, 1898. The battery is made up е 


Of se vo 
superposed trays, each composed of two layers of dissimilar metals, one of a Б: 
may be of zinc, while the other may be lead, On the lead plate із placed a ta... 
of red lead, over which is laid a layer of powdered or granulated charcoal 
which rests the tray next highest in the series, and the vacant spice above | h 
charcoal may be filled with any insulating cement or liquid to Prevent t 
evaporation of the electrolyte. The plates are held in place im a O&sinr | | 
means of a screw bearing on a wooden cross piece. 6 claims. = tU 


magnets are constructed in the form of a drum-wound slotted continuous ring, 
with no projecting pole-pieces, and their windings are so distributed as to make 
the magnetic density strongest at the centre of each pols face, instead of uniform 
as described in Specification No. 18,870, A. b. 1895. The armature is provided 
with & continuous winding, coupled at intervals to commutator bars having 
brushes arranged on a line inclined to the magnetic axis of the field magnets. 
current may be supplied to the field windings, in which case the brushes are 
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SOME valuable information should be forthcoming next week 
for the benefit of those engaged in practical engineering if 
we may judge from the subjects to be presented at this 
year’s meeting of the British Association to be opened next 
Wednesday in Bradford, Especially should this be the 
case in the domain of electric traction, which is the chief 
topic of interest, both in municipal circles and. private com- 
pany enterprise, at the present time. There is much still to 
be learnt concerning the best ways and means for carrying out 
electric locomotion, more particularly with regard to rapid 
transit, and we are glad to see that so much attention is 
being paid to the solution of the various problems under- 
lying the best and most economical use of electricity for 
traction both in cities and between important centres of 
industry. ; 

The first paper to which we draw attention is that of 
Mr. Mallock on * Resistance and Acceleration of Trains 
Measurement of the Tractive Force," in which he proposes 
to give an account of the recent experiments made by him 
on electric and other railways to determine the acceleration, 
the tractive force, and the running. resistance to which 
trains are subjected. This is an important matter, and we 
hope it will give rise to a really valuable discussion. As we 
pointed out last week, it still remains a question so far as 
acceleration is concerned as to whether future electric rail- 
ways will employ locomotive and trailer cars, or whether 
each carriage shall carry its own motors. 

Mr. Gisbert Kapp has recently described a meter for 


. measuring tractive force on electric. tramcars, which seems 


to possess some very good features; but when he tells us that 
air resistance has not mneh influence on speeds up to 30 km. 
per hour, he only reiterates what the late Robert Sabine 
published in 1883. In the ELECTRICAL REVIEW for June 
16th of that year, Mr. 
able manner the work of an electromotor set to actuate any 
locomotive system in (1) accelerating the train; (2) the 
(3) adhesion of the contacts ; and (4) resist- 
ance of the air. This article, entitled * Electric Locomotion 
— Limitation of Speed," might be consulted with advantage 
to-day by electric traction engineers. 

Mr. Mallock’s paper will be followed by some interesting 
particulars about the proposed Liverpool and Manchester 
electric high-speed railway, contributed by Sir W. H. 
Preece. Our readers are probably familiar with the evidence 
tendered before the Parliamentary Select Committee, and 
which was published in our issues of May 18th aud 25th of 


Sabine discussed in a very admir- 


rolling pull ; 


this year. 


The chairman of the Committee, Sir John Kennaway, said that 
they had heard with great interest the evidence laid before them. 
It appeared to them that the monorail system which was suggested 
for the proposed railway was likely, when fully matured, to make 
an important contribution to the development of railway traffic at 
high speed. In certain important respects, however, the present 
scheme was seriously incomplete. More particularly the evidence 
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had not satisfied them that a safe method had yet been made of 
effectively applying brake-power to trains running at the high rate 
of speed proposed. Apart, however, from such considerations, the 
Committee were of opinion that the proposed line had been laid 
out without adequate and reasonable regard to existing interests, 
bearing in mind that the intermediate districts did not participate 
in any of the advantages of the railway. The Corporation of 
Salford would seem to have just ground for complaint in respect of 
the interference of the proposed line, aud the use of land at Liver- 
pool required by the Mersey Docks and Harbour Board for the 
construction of additional docks had weighed seriously with the 
Committee. The Committee were of opinion that in all schemes 
put forward for giving further railway access to the herrt of great 
cities, the question of underground approach ought to be considered 
and adopted where practicable. On these grounds the Committee 
were of opinion that the preamble of the Bill was not proved 


Ve hope that Sir William Preece has information to lay 
before the British Association, especially with regard to the 
effectual stopping of high speed electrical. trains, which will 
enable the project to again be brought forward. 

Mr. J. G. W. Aldridge will deal with “The Automobile 
for Electric Street Traction,” when we may possibly hear of 
some developments in accumulators towards securing to our 
crowded streets an ideally perfect means of vehicular propul- 
sion, as there are several secondary batteries now in course of 
trial which promise well. The three papers above ennmerated, 
together with that of Mr. Gibbings on “ The Design and 
Location of Electric Generating Stations,” on a- large scale 
for supplying electric power and lighting to large districts, 
are the most engaging from the heavy enginecring point of 
view, although interest will be well sustained in the joint 
paper by Mr. Barker and Prof. Ewing on * A Maximum 
Demand Indicator." 

„Animal Electricity“ will form the theme of the Friday 
evening discourse by Prof. Gotch, and Prof. Silvanus P. 


Thompson is sure to be eloquent and brilliant when’ 


delivering his Saturday lecture to the operative classes on 
* Electricity in the Industries,” a subject which lends itself 
to the lecturer’s charming and easy style, although even he 
will scarcely be able to do full justice to the manifold uses of 
electricity in the service of man which the title of the paper 
indicates. 

If electrical papers are less numerous than in past years 
there is no denying the vital importance of the subjects to 
be discussed, and we anticipate that the advancement of 
electrical engineering during the B. A. meeting of 1900 will 
be of a practical and enduring nature, even if the science of 
the subject is relegated somewhat to the background. 

It would perhaps have been well had there been given an 
opportunity of discussing “ What Pressure is Dangerous on 
Electric Railways with Overhead Trolley Wires." This is 
the subject of a series of investigations which were set on 
foot on account of a dissension between the eminent firm of 
Brown, Boveri & Co., so well known to English electricians, 


and the Swiss authorities regarding the proper pressure for 


two different electric railways to be worked by three-phase 
alternating current, which lines it was proposed to work at а 
pressure of 750 volts. This pressure being regarded as 
dangerous by the authorities, they refused to allow one 
exceeding 500 volts to be employed. 

The firm requested Prof. H. F. Weber, of the Zurich 
Polytechnic, to give an opinion on the matter, and he made 
a long series of investigations of the physiological effects of 
the electric current on tlie human frame, usiug himself as the 


measuring instrument. The experiments were made with 


reference to the special circumstances of the above railways, 
where the current was supposed to be supplied through two 
overhead leads, the rails being used as the third conductor 
of the three:phase system. 

"Two series of experiments were made corresponding with 
the vases :— 

(a) A person seizes the two bare leads with both hand: 
simultaneously, or both of the leads fall on a bare part of 
the body. 

(%) A bare par of a person standing on the railway or 
ona саг comes into contact with one of the leads. 

The main result of the experiments is that all pressures 
between 100 and 1,000 volts must be regarded as equally 
dangerous; consequently there is no reason for not using 
the higher pressures between 500 and 1,000 volts, especially 
us they lead to greater economy. Further, there was little 
chance of the passengers or other persons coming into 
contact with both leacs. ! 

The authorities are said to have allowed the use of 730 
volts after Prof. Weber's investigation, a full summary © 
which ean be found in a paper contributed to the Danish 
Cirilengeneer by Mr. William Rung, C. E., of the firm of 
Brown, Boveri & Co, The matter is of interest to Englisli 
engineers when we consider that the polyphase system has 
been applied to at least four tramway undertakings in thc 


United Kingdom. 


Preparatory Wiring.—It is safe to say that no larm 
building is now erected in the United States without prov:- 
sion being made in it for electric lighting. At any rate, 
this is absolutely true of all new construction in the busine 
centres of not only the big cities, but most of the smaller 
ones down to 100,000 inhabitants. A leading central station 


manager now informs us (writes the New York Le 


World in a recent editorial note) that he notes a growing dis 
position among architects to encourage the introduction o 
electric wires into domestic buildings. Speaking of a city € 
half a million people, he says that within the last three year 
he has seen big flat houses and whole blocks of residences g 
up without a foot of electric wire in them. This, of cours 
is due to the desire to make the initial cost of a building | 
low as possible, regardless of benefits to the occupant. Bi 
our exchange is glad to note, with the afore-mention 
manager, a distinct change in this respect. It is possible | 
mention also semi-rural territory, where the electric ligi 
company gets promptly after every new house and is prac 
cally securing all the new patronage that offers for 11luinin 
tion. That is good policy; indeed, no other should 
considered by a progressive plant. If the wires are Once 
the battle of introducing electric lighting and power is h 
fought and more than half won. Architects and build 
everywhere should be encouraged to provide for wires a 
instal them. 


Through American Glasses.—The U.S. Consi! 
Birmingham has been either ridiculously mis-reporte«l. or 
cannot have been to London lately. Mr. Marshall Налі 
in a recent report home, said in reference to British pros 
in street electric lighting :— A few of the main thorou lit; 
of London will soon be electrically lighted, some poles his 
recently been put into position. A few were pub up as 1 
ago as the fall of 1896, and no doubt the success Of | 
experiment is regarded as warranting extension Om 
lines.“ Clearly we have to cross tle Atlantic to zie 
how backward is our condition in electrical matters. 
what can Mr. Halstead mean? The City of London © 
pany alone has lighted hundreds of аге lamps ita Iso 
streets for years past, not to speak of what is done by 
a dozen other electric supply companies in London 1 
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fHE LEIGH ELECTRIC LIGHTING WORKS. 


Is the year 1895 the Corporation of Leigh applied for 
and obtained a provisional order. A few years later the 
contracts were placed, and the works are now in operation 
onder the control of Mr. John Foster, the manager 
of the Gas, Water, and Electricity Department, to whom we 
are indebted for the information contained in this article. 

As at present arranged, the buildings comprise only the 

ine and accumulator rooms, each 50 feet long by 32 
fet wide, steam being obtained from the boilers of the Gas 
Department, which are arranged to utilise the waste heat 
given off the gas retort furnaces. 

Space is left on one side of engine room to erect a boiler 
house when required. 

The steam generating plant belonging to the Gas Depart- 
ment consists of two Lancashire boilers, 80 feet long by 
8 feet 6 inches diameter, fitted with Deighton’s patent 
corrugated flues, and made to work at a pressure of 130 
be. per square inch. They were made by Messrs. Clayton, 
Bon 4 Co., Limited, the whole of the mountings being of 
Hopkinson s make. Musgruve's superheaters are fixed 
immediately behind, each superheater consisting of 38 1]- 
lech tubes, with 
fhe шпа! safety 
wire, thermometer 
phis, &c. There 
бв iko two sets 
«X Green's econo- 
mers erected, one 
sà to each boiler, 
emiing of 96 
pipes complete with 
"тараз and gear- 


Ts water for 
the boilers is ob- 
„итд from а bore 
ale, and before 
wing into the 


Each feeder panel is complete with ammeter, duplex 
switch, and fuses, also Thomson-Houston recording watt- 
meters. 

The middle wire panel is complete with battery charge 
and discharge switches, battery emergency switches and fuses, 
reversible. ampere-hour meters, polarised ammeter, battery 
voltmeter, and two Weston feeder voltmeters. The whole 
of the ammeters and voltmeters, with the exception of the 
feeder voltmeters, are of Lord Kelvin's multicellular type, 
Messrs. Dorman & Smith, Manchester, being the contractors 
for this work. 

The accumulators are of the Chloride C.R. type, in lead 
boxes, consisting of 240 cells, having a capacity of 1,000 
ampere-hours, and capable of discharging at the rate of 
300 amperes for one hour without injury. The battery is 
fixed on one tier, with ample space to get at each cell, the 
regulating cells being connected to the switchboard with bare 
copper rods run on special insulators, and painted throughout 
with anti-sulphuric enamel. 

The mains were supplied and laid down by Ше British 
Insulated Wire Company, Limited, and are of their three- 


core paper insulated, lead-covered type. The feeders 
were drawn into stoneware casing, the whole of 


the distributing 
mains being laid in 
stoneware troughs, 
filled up. with 
compound. The 
service cables are 
of the two - core 
type, lead - covered 
and steel armoured, 
and are laid direct 
into the ground. 
At present there 
are two triple con- 
centric feeders of 
25, 15, 25 square 
inch — cross-section, 
with subsidiary 
feeders of 15, 075, 
15 square inch 


rr through cross-section. The 
e softening distributing mains 
gos made by . c AM iE kc toe, oo ! | are of 1, 05, 1. 

& — = NM CINE WD RI МЕ ЧАЛ" ы! г , and 05, 025, 05 

Ваші. ...!! e . ELLA triple concentric, 

mm steam main laid complete with 


of onesingle 
i 8 inches т 
місе, with subsidiary mains 4 inches diameter, of lap 
lid steel (wrought) and wrought-iron flanges welded on; 
Е «Brooke's steam dryer and Giepel steam traps are 


AU 


A The steam joints are made with gun-metal rings and 
e cement ; the exhaust pipes are of cast-iron, 10 inches 
As inches in diameter. 


det consisting of a Willans & Robinson two-crank 
hore d engine coupled to a Mather & Platt four-pole 
— -воші dynamo rated at 200 amperes 460 volts. The 
900004 set consists of a Willans & Robinson two-crank com- 
engine with a Mather & Platt four-pole shunt-wound 

» coupled at each end of the crankshaft, each 


2 being capable of giving 135 amperes at 300 volts. 


tes "eb is used at present for charging the battery and for 


ig. At present the engines are running non- 
“€ondensing, but they can with a slight alteration “be ran 
Та the when required. 


е Working Pressure between the outers of 440 volta, and 
oma of three dynamo panels, four feeder panels, and 
- "8 „Are panel. Each machine panel is complete with 


pris Жш automatic cut-out, one field breaking switch 

oe ened with single pole knife switch, shunt regulating 

ampah f, and voltmeter. There is also a Ferranti 
meter in circuit with each machine, 


ытан EveEectricrry WORKS. 


* The generating plant at present comprises two coupled 
one 


the usual discon- 
necting boxes, &c. 
The Wright demand indicator system of charging has 
been adopted, the price being 7d. per unit for the first hour, 
and 24d. per unit afterwards. Meters and indicators are 


free; Chamberlain & Hookham's meters are used. 


ON SOME METHODS OF DETERMINING 
EXPERIMENTALLY THE MOMENTS OF 
INERTIA OF THE ROTORS OF DYNAMOS 
AND ALTERNATORS. 


By ALFRED HAY, B.Sc., M.I.E.E. 


(Concluded from paye 288.) 


Method . Another method, closely allied to the preced- 
ing.one, is the following :—The machine is run up to any 
desired speed, and then the supply of power is suddenly cut 
off (by throwing off the belt or otherwise). A suitable 
speed indicator, by means of which the speed may be read 
off at any instant, is connected to the rotor, so that by taking 
a series of readings as the machine gradually comes to rest, 
the connection between w and / may be determined. From 
these readings a curve may be plotted. We shall call such 
a curve a “retardation” curve.“ The retardation curve 


* The term used by German writers is Auslaufskurve. 
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enables us to obtain dw dt graphically. If the value of the 


retarding torque is denoted by T, then 


de 2 
Tie Ж; (2) 


In this equation T is unknown. In order to obtain a 
second equation similar to (2), and by means of it to elimi- 
nate T, we mount a disc fly-wheel on the rotor shaft, and 
obtain a new retardation curve. If 1' stand for the moment 
of inertia of the disc fly-wheel, then ` 


dw dt 
r= 3 


РА 


the pointer of the voltmeter passed a certain scale division, 
taken as the initial reading, a stop-watch was started ; this 
was stopped again when the voltmeter reading had diminished 
by a certain amount. The machine was once more run up 
to full speed, the current switched off, and the stop-watch 
started at the same initial voltmeter reading as before, and 
stopped at a lower reading than in the first case. By this 
means, the time intervals taken by the armature to come 
down to a number of definite speeds from a certain initial 
speed could be determined. 
Finally, the current taken by the armature when running 

at one particular speed was found, and the value so obtained 


dw, jdt = dwjdt? 


where dw,'// and dw, jdt denote the angular accelerations 
corresponding to the same value of w when the rotor is 
running without and with the disc fly-wheel on respectively.* 

I have not tested this method experimentally, having no 
suitable disc fly-wheel at my disposal. 


was used in calculating the driving power at that speed. 
The value of corresponding to the same speed, and 


obtained from the retardation curve, then furnished the 
means of calculating 1 from equation (3). 
The following set of speed readings was thus obtained :— 


C ee 


w pes 
Time .. ...| 0:13 Бе! 64; 82:112, 127 14.154 17 20 


| | 
i — — — 
Revs. per min. 876 845 751 720 689 | 626 |595 EET 433 
5 NEN | 35 A 3 TA Ecc 
w .. .|92|897 788. 756 723,657 625 591,559 526 46 
| | | | 
„ͤũł А | T n ИИ 
Time. . | 24 27 1294/31:2; 332 39°8 442, 484 


SSS TTT 


Revs. per min. 376 313 282 259 188 125626 
1 
„ . . 1895 32:9 290 26-2 197 


ҺИ ЭШ Не ВЕ ЖЕ 


The higher readings of this set are plotted in fig. 3. 
From the readings we find that corresponding to в = 67°7 


the value of = is 2:2. The corresponding values of the 


counter E.M.F. and current were found to be 20:6 volts and 
7°8 amperes respectively. Hence, using equation (3), 
7 6 N 7. 
pe 019 x 206 x 78 108 x 105 C. G. S. mita, 
67˙7 x 2:2 

a value which—considering the small size of the machine 
and the consequent difficulty of determining the retardation 
curve accurately—agrees fairly well with that found by the | 
method of torsional vibrations. | 

It must be particularly noted that this and the succeeding 
methods are almost worthless unless due care is taken to get 
the bearings into a steady state. The friction is liable to 
vary somewhat irregularly during the first half-hour or so 


— — — | ce 


i | 
‚18:1 66, 0 
боо | 


H 


SECONDS. 
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^" It will be noticed that the validity of this method rests on 
the assumption that the addition of the fly-wheel does not 
increase the frictional loss in the bearings, an assumption 
^ which is amply justified by practical experience. f 

The two methods just described both depend on varying the 
value of 1. The next few methods consist in either measuring 
the value of T in equation (2), or else in increasing or 
decreasing it by a known amount. 

Method 3.—In applying this method, the machine under 
test is run as a separately excited motor, and the power 
supplied to the armature is carefully measured. From the 
total power supplied to the armature is subtracted the power 
lost by heating of the armature coils. The remainder then 
represents the power actually employed in turning the arma- 
ture against the various resisting forces. Let this driving 
power," expressed in watts, be denoted by w. If w stand for 
the corresponding angular velocity, then the resisting torque, 
in C.G.S. units, is 107 2/w, and equation (2) becomes 

“dw 107 w 
dt w (8) 


The value of Ed i8 found from the retardation curve. 

This method was applied to find the moment of inertia of 
the Kapp armature mentioned above. In order to reduce 
the resisting torque, and so prolong the time taken by the 
machine to come to rest, the exciting current was reduced 
considerably below its normal value. A Weston voltmeter 
connected across the brushes was used as a speed indicator. 
By measuring the speed corresponding to a given voltmeter 
reading, and subtracting from the latter the drop due to 
armature resistance, the number of radians per second 
corresponding to one volt could be easily determined, and 
thus the voltmeter used ав а speed indicator. The method 
of experimenting was as follows :—The machine having been 
run up to а convenient speed, the armature current was 
switched off, and the armature allowed to slow down. As 


SECONDS 
Fia. 4. 


after the machine has been started, and in order to get а 
satisfactory set of readings the armature must bo kept 
running for two or three hours, or even longer, in the case 
of large machines. It is hardly necessary to add that a 
plentiful supply of lubricant is essential in order to obtain з 
satisfactory set of readings. 

The method is obviously also applicable to alternators 
the machine under test being then run asa synchronous 


motor, and the power supplied to it being measured by mean 
of a wattmeter. 


* Method 2 is the one which Mr. J. R. Ashworth proposed to 
use.—The Electrician, 30, p. 459. 


f ELROTRICAL REVIEW, 46, p. 128. 
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A modification of this method consists in using an 
susiliary motor for driving the machine under test. The 
loses ocenrring in the auxiliary motor must then be known, 
and the method is not so convenient. 

A difficulty which will at once appeal to those accustomed 


to the use of graphical methods is that of determining E 
( 


with a sufficient degree of accuracy from the retardation 
carve, This difficulty is a serious one in all cases where the 
retardation curve caunot be determined very accurately. In 
the case of large machines, however, there should be not the 
slightest difficulty in obtaining very accurate results. Cases 
are on record? of some large alternators which took about an 
hour to come to rest when run up to full speed and then left 
to themselves, It is obvious that the retardation curve can 
then be obtained very accurately. 

It must also be remembered that—as a glance at fig. 3 will 
show—the retardation changes very slowly, and comparatively 
large sections of the retardation curve closely approximate to 
straight lines. There is, therefore, not the same difficulty in 
fixing the exact direction of the curve, as that which occurs 
in cases where the curvature is considerable, | 

Method J. — In this method, two retardation curves are 
obtained, one of which is the normal curve, while the other: 
corresponds to a larger resisting torque. The increase in the 
resting torque is brought about by connecting a suitable 
resisance across the generator terminals—an ammeter being 
alo included in the circuit. The machine then acts as 


brought about mechanically and not electrically, the second 
retardation curve being obtained with a known load applied 
to the pulley of the machine by means of a brake. In 
the case of large generators, there is no doubt that the method 
is capable of giving accurate results. If used with relatively 
small machines, it is not so satisfactory, as exact brake 
measurements then become somewhat difficult. It will then 
—provided the machine is driven electrically as a motor— 
be probably more accurate to measure the increased torque 
due to the brake by determining the additional electrical 
power required to keep the machine running with the brake 
rather than attempt to find it from the radius of the pulley, 
and the difference in the tensions at the two ends of the 
brake strap. | 

The following results, obtained with the Kapp dynamo 
already referred to, will serve to illustrate the use of this . 
method. The machine was first run up to a convenient 
speed as a separately-excited motor, the armature current 
was then switched off,* and by means of a Weston volt- 
meter used as a speed indicator the following set of readings 
was obtained :— 


Time 


Oe 827,728 662 563 496/297 391 232 166 0 
| | | | 

A stout piece of string was then passed round the pulley, 

and one end loaded with a dead weight, while the other was 


Fia. 


s 


à generator, and the additional resisting torque due to the 
load is easily calculated from the current, the resistances of 
the armature and external circuit, and the speed. The 

tonal resisting torque corresponding to any speed w is 


thus known, Let it be denoted by ry. Then 5 
І = To 
dw, dwg : (4) 
di а 


Where — йе and — dw, dt denote the retardations corre- 
sponding to the same speed w in the first and second cases 
respectively (ie, when the machine is allowed to come to 
rest on open and closed circuits respectively). 

It is at once obvious that to secure accuracy Ty must be 


made considerable in comparison with the normal resisting 


torque, otherwise the difference between 


dw, : d du, 
di un at 


n be small, and consequently the determination of 1 liable 
ig Р eeror, For this reason, the method is much less 
ne than the preceding one. In the case of large 
A a however, it could be made to give good results, 
у t be applied where Method З is inadmissible, as, for 
= Pte, where only one alternator is available, so that it has 

uven mechanically and not electrically. Wherever 

Mer б сап be applied, it is to be preferred. mE 

some бо , lis method is the one used by Routint in 
ficu Mein? tests carried out by him in 1896. It differs 

“hod 4, in that the increase of retarding torque is 


е Elektry ; P : 
p tha isch, Zeitschrift, Vol. xx., p. 393. 


Че Electrique, October 24th, 1896. 


attached to a spring balance. On switching off the current, 
the following readings were obtained :— 


.. 82˙7 66˙2 ax 156 0 


| 


In order to make sure that no change in the frictional 
resistances had taken place during the time required to take 
the two sets of readings, the first set was repeated immedi- 
ately after completing the second set, with the following 
results :— 


Time. | 0 | 7°6)16°2!) 25°4)31°8) 37 |542 


Pe | ee — — | OS ——— —— ñ——̃—ç— 


6ͥ 08277,662,49:6/ 33°1) 23/2 16°6| 0 


This is in satisfactory agreement with the first set of read- 
ings, and shows that a steady state had been reached. 

The two sets of readings are plotted in fig. 4, and at the 
points corresponding to w =6 tangents to the respective 
curves are drawir.: It will be noticed that for a considerable 
distance the curves are indistinguishable from their tangents, 
so that the latter may bedrawn with a very fair degree of 


* The machine, of course, having been kept runniug for a 
sufficiently long time (about 2 hours) to enable the frictional 
resistances to reach a steady state. 
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accuracy. The directions of the two tangents give, corre- 
sponding to w = 60, 


d d 340 
— 27 = 92:04, and — a = 3°, 
lw dw 
80 that Sey — „ 186. 
* dt at 


It was further found that with the given excitation, a 
gwed of one radian per second corresponded to 297 volt, 
and that the increase in the armature current produced by 
the application of the brake amounted to 6°6 amperes. 
Hence T; = 297 x 66 x 107 =19°6 x 10° C.G.S. units. 
Using equation (4), we find finally 


Et x 1086 = 10:54 x 108 C.G.S. units, 

1°86 | 
a Value which is in very fair agreement with those previously 
obtained by Methods 1 and 3. The mean of the three 
determinations is 10*6 x 106, and this differs by less than 2 
per cent. from any one of the three values. For practical 
purposes, such an agreement may be regarded as more than 
sufficient. 

It must be borne in mind that the machine experimented 
on was a very small one. With larger machines the accuracy 
of the measurement could be very greatly increased, and when 
the output approaches or exceeds about 100 Kw., there would 
probably be no difficulty in measuring the value of 1 with an 
error considerably below 1 per cent. 

I had intended applying some of the methods described to 
the Pyke & Harris alternator as well as to the Kapp dynamo, 
in order to test their practical value still further. Unfortu- 
natelv, although the alternator rotor took au even longer time 
to come to rest than the armature of the Kapp dynamo, an 
exact, determination of its retardation. curves. proved, after a 
number of fruitless efforts, quite impossible, on account of 
the voltmeters which acted as speed indicators not being 
suthiciently dead-beat, and distorting the retardation curve 
into a number of waves corresponding to the natural oscilla- 
tions of the voltmeter needle. The voltmeters tried were 
the well known Ayrton-Mather electrostatic instruments ; 
however excellent these may be in other respects, the large 
moment of inertia of their needles and the entire absence of 
any damping arrangement rendered them quite useless for 
the particular purpose in hand. 

The method described of taking readings for the retarda- 
tion curve is a tedious one, as it necessitates constant re- 
starting of the machine. It need not, however, be used in 
the case of larger machines, for then—provided there are two 
observers, one to take the time, aud the other to signal when 
the voltmeter pointer passes consecutive scale divisions—the 
entire set of readings may be obtained in the course of a 
single run. With small machines, such as the one experi- 
mented on, this simpler method is inadmissible, the readings 
following each other much too rapidly. Both these methods 
involve the use of apparatus and instruments which are to be 
found in every testing room. If the use of special forms of 
apparatus be not excluded, then even in the case of smaller 
machines much time may be saved by using a smoked re- 
cording drum, such as those which are to be found in every 
physiological laboratory. Two styles are maintained in con- 
tact with the smoked paper on the revolving drum. One of 
these is periodically lifted by clockwork, and marks time, 
while the other is attached to the armature of a tiny signal- 
ling electro-magnet joined up in circuit with a cell and key. 
If such a recording apparatus is available, it certainly affords 
by far the simplest method of obtaining the retardation curves. 
Samples of records obtained in this manner are shown in figs. 
5 and 6. Fig. 5 refers to the Kapp dynamo, and fig. 6 to 
the Pyke & Harris alternator. The latter record exhibits 
clearly the great irregularities due to the oscillations of the 
voltmeter needle, which are superposed on the true readings 
corresponding to the retardation curve. 

My thanks are due to Prof. C. S. Sherrington, F.R.S., 
for the use of the recording drum, by means of which figs. 5 
and 6 were obtained ; and to my assistant, Mr. E. Н. Morgan, 
for able and willing help in carrying out the experiments, 
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XXVI.—PORTSMOUTH ELECTRIC TRAMWAY POWER 
STATION. 


SuMMARY. 


Extent of Coutract.—Complete equipment of the electric power 
station now being erected for traction work by the Portsmouth 
Corporation. Offers are only considered for the whole of the work. 

Number and Type of Boilers —Three to be supplied, of water-tube 
straight tube type, each capable of evaporating 12,000 lbs. of water 
per hour at a working pressure of 160 lbs. per square inch. 

Superheaters.—Each boiler to be fitted with a superheater of suffi- 
cient capacity to superheat the steam from 100° to 120° F. above 
normal temperature at working pressure. 

Type and Size of Engines.—Two to be supplied of horizontal cross- 
compound íype with Corliss valves, each capable of developing 
640 I. H.P. as normal load under economical conditions, and 900 
LH.P. as maximum load, working condensing with 150 lbs. square 
inch steam pressure. One horizontal tandem compound engine with 
Corliss valves to develop 320 r.H.P. as normal, and 450 1.H.P. as 
maximum load under above conditions. 

Speed of Engines. - All engines to run at same speed, which must 
be not less than 90 and not more than 100 revolutions per minute. 

(fuarantced Steam Consumption.—For the larger engines not to 
exceed 14:5 lbs. per rH.P.-hour, working condensing with 150 Ibs. 
square inch pressure, and for the smaller engine under similar con- 
ditions 15 lbs. per r.H P.-hour. Tests to be taken at approximately 
full load with 24-inch vacuum. | 

Type and Output of Dynamos.—To be directly coupled to the 
engines in each case, the two large machines to develop 400 Kw. as 
normal full load, and the smaller one 200 kw. 

Voltage and Temperature Rise.—The voltage of each machine to 
be 500 volts at no load, rising to 550 volts at constant speed at full 
load. Temperature rise measured thermometrically after 24 hours’ 
full load run not to exceed 45° C. (81° F.) above surrounding 
atmosphere. 

Dynamo Efficicncy.—Not to be less than 95 per cent. at full load, 
and 932 per cent. at half load. 

Specified Overload.—25 per cent. for periods of one hour, and 50 
per cent. for few minutes without sparking. 

Specified Pipework.—All as shown on drawings supplied, and to 
comply with specifications. 

Number and Size of Condensers.—Three of Admiralty surface type 
to be supplied, two capable of dealing with 12,000 lbs. of steam per 
hour the other 6,000 lbs. per hour. 

Air and Circulating Pumps. A steam-driven combined air and 
circulating pump to be provided for each condenser. 

Cooling T'ower.—One to be provided divided into two sections, 
each capable of dealing with the cooling water of one of above 
large condensers. Motor-driven fans to be supplied and fitted. 

Boiler Feed Pumps.—Two to be supplied of double acting type, 
w th compound cylinders, one to deliver 24,000 lbs, and the other 
12,000 lbs. of water per hour against 160 lbs. square inch boiler 
pressure. 

Fuel Economiser.—To be arranged as shown on drawing, 192 tube 


- size, fitted with Lundell direct current motor for driving serapers, 


and suitable for use with 160 lbs. square inch boiler pressure. 

Switchboard.—To consist of marble panels, fitted with instruments 
as specified. 

Crane.—To be capable of lifting 25 tons, suitable for a span of 
47 feet 6 inches, aud for working by hand power. 

Specified Date of Completion —To be stated by tenderer in his 
offer. 

Penalty for Late Completion.—One per cent. of total contract sum 
por week. 

Specified Terms of Payment.—80 per cent. of value of work 
executed and delivered as work proceeds, 10 per cent. on completion 
of entire contract, 10 per cent. at end of six months’ period of 
maintenance. 

Stipulations as to Removal of Foreman.—See comments below. 

Stipulations as to Wages paid to Workmen.-Unsatisfactory ; see 
comments below. 

Arbitration.—Very unsatisfactory ; see notes below. 

Date for Receipt of Tenders.—September 4th, 1900. 


This specification has been prepared by Mr. E. Rotter, 
A. M. I. C. E., the tramways engineer to the Corporation, 
From a technical point of view there is little to take objec- 
tion to, though in several cases it would appear that Certain 
types of apparatus were in the writer’s mind, and that offers 
for these would, from their strict compliance with the letter 
of the specification, be likely to receive preferential con- 
sideration. As regards the guarantees for the steam 
dynamos, the absence of any monetary valuation of slicht 
variations from the stated amounts renders the following 
stipulation extremely stringent: 

If, as shown by the tests, the above guarantees are not complica 
with, the Corporation shall have the option of rejecting the engin 
or dynamo, retaining its usc, however, free of expense to the Corpore- 
tion until such time as they are able to obtaiu another engine or 
dynamo. 


SS 
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The general conditions accompanying the specification 
contain several objectionable features, and should be care- 
fully perused by all making offers for the work. 

Dealing first with the power reserved for the engineer, we 
find in Clause 4 :— | 

Should any discrepancies appear or misunderstanding arise as to 
the mening or import of the specifications or drawings, or about the 
quality or dimensions of the materials, or the proper execution of 
the works under this contract, or as to extras or deductions, or any 
sher matter or thing arising out of this contract, the same shall be 
explained by the engineer, and his erplanation shall be final and 
абад upon the contractor and the Corporation, and the contractor is 
t» execute the work according to such explanation, and without 
charge payable by the Corporation. 
and Clause 38 :— 

Any doubts, disputes, or differences arising as to the due and proper 
fulülment of this contract, or relating to the construction, incidents, 
or consequences of the said specification, general conditions, plans 
ur drawings of this contract respectively, or to the determination of 
the contract, shall be referred to the engineer, whose award shall be 
Saal, conclusive, and binding on both the Corporation and the contractor; 
and « shall not be compelent for the contractor or the Corporation to 
except at law or in equity to any hearing or determination before or of 
tùs end engineer, and further, that the submission herein contained 
may be made a rule of Her Majesty’s High Court of Justice, on the 
application of either of the said parties. | 

We have often in these columns protested against 
limitations of the right of appeal to arbitration, and, in 
ame instances, to the placing of the engineer in the 
jesition of arbitrator of his own case, but this is one of 
the met unjust claims we have yet had occasion to 
emmin, All appeals, of whatever nature, are to be made 
to the engineer who prepared the spécification, and who 
s responsible to his employers for its suitability for the 
емі in view. His rulings are to be accepted both by the 
contractor and by his direct employers without demur, and 
bwth parties are even to waive their right to contest his 
decisions in a court in law. In fact, his decision upon 
application of either party * may be made a rule of Her 
Majesty's High Court of Justice.” 

How different are these claims to the wording decided 
upon as fair by the representatives of both the members of 
the Municipal Electrical Association and the Electrical Plant 
Manufacturers' Association, which reads as follows :— 

In сазе any dispute or difference shall arise between the pur- 
chaser, or his engineer on his behalf, and the contractor, either 

чап the progress of the works, or after the determination, aban- 
Мише, or breach of the contract, as to the construction of the 
лит, or as to the reasonableness of any extra charge, or as to 
ie wittholding by the engineer of any certificate to which the con- 
racer may claim to be entitled, then either party may, within 72 
hours, bat not later, give to the other notice in writing of the exist- 
ence ot such dispute or difference, and such dispute or difference 
жау э referred to arbitration, which arbitration shall be deemed 
^» be a submission to arbitration, within the meaning of the Arbitra- 


tion Act, 1889. 

We strongly advise all tenderers to refuse to agree to any 
кий! abrogation of their just rights as demanded in the 
general conditions attached to the specification, and to take 
their stand on the standard clause as printed above. 

Tue following clause might be taken advantage of, as 
when preparing a tender it is quite impossible to foretell 
how much of the work may be required to be done at 
night. The contractor may not consider night work neces- 
sary, but presumably if the engineer so wills he may be 
compelled to wọrk continuously night and day. If this 
means that all necessary artificial light may have to be 
si pi by the contractor, the risk is one which may prove 
very serious one. 


в "ndis are, without extra charge, to be carried on day and night 
im th ытан, should there be any cause whatsoever, which 
* Judgment of the engineer shall require it. 


Lf it should be required thus to work continuously a fair 


T€ 1 
the justuent of the contract sum should be made to cover 
е extra cost of 80 doing. 


} . LJ 

„ of surety demanded is far in excess of usual 

nn! fi Wenty per cent. of the contract sum is a very 
gure, but in this contract— 


ache PI» shall find lwo good and substantial sureties to the 
him ench in th orporation, to be jointly and severally bound with 
1n all its "w^ of £10,000 for the due fulfilment of his contract 
going specifat "ing to the true intent and meaning of the fore- 
and delivery o ch and these conditions, and for the due completion 
the time to which ¢ works ab the time hereinbefore mentioned, or at 
extended, and th the time hereinbefore mentioned may be hereafter 

€ names and abodes of such sureties and a consent 


in writing signed- by them to become bound "аз such sureties, shall 
accompany the tender to be sent in. 


As at present worded, the engineer has full power to 
vary the work to-be done under the: contract and also the 
contract sum to any extent -he'dcems desirable. Thus 
Clause 16 reads 


No part of the work shall be altered from that shown on the 
drawings or described in the specification without the express 
sanction of the engineer; but should it be deemed expedient by the 
Corporation or the engineer at auy time while the works are in 
hand to increase or diminish the dimensions, quantity of material, 
or work, or alter the situation, or vary fhe form or dimensions of 
any part of the sai works, the Corporation or the engineer shall 
have full power so to do, and to order and direct any such 
Increase, diminution, or alteration to be made, and that without 
in any way vitiating or affecting this contract; and the contractor 
shall, in pursuance of such order and directions as he may receive in 
writing, but not otherwise, execute the works thereby ordered and 
directed and in conformity therewith, and the difference of expense 
occasioned by such increase, diminution, or alteration so ordered and 
directed, shall be added to or deducted from the amount of the con- 
tract agreeably to the rates specified in the schedule of prices 
attached to the tender of the contractor; and where the rates arc 
not contained in the said schedule of prices, the engineer shell ascer- 
tain the amount of such additions or deductivas ; but if any extra 
additional or different works be proceeded with or executed by the 
contractor, without previous orders given in writing under the hand 
of the engineer, no charge for the same will be allowed. 


We advise that in tendering the operation of this clause 
should, at any rate as regards reduction in the contract sum, 
be limited to 10 per cent. of the total. While it is not likely 
that extensive reductions will be made, in view of the 
absolute powers conferred by the general conditions upon the 


engineer, it is necessary that all unfair risks be allowed for 


or limited in operation. 

It has been necessary to adversely criticise some of the 
clauses of this specification; it is only fair that we commend 
the manner in which the required contract drawings are 
specified. It often happens that owing to the loose way in 
which these are enumerated much trouble is the result ; but 
as no one can complain that there is any doubt in this case 
as to the number of drawings demanded. The clause 
dealing with this matter reads :— 


The contractor shall, within one calendar month from the date of 
acceptance of his tender, submit for the approval of the engineer 
such complete working drawings of the whole of the machinery, 
plaut and apparatus comprised in the contraet, together with such 
working drawings of all foundations, seatings, or supports of auy 
kind required for and in connection with the machinery, plant and 
apparatus hereinbefore referred to, as may be required by the 
enginecr for the proper carrying out of the work. 

Тасо copies of each drawing or tracing linen are to be supplied, 
one of which shall be signed by the contractor after it has been 
approved by the engineer, the other сору will be signed by the 
engineer and returned to the contractor. 

These drawings shall be, and shall be held to be, the working 
drawings of the contract, and they shall not be departed from, 
altered, or varied in any way whatsoever, except by the order or 
consent of the engineer given in writing. 

Before commencing auy of the works the contractor shall also 
supply, at his own expense, a complete set of white sun prints of 
the sigued drawings for the use of the engineer and his assistant 
on the works. These drawings to become the property of the 
Corporation. | 


The engineer retains the usual right to object to any fore- 
man of workman employed on the premises by the contractor, 
and claims not only the power to ask for the removal of any 
persons во objected to, but also that of demanding their 
dismissal by the contractor. It is our opinion that the 
powers of the engineer in this respect ought not to go beyond 
demanding the removal from work on this special contract ; 
the contractor is the person who engages and pays the 
employé, and it is for him, and him alone, to decide whether 
such an one shall continue in his service at work on another 
contract. In place of the word dismiss, the clause should 
read— remove any such person objected to from work on this 
contract,” 

In the formal offer the tenderer is asked to declare 
that :— 

He pays not less than the Trade Union rale of wage, and that he 
observes the hours of labour and conditions recognised and in practice 
obtained by the Trade Unionists in the place or places where the work 
is executed. 

We are thoroughly in sympathy with the principle that a 
fair wage should be paid to all who take part in municipal, 
or for the matter of that, any other contract. It does not, 
however, seem to us that thisend will be best attained by the 
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enforcement of such & clause as the above, which has the 
appearance of having been drawn up with the object of 
satisfying the demands of the extreme labour party. 

As worded it places the contractor at the mercy of a 
possible and probable minority of their own workpeople, for 
itis well known that the works of the principal electrical 
contractors are so distributed over the country, that the local 
branch of the Trade Union is composed almost entirely of 
employés of that particular firm. Where there is general 
contentment with the existing relations between employer 
and employed, it is usually difficult for a Trade Union to 
recruit members, and under these circumstances by agreeing 
to the above a contractor might place himself wholly in the 
power of an organisation anxious to gain as much influence 
and authority amongst his workpeople as possible. 

The same result could be attained, in our opinion, in a far 
more satisfactory manner by a stipulation that fair and 
just wages were to be paid, and conditions of labour 
enforced," it being clearly understood that if in the opinion 
of either purchaser or workman this requirement was not 
being carried out, that an appeal to the judgment of an 
independent authority could be made, whose decision should 
he binding upon the contractor. 


s— — 
THE PARIS EXHIBIT OF THE COMPAGNIE 


INTERNATIONALE D'ELECTRICITE, OF 
LIEGE. p» 
THIS company was founded at Liège in 1889 by Mr. Henry 


Pieper, and from very small beginnings has grown to be 
one of the most important electrical works on the Continent, 


FRE 


a 


t Fre 
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second, the speed being 832 revolutions per minute. It is 
driven by a compound horizontal engine by Van den 
Kerchove. The alternator has 72 poles, is excited at 110 
volts from a 23-Kw. machine, the efficiency of the alternator 
being 94 per cent. The motor-generator in the foreground 
of fig. 1 consists of a 150-H.P. three-phase motor working 
with current at 2,200 volts 50 cycles, driving а 100-&w. 
continuous current dynamo giving 240 volts, The speed of 
the set is 410 revolutions per minute, and the efficiencies are 
914 per cent. for the motor and 92 per cent. for the dynamo, 
Fig. 2, another part of the Exhibition exhibit, shows two 
steam dynamos driven by a Willaus engine, and also a 1-ton 
swing crane driven by electric motor. Fig. 3 shows the 
three-phase motor dismounted, and figs. 4 and 5 the dynamo 
and its armature. 

It may be mentioned that the firm make a speciality of 
crane work, and also hauling and other machinery for mines, 
&c. The firm also shows motors, two-pole, four-pole, and 
smal] three-phase respectively. 


GUARD WIRES. 


/ 


THE paper read by Mr. Quin оп this subject before the 
recent convention of the M.E.A. does not seem to deal as 
fully as could be desired with an interesting, or burmng 
question, if one may be allowed a mild double entendre, 
Perhaps the abstract given in the ELECTRICAL REYIEW 
does not do the paper complete justice. If it does, it would 


` веет that Mr. Quin does not see eye to eye with the 


majority on some points, and that some of his suggestions 
lack originality, 
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with branch factories in Russia and France. Recently Mr. 
G. J. Melms, who has held important positions with the 
General Electric Company, U.S.A., and Messrs. Brown, 
Boveri & Co., was called to take the position of manager 
and technical director. 

Figs. 1 and 2 show part of the firm’s exhibit at the Exhi- 
bition. The large alternator has a capacity-of 1,000 Kw., 
and gives three-phase current at 2,200 volts, 50 cycles per 


It is not possible that anyone who has ever had to do 
with the running of a tramway can look on guard wires as 
anything but a nuisance, and in many cases a greater danger 
than that which they are supposed to prevent. At present 
we have to accept the fact that guard wires are compulsory, 
and, until reason prevails,-we shall have to grin as pleasantly 
as we can in the -midst of broken wires shorting the- line, 
and bear the imposition. The usual method of guard 


оь і = 
———— ——————— ананан 


Yol 47. No, 1,188, Асетет 31, 1900.] 


THE ELECTRICAL REVIEW. 


333 


wiring is fairly cheap to erect, but maintenance is a more or 
less eonstant drain on revenue, and most tramway authorities 
would be only too glad to bear a portion, or all, of the 
expense of bunching overhead wires, say, every 4 mile in a 
town, and of running them in a drawn-in culvert under and 
across the tracks. Once out of sight there would be a load 
of anxiety and expense lifted from the minds of those 
responsible for the running of the tramway. The overhead 


Paris EXHIBIT OF THE COMPAGNIE INTERNATIONALE.—FIG. 2. 


hammock method of bunching is cheaper than, and nearly 
as good as, the underground method. 

Mr. Quin's objections to it are that the hammock itself 
is unsightly, and that the mesh is so large that a broken 
wire might fall through, and dangle on the trolley line. It 
mens (0 us that a hammock crossing a street at infrequent 
nk is much less unsightly than two wires (or four on 

Mile track) with their supports in the shape of brackets 
œ wires running the whole length of that street, The 

Ck would be so much above the | 
ml wires ad to be out of the reach of 

Жш trolley pole. It would be 
Де to earth the anchorages of the 
маеке, to prevent trouble if the whole 
thing fell across the trolley lines. 

“As for the mesh being too large, there 
боя not a to be any reason why it 
should uot be made smaller; but even with 
& 2 oF Feet mesh, a broken wire could not 
wach the trolley wires if the hammock 

ed by more than 2 or 3 feet. 
hammock method seems to be the 
то hy solution of the trouble as 
are at present. 

It ha matter of fairly common know- 

a prominent official of the 
B.O.T. has the tramway man’s hatred of 
the present method, and is said to favour 
Золака bunching with hammock рго- 


3 Post Office have sometimes insisted’ 
the guard wires themselves should be 
laced, to provide protection to any parallel | 
aboni. wire; but such work is most objectionable, and 
| strenuously opposed. 

be tí all, if overhead wires are to be bunched, what could 
q ie one or more multicore cables saddled 95 an 
M span? No hammock would be required, and 

Че орев would be father lessened. _ 
are la. 1 18 wrong, surely, when he states that wood strips 
idea 10 y used аз a protection against falling wires. The 
terribly crude, and the system, in practice, altogether 


unreliable. We have known several short circuits to 
have been avoided by wires falling across these wood strips, 
but more by good luck than anything else. The clips do 
not hold, and the strips are either pushed along by the 
trolley wheels till they are brought up by a hanger, or they 
turn completely round, and form very efficient insulators. 
On the Continent, or in the States, these strips may be 
largely used, although it is very improbable ; but it would be 
interesting to learn what British lines have 
lately adopted the method. As a matter of 
fact, the authorities do not recognise this 
as an efficient protection, and the B.O.T. 
usually state that Efficient guard wires 
shall be erected. .... where telephone 
and telegraph wires cross above the electric 
conductors." | 
. Dealing with Mr. Quin's seven sugges- 
tions" at the end of the paper :— 

1. *'The erection of two guard-wires 18 
inches apart and 2 feet maximum above 
trolley line.”—It is very patent that this is 
not original in any way; where guard 
wires are erected the В.О.Т. see that it is 
carried out. 

2. Stipulates that a falling wire must 
not be able to cross an unguarded length 
of trolley wire.—Obviously no method is 
efficient. if it does not comply with this; 
hut, with only two guard wires it is one 
thing to put them wherever a blown wire 
may fall, and quite another to ensure pro- 
tection. * Absolute protection could be 
obtained only by building a roof over the 
trolley wires. 

3. Each span to be distinct, and separate 
from the next. This is quite unnecessary, 
and, to be carried out logically, would 
mean that every span was anchored back 

to the next pole at either end. Certainly there should be 
a limit set to the length of a guard wire, say from three to 
four spans, and each length should be anchored ; but on 
the intermediate spans it is necessary only to bind or clamp 
the wire to the support. 

4. No insulators to be used, and (5) terminals of each 
length of guard wire to be bonded to the rails. 

At the beginning of the paper the author's reasons for 
these suggestions are given. Of course, it: would be absurd 


1 


Paris EXHIBIT OF THE COMPAGNIE INTERNATIONALE.—F'IG. 3.—3-PHASE MOTOR. 


to insulate, and we doubt if the practice is ever 
followed, The terminations of each length of wire should 
be bonded to the pole, and the pole to ‘the rails, but the use 
of insulators to support the wire is to be recommended. An 
insulator affords a good means for binding-in at the points 
of support, and its smooth surface protects the wire from 
abrasion. Of course, an insulator would be only used for 
these purposes because it weathers well, and is cheap and 
handy. On bracket-arm construction, the guard wire 


884 


THE ELECTRICAL REVIEW. (Г. 47. No. 1188, Avaver 31, 1909, 


standard can be screwed into, or cast with, a special half- 
clamp, which serves also as the top half of the hanger clamp, 
and ¢hen insulators would serve their original purpose as well 
as the others; for, if а hanger bolt-insulator breaks down, 


Panis EXHIBIT OF THE COMPAGNIE INTERNATIONALE.— FIG. 4.— 
300-Kw. MurTIPOLAB DYNAMO WITHOUT ARMATURE. 


the line will not be earthed through the bracket arm and 
pole so long as the secondary insulation between the bracket 
arm and the combined hanger and guard wire bracket clamp 
is maintained. Only one instance is known to the writer 
when guard wires really were a blessing. Platelayers, work- 
ing on a certain liue about half a mile from a terminus, cut 
the track, and forgot to bond across the gap. Nevertheless, 
the cars left on the far side to maintain the service continued 
to run as usual, until, after several hours, through traffic was 
resumed. When the facts leaked out the matter was inves- 
tigated, and it was found that two No. 8 steel guard wires 
bridgiug the gap, and bonded to the rails at either end, had 
carried the return current. The ground was very dry at 
the time, and could have transmitted practically no current. 

6. The trolley line to be divided into sections, and each 
protected by a maximum current device. Length of section 
to be proportioned for equal maximum working currents. 


Panis ExHIBITiOF THE COMPAGNIE INTERNATIONALE.—FIG. 5.—ABMATURE OF 
MULTIPOLAR DYNAMO. 


Everyone must know that the B.O.T. insist on the divi- 
sion into sections not longer than half a mile, so that the 
first part of this suggestion is redundant. i 

The utility of circuit breakers or fuses in every section 
box is open to doubt. 

Sections under a quarter of a mile long would be absurdly 


short, and over half a mile long they are forbidden to be, во 
it is difficult to see how the last part of the suggestion could 
be worked with any benefit, even if it were possible in most 
cases to predict with any accuracy what the maximum 
working current will be on every section at any future time, 

7. Difficult as it is to persuade the Post Office to further 
any really sound suggestion, it would be doubly difficult to 
get them to insert a “ fusible metal bridge” at the termina- 
tions of each span of wire crossing trolley lines, 

It might not be impossible to persuade them to place a 
delicate fuse cut-out in circuit with the nearest instrumenta 
where any fault would be immediately observed and located. 

It would be well if the B.O.T. could come to the same 
decision as some Americans, who have tried guard-wiring 
and abandoned it as a dangerous and expensive method of 
inadequate protection. 


ELECTRICITY UP TO DATE—AND BEYOND. 


FEARFUL and wonderful as аге many of the attributes of 
electricity to the man in the street, the ultima Thule has now 
been reached, according to our esteemed contemporary the 
Daily Май. 


«TESLA'S LATEST MARVEL.—TRanNsmMITTING ELEc- 
TRICITY WITHOUT Loss,” 


form the headlines of an article which begins with the 
words—“ Niagara Falls to light the streets of London, and 
cook the dinners of its 5 million inhabitants,” and ends with 
the brutally practical consideration that the cost of the 
insulation is the only factor to be considered." How elec- 
tricity is to be transmitted without loss is explained with that 
airy indifference to such trifling obstacles as physical impos- 
sibilities that is characteristic of the efforts of the lay press when 
dealing with technical questions. In the early days of elcc- 
tric lighting it used to be said that most electrical engineers 
could lawfully claim descent from Ananias and Sapphira, 
but even the expert witness might be expected to develop a 
conscience if called upon to substantiate some of the means 
suggested by the Daily Mail by which electricity is to be 
transmitted without loss. For instance, the following gems 
of thought are worth quoting :— 

“The chief difficulty to be faced in the long-distance 
transmission of electricity is the power lost in the line by 
reason of its resistance, which fritters the current down to 
heat.“ Apparently the ЕМЕ. is 
spared this indignity. 

But how wonderful is the intelli- 
gence which, in the description of a 
difficulty, contrives to imply the way 
of escape! Of course, we can see with 
half an eye from this delphic utterance, 
that all that has to be done is to elimi- 
nate the resistance, and the difficulty 
will vanish. Then the master mind 
that prompted the article, in a few 
pithy sentences, shows how simply this 
may be done. 

* A trough will extend across the 
entire continent of America, or across 
the Atlantic, 
placed sawdust and water.” [It may 
reasonably be assumed that the aot of 


of supererogation. ] 


long distances.“ [Note, only оле tube—so simple. | 


“The trough is to be buried 5 or 6 feet below the 
[ Presumably below the surface of the bottom of 


surface.” 
the Atlantic; but“ buried” is a horribly suggestive word. | 


“A current of gas, probably hydrogen, will be forced 
through a pipe submerged in the substance to be frozen. 


* placing " the water when crossing the 
bottom of the Atlantic will be a work 


* À thin metal tube, capable of re- 
sisting a pressure of 300 Ibs. to the 
square inch, will be used for the pur- 
pose of transmitting the current to 


In the trough will be 


— 
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The hydmyen will be reduced to — 200° C., which will 
nfa to freeze the material, and neutralise the heal generated 
by Йе passage of the electricity." 

The italics are ours. Why is any heat generhted? Trans- 
mision without loss means conductors without resistance, 
hence absence of heat. But if heat be generated, the neu- 
tralisation comes a day after the fair, as far as any saving is 
«oemed. It would be better, if we might hazard a sug- 
gerion, to neutralise the resistance. 

Nothing is said about the cost of producing the “gas at 
- C.“ or the quantity that will be required, nor is the 
somewhat delicate subject touched upon of labour troubles 
which might ensue if workmen were asked to break up and 
make good the bottom of the Atlantic under a pressure of 
anything from 2 tons per square inch upwards. What 
would the fish say to a cold streak at the bottom of their 
Wome? They might strike, and be joined by horses and 
bis out of sympathy. The possible prospect of fish refusing 
to be canght, horses refusing to move, and birds declining to 
fy, ought surely to awaken some sense of responsibility in 

‚Тешз breast ! | 

But we have not exhausted the possibilities of this system. 
Mr, Teals is stated to believe that his new system of insula- 
ка is “indispensable to telephone and telegraph com- 

жа” The inclusion of each telephone wire in a trough 

Med with sawdust and water, and reduced to — 200° C., 
opens ip some pleasing prospects on the overhead system. 

Ж. Tesla is stated to believe, further, that no elec- 
iy will be wasted in transmission, and that water-power 
катаа into electricity will be carried thousands of miles.“ 
Qm, in a trough? 

The Daily Mail, in concluding, points out that, “by Mr. 
Rant invention, there is now practically no limit to the 
dtan to which electricity may be conveyed." 

The Daily Май has spoken. We have, therefore, reached 
feality, and we may imagine interplanetary space mapped out, 
near future, into districts by troughs of sawdust and water 
M — 200° C., and agencies appointed in each of the more im- 

planets for the supply of electricity on sale or return. 
hy aot? it would be just as easy as to "trough" the 
bottom of the Atlantic. 


b^ 


SWR SLABY-ARCO SYSTEM OF WIRELESS 
TELEGRAPHY. 


Du Saby-Arco system, as described in a pamphlet issued by 
i General Electric Company of Berlin, though based on 
Silly the same principles as the Marconi system, differs 


Fra. 1. 
from th | ' 
Wire, for мы le some important respects. The vertical 
i P'e, which is insulated in the Marconi arrange- 


ment, is in the Slaby-Arco system connected with earth 
for both transmitting and receiving. 7 
The connections of the transmitting apparatus are shown 


in diagram 1. A condenser, c, is charged with high tension 
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electricity by the induction coil, J, and discharges itself on 


one side through the spark-gap, F, and the transmitting 


wire, and on the other side through Е, direct to earth. 
According to the inventors the technical advantages of this 
arrangement are very decided, for as only one of the condenser 
plates and one knob of the radiator—parts which can be 
permanently insulated, and from which danger to the 
operators can be completely prevented—are at a high 
potential relative to the earth, difficulties of insulating the 
transmitting wire are obviated; and even on taking 
hold of the wire scarcely perceptible shocks are felt. 

For the production of the high potential the inventors 
ordinarily use a 40 or 50 cm. induction coil with a mercury 
turbine contact breaker ; the coil may be directly connected 
with anelectric light circuit thus dispensing with accumulators 
or dry cells. The use of a special Morse key is rendered 
unnecessary by a suitable appliance fitted to the turbine 
contact breaker. . If. an alternating current is available the 
arrangement becomes still simpler and more convenient, 
since in that case the contact breaker can be wholly dis- 
pensed with, and the induction coil can be directly connected 
with the alternating current circuit. The condensers used 
are made of micanite," and are mounted on the induction 
coil itself, this being done in such a way that the high 
tension pole of the induction coil and of the condenser is 
protected from contact. (See fig. 1.) 

The arrangement of the receiving apparatus is shown in 
diagram 2. In this figure 8 is the aerial wire netting, F the 
coherer, R the relay of the Morse instrument, and B the 
battery. 

The action of the receiver is such that, when the initial 
high resistance of the coherer has been reduced by the etheric 
waves, the battery, в, is enabled to send a current through 
the relay, the aerial wire, and earth. ` 

It is a characteristic feature of the receiving 
apparatus that the pulsating magnetic field produced by the 


transmitter may be received not only on a simple aerial wire, 


but also on an earthed wire cage or netting, whereas in 
previous arrangements the waves which reached the coherer, 
F, were shunted by the local circuit, and their effect was 
thereby weakened ; in the Slaby-Arco system the series 
arrangement adopted completely removes this defect; 
atmospheric disturbances are also greatly diminished by 
the series arrangement. | 
Another improvement in the receiver consists in the intro- 
duction of an automatic interruption of the coherer circuit. 
Matters are so arranged that the blow of the tapper is only 
given to the coherer tube after the tension of the coherer 
elements is taken off. By this means not only is easy and 


satisfactory decoherence effected, but the life of the coherer 


is said to be considerably prolonged, since the sparks on 
breaking circuit, which would otherwise occur in the interior 
and would gradually destroy the coherer powder, are caused 
to take place externally. | 
A further improvement is claimed in the construction of 
the coherer, & variation in the sensitiveness of which is 


rendered possible by means of hermetically sealed leads. The 
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coherers are all tested for long distances, but each receiver 
for movable stations is furnished with an appliance for 
diminishing the intensity, so that the apparatus, in spite of 
its great sensitiveness, will work perfectly even at very short 
distances, | 

It is claimed that the system is particularly useful for 
communications between ships at sea or ships and the coast, 


Fic. 2.— RECEIVING APPARATUS. 


and that experiments carried out by the German Navy prove 
that for such purposes the system is perfectly reliable. 

At present the radiating power and sensitiveness of the 
apparatus is such that signals can be safely transmitted to 
distances of 25 to 28 miles over sea with vertical wires 88 to 
44 yards high. 

On land the General Electric Company maintain com- 
munication between their cable factory at Oberschöneweide 
and their central office in Berlin, a distance of 93 miles. 
The vertical wires, about 55 yards high, are supported by two 
tall chimneys. 

The advantages of the Slaby-Arco system, as 
with other systems, consists, it is stated, not so much in its 


DiaGBAM 2. 


superiority in respect of the distances, as in its practical 
Berviceability, prevention of danger from high pressures, 
avoidance of difficulties of insulation in the transmitter, and 
of atmospheric disturbances in the receiver, together with a 
greater solidity and simpler manipulation of the whole 
receiving apparatus It is for these qualities that the 
system has been adopted by the German Navy. 


ACCIDENTS FROM OVERHEAD WIRES. 


THE accident which has recently occurred on the Liver- 
pool Corporation tramways is extremely regrettable, not 
only because it has occasioned loss of life, but also for the 
fact that it is likely to cause a scare among those 
municipalities which are pledged to adopt overhead 
electric traction. Vet a careful study of the circnm- 
stances surrounding the incident does not justify an 
alarmist attitude; still leas would it warrant general 
conclusions as to the dangers of the overhead wire system, 


It goes without saying that any system which, after ап 
extendéd trial, proved to be dangerous to life and limh 
would need to be most rigidly suppressed; but, in spite 
of the accident at Liverpool, one could not witl 
fairness assume that overhead wires are too dangerous for 
English streets. We are not going to offer a plea 
for the system ; we are mainly anxious that it should have 
a fair hearing, and if it could be shown that the weight of 
evidence demonstrates its unfitness as a mode of traction, then 
we would urge its abolition. 

The facts surrounding the incident at Liverpool show that 
on the 3rd inst. William M’Gurn, a labourer employed hy 
the Corporation Tramways Committee, was working in 
Robson Street, Everton, when a strap attached to the pole 
bearing the overhead electric wires for the tramways gave 
way. The falling wire and attachment struck M'Gnrn on 
the head, fracturing his skull and causing death. At the 
time of the occurrence there was a violent thunderstorm and 
vale of wind, and the question was raised as to whether this 
had not something to do with causing the iron strap to give 
way. Evidence was given by workmen employed by Mess 
Blackwell & Co., electrical engineers, the contractors for the 
Liverpool Overhead Electrical System, that the smp in 
question was tested by tapping before it was fixed to the 
pole. It then rang as if sound, and no defect could be 
detected in it. Mr. Thomas Davies, consulting engin&r, 
Liverpool, stated that the material from which the strap 
was made was not of the best quality. In the neck there 
was a defect which he believed had existed before the strap 
was galvanised. He did not think the sound test used by 
workmen was of any use, as, with a flaw, a piece of 
galvanised iron might ring as if perfect. He thought the 
straps used for fastening the electric: equipment to pole 
should be tested after they were galvanised, if such a proces 
was thought necessary. He did not think the strain in this 
case caused the break, but that the defective material WA 
responsible for it. Mr. Alexander Brodie, city enginecr, 
agreed that there had been a defect in the material of the 


| strap which gave way, but he did not think it could lave 


been patent to the workman who fastened it to the pole 
The jury found that death was accidental and was cansed by 
a defect in the band, which had probably been caused in the 
course of bending on the anvil. They exempted the work- 
man from blame, and recommended that the straps should 
be tested before being galvanised, if possible. The material, 
we have since been informed, was supplied to the contractors 
byjan English firm, and? of a ‘strength to withstand a віташ 
twice'that which is’ever likely to occur in practice, but as 
everybody knows who has had any experience with building 
construction, bridge work, carriage axles, and what not, iron 
and steel are liable to internal flaws which can neither be sen 
nor discovered by the usually applied tests. 
It is only right to mention that the jury gave their 
decision after the most exhaustive inquiry and after herrin 
a good deal of technical evidence. Nor, judging by the 
reports of the inquest, does there appear to have been any- 
thing which would have justified the jury in returning any 
other verdict. It is quite clear that the accident was due to 
exceptional causes, and the probability is that a similar cue 
will never occur again in Liverpool. Indeed, the breaking 
of a strap is about the last point in an overhead system one 
would have expected to develop weakness. Moreover, ut no 
period is the strap subject to any severe strain; it waf 
pointed out by one of the witnesses that the weakest рал 
was at the bolt holes, yet at this point it would bear a stra 
of 9 or 10 tons. There is no doubt that the whole of at 
overhead wire system is subject to a constant strain; there # 
one on the overhead wires, on the insulators, on the stra 
and on the poles. Yet the factor of safety is unusu 
large. It is apparent that the utmost care is taken at Li 
pool to ensure safety, and as an additional safeguard 
work of the contractor is carefully overhauled by the offi 
of the Corporation, but no matter how large may be 
factor of safety which is aimed at, and notwithstanding 
vigilance and care of workmen, it is against all human! 
sibility to avoid accidents arising at some time or other. . 
is obvious that much may be done to guard against the 
and no effort should be spared to secure safety, but od 
sionally all precautions and safeguards are frustated by fi 
in material, It was clearly established by the evidence t 
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e acident arose from a flaw in the strap, and though the 
sorkman applied a prefunctory test in the way of tapping, 
chee was apparently nothing to show thata weakness existed. 
Apt from the question of inutility of tapping metals to 
or flaws, we doubt whether anything in the nature of 
‚ Май} test could be applied. It is one of the difficulties 
4 ving engineering materials that complete investigation 
amt be made; indeed, it would be unsafe to test every 
s of material which is employed, even if it were 
possil. Apparently the testing of the straps in question 
haken very much on the lines of other tests, and takes 
de fom of “sampling.” No doubt, as Mr. Brodie, the 
itr engineer, pointed out, a moderate test would be an 


1 
tis 


тшш, but to test a strap to its full strength 
aight tend to weaken it. As we have suggested, 


i; would be quite impossible to apply a rigid test to every 
ur of the material employed on tramway construction 
anc more thin it can be applied to ordinary railroads. For 
instance, the method adopted in testing steel posts is, 
m a sense, incomplete ; the usual practice is to select a few, 
und, after submitting these to various trials, an opinion 
поо be formed on the bulk: yet it might happen that one 
post which had not beeu subjected to tests was extremely 
охе, and its faultiness might result in an accident. At 
the ame time, to subject every post to a trial might develop 
the vat weakness which it was desired to avoid. We sup- 
pew thew is no greater care exercised anywhere than obtains 
on minam, yet the closest examination of rails and wheels 
dees oot always discover fractures ; indeed, it is not long 
wv (hot quite a serious accident arose on one of the large 
ni systems from a fractured rail, yet it was shown that 
de radhad and rails had been inspected quite a short time 
bafa the accident. 

ktis unfortunate, but nevertheless true, that progress and 
ür inerea of conveniences bring new penalties. * Our 
"wa dum many victims, and there is hardly a new 
mitry or new enterprise which is not occasionally 
типе for the death of some poor unfortunate being. In 
the minds of fair-dealing people, the recent accident at Liver- 
jent willnotact prejudicially against the overhead wire system. 
It is uot necessary, but it would be easy to produce 
vdaminons evidence which would testify to the comparative 
mur of the system from accidents, and under proper 
сав one can maintain with some confidence that 
mishaps will be rare. 

The minor and subsequent mishaps in the same town, 
оу unattended by any injuries to passengers or passers- 
ОТ, were the result of what, with a horse-drawn car, would 
* med furious driving, a practice to which we have 
Meri 9» more than one occasion, aud would have 
pened just the same if the conduit had been used instead 
d che overhead method. 


CORRESPONDENCE. ` 


( ‘onduit v. Trolley. 


| ls © possible that the gentleman who wrote in your 
Tau" article of the 17th inst., “So far from men and 
се being electrocuted, we can safely affirm that. no person 
py bet injured through a falling wire," was unaware that 
3 issue of your esteemed journal, page 262, there 
мц, кез an inquest оп the body of a labourer at 
“хро, killed by the fall of a wire in Robson Street? 


A. M. Taylor. 


itber pags iiu aware of what was appearing on our 
rice went wit had not been proved when our leading 
Dol acei т press, what was the real cause of the Liver- 
de T and the inquest was adjourned for further 
> end he result of the resumed inquest (August 23rd) 
Wins” on e the article on “ Accidents with Overhead 

2 the preceding page. What has happened within the 


(We Were 


184 Week il 

Me ‘es or two does not in the least affect our criticism of 

. Tavlos case after case in recent years.“ Can he or 
„ lor ( 


* {lot any previous instance in this country? 
Eps, Екс, Rev.) F гу 


. | UNDERTAKINGS. 


MUNICIPALITIES AND ELECTRICAL 


r 


THERE are many municipalists of the advanced school who 
are fond of arguing that it is the paramount duty of those 
local authorities which own and control electricity works 
not to make profits, Put in another way, whatever profit 
is made should not be applied to the relief of rates, but 
rather to the lowering of the price of electricity, There 
can be no question that if this policy prevailed in some of 
the larger municipalities, and electricity were sold for cost 
price, it would mean a severe blow to the gas companies, and 
there would be a great accession to the ranks of electricity 


consumers if they could obtain a supply. This small “if,” 


in our opinion, is the condition which should determine 
whether a municipality is to supply electricity at cost price. 
Primarily, all municipal works are the property of the rate- 
payers, and their rights being equal, it would be unfair to 
extend greater privileges to one class than to another. Yet 
this is precisely what happens at the present moment. A 
municipality, when commencing a supply business, selects 
the most likely district in which to lay the maius. Plan- 
tagenet Avenue would be favoured in such a way, while 
Smith Street would be neglected. In other words, a munici- 
pality would adopt exactly the same policy as a supply 
company, viz., cultivating the best paying districts, and 
neglecting those in which the prospects of profit were small. 
In spite of the tenets of municipalism, the commercial 
instincts of a Corporation differ very little from those of a 


joint stock company. Nor is there much in this attitude to 
which one could ob‘ect; the members of a Corporation аге 


naturally anxious to make their undertakings commercially 
successful, and having regard to the responsibility which 
they incur, they select the shortest cut to the profit-earniug 
stage. Weare not sure that the short cut is always the 
hest, but it offers the fewest risks. 

There has been a good deal of argument as to what is the 
best course to adopt with regard to the profits of a municipal 
enterprise, but one cannot help noting the fact that the 
present profits of most public electric works are obtained 
from an exceedingly small section of the public. It is true 
that in some towns there has been a greater degree of 
development than in others ; but, speaking broadly, it cannot 
by any means be said that electric lighting is generally used. 
Nor do we think the present limited use of electricity is 
altogether due to the price of current, for in many 
instances where a public supply system exists it is 
impossible for many people to obtain a service. If 
an application is made to the municipality for a supply 
in a street or thoroughfare where mains are not 
laid, the question is at once raised as to whether t 
would pay to lay mains specially to meet such an applica- 
tion. In one case within our knowledge a London Vestry 


was asked if they could bring their mains into a certain 


street, but they refused unless some guarantee were given. 
We do not say such a course was not justifiable, but it does 


~ unmistakably show that some ratepayers cannot obtain the 


benefits of a public supply system in which they are part 
owners, nor at the present rate of progress does 
there appear to be much prospect of a speedy removal of 
the limits of supply. In the appropriation of profits there- 


fore, a municipality should not overlook the fact of there 


being ratepayers who by reason of the exigencies of 
economical supply. cannot receive the benefits of electric 
lighting. In the course of time electric lighting mains may 
be laid in every thoroughfare, and when this comes to pass, 
and electricity can be truly said to be at the service of all, 
then should there be no question as to what should be done 
with the profits. But in the present state of electricity 
supply when only a minority are connected to the public mains, 
the course to be adopted in regard to profits is not so clear. 
At the same time with the increase in profite, substantial 
reductions should certainly be made in the price of electricity, 


for this constitutes a most powerful aid to the extension of 
business. 


In regard to electric lighting we should certainly 
like to see greater activity. It is true that most electricity 
supply undertakings are engaged upon enlargements of their 
systems, but we are certainly inclined to think that some 
municipalities are not attacking the question in a sufficiently 
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comprehensive manner; neither in extending the plant nor 
in pushing electric lighting before the public, is there much 
vigour shown. We know of few cases where there are 
adopted systematic canvassing,- circularising, and other 
useful aids to business; yet it is patent to all 
that if the methods commonly resorted to in 
ordinary business were imported into electrical work, there 
would soon result an enlarged clientele. There are many 
public supply systems of which it is said they cannot 
connect further customers until new plant is erected. To 
be in the position of having to refuse business is always 
deplorable, and not always creditable; but in the case of 
electric lighting, where the increase of customers is 
expected, it hardly shows an intelligent anticipation of 
events when the connection of consumers has to be stopped. 
It is to be feared that many municipalities have become во 
much enamoured of new electric tramway schemes as to 


endanger the future of electric lighting. There is nothing 


more necessary than improved tramway systems, and with 
the advent of electrical working the reproach that has 
hitherto attached to English traction methods is likely to 
be removed ; but while one highly appreciates the vigorous 
efforts that are being made to introduce electrical working 
on tramways, one cannot and ought not to lose sight of 
the claims of electric lighting. Important though tramway 
work may be, it ought not to receive greater consideration 
at the hands of a municipality than lighting. 

As we have suggested, more vigorous methods should be 
adopted by municipalities in the development of their elec- 
tric lighting systems, not only in bringing’ more forcibly 
home to the public the merits of electricity, but also in pro- 
viding new machinery on a large enough scale. It has been 
notable on more than one occasion that while a municipality 
has cheerfully agreed to the spending of large sums 
of money on tramways, it has not shown any remark- 
able readiness to increase its lighting plant. To a great 
extent the matter is in the hands of the engineers, and it is 
for the public good that they should use every means in their 
power to increase the lighting plant. Too frequently 
has there been followed up a policy of providing machinery 
sufficient for the requirements of “next winter.” This 
assumes the normal increase of consumers, but we want an 
abnormal increase of customers; why should we wait until 
the public have found out the advantages of electricity, and 
have determined on their own initiative to use it? Nor can 


the matter be left to the enterprise of the local wireman ; it 


is too important ! - | 
While on the subject of the increase of electric lighting, it 


is interesting to refer to figures which show the increased 


consumption of electricity per inhabitant in half a dozen 
towns. In Manchester the units sold per inhabitant in 1897 


X were 5'7, but in 1899 this had risen to 9:0 units. Equally 
satisfactory is the rate of progress shown in Liverpool, 


where in 1897 the figure was 3:35 units, while it stood in 
1899 at 8:8; this no doubt includes the current consump- 
tion on the tramways, but notwithstanding that the result is 


fairly satisfactory. Coming, however, to the smaller towns, 


the figures are very unequal, and perhaps less satisfactory. 
Considering the population of Bedford, the units sold per 
inhabitant are abnormally high ; in 1897 they were 7:5 per 
head, while in 1899 this had actually risen to 15:8. It 
is a somewhat striking fact that Bedford with 34,000 
inhabitants sold in 1899 540,146 units, and Derby with 
100,000 inhabitants sold 491,061; yet Bedford shows a loss 
of £288, and Derby a profit of £912. In Coventry the 
units sold per inhabitant stood at 1*3 in 1897 and two years 
later at 97 ; at Nottingham for 1897 the figure was 1'4, 
and in 1899 4-1. Sunderland has been in this respect less 


' fortunate, the consumption in 1897 being as low as 99, and 


in 1899 3:2 units. | 


Annual Picnics.—About 250 of the employés of Messrs. 
Heaton & Smith, Limited, of Salford, held their third annual picnic 
on Saturday, 18th inst., at Southport, where a very enjoyable day 
was spent. 

The staff of the Sun Electrical Company, Limited, held their first 
annual outing on Saturday, August 25th. The party went from 
Paddington to Taplow, where they embarked on the electric launch 
Epsilon. After a pleasant run on the river, dinner was partaken of 
at the "Complete Angler,” Marlow. A further trip on the launch 
to Medmentam Abbey and lock was taken before tea, after which 
tbe return to Taplow was made, 


BUSINESS NOTES. 


Electrical Wares Exported. 
WEEK ENDING AUG. 20TH, 1809. | WEEK ENDING AUG. 28TH, 1990, 


Adelaide es .. Value £108 Adelaide ..  ..  .. Value £14 
Р Тее. mat. aa 70 u Teleg. wire .. 7 
Alexandria. Teleg. mat. 60 " Teleph. mat. . 8M 
н Teleg. wire 28 Alexandria „ „ 000 
Amsterdam ee ee ae 160 v e Teleg. wire oe 00] 
Bangkok .. ié 17 Amst is . 8 
Boca. Teleg. mat. 270 Bahia T ав . 8 
Bombay  .. vs 72 Beira. ats s „ 60 
Boulogne .. fs 40 Bombay  .. es "EE." 
Buenos Ayres _.. T 18 Boulogne ..  .. 2 
* Teleg. mat. 875 Buenos Ayres .. . Ф 
Calcutta - T 498 н Teleg. mat. .. 74 
Cape Town.. we 151 Calcutta’ .. ja те . ш 
Channel Islands .. 553 Cape Town. РЕ . 96 
East London - 284 Durban 190 
Fremantle .. os ee 90 n | Teleph. mat. 828 90 
Flushing is s 20 Hamburg. Teleg. mat...  .. 1,230 
Gothenburg. Teleg. wire 86 Hobart és W* xs 63 
Hamburg. Teleg. mat... 100 Hong Rong z bes aes . 88 
Hong Kong.. ih as 69 Lisbon. Teleg. apparatus. 61 
Iquique ee 85 Mauritius .. eo æ „ H 
L ttelton oe 86 Nagasaki ae ot ee se 14 
elbourne ә 75 | Ostend .. .. .. .. BW 
А Teleg. mat. 880 Port Elizabeth .. .. .. 18 
New York $a 99 | Rockhampton .. .. .. M 
Port Elisabeth . 19 Rotterdam, Teleg. wire .. 115 
доно V es 40 panes 5% ew. ы, tee a К 
oe "t са e ingapore .. КЄ 
8 аро sid oe v .. 1,896 Stockholm. Teleg. wire ., 8 
Bt. Petersburg. Те: wire . 50 Sene e 5 n Т 
Stockholm. Teleg. w vx 19 ellington .. oe o M 
Вудпеу és m vis 218 
„  Teleg. mat. З ee TID 
% Teleg. wire А $72 
Toronto  .. е 120 
Wellington 21 
Wiborg ae ee ee oes 45 
Yokohama ee ee eo ee 978 


— - 


Total 49,141 Total . £u _ 


— 


Foreign Goods Transhipped. 


| Barbadoes. Telepb.appris. Value £i- n 
Hamburg. Elec. apparatus .. &@ |. 
Perth. Elec. motor machinery.. 19 


Total . £m Xl 


Bankruptcy Proceedings.—A receiving order has been 
made against F. L. L. Lindsay, electrical and mechanical engineer, 
Bangor, on a creditor's petition. E 

A receiving order has been made against R. Foster & Co, -= 
Burnley, trading as the Nelson Electrical Engineering Company ``- 
Nelson. : i сай 


Dissolutions of Partnerships.—Messrs. T. Hamer. 
and M. Brown (Harrison & Brown, electrical engineers and c .. . 
tractors, High Bridge, Newcastle-on-Tyne) have dissolved partner .. 
ship. Mr. Brown attends to debts. ver 

Messrs. H. Ambler & P. E. Caswell (Ambler & Caswell, electrial 
accessory factors, Birmingham) have dissolved partnership. Mesm 
Abbott, Deeley, Hill & Co., chartered accountants, of Bennett's Hil, - 


. Birmingham, will attend to debts, &c. 


Liquidation Notice, We read in the Glasgow Herd, | | 
that the Court of Session (Lord Low) has placed the liquidation ot 8 
Р. C. Middleton & Co., electrical engineers, &., of Aberdeen, under 
the supervision of the Court. Messrs. R. Reid, of Aberdeen, мі 
S. E. Simmons, of Glasgow, were appainted joint liquidstos ~~ 
Previous to the making of the application, the company went into * 
voluntary liquidation, and shareholders appointed a liquidator 1! 
was then decided to liquidate under supervision, and the liqnidatae -. 
resigned. ee d | A s 

Books Received.—* The Inventor's Adviser, or Nerf 
Man's Own Patent Agent,” by R. Haddan. London: Harrison and eh 
Sons. 5s. | 

“High Speed Steanf Engines,” by W. Norris and B. H. Morgan. 
London: P. S. King & Son. 1900. 108. 6d. net. 17 

"Electric Generators,” by H. F. Parshall and H. M. Hot .. 
London: Offices of Engineering. 1900. 31s. 6d. 


Hartlepool.—The Corporation refuse destructor, whid ^c 
is to work partly in conjunction with the electricity works, vu 
opened last week. | ^ 


Catalogues and Lists,—The Fuller-Wenstróm Elo $ 


Dec 


trical Manufacturing Company are circulating a price sheet of then 


' Regina enclosed motors. y dd 
Messrs. Clayton & Co., electrical engineers, of Huddersfield, dene 
ug a copy of their catalogue and price list of electrical арр E 
including ceiling roses, main switches and switchboar velit os 
voltage tumbler switches and cut-outs, fuseboards, and mining be. 
The head office and showrooms are at Union Works. T S 
The Garton lightning arresters made by the Garton-Daniels d 
pany, of Iowa, U.S.A., form the subject of a catalogue, of & p Ча 
we have received а copy from Messrs. Estler Bros., of Laus: 
Pountney Lane, E.C., the English representatives. 
several types of  arresters for electric light, power d 
railway circuits of any voltage, direct or alternating ешт Eo 
are illustrated and described in this list. It is claim GS 
for this arrester that it has no jointe, pivots, or hinges. m t: 
use of flexible cable obviates their neceseity, and aig dis ww 
device a unique mechanical combination. If the normal 112 i 
follows the discharge it is shunted through the coil, wh s 
thereby energised, drawingithe armature upward until the 


san" cf late be 
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costam inside the tube is destroyed. The coil then loses its 
„av aad the amature drops of its own weight to its normal 
"oss sting on the upper discharge carbon. 


destructor Results, — Recent tests of the Refuse De- 
seat Hyde, extending over a full day of 24 hours, show a con- 
„ein of nearly 60 tous of refuse, 44 tons of water evaporated, 
ынан clinker. Each cell consumed nearly 10 tons, and 
oo wand of refuse evaporated 0°783 lb. of water from and at 212°. 
» gam produced, the extravagant amount of 42:6 per cent. was 
that the steam available per pound of refuse 
s aly about 044 lb., a mere nothing hardly worth the expense of 
uy though it represents 116 H.P. at 20 lbs. of steam per H. p.- 
os Tw mius is described as of good average quality. Less 
stan would be needed if the nozzles were not in waut of re- 
oe. шй the boilers are, it is stated by the engineer, badly 
count Weneed hardly point out, that the place for a boiler in 
‚syno of refuse destruction, is beyond the zone of perfect des- 
en and that evaporation should take a second place compared 
reb Помоћ high temperature destruction. The final gases went 
» the chimney at 337° F., having entered the boiler at 1,241° mean 
sen, With a maximum of 1,365°, and we may suppose a 
» gam of LIO. As 1,000° represents a red heat, destruction 
ocu be perfect. The ashpit draught is stated to be 1:25 
vee. An examination of the boiler disclosed leaking tubes, во 
бы the ral efficiency must have been something less than the 
ilave fue Even under the suggested improved conditions, 
itb dentin! if more than one pound of steam would be raised per 
paul of refuse. We have evidently got beyond the happy days 
vse) the igares bandied about by destructor faddists would hardly 
sare лий best Welsh. Yet even wet refuse will destroy itself. 
болшш destroy green garden rubbish by piling it on an initially 
sane tof dryer stuff. As each layer of green refuse is dried, it 
re шй блг of the moisture in the upper layers, until the 
"er k вше. Theoretically one pound of dry stuff will 
capente D lbs. of water. Green refuse in a heap burned slowly 
roye aws of air, probably burns with very high efficiency 
© 3% ile thick mass of material intercepts all the heat that is 
rome. ond only lets it escape in steam. But this action 
asns s well be carried out in destructors, and high evaporation 
"evo wot be sought at the cost of low temperature destruction. 


Drop in Alternating Current Lines,—The British 
"Uwe Compauy have reprinted, in their usual excellent 
‘ia m wticle on this subject from the pen of Mr. Ralph D. 
"mw. ‘The article is accompanied by a number of diagrams, and 
"onrsulappeared in the American Electrician. An illustrated 
"Un of the Westinghouse compensator (type F), which is 
“ upon the principles set forth by Mr. Mershon, is also given. 
Tus strument furnishes a means of indicating at the power station, 


* WT the ise of pressure wires, the voltage delivered to the load . 


“wet ау conditions of drop in the transmission circuit. It accom- 
ш des ‘as without regard to the nature of the load, taking account 
5d y power factor, reactance and resistance. Some notes on 
е and methods of adjustment are given, also a table 
x g ur чш of the switch-points for the different percentages 
^ be Wess for which compensators may be set. No doubt 
ves 055 will be able to obtain copies of this publication by 
“pp-ying at Westinghouse Building. 


| — Anderson & Goolden, Limited.—According 
- inr к кемей by Mr. W. В. Peat, the liquidator, the 
Vai ih ich the receivership action in the matter of this 
Ё e betten d смге, has sanctioned a contract for the sale 
ae E Easton, Anderson & Goolden, Limited,to a new 
бу m Mrs Easton. & Co., Limited. A meeting. of 
e held at Guildhall Tavern, E.C., on Wednesday, 
? «енй Au, at 12.30 p.m. to consider the conditional agreement. 
es consideration payable by the new company to the old 


ЖЕ" 
^ 2252000 payable as to £27,000 in cash, £150,000 in first mortgage 


entire stock, £30,000 in 


antigay shares, preference shares, and £45,000 in 


| Electrical Progress in Germany.—Commercial Intel- 


4 2 


"шїн to be keener, 


d 
Ale, 
L4 


| Eleetrieity in Mining.—The British 


- ' EP. i$ read 


«y says that “jn the f Mgr 
E ч eld of * : 
cmribution, Germ electricity, 


The developmen 


its practical adoption 
any, according to figures obtainable, ranks 
3 "thas been very rapid, and thbugh this pace 
“u maintained it is admitted that competition is 
um electric ind In 1896 £12,000,000 were invested in the 
indies 3 ^ ustty of Germany, whereas to-day the capital 
4 with te 800,000. The invested capital has thus been 
ere ree years. It is noteworthy that only three great 
ere founded before 1890 in Germany." 


5 Australasian says 
a ем Electric Transmission Company’s plant has uh 
the machinery constituting the first two units of 
r being exact d to start, The machinery for the third unit is 
Elect tie 
wtb iy Plating Apparatus Company v. Evans 
> Mr. Justi С acimingham Summer Assizes, (Crown Court), 
wp зау ills last week, the action brought by the Elec- 
' Walsall 8 Company, of Vittoria Street, Birmingham, 
Walsall in Thomas Evans & Son, of Summit Works, 
CVM denn її respect of the alleged infringement of а 
SU instr tet and concluded. Mr. A. Colefax аһа Mr. 
1 and Mr 1155 Mr. Howard ' Smith, Walsall,) were för the 
l -t« Stanle, ugo Young, Q.C., and Mr. Disturnal (instructed 
: “У aud Jackson, Walsall) for the defendants. For 
port we are indebted to the Birmingham Daily 


"uwing re 
—The action a 
(7771 was brought to restrain the infringement of patent 


No. 5,274 of 1896, which was granted to Alfred Sydney Smith, 
Thomas Alfred Smith, Rowland John Smith, Sydney Smith, and 
Thomas Deakin, and had been assigned to the plaintiffs. The 
invention was an improved apparatus for the electro-deposit ion of 
metals, and it related to electro-plating of smaller articles, which, 
by the use of the apparatus, were simultaneously burnished. The 
allegation of the plaintiffs was that defendants had manufactured and 
used an apparatus made in accordance with the description of the 
plaintiffs’ specification. Defendants, on the other hand, denied the 
infringement, and contended that the plaintiffs’ apparatus was a 
different invention from theirs. His Lordship said he had come to 
the conclusion that judgment must be for the plaintiffs. It appeared 
to him that the claim was nothing like so wide as had been 
contended by the defendants, and the patentee must be given the 
benefit as well as be subjected to the disadvantage of a common 
knowledge which existed at the time he gave the specification. To 
his mind anybody who had seen the Zingzam patent would have 
anything in the world suggested to him rather than what had been 
adopted by the plaintiffs in this case. Therefore he did not thiuk 
there had been any anticipation. He could not follow the statement 
of the defendants, that what the plaintiffs had done showed no 
inventive skill. Sometimes the greatest inventive skill was shown 
by the smallest alterations. The other inventions led to no success, 
whereas the modification at once gave success, and if that was not 
sufficient to support a pateut he must go to school again for patent 
law. His Lordship thereupon entered judgment for the plaintiffs, 
and granted thel,injunction sought. On the application of 
defendants’{counsel, a stay of execution was granted. 


Electro-Medical Apparatus.—On Friday, August 10th, 
at the meeting of the British Medical Association at Ipswich, Dr. 
Mackeuzie Davison exhibited his new stereoscopic X-ray apparatus, 
together with a new motor mercury break. The apparatus used was 
made and supplied by Messrs. Harry W. Cox, Limited, and consisted 
of two 10-inch coils, with record tubes and Euglish-made screen and 
the motor break. The motor break consists of a slate wheel, with 
brass pin run through the diameter, mounted on the extended 
armature spindle of a small motor. The wheel is immersed in 
mercury to about two-thirds its diameter, the mercury being covered 
with water. The speed of the motor is regulated by resistauce. 
The voltage required is 24 volts on the coils and 4 volts on the 
motor, but at low speed good results can be obtained with 12 volts. 
The whole apparatus is designed to work from 100 volts continuous 
circuit. The stereoscopic radiographs showed conclusively the 
great advantage of the apparatusjjin accurately locating injuries 
and the presence of foreign substances, 


Indian Electrical Notes.—Jndian Engineering gives 
the following notes regarding the progress of electrical schemes in 
India :—" The Government of India have accorded sanction to Mr. 
Gribble’s electric tramway scheme for Hyderabad.—The Calcutta 
Tramways Bill has passed through the Bengal Legislative Council. 
The tramway company's electrical engincer has arrived, so we ought 
soon to see the construction of overhead equipment begun. The 
report of the company says that the contract for the electrical 
equipment of the lines has been concluded with Messrs. Dick, Kerr 
and Co. for a sum not exceeding £170,000.—Some time back Mr. 
J. W. Meares was to be deputed to Simla to report on the various 
schemes for light and power from streams in the neighbourhood. 
We hear that circumstances preclude an early report, and the 
matter remains in abeyance for some time yet.—The electric light 
installation at the viceregal lodge, Simla, has been carried out by a 
Bombay firm, and consists of three Siemens-Willans direct coupled 
sets, with a Tudor battery of accumulators.” 


Installation Work.—Messrs. Robert Dawson & Co., 
Limited, of Hartley Works, Stalybridge, are carrying out various 
electrical contracts in the provinces, including installations, plant, 
and so on for the East Anglian Sanatorium, Suffolk; Cottage 
Homes, Stoke-on-Trent; Theatre Royal, Stockport, and several 
large mills, &c. 


National Telephone Company v. Clontarf and Hill 
of Howth Tramway Company.—In the Dublin High Court of 
Justice, before Mr. Justice Barton last week, this vacation motion 
was heard. From the report in the Jrish Times, it appears that Mr. 
C. A. O'Connor, Q.C., with whom was Mr. H. Wilson (instructed by 
Mr. V. B. Dillon), for plaintiffs, applied for an order restraining 
defendants from interfering with the wires of the plaintiffs’ clectric 
system between Dublin and Howth, and to prevent them from lay- 
ing their wires in such a way as would preclude plaintiffs from 
workiug their wires efficiently. The tramway line had been con- 
structed along the coast from Clontarf to the Hill of Howth. There 
was also a line of electric wires, owned by the Telephone Company, 
supported by posts, along the same line. The Telephone Company 
were entitled to work that line under a licence from the Postmaster- 
General. Under their Act of 1898 the Clontarf and Hill of Howth 
Electrical Tramway Compauy were bound, in the construction of the 
line, to place their wires in such a position as would not interfere 
with the working of the Telephone Company. What the plaintiffs 
complained of was that the defendants had placed their wires in 
such close proximity to the telephone wires that the latter had now 
refused to act, and they were subject to frequent interruptions by the 
electric action of the defendants’ wires. In three places the 
defendants had placed their wires in mechanical contact with the 
wires of the Telephone Company, with the result that the clectric 
current of their system was transferred to the telephone wires, and 
all the latter wires were in danger of being fused along the whole 
system. The defendants had declined to submit the matter to the 
arbitration of the Board of Trade. He relied, in support of the 


application, on the affidavit of Mr. Frank Gill, superintendent for 
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Ireland of the Telephone Company, who gave specific instances of ` 


of the interruptions and dangers to which the plaintiffs ‘were 
exposed through the action of the defendants in putting up their 
wires in such close proximity to the telephone wires. There would 
be no difficulty in removing and relaying defendants’ wires so as to 
obviate all interference with the plaintiffs’ wires. Counsel submitted 
that the Tramway Company had violated their Act of Parliament, and 
had declined to take the precautions imposed upon them. 

Mr. Campbell, Q.C., M.P. (instructed by Messrs. O'Connor and 
Dudley), for plaintiffs, said they had in every way satisfied the 
Board of Trade, and had got the certificate of that body before they 
used the line. Under Section 55 of the Tramway Act the Telephone 
Company could lay down other wires in lieu of those they alleged 
were interfered with, and charge the Tramway Company with the 
cost. According to a letter they had from Mr. V. B. Dillon, the 
cost of that removal would only amount to £42. Instead of doing. 
that the plaintiffs resorted to this extraordinary proceeding in 
Chancery. for a mandatory injunction. 

Mr. Wilson having replied, 

Mr. Justice Barton said at first sight the matter seemed urgent on 
account of the interruption of the telephonic communication. It 
was admitted by both sides that the Telephone Company could set 
the matter right at a cost of between £40 and £50, which, if they 
were in the right, they could recover from the defendants. There- 
fore, he considered there was no urgency. There had undoubtedly 
been some delay already. "The plaintiffs did not act with the 
promptitude that would entitle them to an injunction. He allowed 
the motion to stand till the hearing of the action, and reserved 


costs. А 


Niagara Notes.— That modern machinery possesses a very 
great attraction for the people of to-day, is madé clear by a new step 
taken by the Niagara Falls Power Company in charging an 
admission fee to view the machinery installed in its central power 
station. Years ago when all the water of the Niagara plunged over 
the precipice of the falls unharnessed, men were plentiful who pre- 
dicted that the time would come when a portion of the waters would 
be diverted and harnessed for man's benefit, and that the power 


development thus created would rival the scenery of Niagara as an 


attraction. While the first part of the prediction was generally ac- 
cepted as something likely to occur, still the public mind of years 
ago was not prepared to think that the power development at 
Niagara would ever be a rival of the cataract. But this has now 
come to pass, as is shown by the first month’s operation of the new 
plin of the Niagara Falls Power Company. It was on July 2nd that 
the pay system was established, and for ithe first month of the system 
the records kept show that in that time there were 1,967 paid ad- 
missions to the power plant. Of this number 913 paid the 10 cent 
fee charged to view the installation from the gallery, while 1,047 
paid 25 cents each to go about the floor in company with the guides 
furnished, and have explained to them all the important features of 
the plant. In this way and from this source, there was collected 


the sum of $358, of which amount about $100 will go to pay the ex- ` 
pense of the guides and doorkeeper in connection with the system, and 


the remaining $250 will go to endow free beds in the memorial hos- 
pital at Niagara Falls, for the use of the employés of the Niagara 
Falls Power Company. Thus it will be seen that in establishing the 
system, the Niagara Falls Power Company manifests no disposition 


to profit thereby, but lends its aid to the comfort and welfare of its 


employés, when they are so unfortunate as to be taken sick and 
forced to go to a hospital. The power station of the Niagara Falls 
Hydraulic Power and Manufacturing Company is located in the 
Niagara gorge right at the water's edge, and all the heavy parts of 
the machines that are therein installed,have to be lowered oversthe 
high bank by means of a derrick. Some few weeks ago a new steel 
derrick was installed on the edge of the cliff for this purpose, pre- 
paratory to lowering some very heavy machines. This derrick was 
thought to be in every way safe, but on Friday, August lOth, while 
a new 16-ton armature was being swung over the cliff, the derrick 
broke down, and the armature and all plunged down the bank. The 
armature fell upon and went through the roof of the inclined rail- 
way of the Cliff Paper Company, while a portion of the derrick weut 
through the roof of the Cliff Paper Company's pulp mill located at 
the water's edge adjoining the power house. The armature was so 
badly damaged that it was necessary to order a new one. The total 
loss is about $25,000. ' 


Paris Exhibition Awards,—Messrs. A. C. Wells & Co. 
have been awarded a silver medal at the Paris Exhibition for the 
„Wells Lights," also a silver medal for their ' Lightning“ painting 
machine, and in addition а “ mention honorable," for their waste 
eH filters, Unbreakable“ lamps and oil feeders, and “ Industrial“ 
amps. 3 i 

Davis & Timmius, Limited, have been awarded a gold medal at 
the Paris International Exhibition for their exhibit in Class 65, 
Group XI. 

Messrs. Salviati, Jesurum & Co., Limited, of London and Venice, 
have been awarded a Gold Medal for their exhibit of electrical 
chandeliers and other fittings. ү 


Raw Hide Gear Wheels,—Mr. W. F. Dixon, 63, 
Percival Street, C.-on-M., Manchester, has submitted to us samples 
of his manufactures, which we have carefully examined. The 
process he employs seems to produce most satisfactory results, the 
layers of hide forming what is practically a solid mass; having the 
transparency of horn, but infinitely harder. The blank which he 
sends us, shows the steel bush priorto the fitting of the end plates 
which are bolted right through the wheel, and give additional 
security iu resisting strains transverse to the laminations, naturally 
the weakest direction in built-up wheels. The teeth are cut from 

hese blanks as ina metal wheel. The finished wheel he sends is a 


well-finished article; we understand it was made 16 months ago, 
and was returned on being replaced by a similar wheel of larger 
size, the firm for whom it was made finding that they bad under- 
estimated the size required. We understand from the list sent us, 
that the wheel can be built up to any size. This list gives very full 
particulars, and may be had on application, and samples will be 
submitted for inspection. 


Release of Trustee.—The London Gazelle contains 
notification of the release of trustee (Mr. J. G. Gibson, Official 
Receiver) in re W. Dalzell (W. Dalzell & Co.), electrical engineer, 


of Newcastle-on-Tyne. ` 


Simplex Conduits,—A new supplementary list, including 
some of the latest improvements in their steel conduit system, has 
been „issued by the Simplex Steel Conduit Company, Limited. 


, 


Amongst other things that have been lately added are a screwed 
brazed conduit of heavy gauge and screwed fittings for use in place: 
such as breweries, &c., where a water-tight system is insisted upon: 
split bends aud tee pieces ; a new type of box enamelled iron-cased 
switch and fuse distributing boards ; pendant fittings with porcelain 
bridge, with connection terminals fitted ; also split box with bridge 
terminals and a connection box for connecting up brauch .eireuit: 
from a pair of bars fitted on to porcelain in the box ; removable 
porcelain interiors and connection bars for use with their standari 
junction boxes. This arrangement consists of a porcelain cradle 


which just fits inside the junction box and supports two brass ¢ 
nection bars, which are each made in two parts. The bars 
drilled along their length and terminal screws are fitted to 

‘the branch circuit wires, and a half-lap joint in the middle all 
the two ends to be easily sweated on to the main lead, it 
thimble-bored to receive same. A large variety of T jointing 
are also listed with a number of special junction boxes, &c. 
have already mentioned that this company has been awarded 
Gold Medal distinction at the Paris Exhibition. 


Scamped Work,—An Edinburgh corresponde: t writes 
“For some time the Ediuburgh Trades Council have had 
consideration the question of the scampiug of the eleetrie 1 
fittings in the city. The matter has been considered at t 
different sittiugs of a committee of that body, who brought 
report at a meeting of the Council on August 22ud, leaving it 
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Cun to deal with the subject. Mr. Newell, of the Electrical 
голлох Asocistion, said that what they wanted to get at was 
the ‘seamping of the work. Contractors for electric installations 
n small shops, often below tenements mhabited by many people, 
ài the work in a very shoddy manner, with the result that the risk 
s diygatious fires Was very great. He claimed that they had a right 
«lame an inspector appointed who would see that this work was 
ariel out in a proper manner, apart from the examination aud 
we made by the Corporation’s inspectors. Mr. Bell moved the 
en uf the committee’s report, aud that they send the matter 
- the Electrical Engineers’ Association (2). They were the parties 
sable to judge. Lf outside inspectors were appointed, one man 
wall be required for every job on hand. Mr. Cumming seconded. 
уу Buikie, in supporting this view, said that it was not the duty 
i thc citizens to see that the contractors fulfilled the terms of their 
«sime The workman who would put in brown paper or wax- 
oth to a joint was not a man, but a coward, He should. have told 
tye employer that be would not do it. Mr. Wilson said it was not 
a mach the contractors as the contract system that was to blame. 
Vir Belle motion was then adopted unanimously.” 


Theatre Lighting, — The New Tivoli Theatre of Varieties, 
Birmingham, was opened on the 20th inst., after extensive alterations, 
snd is electrically lighted throughout, the work being carried out by 
yr F.J. Borland, of Leeds, whose Scissors lamps are so well known 
for age work, and whose experience in theatre lighting by complete 
«iib, is well known in the provinces. The plant consists of a 
Tuche 40 . . P. gas engine, Byng-Hawkins dynamo giving 300 
umga at 120 volts, Frankenburg’s cables, British Electric Works 
ttn, and Borland's projectors, all British made goods. 


Trade Announcement.— The newly-formed Wear 
Рава Engineering Company have just opened their showrooms 
wt M Jom Street, Sunderland. 


T Willoughby Destructor Syndicate, Limited.— 
Meeting of creditors and shareholders in this now liquidating 
diae, were held at Carey Street, W.C., on 22nd inst. The 
суто stated that the company was registered on August 13th, 
194 with a nominal capital of £3,200 in 64,000 shares of 1s. each, 
i objet being to purchase and exploit patents relating to 
destructor furnaces for the treatment of town refuse, and in par- 
cular certain inventions for improvements in such furnaces. It 
wa stated that a destructor was erected at Devonport, but proved 
a iwe, and in January, 1900, it was refused by the Devonport 
Corpartion, who required its removal. In consequence of certain 
depute: in the directorate, litigation ensued and this was pending 
& the (lite of the winding-up order. The failure of the company 
appeared to be due to the fact that the destructor erected at Devon- 
pert did uot properly carry out the work for which it was intended. 
2: Gv of this was now in dispute. After some discussion, the 
metor resolved that the matter should be left in the hands of the 
Oii Rewiver as liquidator. A similar resolution was passed by 
the shareholders. 


Works Flooded,—On Tuesday last week the Caledonia 


Wise Works of Messrs, Frederick Smith & Co. at Halifax were 


Umi by the bursting of the Corporation main sewer while a 
SOME "is ih progress. Operations have been carried on at high 
pre ately owing to the great rush of orders, and it was at 
AN things were in full swing, that the accident made 
i fll. The galvanizing department suffered very seriously, in 
a Sated to have been completely devastated. In the base- 
ment the engine and machinery were almost completely buried in a 
na of aches and stones washed from the hillside. The Dowson 
pé Pitt house was in 8 fect of water and dirt; 150 tons of dirt 
were deposited in the yard where the gasometer stands. All the 
“partments using gas driving power are stated to be at a standstill. 
: the time of Writing no estimate can be formed of the damage 
“ap The Mayor and Corporation officials have visited the works. 
bz electrical trade will not be slow in joining with us in sympa- 
tiang with Messrs, Smith in this unfortunate experience. We 
Р de pretty sure that, with their accustomed enterprise and, of 
wane, with the assistance of the Corporation, who must recognise 

such an establishment as Messrs. Smith's confers upon 


the benef 
we borough, things will be speedily set right again. 


ELECTRIC LIGHT AND POWER NOTES. 


Ж Irhroath,—An installation of electric lighting is being 

Cons fein Brothock Spinning Mill, Arbroath, belonging to Messrs. 

dan de This mill was recently rebuilt, the old mill having 

Men eni he by fire fully a year ago. The contract for the 

Seiden ‘on is in the hands of Messrs. Lowden Bros. & Co., of 

Liehte are ‘© installation is capable of supplying 250 lights. 
=~ te being introduced into all departments. 


MATIS. The consulting engineer has reported to thc 
winks cn W e that he has appointed Mr. H. Cottrell clerk of 
N © buildings for the electricity station. He has occupied 

Position at the Gloucester electricity works. 


Be L r . а е 
the tlfast.—\ gas explosion occurred in connection with 
light mains on August 18th. 


Brighouse.—The North British Electrical Supply Com- 
pauy has cancelled its application for electric lighting powers for 
Brighouse, 


Burnley.—The Guardians have resolved to make appli- 
oation to the L.G.B. for sanction to borrow £8,000 for an electric 
light installation at the Workhouse, and the erection of a new 
boiler house and the provision of two new boilers. Messrs. Shep- 
herd and Watney are to be employed to carry out the necessary 
works. The scheme includes lighting all the buildings within the 
boundary of the Workhouse (cottaye homes, infirmaries, and all 
other buildings). There would be 1,538 lights. "The recommenda- 
tion was, that the current supplied be at 220 volts; the dynamos to 
be coupled direct to the engine, the latter being of the high-speed 
vertical type. 


Bury St. Edmunds,—The inauguration of the borough 
electricity supply works took place on Tuesday evening. 


Chester.—A Local Government Board inquiry was held 
last week respecting the Corporation's application for sanction to 
borrow £35,000 for an extension of electric lighting in the city. 
Au original loan of £65,000 had been pranted, but the Corporation 
wanted £35,000 more for new machinery aud extension of station. 
The town clerk (Mr. S. Smith) stated that the Corporation started 
lighting at a price of 6d. a unit, but this had been reduced to 44d., 
aud large consumers were allowed a considerable discount. During 
the last three years the Corporation had sold 355,957 units, 473,656 
aud 617,792 units respectively. In the first period they had 83 
public lamps, in the second period 236 lamps, and in the third 361, 
165 of which were are lamps. The Corporation contemplated 
working the trams by electricity. The provision which was being 
made would practically double the present building, and the exten- 
sions would suffice for working the tramways 


Consett.—Last week a deputation from the Northern 
Counties Electrical Supply Company waited upon the Council re 
the lighting of the district. The company wished to apply for an 
order, and sought the Council’s consent. Referred to the Gas Com- 
mittee to report. . 


Crieff.—The Committee to which we referred last week 
advises the Council to apply for a provisional order in its own right. 


Devonport.—A deputation which has visited Liverpool 
and inquired into the street lighting there advises the Council to 
erect 41 electric arc lamps in seven different thoroughfares, eaoh 
lanrp-post to have also two incandescents for lighting at midnight. 


Dublin.—On Monday an adjourned meeting of the Cor- 
poration was held to consider the report of the Electric Lighting 
Committee. The Committee recommended the Corporation to 
adopt certain tenders in connection with Mr. Hammond’s scheme, 
to which we referred last week. A great deal of interest was taken in 
the meeting, owing to the fact that it was known that a proposal to 
supply electricity to the Corporation would be put forward by the 
Dublin United Tramways Company, which bas already crected 
large plant for generating electricity for the purpose of running its 
system of electric trams. The proposal of the tramways company 
was put forward, but after a long and heated discussion the Cor- 
poration decided to keep the electric lighting of the city entirely in 
tbeir own hands, rejecting the tramways company’s proposal by 38 
votes to 14, and accepted the tenders referred to. 


Dundee.—On 20th inst. the Tramways Committee 
resolved to increase the salary of Mr. Tittensor from £250 to £350 
on account of his work on the electric tramways, and 450 may be 
added a year hence. 


Faversliam.—The Town Council has decided to apply 


for a provisional order. 


Grays.—Mr. Preece's report upon the tenders for elec- 
tric lighting plant i« in the hands of the Council. 


Greenock.— The Police Board has decided to charge a 
minimum rate of 44d. and 14d. for energy for lighting and power, 
and 4d. and 14d. for power only, on the Brighton system. 


Halifax.—The accounts of the: Corporation electricity 
works for the year ended March 31st show that the expansion of 
this department has exceeded expectation. The output has been 
more than doubled, the number of units sold being 1,371,333, as 
compared with i628, 759 in the previous year. The lamps connected 
number 45,403, as against 32,020; the gross revenue was £16,069, 
as against £8,957—an increase of £7,112. The gross profits 
amounted to £9,001, as compared with £4,565 last year—an increase 
of £4,436. The average price obtained per unit., after deducting 
discounts, is 2°77d., as against 3:33d. last year. 


Hampton Wick.—The Council has decided to receive a 
deputation from the Twickenham and Teddington Electricity 
Supply Company re electricity supply for the district. The com- 
рапу`з terms are stated to be much better than those which were 
offered by the Kingston Corporation. 


Hanley.—At this week's Council meeting the Electric 
Lighting Committee recommended the Council to accept a number 
of tenders for works required in connection with the electricity 
department to mect the increased demands made upon it; and also 
that application should be made for sanction to borrow a furt'ier 
sum of £7,000.—Alderman Hammersley pointed out that from 
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January to July they had generated at the electricity works 
473,000 units, aud their output—that was what they had charged 
their customers for—was 311,000 units only. They were exceed- 
ingly anxious to find out where the leakage could be. With regard 
to domestic lighting, it was found that the consumption in many 
cases had been so small that the meters would not register it. That 
was a thing they hoped to be able to remedy. The recommenda- 
tions of the Committee were contirmed. 


G001e, —A syndicate has given notice of intended appli- 
cation for a provisional order. The Council is applying for an order 
on its own account, aud will oppose. It should be added that the 
Council owns the gasworks, and is jealous of outside competition. 


Hastings.— A Local Government Board inquiry was held 


last Friday concerning an application by the Corporation to borrow 
£3,650 for electric lighting extensions. 


Hoylake.—The District Council has appointed as its 


electrical engineer Mr. Ernest Marples, of the Liverpool and 
District Electric Lighting Committee, at a salary of £150. 


Hull.—The Chamber of Trades, Drapers’ Association, 
and Retail Grocers' Association have been holding a meeting 
here for the purpose of discussing the action of the local 
authorities in placing electrical fuse-boxes in front of 
busiuess premises. The discussion turned chiefly upon the 
erection of one of these boxes in front of Messrs. Craft & Son’s 
premises at the corner of Beverley Road and Fountain Road. Mr. 
Craft said that when he perceived it was the intention of the Elec- 
tric Lighting Committee to erect a fuse-box only 6 feet 6 inches 
distaut from one of his principal windows he wrote to the electrical 
engineer on the subject, but did not receive any reply, and the box 
was subsequently erected. It had proved, and was proving, a great 
inconvenience to his trade. He had drawn the attention of the 
committee to the matter, and had received an intimation from the 
town clerk that they were prepared to remove the box to another 
site on condition that he paid £10 towards the cost of removing it. 
The meeting were unanimously of the opinion that the erection of 
the boxes in front of tradesmen's premises was a serious incon- 
venience, and a deputation was appointed to wait upon the 
Electric Lighting Committee for the purpose of laying their views 
before them. 


Hford.—The foundation stone of the District Council's 
electricity works was laid on 25th inst. by the chairman. 


Kingstown.— Messrs. Porte, Sykes & Co. have notified 
the Council of their wish to apply for a provisional order, but the 
Couucil will not agree. Furthermore, the Council will at once pro- 
ceed to act under their already obtained order by applying to the 
Local Goverument Board for a loan, and empowering Mr. Manville 
to prepare plans, specitications, &c., for the iastallation. 


Llandudno, — The Local Government Board has 
sanctioned the loan of £4,844 for excess expenditure in connection 
with the electric light and destructor works. 


© London.—sr. GEORGE'S VksTRY.—AÀ special Vestry 


meeting was held last week to consider the proposed electric light- ` 


ing of the streets of the parish at a cost of £17,000 annually for a 
term of 31 years. A motion to rescind a resolution, adopting the 
electric light as an illuminant for the streets in the parish, was 
adopted by 23 votes to 13. 


WESTMINSTER. — А street main box explosion occurred in 
Hindon Street, Piralico, on 23rd inst. 


Newbury,—Exactly 12 months ago we drew attention 


(ELECTRICAL Review, August 25th, 1899, p. 321) to the decision of 
the Newbury Council to adopt and vigorously follow up а “ dog-in- 
the-manger policy.” Its order of 1892 was to be systematically sat 
on but never hatched ; and no outsider was to be allowed to hatch 
it and bring it off upon any terms whatsoever. We then said that it 
was time the atteution of the Board of Trade were drawn to the 
decision. “ Revocation scems to be urgently called for at Newbury.” 
An extension of time for six months had been, as it happened, just 
granted, and we then remarked that it was necdless delay after the 
matter had been shelved for so long. How true our words were 
appears from the issue of the London Cazelte for August 24th, 1900, 
wherein we find it announced that the order has been revoked as 


from August 22nd. Better late than never, of course; but why | 


was the matter allowed to drift so long when there are scores of 


electrical firms eager to take it up? The blocking policy of petty | 


municipalising spirit is disastrous to electrical development. 


Nuneaton.— Mr. Hawtayne's report upon the electricity 
works, which are now the property of the Council, was before that 
body last week. He reported that the site of the works was very 
good. He did not favour the erection of new works in combination 
with a destructor, but if the public baths were erected close at hand, 
the exhaust steam there would be utilised with advantage. He 
advised the erection of entirely new buildings, and new machinery, 
instead of utilising the old works and plant. The existing 
machinery might afterwards be of use in the new works. In addi- 


tion to the £16,000 for the purchase of the works and erection of 


new plaut, a further £2,000 would be required for mains, exten- 


sions, &c. The Committee last week recommended the adoption of 


the report, and that the matter of tenders for the new machinery 
be taken in hand. 


Penzanee,—The Council is calling in an expert to advise 
as to carrying the provisional order into effect, 


Rhyl.—The Council sent a deputation to London the 
other day to inquire as to the best means of raising the £40,000 loan 
required for electric lighting and other public works. 


Russia.— Messrs. Siemens & Halske, of St. Petersburg, 
have just completed the construction of a central electric lighting 
station in the town of Samora. The plant comprises two 105-Kw. 


multiphase alternators, driven by two vertical compound engines of 
165 н.р. each. 


Sheffield.—At a meeting of the Electric Lighting 
Committee on Tuesday the question of the future of the elec- 
tric lighting of Sheffield was discussed. Mr. Fedden, the 
electrical engineer, reported at length, pointing out the 
great demand upon the machinery at the works, and the 
coming need for another supply station. Mr. Fedden's report 
was referred to Mr. Hammond, the consulting electrical engi- 
neer to the Corporation, for his opinion. Meanwhile the Com- 
mittee took an important preparatory step towards  obtain- 
ing the requisite additional machinery. The necessity of obtaining 
the very best and most modern machinery was fully realised by the 
Committee, and with a view to collecting information it was decided 
that a deputation consisting of the chairman (Alderman Styring), 
the vice-chairman (Mr. W. W. Harrison)—or failing him, Mr. John 
Maxfield—and the engineer (Mr. Fedden) should visit the Paris 
Exhibition in order to examine the latest machinery there on view. 
After visiting the Exhibition, it is probable that the deputation will 
proceed to Frankfort to make further inquiries. 


Nurbiton.—4A site for electricity works has been decided 
upon by the District Council. 


West Bromwich.—The Corporation are making rapid 
progress with their electric lighting undertaking, and it is antici- 
pated that by Christmas they will be in a position to supply con- 
sumers. 


West Riding.—A number of Urban Councils in the 
West Riding have received notification from electrical syndicates of 
their intention to apply for electric lighting powers for thc various 
districts. There is a feeling that the authorities should themselves 
keep this power in their own hands, and a joint meeting of the 
Councils is being arranged te consider the question. 


Worksop.—The Board of Trade has approved the 


proposed system of electricity supply, but the Council now awaits 
the sanction of the Local Government Board. 


Yeadon.—A plebiscite has been taken on the electric 
lighting question, with the usual unsatisfactory result. 890 papers 
were issued, 570 returned; of the 570, 337 were blank, coming from 
the people who didn't care, 95 from those who want electric light, 
and 75 who would rather be without it. The 98 promised to take 
365 lights at 5d. per unit, or 304 at 6d. When the matter came 
later before the Council it was proposed to part with the provisional 
order to a syndicate, but the voting was equal, and the casting vote 
was not exercised. The period of grace under the order expires in 
October. Revocation is needed, if a company is prepared to take 
the work in hand. 


ELECTRIC TRACTION NOTES. 


Aberdeen.—The Council on 20th inst. resolved upon 
certain small extensions of the electric trolley lines. The electrical 


engineer and superintendent are to report as to the type of car to be 
adopted. | 


Durham.—The Houghton-le-Spring Tramways Company 
are commencing the preliminary arrangements in connection with 
their undertaking. The tramways are to be worked by electricity, 
and the scheme is looked forward to with some considerable 
interest because of its comparative magnitude. It will serve one of 
the most thickly-populated districts in the county of Durham, aud 
one which is only indifferently served by the railway. When com- 
pleted the system will connect the following important colliery 
villages :—Easington, Hetton, Houghton, Newbottle, Philadelphia, 
Herrington, Silksworth, Ryhopé, and Grangetown. The Sunder- 
land electrical system will ultimately run to Grangetown. 


Ilford and Ham.—Progress is being made by the Ilford 
District Council with their undertaking to light the district by 
electricity, and also to work electric cars on the overhead system 
from Seven Kings along the High Road to Manor Park. The Ilford 
section is to cost, £68,500, and, as our readers are already aware, in 
addition the East Ham Council aud the West Ham Corporation are 
making provision—the work is well under way—for connecting with 
Ilford as far as electric trams are concerned. Joining at Manor Park, 
the East Ham section will go right through the heart of the district to 
North Woolwich on the one hand, and to Wanstead on the other, 
while the West Ham section will take in Forest Gate, Upton, 
Stratford, Plaistow, Canuing Town, and the southern portion of the 
borough. The area to be covered is over 20 miles. 


Liverpool.—A large party of members of the Liverpool 
Engineering Society visited the Pumpfields electric power station 
of the Corporation on 24th inst., being shown over by Messrs. 
Brodie, Bromley Holmes, and Bellamy, the city electrical engineers 
and tramway manager. 


(Continued on page 347.) 
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THE BRITISH INSULATED WIRE COMPANY'S 
Ма WORKS АТ PRESCOT. 


ү [шк frst important application of paper-insulated cables in 
dis country was to the high tension trunk mains between 
MÀ Deptford and London, in 1890, by Mr. Ferranti; prior to 


k M this however, some progress had been made in the United 
ra Sue in this direction, and Mr. J. B. Atherton, while in that 
"s airy, entered into relations with the patentees which 

dit mul, on his return to England, in the formation of a 

ae company with a capital of £60,000, for the manufacture of 

ге ails of this type. А site was obtained at Prescot, 

d ehre, and workshops erected thereon. 
+e Progress, at first, was slow; perfection cannot be 

E stained at once, and a vast amount of experimental work had 


io be done, special tools designed, new processes invented, 
те before the tables reached a pitch of excellence satisfactory 
ү to their makers, The first important contract obtained by 
БЕ the company was for the supply of paper-insulated cables in 
od 0 the City of London Electric Lighting Company, 
- #0 Limited, which was then commencing operations; the suc- 
A ЕШ working of these cables proved their good qualities, 
de foundation of the immense 


к NN volume 
a business Which the B. I. W. Company has 


; carried 
91 since then, 
x9 Once fairly started, the demand for “paper cables“ grew 
j А acri | 
vul kaps and bounds, and in 1897 it became necessary to 


y construct the company, with a capital of £400,000, in 
a E" Bride additional workshops to cope with the 
ot -" ш hand, which at the time of the transfer had a 
$ of over £200,000. In spite, however, of the large 
^g Which was made in the capacity of the factory, the 

Stew still faster, and at the present time the manu- 


„аА 


facture of cables is being carried on night and day without 
cessation. In addition to the demand for electric lighting 
and traction cables, the company has a large trade in tele- 
phone cables, which are made on its patent air space system, 
and is the owner of a patent system of house wiring with 
twin lead-covered wire. 

We reproduce herewith a number of views of the interior 
of some of the workshops at Prescot, showing various pro- 
cesses in the manufacture of the cables. 

Commencing with the “old insulating shop," our view, 
taken from one corner, shows cabling, insulating, and wire- 
various sizes and 


armouring machines of descriptions, 


The cabling machines are generally similar to those 
used elsewhere; the copper wire (rolled and drawn 
on the premises) is not tinned, as the insulating 


{ 
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THE OLD INSULATING SHOP. 


materials have no corrosive effect on copper, while at the 
same time they form an excellent flux for soldering purposes. 
The insulating machines may be recognised by the numerous 
reels of paper, which are sloped in such a way as to ensure 
the even laying of the paper on the core, breaking joint but 
not overlapping. Several of the machines are capable of 
simultaneously laying up the stranded cable, and covering 
it with the requisite thickness of paper—which, in the case 
of high-voltage cables, amounts to as much as half an inch. 

The paper is in the form of ribbon, the width depending 
upon the size of the cable in question, and is laid on in the 
dry state, great care being taken to prevent the access of 
moisture or other injurious substances in the course of the 
various processes, Directly a drum is filled with the insu- 
lated core, it is wheeled away, running on its flanges, to one 
of a series of ovens situated close to the insulating room. 
These ovens are divided by brick partitions into four com- 
Each of these is provided with three lines of 


F 


partments. 
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rails, along which the drums are wheeled into position. 
The ovens are maintained at a temperature of about 
230° F., and the drums of cable are left in them for about 
48 hours, by which time most of the moisture originally 


winding the copper wire on bobbins suitable for use in the 
stranding machines, 

Hydraulic cranes are provided for handling the heavier 
bobbins in this shop, in which also the machines are driven 


present is removed. To abstract all the moisture would, 
however, be a fatal 
mistake, as this 
would destroy the 
texture of the 
material The 
ovens are fitted with 
a complete system 
of sprinklers, of the 
Grinnell type, but J. at. 
not automatic; +) 
these ате supplied 
with water by a 
Worthington pump, 
which is always 
under steam, and 
by opening a stop 
valve outside it is 
possible to instantly 
extinguish a fire 
in any one of the 
ovens, should such 
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by shafting. 

Passing through 
the oven room, we 
come to the “new 
insulating room,“ 
the subject of our 
next illustration, 
Our view is taken 
from the middle of 
one side of this 
room, and shows 
two large cable 
machines in the 
foreground, each of 
whieh lays up the 
copper strands and 
covers them with 
the full. thickness 
of paper in one 
operation. Аз it 
happens, the nearer 


machine is engaged 


a mishap take in stranding the 
place. teturning insulated cores of a 
to the old insulat- THE NEw INSULATING Room. three-core cable,and 


ing room, we may 
draw attention to the large armouring machine in the 
middle distance. While the B.I. W. Company prefers steel 
tape armour, iron wire is sometimes specified, and the 
machine in question is capable of laying this on the largest 
sizes of cable made. 

In this shop the twin house-wire is laid up and insulated. 
In this each conductor is in the form of a segment of a 


АА Д, UL ' Ж! 


insulating the 
whole, while the machine on the left is putting on 
a layer of segmental copper strips over the insulated 
core of a concentric cable, and insulating overall. Each 
of the cores of a three-core cable is pressed into the 
shape of a sector of a circle, and the three when laid 
up together form the well-known © clover-leaf " cable of the 
D.I.W. Co. The segmental strips, on the other hand, are 


THE NEw INSULATING Room. 


circle, and the two are separately insulated, laid up together 
in a spiral with their flat sides adjacent, so as to form 
a circular periphery, and the whole is again insulated 
overall. The segmental form is given to the wire by an 
automatic press, which is fed with stranded core, and presses 
it into the correct shape, dealing with about 1 foot at each 
stroke. 

At the back of the shop are a number of machines for 


drawn through dies to the correct shape, their inner and 
outer faces being concentric with the core, and their edges 
being truly radial; they are guided through a plate in the 
operation of stranding, so as to fall in place without 
twisting. 

After each coating of paper has been applied, in the case 
of cables having more than one core, the operation of drying 
is repeated, and when laying up concentric cables the pro- 
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es of saturating each inner covering with insulating oil is 
«pried out before adding the next layer of copper. The 
em, in fact, passes from a tank of the hot composition 
direct to the machine. 
Behind the large 
mis may be seen 
wo lng rows of 
galler machines 
tending the whole 
width of the shop. 
These machines are 
wed for covering 
and pairing tele- 
wies In 
the former case, in 
order to enclose 
the wire in a com- 
paratively large 
open tube of paper, 
the paper ribbon is 
not lapped round 
the wire as usual, 
bat is lid up 
with it, and 
pe] through a 
dietogive the tubu- 
тщ; to retain 
the ribbon in 


ption the tube LARGE STRANDING MACHINE. 


& lapped round 


with open spiral of cotton thread—the whole process 
being exceedingly simple and ingenious. In the pairing 
machines the lead and return wires, thus insulated, are 
wsd up in a spiral with a long lay to prevent cross 


HYDRAULIC 


We 


show) * à view also of the remoter corner of this shop, 
ng two more large machines laying up and insulating 
row of жебөө more telephone wire machines, and a 
received fry cutters, The latter slit up the rolls'of paper 
m the manufacturers into narrow strips, and wind 
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them on reels ready for the machines. These large rolls of 
paper are “rough dried" before hand cutting, each roll, 
which weighs about 90 lbs., losing 2 Ibs. or so of 
moisture. 


There are in all 
six large machines, 
80 telephone wire 
machines, and 25 
pairing machines 
in this shop. Four 
additional large 
machines are on 
order. 

The telephone 
machines are 
capable of turning 
out half a mile of 
twin wire each per 
day, so that 1 mile 
of 300 pair tele- 
phone cable can 
be produced every 
week. All the 
machines in this 
shop are driven by 
electric motors, 
chiefly of the open 
type, and an elec- 
tric crane is also 
in use. 

At the far cnd of the shop is a very large strand- 
ing machine, originally designed for the manufacture of the 
telephone trunk line cable between London and Birming- 
ham. As the cable consisted of 38 pairs of extremely 
heavy conductors, no machine in existence at the time 
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PRESSES. 


was capable of doing the work. The machine was con- 
structed, in four sections bolted together, each of which was 
capable of carrying 6 bobbins ; one of these sections has 
since been detached, three only appearing in our view. 
Although designed for a special purpose, the machine is 
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capable of doing various kinds of stranding work, and is 
constantly in use, 

The next process through which the cables (except tele- 
phone cables) have to pass is that of impregnation with the 
insulating composition. This is carried out for the most 
part in the lead press shop, in a series of iron tanks, which 
have been largely added to quite recently. An extension is 
also being built out from this shop, to contain the mixing 
vats and apparatus. The tanks are heated during the pro- 


cess by zigzag copper steam pipes. 


WIRE-DRAWING PLANT. 


Immediately after this operation the cables are sheathed 
with lead, and this is the most interesting process of all. 
There is a series of eight hydraulic presses, some of which are 
shown in our illustration; the largest, the second in the 
figure, has a water ram 33 inches in diameter, and as the 
available water pressure is 2 tons per square inch (produced 
by a battery of pumps driven by electric motors), the total 
pressure on the ram may amount to over 2,500 tons ! 

The cable passes from an oil tank into the press through 
an inwardly projecting nozzle rather larger in internal 
diameter than the cable; the nozzle, which is made of steel 
of the highest quality, terminates in a thin cylindrical 
extension, which projects within another 
nozzle, so that no part of the cable is 
exposed to the direct, pressure of the lead. 
The thickness of the lead is regulated 


by the amount of overlap of the 
nozzles which can be adjusted from 
without. The operation is as follows: 


The cylinder being filled with lead at a 
temperature at which it is plastic, but not 
fluid, is pushed up by the ram until a 
fixed ram above it comes in contact with 
the surface of thelead. The pressure then 
begins to rise, and the lead is squeezed 
into the annulus between the two nozzles, 
being forced out as a tube, and carrying 
the cable with it, though the latter really 
lies freely within the tube, and is not 
compressed. To ensure equal thickness 
of the lead sheath at all parts of the 
circumference, a baffle plate is supported 
over the nozzles at a height found by 
trial to give a correct result. As the 
leaden tube emerges from the cylinder, 
it is critically examined by a workman, 
who is enabled to see the whole circum- 
ference by holding a mirror beneath it. 
The cable is wound up on a drum driven 
through variable speed friction gearing 
by an electromotor; by this means perfect control of 
the winding is obtained. When half the lead within 
the cylinder is expended, the ram is lowered, a 


fresh supply of molten lead is run in from the 
melting furnace adjoining, and the process con- 
tinued. In this way a perfectly continuous sheathing 


of lead сап be laid on any length of cable, no 
matter how great. In order to regulatethe temperature of 
the lead (which is judged by the pressure necessary to expel 
it) the cylinder is provided with a water jacket. This is a 


very important consideration, as if the lead is too soft or 
even liquid, it may be violently expelled from the cylinder, | 
while if too hard, a higher pressure is required to force it 
| 
| 


out than it is desirable to employ. As a matter of fact, in | 
spite of the enormous strength of the solid steel columns, 
and of the hydraulic cylinders, it is no rare event for one or | 
other of these to be fractured: the reason of this, we under- | 
stand, is believed to be the molecular fatigue af the steel, | 
The largest of these presses is capable” of applying a | 
sheath no less than 4 inches in diameter; on the other hand. 
it is possible and practicable to cover wires no larger than | 
No. 16 S. W. G. overall. The telephone service cable used by — ! 
the Post Office authorities, and the small telegraph leads 
with which they are replacing the gutta-percha-coyered | 
wires formerly employed, are but little above this size, 66 1 
The press room is served by two single-motor electrie | 
travellers, which for speed and handiness give the greatest 
satisfaction, In this room also are furnaces for the final 4 
refining of the lead, which must be of the highest 


| і 
quality. d Y ' 


From the lead press room the cable drums are wheeled io 
the tank room. At each end of this is a deep tank of water ^r 
in which, after sealing the ends, the lead-covered cables ai | 
immersed while hot. The effect of this is to create a | 
vacuum within the sheathing, во that if any crack or 1 
hole exists in the latter it is certain to be discovered by the | 
influx of water. Here the cables are left for 24 hours, after — 
which they are withdrawn from the water, the ends opened, i 
and a test pressure applied at a pressure of 2,500 volts fer 
low pressure cable, 10,000 volts for high pressure, aud 
20,000 volts for extra high pressures. There is no excep» 4 


tion to the application of this high pressure test; all cables. 
have to undergo it. At present the pressure is alternating, 4 
so that the actual pressure applied is about 40 per cent. : 
higher than these figures; a direct current high pressure 
motor generator is about to be installed for D.C. tests. 

The next process, if required, is the armouring. This is 
carried out in a large room containing a number of machines, 
three of which are seen in our illustration. Here the cable is 
coated with a thick tarry composition heated by steam pipes 
during application; next a serving of jute is applied on the 
hot composition; over this more tar, followed by either steel 
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ARMOURING MACHINES. 


tape, laid in two layers breaking joint, or iron wires, as the 
case may be. The tape is preferred in most instances. | 
Afterwards another layer of jute and composition is added. 
followed by whiting (to prevent stickiness), and the finished | 
cable is wound on drums, ready for use. The machines are 
all driven by motors, two of which are seen in our view, 
covered with zine boxing. 

A large part of this room is at present used as a cable 
store, but a portion of it is fitted up for testing purposes ; à 
partition is to be erected down the middle of the room, and 
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the part ю cut off will be equipped as a test room, the space 
si pen, devoted to this purpose being somewhat 
inadequate to cope with the rapidly increasing volume of 
busines, ‚ , 

A part of the copper wire used in the works is manufactured 
ш the spot. The copper is received in the form of 
rigs, weighing 1 cwt. each. These are heated in muffle 
furnaces by producer gas, and ате “ broken down“ in heavy 
mils, driven by a 700-H.P. engine of tandem compound type. 
The rolling mill is capable of turning out 100 tons per week 
d copper “rod,” Feth inch in diameter. At the time of our 
visit the engine was being overhauled and fitted with a new 
low pressure cylinder, 80 that the mill was idle; but we 
sere informed that the spectacle afforded by it when in full 
veking vas both interesting and striking. The white-hot 
ingots are rapidly passed to and fro through the rolls, and as 
son as they attain a sufficient length the leading end is 
rhipped into roll after roll by skilful men, so that towards 
the conclusion of the process something like 1,000 feet of 
red-hot rod is passing through six or eight rolls in succession 
aod being wound up on a swift at the same time. Meanwhile 
another ingot is being broken down in readiness to follow the 
ür without loss of time. It is important that the whole 
option of conversion from ingot to rod should be com- 
не] while the copper ів still red-hot, so that it may be 
drawn without requiring reheating. 

The coils or „strings of cop thus formed are 
&leqnently pickled in an acid bath and drawn down to 
wir on a number of benches, which are shown in one of our 
illustrations, These are fitted with wire-drawing dies and 
drums, of a total capacity of 50 tons per week. This plant 
k now being extended to bring the output up to 100 tons 
a week, 

The wire-drawing plant is driven by shafting from the 
rolling mill engine. A truck load of “strings” is seen in 
the foreground in our illustration. After being drawn down 


to the required size, the coils of wire are passed slowly © 


through a range of muffles, heated with gas, into a tank of 
water, by which the wire is softened ready for use in the 
manufacture of cable. . | 

The segmental strip used for the outer layers of concentric 


cable is made out of round. wire, passed between rolls to 


бше it, and afterwards through a die to give it the exact 
supe required, 
.— (To be concluded.) 


ELECTRIC TRACTION NOTES. 


(Continued from page 342.) Ё@ 
The Ju 
Fpoodent at Zurich says: 


The J Railwa : èn be гак 242 r 
сортац y concern appears to be іп а very critical situation, if 
the Scherizer Handels Zeitung is to eved. . Since last inier the works have 
Баа the least, and have even been entirely suspended for the last 
mn The working statements, as published from time to time, аге, 
= 48 sbove-mentioned paper, inaccurate. If the efforts to attract 


LE: 


turn out to be successful, the whole project (the cost of 


which is far beavier than put down in the estimates) is in great danger. 


Norvich—On a charge of placing a large piece of wood 
on the electric tramline, whereby a car laden with passengers had a 
Marrow escape of derailing, a bus driver named Riches has been 


fned £5 and costs, or six weeks’ imprisonment. The Bench ex- . 


proved ibelf very strongly upon the grave character of such an 


South Lancashire.— The Radcliffe Council and the other 
aterested authorities have received notification from the South 
Tramways Company stating that they intend asking 
Parliament 
Rum Worley, through Little Hulton, to Farnworth, Little Lever, 
acciiffe, and Whitefield, nearly 10 miles. This is in addition to a 


1U-niles А я 
down in edd WN which ке company are about to lay 


i thampton.—The Borough Council, it is reported, 
gale Bs atthe next meeting to sanction a loan of approxi- 
к :000 for the purposes of the tramways extension. Various 
le, rain di, reported to be afoot for supplying motor car services 
of the p. 9 it is expected, will be important feeders 

Sunderland, 


*3 Є 
еа last week we mentioned that the British Thomson- 
on Com 


and Co. in pany were the sub-contractors to Messrs. Dick, Kerr 
ertor, as ip uon with the equipment. This, however, was an 
Т.Н. Company were not connected with the werk. 


i 


- Chefoo and Shanghai. 


мтап Railway,—A Financial News corre- 


next sessioun for powers to extend their electric tramways 


In our description of. this electric tram- . 


Sunderland.—A Birmingham paper says that dastardly 
attempts are repeatedly being made to wreck the Corporation electric 
tramways which were started here a fortnight ago. On two occasions 
iron slabs an inch thick have been laid across the lines after dusk, 
but on each occasion the driver timely detected the obstruction. 
The latest device has been to insert steel punchiugs within the 
groove of the rails. A town's reward of £20 and the constant 
vigilance of the detective force has so far failed to trace the culprit. 


Surrey.—Schemes are being promoted for the purpose 
of constructing light railways in Surrey from Chobham to Woking, 
Send, Ripley, and West Horsley, and from Walton-on-Thames to 
Weybridge and Addlestone. Some of the places proposed to be 
served are several miles away from a railway station. 


West Cumberland.—It is stated that a combination 
promoted by Messrs. Dick, Kerr & Co. propose to apply for a 
provisional order in next session of Parliament furan electric tram- 
way from Whitehaven to Maryport, providing the local authorities 
support the project. The promoters are asking that a preliminary 
meeting should be held with representatives of the Corporations of 
Whitehaven and Workington, and of the Urban District of Mary- 


port. 


TELEGRAPH AND TELEPHONE NOTES. 


The Alaskan Cable.—According to a statement appear- 
ing in the Electrical World, from a San Francisco source, it is 
reported that the steamer Orizaba, belonging to the Pacific Coast 
Steamship Company, has been chartered by the Government to take 
and lay the military cable which it is proposed shall connect St. 
Michaels, Unalaklik and Nome, in Alaska. The Kerite cable, which 
is now on its way west, is 20) miles in length and weighs a ton to 
the mile. The Orizaba will leave for the North with the cable 
about August 25th, and actual work will begin about the middle of 
September. The cable when laid will be under Government control. 
The primary object of this comparatively short stretch of cable is to 
put the mining camp at Cape Nome in communication with the rest 
of the world through a landline and cable system terminating at St. 
Michaels. From the extreme western end of the system of com- 


munication thus created, at Unalaklik, it is no great distance across 


the Behring Straits to a point on the Siberian or Kamtschatkan 
coast in communication with the Russian landlines across Siberia. 
It now seems likely that the northern line, under the pressure of 
the urgent need for communication, will be completed before any 
plan for connecting the Hawaiian Islands and China is put into 
effect. Mr. G. F. Porter, of the Brixey Kerite Company, is accom- 
panying General Greely, of the United States Signal Service, on 
this work. The line will be equipped with sine-wave transmitters 
for automatic work, and will also have a Morse equipment for hand 
work. Current will be supplied by gas engine-driven generators. 


Chinese Telegraphs.— Тһе Eastern Extension, Austra- 
lasia, and China Telegraph Company, Limited, notify that arrange- 
ments have been made for the early laying of a cable between 
This wil provide submarine telegraphic _ 
communication (available for international traffic) entirely inde- 
pendent of the Chinese landlines, and without any addition to the 
existing tariffs. Reuter says that the ss. Z'ender left Shanghai on 29th 
iust to lay a cable between Wusung and Chefoo. 


Glasgow Telephones.— The National Telephone Com- 
pany are carrying out a number of improvements in their system 
at Glasgow, among which may be mentioned:—(1) Substituting 
iwin wires or metallic circuits in place of the existing single wires 
on earth circuits. (2) Providing a message rate service on the 
metallic circuit principle at a low annual charge, with a special 


, calling and clearing arrangement, charging a penny fee for every 


outward local call, but giving all inward calls free. (3) Intro- 
ducing the party line system, whereby two or more persons or firms 
may share one metallic circuit line at a greatly reduced rental. 
The transfer from single to metallic circuit working will, it is ex- 
pected, be completed in'a few months. 


Manchester Telephenes.—The speciaF committee re 
telephones of the City Counoil held another meeting last wcek 
relative to the inquiry as to the best means of improving the tele- 
phone service in the city. The committee have now been sitting 
some months, aud for the whole of the time have been engaged in 
negotiations of one sort or another. To start with, they were com- 
mitted to the production of some scheme, which either directly or 
indirectly will give & municipal service of telephones to the city. 
Three courses were open to them—(1) To endeavour to arrange 
terms for the purchase of the Manchester area of the National Tele- 
phone Company; or (2) to conclude an arrangement under which 
the Mutual Telephone Company would provide competition under 
approved conditions; or (3) to commence an entirely independent 
service directly under the auspices of the Corporation. According 
to the Manchester Evening Chronicle the first method was first 
tried, and during the past few months.a number of interviews have 
been held with the representatives of the National Telephone Com- 
pany. There never appeared very much prospect of these negotiations 
leading to any tangible result, but it was thought best to give them 
every possible chance of success. It may now be said that they 
have definitely failed, so that the first course is practically aban- 
doned. Negotiations in relation to the second course are now pro- 
cecding, and Mr. Thompson, for the Mutual Company, had a long 
interview with the committee on 22nd inst. | | 
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Post Office Telegraphs.—A Pariamentary return of 
the revenue and expeuditure of the Post Office gives the following 
figures relating to the оштун; —The total estimated receipts for 
1899-1900 were £3,460,492, as compared with £3,260,145, and the 
total expenditure, including sites and buildings, telegraph exten- 
sions, superannuation and other non-effective charges, salaries and 
wazes, and maintenance of the telegraph system, £3,748,930, as 
compared with £3,482,014 in the previous year. The deficit, there- 
fore, on the telegraphs for the year was estimated at £288,438, as 
against £221,869.  Deducting, however, the expenditure on sites 
and buildings and extensions, the deticit thi year shows a reduction 
of £21,979. 


South African Telegraphs.—The Times Cape corre- 
spondent reports that telegraphic communication has been restored 
with Johannesburg, Pretoria, and some other places in the south of 
the Transvaal. 


Telegraphic Communication with the East Indies. 
The Bourd of Trade Journal quotes the Levant Herald of August 
9th as stating that the Sultan has ordered that the necessary 
measures be taken to establish direct telegraphic communication 
with the East Indies. Formerly communications were made through 
Fao, at the extremity of the Gulf of Bussorah, but this line has not 
been maintained, and despatches now go over the English and 
Russian cables through Persia The project for the re-organisation 
of the telegraph line to the East Indies includes the establishment 
of one or two wires between Fao and Bagdad having connection 
with the network of the capital bv Aleppo on the one part aud by 
Diarbékir on the other. The Administration of Posts and Tele- 
graphs has taken steps in order to commence the work immediately. 
The estimated expenses vary from 30,000 to 40,000 Turkish pounds. 
The rates for messages will be less than those of foreign lines by 
50 ceutimes per word iu order to efliciently compete with them, aud 
to divert messages to the Government line. 


Telegraphie Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
BSouTH AMERICAN :— 
Cayenne-Pinheiro .. T 
Pará-Maranham m 5 is «cs 
Ceará-Maranham .. is i T 


. Oct. 11, 1899 ЗЕ 
. March 1, 1900 .. - 
e Feb. 20, 1900 .9 ео 


West INDIES:— 

Mole 8t. Nicholas-Cape Haitien.. és .. March 6, 1900 .. js 
Latakia - Cyprus ee ee ee June 20, 1899 ee oe 
Bt. Louis (Senegal)- -Ba hurst T T .. Aug. 25, 1900 
Tarifa -Tangier t. ee ee oe oe Jan. 8, 1900 oe oe 

LANDLINES :— 
CHINESE :— i 

Tientsin-Pekin i su - ws .. June 12, 1900 oe 

Pekin-Kalgan.. - T s T .. June 14, 1900 s 

Kalgan-Maimatchin ee es ae е June 80, 1 eo oe 

Tientsin, tia Bhanghai . © ee . June 16, 1 е oe 


Tientsin-Niuchwang m ae ea .. June 18, 1900  .. a 


SourH AMERICAN :— 


Communications with all offices of Columbia 
beyond Buenaventura .. T .. . January 22,1900 . T 


Ecuador landlines . .. March 18, 1897 .. 

Landlines south of Macahé (Brazil - .. April 25, 1900  .. a 

Landlines south of Serena .. July 80, 1900 .. T 
SIBERIAN :— 


. Aug. 21,1900 .. Aug. 22, 1900 


Blagowestschensk- Wladiwostock 
. Aug. 27,1900 . Aug. 28, 1900 


Blagowestschensk-Khabarowsk.. a 
West INDIES :— 

All Haytien landlines - "T - .. Aug. 15,1900 .. Aug. 19, 1900 
Communication “ «іа Hanes н ‘interrupted 


on Persian territory - 
Saigon-Bangkok T А 800 


. Feb. 24. 1900 ee 
os Aug. 14, 1900 ae ee 


Wireless Telezraphy. — Тһе Daily Chronicle has inter- 


viewed Mr. Allen, the secretary of the Wireless Telegraph Com- 
pany, on the subject of Wireless Telegraphy in the British Navy. 
Among other things Mr. Allen imparted to him the information that 
the Admiralty had ordered the Marconi system to be installed on 
32 British ships. The official test took place on Monday. Each 
apparatus has to be tried between Portsmouth nnd Portland, a dis- 
tance of about 65 miles, and this is a severe test in consequence of 
the intervening hills of St. Alban's Head. There i also talk about 
fixing the system on certain land stations for communication with 
warships. 
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CONTRACTS OPEN AND CLOSED. 


x 


OPEN. 


Aberdeen. — August 25th. The Corporation invites 


teuders for steel poles, bases and brackets, for tramway equipment. 


See “Official Notices" August 10th. 
Aberdeen,—August 28th. The Electric Lighting Com- 


mittee wants tenders for a 12 months’ supply of cables, meters, and 
house main fuse boxes. бее Official Notices“ August 17th. 


Aberdeen,—September 29th. The Electric Lighting 
Committee wants tenders for two 200-Kw. direct coupled continuous 
current generators, and one 120-Kw. balancing set; one 420-xw. 
direct coupled generating set. All Willans engines. 
Notices” August 24th. 


Brussels.—September 19th. The Council of St. Jilles, 
lez Bruxelles, invites tenders for the installation and the 
cuiamencement of supply upon a part of its territory. Conditions 

4 - 


See “ Official 


and plan for three francs at the office, No. 14, Parvis St. Jilles, 
St. Jilles. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 
respects. See “ Official Notices " August 3rd. 


Cardiff.— August 31st. The Corporation wants tenders 
for sundry pipes, feed-water heater, &c., for the electricity works. 
See “ Official Notices” August 17th. 


Copenhagen.—September 19th. 
for two steam boilers for the electricity works. See 
Notices " to-day. 


Doncaster.—September 5th. The Corporation invites 
proposals for the conversion of existing gas fittings, and the supply 
of new fittings for lighting the Mansion House with electricity. 
See “Official Notices” to-day. 

Doncaster, —September 5th. Tenders are invited by the 
Corporation for electric wiring and fittings for the Mansion House. 
See “Official Notices” to-day. 


Dublin.—October 4th. The Electric Lighting Com 
mittee wants tenders for the supply aud laying of mains and acces- 
sories. See ‘ Official Notices” to-day. 


Germany.—August 380th—The municipal authorities 
of Dusseldorf are inviting tenders until the 30th inst. for the supply 
and erection of two 3-ton overhead electric travelling cranes and 
two 4-ton ditto. Particulars may be obtained for 2s from, and 
tenders are to be sent to, Die Oberbiirgermeister, Stadtbaumt III 
Dusseldorf. 


Germany.— September 10th. — The Hamburg Finance 
Deputation is inviting tenders for the supply and erection of two 
30-ton electric cranes. Particulars may be obtained for 3s. from the 
Secretariat II. der Finanz Deputation (Rathhaus Ober-Erdgeschoss, 
Zimmer 429), and tenders marked 339 are to be sent to Die Finanz 
Deputation, Hamburg. 


Greenock.—September 10th. The Police Board requires 
tenders for water-tube boilers, steam dynamos, boosters, switch- 
board, piping, &c., for electric traction. See ‘Official Notices” 
August 24th. 


Hackney.—September 12th. The Electric Lighting Com- 
mittee is wanting tenders for the supply of condensing plant, cooling 
apparatus, pipe work and valves, feed pumps, switchboard and 
boosters, arc lamps, meters, crane and workshop equipment. See 
“ Official Notices " August 17th. 


Hammersmith.—September 12th. The Vestry wants 
tenders for two single-phase alternate current motors coupled to 
two centrifugal pumps. See “ Official Notices” August 24th. 


Hampstead. — September 27th. The Vestry invites 
tenders for eight marine boilers, piping, feed-heater or detartariser, 
fuel economiser, and tanks. See “ Official Notices” August 24th. 


Hull.—September 27th. The Corporation wants tenders 
for certain steam and water pipes, pump, water softener, &c., for 
electricity works. See “ Official Notes” August 24th. 


London.—September 24th. The L.C.C. is inviting 
tenders for the supply of mains for the installation for the Victoria 
Embankment and Westminster Bridge. See Official Notices“ 
to-day. 


London County Council.—Sepiember 22nd. Tenders 
are wanted for boilers, engines, dynamos, &c., at the Horton Estate, 
Epsom, Surrey. See “Official Notices" August 10th. 


Luton.—September 14th. The Town Council invites 
tenders for watt-hour and demand meters. See “ Official Notices” 
August 3rd. 


Mexborongh,—September 15th. "The Council wants 
tenders for a Lancashire boiler, two 50-Kw. dynamos, balancer and 
boosters, feed heater, and pump, switchboard, battery, mains, crane, 
and adapting the street gas lamps for electric lighting. See 
* Official Notices” to-day. 

Nelson,—September 8th. The Corporation wants tenders 


for a 200-Kw. steam dynamo. Specifications from Mr. Allen, 
engineer at the gas works. £2 2s. deposit. 


Neweastle-on-Tyne.— August 31st. Tenders are wanted 
by the New Tramways Committee for conduits and holes for poles. 
Specifications (£3 3s: deposit) from the consulting engineer, Mr. 
C. Hopkinson, London and Manchester. 


Perth. — September 15th, The Commissioners want 
tenders for direct current meters and cut-outs. See “Official 
Notices” to-day. 

Plumstead.—September 19th. The Vestry wants tenders 
for boilers, refuse destructor, steam fittings, economiser; steam 
piping, pumps, &c., &c.; steam generators—two 300-I.H.P.; two 
150-rH.P.; and one 100-1.н.Р.; condensing plant, cooling tower. 
&c.; switchboard; battery; traveller; mains, meters, arc lamps 
and posts, &с. See “ Official Notices“ ‘August 10th. 


Portsmouth,.—September 4th. The Corporation wants 
tenders for the complete equipment of the tramway power station. 
See “ Official Notices ” August 3rd. 


Tenders are wanted 
„Official 
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portsmamth. — September 10th, Tenders are wanted 
for electric light fitting work at the new Drill Hall. See “ Official 
Noties” to-day. ! 5 | 

Preston —September 10th. The Guardians want tenders 
for an electric. light installation at Fullwood Workhouse. See 
“QMcial Notices“ August 24tl 


Salford. September 3rd. The Corporation wants 


tenders for a lighting switchboard, traction ditto, and balancing 
transformers, See “ Official Notices” August 10th. 


Salford October 2nd. The Cleansing Committee of 
the Corporation wants tenders for a two or three-cell refuse destructor. 
Alo for a six-cell destructor on the forced ог accelerated 
шэш principle, together with necessary boilers, &c. See two 
“Oficial Notices " to-day. 


southampton.—September 10th. The Harbour Board 


wants tenders for a 30-cwt. portable electric crane. Specification 
from Mr. Bowyer, Harbour Offices, Town Key, Deposit £5. 


vouthampton.— September 11th. The Guardians want 


an electric lighting plant erected at the new workhouse infirmary, 


Shirley Warren. Particulars from Mr. J. Aldridge, 9, Victoria 
Street, S.W. | | 
Stockport.—August 51st. The Tramways Committee 
wants tenders for 20 double-deck tramears with electrical equip- 
ments, See Official Notices“ July 13th. 
Sauderland.—September 21st. The Corporation. wants 
tender for triple expansion high speed, direct current dyndmos, 
Lancashire boilers, feed pumps. See “ Official Notices“ to-day. 
Walthamstow. — September 25th. The Council is 
iaviting tenders for gas plant, gas engines, dynamos, switchboards, 


wosters, balancer, ànd measuring instruments. See“ Official Notices“ 


today. = "e 
Whithv.—September 3rd. The Council wants tenders 


lor the supply of two water-tube boilers, pumps, condensers, pipes, 
&r.; two steam dynamos, balancer, and boosters; switchboard and 
ooanections; battery; travelling crane; cables, arc lamps, &c. See 
“Official Notices“ August 10th. 

Worthing,— September 3rd. The Corporation wants 
tenders for three 96-Kw. steam dynamos, two marine boilers, steam 
md other piping and condensing plant, manhole covers, arc lamps 
ші posts, stoneware casings, cable work, battery, balancing trans- 


formers and motor-generators, economiser, and 5-ton traveller. See 
"Official Notices " August 17th. : 


Wrexham,—Tenders are wanted for a dynamo and three 
electric motors, &c., to drive centrifugal pumps. See our advertise- 
ment pages to-day. 


CLOSED. 


Barnes.—The Council has accepted the tender of Messrs. 
Tek & Wilcox for condensing plant, pumps, piping, &c., at 
£3,339. The other tenderers were :— | 


Alley & MacLellan .. as 22.480 
Aitan & Co. . . .* t. .. . v es е 9,596 
LSmpon&Oo ... .. .. С ча 2.800 
Cole, Marchent & Morley 2,860 
For the overhead travelling crane there were three tenders sub- 
as follow :— 
John Whitley & Co. ee 5. — 4490 
Jus. Carrick & Son . 965 


Chatteris Engineering Works Company (accepted) .. ~.. 264 
trimshy,—The Grimsby Corporation have accepted the 
tender of Messrs. Crowther & Co., of Manchester, for the wiring of 
their new electricity works in Doughty Road, Grimsby. 
_ Portsmouth.—The Town Council has resolved that a 
9X-KW. alternator be purchased from Messrs. Parsons & Co. for 


£9,300, it being agreed that’ Messrs. Parsons shall take back the old 
aternator and allow £1,200 for it. 


NOTES. 


The Bolton Corporation Electrical Engineership.— 


he members of the Electricity and Tramways Committees 
of the Bolton Town Council met on Thursday afternoon 
‘ast Week to consider what should be done with regard to the 
‘ppolntment of an electrical engineer iu succession to Mr. 
ын Ellis, who goes to Cardiff. It will be remembered 
lb at 
three hours, the Joint Committee decided to offer the position 
to Mr. H. F. Street, of Halifax, and that this gentleman, on 
“mg огей of his selection, said he would consider the 
Matter, It was understood that Mr. Street would give a 
definite teply by Monday, August 20th, but no communica- 
Чоц had been received from Шш up to the 28rd. The 


а previons meeting, after a sitting extending over 


Joint Committee therefore resolved to appoint Mr. 
Arthur A. рау, chief assistant-engineer at the Man- 
chester Corporation Electricity Works. Mr. Day, who was 
one of the four candidates selected to appear before the Joint 
Committee, will have a commencing salary of £400, with a 
vearly increase of £50 until £750 is reached. He is 35 
years of age, and was educated at King's College, London. 
On completing his education, he acted as assistant to the 
late "Prof. Jenkins, F. R.., afterwards jJoming a London 
firm of electrical engineers. Prior to going to Manchester 
he drew up the scheme for lighting the borough of 
Godalming, in Surrey, by electricity, Mr. Arthur Ellis 
concludes his duties at Bolton as from August 31st. There 
is a proposal before the Electricity Committee at Bolton to 
grant him an honorarium of £200 for special services 
rendered. Mr. Day visited Bolton on Friday, and was 
shown over the works. He has intimated to the Committee 
that he will take up duty abont the middle of September. 
In regard to Mr. Street, it is now reported that, following 
upon his interview with the Bolton Committee and selection 
by them, he communicated the result to the Gasworks and 
Electricity Committee of the Halifax Corporation, with the 
intimation that he would be content to stay with them if his 
salary was advanced from £400 to £500 per annum. A 
resolution to this effect was carried in committee, bub 
defeated at the Council meeting by 18 votes to 17. A 
communication from Mr. Street was received by the Bolton 
Town Clerk on Friday declining the appointment for Bolton. 
This, it will be observed, was subsequent to the appointment 
of Mr. Day to the position. 


A Thunderstorm Load Curve.—On Tuesday, the 
21st inst., Manchester was visited by a very heavy thunder- 


storm. Mr. C. Н. Wordingham, the city electrical engineer, 


has kindly sent us a load curve for that day, as it cannot 
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Load curve at Dickinson Street generating station, Manchester, 
| Tuesday, August 21st, 1900. 


Foa Loap CURVE. 


1000 


fail to be of interest to our readers. Mr. Wordingham 
udds: “ I question whether the suddenness and magnitude 
of the demand is often surpassed in any city.” 


The Water-Tube Boilers Committee.—The Com- 
mittee on Water-Tube Boilers in the Navy has now been 
completed by the selection of Mr. John Inglis, LL.D., head 
of the firm of Messrs, A. and J. Inglis, engineers and ship- 
builders, Pointhouse, Glasgow, late president of the Institu- 
tion of Engineers and Shipbuilders in Scotland, and Vice- 
President of the Institution of Naval Architects. 
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The Jubilee (?) of Submarine Telegraphy.—Tuesday, 
August 28th, was the fiftieth anniversary of the establish- 
ment of communication by means of submarine telegraph 
cables between France and England, and it is only in the 
nature of things that Englishmen who owe so much to the 
submarine cable, should once more cherish the memories of 
those who, in those days of almost overwhelming difficulty, 
pioneered tbe scheme to a successful issue. The name of the 
Bretts has been receiving some of its merited honours from 
the pen of the newspaper man during the past week, for 
the papers have made fitting references to the jubilee. 
If there be living to-day any of those who were wont to 
hinder the ‘Bretts and their associates in the. great 
work, by their scepticism and ill-foreboding, the events of 
the past 50 years in submarine telegraphy must read to 
them more or less like a great romance. Little did they, or 
even the pioneers themselves, imagine that within 50 years a 
great all-British Pacific cable scheme would be on the verge 
of accomplishment. Had it not been for unconscionable 
delays and monopolistic time-consuming obstruction, the 
Pacific cable might have been completed in time to 
celebrate the jubilee of submarine telegraphy. 

In a letter to the Times regarding its article on tlie 
jubilee, Mr. Willoughby S. Smith, of the Telegraph Con- 
struction and Maintenance Company, writes as follows :— 


Great skill and ingenuity were necessary to overcome the con- 
structional difficulties, and the names of others in this connection 
could, with justice, be added to those you mention, and I trust that 
some day a suitable memorial may be raised to the energy and 
ability of the pioneers to whom this nation is so largely indebted. 
The original machinery used in the manufacture of the Dover to 
Cape Grisnez experimental line is still carefully preserved at this 
company's gutta-percha works, Wharf Road, City Road. 


Electrical Engineers in Paris.— In our last issue we 
referred in an article to the discussion in which English and 
American electrical engineers engaged while at Paris. It 
may now be of interest to briefly mention the other items 
which went to make up the very full programme of arrange- 
ments during the stay there. "The party left London on 
Wednesday, August 15th, and on the following day held its 
first meeting in the American Pavilion, and discussed the 
subject to which extended reference was made in our last 
issue. The speakers were Mr. Ferranti, Sir W. H. Preece, 
Messrs. A. E. Kennelly, Corda, Crocker, Mordey, Arnold, 
Ward Leonard, and Profs. Ayrton, and 8, P. Thompson. 
The discussion was followed by announcements, and a short 
description of the leading exhibits by Mons. Hospitalier, 
Major-General Webber, Messrs. Gavey and Carl Hering. It 
was but fitting that a formal vote of thanks should then be 
accorded to the American Commissioner for the use of the 
room, for the whole pavilion was closed to the public during 
the morning while the conference was in progress. Prof. 
Perry and Mr. Carl Hering acted jointly as chairman, ayy 
Perry being spokesman. It should be mentioned that the 
meeting opened by short addresses of welcome in English, 
French, and.German by Mr. Hering, and a short address by 
M. Mascart. In the afternoon of the same day, visits in 
group parties were paid to the Exhibition, and the chief 
exhibits of interest were located. On Friday, August 17th, 
& visit was paid to the Westinghouse central station, and the 
moving platform, and afterwards to the installation of the 
Western Railway of France, at Mouliueaux, Champs de 
Mars, &c. The Congress of- Electrical Engineers was duly 
opened the following morning, and on Monday, 19th inst., 
the various sections settled down to work. In the afternoon 
the reception by the American Institute members took place 
in the U.S. Pavilion, and in the evening Prince Roland 
Bonaparte held a reception of members of the Congress. On 
Tuesday, 20th inst., the members visited Chantilly, and the 
following day the British Institution members held a recep- 
tion in the British Royal Pavilion. 


South-Western Polytechnic, Chelsea.—Mr. William 
Henry Eccles, B.Sc., and Mr. Charles Frederick Smith, 
Whitworth Scholar, have been respectively appointed to the 
posts of Senior Demonstrator of Physics and Senior Demon- 
strator of Electrical Engineering at the South-Western 
Polytechnic. 


Open v. Enclosed Ares.—‘ Open Arc” writes to the 
North British Daily Mail on this question, as follows: 

I wish to draw attention toa matter that hitherto has not been 
dealt with as it deserves. In many shops in Glasgow there are 
enclosed arc lamps used. These, when barning two in series on 250 
volts, waste about one-third of energy supplied. The user, there- 
fore, of these lamps is paying one-third of his electric light bill for 
energy which is merely dissipated in a resistance. This resistance, 
by the way, is dangerous used in a case like above, and I think the 
attention of insurance companies should be directed to them. 
Having to dissipate so much energy, they are generally almost 
red hot. The light of these lamps is also very poor. This is not 
owing to the absorption of light in double globes used so much as to 
the fact that since the lamp is only trimmed once in 100 hours or so 
the inner globe is covered with a deposit of ash from arc long before 
it is time to recarbon them. The makers of enclosed arc lamps 
claim a saving in carbons, but I don't see much good in this if the 
consumer has to pay. through the nose for energy for his resistance, 
and also provide inner globes, which are continually breaking. In 
view of the winter coming on, the above should meet with the con- 
sideration of intending users of the electric light in this form. I 
think this system of using enclosed arc lamps is a retrograde move- 
ment, but should be glad to hear the views of electrical men, and 
experience of any users of these. i 


Conduit v. Trolley for London.— We alluded last 
week to Mr. Arthur Warren's contention in the Westmins/er 
(Gazette in favour of the conduit system of electric tramways 
for London. Unconsciously Mr. Warren gives splendid 
testimony to the advantages of the overhead system for our 
great city. Then snow," says the British Westinghouse 
expert, “as an obstacle to electric traction, is unknown in 
London. In Boston, on the other hand, where the overhead 
trolley system is used, the heavy snowfalls have broken the 
overhead wires and damaged the entire electric traction 
System of the city." Now if this has any meaning, it is to 
the effect that the overhead trolley is the right thing for 
London, and that Boston and also New York, with its 3 to 
4 feet depth of snow in a single day, would both be only too 
glad to employ the trolley but for the adverse climatic con- 
ditions which do not obtain in England's metropolis. We 
commend this to the notice of the members of the L.C.C. 


Appointments.—A Glasgow newspaper says that there 
has been a good deal of canvassing and competition for the 
post of mechanical engineer for the Port Dundas electric 
tramway station (£250 per annum). It adds that there 
were from 200 to 300 applicants, and a short leet is being 
drawn up. mE ЕХ 

Мг. E. Stanley Harpham has been appointed to the 
position of assistant distributing engineer to the Charing 
Cross and City Company. Mr. Harpham was for some years 
with Messrs. Eastou, Anderson & Goolden as a pupil and 
in charge of. the dynamo testing department. Subsequently 


‚ he was with the Charing Cross and Strand Company, 


Whose employ he left two years later to join the staff of 
the Callender Cable Company, acting as resident engineer for 
them at Greenock, Swansea, and elsewhere. He has now 
rejoined his old company under its new title. 


Appointments Vacant.—An assistant electrical engi- 
neer is wanted by the Belfast Corporation at £120 per 
annum. A resident electrical engineer is wanted by the 
Partick Commisioners. The Sheffield Corporation wants a 
superintendent for the electricity meter department, jointers, 
and an engine driver. An overhead wireman is wanted for 
traction work in Lancashire. See “ Official Notices." 


Erratum.—In Mr. Bathurst's article on the “ Generating 
System of Prague, ELECTRICAL Review, August 17th, 
p. 250, in line 32, the word reacted should read reached. 


— 


Lectures. —Оп 20th inst. a programme of lectures before 
the University Extension students at Cambridge was opened 
with a discourse on the © Progress of Electricity " by Prof. 


J. J. Thomson. : 
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konomies of Superheated Steam in the Steam 
Turbine, —The Sefen/ific American says that the excellent 
теш obtained with the best types of steam turbines are 
due in no small measure to the fact that they are not 
subjected to the cylinder condensation which is a fruitful 
ишсе of loss in the ordinary reciprocating engine and the 
fom of rotary engines not of the turbine type. When 
the steam turbine is steadily at work the interior surfaces 
we at virtually constant temperature, and, for this reason, 
it might be supposed that the only gain which would result 
from the nse of superheated steam would be that due to the 
increase of thermo-dynamic efficiency corresponding to the 
wider range of temperature. It seems, however, that in the 
cure of investigations carried out at Sibley College, it has 
ben found that there is an actual gain of about 1 per cent. 
for every 8° F. of superheat, which is accompanied by an 
increase in the capacity of the turbine of about 100 per 
ent for 37? F. of superheat. It is considered that the 
cause of each of these gains from superheating are identical, 
and are due to the removal of the friction which is present 
when saturated steam is passing through the turbine. In 
the latter case there is a retardation of the flow of the 
Hem dne to moisture in the form of drops and mist, the 
moisture clinging to the walls of the steam passages within 
the turbine. This explanation is corroborated by the fact: 
that the gain, as far as the experiments have gone, is about 
puportional to the amount of superheating. Sibley College 
uto be congratulated on this, the latest of many valuable 
truths which have been disclosed as the result of the careful 
investigations carried on under Prof. Thurston by this 
famous engineering school. 


Electrical Installation at Bruges.—A New York 
exchange says that in the construction of the Port of Bruges, 
all the machinery and apparatus is operated electrically, the. 
E being furnished by a central station containing three 

lans compound engines of 500 H.P., driving three 
dynamos at 500 volts. The electric distribution covers the 
whol extent of the future port, and 30 motors are used for 
the operation of the different machines, including four 
brick-making machines, circular and band saws, the machines 
of the boiler shop, those of the central repair shop, and the 
machines nsed in the construction, which include three large 
punpe, five mortar mixers, a stone breaker, the windlass of 

excavating conveyer, pile drivers, three derrick cranes 
ud eight smaller cranes, besides numerous other machines. 
the port is finished, current will be supplied for the 
motors of the rolling gates of the locks and for the revolving 
indge, The four brick-making machines have a mean 
фу capacity of 160,000, and have reached 200,000 ; each 
8 operated independently by a motor. The boiler shop 
ames on heavy work, such as the envelopes for great blocks 
of bèlon of 3,000 tons, for each of which 5,000 tons of plate 
and omer pieces are necessary. For the construction of 
the jetty, over 2,800 tons of steel will be used, in the form 
of uprights, timbers and cross pieces ; for the lock gates 
700 tons of steel are used. | 


,Rtlimines Electricity Works.—To-day the Lord- 
Lieutenant and the Countess Cadogan are to perform the 
а ceremony at the Rathmines municipal electricity 


Personal,—The Standard says that Mr. W. E. L. Gaine, 

the general manager of the National Telephone Company, 
has left in the Oceanic for a few months’ tour to observe 

Improvements in telephonic inventions.” 


Marriage—Mr. J. H. Heathman, of telescopic ladder 
me, Was married yesterday, August 30th, to Miss Pattie 
u, at St. James's Church, Muswell Rise. 


fa 
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NEW COMPANIES REGISTERED. 


men orks Dismantling Company, Limited (66,964).— 
23.000 раду was registered on August 14th, with a capital of 
my in £l to carry on the business of machinery and 


metal merchants and dismantlers, founders, electricians, electrical 
and mechanical engineers, gas motor car manufacturers, manufac- 
turers of insulators, conductors, and all electrical apparatus and 
appliances, &c. The first subscribers (each with one share) are :— 
G. B. Saunders, 39, Devonshire Place, Newcastle-on-Tyne, merchant; 
H. Todd, 2, Kensington Terrace, South Shields, merchant ; W. G. 
Robson, 22, Kingsley Terrace, Newcastle-on-Tyne, solicitor; Mrs. 
E. Saunders, 39, Devonshire Place, Newcastle-on-Tyne ; Mrs. A. B. 
Todd, 2, Kensington Terrace, Neweastle-on-Tyne; S. B. Saunders, 
7, Pattenden Road, Catford, S.E.; and H. S. Arnett, 7, Gordon 
Square, Whitley Bay, merchant. The number of directors is not to 
be less than two nor more than five; the first are G. B. Saunders 
(chairman), H. Todd, 8. B. Saunders, and W. G. Robson ; qualitica- 
tion, £100. 


Mordey-Fricker Electricity Meter Company, Limited 
(66,952).— This company was registered on August 13th with a capital 
of £20,000 in £1 shares, to acquire the inventions of W. M. Mordey 
and G. C. Fricker, relating to improvements in electricity meters, 
and to carry on the business of electric meter manufacturers, elec- 
tricians, &. The first subscribers (each with one share) аге :— 
J. Atherton, 11, Charing Cross Road, W.C., manufacturer; J. B. 
Atherton, Manhattan, Gateacre, Liverpool, manufacturer; W. M. M. 
Forwood, 15, Union Court, Liverpool, solicitor; H. J. Russell, 30, 


‘Brighton Strect, Seacombe, Cheshire, bookkeeper; W. M. Mordey, 


82, Victoria Street, Westminster, electrical engineer; G. C. Fricker, 
149, Fleet Street, E.C., electrical engineer; and A. E. Haptie, 5, 
Durham Road, Seaforth, near Liverpool, manager. The number of 
directors is not to be less than two nor more than seven ; the first 
are Jacob Atherton, George Atherton, George H. Nisbett and 
Guy C. Fricker. 


Finchley Electric Light Company, Limited (67,030). 
—This company was registered on August 22nd, with a capital of 
£3,000 in £1 shares, to carry on at Finchley or elsewhere the busi- 
ness of an electric light company in all its branches, and in parti- 
cular to acquire from M. W. Woods the exclusive right of supplying 
electric light and power on the Finchley Manor Estate, granted to 
the said M. W. Woods by Messrs. Macer & Mallett. The first sub- 
scribers (each with one share) are:—C. H. Cribb, 130, Shaftesbury 
Avenue, W., analytical and consulting chemist; L. Bradley, 93, 
Hatton Garden, E.C., electrical engineer; M. W. Woods, 2, Gray's 
Inn Road, W.C., electrical engineer; A. W. Marshall, 180, Lough- 
borough Road, S.W., electrical engineer; A. W. Sclater, 182, Oxford 
Street, W., electrical engineer; W. A. Hogarth, 29, Devonshire 
Chambers, E.C., clerk ; and W. R. Estall, 49, Lansdowne Gardens, 
Clapham, S.W., clerk. The number of directors is not to be more 
than five. M. W. Woods is a permanent director. Qualification, 
100 shares. 


Aberdare Electric Lighting Company, Limited 
(66,037).—This company was registered on August 23rd, with a 
capital of £2,000 in £1 shares, to carry on the business of an electric 
light company in all its branches. The first subscribers are :—J. W. 
Evans, Aberdare, solicitor, 50 shares; Н. D. W. Lewis, Prudential 
Buildings, St. Mary Street, Cardiff, enginecr, 50 shares; J. Howell, 
Greentull, Aberaman, auctioneer, 50 shares; J. H. Powell, London 


. House, Aberaman, draper, 50 shares; A. S. Pleace, 67, Monk Street, 


Aberdare, brewer, 50 shares ; G. George, J.P., The Laurels, Aberdare, 
valuer, 10 shares; J. H. James, Brynhyfryd, Aberdare, auctioneer, 
20 shares; F. W. Mander, Glanynys, Aberdare, merchant, 10 shares ; 
and C. C. McCall, 38, Cowbridge Road, Cardiff, surgeon, 50 shares. 
The number of directors is not to be less than three nor more than 
seven; the first are to be nominated by the above subscribers. 
Registered office, Bank Chambers, Aberdare, Glamorgan. 


Union Cable Company, Limited (67,054).— This 
company was registered on August 24th, with a capital of £25,000 
in £1 shares, to carry on the business of submarine and other cable 
manufacturers, suppliers of electricity, electrical and general engi- 
neers, rope makers, wire drawers, metal workers, shipbuilders, 
machinists, telegraph and telephone constructors, india-rubber 
manufacturers and merchants, &c. The first subscribers (each with 
one share) are :—E. Е. О. Polland, 39, Bedford Place, London, 
engineer; A. Wilson, Elder Cottage, Maybank Road, South Wood- 
ford, Essex, clerk; F. H. Miller, 31, Paulet Road, Brixton, S.W., 
clerk ; E. A. Redder, 29, Mincing Lane, E.C., solicitor; G. Runge, 
49, Eastcheap, E.C., clerk; J. V. Varcla, 33, Norfolk Road, Seven 
Kings, Essex, clerk; and R. W. Cawse, 118, Allison Road, Har- 
ringay, clerk. The number of directors is not to be less than threc 
nor more than five; the subscribers are to appoint the first 
qualification, 250 shares. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Electrical Power Storage Conipany, Limited (30,313). 
nis company's annual return was filed on August 4th, when 66 
founders' and 18,592 ordinary shares were taken up out of a nominal 
capital of £100,500 in 100 founders’ and 20,000 ordinary shares of 
£5 each. £9 has been called up on each of the founders’ shares, and 
£4 on each of 3,132 ordinary shares, resulting in the receipt of 
£12,808, in addition to which £474 5s. 1d. has been paid on four 
founders’ and 405 ordinary shares forfeited. £50 remains in arrears, 
15,460 shares are considered as fully paid. 
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British Aluminium Company, Limited (41,104).— 
This company’s annual return was filed on June 16th, when 20,000 
7 per cent. preference and 10,000 ordinary shares were taken up 
out of a nominal capital of £400,000 in 20,000 7 per cent. prefer- 
ence, 10,000 ordinary, and 10,000 6 per cent. preference shares of 
£10 each; £10 has been called up and paid on each of 16,770 7 per 
cent. preference and 8 ordinary shares ; 13,222 shares are considered 
as fully paid. The capital has been recently increased from 
£300,000 to £400,000 by the creation of 10,000 6 per cent. prefer- 
ence shares. 


Callender* Cable and Construction Company, 
Limited (45,915). —Тһіз company's annual return was filed on 
June 25th, when 30,000 ordinary and 33,420 preference shares were 
taken up out of a nominal capital of £400,000 iu 40,000 ordinary 
and 40,000 preference shares of £5 each. £5 has been called 
up on each of 10,000 ordinary and 33,420 preference, resulting in the 
receipt of £154,983 10s. £62,116 10а. remains in arrear. 20,000 
ordinary shares are considered as fully paid. 


Edison & Swan United Electric. Light (onesie 
Limited (18,984).—This company's annual return "was filed on 
August 17th, when 116,400 “ A” and 23,564 “ B~ shares were taken 
up ‘out of a nominal capital of £1 000 „000 in 150,000 “A” and 
50,000 * B” shares of £5 each: 10s. per share has been. called up on 
89,261 “A,” resulting. in the receipt of £44,630 105. ; £3 per share 
is considered as paid on 10,000 * A," £2 10s. on 89,261 “A,” and £5 
per share оп 17,139 “А and 23,564 '" B "—total £456,667 10s. 


British Thomson - Houston Company. Limited 
(47,982).—This company’s annual return was filed on August 13th, 
when the entire capital of £400,000 in £10 shares had been taken 
up; £10 per share has been called up on 16,531. and £3 10s. per 
share on 16,000 shares, resulting in the receipt of £221,310; £74,690 
is considered as paid on 7,469 shares. 


Calcutta Tramways Company. Limited (14.764).— 
This company’s annual return was filed on August 15th, when 
34,440 shares were taken up out of a nominal capital of £350,000 in 
£10 shares. The full amount has been called up or credited as paid 
on each share. £159,300 has been paid and £185,100 is considered 
as paid. | 


Greenwood & Batley, Limited (27,098).—This com- 
pany’s annual return was filed on August 3rd, when 11,066 preference 
and 18,052 ordinary shares were taken up out of a nominal capital 
of £400,000 in 14,000 preference and 26,000 ordinary shares of £10 
each. £10 has been called up on each of 6,934 preference and 
12,134 ordinary, and £3 on each of 1,466 preference and 1,252 
ordinary shares, resulting in the receipt of £198,834. £73,320 is 
considered as paid on 2,666 preference and 4,666 ordinary shares. 


British Continental Electricity Company, Limited 
(51,080).—This company's annual return was filed on August 14th, 
when 984 preference and 807 ordinary shares were taken up out of 
& nominal capital of £20,000 in 1,000 preference and 1,000 ordinary 
shares of £10 each. £10 has been called up ор each of 984 pre- 
ference and 806 ordinary shares, and £9 on one ordinary share, 
resulting in the receipt of £17,983. £16 remains in arrears. 210 
preference and 150 ordinary shares are considered as fully paid. 


Electric Construction Compayy. Limited (39,293),— 
This company's annual return was filed on August 16th, when 112,100 
ordinary and 25,000 preference shares were taken up out of a 
nominal capital of £400,000 in 150,000 ordinary and 50,000 pre- 
ference shares of £2 each. £2 has been called up on each of 2,100 
ordinary and 11,855 preference shares, resulting in the receipt of 
£27,910. 110,000 ordinary and 13,145 preference shares are con- 
sidered as fully paid. 


Globe Telegraph and Trust Company, Limited 
(7,465}.—This company's annual return was filed on August 17th, 
when 180,042 preference and 180,227 ordinary shares were taken up 
out of a nominal capital of £5 ,000,000 in £10 shares (250,000 
preference). 43, 602, 690 has been ‘paid. 


* 3 


SUPPLY STATION ACCOUNTS. 


f 


THE accounts for last year of the electricity 


Manchester supply undertaking of the Manchester Corpora- 

Corporation tion show that the extension and increase of 
Electricity business are proceeding at a rapid rate. Work 
Accounts. on the Bloom Street generating station is being 


pushed forward to mect the increasing demand 
for supply, and to provide the necessary power for traction. Work- 
shops and cable stores are being erected at the Polygon, Ardwick, 


. £12,460 were taken from the Renewals Account. 


and plans have been approved for the equipment of a part of the 
new Stuart Street generating station. Considerable progress has 
been made in laying maius in the districts of Withington, Moss 
Side, and Levenshulme, while supply has been available in portions 
of Moss Side since December last (the revenue therefrom being 
£196), and in Withington since February last (where some £78 
worth of energy had been sold). 

The progress in the business is indicated by the following 
summary :— 


GENERAL STATEMENT. 


1898, 1899. Increase, 
Total capital expenditure . £493,716. £641,822 £148,106 
Number of unita sold . 4,773,247 6,355,872 1,582,625 
Maximum load in kw. 4,246 5,607 1,361 
Gross revenue £71,453 £85,882 £14,379 
Gross expenditure... £30,518 £49,489 (18.921 
Gross profit £40,935 £36,393 — £4,542 
Average price per unit sold 3:48d. 0:234. — 25d. 


In the report the total length of conductors laid is given as 
193,645 vards, equal to 110 miles odd, while 4,523 meters were in 
use at the end of the last financial year, measuring the supply to 
3,240 consumers, The number of public are lamps still remains at 
26. The motors connected number 500, representing no less than 
2.050 H.P., while there were and 2,139 ares 
supplied from the mains. 


237,145 lamps of 8-c.P., 


Notwithstanding the increased price of fuel, a reduction in the 
rate of charge for energy was made in September last, bringing the 
charge to Jong-hour consumers down from 14d. to 1}d. per unit. 
Coupled with other things, this has caused the receipts per unit 
from sale of energy to fall Ad., and the figure now stands at the 
moderate figure of 34d. In March of last year the charge for hire 
of meters was discontinue d. which has led to a drop of iid, as i 
shown in the 


REVENUE STATEMENT. 


898. A 
Gross, Per unit. Gross. Per unit, Increase. 
£69,132 3°48d. £85,544 323d. — 25d. 
2,240 “lld. 184 “Old. — 10d. 


Sale of energy .. oe 
Meter rents, &c. 

Supply of lamps, o. e TT T T? 
Sundry fees "P BEL. Gu. 101 00d. 


471,453 3:594, £80,832 3:944. — 35d. 


— — 


Gross revenue 


In the costs the important changes are in “ repairs " and “ rent, 
rates, &c." Over the latter the engineer has very little control. The 
former had to bear the expense of renewing a considerable length 
of main which has proved defective, and for the same purpose 
The accident at 
Dickinson Street Station in September last wrecked two 400-H.F. 
sets, and the reserve fund supplied £7,070 on account of this break- 
down. | 

Cost OF PRODUCTION. 
! | 


. 1899. à 
Gross. Per unit, Gross, Per unit. Increase. 


Coal. os . ee, £8,251 41d. £10,376 “89d. — 02d. 

Ol om tterrn. f 3305 17d. 3,883 -16d. — 020. 

“їп generation and dis 4,383 22d. . 6,353 -94d. 02d 
on 


Repairs and maintenance of 
a boilers, | 6,113 31d. 14,176 »53d. +224 
dynamo, &c. ) 


Works costs £22,052 17114. £34,788 1:81d. +204. 
Rent, rates and taxes 25383 12d. 6,516 -*95d. +7131 
мышы expenses, 

cinser, оГ шапа ші | 3,653 ‘18d. 4,856 19d, + 01d 
General оова | . 

printing, law онаа 84 2,430 12d. 2,656 10d. — Oe. 
Other expenses. E РТА 623 "02d. +020 


Total costs 


Owing to the incidence of costs and lessened receipts per unit, 
the gross profit has slightly suffered, and the whole of the net 
profit has been appropriated to the “ City Fund in aid of rates.’ 


us PROFIT STATEMENT. 
1898, 1599. 
Interest on loans £10,572 £14,265 
Sinking fund for repayments 10,377 12,935 
Net profit carried to credis of rates 12,000 9.193 
А reserve пч and suspense ; 
' " account „ Sag : 7.986 
Gross profit 440,935 £36,393 


—— ——— M M ———Á 
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THE position of the electricity supply under- 
Rurton-upon> taking, which at Burton is combined with tho 
Trent Corpora- gas department, is considerably improved, and 
tion Electricity Mr. Ramsden must be congratulated on having 
Accounts. practically got this branch of his works out of 
the mire. But the solicitude for the gas 
department ік great. He is really anxious about the gasworks, and 
to show that the progress of the electric lighting department has 
st acted detrimentally upon the gas department, he states that the 
mits of the latter are £6,521, as. compared with £6,105 for the 
werious year, notwithstanding that he has had to pay considerably 
nue for coal, Surely Mr. Ramsden is quite aware that increased 
alectric lighting has always been found to push up the gas sales at 
leget for several years from the start) and that better lighting of the 
шїп thoroughfares invariably calls for more or higher C.P. gas 
ниет in the side streets. 


GENERAL STATEMENT. 


1898. 1899. Increase, 
Total capital expenditure £31,852 £40,474 £2,622 
Number of units sold 118,445 154,210 35,845 
Number of lamps connected 9,586 11, 890 2,304 
Maximum load in &. ws 169 198 29 
Gross revenue £2,851 43,732 £881 
Gros expenditure £1,729 £1,698 — 231 
d profit .. e £1,122 £2,084 L912 
Average price per unit sold 558d. 5.451. — 13d. 


The mvenue account shows а small fall in the receipts per unit 
ld for energy (about zd.) and a trivial alteration under “ meter 
wats,” but these are swamped by the appearance of, a revenue item 
af "ales of fittings," which brought in £109, and leaves the total 
neeipts at just over the figure per unit for 1898. 


' REVENUE STATEMENT. 


1898. 1899. 
Gross, Per unit. Gross. Per unit. Increase, 


Bale ol energy .. £2,752 558d. £93,508 5:454. — 13d. 
Meter rents, 4 4. 99 20d. 120 19d — 014. 
Supply of fittings, &o. . . i 109 17d. + 17d. 
юу! = wg  .. M Я газ TE xx sss 
Gross revenue. £2,851 578d. £8,732 5:814, + 03d. 


lt is when we come to the costs that we see how the position has 
мез altered, Notwithstanding an output of 35,845 units more than 
in 1898, the gross total costs are less by £31 than they were in that 
yer. For the small output the costs are decidedly good. Coal is 
plemenally low, and the gross figure has actually fallen, but the 
і works no doubt assist this item. The reductions in“ wages ” 
ad їп "repairs" are marked, and in the latter item the gross 
“penditure has been reduced. Total costs at 22d. are very much 
better than previous years’ records had led one to expect. 


Cost OF PRODUCTION. 


1898. 1899. 
Gross, Per unit. Gross. Per unit 


Coal Increase, 
ite ы „бу  — £191 39d. £158 "25d. — 14d. 

en des- ind engine) 788 16d. 74 11d. — 05d. 

‘alaries and wages incurred 

bathe don and distri- 969 196d. 1,009 1:574. —'39d. 

Repairs and maintenance of 

— boilers, | 213 43d. 152  *94d, — 19d. 


———— — — з „ —— — — — — 


„ ve wee £1,451 9:944. £1,393 217d. — 77d. 
rates and be . 1: — 
Mansgemens irre PRU 77 16d. 83 13d. 03d. 
— managing е | 130 26d. 130 »20d. — 06d. 
General 15,00%, 

ragged 

stationery and | ; ә © . 
E аз charges aas 71 14d. 92 144. т 
Other expenses ,, v 


— — — 0 — ę———ä—— eS 


Total costs 


н в с-з — MM MM — —5—5——ͤẽ — 5— 


The financial charges have been augmented by £147. To meet 
‘kis and the loss of £770 in 1898, would require £917. Аз the 
ore have fallen £31, tae whole of the extra revenue appears as 

чә gTOSS profit, and amounts to £881. These sums taken together 
provide £912, or just £5 less than is necessary to pay all charges. 


55 small sum therefore appears as deficit for 1899. 


PROFIT STATEMENT. 


Interest on loans... £900 1,047 
RM kund for repayments .. .. .. 992 992 
Profit (being deficit). . š i e —770 —5 


Gross profit 


рете щи uM 


. would dispose of it at а satisfactory price. 


CITY NOTES. 


Johnson-Lundell Electric Traction Company, 


THE following report has been furnished us by the company:— 
The first general meeting of the Johnson - Lundell Electric 
Traction Company, Limited, was held at the offices of the 
company, Soho Square, London, on 16th inst., under the presidency 
of Mr. Leonard W. Holmes. The chairman drew attention to the 
fact that they had gone to allotment, and that the capital was 
entirely guaranteed by their own friends, though the publie did not 
come in very strongly. The board of directors was selected. from 
men of business capacity, Mr. Johnson, for example, having been 
the associate of Edison in the early days, and been engaged in 
electric traction in America sinee*its inception. As chairman of 
the company, he was perfectly satisfied with the property they had 
acquired, and he had every reason to believe they would not regret 
the purchase they had made. They were at present in the market 
with their new dynamo, of which the licensees had already sold 
several, and the motor was being pushed forward in America very 
rapidly. They owned the whole of the patents for Europe, and 
proposed to dispose of the foreign patents as soon as possible, Mr. 
Johnson and he were bound for the Continent next week in con- 
nection with negotiations that had been going on for the sale of 
one of the foreign patents, and he had every reason to hope they 
Replying to questions, 
the chairman said that in the automobile departinent they had not 
done any further business, but they anticipated great. developments 
in that industry. Mr. Johnson, in the course of a lengthy. state- 


ment, said he had advices from their associate, Mr. Lundell, in 


America, that he had completely standardised all the various types 
which were required in the operation of the different styles of 
tramways. Within 30 or 40 days they would probably have all 
their machinery available, and they would undoubtedly be in а 
position to take on contracts of any magnitude. The business of 
traction was developing in this country with great rapidity, and the 
field was practically unlimited. Much larger ears were being run 
in trains in America, This was developing more rapidly, and 


many of the trunk lines there were putting down electrical equip- 


ment for 25 or 30 miles of the termini of their lines in order to 
operate their suburban service over the main line. This practice 
would undoubtedly be followed shortly in this country. Councillor 
Henderson, Dundee, asked if he was right in understanding that they 
had not yet been in a position to tender for actual work so far as, 
patents were concerned, but that in about six weeks they expected 
to have matters so completed as to be able to undertake work? 
The chairman replied that Mr. Johnson had referred more par- 
ticularly to the motor business. As a matter of fact, Messrs. 
Holines, of Newcastle, the licensees, were building motors as fast as 
they could and selling them to the company The company were 
tendering for two jobs advertised this week. There was no 
difficulty in their tendering for work up to the capacity of Messrs, 
Holmes’ works. Councillor Henderson asked whether any contracts 
had been secured. The chairman said the company was earning 
royalties at present on the work Messrs. Holmes was executing. 
They had three negotiations on hand for the early introduction of 
their surface contact system. In this connection Mr. Johnson 
stated that they would certainly have an opportunity of introducing 
this system of traction into England this autumn, and he was con- 
vinced that it would at once become the preferential system of 
supply. 


German Electrical Companies. 


In a recent letter from the Berlin correspondent of the Financial 
News the following notes are given regarding the financial condition 
of certain German electrical manufacturing companies. The 
Fabrik Isolirter Drühte fiir Elektrische Zwecke (insulated wire for 
electrical purposes) in Berlin has raised its capital from £12,500 to 
£62,500, and will issue the new stock at not under 120 per cent. value. 
The new capital is necessary to cope with the increased business, 
and to permit the buying of larger quantities of raw material. To 
produce popular electrical goods in large quantities a new firm has 
been founded, called Von Orth & Co., Limited, in Charlottenburg, 
having a capital of £5,000, and being under the managing direction 
of Engineer Dr. Ludwig von Orth. Korting’s Elektrizitatswerke 
A.G., in Hanover, made last year a net profit of £6,300, which 
enables the board to propose a dividend of 6 per cent., after 
writing off large amounts and providing for the reserves. 450, 620 
is the net profit of the A. G. Elektrizitätswerke, O. L. Kummer and 
Co., in Dresden, which will pay 10 per cent. dividend to their 
shareholders, against 11 per cent. last year. Kommerzienrath 
Guilleaume, of Felten & Guilleaume Carlswerk A.G., in Mulheim-on- 
Rhein, has been asked by the French Government to act as judge 
for distributing prizes and awards for the rubber and cable sections. 
At the last board meeting of the new Kabelwerk Rheydt A.G. in 
Rheydt-Rhld it has been decided to ask for another payment of 
10 per cent. of the subscribed capital to furnish and work the 
rapidly-growing factory buildings. The Union  Elektrizitüts- 
Gesellschaft in Vienna, last year's amalpamat ion of L. Loewe and 
Co. and Vogel & Vool, from which the new firm has taken its 
name, closed their first business year with the small surplus of 
115,000 kronen, which was carricd forward. Orders for over 
8,000,000 kronen are on hand. 


` 
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Windermere and District Electricity Supply Company. 


THe annual general meeting of this company was held at 
Windermere on Monday, Mr. William Long presidiug. The report 
stated that the trading profit for the year amounted to £1,112, and 
after payment of bank interest and other obligations, there remained 
a balance of £970, £949 of which had been applied to the payment 
of dividend on the preference shares, and the remainder carried 
forward to next year's account. The company had acquired the 
entire property and goodwill of the Keswick Electrical Company, 
and had come to an arrangement with the Ambleside Urban Council 
to take over their provisional order on favourable terms. The 
Chairman moved the adoption of the report and accounts. 

Mr. J. S. RAWORTH, in seconding, regretted the non-payment of 
dividend on the ordinary shares. The directors had come to the 
conclusion to raise the price of lighting from 6d. to 74d. per unit. 

Mr. F. FowkEs, managing director, in reply to a shareholder, 
said the company had no connection with the British Electric 
Traction Company further than having entered into a contract to 
supply that company with electrical energy as soon as the Lake 
District Tramway was made. 


The report was adopted, and Mr. J. P. Fawcus, of Keswick, was 
reappointed a dircctor. 


Blackpool and Fleetwood Electric Tramway 
Company. 
THE half-yearly meeting of the sharcholders of the Blackpool— 
Fleetwood Electric Tramway Company was held at Fleetwood on 
Thursday last week, Mr. G. Richardson presiding. During the half- 
year the trams carried 660,000 passengers, the gross receipts being 
£10,125. The receipts were less owing to bad weather. The total 


expenses per mile were 7#d., and the receipts 113d. A dividend at 
the rate of 4 per cent. per annum was agreed to. 


Stock Exchange Notices. — The Committee has 
appointed Thursday, September 13th, a special settling day in 
Potteries Electric Traction Company, Limited—£125,000 44 per 
cent. debenture stock, and has ordered same to be quoted in the 
Official List ; also Edmundson’s Electricity Corporation, Limited— 
Further issue of 9,400 ordinary shares of £5 each, fully paid, Nos. 
17,401 to 17,407 and 26,108 to 35,500. 


Wirral Railway Company.— At the half-yearly meeting 
held on Tuesday at Newbrighton, Cheshire, Mr. T. H. Jackson the 
chairman, proposed the adoption of the report, and after explaining 
the position of the company, said that having obtained powers to 
work the lines by electricity, the change would be proceeded with 


when a favourable opportunity presented itself. They hoped for 
good results from its adoption. 


W. Т. Henley’s Telegraph Works Company, Limited. 
—On Friday last, at Cannon Street Hotel, an extraordinary meet- 
ing was held under the presidency of Mr. Sydney Gedge, M.P., at 


which the resolutions passed on August 9th, increasing the capital, 
were confirmed. 


TRAFFIC RECEIPTS. 


sepe d August 25th, 1900, were £1,845 18. 11d.; receipts for corresponding 
period, 1899, £2,090 66. 11d. ; egate for half-year to date, £11,606 11s. 7d. ; 
aggregate corresponding period of last half-year, £11,990 18s. 3d. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending August 24th, 1900, were 23,458 168. 2d.; corresponding period, 1899, 
£8,602 18s. 8d. ; decrease, £299 9s. 14. Е 


The Central London Railway.—The receipts for the week ending August 2 th, 


1900, were £4,885; previous week, £4,579; decrease, £194. Total receipts 
(4 weeks), £18,329. iles open, 6. 


The City and South London Railway сешп D receipts for the week 
ending August 26th, 1900, 21,478; August 27th, 1809, £995 ; inorease, £578. 
Total receipte for half-year, 1900, to date, £12,008; co nding period, 
1809, £7,664; increase, £4,846. Miles open, 1900, 42; 1899, al. 


The Cork Eleotric Tramways and Lighting 5 receipts for the 
week ending Thursday, August 23rd, 1900, were £468 98. 6d.; correspondin 
week last year, £505 19s. 5d.; decrease, £42 9s. 11d. Total to August rd. 


1900, £18,702 6s. 10d. ; corresponding period last year, £12,508 1s. 5d.; in- 
crease, £1,199 5з. 5d. 


The Dover Corporation Tramways.—The receipts for the week ending 
August 25th, 1900, were £824 6s. Od.; August 26th, 1899, £846 16s. 6d.; 
increase, £22 10s. 6d. Total receipte to date, 1900, 26,88 11s. Bd. ; corre: 
sponding period, 1899, £6,488 0s. 9d.; increase, £946 10s. 6d. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 5,204; 1899, 4,966. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.— The receipts for the week ending 
Friday, August 21th, 1900, were as follows:—D. U. T. Co., horse cars, 
£29 118. 6d.; ditto, electric cars, £8,729 9. 1d.; D. S. D. Co., electric cars, 
£1,048 11a. 8d. ; total, £4,807 lls. 10d; corresponding week last year—D. U. T. 
Co., horse cars, £2,525 8s. 8d. ; ditto, electric cars, £1,469 12s. 1d. ; D. S. D. 

Co., electric cars, £1,689 38. 8d. ; total, £5,633 198. 5d. (Horse Show, 1899); 

decrease, £826 7s. 7d. ; aggregate to date, £89,868 12s. Id.; aggregate to date 

last year, £37,319 148. 6d.; increase to date, 2, 548 178. 7d. The mileage 
worked is 48 miles electrically, 1 mile by horses, as against 18 miles elec- 
trically, 28 miles by horses, for the corresponding period last year. 


The Halifax Corporation Tramways.—The receipts for the week ending August 
25th, 1900, were £809; corresponding period, 1899, £810; decrease, £l. 
Total receipts to date, 1900, £16,704; corresponding period, 1899, £13,061 ; 


increase, £3,643, Miles of track open, 1900, 14; 1899, 64. Number of cars, 
1900, 29; 1899, 14. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
August 26th, 1900, were £1,767; corresponding week last year, £1,899 ; decrease, 
£182, Total traffics from July Ist, 1900, £13,960 ; ditto corresponding period, 
1999, £13,661 ; increase, £999. Miles open 6°57 chains, 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 


STOCKS AND SHARES. 


Wednesday Evening, 

Tu general Stock Exchange markets have developed a hardening 
tendency this week, despite the fact that the money position is not 
so happy as it was a few days ago, and the talk about “the autumn 
stringency " which is in the air. There is a general impression that 
Lord Roberts now holds the South African situation in his own 
hand, and is only gathering up all the lines before striking the blow 
which shall finish the war once and for all. Whether this be a right 
view or not, the news has so far provided satisfactory reading this 
week, and there has been a little investment following in the train 
of the improved feeling of confidence. 


The better tone now prevailing can be gauged by noting that 
Electric Supply Debenture stocks are coming into demand, and 
there is a gradual absorption by the public of stock which for a long 
time has been lying idle in the hands of underwriters. The move- 
ment will do much to strengthen the share market, if it continues. 
So far it has had but little influence upon quotations for the 
Debenture stocks, the only alteration in the list being London Elec 
tric Supply 4 per cents., which are a point higher. But the effect 
will be felt very quickly if, as we have said, the buying should be 
extended. 

Electric Supply shares are somewhat irregular. As might have 
been expected, Notting Hills are weak, and have lost £1, which 
more than wipes out their last week’s advance. Selling of the old 
shares in order to take up the new is primarily responsible for the 
decline. The new are quoted 1 to 14 premium, the same as they 
were a week ago, but 15s. below the price at which dealings were 
started in them. We would suggest that there are few better 
shares to be bought in the supply market than these new Notting 
Hills. | 

City of Londons appear to have touched bottom for the time 
being, the price having remained at 8 for the past fortnight. 
Charing Cross new Preferenees are being actively dealt in at а small 
premium, the price being 58 to 51. Tha shares, it will be remem- 
bered, were issued to proprietors of the old at £5 2s. 6d. apiece. 
These older Preferences are also better.  Westminsters continue 
in quiet demand, and so do St. James's, but County Preferences 

have lost the support accorded to them last week, and lost, too, 
the 10s. which they then gained. 

British Electric Tractions are a good market, oountry orders to 
buy having come in from the provincial centres and catching the 
market short of shares. A good report is predicted from the 
Potteries Electric Traction, the price of the shares resting in the 
meanwhile at 12. The London United Tramways Company is 
pressing forward the electrifying of its lines with all speed. 


The so-called jubilee of submarine telegraphy—Tuesday, August 
28th—failed to stimulate the telegraph stock and share market, which 
is firm but quiet. There is a little latent nervousness still left, which 
looks askance at the preliminary order for 32 sets of Marconi wireless 
instruments that is said to have been given out by the Admiralty. 
How great ascare the original suggestion caused can be seen by 
looking up the quotations of only 12 monthsago. There is no change 
to report in either Eastern Ordinary stock or China shares. Anglo- 
American Deferred is down 4, and we fail to see any justifica- 


tion for its standing as high as it does. Eastern 34 per cent. Prefer- 


ence is a point up, and to the same extent West India and Panama 
Second Preferences have receded, the latter on some yery premature 


` fears that the company may not be able to pay the dividend in full 


next November. : 


All the Central London shares have dropped j—not a very 
surprising fact now that the first flush of excitement 
about the line has passed. The second week's traffic, showing 
a decrease of £463, was voted bad, although to us it seems 
most natural. But what most assisted the fall was the excellent 
results secured last week by the Metropolitan Railway and the 
omnibuses. Taking it all round, it is not a bit surprising that the 
price should have receded. City and South London stock is dis- 
tinctly better, while Waterloo and City has again improved, both 
being bought by those in whose estimation the prices were unduly 
depressed. The outlook for railways, however, hardly justifies any 
particularly rosy view of the market. 

A large number of calls upon recently-issued electric securities 
fall due in September. The Blackheath and Greenwich Companys 
demand 25 per cent. on Saturday, September Ist, on the new debeu- 
ture stock, and on the same day the new British Electric Traction- 
become fully paid, the Ordinary upon payment of £5 per share and 
the Preference of £4. The Telegraph Manufacturing Comp: 
requires the £4 due, also, on Saturday, which will make ita rece: 
issue of 5,000 Ordinary shares paid up in full The other cal! 
become due mainly at the end of the month. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


| 


ook 
Dividends for 
Share. the last three years. 


е NAME. 


| 
4 
| 


1897. | 1898. 1899. 


Closing 
Quotation 
August 22nd. 


Business done 
Closing during 
Quotation week ended 
August 29th, пока 29th. 


Highest. | Lowest. 


110,900 | African Direct Telegraph, 4 95 Debs. 99 = 99 —103 
125,000 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. P 185 — 85 — 90 —. 
875,520 | Anglo-American Telegraph ... . . |Stock| 3 $ £3 9s. 73/6 | 58 — 61 58 — 61 xd 60) 58 
9,062,240 Do. do. 69 Pref. ...  ..  .. Stock 6 V 6 % | 6.% 1104—1114 (1104 1114xd| 1113 | 1104 
3,062,240 Do. do. Deferred Ja - аба Pu. £1 78. 124— 13 124— 123 | 12, 124 
44,000 | Chili Telephone, Nos. 1 to 44,000  ... is T" 5|4% |3 4% | 2$— 33 24—- 34 T bes 
100,000$; Commercial Cable 51008 |8 % | ... 165—175 165 —175 - = 
1,563,078 Ро. do. Sterling 500 year 4 4 PI Deb. Stock Red. ss -— ... {101 —103 101 —103 102} | 1014 
16,000 | Cuba et "s 10 7 8%17%| 64— 75 64— 73 - ам 
6,000 | Do. 10% Pref. -— T T M — 10 |10 10 % .4 | 15 — 16 15 — 16 
13,931 | Direct — ar a Y ids Pa iis ves 5 4 4 96 4— 5 4— 5 
6,000 | do. Cum. Pref. ... бв -— 5 10 | ... 9 — 10 9 — 10 
30,000 | Do. do. "t Debs. "€ T i "a .. [100 —104% 100 —104 95| ... лг 
60,7107 Direct United States Cable e | 20 | 34% | 34% 3 % |11 — 11à | 11 — 114. 11711 
111,000 | Direct West India Cable, 43 Reg. Deb. бэ isi ея 99 —102 99 —102 — ve 
4,000,000 | Eastern Telegraph, Ord. Stock „Stock 7 % | 7 % 7 % 145 —150 |145 —150 1474 | 145 
1,795,000 | Do. 34 Pref. Stock e] | . | 96 — 99 |97 —100 кш ши 
1,432,268 Do. Mort. Deb. Stock Red. .. |Stock| 4 ssi . . M11 —116 111 —116 s js 
250,000 | Eastern Extension, henna: and China Telegraph ... | 10 | 7 7% 7 % | 14j— 15} | 149— 151 15780 14i 
6.7002 { Do. 5 96 (Aus. Gov. Sub.) Deb., 1900, red. 148 100 5 % = E 
ой drgs., reg. 1—1 ‚049, 3,976—4 326 
26, Do. do, Bearer, 1,050—3 ‚975, 4,327—6,400 100 | 5 . ae *. — s. 
320,0007 MR 4 % Deb. Stock ... à " Stock] 4 110 —115 110 —115 xd 
and South, African Telegraph, 4 ort. Deb. e __ 
300,0007, Ren Pee A cat m 100 " 99 —102 | 99 —102 xd 
39,0007 Do. 495 Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25. .. 100 —103% 100 —103% |... |. 
180,227 | Globe Telegraph and Trust ... 10 | 4$ 54 58% 11 — 114 | 11 —11j 111 11j 
180,042 | Do. do. 69, Pref. . 10 6 6 149— 15} | 14j— 151 143 
130,000 | Great Northern Telegraph, of Copenhagen T 10 10 123 31 — 33 31 — 33 en 
Halifax and Bermuda Cable, 44 lst Mort. Debe., 
84,300 rp to 1300, Red. J 100 | ... |... |... [98 —101 | 98 —101 
17,000 | Indo-European Telegraph  ... .]| 25 |10 @ 10 Ф 10 Ф | 51 — 55 51 — 55 sis — 
100, London Platino-Brazilian Telegra 6 y^ Debs. 100 | 6 i .. |105 —108 |105 —108 - " 
72630 | Montevideo Telephone, Limited, graph, 6 Nos. 1 to 72, 680 .. Iq сив ке + 1 — 1 — абе 
86,492 | Do. do. do. 5 % Pref., Nos. 1 to 86,492 1| 4 4 24 1— 1 1— 1 " a 
490,000 | National Telephone, 1 to 490,000  ... Ж Pis "T 516 6 5 48— 44 48— 41 4}; 443 
15,000 Do. 6 1 Cum. 1st Pref. 10 | 6 6 6 13 — 15 13 — 15 133 ... 
15,000 Do. 6 % Cum. 2nd Pref. ... 10 | 6 6 6 12 — 14 13 — 14 — ъз 
250,000 Do. Non-cum. 3rd Pref, 1 to 250000 | 5 5 J 5 6 4j— 4g— Szxd быш 5 
2,000,000 Do. 3i 95 Deb. Stock Red. T Stock 3% 34% | 34% 97 —100 97 —100 99% | 934 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 115 5 | 5 i— 1i i— 1i T 
100,0007) Pacific and European Tel., 4 % Guar. Debs., 1 to 1,000 ... | 100 | 4 @ г .. 100 —103 [100 —103 
11,839 | Reuter's .. 80 - ss 815 5 15% 74— 8 71— 8 
3.381 Submarine Cables Trust Cert| ... sis 125 —130 |125 —130 
58,000 | United River Plate Telephone s 5/59251625|7 % | 4$— 52 | 4t— 52 
16,539. Do. do. 5 5, Cum. pret. Nos. 1—16, 639 Di sa рга de 5 — 4$— 54 
172,947 Do. do. Debs - Stock| ... . . 104 —107 [204 —107 
25 050 West African Telegraph, 5 % Pe. 100 | .. .. | 98 —101 | 98 —101 
008 | West Coast of America, Nos. 1—30, 000 and 53, 001—53, 008 24 “ m i— i— 1 
150,00 | Do. do. 4 % Debs., 1—1,500 gua. by Bras. Sub. Tel 100 .. | 99 —108 | 99 —102 
, $89,731 | Western and Brazilian Telegraph 4 95 Deb. Stock Red.. Stock — 4. — . — ЕА 
207,930 | Western Telegraph, Ltd., Nos. 1—207,930 . " "s 101795 | 7 .. | 142— 151 148—154 xd 155 144 
75,000 | Ро. до. 5 Debs. 2nd i series 1906 100 | ... .. 103 —106 |103 —106 m 
88,321 West India and Panama арэ а 10| 2 2% 9 & §— 
34,563 Do. do. do. Cum. 1st Pref. . 10 e 64— 71 64— 74 7 
4,669 Do. do. do. ó Cum. 2nd Pref. . 10 | 6 6 — 5— 6 b 
80, | Do. do. do. 5 95 Debs., Nos. 1 to 1 800 100 5 102 —105 102 —105 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | и & Kensington Elec. Lt. Sup., Ord., 101 to 19, а 514% 16% |69% 7 — 8 7— 8 2 зе 
ae Do. do. 7 % Cum. Pref... 517955 | e |... | 8— 81— 94 Bi | S 
Charing Cross and Strand Electricity Supply 5725189051925 | 9—1 9 — 10 m dra 
— Do. do. do. do. 48% Cum. Pref. 5, .. - e | 5— 5j 54— 5? 
34,000 |*Chelsea Electricity Supply, Ord. 5 6 6 9516 96 — Tà | 61— 71 67 
150,000 | Do. do. do: b Deb. Stock Red. ... Stock 41 d . . |108 —111 [108—111 Я 
60,000 | City of London Electric Lighting, Ord. 40,001—100,000... | 10 10 6 49, 71— 8b 71— 81 83 8 
40,000 Do. A % Cum. Pref., 1 to 40,000 . 1016 6 & . 12 — 13 12 — 13 124 
400,000 | Do. Deb. Stock, Serip. (iss. at £115) all paid 83 sive . . 193 —128 123 —128 
40,000 | County of Lond * Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | ай | ай |4 “| 8— 84— 94 
20,000 | Do, do. do. 6 % Pref., 40,001—60,000 10 6 [6 € 114— 124 11 — 12 
200,000 | Do. 41 % Deb. Stock, Prov. Certs (all paid) Rd. „ a 107 —110 107 —110 
26,100 | Edmundson’s Elec. Corp., Ord. Shares -— 5 5 17% 44— 5 44— 5 
75,000 Do. do. 44 % 1st Mort. Deb. Stock.. 100] ... 99 —102 | 99 —102 
110,000 | London Electric Supply Corporation, Limited, Ота. ... 3] ss igi 1 — 11 | 1— ц = T 
49,840 Do. do. do. do. 6%Pref.| 5| .. |6 € 341— 44 | 31— 4j 4$ | 4 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. |Stock| ... ids .. | 98 —100 99 —101 cis а 
85,000 | Metropolitan Electric Supply, 101 to 62,500 m 10|6%|5%|5%|14—15 |14 — 15 1444 
220,000 Do. 44% First Mortgage Debenture © Stock 4 .. 111 —114 [111 —114 bes eee 
220,000 Do. 34% Mort. Deb. Stock Red. . .. [Stock] ... $us . . | 96 — 98 96 — 98 974 | 96 
6,452 | Notting Hill Electric Lighting | ИТ » | 10/16 6 7 154— 164 | 144— 154 se -€ 
40,000 | St. James's and Pall Mall ae Light, Ord. ТА 5 144% |1459 |144 14 — 15 14 — 15 xd, 144, 148 
20,000 Do. do. 7 % Pref., 20,081 to 40,080 5 7 7 8— 9 8— 9xd| .. |... 
12,000 | Smithfield Market Elect. Supply, Wwe 2— 2 | 2— 2} ss 
De. | Do. do. 4 % Deb — ..  .. | 100 85 — 95 |85 — 95xd| .. 
70200 | South London Electricity Supply, Ord. ... Юе " 5 3 — 4 3 — 4 Ў 
Westminster Electric Supply, Ord., 101 to 80,000... iis 5 12 Ф 12 Ф 13 Ф 12 — 13 12 — 13 128 | 121 


i Unless otf nien to Founders Shares otations on Liverpool Stock Ex 


shares are fully in deferred share warran 
. ee Iker рша п datarrod share warrants 


8 being uscd ы capital. 


—«———— л ccc 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
| ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


| Stock ; Closin С! : 
еен, МАМЕ. or р авая s otation Quotation MN к 
. Share. ug. And. Aug. 29th. Ang. 20th, 1900. 
t | 1897. | 1896. | 1899. Highest | Lowen, 
65,000 | Aluminium shares, Nos. 1—65,000  ... is i 1|10 95,20 9 .. 24— 33 22— 3 PET i 
90,000 Do. 44 96 1st Mort. Deb. Stock Red. T .. [Stock ... T .. | 96 —101 96 —101 е L an 
30,000 | British Electric Traction ма ; ias seal EUIS ыл 6 ... | 14 — 16 144— 153 | | 14 
50,000 Do. do. 6 9, Cum. Pref. me ee UU . | 12 — 13 12 — 13 124 | 19] 
200,000 Do. do. 5 96 Perpetual Debenture Stock ... Stock ... i .. {123 —126 |123 —126 "E ar 
85, 0001 {British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... | ... igi Т 8— 4 #— 1 
50,000 t Do do. 6 Cum. Pref., 150,000 SN сы ра i— 8 i— 1 
500 f Do. do. 4} % 1st Mort. Deb ... | 100 97 — 99 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 T 5 15 5 % 15 5 Ф 20 E: 114— 124 | 114— 12ixd 
27,500 Do. do. 6 % Cum. Pref, Nos. 1to 27,000 . b 5#— 6} 52— 6}xd 
90,000 Brush Elecl. Enging., Ord., 1 to 90,000 m 3 18— 14 lá— 1{ 
90,000 Do. do. Non-cum. 6 Pref., 1 to 90,000 gis 2 24— 28 23— 2 28 
125,000/ Do. do. 4$ P eb. Stock Ке Stock 108 —113 108 —113 
50,000 Do. do. 43 2nd Deb. Stock Red . Stock .. 101 —103 101 —103 E РК 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000 „| 5 124% 15 5% 15 5 % 13 — 14 13 — 14 13$ | 13 
20,000 Do. do. 5 95 Cum. Pref. к 5 54—565 54— 52 "UE Em 
90,000 Do. do. 43 % 1st Mort. Deb. Stock Вей ... S ock т .. |110 —114 |110 —114 „ К 
213,533 | Central London Railway, Ord. Shares di „ OR iu 985 .. | 10 — 104 9$— 10} 103 | 9 
61,033 Do. do. Pref. half-shares .. T те 5, .. o T 5 — 53 4i— 5} N бы: 
71,447 Do. do. Det. do. i Jia тИ 5 5 — 53 41— 5} 53 
855,000 City and South London Railway  .. ед .. Stock 17% 117 14% F — 58 |57 — 60 n 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 . "Ua ча 6 5— 6 E ase 
32,098 | Crompton & Co., Nos. 1.1 E о M 5 Sh. cae 6 9 74% 32— 4lxd| 3$— 4} 4 4 
s Do. 5 V. Ist Mort. о 
100,000 £100, and 901 to 11, 000 of £50 red РИ Lies T . | 99 —102 99 —102 
99,261 | Edison & Swan Utd. El. Lgt., ^A" shares, £3 pd. 1to 99,261 5 6 6 5 6 N 19— 21xd| 14— 24 
17,139 Do. do. do. “A” Shares, 01 — 017,139 5| 6 @ 6 2 6% die 4ixd Сда 44 ise 
344,023 Do. do. do. 4 % Deb. Stock Red e ОО us is em — 93 — 91 921 
112,100 | Electric Construction, 1 to 112,100 ... sf 2; 6% 6 6% ip 24 ee 24 Sea 
25,000 Do. do. 7% Cum. Pref., 1 to 25,000.. е 2| 795 7 2 d 228— 34 22— 3}xd 
140,300 Do. do. 4% Perp. ist Mort. Deb. Stock. Stock| ... E : 102 —1051 |102 —105 
9,6002| Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . eee. I LO е 7 7 %| 10 — 11! 10 — 11 E 
30,000 | Henley's (W. 15 Telegraph Works, Ord. к us 5 12 14 2 15 | 13 — 14 124— 134 121 
30,000 | Do. do. 44% Pref. ... e| 5 7 7%) .. 5 — 6| 5— 555 
50,000 Do. ds do. 44 Mort. Deb. Stock... Stock 44%. . 10—114 {110 —114 site 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works .. 10 10 95/10 . | 21 — 22 21 — 22 213 
300,000 Do. do. do. 49% 1st Mort. Deb.. .. | 100 o" ... 101 —104 101 —104 : 
37,500 Liverpool Overhead Railway, Ord. LA ..| 10] 31 34%] 32 8i— 9 8g— 9 
10,000 || Do. do. Pref., £10 paid »" ..| 10| 6 5% 5 I3 — 134 | 13 — 13} 
37,350 | Telegraph ird cs and Maintenance Е" ..| 12 15 15 © 15 35 — 39 35 — 39xd 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 ... 100 .. 101 — 104 101 —104 
20, 000 TETA Manufacturing, Ord. Nos. 1 to 20,000 ... 5 .. 8 [4 12 9% 105— 114 | 103— 114 885 
20, 000 do. 5 % Cm. Prf. Nos. 1 to 20,000 «o dus 51— 52 54— 5i i 
540, M Waterloo and City Railway, Ord. Stock. а m j 100 |... 3 9% 3 % 90 — 93 91 — 94 m 
t Quotations on Liverpool Stook Exchange. . f Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SP TRITTER о OFFICIALLY e ud 


*Birmingham Electric Supply, X Deben Eb (fully paid) 8—10. Kensin Knightsbridge Electric Ligh Ordinary Shares £5 5 

Brompton and Kensington, Debentures of £100, 102—104. pei id) 134 713; lst аре Cumulative 6% 45 AS paid), 1—1. 

National Electric Free Wiring, 21208 paid, 7/- — К tures 102—104. Dividend, 1899, on Ordinary Shares 11 96. 
ectric (£10 pd.), Ord., 164—173. 


Oldham, Ashton, and Hyde E *T. Parker, £10 (fully paid), 1 
bo 4 1216 p.), 1010]. y paid), e , 
* po йан ш Share List. Bank rate of discount 4 per cent. uur 19th. 1900). 
MARKET QUOTATIONS, Wednesday, August 29th. 
CHEMICALS, &c. |This week. | Last week. Ine. or Deo. ‘METALS, &o. (continued. ) This week. | Last week. Ino. or Dec. 
| ~ ——6 
a Acid, Hydrochloric Se „ per cwt. 5J- ! Б/- д Copper Sheet "MEN. . per ton £85 £86 £1 dec 
a „ Nitric x .. per owt. 99/- 22/- 9 » r ton £88 #1 dee. 
а „ Oxalio Е e .. per owt.! 82/- | 82!- e ii (Electrolytic) Bars .. per ton] 7 £83 10 £88 10 ae 
а „ Bulphurio.. e per cwt. 5/8 i 5:6 e wy $5 Shee . 2 per ton| : 292 £92 | ~] 
a Ammoniac, 8al рет cwt. | 89 i 89/- e „ эз hd per ton| ? £85 E £85 10 
А Ammonia, Muriate (orystal) .. per ton £83 £83 e МЕ эз н © Wire per lb. 93а. 
.. per ton £80 £80 J Ebonite Rod .. per Ib. je fe. 
а Bleaching ponder . per ton 21 57 | Sheet per lb. 5 5. | 
а Bisulphide of Carbon .. .. рег оп £15 £15 , 2 German Silver Wire per lb. 998 1/6 
a Borax is qu .. per ton £17 £17 | k Gutta-percha fine . = .. per lb. 8/8 
е Bensole 90 ) =. pa .. per gal. 7; 7/. h India-rubber, Para fine .. .. per Ib. sn, to о 4/28 эң, to 3% 
(50 * .. per gal. 5/6 | 5/6 iIron, Charcoal Sheets... per 
в Сор т Sulphate - i4 .. per ton £25 10 £25 10 „ Pig (Cleveland warrants) .. per ton ne np 
а Lend, Nitrate " .. per ton | £25 £25 i p Forgings, „ according to size per ton From £11 | From £11 
а „ White Sugar .. рег ton £31 i , Зогар, heavy. .. per ton] 70/- to 72/6 | 70/- to 72/6 
© at uh 5 2 .. рег оо en aS к? í , Wire, galvanised No.8 .. per ton tg m 215 f 73 zm 
a Methylated Spi : .. per gal. j 5 to 12 6 to | 
а Naphtha, Solvent (90% at 160° C). per fal. 5/6 506 : Lead, English Ingot s Per ton { £18 £17 17 6 es 
a Potash, Bichromate, in casks.. per Ib. i M T Sheet E .. per ton £19 £19; 
а „ Caustic (75/8096) .. per ton £ а Manganin Wire No. 28 .. per lb. 8/- 8/- 
а „  Bisulphate Б» .. per ton £35 £85 g Mer per bot. £9 5 .. 
а БһеПас .. .. per owt. 68/- d Mica ‘in original cases), small . per Ib.] 34. to 9d. | 3d. to 9d. we 
a Sulphate of Magnesia per ton £4 10 £4 10 d „ ii Т medium per lb. | 1/9 to 2/9 1/9 to 2/9 .. 
а Sulphur, Sublimed Flowers . per ton | £6 £6 arge per lb. | 8/3 to 7/3 | 8/8to 7/8 . 
а $ те ae . per ton £5 10 £5 10 p Phosphor Bronze plain castings per Ib. 1/1 to 1/4 1/1 to 1/4 zm 
a Lum -. фе #5 £5 P Е rolled bars & rods per Ib. 1/1 to 1/1 | 11 to 1/4 is 
а Soda, Caustic o (white 70 2%) .. рег ton £10 15. £10 15 | p 5 и не per lb. m 1/8 From 1/8 . 
a „ Crysta .. perton| £8 9 | 0 Platinum ck peroz.| £8 186 £3 18 6 . 
a „ ра. casks... per lb. 934. 83d P Silicon Bronze Wire per lb. | 1034. to 1/1; 10łd. to 1/1 . 
| Steel, Magnet, aco za bang о девотр'п per ton] From £15 to £40 . 
| „ ж „ in bars £58 : 
METALS, &0. | g Tin, blook .. .. ..  .. perton| #1810 Lf es dec 
b Aluminium Wire, in ton lots.. per ton E224 4244 2 „ foil  . e per bb. 27. 97 . 
b 5 Sheet, in ton lots per ton £191 2191 ; wire, Nos. 1 to 16 .. per lb. 1/9 1/9 
р Babbitt’s metal ingots. . per ton | £80 to £150; £80 to 180 p White Anti- friction Metals | - 
c Brass (rolled metal to 19”) basis per Ib. 74d. 184. | s „White Ant" brand per ton] £40 to 270, £40 to £70 
€ „ Tube (brazed) .. per lb. 10d. 10d. | ix j Yarns, зеш Bingle 101b b'ndl's per lb. А т 
€ „ (solid drawn) .. per lb. : d. E r Flax,6)ea. ..  .. perlb. А : 
€ „ Wire, basis .. per lb. d. d. ! $a | J n» Hemp. 8 ply 10 Ibs. .. perlb. Р Д e 
е Copper Tubes (brazed) .. per lo. IId. Mid. | i a ж Russian, 10 Ibs. . per lb. ack = 
(solid drawn) .. per Ib. lld. lid. | - „ J ute, 180 Ibs. rove per ton) £14 10 | 14 10s. inc. 
н Соррег Bars (best selected) .. per ton | £85 | £85 | £1 dec. | k Zino, 8h't. (Vielle Montague ond. ) per ton £24 5 nett. £94 5 nett. fs 
N | 
a Mesars. G. Boor & f India-Rubber, G.-P. and Teleg. Works k Messrs. Morris Ashby, Limited. 


Co. 
b The British Aluminium Co., Ltd. 
Quotations c3Messrs. Thos. Bolton & Во 
ns. 
supplied by | 3 Messrs. F. W 


Quotations Pun James & Арго. [Co.,Ltd. | Quotations | ^ Messrs. y T. Glover & Co., Ltd. 
legins & Sons Bons. 
e Messrs. Frederick Smith & Co. 


Messrs. Jackson & Till ^ Messrs. 
supplied by | ( Messrs. Bolling & Lowe. supplied Ьу | o Messrs. Johnson, Matthey & Co., Lt 
j Messrs. Henry О. Yeo & Co. © The Phosphor Bronse Company, Lu 
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YORKSHIRE IRON. 


[ч these days of steel few realise that best Yorkshire iron is still 
el manufactured by the Farnley Iron Company, the Low Moor 
Iron Company, and a few other firms. Attention is called to this 
+ in the pages of Cassier's Magazine by Mr. Ewing Matheson. Steel 
<= essentially homogeneous that it possesses the faults of this 
quality. An incipient fracture makes an easy progress through such 
. material, and a crack in a steel plate will creep right across such а 
slate, and can only be checked by drilling a small hole at the end 
si the crack, and such a hole must actually remove the very end of 
the crack, or must be so placed that the progress of the crack will 
vee the hole. Any trace left beyond the hole will start the move- 


теш forward once more. Best Yorkshire iron is a careful combina- 


tion of innumerable layers of a pure and tough substance, in the, 


nannfacture of which every care has been exercised to avoid the 
anal defects of ordinary iron in the shape of cinder, sulphur, and 
other impurities, and of deficient working, improper and careless 
piling or fagotting, or defective puddling. Best Yorkshire iron is 
made near Leods from clayband ironstones, which are found in 
nodala? form in a shale above the coal which melts them. These 
nodules are 33 per cent. iron. The ore when mined is left to weather 
for same months to loosen the surrounding shale from the true 
nodule, and the shale is further removed by calcining.’ The Better 
Bed coal is used in the making of the coke to smelt the iron. This 
sam is non-sulphurous, and about 3,000 Ibs. of coke will smelt 
1400 Ibe. of ore, the limestone flux weighing 11,000 lbs. and the 
product being 2,000 Ibs. of iron. | 
The cold blast process is ће one employed, and the furnaces are 
lined with firebricks made from the clay found under the Better 
Bed coal seam. It is the same clay from which glazed bricks are 
made, for the Leeds bricks are highly burned to a more durable 
“Шале! than a less refractory brick could stand. The blast pressure 
"3i Па per square inch, and the pig produced is tough and strong, 
e à bar? inches deep by 1 inch wide, on bearings 3 feet apart, 
"0 carry from 30 to 32 cwt. breaking stress. The pig thus produced 
а тейлей by a re-melting process, and is run into shallow iron 
moulds It is thus purified of silicon and reduced in its carbon. It 
= puddled by re-melting with coal and puddling in the usual 
manner, whereby it becomes practically pure iron, the puddle balls 
2 then hammered, and in place of being at once rolled into 
den à ed bars, or muck bars, as termed in America, they are 
n together under the hammer, re-heated and forged into 
сте of 160 to 300 lbs. weight, from which they are rolled into 
* and plates. 
i aud iron thns produced is uniform, but is not homogeneous. It 
usin its nature, but the fibre is clean. It is tough, soft, and 


dueti? , р 
nh ad of great strength and considerable resistance to 
be — easy to work, and produces safer welds than can 


db steel, and it does not fracture from an incipient 
best Yorkshir certain manner peculiar to steel. Americans import 
lt is the ? in considerable quantity for locomotive stay bolts. 


best ае t material for draw bars. The best chains are made of 


Ve mag hire iron, and the safety hooks and parts of mining cages 


m it. 


baring apm liable for such purposes, and for the parts of artesian 

plete Nt S it is especially valuable for its resistance to com- 
Пе moda n 

50 yan hi manufacture has remained practically unchanged for 


the tests are continued so as to prove the equally con- 


have the strength of steel, and it is more costly, but. 


month, submitted further information dealing with the work neces- 
sary to be executed in readiness for the anticipated load during the 
winter of that year. This showed that the estimated cost of 
examining and increasing the insulation of existing mains for the 
purpose of increasing their revenue earning capacity, with the 
minimum expenditure of capital, would be as follows :— 

Mains in Camden Town on each side between the Britannia and 


the Cobden statue, including labour and materials . . £1,365 
Mains in Hampstead and Tottenham Conrt Roads on the west 


aide from the Cobden statue to Windmill Street T .. 8,178 
Mains in Hampstead and Tottenham Court Roads on the east side 
from Drummond ftreet to the parish boundary .. 1,074 


Cost of changing lamps in consumers’ premises along routes. £08 
Sundry expenses in changing over consumers a - vs 
Allowance for probable advance in materinls up to the time of 

completing the work—say, 5 per cent. on 26,923 .. ўж ee 818 


The Vestry pointed out to the County Council that the approxi- 
mate total expenditure of £7,269 for the work along the routes 
mentioned would increase the capacity of the mains sufficient to 
enable them to deal with all future demands. On the other hand, 
if the existing mains remained as they were, with the pressure at 
110 volts, and extensions were put in hand to deal with the total 
estimated demand, the cost for extra mains along the routes would 
be £23,731. Having regard to the estimate of £7,269, the Vestry 
stated that the enormous saving in capital expenditure was self- 
evident, and greatly exceeded the cost of increasing the insulation 
and pressure of the supply on the existing mains, and it was there- 
fore submitted that the expense of effecting the change was a fit 
and proper item justly chargeable to capital account. 


DIFFICULTY WITH THE County COUNCIL. 


It was still impossible for the Vestry to meet the requirements of 
the London County Council, which next asked for particulars as to 
the capacity of the mains in question. Mr. Sydney W. Baynes, in 
February of the present vear, informed the Council that the mains 
were capable of dealing with some 9,400 16-c.P. lamps, that he pro- 
posed to work them when altered at a maximum of 28,000 16-C.P. 
lamps, and that by not pressing the mains up to their maximum 
after the change, better regulation would be obtained. On the 
question of the capital expenditure for changing the mains, the 


electrical engineer mentioned that if the Vestry eight years pre- 


viously had put down the full complement of copper in the districts 
proposed to be altered, an expenditure of £23,731 would have been 
incurred, and the interest and repayments over the eight years 
would have amounted to £10,800. The electric lighting depart- 
ment had therefore benefitted very materially by the fore- 
sight manifested in that respect. Further than that, the 
Vestry was now in a position to obtain the advantages of the 
higher voltage, not only along the old routes, but in all future ex- 
tensions, without sacrificing a very large portion of main, which 
would have been the case had the Vestry installed the full comple- 
ment of copper at the outset. The saviug in capital on mains 
(when working at the new voltage) would enable the gross profits 
to be increased from 6 per cent. to 8 per cent. or more on the total 
capital expenditure. Since the output of these mains would be 
increased by the alteration to an equivalent of that which would 
have been obtained by expending three times the capital, and as the 
Vestry would be able to add three times the consumers, the elec- 
trical engineer stated that it followed that the mains laid along the 
route would be increased in capital value to that amount, in so far 
as their value to the installation was concerned. The letter con- 


рац Шепсе Of the quality. Word D request for a prompt decision, owing to the urgency 
Lat can bac Т, and other parallel uses there is so far no material ОЕ 

Че brake rode best Yorkshire iron for safety. It should be used for THE County COUNCIL'S DECISION. 

relied on for ME electrical tramcars, and such parts as are to be The vacillation of the London County Council continued until 
gret to ay we экы - Users should, however, see they get it. We . May 15th last, when a letter was forwarded to the Vestry from the 
tad iron brake hr dns seen electric cars which, while they certainly Comptroller. This letter, which decided the question of defraying 
"Ipplers of infe c. did not have them of best Yorkshire. Yet the the expenditure on a peculiar basis, was as follows:— 

enable erior ¿ron rods are not, we fear, to be easily rendered 


tothe law. I am directed o the Finance Committee of the London County Council to 


inform you that they have very earefully considered the question in its financial 
bearings, and have received several reports from their chief engincer upon the 
matter. Generally speaking, the Council would be disposed to grant the same 
facilities to a borrower as they themselves are allowed by the Government 
Department which has supervision of their capital disbursements, viz, that, 
after a work or undertaking is completed, only such part of the cost of subse- 
quent alterations is charged to capital account as can clearly be proved to 
increase the value of the work as a whole. The Vestry will appreciate the fact 
that there is some difficulty in applying such a principle to works connected 
with the supply of electric light, because of the rapid development of knowledge 
on this subjert which has taken place within the last few years, and ig likely to 
take place in thefuture. Under these circumstances, and in order to meet the 
justice of the case, the committee would be prepared to consider an application 
for a loan for such “ improvements” as are under consideration, the amount of 
which had been arrived at somewhat in the following manner :— 
Starting with an estimate of the cost at the present time of laying the mains 

as now desired ax an entirely new operation, and deducting therefrom the 
amount of loan now outstanding in respect of the mains as originally laid, 

and which ft is now intended to replace, a sum would be arrived at in 
respect of wbich the Council would be disposed to sanction a loan, and 


Sl. PANCRAS ELECTRIC LIGHT MAINS. 


ABANDONME 
ST OF COPPER STRIP MAINS IN Favour OF CABLES. 


Deen the | 
Lighting 8 two or three years the Electricity and Public 


engaged on the сне of the St. Pancras Vestry.has been, and is still, 
"illa to 990 volts of converting the system of supply from 110 
several matters whi it may, therefore, be of interest to refer to 
formation from the Te have arisen in connection with the trans- 


1а the first w to the higher pressure the period of repayment would be such as, in the opinion of the Council's 
à place r | ` chief engineer, might be taken as the fair life of the new works. 
the copper strip mai €ference may be made to the proposal to alter I am further to state that any preliminary srrangement between the Council 


and the Vestry would be subject to the sanction of the Treasury being obtained 
thereto, as it is net the intention of the committee to recommend the sanction 
of a loan for a purpose, or for a period, for which they could not also recommend 
the Council to lend the money. I am also to ask what is the amount of the 
fund created by the Vestry to provide for replacements and renewals in respect 
of the initial expenditure upon the mains now intended to be replaced. 


"hange over the S so as to carry the 220-volt supply, and to 
St. Pancras bonnd Summers from the Britannia, High Street, to the 
that thoroughfare Ty in Tottenham Court Road on both sides of 
able expenditure, ne As the work would naturally involve consider- 
Comty Council as &Otiations were entered into with the London 
respondence on the e sanctioning authority for loans, the cor- 


November, 1897. Subject having commenced as far back as COMPARATIVE METHODS OF EXECUTING THE WORK. 


satisfied with the 5 16 London County Council was, however, not It would appear that pending the receipt of the deciding letter 
allocation to capis] Отшаіоп supplied, especially in regard to the from the London County Council, the Vestry invited tenders for 
increasing t е, of certain charges to be incurred by overhauling the copper strip in anticipation of being able to carry 
reply to a letter reed of the mains. In June, 1899, the Vestry, in out the work on the basis of treating the whole of the expenditure 


arded {by the County Council in the previous as. fresh capital ioutlay. Two tenders were received, but only one 
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related to the actual work required. "This was submitted by Messrs. 
Crompton & Co., and amounted, including the addition of certain 
items for strect covers for insulators, straining bars, reinstating 
pavements, and other works, to £5,849. The other tender, which 
emanated from the Western Electric Company, and proposed the 
removal of the copper strip and the substitution of lead-covered 
armoured mains, reached a total of £4,836. Whilst these tenders 
were under consideration, the above-mentioned letter arrived, 
announcing the terms upon which the Finance Committee would be 
prepared to recommend the County Council to sanction the pro- 
posed expenditure. As the Electricity Committee, after having 
been in correspondence with the County Council on the subject 
for no less than two years and a half, did not fecl disposed 
to accept the method proposed for allocating the expenditure, the 
electrical engineer suggested that the difficulty might be over- 
come by laying auxiliary cables along the route, and leaving the 
copper strip untouched. The existing 220-volt consumers were 
merely to be transferred to the auxiliary mains to a sufficient extent 
to relieve the overload on the copper strip, and the auxiliary mains 
were to be large enough to carry all new customers as far as could 
be reasonably calculated. Another reason adduced in favour of the 
scheme was the impossibility of changing over all customers from 
110 volts to 220 volts. For instance, the transformation was out of 
all question in the case of the delicate instruments at University 
College, whilst it was considered that even if altered for the higher 
pressure, some of the installations in Tottenham Court Road would 
not be passed by the fire insurance companies. The Electricity 
Committee accordingly decided to invite tenders for the laying of 
auxiliary mains, and thus place the Vestry in possession of the cost 
of carrying out the work in three different ways, two of which have 
already been cited in the case of the tenders of Messrs. Crompton 
and Co. and the Western Electric Company. 

The electrical engineer in reporting on the subject, stated that 
the cost of overhauling the copper strip (£5,849) and changing over 
customers to 220 volts would appear to be prohibitive. This was 
not surprising as the constantly varying levels of the culverts, 
involving a lot of extra anchoring gear, and the uncertainty as to 
the amount of labour necessary per yard of trench, tended to 
influence any offer a contractor might submit. Moreover, as the 
supply must be maintained at all costs, a contractor would have to 
provide against loss of time, &c., consequent on he very unfavour- 
able conditions under which he would be called upon to execute 
the work. The second method—the removal of the copper strip, 
laying cables in the culverts, changing consumers over to 220 volts 
and allowing credit for the copper—was undoubtedly the best from 
a purely engineering point of view. The engincer anticipated that 
the competitive tenders then invited would have the effect of 
reducing the amount quoted in the tender of the Western Electric 
Company In his opinion, the reason why a lower bid could be 
obtained for the substitution of cable for strip was that firms quoting 
were able to gauge with more exactitude the amount of labour 
likely to be required, and they would have a better knowledge of 
the time it would take to finish the contract. There was also the 
advantage that the drums of cable could be kept alive with the 
current during laying, and thus customers could be more readily 
and rapidly connected as the work progressed. With regard to 
the third method—the laying of auxiliary cables as already 
mentioned—the electrical engineer considered it desirable to 
remove certain misapprehensions as to the value and ultimate use 
of the copper strip. 


THE VALUE OF THE COPPER MAINS. 


The report on the first point states :— 


The whole of the copper strip mains, old and new, cost, according to our 
books, £89,688. Of this there is a great deal which is in a suitable condition to 
carry the extra pressure. That portion between the generating station in 
Stanhope Street and the pneumatic tube, also the whole of the feeders and 
distributors in the tube, both along Drummond Street and Hampstead Road, 
to end of Tottenham Court Road, Gower Street, and a portion of Euston Road, 
are in a fit condition for the new pressure. Park Street, from the Britannia 
right round to Cumberland Terrace, and Camden Town to Wellington Street 
from the Pritannia is already working on the higher pressure. Deducting 
these, we find that the approximate money value of the copper strip mains 
unfit for the new 5 represents some £14,900, and not £60,000, as first 
anticipated. But if the work is executed as C (third method with auxiliary 
cables) this £14,900 worth of copper strip mains will continue in service, and the 
chances of their gradually falling into disuse are remote, By providing the 
auxiliary mains we are able to gain the advantage in the economy of the 
220-volts supply all over our principal thoroughfares at once, with ut disturbing 
or inconveniencing any of our old customers. The large revenue expenditure 
changing them over will be avoided, and (so long as they signify their wil:ingness 
to change over, should it be deemed expedient at any future date) there is 
nothing to prevent them receiving the benefits available from the reduced scale 
of charges. When the routes pon for in the specifications issued are dealt 
with, it will be many years before the remaining portion of the strip mains in 
other parte of the par.sh are loaded up, so that we may assume that we have at 
last come to the end of expenditure on this account, unless unforeseen develop- 
ments occur. 


THE FUTURE USE or THE COPPER STRIP. 


As to the second point, the report says: 


Returning for a moment to the future of the copper strip mains in Totten- 
ham Court and Hampstead Roads, the forced removal of the feeding mains 
from the pneumatic tube, or even a greater growth of larger and more imposing 
buildings than anticipated may necessitate the clearing of these copper strip 
mains of all consumers, who would then be transferred to the auxiliary 
mains and changed to 220 volts, and these copper stri mains used as positive 
feeders or sub-feeders as necessity may arise; additional cable negative feeders 
being laid and paired off with a strip positive. The engineer’s trouble is 
always to keep up the insulation of the negative main, which has a constant 
tendency to fall, and here that would be met by the higher insulation of the 
cable negative, and the strip positive could then be used safely at 440 volts 
without any expenditure for overhauling, whilst the chances of explosion or 
short circuits would be reduced to a minimum, the whole of the copper then 
being of the same polarity. 

The auxiliary mains have not been provided large enough to carry the old 
customers as well as all new comers, so that should the necessity arise for 
changivg all to 220 volts the copper strip would have to be utilised as а necessity 
somewhat in the way indicated, but without laying any companion feeder, 
meray changing the polarity of the existing feeders and pairing them off with a 
strip positive, 


The electrical engineer expressed the opinion that the third 
scheme would prove to be the best and most economical. The 
tenders received were as follow :—The British Insulated Wire Com- 
pany, £2,675; the Western Electric Company, £2,618; Siemens 
Bros. & Co., £2,575; aud Callender’s Cable Company, £2,506. The 
offer of the Western Electric Company was accepted for the supply 
of the cables at a meeting of the Vestry in July last, and it was 
decided to carry out the work of laying the cables by the Vestry's 
own staff. An attempt was made at the time by Messrs. T. Rutter, 
D. Davies, W. H. Matthews and others, to get the report referred 
back for further consideration on the ground that the proposal 
implied the abandonment of the copper strip mains, and therefore 
a heavy dead loss to the parish. So close was the voting, that the 
amendment was defeated by a majority of two votes only, but after 
recciving an explanation by Mr. S. W. Baynes the Vestry decided, 
by 38 votes to 8, to accept the tender as already stated, and the 
work should now be in progress, so as to be completed in time for 
the coming winter's demand. 


NIAGARA FALLS WORKS. 


By ORRIN E. DUNLAP, 


` 


WHEN the new Niagara power wheel-pit is completed it will have 
a depth of 180 feet, and of this depth about 80 feet have been 
excavated, leaving 100 feet of rock still to be taken out. It is 
believed that this wheel-pit is the largest hole ever sunk in the 
ground at one time in any part of the world. In length it will be 
over 463 feet, and the width will be about 17 feet. This forms an 
immense hole to cut through solid rock at one time. When the 
original wheel-pit was built it was excavated in sections, but the 
prospective demand for power made it necessary that the entire new 
pit be excavated simultaneously. 

The scene about the wheel-pit site is one of remarkable activity, 
and on all sides many men are engaged in the various tasks that go 
to bring about the desired result—the completion of the pit at the 
earliest possible moment. When the pit was commenced in 
November last, it was expected that the contract would take 20 
months to perform, and this will bring the completion about June, 
1901. The contract is held by the National Contracting Company, 
one of the strongest contracting companies in the United States, 
and it has brought a vast plant to the grounds to build the pit and 
connected works. The consulting engineer of this company is 
George B. Burbank, who was chief engineer of the Cataract Con- 
structing Company during the time of the tunnel building. He has 
had a vast experience with this class of Niagara work. The resident 
engineer (or local manager) of the wheel-pit work on the part of 
the National Contracting Company is Walter McCulloch, who also 
is familiar with all the requirements of the contract, and William 
A. Brackenridge, resident engineer of the Niagara Falls Power 
Company, looks after that company’s interests. 

Work on the pit progresses night and day. All blasting is done 
by dynamite during the off hours. Over the pit there has been 
erected a Lidgerwood patent cableway for the purpose of lifting 
the excavated material from the pit. This cableway is operated 
from two towers, one of them being 30 feet high, the other GO feet. 
The cable used is of steel 24 inches in diameter. The length of 
cable between the towers is 600 fect, while the total length of cable 
used is 840 feet. The cableway has a lifting capacity of LO tons. 
At each end of the cableway an anchorage has been provided by 
inking a round oak log, 30 inches in diameter, and 25 feet lone 
12 feet in the ground, and surrounding it with concrete, апа loadine 
it with piles of rubble stone. The bucket used on the cableway has 
a capacity of 2 cubic yards. It is run up close to the high tower, 
and there the rock is dumped into Goodwin gravity dumping cars 
The aerial dump is used, and it is operated by the engineer located 
in a small building adjoining the high tower, so nomen are required 
near the bucket or on the car. When the dump cars are loaded they 
are run to the trestle of the Niagara Junction Railway, where the 


material is deposited in order to form a roadbed, so that the line 


may be doubled tracked in the near future. This railroad is the 
terminal line on the lands of the Niagara Falls Power Compauv, 
and the very fact of its about to be double tracked is significant of 
the consantly growing business done on the lands of this company. 

On one side of the pit the masonry wall at the top is well 
advanced. The manner in which the castings are placed in the walls 
as the work progresses, is а most important feature. These Gastines 
are of various shapes, each being required fora special purpose. There 
are castings for bearings, castings for struts, castings for girl 
bearings, and castings for penstock bearings, and all of these ууз + 
of necessity be placed in their proper places in the walls, ix Order 
that they may perform the required service in the complet work. 
This work of channelling the walls of the pit is sid to he 
the largest ever done on any single contract in the Unitech States 
before. 

In the inlet canal the cofferdam has been completed in front of 
the pit location. This cofferdam is 550 feet long. It is formea af 
two stone-filled cribs with a clay puddle between them. Its yours. 
will be to keep the water back during the construction of the inlet. 
for the new pit. i 
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The shaft, 10 by 16 feet, in the inlet canal bed in front of the 
power house, has been sunk into the tunnel heading a depth of 180 
feet. The contract for this part of the work has been sublet to 
A. €. Douglass by the National Contracting Company, and he has 
progressed over 200 feet in the excavation of the upper bench of the 
tunnel extension. The length of this extension will be 616˙5 feet, 
and will extend on a curve from the present pit to the new pit. The 
length of this curve will be 3684 feet, while it will have a radius of 
135) feet. The tunnel extension is being built in the same section 
t the main tunnel, which is 18 feet 10 inches wide by 21 feet 4 inch 
tigh, in the form of a horseshoe. The excavated material is raised 
to the surface by a derrick. About the mouth of the shaft in the 
газа] bed there are being built solid masonry walls in order to 
protect it from the water when it is allowed to return to this section 
of the canal. 

lt will be recalled that the two wheel pits are to be connected by 
$ tunnel located about 130 feet below the surface. In length this 
шоле! will be about 200 feet. It will be 6 feet wide and 8 feet 
ugh, lined with brick and lighted electrically. The pit will 
ve lined with brick throughout, and the walls most carefully 
i by a system heretofore mentioned in the ELECTRICAL 

LVIEW., 


In order to facilitate operations at night, 10 arc lamps have been 


pisced in the pit,and a Wagenhall electric headlight has been installed 
^^ the high tower about 30 feet from the ground. The beam from 
Uus headlight is cast here and there where most needed, but 
рез уы along the cableway in order that the carriage may always 
x: visible, 

The plant that the National Contracting Company has erected on 
‘he ground is of considerable magnitude. "The compressed air plant 
* 90d to bejone of the best ever put up in the United States. 
is it are four Ingersoll straight-line air compressors known as Class 
A, and 10 100-н.р. boilers. There are on the ground 10 
Ташты Machine Company's channelling machines; six Ingersoll- 
“stgtant rock drills; three Ingersoll-Sergeant gadding machines; 
— ‘ton locomotives; а 14 miles of track; 40 dump cars; three 
Arte gravity dump cars; 10 derricks and hoisting engines, and 
"I By €r s travelling derrick of 5 tons capacity. 

* чам performance of the contract 32,000 cubic yards of earth will 
eg: fom the pit and inlets ; 68,000 cubic yards of rock will be 
s i бе the pit, and 13,000 cubic yards of rock from the shaft 
Bi material to be used will be 10,000 cubic yards of Portland 
Koen | concrete; 1,400,000 lbs. of iron and steel in the castings, 
" sae girders ; 6,000 yards of cut stone masonry; 13,000 yards 
pë Шат. шеапз a consumption ог 7,500,000 bricks, and in the 
When i &c., over 800,000 feet of hemlock have been used. 
b in talled new pit is completed, 11 units of 5,000 н.р. each will 
rade in th, in it. While it is understood that changes will be 
ме yot Sep construction of these new turbines, still the engineers 
li is lip. > E to state just what the changes will amount to. 


n 

will details now being worked out. The new power station 
he Des; anges in construction, but the general idea of 
In gi, , ^ne building will be maintained. 


run in some cases less than an eighth of their proper mileage, it is 
open to question whether steel-tyred wheels are not after all cheaper. 
The fault, however, is recognised, and has been poiuted out by 
Mr. Keagey in the Tramway and Railway World. He fully realises 
the cause of the failure, and points lout that in Manchester the 
groove has been allowed to be 12-inch wide in place of the usual 
linch. He shows also that the flanges are too deep. A flange so 
much as &-iuch has only been employed by two English tramways 
without trouble. Most lines use a 4-inch flange, and even a d-inch 
flange may be used with advantage. We cannot ourselves see 
any good reason for flanges deeper than 4-inch at most, and we 
fail to find arguments against a depth of g-inch. The chief 
working stress on a flange is probably that due to the causes 
to which we have already referred when dealing with cars, 
namely, the heavy lateral stresses due to the short truck taking a 
turnout. This stress is one that would be seriously reduced with 
double truck cars. Then there is the stress upon the back of the 
flange at points of wide gauge when the flange presses heavily on 
the lip, especially around curves. Of accidental causes there are 
frost, nails from the horses, or other pieces of iron which are 
responsible for many flange breakages, In every case the breakages 
would be minimised by a smaller flange, and the soundness of the 
flange would be improved, also, by the reduction of the depth of 
projection. Much trouble arises from faulty track laying The 
accuracy of gauge necessary in tramway work does not appear to he 
realised by the platelayer of railway experience, and the use of the 
single bar gauge does not, we fear, lend itself to the accuracy that 
is desirable in tramways. Practice is far too diverse. There is no 
standard to which rails can be laid. Car builders, and makers of 
wheels and axles all seem to carry on in their own way as thoùgh 
such a question as standardisation had no existence. Though «o 
many of them are Americans, they never seem to have heard of the 
Master Car Builders’ Association, which has for years been moulding 
all Amcrican railroad car practice into one form, so that any truck 
of any line may be run under any car body in the country. 
Essential interfitting parts and leading dimensions are all made 
alike.. Not во in tramway work, whercin may be found au endless 
variety of truck frames with different wheels and axles, and othe 

details, so that the keeping of spares on any system that has pur- 
chased cars from more than one builder has become costly and 
laborious. What is required in England is, that these points should 
be taken up by such a body as the Tramways and Light Railways 
Association, and an attempt made to bring about a standard practice 

Until this is done, there can be no economy in working and main- 
tenance. 

The present makers of trucks appear to aim at making their 
trucks different from others for the purpose of supplying repair 
parts at a maximum price, and we think all tramway managers will 
agree that repairs do cost many times what they should do, and that 
lots of castings are charged for in sovereigns where shillings would 
almost be sufficient under a proper system of standardisation. 
Practice has been adopted directly and blindly from Amcrica when 
it should not have been, while the system of the Master Car 
Builders’ Association has been neglected, though it ought to have 
been strongly taken up. 


Dower (олы tion it may be remarked that the Niagara Falls 
the grog UY now makes a charge for seeing the installation in 
Noble эы Station, but the money thus collected goes for a 
V thas prog and not to enrich the company, which has no desire 
thapa " Ever since the power station has been in operation 
they warp М а wonderful number of visitors, and for a long time 
er n. free. Now a fee of 10 cents ів charged for the 
D h and 25 cents pays for a trip about the floor 
Is: Me ar æ courteous guide who explains all the 
Po]; коа Шке, clear manner, so that the visitor із 
fat the employé e money thus collected goes to endow beds 
Nigam РД? M Of the Niagara Falls Power Company in the 
bested that a ена Hospital. It has Беер still further sug- 
TN fd ү 10m of the money so raised should be used as an 
belly Or the employés, and this may be done, but it is 
+ Prospective, i 


ON THE RELATION OF THE PRICE AND 
EFFICIENCY OF INCANDESCENT ELEC- 
TRIC LAMPS TO THE COST OF ELEC- 
TRICAL ENERGY. 


At the present low price of electric incandescent lamps, consider- 
able economy can be effected by the use of so-called high efficiency 
lamps, because the cost of current during their life is many times 


— —Á———ÀMÀÀÀ— 


AMERICAN TRAMWAY PRACTICE. 


11 bas f 

мү өре dai: remarked that the errors in English tramway 
"ашу no justi nats Tom blindly following American practice, and 
en given to the a: for so doing. No thought seems to have 
© ted to the error ; ifferences of conditions. We have already 
"Led horse cars, an * following American car practice with mag- 
Pitk the mise tt Only inside seats. We have long been struck 
duns on chilled м in which American саг wheels, with weak 
Tul teels, have been set to do an entirely different 


1n America t - 

Xn grooved, "sd 5 of a tramway are not usually grooved. 
ire allowed in Engla ©©ve is of much more liberal proportions than 
authorised rules, ~ and, where grooves have to conform to certain 
wa grooved Englisk ten an American chilled cast-iron wheel runs. 

de lange of a cast Tail, the flanges will break off in long pieces. 


теце u Project: 

um Sane ON меа ou of the flange the greater will be the con- 
pet, are $0 mye ei ved, and the liability to break.  Cast-iron 
A4 become Practica ‘caper than steel-tyred wheels, that their use 


the price of the lamp at the rates usually paid by the public in 
England for current, and if an incandescent lamp is overrun, the 
increase of candle-power-hours thereby effected, as compared with 
its life under normal conditions, is out of all proportion greater 
than the relative cost of renewals. A consideration of these facts, 
togcther with other allied circumstances, has induced the leading 
electric supply companies in the United States to undertake the 
supply and renewal of incandescent lamps in their customers’ 
premises, a proportional increase being made in the rate charged 
for current. The question that suggests itself is at what limiting 
charge for current is the high efficiency short-lived lamp to be pre- 
ferred to the low efficiency long-lived lamp? "The terms high and 
low efficiency and life are purely relative, and are subject to modifi- 
cation from time to time by improvements in manufacture. To fix 
our ideas, let us assume that the life of a lamp is the number of 
hours during which this lamp will, when consuming its standard 
number of watts per candle at the standard voltage, emit a candle- 
power which does not sink below 20 per cent. less than the initial 
rated candle-power. Low efficiency may be defined as 4 watts per 
candle, and 3 watts per candle as high efficiency. 

A 4-watt per candle lamp can now be relied upon to have a life, 
as above defined, of 1,000 hours. A 3-watt per candle cannot be 
relied on for more than 400 hours. The price of both lamps to the 
public may be taken at 1s. The 4-watt 16-c.». lamp will consume 
4 x 16 x 1,000 = 64 units during its life, and the 3-watt lamp will 
consume 3 x 16 x 1,000 = 48 units during the same period. The 
first lamp will call for one renewal, as against 24 renewals in the 
second case. The total cost therefore will be in the proportion of 
(64 = + 12) pence to (48 х + 30) pence, where x is the price per 
Board of Trade unit. 
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When « = 1:125 pence the cost in each case will be the same, and 
either arrangement will be as good as the other, on the basis of light 
obtained, but it must be taken into considcration that more labour 
is involved in renewals when the high-efticiency lamp is used, and 
if a number of the lamps happen to be in the ceiling of a lofty 
room, or in any other inaccessible positions, the extra labour may 
amount to a considerable item. 

Assuming 24d. to be the lowest rate at which electrical energy 
for private lighting is likely to be obtainable from the public com- 
panics’ supply mains in the near future, the economy effected by 
the use of the 3-watt lamp, as compared with that of the 4-watt 
lamp, would be 

64 x 25 + 12 — 48 x 25 + 30 
= 1720 — 150°0, or 22 pence in every 1,000 hours after allowing 
for renewals. 

At anything like the present rates for current, however, the 3-watt 
lamp would appear to have very marked advantages both for the 
consumer, owing to the diminution of his bill for an equivalent 
number of candle-power-hours, and for the supply company who 
could produce more light for a given amount of copper in their 
mains and fecders. 


UNDERGROUND LONDON. 


A DMLY paper has been hunting up a couple of engineers who have 
reduced to black and white and put into a businesslike and practi- 
cable scheme an idea for connecting the many London railway 
termini to one central station. The idea of such a central station 
is not new. It was advocated in a technical contemporary several 
years ago as an electrical undertaking, the idea promulgated at that 
time being for a central station and a number of radiating lines 
joined up to an outercircle railway. It wassuggested that to travel 
from one connected point to another on the system, the pas- 
senger would travel to the central station and there change into 
the radial line passing through their destination point. In the 
present scheme main line trains are to be run bodily on to 
lifts to be lowered into the tunnels. The platforms of such lifts 
would be about 400 feet long, and we do not see how,even if 
practicable, such lifts would have any advantage over inclined 
planes as at present employed. It appears that the present pas- 
senger lifts have so filled the mental vision of some people that they 
have run to seed, so to speak, in the shape of the proposed lifts. 
Having been no doubt full of their scheme, the ingenious engineers 
have spread themselves in the columns of the Daily Mail. They 
promise to clear off the heavy street van traffic, and so on, and 
generally to do a good deal more than their lifts would perform. 
Obviously the proposed lifts could be made. There is nothing much 
in a multiple ram lift, or even in & 400-fcet centrally supported 
girder with a single ram. А 400-ton train on а 400-ton girder platform 
could be lifted by a 50-inch ram. "The trouble of these schemes is, 
that they are too big. We have always contended that underground 
London ought to be planned out as a whole, with due regard to the 
depths of each part of the system, and full consideration of the 
crossing of one tunnel bv another. This full system being deter- 
mined upon, no section of it should be permitted to be made by the 
usual enterprise which now lays down ill-considered bits at improper 
depths without giving a thought to the crossing of other tunnels. 
By our system, when many pieces had been laid, a very little 
additional work would put them all into harmonious connection. 
The haphazard laying down of lines at the unbridled desire of 
various promoters must inevitably result in great ultimate 
inconvenience and loss of capital. Anything worse than 
London’s surface, or rather overhead and suburban system of lines, 
cannot well be imagined, but we foresee a lamentable iteration of 
the same below ground that will be even less capable of adjustment 
or emendation. The trouble in London is that schemes are either 
so big as to be outside the capitalists’ views, or they are so ill-con- 
sidered as to be of little good. The subsoil of London is so peculiar 
that the system of buried lines is such as to be almost unique. Few 
other cities, if any, have such peculiar geological conditions, and yet 
the advantage of such are being sacrificed. The clay band in which 
tunnels can best and most cheaply be built, is not of an unlimited 
thickness, and on this account it is desirable that there should be an 
authoritative skeleton scheme along which construction should be 
allowed. This ideal scheme would be no hardship on promoters, 
but rather an aid to them, for any company who could show the 
capital would obtain a concession as a matter of course, and not 
require to bring costly evidence as to the needs and practicability 
of its scheme. Such a scheme ought toform the subject of investi- 
gation by the Board of Trade and a committee of engineers and 
business men, 


LOSSES IN SMALL LIGHTING PLANTS. 


[COMMUNICATED. ] 


SOME tests in this connection were recently made by 
Profs. Swenson and Richter of the Wisconsin University. 

It is seldom that a small electric lighting plant receives 
the attention it deserves, either in design or in mainte- 
nance. Nor is anyone in particular to be blamed for this. 
As a rule a small plant means economy all round— 


economy in first cost, economy in working costs, economy 
in superintendence. Such plants are usually put together 
from manufacturer's catalogues, the nearest size of each 
element being chosen with due regard to what appears to 
be a proper allowance for “ losses. -These plants usually 
work all right and, to a certain extent, give satisfaction, 
but no one seems to have taken the trouble so far to 
make a systematic inquiry into the actual losses that 
occur in small plants in order to determine whether the 
apologetic utterance so often heard as to the low efficiency to 
be expected in small plants is or is not justifiable. 

The object of the Professors’ tests is to show the many 
directions in which economy can be effected in a small in- 
stallation, but while this is of course quite right theoretically, 
it is also clear that unless skill is brought to bear upon schemes 
for increasing the economy of operation, it is quite possible 
tospend 20s. in saving 15s. The writer remembers the case 


of a “new broom” in one of the leading railways in the 


United States who triumphantly announced at one of the 
annual meetings of the officials to make up accounts, that 
by carefully checking and controlling the number of lead 
pencils that were served out to the clerks all over the line, 
he had effected a saving of something like $50, as compared 
with the previous year's lead pencil account. On inguin, 
however, it appeared that he had appointed a special clerk w 
enter the number of lead pencils asked for against each 
applicant’s name, so that no one should receive 
more than one lead pencil per month, and the salary of this 
clerk—not to mention postages and cost of stationery—was 
about $350 for the period during which he had been employed 
in checking the extravagant tendencies of the staff as to lead 
pencils. The cost of the pencils was 4 cents per dozen. 

Let us consider what the losses in an electric lighting 
plant are, and the extent to which they may be unavoidable; 


-we shall then be better able to judge as to the degree to 


which the losses in small plants are in excess of the “best 
possible economy," and as to the saving that could reason- 


ably be made by skill and care in superintendence. 


The most efficient steam boilers when working at 75 per 
cent. of their maximum load have not exceeded au evapora- 
tive efficiency of 85 per cent. with natural draught. 

The most economical engine known, namely, the Nordberg 
quadruple expansion pumping engine, recently erected near 
Pittsburg .for the Pennsylvania Water’ Company,: gave 
1 I. H.P. for an expenditure of 185:96 Th. U. per minute, the 

9. 
efficiency being 18890 = nearly. 23 per cent. 


The best electrical efficiency of a combined engine and 
dynamo or ratio of (7 
indicated horse-power 


which has so far been published, appears to be 88 per cent. 

Hence, assuming that such an efficiency as has ben 
reached by the slow-running pumping engine above referred 
to could be realised in a direct coupled high-speed engine. 
the best possible result per thermal unit liberated in the fur- 
nace of the boiler would be 1 x 0:85 x 0°23 x 0°88, the 
equivalent of 0:172 Th.U. at the dynamo terminals. 

As a matter of fact, nothing like this is effected by 
even large plants in practice. Central station engineers 
are quite satisfied if they reproduce in electric energy at 
the generator terminals 0:05 of the heat energy liberate! 
by the consumption of the coal; but the results of the 
working of some small plants must be terrible to contem- 
plate if tests recently carried out by Profs. Swenson and 
Richter, of the Wisconsin University, are typical of wha 
might be expected in practice. 

The plant tested was a combined pumping and lighting 
Station. There were two return tube boilers of about +: 
Н.Р. capacity each. The engine indicated 125 н.р. at ful 
load, and was belted direct to a 90-Kw. 2.200-velt alter 
nator. The feed water passed through an open exhaus 
heater on its way to the boilers. The pumps were tw 
in number, each having a capacity of 100,000 gallons i 
24 hours. The test was carried out between the hours c 
5.55 p.m. and 1.15 a.m., when no pumping was done. 

The watt-hours per pound of coal come out at 66°9. 

The calorific value of the coal is not stated, but th 
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poration from and at 212° is put down at 6°45 lbs. of 
шег. Assuming a boiler efficiency of 70 per cent. in the 
cinumstances described in the test, the calorific value of 

10 РИТ 
ix cual would be 6:45 х 966 x Е 8,758 Th.U. 
т nnd. This is certainly low, but, from the descrip- 
wn of the fuel (11:5 per cent. ash), not unexpected. 


The watt-hour equivalent of the heat energy of 1 lb. 
d this coal would be 2,577, and the efficiency of con- 
vun 
ota = 2°6 per cent. 
2.914 
Comparing this with what might be expected from a large 
pant efficiently operated, it is 200 = 52 рег cent., and 
o 
empaing it with the best known possible, it is 175 = 
4 


171 per cent. only of what could be achieved. 

i considerable percentage of oxygen (13°43 per cent.) 
vai found in the flue gases, which means that the surplus 
at ping through the furnace must have been considerable. 
Poribly the boiler efficiency was not as high as 70 per cent. 

Ales of 2-54 per cent. of the steam raised is recorded 
tren the boiler and engine. The steam pipe was un- 
ownd but it is to be hoped that this is not the usual 
practice in small plants, nor that it is usual “that the 
gantor drain-cock was not kept entirely closed." 

The degree of economy which can be effected in a 


смі installation is necessarily much influenced by cir-. 


cumstances, and it is impossible to lay down any hard and 
ft rules on the subject, nor is it possible to dogmatise as to 
the degree of economy which вна be realised. It may be 
afely said, however, that а 100-H. p. plant, properly designed 
mth special regard to the conditions under which it has to 
work, show very much better results, even without highly- 
E 5 than those recorded by Profs. Swenson 
ter. 


THE PARIS TELEGRAPH FÊTES. 
[FROM OUR SPECIAL CORRESPONDENT. | 


Second Letter. 
Panis, August 2374. 


We have just been able to get a complete list of the foreign 
ees and a summary cannot fail to interest your 
readers, as so many well-known names are included. The 
опа! Bureau of Telegraphs sent two delegates in 

the persons of Colonel Emile Frey, the director, and M. 
Fechbeecher, the vice-director. Germany sent some 200 
; but cards of delegateship could only be issued 
‘or 30, under the presidency of M. Schwieger, Director of 
Tdegraphs. The president of the Austrian delegation, M. 
Bobuslay Schwamberg, engineer, brought with him nine 
es, whilst Hungary sent seven, under the presidency 

et M. Pierre de Szalay, Director of Telegraphs. Belgium 
кї} 36 delegates, which were divided into two parties, 
“presenting respectively the Postal and Telegraph Administra- 
veas The first section was presided over by M. Dubois, 
spector, and the second by M. G. J. Vanhove, inspector. 
(nat Britain and her colonies were represented by 28 dele- 
cots, but the whole of the number did not put in an appear- 
er. The following is the official list; —Mr. W. J. Stewart, 
"master, Leatherhead ; Mr. Kehoe, postmaster; Mr. Legge, 
"uf clerk ; Messrs. Sawer, Manchester ; Brown, Garland 
‚а, С.Т.О.); Hall, Telegraphs, Liverpool; Brimley, 
шоп, S. Marr, Heaviside, Welsh (Burmah), Nigel 
| е (chief superintendent): -Hill, Hutchinson, Leach, 
dure, Olphert, Palmer, Styan (superintendent), Hen- 
УШ, Hooper, Macrae, Sutherland, Traninger, and 
E tams Bell. Canada was represented by Mr. John 
Aeon; Corea by M. Saltarel; Denmark by М. A. G. 
- Ellbrecht; and Spain by Senor Luis Cervero. The 
: € States were represented by their Exhibition Postal 
Stall, which includes Mr. L. P, Moore, chief of office; Mr. 


M. Debello as Cassio. 


J. C. Neill, assistant chief; and Messrs. W. A. Brown, 
Dorton, Kimball, and Howard Pruden. Italy was not 
represented. Japan sent two delegates; Luxembourg. sent 
its director of posts and telegraphs, M. Felix Newmann ; 
Mexico һай two delegates present : Norway, eight delegates, 
under M. Hiorth, Postmaster; Holland sent 20 delegates, 
under the presidency of M. Van Ingen, Postmaster; Persia 
was represented by his Excellency Vezir Hemayoun, the 
Minister of Posts, and his Excellency, Mostechar-al-Vezare, 
Councillor of Posts. Roumania's representatives numbered 
two; Russia's, two, which included M. Pierre Ossadtehy, 
Chief of the General Administration ; Sweden sent eight and 
Switzerland 27, the latter delegation. being under the presi- 
dency of M. Paul Piaget. The great telegraph and telephone 
companies also sent delegates as follows: — The Anglo- 
American Telegraph Company, one delegate, Mr. Gerald 
Fitzgerald, chairman ; the National Telephone Company, 
one delegate, Mr. James Staats Forbes, chairman ; the 
Nordiske Telegraf Sels Kab, three delegates, Col. V. E. 
Tychsen, Member of the Administrative Council, M. F. C. C. 
Nielson, and M. Kolvig ; the Commercial Cable Company, 
two delegates, Mr. George Gray Ward, vice-chairman and 
general manager, and M. Leon Crozat, director of the 
Continental service; the Western Union, Mr. W. Н. 


Axworthy and Mr. Slater; and the Eastern Tele- 
graph Company, two delegates, Mr. T. Despecher 


and Mr. George Draper. Thus it will be easily seen that all 
the important postal aud telegraphic administrations, except 
Italy, were represented at the /еѓез. | 

Early yesterday an exchange of telegraphs with Italy took 
place, the following telegram being dispatched to Signor 
Pascolato, the Minister of Posts and Telegraphs at Rome. 

“The presence of more than 800 delegates united in 
brotherly reunion, brings with it a keen regret for the 
absence of our dear Italian comrades. Will you please 
express our regret to your staff. Ansault, president ; De 
Lirac, Secretary-General of Fêtes; Amiot, president of the 
French Delegation at the Centenary of the Electric Pile.” 

The following reply was received :— 

“Accept our grateful thanks for your kind thought. 


Our delegate, M. Cardarelli, will repeat our message." 


Minister of Posts and Telegraphs, Pascolato. 

Telegrams of congratulations were received from the staffs 
at Milan, Bologna, and Innsbruck. 

On Tuesday, August 21st, a special performance was 
arranged at the Opera Comique, which included selections 
from some of the best operas and plays, and gave us an 
opportunity of seeing the most celebrated performers of 
Paris. The programme consisted of the third act of 
* Cendrillon" (Cinderella), a fairy tale in four acts, after 
Perrault, the libretto being by M. Cain, and the music by 
Massenet. The singers were Madame Brejean Graviere as 
The Fairy, Mdlle. Guirandon as Cinderella, and Ме. 
Thompson as Prince Charming. A most delightful 
selection. A troupe of Spanish dancers gave an ex- 
cellent performance, and then the third act of 
* Otello,” with M. Mounet-Sully in the title róle. Praise 
would be superfluous for this wonderful performance. 
Mounet-Sully was in his best form, and was magnificently. 
supported by his brother, Paul Mounet, as lago, and 
Desdemona was played by Мае, 
Lara, and Emilia by Mdme. Wanda de Bonza. The fourth 
act of Gounod's * Romeo and Juliette" was then sung, the 


- performers being M. Bartet as Brother Laurent, M. Affre as 


Romeo, M. Chambon as Capulet, Мае. Aino Ackté as 
Juliette, and, Mdlle. Beauvois as Gertrude. The performance 
evoked a storm of well-earned applause. The one-act 
ballet“ Phoebe ". was also a most delightful selection, and 
the afternoon concluded with an entertainment, by the cele- 
brated Fregoli. The arrangements throughout were perfect, 
and the choice of performers and performance most suc- 


 cessful. 


During the entrarle we had a chat with M. Baudot, the 
inventor of the celebrated telegraph apparatus bearing his 
name. M. Baudot is just recovering from a most serious 
mental illness, and even now is in a very low state. Several 
times during our conversation. he appeared to lose his 
memory. It will, however, give pleasure to M. Baudot’s 
many English friends to know that he is now sufficiently 
recovered to leave home, although still requiring the greatest 
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attention. He seemed much gratified by the thought that 
inquiries were made about him in England, and takes the 
keenest interest in the success of his apparatus, which has 
been on trial in the English Post Office for some two years. 

Yesterday, Wednesday, August 22nd, an excursion was 
made to Versailles, The embarkation took place at the 
landing stage at the Pont Royal. Two large boats were 
loaded with delegates, and a most pleasant trip was made as 
far as Saint Cloud. A walk was made through the Park, which 
lost much of its charm because of a rather heavy downpour 
of rain. Despite the depressing weather, the delegates 
managed to keep up their spirits. Two special trains took 
the party to Versailles. Here a luncheon was given, but во 
large was the number of those present, that it was found 
necessary to divide them among four of the best restaurants 
of Versailles, A visit was then made to the Chateau. under 
special guidance, and a tour made round the Park. 

The Mayor of Versailles held a reception in the Theatre 
(the Town Hall being under repair) and offered some 
excellent light refreshments. M. Ansault, the President of 
the Organising Committee, in a delightful little speech 
thanked the Mayor for his cordial hospitality, which had 
added another charm to the many charms and treasures of 
Versailles, The Mayor, in reply, expressed his pleasure at 
having so distinguished a company in his native town, and 
also his regret at having been able to do so little for them. 
He could only assure them that the little he had done was 
done with a warm heart. The delegates returned to Paris 
by the 5.36 special train, reaching that city shortly after six. 
During the stay at Versailles, a special display of the 
Grandes Eaux was made, this being a most exceptional 
favour. In the evening the Paris staff invited the foreign 
delegates to spend an evening with them in “ Vieux Paris " 
at the Exhibition. Dancing and short speeches brought the 
day to a close. It was generally voted a most excellent 
day's entertainment. 


LOAD FACTORS ON TRACTION STATIONS. 


By Ws. H. BOOTH. 


In the power house of an electric tramway the conditions of 
working differ essentially from those of a lighting station. 
In the latter, assuming ordinary conditions, there i8 à more 
or less steady daylight load that can be dealt with by one or 
more steam engines loaded to their maximum economy. As 
night comes on, and with it a steadily increasing load, this 
can be foreseen and prepared for sufficiently to secure that the 
plant is loaded approximately to its most economical load, 
There are no sudden variations of great magnitude. When 
the highest peak of the load curve has been reached, the load 
curve begins to fall away again to a minimum, and engines 
are put out of work as the ammeter shows it to be necessary 
to до so. The load factor of a lighting station is poor in 
the sense that the time during which maximum power is 
being developed, is only a fractional part of the day, that 
is to say, in other words, more of the steam power stands idle 
through the greater part of the day, and is used only for the 
short period of heavy load. 

In a tramway station the load factor is poor likewise, but 
it is poor in a different sense from that of the lighting 
station. The diurnal load curve is comparatively level as a 
mean curve. It will usually attain its maximum in a short 
time, and will remain at a maximum all day, and drop at the 
close of the day as the cars are shedded. There will be 
waves in the mean curve due to extra loads at certain hours, 
but these will not be of very serious moment. But the mean 
load curve is exceedingly irregular throughout. The mean 
curve is made up of a series of rapidly recurring peaks 
and depressions, the current output of the station varying 
from 0 to maximum all through the day. Except when 
cars are going out in the morning and coming back to shed 
at night, there is no time during the day when the full 
power of the running plant may not be called for. The 
Maximum engine power used in the station must, in fact, be 


put to work soon after starting up, and must be run all day, 
But the load factor of the plant is small. The minimum 
power that it is possible to employ in a traction station with- 
out accumulator is that which will deal with the maximum 
load on the station without seriously reducing the engine 
apeed at any time. It is justifiable to permit the engines to 
fall in speed for two or three seconds when the maximum 
current is being drawn by the line, because the maximum 
current is of very infrequent occurrence, and it would be 
uneconomical to provide so much engine power and fly-whecl 
energy as would carry over the maximum at full speed. 
The maximum current endures for so short a period as to 
render such slowing down of very small account. It is 
evident that the engines in a traction power house cannot be 
worked at their economical load, for they must be sufficiently 
large to deal with their full load in the manner above 
indicated, while they are often working аё а very small load 
indeed, and even if economical at mean load they must be 
wasteful at both extremes of loading. This question recently 
received some attention in my article on simple and 
compound engines (ELECTRICAL Review, June 15th, 
1900,) in which I discussed the possibility of simple 


engines being worked more economically than com- 
pound engines, by reason of the fact that the 
simple engine can be made to drive loads much 


greater than can be brought. within the scope of compound 
engines, and therefore do not require to be so abnormally 
large in order to cope with the peaks of their load curve 
whereby they would become wasteful at other loads. In 
order to be able to gain some idea of the conditions under 
which a projected plant will work, it is necessary to know what 
are the load factors to be expected. It is very evident that no 
system of theoretical mathematical calculation of permuta- 
tions and combinations can be relied upon to fix the ratio of 
mean to maximum or minimum load. In a tramway system 
running one car, a fair approximation may be made to this 
ratio. The car will sometimes be at rest, At such times it 
will take no current. The station output will be nil. The 
maximum output will occur when the car is fully loaded and 
is starting up hill on the maximum gradient with the least 
skilful motor man. The mean current will be, say, х 
amperes, the minimum will be 0, and the maximum perhaps 
50 amperes. The load factor of such a line is thus , or 


16 per cent. Itis also obvious that with two cars there 
will be frequent coincidences of stopping, when the 


current will be nil, and frequent approximate coincidences 


. of starting, when the current will approximate to double 


that of the single-car system. But the two cars would not 
be both starting up the maximum incline together, and the 
actual maximum current would be something less tham tha: 


with the one car, and it is evident that as the number of cars 


is increased the frequency and intensity of maximum peaks 
is reduced and the occurrence of periods of no current is less 
frequent, and very soon ceases altogether. The load curve c: 
a station is thus made up of an almost random super- 
position of as many single car-load curves as there are cars 
on the line. Given a sufficient number of such curves and 
their mean would become a straight line, and we should sav 
the load factor was 100 per cent. It is probable that n: 
empirical formula of simple form could be discovered tha 
would give for all stations the load factor. The points t 
be taken into account are, among others, the number of car 
on the line, the gradients, type of car, speed, service, and = 
on. But it is reasonable to suppose that with a sufHeics 
number of systems to compare, an approximate formula « 
simple form might be discovered that would enable ws 
foretell the load factor from the forecast of the traffic, Sue 
a formula has appeared to me to be capable of attainmer 
after a comparison of a number of systems and thei 
statistics of car mileage and units generated. The forni 
deduced holds good within small variations through a wie 
range of practice, and is easily applied, and can be dedi. 
from the readings of the recording ammeter. The rale 
к = 1:33 * v where F is the load factor and у is t! 
number of units generated in the station in à complete we 
of seven days. The constant 1:33 will not hold xc ғ, 
every case, but for all cases so far tested it isa mean va hi 
and in no case does the actual value fall far on either Сея 
To illustrate the rule we may suppose a one-car Seryj,. à 

750 miles per week consuming, say, 738 units. The cu 


Ta 
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mot of 738 is 9°03, and 9°03 x 4 = 12°04, a figure that 
will fairly represent the load factor on such a system. 
Again, we will take a small system that consumes 
i281 units per week. The cube root is 16:2, and this 
inereased by one-third is 21:6 per cent. The actual load 
fwtor was 2772, a sufficiently close approximation to point 
ю some value in the formula, Let a third example be taken 
higher, say at 31,500 units per week. The root is 31:6, 
wd the load factor is thus 4271, the actual factor being 4078. 
Take another case which does not yet obtain in actual 
тепсе, namely, the station generating 422,000 units per 
= 100 per 


— =r, + 4 
mek. Here the cube root is 75 and 75 x | 


owt. Thus by the rule when the weekly output exceed 
(000 units, the load factor becomes 100 per cent., and 
(ere is an absolutely steady load on the power plant. 
(arly any additional mileage on such a station would show 
abad factor of over 100 per cent., which is not possible, 
ad the rule fails as a mathematical expression, but may it 
oot fairly assumed that any station having a legitimate 
wd of 400,000 units per week, would have practically a 
dedy load. It would have 600 or 800 cars over a wide 
ww of many different descriptions, and it cannot be doubted 
thatthe load would be steady, and even with an output of 
probably 6,000 amperes. It is probable that if the formula 
wr corrected so as to take into account the average hourly 
ww, it would be capable of more general application, 
bes as at present deduced, it is derived from the weekly 
мірт of a number of stations running the number of hours 
duly, usual in British practice. Reduced to the hour basis 
(may be said that the station load factor will be seven times 


Че cube root of the hourly units or F = 7 , a simple 


enough expression that gives close approximations to actual 


metice, both in established stations and in stations that 
bo increased steadily from small to large outputs, the rule 
holding good throughout the rise. 

The data to hand are not suffieient to show the influence 
of different types of cars, but the inference is that the ten- 
deucy of larger cars will be to slightly reduce ће load factor, 
for it is certain that the basis of load factor is the number 
of single car load curves of which the mean curve is com- 
posed, and that a truer basis on which to work would be the 
number of ears at work, rather than the total unite gene- 
пілі. Experience, however, teaches us that in large systems, 
which are the more likely to employ large cars, the number 
* wits generated in a given time represents а greater 
munber of cars on the line than would be represented on a 
msll system proportionately to the output, because on a 
el system a greater mileage is usually obtained per car. 
Un the other hand, a large car represents more units con- 
«mel The two factors tend to counteract one another, 
and the nge* of units generated as a basis in the formula 
dues not vitiate results in any case of ordinary practice. 
Assuming that the rule is found to hold good, it becomes 
tasy to forecast the probable mean and maximum load on 
апу projected system, and it should enable the relative 
teonomy of different types of engine to be arrived at. It 
als» points to the economy to be gained by electrically con- 
necting the whole of the mains on any system, whether fed 

from one or more stations, because only by a large number 
of cars being run off one electrical system can any 
mspectable load factor be seeured. It is improbable 
that a mean half load on, the power plant can be 
secured with less than, say, 100 cars on the line. The 
importance of thus ascertaining the load factor is not confined 
to the qnestion of engines. It applies with equal force to 
boiler calculations. With a load factor of 33 per cent., for 
example, it would be folly to putin boilers capable of supply- 
ing steam for the full power of the engines. It would not 
be correct to put in boilers of 33 per cent. capacity because 
the onderloaded engine would be wasteful, and would 
probably demand a boiler capacity of 50 per cent. Boiler 
apacity, however, is, perhaps, more easily determined from 
"xperieuce of existing stations and the amount of fuel known 
w be burnt per car-mile. It follows that in a well-designed 
station engine tests of full and 25 per cent. overload cannot 
be run with the working boiler power. Each engine thus 
vsted will require its own and the spare boiler in the 
familiar instances of stations with one boiler for each engine. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрзои & Co., Electrical Patent 
Agents, 882, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


14,449. “Improvements relating to double-pole three-way and similar 
electrical switches.“ E. E. Влнтіктт. Dated August 18th. 

- 14,450. “Improvements relating to electrical controling and regulating 
switches." Е. E. BARTLETT. Dated August 13th. 

14,458. * Improvements in telegraphic relays." C. E. WiLsow. Dated 
August 18th. (Complete.) 

14,463. “Improvements in apparatus for elect olysis." P. Scuoor. Dated 
August 18th. 

14,488. „A method of electrically reversing the direction of elevators driven 
by electricity.“ R. Happan (A. Stigler, Italy.) Dated Augu t 13th. 

14,495. Improvements in or connected with automatically opened switches.“ 
Т. HEskETH. Dated August 14th. 

14.506. Improvements in and relating to dyn&mo-electric ma- hinery.“ 
А. G. BROOKES. (C. L. Cotton, United States.) Dated August 14th. (Com- 
plete.) 

14,525. 
(The Riker Motor Vehicle Company, United States ) 
(Complete.) 

14,550. ''Improvements relating to the insulation of electric conductors.” 
Н H. Lake. (N. Tesla, United States.) Dated Angust Mth. (Complete.) 

14,552. Improvements in conduits for electric conductors water or the like." 
H. Tucny. Dated August lith. 

14,556. Improvements in or connected with pipes, conduits, or the like.” 
J.J. Barg. Dated August lith. 

14,557. “Improvements in or relating to conduits for electric conductors." 
J. J. ВАТЕ. Dated August lth. 

` 14,558. “Improvements relating to the transmission and receiving of tele- 
graphic signals." G. Е. R. BLocKMANN. Dated August 146}. 

14,568. Improvements in toll collecting machines for telephones." R. 
Happan. (The American Toll Telephone Company, United States.) Dated 
August 14th. (Complete.) 

14,582. Improvement; in nnd connected with electric furnaces.” R. 
CHAVARRIA-CoNTARDL. Dated August lith. (Complete.) - 

14608. ‘Improvements in electricity meters." 8. H. HorpEeN and 
CHAMBERLAIN & HookHaM, LIMITED. Dated August 15th. 

14,683. ‘* An improved pystem of electric lighting nod apparatus or devices 
therefor.” P. LAPERTOT, G. ViLLARD, and L. PigNaup. Dated August 15th. 

14,637. “Improvements іп and connected with apparatus for punching strips 
of paper and like material suitable for use in telegraphic transmitters and for 
like purposes, the same being particularly adapted for the preparation of tele. 
graphic messages far automatic transmission over single or duplexed circuits 
which may be received in Morse or other telegraphic codes or type-printed 
characters arranged in page form." W. L. Wiss. (C. L. Buckingham, United 
States) Dated August 151. (Complete.) 

14,688. “ Improvements іа or connected with incandescent electrico lamps.“ 
H. E. Movr. Dated August 16th. 

14,691. “Improvements connected with electric primary batteries for traction 
purposes.“ 8. W. Maguay and T. G. CHAMBERS. Dated August 16th. 

14,704. **Improvements in transmitters for electrical waves or the like 
apparatus." С. G. G. BRAUNENHJELM. (Date applied ior under Patents, &c., 
Act, 1583, Sec. 108, January 26th, 1900, being date of application in Sweden.) 
Dated August 16th. 

14,715. "Improvements in and relatiag to thermo-electric apparatus." W, E. 
Evans. (La Société Ginestes et Cie, France.) Dated August 16th. 

14,728. " Improvements in magnetic cut-out apparatus."  L. ANDREWS, 
Dated August 16th. 

14,7483. “Improvements in electric cut-outs and the like.“ H. F. CLAYTON. 
Dated August 17th. (Complete.) 

14,759. "Improvements in electric traction.” 
Hansarp. Dated August 17th. 

14,704. “Improvements in apparatus for use in wireless telegraphy.” T. J. 
BowLKER. Dated August 17th. | - 

14.708. An attachment to ceiling roses for raising und lowering central hole 
weights or fixing electrical fittings." R. W. BRAHA*. Dated August 18th. 

14,841. “Improvements in means and apparatus for telegraphing and con- 
trolling various mechanisms froin a distance without wire or other like con- 
nections.” J. T. AnuMsTRONG and А. ORLING. Dated Augu t 18th. 


" Improvements connected with controller brushes." J. Y. JOHNSON. 
Dated August lith. 


E. H. Түн and A. G. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. TaomPson 
and Oo., 882, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


18,708. “improvements in electricity acoumelators.” А. Sohaasehleff. Datod 
September Ist, 1898. The plate or grid is made with a number of rectangular or 
circular holes through it, the margins of which are inclined so as to form 
grooves or channels. Two such plate: may be placed one on the other and then 
burned together, and, if рас with circular holes аге employed, those in the 
one plate break joint with those in the other. 3 claims. 


18,722. “improvements in oligs fer attaching te telephone or ether cables when 
drawing the same Into pe or cenduits." J. @. Brien. Dated September Ist, 
1898, Telephone and other cables to be drawn into pipes or conduits are pro- 
vided with clips to which the hauling ropes are &'tacheJ. Consists in a frame 
slightly conical on its inner surface and having extension arms joined by a 
cross piece. A screw works through the cross piece and presses by means of a 
plate on the ends of toothed wedges, for gripping the cable. The outer end of 
the screw has an eye. The screw may be omitted, and the wedges otherwise 


caused to grip the cable. 3 claims. 


18,740. ''imprevements in safety fuse apparat fer electrical installations." 
Siemens Bros. & Co., Limited. (Siemens & Панко, Aktion-Geselisohatt.) Datcd 
September Ist, 1898. Relates to improvements in fuses provided with shutters 
such as described in Specification No. 24,020, A.D. 1895. Ou the base is fixed a 
pediment on which is fitted a cement block slotted to receive the fuse and the 
shutters. The block also carries the spring contacts fur the fuse and the 
terminals for the conductors, which are led in through porcelain blocks fixed to 
the base. The cover has a double top in which are fitted springs adapted to 
force down the shatters when the fuse blows. It is secured in position by 
springs fixed on the base and engaging with catches on the cover. The fuse is 
fitted with oval blocks which are readily slipped into the contacts and turned 
by a lever into good contact. 3 claims. 
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£18,743. "'improvemoente relating to the extraction of chromium by electrolysis.” 
J. F. L. Meeller and E.A. d. Street. Dated September Ist, 1898. A process for 
electrolytically extracting chromium from salts having a chromium-sulphate 
base, wherein all the products obtained in the anode compartment are utilised 
in the cathode compartment, Where chrome-alum solution is used in the 
cathode compartment, and acidulated water in the anode compartment, the 
residual liquid of the anode compartment is treated with sulphurous acid 
to convert the chromic oxide into sulphate. The excess of sulphurous 
acid is boiled off, sodium bichromate is added, and the liquid is allowed 
to fall in streams into a lead vessel containing sulphur at 1309 C., 
whereby ohrome alum is obtained, which, after adding water and filtering, 
is passed to the cathode compartment. The cathode liquid gradually 
becomes charged by the working with sodium sulphate from which it is 
purified by circulating the liquid, and cooling it down to allow the sulphate to 
crystallise out. The solution is then enriched with chrome alum, formed 
as above, and returned to the cathode compartment. Whea chromium 
sulphate solution is used in the cathode compartment, the liquid leaving 
the anode compartment is treated with sulphurous acid, then saturated 
with hydrated chromium oxide, and passed to the cathode compart- 
ment. e chromium oxide required for this purpose is obtained by boiling & 
sodium-bichromate solution with an alkaline or alkaline-earth sulphide, the 
chromium oxide being precipitated. 'The sulphide is afterwards regenerated by 
beating the sulphate formed with carbon. When porous partitions are not 
used, the increase of acidity due tothe liberation of sulphuric avid is neutralised 
by additions of hydrated chromium oxide, and the chromic acid formed i4 
neutralised either by alkaline or alkaline-earth sulphides, or by sulphurous acid 
or chromium sulphide. To indicate the rate of deposit of chromium, & rod of & 
predetermined diameter is mounted in parallel upon the circuit traversing the 
rod or rods upon which the deposit takes place, under such conditions that it 
receives a deposit which will not thicken when the bath is at its normal degree 
of acidity. The indicating rod may be removed from the bath for inspection, or 
it may be connected with a balance во as to show by the movements of the arms 
thereof, if the acidity is ав required. Lead anodes are employed, the lead being 
preserved from attack by a regulated supply of water and overflow of liquid to 
prevent the excessive concentration of the acid. Under these conditions the 
anodes become peroxidised, and have a very long life. The cathode may be 
sheet-copper or brass, and the temperature of the bath 70°C. The cell 
yields about 0:2 gram of chromium per ampere hour with a continuous current 
of a density of 40amperes per square decimeter of cathode surface. 4 claims. 


16,764. d in electric tramways and rallways on the conduit 
J. C. Love. Dated September Ist, 1898. Relates to collectors for 
electric railways and tramways on the conduit system. The shank is made of 
two plates enclosing the conductors, and is attached to the socket by a pin. 
This socket is open on one side for access to the wires, and it is hung so that it 
can swing and slide between stops оп а rod carried on the vehicle framing. 
Sliding contacts or flanged wheel contacts are carried by arms hinged on brackets 
at the lower end of the shank. The former preferably rely for contact on their 
own weight, but springs can be applied in the two forms as shown. Conductors 
are mounted in insulating blocks, and clamps as described in Specification No. 
17,984, A.D. 1898, and the joints are made with fishing bars connected by а bolt 
between the ends of the conductor. One bar may be brazed to one endof the 
conductor, and one fishing bar is tapered off towards its end. 7 claims. 


18,808. “I ements in telephonic a tus.” A. Graham. Dated September 
2nd, 1898. Relates to the arrangement of telephonic apparatus for use on board 
ship and other exposed places to protect it from water, Ko. A waterproof case 
is provided with an inwardly projecting tube which fits a downwardly snd for- 
wardly projecting tube from the receiver. The receiver diaphragm is clamped 
between two rings, and the magnet coils are mounted on pole-pieces attached to 
& semi-circular magnet with inturned radial ends. The transmitter is of the 
type described in Specification No. 591, д.р. 1898. Tbe carbon block is mounted 
in a block, and is provided with а soft seating. The carbon diaphragm has a 
metal foil facing, and there is a reticulated protective screen. The screw-heads 
are protected by solder, and any wetal joints are similarly rendered waterproof, 
other joints having an insulating varnish such as shellac. The microphone 
is provided with an external handle and is mounted in bearings во as to be 
rotated; the rearward extension consists of a shaft and returning spring. 
Contacts and contact springs are arranged in connection with the shaft for con- 
necting the battery first directly to line and then to line through the micro- 
phone, and also for connecting the bell and receiver alternately to line. The 
transmitter and receiver are connected in separate lines, the transmittcr at one 
station being connected to the line of the receiver at the other station. 8 
clanás. 

18,807. “Im in electric sparkers for explosion ongines.” A. Winton. 
Dated September 2nd, 1898. The igniter automatically times itself according to 
the speed at which the engine is running, and is consequently very suitable for 
motors for propelling vehicles. А сап gradually raises a rod against a spring, 
and presses the sparking terminals together, and then suddenly allows it to fall, 
thereby separating the terminals and producing sparks in the admission port. 
There is a spring connection between the rod and the terminal. For adjusting 
the ignition according to the speed, the rod is pulled against a face cam bya 
spring so that as the speed increases the rod is thrown further away from the 
faces and slips off the edge of the cam earlier, and so produces an earlier 
Ignition. 8 claims. 1 


18,847. "improvements in electric batteries.” М. E. Tuld. Dated September 
8rd, 1898. Consists in a method of constructing battery cells, and especially 
those of dry batteries, and of mounting or supporting them so that a cell may 
be conveniently removed and replaced by another. The cell casing is made 
with two recessed parts, into which the ears on insulating caps which close 
the cells, and the two are fastened together by screws or pins passed into the 
cap through holes in the casing. The electrodes may be zinc, which may also 
be semi-circular in form, end silver chloride immersed in an electrolyte of zinc 
sulphate. The electrodes are separated a insulating pieces, which are not at 
the edge to prevent them from bursting the cell when they expand. The cell 
is closed by four successive layers, firstly, a plastic substance which is allowed 
to harden; secondly, a viscous substance; thirdly,a layer of plaster of Paris 
which is inserted under a slight pressure and allowed to harden; and lastly, a 
thicker layer of plaster of Paris which is also inserted under pressure. The 

lass cell is indented at the top to hold these layers in place. The con- 

ucting wires pass through sheaths and through the covers,and are then 
turned down under lugs which are held down by screws passing into the covers 
and through the support being held thereon by nuts. The terminals are con- 
nected together by slotted strips of metal. A porous substance placed in the 
casing absorbs any electrolyte which may escape. The casings may be made 
large enough to hold two or more cells, 7 claims. 


18,864. 5 electrically igni oha of internal combustion 
engines." A. F. Evans. Dated Septem a mae 1898. One electric terminal is 


secured in the cylinder cover by nuts and insulated by packing. The other is a 
lever on a spindle, and is pressed against by an eccentric rod moving in a pivoted 
guide, апа carrying an adjustable tappet which engages a projection turning 
freely on the spindle, and connected to a lug fixed on it by a spring, The pro- 
jection is suddenly released as the tappet passes it, and contact is broken 
between the parts. The slecve carrying the spindle passes through the cylinder 
jacket. 2 claims. 


18,004. “ connected with electrical sigualfing or communication 
en raitway trains." A. Shiels. Dated September 3rd, 1808. Relates to means 
for preventing the alarm bell and indicator semaphore from being operated by 
the oscillation of the train. As applied to the bell mechanism, a two armed 
piece is pivotted hetween the pole-pieces of the clectro-magnet, so that in its 
normal position, the heavier arm acts as a stop to prevent the movement of the 
armature which carries the bell hammer. When the magnet is energised, the 
piece is drawn into position and permits the operation of the hammer. Ав 
applied to the indicator, the semaphore arm is normally Jocked i^ its raised 
position by a catch, which is released by the movement of the armature when 
the latter is attracted to its magnet. 2 claims. 


18,807. “Мем or weetnl electric switch device for the temporary 
staircases, floere, and the alee fer ladleating the of a 
bearluge and fer fire a " W. Blanckenhern. Dated September 8rd, 1898. 
Relates to switches for temporarily lighting places such as etair-cases, &c., for 
indicating the heating of bearings, for use as a fire-alarm, &c. The essential 
part of the apparatus consists of an egg-boiler-shaped receptacle containing 


mercury. Inthe narrow neck are fitted two contacts connected to a | or 
bell circuit. The receptacle, in the construction shown, is mounted a 
pivoted frame, which, when partly rotated by the pin, causes the mercury to 
run past the contacts and so complete the circuit. When the a tus is to 
be used for indicating the heating of a bearing oc shaft, or as a fire alarm, the 
frame is moditied and connected to the bearing or support, and the contacts are 
80 arranged that the expansion of the inercury due to excessive heating closes 
n circuit. The appliance may also be fitted as a fire alarm in the circuit of an 


ordinary door switch. 4 claims. | 

18,841. “ mixteres fer the incandescenes bodies oj 
electrical glow | " C.D. Abel. ande Kieetrieitate Gesellechaft.) Datei 
September 5th, 1898, Relates to incandescent lamps. Homogeneous mixtutes 
of metallic oxides for making filaments are prepared from aqueous solutions of 
their mixed salts, such as chlorides or nitrates, either by evaporation and 


peeing, or by precipitation by alkalies or other reagents, or by electrolysis. 1 
claim. 


18,860. “I in er connected with Mentre condensers ant 
electric driving devices.” C. Pollak. Dated ptember 5th, 1898, 
Relates to improvements upon electrolytic cells for use as condensers, &0., such 
as are described in Specitications Nos. 1,069, 1896; 28,442, 1897; and 939, 1808. 
The electrodes are made of materials such as aluminium, lead, &c., which have 
the property of becoming coated with and insulating-layer. The electrolytes may 
consist of the following: (1) alkaline salts of phoshoric acid; (2) alkaline salts 
of organic acids belonging to the fatty series which contain (a) two or more 
groups of oxalic acid or (^) a group of oxalic acid combined with one or more 
Oxy groups (malic or tartaric acid), or keto groups or aldehyde groups ; (8) alkaline 
salts of organic acids of the aromatic series; (4) organic acids of the above 
series without alkalies. The electrodes should be prepared by coating them 
electrolytically, using a current of high potential. 1 olaim. 


“ improvements relating te the electrolytic decomposition of аКайы 
. Edeer. Dated September 5th, 1898. Relates to the electrolyte 
decomposition of alkaline salts, more especially for the production of alkaline 
hydrates, in which process an amalgam of the alkaline metal is formed as an 
intermediate product. In one form of apparatus the cell is provided with 
central carbon anodes and outer cathodes preferably formed of metallic frames 
upon which iron wire is stretched or woven. Separating the cathodes and 
anodes is a vertical series of troughs containing mercury, the lower edge of each 
trough dippiog into the mercury in the trough below, the whole series, together 
with the upper plates dividing the cell into two compartments. The inner 
compartment is charged through a bottom opening with brine, the weakened 
brine flowing away through a pipe at the top. fhe outer compartment is 
charged through a pipe near the top with water or a weak solution of 
caustic alkali, while caustic alkaline solution is drawn off from the 
lowest part. In use, the brine is decomposed, chlorine being evolved 
and collected by a hood while the sodium combines with the mercury 
in the troughs, forming an amalgam which is decomposed in the outer aides of 
the troughs, mercury again reforming, and a solution of caustic soda being 
produced, while hydrogen is given off and may be collected. A modified form 
of this construction is also shown in which the current may be conducted away 
by means of the plate, the formation of the hydrate from the amalgam, being, 
under these conditions, produced without the use of the current. A high eff- 
сїепсу can be obtained by causing & greater current to pass through the brine 
solution than through the alkaline solution by providing a wire of suitable re- 
sistance between the mercury cathode and iron cathode, and by connecting the 
carbon anode and iron catbode with the source of supply. 7 claims. 


18,014. "'imprevements in apparatus fer sta electric motors.” J. Burke. 
Dated September 6th, 1898. Relates to an alternating current motor supplied 


from constant-pressure terminals which is started by current from the secondary 
of а pressure-reducing transformer. The arrangement of contacts can only be 
described with reference to a diagram and therefore is unsuitable for abridg- 


ment. The invention is applicable to continuous-current motors, the trans- 
former being any suitable converter. 18 claims. 


18,868, 
salts.” Е. 


10,071. “An improved system of recording telephonic messages.” W. Aitken. Dated 
September 7th, 1898. Relates to telephone systems in which the subscribers 
apparatus is provided with counting mechanism, One arrangement is described 
in which a subscriber is provided with a galvanometer and a polarised counter 
magnet which are only in circuit when the receiver is on the hook. A special 
signalling key is provided for sending intermittent currents when any difficult 

arises. The exchange operator has the plug lines divided by condensers an 

bridged by a double wound impedance coil, the middle point of which leads to 
the clearing-out annunciator and battery for effecting the recorder. The second 
clearing-out annunciator and battery which will not operate the polarised re- 
corder, are in the circuit of the calling plug. In a modified form, the recorder 
is in &circuit with a polarised relay controlled by the switch lever. The ex- 
change is provided with a transformer divided plug circuit, one side of which 
contains the armatures of a relay for reversing the poles of the exchange 


battery, the coil of the relay being in circuit with & phonograph which gives the 
engaged reply to a subscriber calling. 7 claims. 


19,078. ''imprevements in wall connections for electric ” A.P. Lundberg 
and à . Landherg. Dated September 7th, 1898. Relates to the arrangement, 
&c., of the terminals and connecting pieces in wall sockets. A porcelain block 
or base is formed with vertical holes for the reception of the cylindrical con- 
tacts and with horizontal perforations for the locking-screws. Perforations are 
also formed for the leading.in wires. In one form the contacts are locked by 
eyelet screws which pass through the shaped slots and are secured by nuts. 
The leading-in wires are pinched by the screws. In modified forms the contacts 
and terminals are secu together by screws fitting in suitably-formed slots. 


8 claims, 
10,110. “An improved method of sucpending ourta electric Lame wires, 
other articles." Р Ogden. Dated Septomber B. 1808 The wire leads Je 


electric lamp are ‘suspended from stems fixed to runners working in grooved 
strips or slotted tubes fixed to the ceiling of w room, &c. 1 claim. 


10,110. “improvements in or relating to shielde or güards for the carbon репо! 
used in electric furnaces.” J. Bastiok. Dated September 8th, 1898. A carbon 
electrode is protected, 1 d at'the end, by an iron or gun-metal casing, filled 
or lined with asbestos, fireclay, or other non-conducting material. The casing 
is movable along the electrode by a rack, pinion, and hand-wheel carried һу 
bearings on the holder in which the carbon is wedged; or a screw or other 
adjustment may be used. A clamping screw and nut are also provided, the 
casing being slotted to pass the screw. The invention may be applied to the 
furnace described in Specification No. 29,011, a.p. 1897. 2 claims. 


18,182. “Means and appliances fer indicating at one end of an electrico cirenit the 
position of an arm or nter at the other end of the ofrowit.” P. Ra Dated 
September 8th, 1898. Relates to a system of indicating at one station the 
position of an arm at the other. Various applications are referred to, such as 
ship (including steering), and house telegraphs, station indicators on trains, &c. 
A rheostat has a rotating arm at one station connected in series with a battery, 
key, and ammeter having a pointer which follows the movement of the rotating 
arm. The rheostat may be in shunt instead of series, or a number of cells may 


3 place of the rheostat and a voltmeter be used in place of the ammeter. 
olaims. 


20,049. “1 In electrio safety tases.” W. I. Wise. W N 
olektricitatswerke vorm 0. L. Kammor & 00.) Раса September 21st, 1808. Relates 
to the class of fuse in which a wire is threaded through a hole in a porolain 
block which can be readily removed or replaced, The block has a female 
screwed sleeve adapted to fit on a screw and the current flows fromone terminal 
on one side of the base toa contact, fuse wire, and screws to the other terminal. 
The fuse wires are made of different thicknesses, and the length of the screwed 
sleeve is made to correspond, so that an unsuitable fuse may not be accidentally 


fitted. The length of the screw may be adjusted by a special key which is fitted 
over а nut. 1 claim. 


21,048. "Improvements in prepayments electric meters.” The Britieh Thomson - 
Houston Company, Limited. (Eotito.) Dated October 6th, 1898. The coin issuing 
from a shoot completes the circuit between a pivoted trap and a couple of posts, 
one bearing & spring which reaches to the other. A disc E & few teeth is 
driven slowly by the meter, and periodically frees the trap, so thata spring flicks 
it to drop one coin and catch the next. 8 claims, 
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SOME AMERICAN BRAKE TESTS. 


THE Board of Railroad Commissioners, of New York State, 
decided last year to have some tests made upon various car 
brakes, and have issued a report upon the tests, from which, 
however, there appears to be required a considerable discount 
for inaccuracy, if. as stated by the Stree! Ratliray Review, 
there exist the discrepancies noted therein, The tests were 
intended to be good and reliable, and to this end the Board's 
electrical expert, Mr. Barnes, designed, in collaboration with , 
Mr. W. A. Pierson, a recording apparatus to. show how 
many feet a car would run after the stop signal was given. 
It also showed the time in seconds that was occupied. in 
bringing the car to rest. 

The apparatus consisted of a pair of 24-inch leather- 
covered Wheels held down to the rails by springs, and on the 
same axle was a chain wheel imparting motion through 
gears, friction clutch and screws, to the recording platen. 
There was a powerful clock movement for the time record, 
and a Boyden speed indicator, We are further informed 
that the instrument was calibrated on a piece of track 275 
feet long, and it was found that with a movement of the 
recorder of 514 inches, which was its maximum, the car 
would travel 2034 feet, so that a stop in 200 feet could 
thus be registered. The time movement was arranged to 
give a time limit of 163 seconds. The intention and pro- 
vision thus appcar to have been good. 

The tests to be conducted on each car submitted were 14 
in number :—Three at 8 miles per hour, three at 12 miles, 
three at 15 miles, three at 16 miles, and two at 16 miles 
with sand, all the other tests being dry rail tests without 
sand, | | 

In conducting a test the speed indicator hand was set to 
the intended speed. When this speed was attained, a cir- 
cuit was closed which caused a clutch to move. When this 
clutch was closed, it in turn closed another circuit, and rang 
a bell to signal the motorman to throw off current and 
apply the brake. Obviously, there is great opportunity for 
delay and inaccuracy in this arrangement. With the 
rapid acceleration of an electric car there is no doubt 
that errors could creep in. The car would. accelerate 
after the electrical contact of the speed indicator and before 
this was communicated to the motorman, The personal 
lag of the man would also add to the time loss, and the 
criticism of the Street Railway Review seems to have had 
probabilities to support it, as to which more anon. The 
recording instrument was set in motion by the speed instru- 
nient closing the circuit as first named. It was kept in 
motion until the car stopped, and the curves given in the 
report, of which only our contemporary'’s abstract is before 
us, were thus automatically traced. Each competitor was at 
liberty to apply the brake himself if he preferred his own 
skill to that of the motorman. The various brakes were 
applied to one of the cars of the Metropolitan Street 
Railway, and the trials lasted over a period of three months, 
the cars being run on Lenox Avenue. Sixteen brakes were 
tested, comprising air, electric, hand power. friction track and 
wheel brakes, and a system of brake levers. No data are 
given of brake leverage or of the force available, nor any 
particulars of brake shoes, but where skiddjng took place 
it was observed and recorded as closely as possible by 
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observers. It is a pity so much trouble and expense should 


have been incurred upon tests that were so inaccurately 
recorded. 


The report contains 66 diugrams, copies of the auto- 
graphic records, and these embody 229 tests made supposedly 
at 8,12, 15 and 16 miles per hour. Our contemporary 
quoted above states that whereas a speed of eight miles per 
hour is equivalent to 11:73 feet per second, the 54 curves 
for this speed do not in any one instance show that а car 
travelled so little as 11°73 feet in the first second after the 
stop signal was given. The maximum distance recorded was 
23 feet; the minimum was 12 feet, corresponding 
respectively to 15°7 and 8:2 miles per hour. The same 
examination of the stops at 12 miles velocity appears to show 
that the speed varied from 24:9 to 5°5 miles per hour. The 
15 miles curves indicate from 8˙2 to 25:9. miles, while the 
16 miles velocity curves show a minimum of 4°6 miles and 
a maximum of 5L 2 miles. In some instances the cars 
travelled further in cach of the second, third, fourth and 
even fifth seconds than they would travel at the intended 
initial speed in one second, In 13 cases the car actually ran 
further with the brakes on than it could have gone in the 
time at the nominal initial speed, and in seven of these cases 
the car was running up hill, so that no gradient effect can 
be advanced in extenuation. 

As our contemporary points out, it is most unlikely that 
speeds of 30 to 50 miles per hour could be run by the car 
and mistaken by the observers for a speed of 16 miles only. 
Under these circumstances it is out of reason to accept the 
correctness of the apparatus, though full satisfaction is 
expressed with its exactness and efficiency throughout the 
entire tests, 


For these reasons it does not appear to be even necessary 


to reproduce the figures and conclusions arrived at. The 
report professes to give to some 16 brakes a comparative 
standing. It may be that the time-recording apparatus was 
simply wrongly calibrated, and that every brake was 
similarly affected, but the figures already given point to a 
gencral uunreliableness of the whole of the tests and 
apparatus, all responsibility for which apparently rests with 
Mr. Barnes. His report is considered to be what Dooley 
would call“ very imposing—to anyone who could be imposed 
upon," though certain technical publications speak of it as 
valuable, and so on. Only two of the many autographic 
records are printed by the Rewiew. They bear on their face 
а certain appearance of correctness if their time scale be 
altered—that is to say, the curves drawn are of the form 
that would be expected. It cannot be satisfactory to any of 
the companies represented to have gone to so much expense 
and trouble for such inconclusive results. Muchmight have 
been learned from these tests. As it is they are worse than 
useless, unless by an examination of the apparatus it could be 
found where the fault lay, and that it was one of pro- 
portionate amount throughout; this, however, is not borne 
out by the extreme range of speeds shown for each nominal 
speed. There were probably serious errors of observation, 
in addition to erroneous instruments, and we may well 
marvel that the report has been published with its own refu- 
tation autographically recorded on the diagrams. . 

On the genera] question of brake tests it appears to us to 
be better practice to let the vehicle attain something above 
the test speed, and to apply the brakes when the speed drops to 
the proper point. The brakeman ought to have the speed 
recorder under observation, the recording apparatus 
should be put into action by the first movement of the 
brake, and the actual brake application should be recorded 
by a dot on the already commenced curve, so that the first 
part of the curve would show unbraked retardation, due to 
rail and air resistance, and the brake effect would be shown 
by the second part of the curve. As an instance of the 
value of the report and tests, we may take from Table 10 
а test at 8 miles per hour. The car was stopped in 6°6 
seconds, during which it ran 72 feet. Its average speed 
during thestime of stop was thus 10:91 feet per second. 
l'ns its initial speed was given as 11°73 feet per second, and 


its final speed was, of course, zero. How is it possible that 
10°91 can be any sort of mean between 11°73 and 0? 

Again, at 16 miles per hour a car ran 211 feet in 7-9 
seconds, or at an average velocity of 26°7 feet per 
second. But its initial velocity was only 23°46 feet 
per second, and we are asked to believe that the braked 
car ran 211 feet and came to rest at zero velocity, 
and yet had a mean velocity about 10 per cent. greater 
than its maximum or initial speed. А third test picked at 
random from the same table, aud like the two just given 
not worked out by us, is one nominally of 16 miles initial 
velocity, or 23°46 feet per second. Here the stop was made 
in the same time of 779 seconds in the space of 148 feet, or 
at a mean speed of 18:7 feet. Clearly the tests are valne- 
less. It is a marvel how such discordant figures can have 
been passed by the“ expert” and launched into publicity, 
when a little elementary arithmetic serves to show their 
absolute inaccuracy. i 

It is the more curious in that so much labour was spent 
upon the description of the recording apparatus. Our 
American contemporary states that the Board of Com- 
missioners are not versed in technical matters, and have to 
rely on their expert engincer. 


Now that the paltriness of detail that 
Car Brake Details. characterises American car practice is 
being severely criticised, and the servile 
copying of the same by the English builders is being resented, 
we may point out some deficiencies of construction to 
which the eye of the tramway official may particularly and 
earnestly be directed. Let us this week set the hand-brake 
in the pillory. So far as the brake shoes and gears are con- 
cerned, we do not propose to say much. Both pairs of 
wheels are pressed by their respective blocks with fairly equal 
pressure by means of a peculiar lever pinned to both of a 
pair of stiff brake beams, the lever acting on which, is pulled 
by a rod connected with a motorman’s handle. Apart from 
an unfortunate low quality of iron used in these brake pull 
rods the gear may be left without further notice. But le 
the handle and its immediate connections be studied. We 
find a handle of considerable strength of gun-metal It is 
fitted upon a vertical spindle that rises from below the. car, 
passes through the buffer beam and through the iron floor 
sheet and up by the dash-board or plates to a short distance 
above the top of the plate. Near the floor of the car 18 a 
ratchet wheel in which works a pawl. This pawl is pushed 
in or out by the toe of the motorman's boot. The spindle 
passes loosely through a hole in the buffer beam, and 
has a bearing in a thin plate on the top of this beam. It 
projects 6 or 7 inches below the beam without support, 
and is, in fact, unsupported anywhere below the top side of 
the buffer beam. Just below the beam a piece of chain 
is fixed to the spindle. This chain forms the “connection 
between the brake handle spindle and the pull rod. The 
brake is applied to the car by the winding of the chain upon 
the weak projecting spindle. The whole device is most 
crude, insufficient , and unsafe, and totally untit to be relied 
upon to hold a heavy car on gradients of 1 in 10, or even 
sharper grades on which it is regularly employed. The weak 
projecting unsupported end of the spindle is an offence to 
mechanical construction and an invitation to disaster. Even 
such bearing as it might have is denied it, for there is no 
reason why there should not be a good beariug plate fastened 
on the underside of the buffer beam, so as to reduce the 
bending moment of the chain pull to a minimum. We 
presume this paltry device is handed down from horse-car 
days as another proof that the present electrical car is simply a 
magnified mule vehicle, and not designed by an^ engineer for 
power traction, nor made of any such quality of material as to 
indicate that car builders have a due appreciation of 
the necessities and requirements of electric traction. Design 
in cars has been purely perfunctory, and not conducted along 
rational lines. As the first railroad cars were but coaches 
put on to iron wheels and axles, so the electric tramear hae 
simply developed somewhat from the light horse car, and 
many of its details are far from sufficient for their purpose. 
But there is no detail so miserably insufficient as the brake 
spindle, with its chain pull and its toc-operated ratchet gear. 
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ELECTRICAL TRAVELLING CRANES. 


By CLAUDE W. HILL. 


Tur successive steps in the development of the electric 
ту are shown in the following diagrams :— 

Fig. 1 shows the first step in the utilisation of electricity 
iu which the square shaft (or rope) running along the gantry 
өтеп by an electric motor, and the arrangement is called 
m electric crane.” 

ln fig. 2 the longitudinal square shaft or rope is done 
тау with, A motor is mounted on the end carriage of 
tie crane, the longitudinal travel is taken direct from the 
tor and two square cross-shafts are used to transmit the 
ті to the crab for hoisting and traversing. 

[n fiv. 3 the motor is placed on the crab. In this case 
te hoisting and cross-traverse motions are taken direct 
[мп the motor, and one cross-shaft only is required to 
ишш the motion for the longitudinal travel. 

In the preceding examples a shunt-wound motor, running 
continuously, is used, and the different motions are started 
and topped either by clutches or by belts running on fast 
wile pulleys. The only electrical controller required is 
ш йау starting switch for the motor. 

In fg. 4 cross-shafts, belts and clutches, are all done 
avay with, and a separate motor is fitted for each motion. 
The mtos are series wound, each has its own controller, 
ux the hoisting train consists of plain spur wheels with an 
somatic electric brake to retain the load when the hoisting 
mor is stopped, so doing away with the necessity for worm 
yal, 


Fig. 1 to 4.—SuccessrvE STEPS IN CONSTRUCTION. 


Kugle-Moſor Cranes.—The single-motor crane, of which 

‘amples are given in the first three figures, is somewhat 
l»ked down on at present. This ів to some extent due to 
е fat that it has not received the same attention from 
designers as has been the case with cranes of the multiple- 
waar type. In the design of the latter every care has been 
taken to make the most of the advantages conferred by the 
ae of electricity, while for the single-motor type any 
cdiuary mechanical crane has been considered good enough 
with a shunt motor tacked on. | 

‚ As the motor in this kind of crane runs continuously, it 
ald be designed to take the least possible current when 
running idle, and to do this compound winding should be 
wed with a special form of toothed armature. — 

By placing the clutches for the different motions on an 
“steasion of the armature shaft this would be the only 
mng part when the crane was idle, and as the torque 
чаняшиеі by the clutches would be small their design 
ald be simple. By using an automatic electric brake on 
‘Lt hoisting train this could also be simplified. 

4 crane во made would not offer all the advantages of а 
"itiple-motor crane, but it would be superior to any 
-chanical form, and would commend itself to purchasers 
“in did not feel justified in going to the expense of the 
! uple-motor type. 

Mulliple- Motor Cranes.— As shown in fig. 4, a motor is 
dios to each motion. Generally three motors are used, 
| occasionally a supplementary motor is placed on the 
mab to deal with light loads at quick speeds, and sometimes 
* motors are used for the longitudinal travel with a series 
Farallel coutroller so as to obtain two speeds. 


The motors being serics wound their torque increases in a 
more rapid ratio than their current, so that they will take a 
given overload with a less expenditure of current than 
shunt machines, they also to a certain extent adapt their 
speed to the load running fast with a light load and slow 
with a heavy one, and as their gap excitation increases with 
the current, sparking is prevented and the commutators pre- 
served. Each motor being separately controlled, a wide 
variation of speed is possible, while when not required the 
motor is stopped altogether, so that there is no expenditure 
of current except when work is being done. An example of 
the variation of speed of a series motor with variation of 
load on the crane hook is given in fig, 5. 


Feet per minute. 


Tons on hook. 


Fic. 5.—SpRED AND Loap CURVE WITH SERIES MOTOR. 


Controllers. To a large extent controllers having liquid 
resistances have been used. These are fairly satisfactory, 
but they have their disadvantages. It is difficult to adjust 
the strength of solution to the resistance required, and 
evaporation soon destroys the adjustment. If the resistance 
is too low the motor starts off with а jump as soon as the 
blades touch the liquid, and if it is toa high there is a jump 
when the metallic contacts come together, and a bad arc 
when they part. Further, the fumes from the liquid are 
liable to cause sickness, which is inconvenient to the men 
working below. : 

For the traversing motions metallic controllers of the 
tramway type are satisfactory, but for the hoisting motion a 
controller giving more gradual changes of speed is necessary, 
and it should in addition carry extra contacts for the simul- 
taneous operation of the electric brake. 

Where the distance through which the load is to be 
lowered is short, there is not sufficient time for it to acquire 
a speed high enough to result in injury to the motors or 
gearing if it is allowed to run down freely. 

Where, however, the distance is considerable, means must 
be provided to prevent the load attaining a dangerous 
velocity, and a convenient way of doing this is to have an 
additional position on the controller in which the armature 
of the motor is short circuited through a resistance во con- 
nected that the motor runs as a dynamo driven by the 
descending load. This arrangement works well; it is fre- 
quently invented, and is repatented from time to time. 

An example of a multiple-motor crane recently designed 
by the writer is illustrated herewith, the illustrations being 
taken from the working drawings. | 

The particulars of this crane are as follows :— 

Load 30 tons. Lifting speed 4 feet per minute. Speed 
of cross traverse 100 feet per minute. Span 97 feet from 
centre to centre of gantry rails. Length of gantry about 
1,000 feet. Speed of travel 400 fect and 200 feet per 
minute. 

Fig. 6 is a side view of the crab, the underframe of which 
is made of steel Ħ joists, upon which are mounted cast-iron 
fixings to carry the various shafts. For the lift a motor of 
20 B.H.P. is provided. Change of speed for light loads is 
obtained either by altering the gear, for which purpose a 
clutch is provided, or by switching the motor magnets into 
two parallels. 

A section of the automatic brake is given in fig. 7. This 
brake is the writer's patent, and was described in the ELEC- 
TRICAL REVIEW of March 16th lust. 
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The load is taken on eight flexible steel wire ropes Z-inch, this case a lever arrangement bas been, adopted to equalis 
diameter, The drum is grooved and two ropes wind onata the load on the three wheels, and is shown iu fig. 8. Two 
time, so keeping the load vertical. The rope is, of course, motors of 20 B. H. P. аге provided for the travelling motion 


Fie. 6.—Sips View or Crap. 


+ 


continuous witht an equalising pulley at its centre. For the with a series parallel controller, so that the two speeds 4f 
cross traverse a motor of 15 k. H. F. is provided, and the axles 100 feet and 200 feet per minute сап be obtained without 
of the crab wheels have roller bearings. Owing to the | 
considerable weight of the crane when fully loaded the end Motor. Мон 


t 
Cross girder. Cross girder. 
Fic. 8.—View oF END CARRIAGE. 


inserting resistance. To prevent over running these mou 
have automatic brakes of the same general design as show" 
in fig. 7, but of somewhat simpler construction. 
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STANDARD DIRECT-CONNECTED UNITS. 


AT the Cincinnati meeting of the American Society of 
Mechanical Engineers a preliminary report was made by the 
committee on the standardising of engines and dynamos і 
affecting those parts which are connected, which ure 
abstracted as below in the Street Nit, Revier. | 
The three points taken up first were: The sizes or capac 
ties of machines which should be standardised : the speeds 
at which these various sizes of machines should be operate! : 
the diameter of armature bore for each different size “l 
Fic. 7.—SEcrIoN or BRAKE. machine. The recommendations received from mgh 
| builders were reported as being remarkably uniform + 

regards these three points. 
carriages are provided with three wheels. With the three The committee was unanimously of opinion that in ord! 
wheels it is necessary that a spring should be provided for the to secure practical results it should strive not for theoretic: 
middle wheel, or that an equalising lever should be fitted. ln perfection, but for a result which, while recommendi: 


ww Es f^ 


thoronghly good practice, would at the same time coincide 
м far аз possible with the practice of the greatest number 
d manufacturers, Also, that it was not desirable to have 
wo'many standard sizes, involving, as such a course would, 
the storage of a large number of patterns and carrying large 

' amounts of stock for both engine and dynamo builders. 

The sizes recommended as standard are 25, 35, 50, 75, 
IM, 140, 200 and 250 KW. 


STAYPARDS PROPOSED FOR DIRECT-CURRENT DIRECT- 
CONNECTED ENGINES AND DYNAMOS. 


— — — — i 


Armature bore in inches. 


Speed 
ee in rev зы чс „ С 
° minute | For centre-crank | For side-crank 

| е. | engine, 
| 5 300 to 325 4 44 
3 285 to 315 4 53 
| 5n 270 to 300 44 6} 
| To 250 to 280 54 74 

100 250 to 275 6 84 
150 200 to 225 7 10 
| 200 175 to 200 8 l1 

330 150 to 175 9 12 


With respect to the matter of speeds for these standard 
aus, de principle already stated, of choosing those which so 
ben pesible conform to the practice of existing manu- 
бат, was followed. As two of the members of the com- 
t represent two of the largest manufacturers of 
etri! machinery in the country, it had the benefit of a 
bowldge af what would suit the builders of generators as 
rell us the builders of engines, and the speeds recommended 
кт a very large majority of the engines and generators 
ich have thus far heen turned out. | 
it will be observed in the table of speeds given that the 
committee has recommended an upper and lower limit for 
eh size of generator and engine, The reason for this is 


—— — 


un while the generator builders had already constructed 


machines for these extreme ranges, some of the engine 
Midler tended rather to the lower and. others rather to the 

wpe mit. While in a very few cases some engine builders 
|' tightly outside the limits, yet the limits recommended 
Aet nearly all the data which were collected. 
Ш respect to the subject of armature bores there are 
of engines, designated commonly as “side crank” 
ee crank.“ In the very small sizes it will probably 

Sag possible to use only a single size of bore, but for 
, , ARBAT sizes recommended engine builders practically 
en two separate series of dimensions of shaft. 


"6 


DETAILS OF CONSTRUCTION OF 


_ One of the members of the committee made a special 
mveigation of this subject, and secured the opinious of a 
ре number of engine builders with respect to the sizes 
which would suit them, which enabled the committee to 
Rach a conclusion «quite readily, 

‚де tentative recommendations of the committee are 
given in the table. A number of other matters on which 
ü = practicable to make an agreement will be taken 


— —————— 


„ M. No 1,189, бкғттмвев 7,1900] THE ELECTRICAL REVIEW. 869 


HIGH POWER SINGLE-CYLINDER ENGINES 
AT THE PARIS EXHIBITION. 


E. KILBURN SCOTT. 


In the French Section of the Electricity Building there are 
to be seen several examples of large horizontal single-cylinder 
engines. In these days of high-speed engines, which have 
as an object the obtaining of a large number of impulses per 
minute, it is somewhat startling to find several well-known 
Continental firms going right back to first principles, and 
bnilding single crank slow speed engines of upwards of 
1,000 n.r. It is the more remarkable, because in most. cases 
they have been built for the special purpose of driving 
alternators, the very machines of all others which for 
paralleling, &., are supposed to require a multiplication of 
cranks, 

Altogether there are five examples of large single-cylinder 
engines in the French Section. They are :— 


-—-— N. p. Maid Valves. Remarks. 


Garnier & Faure 400 90 . Corliss pu air pump at end of 


Beaulieu ] (^ cylinder. 
Piquet & Co. ... 600. 94 Flat slide Coupled to Grammont. 
| alternator. 
Weyher & 1,000 | ЖТ Valves operated by bevel 
Richemond | | gears and rods. Stroke 
| | | only 39i inches. 


Ditto 500 : 

Joseph Farcot... 1,300 784 Corliss | Coupled to Farcot alter- 

| | | nator, with Hutin & 

Leblanc — *Amorti«s- 
seur " coils. 


| 
I 
! 


Besides these, however, there are in the various Conti- 
nental Sections many large engines with single cranks. 
Thus Messrs. Carels Bros, of Ghent, show a tandem com- 
pound horizontal engine of 1,000 н.р. The cylinders are 
26 inches and 414 inches by 45] inches stroke, and the 
engine drives a 560 Kw. three-phase 3,000-volt Kolben 
alternator. Messrs. Sulzer Bros. also exhibit a tandem com- 
pound engine with single crank, which is used for driving a 
three-phase alternator by Messrs. Rieter & Co., the fly-wheel 
of which is exceedingly heavy. 

Of the single-cylinder engine set, the largest—that by 
Farcot—is perhaps the most interesting. The cylinder is 
391 inches diameter by 53 inches stroke, and when supplied 
With steam at 100 Ibs. per square inch will indicate 1,300 n.r. 
with one-fifth cnt off and 78} revolutions per minate. It is 


760-Kw. Two-PHAsE ALTERNATOR. 


stated that the following steam consumptions per brake 
horse-power-honr have been obtained :— 
10 cut off 700 B. H. v. is " 134 lbs. steam. 
! „ 1,020 „ ИИИ Was 
„„ „ 1,230 „ 2... 160, 
the condenser showing 28 inches of mercury. 
The cylinder consists of a liner inserted in the steam 
jacket, the cylinder ends being also steam jacketed, and 
carrying the Corliss valves, во as to reduce clearance aa much 
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as possible. The governor is fitted with means for varying 
the speed 'of'the engine whilst running, for synchronising 
purposes. All the power having to be transmitted through 
one crank, the size of the shaft is very large, the diameter 
at the fly-wheel being 258. inches, and the hearings 174 and 
154 inches. " 

The alternator is also built by Farcot, and gives 750 Kw. 
two-phase at 2, 200 volts and 42 cycles per second. It is of 
the inductor type, the field magnet being 
divided into two rings, each consisting 
of 32 poles. These poles are laminated, 
and held to the fly-wheel by dove-tailed 
iron pieces, a8 shown in the figure here- 
with. The field coil consists of 460 
turns of 7:5 mm. diameter copper wire, 
having a resistance of 35 ohms. It 
rotates with the fly-wheel, so that the 
machine is not a true inductor machine. 
The exciting current is 50 amperes, and 
with a power factor of °85, the drop in 
voltage is about, 10 per cent. The 
diameter over the poles is 5:5 metres 
(18 feet), giving a peripheral! speed 
of 4,440 feet, per minute. 

The armature is divided into two 
rings, each having its own winding, the 
coils being staggered so as to give the 
two phases, The coils are wound'in'slots, 
and consist of copper strip 31mm. x 
38 mm., or 138 square mm. in area, 
the resistance of eich half, when "warm, 
being 0°113 ohm. The weight of the 
armature complete is 60 tons 

A feature of the machine fis, that. 
each crown of poles carries a Hutin 
and Leblanc “amortisseur.” As will be 
seen from the figure, this consists of a“ copper squirrel cage, 
the section of the conductors being!28 mm. in diameter. It 
is claimed for the “ amortisseur ”° that it tends to prevent 
hunting, and, together with the weight of the revolving 
parts, enables the machine to work very well in parallel, 
although driven by a slow-running single-cylinder engine. 

The adoption of a single cylinder for such large powers 
seems strange, and yet there are the undoubted advantages of 
extreme simplicity, cheap construction, and ease of repair. 
All the single-crank engines exhibited, appear to work most 
satisfactorily, and without any sign of vibration. 


DUST FIGURES OF ELECTROSTATIC LINES 
OF FORCE. 


By DAVID ROBERTSON, B.Sc., A.G.T.C., A.LE.E. 


THE method of getting pictures of magnetic lines of force 
by means of iron filings is so well known that it is surpris- 
ing that the making of analogous pictures of electrostatic 
lines does not also form one of the regular lecture-table 
experiments of every elementary class on electricity. More 
especially is this the case now that electrostatic phenomena, 
which at one time were considered of purely scientific 
interest, are every day becoming of more importance in the 
application of electricity to practical purposes. 

Some time ago the writer described * a method of obtain- 
ing such pictures with the apparatus illustrated in fig. 1. 
Tinfoil electrodes of any desired form and number are stuck 
on one side of a sheet of glass, and this is laid in the wooden 
frame, w F, with the tinfoil on the under side. A half-plate 
photographic glass is a convenient size to use, and then a 
plate carrier from a camera or an ordinary printing frame 
will serve to hold it, but larger plates may be used with 
advantage. Vertical connecting wires, with spring tops, 
make contact with the tinfoil electrodes, and put them into 
connection with the poles of an electrical machine through 
the bare connectors, c, and fine spirals of covered wire. 


* Bee Proc. Roy. Soc., Edin., 1898-99, page 361. 


These connectors are insulated from the table by a sheet of 
glass or ebonite. Each electrode will have a separate vertical 
wire, and the connections for any desired combination are 
easily made at the bottom by short pieces of bare wire. 
Another bare rod, 8 c w, lies across the two horizontal wires, 
so as to short-circuit the machine. 

By means of a sieve or pepper pot fine sawdust is sprinkled 
as uniformly as possible over the top of the glass, and then 
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Fig. 1.—APPARATUS FOR MAKING ROBERTSON’S FIGURES OF ELECTROSTATIC_FORCE.' 


tlie machine may be set in motion by an assistant. The 
operator should now start tapping the rod carrying the 
frame, &c., and then lift the short-circuiting wire by the silk 
thread, s T. Whenever the machine excites, the dust will 
be seen to gather into lines, and the action should le 
Stopped by dropping the short circuiting rod as soon as the 
desired effect is obtained. The whole secret of getting good 
results lies in stopping it at the right moment. The 
tapping must, of course, be discontinued before в C R is 
dropped, or the dust will get shaken out of position'again. 


Fic. 2.—FIELD oF7a SINGLE Diso. 


By observing the following rules good results may be 
obtained with a little practice. The glass plate must be 
level, as otherwise the vibration produced by tapping, which 
is necessary to diminish friction, causes the dust to shift 
downwards. It should not be clamped in any way, but 
ought to lie loosely in the wooden frame, so as not to give 
vibration figures superimposed on the electric ones. Th. 
sawdust should be fine, but not powdery. That obtainec 
from mahogany with a tenon saw or a coarse rasp does very 
well, and it is a good plan to blacken it with ink so as u 
make it more visible. Many other materials, such as te. 
leaves and oatmeal, will also do. When glass is used, fo 
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insulating from the table, white paper should be placed 
below it. The dust is then easily seen against the white 
grund, which should be well lighted. This is the best way 
of locking at these curves. The glass plate should be care- 
fully discharged in a current of hot air between each 
experiment. | 
The behaviour of the dust depends very much on the 
material of which it is made, on its fineness, and on the 
gate of the atmosphere. With coarse sawdust the lines 
dun draw together, and become more strongly marked when 
the action is prolonged, the ends at the same time gradually 
needing from the foil. At other times, more especially with 
fine light dust, almost as soon as the lines are formed it flies 
of the plate, beginning at the parts immediately over the 
tinfoil. It is this which necessitates the rapid discharge 
given by the short-circuiting rod. Most of the illustrations 
show the effect of the commencement of this jumping off in 
mining the amount of stuff in the neighbourhood of the 
eg. 
Several curves obtained in this way are reproduced in 
For fig. 2 only one electrode in the form of a 


Бы? to 7. 
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Fic. 3.—FriELD or Two OPPOSITELY CHARGED Discs. 


“Analar disc was employed. We may regard this as showing 
fee ines of force round the edges of a charged circular disc, 
Ф i the projection of those from a charged sphere. 

Паду we may look upon figs. 3 and 4 as illustrating the 
felis of two spheres when electrified with opposite, and 

Wthsimilar charges respectively. In like manner, figs. 5, 

id 7, which show the fields surrounding charged strips, 

de taken to represent the fields of flat plates, of which 
tripe are cross-sections. 

As comparing these with magnetic curves, it should be 

Mi»embered that in every case the tinfoil electrodes corre- 

spond with the ends of magnets whose cross-sections are of 
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aR. 5. 


Fic. 4.—F'iELD or Two SmurARLy CHABGEDIDiscs. 


the game shape as the tinfoil. Thus, the long strips do not 
correspond to magnets placed lengthwise, because the whole 
of one strip has a charge of the, same sign, while the two 
ends of a magnet have opposite polarity. 

When it is desired to fix the curves for future use, th- 


. tends to separate these as far as possible, 


upper side of the"glass should be coated beforehand with 
paraffin wax or a mixture of wax and vaseline. This can 
be done by heating the plate before a fire, and then rabbing 
it with a piece of the wax. When sufficient has been thus 
melted on to the glass, and spread as smoothly over it as 
possible, it is placed horizontally and allowed to cool. After 
the wax has set, curves may be made in the same way as 
before, and then fixed by holding the plate before the fire 
again until the wax melts, keeping it level until it has again 
set. A cover glass should then be placed on this side, and 
the whole bound up like a lantern slide. 


P. 4 sna 


Fic. 5.—FiELD OF A SINGLE STRIP. 


The waxed surface offers more friction than the plain 
glass, but in spite of this, nice curves can be obtained and 
fixed in this way. 

The behaviour of the dust may be explained thus. Sup- 
pose we have a number of conducting particles lying on an 
insulating surface, and near to it an electrode charged with 
positive electricity. Each particle will have a negative 
charge induced in its near parts, and an equal positive 
charge on its further ones; and since the mi 
each 
particle will tend to set with its longest axis 
in the direction of the field at that place. We may therefore 
draw them in that position. It will then be seen that when 
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Fic. 6.—FriELD or TwogOPPosiTELY CHARGED STRIPS, 


two particles are exactly abreast, as at A (fig. 8), they will 
repel one another ; but if one is a little ahead of the other, 


Das at B, they will attract one another, and so tend to draw 


into line, with the result that curves are formed which show 
approximately the direction of the force at each point. 
Evidently it is preferable to have long-shaped particles, so as 
to let the opposite charges get farther apart, and to allow 
each particle itself to indicate the trend of the field. Since 
the attracted negative is closer to the electrode than the 
repelled positive, the attraction will be greater than the 
repulsion, and there will bea slight tendency for the particles 
to move,towards the electrode under the conditions of the 
diagram. So far this explanation is on the whole the same 
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as for magnetic curves, with the substitution of + and — A NEW METHOD OF STARTING THREE. ,“ 


charges for N. and S. poles. With magnetic curves the PHASE INDUCTION MOTORS 
drawing in of the filings towards the poles is very well ЕС СЕЕ 
marked. By W. G. RHODES, M.Sc., M. I. p. p. 


There is, however, an important difference. The poles of 35355 
a magnet cannot leave the metal, and every filing must have THE Electrical Review (New York) for August 15th, 1900, 
equal N. and S. poles, but it is possible for the electric contains a description of a new method of. starting three. 
‘charges to leave the particles, and to havea particle with Phase induction motors, due to Herr J. Fischer-Hinnen, and 


only one charge on it. Now, in our experiments, the tinfoil employ ed hy the Krizik establishment in Prague. 
is slightly below the level of the dust owing to the thickness The method consists in, instead of using the ordinary 


of the glass. The attracted charge on each particle will, non-inductive resistances in the rotor circuits, inserting а 
theretore, keep towards the under side of its nearer end, parallel arrangement in each rotor cirenit, one branch of 
which is а non-inductive resistance, while the other. branch 
has small resistance and large inductance, 

lt is stated that at the moment of starting, the coil of 
large inductance acts in all respects like a very high re- 
sistance, and the two coils act together in much the same 
way as would two large resistances in parallel, As the speed 
increases and the “frequency in the secondary circuit 
diminishes, the apparent resistance of the inductive coil 
diminishes and the large ohmic resistance is thus shunted 
by an apparent. resistance of constantly decreasing magnitude, 
Finally, when full speed is attained, the total apparent 
resistance of the starting system is sensibly equal to tie 
ohmic resistance of the inductance coil. 

The only advantage of this starting arrangement appears 
to be the avoidance of cutting-out the starting arrangemeni 
after full speed is attained. The apparent resistance and 
Inductance of the parallel arrangement are given respective) 


by— 
R = 1 Та? 
Fic. 7.— FIELD or Two SIMILARLY CHARGED STRIPS, = 
vl = - Е 
- ш? | 
while the repelled charge will take the wpyer side of its where w = 2 n,n being the frequency of the rotor 
further end. Consequently, the attracted charge is more currents, | 
liable to be deposited on the glass. There would then only | ы = the self-induction of the inductance coil. 
be repulsion, and no attraction, and so the particle would be mn = the resistance of the non-induction coil. 
driven away. This explains how the dust flies off, and why This result is obtained on the assumption that the ohmic 
it does so most energetically above the tinfoil and its imme- resistance of the inductance coil and the self-induction of 
diate neighbourhood, where the foree has a large vertical the non- inductive resistance are negligibly small. 
component. This vertical component might, of course, be From this it would appear that a further displacement of 


eliminated, except on the top of the tinfoil itself, by placing the rotor currents behind the induced rotor E. AI. Es. of au 
the tinfoil side upwards, so that the dust ‘and tinfoil come angle С, would take place, where à is given by 


on the same side, but other difficulties then arise with the 


3 
connectors, and from the fact that the dust is in actual tan à = ay 
contact with the electrodes. _ m 12 
There is also the possibility of charges passing from one Now m, is constant and fairly large, while w diminishes 


particle to the next, and for both these reasons we do not as the speed increases. The value of 8 would thus be 
wish the material to be too good a conductor, at least, on greatest when the speed of Ше rotor isa maximum. At ani 
the surface, and yet it must be a conductor to allow the period of the motion there is an increased Jag of the rotor 
| currents behind their corresponding E.M. Fs. which has 2 

deleterious effect, not only in decreasing the starting torque. 

hut in decreasing the power factor of the motor at all times 

: vd The method should not produce results as good as can v 

== obtained by the use of a non-inductive resistance alone. 


R= €x B 7 > It is obviously an advantage if a starting arrangement can 
— be used, which practically cuts itself out automatically as the 
; S motor runs up to speed, but I venture to think that A 

<Ð advantage is more than balanced by the disadvantage of : 


diminished power factor and a diminished starting torque. 


Fic. 8.—INDUCTIYE ACTION ON THE PARTICLES. 


eee — ——— 


induction to take place. In fact, a conducting kernel within CORRESPONDENCE. 
an insulating shell would be an ideal type of particle to : 
employ. Y.J. in G.B. 

Again, when the electrodes are strongly charged, the elec- On Saturday last I was busily engaged smoking my pipe, 
tricity creeps over the surface of the glass, and so increases and lazily perusing the current week's technical journals 1 
indefinitely the extent of surface actually acting as elec- must have been dreaming, for it seemed to me that I was 
trode. This is why we do not get results if they are charged  wafted across the herring pond and was reading a ** Yellow 
beforehand. | Journal" Could it he that ] had assassinated somebody; ar 


The forces concerned are thus.much smaller than with that I was a candidate for the Presideney? Yes. it must be 
magnets, Hence much more care is required, and the curves either one or the other, for surely I маѕ re: ading a most 
are not so strongly marked as the corresponding magnetic vituperative article on myself. But no, after all, on turninc 
ones. Cases with two oppositely charged electrodes, such as the periodical over I found it was the familiar EI. ECTRICAT. 
figs. 3 or 6, give the largest forces, and are therefore the easiest REvrkw. But what could the article be about What m 
to obtain, while those with two like charges do not asa rule I done? I began slowly to recognise that 1 had committer 


come out 80 sharp. a great crime, I had written a paper! 
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It would seem, when simmered down, that the sum total 
al the criticism is that my critic and I do not agree on 
«vun points, and, as he states, some of my suggestions lack 
virinality, Iu the first place, my critic appears to make a 
дем point that the best method is to bunch overhead wires, 
say, every quarter of a mile, and to run them below the level 
of the road across the track in a drawn-in conduit. He 
dex not say whether he would insulate them. Later on, he 
mentions multicore cables overhead, so the presumption is 
that in the first instance he refers to multicore cables under- 
mand. If chis be so, then his criticism errs where he 
claims that I have, viz., lack of originality. This point of 
lari; underground crossing telegraph or telephone wires 
was the method stated by myself in the paper to be the best 
ин} most desirable. But surely my critic knows something 
of the Posumaster-General, and, knowing this, must know 
us that His Majesty will not deign to consider such a 
proposition as multicore cables above or below ground. 

Then again I read, “ Mr. Quin is wrong, surely“ (“ surely“. 
»averv comforting word), “when he states that wooden 
urips are largely used as a protection against falling wires.” 
lwes my critic dwell in an office, and dream of overhead 
sraems of traction, or does he visit towns wherein overhead 
«ems exist, and if the latter, does he use his eyes? Now 
it seems, according to my critic, that if these wooden 
«tw are used it would be contrary to the Board of Trade's 
«ат, I will leave the engineers of the lines where these 
Arie ar used to settle that matter with the Board of 
Trae; but I happen to know that the Board of Trade 
have approved wooden strips in the case of Aberdeen, and 
that in Liverpool, at the time my paper was written, guard 
wins had in certain parts of the line been replaced by 
wen strips with the approval of the Board of Trade. 
Abo many of those attending the M. E. A. Convention, and 
who heard my paper, stayed during that visit in Leeds, in 
which town also wooden strips were used along parts of the 
line. 

As regards the question of unsiglitliness of hammocks, 
tus of course must be largely a matter of opinion. To me 
it ems that guard wires сопу a street are not so unsightly 
wa lummock and a bunch of wires crossing the street. 
The meshes of the hammock could certainly be made 
smaller chan the two to three feet which I mentioned, but 
tha two to three feet is the size which I have seen adopted 
ш several instances. But if we make the meshes smaller 
же bring the hammock more into prominence, and therefore 
render it more unsightly. | 

T will, with your permission, Mr. Editor, now deal with my 
enues criticism of the suggestions contained in my paper. 

1. The erection of two guard wires 18 inches apart, and 
> fet maximum above the trolley line. 

My saggestion was 2 feet minimum, not ma.rimum, and my 
inges statement, that this is not original, and that the Board 
^f Trade would see that it was carried out is not correct. 

The dimensions of guard wire supports required by the 
Postmaster-General are 16 inches apart, 18 inches minimum, 
з ее maximum. The Board of Trade have no standard. 

1. Stipalates that a falling wire must not be able to cross 
at unguarded length of trolley wire. 

This may appear obvious, but it nevertheless requires atten- 
"оп, as in several cases which have come to the writer's 
«nowlelge, a guard wire length was not sufficient to protect 
"^ trolley line from a falling telephone wire which broke 
m to one support, and was blown horizontally before 
ü Ing. 

5. Each span of guard wire shall be separate and distinct 
mm its neighbour, but metallically looped across. 

My critic deems this unnecessary, and further states that 
^ he carried out logically would mean that every span was 
ere back to the next pole at either end. This is sheer 
' sense, In order that each span may be distinct, it is 
Ay necessary to have two supports on the one guard wire 
&.ndard, and that the guard wires shall be fastened to both, 
cil bridged over Бу the tailing pieces of wire. My critic 
: +з on to add that а limit should be set to the length of 
гоша wire, say, three or four spans. He lets himself down, 
ever, very gently by adding that “it is necessary 

^^ bind or clamp the wire to the support." Is it not 
; ferable that he should have a double bond or clamp, and 
tuis is practically what my suggestion implies. 


4 and 5. No insulators to be used, and terminals of each 
length of guard wire to be bonded to the rails. 

Quite right, my dear critic, it is absurd to insulate, but 
where have you been living all this time not to know that it 
has been until quite recently, even if it be not now, the 
practice to insulate? Have you not heard of the town where 
they have an unpaid bill filed carefully away, which bill was 
the consequence of insulating guard wires ? The bill read :— 


To one telephone exchange complete ess . £700 


Quite recently I was connected with a certain tramway 
undertaking in which the engineer for the tramway company 
insisted upon insulating his guard. wires, and when I, on my 
part, insisted that they should be earthed, he simply clamped 
them to a supporting post which was bedded in concrete, 
and had about 15 feet of roadway between it and the rails. 
Of course, my dear critic, you will be quite at liberty to 
support your guard wires by means of pieces of porcelain or 
china, but so long as these pieces of china or porcelain do 
not insulate the guard wire, they cease to be insulators. 

6. Now as regards dividing the trolley line into sections, 
I am not quife such a fool as to be unaware that the Board 
of Trade insist upon sections not longer than half a mile, but 
what does this Board of Trade requirement mean? I may 
have a length of line of five miles, and have no feeders other 
than the trolley line provided I put a section insulator and 
a bridging switch at each half mile. But of what use in 
this case would be maximum current cut-outs per section? 
They would have to be in series, and on short circuit at the 
far end of the line the whole lot would come down. It 
would be obvious even to you, my dear critic, had you 
thought for one moment, that you cannot effectively use the 
maximum current devices “suggested” by myself, unless 
your sections are fed in parallel and not in series; and this 
being so, it is a suggestion outside the Board of Trade’s 
requirements. I would also ask you, dear critic, how, if you 
cannot predict with any degree of accuracy the maximum 
working current of a section, you can calculate the feeders of 
your system ? Qut 

7. My critic deems it doubly difficult to persuade His 
Majesty of St. Martin’s-le-Grand to place a fusible metal 
bridge across the disconnecting shackle which I suggested 
should terminate the span of overhead crossing or telegraph 
wires. This is not so. 

Apologising for trespassing so much upon your space. 


Robt. C. Quin. 


Corporation Electricity Works, Blackpool, 
September 1st, 1900. 


Conduit v. Trolley. 


I am not an engineer, an electrician, nor an underground 
faddist, but just the ordinary ignorant, but fairly con- 
scientious, town councillor. 

As such, I should not like to get out of my element by 
plunging into a technical discussion, if it were not that your 
criticism of Mr. J. Allen Baker’s remarks savours so much 
more of the heat of politics than the calm of science. 

1. Dealing with loss of electricity in working, you say 
that it is possible to insulate an overhead wire more 
effectually than an underground system. No doubt; but is 
this to the point? Mr. Baker, and subsequently you your- 
self, refer to the ordinary overhead installation with an earth 
return, and all figures as to cost, and all arguments as to 
sightliness fall to the ground if you add another lot of wires 
in order to get this ideal insulation. 

2. You blame the County Council because it has not made 
a personal examination of the conduit system in certain 
towns. 

In some cases, no doubt, ocular demonstration is neces- 
sary, but I venture to affirm that all the members of the 
L.C.C. can read if they cannot write, and that nothing 
would be gained by their going on a kind of electrical 
beanfeast at the public expense. 

I bglieve, however, that many members have privately 
examined many of the systems you enumerate, and the 
Highways Committee has gone so far in this direction, as in 
my opinion to waste a considerable amount of time at the 
Light Railways Exhibition, examining into matters such as 
the shape of a yoke, best left to our electrical advisers. 
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3. You вау that Mr. Baker is utterly wrong in his 
estimate as to comparative costs, and that, as a matter of 
fact, example has shown that conduit costs about double 
overhead. 

І speak as a fool, but as T understand it, London does not 
stand on all fours with other towns. The cost of the 
necessary street works is in either case so much greater than 
elsewhere that the difference between the two systems 
becomes comparatively small ; partieularly when the require- 
ments of Kew and Greenwich are taken into consideration, 

4. You assert very dogmatically that there is not more 
electrical plant in an overhead system, and that therefore it 
is not to the interests of electrical manufacturers to advocate 
the trolley. 

On this I am content to rejoin that even admitting the 
premise, it is insufficient for the conclusion, which is affected 
by another item, viz., the fact that electrical manufacturers 
have the experience and plant requisite for producing the 
stock pattern trolley ear, posts and wiring, whereas the 
conduit is to the majority an untried field, where knowledge 
and capital have to be laid in afresh, 

Finally 1 would point out that your article, this letter, 
and any others that may appear, have unfortunately no 
practical value, as nearly all the London road authorities 
decline to allow the Council to erect overhead wires, and one 
of the largest parishes so outbakers Baker on the conduit, 
that it nearly spilt the whole apple cart on the question of 
allowing the Council the option of experimenting with 
surface contact. 

A Member of the Highways Committee. 


You really are a little optimistic! In your article in last 
Friday's issue you labour to prove that the Liverpool acci- 
dent does not justify an alarmist attitude. Very well, let 
us grant this (though in some quarters it may be com- 
bated). 

But what about “the minor and subsequent mishaps in 
the same town, /uckily ypattended by any injuries to pas- 
sengers or passers-by, the result of what with a horse-drawn 
car would be termed furious driving . . . . and would have 
happened just the same if the conduit had been used instead 
of the overhead method ?” 

Will you be good enough to say whether the account in 
the Daily Mail of the 25th ult. is to be believed or not? 
If the former, [ cannot understand your statement above 
quoted. A span wire comes down, the car driver tries to 
twist it out of the way, and apparently has a narrow squeak 
of realising an insurance policy. 

Another accident. A trolley jambs in a frog and the 
trolley standard is wrenched out of the car, ** several ladies 
and gentlemen having narrow escapes !” 

Really, Mr. Editor, if these are accidents that ** would 
have happened just the same with a conduit system,” I am 
ulmost forced to think that if I were to take the trouble 
(which I don't propose to do) to look up in the index of 
vour journal for Mr. Baker's “case after case in recent 


authority having passed our plans and specification for ihe 
erection of a set of destructors in connection with power plant 
for sewage pumping) we should be glad if you will correct 
this, as it is calculated to do us considerable damage, We 
presume the remarks apply to Ashton-upon-Lyne, where we 
believe tests have been made recently, and the fgnres yoy 
give as to steam used in the blowers leads us to suppose that 
this is the installation you have in view. 

As to steam consumption, it is true that the destructors of 
the type referred to in your paper consume a large proportion 
of the steam, but this is not so in the case of ours, ag we 
think we know how to make a blower which is designed to 
use the minimum of steam, and in actual guarantee of 
destructor work, 15 per cent. has been demonstrated as the 
steam required for the blowers, and as in nearly every cas 
we get considerably over 1 lb. of steam per pound of refuse, 
there is still well over 1 lb. of steam left for useful work, 
after all we require for our blowers, t.e., for creating а 


draught for destroying the refuse and making it into an 
innocuous clinker, 

As you have been so persistent on the pessimistic side of 
the destructor business, we venture to suggest that you 
should send an expert down, either to Hereford, Rochdale, 
or Darwen, without previous intimation, and ascertain for 
yourself that what we claim is not such a ‘ fairy tale” as 
your readers will, we fear, be led to suppose from the vm 
disparaging remarks made on this much- discussed question 
so frequently, as truth will, we feel sure, be found much 
nearer what we claim than what we suppose you insist is thi 
actual result of destruction“ generally—ours included. 


For Meldrum Bros , Limited, 
JOHN W. MELDRUM, Director. 
Manchester, _ 
September 4th, 1900. 


[We have much pleasure in inserting our correspondents 
letter, but our attitude toward dust destructors per se seems 
to have been quite misunderstood. We wholly approve of 
destructors, but not of the extravagant claims so often mad 
for them in connection with electricity production Ets, 
ELEC, Rev, ] 


The Paris Conference. 


The simple fact that I was unable to be present at ihe 
conference in Paris and to listen to the interesting discuss’ 
in three languages on alternating and continuous current 
and their interference with other interests is, [ think, 
sufficient to account for the pleasure I have derived from 
reading your excellently lucid report of the proceedings. 

There was a time when I lived, moved and breathe it: 
the battle of the systems and feared that a peace or even an 
armistice would deprive me of that stimulus which wa- 
growing into a primary condition of continued existence. 

That was the time when crowds gathered at 22, Gr 
George Street and came away wiser and more hilarious thi 


years," I should find the same paucity of information (as 
compared with the reports of a newspaper which has 
avowedly taken up the case for the overhead trolley) as I do 
in your present issue. 

That happy word **luckily " contains the pith of the 
whole thing. I seem to remember stories about trolleys 
vetting entangled in span wires and bringing down the whole 
network into the street, and trolley standards leaving cars, to 
the imminent danger of the public, at other places than 


they went in; but 10 years have worked a great chance 
and now we find the old combatants, or some of them, а 
tame as lambs and far more anxious to nibble each other- 
clover than formerly they were to comb each other's wool, 

The discussion is disappointing by the absence of facts 
though fears and fancies abound. Mr. Ferranti wonde 
whether it will be possible to maintain any kind of met 
work under ground when the continuous current syste! 
shall have achieved its possibility : but no facts were fort 
Dublin, Bristol, Leeds and Liverpool, luckily” unattended coming as to the actual effects produced by return curren 
by any fatal injuries. May I always be among the lucky controlled by the Board of Trade rules. 1 think we и 
ones. | therefore safely assume that upto the present time no serio 

However, no one wishes to deny that such accidents are complaints have been made by the owners of gas and wat 
gare, and will probably be rarer: only why try to minimise pipes. 
them as though we were afraid of them ? Our American brethren have had plenty of paint 
| experience in this direction, but. they did not dilate on 
though it is a matter of common knowledge that ib 
previous practice would have petrified Our Board of Tru 
They know, and we scarcely need telling, that 70 volts 
the prowl mean mischief, but we are still asking whet 
7 volts spells “ safety " or “ solution.“ 

The rule of three, which puzzles many people, docs 
help us. Your panther and your pussy are both cats. 
the rule of three cannot tell us how many pussies are € 


4 


А. W. Taylor. 
[The mishaps to which we referred were caused, we were 
informed, by cars missing the points.—Eps. Erec. Rev.] 


Destructor Tests. 


In your issue of August 31st we observe you give a 
resume of tests purporting to have been made at Hyde in 
destructor cells. Now as we are interested in Hyde (this 
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to one panther, 

experiment, 

Our own Sir William, as usual, spoke with authority, 
sod settled the telephone question in a sentence. The 
wlephene now takes care of itself, but in the bad old days, 
when it used to state “the earth is for Forbes,” things 
were different, we lived the life of a dog—but we scored 
metres, for on one occasion | burned down a telephone 
sation amd paid for it. 

Prof, Crocker scorned leakage and said, “ If leakage took 
doce underground at several thousand volts it would 
ипашсе a short circuit.” My experience shows that the 
падару in the **onter" due to copper resistance is not 
a be despised when there are earthed telephones. An 
infinitesimal leakage of alternating current will play tunes 
w the whole telephone system. In one case I entirely 
ud to stop the leakage, but succeeded in neutralising the 
dhet by bonding all the conduit pipes throughout the 
u. 

Sir William Preece spoke of the danger of the Ferranti or 
momentum effect disturbing the electrical signals of railways. 
., bat will not affirm, that such danger is remote, but 
on the other haud, I have abundant evidence that it is always 
wectssary to use a metallic circuit for these signals in 
pmxinuty to an electric tramway. In 1879 or 1880, I 
twal up a system of electric light for the London & North- 
Western Railway Company at Holyhead with earth return; 
Ше senals were forthwith rendered unworkable, but were 
rittal by metallic circuits. The influence extended four 
miles from the harbour. 

Prof. Ayrton described an interesting experiment by Mr. 
Trotter on the electrolysing effect of alternating current 
which proved conclusively that serious danger may exist ; 
therefore, as it is possible that alternating current may be 
used at an early date, it is most important, as Prof. Ayrton 
sid, to determine under what circumstances alternating 
currents do or do not set up electrolysis. 

The learned professor also referred to the much vexed 
question of the influence of electric railways on magnetic 
olservatories, and it is particularly pleasing to learn from 
ai lips that a method of distribution has been devised that 
will satisfy both sides. Incidentally he lets out that he is 
sill quite at sea as to the distribution of * interests.” 
širdy їп a matter of this kind the Board of Trade would 
ux for one moment consider the © interests“ either of the 
pméssors or of the promoters, their goa. would be the 
“interest 7 of the public, and it must be obvious to Ше 
mæt cementary mind, that, to the millions who live and 
desire to move about in London, an electric railway is of 
infinitely greater importance than any number of magnetic 

oleervatories. If, therefore, it should be found impossible 
to bave both in the same city, the observatories would have 
to sek a less fluttering field for the collection of stray 
curreuts, the wireless telegrams of the solar system. 

Dr. Kennelly did not hesitate to express the same con- 
"luson in more vigorous language ; he said “the worst that 
could happen was the banishment of the magnetic observatory 
to che furthermost recesses of the Continent. This might 
hea disadvantage in some respects, but a distinct gain to the 
cemmunity." I can assure Dr. Kennelly that the compen- 
ш advantages would have to be superlative to reconcile 
us tothe banishment of Prof. Perry and Prof. Ayrton from 
tue land, and the lads that love them; the observatory would 
lave to go by itself !! ` 

Sir William Preece wanted to discuss periodicity, but as 
the conference had not a few weeks to spare, it went un- 
lisenssed. 

Mr. Arnold, of Chicago, said that in railroad work they 
Ҹагияі in America with 500 volts, and gradually increased 
o 600 and 700 volts. 

It is to be devoutly hoped that nothing of the sort will be 
dme here. We have now settled on a pressure that suits 

th traction, lighting, and general power work, and we 
fant to stick to it fora few minutes until we can see some 
w in making a radical change. 

Dr. Thompson remarked on the“ interference“ on board 
“op, particularly with continuous current. It is interesting 
m this connection to recall the fact that all the early ship 
ighting was done by means of low pressure alternators. 
l abandoned the alternator in favour of the compound con- 


This question would have to be settled by 


tinuous dynamo, and the two machines of 18 Kw. made by 
Siemens for the Arizona were the first practical compound 
dynamos produced, but to-day I would light a ship by alter- 
hating current. 
John Raworth. 
2, Queen Anne's Gate, 
Westminster, S.W., 
September 3rd, 1900. 


— PD. 


WIRING RULES. 


THE attention which was focussed upon regulations for the 
erection of interior wiring by the papers of Messrs. 
Wordingham, Pigg and others before the Institution of 
Electrical! Engineers, and the sundry comments in the 
technical press upon the question, together with the 
practical education of the Fire Office surveyor, as he had 
more and more to do with actual examples of different kinds 
of wiring, have led to a marked improvement in the require- 
ments of some of the more go-ahead insurance companies, as 
evidenced by their printed matter. The Royal Insurance 
Company has just issued a valuable supplement to its rules, 
which embodies excellent advice—advice, by the bye, often 
tendered by the supply companies’ wiring inspectors, but 
seldom accepted with gratitude by either the wiring con- 
tractor or the consumer. | | 

For example, one has only to walk along a London 
shopping thoroughfare to find incandescent lamps dressed up 
with flimsy lace or fancy paper shades, in many cases touch- 
ing the glass bulb or in very close proximity thereto, These 
rules point out that in drapery warehouses there is a special 
risk of fire originating from lamp bulbs being arranged by 
window dressers in contact with flimsy goods. We wish, 
for the sake of the business, that principals and managers 
could only be got to understand and fully realise the risk 
run; too often they think that the “ inspector must say 
something," and that on this account alone an objection is 


- made. 


Then, again, comes the question of fuses, switches, and 
meters. The insured is warned that these should not be 
arranged where goods can be stored against them. The 
suggestion is made that an inclined shelf should be fixed in 
front so that goods cannot be stored against them. Coverless 
cut-outs are often found in an old installation. This is very 
properly condemned. It is further urged that in the case of 
arc resistances, the position chosen should be such that if 
they become red hot they will not endanger their 
surroundings. 

In breweries and distilleries, cold stores, and other special 
places where damp is always present and the air moist, it is 
recommended that the wires and cables be run in damp- 
proof tubes or upon china insulators, or as lead-sheathed 
cables with the sheathing protected by varnish to preserve 
the lead. The lay-out should be on a ілме distribution- 
bourd system without joints on the conductors anywhere. 


"This shows the thoroughly practical character of these 


rule. In only solitary instances does one ever see the 
true distribution principle. The wireman apparently either 
cannot or will not get rid of the notion that although he 
has been in the business 5, 10 or 20 years, his joints, made 
with so much pride and satisfaction, are weak, and the insu- 
lation—pure rubber and some sticky stuff—a mere make- 
believe and patchwork of nastiness. 

* Electrical organs" are included. At first sight this 
may appear strange, but it shows that the compiler had теб 
the individual who, by his actions, apparently considered 
that, because an organ was not driven by a large motor nor 
embodied electrical apparatus of a much heavier type than 
he was accustomed to in electric bell work, therefore 
the leads to the organ might as well be the cotton-covered 
single No. 20 or No. 22 he took out of stock for bell jobs, 
ignoring the fact that the conductors were connected to 
street mains at, perhaps, 220 volts. Everyone who has had 
to do with electro-medical work knows the same thing, and 
articles on Current from the Main" are necessary if 
medical men and those they employ are to realise that there 
is only too good ground for Mr. Mordey's condemnation of 
the design of electro-medical apparatus, equal condemna- 
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tion generally applying to the wiring in the surgery or 
operating theatre by which electric power is brought in 
from outeide up to the apparatus. 

Telephones, bells, &c., are liable to be damaged nowa- 
days by leakage currents to the aerial lines connected to 
them and suitable precautions are suggested. The most 
obvious of these is a fuse at the point of entry of the 
signalling line and the keeping clear of all gas pipes for 
“earths.” In like manner a warning is given that attach- 
ments for trolley wires or similar lines to a building should 
not be made within 12 inches of any gas pipe or earthed 
metal work. We would go further, and say that metal work 
not intentionally made alive should be efficiently and per- 
manently earthed to an independent and suitable earth plate 
at the expense of or by the persons erecting the rosette or 
other attachment. Partially insulated exposed fastenings 
are always liable to be charged up to a dangerously high 
pressure if the proper insulator is damaged. 

Perhaps one criticism might be made on the suggestion 
that charcoal is an insulator used for packing conductors 
where they pass in and out of cold stores and ice factories. 
A heat insulator it is, but the wording would lead the non- 
technical man to believe it was also an electrical insulator. 

The requirements as regard motors are perhaps just a 
little stringent, and merit Mr. Mavor's sarcasm, that a gas 
engine may be permitted without risk where a motor is 
dangerous, à remark appreciated by the “ Electricals " when 
uttered. We hardly think that the motor itself is such an 
offender. The true remedy for troubles is the avoidance of 
faults and their removal should they come on, and it is 
therefore pleasant to notice the suggestion and diagram of 
earth leakage detector lamps to be used on large private 
installations. 

The regulations affecting electric kettles and heaters аге 
sensible, and much less onerous than those in force, say in 
Manchester, to which we have alluded occasionally. Perhaps 
the most valuable—at least the most generally applicable— 
advice is contained on the last page as a kind of postscript. 
It deals with the “ Increase of declared pressure of electric 
supply,” and should be read and digested by all contractors 
and station engineers who are engaged upon “ conversion " 
work, whether insured in the “ Royal” or not. Altogether 
the rules are most satisfactory from the technical point of 
view, and contain little that the electrical engineer need 
dissent from. 


THE DEVELOPMENT OF FLY-WHEELS. 


THOSE interested in fly-wheels may read with interest and instruc- 
tion an article by Mr. C. H. Benjamin in Cassiers Magazine on their 
development. What this teaches is, perhaps, more in a negative 
than a positive direction, for by pointing to failures it tells what to 
avoid, and indicates the direction in which safety must not be 
sought. The ideal fly-wheel is, of course, that which holds itself 
together by pure ring strength. Fly-wheels, as commonly made, 
do not hold together iu this simple manner. 

A very lArge number of fly-whecls consist of so mauy spokes or 
arms held into a central boss, and carrying at their ends each a 
segment of the wheel rim. Each bit of rim extends a small arc on 
either side of the arm, and these short pieces of rim when whirled 
tbrough space are in the position of beams fixed at one end and 
free and unsupported at the other, the piece itself constituting a 
uniformly distributed loading. Each free end is, of course, more 
or less firmly connected to its fellow abutting free end, and in this 
way it receives some additional support, but does not become 
homogeneous or atall the equivalent of a solid ring. Other wheels 
consist of arms to which the ends of segments are bolted. 

In this system the segments become uniformly loaded beams 
fixed at each end and more or léss continuous over the piers or 
supporting columns. The connection to the arms may be such as to 
give a considerable ring strength, but the joint falls more or less 
below the solid ring in strength. The rigid connection of the arms 
to a non-homogeneous rim is such as to very seriously com- 
plicate the stresses, and it is very doubtful if evon an approxi- 
mate calculation is possible in the case of such a built-up 
wheel. When a wheel revolves its rim stretches to a 
larger diameter under the influence of the centrifugal 
or ring tension, but do we know that the arms have stretched to the 
same amount? It is very certain that they do not. The boss of a 
wheel is of some considerable diameter, and more or less massive 
build, and it revolves at a comparatively low lincar speed, and does 
not expand much. The arm is only part of the radius in length, 
and therefore expands less than the rim. Stress is thus thrown 
on the arms which are compelled to carry the rim, and this is 
thereby coustituted a series of arcs held down to picrs aud uniformly 


loaded. Such a wheel tends to fail at three points in general, viz. 
by cross breaking stress at the centre of each segment or midway 
between the arms, the rim opening on its outer circumference; by 
cross breaking over each arm, the rim opening on its inner circum- 
ference; by tension at the arm end, the top of the arm pulling of 
under the centrifugal pull of the rim segment. 

The ideal tly-wheel is, of course, that formed of high tension steel 
wire wound iu continuous coil. Such a rim does not require to be 
connected with the arms, excepting so far as is necessary for the 
transmission of rotary stress. In such a ease the arms transmit only 
a stress that tends to break them across as beams fixed at one end 
only and loaded at the other. Such arms ought to be capable of 
being calculated as to strength with fair approximation and so 
also should the rim, which, having no points of support, is not subject 
to complex stresses, but simply to a ring tension. In Americay 
practice failures have been very frequent, and have led up to the 
wooden wheel built up of an enormous number of carefully selected 
clean-grained pieces of wood, carefully glued and cross-jointed. 

Fly-wheels have been designed with their rims closely supported 
by a large number of tension spokes, after the manner of a bicycle 
wheel. ‘This class of wheel depends for its strength on the resist- 
ance to tension of a spoke of high-class steel, loaded with a lump 
of cast-iron. The cast-iron rim is so closely supported in the ideal 
wheel of this type that no cross breaking can occur. Each short bit 
of rim may be considered as a separate piece of cast-iron held to 
its own tension spoke, and receiving no support in the way of riug 
tension from any other part of the rim. Up to its limit of elasticity 
cast-iron stretches more than wrought-iron or steel, and the two 
materials cannot be combined in the ratio of their strengths, but 
must be combined in proportion to their extension coefficient per 
unit area. Thus the bolts of a cast-iron bridge arch which connect 
the segments are proportioned to suit the relative extensibility of 
cast and wrought-iron or steel, and are made larger than they would 
be if tensile strength were alone in question, but smaller than 
equality of area would demand. 

So in a cast-iron rim with frequent wrought-iron spokes, the rim 
is entirely constrained by the spokes, and cannot act by ring tension. 
The ring tension of a cast-iron rim may come in in case of a rope 
or belt pulley of large breadth with only a simple set of central 
arms. ‘The outer edges of the rim derive. no support whatever from 
the arms, but tend to rupture, in one way, by ring tension. In 
doing so, each short transverse section of rim may be looked on as 
a cantilever fixed at one end, that is, at the middle breadth of 
the rim, and free at the outer edge, except for the restraining 
effect of its connection with all the other sections with which it 
tends to act as a ring in tension. The stresses thus set up are most 
complex in their nature, and are only to be satisfactorily dealt with 
by elimination to a safe poiut, an operation usually confined to 
duplicating the arms, and reducing the overhang of the rim beyond 
the arms £o such a reasonably small amount as will bring into action 
the support of the arms. Some American power houses have used steel 
wheels built up »f steel plate and rivetted angles, and supplemented 
by wire winding as referred to above. Such wheels must have a 
very large margin of safety at any speeds hitherto attempted. 

Though many wheels are very weak in their construction, the 
accidents have not, on the whole, been numerous; but this is rather 
a tribute to the gooduess of the governing than to the care of the 
designer of the wheel. Most burstings that have taken place have 
been caused by.excessive speed, the customary safeguard against 
which, in English practice, has been the knock-off motion, which 
closes the engine valve suddenly as soon as the speed of rotation 
exceeds or falls below a certain narrow limiting range. The idea 
at the bottom of the knock-off motion was not entirely one of 
safety. Its place of origin was Lancashire, and while safety may have 
had something to do with the knock-off at the higher limit, it 
was to avoid the production of soft or fuzzy yarn that the knock-off 
was also made to act at the lower speeds that are known to be pro- 
ductive of such faulty yarn. The Allis Company, of Milwaukee, 
make a wheel that has cast-stec] arms treble bolted to a cast-iron 
hub and rivetted to a rim of steel plate with joints so well broken as 
to be of a strength of seven-eighths the maximum. 

In designing a fly-wheel it should be borne in mind what the 
duties are that have to be carried out. A force is exerted by the 
shaft in excess of the mean work to be done. The result is accelera- 
tion. The surplus force is passed from the shaft through the key: 
to the hub, thence to the inner ends of the arms and by cross- 
breaking stress in the arms into the rim. The rim moves somewhat 
more quickly, and in doing so stores up the surplus energy put into 
it. In a brief moment the force that rotates the shaft falls below 
the mean resistance of the driven machine, and the shaft begins to 
run more slowly. It would run very much more slowly were it not 
securely attached to the fly-wheel The rim of this endeavours to 
maintain the velocity impressed upon it, and in its 
turn presses on the arm ends; these again urge forward 
the hub and through this and the keys, the shaft, which 1s 
thus kept revolving at a speed that never falls above or 
below its mean value by more than a certain fraction that 2: 
fixed by the relation of the weight and energy of the wheel rim to 
the maximum fluctuation of the resistance or the driving power. 
The latter fluctuates from a maximum to zero at every stroke in à 
single cylinder or tandem engine, and an engine tends to vary !t- 
speed of rotation every half revolution from this fluctuation in the 
driving energy as well as with every change in the driven 
resistance. 

The limit of fluctuation is thus very much a question of fly-wheel | 
energy more or less compounded with the excellence of actien 
of the governor. The stresses in the arms and keys are reversed 
and reversed with great frequency, and the shaft of any variable 
load engine is severely stressed also. This points to the error of 
putting a fly-wheel on the wrong end of a shaft as is so often donc Ш 
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tmetion work, wherein the fly-wheel is commonly put at the 
other «ide of a crank from that occupied by the generator, which is 
the origin of the stress variations so far as they affect the engine. 

It may be laid down as sound practice that the variation of stress 
in a shaft mnst only be the unavoidable variation due to the cycle 
af operations in the cylinder, and that all load variation should 
pase to and from the fly-wheel and generator without passing 
through the shaft. This implies a rigid lateral attachment of the 
&v-wheel and the generator. 

For a cast-iron wheel the solid wheel is the best, if well designed 
and well cast by a competent founder who can manage the cooling- 
down process sufficiently slowly. Such wheels are usually of small 
Wm, and they constitute, therefore, one of the advantages of the 
mall high speed type of engine as compared with the heavy slow 
type for which the fly-wheel must be large and heavy, and therefore 
must be of some built-up type, either expensive to build safe, or 
liable to be of weak structure if of ordinary commercial type. 


COAL AND ASH CONVEYER FOR NORTH- 
WESTERN ELEVATED PLANT. 


Tus Street Railway Review has received from the John A. Mead 
Manufacturing Company, of New York, a description of the coal 
and nah-bandling plant it is building for the North-Western 
Elevated Railroad Company, of Chicago. The coal storage build- 
tag is 24 х 80 feet, located on the north end of the lot, and con- 
netted with the boiler room by a tunnel, and by an overhead 
pesageway, about 40 feet above the ground. This trestle is about 
2100 fees long, and the receiving hoppers are about 50 feet north of 
the power station; the ask tanks are just north of the receiving 


“к. un loaded from the railroad cars directly into the hoppers, 
sad thence passes through the crushers, which are driven by inde- 
pesdent electric motors, into the buckets of the horizontal conveyer, 
which takes it through the subway to the storage house, and thence 
ap and on to the elevated trestle. The coal is dumped into the 

house or carried on south and deposited in hoppers above 
the boilers ; the dumping is accomplished by means of a movable 
demp carriage, which is operated by a separate chain and wheels, 
sd can be set at any desired point on the upper line. 

For loadiug ashes into the conveyer a special movable hopper, 
travelling over the conveyer buckets on separate tracks in the base- 
ment of the boiler room, is stopped under one of the chutes lead- 
ing down from the ashpit, and the chute opened. By this means 
ashes are transferred to the conveyer buckets in such a manner that 
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SECTION THROUGH ASH CONVEYER. 


they cannot reach the wearing parts of the conveyer. Once in the 
javeycr the ashes are carried round and up, and emptied into 
the ash tanks, from which they can be drawn off into railroad cars 
ое сатіз. The drawing shows the ash conveyer and movable hopper. 
The driving machinery for the conveyer is located on the upper 
line just opposite the stack; there are two drivers Operated by 
independent electric motors of the ironclad type, one driver being 
beld in reserve, so that, in case of accident either to driver or to 
electric motor, the other driver can immediately be put into service. 
This is also true of the coal crushers, which are duplicates, and 
entirely independent of each other. The length of the conveyer 
i spproximately 1,300 feet; the buckets and links are of malleable 
irop, buckets of this material being the only ones that will satis- 
facturily handle ashes for any length of time. The capacity of the 
ecaveyer is from 40 to 50 tons of coal per hour. 


BUSINESS NOTES. 


Auction Sale.—On Thursday, September 20th, Messrs, 
Fidler, Horsey, Sons & Cassell will sell by auction at the Old Mill 
Wirk, near West Drayton, engineers’ and electrical plant and 
machinery. including lathes, drilling and slotting machines, turbine, 
water motors, dynamics, electric motor, accumulators, motor car, &c. 


Electrical Wares Exported. 


Ү век ENDING SEPT. бтн, 1899. | WEEK ENDING SEPT. 4TH, 1900. 


Alexandria .. аа .. Value £134 Adelaide . >» . Value £67 
Amsterdam T ss s 25 Aden. Teleg. apparatus 40 
Antwerp... sx #% $a 40 Amsterdam NT oe .. 148 
Auckland .. c a АЕ 85 Auckland .. ae as . 714 
Bangkok ss - A 12 Bangkok... “з ie .. 110 
Boulogne .. АР ʻi ©» 63 Beira. Teleg. mat. € 44 
Brisbane m Vs .. 167 Bombay  .. t is 141 
Buenos Ayres. Teleg. mat. 449 Bordeaux .. T 80 

8 ss ci 828 , 60 Boulogne. Elec. cabs 150 


Calcutta as T .. 140 Buenos Ayres. Elec. cable n 725 


Cape Town.. - EE . 120 n Teleg. mat. 208 
Chinde. Teleg. mat. .. 520 CalcuWa  .. - > .. 873 
Christchurch "A s x^ 50 ‘is Teleg. wire .. = 94 
Christiania. Teleg. wire Si 47 Cape Town .. T 5% oe 16 
Colombo x a ii 53 Colombo ix ih ва KL 
Copenhagen. Teleg. wire 89 Durban 29 sd és .. 8388 
merara. Teleg. mat. .. 166 East London ee ss zs 78 
Durban "n ET за . . 1,745 Flushing = " ys 16 
East London boo? sare .. 169 Fremantle .. ie ate ЕФ 60 
Gibraltar, Teleg. apprts. © t6 Halifax РА “з єз 8 20 
Hambro. Teleg. mat. .. 800 |. Hamburg a 110 
Hong Kong.. vs aig . . 401 Hong Kong 55 s - 9 
Labuan ws ae RE РЕ 89 Jamaica. leg. mat. .. E 59 
Launceston. . is es T 58 Karachi ss - ia .. 01.28 
Malta. e ee ee ee oe 68 Kobe е ee ees ee ee 83 
Melbourne .. ee s .. 243 Launceston.. id Ж . . 914 
Monte Video va T ME 21 Libau ТА Ey ihe .. 330 
Paris is 9 73 .. 165 Lyttelton Е x .. 97 
Penang. Teleg. mat. .. ais 8) Madras 2 5% si sis 4 
Port Said eo ee ee ев 27 Malta.. oe е ө ee ee 29 
Rio Janeiro.. as са ea 83 Melbourne 4 .. 458 
Santos ee Ж “a 15 50 Teleg. mat. «œ. 9 ( 
Shanghai... id .. 2,06! Port Elizabeth... а/а .. 108 
sí Teleg. wire (old) 92 Rio Janeiro. Teleg. cable & mat. 188,592 
Singapore 92 - 8.7 Rotterdam. Teleg. mat. su 46 
St. Petersburg is аа 78 86. Petersburg... " 184 
i Teleg. wire 8) Beville 6s x es .. 20 
Stockholm .. e ca .. 808 Bhanghai .. Vs s a 85 
s Teleg. wire x 46 Singapore .. = 2 5 .. 111 
Sydne > 2 Es .. 1,002 Stockholm. Teleg. mat. . . 242 
eneriffe 6 ЯР ae 12 Sydney os is - . 1,118 
Tientsin .. m us . . 220 i 'l'eleg. mat. ET .. 404 
Wellington .. - ө , 221 Tokio. Teleg. cable » 185 
Yokohame .. PS es 2s (8 Trinidad. ie a "d b7 
šj elec. wire .. .. 883 Wellington .. i T 25 80 
is elec. cable.. .. 188 РА Teleg. cable .. 887 
ЕХ Telephones .. 298 
Yokohama .. А ix .. 579 
- Teleg. apparatus .. 11,946 
Total os £11,949 Total s £211,081 


Foreign Goods Transhipped. 


Alexandria. elec. spples. Value £106 Gothenburg. Elec. goods Value £40 
Stockholm. Elec. mat... . 108 
Yokohama. Elec mat... ee 10 


Total ee ee £158 


— — 


Bankruptcy Proceedings. — Аё the London Bankruptcy 
Court on Thursday last week, a meeting of creditors was held in the 
matter of Walter Vernon Scott, electrical engineer. The debtor 
states that for 10 years prior to 1897, he was in employment as an 
assistant electrical engineer. In February of that year he promoted 
& limited company called W. V. Scott & Co. Limited, for the 
purpose of carrying on an electrical engineer' business. The 
nominal capital was £5,000 in £1 shares. He put £100 borrowed 
money into the company, and was appointed managing director at 
a salary of £250 a year, 1,500 shares being allotted to him. About 
£1,700 was subscribed by the publie, mostly friends of the debtor. 
The company went iuto liquidation in November, 1898, and the 
liquidation has been closed, no return being made to the creditors 
or shareholders. The debtor returns his liabilities at £725 19s. 1d., 
against assets nil. He attributes his insolvency to liability under a 
judgment obtained by the petitioning creditor in respect of a share 
transaction; and to his liability for moneys borrowed for, and goods 
supplied to, the company during the time that he was managiug 
director. The matter will be wound up iu bankruptcy by the 
Official Receiver as trustee. The following are creditors;— 
Lapdell, £190; Chapell, £184; Lyons, £10; Page, M,. £23 5s. 10d.; 
Scase, R., £30; Scott, A., £200; Simplex Steel Tube Co., £30; Watta 
& Nephew, £101 10s.; Webb, Ware, W., £30 7s. 3d.; Fully Secured: 
London and Westminster Loan and Discount Co. £60. 

Creditors of Wilks, Sloan & Co., electrical enginecrs and 
contractors, 112 Bath Street, Glasgow, and John Lumsden Sloan, 
electrical and consulting engineer there, the sole partner of said 
firm, as such partner, and as an individual, will receive a dividend, 
November Ist. 

Notice appears in the London Gazette of the release of trustee 
(Mr. J. A. Binns) in ve A. Blackburn and J. Walker, (Blackburn, 
Walker & Co., electrical and mechanical engineers of Bradford.) 


Business for Sale.— The electric lighting and engineering 
business of P. C Middleton & Co., Limited, of Aberdeen, Edinburgh, 
Inverness, and Cults is offered for sale as a going concern. See our 
“ Official Notices” this week. 


Catalogues and Lists,—The Shillingford Engineering 
Company, Limited, of Cheltenham, have issued a list (July, 1900) of 
revised particulars of the ‘Trusty " oil and gas engines. 

The Electrical Development and Light Regulating Syndicate, of 
Halifax, have forwarded to us a copy of their new catalogue of 
electric light and power regulators for use on alternating current 
supply circuits. The E.D.S. regulator (protected by the patents of 
Mr. Walter Emmott and others) is claimed to be “the only reliable 
system of saving energy while turning electric light up or down 
like gas." The regulators can be applied without interfering with 
the present lamps or fittings in any way beyond substituting the 
apparatus for the switches at present in use. It is possible to regu- 
Inte any number of lights and at any distance. For hotels, theatres and 
churches, the device is thought to be eminently suitable. The list 
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gives a plan of the internal connections of the regulators and a set 
of lamp curves, showing the power absorbed in watts, and the 
approximate C.P., at each point of regulation. A number of photo- 
graphic illustratious show the regulators for use in different classes 
of premises, 


""Dividend.—5eptember 15th is the last day of receiving 
proofs for dividend in re B. Symmons, electrical engineer, Brighton. 


Electric Carriages,—We have received from Mr. Carl 
Oppermann a price list of electromobiles fitted with the Oppermann 
patent underframe and driving gear. In this system the driving 
mechanism is constructed on a frame quite independent of the 
" body." The rear axle is the driver, although if necessary the 
front axle can be madeto drive. Mounted upon the driveraxle isa 
differential gear which is fixed in the centre of a phosphor bronze 
worm wheel; into this gears a hardened steel worm, which is keyed 
on the end of the motor spindle. The worm and wheel are enclosed 
in a dust-tight gear case, which being partially filled with oil, ensures 
perfect lubrication for the worm. The ratio of the speeds of the 
motor spindle and driving axle is 22 to 1. The bearinga through- 
out are constructed with rollers. The steering is on the Ackermann 
principle, a straight rack and pinion being used so as to make the 
steering less “jerky " than if a series of ordinary levers is used. 
The motor is series wound, with steel horse-shoe two-pole magnets; the 
armature is an improved Gramme ring with 40 sections. The commu- 
tator is made of hard rolled copper, and the brushes of copper 


gauze set as tangents to the commutator; these are said to be far 

referable to carbon brushes, aud do not heat at all Two very 
powerfulfband brakes acting on large drums fixed to the wheel hubs 
and two of Price's patent shoe brakes acting upon the rubber tyres 
are used to stop the carriage. The battery consists of 40 cells 
arranged in four boxes of 10 each, capable of giving a discharge of 
25 amperesifor 5 hours. The weight of the complete cell is 24 lbs. 
They are coupled in series in two sets of 20, and by means of the 
controller when in the first position the two sets are put in parallel 
giving 40 volts, the magnet coils of the motor being in series; in the 
second position the cells are all put in series, giving 80 volts, the 
magnet coils remaining the same as in the first position. In the 
third position the E.M.F. of the cells remains at 80 volts, but the 
magnet coils are put in parallel. These three operations give 
speeds of 5, 8, and 12 miles an hour. By pulling the controller 
lever towards the driver when at the “off” or stop position, the 
current in the armature is reversed, and the car runs backwards. 
At the full speed on level roads the carriage takes 26 amperes, and 
a run of between 45 and 50 miles may be relied upon with one 
charge of the battery. The frame and underworks are easily 
adapted to any shape of body. One of our views shows the frame, 
while another represents the “ Lucania” electrical dog-cart, made by 
Mr. Oppermann. 


Electric Organ.—A Hope-Jones electric organ is being 
erected at Llandaff Cathedral. 


Fatality.—Three men in the employ of the National 
Telephone Company at Glasgow were scriously injured on 31st. ult. 
by the fall of a large iron telephone standard upon which they were 
engaged. One of the men has since died. 


Reduction in Price of Cables.— Messrs. Connolly Bros., 


Limited, notify that on account of the easier tone in the copper 
and rubber markets, they are now їп a position to allow a further 
discount of 5 per cent. from their February, 1900, list prices in 
addition to discounts hitherto allowed. This extra discount will 
apply toall classes of insulation, but not to the extras for lead- 
covering and armouring, which will remain as before. Messrs. 
Connolly have recently compieted extensions in their plant, 
which will enable them to deal more promptly with orders during 
the coming season. 

Messrs, W. T. Henley's Telegraph Works Company announce that 
since their February, 1900, price list was issued the cost of raw 
india-rubber has been reduced, and they have therefore increased 
their discount off the list by 5 per cent. 


Liquidations and Dissolutions.—A meeting of the 
Eastbourne Electric Light Company will be Held at Eastbourne 
on October 8th, tohear an account of the wiuding up from the 
liquidator, Mr. H. Towner. 

A similar meeting regarding the Reason Manufacturing Com ny 
Limited, will be held at Brighton on October 3rd. Liquidator. Mr 
Ernest Wright. | io 

Messrs E. E. Prestwich, L. N. Burt, and S. A. Parkes {Prestwich 
and Burt, electrical and mechanical engineers, Kingston-on-Thames) 
have dissolved partnership. Messrs Prestwich & Burt wil 
continue the business under the old style, and Mr. Parkes will 
attend to debts, &c. 


Paris Exhibition. — Only a few weeks now remain 
before the close of the Paris Exhibition, and we auticipate that 
several deputations will be going from this country to inspect 
electrical machinery and apparatus there. For the benefit of such 
we may mention that a new edition of the Anglo-Saxon Guide w 
the 1900 Paris Exhibition Is. net.) has just been issued by Mern, 
Boot & Son, of Old Bailey, E.C. It contains many illustrations, 
maps and plans, &c., to help one to find the best way about. The 
great demand for the Guide has necessitated the publication of 
this second edition, and the editor, Mr. E. Bernard, has included a 
complete list of the British awards arranged in alphabetical order 
to facilitate reference. 

Elmore's German and Austro-Hungarian Metal Company, Limited, 


has been awarded the Gold Medal for its exhibit at the Pari 
Exhibition. 

We learn from the British Schuckert Electric Company, Limited, 
that the Schuckert Company was represented at the Paris Exhibition 
in the following four sections:—Section 23, electrical machinery 
and motors; Section 25, electric lighting plant: Section 29, general 
plant; Section 118, electrical apparatus for marine and naval pur 
poses, and has been awarded in all four cases the Grand Prix. The 
engineers and representatives of the firm have also received nine 
Gold Medals and eight Silver and Bronze Medals. 

The Albradium Syndicate, Limited, has obtained two Brome 
Medals and an Honorable Mention at the Paris Exhibition for it 
new white metal, Albradium.“ 


Polytechnic Notices,—The day college courses in civil 
electrical and mechanical engineering, and applied chemist 
at the South-Western Polytechnic, Chelsea, will be resumed o 
October 1st. 

The catalogue of announcements—educational and social—f 
the 1900-1901 session at the Northampton Institute, St. John Str 
Road, E.C., has been issued. As usual, very full details are giv 
of the numerous arrangements, and photographs show the difer 
class-rooms, &c. Among the new features for the session are t 
engineering day courses. 


Trade Announcement. —Mr. S. Haynes, manufacture 
agent, has removed from 13, Castle Gate to 13, Mount Stre 
Nottingham, where, for the convenience of the trade aud e 
tractors of the Midlauds, a quantity of accessories, cable fittir 
&c., are kept in stock, including goods of the following ms 
facturers :—St. Helen’ Cables, British Electric Works Comm 
Limited, all Stellite acecssories, Lewis Bayliss Company's it 
and switchboards, New British Electric Lamp Company's lamps, 
a large selection of Messrs. C. Joyner & Company's artistic fittin 


ELECTRIC LIGHT AND POWER NOTE 


Accrington.—The Corporation has directed the pre 
tion of plans and estimates for electric lighting in tne main st 
A proposal is also under consideration forthe Corporation to 
trically equip the Church and Clayton section of the tramway. 
Tramways Company to work the line until the expiration i 
lease, which has six years to run. 
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Aberdeen.—The accounts of the Corporation electricity 
works show satisfactory progress during the past year. The 
revenue was £14,211, the expenditure £6,062; with £457 received 
from the tramway department, the gross profit was £8,606, and 
sfter paying capital charges the net surplus was £2,284. In the 
last two years the electrical energy generated has more than 
doubled 


Bangor.—The new electric lighting works are rapidly 
approaching completion, and it is expected will be opened some 
ume this month. Over 1,000 lights more than it was calculated 
would be required in three years have already been connected. Two 
eqines had originally been arranged for, one as a stand-by to the 
other, but owing to the great demand for electricity both engines 
will have to be kept working, and а third ordered the moment the 
works are started. 


Bath.—The price of electricity supply has been raised 
М. per unit on account of the rise in cost of coal. 


Carnarvon,.— The Gwyrfai District Council has approved 
| Mr. E W.J. Paterson's proposal to apply for powers to supply elec- 
tieity for all purposes within the Councils area. The scheme 
includes the construction of a light electric railway from Carnarvon 
to Dinas Dinlle. | 


Carnoustie.—The Burgh Commissioners intend to oppose 
Ше application of the North British Electricity Supply Company 
for a provisional order, and to apply for one on their own account 
if necessary. 

Christchureh.—The Board of Guardians has agreed that 
the plans snd specification prepared by Mr. Peers in connection 


wah the electric lighting of the workhouse and cottage homes be 
де midi submitted to the Local Government Board for 


Fouport.—A number of the main streets are to he 
electrically with 47 arc and 82 glow lamps. 


Ham.—Mr. F. W. Long, a member of the East 
Council, on Tuesday laid the foundation stone o the shaft for 

electricity station, which is being erected in connection 
the Council's scheme for electric tramways and lighting. 


~ 


— 


Germany.—According to the Board of Trade Journal, 
HM. Legation at Munich states that on the Isar, a few miles above 
Munich, are electric supply works, with four turbines developing 
2/00 E.P. while provision is being made for a further 4,000 H. P. 
Гле ereation of these works has called into being an entirely new 
Ast rial district, which is supplied with light and power by their 
sry. First of all Sendling was served, and now 21 other 
ches enar Munich benefit by these works, which afford a most 
йет пр object lesson in showing the means, where the necessary 
suermower exists, of removing factories, workshops, and labourers’ 
dwellings to cheaper and healthier localities outside great cities. 
The experiment of the Isar works has proved a great success, as 
ibere ate now 90 undertakings of ail kinds, including 25 farms, 
«appiied with light and power by them ; Many of these works pre- 
ready add their valuable buildings and sites in the centre of the 
town, ant far cheaper sites with siding connections with the 
lr , and built workmen's dwellings adjoining at great profit and 
Uwbemy in working expenses In all there are 151 electro-motors 
«m2 1,062 E.P.. and 21 motors with 267 н.р. in course of erection, 
erties which 13,500 incandescent lamps and 329 arc lamps are 
spphed with electric current. A steam engine of 1,000 н.р. is held 
u reserve. The electric cables measure 56 miles long, with 30 miles 
t womdary distributing cables. The Munich municipal electric 

"mplv works om the Isar are largely worked by turbines, with 
“ere steam engines, the former on the Francis system, with an 
(estate system of regulators to counteract the variation of water- 
evel During the recent floods, it is solemnly stated, the accumulators 
were under water for some days, but continued to give out current ! 


Gloucester.— Extensions of the public are lighting are 
"otempisted, and the total number of private lamps connected 
svcaly amounts to 9,230 (8 ср.). According to the chairman of 
пе Eleetricity Committee, recent applications bring up the total in 
prapect to 14,058, while the present capacity of the station is 
12,000 lamps. 


Goole.— At a special meeting of the District Council last 
seek, called to consider the question of electric lighting and the 
илїйсайзоп which the Council had received that a syndicate 
mended to apply for a provisional order for Goole, a resolution 
ree саггіеі unanimously that the clerk should at once take steps to 
"Ue effect to a resolution passed two years ago for the Council to 
Тру for a provisional order, and that the clerk reply to the syndi- 
"se that they were already applying fora similar order and would 
“rongly oppose the granting of an order to outsiders. 


Hayti.— The Government of Hayti has decided to cancel 
- agnting concessions, paying compensation to the holders thereof, 
od to take the lighting of its cities into itsown hands. The electric 
2ht is to be introduced into the capital at an early date. 


Lancashire.— Tie Asylum Board has decided to grant a 
mm of £500 out of the Asylums Fund for the cost of an electric 
ubt installation at Prestwich Asylum, and £5,500 for a like pur- 
pose in the new infirmary buildings at the same asylum. 


Little Lever.—The Lancashire Electric Supply Company 
has applied fora provisional order for the supply of electricity in 
the district. 


Liverpool,—The Corporation has adopted electric lighting 
by arc lamps for the Fish Market. 


Newark.—The District Council has instructed Mr. 
Vesey-Brown to prepare a report and estimate of the cost of 
establishing an electricity supply in the town for publie and private 
purposes. 


Ripon.— The Electricity Committee has recommended 
the Corporation to apply for a provisional order for electric lighting, 
and to employ Messrs. George Harrison & Co. as consulting 
engineers for the scheme, provided suitable terms could be arranged. 


Roumania.—.A central station has just been completed 
and put in operation in the town of Sinaia. The water-power of 
the River Prahova is utilised, and the plant has been supplied by 
Messrs. W. Lahmeyer & Co., Franktfort-on-Main. 


Scarborough.—The new Hospital is to be equipped with 
the electric light. 


Sheftield.—The electrical engineer, Mr. N. E. Fedden, 
has reported to the Electric Light Committee on the necessity for 
large extensions at an early date. On account of the large capital 
already sunk in the undertaking, Mr. Fedden is unable to recom- 
mend the adoption of direct current supply to the central area ; but 
he strongly advises the conversion of the frequency to 50, by 
degrees, aud the purchase of two 1,000-Kw. alternators for next vear, 
at a total estimated cost of £41,895. With the lower frequency it 
is hoped that a large power supply will become possible. 


South Shields.—The Board of Guardians has resolved 
to raise a loan of £2,500 for the electric lighting of the workhouse. 


Sunderland.—The Lighting Committee of the Corpora- 
tion is making some very interesting experiments ах to the com- 
parative cost of gas and electricity for publie lighting purposes. 
The Corporation owns the electrical works, and is naturally anxious 
to utilise them to the fullest extent possible. The experiment made 
with two Sugg lamps resulted as follows :—Electricity (at 23 per 
unit), £7 16s. 6d.; gas (as per contract,, £5 16s. per lamp. In regard 
to the ordinary street lamp the comparison is:—Electricity, £3 6s. Gd. 
as against £2 16s. for gas. The Committee is toconsider the matter 
at a future meeting. 


Warrington.—The Electric Lighting Committee has 
resolved that the price of electricity for motive power be 2d. per 
unit for the first 3,000 units per quarter, and 1d. per nnit after- 
wards. 


Worcester.—The City Council has raised the price of 
electricity in the case of private consumers to id. and 3d., and of 
the waterworks motors to 4d. per unit. Two guineas per annum 
extra will be charged for all-night public arc lamps, 1 guinea for 
half-night lamps, and 5s. for glow lamps. | 


———————— 
ELECTRIC TRACTION NOTES. 


Batley.—The Electric Light and Traction Committce 
have agreed to an addition of £2,000 to the estimated cost in con- 
nection with the proposed installation of electric light and tram- 
ways for the borough. 


Blackpool.—The Bluckpool Gazette says that there was 
an unfortunate breakdown in connection with the electrical tram- 
way system on Tuesday last week. The machinery at present in 
use is only calculated to generate the electricity required by 18 
cars, but since the Claremont Park extension was opened it has been 
ealled upon to provide the motive power for 25 cars. and has there- 
fore been greatly overloaded. New machinery to relieve this 
dangerous pressure has been on order for many months, but it has 
beeu ound impossible- to obtain delivery from the makers. The 
result was that, on Tuesday last week, one of the 100-H. P. steam tur- 
bines broke down under the strain, and the tramway traffic onithe Pro- 
menade wa altogether disorganised. Mr. R. C. Quin acted 
promptly in the emergency, and as quickly as possible made arrange- 
ments with Mr. Cameron, manager of the Blackpool and Fleetwood 
Tramroad Company, for the necessary supply. The Fleetwood 
Company has fortunately some reserve plant which it was able 
to place at the disposal of the Corporation. It was arranged that 
the whole of the electricity required on the Promenade line from 
the Gyun as far as the Central Pier should be supplied from the 
Fleetwood Company's works, while the other 100-u.P. turbine at 
the Corporation works would provide for the supply trom the 
Central Pier southwards. In connection with the lighting depart- 
ment, also, additional machinery has been on order for some time, 
but all the leading engineering firms are so. congested with work 
that it is impossible to obtain delivery without long delay. How- 
ever, there will be considerable extensions all round during the 
winter, and when another season arrives it is understood that both 
tramway aud electric lighting departments will be fully prepared 
for all emergencies. 
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Glasgow.—The Corporation Tramway Committee on 
28th ult. inspected the power station in course of construction at 
Pinkston, Port Dundas, for the supply of electricity for the electric 
cars. Mr. Parshall, the consulting engineer, explained the machinery 
and its arrangements. There were two special cars of different 
designs submitted for the consideration of the Committee, and the 
present double-decker now on the Mitchell Street-Springburn route 
was selected as the most suitable for the new system over the whole 
eity. Two horse cars, reconstructed for electric traction, were also 
exhibited. At the car sheds at Coplawhill five new cars are being 
turned out every week. Mr. Young believes tnat the electric system 
embracing the entire city will be inaugurated about the beginning 
of next year or shortly before the opening of the Exhibition. 

The electricity works at Port Dundas and Pollokshaws Road are 
to be officially inaugurated on Thursday, 13th inst. 


Lake District.—We had almost thought that opposition 
based on esthetic grounds to the overhead trolley had died out, but 
some writers in the London newspapers are going out of their way 
to protest against the use of the system in the Lake District. An 
attempt has been made to create a strong public fceling against 
spoiling the unique beauties of the district. From personal 
acquaintance with this part of the country we consider that a trolley 
line is just what is wanted for the Windermere, Ambleside, and 
Bowness districts, which newspaper correspondents are so fearful 
should be spoiled. The scheme which is now on fvot is being 
promoted by a London company in conjunction with the Winder- 
mere and District Electric Supply Company. The Light Railways 
Commissioners will hold their inquiry on September 24th. One 
correspondent of the Standard, who is acquainted with the district, 
is rapturous in his appreciation of the scenery, and he recommends 
the electric railway scheme as being bound to secure public con- 
venience and utility. 


Liverpool.—As representing the shopkeepers of Man- 
chester Street, a deputation waited upon Alderman Petrie on 29th 
ult., and pointed out that since the withdrawal of all tramcars from 
Manchester Street and St. John’s Lane, the tradespeople complained 
of a marked falling off in custom. It was also argued that the taking 
away of the cars was exercising a prejudicial influence on the 
property. Alderman Petrie intimated that in the course of the 
next two months the Tramways Committee hoped to have lines laid 
in Manchester Street, and that then at least a third of the traffic 
would pass through that thoroughfare. 

The City Council was on Wednesday asked to sanction the 
purchase from „Messrs. Dick, Kerr & Co., Limited, of an additional 
100 cars similar in type to those at present being supplied by that 
firm 


Surrey.—A syndicate proposes to ask for powers under 
the Light Railways Act in November next to run a light railway 
from Chobham to Woking, and thence to Send, Ripley and West 
Horsley, and from Walton to Weybridge, and thence to Addlestone. 
In addition to these two schemes the Kingston Town Council pro- 
pose to ask Parliament for powers to construct an electric tramway 
in Kingston aad Surbiton, to connect with the London County 
Council's system of tramways at Kingston Vale, and with the London 
United Tramway Company's system at Kingston Bridge, in Hampton 
Wick, Middlesex. 


Tramway Schemes.—Promoters of tramway companies 
have been particularly active during the past year. The report of 
the Board of Trade, issued last week, shows that the number of 
applications for provistonal orders was 36—the largest total since 
1881. Thirty-five of these applications included power to construct 
new or extension tramways, only one being for permission to use 
mechanical power on existing lines. According to the Financial 
News the rush was due not so much to the private promoter as to 
the local authorities, who would appear to have suddenly awakened 
to the advantages of improved facilities for locomotion within their 
districts. They were responsible for no fewer than 27 out of the 36 
applications, the total estimated cost of the tramways applied for 
being £1,626,307. There were but 12 applications for provisional 
orders for gas undertakings and one for gas and water. The amount 
of capital proposed to be authorised in the first case was £225,200 
in shares and 458,050 in loans; in the latter the capital was 
£311,000 in shares and £77,750 in loans. 

It is stated that a notification has been conveyed to thé various 
Parliamentary agents who are now entering upon the preliminary 
work in connection with next year's private bille, that the revised 
clause securing better accommodation for the working classes which 
was inserted in the London United Tramways Bill,at the instance 
of Mr. Lough last Session, will be insisted upon in all future 
measures authorising the construction of tramways. 


Wrexham.—The Drake & Gorham Electric Company 
have taken over the old Wrexham Tramway Company’s undertaking, 
and will equip it for electrical working. The engineer has 
reported upon the progress of the electric lighting of the town 
which is satisfactory, except as to the underground mains and 
cables. The Council adopted 6d. as the charge for lighting 
purposes, and 3d. per unit for motor supply. 


чаи e 


TELEGRAPH AND TELEPHONE NOTES. 


Cable Communication in the East.—The operations 


of the Northern Telegraph Company of Copenhagen, which recently 
completed the laying of a new submarine cable between Taku and 
Chifu, aad is now engaged in establishing a similar cable between 
Chifu and Port Arthur, seem (says the Financial Times) to have 


excited considerable discord in Russia. Not only do the Russian 
papers express animosity towards the company, but they charge it 
with baving introduced excessive tariffs and with inefficient trans. 
mission of the telegrams. As a consequence they urge that the 
Russian Government, in order to be independent of the company 
should take steps with a view to the laying of a Russian cai 
between the island of Sakhalin and the Japanese island of Yesso, = 
as to form a connection with the Japanese telegraph system. In 
this connection a Danish correspondent states that in Copenhagen 
the dissatisfaction is regarded as entirely without foundation, the 
more 80, seeing that under the existing pressure of affairs the 
Russian telegraph department is quite unable to perform its work. 
For instance, thousands of telegrams have during the past fow 
months been forwarded by wagon across long sections of Siberia 
and the Russian telegraph department seeks to defend itself by 


transferring the blame tothe Northern Telegraph Company. 


Carrier Pigeons and Telephones.—The Daily TW. 
graph says that carrier pigeons are to be substituted for the 
telephone in Berlin during thunderstorms. Some few weeks ago an 
official in the telephone department was struck by electricity in the 
discharge of his duties during a severe thunderstorm, and aince that 
incident the authorities have been very careful to close the telephone 
when a like danger was feared. 


Chinese Telegraphs.—The Times correspondent at 
Shanghai telegraphing on August 31st, stated: Telegraphic com- 
munication between Sbanghai and Chifu is interrupted owing to a 
breakdown of the land lines between Tsi-nan-fu and 'Tei-ning-char. 
The regular cable service will probably begin in the middle of 
September.” A Reuter dispatch on September 2nd, stated thst 
" Communication with Chifu, which had been interrupted for two 
days, had been restored.” 


Telegraphic Interruptions and Repairs — 


CABLES. INTERRUPTED, REPAIKED. 
ROUTH AMERICAN :— 
Cayenne-Pinheiro ee ee ee ee Oct. 11, 1899 
Pará-Maranham ee ee ee ee ee 1, 1 


Ceará-Maranham 
Wrer INDIES:— 


Mo'e St. Nicholas-Cape Haitien.. 
Latakia-Cyprus 


ee Feb. 20, 1900 


.. March 6, 1900 .. 


8t. Lonis (Sencgal)-Bathurst * .. Aug. 95, 1900 
Tarifa-Tangier T v . oe .. Jan. 8, 
LANDLINBS:— 
Cim NERE :— 
Tientsin-Pekin i ee y June 12, 1900 


Pckin-Kalgan • oe ee ee ee ee 

Kalgan-Maimatchin ee ee oe ee June 80, 1900 oe 

Tientsin, via shanghai oe oe . oe oe 

Tientsin-Niuchwang ee eo ee ee June 18, 1900 ee ee 

Shanghai-Chifu ОПО Uo T Sept 1, 1900 . Sept 3 1900 
Востн AMERICAN:— : 


Communications with all offices of Columbia 

beyond Buenaventura .. 6% : Vs . "T 
Ecuador landlines .. is ee T б T 
Landlines south of Macahé (Brasil)) ; А ба 
Landlines south of Serena s vi .. July 80, 1900 $4 


Communication “via Hanekine" interrupted . 
on Persian territory ee ee ee . o Feb. 94, 1900 ee ee 


The German-American Cable.—[In a telegram con- 
gratulating him upon the speedy execntion of the Emden-Newv 
York telegraph cable, the German Emperor has appointed Herr Von 
Podbielski, the Secretary of State, à /a suite of the Third Regiment 
of Ziethen Hussars. Telegrams passed between President McKinley 
and the German Emperor containing mutual congratulations up" 
the completion of the cable, and expressing the belief that it woul 
contribute to the maintenance of friendly relations between the twò 
countries. 


~ 


CONTRACTS OPEN AND CLOSED. 


OPEN. | 
Aberdeen.—September 29th. The Electric Lighun 


Committee wants tenders for two 200-Kw. direct coupled continuon 
current generators, and one 120-Kw. balancing set; one 420-к® 
direct coupled generating set. All Willans engines. See “Ofici 
Notices August 24th. | 


Brussels,—September 19th. The Council of St. Jille 
les Bruxelles, invites tenders for the installation and tl 
commencement of supply upon a part of its territory. Conditio! 
and plan for three francs at the office, No. 14, Parvis St. Jille 
St. Jilles. 


Budapest.—October 15th. The Hungarian Minist 
of Commerce is prepared to receive tenders for the installation 
two telephone exchanges, local and interurban, complete in : 
respects. See Official Notices August 3rd. 


Copenhagen.—September 19th. Tenders are wan 
for two steam boilers for the electricity works. See “ Оћс 
Notices " August 31st. 


Dublin.—October 4th. The Electric Lighting Cul 
mittee wants tenders for the supply and laying of mains and ace 
sories. See Official Notices" August 31st. 


Dundalk. — September 18th. The Urban Distr 


Council invite proposals fora transfer of their electric lighting ort 
for the purpose of supplying electricity for public and priv 
lighting and energy for manufacturing purposes within the url 
district of Dundalk. Full particulars at the office of the Boro 
Surveyor, Town Hall, Dundalk. 

- (Continued on page 389.) 


Vol 47. No. 1,189, БЕРТЕМВЕВ 7,1900] THE ELECTRICAL REVIEW. 381 


THE CITY AND SOUTH LONDON RAILWAY. The total length of the railway system from 1890 until 

— this vear was 34 miles of twin tunnels, but the two extensions 
[т is ten years, all but a couple of months, since the City which have been opened this year, as shown on the map which 
and South London Railway was inaugurated by the Prince 
of Wales, and we Of course there 


have been great 


accompanies this article, bring up the length to 44 miles. 


suppose no English 


electrical undertak- 
ing constructed 
ether before or 
since 1890 has re- 
ceived so much 
attention from 
home and foreign 
electrical engi- 
neers and rail- 


developments in 
electrical machinery 
for traction work 
within ten years, 
and when it became 
apparent that a 
new station was 
required for the 


purpose of the new 


my authorities. sections, it was re- 
There was a time 
when every 
American electrical 
engineer on a visit 
this country must 
see the pioneer 
underground electric 
miway, whatever 
else was left un- 


solved toadopt plant 


more efficient and 


* | 


HAE E 
7 


economical than 


that which was 


тҮ" 


E 


LI 


; 


already doing 
service. The old 


generating plant, 


with the exception 
of a few details, has 


COAL CONVEYOR. 


sen. Designed and been sold, and the 


Constructed under the supervision of the late Mr. Greathead, dismantling process was proceeding at the time of our visit 
and electrically equipped under the control of the Doctors 


Hopkinson, the railway was laid down upon original lines 


а few weeks ago. The old buildings are now to be utilised 


for the tool and repair shops required in connection. with 


GENERAL VIEW OF POWER STATION. 


which have, we trow, been of material assistance to the 
Е Е b Р J 

promoters’of lines which have been subsequently planned 

‘amd carried out beneath the city of London. 


the railway. A generating station and additional carriage 
sheds have been erected on a piece of land adjoining the 


existing station at Stockwell. 


F 
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Two 300-kw. WILLANS-E.C.C. 


* 


ETZ 
AN 


yf 


Ht 


800-Kw. COLE, MancHENT & MonLEv-E.C.C. SET. 


With the extensions to Clapham Common and Moor- suitable for- the new line, both on account - of- the 
gate Street, and the further extension to the Angel, at drop in the rail return and also the loss in the feeders. All 
Islington, which was then about to be started, the methods were carefully considered, and the possible systems 
ordinary two-wire system of working was no longer of working were finally brought down to three, namely 


/ 


—— 
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(1) the three-phase system with sub-stations; (2) an extension 
of the two-wire system with feeder and return boosters ; and 
(3) the £hree-wire system with balancers. On account of 
rumours that the latter system was unsuitable for traction 
work, the question 
of adopting it was 
very carefully gone 
into, and there really 
seemed. no reason 


months 
‘shown that 

е responsi sible for 
tion of the 


E "The general "arrangement of the plant is shown 
accompanying plans (p. 387). Special attention is 
ied to the fact that all the; machinery and equipment 


cs ттк: 


Мезен 


are of British manufacture. The building as now erected, 
and containing the plant for the line, including the 

Street and Clapham Common extensions, is 150 
feet long by 90 feet wide, the boiler and engine houses 
being practically under the same roof, and thus the length of 


Coat BUNKERS. 


the steam piping is reduced to a minimum. Over the 
boilers the coal is stored on a steel and concrete floor in 
wrought-iron bunkers with a passage down the centre. 
These bunkers have a capacity of about 1,000 tons. 


The coal is de- 
livered by carts to a 
hopper outside the 
boiler house, and 
from here it is ele- 
vated and conveyed 
to the bunkers by 
an elevating and 
conveying plant 
erected by the New 
Conveyor Company, 
of Birmingham. 
We give photo- 
graphs of the 
bunkers and the 
conveying plant. 
From the bunkers 
the coal is delivered 
by measuring shoots 
to the hoppers of 
the mechanical 
stokers below. 

The boiler house 
contains nine Davey- 
Paxman “Eco- 
nomie“ boilers 15 
feet 6 inches x 8 
feet 9 inches dia- 


meter, Capable of evaporating 8,000 Ibs. of water per 
hour each, the working pressure being 160- lbs. per 
square inch. Each boiler, as will be seen from one of our 


> POWER STATION. 


views, is fitted with Vicars’ mechanical stokers. The 
main steam range is duplicated, and consists of lap-welded 
steel pipes, with all valves controlled from the engine room 
floor. 

The generators are all direct coupled, and their size 
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arranged to suit the 
output at various 
times of the day, 
depending upon the 
number of trains 
running. With the 
exception of the 
original Siemens— 
Willans set of 
125 Kw. removed 
from the old power 
house, all the gene- 
rators are of the 
Electric Con- 
struction Company's 
make, and consist. of 
one 125-KW. gene- 
rator coupled: to ‘a 
high-speed : Willans 
engine, and two 
300 - км. also 
coupled to Willans 
engines. The re- 
maining two 
800- KW. sets are 
direct coupled to two 
Corliss compound 
engines built by 
Messrs. Cole, Mar- 
chent & Morley. 
Each of the above 
sets iscapable of tak- 
ing an overload of 33 
per cent. without 
excessive sparking 
or heating. All the 
generators are com- 
pound wound to 
maintain a constant 
pressure of 500 
volts;at the switch- 


LEME 


The main engines 
exhaust -into a 
32-inch diameter 
main running the 
entire length of ‘the 
engine house, to 
one end of which 
is coupled a surface 
condensing plant 
by Messrs. Cole, 
Marchent & Morley, 
shown in our photo- 
graphs. The air- 
pumps are of the 
Edwards type. The 
cooling water is 
passed over two 
Klein's cooling 
towers, which we 
illustrate, by two 
centrifugal pumps, 
one steam driven 
and the other driven 
by ап E.C.C. motor 
of 60 B.H.P. The 
other end of the 
exhaust main rise 
above the building, 
and has an auto- 
matic valve which 
opens when a small 
pressure rises in the 
main. 

The distribution 
is carried ош on 
the three-wire sys- 
tem, with the run- 
ning rails as the 
middle wire and 
the working con- 


ductor in each 
tunnel as the outers, 
with a difference 
of potential of 1,000 
volts between, ., 
500 volts between 
the working con- 
ductor and 


board. The shunt 
regulating resist- 
ances are operated 
from the  switch- 
board platform. 
The two Willans 
engines for the ) 
300-KW. sets are of running rail in each 
the patent central- | | UU tunnel. The work- 
valvecompound type SS ee, TT" ing conductor it 
of 3-R size. The each tunnel is fel 
most economical at three points, Viz. 
load Sof the engine Stockwell, Kenning- 
is 470 brake H.P., ton, and London 
and the maximum Bridge. The Ken- 
load 585 brake H.P., nington feeder is 
when running at a coupled through a 
speed of 320 revo- booster to com- 
lutions per minute pensate for the drop 
with a steam pres- in the feeder, und 
sure of 150 lbs. at London Bridge 
The engine for the battery sub-sta- 
the 150-Kw. set is tion and reducers 
of the same type, maintain a constant 
of 2-1% size. The pressure. 
most economical The sub-station 
load of this engine at London Bridge 
is 180 brake H.P., is fed from the main 
and the maximum board at Stockwell 
load 220 brake H.P. ; on a five-wire sys- 
thespeed 18 350 revo- tem, ïe., a metor- 
lutions per minute, generator is placed 
and the steam pres- between the bus 
sure 150 Ibs. bar and the higl 
Theenginesarefit- ^ tension feeder 
ted with very heavy Zu S | adding 500 volt 
fly-wheels, and ex- to the feeder. Th 
tremely good gover- high tension boan 
ning is obtained. shown on the righ 


, 


ELECTRICALLY DRIVEN PUMP. 


* Economic” BOILERS AND VICARS’ STOKERS. 


a 
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of the main board is connected with the sub-station. board 


by Callender’s armoured cables, where the voltage is reduced ideas of Mr. 
to 500 volts per side by ‘reducers on the Electric Con- Some: 


struction Com- 
pany's patent high 
tension continuous 
current system. In 
addition Lo the 
reducers, the sub- 
station contains, in 
three arches, a 
battery of 556 No. 
19 H.B.11 tyre 
Tudor accumulators 
of the following 
capacity :— 


450 amp.-hours when 
discharging at 150 
amperes for 3 hours 

350 amp.-hours when 
discharging at 350 
amperes for 1 hour 


with the necessary 

charging trans- 

formers. The motor- 
generators, trans- 
formers, and switch- 

Wad are shown in 

our two photos of 

this sub-station. 

At Moorgate 
Street, the Elephant 
and Castle, and 
Clapham Common 
stations balancers 
are placed, each 
machine being 
capable of dealing 
witha load of 160 
to 200 amperes con- 
centrated on one side 
of the system. 

On the Moorgate 
Nreet and Clapham 
Common extensions 
the lifts are worked 
electrically from the 
Same source of 
supply as the loco- 
motives. 

The contract fcr 

the complete elec- 
trical equipment was 
lt to the Electric 
Construction Com- 
pany, who were ably 
represented on the 
work by Mr. N. H. 
White, with Messrs. 
Willaus & Robinson, 
Messrs. Cole. Mar- 
chent & Morley, tle 
Tudor Accumulatcr 
Company, and Cal- 
lender's Cable Com- 
pany as sub-con- 
tractors. 

Messrs. Cole, 
Marchent & Morley 
were entrusted with 
the erection of the 
condensing plant, 
water coolers, steam 
and exhaust pipes. 

The boilers, feed 
pumps, stokers, and BoosTING 
all pipe work con- 
nected therewith, were erected by Messrs. Davey, 
Paxman & Co. i 

The New Conveyor Company, of Birmingham, erected 


SWITCHBOARD. 


SWITCHBOARD. 


Left hand. 


Kar 


R ee 
е yd: г. d if E 
ES RR de. A ERR 


Riglit nad. 


PET. 


qm 
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the coal handling plant, and as this was erected to the 
MeMahon, the company’s engineer, 
special NOLES T! carding T May he here given. 


The coal is tipped 
Into а concrete 
hopper which will 
hold about 25 CONS, 
and is situated over 
the elevator. boot- 
shield, with a plate 
to direct the coal 
into the buckets, 
and prevent it 
falling into tle 
Spaces left round 
the elevator, and 
to allow a man to 
vet down to the 
foot of same and 
inspect the wear, 
The elevator has 
I2 inches seamless 
stamped steel 
buckets, spaced 2 
feet apart on the 
No. 2 standard wide 
wearing surface coal 
elevator chain, and 
skidder bars 4 inches 
„inch flat iron 
are fitted on so as 
to slide on the angle 
Iron guides carrying 
the upgoing load 
and the empty 
PECI strand of 
chain and buckets. 
These angle irons 
аге fitted inside а 
steel ease made of 
s neh plate, which 
renders the elevator 
dust - tleht. The 
distance between 
the centres of the 
top and bottom 
shifts is 56 feet, 
and the shafts are 
3 inches diameter, 
beinge carried at the 
top by brass bushed 
split pedestals bolted 


on anele IONS 
attached to the 
outside of the 
elevator Gase. 
Lower down on 
this “Case addi- 


tional angles are 
rivetted to carry two 
pedesta s. III which 
л ecountershaft, 
fitted with reducing 
саг, is fixed, and 
at the opposite end 
of the — shaft T 
hevel wheel is fixed 
to -CEAT With one 
on the diagonal 
shaft carried some 
distance down the 
elevator and driven 
bv a lower counter- 
shaft, which passes 
through the elevator 
to the cross-shaft 
келгей at the 


opposite end with the main shaft, which is driven by a 


lo BHP. 


Westinghouse 


motor. [n the boot 


of the elevator there is fixed a patent automatic feeder, 
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which allows only sufficient quantity of coal to pass into guides, is fixed by three bolts, and the scraper can be 
the boot to be comfortably picked up by the buckets. ^ removed by taking out five small rivets, and any of these 
The coal after being lifted is tipped over the top sprockets ^ repaired pieces can be obtained or fixed at the depót. The 


LONDON BRIDGE SuB-STATION LONDON PripGe SUB-STATION. 


conveyer has 20 outlets with sliding doors under which are 
down a shoot into the conveyer. This is made on Little's fixed two-wav shoots delivering to either side into the coal 
patent push plate design, 134 feet centres, and consists of bunkers. The bunkers are 120 feet long by 19 feet and 
a steel trough, the frame of 2 inch bottom plate, to which 12 feet wide respectively by 8 feet deep, made of A-inch 
two 6-inch x 38-inch channel irons are rivetted with plate, and stiffened with angle irons, &c. These bunkers are 
angle iron uprights about 3 feet high, fixed by means of divided so as to prevent spreading of fire which might occur 
cleats to the frame, and at thetop of these are rivetted in the coal bunkers. Outlets with vertical balaneed sliding 

doors worked by chain pulleys and weights are fixed on the 


angle irons which carry the return chain and scrapers. Both 
the top and bottom guides on the elevator and conveyer are plates which form a passage between the two bunkers, and 


lined with hard strips. The chain is made from stamped 
steel with alternate solid single and double links of 6-inch 
pitch, the solid single link is 1 inch wide by 14 inches deep, 
and the double links are 2 inch wide and 14 inches deep and 


8 


secured to the single links by means of hardened steel pins 


AENA 
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i inch diameter; the wearing part is turned down at ends 


eg 2 . . A. Authorised Great Northern & City Railway. с E 
to $ inch, so that the double links are securely rivetted to B. E line of London, Walthamstow & Epping Forest Railway. 
1 | : e 2 - Cross lines show extensions completed, 
the pin, allowing same to turn only in the wide single „ 


link. The push plates fixed at 2 feet pitch are | | s 
detachable, and are themselves formed to allow of the coal is located in hoppers in the floor to which suitable 
the wearing parts being renewed without detaching the measuring chambers are bolted. These measuring chambers 
body from the chain; thus the bar which slides on the have a capacity of 2 ewts. each, and are 10 in number, each 
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PRESCOT ErkcrRICITY WORKS. 


one supplying the two hoppers on one boiler ; they are fitted 
with top and bottom sliding doors worked by a lever at the 
charging floor level to open and close the two doors at. the 
same time, and a pointer revolving on a dial registers 
the number of charges put into each boiler. The 
ah plant consists of an 8-inch bucket elevator fitted 
with strong seamless buckets attached to 4-inch pitch 
3$ inches wide malleable cast-steel chain. The elevator 
is entirely cased in and receives the ashes through 
а strong grating fixed on the inside of the boiler house, and 
the ashes gravitate to the boot down а small shoot. The ash 
is dumped over top sprockets into a bunker having a capacity 
of 12 cubic feet made in ]-inch plate with necessary angle 
iron stiffening, &c., and fitted with a door worked bv a lever 
and connecting rod from the floor level, and carts drawn 
under this hopper receive the contents through the door. 
The structure supporting the ash plate consists of 6 inches x 
3 inches channel iron uprights, 8 inches x 4 inches cross 
stays, and the necessary amount of angle and flat bar 
bracing. 

The engine and boiler houses were built by Messrs. 
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GENERAL VIEW OF ENGINE Roox. 


BRITISH INSuLATED WIRE CoMPANY’s WORKS. 


)RASS SHOP. 


Whitehead & Co., and the chimney and flues by Messrs. W. 
Neil & Co. 
The whole of the work was carried out under the super- 
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vision of Mr. P. V. McMahon, the company's engineer, Clapham and Moorgate Street. will по doubt, help опе 
to whom we owe our thanks for his assistance in the way to commercial success, but the, {Islington extension 
preparation of this article. Mr. McMahon also acted as which will be completed next year, is' the one from whieh 
consulting engineer for the work, assisted by Mr. N. Rheam, the greatest things are expected. The intention of the 
the company's chief assistant. engineer. company is not to stand still, however, for extensions farther 


Hollow core segmental cable for A.C, distribution 


— 


7, 
Hf yj 


Clover Leaf” three-core wire-armoured cable. Six-core feeder cable for Poplar; main cores, 0*5, С", and 0°25 sq. in., 
b es with three 7/20 pressure wires, 
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Heavy tape-armoured single core cable (1:8 sq. n.). Low-tension thrce-wire cable for Glasgow (I, I, and G*5 sq. in.). 


SOME TYPICAL CABLES MADE BY THE B,I.W. Co. (Full Size) 


. 
ГА 


The City and South London Railway has had an uphill out from both ends of the line have been already under 
fight ever since its birth, and no one could wish it success consideration, and may be regarded at least within the 
more sincerely than those who have followed the troubles sphere of the probable. When the company requires to 
against which it has had to contend. The extensions to -issue new capital for further sections we do not anticipate 
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that it will have to concern itself much as to whether 
investors will be ready with the money, for underground 
electric railways are very much in favour with most people. 


THE BRITISH INSULATED WIRE COMPANY’S 
WORKS AT PRESCOT. 


(Concluded from page 347.) 


THE operations of the company are not confined to cable 
making ; joint boxes and other accessories, including fuses 
and switch gear for their equipment, are turned out in large 
quantities. For the manufacture of the latter there is a 
brass and copper foundry, and a well-equipped machine 
shop, of which we give a view. Besides lathes, shaping 
machines, band saws, &c., there is a large lathe for turning 
rolls, &c., and a number of automatic screw-making 
machines. Piles of disconnecting boxes are seen in the fore- 
ground of the view, as well as the switch gear for a tramway 
feeder pillar. A new machine shop, three times as large as 
the present one, is about to be erected for the manufacture of 
insulators and accessories for the overhead equipment of 
trolley lines ; when this is complete the company will be in 
a position to supply everything required for line equipment, 
from the trolley wire to the terminals at the power station. 

A repair shop and smithy provide for the maintenance of 
the cable machinery, and all the tools used in the works are 
made in а separate department. 

The older portion of the works is driven by two horizontal 
Corliss engines, but most of the power is supplied from a 
dynamo room adjoining. The latter will shortly be super- 
seded by a power supply from the adjacent Prescot electricity 
works. 

Not the least important part of the factory is the copper 
store, in which a floating stock of copper worth about 
£50,000 is constantly on hand. А suite of offices, most 
comfortably furnished, occupies the front of the buildings, 
and provides accommodation for the engineer and manager, 
Mr. Nisbett ; the works manager, Mr. Bates; the secretary, 


Mr. E. Tracey; the board of directors, and the staff of 


clerks, draughtsmen, &c. 
The guiding principle upon which the works are run is 
that of utilising labour-saving machinery for all that it is 
irorth ; that is, the machines are worked at the highest pos- 
sible speed and load, in recognition of the truth that it is 
far better to wear out machines and replace them than to 
muddle along with old apparatus. For the same reason no 
hesitation is felt in scrapping plant wholesale directly 
improved methods or machines are available. We may put 
it that the load factor, not only of the plant but also of the 
&aff and buildings, is kept as high as possible. 

Among recent contracts carried out by the company may 
be mentioned the high tension cables for the Willesden and 
Deptford transmission lines, each having two cores of 
{ square inch section with insulation 4 inch thick, working 
at 10,000 volts pressure alternating ; and the big Glasgow 
cable, the largest ever made, having triple concentric cores 
of 1 square inch, 1 square inch, and 5 square inch cross 
section. The last-mentioned cable was 34 inches in diameter 
over the lead sheathing. All the new cable for the City 
Electric Lighting Company is also being made by the B.I.W. 
Company The largest single-core cable manufactured by 
the company had a copper cross-section of 1:8 square inches. 

We give on the opposite page some cross-sections of 
these and other cables, | 

We must not omit to express our thanks to Mr. Nisbett, 
who furnished us with thedata for this article, and Mr. Bates, 
who piloted us through the various departments, on the 
occasion of our recent visit to the works. 


Prescot ELECTRICITY WORKS. 


One of our views on p. 387 shows the engine room of the 
above works, which were erected by the British Insulated Wire 
Company for the lighting of Prescot and the neighbouring 
townships, some of them three miles away. This station 
contains two Ferranti alternators and a Mordey machine, 


rope driven by Browett-Lindley vertical engines. Two 
large Johnson & Phillips alternators, of a later date, are 
visible in the beckground; these are direct coupled to 
engines of the same type as the smaller ones. A new 
direct current set, which will be used chiefly for the supply 
of power to the factory, is about to be erected, consisting of 
a Browett-Lindley engine and a 400-Kw. dynamo of the 
English Electric Manufacturing Company’s make. 

There are two 30 feet x 7 feet Lancashire boilers in use, 
and two more, 30 feet x 8 feet, with Vicars’ stokers and 
Musgrave superheaters, are in course of erection. А Green's 
ссопотівег is provided, and a condensing set by Messrs. 
Browett, Lindley & Co. The feed pumps are of the Weir 
type, together with one by Worthington. 

Feed and condensing water are obtained from a large 
reservoir close by, belonging to the factory; this ів 
replenished from a disused and flooded coal pit about a mile 
away, where a motor-driven centrifugal pump has been put 
down. 

The output of the works last yéar was about a quarter of a 
million units, which will be largely exceeded when the power 
plant is inaugurated ; the load factor is already very high, 
thanks to the long hours of the B. I. W. works. 

We are indebted to the resident engineer, Mr. Sprunt, for 
the above particulars, and for his kind assistance on the 
occasion of our visit. 


CONTRACTS OPEN AND CLOSED. 
| (Continued from page 380.) 
Eastbourne.—October 4th. Тһе Corporation wants 


tenders for a water-tube boiler and fittings, 400-Kw. steam 
alternator and switchboard. бее Official Notices " to-day. 


Germany.—September 10th. The Hamburg Finance 
Deputation is inviting tenders for the supply and erection of two 
30-ton electric cranes. Particulars may be obtained for 3s. from the 
Secretariat II. der Finanz Deputation (Rathhaus Ober-Erdgeschoss, 


Zimmer 429), and tenders marked 339 are to be sent to Die Finanz 


Deputation, Hamburg. 


Glasgow.—September 28th. The Corporation are pre- 
‘pared to receive tenders for the supply and fitting up of the power 
station piping required at Pinkston. Specifications, &c., on applica- 
tion to Mr. John Young, general manager, 88, Renfield Street, 
Glasgow. А bank draft for five guineas, payable to the General 
Manager, must accompany each application for specifications, 


Greenock.—September 10th. The Police Board requires 
tenders for water-tube boilers, steam dynamos, boosters, switch- 
board, piping, &c., for electric traction. See Official Notices" 
August 24th. s 


Hackney.—September 12th. The Electric Lighting Com- 
mittee is wanting tenders for the supply of condensing plant, cooling 
apparatus, pipe work and valves, feed pumps, switchboard and 
boosters, arc ban meters, crane and workshop equipment. See 
“ Official Notices” August 17th. 


Hammersmith.—September 12th. The Vestry wants 
tenders for two single-phase alternate current motors coupled to 
two centrifugal pumps. See “ Official Notices” August 24th. 


Hampstead. — September 27th. The Vestry invites 
tenders for eight marine boilers, piping, feed-heater or detartariser, 
fuel economiser, and tanks. See '' Official Notices” August 24th. 


Hull.—September 27th. The Corporation wants tenders 
for certain steam and water pipes, pump, water softener, &c., for 
electricity works. See “ Official Notes" August 24th. 


London.—September 24th. The L.C.C. is inviting 
tenders for the supply of mains for the installation for the Victoria 
Embankment and Westminster Bridge. See “Ofcial Notices” 
August 31st. 


London County Council.—September 22nd. Tenders 
are wanted for boilers, engines, dynamos, &c., at the Horton Estate, 
Epsom, Surrey. See “Official Notices" August 10th. 


Luton.—September 14th. The Town Council invites 
tenders for watt-hour and demand meters. See “Official Notices” 
August 3rd. 


Manchester.—September 18th. The Tramways Com- 
mittee wants tenders for two steel boilers for heating, cast-iron pipes, 
rubber rings, bolts and nuts, steel stanchions, and 100 car trucks. 
See “ Official Notices " to-day. 


Mexborough.—September 15th. The Council wants 
tenders for a Lancashire boiler, two 50-kw. dynamos, balancer and 
boosters, feed heater, and pump, switchboard, battery, mains, crane, 
and adapting the street gas lamps for electric lighting. See 
"Official Notices” August 31st. 
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Nelson.—September 8th. The Corporation wants tenders 
for a 200-kw. steam dynamo. Specifications from Mr. Allen, 
engineer at the gas works. £2 28. deposit. 


Nelson,—September 18th. The Gas and Electricity 
Committee wants tenders for the supply of electric light cable. See 
" Official Notices " this week. 


Perth. — September 15th. The Commissioners want 
tenders for direct current meters and cut-outs. See “ Official 
Notices " August 31st. 


Plumstead.—September 19th. The Vestry wants tenders 
for boilers, refuse destructor, steam fittings, economiser; steam 
piping, pumps, &c., &c.; steam generators—two 300-LH.P.; two 
150-rH.P.; and one 100-rH.P.; condensing plant, cooling tower, 
&c.; switchboard ; battery; traveller; mains, meters, arc lamps 
and posts, &c. See “ Official Notices " August 10th. 


Portsmouth.—September 10th, Tenders are wanted 


for electric light fitting work at the new Drill Hall. See “ Official 
Notices” August 31st. 


Preston.—September 10th. The Guardians want tenders 
for an electric light installation at Fullwood Workhouse See 
* Official Notices" August 24th. А 

Salford.—October 2nd. The Cleansing Committee of 
the Corporation wants tenders for a two or three-cell refuse destructor. 
Also for a six-cell destructor on the forced ог accelerated 
draught principle, together with necessary boilers, &c. See two 
„Official Notices“ August 31st. 


Southampton.—September 10th. The Harbour Board 
wants tenders for a 30-cwt. portable electric crane. Specification 
from Mr. Bowyer, Harbour Oflices, Town Key. Deposit £5. 


Southampton.— September 11th. The Guardians want 
an electric lighting plant erected at the new warkhouse infirmary, 


Shirley Warren. Particulars from Mr. J. Aldridge, 9, Victoria 
Street, S.W. 


SunderJand.—September 21st. The Corporation wants 
tenders for triple expansion high speed, direct current dynamos, 
Lancashire boilers, feed pumps. See Official Notices " August 31st. 


Walthamstow. — September 25th. The Council is 


inviting tenders for gas plant, gas engines, dynamos, switchboards, 
boosters, balancer, and measuring instruments. See “ Official Notices” 
August 31st. 


Wrexham.—Tenders are wanted for a dynamo and three 


electric motors, &c., to drive centrifugal pumps. See our advertise- 
ment pages August 31st. 


CLOSED. 


Acerington.— The Corporation has given the contract 


for wiring the electricity works to Maund & Leed, of Southport, 
4245. 


Blackpool. — The contract for the supply of a storage 
battery, required by the Corporation for the extension of their 


tram way system, has been placed in the hands of the Hart Accumu- 
lator Company, Limited. 


France.— The French Post and Telegraph authorities 
have just given out contracts for a large quantity of bronze 
telegraph wire as follows: Les Etablissements Mouchel, of Paris, 60 
tons at 2,9473 francs per ton; M. Grammont, of Port de Cheruz, 30 
tons at 2,9494 franes: Messrs. Lazare Weiler & Co., of Paris, ЗО tons 
at 2,945 francs; La Compagnie Française des Métaux, of Paris, 30 
tons at 2,9474 francs. 


Glasgow.— Yesterday afternoon contracts amounting to 


£45,000 were to be let by the Corporation for the preparation of 
section No. 4 of the electric lines. 


Mersey.—The Docks and Harbour Board have accepted 
the tender of Messrs. Foote & Milne, for an electric light 
installation for the Stanley Dock Warchouses. 


Salford. — On Wednesday the Corporation resolved 
to approve of a contract to be entered into with Messrs. W. T. 
Glover & Co., Limited, for supplying, delivering, and laying the 
lighting cables, tramway feeders, aud street lighting accessories for 
the sum of £159,648 12s. 8d. 


Torquay.—The Town Council has accepted the following 
tenders for additional plant at the electric light works: — Two 
water-tube boilers and superheaters, without brickwork, Babcock 
and Wilcox. £1,380; one 250-K W., and one 40-K w. steam alternator, 
Rosling & Appleby, £3,655; pipework, condenser, tank, &c., 
Babcock & Wilcox, £2,653; extension of switchboard, Ferranti. 
Limited, £220; two watt-hour meters and one voltmeter, the 
General Electric Company, £60; foundation and schedule prices, 


S. Blatchford, £144 ; four transformers, the British Electrie Trans- 
former Company, £258. | 


REVIEW. 


The Law and Practice Relating to Letters Patent for Inven- 
tions, By ROGER WILLIAM WaLLack, Q.C., of the 
Middle Temple, one of Her Majesty's Counsel, and J. 
Breck WILLIAMSON, Esq., of the Middle Temple and 
North Eastern. Circuit, Barrrister-at-law : Royal Sve. 
рр. 922. London: William Clowes & Sons, Fleet Street. 


A new treatise on the law of patents always attracts a 
certain amount of attention both in legal and commercial 
circles. The handsome volume which we now have the 
pleasure to review, is bound to meet with something more 
than the ordinary share of weleome from those into whose 
chambers or offices. it will be introduced, The work of 
Messrs. Wallace & Williamson is worthy of notice, not. only 
because of its size, but because of the importance which all 
competent judges will attach to every word which flows 
from the pens of its two learned authors—the senior of whom 
has long been known to fame in important patent cases— 
while the junior, iu addition to other qualifications, has 
already made his mark asa writer of legal text-books. 

Seeing that this stupendous work must be the result of 
many years of anxious thought on the part of its authors, 
it behoves a reviewer to exercise more than ordinary care 
in making any criticism upon it, Before expressing an 
opinion, it may be as well to describe as shortly as 
possible the scope and object of the work. 

Everything relating to the law of letters patent seems 
to have been dealt with by the authors, whose labour has 
produced a veritable encyclopedia. From the circular 
which is issued by the Patent Office, as a kind of guide 
to the would-be proprietor of a patent, to the most abstract 
principles of patent law, nothing appears to be omitted. 
This is a characteristic which is likely to render the book 
valuable alike to the lawyer, the patent agent, and the 
layman. But it is to the lawyer that the book is offered, 
and it must, therefore, be judged from a lawyer's standpoint. 

The main sub-divisions are as follows :—A bout 600 pages 
are devoted to the law and practice relating to letters patent 
as derived from an exhaustive study of the statutes and rules 
and the cases decided thereunder. There then follow four 


. appendices. Appendix I. contains all the important statutes; 


Appendix IL, the statutory and other rules relating to 
letters patent: Appendix III. comprises the text of the 
international. convention relating to the protection of 
industrial property, and the Patent Office circular of 
information; and last, but not least, Appendix IV. contains 
a most valuable collection of forms and precedents of the 
various legal documents made use of in connection with 
patents. 

The first chapter contains a short history of the patent 
law, and we think the authors have exercised a wise discre- 
tion in making that history as short as possible. History is 
out of place in a legal text-book, save in so far as it tends 
to explain the archaic language used in many of the older 
statutes. The effect of this chapter is well summed up on 
page 13, where it is stated that “the stream of English 
patent law still flows direct from the fountain of the Royal 
prerogative, but along the defined course determined cen- 
turies ago by the common law.” 

The next chapter contains the terms апа. effect of the 
grant of letters patent. With regard to the third chapter, 
which deals with the question—* Who may be the grantee of 
letters patent ?" we are glad to find that the authors have 
gone into this question with elaborate care. The patentee 
of a complicated invention must often be assisted by others 
in order to complete his designs ; the master is frequently 
indebted to his servant for valuable suggestions when 
putting an idea into practice. The exact rights and 
liabilities of the parties in these cases are clearly defined by 
the authors. 

The next two chapters are devoted to the subject matter 
of the grant and the various elements which must combine 
to make an article good. subject matter for a patent. These 
chapters, taken with Chapter IX., are a complete answer to 
the question, What is a new manufacture within the mean- 
ing of the statute of monopolies? Two chapters on 
* Anticipation” are inserted between those which deal with 
* Novelty " and“ Utility." As a matter of arrangement it 
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might have been more artistic to postpone the question of 
anticipation until every necessary attribute of a valid subject 
matter had been discussed. 

Chapters X.—X III. deal with the specifications. Here 
we find the object of the specification, the rules which 
guide the Court in determiping its construction, valnable 
information as to the disastrous results which ensue from 
drawing the claim too wide, and the procedure which must 
be adopted by the patentee if he wishes to amend his 
specification, Chapters XIV. and XV. are devoted to pro- 
cedure on applications for and oppositions to letters patent, 
affording a valuable guide to the patent agent, to whom 
these operations are so often entrusted. The next two 
chapters are devoted to assignments and licenses, while tbe 
subject of compulsory licenses to which an entire book 
was recently devoted by Mr. J. W. Gordon, is disposed of 
ш a single chapter! Not that we find any fault 
with this; on the contrary, we think the subject is of 
somewhat overrated importance, inasmuch as the enormous 
cost of the proceeding for a compulsory licence has 
practically rendered Section 22 of the Patents Act, 1888, a 
dead letter. Chapter XX. is devoted to the extension of the 
patent term, and in common with other parts of the work, it 
seems to include every decision of importance relating to the 
subject in hand. 

Of all the chapters the most complete, and, as we think, 
the most important to the legal practitioner, is that which 
deals with an action for infringement. The necessity for 
every step and the means whereby every necessary step in 
snch an action may be taken are carefully pointed out, from 
the service of a writ to the procedure on appeal to the House 
of Lords, Particularly instructive are the pages devoted to 
the remedy which may be obtained by action for infringe- 
ment and the important question as to the measure of 
damages. And here we notice the extraordinary case of 
Gavioli . Shepherd, 1900, 17 R.P.C. 157, duly referred to. 
[t was there decided that when an action is brought for 
infringement for making machines similar to those of the 
plaintiffs and the defendant is able to prove that he never 
could have afforded to buy the plaintiff's machine, the plaintiff 
cannot recover damages, Chapters XXIII. and XXIV. are 
devoted to actions for threats and for revocation of patents ; 
Chapter XXV. to offences under the Patents Acts; while a 
chapter on international protection of inventions completes 
the textual portion of the book. : 

А captious critic might assert that the number of pages 
m this portion of the work could have been materially 
siortened, had the authors refrained from quoting the 
judgments of the courts at such great length, and contented 
themselves with laying down the principle involved in each 
case. Upon the whole, however, and bearing in mind the 
souree whence cases on the law of patents are derived, 
we think they were wise in referring to ** the book at large." 
A work of this kind, which is stocked with liberal quota- 
tions from the judgments in all important patent cases, 
ought to enable the practitioner to dispense in some measure 
vith the use of the Patent Office Reports. We feel sure that 
all practitioners would gladly avail themselves of anything 
as а substitute for those dreary publications. Although 
"official" (or perhaps because they are “ official”), these 
are among the worst reports which ever find their way into 
a lawyer's library. Doubtless the highly technical nature of 
many modern patent cases involves a lengthy inquiry, and 
the consideration of much expert evidence; but we вее no 
reason why, in the hands of a reporter, the shorthand 
note of a patent case should not be boiled down to some 
extent instead of being set out at almost full length. 
When we remember that for the compilation of their monu- 
mental work, our authors have had to wade through this 
chormous mass of undigested matter, our tribute to their 
undaunted courage and perseverance becomes great 
indeed. 

We have already hinted that one of the most valuable 
pertious of this book is Appendix IV., which contains a 
"precedent" of every conceivable form of writ, pleading, 
dere as . order, &c., which may be used in 
. up FH with a patented invention, 
Айы шы баш Ө à complete specification“ in the 
DS oi DNE T with a drawing in the Patent 

"IS Duch forms are of incalculable value to a 


lawyer who has not specially devoted himself to patent cases, 
and who is often at a loss for a precedent. Most of the 
precedents in the work under review liave never before 
appeared in print, while all of them appear to have 
been taken from cases which have actually arisen. — In 
addition to what we may term practice precedents, there are 
many examples of assignments, licenses, and compulsory 
licenses which cannot fail to act as useful guides to all who 
traffic in letters patent, and who want to know the signiti— 
cance of the various clauses in their title deeds. 

Two other features of prime importance in every law book 
remain to be considered. We refer vo the table of cases and 
the index. The table of cases leaves nothing to be desired. 
It contains a reference to every patent case, and to all the 
reports where a note of the case is to be found. Įm addition 
to this, a word or two is added in brackets which sufficiently 
indicates the matter in dispute. so as to enable anyone who 
is in search of an authority upon a particular point to 
see at a glance whether the case referred to is pertinent 
to the question. This is a feature which might advan- 
tageously be copied in other law books. 

The index, which plays an important part in this as in 
every other work of reference, appears to have been care- 
fully compiled, and to cover all the ground traversed in 
the text. The necessity for a very full index in this 
particular volume is great, for the absence of side- 
notes, aud the comparatively long intervals between the 
sub-headings throughont the text, is likely to render a 
search for the law upon some particular point rather 
laborious unless that search. is aided by a reference in the 
index to every page where the point in question is treated 
of. We have no doubt, however, that when put to the test 


in actual practice the index will perform what is required 


of it, especially as we find that the authors have had the 
assistance of a third party in its compilation. 

The type and general style of the work are beyond all 
praise. 

In conclusion, this book, which has stamped upon its 
cover the Armorial Bearings in use at the Patent Office, is 
well worthy of the honour so conferred. It bids fair to take 
a leading place among legal text-books dealing with the law 
of patents, and will remain a lasting monument to the 
industry and ability of its authors. 


NOTES. 


* Vandererift."—“ Vandergrift : its homes and indus- 
tries.” This is the title of a brochure which has been 
produced in a very tasteful manner for the purpose of 
eulogising the glories of Vandergrift, and of enticing those 
who find old world conditions too monotonous, or as 
furnishing only fuel for discontented natures, to its rising 
industries and (passing ?) happiness and contentment. The 
publication has evidently been brought out with that intent, 
for it is issued by the Vanderdrift Land and Improvement 
Company. Vandergrift, by the way, is across the Atlantic, 
and is the home of the works of the American Sheet 
Steel Company, the Chilled Roll Foundry, and the Vander 
erift Lumber Company. The work of the artist is found on 
nearly every page, and scts forth the natural beanties, the 
hills and slopes and weirs, the children romping in the sun- 
shine, the carefully laid out streets and pretty homes, the 
chief buildings, the gun clubs, the factories where its 
industries are conducted, the pleasures in which its 
inhabitants engage, and the“ peace and order” in which 
they live in this Utopia. One is apt to be carried away by 
the charms and attractions of the place, although Ше 
waters of the Kiskiminitas River seem rather low, and to 
imagine that it is an ideal spot, a heaven on earth, where 
the anxious “ cease from troubling and the weary are at 
rest." Perhaps half an hour’s stay there might tell another 
tale, but it may be thought unkind to throw cold water on 
so eulogistic an account by making such a suggestion, 
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New Form of Electric Automobile.—This auto- 
mobile (for the illustration of which we are indebted to the 
Scientific American) was constructed by Mr. D. L. Davis, 
superintendent of Salem Electric Light Company, of Salem, 
Ohio, who has been engaged in work upon it for the past 
13 months. Its trial trip has been made, and our contem- 
porary is told that it proved most satisfactory in its work- 
ing. In the construction some new ideas have been carried 
out that are departures from those adopted by the American 
manufacturers of horseless vehicles. This new auto has a 
wheel base of 54 inches, and, owing to its different construc- 
tion from other vehicles, its body is small and lower than 
customary, and the battery of 40 cells is below the axle 
line, thus doing away with the clumsy and top-heavy 
appearance of many horseless vehicles, The wheels are of 
steel, with heavy rubber tyres inflated, Two springs only 
are used, one on either side of the body and directly beneath 


New Form oF ELECTRIC AUTOMOBILE. 


the passengers. This feature proves a success, as the carriage 
is easy riding. It is in the application of power that the 
auto differs radically from American machines generally. 
The power is supplied by two 1-н.р. electric motors, which 
are connected with the front wheels, working independently 
of each other. The vehicle is also steered by the front 
wheels, which swing on pins close to the inside of the wheels, 
carrying the motors back and forth with them, the connec- 
tion being made with brass contact plates whith allow for 
the swing of the wheels. The framework is of tubing, 
which is carried from the body up to the top of the front axle, 
and through this tubing is carried the wiring from the 
batteries to the motors. The brake is stationary, the wheels 
being drawn up to the shoe when the brake is applied. The 
reversing lever also applies the brake. The general appear- 
ance of the vehicle is handsome, owing to its compact con- 
struction. Its weight is about 1,400 lbs. 


Fatal Boiler Explosion at Sydenham,—At the Public 
Hall, Sydenham, on Monday, Mr. Howard Smith and 
Mr. Hallett, Commissioners, concluded their inquiry on 
behalf of the Board of Trade, into the circumstances con- 
nected with the boiler explosion on July 25th at the works 
of the Crystal Palace Electric Supply Company, Limited, 
by which two men lost their lives and several others were 
severely injured. Whilst a number of men were at work in 
a building on the works, unconscious of any defect in the 
boiler, it suddenly burst. The Commissioners, in giving 
judgment, found that the explosion was due in the first 
place to the faulty construction of the boiler, in certain parts 
of which cast-iron had been used. Messrs. Hornsby and 
Sons had explained that at the time—nine years ago—the 
boiler was constructed by them, they had in their employ an 
engineer whom they had afterwards dismissed for passing 
faulty work, but mainly the fault of the explosion lay with 


the Crystal Palace Electric Supply Company. Mr. Phillips 
their manager, was responsible for the upkeep and mainten. 
ance of the boiler, but he was an electrical engineer and had 
no previous knowledge of boilers. He depended on the 
report chiefly from the ingurance company, and evidence had 
been given that the recommendations in one of the reports 
of the National Insurance Company, by whom the boiler had 
previously been insured, had not been complied with. He 
had also stated that he had had no knowledge of this report, 
but they (the Commiss:oners) thought it must have come to 
his knowledge and that he had forgotten it. Blame was 
also attached to the inspector of the Engine Boiler Insurance 
Company, who had not made, in their opinion, adequate 
examination of the boiler. The Electric Supply Company 
was ordered to pay £150, and the Engine Boiler Insurance 
Company £50, towards the cost of the inquiry. Messrs. 
Hornsby and Sons were not adjudged liable in costs as the 
boiler had been made by them so long ago. 

We cannot express unqualified approval of the above 
decision. True, the boiler was made nine years ago; but 
seeing that the makers in their evidence distinctly admitted 
that the boiler was of defective construction from the very 
start, we fail to see why they should be held blameles, 
Indeed, the very first sentence of the Commissioners’ judg- 
ment apparently throws a large share of the responsibity upon 
the makers of the boiler! Moreover, the witnesses for the 
Board of Trade stated that even if wrought-iron had been 
used in certain parts, instead of cast-iron, the boiler when 
new was not fit for a pressure of more than 73 lbs. per square 
inch, but the makers had certified it for a pressure of 140 
lbs., at which it was being worked. They further stated that 
the boiler, as designed, had practically to be taken to pieces 
before it could be thoroughly examined. Under these cir- 
cumstances it is difficult to see how an explosion could be 
obviated, no matter how careful the management. 


Electrical Engineers as Riflemen,— The Electrical 
Engineers R.E. (Vol) had their first rifle competition 
while in camp at Plymouth last week. A challenge was 
sent them by the Three Towns and District Rifle Club, and 
the competition came off on August 29th at the Naval 
Range at Trevol. C.S.M. Field made the arrangements for 
the Engineers and Mr. F. Clase for the Club. A large 
number of club members were present, as well as Major 
Erskine and Lieut. Pearce. 


TEAM ELECTRICAL ENGINEER VOLUNTEERS. 
Range 200 yards. 500 yards. 600 yards. 


С.8.М. Field i à 22 31 19 72 
C. S. M. Pontifex ius 30 23 26 79 
Serg. Merritt 0 23 29 14 66 
Serg. Lister iss К 30 22 21 73 
Corp. Moberley ... bi 28 20 16 ` 64 
2nd Corp. Smith nes 16 6 21 43 
Sap. Lyun 25 Ния 26 29 29 77 
Sap. Chubb ae ius 19 16 16 51 

Grand total F 525 

THREE Towns CLUB. 

Boolds, C. re ix 20 13 10 43 
Good, J. ... dns Р 20 22 5 47 
Rose, J. ... vis S 23 25 17 65 
Hertzel, C. H. A. кы 21 25 20 66 
Sullivan, Т. Р. ... Ма 7 20 18 45 
Greenlaw, F. аа 23 14 2 39 
Clive, E. ... rs jd 22 31 23 76 
Clase, TFT. 24 23 22 69 

Grand total 450 


Light-variable wind from left. Cloudy day. 


We understand that it is proposed to inaugurate a rifle club 
in connection with the corps and to arrange for regular 
practice, when, no doubt, further competitions will follow. 
This will certainly have the hearty support of everybody 
who desires to see the Old Country retain the foremost place 
amongst the civilised nations of the world. | 


Appointments Vacant.—An assistant engineer and 
other employés are wanted for the Accrington municipal 
electricity works. See “ Official Notices " to-day. 

An instructor in electro-metallurgy and a_ laboratory 
demonstrator are wanted at the Northampton Institute, 
Clerkenwell. See Official Notices.“ 
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Boiler Explosions and Loss of Life.—From the 1899 
report of the Engine Boiler and Employers’ Liability Insur- 
ance Company it appears that the company insures 18,000 
boiler, For the first 20 years of its work the life lost was 
only 03 of one life per year. The average loss of 21 years, 
however, was raised to 0°62 by one singularly fatal collapse 
in 1899, The collapse was that of a Lancashire boiler 25 
værs old. It was due to shortness of water, and killed seven 
коре. The water gauge taps were in bad order, and the 
erect. water level was not shown. The low record of 0°62 
life per vear is an excellent showing for voluntary insurance. 
The collapse that prevented the record being but half this 
Ww figure would not have occurred had the insurance 
company's strong recommendation been attended to as 
regards internal cleaning. We are glad to see that this 
company has now added a certification to its insurance. The 
company wisely continues its insurance and inspection of 
boilers, and is often no doubt the means of preventing acci- 

dent: but it does not grant its certificate to doubtful 
boilers, In this way the company escapes the onus of 
receiving premiums for doubtful boilers for the sake of 
business, Foolish people have pointed to the insuring 
of a boiler as equal to a guarantee of its soundness ; 
they have argued that no company would take the 
risk of an unsafe boiler. This, of course, is nonsense. The 
risk is small when spread over 18,000 bailers, and business 
w business aud not philanthropy. But by adding a certificate 
to it insurance, the company has done a wise thing. It 
avoids the forgoing reproach: it continues to keep many 
rakvy boilers under some surveillance, and exercises an 
edacational influence by its inspectors’ constant visits, while, 
by withholding the certificate, it hangs a remonstrance over 
the head of the owner that will follow him into the court of 
inquiry should his boiler fail, and must do much to cause 
lim to take precautions to avoid it. A case is cited in which 
an inspection of a satisfactory order of an insured 
нег was not obtained for years. It is added that “ but for 
keping the boiler insured and pegging away at the owner it 
isprobable no examination would ever have been made, and 
the boiler would have been kept at work till it exploded.” It 
cannot. be doabted that the boiler insurance companies have 
in the main acted rightly, and that but little more pressure 
weds to be brought upon owners to compel the laggard ones 
+ toe the line of responsibility. Such should be possible 
without any inconvenience to those who have so realised 
thar duties. 


Nuray's Long-Distance High-Speed Page-Printing 
.—In this system, the invention of Mr. Donald 

Mura, of Australia, the message is first perforated on a 
tape and then passed through a transmitter as in the Wheat- 
done automatic system; at the receiving instrument the 
cuenta reproduce the signals in the form of perforations on 
acond tape similar to the transmitting tape; from this second 
аре the signals are printed in ordinary type, in page form, by 
iens of an automatic typewriter, which practically consti- 
tates the novelty of the invention. The apparatus for per- 
rating the transmitting tape is in the form of a typewriter, 
and the perforations made form either a series of detached 
lees or a series of holes close together and overlapping, the 
Later constituting a dash. The transmitting apparatus has 
«ally been worked at a speed of 114 words per minute 
wer a line 388 miles long, and then translated automatically 
nto type-written characters at a speed of about 60 words рег 
muute. The speed of 114 words per minute over 388 miles of 
line, it is perhaps unnecessary to say, is not a high commercial 
rate, though donbtless it is a high rate at which to be able 
‘o reproduce perforations on a tape. The fact that these 
f-rforations can be converted into type-written matter at a 
"e of 60 words per minute is, however, a decidedly good 
ана as it is a higher rate than that at which ordinary 
‘lvatatone slip can be transcribed ; so far, therefore, the 
6 appears to have great possibilities, and further 
| *elopments of it will be looked forward to with interest. 
d should be added that the apparatus employs 84 characters, 
oe capitals, small letters, and figures; with tissue 
x В paper, from 15 to 20 copies may be made in the опе 
**ot printing. The inventor, like most other inventors, 


“aims that “the mechanism is i 
Sead to keep in order." extreincly simple, durable, 


Personal. — Mr. Arthur Ellis, M.LE.E. who has 
resigned the positions at Bolton of borough electrical engi- 
neer and general manager of the electric tramways, to accept 
a post under the Cardiff Corporation as electrical engineer, 
was on Sunday forenoon made the recipient of a very hand- 
some testimonial subscribed for by the employés in the 
departments over which he had control. The gathering took 
place at the Bolton Corporation tram sheds, and, owing to 
the want of accommodation met with in consequence of 
all the cars being in the shed, those joining in the ceremony 
had to take seats on the top of the tramcars in the place. 
Mr. Harry England, traffic manager for the Corporation 
tramways, was voted to the chair, and those supporting him 
included Mr. Angus, chief assistant electrical engineer to the 
Bolton Corporation. Mr. Robert Tootill, a member of the 
Town Council, was also present. The chairman, in making 
the presentation, which took the form of a solid silver tea 
and coffee service, referred to the difficulties which Mr. 
Ellis had had to contend with in the inauguration of a 
system of electric trams for the town, adding that the public, 
and others more intimately connected with the undertaking, 
expected far too much. In the starting of a scheme of such 
magnitude, they could not have all plain sailing, especially 
seeing that they had torun thie new electric carson theold track. 
He believed, however, that all present would agree with him 
when he said that after eight or nine months’ experience they 
were running the cars as satisfactorily as could reasonably 
be expected under the circumstances. Mr. Angus supported 
the presentation as representing the electricity department. 
In acknowledging the presentation, Mr. Ellis said he deeply 
appreciated the feeling which had prompted the subscribers 
tothat gift. He was sorry to leave Bolton, particularly to 
part with the staff which had worked so well with him. He 
only hoped that he would have as good men where he was 
going as he had had at Bolton. 

It should be added that at the last meeting of the Electricity 
Committee of Bolton Town Council a resolution was adopted 
expressing the members’ regret that Mr. Ellis was leaving Bolton, 
and wishing him every success in his new appointment. 

Out of 75 applicants Mr. J. H. Cawthra, chief assistant 
engineer to the Leeds Corporation, has been appointed resi- 
dent engineer to the Swansea Corporation electricity works. 

In view of his approaching marriage, Mr. Watts, resident 
engineer of the Alderley Electric Supply Company, Limited, 
was recently presented with a valuable gold watch chain 
by his colleagues and other friends at а meeting held in his 
honour. . | 

On Friday last week, at St. Helens, a handsome solid 
silver cruet and set of fish carvers were presented to Mr. 
B. Welbourne, who has been in charge of the overhead 
equipment of the tramways, by his staff and friends, in con- 
nection with his appointment to a responsible post in the 
B. I. W. Company's works. 


The Manchester Load Curve.— The following letter 
comes to hand too late for insertion in our ** Correspondence" 
columns: —“ I was much interested in the load curve that 
you gave imyouf last issue, and agreed that so far as the 
watts are concerned, it shows what the Dickenson Street staff 
can do at short notice. I am, however, entirely dependent 
upon the electric supply for a light whenever the solar supply 
is from any cause interrupted, and on this occasion I wish 
that I could have supplemented Mr. Wordingham’s curve 
with a copy of the volt-curve for the same time in my office. 
Although I am unable to do this, I can testify to the fact 
that three 8-c.P. lamps did not yield so much light as one of 
them can on normal occasions. The volts in a manner 
represent the possible candle-power of the lamp, and it is 
impossible to obtain the normal intensity if the volte 
are low, then why should not the systems of payment 
include а fine upon the authorities whenever the 
volts are low? The discount so obtained would help 
to pay for the candles, &c., required to supplement the 
glow lamps in instances of storms, &c. The case is, how- 
ever, one of the many that, in my opinion, go to show that 
the majority of central station engineers are working without 
a sufficient reserve of steam-power to deal with instances of 
sudden darkness, and that if they wish to earn a reputation 
for being always ready, they must take into consideration 
the time that is required to get up steam in each boiler 
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before they let it cool down. — Ina large city like Man- 
chester, during the day, in case of sudden fog, the load may 
easily reach its maximum in a few minutes, because the 
offices and warehouses are situated comparatively close 
together, and they will be in consequence affected practically 
simultaneously by any change in the conditions of the 
weather. All these stations ought to be provided with a 
weather scout, as in this city, at least, there have been within 
my knowledge many iustauces in which the man in the street 
could have given the station authorities 2 or 8 hours’ notice of 
the approaching darkness, which would have sufficed to have 
met the emergency so faras Manchester is concerned, judging 
by the curve. If the storm of the 21st ult. had come three 
hours earlier, I am rather inclined to think the case would 
not have been so good as it was, because under ordinary cir- 
cumstances the load curve would not have then been rising, 
and the chances are very strongly in favour of the boilers not 
being ready for being pushed. ‘There may be a very strong 
temptation for the staff of central stations to become “ coal 
dodgers” in their desire to figure well in the analytical sheets 
that some of your contemporaries delight in, and to forget 
that there are other items in the efficiency of their depart- 
ment than the weight of coals consumed," —SPECTATOR,. 


Building Trades’ Gift to the Nation.—Electrical 
Section.—We have received from the hon. secretary of the 
Electrical Section of the Building Trades’ Gift a list of those 
who, up to August 29th, have promised contributions in 
kind or in money to the Bisley Homes of Rest for disabled 
soldiers, in response to the appeal circulated a month ago. 
Previous donations have already been published in the 
Review. The following have now promised gifts of money, 
and those whose names are marked with an asterisk have 
already paid the specified contribution :— 


Braby, Mr. Ivon T e. £1 1 0 
*Cardew, Major P., R. E. 11 0 
*Deuny, Mr. A.. 1 0 0 
Elliott Bros., Messrs. 5 5 0 
°Gavey, Mr. J. 1 1 O 
Gorham. Mr. J. M. 10 10 0 
Gray, Mr. R. K. 20 0 0 
Hartnell, Mr. Wilson 2 2 0 
Madgen, Mr. W. L. 5 5 0 
Snell, Mr. Albion T. 1 1 0 
Swan, Mr. J. W. 
“Swinburne, Mr. J. ет 4. 2 2 0 
Wallis-Jones, Mr. R. J. ing 5 5 0 
The following have promised gifts in kiad: :— 
Bell's Asbestos Company, Limited ... The lagging forthe piping. 
The Electrical Company, Limited .. Incandescent lamps. 
Faraday & Son —... T em ... Six hand lamps with 
flexible cord. 
Geipel & Lauge ... ej pai .. Steam traps. 
Holden & Brocke e .. Two No. 3 Sirius brass 
injectors. 
Lloyd & Lloyd, Limited ... oi ... Certain steam and water 
tubes. 
Newton Electrical Works, Limited . Dynamo. 
Perry & Co.. ; . . 15 standard lamps with 
shades, &c. 
Western Electric Company i s J mile of rubber cable. 
Willcox, W. H., & Co., Limited . ... Engine roem fittings. 


Zurich Incandescence Lamp Company . . 250 incandescent lamps. 


We cordially recommend this most deserving object to the 
notice of our readers. It may be said by some that enough 
has been done in the way of contributing to funds in aid of 
our soldiers; but has the fighting ceased? The war is not 
yet over, and there is a steady stream of disabled men 
returning to our shores; let us see to it that, so far as we 
are able, a haven of refuge i is prepared for them. We can 
never compensate them for their broken limbs, but we can 
provide them with a comfortable home. 


Marriage.—On September 5th, at St. Mary's Church, 
Suubury-on-Thames, Mr. Herbert W. Watts, engineer and 
manager of the Alderley Edge Electricity Works, Cheshire, 
only son of William Watts, of Kingston-on-Thames, was 
married. to Eva Maud, eldest daughter of Herbert E. 
Saunders, of Shepperton-on-Thames, formerly of Surbiton, 
Surrey. 


The Jungfrau Railway.—It is rumoured that on 
account of the enormous cost of the works, the completion 
of this ambitious project will be indefinitely postponed. 


Will.—Probate of the will of the late Mr. Gustavus 
Adolphus Steinthall, of 30, Hall Field Road, and 41, 
Piccadilly, Bradford, electrical engineer, who died on May 
28th, 1900, has been granted. The gross value of the 
estate is returned at £6,426 ts. 8d., and the net personality 
at K3, 818 178. 1d. 


NEW COMPANY REGISTERED. 


Fylde Painting, Plumbing and Electrical Engi- 
neering Company, Limited  (67,066).—This company was 
registered on August 27th, witha capital of £500 in £1 shares, to carry 
onthe businessof painters, plumbers, decorators, plasterers,electric ge 
mechanical and electrical engineers, suppliers of electricity, &c., 
Blackpool or elsewhere. The first subscribers are:—J. King, 69. 
High Street, Blackpool, painter, with 15 shares: J. C. Rossier, 21, 
Manchester Rond, Blackpool, painter, with 15 shares; УУ. С, 
Procter, 95, Talbot Road, Blackpool, painter, with 10 shares: W. J. 
Cunliffe, 16, Lancaster Avenue, Blackpool, with 10 shares; H. O. 
Helliwell, 16, Victoria Street, Blackpool, painter, with 15 shares; 
R. Johnson, 37, Ribble Road, Blackpool, painter, with 10 shares: 
aud R. Hallas, ‘Garden Terrace, Bispham, Blackpool, painter, with 
10 shares. The number of directors is not to be less than three nor 
more than five. Tbe first are Richard Hallas, John C. Rossler, 
John King (chairman), Abraham Wood, and Henry O. Helliwell: 
qualification, £10. Registered office, 16, Lancaster Avenue, 
Blackpool. 


! 


Е 
SUPPLY STATION ACCOUNTS. 


THE accounts of the Hampstead Vestry elec- 
Hampstead tricity supply undertaking show that the pro- 
Vestry gress made last year exceeded that in the 
Electricity preceding year, good as that was. The works 
Accounts. are being rapidly extended. ‘Thus in 1898 
£25,233 was spent, while in 1899 £36,802 was 
added to the capital expenditure, which now stands at £162,212, 
being about £79 per kilowatt installed. Tenders have been let for 
extension plaut comprising four 500-Kw. alternators with Belliss 
engines, six Davey-Paxman boilers, each capable of evaporating 
10,000 Ibs. of water per hour, water softening plant, evaporative 
condenser, economiser, and sundry details, all of which are in pro- 
cess of erection and some nearly complete. 


GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure .. £125,410 £162,212 236.802 
Number of units sold  ... .. 1,001,916 1,418,442 416.526 
Maximum load in Kw. ... - 917 1,198 281 
Number of lamps connected — ... 83,576 104,579 21,003 
Gross revenue... тИ .. £23,752 £80,660 46.908 
Gross expenditure T m £10,751 £14,336 £3,585 
Gross profit ТР .. £13,001 £16,824 £3,323 
Average price per unit sold aia 549d. 4:981. — 51d. 


The output iu 1898 increased nearly 50 per cent., and althouw! 
it could not be expected that this rate would be maintained, the 
increase last усаг was about 40 per cent., while tle maximuna load 
ix rising less rapidly. showing that the reduction in price for 
private supply (which actually took place three months before ths 
end of the financial year now being considered) has encouraged a 
more general use of electric lighting, and the demand indicate: 
system has led to ar improvement in the load factor. The price 
for public lighting was reduced at the end of the 1898 financial 
year. The effect of these alterations in charges has been a fall 
just over а halfpenny in the receipts for the energy sold. There ar. 
now 89 public lamps which took 122,232 units, leaving 1,296,210 a- 
sales to private consumers iu 1899. 


REVENUE STATEMENT. 
1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy ..  .. . . £22,919 5'19d. 429,429 498d. — -5ld 


Meter rents, cc. 802 19d. 1,109 19а "Ox id. 
Supply of fittings, &e. . e. NH 
8 f d int t • Di 

p А E in ene qs } 31 004. 122 02d. + 024 


— — 


Gross revenue ... £23,752 5:684. £30,660 10 %. 


The costs of production are mainly affected by a consider; ST; T 
reduction in the gross amount for “repairs and maintenance," son xe 
£168 less than in the previous year, and this has enabled the work = 
and total costs to be brought down roughly by (154.\, the san, 
amount that the item appears in the “increase per unit ” column. 
Coal is practically stationary at 1łd., the enhanced price Per to: 
evideutly balancing the more economical use of fuel with the: Таа. 
output, liti 
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Cost oF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


Gun mir andenging; £5131 1.24. £7,357 1:954. +014. 
ереен | 574 14d. 856 14d. 004. 
арзын, 1,313 31d. 1,898 "884. ＋ 01d. 
tion. 
Repairs and ti 

ара engines, boilers, 1,889 45d. 1,721 "890. — 16d. 
dynamos, and street lam ps 

Works costs . £8,907 214d. £11,832 200d. — 144. 
Rent, rates and tires 353 084. 381 07d. — 01d. 
M es, 

— е zx ‘991 24d. 1,308 -*93d. — 02d. 
калагы establishment 
print фаро 2 480 12d. 711 12d. 004. 
Other expenses, certifios-) 
tion of meters, аршу 20 ai 104 *09d. +024. 
cn loans, &c. à 2 


Total costs — 15d. 


The net profit, notwithstanding the reduced rate of charge, has 
been increased to £9,357 as against £8,340 in 1898. This was dealt 
with as follows :—2£6,000 were transferred to the reserve fund, £873 
were paid over to the capital account to cover deficits on loans, £218 
were allotted to cover expenditure on arc lighting works 1n the year 
i895, while the balance was added to the previous net profit of 
£11,160, and out of the sum so obtained £10,221 were placed to the 
reerve fund making the total amount £16,221, representing 10 per 
nt on the capital expenditure), and £3,205 were paid as a first 
ietalment to the depreciation fund (being £400 on account of 
meters and £2,805 in respect of machinery and plaut). 


PROFIT STATEMENT. 


1898. 1899. 

Interest on loans, &c. .. £3,464 £4,071 
Sinking fund for repayments .. .. 1,197 2,896 
Net profit carried to reserve fund and) 8.266 

depreciation account. | ? 
Net profit carried to deficits on loans T T 873 
„ „ „ „ expenditure on arc)... 218 

lighting works. j | 
Net profit carried forward 8,340 

Gross profit . £13,001 £16,324 


THE accounts of the electricity supply under- 


South Shields taking of the Corporation of South Shields 


Corporation give evidence that the turning point in this 
Electricity case, as in many others, will be reached in the 
Accounts. current year, and that when the next accounts 


are dealt with, the present net loss should 
change its sign, and become net profit. The progress made in the 
ist three years is good, and cau be readily аа by the 
following summary of figures :— 


Units _ Units sold. Maximum No.of Gross Net 
generated. Private. Public load. соор profit. profit. 
lamps, aro lamps. 
IH] .. 158,338 82,172 41,729 127 kw. 81 £144 ~ 21,676 
IF  .. 891,937 200,808 107,800 823 kw. 68 £92,149 — £882 
1599 .. 694,464 894089 — 107500  6500xw. 63 £481 — —£78 


In 1898 а large number of licensed premises was connected, while 


‘be lamps used for public lighting were doubled. The сш 
expenditure is moderate. 


GENERAL STATEMENT. 


- 1898. 1899. Increase. 
I capital expenditure £58,009 £88,687 229,988 
umber of units sold 308,108 501,889 193,731 


DONUM load in M к 328 500 177 
TOSS revenue 


Gro 45,231 28,183 £2,952 
dos expenditure... £3,082 $9,952 £870 
Hs profit n T £2,149 £4,281 £2,082 

Tage price per unit sold 399d. 372d. — 27d. 
eani, un rein has increased by nearly £3,000, uotwith- 


alone have f Pas average receipts per unit from private supply 
Mais the Шер from 448d. iu 1898 to 3:85d. in 1899. This has 
foes en “ gross receipts per unit by ‘16d., d. iu the“ Sundry 

: item coming from asum of £211 “allowed for delay in 


f plaut, less expenses in connection therewith." 
REVENUE STATEMENT. 


delivery o 


fuia £5,126 3:99d. 47, 766, 372d. — 27d. 
inris ote 100 „sd. 208 09d. +014 
EM A a a 
„„ 5 bod. 214 108. 10d. 
q —— NS CEES —_——————— 
7088 revenue £0,231 407d. £8,188 3°91d. — 16d. 


1898. 1899. 
Gross. Perunit. Gross. Per unit. Increase. 


The wages of the entire staff in the station are debited to works 
costs, while the whole of the engineer's salary is included under 
" management," asthe Local Government Board will not now allow 
any portion of the salary of a permanent oflicial to be borrowed 
except when a station is first put down. A sum of £50 is charged 
for the services of the accountant, so it cannot be said that the 
electric lighting department is unduly favoured. The costs show a 
reduction of d. on “ works," and just over 4d. on the “total,” a 
result upon which Mr. J. A. Jeckell, the engineer, must be con- 
gratulated, as well as upon haviug reduced the deticit on the 
financial year to £73. Over rent, rates, &c., an engineer has little 
control, and this is the only item showing an increase. 


Cost OF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross. Per unit 


Increase. 
Coal . - £585 46d. £923  *44d. — 02d. 
Oil, waste, water and engine | 230 18d. 229 *114. — 07d. 
5 and табов 4 ain. 
bution. and in attending’ 1,008 82d. 1,194 »57d. — 25d. 
Street lamps ) 
кер апа 5 of 
, OD gio er Ф — 
рар роо em 202 16d. 315 15d. — 01d. 
lamps, &c. 

Works costs ... £2,075 162d. £2,661 1°27d. — 35d 
Rent, rates and taxes 153 12d. 287  *14d. + 02d. 
Management expenses, 

salaries of managing engi- | 587 45d 702 »34d. - 11d. 
neer, secretary, clerks, &c. 
G еса ee aaa | 
8 р 7 2da 30» 14d. — 074. 
insurance. 
Other expenses .. 
Total costs £3,082 2404. £3,952 1:890. — 51d 


The financial charges have been increased by £1,973, but owing to 
the gross profit having almost exactly doubled, the deficit is now 
almost negligible, as alluded to above. 


PROFIT STATEMENT. 


- 1898. 1899. 
Interest on loans £1,466 £2,129 
Sinking fund for repayment 1,565 2,175 
Net profit carried forward — 882 — 73 
Gross profit 42,149 £4,231 


— ааа 


CITY NOTES. 


Marconi's Wireless Telegraph Company. 

AN extraordinary meeting of the above company was held on 
Wednesday at 18, Finch Laue, E.C. According to the Finuneinl 
News, Major S. Flood-Page, who presided, said that the board had 
resolved to issue 25,000 shares, which would be offered in the first 
instance to the shareholders pro ratu at £3 per share. A provisional 
agreement had been entered into with a firm of brokers, who would 
guarantee 12,500 of the 25,000 shares at £3 each. This was a bond 
fide offer from a firm of position, and showed the estimate put upon 
the value of these £1 shares. The company had contracted with the 
Navy for the application of the system to 28 ships and four land 
stations. "There would soon be stations equipped with the Marconi 
apparatus which would enable the Admiralty to communicate 
practically from Dover to the Scilly Islands, or about one-fourth of 
the whole coast-line of England and Wales. 


. Clontarf and Hill of Howth Tramway Company. 


Ат the second half-yearly meeting of this company held at Dublin 
last week, Sir F. W. Brapy, Bart., who presided, said that the per- 
manent way and works were virtually completed early in the year. 
The necessary rolling stock was ordered over 12 months ago, and 
should have been delivered last April in good time for the opening 
of the line, which they contemplated would not be later than June 
lst. Electricity as à motive power had made such rapid strides 
within the last few years that the manufacturers, with the works 
and plant at present at their disposal, were not able to cope with the 
work on hand, and they disappointed them, and delivered the cars 
contracted for 12 months ago only quite recently. However, the cars 
which they delivered are by far the best of any which had come to 
Dublin up to the present. The line was formally opened for trattic 
on July 26th last, and notwithstanding the very bad weather they 
had experienced at the commencement, they were now doing 
exceediugly well. The receipts for four weeks and five days 
amount to £1,078, aud although they carried 95,000 passengers, 
they had not had a sufficient supply of rolling stock to start with. 
The had now, however, the full supply of cars delivered, and hoped 
to be able to handle any traffic that may arise henceforward. The 
Howth line would, of course, have to depend chiefly on summer 
traffic, but as the capital of the company was small aud the working 
expenses comparatively low, the shareholders might look forward to 
satisfactory dividends out of the summer traffic alone. Under the. 
special Act the tramroad was their property for ever, and not fora 
period of years, as iu the casc of an ordinary tramway. The com- 
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pany would, therefore, have all time to benefit by the development 
and increase of population, which was sure to follow on the construc- 
tion of the tramways. As the line was not working during the last 
half-year, to which the accounts refer, there was no revenue 
account to submit. The capital account showed that the whole of the 
share capital of £50,000 and £21,000 out of £25,000 of debentures 
were issued ; £45,000 had been called up on the shares, and at June 
30th £2,076 was due on calls, but the calls had nearly all since been 
paid. The Great Northern Railway Company are constructing an 
electric tramroad round the Hill of Howth, which itis expected will 
be opened for next season’s traffic. 


The Chloride Electrical Storage Syndicate, Limited. 


THE directors, in presenting to the shareholders their report for 
the year ending June 30th, 1900, state that during the year the 
business of the syndicate has continued to increase in a very satis- 
factory manner, the amount of orders received and goods manu- 
factured being considerably greater than in any previous year. 
The capability of production at the works has been taxed to the 
utmost to meet the demand, and a large volume of orders has either 
gone by the syndicate or been refused by it, owing to its inability 
to execute them within a reasonable period. To meet the con- 
tinually increasing demand, considerable extension of the works 
and plant is becoming an imperative necessity, as also additional 
working capital. Negotiations bave been entered upon for acquiring 
additional land adjoining the syndicate's works. 'The balance-sheet 
showsthat the profits for the year, after providing for debenture 
interest, amount to £8,649 158. d., which the directors con- 
sider satisfactory, when the large increase in the cost of 
raw material and the conditions of production which have obtained 
during the year under review are taken into consideration. 
These, together with the execution of contracts arranged in 1897 
and 1898 previous to the advance in prices, have seriously militated 
against the year's profit. After writing off from several accounts 
£4,391 2s. 1d. (an amount which the directors think necessary) there 
remains a balance of £4,258 13s. 4d., to which must be added 
£7,026 10s. 5d. brought forward from last year, making £11,285 
3s. 9d. "The directors propose to carry forward the balance, out of 
which a dividend may be paid at their discretion. "The retiring 
director is Mr. John Shepherd Baker, who offers himself for re- 
election. "The auditors, Messrs. Parkinson, Mather & Co., also retire 
and offer themselves for re-election. 


The anuual general meeting of the shareholders was held at the 
works and registered office, Clifton Junction, near Manchester, on 
Tuesday, the 28th ult, the chairman of the company, F. H. 
Bowman, Esq., D.Sc., F.R.S. (Edin.), presiding. 

The notice convening the meeting having been read, the directors’ 
report and accounts were received and adopted. The retiring 
director, Mr. J. S. Baker, and the auditors were re-clected, and 
votes of thanks passed to the chairman and directors, and also to 
Mr. Grindle (the general manager), the secretary, and staff. 


Stock Exchange Notices.— The Stock Exchange Com- 
mittee has appointed a special settling day as under:— Thursday, 
September 13th, Metropolitan Electric Supply Company, Limited. 
—Further issue of £125,000 34 per cent. mortgage debenture stock, 
and has also ordered the under-mentioned to be quoted in the 
Official List: Crompton & Co., Limited.—Further issue of 21,902 
shares of £3 each, fully paid, Nos. 32,099 to 54,000. Metropolitan 
Electric Supply Company, Limited.—Further issue of £125,000 34 
per cent. mortgage debenture stock. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.— The receipts for the week 
ending September Ist, 1900, were £1,519 12s. 1d.; receipts for corresponding 
period, 1899, £1,471 78. 2d.; aggregate for half-year to date, £18,125 38. Bd. ; 
aggregate corresponding period of last half-year, £18,462 5s. bd. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending August 81st, 1900, were £3,455 88. 9d.; corresponding period, 1899, 
28,498 18. 8d. ; decrease, £42 12s. 114. 


The Central London Railway.—The receipts for the week ending September 1st, 
900, were £4,499; previous week, £4,385; increase, £114. Total receipts 
(5 weeks), £22,828. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending September 2nd, 1900, £1,528; September 8rd, 1899, £891; increase, 
£637. Totalj receipts for half-year, 1900, to date, £13,586; corresponding 
period, 1899, £8,558; increase, £4,983. Miles open, 1900, 42; 1899, 34 


The Cork Electric Tramways and Lighting Company.—Tbe receipts for the 
week ending Thursday, August 30th, 1900, were £498 2s. 7d.; corresponding 
week last year, £518 153. 9d.; decrease, £25 13s. 9d. Total to August 30th, 
1900, £14,195 9з. 5d.; corresponding period last year, £19,021 178. 2d.; in- 
crease, £1,173 12s. 8d. 


The Dover Corporation Tramways.—The receipts for the week ending 
September Ist, 1900, were £289 Os. 10d.; September 1st, 1899, £293 4s. 11d. ; 
decrease, £4 48. 1d. Total receipts to date, 1900, £7,128 12s. 1d.; corre- 
sponding period, 1899, £6,781 5s. 8d.; increase, £342 168. 5d. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 5,161; 1899, 4,982. Number 
of cars, 1900, 11; 1899, 11. | 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, August Bist, 1900, were as follows:—D. U. T. Co., horse cars, 
£29 138. 0d.; ditto, electric cars, £4,227 Зв. 0d.; D. S. D. Co., electric cars, 
£1,629 198. 7d. ; total, £5,888 168. 1d; corresponding week last year—D. U. T. 
Co., horse cars, £1,835 Bs. 3d.; ditto, electric cars, £1,748 0s. 94.; D. B. D. 
Co., electric cars, £1,121 15s. 2d.; total, £1,699 19s. 2d.; (Horse Show, 1900); 
increase, £1,186 16s. 11d. ; aggregate to date, £45,755 88. 2d.; aggregate to date 
last year, £42,179 108. 4d.; increase to date, £8,575 178. 10d. The mileage 
worked is 48 miles electrically, 1 mile by horses, as against 21 miles elec- 
irically, 28 miles by horses, for the corresponding period last year. 


The Halifax Corporation Tramways.— The receipts for the ‘week ending fle 
tember 2nd, 1900, were £844; corresponding period, 1899, £721; increase 
£123. Total receipts to date, 1900, £17,548; corresponding period, 1899. 
ТҮЗ Miles of track open, 1900, 14; 1899, 63. Number of cars, 1900, 99 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
September 2nd, 1900, were £1,785; corresponding week last year, 21 994; 
decrease, £259. Total traffics from July 1st, 1900, 415,695 ; ditto correspond. 
ing period, 1899, £15,655 ; increase, £40. 


STOCKS AND SHARES. 


Wednesday Evening. 

THE hardening tendency ofthe general Stock Exchange markets to 

which we drew attention last week is still in evidence. Headed һу 

a steady improvement in Consols and other gilt-edged securities, 

investment stocks have crept up, their latest strength being quite 

sufficient of itself to justify their joining in the speculative 
department's rise on the formal annexation of the Transvaal. The 
latter event caused general congratulation in the Stock Exchange, 
and was followed—so far as the electric markets are concerned—by 

a rise in Cape Town tramway shares. "The buyers of these declare 
that immediately the War is over, Cape Town will become the 
centre of an enormous trade, which cannot fail to proportionately 

benefit the tramway company. Beyond this little feature there is 

no special attention due to this section of the market. British 

Electrics have quieted down after their rise of last week. Dealings 

in the new shares have now ceased for all practical purposes, seeing 
that this issue will be the same as the old in all respects next week. 

The supply market retains its firmness, and Notting Hill shares 
are throwing off some of the fall which lately overtook them. 
The new shares are better at 11—142 premium. For the “heavy” 
descriptions Westminsters, St. James's, Metropolitans, &c.—there 
has been a fair sprinkling of buyers in the market during the last 
few days. This has been caused in part by the easing off of the 
rates in the money market, and the much stronger position now 
occupied by the Bank of England. In fact, the Stock Exchange is 
now quite as willing to laugh at the threatened “ autumn stringency’ 
asit was to quake at the very thought 10 days ago. Should the 
ease in Lombard Street continue, there would no doubt be a general 
advance, more particularly in the debenture stocks of the Supply 
Companies, and some people are already taking time by the fore- 
lock in this anticipation. 

Why Eastern Telegraph Ordinary stock should have been marked 
up a point, we confess ourselves quite at a loss to explain, because 
no change whatever has taken place in the dealing price, which 
still remains 147 to 149, the same as it was when we last wrote. 
Of course, the official quotation is only a nominal one; it does not 
express the actual value of the stock, as may be seen by the fact 
that the former quotation can be raised 1 per cent. while the real 
price remains unaltered. The Eastern Extension group i$ 
inanimate, nor has all the China trade which has recently sprung up 
affected the price of the shares more than an eighth. The market 
is canvassing the dividend prospects of Anglo-American Telegraph 
Deferred, i.e., the A" stock, which will be due next February, and 
the latest estimates are about ё or $ per cent. Eight months ago 
the company paid 28s. per cent., but it is morally impossible for it 
to distribute more than half this amount in the new year. Upon 
this consideration, the stock is being maintained in the neighbour- 
hood of 124, which appears to us to be quite high enough. 

"Central London shares are harder upon a more philosophic view 
being taken as regards the traffics of the line, which, it is now 
stated, can hardly be maintained at the first week’s figures, when 
the line was London’s latest plaything. The figures for the current 
week, showing an increase over the one previous, were regarded as 
very satisfactory, and the close price on Wednesday night was 105 
to 10}. Waterloo and City Stock is making up some of its recent 
drop, under the influence of easier money, and an improving Home 
Railway market. With its certain 3 per cent. dividend, the stock 
yields an investor a shade under £3 4s. per cent., by no means ап 
alluring return in these days of cheap gilt-edged investments. 

In the manufacturing division, Henley’s are 4 down, on the issuc 
of new shares at par now being made. It is, by the way, becoming 
a Stock Exchange axiom that fresh emissions of capital are followed 
by a fall in the pricc of existing shares. The new Henley's are 
quoted § to 1 premium, and are certainly worth while taking up. А 
limited market exists for them, and to sell at § premium is to 
present the buyer with very cheap shares. Indeed, it would 
probably pay the allotter better were he to buy more, and there are 
many doing this, selling their old sltares to provide the necessary 
money. | 

National Telephone shares are offered at 4$, and the steady 
advance of the Government telephone wires in the City is 
frightening some of the nervous holders in the National Company. 
Other telephone shares are scarcely mentioned. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


| Business done 


Dividends for Closing 


a 
Quotation са week ended 
| the last three years. | August ch, [September 5th. | September Sth. 


5 
110,900 African Direct Telegraph, 4 Y Debs " : 99 —103 99 —103 99 | 
125,000 | Amazon Telegraph 5 Debs., Nos. 1 to 1,250 Red. : x .. | 85 — 90 85 — 90 "E 
875,520 Angio emean Telegraph ... 3 95 | £3 9s.| 73/6 | 58 — 61 xd| 58 — 61 | 598 | 
3,062,910 | do. 69% Pref. 6 % 6% 6 % 110 1114xdi110h—1114 | 1112 | 1103 
3,062,940 Do do. Deferred .. 1185. % #1 78. 121— 127 121— 123 | Maho ope aie 
44,000 Chili Telephone, Nos. 1 to 44,000 4 3 „5 4 o 24— 33 24— 33 "I t 
10,000,000$ Commercial Cable 8 8 . 165—175 165 —175 |... | " 
1,563,07 Do. do. Sterling 500 ) year 4 4 ЊТ Deb. Stock Red. e vee .. 101 —103 101 —103 1024 1013 
16,000 Cuba 5 а 10 7 8 b 7 * 64— 73 64— 74 " eS 
6.000 Do. 0% Pref. у. у. . 10 10 & 10 15 — 16 15 — 16 Жү 
12,931 Direct Spanish Telegraph piy vs ze Е Ке 5 | 4 4% 4— 5 4 2.5 M 
6,000 Do. do. Cum. Pre. 5 10 hw. 9 — 10 9 — 10 m 
30,000 Do. ' do. H Debs. E E ..] 50 . . 100 —104 961100 —104% | ... |... 
60,710/, Direct United States Cable РЕ ..| 20 34% 34%, З %| 11 — 114 11 — 114 111 11 
111,000 Direct West India Cable, 44 % Reg. Deb. . | 100 |. | 99 —102 199-102 2. 
4,000,000 | Eastern Telegraph, Ord. Stoc is . Stock 7 % 7 Ф 7% |145 —150 146 —151 149 146 
1795000 Ро. 5 Ф Pret. Stock — .. ... 100 se |o [97 —100 97 —100 |100 | 99) 
1,433,268 Ро. Mort. Deb. Stock Red. Stock 4 % | 111 —116 112 —117 115 | Б 
250000 Eastern Extension, 3 and China Telegraph ... | 10 7 $ 7 71 7 % LIE 144— 153 | 144— 151 153 14i 
700 Do. 5 (Aus. Gov. Sub.) Deb., 1900, red. el 100 | 5 % = ! 
6,7001 drgs., reg. 1—1,049, 3,976—4,326 m e 
28,600 Do. do. Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 95 ... "Rm e — us 
380,000 Do. 4% Deb. Stock " 5 55 Stock 4 95 | ... . . 110 —115 ха111 —116 
Eastern and South African Tele 4 0 e : : 
elegraph, 3,600, red. 108 100 | ... s .. | 99 —102 xd! 99 —102 
950! Do. 4 95 Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 is jus . . 1100 —103% 100 —103% | ... me 
380,327 | Globe Telegraph and Trust ic 4496 | 5195 54% 11 —114 11 — 114 111 111 
Do . do 69, Pref. 106 & 6% 143— 154 142— 151 | 15h | 14; 
150,000 | Great Northern Telegraph, of ае а 5 10 10 124% 31 — 33 32 — 34 32 T 
Halifax and Bermuda Cable, 44 1st Mort. De 8., 
84,300 within Nos. 1 to 1,200, Red. | 100 | ... s . | 98 —101 98 —101 1003 
a” do-European Telegraph . . | 25 10 $ 10 % 10 % | 51 — 55 51 — 55 
London Platino-Brazilian Telegraph, 6 % Debs. . | 100 | 6 i . . |105 —108 103 —106xd 
l Telephone, Limited, Ord., Nos. 1 to 72, 680 ЖШ ce ке i— 3 + 1 
E do. do. 595 Pref, Nos. 1 to 86,492 | 1 4 / 14% 2 à— i— 1 
National Telephone, 1 to 490,000  ... " 516 6 & 5 „ 48— 4i 48— 4i 4160 48 
Do. 6% Cum. Ist Pref. ... . . 10 6 6 6 13 — 15 13 — 15 
E] Do. 6 % Cum. 2nd Pre. .- 10 6 & 6 J 6 J 13 — 14 13 — 15 
; Non-cum. 3rd Pref., 1 to 250, 000 515 5% 6 44— 5zxd 5 — 5 51 Dis 
Do. 3i 96 Deb. Stock Red. Stock! 34 34% | 34% | 97 —100 98 —101 100 
171,504 Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1|5 5 96 í— 1 1— 1 
1000007 Pacific and European Tel., 4 % Guar. Debs., 1 to 1,000 ... 100 4 € | ... 100 —103 1100 —103 
11,839 Reuters T 8|5% 5% 5 74— 83 74— 8 
3,381 . Submarine Cables Trust т 88 sis T .. | Cert.) ... vs 125 —130 125 —130 
68,000 | United River Plate Telephone 5 5 6 N 7 | 4A$— 51 4$9— 5i 
Do. do. 5% Cum. pref. 2 Nos. 1—16, 639 5| .. me ot 42— 5} 43— 5} 
Do. do. 5 % Debs. . ahs Stock e - .. 104 —107 104 —107 
West African Telegraph, 5 95 Debs... 100 (n . | 98 —101 96 — 99 xd 
West Coast of America, Nos. 1—30, 000 and 58, 001—538, 008 22 - bur à— 1 1— 1 
Do. do. 4 % Debs., 1—1, 500 gua. by Braz. Sub. Tel. 100 ee . | 99 —102 99 —102 
Western and Brazilian Telegraph 4 % Deb. Stock Кеа. ... |Stock| ... de: 8 iuis AE. gos a T: 
Western Telegraph, Ltd., Nos. 1— 207,930 . ... | 1017 9517 95| | 149—154 xd 143— 151 153 | 141 
Do. do. 5 % Debs. and i series, 1906 .. | 100] .. vas 103 —106 103 —106 si ie 
West India and Panama аш. ..| 10| 3 2%| 8% f— {1 f— { тыз 
Do. do. do.' Cum. 1st Pref. 1016 К 64— 74 64— 74 7 
Do. do. do. 6 Cum. 2nd Pref. . 10 | 6 oe ies 5— 6 5 — 6 m 
Do. do. do. 5 V Debs., Nos. 1 to 1,800 100 | 5 96 5 . . 102 —105 103 —106 


ELECTRICITY SUPPLY COMPANIES. 


19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 VV lex 7— 8 7— 8 
12,000 | Do. do. 7 x Cum. Pref... 5 7 | ae | 8)— 94 84— 94 | 
50,000 | тыш Он and Strand Electricity Supply 5 7 8 „ 9 5 | 9 — 10 9 — 10 9} 
20,000 | do. do. do. 45% Cum. Реб) 5| .. | .. |... | 54— 58 | 54— 5j 
34,000 “Chelsea peter Supply, Ord. 5 6 6 6 V | 64— 72 64— 74 
180,000 Do. % Deb. Stock Red. ‚ [Stock 4 ^ .. 108—111 108 —111 
00,000 City of London "Electric Lighting, Órd. 40,001—100,000... | 10 10 | 6 А 4%| Tà— 84 | 7à— 84! ... 
T 40,000 | ` Do 6 % Cum. Pref, 1 to 40,000 . 10 6 6 | 12—13 12 — 13 12% 12] 
“00,000 „ De 55 Deb. Stock, Scrip. (ies. at £115) all paid | ... L Ж 123 —128 123 —128 
| 000 County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10! nil пй 4 % 8&— 9% | 84— 94 8à| ву, 
J De ао. do. 6 % Pref, 40001—60000 | 106% 6%. 1 —12 11 — 12 
26,100 Do. 44 % Deb. Stock, Prov. Certs (all paid) Rd.. ВИ 1 107 —110 107 —110 109 | 1084 
75.000 Edmundson's Elec. Corp., Ord. Shares de wat 5 5 | 7 * 44— 5 44— 65 E 
110,000 do. 4% % 1st Mort. Deb. Stock.. 100 om 99 —102 99 —102 |... 
49,840 London Electric Supply Corporation, Limited, Ота. ... 3-1 oss ies i 1— 14 1— 14$ , .. | 
250,000 Do. do. do. 6% Pre 5. 6 31— 43 33— 43 43 
85000 у. do. do. 4% Ist Mt. Db. Stock Rd. ‘Stock, ... | ... | . |99 —101 ‚99—01 | .. | 
220.000 Ме ОРОШап Electric Supply, 101 to 62,500 10\6% 5% 5%|14—15 14 — 15 | 14i 
130; D First Mortgage Debenture Stock. | 44% |... | 111 —114 11—114 |... ‚.. 
[m 34% Mort. Deb. Stock Red. stock ~.. К „ ев — әв |96 — 98 | 97% 97i 
40.000 Notting Rill Electi Lighting e . 10 6 6 * |7 Ф | 144— 15} , 144— 153 | шз a 
20,000, James's and Pall Mall Electric Light, Ord. ... 5 ie 144% 144 14 — 15 xd 14 — 15 ' 144 14 
12000 8 do. 7 9, Pref, 20,081 to 40,080 | 5 7 “ 7% 7 „% 8 9. Po „ш. 
50.000 mithfield Market Elect. Supply, í Ord. ... „ .. | 2— 21 2 — 23 
65,000. Se Do do. Deb. es ss | 100 E EN 85 — 95 xd 85 — 95 
79.900 wut London Electricity Supply, Ord. .. " 5 3— 4 3—4  .. к 
, Westminster Electric Supply, Ord., 101 to 80,000.. 5 12 Ф 12 Ф 13 * |12 — 13 12 — 13 121121 
* Subject to Founders Sh u n Liv l Stock Exchange. 
1 Unless otherwise all shares се fully pai d Dividends paid in T warrants, profit being used as capital. 
marked § are for a year тай of the latter part of one year and the first part of the next. 
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SHARE LIST OF ELECTRICAL COMPANIES,—Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


nt Dividends for ess done 
"Tene. nd Share| the last three years. | Jug. b. | Борино Sept. ei 
t | 1897. | 1896. | 1899. Hig bet Lov | 
65,000 | Aluminium shares, Nos. 1—65,000 ... 988 i 1|10 95,20 „ 22— 3 24— 3 Ё ih 
90,000 Do. 41 96 1st Mort. Deb. Stock Red. fa .. [Stock] ... see .. | 96 —101 96 —101 site 
30,000 | British Electric ч ИЯ E wae sed d b au 6 96 144— 154 144— 154 15 И 
50,000 Do. do. Cum. Pref. „ xus os 12 — 13 12 — 13 124 13 
200,000 Do. do. Perpetual Debenture Stock ... Stockk ы? 123 —126 |123 —126 " 
85, 0001 {British Electric Works on Ord. £1 shares, 50,001—135,000 | ... | ... ET Pus 8— 4 #— + 
50,000 T Do do. 6 95 Cum.Pref., 1— 50,000 T мшу! DE M is 42— 3 4— of 
500 ff Do. do. 44 % Ist Mort. Deb ... | 100 97 — 99 97 — 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 Ви 5 15 9% 15 [4 20 9 114— 124xd| 11 — 12 Im 
27,500 Do. do. 6 96 Cum. Pref. Nos. 1 to 27, 000 . 5 ic 54— 6łxd| 5$— 6} P" 
90,000 Brush Elec]. Enging., Ord., 1 to 90,000 85 3 3 Lt 6 7 ИЕ 18— 1} 18— 1 . 
90,000 Do. do. Non-cum. 6 %, Pref., 1 to 90, 000 ... 2| 6 23— 238 23— 28x d 25 
125,000“ Do. do. 43 V Perp. Deb. Stock е ... Stock 108 —113 106 —1lllxd .. 
50,000 Do. do. 43 % 2nd Deb. Stock Red. ... Stock .. 101 —103 101 —103 u 
20,000 | Callender's Cable Construction shares, Nos. 1—20,000 xe 5 124% 15 X: 15 5 % 13 — 14 124— 134 123 
20,000 Do. do. 5 % Cum. Pref. ps 5 51— 52 54— 5% in 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... S ock s 110 —114 110 —114 
213,533 | Central London Railway, Ord. Shares "is лар 40 9#— 10} 10 — 10j 108| 95 
61,033 Do. do. Pref. half-shares .. m. i 5 аг» ‘an ies 4— 54 4i— 54 NM 
71,447 Do. do. Def. do. va m sus Boh. ia Ж ире 4j— 5} 43— 5} 5M 5 
855,000 | City and South London Railway ... Stock 13 23% 14% 57 — 60 57 — 60 EO si 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . ..| 10| .. s 5— 6 5— 6 
32,098 | Crompton & Co., Nos. 1 to 32,098  ... 3 6 96 7195 32— 41 3$— 4} 
Do. 5 96 1st Mort. Reg. Debs., 1 to 900 of ` Jo 210% 09 —102 
190,909 £100, and 901 to 11,000 of £50 red * == = - 
99,261 | Edison & Swan Utd. El. Legt., * A” shares, £3 pd. 1 to 99,261 5 6 V 6 6 lj— 2} 1$— 94 9 
17,139 Do. do. do. “А” Shares, 01—017,139  ... 5| 6%! 6 6 34— 44 341— 44 1 
344,023 Do. do. do. 4 % Deb. Stock Red ... | 100 Ü i 89 — 91 90 — 92 
112,100 | Electric Construction, 1 to 112,100 ... na 2| 6 ф 6 6 %| 1i— 2% li— 24 
25,000 Do. do. И Cum. Pref., 1 to 25, 000.. 55 27 7 Ў 28— 3ixd| 28— 31 И 29 
140,300 Do. do. Perp. 1st Mort. Deb. Stock ... Stock T уз 102 —105 102 —105 1033 | 1024 
9,6007 Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . e Ф 7 %| 10 — 11 10 — 11 1. .. 
30,000 Henley's (W. T Telegraph Works, Ord. a m 5 | 12 14 15 %| 121— 134 |114— 124 | 12 | .. 
30,000 Do. do. 44 % Pref. ... 5, 7 7 a э» 5 — bà 5 — 5k 53 
50,000 | Ро. as do. 44 Mort. Deb. Stock... Stock 4395| ... | ... 10—114 108 —112 xd " 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works ..| 10] 10 10 . | 21 — 22 21 — 22 
300,000 Do. do. do. 4 % 1st Mort. Deb.. se 1-100 f sie . . [101 —104 |101 —104 
37, 500 |tLiverpool Overhead Railway, Ord. ... ee ..| 10| 34 31 325 8i— 9 8$— 9 
10,000 t Do. do. Pref., £10 paid M ..]| 10| 5 5 5 13 — 134 | 122— 13} 
37, 350 | Telegraph овы and Maintenance ... ... | 18 | 15 15 15 35 — З9ха | 35 — 39 
150,000 Do. 4 % Deb. Вав. Nos. 1 to 1,500 Red. 1909 ... | 100 | ... 101 —104 [101 — 104 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... 5] .. 8 [4 12 [4 104— 114 | 104— 113 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000 D do dee 51— 54 51— 52 
540, 000: Waterloo and City Railway, Ord. Stock "T ... | 100 3 9 3 [4 91 — 94 92 — 95 


+ Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY bM 


*Birmingham Electric Supply, Ordinary £5 (full 3400.) 8—10. Kensington and Knightsbridge Electric Lighti 
Brompton and Kensington, XI pen p d of £100, 102—105, paid) )12— 13; 1st Preference Cumulative е 28 (ral (fully Т paid), 62—T1. 
National Electric Free шш /6 paid, #—4. entures, 102—105. Dividend, 1899, on Ordinary Shares 11 . 

Ashton, and Hyde Electric (£10 pd.), Ord., 17—18 xd. 
Do. do: Pref, (£10 pd.), 10—10j xd. 


* From Birmingham Share List. 


Oldham *T. Parker, £10 (fully paid), 173. 


Bank rate of discount 4 per cent. (July 19th. 1900). 


MARKET QUOTATIONS, Wednesday, September 5th. 


CHEMICALS, &c. METALS, &o, (continued.) 


| This week. Last week. Ino. or Dec. | | This week. | Last week. Ine. or Dec 
— АНАА | — — 


— — — — — M M —.—ü6—᷑—ün M — MM | 
a Acid, Hydroohlorio .. S per ewt. 5 / | 5/- g Copper Sheet is s per ton £85 £85 | 
a „ Nitric by ЕЕ S рег cwt. 22/- 22J- д „ Rod .. рег ton £85 285 
a „ Охаіс Я 2x .. per owt.) 82/- 82/- e 55 (Electrolytic) Bars .. perton| £88 10 £883 10 
а „ Sulphuric.. as . perowt. 5/6 5/6 Ра | € 4 10 eets per ton £ | 
a Ammoniao, Bal. per cwt. 89/- 89/- y e a N >к d per ton) £8510 £85 10 
а Ammonia, Muriate (crystal) .. per ton 288 £88 n. € „ ji H.C. Wire per Ib. 93 d | 
.. per ton £80 £30 f Ebonite Rod .. m En .. per lb. / . - 
а Bleachin powder ^ .. per ton £7 £7 " Sheet 2x - .. per lb. 5/- 5/- 
a Bisulphide of баро; .. per ton £15 £15 * German Silver Wire ate .. per lb. 1/6 1/6 
a Borax > "T .. рег ton £17 £17 h Gutta-percha fine . is 32 
a Bensole (юг per gal. 7½ 7j- h India-rubber, Para fine per Ib. 3/113 to 4/23] 8/114 to 4/23 
s .. per gal. | 5/6 5/6 1 Iron, Charcoal Sheets  .. 
a Copper Sulphate” a .. Der ton £25 10 £25 10 4 „ Pig (Cleveland warrants) . per ton 71/9 71/9 
Nitrate e .. per ton £25 £25 4 ,, Forgings, according to size per боп! From £11 | From £11 
„ White Sugar... .. рег ton £81 #81 4 ,, Scrap, eavy . .. per ton; 70/- to 72/6 | 70/- to 72/6 
а NM tated Bot a .. per n о xi em i „ Wire, galvanised No.8 .. per ton eee d 155 5 
a Methyla ri T per gal. / ; 17 6 to 5 
a Naphtha, Solvent (00% a 160 at 190°). per gal. | Бб 5/6 g Lead, English Ingot — .. .. per ton ^73 6 to [fI 0 
a Potash, Bichromate, in casks per lb. d. А 5 Sheet es .. per ton £19 £19 
a „  Caustio (15/80%) .. per ton £ ы Manganin Wire No. 28 .. .. per lb. 8/- 8/- 
а „ Bisulphate "m .. per ton £85 £85 g Mercury per bot. £9 5 £9 5 
a Shellac .. .. per owt.) . 68/- 68/- d Mica (in original cases), small . per lb. | 84. to 9d. | 8d. to 9d. 
a Sulphate of Magnesia .. TE ton £4 10 £4 10 d n $i й medium per lb. | 1/9 to 2/9 1/9 to 2/9 
a Sulphur, Sublimed Flowers . per ton £6 £6 d large .. per lb. 8/8 to 7/8 8/8 to 7/8 
a n Recovered e... per ton | £5 10 £5 10 | p Phosphor Bronze, plain castings per b. 11 to 1/4 | 1/2 to 1/4 
.. рег ton £5 £5 . р T rolled bars & per Ib u to 1/4 1/1 to 1/4 
à Soda, Caustion (white 70 %) .. per ton £10 15 £10 15 А p „ Strip & sheet per lb. om 1/8 m 1/8 
a „ Crystals .. per ton £8 £8 A o Platinum x e „.. per oz. £8 18 6 £3 18 6 
a „ Bichromate, casks .. per Ib. 22d. 22d. E p Bilicon Bronze Wire ; per 10. | 102d. to 1/1 1034. to 1/1 
К 1 Steel, Magnet, &co'd'ng to deso'p'n per ton} From £15 to £40 
4 » „ in bars £58 
METALS, &o. gTinblok .. ..  .. Fer ton ( £0, | £187 to)) eg ine 
b Aluminium Wire, in ton lots.. per ton £994 £224 9 » foil zn ЧА .. рег lb. 2j- 2j- | 
b Sheet, in ton lots per en £191 £191 n „ wire, Nos. 1 to 16 per lb. 1/9 1/9 
p Babbitt’s metal ingots. . per £80 to 150 | £80 to FEA p White Anti - friction Metals — 
с Brass (rolled metal "to 19") basis per и 184. 7 “ White Ant" brand . per ton} £40 to £70 440 to £70 
€ „ Tube (brazed) .. .. per lb. 10d. 1 j Yarns, Cotton, Si 101b vndis per lb. 84d. | ; 
€ „ » (solid drawn)  .. perlb. d. | j „ Best Flax, 6 lea per lb. 64. 6d. 
с „ Wire, basis к .. per lb. е j » Hemp, 8 ply 10 lbs. .. per lb. 98 $ 
| 
с Copper Tubes (brazed) .. per lb. 1144. 1134 a. Oa Russian, 10 lbs. .. per lb. | $33: 
(solid drawn) .. per lb. па. па. j n J ute, 180 Ibs. rove per ton £1 10 £14 10 
$ Copper Bars (best selected). рег ton £85 £85 k Zinc, Sh't. (V ielle Montagne ond. ) per ton £24 5 nett. | £24 5 nett 


ОЛОРО УТТУ ЧЕСТ 

b e 8 Aluminium o., Ltd 
Quotations e Messrs. Thos. Bolton & Sons i 
supplied by | 4 Messrs. F. Wiggins & Sons. 

e Messrs. Fred Smith & Co. 


f India-Rubber, G.-P. and 3 ом 
Quotations (Mesue. James e [Co 


supplied by | M Mor. Sr Bolling & Lowe. 


J Messrs. Henry O, Yeo & Co. 


k Messrs. Morris Ashby, Limited. 
Quotations | * Messrs. W. T. Glover & Co., Ltd. 
supplied by n Messrs. Р. Ormiston & Sons. 

0 Messrs. Johnson, Matthey & Co., Ltd. 


ary Shares £5 (rally 


v The Phosphor Bronze Company, Ltd. 


" "^^ "mm... = nnm 
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METAL MARKET. — Fluetuations in August. 
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WHY SOME MUNICIPAL ELECTRICAL 
PLANTS DO NOT PAY BETTER.“ 


WE take the following extracts from a paper rend before the North- 
Western Electrical Association at its Waupaca meetirg, June 28th, 
by Prof. George D. Shepardson, of the University of Minnesota. 
The author has in mind electric light and power stations, but the 
same things that he finds to be true of them would also apply to 
municipal railways: 

The subject of municipal ownership has been diseussed at almost 
every session of this Association, and the general sentiment scems 
to be that the principal cause of the agitation in favour of muni- 
cipal ownership is the circulation of incorrect figures as to the real 
cost of operating existing municipal plants. It is easy to see why 
the reports of such cost are almost invariably too low. The towns 
almost never know the real cost of the light, on account of faulty 
records. Each town desires to make the best showing possible, for 
when a low figure is quoted, the general public immediately con- 
cludes that it is enterprising, while those who know how such 
reports are compiled, smile at their ignorance of the real cost. The 
other principal cause is the general belief on the part of the public 
that the electric companies are making enormous profits, whereas 
the painful fact is that probably few of the smaller companies at 
least are really earning any dividends. In towns of less than 2,000 
or 3, 000 inhabitants, it is a very difficult matter for an electric light 
station to earn respectable dividends unless it is operated in con- 
junction with some other business, for example, a mill, so that the 
labour and administrative expenses are reduced to a minimum. 
Similar conditions hold in many plants in larger towns. The reports 
of some stations show larger profits than actually exist, which, while 
flattering to stockholders, are yct deceptive, if not positively harm- 
ful. A uniform method of keeping accounts, such as is being urged 
by the National Electric Light Association, would do much to help 
station managers to discover their own realsituation. Did the muni- 
cipal private plants have correct methods of keeping records, so that 
it was generally known how much it actually costs to operate muni- 
cipal plants, and how small the net earnings of private plants really 
are, the agitation would probably die a natural death in a few years. 
Asa matter of fact, the managers of some of the largest central 
stations advocate the public supervision of their accounts, that the 
actual facts may be in the possession of the people. The ordinary 
citizen reads the report that the operating expenses of a large plant 
are only 50 per cent. of the gross income, and he believes that the 
remaining 50 per cent. is clear profit, forgetting about the numerous 
charges which reduce this to 15 or 5 per cent. He also compares 
the cost of a Kw.-hour produced at the station with that charged on 
his bill for service, and then firmly believes that the company is 
making from 100 to 2,000 per cent. clear profit. The public gene- 
rally have no objection if a reasonable dividend is earned, but there 
is objection to what are felt to be enormous profits. 

The result of the agitation for municipal ownership of electric 
plants was shown in the statistics for Minnesota; in 1894 the central 
station directories showed 10 municipal and 38 private electric 
lighting plants, while in 1900 there were 53 municipal and 63 com- 
pany plante. 

Of the data on costs it is said :— The reporte of the low rates with 
municipal plants are due to several causes, usually to ignorance of 
the real cost. Expenses that should be charged against the electric 
plant are often placed against the waterworks or against the general 
fund, and are often ignored until it becomes necessary to pay some 
bonds. Depreciation is often not considered, and when something 
finally gives out, a special appropriation is made for renewals, and 
is charged against something other than the operating expenses of 
the municipallighting plant. The result is that the rates received 
for electric light are often considerably below actual cost to the 
town, and the saving to the people who take electric light is made 
up by increased taxation of the whole people. If the town sells 
electric light below cost, it should in all reason furnish kerosene 
and candles at proportionally low figures. And why not groceries 
and dry goods likewise ? 

After a résumé of the arguments for and against municipal 
ownership, there are given some incidents (from personal know- 
ledge and the contributions of friends whose testimony is believed 
to be reliable) showing why the efficiency in municipal plante is less 
than called for by the theories of some political economists. 

At one place they decided to secure a cheap engineer to design 
their plant. He specified a 20-H.P. gasoline engine to operate a 
600-light dynamo, and, in addition, to drive the pumping machinery 
for the waterworks. The Council made a contract for the gasoline 
engine as specified, including a proviso that if a steam plant was 
substituted, the gas engine contractor was to receive a commission of 
15 per cent. of the cost of steam plant. It is reported that this was 
actually done and paid. Two of the larger towns of the State were 
contemplating municipal ownership, and each secured the services 
of an inexperienced young man to prepare plans and specitications 
for the plants, in one case because he was a friend or relative of 
one of the committee, in the other case, probably, because he was 
cheap. The country is full of half-baked electricians who pose as 
engineers and as adviscrs to investors. 

There is frequently an attempt to reduce operating expenses too 
far. At one place the Council discharged a good engineer and 
hired another because he was cheap. Within three days he got his 
cylinder full of water and broke the girder of the Corliss engine. 
It is common, even with privately-owned stations, to attempt 
economy by hiring cheap firemen, since anyone can shovel coal or 
throw wood. But owners fail to recognise that by paying $10 to 
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$20 more for securing a capable fireman they are apt to save his 
extra wages several times over in reduced fuel bills. 

In some cases there is great loss on account of downright dis- 
honesty of the superintendent or the council committee. A city 
employing an honest superintendent, with liberal pay and some 
backing in the council, will often prevent small and also large 
steals which are almost invariably found in municipal depart- 
ments, such as Тар renewals (on which it is difficult to keep accu- 
rate account or check), * rake-offs” on purchases for the plant for 
which in the end the city pays. One supply company offered a 
new superintendent as high as 20 per cent. on all purchases the 
year round, as they had always done so. This 15 substantiated by 
old bills. Lamps are chee ked up once a month while burning, and 
one is often asked to go easy in counting, being offered all sorts of 
bribes, from cigars or drinks to considerable sums in eash. I know 
of officials receiving special concessions in. this way amounting to 
several hundred dollars per vear. АП this could have been pre- 
vented by a proper system of checking, but at best it comes down to 
опе man being honest. Car loads of wood have been sold ‘by 
the ear’ by former superintendents, An investigation by an 
alderman indicated. that a loss of over $1,000 per year had been 
received from that source. alone.” In another. place the city 
recorder is said to collect the accounts, and sometimes sublets the 
job to his friends who knock down about. half and turn the balance 
over to the recorder, who in turn transmits to the treasurer so 
much of it as suits his convenience, there being no records and no 
other system. 

The political conditions prevent best results in many plants. 
Where the employés are appointed. by, aldermanic influence, it is 
not uncommon for an underling to retort to his superior officer 
when corrected for some shorteoming, “Oh, well, E have more pull 
than you have, and what are vou going to do about it?“ In one 
town, until recently, the plaut was operated by two parties, an 
engineer, who took care of the station, and а lineman in charge of 
outside work. These parties were not on speaking terms, and, of 
course, each attributed all troubles with tbe lights to the other man's 
part of the plant. This state of affairs continued for several years, 
during which time the are system was in bad condition, the lineman 
attributing it to the dynamo, and the engineer laving it to the 
lamps. When a change was made, there were two applicants for 
lineman, one a young man who would have attended to business, 
the other a voung son of one of the aldermen and with little 
experience or ability. There were also two applicants for fireman, 
one a good man, and the other a lazy, good-for-nothing fellow 
who clained to have considerable influence in the country, so that 
he could turn considerable trade to some of the stores in which 
the aldermen were interested. By combining forces the poorer 
man was appointed in each case. There is a continual struggle 
between the temperance and the saloon element in most of the 
towns, and when a new election puts the opposition into power, the 
superintendent i$ almost sure to lose his place in favour of some 
friend of the new management. 


STEEL: ITS PROPERTIES AND TESTS. 


I 


Sous useful information may be gathered from Mr. A. L. Colby“ 
review of American standard specificatious presented at the Inter- 
national Congress in Paris. It is argued that test methods may 
be made the subject of international agreement. For this purpose 
the process of manufacture may properly be stipulated; the limits 
of certain constituents are fairly to be stated, especially those of 
sulphur and phosphorus, and the physical properties may be named, 
but details of the process of manufacture are not admissible. 
Shape, number, and location of origin of test prices may be specified, 
and the manner of testing such specimens both physically and 
chemically. 

Ten standard specifications are given, as framed by the American 
section of the International Association. As these include articles 
and material in common use by electrical eugineers, we propose 
from time to time to give abstracts from each. American practice 
in steel employs the crucible process but little for tires, forgings or 
castings, the total make in 1899 being only 3,500 tons. "This differs 
from English practice, though we have no figures before us of 
English turnout, but firms like Hadfields, Jessops and others make 
a large output of crucible steel. Bessemer steel is used for rails 
and structural work, also for axles, forgings and castings. American 
Bessemer steel 1х all made by the acid process, none of the three 


basie plants being now at work. Practically, all American rails are 


of Bessemer steel, of which 2,270,000 tons were made in 1899; but 
only 3,939 tons of castings were made. 

Ópen hearth steel is allowed in all the nine standard specifica- 
tions, and it alone is specified for boiler plate and rivet steel, bridge 
and ship steel, and steel axles. In this steel no distinction is made 
between acid and basic steel, except that in bridge and ship steel 
phosphorus must not exceed ‘06 per cent., whereas in acid steel it 
тау be 08 per cent From 1896 to 1899 inclusive, the per- 
centage of basic steel hy the open hearth process has grown 
from 59˙8 to 706 per cent, the total production in 1899 of both 
falling but little below 3 million tons metric. It is legitimate for 
an engineer, who desires to do so, to call for acid steel, but it 
diminishes the area of supply, and shuts off healthy competition. 
It is legitimate to demand that annealing shall not include a slow 
cooling from the initial temperature of casting, rolling, or forging, 
but it is not the province of the engineer to specify that all steel for 
wire shall be made in a silica-lined furnace, or entirely of pig iron, 


\ 


all other stock being barred, and so on, even to prohibiting 
the running of a cast unless the inspector is there, Such 
specitications defeat their own ends, and simply harry the 
manufacturer, and increase the cost of production, “while 
it is obviously impossible for even thoroughly experienced 
inspectors to follow the specification without delaying the progress 
of work. It is well known that such requirements are ignored. 
Why then hold to them ? Such weak points in specifications being 
abandoned in the inspection, destroy some of the strength of 
essential requirements. It is very usual even to withdraw such 
unwise demands in order to enable an order to be placed. It js 
considered better to increase the percentage of elongation and con- 
traction than to attempt to specify upon the annealing process, 

Turning to chemical requirements, it is observed that no limit of 
carbon is specitied where the tensile strength is specified, except iy 
splice bars, ., fish-plates. A manganese limit is properly specified 
in tires, boiler plate, rivets, rails and fish-plates, while a silicon 
limit is asked only in tires and rails, 

Phosphorus is so dangerous an impurity that its limits may 
properly be defined in all things, and sulphur in all but rails and 
structural steel, owing to its red short properties. Copper is given 
no limit. It is considered to have been now definitely settled that 
copper in even large quantity is not deleterious. 

Campbell asserts that copper may exist up to 1 per cent., but if 
high sulphur, say 08 to 10 is co-existent, the steel will crack 
in rolling, especially during the first passes of the inget, so that it 
is of little importance to the engineer who is concerne d with the 
finished product, of which the col? properties seem to be entirely 
unaffected. Copper has been alloyed with iron up to 7 per cent. 
The alloy is hard and cannot be tooled. Generally all evidence i 
that copper need not be considered. 

It may appear odd to omit any reference to carbon where tensile 
strength is specified, but it is a fact that carbon has been specified 
in such proportion as to render it impossible to meet the tenacity 
requirements. Hence where physical properties are defined with 
clearness the chemistry of steel may be ignored save in preserib- 
ing the limits of the really injurious impurities, phosphorus and 
sulphur. 

(To be continued.) 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, ĝt., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the пегитасу oj 
the views which he may erpress. | 


CHANGED OVER, writes:—* Having read the article in your issue of 
August 24th on ‘Change Overs with great interest, I should be 
much obliged if you would go further into the question, and giveu- 
definite information on the following points :— 

* Firstly, supposing that a consumer is taking lus supply at 110 
volts, and the supply station propose to change him over to à highe: 
pressure, are the supply people bound to give the consumer notic 
in writing, and to receive his written consent before changing Uy 
pressure ? 

“ Secondly, supposing that a consumer has à meter on his premis 
for which he is paying the supply company an annual rental, anu 
on changing the pressure over the company do not change th 
meter, but utilise the same 110-volt meter for registering the curren! 
at the higher pressure, and on sending the acconnt in multiply the 
units registered on the meter by two, and charge accordingly for 
double what the meter has registered, can the consumer legally di~- 
pute the деси, and is it lawful for the supply people to charge in 
this way ? 

“ As this matter ix just now very interesting, a definite answer 
would be of great assistance.” 

% In answer to the first question addressed to us by “Changed 
Over," we think that in the absence of a special term in their 
contract with a consumer, enabling them to supply energy at апу 
pressure they think fit, the supply company would have to give 
notice of the change suggested. Further, if the company had agreed 
to supply electricity at a definite pressure—and the terms and con- 
ditions of supply usually contain a definite statement of the pro- 
posed pressure—it would be a distinct breach of contract on thy 
part to make a change which might involve considerable expense te 
the consumer. A consumer is entitled to insist on being supplied 
with electricity on the same terms as others are supplie d in the 
district (45 and 46 V., c. 56, fiection 19), aud also to insist on being 
supplied in accordance with the terms of the Board of Trade rezu- 
lations. If undertakers make default in these respects they beco! 
liable to penalties prescribed by the Board of ‘Trade, but. in 
addition to these compulsory requirements, the undertakers are 
bound to fulfil their contract with their consumers—and if need be 
they must defray any expense to which he may be put by alteration 
of pressure. 

With regnrd tothe second question put by “Changed Over, it would 
seem that so long as the meter registers correctly the amount ої 
electricity consumed, the customer cannot complain. The accuracy of 
the meter is left to the electric inspector to determine, and his 
decision is final. The register of the meter is prina Furie evidence 
of the quantity of electrical energy consumed, and it is usual to insert 
a clause in the “ conditions " to the effect that if it is questioned, ar: 
official examination will be made. If the official test shows that 
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the meter registers incorrectly, the undertakers generally 
пау the fee, and make adjustment for the period in 
dispute. If the meter is declared correct, the consumer 
pays the fee, Assuming, therefore, that the correct amount can be 
arrived at by “multiplying by two,” we sce no reason why the con- 
sumer should object. Should that method prove inaccurate, it is 
clear that the consumer could add the expense of providing a new 
meter to his bill when rendering an account of the expense to which 
he bas been put by increased pressure. 

“ Metal Worker writes :—'* Will you kindly inform us (to settle 
» dispute whether a private firm having two business pluces may 
run а telephone from one to the other, crossing several roads in its 


wuy, without infringing the rights of the Post Office, telephone ' 


"«npanies &c.? The argument is about a private wire used by no 
one but the firm which owns it." 

'.^ The difficult question put by our correspondent has not, so 
far as we are aware at preseat, been definitely decided iu any 
case. That telegraphs and telephones are a monopoly of the Post- 
master-General is undoubted; that no one is allowed to work a 
telegraph or telephone for profit without a license is undeniable ; 
bat a wire used solely by a private firm seems to come under a 
different category. Our own view at present is that, assuming the 
road authorities make no objection to the telephone wires crossing 
the streets, the firm may safely erect the telephone. We say this 
in the absence of authority upon the point. Pressure upon our 
space prevents us from dealing with this question at greater length 
at present, but we hope in a subsequent issue to deal further with 
tbis matter, and if compelled by more careful research to modify 
the view above expressed. 


CURRENT SPECIFICATIONS. 


XXVIL—HORTON ESTATE ASYLUM.—LONDON COUNTY 
COUNCIL. | 


SUMMARY 


муре of Contract, —Complete equipment of power house for the 
electric lighting of Horton Estate Asylum. 

umber and. Type of Boilers.—Three to be supplied of Lancashire 
vr other approved type, each capable of supplying steam to a 
150-Kw. steam dynamo. 

Working Pressure.—160 lbs. per square inch. 

Fuel Ecgnomiser.— A fuel economiser of approved make and ample 
«ize to be supplied, arranged in two groups. 

Ash Hois.—One to be provided, either electric or hydraulic, 
-nitable for a working load of 15 cwt. 

Trecelling Crane. Опе to be fitted, worked by hand power, 
suitable for lifting heaviest parts of steam dynamos. 

Pipework.—To be supplied and fitted under contract. - 

‘unter of Steam lynanos.—Three to be supplied, each capable 
ef developing 150 kw. as normal working load. 

Type of Engines—To be of compound expansion, condensing 


eoclosed type, to run at speed of not more than 300 revolutions per - 


minute. 

Normal ДЖ of Dinamos.—A400 volts. ; 

Pousdotions.—DIhe necessary foundatious for the whole of the 
piant must be included in the contract sum. 

Lundensing Plant.—To be of the jet” type complete with neces- 
‘ary air and circulating water pumps. 

Motor Boosters.—Two to be supplied, each consisting of motor aud 
buster. The two sets to be mounted on same foundation, and con- 
tected together through flexible coupling. 

, Uuiput of Boosters.—Each to be capable of developing 12 kw 
150 amperes) at auy voltage between 10 and 80 volts. 

шри! of. Balaneers.—The motors for driving boosters to be of 
ample «ize, and to be suitable for use if required as balaneers on a 
three-wire 200-volt «vatem, 

Speed of Combination. — Not to exceed 1,000 revolutions per 
minute. 

Capacity of Battery.—To consist of 245 cells, each having a 
‘apacity of 800 nmpere-hours when discharged in four hours. 
mien ЕМЕ of cell at end of discharge to be not less than 1:86 
ene “A main switchboard to fulfil specitied requirements 

? be supplied and fixed. 

5 Four motors two of 20-H. p. size, one of 6-H. p., and one 
ae Н.Р. «f ironclad type, with all necessary resistance, to be 

pplied. С 
Жү ыру e Power Station. Seveuty-eight lamps as specitied, to 

Hpecifind 7 and supplied. 4 
ace ini of Completion. —Not to exceed 12 months, part in 


Pen ‘or 
; айу јо Late Completion. 10 per week. 
"11025 0 


rupert с Y Payment. —80 per cent. of value of permanent work 
I - per А, executed 1 * x 1 * 2/39 
aud fixed on site;" 10 per cent. one month after 


* le 10 ; 
"um „ 10 per cent. at end. of 12 months’ period of mainte- 


Nfi міді 
Stipe "Mee па to Removal of. Foreman. —Satisfactory. 
see comment, ^s Wages paid to Workmen.—N ery unsati«faetory--- 
4 МА below ` ` 
Ariitrait p A 
L. te on cio nat —Very unsatisfactory-—see below 
! tun Tends Ts are Due.— September 22ud. 1900. 


This 8 


tric 


provides for the equipment of the elec- 
at the Horton Estate Asylum, Epsom, The 


pecificatic n 
Power house 


work is to be done to the order of the Asylums Committee 
of the London County Council, and in. accordance with the 
general conditions adopted by that authority for use in all 
engineering contracts, 


The technical requirements аге clearly stated, a wise 


latitude being left to the tenderer ах to the exact outputs of 
the plant to be supplied. 
complying with the requirements, using, to a very large 
extent, ordinary standard apparatus. 
taken to specify the positions and the method of wiring to 
be adopted for the 78 glow lamps which will be used for 
lighting the power house and adjoining buildings. 
notice that in specifying the output of the accumulators the 
capacity is stated as 800 ampere-hours when discharged. at 
the two rates of 100 and 200 amperes. 
required capacity is obtained at the higher rate of discharge, 
ft will be considerably increased when the rate of discharge 
is reduced to one-half. 
plant to а capacity of about 50 Kw. shall be available for 
use in seven months from date of order, and that the whole 
of the work shall be completed in an additional fire months 
under a penalty of 470 per week. 


There onght to be no difficulty in 


Great care has been 


We also 


In practice, if the 


It is stipulated that venerating 


This is the first time we have had the opportunity in this 


series of articles of criticising the general conditions to 
engineering. contracts insisted upon by the London County 
Council. 


There may be a difference of opinion as to the motives 


which have led to the adoption of these and similar clauses 
by that body, we think there can be none as to their unjust 
character. 
operation conditions such as these are prejudicial to con- 
tractors, artisans, purchasers, aud ratepayers alike, but in the 
space at our disposal we can only draw attention to those 
clauses which directly affect the manufacturer preparing a 
fender for the work. 


It would be easy to demonstrate, that in. their 


The clause headed “arbitration clause". reads as fol- 


lows :— 


If any difference or dispute shall arise betutcen the соте. and the 


eim reactor, either with regard to the construction or effect of the 
contract, or to the rights, duties, or liabilities of the contractor or 
the committee under the contract, or ах to the due performance of 
the contract by the contractor, or as to any materials or workman- 
ship. or asto any other matter or thing or cause of difference arising 
out of the contract or the execution chereof directly or indirectly, 
the same shall he referred to the award. and decision of the engineer as 
sole arbitratur, whose decision shall be final and conclusive between the 
parties, and the provisions of the Arbitration Act, 1889, shall apply 
to any arbitration under this clause. 


It would be fairer to style this “denial of arbitration 


rlause,” for it denies to the contractor any chance of stating 
his case before an impartial authority. 
case, the engineer is both counsel for one party and 
judge it cannot be termed an impartial or just. tribunal, and 
counsel for one party he may undoubtedly be termed to be, 
when he is the paid servant of that party, and responsible to 
it, not only for the preparation of the specification, but also 
for its due fulfilment by the other party. These remarks 
are made quite irrespective of the person acting as engincer 


When, as in this 


to the Council; however hard he may try to give absolutely 
impartial decisions, and however just may be his verdicts, bis 


rulings will always be open to the feeling of distrust inseparuble 
from his dual position, and we contend that it is exceedingly 
unfair of the Council to place any of its servants in this 
unenviable position. 
there is a painful reiteration of the demand that the decision 
of the engincer shall be final; thus, in referring to possible 
discrepancies in the specification, we find: 


Throughout the whole of the clause 


The specification contained in the first and second schedules 


hereto and the said plans are to be considered as explauatory of 
each other, and should anything appear in any one that is not 
‚ described in the other or others, no advautage shall be taken by the 
contractor of any such omission. Should any discrepancy appear 


between this contract and the said specification and the id plans, 


or between any two of them, or between different parts of any one 
of such documents, or should any misunderstanding arise as to the 
meaning or import of this contract. or the said plans or any of them. 
or as to which of them shall be followed, or about the quality or 
dimensions of the works, machinery, plant, fittings, matters or things 
to be supplied. or the due and proper execution. of the said. work. 
or as to the measurement, quality, or valuation of the works, 
machinery, plant, fittings, matters and things provided or executed 
wader this contract, or as extras upon this contract, or as to апу 
additions to or deductions from the contract price, or as to any other 
matter or thing whatsoever arising out of or in relation to this eon- 
tract, the seme shall be coplainel and deculed by the engineer, and his 
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explanation and decision shall be final and binding upon the contractor 
and the committee, and the contractor shall execute the said works 
according to such erplanation and decision, 


In the same way the engineer is sole judge as to the 
quality of all work done under the contract, the one whose 
decision on all variations of price for extra work done or 
work omitted is finally binding, and whose will as to the 
time at which the work is to be done must be obeyed. We 
do not say that a contractor under these conditions would 
necessarily suffer unjust treatment in these directions, but 
the wording of the clauses certainly confers excessive and 
unjustifiable powers upon the engineer, of which very arbitrary 


use might be made without in any way violating the letter of 
his instructions. 


This power to vary work may prove very unfair. As 
worded the clause gives absolute power, it says :— 


The engineer may also alter or vary any of the said works, or may 
order any of the said works to be omitted with or without the substitu- 
tion of any other works in lieu thereof, от may order any work or any 
portion of work executed or partially executed to be removed, 
chauged, or altered, or may order additional works to be executed, 
and the difference of expense to be occasioned by any alteration, 
variation, omission, or addition as aforesaid shall be added to or 
deducted from the contract price as the case may require, and the 
amount of such addition or deduction shall be ascertained and 
determined by the engineer in accordance with such rates or prices 
as shall be determined by the engineer as fair and reasonable. 


Suppose that half of the work specified is thus dispensed 
with. Many of the risks the contractor has to provide for 
remain practically stationary ; his profit, if any, is halved, 
and he has no /ocus standi or right to ask from any impar- 
tial authority compensation for the actual work done being so 


much less than that on which his estimates of cost were 
based. | 


We strongly urge all tenderers not only to stipulate for 
an unlimited arbitration clause, but also to limit to a certai 
percentage of the total contract sum the extent to which the 
work done under the contract may be reduced from the 
amount now asked for. 


Clause 22 needs careful reading; it states :— 


The contractor shall take every proper precaution to prevent any 
accideut or injury to any person or body, or to any property or 
works (whether belonging to or under the control of the Committee 
or the Council or others) from any cause whatsoever arising out of 
orin connection with the execution of the said works, and shall 
forthwith, on any such accident or injury occurring, repair, make 
good and defray any loss, damage, cost, charge or expense arising 
thereby or therefrom, or in consequence thereof, to the Committee 
or the Council or any other person or body injuriously affected, and 
shall indemnify and save harmless and keep indemnified the Com- 
mittee and the Council and their respective officers and servants 
from and against the same, and from and against all actions, suits, 
claims, penalties, liabilities, costs, expenses and demands whatso- 
ever by reason or on account thereof. And the Committee or the 
Council may, if they shall sce fit, compromise or settle any such action, 
suit or other proceeding or claim as aforesaid on such terms as they 
shall sce fit, and the contractor shall thereupon forthwith, on demand, 
pay to the Committee or Council the sum or gums paid by them, or either 
of them, wpon the occasion thercof, and shall in every case pay to them 
respectively such sum or sums as shall fully indemnify them from all 
loss or injury. All expenses claimed or recoverable or recovered by 
any local authority against either the contractor or the Council or 
the Committee in respect of any extraordinary traffic over public 
roads or highways caused by or arising out of the execution by the 
contractor of the said works shall be paid by the contractor, and the 
contractor shall fully indemnify the Council and the Committee 
from the payment of any such expenses and from all actions, 
proceedings, liabilities, costs and expenses relating thereto. 


While admitting the liability of the contractor to com- 
peusate persons injured through his or his servant's negli- 
gence, we protest against the demand of the Council that they 
may, quite irrespective of the contractor, and from the 
wording of the clause without the necessity of even inform- 
ing him as to what they are doing, compromise or settle an 
action to assess damages in any way they think fit, and then 
call upon him to pay all incurred costs and damages., 
Surely if the contractor has to pay he should have a voice in 
the settlement. The clause as worded is unjust, and we 
advise that strong exception be taken to its provisions by all 
tenderers. 

The labour conditions of the Council are usually con- 
sidered the high-water mark of municipal Socialism. They 
contain provisions which render it almost impossible for some 
of the most reputable firms in the engineering industry to 
even offer to do work for the Council, and in many ways 
they react in a most unfavourable manner upon the rate- 
payer, te., largely upon the artizan class themselves. 


The principal clauses read as follows :— 


The contractor shall at all times during the continuance of thig 
contract abide by, perform, observe, fulfil and keep all and singular 
the stipulations following, that is to say :— 

1. The contractor shall pay all workmen (except a reasonable 
number of his legally-bound apprentices) employed by him in and 
about the execution of this contract or any part thereof, wages aud 
wages for overtime respectively, at rates not less than the rateg 
stated in the Third Schedule hereto, and for each and every breach 
by the contractor of this stipulation, and notwithstanding the con- 
donation of any prior or other breach, the contractor shall on 
demand pay to the committee as liquidated damages, and not asa 
penalty, the sum of £5. 

2. The contractor shall observe and cause to be observed by all 
such workmen hours of labour not greater than the hours of labour 
stated in the said Third Schedule, and for each and every breach by 
the contractor of this stipulation, and notwithstanding the condona- 
tion of any prior or other breach, the contractor shall on demand 
pay to the committee as liquidated damages, and not as a penalty, 
for each day on which such breach shall be committed, and each 
workman in respect to whom it shall be committed the sum of 58. 
(five shillings) per hour for every hour during which on each day 
each such workman shall be employed by the contractor beyond the 
maximum number of hours stated in the said Third Schedule, pro- 
vided that this stipulation shall not be construed to prohibit over- 
time, if such overtime be in accordance with the rules of the trade 
unions concerned. 

3. The contractor shall at all times durjng the continuance of 
this contract display and keep displayed upon the site of the works 

and in every factory, workshop, or place occupied or used by the 
‘contractor in or about the execution of this contract, in a position 
in which the same may be easily read by all workmen employed by 
the contractor in or about the execution of this contract, a clearly 
printed or written copy of the said Third Schedule hereto. 

4. The contractor shall at any time, and from time to time during 
the continuance of this contract, whenever called upon so to do by 
the clerk for the time being of the committee, produce to such 
officer or officers of the committec as the clerk may direct, the time 
and wages books and sheets of the contractor in order to show to 
the satisfaction of such officer or officers whether or not the stipula- 
tions contained in this clause have been and are being complied 
witn. 

5. Should any workman in the employment of the contractor be 
uot paid the scheduled rate of wages, the committee may pay to any 
workman who may have been underpaid the difference between the 
amount of wages which he may have been paid by the contractor 
and the amount which he would have been paid if the stipulations 
as to wages had been observed, and may deduct from any moneys 
due or to become due under the contract the amount of the said 
difference so paid to such workman. 

As regards all work to be done at the Asylum or elsewhere within a 
radius of 20 miles measured in a straight line from Charing Cross, in 
the County of London, the minimum rate of wages and wages for 
overtime, and the maximum hours of labour, will be found set out 
in the list forming Part I. of the said Third Schedule. 

As regards all work to be done outside the Asylum and the radius 
aforesaid, the tenderer must, before delivering his tender, complete 
the list of rates of wages, wages for overtime, and hours of labour 
forming Part II. of the said Third Schedule, by specifying the place 
or places outside the Asylum and radius aforesaid at which any 
work is proposed to be done, and by filling into the proper columus 
against each trade specified the rates of wages, wages for overtime, 
and hours of labour proposed to be paid and observed by the 
tenderer, which must be those at the date of the tender recognised 
by associations of employers and trades unions, and in practice 
obtained in the district in which the work is to be done. 

The contract also forbids the contractor to assign or underlet the 
contract or any part of it, or to sub-contract, except with the consent «f 
the Comaniltee, and upon such conditions as they may think fit; but J 
the tenderer at the time of tendering states his desire to sub-let or sub- 
contract for any portions of the work not usually done by him, tle 
Committee will agree to such sub-letting or sub-contracting to or with ап 
approved person, the principal contractor being responsible to the Com- 


mittee for the work being done under the same conditions аз if done by 
himself. 


Accompanying the specification is the schedule of rates of 
wages per hour and hours of labour which must be observed 
if the work is done within the London area, and a blank 
form asking for similar particulars for work done outside 
that area. At the moment we say nothing as to whether 
in our opinion they are excessive or not. They are cértainly 
partial, for they only relate to those of the contractor's 
employés performing manual labour; not a word is said as 
to the conditions under which his clerical or technical steffs 


should be employed. 


We, however, object to the clauses above reprinted гл 
lofo, and reject altogether the claim that the purchaser of an 
article has the right to control the relations between the 
manufacturer and his employés. He may stipulate if he likes 
that the conditions of employment under which the goods 
purchased by himself are made shall be fair and reasonable 
in the opinion of an independent impartial authority, but 
beyond this he has in our opinion no right to interfere. We 
strongly advise that no tenderer should agree to the claim of 
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the Council to dictate the terms of payment, the maximum 
hours of labour, the rates for overtime, and unless in strict 
acvordance with local Trade Union wishes, to have the power 
af. prohibiting it altogether. 

We regard as wholly unjust the demand that the Council 
should have at all times access to the contractor’s private 
time and wage books, and that they should reserve to them- 
wives the power of heavily fining the contractor for any 
tnach of these regulations of which breach they are them- 
vives to be sole judges. We also protest against the 
giſalntion demanding that the contract rates of payment 
stu) be publicly exhibited in the workshops, as to do this 

t be the means of fomenting discontent if they in any 
vay differed from the rates usually paid for similar work. 

In this contract it is improbable that the principal 
contractor will himself make more than one-third of the 
pant, the rest must necessarily be obtained from a large 
snmber of other firms who are termed in the general con- 
ions sub-contractors. Under the same heading come 
4so the manufacturers of the materials used by the con- 
actor. 

The labour conditions apparently apply to all these manu- 
farturers: and the principal contractor is held responsible to 
tie Conucil that they are adhered to, or if not he is subject to 
the penalties above ennmerated. We can only say in regard 
w this that we sincerely pity the successful contractor, who 
vith the knowledge that the general conditions will be 
stmt enforced tries to place sub-contracts for boilers, 
engines, condensing plant, &c., &c., with manufacturers 
of bigh standing iu their respective trades. | 

No one who carefully reads these labour clauses can fail 
to note the attitude of antagonism taken up by the Council 
wwards the manufacturer. They appear to be drawn up 
wy in the supposed interests of labour, else some pro- 
осоп would have been afforded the employer. The con- 
tar is compelled to pay Aigh rates, why is not hurd 
an honest work demanded from the worker? The con- 
tractor is penalised if he evades the regulations, why is there 

14 some mitigation of penalty if he fails through the work- 
шап breaking his part of the engagement and by negligence 
or neglect of duty preventing the contract being completed 
i time? As they stand the clauses seem to us to be unjust 
and unworkable in the conditions governing our present day 


industrial life, 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. TuomPsox & Co., Electrical Patent 
Agente, 822, High Holborn, London, W.C., and at Liverpool, Manchester 
aad Birmingham, to whom all inquiries should be addressed, 


9 87 "Imi Tovements relating to the insulation of electrical conductors." 
à mars and C. E. Kent. Dated August 20th. 


3 " An improved dynamo-electric machine and regulator therefor.” 
rdi: and M. Јсикл. Dated August 20th. 

auc Improvements in electrical measuring instiuments." 
ene, Dated August 20th. 

rad сыи provements in or connected with sectional conductor street or 


14915, „ А ways.” J. MiLNEs. Dated August 21st. 
~ new 4 10 lite. А z . 
T. Cas. Dated 1 life-saving guard for electric cars, motor cars, &c. 


мәз 1 ugust 215%. 

ud C. H Ажтъ шев in electric accumulators.” H. Rose, J. НАШЕАХ 
иза e des. Dated August 21st. 

Baup. Dated ргохешепіз іп switchboards for telephone stations.” 
ugust Ast. (Complete.) 


ая. e In : 
Т een electric lamps.“ J. SWINBURNE. Dated August 22nd. 
ne w or i 


N of d „Improved arrangement for automatically lubricating the 
= <yDAMos, W. G. Gnagam. Dated August 22nd. i 
rà Augast zend nt in electric measuring instruments.” 
A ELO Im : " E 
Fuer atm of 9 ements relating to the recovery of tin and the simult.sncous 
a MEN energy," R. H. Govrp. Dated August 22nd. 
ары ». Arria 2648 in the manufacture of carbon electrcdes for are 
ma e. P Usted August And. 
ements in el : i ^" : 
Ard. Кош ectro-plating apparatus. Н. R. BOISSIER. 
^ RIKG Coupee in electrical demand indicators." "Tur Reason 
Dew or Hus ee ies (A. Wright, High Seis.) Dated August rd. 
Msc. mproved electrical ar Tin У " 
Bim . YNOX&, Dated Aiunt ME c lamp NETTLEFOLDS, LIMITED, 


Uate à An im Е 
August Ah. red Universal direct-acting thermal motor.” A. E. GRAVIER. 


L. B. 


M. I. 


A. HONIG. 


A : 
ыл REW or n А 
B. Wun, Dated August Атса] hauling apparatus." T. GuEENSMITH 


15,167. “Improvements in systems of clectrical distribution," THE BRITISH 
Тномкох - HovsroN Company, LixirBD. (W. J. Davis, junr., United States.) 
Dated August 25th. (Complete.) 

15,168. Improvements in commutatora for electric machines.“ Тнк BRITISH 
THomson-Hovston СомРАКҮ, LIMITED, (J. J. T. Dempster, United States.) 
Dated August 25th. (Complete.) 


15,169. “Improvements in rectifying alternating electric currents.” THE 
BRITISH THoMsoN-Hovston Company, ІлміТЕЮр. (E. Thomson, United States.) 
Dated August 25th. (Complete.) 

15.175. Improved apparatus for igniting by electricity combustible mixtures 
in internal combustion motors and the like." A. G. BLOXJAu. (A. Schoeller, 
Germany.) Dated August 25th. 


15,198. “А new or improved method for adjusting electrodes.“ R. J. Reynops 
Dated Augost th. Я 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Oopies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 829, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
bam, price, post free, 9d. (in stamps). 


20,202. ‘‘ improvements in eleetrical apparatus for operating railway points and 
signals." T.Ducouseo. Dated September 23rd, 1898. (Date claimed under Section 
103 of Patents, &c., Act, 1883, February 24th, 1898.) Relates to means for electri- 
cally actuating railway points and signals. The rod of the point or signal is con- 
nected toa slotted lever which is worked by a pin on a disc driven by worm 
gearing from the motor. 'l'his has two oppositely wound field magnets each 
provided with a line wire to the central station, and an armature connected to 
the junction of thetwo field magnet coils and to earth. 8 claims. 


20,768. “ improvements іа the construction and workiag of electric aro lamps." 
La Societe “Les Fils d Adolph la.” Dated October Ist, 1898. (Date under 
Patents, &c., Act, 1883, Sec. 103, April 2nd, 1894, being date of application in 
France. Relates to arc lamps. А clockwork ſocussing-lamp for continuous or 
alternating current is constructed for use with either end uppermost. Lhe frame 
carries two guide-tubes connected at their ends by a hollow piecs. The carbons 
are carried in sockets on angle-pieces, the upper socket being insulated by 
washers, and connected with an insulated binding-bolt bya flexible conductor. 
Each angle-piece is provided with three rollers to run on one guide tube, and 
with a pin extending through a slot into the tube, and engaving a chain or other 
flexible connection therein. The chain is endless, and extends over four guide- 
pulleys at the ends of the tubes, an adjustable tension wheel and a chain wheel 
secured on an axle rotatable in the lamp frame. A barrel fred on this axle is 
attached to the outer end of a coiled spring, the inner end of which is attached 
to the lamp frame ; the spring tends to turn the axle and move the chain so as 
to bring the carbóàns together. This motion iscontro:led by multiplying gearing 
connecting the barrel with a pin-wheel which is normally stopped by engage- 
ment with a projection on a pivoted armature, this being held against a screw 
stop by a spring coiled in an adjusting drum. The armature is acted on by an 
electro-magnet connected in parallel with the carbons, allowing the carbons to 
move together when their difference of potential increases. The feeding spring 


. is wound by the reverse motion of the chain, chain-wheel, axle, and barrel when 


carbons are inserted, а ratchet and pawl in the gearing permitting such motion. 
The gearing is carried by a frame movable about the axle by a series electro- 
magnet acting on the armature; such movement turns the chain wheel and 
moves the chain to strike an arc. 5 claims. ; 


20,784. “improvements in electric elgaaliing apparatas for ships." R. von 
Horvath and M. Cohn. Dated October 3rd,1893. Relates to electric apparatus 
for signalling between ships, or between a ship and the shore, during fogs, &c, 
and may be employed for ships’ course signalling. The apparatus comprises a 
Ruhmkorff inductor and a Righi radiator, which form the transmitter, and a 
Marconi coherer, which forms the receiver. The circuit of the coherer includes 
a relay which is adapted to close the circuit of the local battery to actuate an 
audible or visible signal. Ihe primary circuit of the transmitter and the 
coherer circuit are closed alternately by the springs, so that the receiver is cut 
out while a signal is being transmitted, the springs being actuated by the wiper 
on the shaft, which is driven continuously by the spring or other motor. A 
signal may also be transmitted independently of the motor by means of the key. 
The coherer is shaken automatically by the electric beater, the circuit of which 
is made or broken intermittently by a wheel driven from the motor. The wheel 
may be cut out by the switch nnd the benter circuit closed by the key. A series 
of wipers, each anag a different number of arms, may be mounted on the 
shaft and arranged to complete the primary circuit of the transmitter between 
any pair of a corresponding series of springs. Switches are provided to enable 
any desired pair of springs to be connected up to the primary circuit. 5 claims. 


20,814. "'improvomoente in mirrors and in aro lamps for search lights.” М. F.D. 
Barhier. Dated October 8rd, 1898. Reflectors to produce parallel beams are 
constructed as lenses silvered on their outer surfaces, and optionally made as 
rings which may be arranged to form continuous inner surfaces. In one form 
the outer surface is spherical and the inner surface illipsoidal. In others, the 
inner surface is plane, or spherical, In another modification, rings have plane 
inner surfaces, which are not at right angles to the axis of the mirror. They 
may be combined with outer unsilvered catadioptric rings. An are lamp is 
described in which each carbon holder is carried by two levers which slide in 
sleeves carried on axles and have studs in engagement with curved guide-slots 
by which the carbons are caused to move in a straight line. One of the axles is 
connected with the armature of a motor. The field magnet of this motor is 
connected between the supply conductors, and the armature has two opposite 
windings, either of whien may be connected between thc mains by a relay, to 
separate or feed together the carbons. The relay consists of а centrally 
pivoted armature carrying a contact aim, normally held central by spr.ngs, and 
the equal action of main and shunt coils in which position an insulated part of 
the central arm short-circuits the armature windings to stop the motor. If the 
attraction of either coil increases, the armature tilts and the arm makes con- 
tact connecting one or other winding, so that the armature turns and the 
carbons move in the proper direction to start or waintain an are. The shunt 
and field coils may be connected in series between Ше supply conductors. 6 
claims. : 


20,823. ''improvements іа or connected with electric aro lamps." 6. T. 
Davies. Dated October 3rd, 1898. Relates to arc lamps. Two or more carbon 
rods are clamped together in each carbon-holder, or in only the positive holdee 
of a continuous current lamp, а single carbon being in this case used in the 
negative holder. An are forins between the two carbons nearest together at any 
time, and shifts as these burn away. The invention is stated to give a higher 
p»wer efficiency than is obtained with large single carbons. It is applicable to 
ordinary open or enclosed arc lamps, and to lamps such as are described in 
Specification No. 10,616, A. b. 1893, in which the opposed carbons are at a small 
angle to each other. 2 claims. 


20,829. ‘‘ improvements in electric generators and motors.” A. Bocquentia. 
Dated October 3rd, 1898. Relates to dynamos and motors, armatures, ficld 
magnets, and frames. Two armatures preferably of the ring type are mounted 
on the same spindle, so as to rotate within the poles, &c., at the opposite ends of 
a number of straight feld magnets, arranged parallel to the axis of rotation, 
The field cores are secured between two parallel side plates or frames of non- 
magnetic material, such as brass or aluminium. Between the two armatures is 
arranged a single commutator, the plates of which are connected with both 
armature windings. In the case of a four-pole machine, opposite plates of the 
commutator may be connected together, and a single pair of brushes emp oved. 
Moon constructed in this way are especially suitable for eloctric traction. 
З claims. 
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29,860. *! improvements in and іа rotation te tho trolley head of electric tram- 
cars.” J.W. Towle. Dated October 4th, 1898. Relates to improvements in 
trolley heads, especially those of the Globe" type, for electric railways and 
tramways with overhead conductors. A wheel with a shallow groove runs in 
the swivelling frame, which has shoulders to replace the ordinar deep wheel 
Manges. The frame has a short stepped spindle which bears on annular 
bearing surfaces and may be held in place by a pin. Electrical connection 
between the head and the conductor is made by a copper nut and cap insulated 
froin the pole by a sleeve and disc. A wedge and screws secure the head on the 
pole, and a lug is provided to hold the cord. The provisional specitication 
states that ball bearings are app'ied to the spindle and rollers to the tops of the 
shoulders. 8 claims. 


21,006. ''improved end connections for eleotrio cables.” W. T. Menley's 
Telegraph Works Company, Limited, and R. O. Wright. Dated October 5th, 1898 
Relates to end connections for concentric, &e., cables, and particularly to the 
sealing up of the exposed insulating layers. A sleeve having shoulders is 
soldered to the metal sheathing, and a ey.indrical casing is slipped up to the 
shoulder covering the bared end of the insulating layer. A metal thimble 
having shoulders is next slipped on, and soldered to the conductor in such & 
position as to close the casing. A second insulating casing covering the insula- 
tion is placed aga nst one of he shoulders, and is closed by a washer screwing 
on a metal slee e soldered to the inner conductor The casings are filled with 
insulating composition in a plastic condition through the openings. Connections 
are made to the metal terminals. 2 clauns. 


21,044. "''Improvements in prepayment eleotrio motors and meters." Tho 
British Thomson-Houston Company, Limited. (T. P. Cox.) Dated October 6th, 
1898. A coin-freed apparatus closes an electric circuit, on insertion 
of a coin, until a part of the apparatus has been turned to a 
definite extent by the sbuaft of an electric motor or meter in the 
circuit. The coin is placed in a hollow formed in a disc which is fitted 
within the upper end of a coin shoot, and can be turned through half a 
revolution between stops, by a handle. so that the coin passes into the shoot; 
the dise blocks the shoot so that wires or strings cannot be introduced. When 
the handle is released, а spring returns it and the dise to their original position, 
so that another «oin may be inserted. The coin passes down tbe shoot and 
wakes electric connection between a spring iid a plate, which is held in position 
by a spring. The contact spring and plate are connected in circuit with an 
electro-magnet between the electric supply mains. so that wheu the coin con- 
nects them, the electro- magnet eloses a switch in the main cirewt of the motor 
or meter. Phe motor or meter shaft is geared to acam-wheel: this in turn first 
places the contact plate in a certain position, so that the coin moves on, but 
maintains the connection until the cam-whbeel drops the plate to the original 
position. ‘the coin is then dropped into a receptacle. and the main switeh 
opens, unless a second coin is present in the shoot to maintain the € nnec ion 
between the spring and plate 4 he apparatus may be used with a motor meter 
having a commutator snd armature connected permanently between the mains. 
о claims. 


21,046. ‘“‘Imprevements in eleotrio meters for alternating current circuits.” 
The British Thomson-Houston Company, Limited. (A. 0. Davis.) Dated October 6th, 
1898. Relates to energy meters for alternating currents. In order to cause the 
currents in the main and shunt coils to differ in phase 90 on a non-inductive 
load, adjusted reactance coils are placed in parallel with the main coil and in 


series with the shunt coil. An induction motor-meter so connected may have a 


short-circuited drum armature within pairs of main and shunt coils, which are 
fixed at right angles, one pair outside the other; the armature spindle is geared 
to a counter, avd carries a conducting dise in the fields of permanent brake 
magnets, 4 claims. 


21,047. ''Improvements in olectrio fuses.” The British Thomson-Houston Com- 
pany, Limited. (W. L. Emmet.) Dated October 6th, 1808. In order to prevent 
destructive arcing, the fuse wire is enclosed in а small chamber having an 
opening to the air, and the ends are connected to spring arms which fly apart 
when the fuse melts. The fuse is clamped on the free ends of U-shaped arms 
which tend to turn down under the action of springs. Between the arm is a 
block of insulating-material on which are two removable blocks, each block 
being hollowed so as to form a chamber having a restricted opening. Sliding 
insulating plates are also arranged between the guard plates. The cut-out may 
be fitted on a switchboard, coutact being obtained with the connecting-bolt by 
a plate on the casting engaging with the contact. 7 claims. 


21,126. “‘ improvements in and relating to the electrical communication of signals.” 
M. Mechan and D. Muirhead. !'ated October 7th, 1898. Relates toelectric signal- 
ing apparatus applicable for use as an order telegraph on board ship or else- 
where. The spindle of the receiver is provided with a pointer overa dial bearing 
the orders, and is rotated, with a step-by-step motion, by the electrically-operated 
pawl and ratchet mechanism. This mechanism is duplicate in opposite 
directions, the direction of movement of the pointer depending of 
which of the two operating magnets is energised. The apparatus may be 
operated by means of pushes at a transmitting station. or by transmitter. In 
this case the wires of the electro-magnet circuits are connected respectively to 
contacts on the fron and back of the teeth on the wooden or other insulating 
disc. Tre contact spring on the transmitting lever normally lies in a diagonal 
pesition between adjacent teeth, so that, when the lever is moved tothe left, it 
makes contact with the front contacts, and when the lever is moved to the right 
it makes contact with the back contacts. In this way, the circuit of one or 
other of the magnets is completed according to the direction of movement of the 
lever. The transmitter is also provided with a pointer working over a dial, and 
may be combined with the reply receiver. A bell or bells are inciuded in the 
eignalling circuits and for “ahead” and “astern ” signals, two bells of different 
tones are preferably employed. 4 elaims. 


21,150. “‘Improvements in aud connected with electric railways or tramways on 
a road contact system.” E. Hangerbuhler. Dated October 7th, 1898. Relates to 
electric railways and tramways with road contacts operated partly by maguets 
on the vehicle and partly mechanically. The contact stud carries an armature 
which is turned by a magnet on the vehicle, and as it turus it is caused to rise 
by the roller attached to it rolling over a spring or counterbalanced helical 
track. The collecting ekate then depresses the stud, and completes the circuit 
between it and the feeder at the contacts. After the skate has passed, the 
stud rises again and breaks the circuit preparatory to being turned by a second 
magnet во that it can fall flush with the roadway. The stud is insulated where 
it works through a stuffing box in the lid of a casing enclosing-the switch. The 
magnets, which may be excited by the main current or otherwise, are placed at 
right angles toeach other, and are mounted so that they can be turncd to suit 
the direction of travel. 8 claims. 


21,166. “‘improvements in electricall “propelled road vehioles.” J.P. Juvenet 
(E M.D. de Siblas.) Dated October 7th, 1898. Relates to electrically-propelled cabs 
and the like, in which the motor and gearing are mounted on a removable fore- 
carriage. The fore-carriage carries the electro-motor which drives the balance- 
peared axle of the wheels through suitable toothed and chain reducing gear. 
The lower part of the fore-carriage carrying the motor is connected to the upper 
part. which supports the springs, and through them the forward portion of the 
carriage body, by a pair of parallel discs or rings, preferably with intervening 
balls or rollers. Steering is effected by toothed gear operated by a vertical 
shaft and urranged so that the fore-carriage can be caused to turn in one direc- 
tion or the other as desired. 2 claims. 


21.166. Method of and appliances fer exciting alternating current dynamo 
machines, whether acting as generators or motors.” С. D. Abel. (La Societe 
Anonyme pour la Transmission de la Force раг l’Elcotricite.) Dated October Tth, 
1898. Relates to means for exciting alternating current generators or motors 
for constant potential on the Hutin and Leblanc system, and comprises 
improvements on the invention described in Specification No. 22,383, a.n. 1896. 
The exciter is of the nature of a rotary trans ormer or converter, and runs 
synchronously with the dynamo it excites, without having any mechanical 
connection therewith. The details are described with reference to а diagram, 
nnd are too complicated for abridgment without reference thereto, 2 claims.“ 


23,888. '' provements in or relating to coin controlled telephones." W. P. 
Thompson. (С. Н. Kahrs.) Dated November lith, 1898. Prepayment throngh a 
slot allows an hour-glass hanging vertically to be turned till it is in the oblique 


position shown. One end of a double arm turning with the hour glass is now i 
contaci with a terminal, aud tre other end is lodged проп a peg home bya slid 
having an actuating knob. А cora can only be inserted through the st у) e 
the slide is in the position for determining the closure of the circuit. Th, 

in case the user fiuds he has not been switched on, he may by means ot 
slide lower the hour-glass into the horizontal position g0 аз to be out of acun: 

Wnuen the glass hus run down it takes the initial Pvtical position, the arm 
slipping from the contact. If mercury is used ъи the hour glass, the circoit may 
be made thereby and the external contact be dispensed with. The һо). 
may be vertical when in action if the finger on the slide is made so that jt wi) 
both raise and lower. 1 сів. | 


ihe 


24,052. “improvements in electric raliway systems." J. MoLood Murphy 
Dated November 15th, 1898. Relates to the arrangements of cireuits for the 
local sources of energy on electric railway vehicles by which, when the coutra) 
switch is closed, the high potential armature of the transformeris eonnecie w 
the feed and return, thus becoming a motor instead of a generator ьо as to driw 
the low potential armature. The low potential field coils have an extra етеу 
switched in when the control arm reaches contact, so that an electromotive 
force is produced high enough to charge the storage battery. The bigh resist 
ance coil of the electro-magnetic switch cuts in the low resistance coil when the 
switch is closed. Tne high potential field-magnet of the transformer way ls 
provided with the extra circuit, instead of or together with the low potentia! 
field magnets. 5 claims. 


24,053. “improvements in crossings for electric railways.” Ј, MoLeod Murphy 
Dated November 15th, 1898. Relates to crossings for third rail or road contac, 
systems. The surface conducting rails between the crossing rails are made s» 
cross pieces, and non-conducting pieces are placed betweea the running rail 
and the ends of the conductors to make the surface of the latter continuon- 
To insulate the collecting devices {rom the running rails where the conductor 
cross, a gap is eut in the rail, or in its head and web, and filled with a shor 
length ot rail insulated by a shoe or chair and non-conducting plates unde: the 
fish plates, the parts being held together by insulated bolts and nuts. 50% 


24,070. ‘‘improvements relating to liquid resistances.” Е. W. Bowles. D: 
November 15th, 1898. Two electrodes are attached to stems coated with in 
lating material, and are supported adjustably in resistance liquid содае. 
vessel by a cord or chain and hand-wheel, Electric connections are made wit 
the upper ends of the stems. 2 claims. 


24,104. "improvements in apparatus connected with the charge and discharge 
of storage cells Іл systems of electrical distribution." Е. Wilson and J. Mel, Cat. 
Dated November 15th, 1898. Relates to systems of distribution with sore 
cells, and to the means for keeping the potential of the line conductors cousin 
during the charging and discharging. A supplementary generator 18 ешр 
to raise or lower the potential of the battery circuit, 8 claims, 


24,126. “Improvements in and connected with eiectrical rallway signalling ap- 
paratus." Р. абылыыр Dated November 16th, 1898. Relates to electrica 
signalling apparatus for protecting, stopping and through trains at stations, m 
is described as employed on a single line having a loop line at the station, ib 
operation of the sigaals being effected by means of the apparatus безеп п 
Specification No, 25,915, д.р. 1897. To lock the switch bolts at the ends 

loop line, a system of locking levers are actuated byan electro-magnel. 1L» 
signalling circuits, which are dependent on the condition of the 1 е 
include mercury contacts which are closed respectively by the forked end 
the locking lever, and by the lug onthe switch bolt engaging the pivoted con's t 
making flap. The station signals may be arranged to show which line 1з oper 
in addition to the usual “danger,” and“ line clear indications, two semanie 
arms being employed. of which one is put to“ line clear when one line 1» or 
and both are put to “line clear" when the other line is open. The wheels wi 
driven by independent clockwork apparatus of the kind deseribed in Sperifo 
tion No. 25,915, a.D. 1397. The semaphore arms are operated by band g 
from the pulleys which are actuated by the connecting rods from the om 
wheels. The sgnalling a:paratus is controlled from the station уа. 
switch, which is moved on to one or other of four groups of contacts acciri 
to the direction in which the tra'n is travelling, and the line on which it 

be admitted. The hand switch actuates a contact, which controls the тен 
of the switch bolts. so that the switches cannot be unlocked unless the! 
switch is in ita neutral position. The hand switch is also locked hy are 
which, when released to permit the movement of the switeh, breaks а con! 
in the signal operating circuit, and so puts the signal to “danger.” The ops 
tion of the apparatus as a whole, for operating the station signals, without agi 
in conjunction with distant signals, is fully described in the specification, v! 
also describes in detail the various controlling circuits made and broken by t» 
automatic and other accessories. Signal bells are also provided at the =! 

to indicate the correct working of the apparatus, and for giving an a'ar 
case of a train starting from a station running through the points belore tn: 
latter are coriectly set, &c. Emergency keys are also provided for us») 
setting the apparatus toits normal condition, in case its ordinary жок Lè 
been upset by abnormal causes. 4 claims. 


24,666. “Improvoments in electric cables.” E. T. Greenfield. Dated Nove 
22nd, 1898. Cables for submarine, telephone purposes, are armour 
means of two strips of steel, phosphor, bronze, &c., wound in overlapping ^ 
spirals, The two strips are curved in cross-section, the inner one havin} 
central row or projections or a projecting rib. The armouring may сете 
over the ordinary lead ‘sheathing, and acts as a protective to boring amimi. 
Ke. 4 claims. 


24,727. Improvements in apparatus for measuring and supply of electricity 
W. A. Price. Dated November 23га, 1808. Relates to quantity meters. ° 
electric motor is geared to a counter, and is supplied with driving current ir 
any convenient source through a switch; this is closed or opened bys”) 
movements of a magnet which tends to turn in one direction under the м 
of a stationary conductor carrying the current to be measured, and in ' 
opposite direction under the act:on of a conductive disc on the motor spi: 
The speed of the motor thus varies slightly about а mean speed proportion 
the current to be measured. In the particular form the conductor іза tno: 
strip radial to the spindle, and the movable magnet consists of two strips © 
nected by a non-magnetic yoke and magnetised by being situated bet en 
pole-pieces of a large stationary magnet. The parts, contact arms. a" 
balance weight, are supported near their centre of gravity by а sinele] 
Electric connection vito the arm is effected by a point on the yoke touch: 
stationary spring. Screws are provided for fixing the movable parts for іга 
port. А capacity and resistance in series may be connected ас oss the nrs 
to prevent sparking. A wind shield may be placed between the disc and `a 
pieces. In a modification, the pole strips are arranged with free c 
opposite sides of the axis, those on one side embracing the dise only, ас. 
on the other the current conductor, which is coiled into a flat spo. 
another modification, the pole-pieces and yoke are replaced by а p 
mageet pivoted on two points the stationary magnet being dispensed w 
Instead of opening the motor circuit, the switch may short-circuit the ats 
or introduce additional resistance into its circuit, to reduce the speci 
motor. 7 claims. 


24,747. ‘‘improvements in or connected with electric sparking devices, I 
июне for igniting devices of motors operated by explosive mixtut 
. Houpled and C. V. Girard. Dated November -23rd, 1598. (Convention 

June 18:1, 1898.) Relates to sparking apparatus particularily applicalic 
igni ion of explosive mixtures in motors, &c., the object being to obtain >i 
at definite intervals. The main feature of the invention consists iu atr. 
an interrupter, operated mechanically, between the generator and the indi: 
coil, The armature of the generator is mounted on a shaft drives i 
moving part of tbe motor through the pulley. It rotates between ihe 
pieces of a magnet and is fitted with a commutator and collecrin: Fc 
The brushes ere connected with a condenser and the primary wio:titz * 
coll, The interrupter comprises a spring spirally wound on its pivet, a ce 
and an operating cam mounted on the spindle. The tension of the spr 
regulated by turniog the pivot and locking hy means of set screws and i. 
ivory plate 15 mounted on the spring to prevent contact with the «indie. 
secondary of the coil is connected to the terminals; ?claims, 
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THE DISPOSAL OF HOUSE REFUSE. 


Tuts all-important question has of late received a certain 
amount of attention, but not to the extent it deserves. At 
the British Association meeting this year Mr. John 
McTaggart contributed a valuable paper (which we repro- 
duce almost in erfenso in another column), on the subject 
of the disposal of house refuse at Bradford, but as Mr. 


McTaggart appears to have been the first to publish the : 


results of a systematic trial of the performance of destructors 
extending over so long a period as a fortnight, it seems to 
us а fitting opportunity, while touching upon Mr, 
McTaggart’s B.A. paper, to define the position we have 
always taken up and maintained with regard to the testing 
of destructor plants. We do this more particularly, as the 
effect of a recently-published note on the subject threatens 
to evoke a recrudescence of strong feeling on the part of 
consulting destructor engincers and manufacturing firms 
upon what they term our “pessimistic” attitude towards 
the destructor question. 

A paragraph occurs in Mr. McTaggart’s paper which may 
almost be taken as a summing up of our views, and we 
reproduce it here :—“ As you will see, this test is a record of 


“a complete fortnight's work, which in my opinion is the 


shortest period of time that a test of this nature should 
cover. Fictitious results may be obtained by some of the 
one, two, and up to 12 hours’ tests usually shown by 
makers, as the stokers and other men employed may make a 
special effort for a few hours, which they would be unuble to 
sustain during a two weeks’ test. Then, again, if a 12 hours’ 
test is made, вау; in the middle of the week, it would be 
erroneous to assume that 12 times the quantity destroyed 
during that time would represent a complete week's work. 
There is always a period at the beginning and the end of a 
week when the rate of combustion is very low. Then, again, 
the nature of the refuse varies day by day. In fact, at one 
period of this test we were destroying refuse at the rate of 
12 tons per cell per day.” 

We do not think that anything we can add to the above 
could more strongly emphasise the absurdity of short evapora- 
tive trials of destructor steam plants. We would, however, 
go further, and say that the quotient yielded by a division of 
the weight of water evaporated over a period of one year by 
the weight of refuse passed through the furnuces—provided 
always that combustion is completely effected, and that the 


gases issuing from the chimney are absolutely innocuous— . 


would be a more trustworthy basis for the determination 
of the average evaporative power of the refuse in any one 
particular district. | А 

Our position is simply this :— 

1. We look upon the destructor, when properly installed, 
as the only solution of the problem connected with the 
sanitary disposal of the refuse of large towns, 

2. We strongly deprecate the attempts which have been 


made from time to time to place a high value upon the 
D 
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calorific power of refuse by quoting the results of so-called 
tests which have been made under conditions that would not 
be accepted by impartial engineers conversant with, and 
experienced in, the methods essential to the obtaining of 
reliable average evaporative results. | 

3. We insist that the function of the destructor is to 
thoroughly and completely consume the refuse аз il is 
delivered by the collecting carts, without any delay such as would 
be occasioned, for instance, by subjecting the refuse to any 
preliminary drying or other process. We also insist that such 
questions a8 the quality, quantity, and pressure of steam 
which may be raised by suitably combining a boiler with the 
products of combustion of the destructor furnace, and the 
uses to which such steam, or the heat of combustion of 
the refuse, may be put, should be considered of secondary 
importance; they should not be allowed to influence or in- 
terfere with the design of the destructor installation or the 
manner of its working, if this in any way prejudicially 
affects the proper function of the destructor as a means of 
disposing of the refuse of a town. 

4, We quite admit that under certain favourable conditions 
the heat of combustion of refuse muy be advantageously 
utilised for a variety of purposes, but we deprecate the 


attempted use of refuse as a fuel to raise steam for purposes 


which call for a regularity of evaporation and a constancy 
of pressure which can only be obtained by the use of good coal. 
When circumstances obtain in which it is not possible to 
maintain the efficiency of cremation at the same time as 
the constancy of pressure aud the quantity of evaporation, 
it does not need a Solomon to decide which will go to the 
wall. 

9. We always have, and we always shall, continue to use 
our best endeavours to expose the fallacy of any extravagant 
Claims for the latent possibilities of refuse, and we shall 
always give prominence to honest endeavour to obtain satis- 
factory and reliable results as to the evaporative power of 
the refuse of any particular town or district, particularly 
when, as in the case of Mr. McTaggart’s efforts, they are 
so clearly influenced by a genuine desire to get at the truth. 

Replying to the discussion on his paper, Mr. McTaggart 
said that— 

In his opinion—and he had always recommended the Committee 
to adopt it—they should not try to have a duplicate plant at all. 
If they wished to have an electric lighting works, let them have 
one, and thoroughly up to date; if they wanted a destructor, let 
them have it as a destructor, and make that thoroughly up to date. 

With this view we entirely concur, and we trust that our 
friends who have of late written and spoken so much of 
our * pessimistic " attitude will in future clearly appreciate 


our exact position, 
a 


In the recent Naval Manceuvres, where 
Wireless Telegraphy the chief problem lay in the finding the 
in the recent . A 
Naval Manouvres, Whereabouts of either a friendly or hostile 
fleet which was expected to be somewhere in 
the vicinity, a more general application of Marconi's system 
would have been a great advantage. "The friendly squadron 
was, in this case, divided, it will be remembered, one portion 
being at Lamlash in Scotland, and the other at Milford. 
The enemy's squadron was also similarly divided, one fleet 
being at Berehaven, and the other on its way up from 


Gibraltar. The chief aim of each Admiral was, of course 

first to unite his two fleets, and then with his combined 
squadron to try and čut off the enemy before he could join 
forces. Very few of our cruisers are fitted with wireless 
telegraphic apparatus, and consequently the fog that prevailed 
upset all the plans of the cruisers for scouting operations, and 
even when it had cleared the distance at which flag signals 
could be made was very limited. Had each ship been fitted 
with wireless telegraphic apparatus, however, a line of cruisers 
could have been formed, through which it would have beeu 
almost impossible for the hostile fleet to effect a junction 
without their movements being known by the home 
squadron. Ав it turned out, however, the junction was 
effected without any difficulty whatever, and without the 
knowledge of the home cruisers. It appears that the French 
Navy has got ahead of us considerably in wireless telegraphy, 
being able to trangmit messages through twice or three times 
the distance that Captain Jackson's adaptation of Marconi's 
system is capable of if all reports from Cherbourg are accurate. 
The French do not use a gaff attached to the mast upon 
which to hoist their wire, they suspend it upon the stay 
between the funnels. Doubtless, this is very convenient, 


but naturally it cannot be got to the samé height as witha 
gaff. і 


Canal Navigation.—At the meeting of the Association 
of Chambers of Commerce in Paris on Friday last, says the 
Standard, Mr. Lee, of Bristol, moved, That, having 
regard to the urgent necessity for utilising and improving 
the internal waterways of the United Kingdom, the 
President of the Board of Trade be requested to receive a 
deputation from this association with a view to the appoint- 
ment of a Royal Commission to consider and report upon 
the whole question.” Mr. Helm, of Manchester, in 
seconding, said that the importance of improving the inland 
waterways was recognised many years ago, and to-day the 
need was greater than ever. Sir Albert Rollit, M.P., in 
supporting the resolution, said he hoped it was not too late, 
though he knew it was very late in the day to save the life 
of the State canal system. The condition of the lower 
Thames, coupled with other reasons he was aware of, made 
it impossible for large vessels to come up the river. This 
was why London was ceasing to bethe great entry port aud 
centre of distribution which it had been. This question was 
one of most vital importance to English commercial men. 
They had heard that it was worth the while of the railways 
to acquire the canals, and shut them up, to remove com- 
petition. The public had better be on their guard with 
regard to the light railways. The railway companies were 
stimulating private applications. They would then acquire 
these railways, and perhaps deal with them in the same way 
that they had dealt with the canals. The debate was 
continued by several other speakers, ‘and the resolution 
adopted. 

It is a lamentable fact, that while numerous and well- 
directed efforts are constantly being made on the Continent 
to develop a thoroughly successful system of electric 
traction on the splendid waterways there existing, we in 
this country passively allow the railway companies to 
retain their throttling grip, like the Old Man of the Sea, 
on our canals. But few realise the enormous extent cf 
these valuable waterways. Were they properly organised 
and made uniform in width and depth, with better lock 
accommodation, and freed from the repressive influence of 
the railway interests, an immense inland traffic could lx 
carried upon them, with corresponding benefit to all classes, 
not least to agriculturists. Electrical haulage is already 
feasible, and is constantly becoming better adapted to this 
purpose. "There is, however, ample scope for improvement, 
and the subject ought to be taken in hand by electrical 
engineers with a view to making it their own, as has been 
done in tramway work. As for the light railways, we av 


of opinion that Sir Albert Rollit’s fears are quite un- 
founded 


x 
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iT ee IO CN M ON ER ON 


THE ELECTRIC GENERATING SYSTEM OF 
PRAGUE. 


By FRED. BATHURST, A. M. I. E. E. 


(Concluded from paye 250.) 


Frou the terminals of each generator the three high 
pressure leads are first taken to a“ choking coil,” whence 
lead -yorered and armoured cables then conduct the 
3,000- volt cur- 
reni to Ше switch- 
board. These 
choking coils 
are arranged 
below the engine 
room floor on small 
extengions of the 

fonnda- 
tions. They fulfil 
some very important 
fanctions. 

In the firet place, 
they prevent too 
large a rush of cur- 
rent if the current 
phases are not in 
end coincidence 
When the alternators 
are being switched 

, into parallel. They 

| — abo prevent Ше 

и swing" or 

| Surging” of the 
alermators which | 

may arise by reason 

| di arity in 
the speed of the steam engines, or by the electrical resonance 
due to relative change of speed during one stroke of the engine. 
Farther, they prevent “surging” occurring between the 
dynamos and the large synchronous motors of the sub- 
stations, a condition | 
Hable to occur when 
there is .only a 
змаў load on (ће 
Wmébronous motors. 
АМ choking coils 
the Kolben 
Company's three- 


na transformers, 


apt that only one 
ӨЙ ber core is pro- 
Xl, and that an 


ble air-ga 
e 8—10 nili 
mere is arranged 
reen one of the 
might yokes. 
experience 
Xi with these 
g coils it has 


NP 


| - 
€ E — 


Which can be used 
Sumultancouly for 


; and rail- 
biel Work with 

de. factory results. Tests made at this station with- 

ing free ng coils show that with the synchronous motors 


or only lightly loaded, a constantly-changing 
per cent. can occur with each stroke of the 
à periodic surging up to 8 per cent. between the 
minimum of a longer surging period. It should 
the “damping " influence of the choking 
With quite a negligible loss of energy, 


des and a 
Maximum 
De noted dio p 

18 obtained 


View оғ Motor-GENERATOR SHOWING EXCITER MOUNTING. 


SUE 


INSIDE VIEW OF SUB-STATION. 


800 watts apiece, or th per cent. of the useful 
dynamo out-put. The drop caused in pressure is com- 
paratively small, being 60 volts for full load, or about 
34 per cent., for these large synchronous motors having 
proper excitation, work practically without any shifting 
of phase between pressure and current (that is with 
a power factor of соз ф = 99), as compared with a 
drop of some 12—15 per cent, which would be caused 
in the generators, if asynchronous motors, whose power 
factor cannot be larger than cos ф = 0'92 were used. 
Under these con- 
ditions also, the 
cable network is 
not loaded with 
wattless currents 
which would con- 


siderably increase 
the drop in the 
cables. 


The main switch- 
board is put upon 
a gallery in the 
central hall of the 
engine room. It is 
placed 18 feet, above 
the floor level, so 
that the operators 
have a good view 
over the room, and 
is approached from 
either end by means 
of an iron staircase. 
It is entirely non- 
combustible, con- 
sisting of a main 
frame built up from 
angle steel upon 
which white marble slabs are mounted. The front or 
operating side only contains the well insulated levers 
of the switching mechanisms, and the few measuring instru- 
ments, whilst all the /ive switch parts,” connections, safety 
| fuses, transformers, 
regulating resist- 
ances, &c., are kept . 
behind the board, 
and can only be 
reached by those 

who well recognise 
the danger possi- 

bility of high- 
pressure currents. 

Although the full 

board will have 

controlling capacity 
for 15,000 H.P., it 
contains at present 
the instruments re- 
quired for the first 
five engine sets and 
the section necessary 
for synchronising 
the alternators. 

The three main 


cables from each 
alternator lead 
through a three- 


pole H.T. switch, 
main fuse, ammeter, 
and wattmeter to 
the bus bars. The 
voltage of the 
exciters is regu- 
lated by meansof shunt regulators to within $ per cent. of their 
working pressure. The steam engines, as already mentioned, 
are regulated by a ]-H.P. three-phase motor placed upon each 
engine governor, this motor being worked by a small 
reversing switch on the board. The main, or station, volt- 
meter, with large dial, is placed above the centre of the 
board, The 3,000 volts of the generators 1s reduced 
on а small measuring transformer having a ratio of 
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1 : 23:5, and measured on a hot-wire voltmeter for 
127 volts. 

The machines are switched into parallel in the usual 
manner by means of phase-indicating lamps, the bus bars 
being divided up by means of 57 switches into sections, 
which can be put in or out as required. When putting 
machines in parallel it is desirable to catch the engine 
cranks in the same position as each other, and to accomplish 
this acoustic signals are provided, the electric circuits of 
same being closed by the engines themselves. & feeder 
board containing four sections for the 16 feeders ultimately 
required is arranged behind the switchboard. Euch feeder 
is provided with fuses and ammeters. 

For the lighting of the station and surrounding buildings 
three transformers of 40, 20 and 10 Kw. respectively are fed 
directly from the feeder bus bars. Two smaller steam 
dynamos of 400 H.P. each, generating direct current, are also 
placed in the station, in order to feed directly on to the 
feeders of the street railway system in the immediate neigh- 
hourhood of the station. 

The Sub-dislribulion System.—The underground system 
of feeding cables brings the three-phase 3,000-volt current 
into the town to centrally-situated sub-stations. Here the 
alternating current is converted into 600-volt continuous 
current for railway and street lighting by means of motor- 
generators, or transformed down to low pressure to feed the 
light and power mains, 

At present two motor-generator sub-stations are sufficient, 
one in place of the former temporary tramway station 
in the "(Carlshof," and another on the “ Kleinseite." 
That at the Carlshof has three motor-generators of 
the Kolben tvpe: two run continuously, whilst the 
third is held as a reserve unit. There is room enough 
provided for two more units, as the enlarging demand 
may require. The motor-generator set consists of a 
three-phase synchronous motor, wound for 2,850 volts, 
coupled directly to a tramway generator of 450 xw. 
capacity and 600 volts pressure. Both machines are mounted 
upon a common bedplate, which has three bearings, Outside 
the motor side, supported by an extension bearing, and keyed 
direetly on the mainshaft, a small (40-volt pressure) exciting 
machine is mounted, this exciter serving for the excitation 
of the synchronous motor, which has 24 poles, and at 48 
periods per second, makes 240 revolutions per minute. The 
magnet wheel of the three-phase motor is the rotor, aud is cast 
as one piece of cast-steel, with the laminated pole-pieces in 
position, The stator-armature forms the outside frame, the 
high pressure windings being placed iu the slots of the 
laminated armature ring. The excitation required at full 
load is 3,800 watts (50 volts x 70 amperes), or less than 
1 per cent. of the useful output. 

The tramway generator is an eight-polar machine, with 
cast-steel field magnet frame, and a slotted drum-wound 
armature with parallel winding. It is designed for an output 
of 820 amperes at 550 volts, or 750 amperes at 600 volts, 
the current being taken off the commutator by eight sets of 
carbon brushes, and their position is not altered for load 
variations. 

Two switchboards are provided in the Carlshof sub-station, 
one being for the motor-generators and the set of accumu- 
lators (Puffer system) working in connection with them, and 
the other for the connections of the feeding cables supplying 
the railway and lighting systems. 

The main switchboard is of fireproof construction, on the 
same lines as the generating station board already described, 
and, like it, has two distinct divisions for the primary and 
secondary sections. Two primary feeders of 3 x 100 
square millimetres copper area bring the current at 2,850 
volts on to the board, and it then passes through switches, 
measuring instruments, and fuses to the motor-generator sets. 

The 600-volt generators are connected in parallel to the 
secondary bus bars through minimum automatic cut-outs, 
which come into action when the generator voltage drops 
below that of the accumulators. 

The storage battery has a capacity of 518 ampere-hours 
for one hows discharge, and consists of 276 Tudor cells. 
It has proved a most useful adjunct to the sub-station 
equipment, as it automatically takes up the quick and 
short overloads occurring on the line, and relieves the 
necessity for hand regulation of the generators. A 20- 


division cell regulator switch is provided on the switch 
board, 100 of the cells being utilised for adjustments in 
sets of five each. About once a week, and during that part 
of the night when the tramcars are not running, the whole 
battery is overcharged ; for this purpose a special connect- 
ing switch is arranged on the switchboard so that the 
battery can. be divided up into halves, and for four or five 
hours the charging and overcharging is effected by the 
railway generator of the motor-generator set running at a 
maximum pressure of 360 volts only and 2 x 400 amperes. 

This ingenious arrangement, it will be noted, entirely 
dispenses with a booster dynamo, and allows the cells to be 
kept in thoroughly efficient and fully charged condition. 

The starting up of these sub-stations is most easily 

effected. The synchronous motor is first started by the 
tramway generator being run as a motor, either from the 
tramway system bus bars, or from the accumulator set itself, 
a small starting resistance box being provided for this pur- 
pose. When the proper speed of the set (240 revolutions) is 
nearly obtained, the synchronous motor is excited from the 
direct coupled exciter. Then, by means of the shunt regu- 
lator of the tramway dynamo, its speed (running as a shunt 
motor) is properly adjusted to exact synchronism, as imdi- 
cated by the lamp indicator and the synchronous motor 
part switched in. The dynamo part is then fully loaded l» 
the simple adjustment of the shunt regulator. The who 
operation takes but a minute or two, and no difficulty or 
confusion 18 experienced. 

The second tramway sub-station, ** Kleinseite," is on the 
left side of the Moldan river, and supplies current for the 
tramway and public arc lighting service in its immediate 
neighbourhood. It contains at present two motor-generator 
groups of 180 Kw. secondary output each. Their arrange- 
ment and design is quite similar to those already described, 
The accumulator here consists of 276 cells of 296 ampere- 
hours capacity at one hour's discharge. 

The Cable Network fulfils several distinct functions ; onc 
part transmits the high pressure three-phase currents from 
the main generating station in Holeshoric to the various 
sub-stations and distributing points. Then there 
is the low pressure secondary distribution system 
for incandescent lighting and power circuits, and 
the separate feeder systems at 600 volts pressure for 
tramway and public are lighting. Eight high pressure 
"bles leave the main station, two of 3 x 50 square 
mm. section run a distance of 35 kilometres to Kleinsei 
for the left side of the town; six of З x 1,000 square mm. 
run to the centre of the main part of the town to a dis- 
tributing point on the Josefplatz. From here four of them 
connect to four main feeder points on the high pressure dis 
tributing system, whilst two run to the outlying distributi? 
point, Karloo, which is 51 kilometres distant from the maim 
station Holeshoric. The main cable connection boards at the 
various points are usually placed below the floors of the waiting 
rooms provided for the electric railway. From these feeding 
or equalising points the primary H.T. system branches 6^ 
as closed rings through the main thoroughfares, and forms 
a basis for the secondary ring system, for lighting and 
motors, fed at 43 transformer stations, which are either i" 
the form of underground pits, or the familiar Continent 
auziger or advertising column resembling an enlarged pillai 
letter-box. 

These transformer stations usually contain from two to five 
transformers of 20—50 Kw. output each. The secondary 
distribution in the low pressure ring being at 123 volts 
between each of the three conductors, connections are taker 
directly to the houses of the consumers either for lighting or 
motors. Lead-covered armoured cables are mostly employe: 
(Felten & Guilleaume’s manufacture), and, as usual in Cor- 
tinental practice, the trenches are partly filled with sand, thr 
cables laid in, and a layer of bricks placed over all fo 
mechanical protection before the earth is filled in. 

The feeding points for the trolley wires are arranged | 
the bases of the iron supporting posts, each line secti 
being fed by a special feeder, which can be disconnect 
when desired, 

The distribution for the public are lighting is effected а 
600 volts by cables fed with continuous current from tl 
tramway sub-stations. 

There are 150 arc lamps arranged in series sets of 1 
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each. Every two sets are interlinked and fed from different 
points, so that there is but little risk of any total interrup- 
tion of the lighting. By the adoption of 600 volts con- 
tinnons current for the arc lighting, the feeders required at 
night for the lighting supply can in the day time be utilised 
fot the tramway supply, and thus 
reduce the drop considerably during 
the heavy daily load, which is mainly 
azeet car service. For instance, with 
a lead of 900-Kw. on the “Karloo” 
and 180-kw. on the © Kleinseite ” 

ions, che actual drop on the 
feeder system is only 6 per cent. and 
Hj ко respectively. 

n the generating station was 
leut designed, it was difficult to decide 
which of the four fields for the con- 
sunption of the supply (railway, arc 

phis, incandescent lamps, or motors) 
would be the largest, each apparently 
wing unlimited possibilities. This 
ideration led to the adoption of a 
sytem that could be equally applic- 
ship in all developments. The distances 
wad: wea to be covered precluded con- 
tie current apparatus and decided 
fer / ane form of alternating current 
wübution. Fora lighting supply a 
minbaum of 48 periods had to be 
decided 1 As regards sub-station 
A systems were open to 
a namely, by rotary converters, 
er- generators with asynchronous 
* mobom, or motor-generators with syn- 
mons motors. The design of 
J converters of 700 H.P. capacity 
. AK 48 ү is recognised ав ех- 
> qty difficult. For such large 
~.. Pte a speed of 250—300 revolutions 
die minute cannot be exceeded оп 
. the limited radiating sur- 
us armatures and their heating 
AME ^ There is the further difficulty 
off current by carbon brushes 
sich commutator surface speed. 

Matic transformers of 500 KW.“ 
. Ооа present difficulties of 
bor the ordinary form having 
natural radiating surface, 
ald involve special ‘air. or oil 

arrangements with every 
. These considerations, there- 


- 


«favoured the use of motor 


i: — 
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Foboice between synchronous or asynchronous motors 
upon such pointe as the better power factor, the 
ef running, the ability for carrying overload, and 
ee of the motor in case of load variation upon the 
1 The former type was chosen, for with proper 
entation cos $ can be made nearly equal. to 1, the asyn- 
;dmaneus motor having in the best case a power factor not 
*91 at full load and considerably less on underload. 

Je ‘the: present case practical results have also shown that 
synchronous motors, working in parallel with a 

s endary battery, are not only capable of running steadily 
melar full. load, but they also stand up against heavy over- 
: а single stoppage having been caused by reason 
of midden. overload during the six months they have been in 


е 
РУ 


These synchronous motors -do not require more 
mention than the asynchronous, for being well designed, 


electrical energy, suitable for all purposes, and furnished 
from one set of bus bars, Its application has already been 
proved on an exceptionally large scale, and it is no little 
compliment to the resources of Bohemian electrical firms to 
fiud that the whole of the electrical and mechanical equipment, 


THE SULZER EXHIBIT AT THE PARIS ExuiBITION.—F1G. 2. 


of this pioneer station has been furnished exclusively by 
local houses. 

The writer is indebted to Mr. Emil Kolben for the 
iuformation given above (the local firm of Kolbeu & Co. 


` having designed and carried out the whole of the electrical 


part of the central and sub-stations), and, in conclusion, 


cannot do better than reiterate the main principles upon 


which it was designed. | 

1. The employment of a closed primary and secondary 
distribution cable system, with transformer stations of large 
capacity; the cables being designed for small drop, and the 


transformers with close regulation. 


2. The employment of large accumulator batteries for the 
electric tramway service, in order to balance large load 
variations, and keep a nearly constant load upon the motor 


generators. 


3. The design of three-phase generating alternators with 
small drop between no load and full load, so that small 
differences in the loads of the three phases causes no appreci- 


able difference of pressure in the branch circuits, the 


alternators being driven by engines of very close speed 
regulation. | 

4. The service of electric tramways by sufficiently large 
synchronous motor-generators which are assured against 
surging by some efficient damping or choking arrange- 
ment, 
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THE SULZER EXHIBIT AT THE PARIS is possible to put very great weight into the fly-wheel with. 
m EXHIBITION i in x way interfering with the electrical design of the 
etn : À ternator. 


Fig. 2 shows a 385 l. H. p. vertical 
WE have pleasure in giving our readers some views of the s d : | | double compound 
| magnificent specimens of engine workmanship which 
Gebruder Sulzer are exhibiting. Fig. 1 is a four-cylinder 
triple expansion engine of 1,700 J. H.P., of which the fol- 
| lowing are the principal dimensions :— 


Diameter of high pressure cylinder .. 600 mm. 


5 mean T ies 850 ,, 

x low И . . 1,025 „ 
Stroke bas Сия M jus ... 1,500 „, 
Revolutions per minute s 7 85 , 

Steam pressure P... done rogat .. 11 atmospheres. 


. With the normal 30 per cent. cut-off in high pressure 
"A cylinder, the power developed is 1,700 indicated or 1,500 
E effective, and with 40 per cent. cut-off, the engine will give 
| 1,950 J. H.P., or 1,750 effective. The two loy pressure 
` cylinders are nearest the crankshaft, this construction being 

adopted with a view to keeping the cross-head as cool as 
possible. The engine is employed in driving tlie Brown-Boveri 
three-phase alternator, which was described in our issue of 
June 29th, page 1083. 

On the left hand of fig. 4 is à tandem compound single- 
crank engine, coupled to a three-phase alternator by J. J. 
Rieter & Co. The dimensions are :— , | 


Diameter of high pressure cylinder ae 525 mm. 

T low is .. 875%, 
Stroke Те S T : 1,100 ,, 
Revolutions per minute  ... m . 4 100 >= 
Steam pressure M jus ae . . 11 atmospheres. 


With the normal 23 per cent. cut-off, the engine gives 
750 r.H.P., or 650 effective, and with 40 per cent. cut-off 
1,000 indicated and 900 effective. This engine has an 
exceptionally massive fly-wheel overhung on the side away 


flat Rar 


— 


e 


6 


r 
- 


THE SULZER EXHIBIT AT THE Panis EXHIBTITION.— FI. 4. 


from the crank, go as to carry the alternator ine drivi i | * 

і [ t poles on the engine driving an Oerlikon Company's alternator. The 
| | mar e hery of the rim. This construction is specially engine has two high pressure amare, each 280 mm. 

suitable where the engine has only a single crank, because it diameter, and two low pressures 450 mm.,the stroke being 
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400 mm., and speed 250 revolutions per minute. The 
cranks are at 180°, and the valves are cylindrical, the steam 
admission and exhaust being obtained by a rotary move- 
ment. It will be noticed that the governor is between the 
two connecting rods, being driven by bevel gearing from the 
crankshaft. This set is used for the illuminations round the 
outer facade of the Champ de Mars buildings. 

Fig. 3 is a 30-H.P. vertical engine with fly-wheel governor, 
and fig. 4 is a view of the complete exhibit. 


THE PACIFIC CABLE. 


THE specification for the proposed Pacific cable is divided 
into three sections, The first is that of the Vancouver (Port 
San Juan)—Fanning Island cable, which has a total 
length of 3,653°5 nautical miles, all of this being main cable 
with the exception of 644 nautical miles of heavy shore end, 
heavy intermediate an dlight intermediate. The conductor 
will be composed of a central copper wire surrounded by 
smaller ones, weighing altogether 600 lbs, per nautical mile, 
and having a resistance of not more than 2°03 B.A. ohms at a 
temperature of 75? F. It isto be insulated with three or more 
costings of gutta-percha weighing 340 lbs. per nautical mile. 

The dielectric, after 1 minute's electrification, is not to have 
a resistance of less than 500, nor more than 1, 300 megohms 

т nautical mile at 75° F., and its average inductive capacity 
i$ not to exceed 0-440 microfarad per nautical mile. The 
shore end and intermediate core is to be sheathed with brass 
tape, but the core for the main cable is not so protected. 

The second contract is for the Fanning Island—Fiji 
(Sava). length totalling 2,181 nautical miles, composed of 
8 miles heavy shore end, heavy intermediate and light 
intermediate; 649 miles of heavy deep sea, and 1,524 miles 
of light deep sea cable. 

The conductor weighs 220 lbs. per nautical mile, and is 
composed of a central copper wire surrounded by smaller 
ones, having a resistance at the usual temperature adopted 
in cable testing of not more than 5°54 B.A. ohms. 

The gutta-percha covering weighs 180 lbs. per mile, insu- 
lation resistance as in the previous case, with an inductive 
capacity not exceeding 0°385 microfarad per mile. The 
short lengths are brass sheathed as before. 

The third contract comprises the following sections :— 
(a) Fiji (Suva)—Norfolk Island (Sydney Bay); (b) Nor- 

folk Island (Sydney Bay)—Queensland (Moreton Bay); 
(«) Norfolk Island (Sydney Bay)—New Zealand. 

(a) has a total length of 1,019 miles, all but 50 being 
deep sea. (Р) a length of 906 miles, of which 852 miles are 
deep sea. (^) 513 miles, 440 being deep sea, the grand 
tata? ander this contract amounting to 2,438 nautical miles. 

The core of all three sections is 130 lbs. copper and 
130 Ibs. gutta-percha per mile, the conductor consisting 

of a strand of seven copper wires. The insulation resistance 
is to be as in the two previous contracts, and the inductive 
capacity shall not exceed 0:855 microfarad. We do not 
think it necessary to devote space to discussing the outer 
coverings or outer servings of these cores, but one of the 


tens to which the core may be subjected, affords an 


opportunity for comment. | 

So far as our calculations go, we find that the thicknesses of 
the gutta-percha in contracts 1, 2, and 3, are approximately 
125, 100, and 90 mils. respectively. In contract No. 1, we 
observe that “each coil of core shall, if required, be submitted 
to an alternate E. M. F. of at least 5,000 volts, this electrical 
presure to last 15 minutes on each coil" Contract 2 is 
subject to the same conditions, as is presumably contract 8, 
but in this the clause reads “each coil of core shall, if 
required, be submitted to an alternative current (sic) of at 
least 5,000 volta, &c.“ Probably both expressions are 
intended to have the same meaning, but to say the least, the 
phraseology is looge, 

There .is no mention of periodicity or of the form of 


apparatus to be employed to produce the high voltage, and 


it is conceivable that appliances might be constructed to 
give the voltage demanded which should have no effect on the 
core at all. Tesla employed alternating current apparatus for 
his high Vension experimenta in which millions of volts were 
concerned, with Tesla himself forming part of the circuit. 


But, in our opinion, it is unnecessary and hazardons to 
subject submarine cable core to such excessive pressures, 
and we cannot help thinking that there must be a risk of 
creating weak places in the dielectric due to the strain. 

We are aware that this is not the first specification in 
which this clause has appeared, so that it has already been 
accepted by some contractors, and it was, we believe, 
originated by a firm of submarine cable makers, who them- 
selves specified for this particular test on more than one 
Atlantic cable made by them. Indeed, we have been 
informed that this firm has gone so far as using 10,000 


‘Volts alternating, with a frequency of about 200. 


This may possibly have been a bold stroke of policy in the 
belief that no other manufacturers would dare to go so far, 
for it is not so many years ago that contractors would have 
been very loth to use a testing battery, of even 1,000 cells; 
upon submarine core; and, as we have suggested, it cer- 
tainly could be done by others under special conditions, 
which, however, would have no real value as a means of 
proving that the material employed is of the best description 
and manufacture. 

No doubt the clause will be accepted by those who tender, 
and we can imagine them feeling that if it gives peace to 
the minds of those who are to pay for the luxury, why 
should contractors grumble ? 

Possibly the core will stand 5,000 alternating volts if the 
frequency is sufficiently high, but “an alternative current of at 
least 5,000 volts” is quite a different thing, depend upon it! 

But why was not the voltage made proportional, or at least 
made to bear some relation to, the thickness of the insulator ? 

If 5,000 volts is well within the maximum which the 
-thinnest of the specified coatings of dielectric will bear, why 
was not the pressure increased for the next thickness, aud 
still further for the thickest ? If, ou the other hand, 5,000 
volts is considered enough for the 125 mils, it is too much 
for the core of 90 mils, | 

Fortunately, however, the words “ if required " may lead 
to this wholly unnecessary strain on the core being eliminated 
from the usual tests, more especially when we read that “for 
the purpose of testing the laid cable, the engineer shall be at 
liberty, as long as the cable remains in good electrical con- 
dition, to use a battery power equivalent to 100 volts.” 

Fancy any material other than that of a submarine cable 
being subjected to an overload 50 times greater than it will 
have to bear in practice, an overload, too, accentuated in 
this case, because alternating voltages in practice are 
employed for breaking down faults! 


THE PARIS TELEGRAPH FETES. 
[FRON OUR SPECIAL CORRESPONDENT. ] 


(Third Letter.) 

PARIS, August 26th, 1900. 
Our last letter brought the proceedings down to Wednesday 
evening. On Thursday morning the visits to the larger 
offices of the administration were commenced. From 9 a.m. 
to noon a continuous stream of visitors passed through the 
central telegraph office situate at 103, Rue de Grenelle. The 
visitors were conducted round in groups of about 20. Our 
course lay first through the engine room where we were 
shown the four large Belleville boilers which are used for 
the supply of the power for working and lighting the 
building. There are four very fine dynamos by Sautter 
Harlé & Cie, of Paris. The switches and ampere-meters 
are by Richard Bros., of Paris. We then visited the battery 
room, which at one time contained 11,000 cells which have 
now been replaced by the more compact and manageable 
accumulators. "There are four sets of accumulators of 60 
cells for each set. Each set is capable of supplying the 
entire power necessary for working the lines. The arrange- 
ments are so made that two sets are used alternatively in 
ordinary practice and two sets are kept in reserve in case of 
& breakdown. 

In the galleries our course first lay through the foreign 
department. With the exception of one line working to 
Christiania, the work is done entirely by means of type- 
writing apparatus, The Baudot is the more common type, 
but the Hughes has a large share in the arrangements, The 
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‘ployed for transmitting ribbons, 
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most remarkable installation of the Baudot is that which is 
working to Milan. A quadruple set is worked between 
Paris Central and Milan Central. At each extremity two of 
the arms are во altered as to form repeaters and the line is 
extended to Paris Bourse in the one case and Milan Bourse 
in the other. At each Bourse a second distributor of the 
type used for duplex installations is used. Thus, by this 
system it is possible by using only one trunk line to give two 
circuits to each central office, and two circuits to each Bourse. 
The output of each of these circuits is stated to be an average 
of 80 messages per hour, which is sufficient to cover the 
work exchanged during the busiest parts of the day. 
The Christiania wire is supplied with Wheatstone apparatus 
manufactured by the firm of Siemens Brothers, and is of pre- 
-cisely the same type as that used in the British Post Office. 
The speed of working at the time of our visit was about 60 
words per minute, and we were assured that this was about 
the normal, The speed and quality of the work seems to be 


of men numbering 290 for each brigade, or a total of 580. 
The normal female staff numbers 298 for each brigade, ora 
total of 586. On account of the increased work due to tlie 
Exhibition a considerable number of females have been 
drawn from the sub-offices and the provinces, and the 
present female staff numbers 660. At the end of the season 
this temporary staff will return to ita former quarters. 

The duties are arranged to cover the hours from 7 a.m. 
to 9 p.m., and each clerk performs seven hours per day. 
Thus No. 1 brigade will come on the first day for what is 
known as the petit service from 7 a.m. to 9.80 a.m. for 
females, and 7 a.m. to 10 a.m. for males. The same brigade 
returns to duty at 4.30 p.m. until 9 p.m. for females, and 
5 p.m, to 9 p.m. for males. No. 2 brigade performs on the 
same day, what is known as the grand service, This is for 
females 9.30 a.m. to 4.80 p.m., and for males from 10 a.m. 
to 5 p.m. On the following day the two brigades reverse 
the order of the duties, and so they alternate throughout the 
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THE ORGANISING COMMITTEE OF THE Post AND TELEGRAPH FETES, Panis, 1900. 


much impaired by the very inferior quality of the paper em- 
On examination it proved 
to be limp and greasy, and compared very unfavourably with 
the firm dry ribbons used in the British Post office. The 
French paper would be utterly useless for the purpose of 
multiple transmissions, as one passage through the trans- 
mitter left it crumpled and damaged. The French staff 
seem to know and appreciate the superiority of the English 
paper which has been on trial in Paris. 

From the foreign salle we passed into the provincial 
annexe, 80 per cent. of the wires are worked with the 
Baudot, the remainder employing the Hughes. A Hughes 
apparatus is held in reserve for each Baudot set in case of a 
breakdown. All the apparatus is driven by electric motors, 
the weight-driven apperatus having entirely disappeared. 

. The chief of the provincial salle gave us some interesting 
information concerning the staff. "The female staff exceeds 


by a small number the male staff, There are two brigades 


year. 


Night duties are ee for in the following wax: 
About once each fortnight it comes to the turn of a member 

of the male staff to perform night duty. At the end of his 

petit service at 9 p.m. he remains on duty until 7 a.m. the 

following morning, receiving in recognition of this service 

payment at the fixed rate of 1 franc per hour. In addition 

to this payment he is released from duty for the grand service 

of seven continuous hours on the following day. Sunday 

duty is à part of the ordinary duty, and is not paid as an 
extra, but according to the exigencies of the service, а num ber 
of the staff are liberated. At the Bourse office each member 
of the staff is free on alternate Sundays, At the central one 
Sunday in four is about the rule, whilst in many offices the 
work never permits of a free day. 

From the first provincial salle, we were conducted to the 
Morse room. The Morse writer is here being gradually 
replaced by the sounder. The type of instrument is the 
„pony sounder of the same pattern ав is in use in the 
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British Post Office with keys of the single current type. 
The most remarkable feature of the installation is the entire 
atnence of local circuits. Even on the longer wires the 
aOumders are worked by a direct current. From our per- 
wnal observation we feel that the result is that the marks 
are not во clear or firm and the working is considerably 
slower. The latter fact is due in part perhaps to the more 
leisurely method of working of the Continental telegraphist, 
bnt also mainly to the nature of the signals. The whole of 
the mesages are written in ink which also reduces the speed. 

on the lines of lesser importance a switch system, 
nsembling in its principal features the Umschalter switch of 
the British Post Office, is employed. The French system is 
knowu a8 the Mandroux, and seems to be a very complete 
system, although it did not for many reasons appear to result 
in so considerable an economy of staff as is effected by the 
British system. 

From the Morse salle we were conducted to the upper 
«alle which works by Hughes apparatus to a few provincial 
centres, bat which for the most part is occupied by spare sets 
of Hughes apparatus for use in case of emergency. The 
mos commendable feature in the installation was the fore- 
sight of the organisers. | 

Unlike our own * hand-to-mouth " method of preparation 
for minimum requirements, the French Administration have 
made preparation for emergencies and breakdowns in each 
department. The accumulator room has practically three 
spere sets, the instrument galleries contain spare space and 
apare apparatus, and the staff is well above the minimum 
rejmrements of the work. Some day the lessons of postal 
and telegraph breakdowns in England may engender a like 
EUM provision for emergencies. But we move 
slowly, 

After our visit to the central office a number of group 
photographs were taken in the courtyard, and the delegates 
then separated until the evening, for which an invitation 
had been issued to attend a performance at the newly-erected 
Hippodrome. A most admirable equestrian display was 
here witnessed, which concluded by a ballet and spectacle 
representing the early history of France aud the Roman 
invasion. The whole was concluded by a series of tableaux 
representing the military history of France, which evoked a 
norm of well-earned applause. 

On Friday morning we visited the Récette Principale or 
General Post Office in the Rue des Louvre, but were un- 
fortunately too late to see the Central Telephone Office. 
What struck us particularly at the General Post Office was 
the very complete way in which all possible emergencies 
were foreseen. The staff and the space were equal to thie 
maximum requirements of the work. The most perfect 
order and discipline seemed to be maintained. 

Saturday was a comparatively free day. Visits were paid 
to the Exhibition and its grounds. In the evening a very 
simptaous dinner was offered to the delegates in the 
American Restaurant in the Champ de Mars. The company 
was vast in its proportions. Nearly one thousand persons 
sat down. The weather was close, but as the dinner was 
taken practically in the open air, no inconvenience was felt. 
The company was most distinguished, and the number of 
decorations worn was surprising to the English eye. The 
Minister of Posts and Telegraphs (M. Millerand) was 

absent, owing to the illness of his little son, and M. Mongeot, 
the Under Secretary of State, excused himself on account of 
his recent bereavement. In their absence the chair was 
taken bv M. Ansault, the effective president of the organising 
committee. In an excellent speech M. Ansault expressed his 
delight and satisfaction at seeing so many distinguished 
representatives of foreign countries around him, and also so 
many high officials of the- French administration. He 
aseured the company that France was proud to have as- 
sembled under her flag so representative a gathering of those 
engaged in the binding work of commerce. Postal organisa- 
tion represented the arteries of civilisation, and the Exhibition 
cf Paris was a fitting place for the reunion of the organisers. 
The Exhibition claimed to be the apotheosis of the commerce 
and industry of the age, and so it was most fitting that those 
„ intimately engaged in facilitating the international com- 
merce of the world should meet there to fraternise and to 
exchange views, Colonel Frey, the director of the Inter- 
tationale Bureau of Telegraphs, replied on behalf of the 
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foreign delegates in a most happily conceived and well- 
delivered speech. M. de Lirac, the general secretary of 
the organising committee, also delivered a most witty and 
clever speech in reply to the toast of “ The Organising 
Committee”—a speech which elicited a salvo of applause. 
The delegates then dispersed to view the illuminations and 
other attractions of the Exhibition. 

On Sunday, the secretary, M. de Lirac, and M. Amiot, 
the vice-president of the “ Amicale” Society, and а mem- 
ber of the organising committee, gave a „ner to their 
personal friends and colleagues of the varions delegations 
at the Restaurant “La Petite Chaise," in the Rue de 
Grenelle. Among those present were MM. René Olivier, 
of Nice, C. H. Garland, of London, W. Huisman, junr., of 
Almelos, Holland, editor of the Post-en-Teleqraafiereld, 
Signorina Rizzioli, of Milan, and several others. After- 
wards short speeches of thanks and congratulations were 
exchanged, and the last and not least pleasant of the many 
charming functions was brought to a close. 

A special medal is being struck at the National Mint, a copy 
of which iu bronze will be given to each delegate, and a 
gold copy to cach member of the organising committee. 
The medal bears on its obverse side an inscription. “ Post 
and Telegraph Fetes, Paris, 1900,” and a scroll bearing the 
name of the delegate. On the reverse is a beautiful. female: 
head wearing a floral wreath and the inscription “ Repub- 
lique Francaise.” 


BRITISH ASSOCIATION FOR THE AD- 
VANCEMENT OF SCIENCE, BRADFORD, 
1900. 


ABSTRACT OF ADDRESS TO THE MATHEMATICAL AND 
PHYSICAL SECTION. 


By JosePH Ілвмов, M.A., D. Sc., F.R.S., Pres. C. P. S., 
President of the Section. 
IT is fitting that before entering upon the business of the section we 


should pause to take note of the losses which our department of 


science has recently sustained. The fame of Bertrand was long ago 
universally established; the debt which we owe to that other 
veteran, G. Wicdemann, both on account of his own researches and 
for his great and indispensable thesaurus of the science of elec- 
tricity, cannot easily be overstated. In our own country we have 
lost in D. E. Hughes one of the great scientific inventors of the age; 
while we specially deplore the removal, in his early prime, of one 
who has recently been well known at these meetings, Thomas 
Preston, whose experimental investigations on the relations between 
magnetism and light, combined with his great powers of lucid 
exposition, marked out for him a brilliant future. 

Perhaps the most important event of general scientific interest 
during the past year has been the definite undertaking of the great 
task of the international co-ordination of scientific literature. 

The usual conferences connected with our department of scientific 
activity have been this year notably augmented by the very succesa- 
ful international congresses of mathematicians and of physicists 
which met a few weeks ago in Paris. | 

The recent reconstruction of the University of London, and the 
foundation of the University of Birmingham, will, it is to be hoped, 
give greater freedom to the work of our University Colleges. The 
system of examinations has formed an admirable stimulus to the 
effective acquisition of that gencral knowledge which is a necessary 
part of all education. So long as the examiner recognises that his 
function is a responsible and influential one, which is to be taken 
seriously from the point of view of moulding the teaching in places 
where external guidance is helpful, test by examination will remain 
a most valuable means of extending the area of higher education. 
Except for workers in rapidly progressive branches of technical 
science, a broad education seems better adapted to the purposes of 
life than special training over а narrow range; and it is dithcult to 
see how a reasonably clastic examination test can be considered as 
a hardship. But the case is changed when preparation for a 
specialised scientitic profession, or mastery of the lines of. attack in 
an unsolved problem, is the object. The general education has then 
been presumably finished ; in expanding departments of knowledge, 
variety rather than uniformity of training should be the aim, and 
the genius of a great teacher should be allowed free play with- 
out external trammels. It would appear that iu this country we 
have recently been liable to unduly mix up two methods We 
have been starting students on the special and lengthy, though very 
instructive, processes which are known as original research at an ave 
when their time would be more protitably employed in rapidly 
acquiring a broad basis of knowledge. As a result, we have been 
extending the examination test from the general knowledge to 
which it is admirably suited into the specialised activity which is 
best left to the stimulus of personal interest. Informal contact 
with competent advisers, themselves imbued with the scientific 
spirit, who can point the way towards direct appreciation of the 
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works of the masters of the science, is far more effective than detailed 
instruction at second hand, as regards growiug subjects that have 
not yet taken on au authoritative form of exposition. Fortunately, 
there seems to be now no lack of such teachers to meet the require- 
ments of the technical colleges that are being established throughout 
the country. 

The famous treatise which opened the modern era by treating 
magnetism and electricity on a scientific basis appeared just 300 
years ago. The author, William Gilbert, M.D., of Colchester, passed 
from the Grammar School of his native town to St. John's College, 
Cambridge; soon after taking his first degree, in 1560, he became a 
Fellow of the College, and seems to have remained in residence aud 
taken part in its affairs, for about 10 vears. All through his subse- 
quent career, both at Colchester and afterwards at London, where 
he attained the highest position in his profession, he was an exact 
aud diligent explorer, first of chemical and then of magnetic and 
electric phenomena. In the words of the historian Hallam, writiug 
in 1539, “in his Latin treatise on the magnet, he not only collected 
all the knowledge which others had possessed, but he became at 
once the father of experimental philosophy in this island ;" and 
no demur would be raised if Hallam's restriction to this country 
were removed. Working nearly а century before the time when 
the astronomical discoveries of Newton had originated the idea of 
attraction at a distance, he established a complete formulation of 
the interaction of magnets by what we now call the exploration of 
their tields of force. His analysis of the facts of magnetic intluence, 
and incidentally of the points in which it differs from electric in- 
fluence, is virtually the one which Faraday re-introduced. A 
cardinal advance was achieved, at a time when the Copernican 
astronomy had still largely to make its way, by assigning the 
behaviour of the compass and the dip needle to the fact that the 
earth itself is a great magnet, by whose field of influence they are 
controlled. His book passed through many editions on the Con- 
tinent within 40 years; it won the high praise of Galileo. Gilbert 
has been called “the father of modern electricity " by Priestley, 
and “the Galileo of magnetism " by Poggendorff. 

When the British Association last met at Bradford in 1873, the 
modern theory which largely reverts to Gilbert's way of formula- 
tion, and refers electric and magnetic phenomena to the activity of 
the wther instead of attractions at a distance, was of recent growth: 
it had received its classical exposition only two years before by the 
publication of Clerk Maxwell's treatise. It was not until 1887 
that Hertz, by the discovery of the ethereal radiation of long wave 
length emitted from electric oscillators, verified the hypothesis of 
Faraday and Maxwell, and iuitiated a new era in the practical 
development of physical science. 

Equally striking has been the great mastery obtained during the 
last 20 years over the practical manipulation of electric power. The 
installation of electric wires as the nerves connecting different 
regions of the earth had attained the rank of accomplished fact so 
long ago as 1857, when the first Atlantic cable was laid. It was 
largely the theoretical aud practical difficulties, many of them 
unforeseen, encountered in carrying that great undertaking to a 
successful issue, that necessitated the elaboration by Lord Kelvin 
and his coadjutors of convenient methods and instruments for the 
exact measurement of electric quantities, and thus prepared the 
foundation for the more recent practical developments in other 
directions. The possibilities of transmitting power to great dis- 
tances at enormous tension, and therefore with very slight waste, 
along lines merely suspended in the air, are being practically 
realised ; and the advantages thence derived are increased manifold 
by the almost automatic manner in which the electric power can be 
transformed into mechanical rotation at the very point where t is 
desired to apply it. We are here dealing primarily with the flaw- 
less continuous medium which is the transmitter of radiant energy 
across the celestial spaces; the part played by the coarsely consti- 
tuted material conductor is only that of a more or less imperfect 
guide which directs the current of wethercal energy. 

In theoretical knowledge, a new domain has recently been 
acquired throuyvh the experimental scrutiny of the electric discharge 
in rarefied gaseous media. The study of the very varied electric 
phenomena of vacuum tubes, in which the material molecules are 
80 sparsely distributed as but rarely to interfere with each other, 
has conduced to enlarged knowledge and verification of the funda- 
mental relations in which the individual molecules stand to all 
electric phenomena, culminating recently in the actual determina- 
tion, by J. J. Thomson and others, of the masses and velocities of 
the particles that carry the electric discharge across the exhausted 
space. The recent investigations of the circumstances of the elec- 
tric dissociation produced in the atmosphere and in other gases by 
ultra-violet light, the Röntgen radiation, and other agencies, con- 
stitute one of the most striking developments in experimental 
molecular physics since Graham determined the molecular relations 
of gaseous diffusion and transpiration more thau half a century ago. 

The atoms or ions are now definitely introduced as the carriers of 
those electric charges which interact across the ether, and so pro- 


scheme of Maxwell was not merely a brilliant speculation, but con- 
stituted, iu spite of outstanding gaps and difficulties, a rea) formu- 
lation of the underlying unity in physical dynamics. 

At a time when the only definitely ascertained function of the 
ther was the undulatory propagation of radiant energy across space 
Lord Kelvin pointed out that, by reason of the very great velocity 
of propagation, the density of the radiant energy in the medium d 
any place must be extremely small in comparison with the amount 
of energy that is transmitted in a second of time; this easily Jog 
him to the very striking conclusion that, on the hypothesis that the 
ether is like material elastic media, it is not necessary to assume 
its density to be more than 10 * of that of water, or its optical 
rigidity to be more than 10 10^* of that of steel or glass. Thus far 
the wether would be merely an impalpable material atmosphere for 
the transference of energy by radiation, at extremely smal! densities 
but with very great speed, while ordinary matter would be the seat 
of practically all this energy. But this way of explaining the 
absence of sensible influence of the wether on the phenomena of 
material dynamics lost much of its basis as soon as it was recognised 
that the same medium must be the receptacle of very high densities 
of energy in the electric fields around currents and magnets. The 
other mode of explanation is to consider the ether to be of the very 
essence of all physical actions, and to correlate the absence of 
obvious mechanical evidence of its intervention with its regularity 
and universality. 

On this plan of making the wether the essential factor in the 

transformation of energy as well as its transmission across space, 
the material atom must be some kind of permanent nucleus that 
retains around itself an ethereal field of physical influence, such as, 
for example, a field of strain. We can recognise the atom only 
through its interactions with other atoms that are so far away from 
it as to be practically independent systems ; thus our direct know- 
ledge of the atom will be confined to this field of force which 
belongs to it. So long as we cannot isolate a single molecule, but 
must deal observationally with an innumerable distribution of them, 
even this kind of knowledge will be largely confined to average 
values, But the last half-century has wituessed the successful 
application of a new instrument of research, which has removed in 
various directions the limitations that had previously been placed 
on the knowledge to which it was possible for human effort to look 
forward. The spectroscope bas created a new astronomy by 
revealing the constitutions and the unseen interna] motions of the 
stars. Its power lies in the fact that it does take 
hold of the internal relations of the individual molecule 
of matter, and provide a very definite and detailed, though 
far from complete, analysis of the vibratory motions that 
аге going on in it; these vibrations being in their 
normal state cbaracteristic of its dynamical constitution, and in 
their deviations from the normal giving indications of the velocity 
of its movement and the physical state of its environment. 

The dynamics of the ether, in fact the recognition of the 
existence of an ether, has, as a matter of history, been reached 
through study of the dynamical phenomena of matter. When the 
‘dynamics of a material system is worked up to its purest and most 
general form, it becomes a formulation of the relations between the 
succession of the configurations and states of motion of the system, 
the assistance of an independent idea of force not being 
usually required. We can, howevér, only attain to such a compact 
statement when the system is self-contained, when its motion is not 
being dissipated by agencies of frictional type, and when its con- 
nections can be directly spécified by purely geometrical relation: 
between the co-ordinates, thus excluding such mechanisms as rolling 
contacts. The course of the system is then in all cases determine! 
by some form or other of a single fundamental property, that an) 
alteration in any small portion of its actual course must produce an 
increase in the total“ Action” of the motion. Whatever views may 
be held as to the ultimate significance of this principle of Action, its 
importance, not only for mathematical analysis, but as a guide to 
physical exploration, remains fundamental When the principles 
of the dynamics of material systems are refined down to their ulti- 
mate common basis, this principle of minimum ?з what remains. 
The ultimate test that a system is a dynamical one is not that we 
shall be able to trace mechanical stresses throughout it, but that itə 
relations can be in some way or other consolidated into accordance 
with this principle of minimum Action. 

Are we then justified in treating the material molecule, so far as 
revealed by the spectroscope, as a dynamical system coming under 
this specification ? Its intrinsic energy is certainly permanent, and 
not subject to dissipation, otherwise the molecules would gradually 
fade out of existence. The extreme precision and regularity oÍ 
detail in the spectrum shows that the vibrations which produce it 
are exactly synchronous, whatever be their amplitude, and in so far 
resemble the vibrations of small amplitude in material systems. As 
all indications point to the molecule being a system in a state of 
intrinsic motion, like a vortex ring, or a stellarsystem in astronomy. 


| 
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we must consider these radiating vibrations to take place around a 
steady state of motion which does not itself radiate, not around a 
state of rest. Now not the least of the advantages possessed by the 
Action principle, as a foundation for theoretical physics, is the fact 
that its statement can be adapted to systems involving in their con- 
stitution permanent steady motions of this kind, in such a way 
that only the variable motions superposed on them come into con- 
sideration. 

It is now verified that the Action principle forms a valid founda- 
tion throughout electro-dynamics and optics; the introduction of 
the æther into the system has not affected its application. It is 
therefore a reasonable hypothesis that the principle forms an 
allowable foundation for the dynamical analysis of the radiant 
vibrations in the system formed by a single molecule and surround- 
ing ether. 


duce the clectric fields whose transformations were the main subject 
of Maxwell's original theory. 

We are thus inevitably led, in electric and ethereal theory, ав iu 
the chemistry and dynamics of the gaseous state which is the 
department of abstract physics next in order of simplicity, to the 
consideration of the individual molecules of matter. 

The more advanced reformers have now thrown overboard the 
apparatus of potential functions which Maxwell found necessary for 
the dynamical consolidation of his theory, retaining only the final 
result as a verified descriptive basis for the phenomena. 

The direct recognition in some form, either explicitly or tacitly, 
of the part played by the ether has become indispensable to the 
development and exposition of general physics ever since the dis- 
coveries of Hertz left no further room for doubt that this physical 
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The single principle of Action has been shown to provide a defi- 

nite and sufficient basis for electro-dynamics ; yet when, for example, 
one armature of an electric motor pulls the other after it without 
material contact, and so transmits mechanical power, no connection 
between them is indicated by the principle such as could by virtue 
$ internal stress transmit the pull. The essential feature of the 
transmission of a pull by stress across a medium is that each element 
of volume of the medium acts by itself, independently of the other 
elements. The stress excited in any element depends оп the strain 
or other displacement occurring in that element alone, and the 
mechanical effect that is transmitted is considered as an extraucous 
fore applied at one place in the medium, and passed on from 
element to element through these internal pressures and tractions 
varil it reaches another place. We have, however, to consider two 
atomic cleetrie charges as being themselves some kind of strain 
eongumtions in the ether; each of them already involves an atmo- 
sphere of strain in the surrounding ether which is part of its 
esence, and cannot be considered apart from it; each of them 
essentially pervades the entire space, though on account of its. 
invariable character we consider it as a unit. Thus we appear to be 
debarred from imagining the ether to act as an elastic connection, 
whieh is merely the agent of transmission of a pull from the one 
aucleus to the other, because there are already stresses belonging to 
nud constituting an intrinsic part of the terminal electrons, which 
are distributed all along the medium. 


The remark has often been made that it is probably owing to . 


Paraday’s mathematical instinct, combined with his want of 
aeqenintance with the existing analysis, that the modern theory of 
the vether obtained a start from the electric side. Through his 
teaching and the weight of his authority, the notion of two electric 
enrrents exerting their mutual forces by means of an intervening 
medium, instead of by direct attraction across space, was at an early 
period firmly grasped in this country. In 1845 Lord Kelvin was 
already mathematically formulating, with most suggestive success, 
centinnons elastic connections, by whose strain the fields of activity 
of electric currents or of electric distributions could be illustrated ; 
while the exposition of Maxwell's interconnected scheme, in the 
earlier form in which it relied on concrete models of the electric 
ection, goes back to almost 1860. The dynamics of a solid body сап 
be confined to a discussion of its three components of translation 
and irs three components of rotation, instead of the motion of each 
element ofits mass. With the number of independent co-ordinates 
thus diminished, when the initial state of the motion is specitied the 
subsequent course of the complete system can be traced; but the 
eourse of the changes іп any part of it can only be treated in rela- 
tion to the motion of the system asa whole. It is just this mode of 
treatment of a system as a whole that is the main characteristic of 
modern physical analysis. The way in which Maxwell analysed the 
interactious of a system of linear electric currents, previously 
tested as if each were made up of small independent pieces or 
elements, and accumulated the evidence that they formed a single 
dynamieal system, is a trenchant example. The interaction of 
vortices in Нша form a very similar problem, which is of special 
note in that the constitution of the system is there completely 
sown in advance, so that the two modes of dynamical exposition 
can be compared. Helmholtz opened up new ground in the abstract 
dynamics of continuous media when he recognised (after Stokes) 
thet, У the distribution of the velocity of spin at those places in the 
(ud where the motion is vortical be assigned, the motion in every 
pert of the Guid therein is kinematically involved. This, combined 
with the theorem of Lagrange and Cauchy, that the spin is always 
confined to the same portions of the fluid, formed a starting point 
for his theory of vortices, which showed how the subsequent course 
ef the motion can be ascertained without consideration of pressure 

x other stress. 

The main import of this advance lay, not iu the assistance which 
it afforded to the development of the complete solution of special 
problems in fluid motion, but in the fact that it constituted the dis- 
covery of the types of permanent motion of the system, which 
cud combine and interact with each other without losing their 
individuality, though each of them pervaded the whole field. This 
rendered possible an entirely new mode of treatment. 

Ihe new train of ideas introduced into physics by Faraday was 
tons consolidated and emphasised by Helmholtz’s investigations of 
1458 in the special domain of hydrodynamics. In illustration let us 
consider the fluid medium to be pervaded by permanent vortices 
cirealating round solid rings as cores; the older method of analysis 
would form equations of motion for each element of the fluid, 
involving the fiuid pressure, and by their integration would deter- 
mine the distribution of pressure on each solid ring, and thence the 
way it moves. This method is hardly feasible even in the simplest 
ass The natural plan isto make use of existing simplifications 
vy regarding each vortex as a permanent reality, and directly 

attecking the problem of its interactions with the other vortices. 
The energy ОЁ the fluid arising from the vortex motion can be 
cvpressed in terms of the positions and strengths of the vortices 
scone: and then the principle of Action, in the generalised form 
"beu includes steady motional configurations as well as constant 
material configurations, affords a method of deducing the motions 
^t tbe cores and the interactions between them. If the cores are 
‘sim they in fact interact mechanically, as Lord Kelvin and 
Sirchbotf proved, in the same manner as linear electric currents 
would do. though the impulse thence derived towards a direct 
syüro-xiuetie explanation of electro-magnetics was damped by the 
‘ect that repulsion and attraction have to be interchanged in the 

BAALOTy. 

iv is not surprising, considering the previous British familiarity 

а order of ideas, that the significance for general physics of 

comhoMzs doctrine of vortices was eagerly developed in this 
sutry, їп the form in which it became embodied through Lord 


Kelvin’s famous illustration of the constitution of matter, as con 
sisting of atoms with separate existence and mutual interactions, 
This vortex-atom theory has been a main source of physical sugges- 
tion because it presents, on a simple basis, a dynamical picture of 
an ideal matcrial system, atomically constituted, which could go on 
automatically without extraneous support. The value of such a 
picture may be held to lie, not in any supposition that this is the 
mechanism of the actual world laid bare, but in the vivid illustration 
it'affords of the fundamental postulate of physical seience, that 
mechanical phenomena are not parts of a scheme too involved for 
us to explore, but rather present themselves in definite and con- 
sistent correlations, which we are able to disentangle and apprehend 
with continually increasing precision. 

The most definite type of model vet imagined of the physical 
interaction of atoms through the wther is, perhaps, that which takes 
the wther to be a rotationally elastic medium after the manner of 
MacCullagh and Rankine, and makes the ultimate atom inelude the 
nucleus of a permanent rotational strain configuration, which, as a 
whole, may be called an electron. All that is needed is a postulate 
of free mobility of this nucleus through the «ther. This is not an 
unreasonable postulate, because a rotational wther has the properties 
of a perfect fluid medium except where differentially rotational 
motions are concerned, aud so would not react on the motion of any 
structure moving through it except after Che manner of an apparent 
change of inertia. It thus seems possible to hold that such a model 
forms an allowable representation of the dynamical activity of the 
ether, as distinguished from the complete constitution of the 
material nuclei between which that medium establishes connection. 

No time is now left for review of the methods of molecular 
dynamics. Here our knowledge is entirely contined to steady 
states of the molecular system; it is purely statical. In ordinary 
statics aud the dynamics of undisturbed steady motions, the form of 
the energy function is the sufficient basis of the whole subject. 
This method of energy is a particular case of the method of action: 
but in its extension to thermal staties it is made to include chemical 
as well as configurational changes, and a new point appears to arise. 
Whether we do or do not take it to be possible to trace the appli- 
cation of the principle of action throueliout the process of chemical 
combination of two molecules, we certainly here postulate that the 
static case of that principle, which applies to steady systems, can 
be extended across chemical combinations. The question is suggested 
whether extension would also be valid to transformations which 
involve vital processes. This seems to be still considered an open 
question by the best authorities. If it be decided in the negative 
a distinction is involved between vital and merely chemical pro- 
cesses. 

It is now taken as established that vital activity cannot create 
energy, at any rate in the long run which is all that can from the 
nature of the case to be tested. It seems not unreasonable to follow 
the aualogy of chemical actions, and assert that it cannot iu the 
long run inerease the mechanical availability of energy —that is, 
considering the organism as an apparatus for transforming energy 
without being itself in the long run changed. 

In any case it would appear that there is small chance of reducing 
these questions to direct dynamics. 

Our survey tends to the result, that as regards the simple and 
uniform phenomena which involve activity of finite regions of the 
universal ether, theoretical physics can lay claun to constructive 
functions, and can build up a definite scheme: but in the domain of 
matter the most that it ean do is to accept the existence of such 
permanent molecular systems as present themselves to our notice, 
and fit together an outline plan of the more general and universal 
features in their activity. Our well-founded belief in the rationality 
of natural processes asserts the possibility of this, while admitting 
that the intimate details of atomic constitution are beyond our 


scrutiny and provide plenty of room for processes that transcend 


finite dynamical correlation. 


THE DISPOSAL OF HOUSE REFUSE IN BRADFORD. 


By J. McTaaeart, A. M. I. M. E., Cleansing Superintendent, 
Bradford. 


(Section G. September Gth. Abstract.) 


THE disposal of house refuse is a problem which has occupied the 
attention of many cities and towns during the last few years, and 
to none has the solution been more diflicult than to the city of 


Bradford. ' 
Upwards of 20 years ago this difficulty was recognised in Brad- 


ford. Sanitary requirements were becoming more severe, suitable 


tipping places scarce, and the farmers more chary of using refuse 
which was gradually depreciating in manurial value. 

The Sanitary Committee of the Bradford Corporation at that 
time gave a very considerable amount of time and attention to this 
question, with the result that early in 1880 the first destructor of 
six cells was erected at Hammerton Street by Messrs. Manlove, 
Alliott & Co. Subsequently the number of cells was doubled at this 
place, aud these were followed by the erection of a four-cell 
destructor at Southfield Lane in 1883, the number of cells afterwards 
being increased to six. The Sunbridge Road destructor of nine 
cells, and the Cliffe Road destructor of eight cells followed in 1891, 
the total number of cells then being 35, capable of destroying at that 
time 250 tons of house refuse per day, or nearly the whole of the 
refuse collected at that time. ‚ 

The whole of these destructors have been kept at work ever since. 
In 1897 the 12 cells at Hammerton Street were rebuilt under the 
“ Horsfall” patents, and early in the present vear the coutract for 
the rebuilding of the Southfield Lane destructor was placed iu the 
hands of the same company. 
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In November, 1899, the boundaries of the city were considerably 
extended by the inclusion of the North Bierlev, Idle, Eceleshill, 
Tong and Thornton townships, and perhaps it would be as well, 
before proceeding further, to give a few particulars of the enlarged 
city. 

The population of the city is estimated at 292,300; the acreave is 
22,843; the average number of people per acre 12:8, and the rateable 
value is £1,396,067 7s. 6d. 

& The total quantity of refuse collected amounts to 122,000 loads 
per annum, from 32,164 ashpits, to which 180,000 visits are paid 
during that time, giving an average of 3:57 loads per ashpit, and 5:6 
visits per vear. 

At the present time about 90,000 loads are destroyed annually 
atlour destructors the remainder being either tipped in the out- 
districts or sold to farmers. 

The latter method of disposal is becoming extremely difficult in 
Bradford, owing to our disadvantage in being somewhat removed 
from the agricultural districts. 
^ In order to deal effectually with the whole of the refuse collected, 
the Bradford Cleansing Committee decided some time ago to invite 
tenders for the erection of five additional refuse destructors in 
various parts of the city, capable of destroving altogether 180 tons 
per day. These tenders will be dealt with during the next week, 
and it is the intention of the Cleansing Committee to push on this 
work as rapidly as possible, so that we may be able to destroy the 
whole of the refuse collected in the city during the next year, a con- 
dition of affairs which I venture to say exists in very few cities or 
towns at the present time. | 

In the specification for these new destructors, the Cleansing Com- 
mittee have aimed at the provision of a refuse destructor which 
will be an acquisition to the districts in which they are placed, and 
a few particulars from the specification may not be out of place 
here. They are as follows :— 

The Cleansing Committee will give preference to any complete 
and well-cousidered scheme which embraces the following 
objects: ` 

1. The least possible handling of the refuse after being tipped at 
the destructor, the total abolition of the customary “pit” and of 
the employment of chargers, being aimed at. 

2. The design of furnace which is calculated to give the highest 
destroving efficiency, taking into consideration the cost of working 
and repairs. 

3. The scheme which is caleulated to give the hichest evaporative 
efficiency, bearing in mind the fact that the destruction of refuse, 
without nuisance, is the first consideration. 

4. The scheme which has for its object the lessening of the labour 
and preventing nuisance, consequent upon frequent “ clinkering,” 
and for the automatic removal or conveying of clinker, and the 
cooling of the same, will receive the most favourable consideration 
of the Committee. 

If the successful design complies with all these conditions, there 
is no doubt but that the Cleansing Committee have completely dis- 
armed the sentimental objectors who generally appear in a neigh- 
bourhood in which it is proposed to erect a destructor. 

Ё At the present time the total number of cells in Bradford is as 
followsi:— ; 


Working és ei is "XE 
Re-building eee (EKI eee oon 6 
| 35 


To be erected... isi sue . 18 
Total un ма 1:98 


These, when complete, will have a total destroying capacity of 
145,000 loads per annum. 

Our principal depót is situated at Hammerton Street. Here are 
the general offices of the department, a 12-cell Horsfall destructor, 
stabling for 30 horses, mechanics’, blacksmiths’, aud cartwrights’ 
shops, slab making plant, electric lightiug installation and disinfect- 
ing station. 

The destructor proper consists of two blocks of six cells, of the 
back-to-back tvpe, with two 11 feet by 8 feet multitubular boilers, 
the chimney being placed between the two blocks of cells. Each 
block of cells has a flue leading to one of the boilers, and an alter- 
native flue leading direct to the chimney. Owing to the failure of 
the original cells after 17 years’ service, special precautions were 
taken when they were reconstructed, to ensure them being of the 
strongest possible construction. 

The end and division walls are much heavier, and the staying of 
the structure is carried out on a much improved plan altogether. It 
is stayed by heavy rolled steel joists 8 inches by 4 inches, two being 
placed vertically between each cell. 'There are also two 12 inches by 
3 inches steel channels running the whole length of the furnaces, 
the whole being tied together with 14-inch tie-bolts, swelled to 
14 inches to receive the nut, cast-steel washer blocks, and heavy 
spring washers to allow a limited freedom for the expansion of the 
furnaces. Various other improvements were made in connection 
with these furnaces, not the least important being the arrangement 
of small air flues under the tipping tloor; these flues are connected 
with the steam jets, which induce a curreut of cold air to pass along 
continuously, thereby preventing the heating and stewing of the 
refuse, so common in some of the older types of destructors. 

The cast-iron air boxes built in the sides of the furnaces is another 
improvement which commends itself, owing to the decreased cost of 
repairs. In fact, the Bradford Corporation have every reason to be 
satisfied with the “ Horsfall” furnace; the cost of repairs for the 
12 cells at Hammerton Street, for the three years they have been at 
work, has not been £90, 


Another important adjunct to this destructor is the overhead raj). 
way for the removal of clinker from the furnaces. This railws 
the first, I believe, erected in connection with a destructor, ig of 
immense benetit to the stoker, and a municipality will soon recoup 
itself for the cost, by the increase of work done. 

During the period commencing June 24th, and ending July 7th 
last, a working test of this destructor was made, aud I have much 
pleasure in submitting the results to you. 


TESTS OF THE ‘“HORSFALL” DESTRUCTOR, HAMMERTON STREET, 
BRADFORD, JUNE 24TH TO JULY 7th, 1900. 


Numberlof cells bi e 12 
Type .. ... Back-to-back. 
Duration of test 278 hours, 


Nature of fuel 
Number of men employed 
Wages 


Midden, market and dry refuse. 
12 furnace men, six chargers, 
Furnace men, 258. ; chargers, 258. 
lbs. toni. 
Total quantity of refuse burned 2,896,320 1,293 
Total quantity of refuse burned per cell per 


24 hours ... ке Че - n 20,837 9:3 
Total cubic feet of “refuse burned per cell 

per 24 hours . е nes TT 543 
Total quantity of refuse burned per cell per 

hour yel ТЄ " iss gu 868 
Total quantity of refuse burned per square 

foot of tire grate per hour 25 vat 34 
Cost of labour per ton destroyed . TE 

Ibs. 

Total weight of water evaporated ... .. . 2,153,000 
Total weight of water evaporated per ho! 7,744 
Total weight of water evaporated per cell 

per hour ... - e» bis ued 645 
Water evaporated per lb. of refuse burned 743 

97 » » 77 9 

from and at 212 F. iin m £5 882 
Weight of clinker produced... 817,516 364:96 
Weight of tine ash produced 26,936 12:03 
Weight of flue dust produced 5,992 2:67 
Total weight of residuals 850,444 9/965 
Percentage of residuals Kr T si 29:36 % 
Steam pressure maintained (by recorder)... GO lbs. 
Temperature of feed water. — 60° F. 
Temperature of gases in main flue ... m 1,800* F. 
Temperature of gases at chimney bottom ... 1,000" F. 
Average air pressure (water gauge) i inch 
Total I. H.P. per hour at 20 lbs. T 38772 
Total r.H.P. per cell continuously ... T 332 
I. H. P. hours per ton burned ... iig - 832 


During the test the power generated was utilised in the following 
manner: 


# s. d. 
306 tons, 13 ewts., 2 qrs. of mortar made and sold, value 82 8 6 
442 tons of crushed clinker sold ... sui T ... 1414 8 
245 sq. yds. of concrete flags manufactured, value 38 15 10 
3 tons, 3 cwts., 3 qrs. old tins sold, value 0 15 11 
About 4 tons of tish guano manufactured 12 0 0 


£148 14 11 


The whole of the water evaporated was measured through à 
" Kennedy " water meter, fixed direct to the boiler. 

As you will sce, this test is a record of a complete fortnight’s 
work, which in iny opinion is the shortest period of time that a test 
of this nature should cover. Fictitious results may be obtained by 
some of the one, two, and up to twelve hour's tests usually shown 
by makers, as the stokers and other men employed may make a 
special effort for a few hours, which they would be unable to sustain 
during а two week's test. Then, again, if a 12 hours’ test is made, 
say, in the middle of the week, it would be erroneous to assume 
that 12 times the quantity destroyed during that time would repre- 
sent a complete weck’s work. There is always a period at the 
beginning and the end of a week when the rate of combustion 18 
very low. Then, again, the nature of the refuse varies day by day. 
In fact, at one period of this test, we were destroying refuse at the 
rate of 12 tons per cell per day. 

The low rate of evaporation per pound of refuse destroyed is due 
to the type of boiler we have, the gases simply passing through the 
tubes and escaping to the chimney, as a glance at the chimney tem- 
perature will show. I might mention that every care has been 
taken to have this test thoroughly reliable. Allthe refuse has been 
weighed on arrival at the destructor, and the residuum carefully 
weighed day by day. All flues were swept out before starting, and 
at the completion were swept out again and the contents weighed. 
I might also draw your attention to the bulkiness of the refuse dealt 
with due to the time of the year the test was made. 

'The disposal of the residuum or clinker from refuse destructors 
has been a source of much trouble in nearly every town where 
destructors have been installed. Up until 1894, it cost the Cor- 
poration of Bradford over £1,000 per annum to cart the clinker to 
tips. Since that time, however, we have been very successful in out 
efforts to utilise in various ways the large amount of clinker we 
produce. Additional mortar mills have been erected, clinker 
crushing and screening machinery has also been introduced, with 
the result that at two of our destructors, Hammerton Street aud 
Clitfe Road, we sell the whole of the clinker produced. At Sun- 
bridge Road, we dispose of one-half at the present time, and at 
Southtield Lane machinery is being installed to utilise the whole 
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pruluction, At the present time we have eight mortar mills at 

work, and we are turning out mortar at the rate of 12,000 tons per 

ahnnm. During the 12 months ended March 31st, 1900, we sold 

13,90 loads of screened clinker at our various destructors, which, 
at Sd. per load, produced a revenue of £500. Had we been com- 
pelied to remove this, as iu. former times, the cost, at ls. dd. per 
load, the price paid to the contractor, would have amounted to 
£1.060, plus the cost of tipping. 

We produce the screened. clinker in four sizes, and the uses to 
which it is put are many and varied. It has been extensively used 
fer conerete work in connection with the recent tramways extensions 
in Brad ford; at the electric power station extensions in foundations 
a-d engine beds, and in the sewage and street cleansing depart- 
ments, while the finest, or No. 4 size, is eagerly purchased by plas- 
terers, and takes the place of river sand. 

Another method of profitably utilising this residuum is in the 
manufacture of artificial stone. We have lately installed at our 
Hammerton Street works a complete hydraulic plant for this work, 
not perhaps so much with the object of utilising the clinker, for 
which we have a ready sale, but to utilise the steam produced. 

The installation comprises a powerful hydraulic press, working at 
a pressure of 2 tons per square inch. In conjunction with this press 
are two sets of moulds, which enable us to keep the press working 
continuously, one mould being under pressure while the other is 
being filled. 

The machine is capable of producing 200 slabs per day of 9} 
hours. 

The slabs are made in a variety of ways, some with a facing of 
granite ehippings and Portland cement, }-inch thick, in the pro- 
perti^n of three to one, the remainder of the slab, which is 24 inches 
thick altogether, being composed of clinker and cement in the same 
prerertion. The slabs are also made from clinker and cement 
опе: these slabs can be produced much cheaper, and are very 
suitable for side streets, back yards, and cellariug. Some of the 
neatest aud best slabs we have yet manufactured are composed of 
binestone chippings and cement in the proportion of three to one. 
As these can be sold at the same price as granite-faced slabs, they 
are likely to become very popular. The price fixed for these slabs 
is 34 2d. per square yard, but I ara anticipating being able to 
recommend to my Committee to still further reduce this price at an 
early date. 

Still another, and perhaps the most profitable way of utilising 
clinker, especially when large quantities have to be dealt with, is 
in the mannfacture of concrete bricks. During the last two years I 
have conducted a series of experiments in this direction on behalf 
of my committee, апа the results have been so satisfactory that it 
is intended to lay down one or more plants at some of our new 
destructors. These bricks are eminently suitable for any class of 
inside walling. They can be produced in any shape or colour, 
sud the machiuery required is not expensive, and no drying kilns 
are necessary. 

These bricks, wEen made from a 10 per cent. mixture of hydraulic 
lime ара clinker, and properly seasoned, are nearly 50 per cent. 
&ronger thau the ordinary building brick used in Bradford, and 
they can be manufactured at a cost of 14s. per 1,000. For utilising 
larze quantities of clinker in districts where its sale in other forms 
i$ limited, there cau be no better method, the product always being 
in demand, and a small machine turniug out 8,000 bricks per day, 
will require over 20 tons of clinker for that purpose. 

Should the drying space be limited, these bricks can be 
thoroughly dried, hardened, and made ready for пзе iu eight hours, 
by the use of high pressure steam, and in connection with refuse 
destruetors where steam is usually plentiful, this process does not 
add materially to the cost. 

Samples of these bricks were tested by our technical college 
staff, and the results show that they should be kept at least three 
months before using, if they are naturally dried, the increase of 
strength during the last four weeks being remarkable. 

Before leaving this subject, I should like to draw your attention 
to yet another method of profitably utilising clinker in a more 
artistic way. I refer to the manufacture of ornamental tiles. 
Special and inexpensive machinery has been designed for this work, 
by the use of which one man is capable of producing 750 encaustic 

tiles, similar to that shown, or from 3,000 to 4,000 plain tiles per 
day, cach tile being subjected to a pressure of 60 tons. 

There is always a good demand for ornamental tiles, and these 
can be manufactured at a cost which, at the prices usually quoted 
for similar goods, leaves a very handsome profit indeed. 

Another portion of the residuum from town’s refuse which 
formerly was the source of considerable trouble, is the old iron, tius, 
&c. collected from the ashpits. Happily, we have overcome our 
difficulty in this direction. Our Corporation chemical works take a 
«nal! proportion of the tins, &c., their ultimate use being in con- 
nection with the treatment of the city sewage. The remainder is 
put on rail, and consigned to a neighbouring chemical works. We 
receive 5s. per ton at our works for this refuse. The scrap iron we 
readily dispose of to local dealers aud ironfounders at from 258. to 
+з. per ton. The total revenue from this source amounts to £150 
per annum. 

The utilisation of the steam produced at our various refuse 
destructors in a profitable manner is a subject to which the Cleausiug 
Committee have given every consideratiou. In addition to the slab 
makiug plant recently erected, we have an artificial manure plant 
at work at Hammerton Street, where the whole of the fish refuse of 
tae city is treated and converted into a valuable manure. This 

Peat consists of a large steam jacketted pan, having a central shaft 

Passing through stuffing boxes at either end, and to which are 

attached a number of arms or agit ей 'olvi 

agitators, which are kept revolving 

wLeu the pau is at work by means of powerful gearing driven b 

eugine, which j i r 5 be 
gine, is supplied with steam from the jacket of 


the pan, a double duty being thus obtained from the steam. We 
deal with 600 or 700 tons of this refuse per anmun, which is reduced 
to 25 per cent. of its original bulk. The product we sell at £3 per 
tou at our works, and needless to say, this branch of refuse disposal 
is a very protitable one for the department, the process and 
machinery requiring very little attention. 

At these works we have also a disinfecting station containing a 
Washington Lyons disiufector, in which the whole of the infected 
clothing, bedding, &e., collected in the city is treated. The 
machine requires а very considerable amount of steam for its efficient 
working, and the Health Committee, to whom it belongs, allow the 
Cleansing Committee the sum of £50 per annum for the supply 
thereof. 

We have also a 100-н.р. engine at work here driving the mortar 
mills, clinker-crushing. machinery, blowers, &c.; a 40-B.H.P. high 
speed engine and dynamo, lighting up the whole of the works and 
adjoining streets; a 20-H. P. engine also runs the machinery in the 
meenanies' shops, and the chopping and grinding machinery, стапе, 
&c., connected with the stables. 

These, together with the 40-H. P. engine required for the steam 
jets in connection with the destructor, utilise the whole of the steam 
produced at the present time. Should we atany time require an 
additional supply, up to double the present amount, it could be easily 
obtained by the use of economisers, or the substitution of a ditferent 
type of boiler for the present wasteful ones, as a glance at the 
temperature of our chimuey gases will prove. 

At our other depóts the methods adopted to utilise the steam 
produced are somewhat similar, our first object in all cases beiug to 
utilise it as far as possible in still further disposing of the residuum 
from the furnaces. 

In the earlier part of the paper I quoted the specification which 
we had issued in connection with the erection of our new 
destructors. It may be thought that we are asking for the 
impossible, in specifying so many departures from the ordinary 
types of destructors in use, yet we seek nothing that is not embodied 
iu the design vf the new destructor which we are erecting at South- 
field Laue. 

The draft designs of this destructor have been prepared by the 
Corporation, who accept full responsibility for the efficient working 
of the plant. The drawings have been prepared by the Horsfall 
Furnace Syndicate, to whom the contract for the erection of the six 
cells has been eutrusted. 

Here, the usual “pit” or “tip” is abolished, the refuse, on ita 

arrival at the destructor, being tipped direct into the furnaces. 
These are designed to hold a 12 to 14 hours’ supply of refuse, in a 
large inverted hopper-shaped drying chamber, from which it can 
easily be pulled on to the tire bars as required. The top, or mouth 
of this drying chamber is closed by a heavy cast-iron door, which 
travels on planed horizontal surfaces, forming a perfectly air tight 
joint. 
? These doors are actuated by means of a screw and bevel gearing, 
апа the carter on arrival with his load will simply move a lever 
opening the dvor, tip his load, and reverse the lever, suitable 
trip gear being fixed to throw out the frictiou clutch at either end of 
the screw. ' 

The clinker wil be removed from the furnaces by means of au 
overhead railway, aud after being cooled will be taken to the cliuker 
crushing machine, or elevated from the clinker floor level to the 
mortar mills, which are placed at the street level. The cliuker 
crusher will have a capacity of 20 tons per hour, there being an 
accumulation of something like 70,000 tons of clinker from the old 
destructor, which we intend to utilise in this way. A 400-H.P. 
Lancashire boiler is being put in, designed to work at a pressure of 
120 lbs. per square inch, a part of the power from which will be 
utilised in а 100-H. p. horizontal engine for driving mortar mills, 
clinker machinery, &c. 

A 40-H. P. engine will also be fixed for driving the clinker 
elevators, friction gearing and portable railway. 

A large high-speed engine and dynamo will also be erected for 
the lighting of the works, &c., but the details of this installation are 
not yet complete. 

I anticipate that when this destructor is complete, it will be one 
of the most economical plants yet erected, capable of destroying 
ashpit refuse at a cost of 54d. per ton for labour only, at the present 
rate of wages iu Bradford. This will be accomplished owing to the 
abolition of the usual tipmen and chargers, and to the increased 
efficiency of the furnaces, as they will not require to be recharged 
each time they are clinkered. Should our anticipations be realised 
in regard to the revenue from residuals, &c., from this destructor, 
there is no doubt but that the City of Bradtord will have made 
another step in the realisation of the ambition of her Cleansing 
Committee, viz., the destruction of the whole of the house refuse 
of the City without nuisance and without cost. 


DISCUSSION. 

Sir A. R. BixNIE said they were exceedingly indebted to Mr. 
McTaggart for bringing before them one of the most important 
matters which could engage the attention of a sanitary engineer in 
a large manufacturing town. The gettiug rid of the refuse of a large 
town was always in itself a serious work; but when they saw that, 
under Mr. McTaygart’s direction, getting rid of the nuisance was 
about to be accomplished at no cost to the ratepayers, a most 
important future. was opening out to that esscutial part of their 
work. 

Major-General WEBBER, in seconding the vote of thanks, said that 
about niue years ago he was asked to report to the Kensington 
Vestry—which represented a population nearly equal to that of 
Bradford—on the destructors at Bradford, and at that time the two 
which had then been in existence did not show the results which are 
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to-day described, and which are the outcome of further experience 
and had produced such happy results. The object of the Kensington 
Vestry in asking him to report was because at that time it was a 
question being mooted among electrical engineers whether the 
Waste product from destructors of refuse could not be 
utilised for the generation of electricity for the purposes 
of distribution. At that time Kensington was building a 
wharf with a view to reducing the handling of the refuse brought in 
in carts in Various parts of the district to be sent by canal into the 
country. This was costing 28. a load, and they hoped to reduce it 
to 1s. 10d. or 18. Yd. by that outlay. It was suggested to them that 
they should work au electric lighting generating plant on the same 
site for the utilisation of that fuel. Had he known that this paper 
was going to be read he would have provided himself with the 
remarks he made then. The caloritic value of the refuse collected 
in London was very different from that at Bradford. He then con- 
sidered that in the result produced there was no financial saving. 

Mr. GEORGE Watson said that Mr. McTaggart had made an enor- 
mous advance over the authorities in any other town in the matter 
of dealing with his residuals. Those destructors were not in any 
sense automatic machines. The results depended very largely upon 
the manner in which they were worked. They required a man of 
skill, and but for Mr. MeTageart the Bradford Corporation would 
not have been able to do what they had done. One word in regard 
to electrical engineers and the use of power from destructors. It 
Was a curious thing, but among all branches, electrical engineers 
were the only ones who had made serious attempts to use the waste 
gases. That was in a sense unfortunate, because they could only 
require power for sucha short time every day—an average of about 
three hours a day, he thought—yet electrical engineers were the 
only branch of the profession who had utilised that power, which 
was available over the whole 24 hours. Now that tramways were 
coming into use there was hope that they would be able better to 
utilixe that work, He believed tha if Major-General Webber would 
refer to Mr. MeTayyart’s paper aud the immense amount of power 
generated, and so on, he might be able to modify the opinion which 
he formed so many years ago about the utilisation of the waste gases 
from dust destructors. 

Мг. McTAGGART, in replying, said with regard to the results of genc- 
ration of electricity from refuse, it was a subject which had received 
the consideration of the Cleansing Committee of Bradford, but so far 
they bad not yet seen their way to go any further into the matter than 
simply to light their own works and the limited area adjoining 
them. The caloritic value of the refuse they found to vary so much 
from day to day that they hesitated to place themselves in any 
position where they might be expected to deliver a certain amount 
of power which they would find they would be unable to do without 
using coal. In his opinion—and he had always recommended the 
Committee-to adopt it—they should not try to have a duplicate 
plant at all. If they wished to have an electric lighting works, let them 
have one, aud thoroughly up-to-date ; if they wanted a destructor, 
let them have it as a destructor, and make that thoroughly up-to- 
date, aud let them utilise every atom of power in some other useful 
work, such as was illustrated by the bricks and tiles, &c , on the 
table, and he believed it would some day prove to be as thoroughly 
remuncrative as the generatiou of electricity. 


A COMBINATION INTEGRATING WATTMETBR AND 
MAXIMUM DEMAND INDICATOR. 
By JOHN Н. BARKER. 
| (Section (i. September 10th.) 
BEFORE proceeding.to describe the meter in question it is necessary 
to вау a few words on maximum demand. 
It concerns engineers more especially ; every work they design or 


construct must be sufficiently strong to meet the greatest call which 
may ever be made upon it ; their bridges strong enough to bear the 


heaviest train under the worst conditions of storm; their harbours’ 


deep enough to float the largest ship on the lowest tide. And of 
engineers, electricians suffer most; their plant must be sufficient to 
mect the maximum demand for light on any one night iu the vear. 
All their consumers need light at the same time, and Parliament 
says rightly they shall help themselves whenever they like. The 
result is shown in any supply station’s daily record; [a curve was 
given of Cambridge, taken on the heaviest day in the year, and on 
the same scale was shown the demand on the works if a regular amount 
could be generated every day.] The actual requirement is 372 KW., 
the ideal 39 kw., about one-ninth. Such an ideal is impossible 
until economic storage is more practicable than at present. How- 
ever, the object of everyone in charge of a station should be to 
approach a little nearer the ideal state, for there is plenty of scope 
At present electric lighting is undoubtedly more costly than gas. 
Consumers, as a rule, only light the more prominent parts of their 


equal to what he would bave consumed were his maximum number 
of lamps burning for one hour per day, the supply authority 
could not be recouped at the statutory rate for their capital 
outlay and standing charges. Finally, when the consumer 
had received an amount of electricity equal to the above amount 
he might be considered to have paid his share of interest on capital, 
and should be allowed to have his further supply at little more than 
the bare cost of production. To put this scheme into practice, it 
is necessary to measure two quantifies, the tutal amount of elec- 
tricity used, and the maximum number of lamps or their equivalent 
ever lighted at one time. This system has been at work for some 
years with marked success, but it has been necessary to use two 
separate meters, one to integrate the total number of units con- 
sumed, and the second to record the maximum demand; both meters 
absorb energy from the supply to the detriment of the light. In 
conjunction with Prof. Ewing, the author has inveuted a meter 
which will combine the functions of the previous two. The external 
appearance is shown, and next is the explanation given to the con- 
sumer. The construction of the ‘combined meter is shown, 
actual meters are on the table, and photographs are given 
on the screen. The maximum demand device can be attached 
to meters of the magactic brake type, a prominent example 
of which is the meter sold by the  Thomson-Honston 
Company, Limited. The meter is essentially a motor and 
a magnetic brake; the latter consists of a copper disc revolving in a 
horizontal plane bet ween the poles of the permanent magnets, the 
magnets set up eddy currents in the disc and produce a drag which 
ix proportional to the speed of the rotation. In carrying out the 
invention this drag is made use of. The two magnets are supported 
оп a beam and suspended in such a manner that they tend to follow 
the rotation of the disc. [A section of the suspension was shown. | A 
steel wire enclosed within a tube is fixed at its upper end to а screw 
at its lower extremity it is secured to the beam itself. The torsion of 
the steel wire acts as a spring and controls the distance through 
which the suspended system moves. 

The spring or other controlling force is made comparatively strong 
in order that the motion of the magnet poles may be so small as 
not to affect the rate of the meter, “and also in order that the period 
of oscillation of the suspended system may be short. When а 
sudden increase takes place in the demand for current, and conse- 
quently in the rate of supply, the magnetic brake would tend to 
swing beyond the position proper to the new rate of supply if its 
period of oscillation were not short in relation to the time taken 
by the revolving parts of the meter to acquire their new 
velocity. This tendency is obviated by making the period of 
oscillation of the brake sufficiently short in relation to the time 
during which the disc is undergoing acceleration when the current 
is suddenly applied or suddenly increased. Further advantages of 
the strong coutrolling force, and consequently small movement of 
the brake, are that the brake may be pivotted eccentrically to the 
disc without causing its motion to affect the rate of the meter, and 
also that there is no necessity for the use ofa dash-pot or similar 
arrangement to check the oscillations, although such means may be 
used if desired. Again, the small motion of the brake assists in 
preventing disturbance of the indications through the direct effect 
of the motor coils in cases where continuous currents are used, and 
the field of the motor is produced by current in coils. 

The motion ofthe brake is multiplied and actuates the indicator 
as shown. А light ratchet and pawl is fixed at one end of the beam, 
and retains the system atits point of maximum deflection ; a lever 
with a sealing device passes through the outside of the case, and 
enables the meter inspector to reset the indicator at the end of each 
quarter or half year as the case may be. 

In meters for measuring supply by continuous currents, care must 
be taken to arrange the magnetic brake so that the electric 
currents in the meter do not directly tend to displace it. For this 
purpose it is preferable to invert one of the two magnets forming the 
brake, so that the pair shall constitute an astatic, or nearly astatic, 
system. When this is done it may in some cases occur that the 
stray field from the maguets constituting the brake affects the field 
of the motor, and consequently disturbs the rate of the meter. "This 

may be compensated for by several devices, such as introducing a 
separate compensating magnet to balance on the motor armature, 
the field produced by the magnets of the brake, or using a shunt 
field coil iu the motor for the same purpose. 

The scales for all sizes of meters are made the same, and the 
readings follow a straight line law; the adjustment for ratos is 
shown; the divisions of the scale are given in percentages ot full 
load of the meter, and a table is fixed to the front of each case, 
giving at a glance the maximum demand corresponding to any 
reading, as well as the number of units which must be consumed 
before the lower rate is charged. 

Next there is shown a meter adapted for use on a switchboard : 
it integrates the amount of current which has passed through any 
feeder or from any dyuamo, and informs the attendant the quantity 
passing through at any moment, obviating the use of an ammeter, 


houses and business premises electrically, which parts need light 
chiefly at the time of maximum demand, and for only one or two 
hours a day, using gas in basements, kitchens, aud passages where 


(more properly speaking a wattmeter). It differs from the ordinary 
meter, inasmuch as it has no ratchet and pawl, and is free to return 
to its zero position on the stoppage of current through the 


light is needed for long hours, the very lights needed most by instrument. 
electricians to level up the hours of supply. It was evident that There are many advantages claimed for this form of demand 
such lights could only be obtained if a reduced price were charged. indicator :— 


zut what is to be a fair charge? The late Dr. Hopkinson 
advocated a scheme that came very near to perfection in its idea ; it 
was based on the fact that the cost of supplying each indiv idual as 
regards capital outlay is proportional to his maximum demand for 

eleetricity, even though that maximum demand were only for a few 
“minutes on one day in the year ; this, therefore, should be taken asa 
basis for chargiug for the supply of current. It was further pre- 
uiised that unless a consumer uscd an amount of electricity 


(a) It combines in one instrument the dual function of integrat- 
iug and of recording the maximum demand. 

(2) As an indicator it absorbs no energy from the supply 

(c) It contains no liquid or injurious acid. 

(d) It is not affected by any ordinary short circuit. 

(с) It records alternating or direct current; in the case 
alternating current it records true watts and not apparent watts, 
important item in respect of supply to motors and arc lamps. 


of 
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Iltis extremely accurate [a curve at varying loads was shown]. 
Mr. Reginald P. Wilson, of 66, Victoria Street, some few years ago 
devised a maximum demand indicator embodying the same principle. 
A model of his meter is shown and a diagram giving the working 
of the same. The difficulty in this form was that the swing 
of the suspended system was sufficient to carry the pointer beyond 
its correct reading if a larger amount of current than a very small 
fraction of its full load were switched on at any one time, and the 
meter was never in commercial use. The inventors of the Barker 
and Ewing meter were unaware of Wilson’s patent until their own 
was in its final form. They have, however, acquired this patent. 


Discussion. 


Major-General WEBBER asked whether the meter was in use for 
ordinary commercial supply in any quantities. 

Mr. BARKER stated that it was in use in Cambridge, and there 
were 150 more in practical use throughout the country. The patents 
were only dated a year back, and then acquiring the master patent 
delayed the placing of the meter upon the market for something like 
six months. 

Mr. ALEXANDER SIEMENS (who presided) said that the author 
bad told them that the view with which the meter was brought 
forward was to make people use the electric light everywhere 
instead of as a luxury. He thought he might just as well repeat an 
experience of his own. Years ago he kept his gas accounts very 
carefully until he fitted his house for electric lighting. He intro- 
duced it into every room in the house and had no gaslight what- 
ever. He insisted upon everybody turning out any lights he was 
uct nsing, so that no room was left lighted when nobody was in it. 
After an experience of three years with gas and 10 years with 
electric light his electric light bill was actually less than the gas bill 
used to be The great thing was that people must turn out 
the light when they did not wantit. He was sure that if such facts 
were published and rubbed into the publie, that great difficulty of 
the electric light companies, illustrated by Mr. Barker's curve, 
would be more and more reduced. 

Mr. SHOOLBRED said that in the city of Bradford there were many 
consumers who had the same experience as Mr. Siemens, the electric 
light being found to be more economical than the gas, although the 
nominal rate came out more expensive. 


CORRESPONDENCE. 


Оп the Nature of the Electric and Magnetic Quantities. 


Some time ago I received a copy of a criticism, by 
“W. . P., which appeared in your columns of May 25th, 
i900. I must apologise for not replying to the author's 
very courteous communication before, but I have been ex- 
tremely busy with other matters. 

The criticism is a very fair one, and whilst I think that 
my position can be certainly maintained, there is no harm 
in confessing that ** W. А. P." has pointed out some flaws 
whieh must be made good, or at least where the argument 
mnst be put in better and more precise shape. In only one 

place is his criticism unjust, and I will refer to that first. 
It is in his closing paragraph where he says: 

“ While the mode of argument appears unsound, it seems 

that if it could be defended it would defeat its own object. 
li is intended to show that u~! and н have the same dimen- 
sons, But if they have the same dimensions, B has the 
quality of a pure number, while on the hypothesis that * has 
the dimensions of density, B would have the dimensions 
т, 
pe theory of the ether left by the eliminating process 
ALIS. 

This is a mistake, в is not a pure number, but has the 
quality of an angle. The proof of this is given on page 85, 
and I have never stated that B has the quality of à pure 
namber. The slip probably occurred from“ W. A. Р.” not 
potieing that, in equation 2, I do not deal with the direction 
of the lengths, and that when this is done, as for instance on 
page 88, the equation has to be written 

curl Q P = M L?/7, | 
where I have shown that “curl” has the quality of an angle. 
if this be taken into account, it will be found that I am 
correct, and that “ W, A. P.'s“ objection does not hold. 

In the first part of his criticism my argument is very 
fairly and correctly stated. I first corroborate Williams's 
results. I then show that if £ is a density, there should be 

* “near relation between and н, and that Е should vary 


With the square of F; whilst и is a density the reverse 


should be the Case, 


So that if the argument is sound, even the last. 


I next show that there does exist a linear relation between 
p and н, and give other corroborative evidence, such, for 
instance, as the relation between р and the elasticity and 


between and the density. 


At that time I had not found the relation between Ё and 
the square of r which I indicated as existing (paper p. 109) 
but not yet discovered. I have, however, since found it. 
It is simply Kerr’s phenomena, the full statement of which 
I have found to be as follows :— 

“Ina dielectric under electric stress, there is a change of 
density proportional to the square of the slope of electric 
potential, and to the inverse first power of the coeficient of 
compressibility.” 

This same phenomenon is the cause of gravitational 
attraction, as I have pointed out in a recent paper in the 
Elertrical World and Engineer, The scelf-inductance of a 
moving electret gives us its inertia, and the change of 
deusity due to its charge gives us its gravitational attrac- 
tion. 

It is objected that I use dimensions in an entirely 
different way to any previously followed, This is true, for 
what I have done is t» develop the old “ dimensions " into a 
new aud much more po verfal branch of mathematics, which I 
have called “Qualitative Mathematics.“ The relation of this 
branch of mathematics to dimensions is of the same nature 
as the relation between arithmetic and algebra. As an 
example of this new method, I give a proof of. Dulong and 
Petit's law, deducing it from the laws of Boyle, Charles, 
and Avocado. 

Let s be the specific heat, i. e., the energy required to raise 
one gm. of the substance, 1 c. Then, м being the mass, Ө 
the temperature, L length, and T time, we have 

mass x 8 x s = MI, 
therefore Ө = міт? x IMs = PTs. 
But P v = R 60, and atomic volume is proportional to density 
of gas at a given temperature and pressure, therefore 


Atom. wt. = (Density x 6) | (pressure x No. of atoms 
per mol.) = T? 0 | (1? x No. of atoms per mol.) 


Therefore Ө = (L x mol. wt.) / T? = L?/ T? s. 
Whence з = 1 / mol. wt. 


I had meant to take up the question of the linear relation- 
ship between quantities, as indicated by their qualities, and 
to explain the limitations of this, but find that will take up 


‘too much space. So for the purpose of this discussion, we will 


take my critic’s views to be quite correct ; as indeed they are, 
for my statements in the matter require to be qualified and 
explained much more fully than I have done in the paper. 
But granting this, they do not affect the main question, i. e., 
the nature of the electric and magnetic quantities. For, to 
take W. A. P.'s.“ illustration. Suppose that I have four 
quantities, A, B, @ and 6. Suppose I have never seen a 
triangle, but have proved in some way that either a must be 
the arc, B the angle, & the radius, and b the area, or that 
А is the radius, B the area, a the arc, and b the angle. So 


far I cannot tell which is which, I know which go in pairs, 


but not which pair is which. 

But suppose that I have also proved that if A is the arc, 
that it will vary directly with в, whilst a will vary as 5 
squared, whilst if æ is the arc the relations will be reversed. 
Then, if I take the triangle up, and alter the angle, and find 
that a does vary directly with B, whilst æ varics as б squared, 
am I not absolutely justified in saying that a is the arc, B 
the angle, &c. ? 

Now this is what I have done in the case of the electric 
and magnetic quantities, I have shown that either & or p 
is a density, and that if & is the density, и must vary with 
н and k with F squared; and if p is a density, these rela- 
tions will be interchanged. Then I have shown that и does 
vary with H and k with F squared. Therefore, I believe that 
there is no escape from the conclusion that I have definitely 
and finally settled the nature of the electric and magnetic 
quantities. 

In addition to this, moreover, I have shown that many 
other relations are in accordance with the facts, such as the 
relation between elasticity and permeability, between k and 
density, permeability and strain, the constant а and hyste- 
resis, &c. 

Consequently, though the criticism of “ W. A. P." is in 
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many respects justified, and my argument needs, as he has 
shown, to be made more complete in many points, some of 
them of great importance, yet I believe that the main result 
will stand. 


Reginald A. Fessenden. 


The Doom of the Contractor. 


Is there any room on the earth for the electrical contractor ? 
When manufacturers quote consulting engineers and their 
clients trade prices it is obvious that there is not much, but 
when, as recently has happened in this district, a firm of 
consulting engineers advise their client to engage wiremen, 
buy material, and instal three or four thousand lights under 
their direct. supervision, the poor contractor concludes he is 
to be crowded out of existence. | 


Shutters Up! 
Liverpool. 


Guard Wires. 


As lengthy, and animadversary, correspondence 18 
seldom of value, and rarely interesting to non-combatants, I 
do not feel inclined to waste my time and your space in cor- 
recting Mr. Quiu's letter published in the last number of 
the REVIEW. 

Except with regard to suggestion 6, about which I own to 
mis-reading, I would not wish to alter any portion of the 
article. | 

Whether that article does or does not express the views, or 
meet with the approval of the majority, is a question which 
could be settled by referendum ; but I am doubtful if you, 
Sirs, will take advantage of that expedient. More probably 
you will thank your stars that I merely ask those interested 
to read Mr. Quin’s paper, my article, and the letter by Mr. 
Quin which followed, and to agree with whoever, or what- 
ever, they may think fit. 

The case on both sides has been stated, and who reads 
may judge. If Mr. Quin is right throughout, well and 
good; if I have not stated the case for the opposition— 
which is, as I claim, the majority —altogether erroneously, 
but have simply roused Mr. Quin’s ire by daring to criticise 
his paper, well—and better for me. | 


The Writer of the Article. 
September 12th, 1900. 


——— — 
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Consulting Engineers and their Specifications. 


I should like to bring under your notice the following 
matter, on which perhaps some of your readers may have 
something to say:— · | 

I had sent me by a consulting engineer a specification for 
certain work. When looked into, I found that almost every 
article specified had to be bought from some particular 
manufacturer, and we have reason to believe that the con- 
sulting engineer was interested in all these makers. Further, 
there were certain articles specified of the consulting engi- 
neer's own patents. | 

If the articles mentioned were goods that could only have 
been obtained from the firms mentioned, I could have little 
to object to, but such was not the case, as every article could 
have been obtained of at least equal quality from many other 
manufacturers. 

Such a method of drawing a specification appears to me 
to be entirely wrong. A consulting engineer is paid by his 
client to look after his interests, and should avoid the slightest 
suspicion of benefiting by recommending particular makers. 

In the case. 1 mention, the result was that the tenders 
came to nearly twice as much as they should have done. 


na Philos. 
Seplember 9th, 1900. 
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Goods Imported.— The imports of foreign electrical 
goods and apparatus into this country during August last attained a 
value of £148,317 as compared with £129,022 in the preceding 


month. For the eight months ending with August a total of £697,592 
is recorded. 


BUSINESS NOTES. 


Electrical Wares Exported, 


WEEK ENDING SEPT. 12TH, 1899. | WEEK ENDING SEPT. 11тн, 1900. 


Adelaide. Teleg. wire . Value £767 Amsterdam .. Value £0 
Amsterdam.. ae T Pe 2b Bangkok e 19 
Antwerp  .. - - js B8 Bombay  .. 86 


Auckland .. x s T 75 Buenos Ayres. Teleg. wire 88 


Bombay - - T M 8l Calcutta  .. .. 805 
Bordeaux $4 © y 10 Cape Town .. sw ow — 3 ЭЛ 
Buenos Ayres 25 T (ack t0 Cologne v; rs ox 4, 12 
ss s Teleg. mat. 125 Copenhagen. Teleg. wire . 18 
Bushire S ex sa E 25 Durban xA am „ „„ В 
Calcutta - as . 257 East London % e 109 
Cape Town .. РЕ? -— .. 529 " Teleg. mat. U 
Channel Islands .. oe T 17 Fremantle .. CE ovo ww ee 830 
Chinde. Teleg. mat. .. 565 Gothenburg. Teleg. wire . 19 
Christchurch, Teleg. wire 124 Halifax. Teleg. apparatus .. 10 
Colombo  .. EN ea 44 Hamburg .. q „ 0 
Copenhagen. Teleg. wire 58 Ва Teleg. mat. .. .. 800 
Durban Р ex ©з 94 Hiogo. Teleg. mat. eae ORT 
Flushing 124 Hong Kong.. ia «з ge @ 
Gibraltar ; i» Р 1 Libson. Teleg. mat. ..  .. 1,051 
Hamburg. Teleg. mat... - 65 Melbourne .. v — 5. 267 
Hong Kong. Teleg. mat. ix 41 " Tramway cable .. 1,593 
Ibrail.. УР РЕ Р - )5 Nagasaki : TES: 
Madras. Teleph. mat. .. .. 181 New York 18 
Melbourne .. ТА aa .. 293 Ostend А T e e. || 
Ostend n ee ee we 128 Perth.. ae oe oe oe 25 
Perth is e 2 T 41 » Elec. motors. .. 535 
Port Said. ss i ds 10 | Port Chalmers ke ca d 
Rotterdam .. © vx .. 150 Port Elizabeth  .. e . 406 
is Teleg. wire.. $m 5" Rangoon .. 2% m s. ae 
Shanghai. Teleg. wire.. . 116 Rio Janeiro. Teleg. wire . 1% 
Singapore .. " i .. 848 Rotterdam. Teleg. mat. .. № 
Ss Teleg. mat. .. EN 50 St. John's (N. F.) x . B 
Btockholm .. 7 T a 74 St. Petersburg. Teleg. mat. 313 
" Teleg. wire .. .. 391 Bhanghai .. 2 io Ss Ñ 
Sydney у m .. 599 Singapore .. gs “з 277 
Tientsin  .. zs ix is 12 Stockholm. Teleg. mat. 8] 
S Teleg. mat. Y 73 Sydney б> se ee 1,466 
Wellington .. 990 as .. 902 Wellington .. ve sa aac 4 
Yokohama .. es % .. 218 э ` Teleg. mat. . 0 
: Yokohama .. $^ TC 96 
Total Ks £6,889 Total £15,736 

Foreign Goods Transhipped. 
Sydney. Eleo. light fittings Value £25 | Perth. Elec. goods . Value £788 


Bankruptcy Proceedings.—The first meeting of 
creditors and the public examination of F. L. L. Lindsay, electrical 
and mechanical engineer, Bangor, are arranged for September 18th 
and October 4th respectively, at Bangor. 

Notice of intended dividend has been given in re E. J. Paterson 
and C. F. Cooper (Paterson & Cooper) electrical engineers and con 
tractors, &c., Dalston, London, Glasgow, &c. September 22nd is the 
last day for receiving proofs. Mr. E. C. Moore, 3, Crosby Square, 
London, E.C., is the trustee. 


Dissolution.—The business relations between Messrs. 
Pritchetts & Gold and Messrs. Venner and Co., of 6, Old Queen 
Street, Westminster, by which the latter firm have been sole selling 
agents for Pritchetts accumulators for the past 44 years, have been 
dissolved by mutual consent. All firms who have previously dealt 
with Messrs. Venner & Co. for Pritchetts accumulators are requested 
in future to communicate direct with Messrs. Pritchetts & Gold at 
their works, Feltham, Middlesex. 


Catalogues and Lists,—The General Electric Company 
have issued a leaflet illustrating their overhead trolley line material, 
a large stock of which is kept in hand. A combined arc lamp switch 
and cut-out of novel design, sledge induction coils and a milk 
heaterare also illustrated. \ ' 

A neat booklet illustrating and describing the Monoline com- 
posing machine comes to hand from the Canadian Composing 
Company, Limited, of Montreal; we are informed that thi: 
machine has just received the Grand Prix at the Paris Exhi 
bition, where it is on view. 

A list comes to hand from Messrs. Ashmore, Benson, Pease and 
Co., Limited, of Stockton-on-Tees, giving particulars and prices of 
their "Invicta " accumulators for electrical ignition. 

The “Albradium” Syndicate send us a leaflet explaining the 
special features of their new white metal, and the uses to which it 15 
applicable. 

A leaflet has come to hand from the Phosphor Bronze Compauy 
Limited, giving particulars and prices of their silicium-bronze wires 
for telephone and telegraph purposes. We note that the silicium- 
copper brand has a conductivity of 98 per cent. of that of pure 
copper, with a tensile strength of 28 to 31 tons per square inch; the 
bronze wires have conductivities varying from 85 to 30 per cent, 
their tensile strengths varying correspondingly from 32 to as much 
as 55 tons per square inch. | 

Messrs. Holden & Brooke, Limited, send us a booklet of “Golden 
Opinions,” in which their “Sirius” exhaust steam injector is most 
highly spoken of, together with a leaflet giving particulars aud 
prices of these well-known injectors. М 

The British Thomson-Houston Company’s pamphlet, No. 74, 
describes and illustrates their small D.C. motors, type C.A., from i 
to 2 H.P., and for pressures up to 500 volts. The magnetic circuit 
of these motors consists entirely of laminated iron; the Eickemeyer 
armature winding is used. The efficiency ranges from 60 per сеш. 
in the small sizes to 83 per cent. in the large ones. | 

The Sunbeam Lamp Company, Limited, send us an abridged 


edition of their catalogue, giving brief particulars and prices uf 


their high and low voltage lamps, &c., with illustrations. 
(Continued on page 429.) 
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ELECTRICAL POWER TRANSMISSION IN 
SMELTING WORKS. 


Turnover the courtesy of the directors of the Smelting 
Corporation, Limited, we were enabled last month to visit 
their works at Ellesmere Port, Cheshire. 

The works have been erected to operate a patent for the 
extraction of the metals contained in refractory sulphide ores 
seh as are largely obtained in the Broken Hill districts of 
Australia. The inventor of this patented process is Mr. 
Henry E. Fry, who developed his idea in works erected at 
Swansea. His aim was to obtain such a flux as would act 
as an antidote to the special difficulty attached to the 
smelting of ores containing zinc, namely, that of choking or 


It is, perhaps, the largest private installation of electrical 
power transmission of its kind in the country, and is 
specially interesting as having been planned and laid out 
Indeed, the 
erection of these and the building of the power house were 


before the smelting works had been erected. 


carried on simultaneously: the only guidance given to Mr. 
Philip Dawson, of the firm of Messrs. Robert Blackwell and 
Co., Limited, who designed the whole scheme and acted as 
his own architect, being the power of the various motors 
required and their approximate positions. 

In less than a week Mr. Dawson prepared plans, got out 
quantities, and placed the complete scheme before the 
directors of the Smelting Corporation, and it says much for 
his engineering ability when we state that the building and 


INTERIOR OF ENGINE HOUSE. 


mobbing up the furnace. This he discovered after many trials, 
the flux he adopted being sulphate of soda (a by-pre duct from 
chemical works) and oxide of iron. 
Mier calcination, are passed through an ordinary cupola. 
The action is most simple, nearly all the lead and silver is at 
оссе obtained as bullion, and the whole of the zine passes 
into the slag, and is dealt with subsequently in that form. 
The Smelting Corporation was formed in March, 1898, and 
bas since then erected its works on a site of 60 acres on the 
Manchester Ship Canal at Ellesmere Port. The works were 
digened by Mr. W. B. Devereux, assisted by Mr. R. Addie, 
Who has since superintended their erection, and is now 
acing as works manager. The total capacity of the works 
when complete will be 100,000 tons per annum. At present, 

only sufficient has been erected to deal with one-third of 

his. Almost the whole of the power used is electrical. 


With this flux the ores, 


machinery, as they exist to-day, are precisely as planned, 
no modifications or alterations having been found necessary 
as the work proceeded. 

The power station is situated in close proximity to the 
Shropshire Union Company's canal, from which the water 
supplies are taken, and also to the Smelting Corporation’s 
The 


buildings, which have been constructed of brick, consist of 


private railway line running through the works. 


an engine house 75 feet x 46 feet, and a boiler room 75 
ry. 
Ihe 


roof in both cases is carried by wrought-iron principals. The 


feet x 46 feet, both having a clear height of 30 feet. 


engine room is provided with a basement below the working 
floor level through which the heavy exhaust and condenser 
piping is led. The floor in the portions immediately above 
the piping is constructed of chequered wrought-iron sup- 
The remainder is constructed 


F 


ported by wrought-iron joists. 
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i in cement arching finished on the surface with red and black conducting covering and lagged with planished sheet steel. 
T tiles. The exhaust chambers are cast separately from the cylinders, 
1 . The floor of the boiler room is of cement with the thus reducing internal condensation to the lowest limit. The 


necessary pipe trenches covered with chequered-iron plates. valve gear is Reynolds-Corliss automatic, with two eccentrics 
The main flue is for each cylinder. 
| carried immediately The governor, which 
| behind the  boilers is of the weighted 
| and terminated in a type, operates on 
H ; À : 
| wrought-iron chim- both the high and low 


| ney supported by pressure valve gears, 
| steel guys. The wrist plates 
» The walls of the are provided with 
| engine room are Reynolds’s patent 
11 finished with white disconnecting de- 
| tiles for a height of vice, whereby the 
| 6 feet, the remainder valve gear can be 
being plastered and worked by hand. 
| painted. The working  sur- 
| A travelling crane faces of the valve 
j capable of working gear are faced with 


a load of 10 tons is hardened steel plates. 


i fitted in the engine These plates are 
1 room and operated square, so that all 
| from the floor level four edges can. be 
| by means'of chain. used, and then the 
| plate reversed, giving 
] DESCRIPTION OF in all eight wearing 
d ENGINES AND edges. The vacuum 
n GENERATORS, POWER TRANSMISSION CABLES SHOWING MODE OF SUPPORT, pots are bolted to the 
[ There аге two cylinder feet. There 
| horizontal cross-compound condensing engines, built by is a special stop valve controlled by supplementary 
the Edward P. Allis Company, each direct coupled to regulation which prevents the engine exceeding a fixed 

a 400-kw. Crocker-Wheeler generator supplying direct speed. 
current at 250 volts. The engines run at 100 revolu- jetween the high and low pressure cylinder is placed a 


INTERIOR OF BOILER HOUSE SHOWING COAL CHUTES AND MECHANICAL STOKERS. 


tions per minute under a steam pressure of 120 Ibs. per reheater receiver, provided with traps to drain off the con- 
square inch. densed water. 
The cylinders measure 19 inches and 38 inches respec- The engine frame is the Allis Company's heavy “1890 °° 
| tively in diameter, with a stroke of 42 inches. They are rolling mill pattern, cast with a plate in the base to form a 
made of hard, close grained cast-iron, covered with a non- receptacle for oil thrown off by the crank-pin, journal, or slides. 


‹ 
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The journal shells are in four parts, two side, one top and The connecting rods are of forged steel with solid ends. 


one bottom part, with adjustments for taking up any wear. The journal boxes for the crank and crosshead pins are of 
The shells are lined with Babbitt metal, expanded in place, bronze, the former being lined with Babbitt metal, adjusted 


and bored and scraped to fit the shaft. by means of wedge blocks and locking bolts. The crank 
The ends of the slide are bolted into the cylinder and pin measures 5 inches by 5 inches. 


frame, The portion traversed by the crosshead is bored. The crankshaft is 17 inches diameter through the wheel 
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PLAN OF PowER HOUSE. | 


This reduces the chance of hot journals, for it allows the hub and generator and 15 inches diameter elsewhere. The 
crosshead to travel in any path required by the crank pin journals are 15 inches diameter by 26 inches long. The 
should the engine from any cause get out of line. The cranks are dise pattern pressed and keyed on to the shaft. 
crosshead is of cast-iron, furnished with Babbitt-faced The diameter of the fly-wheel is 18 feet, and it weighs 
removable and adjustable shoes turned and scraped to fit the 40,000 Ibs. i5 - 
bored slide. The crosshead pin measures 5 inches by The pistons are of cast-iron, heavily ribbed inside, and 
э inches. are provided with followers, bull and packing rings. 
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The piston rods are of steel, secured to the crosshead by a 
thread and jamb nut, 

The two horizontal cross-compound engines are arranged 
side by side in the engine room, with a vertical Allis jet 


condenser placed 
behind the cylinders 
and below the level 
of the engine room 
floor. The latter 
consists of an air 
pump of 32 inches 
diameter and 12- 
inch stroke, working 
vertically in a con- 
densing cham ber. 
The steam. cylinder 
is mounted directly 
above the latter and 
connected directly 
with the air pump 
rod. Rigidity 18 
ensured by a heavy 
cast-iron guide and 
a large crosshead. 
In order to permit 
of using the steam 
expansively, con- 
necting rod, crank 
and heavy fly- 
wheels are fitted. 
The steam cylinder 
is provided with a 
form of Corliss 
valve. The work- 


ing speed is approximately 50 revolutions per minute. 
The arrangement of exhaust piping is such that either 
engine may exhaust independently into the condenser, or to 
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the atmosphere, as desired. 


The exhaust to atmosphere is 
effected through a back pressure balanced valve, so adjusted as 
to open to full bore immediately the pressure of the exhaust 
steam rises in the piping above the atmospheric pressure. 


CoaL BINS AND CRANE. 


STEAM MAINS IN BoirrLER House AND “HOPPES” PURIFIER. 


with cast-iron flanges screwed on. 


The injection water is drawn from the canal running 
alongside the power house, the intake being arranged with a 
wrought-iron grid and strainer, preventing the passage of 
refuse to the pumps. The intake is further so arranged, 


that the chamber 
containing the valve 
and strainer can 
easily be cut off 
from the canal if 
it is desired to do 
so for cleaning. 

In order to further 
ensure that no re- 
fuse enters the air 
pump with the in- 
jection water, a 
mud box with 
removable strainer 
plates has been 
fitted in the base- 
ment of the engine 
room; this box is 
so arranged that 
it can be opened 
and cleaned with 
the greatest ease. 

The discharge 
from the air pump 
is taken into the 
canal at a point 
some feet distant 
from the intake. 

The boilers'- at 
present installed are 


six in number, arranged in three batteries, and are of Messrs. 
Babcock & Wileox's make; each boiler has a heating surface 
of 1,790 square feet, and is provided with a superheater. 


The steam piping is of lap-welded mild steel, provided 
The tees and crosses are 
also of cast-iron of heavy section. The diameter of the branch 
pipes connecting the boilers with the main steam header is 7 


---- 7 


™“ = 


inches the diameter of the main steam header 12 inches and 8 

inches, and the diameter of branches to engines 6 inches ; the 
latter are connected to steam separators mounted immediately 
above the throttle valves of the engines. In order to ensure 
sufficient latitude for examination, three expansion boxes of 
the bellows type have been provided. These latter are made 
from hard drawn copper hammered into shape. 

All the main steam piping is supported from wrought-iron 
brackets provided with adjustable slings so as to allow the 

ipes to move freely in certain directions; stays are also pro- 
vided at suitable points to check vibration. 

In order to admit of ready access to the valves and joints 
of the main steam piping, wrought-iron open work platforms 
have been fitted immediately beneath them. 

The boilers are fitted with underfed mechanical stokers 
supplied with forced draught from two electrically-driven 
fans. These latter are installed in a small building outside 
the boiler house and draw their air from outside. They dis- 
charge directly into a system of air ducts constructed under 
the floor of the boiler room and provided with valves to 
control the draught. Provision has also been made in the 
air ducts to prevent the accumulation of gas should the 
plant be stopped for a short time. 


bins built against the side of the boiler house and supported by 
ught-iro columns well brased. Each bin is fitted with 


ШЇ! the corresponding hopper of the mechanical 
| angle of the floor of the bins and chutes has 
‘tioned that the supply of coal gravitates without 
abour being expended in trimming. 
i DINE E Er crane alongside, which takes the 
rom Tallway truc means of a discharging grab, 
aud being of long Bis is capable of serving any of 
the bins. | 
Each battery of boilers is provided with a direct acting 
duplex feed pump, having externally packed plungers. The 
arrangement of connections is as follows :— | 
The suction from each pump is connected to a main com- 
muncating either directly with the canal or with a well, 
valves fitted to permit of either being used as desired. 


x. 
ir — 4 м и the water comes through ап efficient 
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The delivery from the feed pumps is led through a feed 
water heater of the vertical type arranged to take the 
exhaust steam from the feed pumps and the condenser. The 
steam from these latter can, if desired, be exhausted directly 
to the atmosphere by means of a bye pass. 

The delivery from the feed water heater is taken directly 
into a * Hoppes” purifier mounted above the boilers. In 
this apparatus the entering feed water is met by live steam 
from the boilers, and trickles slowly over a large number of 
shallow metal trays, and deposits the impurities held in 
solution in the form of rough hard scale on the under side of 
the trays. The front of the purifier is fitted with a door 
easily removable, and the trays or pans can be taken out, 
cleaned and returned with a very smali expenditure of 
labour. 

The purified water collected at the bottom of the 
apparatus gravitates directly into the feed main in front of 
the boiler which is in communication with the check valves. 

In addition to the feed pumps each battery is provided 
with an injector coupled directly between the main suction 
piping and the feed delivery main. 

The two Crocker-Wheeler generators at present installed 
are connected to a switchboard mounted upon a platform 
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bom sg ©. RATHMINES ELECTRICITY WORKS.—GENERAL VIEW OF ENGINE Room. 
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The store of coal is contained in a series of wrought-iron supported on cast-iron columns at a height of 8 feet above 


the engine room floor. All the electrical connections are 
made at the back of board which is placed so as to allow 
sufficient room for examination of the connections, &c. 

The arrangement consists of two generators, four feeder 
and two lighting panels. Each generator panel is fitted 
with a shunt ammeter, main circuit breaker, two single-pole 
main switches, voltmeter plugs, shunt rheostat and lightning 
arrester. Each feeder panel is provided with an ammeter, 
circuit breaker and two single-pole switches. 

The lighting panels are complete with ammeters, switches, 
and fuses for four main circuits. 

The distribution of the energy to the various parts of the 
extensive works is effected by triple braid weatherproof con- 
ductors mounted on special insulators and carried on wooden 
poles with cross-arms entirely overhead. The four main 
power circuits are terminated on distributing boards placed 
at convenient points, and the current is further distributed 
to upwards of 30 motors, ranging in power from 5 to 100 
horse. These motors are employed in the various opera- 
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tions of crushing, grinding, briquette making, driving, 
hoists, revolving furnaces, fans, blowers, and pumps, &c. 
The total amount of main cable used approximates to a 
length of five miles. 

The current is also used to operate a large Temperley 
transporter on the side of the Manchester Ship Canal, and 
in order to permit of the tower being moved along the side 
of quay as required, the current is led to the machinery by 
flexible cable connected to especially designed plug switches, 
which can be put in circuit at a number of points along the 


(quay. 


The lighting of the works is provided for by a number of 


enclosed and open are lamps, and incandescent lamps. 
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RATHMINES ELECTRICITY Works.—INCANDESCENT Lamp Post. 


The whole contract has been carried out by Messrs. Robert 
W. Blackwell & Co., Limited, and at the present moment a 
third engine and generator, and a second jet condenser, in all 
respects similar to the existing ones, are being built, and will 
shortly be installed. 

The ores are originally brought by the Ship Canal along- 
side the corporation’s wharf, where at all times there is 
26 feet of water, and the wharf is suitable for operating 
vessels of 5,000 tons, The ore is discharged at this point 
by a Temperley transporter capable of discharging 60 to 
80 tons per hour, worked by a 35-H.P. motor. The trans- 
porter delivers the ore into the crushing plant adjoining the 
wharf. This plant has a capacity of 90 to a 100 tons 
а day, and is worked by a 100-н.р. motor. It was built by 
the Gates Ironworks, of Chicago, and is so fitted with 
elevators and transporters that the ore after being crushed 
is automatically moved to the ore bins adjoining. Thence 
the ore is hauled to the calcining department, where 10 cal- 
ciners are erected of the revolving table type invented by 
Godfrey, of Swansea. 

The roof of these calciners is fixed but the floor revolves. 
There is an open sector in the roof where the ploughs 


are fixed. These ploughs stir the ore as it moves against 
them, and, being in the open air, are kept cool, and the 
oxidising advantage of cool air fully obtained. The grate 
is attached to the caleiner at one side of the open sector, 
gases pass round the furnace and out at the flue on the other 
side of the opening, and thence to the dust chambers and big 
stack. "The roof is low to bring the heat of the gases 

effectively to the ore. Each pair of calciners is driven by a 

small motor absorbing 3 H.P. After calcination the ore is 

briquetted : two White mineral presses, made by Chisholm, 

Boyd & White, have been erected, and through these 

machines the caleined ore and fluxes are all passed. The 

eupola is of the steel jacketted type, made by Fraser and 

Chalmers, of London. It is 18 feet high and 140 inches by 

42 inches at the tuyers. 

At present the corporation do not desilverise the 
bullion that is obtained from the cupola. Slag is tapped 
at each end, and, after passing through settling pots, 
runs into the usual conical moulds, and is taken thence to 
the zinc department. "The blower was made by the Conners- 
ville Company, and is driven by a 100-н.р. motor. The 
pressure of air varies from 13 to 1} lbs. During the last 
two months 2,500 tons of Broken Hill slimes have been 
smelted; more than 90 per cent. of the lead and 
80 per cent. of the silver are recovered in the bullion, 
the remaining 20 per cent. of the silver passing into the 
zinc slags, and being recovered in the zinc department. 
Following now the zinc slags we come to the Siemens 
furnaces, which have been specially built for oxidising the 
zinc. They are of the latest steel-making character, but 
modified considerably in the flues and regenerators, so as to 
avoid being choked up by the large quantities of zine oxide 
driven off. The slags are mixed with a small quantity of 
fuel, and the heat of the Siemens furnace does the rest. 

The oxide fumes, after passing through the regenerators, 
are taken through cooling towers, and then into dust flues. 
The flues are so arranged, that by means of baffles and 
pockets the dust is caught to a very considerable extent. 
The slag remaining in the furnace is then tapped into a 
large 20-ton ladle, where it settles into a heavy material 
called matte, and a lighter material, which is the worthless 
slag, and is thrown away. The matte, however, which is 
about a quarter of the whole, is found to contain the bulk of 
the silver that was in the slags and any of the zine that has 
not been driven off as oxide. 

This matte is weathered and crushed, calcined to drive 
off sulphur, and then mixed with the ore, briquetted and 
smelted. It is specially valuable as an addition to the ore, 
for it has, owing to its contents of iron and soda, a specially 
good influence in keeping the furnace open. 

Of the zinc entering this department, about 70 per cent. 
is now being recovered, but the corporation considers that 
this is by no means the whole of what will be caught later 
on. The whole works are supplied with a system of railways, 
both broad and narrow gauge, and labour-saving appliances 
have been adopted of the most improved kinds throughout 
the establishment. 

The corporation, in conjunction with the United Alkali 
Company, is working out a very interesting method of 
recovering the zinc from the zine oxide by means of 
electrolysis. Preliminary experiments on a fairly large scale 
have been most satisfactory, and steps are now being taken 
to carry out a thoroughly commercial test. The results of 
this will be of great interest in the metallurgical and elec- 
trical worlds. 

We have to thank Mr. Dawson for the great assistance 


he has rendered us in compiling this exhaustive description 
of a remarkable undertaking. 


RATHMINES ELECTRICITY WORKS. 


THE question of providing a supply of electricity for Rath- 
mines, near Dublin, first received practical attention im 1895, 
when, principally owing to the exertions of the late Mr. 8. Н. 
Bolton, J.P., a special committee was appointed to consider 
the advisability of establishing a municipal service. 

It was the general feeling that the work should be under- 
taken by the local authority—then the Rathmines and 
Rathgar Improvement Commissioners—and as a first step 
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towards the realisation of the project the Commissioners 
authorised the committee to make application to the Board 
of Trade for a provisional order under the Electric Lighting 
Acts, The result was the granting of the Rathmines and 

Township Electric Lighting Order in 1896, the 
Royal assent to the confirmatory Act being accorded on 
July 20th of that year. 

In the meantime the Commissioners had consulted Mr. 
Robert Hammond, of Westminster, as to the best means of 
fulfilling their statutory obligations under their order, and 
in July, 1898, Mr. Hammond was authorised to prepare 
the necessary plans and specifications for the generating 
works and mains. Tenders for the various sections of the 
work were publicly invited in the following year; these 
were carefully examined by the Committee, and on their 
recommendation the Council gave out the contracts as 


Particulars. Names of contractors. 
Boiler-house plaut R. Taylor & Sons, Marsden, 
| Yorks. 
Engine-house plant Mather & Platt, Limited, 
Manchester. 
Pipe work А J. Spencer, Ltd., Wednesbury. 
Condensing plant Wheeler Condenser and 
Engineering Co., U.S.A. 
Water cooling plant Klein Engineering Company, 
«ev 
Ltd., Manchester. 
ling crane Higginbottom & Mannock, 
Manchester. 
ehboard and testing James White, Glasgow. 
instruments 


Tudor Accumulator Company, 


of accumulators 
Ltd., London. 


, mains: j 
^ cables and trench 


British Insulated Wire Com- 


Vork pany, Ltd., Prescot. 
House meters S. Z. de Ferranti, Limited, 
| Hollinwood. 
lie lighting: 
— Are lamps M Veritys, Ltd., Birmingham. 
- Incandescent lamps Genera] Electric Company, 


Ltd., London. 
J. Donovan, Dublin. 


E. current three-wire system is employed, energy 
being supplied to consumers at a standard pressure of 
"volts for lighting and for small motors, and 440 volts 
otors requiring more than 5 Kw. 
generating works are situated in a convenient central 
o on the Council's land at the rear of the Town Hall, 
here adequate space for extension is available. 
ie buildings form a substantial structure of brick and 
and comprise engine and boiler houses, battery and test 
mS, engineers’ offices, stores and workshops. The engine 
1857 feet wide, the length from the wall at the back of 
Switchboard to the temporary end being 48 feet. 
tel with it is the boiler house, and on the opposite side 
Ше workshops and the chief assistants office, The 
A room, test room, and general offices form the front 
of the group. 
Steam generating plant comprises three Lancashire 
* cach 30 feet long and 8 feet in diameter, made by 
ess. Robert Taylor & Sons, of Marsden, and fitted with 
“Га mechanical stokers, They are constructed of six 
io Of mild steel, and have an evaporating capacity of 
sare 228. Of water per hour at a pressure of 160 lbs. per 
mch with the feed water at 60° Е. The flue dampers 
hr. a... Тош the boiler front by means of counter- 
Sliding in guides, which are calibrated to show the 


valves E opening. The whole of the safety fittings, 


uges were supplied by Messrs. Hopkinson. 

E — of the boilers, with fossil meal, to a depth of 
A 7 ble undertaken by Messrs. Haacke & Co. 

1 * Steam pump by Green, a Holden & Brookes 

mator with n ectric combination consisting of a Lundell 

= a ree-throw single-acting pump by Blake and 
1owles, а ар to deal with the feed water. 

| Steam xe "re pipes are of lap-welded steel, the latter 

pipe Ae lagging is of sectional magnesia covering. 

nk and Ы che including the erection of the cast-iron feed 


n Lid Valer heater, was carried out by Messrs. 
A emer, ted, of Wednesbury. 
erected ina bye nier, containing 96 tubes, has been 
and the chimney ste: from the main flue between the boilers 


Stack ; the scrapers of the economiser and 


the mechanical stokers are operated through belting by an 
ironclad 6-B. H.P. Crompton motor. 

In the engine house there are two generating sets, one of 
300 Kw. capacity, and the other of 150 xw., the two being 
capable of supplying electrical energy for about 22,500 lamps 
fixed on consumers’ premises. With the aid of the accumu- 
lators about 30,000 lamps could be dealt with. 

Each set consists of a pair of four-pole Mather & Platt 
dynamos driven by a Willans central valve engine. The 
larger engine has three cranks and nine cylinders and 
runs at 320 revolutions per minute. The smaller engine has 
two cranks and four cylinders, and runs at a speed of 360 
revolutions per minute, the working steam pressure being 
150 Ibs. to the square inch. 
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A steam separator is fitted to each engine, and the lubri- 
cation is effected automatically. The guaranteed steam 
consumption at full load when running condensing is 245 lbs. 
per kilowatt-hour for the 300 kw., and 29 lbs. for the 
150 KW. set. 

A Mather & Platt motor-generator is provided for charg- 
ing the regulating cells of the battery of accumulators, — — 

A jet condenser with a steam-driven direct-acting pump 
has been fitted in the cellar by the Wheeler Condenser and 
Engineering Company. It maintains a vacuum of 26 inches, 
and raises the water to the top of a Klein cooling tower, in 
which it is reduced in temperature by about 30° F. This 
tower cooler uses natural draught, and is able to deal with 
40,000 gallons per hour. 

The engine room is traversed by a 10-ton crane, supplied 
by Messrs. Higginbottom & Mannock, of Manchester. 

The switchboard, surmounted by an electrically wound 
clock, is situated on a platform at the end of the engine 
room, and stands upon a plinth of glazed bricks, 18 inches 
high. Its length is about 17 feet. The board is divided 
vertically into three panels, the arrangement being the usual 
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one of outers to left and right, neutral and battery regulators 
in the centre. 

Provision has been made on the outside panels for four 
dynamos and for nine three-wire feeders, also for the main 
circuit of the battery. The centre panel carries the electro- 
static voltmeters for the ** pilots " and battery, together with 
the ammeters for the * neutral " and the earth mains, and a 
protective device to short circuit the earth current recorder. 

In each dynamo circuit is a minimum cut-out, an ammeter, 
a two-way switch and fuse and a shunt regulating switch. 
One polarised voltmeter serves each pair of dynamos. 

Each feeder has two ammeters with duplex switches and 
fuses fixed on the upper half of the outer panels. A chamber 
below the switchboard contains the neutral bar and the 
registering watt-hour meters on Aron's three-wire system. 

The battery is arranged to be charged by the booster 
in conjunction with the generators. A multiple contact 
switch for regulating the supply when taken from the 
accumulators is situated in the accumulator room, and is 
operated through rods and chain gear from hand wheels 
fixed at the bottom of the centre panel of the switchboard. 

The booster gear consists of an ammeter and double-pole 
two-way switch and fuse, with a starting switch for the 
motor side. A Crawley automatic switch protects the 
dynamo of the 
booster, and a 
double shunt regu- 
lator permits of the 
insertion of a vari- 
able resistance into 
the field magnet 
circuits. 

Messrs. J. White, 
of Glasgow, erected 
and connected up 
the board and made 
all the apparatus 
thereon, excepting 
only the watt-hour 
meters. 

The battery con- 
sists of 274 Tudor 
cells, each cell con- 
sisting of six 
positive and seven 
negative plates in 
a leid box. They 


carried at a height of 18 feet from the roadway by cast-iron 
pillars, with an ornamental curved bracket of wrought-iron 
construction. The lamps were made by Messrs. Veritys, and 
the posts by James Allen, sen., & Sons. The arc lamps are 
run in 12 series of nine lamps each, connected across the 
outers of the distributors. The extinguishing of one or more 
lamps will not affect the remainder, asan automatic switch 
is provided to substitute a wire resistance for the lamp. "The 
terminal lamps on each series are fitted with single-pole 
switches and fuses, all the lamps being provided with sub- 
stitutional switches. — A lowering gear enables trimming 
operations to be carried out from the roadway. 

Lighter and shorter posts, 230 in number, each bearing a 
two-arm bracket carrying a pair of glow lamps, deal with 
the lighting of the quieter streets. These were cast by 
Macfarlane & Co., and were fitted up and erected by the 
General Electric Co., of London. They are connected 
through a switch and fuse in the base to the distributing 
network. | —- | 

With the object of placing the supply at the disposat of 
all classes of consumers the Council has decided to charge 
6d. per Board of Trade unit for private lighting, and 3d. 
per unit for power and heating. A discount of 5 per cent. 
is allowed off the above-named figures, which brings down 
the prices approxi- 
mately to 54d. per 
unit for lighting, 
and 2id. per unit 
for power. 

It is generally 
accepted that one 
unit of electricity 
is equivalent, light 
for light, to a little 
more than ith of 
1,000 feet of gas, 
so that eleetrieity 
at the net price of 
54d. per unit 
charged by the 
Rathmines Council 
for lighting can be 
obtained at  prac- 
ticaly the same 
cost as gas, the price 
of the latter being 
3s. Sd. per 1,000 


are arranged in two BOILERS AND FEED Pumps. cubic feet. 


tiers upon stout oak 
frames, which are protected from acid spray by a coating 
of special paint. 

Forty-nine cells on each side of the neutral serve as 
regulators, and are connected in steps to the stops on the 
regulating switch by bare copper rods. 

The battery is capable of discharging at 80 amperes for 
10 hours with a terminal pressure of 200 volts. The 
normal and maximum rates are 120 and 150 amperes on 
“charge,” and 80 to 216 on “discharge.” 

The whole of the work connected with the manufacture 
and laying of the cables has been carried out by the 
British Insulated Wire Company. The “solid system” has 
been adopted, all the feeder and distributor cables being 
triple concentric, paper insulated and lead sheathed. They 
are laid in cast-iron troughing, filled in solid with pitch 
tempered with resin oil. 

For the distributing network *10 and 05 square inch 
cables have been laid, the outer conductor forming the 
“neutral” of the three-wire system. There are at present 
seven feeders comprising *4 and *3 square inch cables. 

For the public are lamps 7/16 single cables are used, 
while concentric cables are employed for the incandescent 
street lamps and for house connections. 

Altogether, 45 miles of cables have been laid. This does 
not include the pilot wires, which are laid in the same troughs 
as the feeders, i 

The insertion of cast-iron junction boxes at numerous 
points facilitates the isolation of any section of the distribu- 
ting network either for repair or for making connections. 

Arc lamps to the number of 108 have been fixed in the 
principal thoroughfares, spaced about 65 yards apart, and 


For the benefit 
of those consumers who do nos care to expend the 
necessary capital in installing the wires and fittings 
in their premises, the Committee has adopted the 
“free wiring " scheme of the National Electric Company, 
of London, charging by way of rental for the wires 
and fittings, the sum of 1d. for every unit used, in addition 
to the ordinary charges made for the electrical energy 
supplied. This method of charging, as we have pointed 
out before, is open to severe criticism, as it directly tends to 
keep down the consumption of energy, and taxes most 
heavily the most desirable consumers. It would be far more 
equitable to charge a fixed rental per lamp installed. 

The area of supply constitutes the whole of the district 
of Rathmines and Rathgar; the mains have been laid 
throughout the principal streets, and extensions to the 
other parts of the district have already been decided 
upon. The contract will shortly be given out for the 
probable requirements over the next three years; the Council 
will then be able to lay down the mains in any other 
street where the demand is likely to yield a reasonable 
return on the capital expenditure on that section of the 
mains, a | 

At present there are about 1,160 lamps of S C.P. connected 
to the mains, while applications for a further 3,050 lamps 
are in hand. In addition to these the publie lighting re- 
presents about 2,540 8-c.P. lamps, the total demand thus 
being equivalent to 6,750 lamps. A temporary supply has 
been given for the past month free of charge. | 

The capital cost of the generating works, mains, and 
public lamps amounts to about £71,000. — ж: 

The whole of the works have been carried out under the 
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supervision of Mr. Robert Hammond, the consulting 
engineer. Mr. G. F. Pilditch, who has acted as clerk of the 
works for Mr. Hammond, is now the resident electrical 
engineer, Mr. 5. T. Land being his chief assistant. 


BUSINESS NOTES. 


(Continued from page 420.) 
Address, —Messrs. Heaton & Smith, Limited, of Salford, 


have opened showrooms in London at 1, Holborn Circus. 


Books Received.—“ Les Décharges Electriques dans 
les Gaz," translated from the English of J. J. Thomson by Louis 
Barbillon. Paris: Gauthier-Villars. 1900. 5 francs. : 

"Annalen der Physik," (fourth series). Vol. 3, No. 9. Leipzig: 
J. A. Barth. 1900. | 

“Construction of Large Induction Coils.” 
Methuen & Co. 1900. 


Campbell Gas Engines.—A gold medal has been 
awarded to the Campbell Gas Engine Company, Limited, for their 
exhibit of gas and oil engines at the Paris Exhibition, and 
seven members of their staff, foremen and workmen, have been 
awarded silver and bronze medals for the work which they have 
done in connection with the exhibit. 


Direct Reading Ohmmeter.—4A cheap and efficient 
portable instrument for the rapid measurement of resistances, 
hich is simple enough to be understood and used by workmen, has 
latelr been brought out by Messrs. Jas. Hartley & Co., of Man- 
chester. The instrument is based on the slide-wire bridge principle, 
but instead of using a galvanometer, a telephone is employed as in 
the Kohlrausch bridge for determining the position of balance. 
There are four direct reading scales, differently coloured, each 
brought into use by inserting a plug in a socket of corresponding 
colour; by this means a wide range is obtained. Instead of having 
asliding key, contact with the slide wire is made with a stylus, 
which is held in the hand. The battery is enclosed within the case 
of the instrument, and, so far as we can gather from the description 
furnished to us, no induction coil is used, the click heard in the 
telephone at the moment of contact being sufficient to indicate want 
of balance. The overall dimensions of the apparatus are 17 inches 
х Sinches x 43 inches, and it weighs 74 Ibs. 


Electric Fan.— The Sun Fan Factory, Limited, of Brad- 
ford, are introducing a combination of their well-known “Sun” 
fan with an electric motor, directly connected to the fan-shaft, as 
shown on the illustration herewith. As will be seen, the motor is 
of the enclosed type with doors over the commutator, which can be 
opened for access to the brushes. The whole combination is very 
neat, light, and compact, owing to the fact that the entire frame- 
Work carryiug the combination is of wrought-iron, giving great 
lightuess and strength compared with the ordinary cast-iron frame- 
work. The fan itself, owing to the special form and depth of the 
blades, and the construction of the centre boss, is very efficient. 
The motors are of the four-pole enclosed type with slot-wound 
armatures, and are said to give a very high efficiency, a typical 


A. T. Hare. London: 


result being that a 30-inch fan motor at 700 revolutions moves 
10,000 cubic feet of air per minute with a consumption of 800 watts. 
The leads to the motor are led through one of the arms, which is 
hollow, and are thus protected from the danger of fouling the fan. 
Auother special point is, that the journal in front of the fan, which 
takes the thrust when the fan is working, is fitted with a screwed 
plug inthe end, between which and the shaft are two disos to 


reduce friction. This makes the bearing adjustable end way, and 
also gives immediate access to it if required. The whole combina- 
tion has beeu designed as the result of long experience, to give the 
highest efficiency compatible with durability aud steady constant 
running. 


Electric Trucks. — The McGuire Manufacturing Com— 
pany, of Chicago, said to be the oldest aud one of the best known 
electric truck manufacturers in the United States, inform us that 
they are about to establish a factory in Great Britain. They have 
opened branch offices at 5, Warwick Court, High Holborn, where any 
information concerning their line can be obtained. Pending the 
establishment of a factory in this country, orders will be supplied 
from the Chicago works. We understand that the company have 
supplied their tracks to over 300 of the leading railways in Europe 
and America. 


Fined under the Factory Act, —The St. Helens Cable 
Company, Limited, were summoned some days ago at the 
Warrington Police Court, before the Mayor (Ald. Roberts) and other 
magistrates, that on July 5th, being the occupiers of a factory under 
the meaning of the Factory and Workshops Act, 1878, they failed 
to fence certain machinery in a certain room, wherewith Elizabeth 
Allen was killed. They were further charged that on June 3rd, 
being Sunday, they employed eight young women. The defendants 
pleaded guilty. Major Roe, factory inspector, prosecuted. 

Mr. Heyl-Dia, managing director of the works, said the shaftiug 
had only been coupled a few days previously for the purpose of 
experimenting. No machines were on the table for about 30 yards, 
but there was some shaftiug revolving underneath. No girl had any 
business to be in that part of the room. In due time the whole of 
the shafting would be protected. It had been coupled without 
orders. 

Mr. Oulton said the directors wished to express their deep regret 
at the committal of the offence, but said the compauy were a new 
company, and at the time of the accident had not got their place 
into proper working order. They were gradually doing so, and 
were now in very good order. The shafting had been connected but 
a few days, and that without the knowledge of the directors. 

The Bench accepted Mr. Oulton's statement with regard to the 
ignorance of the directors of the committal of the offence, but 
owing to its serious nature, they inflicted a fine of £20 and costs 
in the first charge, and £1 and costs on each of the other eight 
charges. 


Fire.—On the morning of 6th inst. some electric wires 
fused in a chamber beneath the lift well at the Bank station of the 
City aud South London Railway. A slight fire occurred. The Bank 
station is situated under St. Mary Wooluoth Church. 


Lift Accident.—A fatal accident occurred at the London 
Bridge station of the City and South London Railway last week. 
While one of the electric lifts was being tested, H. A. S. J udge, an 
electriciau's mate, attempted to climb out of the well and was 
crushed by the descending cage. At the inquest a verdict of 
“ Accidental death " was returned. 


Track Joints and Bonds.—Mr. W. E. Kenway sends 
us an illustrated description of his new “ Victor" rail joint, and 
“Victor” bond for electric tramways. The former is made with 
fish-plates of an angle-iron section, bolted both horizontally and 
vertically, and so shaped as to give the maximum resistauce to both 
the bending and the twisting moments at the joint. A double steel 
bolt, of which the two shanks are united by a stout bar, passes 
through notches cut in the ends of the rails, and through the centre 
holes of the fish-plates, so as to give additional strength at the 


Weakest point. The bond consists of two flat, somewhat S-shaped 


slitted bars exactly alike, each provided with a plug at each end. 
The plug at one end is about 1 inch in diameter outside, and is 
pierced with a taper hole; the other plug is coned outside 
to fit into this taper, and is pierced with a hole 
about 4 inch diameter. Placing the two parts of the bond, 
one in either side of the web of the rail, with the plugs 
reversed, the larger plugs enter the holes prepared in the web, 
and the smaller plugs tit into the larger ones. A steel drift pin is 
then driven into the small holes, expanding all the parts into 
intimate contact with each other, and with the rails. The bonds are 
short, and are entirely covered by the fish-plates. 


Trade Announcements.—Mr. Alph Steiger has removed 
from 16, Mincing Lane, E.C., to 28, Victoria Strect, Westminster, 
S.W. As representative of Messrs. Escher, Wyss & Co., of Zurich, 
Switzerland, Mr. Steiger has received the order for the complete 
hydraulic plant to be erected on the Cauvery Falls, in India, by the 
Goverument of Mysore. The plant will develop 7,500 m.P. and 
will be used for a large electrical transmission plant. 

The offices of the City and South London Railway have been 
removed to 71, Finsbury Pavement, E.C., over the company's Moor- 
gate Street station. 

Messrs. Walker & Hodgetts, electrical engineers, have removed 
to more extensive works at St. Simon's Electrical, Works, Salford, 
Mauchester. 


——— ů Á—M—À 
ELECTRIC LIGHT AND POWER NOTES. 


Aberdeen, —The Gas and Electric Lighting Committee of 
the Town Council agreed last weck to increase the salary of the 
electrical engiueer by the amount of £50 per annum, by annual 
increments, until it reaches £500. The present salary is £300. 
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Ашм іск. Те District Council has consented to support 
the application of the Northern Counties Electricity Supply 
Association for a provisional order. 


Batley.— The estimates of the cost of the proposed elec- 
tricity works have been revised by the engineers and raised from 
£22,231 to £25,602. An application is to be made to the Local 
Government Board for leave to borrow this amount. 


Bradford, — The Board of Guardians, having failed. to 
make satisfactory arrangements with the Corporation for the supply 
of electric light, has obtained authority to borrow £6,500 for the 
purposes of its own installation, and has let the contracts. The 
installation is for 1,200 lights. 


Brazil.— The Societe Anonyme du Gaz de Rio de 
Janeiro, a Belgian company, with offices at Rio de Janciro, has 
secured an extension of its privilege for lighting that city by gas to 
the year 1940 and by electricity to 1915. The distribution of elec- 
tric current is to be subterranean and the system of lighting to be 
by arc lamps. A good deal of new machinery aud equipment 15 to 
be added to existing plants for the purpose. 


Carnoustie,—Tle Burgh Commissioners have been 
advised by Mr. W. T. Purvis, Edinburgh, to proceed with their 
application for powers to supply electric lighting for the burgh, and 
then transfer their order to Messrs. Crompton & Co, of London, 
who would bind themselves to erect works, aud vend electricity 
within the burgh, aceording to a stipulated scale. 


Cheltenham.—The electrical engineer is considering the 
teuders for coal. The lowest tender is stated to be 150 per cent. 
higher than two years ago. He has“ also recently prepared a 
detailed estimate of the cost of certain electric lighting extension 
works necessary. He puts it at £6,000. The work in connection 
with Mr. Nevins's electric tram scheme is to be commenced this 
month. 

Сом ех. — Гће Board of Trade has consented to allow the 
District Council's provisional order to remain in force for 12 
months longer, but insists on steps being taken under it during 
that period. 


Dudley.—The annual financial statement of the borough 
accountant shows that the liabilities on electrical supply account 
amounted at the end of March to £7,755, including £2,122 for 
buildings, £3,496 for machinery, and £511 for engineers! fees, The 
first amount received from the tramway company for current 
supplied for nine months amounted to £844 16s, 2d., the quantity 
cousumed by the company being 101,377 units, at 2d. per unit. 
Payinents only are shown, because it Was impossible to include a 
proper income and expenditure account and balance-sheet for the 
year owing to the price per unit for current supplied to the tramway 
company not having been fixed by the Board of Trade. The matter 
has been settled now, however, and the first amount received, as 
stated above. It may be added that the Corporation will supply all 
the tramways within the borough with current, and as there are 
three other lines shortly to be started, as well as the electric light- 
ing of the town, there ought to be in the near future a substantial 
income from the supply of electric current. 


Electro-Chemistry,—A great centre of electro-chemical 
industry (says the Engineer) is springing up in Sault St. Marie, both 
on the American side and on the Canadian side. A company with 
£6,000,000 capital has been organised for the development of the 
water-power here. 'Ten thousand horse-power are to be taken by 
the American Alkali Works; 14,000 H.P. are already utilised on the 
Canadian side in making paper pulp. There are also nickle reduc- 
tion works and chemical works, and other enterprises are in con- 
teniplation. 


Felling.—The District Council has resolved to apply to 
the Board of Trade for a provisional order for the supply of elec- 
tricity in the district. 

Glasgow.—One of the most complete installations of 
electric light in this country has been introduced into the Ruchill 
Fever Hospital, erected by the Glasgow Corporation. There are no 
fewer than 4,000 electric lamps in the building and grounds. For 
six years the hospital has been in course of construction, and the 
cost exceeds £250,000. More than a thousand persons will be under 
the roof of the hospital when it is in full working order. 


Gosport.—The Electric Power Distribution Company 


have submitted to the District Council proposals for dealing with 


the electric lighting order granted to the Council, and also w ith the 
tramways in the district. The company would undertake all the 
obligations of the order upon special terms as to the price to be 
charged for the public and private lighting, with an option to the 
Council to acquire the undertaking at stated periods at a valuation 
in the usual way. As to the tramways, the Council would, in the 
first instance, have to give notice to the Gosport Street Tramway 
Company under Section 43 of the Tramways Act, 1870. The com- 
pauy intimate that they have arranged with the British Electric 
Traction Company to assist them in dealing with the tramway portion 
of the proposal. 


Hampstead.—The report on the  Vestry’s electrical 
undertaking, just issued, states that the capital outlay since the 
commencement of the undertaking five years ago has been 
£162,212. The total receipts for the year amount to £30,661, an 
inerease of £6,283 on the previous усаг. The gross profit amounted 
to £16,325, of which the repayment of loans and interest absorbed 
46,619. The total net profit since the commencemcut of the under- 
taking has been £20,586. 


Inverness.—The North of Scotland Electric Light and 
Power Company, Limited, has proposed that the Town Council's 
order for electric lighting be transferred to the company on terns 
to be arranged. 


Leeds.—The City Council has resolved to abolish elec- 
tricity meter rents on October 1st. 


Leigh.—The Gas, Water and Electricity Committee of 
the Town Council have resolved that electricity supplied to any of 
the departments of the Corporation be charged for at the uniform 
rate of 3d. per unit. In consequence of an agitation amongst the local 
tradesmen against the conditions of supply, it has been decided to 
give consumers of electricity the option of purchasing current for 
lighting purposes either on the maximum demand indicator 
system, as at present in force, or at a uniform price of 5d. per Board 
of Trade unit. 


London.—^"r. Panxcras.—It is perhaps due to the 
impending transformation of the St. Pancras Vestry into a borongh 
council in November, and the desire to bring the final statement 
under the old regime up;to date, that the chairman of the Elec- 
tricity and Public Lighting Committee has delayed until now the 
issue of his report for the past year. As it is the report of Dr. W. 
Sinith (the chairman) covers a period extending from May, 1899, to 
September, 1900. It points out that during that time a great 
advance has been made in the undertaking which has necessitated 
the carrying out of important extensions, although the difficulty of 
obtaining new plaut has caused great auxiety to the committee and 
the staff. New consumers have been connected to the mains 
representing an extra demand for supply to 11,305 16-c.P. glow 
lamps, 106 arc lamps, and 25 motors equal to 89 н.Р. The accounts 
for 1899 (which have already been reviewed in these columns), show 
a net profit of £6,842, which with £1,892 brought forward from 1898, 
make a total of £8,734 available for disposal. Of this sum £1,600 has 
aes written off fordeprec iation of accumulators, metersand switches; 

2,000 has been placed as a contribution towards the lighting rate: 
Eh „000 transferred to the reserve fund, aud £1,134 carried forward 
to the next account. During the period from 1892 to 1859 the total 
revenue amounted to £205,452, and the trading expenditure to 
£128,501, whilst £58,662 has been devoted to the repayment oí 
capital and interest. The total profit of £15,285 from the commence- 
ment of the undertaking has been distributed as follows:— 
Preliminary expenses written off, £554; depreciation, £1,600; 
contributions to lighting rate in lieu of further reduction in price, 
43,000; reserve fund, £12,000; and carried forward £1,134. The 
capital expenditure per unit sold, which in 1892 was 4s. Id., now 
amounts to 2s, 3d. The report mentions that during the year 


extensive alterations aud extensions have been carried out at the 


Regent's Park station, the additional plant being completed, con- 
sisting of four 850-H.P. engines and  dynamos, six 500-й. 
dryback marine boilers, condensing plant, feed-water heaters 
and new switchboards. In the case of the King’s Road 
station the great demand for electricity has necessitated attention 
being given to the subject of extensions of the buildings, but in con- 
sequence of the present Vestry being shortly dissolved it has been 
considered advisable to postpone the question. In the meantime 
the electrical engineers has been instructed to consider what action 
should be taken in the matter. The report states that as the Elec- 
tricity Committee has decided to carry out most of the extensions c. 
mains by its own workmen without the aid of contractors, the 
outdoor staff has been considerably increased during the past year 
or two. In this connection the chairman testifies to the very satis- 
factory, economical and expeditious manner in which the wors 
has been done under the superintendence of Mr. W. A. Brown, 


8 


the distributing engineer. During the past 18 months 152 om i] 
arc lamps have been erected in various thoroughfares, bringing the 


total up to 379 arc lamps. As the lighting of the Prince of Wal 


Road, Malden Road, and Queen's Crescent by means of the епс! 


type of arc lamp has not proved satisfactory, the Committee cal. 


1 


upon the contractors to replace the lamps with those of the Brockie- 


Pell open type, and since the alteration the lamps appear to | 


satisfactory. Nearly all the arc lamps sanctioned by the Vestry 


having now been completed, the Committee have ordered a list t- 


be prepared of the streets next to be taken in hand, especially 


view of the large increase in the price of gas. The report, wb 


then refers to the recent reductions in the charges for supply і 


private and public lighting, and states that, as a result, electricity 
now cheaper than gas. In conclusion, the Electricity Commit: 
record their satisfaction with the manner in which the work oi i 
department has been carried on by Mr. S. W. Baynes, chief electri: 


(^: 


11 
id 


engineer, and Mr. A. E. Pycraft, chief clerk, and the officers o: ti 
engineering and clerical staffs respectively, and the Vestry, at ti. 


meeting last week, adopted a resolution to that effect. 
VICTORIA EMBANKMENT.—The works which are being carrica + 


by the County Council for the lighting of the Embankment with a 
lamps are now approaching completion. About 144 500-watt larim 
will be distributed over the Embankment and its approaches, an.. 


Westminster and Blackfriars Bridges; they will be spaced al» 
45 yards apart on the edge of the kerb, and will be divided betw: 
nine circuits. The generating station adjoins Charing Cross Distri 


Railway station. Sir Alex. Binnie is the author of the scheme, witi T 


Mr. T. P. Gunyon as superintending eugineer. 


SHOREDITCH. — The Vestry has received the County Council 


sanction to a loan of £21,905 for Haggerston electricity 
works. 


Nelson.—The Town Council has received the sanction of 
the Local Government Board to the borrowing of £11,950 for 
clectric lighting purposes. 
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Llandaff.—The District Council has resolved to apply 
far a provisional! order for the supply of electricity, and will not 
empower апу company to obtain an order, 


Vewhury.— The electric lighting provisional order 
obtained by the Town Council eight years ago, expired on the 
22nd nit. 


; " . 
\uneaton.—The Council has adopted the report of the 
Electric Committee as follows:— 

To take over the undertaking on September 29th next; to accept the tender 
of Messrs. Babcock & Wilcox for new boilers for about 21,060; to accept the 
tender of the Hart Accumulator Company for accumulators at £1,063 ; to accept 
the tender of Mr, Edward Charrington for switchboard at £891; to accept the 
ofer of Messrs. Clarke, Chapman & Co., for exchanging the existing armature at 
Sé; to aceept the tender of the Nuneaton Engineering Company for a 
travelling crane at £120; to paoia testing instruments at a cost of about £50; 
t parchase new engine and dynamo аб а cost of about £1,900, and to purchase 
an economiser at a cost of about £320. 


Peterborough,—The Corporation are hurrying on their 


electric light works, and it is expected that the supply will be com- 
menced in about three weeks’ time. 


Pontefract.—The Council on 5th inst. resolved to apply 


for a provisional electric lighting order, and to oppose a company. 


Saltburn.—The Cleveland and South Durham Assets 
Company appear to be disposed to sell to the Council their plant, 
tables, and electric generating station for the electric lighting of 
Saltburn for £10,000. The Council will consider the matter at its 
next meeting, but the clerk will in the meantime obtain informa- 
tion re the extent of the plant, number of lights installed, prospec- 
tive number of lamps, and so on. 


Sheffield,—There was a breakdown of the electric light 
othe Sharrow section on Sunday last at 6.30 p.m., due to some 
oet inthe mains. It was found impossible to locate the seat of 
the oen for some time, but the defect was remedied just before 
19 o clock. 


Spain.—A company has just been formed, with a capital 
of £60,000, to be known as La Compania Costmetorá del Salto de 
Lezarcn, to put down a plant to utilise the water-power of the 
River Leizaran (province of Guipuzcoa) in the generation of elec- 
ical energy. 


Nandish.—'The District Council has decided to apply 


for a provisional order for the supply of electricity in the district. 


Nwansea.—The Town Council has decided to carry out 
Ше “ free wiring of consumers’ houses on its own account, without 
the aid of a company. 


Train Lighting in Siberia.—In the course of an 
interesting article in the Daily Chronicle describing a run in the 
Siberian Express from Moscow to Irkutsk, Mr. Henry Norman states 
tikat "behind the locomotive comes a composite car, the forward 
part being the locked luggage compartment, and the after section 
being the kitchen. Between the two is the electric light plant, for 
tse entire train, even to the red tail lamps, is lighted by electricity. 
Tus plant is an illustration of the enterprise Russian engineers are 
swing in every direction. Steam is supplied by an ordinary 
"mrght boiler, but the dynamo is run by a tiny de Laval steam tur- 
tine. The electric plant has not been out of order for a moment 
"sce we started, and the train is lighted magnificently.” 


Yeadon.—The District Council have resolved to apply 
“tae Board of Trade for an extension of the term of the Council's 
pevisional order for electric lighting on the score of the“ depressed 
tte of trade aud the undeveloped condition of the town. 


ELECTRIC TRACTION NOTES. 


Barton.—The Barton Rural District Council decided at 
‘heir mecting on Wednesday to seek a provisional order for the con- 
“muchon of electric tramways in the township of Clifton, as the 
HF means of getting a complete connection between the towns of 
Salford on the one hand and Bolton on the other. 


Bradford.—The Tramways Committee has recommended 


tenders for the erection of a tramshed at Thornbury, to cost about 
“14,000, for acceptance. 


Crewe,—The Council last week endorsed the recom- 
Ment 


dation of the Electric Light Committee to go in for а scheme 


electric tramways, to be worked in connection with the electric 
“guting station. 


Halifax, —The Tramways Committee has received letters 
‘wm the Queensbury and Shelf District Councils urging them to 
CITY cut the extension of tramways to their respective places “at 
‘be very earliest opportunity.” 


Holland.—The Financial Times says that the Zuid- 
Hollandsche Elektrische Spoorweg Maatschappij is the title of a 
працу formed for the purpose of constructing an electric railway 
"s connect Rotterdam with the Hague and Scheveningen. The 
ijtherised capital is 3,000,000 florins of ordinary shares, and 
*,J00,000 florins of obligations, and of the latter 1,000,000 florins 
145 per cents. are now being raised in Amsterdam and Rotterdam. 
Ц is estimated that the railway, which is promoted by Dutch and 


к? 


German capitalists, will be completed in 1903, at а cost of 7,800,000 
florins, aud it is due to this combination that the whole of the 
plant for the railway and all the clectrical machinery have been 
ordered from Siemens & Halske, of Berlin. 


Leeds.—The Council has resolved to apply for Parlia- 
mentary powers to construct several branch tramways to act as 
auxiliary lines to relieve the congestion in Boar Lane. It seems 
that " members of the Works Sub-committee are to be permitted to 
ride upon the platforms of the tramcars whenever they thought 
proper.” It is stated that this will give them “the facility of 
instructing drivers and guards who are not properly doing their 
work.” We hope these sub-committee members will be sure they 
themselves know what they propose to teach. We rather question 
whether this arrangement will lead to more efficient management of 
cars, rather would it lead to certain kinds of friction. 

The Corporation is having an electric launch built for plying on 
the lake in Roundhay Park. The boat, which will accommodate 45 
passengers, is to be launched on the Thames next week. 


Liverpool.—At the last meeting of the Liverpool City 
Council à recommendation from the Tramways Committee that 
certain new lines of tramways, not included in last year's estimates, 
be coustructed in the city of Liverpool at an estimated cost, with 
electrical equipment, of £23,167, was approved of after discussion. 
A further recommendation that Mr P. McCullough, works superin- 
tendent and general assistant, be appointed assistant manager of the 
Liverpool tramways at a salary of £500 per annum, was also agreed 
to. The Council authorised the Tramways Committee to order 100 
new electric cars from Messrs. Dick, Kerr & Co., Limited, London, 
of the same type as those now being supplied under an existing 
contract, and at the price therein stated. By the end of the present 
year Liverpool will have 106 miles of electric tram route, probably 
all in operation. When the work of construction began it was 
expected that a mile of track per week would be constructed. The 
actual average has been two miles and a quarter per week, and two miles 
a week is now regarded by the city engineer, Mr. John A. Brodie, 
as an easily negotiable quantity. What may now be termed the 
standard type of Liverpool car is a double-decker, built on a 
single truck, and measuring 27 feet overall. The weight is 8 tons, and 
the car carries 56 passengers, and can be run on an expenditure of 
slightly less than 1 Board of Trade unit per mile. Each car is pro- 
vided with two 25-H.P. motors. The Liverpool Corporation have 
now 220 cars in hand and 230 more on order. Three clectrical 
generating stations have been established, the last two, those of 
Pumpfields and Lister Drive, having machinery of 12,000 H. P. each. 
Willans engines of 1,200 н.р. each are directly coupled to Siemens 
dynamos, and produce a current of 1,450 amperes at 550 volta. 
The electric cars, of 50 E. P., are run at a cost of 6'67d. per mile, 
against 10'14d. per mile under the old three-horse tram system. 


Manchester and Liverpool Electric Railway.—Those 
tesponsible for the electric railway scheme are pushing the work 
forward with all possible speed, having decided to renew their 
application for Parliamentary sanction next session. Mr. F. B. 
Behr, the inventor, arrived in Liverpool on 5th inst., and the 
following day the local directors discussed the alterations in the plans. 
By certain modifications it is hoped to meet the objections of all 
concerned. The Dock Board were strong objectors on the last 
occasion, but their further action depends upon the amended Bill. 


Midlands.—Trial trips have been made along the Kings- 
winford Electric Tramway during the last few days, and they point 
to the fact that the opening of the line for public use is near at 
hand. 

The Light Railway Commissioners will hold their inquiry 
regarding the projected Kidderminster 'and Bewdley Electric Rail- 
way line on October 17th and not on September 17th, as has been 
previously announced. 


Nelson.—The Town Council has decided to inform the 
Burnley Corporation that the Nelson Corporation would supply the 
electrical energy for trams within the iborough of Nelson, buy its 
own rails, and carry out its own electric equipment. 


Paris.—According to Engineering, a new electric liue of 
the Orleans Railway Company in Paris, which is worked by elce- 
tricity, and which is 24 miles in length, runs from the Austerlitz 
depót to the Quai d'Orsay, and is underground for its full length. 
An electrically-worked transfer platform, 30 feet long, connects all 
the tracks on the Quai d'Orsay. This platform can carry electric 
locomotives of 50 tons. The amount of power required for these 
locomotives is 500 kw., and the current is supplied through a third 
rail from three sliding contact shoes, while overhead wires are 
utilised at the Quai d’Orsay depot, and also forthe switches. The 
power station at Ivry contains two electric generators of 1,000 kw. 
each, producing a three-phase current of 5,500-volt pressure, aud a 
frequency of 25 alternations per second. Two sub-stations trans- 
form this alternating current into a continuous current of 550 volts 
for power purposes, and of 500 volts for lighting. 


Portsmouth.—The Tramway Committee of the Council 
have, after careful examination of tenders for plant for the new 
power station, recommended the acceptance of the tender of Messrs. 
Dick, Kerr & Co., for £29,656. They undertook to run one or two 
engine scts in six or seven months, and to complete the whole in 
nine months. Forthe building the committee recommended the 
acceptance of the tender of Mr. J. W. Perkins, for £10,515. 


Spain.—The conversion of the tramways in the Eastern 
portion of Madrid to electric traction has just been completed. 
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Wiean.—TIt is stated that the construction of the electric 
tramways is now proceeding rapidly, and in the course of a few 
weeks the station will be ready to supply current. The Wigan and 
District Tramways Company has intimated to the Council that it is 
prepared to consider a reasonable cash otfer for their undertaking, 
or would lease any portion of the lines the Corporation had power to 
construct. After brief discussion the Tramways Committee decided 
to defer the question of purchase. The scheme for taking an 
electric tramway to two of the adjoining townships has received 
further consideration. There is opposition to the project on the 
part of the Stan dish District Council, the members of which do not 
think the roads wide enough, but if it is proposed to wideu them 
they might probably discuss terins. | 


Windermere.—4A meeting was held last week in opposi- 
tion to the electric tramway proposed to be laid down between 
Bowness and Windermere and Ambleside. Mr. W. D. Hall, of 
Ghyll Head, Ambleside, occupied the chair. Atnong those present 
were the chairmen of the Ambleside and Bowness District Councils; 
Mr. David Ainsworth, ex-M.P., of Wray Castle; Canon Stock, of 
Windermere ; Canon Rawnsley, of Keswick; and others, including 
artists from Bury, London, Manchester, Leicester, &c. 

Mr. Gatey, secretarv of the meeting, explaining the object of the 
gathering, stated that the scheme for laying the tramway would 
cost £54,000, and it was to be opposed, not only by the landowners 
and ratepavers of the district, but also by the Lancashire County 
Council The County Council objected because the Electric Trac- 
tion Company did not propose to widen the roads between Bowness 
and Windermere. Ор tbe plans there was only widening where the 
trams would pass each other. The chairman stated that the greater 
part of the road was only 20 feet wide, and if the County Council 
requirements were adopted the road would have to be widened to 
ЗО feet, aud its beauty would be ruined for ever. No one could 
suppose that visitors from distant parts came into the Lake District 
for a twopenny tram ride, and if they spoiled the aspect of the road 
they would drive the better class of visitors away. Then there 
would be the trolley poles and overhead wires. The scheme should 
be at once scotched, and they in that locality had a right to speak 
for the country. It was a national affair; they did uot want the 
Lake District made into a town, and they must employ counsel to 
oppose the undertaking when the Light Railway Commissioners held 
their inquiry on the 24th inst. 

Canon Rawnsley said Americans and foreigners who visited the 
Lakes spoke of the delight they experienced in leaving the trams 
behind in the large towns, and how they loved the quiet, beautiful 
scenery. ‘They must oppose the scheme for the benetit of the 
workers. He did not think the tradesmen of Ambleside would 
benefit very much from such an undertaking. They grumbled at 
the present position of affairs, and rightly, because they had no 
cheap mode of travelling from Windermere to Ambleside. The 
coaches should be run tu Ambleside at a cheaper rate. They might 
also bring pressure to bear on the London and North-Western Rail- 
way Company. He was asked by the National Trust to appear at 
that meeting, and they would see that counsel was instructed to 
appear on their behalf before the Commissioners. 

Dr. Hall proposed “That this meeting offers its most strenuous 
opposition to the scheme.” 

Mr. Raweliffe seconded the motion, which was carried unani- 
mously, and a committee of gentlemen was appointed to take the 


necessary steps for engaging counsel. 


Subscriptions to a substautial amount were made in aid of the 
expenses which will, necessarily, be incurred in opposing the pro- 
jected tramways. 

So far as this meeting is concerned, it is clear that (1) the County 
Council objects to the scheme, because the tramway company does 
not propose to widen the roads. (2) The chairman objects, because 
the roads would be spoilt by widening. (3) Canon Rawnsley 
objects on behalf of Americans and foreigners; also for the benefit of 
the workers ! 

Now, the first two objections cancel out; the third bas absolutely 
no locus standi, and the remaining one is a gross error. To whom 
would cheap transit be of so much benefit as to the worker? 
Cauon Rawusley’s speech contains its own refutation, for he admits 
that the tradesmen grumble, he advocates lower fares, and he even 
suggests an appeal to a steam railway company, of all things! We 
have heard that trolley lines are ugly ; but who would venture to 
support a steam railway as a lesser evil? 


Happily, such opposition as this is well-calculated to defeat its 
own object. 


TELEGRAPH AND TELEPHONE NOTES. 


Ashanti Telegraphs,—4A dispatch from Coomassie says 


that the telegraph line between Coomassie and Cape Coast Castle 
was completed on 8th iust. 


Berlin.—On July 26th, 1900, the Llectroterhnische 
Zeitschrift published a description of the new exchange in Berlin 
known as “ Office L^ and a translation of this article appears in the 
Telephone Magazine, of Chicago, for August, together with an 
editorial criticism. The Berlin system is described as obsolete, and 
one Which would not be tolerated in America, and it is interesting 
to note that the central battery system, which has been adopted by 
the British Post Осе for London, is held up as the model system. 
The backward state of the Berlin system is attributed to the policy 


of the Goverument, which, it is stated, confines itself exclusively to 
home talent, 


Grantham Telephones, — The Telephone Committe 
last week reported to the Council that as the result of an interview 
with Major-General Webber, they were favourably impressed that 
the establishment of a municipal telephone system could be suc- 
cessfully worked. At present they were not in a position to make 
any definite proposal, but hoped by the next meeting to be prepared 
to lay before the Council detailed estimates of the cost, &., of the 
proposed undertaking, with a recommendation upon the subject, 
This report was adopted with four dissentients, and the common 
seal of the Council was attached to the Postmaster-General’s 
license. 


Imperial Telegraphs.— In his presidential address to 
the Geographical Section of the British Association, Sir George 
Robertson laid great stress on the necessity for shrinking the 
distances between the various parts composing the Empire. In the 
matter of telegraphs, according to the Times of the 7th inst., he 
strongly advocated the laying of submarine cables joining all the 
shores of the Queen's dominions and completely under British 
control.—“ Important as are the sea-cables for statesmen, for 
strategy, and for commerce, they are or will be equally important 
socially to keep up intimacy and swift intercourse between families 
half in Britain and half in India for instance, or between friends 
and relations in these islands and in the great colonies. It is this 
interchange of personal news and private wishes, quite as much as 
the profound political and commercial aspects of lightning com- 
munication with all parts of the Empire, which will bind the 
Empire in bonds stronger than steel, easy as affection, to hold it 
together with unassailable power. Consequently the health aud . 
strength of the Empire depends very greatly upon a cheapening off 
telegraph charges... We must never forget the graud part 
in bringing together, within whispering distance as it were, the 
different parts of the world, and consequently of our world-wide 
Empire, which has been taken in the past by such №ароісоше 
organisers as the late Sir John Pender, It is to him aud to such 
meu as he that we owe those splendid beginnings which, by means 
of vital retlexes from the nerve ceutre of the Empire, have helyed 
to fire our white fellow-subjects all over the globe with a loftier 
patriotism and with broader ideals of nationality.” 


Portsmouth Telephones.—At a Town Council meeting 
on Tuesday, Councillor Dittman proposed that the Finance Com- 
mittee be instructed, as soon as 400 applications had been received, 
to apply to the Postmaster-General for a license empowering the 
Council to establish a municipal telephone exchange in Portsmouth. 
The Sub-Telephone Committee had sent out 8,000 circulars, inviting 
the inhabitants of Portsmouth and district to subscribe to such an 
exchange, and the number of replies received was encouraging. 
The Portsmouth Chamber of Commerce had passed a resolution in 
favour of the undertaking. After some discussion the resolutiou 
was adopted. 


The Telegraph Wire Export Trade.—The telegraph 
wire export trade is of a spasmodic character, a fact which is well 
indicated by the returns for the past month. These show that the 
exports of telegraph wire and apparatus connected therewith frm 
this country amounted during August last to the enormous total uf 
£724,212, as compared with £205,306 in the preceding month, aud 
only £87,517 in August, 1899. The activity which has so far this 
year ruled in this branch of trade, is shown by the fact that during 
the eight months ending with August last, the exports attained à 
value of £2,389,228, as compared with only £686,825 in the first 
eight months of 1899. 


Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTBD. REPAIRED. 
BovTH AMERICAN :— 
Cayenne-Pinheiro .. i T M .. Oct. 11, 1899 xs 


Pará-Maranham ee oe oe oe March 1, 1900 ee ee 
Ceará-Maranham ce ee eo ae ee Feb. 20, 1900 ee ae 


West INDIES :— e 
Mole 8t. Nicholas-Cape Haitien.. as .. March 6, 1900 


Latakia-Cyprus ee . 9 ees ee ee June 20, 1899 е ө ee 
Bt. Louis (Senegal)-Bathurst sa T .. Aug. 25, 19000 "T 
Tarifa-Tangier ec г °з ae ee Jan. 8, 1900 ee ee 
| LANDLINES :— 
CHINESE :— 
Tientsin-Pekin js s es Vs .. June 12, 100 "T 


Pekin-Kalgan.. es ae ° 0 ee ee June 14, 1900 ee ee 

Kalgan-Maimatchin ©» э T" .. June 80, 1900 

Tientsin, via shanghai  .. is ae .. June 16, 1900 

Tientsin-Niuchwang 29 55 ге .. June 18, 1900 

Saigon-Bangkok  .. xs 62 ws .. Bept. 7, 1900 
SOUTH AMERICAN :— 


Communications with all offices of Columbia 
beyond Buenaventura .. v ae .. January 22, 1900. . т 
Ecuador landlines .. а S" zs .. March 18, 1897 .. 
Landlines south of Macahé (Brazil) ае 2 
Landlines south of Serena T i .. July 90, 1900 А 
Communication “via Hanekine" interrupted А 
on Persian territory is - vs .. Feb. 24, 1900 .. 
SInE RIAN 
Irkoutsk-Werkhne-Oudinsk 


du Sept. 7. 190 


97 


.. Sept. 8, 1900 Sept. 8, li« 
T » Tm А .. Sept. 12,1900 .. EN 

Telegraphists at the Trade Union (Cougress.—T 
telegraphists, in common with the sorters and postmen, have bw 
represented this year at the Trades Union Congressat Hudderstic 
Last week, Mr. Garland (London Postal Telegraph Clerks’ Assur 
tion) moved a resolution urging upon the Postmaster-Generi | 
necessity for a thorough investigation of the causes of mortality a 
sickness among telegraph clerks, and the publication of tie i 
details of such investigation. The motion further declared that : 
practice of compulsory and excessive overtime iu the Post Otlet 
injurious and unjustifiable; that the system of fines for misce: 
is extremely harsh ; that the Factory Acts should beso amendeu 


| 
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to include all Government buildings, and that these, together with 
all other causes of discontent among postal and telegraph workers, 
ibould be inquired into by a Select Committee. . 

Mr. Cheeseman (London Fawcett Association), seconded the 
metion, Which was supported by Mr. Churchfield (London Postmen's 
Federation), and adopted. 

Mr. Hall (Liverpool Postal Telegraph Clerks) moved that the same 
rights of combination as are enjoyed by other trade unionists should 
te granted to Post Office employés. 

Mr. M'Laren (Glasgow Postmen's Federation) seconded the 
motion, which was supported by Mr. Clery (Fawcett Association) 
and Mr. Steadman, M.P., and agreed to. 

On Saturday last a crowded meeting of postal and telegraph 
workers was held in Northumberland Street Schoolroom, Hudders- 
jield, under the auspices of the Joint Federation of Postal and 
Telegraph Associations (Huddersfield branch). The chair was taken 
br Sir James T. Woodhouse, Kt., M.P., who was supported by Mr. 
W.C. Steadman, M.P. The speakers were Messrs. C. H. Garland 
London), C. E. Hall (Liverpool), W. E. Clery (London), W. B. 
Cheesman (London), A. Maclaren (Glasgow), C. Churchfield 
London’, and J. H. Priestley (Huddersfield). The following reso- 

zutions were passed unanimously amid much enthusiasm :— 

That this representative assembly of postal and telegraph emploeyés diligently 
support every constitutional method of securing the removal of departmental 
regulations cartailing our civil rights, and that we further declare our inten- 
tion to ose every legitimate means of obtaining а re-bearing of our grievances 
ty an independent and impartial committee of inquiry, whose findings we 
саа сыч to loyally accept. 

is joint meeting of the Postal and Telegraph Associations hereby expresses 

ш disappointment at the unsatisfactory reply of Mr. Hanbury, under date of 
June find, to the memorial forwarded to the First Lord of the Treasury and 
rgsed by a majority of members of the House of Commons, and reiterates its 
determinatio з to support the deferred pay movement until a satisfactory settle- 
ment has been ob‘ ained. 

That this mass meeting of Postal and Telegraph employés hereby records its 
appreciation of the services of those M.P.'s who have so consistently supported 
rat legitimate claims for consideration during the Jast Session of Parliament, 
Xith which we especially desire to couple the name of the hon. member for 
тегу (Mr. W. C. Steadman). 


Tunbridge Wells Telephones.—At a meeting of the 
Tewn Council on 5th inst., tenders were accepted for the installa- 
tin of a telephone service. The scheme also provides for a service 
to the surrounding villages. It is estimated that the initial cost of 
the installation will be £9,000, and the annual cost of working 
ut £1,000. 


Underground Wires.—At the recent meeting of the 
A«ciation of Chambers of Commerce in Paris, according to the 
Nendard, a motion by Mr. Hayward, of Dover, in favour of con- 
recting lightships and isolated lighthouses with the shore by means 
uf wireless telegraphy was unanimously passed, as was also a pro- 
zatien of Mr. Hemrych, of Liverpool, having reference to the 
desirability of iucreased efficiency and economy in the telegraphic 
cummmnication between the different parts of the Empire. Mr. 
mjcested to urge upon Her Majesty's Postmaster-General the great 
‘wpurtance of the necessity that exists for connecting, by under- 
mund wires, the chief commercial towns and seaports, so that the 
‘ery serious losses arising through the interruption of the present 
“stem by gales of wind and snowstorms may be avoided in future.” 
He said it frequently happened after a severe gale in the Midlands 
tbat the North of England was cut off from the South, owing to 
the breakdown of the overhead wires. These stoppages sometimes 
lated five days and the loss to trade was enormous. To reach 
Cardiff, he had been forced to send a message to Glasgow, from 
where it was transmitted to the North of Ireland; it next journeyed 
т Dublin. and finally reached Cardiff by the Southern cable. On 
‘Aber occasions, to reach London they had to send messages to 


Nothnmberland, where the Danish cable landed. Having been 


“ш to Denmark, the telegrams were re-trausmitted to mid-Europe 
4 then across the Chaunel to London. The Treasury and the 
Abense, he was aware, blocked the way, but commercial necessities 
2-mauded the underground wires. Mr. Cooper, of Dundee, who 
wid that, in winter they were sometimes cut off from communication 
“ith theyworld for four days, seconded the resolution, which was 


al- pted 


CONTRACTS OPEN AND CLOSED. 


, 


ОРЕМ. 


Я Aberdeen.—September 29th. The Electric Lighting 
ommittee wants tenders for two 200-Kw. direct coupled continuous 
„ and one 120-Kw. balancing set; one 420-Kw. 
т u enerating set. i і " ial 
Xo нар g ea g set. All Willans engines. See Official 
E Brighton,—October lst. The Corporation invites 
zaders for electric motor cars, steel rails, fishplates, &c. See 
Official Notices " September 14th. 
Brussels.—September 19th. The Council of St. Jilles, 
Bruxelles, invites tenders for the installation and the 
5 of supply upon a part of its territory. Conditions 


and | S 
Si a francs at the office, No. 14, Parvis St. Jilles, 


Budapest.—October 15th. The Hungarian Minister 


+ Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interur complete in all 
"pecte. See “Official Notices August 3rd. = * 


Гїшшшет, of Liverpool, moved :—“ That the Executive Council be 


Tenders are wanted 


Copenhagen.—September 19th. 
See “ Official 


for two steam boilers for the electricity works. 
Notices " August 31st. 


Dublin.—October 4th. The Electric Lighting Com 
mittee wants tenders for the supply and laying of maius and acces- 
sories. See “Official Notices" August 31st. 


Dundalk. — September 18th. The Urban District 
Council invite proposals fora transfer of their clectric lighting order 
for the purpose of supplying electricity for public and private 
lighting and energy for manufacturing purposes within the urban 
district of Dundalk. Full particulars at the office of the Borough 
Surveyor, Town Hall, Dundalk. 


Eastbourne.— October 4th. The Corporation wants 
tenders for a water-tube boiler and fittings, 400-Kw. steam 
alternator and switchboard. See “Official Notices“ September 7th. 


Fulham.—September 25th. The Vestry invites tenders 
for plant for unloading and storing coal at the electricity works. 
See ‘Official Notices " to-day. 


Glasgow.—September 28th. The Corporation are pre- 
pared to receive tenders for the supply aud fitting up of the power 
station piping required at Piukston. Specifications, &c., on applica- 
tion to Mr. John Young, general manager, 88, Renfield Street, 
Glasgow. A bank draft for five guineas, payable to the General 
Manager, must accompany each application for specifications. 


Hackney.—October 3rd. The Electric Lighting Com- 
mittee wants tenders for electricity supply maius. See “ Official 
Notices " this week. 

Hampstead. — September 27th. The Vestry invites 
tenders for eight marine boilers, piping, feed-heater or detartariser, 
fuel economiser, aud tauks. See Official Notices” August 24th. 


Hull.—September 27th. The Corporation wants tenders 
for certain steam and water pipes, pump, water softener, &c., for 
electricity works. See ‘Official Notes” August 24th. 


London.—September 24th. The L.C.C. is inviting 
tenders for the supply of maius for the installation for the Victoria 
Embankment and Westminster Bridge. See Official Notices“ 
August 31st. 


London County Couucil.—September 22nd. Tenders 
are wanted for boilers, engines, dynamos, &c., at the Horton Estate 
Epsom, Surrey. See Official Notices" August 10th. 


Luton.—September 14th. The Town Council invites 
tenders for watt-hour and demand meters. See “Official Notices " 
August 3rd. 


Manchester.—September 18th. The Tramways Com- 
mittee wants tenders for two steel boilers for heating, cast-iron pipes, 
rubber rings, bolts and nuts, steel stanchions, aud 100 car trucks. 
See Official Notices“ September 7th. 


Mexborough.—September 15th. The Council wants 
tenders for a Lancashire boiler, two 50-kw. dvnamos, balancer and 
boosters, feed heater, aud pump, switchboard, battery, mains, crane, 
and adapting the street gas lamps for electric lighting. See 
“Official Notices” August 31st. 


Nelson.—September 18th. The Gas and Electricity 
Committee wants tenders for the supply of electric light cable. See 
“ Official Notices" September 7th. 


Perth, — September 15th. 
tenders for direct current meters and cut-outs. 
Notices” August 31st. 


Plumstead,—September 19th. The Vestry wants tenders 
for boilers, refuse destructor, steam fittings, economiser; steam 
piping, pumps, &c., &c.; steam generators—two 300-IH.P.; two 
150-rH.P.; and one 100-rH.P.; condensing plant, cooling tower, 
&c.; switchboard; battery; traveller; maius, meters, arc lamps 
and posts, &c. See “ Official Notices " August 10th. 


Salford.—October 2nd. The Cleansing Committee of 
the Corporation wants tenders for a two or three-cell refuse destructor. 
Also for a six-cell destructor on the forced or accelerated 
draught principle, together with necessary boilers, &c. See two 
* Official Notices " August 31st. 


Sheffield.— October 6th. The Corporation wants tenders 
for two two-phase steam alternators and exciters of 600 Kw. each, 
and the alteration of present single-phase plant to two-phase plaut. 
See ' Official Notices” to-day. 

Suffolk.—October 5th. The Visiting Committee of the 
County Lunatic Asylum wants tenders for the wiring and fitting of 
the County Asylum at Melton for electric lighting. See 
“Official Notices this week. 


Sunderland. — September 21st. The Corporation wants 
tenders for triple expausion high speed, direct current dynamos, 
Lancashire boilers, feed pumps. See Official Notices“ August 31st. 

Walthamstow, — September 25th. The Council is 
inviting tenders for gas plant, gas engines, dynamos, switchboards, 
boosters, balancer, and measuring instruments. See Otlicial Notices” 
August 31st. 

Whitehaven.—October 13th. Tenders are wanted for 
the supply and erection of a switchboard at their electric lighting 
station. See “ Official Notices” this week. 


The Commissioners want 
See Official 
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Wrexham.—Tenders are wanted for a dynamo and three 
electric motors, &c., to drive centrifugal pumps. See our advertise- 
ment pages August 31st. 


CLOSED. 


Bradford Workhouse.— The Board of Guardians has 
decided to accept the tenders of the following firms:—For No. 1 
Section, C. A. Parsons & Co., £900: No. 3 Section, Electrical Power 
Storage Company, £1,025: No. 4 Section, G. A Steinthal, 4308; 
No. 5 Section, G. F. Cook & Co., £613; for steam separator and 
steam trap, C. A. Parsons & Co., £20. 


"- Cardiff.—'The Lighting Committee has accepted the 
tender* of the British Insulated Wire Company for high tension 
cables at £607. 

London, —At Tuesday's meeting of the City of London 
Union the tenders were opened for the installation of electric 


lighting at the board's offices in Bartholomew Close, E.C. Four 
firms were invited, toltender, with the following result :— 


J.O.Grant .. is bs ex -— T $5 ,.4549 7 0 
Newsome, Pinching & Walton .. bu e a .. 480 0 0 
William Henth = E - Y" E" ks .. 624 0 0 
Edward. Leaf  .. Р * .. 545 10 0 


Thegtender of Messrs. Newsome, Pinching & Walton was accepted. 


Nuneaton,—The contract for the supply of storage battery, 
required tby ithe: Nuneaton and Chilvers Coton Urban. District 
Council for their electric lighting extension, has been placed in the 
hands of the Hart Accumulator Company, Limited. 


Roumania. — The Roumanian Post and Telegraph 
authorities in Buda-Pesth recently invited tenders for the supply 
ofi 40 tous of galvanised steel wire 2 mm. diameter. Messrs. 
Richard Johuson, of Manchester, succeeded in submitting the lowest 
oiler, quoting 699°8 francs per metrical ton. 


NOTES. 


Steam Engine Records.—Prof. Ripper advocates con- 
tinuous recordirg of steam engine performance by means 
of his new indicator. He advocates more frequent and 
systematic examination of daily working conditions, and 
thinks thege results should be visible and recorded. This, 
of course, can easily be done by his throttling indicator 
or steam gauge with an autographic record similar to the 
Bristol pressure recording gauge. He instances the applica- 
tion of his mean pressure indicator to the engines 
of the new ship Saronia, which has two sets of 
quadruple expansion engines, and had one instrument 
fitted to each cylinder of one set. "The results, com- 
pared with ordinary indicator diagrams taken throughout 
the trial are almost identical, showing a mean effective 
pressure of 40 lbs. referred to the L.P. cylinder. The 
Professor has devised a board of scales and pointers on 
which at any time the mount of a pointer to the figure 
recorded by the instrument for each cylinder points to the 
equivalent pressure referred to the L.P. cylinder, and the 
figures are added. up easily to the L.P. equivalent. He 
also furnishes other rules for ascertaining steam consump- 
tion on varying loads as well as pointing out the conditions 
under which his instrument fails in accuracy. Locomotives 
and non-condensing compound engines present most diffi- 
culty, owing to high compression. What is wanted, how- 
ever, is some instrument that will continuously measure the 
discharge from a surface condenser. It is not absolutely 
necessary that it should measure it positively so much as rela- 
tively, so as to produce a curve on a moving ribbon that 
could be laid parallel with, say, the record from the ammeter. 
Some such record as this is most desirable to show the 
influence from time to time of the variation of load on a 
power station. The effects of overload and of underloads 
would be apparent, and the economical load would be quickly 
ascertained, and might lead to great modification in engine 
design. Possibly some gauge could be contrived on the 
principle of measuring the velocity of outflow of a jet of 
water from a pipe, the height in which would be maintained 
in accordance with the amount of water flowing to it from a 
surface condenser ; the outflow velocity being measured by a 
Venturi meter. For an electric plant. the engine power is 


Electric Trams and Suburban ludustries.—In the 
recently-issued annual report of the chief inspector of 
factories (says the Hospital) there is a bit of information in 
regard to the effect of the tramway system in lessening 
centralisation, and consequent overcrowding of both popula- 
tion and industries, which is of much importance. People 
are apt to regard the introduction of tramways, so far as it 
touches the question of overcrowding, merely as a means of 
enabling the city workers to live in the purer air of the 
suburbs far away from their work. We, however, have 
always maintained that if once cheap and rapid inter-com- 
munication were established, not only would the people be 
drawn to the outer ring, but that many of the industries 
would go there also, taking advantage of the cheaper labour 
to be found in the suburban districts. This is just what 
seems to be happening in Bristol. The factory inspector of 
that city says that, owing to the enterprise of the tramway 
company in extending their electric system of lines into the 
suburbs, a revolution is being rapidly effected in the domestic 
life of the workpeople. Several firms, such as manufacturers 
of tobacco, clothing, corsets, ropes, &c., have already built 
fine modern factories on the outskirts €f the town, and round 
these factories have sprung up rows of neat cottages, in some 
cases built and owned by the factory proprietors, who rent 
them to the workpeople. Here the people live in pure 
air instead of being cooped up in the narrow 
streets of the city, and yet, thanks to the tram- 
ways, they stil have the advantages of city life, 
so far as regards shops, Ke. Workers in the city 
also have the advantage of being able to sleep in the 
suburbs. Altogether, says Mr. Maitland, the inspector, fes 
modern inventions have conferred greater benefits on the 
workpeople than have electric tramways, and if throughout 
the country, and especially in and around large cities, 
electric tramways receive the encouragement they deservi 
they may become an important factor in the solution of the 
overcrowding problem. These are our sentiments exactly. 
We do not limit, as some would, the benefits of the tram- 
ways to the mere faciities they would offer to the city 
worker in the way of having his home in the suburbs. The 
far greater benefit which will result from the extension of 
the tramways will be that the towns themselves will spread 
out. With the increased facilities of imtercommunication 
between one part and another, the tendency of the industries 
as well as of the people to crowd into the centre will | 
greatly lessened. It is nonsense to hold that health can 
only be maintained in the country. If towns were opened 
out enough they might still be healthy, even though they 
might be what are called “manufacturing towns“ from end 
to end. 


Caleium Carbide, — The Financial Times says that 
the report of the Chamber of Commerce for Lorrach and 
Waldshut states that in consequence of the recent establish- 
ment of numerous works for the manufacture of carbide o! 
calcium for acetylene gas lighting purposes, the production 
of the material now meets the demand in Germany. Itis 
estimated that the output of calcium carbide on the 
European Continent alone will amount to 100,000 tons 
per annum during the next few years. 


Personal.—Mr. W. H. Eccles and Mr. C. F. Smith have 
been respectively appointed to the posts of senior demon- 
strator of physics and senior demonstrator of electrical 
engineering at the South-Western Polytechnic, Chelsea. 

On Monday last the employés of the Watford Electricity 
Works presented Mr. H. Turnbull with a gold mounted 
malacca walking stick, as a mark of respect before his leaving 
this country for America, 

Mr. Arthur B. Child, A.I.E.E., has been appointed engi- 
neer and manager to the Galway Electric Company, Limited, 
in succession to Mr. Leopold Heath, A.M.I.E.E., who has 
joined the staff of the British Thomson-Houston Company. 

Mr. J. Н. Cawthra, chief assistant electrical engineer 10 
the lighting department of the Leeds Corporation, hus beeu 


not so very important. It is desirable to know its water appointed borough electrical engineer to the Corporation of 
consumption unloaded and at all states of load, but once the Swansea, at a salary of £300 per annum. Mr. (Сатіи. 
overall plant efficiency is known, the output in amperes is Mr. P. J. Pringle, resident electrical engineer at the Brust 
quite sufficient for purposes of comparison with the water station at Wandsworth, and Mr. S. G. Britton, of Barking. 
consumption, were the selected three out of 76 applicants. 


rey 
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\ight Lights in the Navy.—The sights which are used 
for the quick-firing guns in the Navy at night time consist 
of tiny little electrie lamps which throw a beam of light on 
toa small reflector on the actual sight itself. The sights are 
disaguished by means of their colour. Thus the near 
кш is covered with a small screen of red glass. The cur- 
rent is maintained by means of a three-cell agglomerate 
bock Leclanché battery with a switch of varying resistance. 
When properly manipulated the light is supposed to con- 
ше for two hours, but as the switch is controlled by the 
captain of the gun, great supervision is necessary to keep 
nm from switching off all the resistance at once and 
mmning the battery down too soon. Were the resistance to 
vary automatically, instead of being at the mercy of the 
eptain of the gun, who, by the way, is поб necessarily an 
electrician, there would probably be far more satisfaction got 
out of the battery. 


International Association of Municipal Electricians 
of America.— The secretary informs us that the fifth 
ашша] meeting of the above Association, to be held on the 
2th—27th inst., is to be “the most profitable and interest- 
ug assemblage " in the history of the Association. It will 
b: held at Pittsburg, and Mr. M. W. Mead, chairman of the 
Executive Committee, and superiutendent of the Pittsburg 
Boreau of Electricity, is straining every effort to make the 
owmvention a success, With thoughtful care the free use of 
‘ie telephone and telegraph services, special railroad terms, 
and special accommodation at the leading hotels, have been 
armaged for on behalf of the delegates, and a Ladies’ Recep- 
n Committee has been formed to ensure the comfort and 
entertainment of their fair relatives ; trips by trolley car and 
"emboat have also been organised in advance. Evidently 
е municipals are going to have a real good time! 


British Institution of Draughtsmen.—On the 
rth inst. the members of the Manchester branch visited 
Blackpool for the purpose of viewing the electric light 
tation and the generating station of the Blackpool and 
Fieetwood Tramroad Company. The former was especially 
interesting owing to the various types of generators employed. 
lt was noticed that extensive alterations are in progress, 
cluding what promises to be an unusually large chimney 
sack. The members were much indebted to Mr. Robt. C. 
(Quin, the electrical engineer, for his kindness. The 
nnerating station of the Blackpool and Fleetwood Tramroad 
прапу was also interesting. The visitors were received 
ty Mr. McMahon, who kindly explained the points of 
"ms. The plant consists of five combined sets of 
559 KW. each, by Mather & Platt, and has run since its 
icatallation without any mishap. 


‚ Application of Electricity to Tree Felling.—It 
ане advisable to cut down a large elm tree at the Illinois 
Central Hospital, and as the cross-cut saw provided was not 
“ag enough, someone suggested to the electrician of the 
piace to “ electrocute ” the tree. Subsequently the engineer 
*coming interested, provided а small dynamo for regulating 
the voltage, and by taking current from the supply mains 
throngh à 20-foot length of No. 16 iron wire, raised it to a 
bricht cherry heat. The wire was given a slow to and fro 
"tion, to admit air enough to burn the wood after the 
dire had been evaporated, and the tree was felled in 
© hours and 10 minutes, Current, 120 to 135 amperes ; 
"okage, 80 to 115. 


Fatal Accidents.—The body of Н. Halliwell, recently 
*PPeinted sub-engineer of telegraphs at Dublin post office, 
"s found in the Liffey last week, the deceased having 
'PParentlv fallen into the water. 

A passenger by the Waterloo and City Railway, Geo. C. 
Loras, slipped off the platform at Waterloo and fell in front 
~ one of the trains, which passed over him. Terrible injuries 
“we received, rendering amputation necessary, and death 
“wk place 48 hours after the accident. 


Prof. Tyndall's Electrical Apparatus.—On Septem- 
>r 22nd several lots of electrical appliances, formerly the 
property of the late Prof. Tyndall, are to be offered for sale 
“у auction at Andover, Hants. Some particulars are given 
a an “Official Notice“ this week. | 


General Election Notes,—Mr. Emile Garcke was spoken 
of as the probable Liberal candidate for Swansea borough 
at the next election, but he has contradicted the report, 

Sir James Pender will be opposed by che Rt. Hon. 
C. R. Spencer, who will be the Liberal candidate in Mid- 
Northamptonshire. 


„The Engineering Times.“ — The August issue of this 
journal (25.), which is devoted exclusively to the Paris 
Exhibition and its engineering exhibits, has gone into а 
second edition, Separate articles which, on the whole, are 
well illustrated, deal with such classes as railway plant, steam 
engines, wood-working machinery, oil engines, gas engines, 
electrical machinery, agricultural machinery, and so forth. 
Among the signed articles is one by Mr. Ernest D. Phillips 
on the Westinghouse electrical plant. The — electrical 
machinery exhibits are only given eight pages. Altogether 
we should think the number would be useful to those who 
are interested in the Paris machinery exhibits. 


Electric Railways in London.—The New York cor- 
respondent of the Daily Telegraph says :— 

According to Mr. Bernard M. Baruch, of the A. A. Housman 
Company, Mr. Charles T. Yerkes has purchased the franchise and all 
the rights of the Charing Cross, Euston, and Hampstead Railroad, 
aud has formed a syndicate of American capitalists to build a tunnel 
railroad under the streets from Charing Cross to Hampstead 
Heath; also an extension of two miles from Camden Road to 
Kentish Town. Mr. Yerkes's agents reported that the road, if built, 
promised good returns. Mr. Yerkes, on receiving the assurance 
that several friends in New York and Chicago would help him to 
finance the scheme, went to London and bought the company’s 
rights. Mr. Baruch said that the $12,000,000 needed to build the 
read would all be American capital. The road will probably have 
10 stations and four tracks, two for express and two for local trains. 
Electricity will be the motive power. It is estimated that con- 
necting railroads will bring the Charing Cross-Hampstead line 
within the reach of 150, 000 persons. 


Appointments Vacant.—4A shift engineer is wanted for 
the Rathmines Electricity Works; also one is required 
for the Halifax lighting and tramway station. — Nee 
Official Notices.“ 


Marriages.—On September 12th, at St. Thomas' Church, 
Coventry, the marriage was solemnised of Mr. Joseph Edward 
Dodds and Miss Etliel King, daughter of Mr. William 
Baldock, of Coventry. Mr. Dodds has supervised the laying 
of many thousands of miles of electric light and traction cables 
for the British Insulated Wire Company, Prescot. 

On Thursday last week, at Plymouth, Mr. E. G. Okell, 
assistant borough electrical engineer, Plymouth, to Miss 
E. M. Coleby. 


Cricket.—A mateh was played at South Tottenham on 
Wednesday last between the Engineer-in-Chief's Office and 
Controller of Stores’ Office, G.P.O. The latter won on the 
first innings by 21 runs. Scores: — Engineer-in-Chief's 
Office, 20 and 45 for two wickets; Controller of Stores’ 
Office, 50, of which Crisp contributed 23. 


Obituary.—The Melbourne Age for August 6th announces 
the death at Svdney of Mr. P. B. Walker, secretary and 
engineer-in-chief of the electric telegraph department, at the 
age of 60 years, 


NEW COMPANIES REGISTERED. 
Sherard Cowper-Coles & Co., Limited (67,126).— 


This company was registered ou September 4th, with a capital of 
£25,000 in £1 shares, to acquire the business now carried on by S. 
Cowper-Coles at Grosvenor Mansions, Victoria Street, and Wallis's 
Yard, Westminster, S.W., and to carry on the business of mechanical, 
consulting and electrical engineers, e ectriciaus, metallurgists, pro- 
ducers aud suppliers of electric light and power, iroufounders, 
smiths, tool makers, machinists, chemical manufacturers, chemists, 
&c. The first subscribers (cach with one share) are:—H. R. Braid, 
21, Esmond Road, Bedford Park, W., electrical engineer; E. G. 
Woodridge, 37, Upper George Street, Bryanston Square, W., clerk, 
H. Saver, 29, St. George’s Square, S.W., metallurgical engineer; 
H. Groome, 42, Grange Road, Ealing, electrical engineer; M. A. 
Hankey, 105, Marina, St. Leonards-on-Sea, electro-metallurgist ; 
F. S. Spiers, 20, Christopher Street, Finsbury Square, IL. C., electro- 
chemist; and C. E. Peczenik, 53, Portland Place, W., engineer. 
The number of directors is not to be less than three nor more than 
five. The first are the Marynis of Queensbury (chairman), W. B. 
Cowper-Coles (deputy chairman), J. Day, R. Steele and Samuel H. 
Cowper-Coles; remuneration, £300 per annum, divisible. 
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Electric Incandescent Lamp Regenerating Syndi- 
cate, Limited (67,160 — This company was registered on September 
8th, with a capital of £7,500 in £1 shares, to carry on the business 
of electrical engineers, manufacturers and contractors, and in par- 
ticular to acquire and turn to account certain letters patent, granted 
and to be granted, on the terms of an agreement between E. 
Cadett and W. H. Thompson, of the one part, and G. Holliugum, as 
trustee for the company, of the other part. The first subscribers 
(each with one share) are :—M. J. Cannon, 101, The Chase, Clapham 
Common, S.W., chemist; W. Thompson, 8, Dalebury Road, Upper 
Tooting, S.W., clerk; A. F. Edwards, 40, Lexham Gardens, S.W., 
gentleman; E. P. Richmore, Hampton Wick, gentleman ; H. Flint, 
9, Canterbury Road, Brixton, S.W., clerk: J. F. Aydall, Kelmscott 
House, Hammersmith, W., geutleman; and R. Kelley, 34, Woburn 
Place, Russell Square, W.C., clerk. The nymber of directors is not 
to be less than three nor more than seven; the first are to be 
appointed by the subscribers. 


Stock Exchange Notices.—Application has been made 
to the Committee to appoint a special settling day in and to grant 
a quotation to Eastern Extension, Australasia, and China Telegraph 
Company, Limited—Further issue of 50,000 shares of £10 each. 
The Committee has further been asked to allow the following to be 
quoted in the Official List: - Western Telegraph Company, Limited 
—4 per cent. debenture stock. 


W. T. Henley's Telegraph Works Company. Limited. 
The first batch of letters of allotment and regret for the recent issue 
of W. T. Henley’s Telegraph Works Company, Limited, ordinary 
and preference shares, have been posted. Both classes of shares 
were largely over subseribed for. 


W. T. Glover & Co., Limited, —Notice is given that the 
preference share transfer books will be closed from the 17th inst. to 


the 29th iust, both inclusive, for the preparation of dividend 
Warrants. 


Telegraph Manufacturing Company.—The transfer 
books will be closed as regards the preference shares from 15th to 
29th inst., inclusive. 


Commercial Cable Company.—The 
will be closed on 20th inst. until 2ud prox. 


transfer books 


TRAFFIC RECEIPTS. 


£ 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending September 8th, 1900, were £1,395 6s. vd.; receipts for corresponding 
period, 1899, 4 1,33 175. 2d. ; aggregate for half-year to date, £14,020 98. lUd. ; 
aggregate corresponding period of last half-year, £14,798 2s. 7d. 


The Bristol Tramways and Carriage Company.—The receipts for the weck 
ending 8epteniber'th, 1900, were £3,629 48. 10d. ; corresponding period, 1899, 
£3,697 128. 3d. ; decrease, £t8 тв. 5d. 


The Central London Railway.—The receipts for the week ending September 8th, 


1900, were £4,647; previous weck, £4,199; increase, £148. Total receipts 
to September Sth, 1900 (6 weeks), £27,475. Miles open, 6. 


The City and South London Railway Company.—' The receipts for the week 
ending September 9th, 1900, £1,487; September 10th, 1899, 4886; increase, 
£601. Total receipts for half-year, 1900, to date, £15,023; corresponding 
period, 1899, £9,139; increase, £5,564. Miles open, 1900, 42; 1899, 83 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Tbursday, September 6th, 1900, were £547 9s. 2d.; corresponding 
week last year, £495 9s. 8d.; increase, £48 19s. 11а, Total to September 6th, 
1900, £14,742 18s. 7d. ; corresponding period last year, £13,520 6s. 5d.; in- 
crease, £1,222 12s. 2d. 


The Dover Corporation Tramways.—The receipts for the week ending 
September 8th, 1900, were 4292 178. 8d. ; September 9th, 1899, £293 188. 4d. ; 
decrease, l6s. 1d. Total receipts to date, 1900, £7,416 9s. 4d.; corre- 
sponding period, 1899, £7,074 195. Od.; increase, £341 10s. 4d. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 5,152; 1899, 4,916. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, September "th, 1900, were as follows:—D. U. T. Co., horse cars, 
£33 14s. 0d. ; ditto, electric cars, £4,063 1s. 6d. ; D. 8. D. Co., electric cars, 
£1,138 118. 8d. ; total, £5.230 7s. 2d: corresponding week last year—D. U. T. 
Co., horse cars, £1,198 6s. 11d. ; ditto, electric cars, £2,311 68. 3d. ; D. S. D. 
Co., electric cars, £1,050 18s. 9d.; total, £4,560 6s. lld.; increase, £670 
Os. 8d.; aggregate to date, £50,985 158. 4d.; aggregate to date last year, 
446,808 Ss. 9d.; increase to date, £4,177 6s. 7а. The mileage worked is 
48 miles electrically, 1 mile by horses, as against 24 miles elec'rically, 
20 miles by horses, for the corresponding period last year. 


The Halifax Corporation Tramways.— The receipts for the week ending Sep- 
tember 9th, 1900, were £919; corresponding period, 1899, £750; increase, 
£169. Total receipts to date, 1900, £14,467; corresponding period, 1599, 
£14,852, increase, £4,115. Miles of track open, 1900, 164; 1899, 9. Number 
of cars, 1900, 29; 1899, 21. 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
September 9th, 1900, were 41,792; corresponding week last year, £1,614; 
increase, £178. Total trafrics from July Ist. 1900, £17,187 ; ditto correspond- 
ing period, 1899, £17,260 ; increase, £218. Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 
OxcE again have Stock Exchange markets recovered their wonted 
optimism. After so many weeks of languid business, the sudden 
accession of orders to the mining departments this week produced à 
better feeling in every department, with the result that prices have 


been marked up all round, the electrical sections proving no 
exceptions to the general rule. Only in two cases have we to 
chronicle a decline this week, whereas rises are fairly pleutiful It 
can also be taken for grauted that quotations, in many instances 
where no change is officially recorded, are really harder, and that 
the middle prices of a large proportion of stocks and shares alike 
can now be obtained by those desirous of selling. 


A strong impression is gaining ground in Stock Exchange circles 
that the markets are on the eve of much better business, which wil] 
naturally bring about a further advance in values. The prophesy 
has been so frequently falsified when made in the past that it is 
difficult to quite believe in it this time, but perhaps conditions at 
the present time are more in favour of an increase in business than 
they have been for some months. 


The feature of the electrical supply market is a new issue of 
shares that the Metropolitan Company is making. Shareholder 
are offered, pro rata, 150,000 shares at par, i.e., £10, the last day for 
applying being October 1st. The market is quoting these new shares 
at 2 to 24 premium, at which they are cheap as compared with the 
existing issue. Considerable discussion is going on as to when the 
new will rank on all fours with the old. The former will be fully 
paid in May next, and the assumption is that all shares will 
be on equal terms after the company pays its interim dividend 
next June. This, however, is challenged in some quarters, and 
expert opinion in the market is still divided on this point, 
which, of course, makes a good deal of difference in appraising the 
correet value of the new shares. 


After a long period of inanition, London Electric Supply shares of 
both classes are well to the fore again. The Ordinary are up }, and 
the Preference 4 since this time last week. It is stated that the 
company is full of orders and doing exceedingly well. Perhaps the 
recent change that has been made in the personnel connected with the 
London Electric is also not without its significance. The shares 
have come into strong demand, and the Preference—upon which the 
last dividend was not paid—are regarded as a favourable speculation. 
Smithfield Electrics found a buyer at £2 on Tuesday. 


On more than one occasion of late we have referred to the un- 
ostentatious buying of good class electrical and telegraph deben- 
tures, and the purchasers are still at work. City of London 5 per 
cents. are the latest to move, having been marked up a point. 
Eastern Telegraph Debenture stock is 2 to the good on the weet. 
and Eastern Exteusion Debenture has also risen 2 per cent. 


The American Telegraph Companies must undoubtedly be feeling 
the competition of the new German line very shortly, and the Stork 
Exchange has anticipated sellers by putting down Anglo “A” to 12, 
a fall of 4 per cent. This is only in accordance with the course we 
lately pointed out as likely to be taken. Direct United State: 
Cable shares are also weak, but the pre-Ordinary issues of both 
concerns are unchanged. Commercial Cable stock maintains its 
price, and the company may possibly benefit by the advent of the 
German competitor, the two boards having, we understand, arrived 
at an agreement between themselves. As regards other telegraph 
descriptions, Eastern Ordinary has advanced sharply on purchases 
for account of investors, and the 34 per cent. Preference stock has 
risen to a shade over par. “Chinas” show an officially recorded 
rise of 5s, dlthough there are buyers at better quotations tha: 
would appear from the list price. 


There is a noticeable disposition towards revival in the prices сї 
the West Indian Telegraph securities, which have been dormant for 
some time past. West India and Panama issues are wanted. On 
another Continent some attention is being directed to the Wesi 
African Telegraph Company, the 5 per cent. Debentures of whieh 
are quoted at 983. The recent Ashanti expedition has swollen the 
company's receipts, which have also been assisted by the war in the 
Transvaal. Under these circumstances, the Debentures do not lock 
dear, although the price has been put up 1 per cent. since last week. 

Henley's fail to wholly pick up the loss that they registered upon 
the issue of new capital, but they are 10s. better on the week. The 
latest shares—of which we urged allottees to buy more a week ayo 
at the then price of ; prem.—are now 14 prem. and we do not 
consider them worth selling yet. Calleuder's Ordinary area better 
market than they look, but the Preference are 5s. down. Edison 
and Swan Second Debenture stock, £70 paid, is quoted at 68 to 72. 
Dealings in it are of limited proportions. 


The railway and traction markets are very quiet. Centra 
London divided shares command £5, and the old are saleable at 
103. City and South London stock is unchanged. British Electric 
Tractions are steady. Anglo-Argentine Trams slipped hack to 32. 
but recovered to 4. Buenos Ayres and Belgrano A shares are о. 
Middle Calcutta Tramway shares are harder, and this market is, 
speaking generally, a good one. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Stock ї реА Bide Business done 
or Dividends for week ended 
. Share. the last three years. Beebe: oth. KT * 12th. 
1997. | 1898. | 1899. |Highost. | Lowest. 
African Direct Telegraph, 4 95 Debs. - se | LOO] ... m e. | 99 —103 99 —103 
Amazon Telegraph 5 % Debs., Nos. 1 to 1, 250 Red. 100 ... gis e. | 85 — 90 85 — 90 
Anglo-American Telegraph ... * Stock 3 £3 9s. 73/6 | 58 — 61 58 — 61 Sas si 
Do. do. 69 Pref. ... ... Stock 6 6% | 6 9, 1104—1114 1103 1114 | 111} | 110} 
Do. do. Deferred esse wes [Stock]... 88. 911 78. 124— 123 | 119— 12] 121 | 11H 
Chili 1 Nos. 1 to 44,000 ... e sil is 5 4 3 4 24— 33 2à— 33 bike vis 
Commercial Cable 100 8 8 165 —175 165 —175 C. ДЕ 
Do. do. Sterling 500 year 4 E Deb. Stock Red. Stock| ... dos 101 —103 101 —103 103 | 102} 
Cuba Telegraph j — 1107 8 7 Ф| 65— 73 64— 7} 712 
Do. 10 96 Pret. - PR T m € ven 10 10 10 15 — 16 15 — 16 
Direct AS i Telegraph | si Я 5 4 4 és 4— 5 4— 5 
do. bs j Cum: Pret. s I 5 10 ius jid 9 — 10 9 — 10 
Do. do. 64... 50000. 100 —10495 100 —104 $ ... | 
Direct United States OE iss .. 20 34% | 38% 3 9 | 11 — 114 | 102— 11} 11 
Direct West India Cable, 4 W Reg. Deb. 100 99 —102 99 —102 "E 
Eastern Telegraph, Ord. S a ue . . Stock 7 | 7 96 7 E: 146 —151 149 —154 1503 148 
Do. 34 Pref. Stock ч Keg . 1100 | ... zs |97 —100 | 99 —102 1004 | .. 
Do. "Mort. Deb. Stock Red. Stock 4 o |] o. 112 —117 114 —119 |1158 1142 
tern Extension, Ааа and China Telegraph ... | 10 7 7% |7% 144—154 | 15 — 15} 143 
5% (Aus. Gov. ‘Sub.) Deb., 1900, red. ann. 
87 777) ¾m 8 
: . Qrgs,reg.1—1, 049, 9,976—4, 326 
28.600 FEDO. LAN : Bearer, 1,050—3,975, 4,327—6,400 100 | 5 ЖЕ "Eme e. — а. "T - 
Do. 4 % Deb. Stock ... $ . . Stock 4 кез . . M11 —116 |113 —118 115 114 
Eastern and South African Telegraph, 4 % Mort. Deb. j | = 
00,0007 Nos. 1 to 3,000, red. 1909 100 885 ne . | 99 —102 99 —102 pov 
300007 Do. 4% Reg. Mt. Debs. (Mauritius Sub.) 1—8,0. 000 25 | ... 2 100 —103% 100 —103% | .. 
а Globe Telegraph and Trust ... 10 | 44% 52 5195 11 — 114 | 11 —114 1145. ше 
Do. do. 6 % Pref. 20. o] 10|6% |6 142— 151 | 149— 154 | 153 15 
100000 Great Northern Telegraph, of Copenhagen. 10 10 9$ 124 32 — 34 32 — 34 baat, he” Sek 
Halifax and Bermuda Cable, 44 Ist Mort. Debs., d 
84,300 within Nos. 1 to 1,200, Red. ) 100 ae 8 98 —101 98 —101 ; ve 
17,000 | Indo-European Telegraph  ... . | 25 10 & 10 % |10 Ф | 51 — 55 51 — 55 523 52 
100000 J London Platino-Brazilian Telegra 6 % Debs. ... | 100 | 6 - .. 1103 —106xd|103 —106 i Р 
72,680 | Montevideo Telephone, Limited, graph, € Nos. 1 to 72, 680 . 10 pa ms + 4 — 3 А 
86492 Do. do. do. 5 96 Pref., Nos. 1 to 86, 492 114 e 4 $ 24 $— 1 — 1 i 
490,000 | National Telephone, 1 to 490,000  .... е 516 6 5 48— 4j 4— 44 4 43 
Do. 6 Cum. 18 Pref. ... 987 ae 10 6 6 6 13 — 15 13 — 15 144 А 
ро. 6 V Cum. 2nd Pref. ... 10 16% 6 6 13 — 15 13 — 15 st 
Do. 5 95 Non-cum. 3rd Pref., 1 to 250,000 5 5 ф 5 6 5 — 5} 5 — 5 5.3, 
Do. 34 % Deb. Stock Red. | Stock 34% | 34% | 34% | 98 —101 | 98 —101 994 | 984 
Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 115 5 5 i— 14 — 1 
100,000}; Pacific and European Tel., 4 % Guar. 1 Debs., 1 to 1,000 ... 100 4 | .. | .. 100 —103 100 —103 
Reuter's .. : 17 85 55 |5: 7à— 8 74— 8 
Submarine Cables Trust ке s en - ..[OCert| ... is .. 125 —130 |125 —130 
United River Plate Telephone vs 5 5 6 7 95 | 42— 53 47— 5 
Do. do. 5 V Cum. pret. 3 Nos. 1—16, 639 D ous NE d 4— 5} 49— 54 
Do. do. 5 % Debs. . T .. Stock DN .. 104 —107 104 —107 
West African Telegraph, б 95 Debs... soa 100 sus ea .. | 96 — 99xd| 97 —100 
West Coast of Amcrica, Nos. 1—30 ‚000 and 53, 001—58, 008 233 е TT i— 1 i— 1 
Do. do. 4 % Debs., 1—1 500 gua. by Braz. Sub. Tel. | 10 DA .. | 99 —102 99 —102 
Western and Brazilian Telegraph 4 % Deb. Stock Red. ... Stock T du dices aue ес ss Sin 
Western Telegraph, Ltd., Nos. 1—207,930 . es 10 7% 7. 142— 153. | 149-153 15% 14% 
Do. do. 5 % Debs. 2nd series, 1906 100 ка . . 103 —106 103 —106 NS MS 
West India and Panama Telegraph .. ..| 10) 2% 12% | &% 1— 3 1— 1 sie 
Do. do. do. 6 Cum. 1st Pref. ` 10 | 6 ke Ку 64— 72 64— 74 74 
Do. do. do. 6 95 Cum. 2nd Pref. . 10 | 6 s e 5— 6 51— 64 T 
Do. do. do. 5 % Debs., Nos. 1 to 1,800 100 5 9$ 103 —106 104 —107 | 


ELECTRICITY SUPPLY COMPANIES. 


19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., jor ы ды 5 | 4% 69% | 695,1 7— 8 7— 8 | Bis 
12000 Do. do. Cum. Pref... 5 7 is d^ uo ae: 9$ | 841— 9 
ыо Charing Cross and Strand Electricity Supply . 5 7 5 18% 951 9 — 10 9—10 | .. 
do. do. do, 43% Cum. Pre 55... 52 51— 558 
Er "Chelsea Electricity Supply, Ord. 5 6 6% 6% 64— 72 | 64— 7 — 
Do. do. Ф Deb. Stock Red. ... Stock 43 108 —111 108 —111 110 
6000 City of London Electric Lighting, Órd. 40,001—100,000... | 10 10 695,|495,| 7àÀ— 8$ | 8— 9 88 | 84 
40,000 | po. 1 1 to 40,000 10 6 12 — 13 | 12 — 13 12g | 123 
400,000 ; Deb. Stock, Scrip. (iss. at £115) all paid 5 123 —128 |124 —129 128 | 126 
40,000 быш, of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | ni | nid |495| 8§— 9% 83— 93 
30,00] По. до. до. 6 % Pref., 40,001—60,000 | 10 6 95 |6% 11— 12 11 — 12 
200,000; Do. 43 % Deb. Stock, Prov. Сегіз (all paid) Rd. E 107 —110 [107—110 
38,100 | Edmundson's Elec. Corp., Ord. Shares wl 55% 7X. . | 4— 5 44— 5 
76,000 Do. do. 44 % 1st Mort. Deb. Stock... | 100 | ... |... |... | 99 —109 | 99 —102 
110,000 | London Electric Supply Corporation, Limited, Ота. ... 3 1 — 1 li— 1i 
49,540 Do. = do. do. 6% Pref.| 5 6% 3— 44$ | 4— 5 
960,000; Do do. 4% 1st Mt. Db. Stock Rd. Stock. .. |99 —101 | 99 —101 PE M 
65,000 | Metropolitan Bloc 38 ly, 101 to 62,500 es 10 d 5 * 5% 14 — 15 | 14 — 15 15 | 14% 
230 000: Do. Fist Mortgage Debenture е Stock i ш —114 111 —114 ME Gee 
220,000 Do. si Mort. Deb 85. Stock Red. . 2: Stk — 98 96 — 98 973 
6,452; Notting Hill Electric Lighting due a | 10|6 1 — 153 | 144— 153 e 
40,000 | St. James’s and Pall Mall Electric Light, Ord. 0 5 3 144 Y — n 14 — 15 143 | 148 
1250 | Do. do. 7 Y Pref., 20,081 to 40,080 — 8 — 9 85 
| Smithfield Market Elect. Supply; Ord. ке Т 2— 24 2 
50,000. Do. do. 4 Deb. ENS n — 95 | 85 — 95 | 
65,000 ! South London Electricity Supply, O: - 5 E — 4.| 3— 4 T 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. xw ab » % 12 % 13 12 — 13 12 — 13 | 124 12 
| | 
Su to Liv 1 Stock Exchan 
$ Unless — e fully paid. L rue id in al dd — warrkn te. profits being used ы capital. 
| aoe yop S D en ү of one year and the firat part of the next. 


- 


-- яше —-— 


3 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


50,000 | India-Rubber, Gutta-Percha and Telegraph Works 
300,000 Do. do. do. 4 95 1st Mort. Deb 


37,500 Liverpool Overhead Railway, Ord. 
10,000 f Do. do. Pref., £10 paid 
37,350 | Telegraph соо and Maintenance ... 


21 — 22 21 
101 —104 |101 


- -— vere Ф е -.-— 


— 22 
—104 


— 39 36 


Present NAME. | us Quotation "eek rg 
Issue. ; ee 5th. Sept. 12th.. | Sept. 12th, 1900. 
1899 Hig best, Lowest. 
65,000 | Aluminium shares, Nos. 1—65,000  ... 21— 3 2 3 8 és 
90,000 Do. 44% ist Mort. Deb. Stock Red. 96 —101 96 —101 ae 
30,000 | British Electric Traction е 141— 154 | 144— 153 15} 
50,000 Do. do. 6 % Cum. Pref. 12 — 13 12 — 13 1211 
200,000 Do. do. 5 % Perpetual Debenture Stock ... 193 —126 |123 —126 s 
85, 0007 F British Electric Works Co., Ord. £1 shares, 50,001 135, 000 8— 4 8s— 1 
| 50,000 1 Do do. 6 V Cum.Pref., 1— 50,000 а: f§— 1i — 3 
500 1 Do. do. 41 % 1st Mort. Deb. 97 — 99 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 jas 5 15 15 * 20 9 11 — 12 11 — 12 
27,500 Do. do. 6%, Cum. Pref. Nos. 1 to 27,000 D x sia РАР 52— 6} 53— 6} 2i 
90,000 Brush Elecl. Engiug., , 1 to 90,000 3| 3 5 1g— 1§ | 16— 1% E 
90,000 Do. Е пата 6 % Pref., 1 to 90,000 i 26 6 wis 24— 2ğxd| 23— 28 22, 
125,0002 Do. b. Stock .. [Stock] ... e . . 106 —111 xdj106 —111 eis 
50,000 Do. 5 d m Deb. Stock Red .. Stock 101 —103 101 —103 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000 b 124% 15 5 Ф 15 5 X 123— 134 | 124— 134 13 
20,000 Do. do. 5 % Cum. Pref... s 5 — 5 5 — 51 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... S ock .. {110 —114 |110 14 
213,533 | Central London Railway, Shares ios T .. | 10 . | 10 — 104 | 10 — 104 108 
61,033 Do. do. Pref. half-shares .. 5 eats 42— 5} 5 — 52 53 
71,447 Do. do. Def. do. 5 me 4à4— 5} 5 — 5} 5 
855,000 | City and South London Railway Stock 13 237% 14%] 57 — 60 57 — 60 59 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . 10 * 5 — 6 5 — 6 5% 
32,098 | Crompton & Co., Nos. t eie Rez. Deis, xx 3 6 / 715 38— 42 3i— 4 4 
Do. 5 95 1st Mo 0 
100, 000 2100, and 901 to 11 000 of £50 red ioi i аа — 99 —102 | 99 —102 
99,261 | Edison & Swan Utd. El. Lgt., “ А” shares, £3 pd. 1 to 99,261 5| 6 в 6 12— 23 12— 21 
17,139 Do. до, do. “А” Shares, 01017, 139 5 6 6$ 6 34— 44 | 3À— 44 
344,023 Do. do. do. 4% Deb. Stock Red 100 |... pad ... | 90 — 92 90 — 92 
112,100 | Electric Construction, 1 to 112, 100 ... 2| 6 Ф 6 6 * 12— 2i lj— 23 | 
25,000 Do. do. 7 95 Cum. Pref., 1 to 25,000.. 2] 7 7 s 22— 3 23— 31 
140,300 Do. do. 4% Perp. 1st Mort. Deb. Stock Stock} ....| .. .. 102 —105 |102 —105 
9,6001 | Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . 10 7% 7 7 10 — 11 10 — 11 E 
30,000 | Henley's (W. n торыр Works, Ord. ... 5 | 12 14 15 114— 128 | 12 — 13 123 
30,000 Do. do. 44 V Pref. 7 7 " 5 — bi 5 — 5% 56% 
50,000 Do. HA do. 44 Mort. Deb. Stock... Stock| 44 P" . . {108 —112 xdj108 —112 =й 
0 E 
3 
b 
5 


150,000 Do. 4 % Deb. Ваз. Nos. 1 to 1,500 Red. 1909 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... 


20,000 Do. do. 5 % Cm. Prt. Nos. 1 to 20,000.. 


540, 000/| Waterloo and City Railway, Ord. Stock  ... 
| 
+ Quotations on Liverpool Stock Exchange. 


t Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF поо NOT OFFICIALLY s alle 
n and Knightsbridge Electric Lightin p grün 


Birmingham Electric Supply, Ordinary £5 (fully ) 8—10. 
Brompton and rp pp irum т Debentares of £100, 102—105. 
National Electric Free bdo ir) /6 paid, #—4. 

Oldham, Ashton, and Hyde Electric (£10 pd.), Ord., 17—18 xd. 
Do. do. f. (£10 pd.), 10—10} xå. 


* From 8 Share List. 


me) )12 — 18; Ist Preference 8 
ntures, 102—106. Dividend, 1899, on 


*T. Parker, 210 (fully paid), 173. 


hares £5 (fully 


Bank rate of discount 4 per cent. (July 19th. 1900). 


25 (ау Ч aid) 63— De- 
Ordinary Shares 11 &. a: 


MARKET QUOTATIONS, Wednesday, September 12th. 


^ OHEMIOALS . &о. — * This week. . 
a е wae 805 .. per ows 5 / | 
а es .. per ct 3. 23J. | 
a „ Oxal io .. рег owt. 32/. 82/- | 
a „ Sulphuric.. EN .. per cwt. 5/6 | 5:0 | 
а Ammoniac, Bal . per cwt.! 80 / 89 / 
а Ammonia, Muriate (crystal) . рег ton | £88 | £88 | 
M ton | £90 280 
a Bleachin powder E .. рег ton £7 47 i 
a Bisulphide of Carbon.. per ton 416 £15 ! 
a Borax o „ per ton 217 £17 
a Bensole (90 9%) oe .. per gal. | 7| 7/- 
а „ Ж): А А per gal. 5/6 5/6 | 
a Copper Sulpha e per ton £25 10 £95 10 
a Lead, Nitrate per ton 225 295 
a „ White Sugar per ton | £81 £81 
a „ N Ке T per ton 227 10 £27 10 
& Methylated Spiri per gal. | 2:6 2/6 
a Naphtha, Bolvent (90% at 160° C). per fal. 5:0 5:6 
a Potash, Bichromate, in casks.. per 10. 3a. 84d. 
4 „ Caustic (75/8095) .. рег ton #924 
а „  Bisulphate Pe .. per ton £85 £85 
a Shellac .. .. per owt. 65/- 68/- 
a Sulphate of Magnesia .. per ton £4 10 £110 
a Sulphur, Sublimed Flowers . per ton £6 £6 
8. м Tome: геа .. рег ton 25 10 #5 10 
.. рег ton 25 #5 
а Roda, Goats T white 0 %) .. per ton £10 15 #10 15 
а , Crystals .. per ton £8 £3 
а „ Bichromate, casks. per lb. | офа. 234. 
| 
METALS, &c. | | 
i 
b Aluminium Wire, in ton lots.. per ton | 121 42934 
Sheet, in ton luts per ton | £191 £191 
p Babbitt's metal in gots. .. per ton | £50 19 £160 £80 to 150 
c Brass (rolled metal" to 12”) basis bor lb. А 
с „ Tube (rakod) : .. per lb. i . | 1 d, 
с » ‚ (во rawn) .. per Р i 
e. Ire, basia vs r lb. 814. | ta 
я Соррег Tubes (brazed) .. per lb. 113d. 11:4. 
solid E ANI per lb. lld. lld. 
М Соррег Bars (bent selec ted) .. per ton £85 £85 


: The Bri a os & 72 Bec rien: уша, 2 and T Works 
ё uminium Co. esers. James & Shakspeare 
ns lton & Sons | Quotations 1 Messrs. & 


& 
e Messrs. it &mith & Co. 


Ss. dec. 


Last week. Ino. or 10:62008 Last week. Ino. or Deo. METALS. &o. (continued) | This week. Last week. Ino. or Dee 


J Messe. Hour] C. Yeo & Oo. 


METALS, &o. (continued.) 


Copper Sheet ss 
» Rod. 
" (Electrolytic) Bars 


g 
g 
e 
e i Wi per ton £93 m 
€ n n Rod ^ per ton; £85 10 495 10 ae 
е. „ is an ps Wire per lb. 93a. d vs 
{кюне ма. ae i per ib; а. d | Soe 
per lb. /- s 
п German Sliver Wire per Ib. 1 0 е rra | x 
h Gutta-percha fine . be per Ib. | m 
h India-rubber, Para fne ve per vd m, di ю 4/23 Mrs to oe a 
1 Iron, Charcoal Shee per to ie 
4 „ Pig (Cleveland таталы)" per $06 715 ap M 
„ Forgings, 5 to size рег ton From £11 | From #1 vs 
4 ,, Sorap, per ton} 70/- to 72/6 | 70/- to 73/6 Б 
i , Wire, calvanisad No. 8 per ton 27 15 PASE ee 
: Lead, English с per ton i £18 to ns bo — 
Shee Де per tor £19 219 
Li Manganin Wire No. ^ ае per lb. 8 8 / ы 
g Merc í . perbot. 5 £9 6 PEN 
d Mica “in original cases), small . рег 10. | 8d. to 9d. | 84. to 9d. 3 
d „ d эз meum nm per lb. Ly to 2/9 | 1/9 to 9/0 » 
d агле .. purlb.| 8/8 о 7/3 | 3/3 to 7,3 is 
р Phosphor Bronze, р M ain In castin per lb. | 1/1 to 1/4 1/1 to 1/4 "n 
p T & rods per lb. fe to 1/4 er 1/4 . 
» m жү; per lb. rom 1/8 rom 1/8 ` 
o P atinum ; per oz. 4£8 186 £9 18 6 B 
p Silicon Bronze Wire per Ib. 103d. to 1/1 | 103d. to 1/1 Ку 
1 Steel, Magnet, aco'd’ng to desc'p'n рег ton From £15 to £40 e 
DLE ok | git to |) £140 | 
9 Tin, Ll . рег a д Hie £u .- 
4 99 о se ee per . / 
mira Nos. 1 to 16 per lb. 1/9 1/9 M 
p p White -friction Metals — 
jY “White e b ais per ion £40 to 270 n to £70 
arns, n e 'n per lb. А 1d. , 
ј „ Best Flax, 6 lon с 44 à me 
„  Hemp,8 lax, 6 10 0 Ibs. is r lb ° MA 
j РА 1 0 lbs. .. per lb Ml 
H Jute lbs. ro perton| 414 10 £14 10 zb 
zio, Bh't. ү ГАТА Mohtague ond. ) per ton] £24 5 nett 5 nett. i 
Quotations “ esers. T. Glover & Co.. Lied. 
by} * Mesars. Р, Ormiston & Sona, 
o Messrs. Johnson, Mstthey & Oo., Ltd 
v The Bronse O . Ltd. 


£85 -- 


| This week. | Last week. | Ine. or Dee. 
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NEW BUILDINGS OF THE ST. OLAVE'S — 


UNION, LADYWELL. 


Ox Joly 12th the Prince and Princess of Wales formally opened the 


new buildings that the Guardians of St. Olave’s 
have bad erected at Ladywell for the accom- 
modation of the aged and infirm poor of their 
district. ‘The idea of separating the deserving 
and aged poor from the wastrells and ne'er-do- 
wells is a new departure of poor law adminis- 
tration, and credit should be given to the 
Guardians of St. Olave's for being the first 
public body to initiate a more humane policy 
than has hitherto existed in the treatment of 
their . These new buildings have been 
aded pol a site of about, 35 acres to the 
designs of Messrs. Newman & Newman, 
architects to the board, at a capital outlay of 
£216,893. The establishment provides accom- 
modation for 812 inmates, and is fitted up on a 
most liberal scale, according to the most modern 


ideas. 

The buildings are lighted throughout with 
the electric light, the fittings generally consist- 
ing of a bronzed brags tube carrying the shades 
and lamps, and suspended by a ceiling plate in 
sach a manner that they are free to swing in 
any direction, and that without exposing any 
wires or hook. The system of wiring is from 
distributing fuseboards and switches situated in 
the attendants’ room on each floor of every 
block, all the lighta being separately controlled 
from these points. The dining hall has 20 
peadants of four lights each, of a corona” 


The mains are run from the engine room 
mder the corridors to supply the main build- 


ings, and in cast-iron pipes to the other separate 
i There are, in all, 1,765 16-с.р. lamps 


buildings. ! 
installed. In the engine room there are three 
of Mackie & Co.’s 35-kw. dynamos driven by 
belts from three Robey high speed vertical 
engines, as shown in one of our views; provision 
has been made for a fourth engine and dynamo. 
The switchboard, which we illustrate, consists of 
a mahogany frame forming a room and contain- 
ing four enamelled slate panels, three of which 
contain a double-pole main switch, fuses, in- 
struments, &c., for each engine, and the fourth 
is ready for the fourth engine; all these main 
switches are connected to bus bars from which 
the distributing mains are led. 

Electric motors are used to distribute power 


wherever required; there are two motors driv- 


ing the drying fans, one motor driving the 
ironing machine, one motor driving the two 
hydros, one motor driving three washing 


machines, &c., and one small motor driving the 


foul washing machine in the laundry. 
The water to supply the whole of the:build- 
ings is pumped up by a motor to the top of 


Union, Southwark, 


to be arrived at. Under the agreement a “ machinist” is 
defined as a competent general workman, floor hand, lathe hand 
~ -- vise hand, and во on, through other machine tools — planer shaper, 
boring mill, &c., or a competent die sinker, tool maker or linotype 
hand. To be competent, he must be able to complete a piece of 
work in his own line within a reasonable time from the drawing 


Ве water tower, and a motor drives the 


hydraulic pump, of which we give a view, 

for Messrs. Waygood's lifts. All these motors 

were made by Messrs. Mackie & Co., who were 

at for the whole of the electrical in- 
оп, , 


THE MACHINISTS’ STRIKE IN | 


AMERICA. 


THIS threatened trouble in America appears 
now to be averted on, says the Engineering 
Magazine, lines of permanence. The American 
settlement, contrary to the usual ending of 
strike troubles there, seems to have been 
brought about before any extensive strike had 
really commenced, and it appears to have been 
based тету much on the English settlement of 
98. It is at least satisfactory to find that the 
outrages of the St. Louis trouble; and the 


economic waste of our own peaceable, but 


long strike, bave not been repeated. 

The agreement arrived at is binding upon 
all members of the National Metal Trades’ 
Association, and the International Association 
of Machinists. The Board of Arbitrators met 
at Chicago, and the agreement of March 17th 
was accepted by both parties, and signed on 


March 3ist. Аз а preliminary the strikes 


already in at Paterson and at Cleve- 


land were declared off as regards the above t етир 
strikes at other shops outside the National үа: ation” ci 


8 


be declared off where such shops agreed 


to the settlement 


м 


‘Sr. OLAVE’S UNION, TADYWELL. —ENGINE AND DYNAMO. 


Sr. OLAvE'S Union, LADYWELL.—SWITCHBOARD. 


only as guide, and he must have served four years at tho trade or 
else have served a regular apprenticeship. 3 
Competency is to be decided by the employers; as they are 
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responsible for the work done, so they are free to elect whether a 
man may be considered competent There is, however, some right 
of appeal against any decision of incompetency. Overtime to 
10 p.m. ranks as time and quarter; from 10 to 12 p.m. it ranks as 
time and half, and after 12 midnight aud on Sundays and legal 
holidays time is doubled, except in case of emergency where shop 
machinery breaks or runs down, Sunday work is to be at time and 
half only. Such repairs refer only to the employés’ own machinery. 
Such rates for overtime do not apply to regular night gangs, and no 
reduction is to be made on existing rates already paid in excess of 
the above. 

Apprentices are allowed at the rate of one for the shop and one 
to each five machinists. Where already in excess of this allowance, 
no change is to be made, but the ratio is to be allowed to correct 


itself by lapse of time. There is to be no discrimination against . 


Union men, and all men are to be free to juin a Union as they may 
think fit, but they must work harmoniously with all men, whether 
Unionists or not. 

A inan shall be free to leave his employ, but there must be no 
collective action takon in any matter until the matter in dispute has 
been dealt with under the terms of the Chicago agreement of above 
date. 

The week is 57 hours from and after six months from the date of 
the joint agreement, and 54 hours after 12 months from date. These 


are the nominal English hours, in concession for which no restric- 


tions are to be placed on management or shop output, and—acme of 
honesty !—a fair day's work will be given for a fair day's pay. That 
this elause has been inserted rather points to the fact of more or 
less interference with shop production aud management, the 
subjects that underlay the English trouble of 1897-—а trouble 
that we have lately been informed is not quite so much obliterated 
as we had hoped and thought. The gains claimed by the 
machinists are national recognition of their association, limita- 
tion of apprentices, definition of a machinist, shorter hours, aud 
adjustment of overtime and rates paid for it. 

We see that the working hours in America are thus nominally 54, 
and will soon not exceed this. We do not hear of examples where 
the hours are less than 54, as is so often the ense here, but we believe 
there are now some few American shops working less than 54 hours. 
In Germany the hours of the best shops are about 584. In Australia 
48 hours is still universal, we believe, and in other countries hours 
are longer. 


STEEL: ITS PROPERTIES AND TESTS. 


IT. 


All the standard specifications, except that for steel rails, give 
limits of tenacity. Structural steel, boiler plate and rivets, and 
fish-plates, are allowed a range of 10,000 lbs. per inch in the three 
qualities of rivet, soft and medium, for bridge and shipwork, and of 
flange, fire box, aud extra soft boiler steel, the tirst set being 50,000 
to 60,000, 52,000 to 62,000, and 60,000 to 70,000, and the seco id set 
beiug 55,000 to 65,000, 52,000 to 62,000, and 45,000 to 55,000 
respectively. For other specifications a minimum limit is laid 
down so as to secure necessary strength, although the elastic limit 
is the true index of the working capacity, and is every day receiving 
better recognition.  Practically, the elastic limit is not easy to 
define, but it never falls below half the ultimate tensile strength 
which may be used to indicate the approximate elastic limit. The 


` yield point should be noted. It is observed in commercial testing 


and forms a useful check, on the assumption that the elastic limit 
is not less than half the ultimate tenacity. ° 

Elongation is taken on lengths of 8 inches in structural steels, 
boiler and rivet steels and splice bars, but on 2 inches in castings, 


axles, forgings and tires. Modifications are allowed for certain 


thin or thick materials. 

Elongation is a most important item in a test, because it is a prac- 
tically sure index of ductility, and a safe check upon too high a 
percentage of hardening constituents. It is an easily made test, 
moreover, and thus valuable for the rapid appreciation of a large 
output. 

Contraction is included for axles, forgings and castings, which 
are tested by a turned specimen, but is omitted from tires, such 
being usually not annealed and of high carbon. The microscopic 
examination of steel has proved that the proper heat treatment 
necessary to bring out the best physical properties is invariably 
accompanied by. the highest percentage of contraction of area 


: obtainable with the particular class of steel. Contraction is thus a 
‘valuable test. When contraction cannot readily be found, the cold 
‘bending test affords a valuable substitute, for a steel capable of 


severe cold bending proves its capacity for cold flow, and a high 


contraction steel will show capacity for severe cold bending, and 


vice versá. 

Drop tests are included in specifications for axles, tires, and rails, 
because these articles are exposed to somewhat parallel treatment 
in actual work. 

It is necessary for fire box steel to possess a. certain homogeneity, 
and testa for this are specified for that material to show its freedom 
from slag, pipe, or unwelded blow holes. А sample from a broken 
test specimen must not show any defective flaw or slag streak over 
ł inch long in any of the three fractures at which the test is made. 

The standard turned test specimen is shown in fip. 1. It is 


2 inches long on the parallel and,4 inch diameter, or one-fourth of 


its length, a proportion that is justified by reason of ithe compara- 


tively smaller prolongation of forging than would be needed if the 
8-inch length were adhered to. Much less scrap is made for the 
customer to pay for, and the work of machining is less, while more 
specimens сап be taken at different locations of an important 
forging. Short specimens enable tests to be taken from between 
the webs of a crank and from a steel tire without the heating or 
straightening necessary for a long specimen whereby the test i 
deprived of its representative value. Where elastic limit is 


specified, the short specimen is quite suitable, for an apparatus can 
be attached that will read to 00001 inch, while for tension 
generally the length does not much matter as regards contraction 
and appearance of fracture. Elongation is, of course, greater in 
percentage, but this is met by stating the percentage higner on short 
specimens. Fig. 2 is the specimen for testing the sheared plates 
used in structural steel in buildings, ships and bridges. The gauge 
length is 8 inches, or it may be a planed or turned parallel piece, 
and where possible two opposite sides shall be the rolled surfaces, 
while rivet rounds and small bars are tested as rolled. 

The number of test specimens to be taken 1s recommended as one 
from each melt or blow for axles, tires, bridge, ship and structural 
steel and splice bars: one from each plate of open hearth stee! 
tolled; one from each bar of open hearth rivet steel; two from 
each melt of nvet rounds. 

For casting or forging, each individual case is to be taken accord- 
ing to character and importance. Location of test specimens is not 
specified for bridge, ship or structural steel, open hearth rivet or 
plate, but for driv ug axles and forgings, the piece is to be taken half- 


way between centre and outside of the forging. Where forgings 
have large ends or collars, the specimen is to be taken from an ex- 
tension of the same diameter or section as that at the back of the 
end or collar. In hollow forging the test piece comes from the 
middle of the prolonged annulus. 

For castings, a piece is usually cast on the main piece if a sink- 
head of sufficient size is not available. Pieces are cut from a drop 
test tire, or from a test ingot, cast with the same pouring, the test ingot 
being worked equally with the main ingot, while tests from sink- 
heads must also have received equal treatment with the piece itsel! 
before the specimen is cut out or the sink-head removed from the 
casting. Such are only a few of the conditions as to specimens. 

A cubic inch of steel is assumed to weigh 0°2833 lb. Usually a 
24 per cent. variation from the specified weight is allowed, but there 
are modifications that are allowed for exceptional cases that may 
extend to an overweight of even 18 per cent.; wide plates, for 
example, being always thicker in the middle than at the sides. 

Finish is so wide a subject, that the vague phrase of workmanlike 
finish and freedom from injurious imperfections is all that сап be 
employed in summarising it. Branding or marking is important. 
The forging of a brand of iron or steel amounts to a moral, if not a 
legal, felony. 

(To be continued.) 


THE WEIR WATER-TUBE BOILER. 


In а recent article on water-tube boilers we ѕаід: —* The one 
universal feature of all the water-tube boilers is the entire neglect 
of the necessities of combustion which they all exhibit. The pre- 
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dominating desire of the designer’s heart appears to be simply to 
crowd all the heating surface as closely and thickly as possible upon 
the half-consumed fuel.” 

We are taken to task for this by the Weir Boilers, Limited, of 
Catheart, Glasgow, who call our attention to the fact that they do 
not negleet the necessities of combustion, and do not crowd the 
tubes close upon the fire. | | 

An examination of the illustrated pamphlets of the Weir boiler 
sent to us bears out their claim. Our statement was by one boiler 
too sweeping; the one exception, we fear, that proves the rule. The 
Weir boiler is built on the general lines of the torpedo boat type 
with a steam drum and two well-spread lower drums connected by 
a series of small curvilinear tubes, not unlike the Thorneycroft and 


Yarrow types, but possessing certain features of both. Its peculiarity . 


is that only sufficient tubes are arranged next the fire to carry 
division walls of firebrick. | 
Between this first set of tubes and the main body of tubes is a 


combustion chamber, and the tubes of the main body next the. 


chamber also carry a firebrick walling, so that the fire and hot gases 
do not make contact with a large area of cooling surface until 
they have had time to complete their combustion in a firebrick 
chamber. Suitable gaps are left iu the firebrick to allow the gases 
to circulate and pass away, and we are bound to say the arrange- 
ment goes а long way to provide the refractory-lined furnace we 
have long urged to be necessary for the proper combustion of 
bituminous fuels, and to provide that intermingling of the gases 
that is so essential to combustion, even under the above favourable 
conditions. 

The Weir boiler should be capable of being worked smokelessly. 
It differs essentially from that too numerous class of water-tube 
boilers in which the furnace gases rise up directly from the grate 
amongst the cold water pipes. The Belleville boiler, which has this 
fault, will smoke with the best Welsh coal. Any boiler will smoke 
if thus constructed, and we are glad at last to find a water-tube 
wiler constructed on common-seuse lines in this respect. Welsh 
coal is supposed to be an essential in the Navy because it is smoke- 
lex so-called. But our Navy has got a boiler that will turn out 
smoke even with the best of Welsh. We think it sbould be so 
boilered that there need not be any smoke from Durham or New- 
castle or Wigan coal any more than from Welsh. | 

Combustion is a question of temperatures and engineering 
chemistry, yet it is due more to professors of engineering than to any 
other class of men that boilers have been put down of late years in 
which the essential conditions of combustion are most ignored. 


THE INTERNATIONAL ELECTRICAL CON- 
GRESS HELD AT PARIS, AUGUST 18th- 
25th, 1900. 


THE tinal meeting of the Congress took place on Saturday, August 
26th, under the presidency of M. Mascart. 

After recording the adoption of the term “ Gauss” for the unit 
magnetic field and of “ Maxwell” for the unit magnetic flux by the 
Gelegates, the President asked if anyone would like to make any 
remarks, whereupon M. Mailloux, the United States delegate, Mr. 
Boscham, Major John Millis, and others, addressed the meeting. 
M. Maillonx drew attention to the Exhibition at Buffalo next year, 
ыза expressed the hope that all present might meet again at Buffalo, 
and Mr. Boscham invited those present to foregather at the Exhibi- 
tion at Vienna in 1903. 

The President then announced that the Congress had arrived at 
the end of its labours, and expressed the conviction that it had 
ech every anticipation of those who conceived the idea of a 
reunion of sevants on the occasion of the Paris Exhibition. The 
President then proceeded to sum up briefly the work that had been 

done at the meetings. 

Uuder sub-section В of their programme two papers called for 
special comment. These were (1) a complete review of electric 
ughting progresg during the past 10 years by M. Blondel, who gave 
some information of the highest value respecting arc lamps on 
alternate current circuits. (2.) An elegant, clear and accurate 
proof by Mrs. Ayrton that the best way in which to use the 
arc light with continuous current from the point of view of 
efficiency and useful lighting effect, lay in so adjusting the 
mechanism that the are formed was only one millimetre 
ів length. In her discussion of the subject, Mrs. Ayrton adduced 
proofs of so conclusive a character as to evoke unanimous expres- 
“ons 01 applause. Mrs. Ayrton’s conclusions, which are contrary to 
tbe generally accepted views of engineers aud scientists, and the 
remarkable experiments of M. Blondel, would serve, the President 
‘nought, to partly stimulate the zeal of savants and practical men 
ia this field of research, and lead to great strides being made in the 
éppleation of arc lighting to everyday requirements. 

At the close of the President’s remarks, Prof. Ayrton, in a neat 
"peech, proposed a vote of thanks to the chairman, which was 
carried with acclamation, and after mutual compliments, the chair- 
шап stated that his foreign colleagues had simply heaped upon him 
thelr expressions of goodwill, and as he could not find words to 
cxpress his gratitude, he declared the meeting at an end. 


REVIEWS. 


Modern Electric Railway Motors. By G. T. Нахснеттг, S.B. 
New York: The Street Railway Publishing Company. 
This isa practical work which traces the successive steps, 

in the development of the electric railway motor up to the 

most recent practice, detailing each change in construction, 
together with the reasons which have dictated the change. 

Very full information is given on the subject of field magnets 

and armatures, and on the winding and forming of field and 

armature coils, 

Respecting commutators and brush-holders, the author 
gives some useful particulars, especially in reference to the 
wearing rates of mica and copper, and the precautions which 
should be taken to ensure that the wear of the bars and micas 
shall be equal. There is a very interesting chapter on motor 
casings in which a number of photographic illustrations are 
given, but which would be improved by the addition of 
sectional drawings. 

The different standard methods of suspension are described, 
and a new method of suspension is suggested by the author. 
In this the motor is suspended by links at a point which 
coincides with the centre of gravity of the motor gear case 
und axle; so that the weight of the motor is balanced against 
the weight of the axle and its attachments. Thus in passing 
over an obstruction no weight is lifted, but, of course, the 
inertia of the parts has to be overcome. As the vertical 
velocity of the axle, &c., is generally considerable when 
passing over obstructions, inertia plays a greater part than 
the mere lifting of weight, so that it is doubtful if the author's 
arrangement offers any advantage over the Westinghouse 
system in which the inertia is less owing to the smaller 
movement of the motor. 

On the subject of bearings, the author gives some valuable 
information on the preparation and use of Babbitt metal. 
English motor manufacturers have not hitherto used Babbitt 
metal to any extent, but there are now so many American 
motors in use in this country, that information relating to 
Babbitt metal should be interesting to many English readers. 

From the chapter on“ Lubrication” it would appear that in 
the States animal und vegetable greases are used. exclusively, 
as no mention is made of mincral preparations. Two or 
three recipes are given of lubricating greases which have 
been found to give good results on street railway motors. 

There is a good chapter on “Management and Repair of 
Motors," which will be useful to users of other motors as 
well as those for railway work. 

In the final chapter the author gives an example of the 
scientific design of a motor, but in this he is hardly so 
successful asin the more practical portion of the work. The 
motor taken appears to be a modification of the G.E. 1000. 
In the working out of this design, the author adopts a some- 
what curious procedure. Although it is a railway, and there- 
fore a reversing motor, he assumes that the brushes, instead 
of being midway between the poles, will be given such an 
angular displacement as to cause the armature to have forward 
turns instead of back turns (so assisting the field magnetism), 
and he then deducts these armature forward turns from the 
ampere-turns required on tlie magnet. He says nothing as to 
sparking, nor does he tell us what will happen when the . 
motor is reversed. We would suggest a revision of this 
chapter in a future edition. 

At the end of the book is a reference table, iu which are 
given the leading dimensions of the standard types of street 
railway motors. | 


Mechanical Traction in War for Road Transport. By 
Lieut.-Col. OLFRIED LAVUIZ. Translated by R. B. 
Marstrox. London: Sampson, Low, Marston & Co. 
1900. 

This is a more or less historical resuié of the subject of 
mechanical road traction. It appears that England used 
traction engines in the Crimean War, and in 1870 the 
Germans found good use for traction engines, as also did 
the Russians in 1876, for about a dozen traction engines 
were used by the Roumaniaus before Plevna. Our own 
army officers may be fools, and as the Irish member said, 
* hide bound in red tape," but we learn. here that the driver 
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of two Fowler engines on August 20th, 1870, offered to help 
in getting heavy guns up Mont St. Michel before Toul 
and his offer was declined. It was not till September 14th 
that the guns were placed in position by the usual means. 
So much for German red tape. The recent great progress in 
automobiles is largely due to the use of petrol, but the 
heavier oils are much used either directly in engines, or as 
the fuel for steam raising. 

The certainty of action that still characterises the steam 
engine more than any other motor gives steam an advantage, 


despite its weight, and we read without surprise the author's 


numerous accounts of how traction engines get themselves 
and their loads out of difficulties. They either haul their 
loads themselves, or they wind them out of a hole by their 
steel hawsers, or if themselves in a fix, send out an anchor 
ahead and pull themselves free by steel wires. A good trac- 
tion engine is a fine machine, and can do almost anything. 
It is a durable machine. The two Fowler engines used by 
the Germans in 1870 are still employed in steam-plough 
work. Over 8,000 traction engines were in use in Great 
Britain in 1894. One wonders where they can all be. In 
November, 1899, there were 15 Fowler and other engines 
sent out to South Africa. Ten were sunk in the Denton 
Grange at Las Palmas, and others were sent to replace 
them, but the 10 were fished up, and are doing duty in 
South Africa. 
Armoured road trains have been of great use. — The 
armoured railroad train has a narrow field, and becomes 
helpless if the rails are damaged. The traction engine can 
go anywhere if it is still uninjured itself. There is а good 
deal of general information on all kinds of automobiles, and 
there can be no doubt that for an army on the march the 
traction engine is a most valuable auxiliary. Its rate of 
march may be slow, but it is as quick as the general progress 
of an army. Indeed, the march of an army would be accele- 
rated considerably were the unnecessary loads of the private 
Soldier cared for by the transport department. Possibly, 
after the war, we may hear more of the traction engines. 
At present we know simply nothing. 


CURRENT SPECIFICATIONS. 


XXVIII.—PLUMSTEAD ELECTRIC LIGHTING. 


SUMMARY. 


Scope of Contract.—The equipment of the entire electric power 
and dust destructor station is divided into no less than 17 different 
contracts. 

Section under Consideration.—Section C, Contract No. 9.—Steam 
dynamos and balancer boosters. 

General Conditions. —Applicable to all sections. 

Number of Steam Dynamos Required. Five. | 
. Output of Sets—Two, to each develop 195 Kw.; two, to each 
develop 97°5 xw. The other set is to consist of one steam engine 
with a 32°5 Kw. dynamo mounted at each end. | 

Tupe of Enginc.—Alternative offers will be considered :— 

а) For horizontal cross-compound condensing engines. 

60 For vertical cross- compound condensing engines. 

(e) For high speed enclosed or semi-enclosed triple expansion or 
compound engines. 

Speed of Combination.—For (a) and (b) 195 Kw. sets, 200 revolu- 
tions per minute, 97:5 Kw., 275 revolutions, and 65 xw. set, 300 revo- 
lutions per minute. 

Steam Pressure Avatlable.—180 lbs. per square inch. 

Condenser.—To be supplied under separate contract, to be capable 
of maintaining a vacuum of 25 inches. | 

Position of Dynamos.—For larger sets between engine cranks, or at 
side of engine, at tenderer’s option. 

Voltage of Dynamos.—To be 510 volts at no load, and 550 volts at 
full load. To be also suitable for working on lighting load at 460 
volts. The 32:5-kw. machine to be wound for 230 volts at no load, 
and 320 volts at full load. Се К. 

Overload of Combination.—To be suitable for working at 25 per 
cent. overload for two hours without undue heating, and 50 per 
cent. for short periods without injurious sparking or necessary move- 
ment of brushes. 

Permissible Temperature Ri. After 12 hours normal full load 
run, or two hours 25 per ceut. overload run, temperature rise 
measured thermometrically not to exceed 40° C. (72° F.) above sur- 
rounding atmosphere. | 

Output of Balance Booster.—To consist of four machines rigidly 
coupled together. Output of each balance or inner machine to be 


96 amperes at 230—260 volts, and of each outer.or booster machine 
120 amperes at 10—100 volts, 


Maximum Speed of Combination —1,300 revolations per minute. 

Specified Date of Completion.—Section C—nine months. 

Penalty for Late Completion.—One per cent. per week. 

Terms of Payment.—As work proceeds up to 75 per cent. of value 

-of plant delivered on site until balance of 25 per cent. of executed 

work is equal to 10 per cent. of total contract sum. Thereafter 90 
per cent. of value of work completed until completion, when an 
additional 5 per cent. of total sum is payable. The remaining 5 per 
cent. is due at end of period of maintenance. 

Stipulation as to Removal of Foreman.—Satisfactory. 


Stipulations as to Wages paid to Workmen.—Unsatisfactory, see 
comments below. 


Arbitration Proposals.—Satisfactory. : 
Date on which Tenders are due.—September 19th, 1900. 


. This scheme has been prepared by the chief electrical 
engineer to the Vestry, Mr. J. B. Mitchell, and as will be 
noted, alternative offers are invited for different types of 
steam engines, | 

At the present time it is curious to notice the absence 
of any one fashion in regard to traction plante, Engineers 
seem to have rather an open mind on the subject, 
and while some are inclined towards the horizontal types 
general in the United States, others prefer the enclosed 
high-speed types which have become such favourites for 
lighting work. In addition to the steam dynamos, this 
specification asks for two balancer boosters so arranged that 
when desired they can be directly coupled so as to form the 
usual four-armature machine. 

The general conditions appear to be a compromise. In 
some of the clauses we recognise the spirit, if not the letter, 
of the model clauses agreed upon between the Municipal 
Electrical Association and the Electrical Plant Manu- 
facturers’ Association, others are. mere copies of those 
adopted by the London County Council, and commented 
upon in our last issue. | 

Thus we have a fair arbitration clause which may be 
accepted without reservation, and stipulations respecting 
drawings which are very reasonable. This clause reads :— 

The contractor shall, at his own expense, supply tothe vestry 
three copies of the drawings necessary for the works under the con- 
tract, but shall not be called upon to furnish constructional details 
Jurther than in the opinion of the electrical engineer are required for the 
purposes of the contract. If the contractor shall be called upon to 
supply additional copies of the drawings, they shall be paid jour 
at a fair price to be arranged. The electrical engineer shall, in 
addition, have the right at all reasonable times to inspect any . 


drawings of any portion of the plant contracted for at the works of 
the mannfacturer. 


The clause referring to the powers of the engineer to reject 
materials or vary work is also fair. The portion relating to 
the first question reads :— | 


A decision of tl:e clectrical engineer to reject materials, or require 
workmanship which is in his opinion defective to be amended, 
shall be obeyed by the contractor. If the contractor shall so desire, 
and of such desire shall give notice in writing to the Vestry within 
72 hours after rc civing notice from the electrical engineer, the 


question involved 1л any such decision of the electrical engineer 


may be submitted to arbitration, as herein provided. The contractor 
shall not under these circumstances cease to proceed with the 
execution of the contract, to the prejudice of the Vestry. ` 


It is also expressly stipulated that the refusal of the 
engineer to grant a final certificate shall be a suitable matter 
for arbitration, a matter which is sometimes excluded, and 
which causes thereby a needless amount of friction. "Khe 
wording might well be copied by other engineers. 

When the contract works shall be completed, as referred ta in 
ihe clause relating to payments, the contractor shall bé entitled to 
call upon the electrical engineer for a certificate to that effect. In 
case of the refusal of the electrical engineer to graut such certificate 


when called upon by the contractor so to do, this refusal shall be 
subject to appeal under the arbitration clause herein contained. 


An unusual stipulation is :— 


The contractor shall provide a suitable office furnished with the 
requisite desk, cupboards, and seats, for the storage of the draw- 
ings and accommodation of the electrical engineer during the 
pure of the works, in some convenient position, near the site 
thereof. 

Up to this point, the conditions attached to the specifica- 
tion are fair and. reasonable, but when we state that what 
are known as the London County Council labour claunuzea 
have been adopted in their entirety, it is sufficient to j wasstii £f y 
our urging all tenderers to refuse to accept the contract 
unless they are abandoned. To do this, runs the. жай of 
having a tender rejected without consideration, hat. a£ 18 
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neretheless necessary. In the instructions to tenderers we 
find :— 


Tenders must be on the annexed form, and, together with the 
cbedules of prices, must be filled up, completed and returned, 
sgued by a principal or authorised agent. The whole requirements 
iust be со прітаї with, or the tender will be disqualified. 

The coutract will bind the contractor to pay to all workmen 
‘acept a reasonable number of his legally bound apprentices) em- 
ployed by him, wages, and wages for overtime at rates not less, and 
t) vbserve, and cause to be o ed by such workmen, hours of 
labour not greater than those provided for by the schedule B” to 
the form of contract. 


We advise all tenderers stating in their offers that they 
annot to the clauses granting to the Vestry power to 
dictate the rates of pay and the hours and conditions under 
which they employ their own workmen, and also to make 
quite clear that they do not intend either to publish in their 
workshope the rates of pay specified to be paid under this 
contract, or to grant the officials of the Vestry access to 
their private time and wages books. We stated in dealing 
with the Horton Asylum specification last week the reasons 
why we consider these claims unjustifiable, unworkable, and 


unfair. 
The principal addition to the County Council labour 


clanses is one more clearly defining what is meant by sub- 

According to the definition now given, the contractor is 
at liberty to purchase goods which can be obtained wholesale 
in the open market, but the clause applies to all plant specially 
manufactured for this contract. This exception may lead to 
the farther question as to whether such articles as steam 
engines made to a manufacturer's standard design would 
eome under this heading, as they could certainly be bought 
wholesale if desired. The clause is important, and may 
seriously affect the risks to be met by the contractor. It 
reads :— 


No sub-contract shall operate to relieve the contractor from any of his 
abilities or obligations, and the contractor shall be responsible for all the 
ada, defaults, and neglects of the sub-contractor as fully as if they were 
the acts, defaults, and neglects of the contractor, and there shall be 
inserted in all such sub-contracts a covenant by the sub-contractor 
that А will pay all workmen employed by him in or about the 
cxeestion of such sub-contract rates of wages not less, and observe and 
cause to be observed by such workmen, hours of labour not more, than 
the rates of wages and hours òf labour following, that is to say, as 
regards all work done upon a site, any part of whichis withina 
tadias of 20 miles, measured in a straight line from Charing Cross, 
"№ rates of wages and hours of labour set out in the first schedule 
те as applicable to work done within such radius, and as regards all 
er work such rates of wages and hours of labour as at the date of 

the reb-contract are recognised by associations of employers and Trade 

Crima and in practice obtained in the several districts where the work 

4» dee, and such rates of wages and hours of labour shall be inserted 
2 а кһейще to the sub-contract, but in no case shall such rates of 
wages be less, or hours of labour greater than those set out in the wages 
елй hours schedule of this contract between the Vestry and the con- 
tractor, and in case of any breach by the sub-contractor of the 
covenant as regards rates of wages and hours of labour to be inserted 
in any sub-contract (and notwithstanding the connivance of the con- 

ctor in or condonation by such contractor of such breach or апу 
pror breach! the contractor shall for every such breach as regards the 
rates of wages on demand pay to the Vestry as liquidated damages, and 
wot as a penalty, the sum of £5, and shall for every such breach as 
regards the hours of labour on demand pay to the Vestry as 
liquidated damages, and not as a penalty, for each day on which 
*ach breach shall be committed, and for each workman in respect to 
whom it shall have been committed, the sum of 58. per hour for every 
hur during which such workman shall have been employed by the sub- 
tractor beyond the maximum number of hours during which under 
the terms of the said covenant he ought to have been employed. 
Any such sub-contract shall also provide that the sub-contractor 
"will at all times during the continuation of the sub-con- 
Из, display or keep displayed on the works and in every 
factory or workshop, or place occupied or used by the sub-contractor 
m or about the execution of the sub-contract, in a position in which 
e ere may be easily read by all workmen employed by the sub- 
factor in or about the execution of the sub-contract, а clearly printed 
"© written copy of the said schedule; and that the sub-contractor shall 
"I any fine, and from time to time during the continuance of the 
S o-oontract, whenever called upon so to do by the clerk of the 
estry produce to such officer or officers of the Vestry asthe clerk may 
C:rect the (irae and wages books and sheets of the sub-contractors, to 
сЕ whether от not this stipulation has been and is being complied 

Provided that this clause shall not be construed as prohibiting the 
sel-cuntraetor without the consent of the Vestry from purchasing or 
réb-contracting for the supply of any materials, articles or things 
roared for the execution of the contract which are ordinarily to be 

5 wholesale in the market or of wholesale merchants or manu- 
urers. 


Tenderers should remember that it is only by united action 


that they can meet demands of this character ; if they would 
all refuse to agree to them, local authorities would soon dis- 
cover that stipulations of this character would have to be 
mogified. It is well known that “a man is often more 
honest than his creed," and on the principle that honourable 
men would refuse to take advantage of such manifestly un- 
fair conditions as the above, contractors often run the risk 
of their enforcement ; we contend that this is an unwise 
course to adopt, and that it is far better to take 
the clauses as we find them, point out their manifest 
injustice, and refuse to agree to any which cannot be 
honourably complied with. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


- Compiled expresaly for this Journal by W. Р. Тномрвои & Co., Electrical Patent 


Agente, 822, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom all inguiries should be addreased. 


15,235. С Improvements іп electric arc lamps." H. BREMER., Dated August 
th. (Complete.) 

15,227, “Improvements in or relating to machinery for the production of 
electrical energy.” H. 8. ELWOnrHT. Dated August 27th. 

16,234. ‘Improvements relating to rotary motors." R. BrerrHon and 
M. Bertuon. (Date applied for under Patents, &., Act, 1888, Section 108, 
February, 1900, being date of application in France.) Dated August 27th. 

15,246. '* Improvements in the manufacture of electrically-conducting bodies." 


E. SANDER. Dated August 27th. 


15,265. * An improved joint box for electric cables,” G. A. CLARK, Dated 
August 28th. 

15,285. Improvements in systems of electrical distribution." THE BRITISH 
THouson-Hocston Company, Limitep. (A. D. Lunt, United States.) Dated 
August 28th. (Complete.) 

15,208. “Improvements in wireless telegraphy.” Dated 
August 28th. (Complete.) 

15,818. '*Improvements in automotor trolleys for electric current," P. B. L. 
LOMBARD-GERIN. Dated August 28th. (Complete.) 

15,882. “ Improvements in spparatus for stopping, starting, and reversing 
electrio motors." W. L. Wise. (The Skodawerke Actien - Gesellschaft, 
Austria.) Dated August 28th. 

15,984. “ шире relating to switches and apparatus for use in starting, 
controlling, and reversing electric motors." А. Н. Арлмв. Dated August 2th. 

15,378. ‘Improvements in means for generan slternating electric 
currents.” THE British THomson-Hovston Company, LIMITED. (A. D. Lunt, 
United States.) Dated August 29th. (Complete.) 

15,879. “ Improvements in regulating dynamo - electric machines." THE 
British Тномвок-Носвтох Company, DIMITED, (C. P. Steinmetz, United 
States.) Dated August 20th. (Complete.) 

15,880. ‘* Improvements in systems of electrical distribution." THE BRITISH 
THoxsoN-Hovsrow Company, Limitgep. (С. P. Steinmetz and W. Le R. Emmet, 
United States.) Dated August 29th. (Complete.) 

15,881. '* Improvements in thermal electric cut-outs.” THE BRITISH THOMSON. 
Houston Company, LIMITED. (W. Le R. Emmet, United States.) Dated August 
20th. (Complete.) 

15,882. “Improvements in systems of electrical distribution." THE BRITISH 


C, E. WILSON. 


 TuoxsoN-HovsroN Company, Limirep. (С. M. Green and J. G. Callan, United 


States.) Dated August 29th. (Complete.) 

15,404. "Improvements in incandescent electric lighting devices.” W. Р. 
'THoxPsoN, (The Voltohm Electrizitats Gesellschaft, A.G., Germany.) Dated 
August 29th. 

15,419. “Improvements relating to the supply of current to electric vehicles 
by inductive means." R.Happan. (E. Sussmann-Kellborn, Germany.) Dated 
August 29th. 

15,457. “ Improvements relating to the production of electrical conducting 
bodies specially applicable for the use in electric incandescent lampe." E. 
SANDER., Dated August 80th. 

15,470. Process of forming metallic electrode plates." A. J. Bout. (E. 
Andreas, Germany.) Dated August 30th. 

15,478. “ Process for the forming of electrodes." A. J. BOULT. 
Germany. Dated August 80th. 

15,475. “Improvements in and in connection with the distribution of electrical 
supply.” F. E. Вкєток. Dated August 80th. 

15,479. "Improvements in electric arc lamps," Dated 
August 31st. 

15,490. "Improvements іп or relating to'overhead systems for the trans- 
mission of electrical energy." W. Костікрок. Dated August 8186. 

15,488. “Improvements in wireless telegraphy.” 8. G. Brown. Dated 
August 3184. 

15,579. A new or improved rotary motor." W. J. Мохрех. (J. Bottin, 
Pereia. Dated August 81st. 

15,591. "Improvements in automatic interrupters for electric circuits,” A. J. 
Bout. (F. Katzenstein, Belgium.) Dated August 818(. 


(E. Andreas, 


F. E. BEETON. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Mossrs. W. P. Тномрвок 
and Oo., 882, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


1999. 
NE in the tion of zino from zinc exide.” 
o 4 Kae T. der aud u. r Dated y September 19th, 1898. Zino 
is obtained electrolytically from zinc oxide by dissolving the oxide in molten 
gino chloride (either alone or with sédium chloride) contained in a vessel heated 
externally to a temperature above the шен point of zinc, The current is 
passed between carbon anodes dipping into the molten mixture and a layer of 
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fused zinc forming the cathode at the bottom of the vessel. Oxygen is given off 
at the anode and zinc is liberated at the cathode. The process is rendered con- 
tinuous by adding fresh zine oxide as the oxide beeomes dissolved in the 
molten chloride. The chloride takes no part in the reaction. The provi-ional 
specification states that instead of zinc chloride another suitable salt capable of 
acting in a like manner may be used. 1 claim. 
е 

20,208. “improvements in electrical signalling apparatus for гаймаув." F. 
Pegeiow. Dated September 23rd 1808, Relates to electric signalling apparatus 
for preventing collisions between vehicles approaching each other on railways, 
the apparatus also enabling telegraphic or telephonic communication to be 
established between the drivers. Two insulated conducting rails are mounted 
between tha ordinary rais, so as to make contact with one of two rollers, 
according to the direction of motion of the vehicle. Each section of the rails 
is equal to, or more than the minimum permissible distance which one vehiclo 
may approach to another, and the sections of each rail are arranged to break 
joint with those of the other. The rollers and the ordinary wheels are connected 
through a switehboard to the battery and alarm on the vehicle. The board is 
provided with two switch levers each having twoinsulated contact-inaking plugs. 
One lever is set to connect certain contacts if the vehicle is moving forward, 
other contacts if going backwards, and other contacts if stopped. The other 
lever is set to connect the contacts according, as to which roller is on the rails. 
When two vehicles approach each other until they come on the same section of 
rail, or when one vehicle moves on to such a section occupied by a stationary 
vehicle, the alarm on the moving vehicle or vehicles is operated. When the 
alarms have been operated, and the vehicles brought to a standstill, the alarms 
may be eut out, and a telegraphic or telephonic apparatus switched into the 
circuit. 8 claims. 


20,972. ''An improvement in the adaptation of the telephone to electric bell 
pushes nok as are used in ordinary bell and Indicator systems for private houses, 
offices, hotels, and the like." G. L. Anders and A. J. Wilson. Dated October 5tb, 
1808. Telephone transmitters and receivers are constructed so that they may 
be contained in an electric bell push casing, and readily removed from or 
adapted to casings of any design without disturbing the cleetrie connections. 
The microphone transmitter is contained in the part which is attached to the 
wall, while the receiver and bell push are contained in the part which, when in 
the position of not being used, may, by means of a metal ring holding clips and 
a spring contact, break the talking circuit and establish tbe bell cirenit. The 
key for controlling the talking стелі may be carried on the receiver and 
ое by the finger, and may be further made to control the bell circuit, 4 
claims. 


21,043. "''imprevements in electric meter systems." The British Thomsoa- 
Houston Company, Limited. (Е. W. Rice) Dated October 6th, 1898, Relates to 
current meters. A maximum demand ind cator consists of a stylus moved pro- 
portionately to current supplied, and marking on a stationary surface. In the 
form described the stylus is & pencil or pen carried by a lever which is acted on 
by an adjustable spring, the iron core of an ironclad solenoid, and the piston of 
the dashpot. It marks on а graduated paper held by clips. А bristle marking 
on smoked glass may be used. The solenoid may be connected in series with 
the field coils of & watt-hour-meter in a supply main. 4 claims. 


21,201. ''improvemente iu hydro-pneumatic aeoumulators." J. 8. Stevens 
C. @. Major and E. C. Stevens. Dated October Sth, 1898. Relates to that class о 
hydraulic accumulators in which the water is pumped into а reservoir containing 
Bir, во as to store energy by the compression of the air. A valve is arranged to 
restrict the water outflow when the level in the reservoir falls below a certain 
point, and to close it entirely or nearly so before any air can escape. "The valve 
Е, be in the form of a cap passing over а rose, or of the double-beat pattern. 
A displacement block of stone or other suitable material is attached to the 
valve, and their combined weight is nearly balanced by weights, the effec: being 
that, when the water falls below a predetermined level, the valve descends 
and gradually cuts off the flow through the rose. If the supply pumps are 
werking, the valve acts as a governor restricting the supply to the amount 
delivered by the pum: s. A bye-pass pipe and cock are provided for restoring 
the pressure in the pipe when necessary. 2claims. 


21,216. Ап improved trolley for taking electrico current applicable te the 
electric traction of vehicles, boats, and the like." $. Lombard-Geria. Dated 
October 8th, 1898. Relates to means for supplying current for electric traction 
on rail or road, or for propelling boats by means of an independent self. 
propelling trolley connecting to the vehicle, &c., by a flexible cable. The 
trolley runs on one conductor from which it may ake current, and drags a 
second trolley by means of the cable, through which the return may be made to 
one or more conductors, according to the nature of the current. The trolley 
carries a motor by which itis propelled. 8 claims. | 


21,224. “improvements la or relating to electric clocks or watches.” E. Rosi 
and б. Vaoottl, Dated October 8th, 1898. The first wheel of the movement is 
a ratchet wheel and is driven by a pawl on the balance arbour. A detent pawl 
hitting a strip t-rminal makes and breaks the circuit of an eleotro-magnet, the 
armature of which is a forked lever engaging &n eccentric pin on the balance, 
The lever impels the balance when attracted, and is reset by the return E 
after the detent pawl has jumped from the contact strip into another tooth o 
the ratchet wheel. 8 claims. | 


21,233. “improvements in иен for coating metal articles by electre- 
deposition.” J. thornton and T. R. Canning. Dated October 8th, 1898. Relates 
to apparatus in which articles are burnished during coating. It consists of a 
rotating wood barrel, which may be hexagonal in shape, and have one removable 
side. It is provided with perforations and wood or other non-conducting 
trunnions, which are carried on brackets and held in position by blocks sliding 
in suitable guides. The brackets are mounted inatank. Through one or both 
of the trunnions there passes an axial connecting bat or bars, connected up by 
the pivoted contact plate pivoted pin and conducting strip to the negative cable. 
Inside the barrel the bar is in electrical contact with an end metalic plate, and 
the latter with conducting strips extending around the inner surface of the 
dium to the metallic end plate. The liquid level is a short distance below that 
of the bar. By throwing back the contact piece the barrel can be removed, and 
a fresh one substituted for it. 8 claims. 


21,307. ‘improvements in the production of ineandeseont materials suitable for 
use In electric lighting." $. Pitt. (The Pharmaceutisches Institut Ludwig Wilhelm 
ans.) Dated October 10th, 1808. Relates to incandescent lamps. Filaments 
are made from o-miun, iridium, rhodium, ruthenium, or alloys of these, formed 
in thin layers by applying organic compounds of such metals to temp rary 
supports, burning them on and then detaching the metallic lustres thus pro- 
duced by applying solvents which attack the supports, as described in Specifi- 
cation No. 17,896, A. D. 1893. Before applying the solvent the metallic lustre is 
now coated with tough collodion, gutta-percha solution or like varnish to 
strengthen it. This coating is removed from the filament by burning off, or by 
a solvent after which the metal may be coated with an organic compound of an 
earthy oxide, and this burnt on... The temporary support is made of porcelain, 
glass, metal, or other material, coated with an organic compound of a base 
inetal, or with a tlux which may contain borosilicate or phosphate of soda; this 
is burnt on, producing a coating which can be removed by acids after the 
anetalic lustre has been formed on it. The metallic lustre may be painted on in 
strips ьо as to directly form a filament сг а net, or formed in sheets as described 
in the preceding Specification, No. 21.306, A.D. 1898, and may be thickened by 
electro-depositing. Such sheet, coated with collodion may be rolled up to form 
a solid filament, or on a thread core to form & tube. 6 claims. 


21,317. ''improvements in magnetic separating apparatus.” А. M. Clark. 
(Metallurgisohe, Geselisdhaft, A. 6.) Dated October 10th, 1898. A separator suit- 
able for the treatment of material of low magnetic power may comprise three 
magnets having pointed poles, the poles being covered by adju-table caps of non- 
masnctie material, The polarities of the p Jes of magnets F.G. are opposed to 
those of the polesof the magnet are opposite to those of the poles of the magnet 
contiguous to them. The materials are supplied to the poles from hoppers, the 
supplies being reguluted by means of ndjustable bars. The edges of the poles 
are brightly polished, or covered with polished stee] plates. In treating 
mixtures containing garnet, iron ore, or minerals of comparatively strong 
magnetic power, the magnet alohe may be provided with a coil. 8 claims. 


21,364. "'Improvements in battery solutions." H. Blumen 
October 11th, 1808. An electrolyte Which may be used in cj an y 
zinc electrode is made up of a mixture of a chlorate of an alkali or alkaline 
earth mixed with а bisulphate of an alkali or alkaline earth. The preferred 
mixture consists of sodium chlorate and sodium bisulphate. 2 claims. 


21,374. “improvements in rheostats or electric heaters." E. 0. Raster, Datel 
October llth, 1898. A heating or regulating existence is built up of straight 
strips of carbon separated by air spaces, and connected in series so that current 
may be passed through the whole length of the strips by interposed blocks 
alternately of glass or other non-conductor, and carbon aluminium, or other 
nom-oxidising conductor. The strips are arranged in two rows between meta! 
bars which have insulating linings, and are attached to end pieces; the meta! 
bars carry central metal partitions, covered with insulating material, against 
which the series of strips are pressed by screws, carried by the end pieces, and 
fixed by other screws. The series are electrically connected across the parti. 
tions by aluminium bridges. Rome of the interposed metal blocks are pro. 
vided with screws to hold conductors for connecting different parts of the re- 
sistance. A motor regulating switch is described having a row of contacts con- 
nected with such a se-istance, and a contact-arm acted on by a spring which 
tends to place it on an unconnected end stud; when the arm is moved to the 
other end stud, which cuts out all the resistance it is engaged and held by a 
latch. А lever, acted on by an electro-magnet in the circoit, is dropped if the 
current is stopped, and in this case raises the latch so that the switch arm is 
freed and returns to the disconnecting stud. 6 claims. 


21,410. “‘Improvements in controlling switches and apparatus for electric 
motors." R. Hutchison. Dated October llth, 1898. Relates to controllers ior 
motors, especially applicable when two are used on tramears. Electro-magnetic 
means are provided for locking the switch arm on each resistance contact, so 
that it may not be moved until the current has reached a predetermined limit. 
A solenoid is arranged in the circuit, and its core is connected with a paw! 
engaging a ratchet-wheel on the spindle of the switch. On starting the motor, 
the current pulls in the core and causes a wheel to be locked until the current 
fulls below the limit, when the switch can be turned to cut out one section of 
the resistance, and so on. Means are provided for short-cuiting the coil in cases 
of emergency. ‘the reve: sing swit h may be fitted with an extra contact which 
short circuits the solenoid, or a special switch fitted with a tell-tale may also be 
titted. In arrangements with two motors, the solenoid is so connected as to be 
in series with one and in parallel with the cther when the motors аге workin: 
in parallel. 5 claims. 


21,467. „An Improved form of alternating current transformer.” Vert, 
Limited, and L. J. Steele. Dated October 1200, 1898. The laminated cores азі 
yokes are separable and are clamped by end pieces connected together by tie- 
rods. The top end piece is grooved for the reception of the edge of the metallic 
casing so as to be watertight, and on the front is fitted a board for the termipa's, 
&c. The transformer preferably has а single-winding tapped at the required 
points. 2 claims. 


21,624. ‘Improvements in eleotro-macnetio variable d and olutch-gearing.” 
H. A. Wollaston and R. 5 Dated October 18th, 1898. Motion is transmitted 
from the shaft to the pulley by means of an alternating current generator 
having a short-circuited armature and a separately-excited field magnet. The 
armature consists of a soft iron or other ring and а copper or other suitab« 
hoop secured upon a disc filled to the pulley. The field magnet has the poles 
of any one side of similar polarity. The armature is rotated at а speed less than 
that of the field magnet, the difference depending upon the load on the pulley 
and upon the strength of the field magnet which may be varied by means of 100 
rheostat. 4 claims. 


21,650. ‘Improvements In systems of control for electrio motors and railway 
trains.” W. P. Potter. Dated October 18th, 1898. (Date claimed under Ас. 
March 17th, 1898.) Relates to master controller arrangements for ihe motor and 
brake controllers on electrically- ropelled trains, whereby the latter ат 
synchronously actuated. For this purpose the subsidiary controllers ste 
driven by e!ectromotors, and their motion is limited by stops which are 
successively withdrawn as the master controller is turned. Springs or other 
means return the controllers to the off or braking position. The general 
arrangement of the connections and the construction of the switches are shown 
in the specification and are too complicated for purposes of abridgment, 
25 claims. 


21,661. “Improvements In controlling electric motors and electrically-propelled 
railway trains." Е. W. Rice, Jun. Dated October 13th, 1895. (Date clained 
under Act, March 26th, 1898.) Relates to master controller arrangements ior 
the motor controllers on electrically-propelled trains whereby the latter are 
positively actuated in both directions by a pilot motor which is sopplied wit: 
current by the propelling motors acting as generators when the main curteni 
fai's. All the collectors on the train are connected to a common wire to obviate 
temporary loss oí current at any one of them. ‘The general d of the 
connections is shown in the specification and are too complicated for purposes 


of abridgment. 22 claims. 


21,633. ''Improvements In electricity meters." 8. Hookham. Dated Octo 
14th, 1898. Relates to energy meters. A clock drives a ratchet wheel, an 
escapement anchor with a fork and a pendulum carrying a shunt coil within à 
stationary main current coll by which its rate is varied. The fork is linke? to 
в double pawl on a support, loose on a shaft. The pawl is held down at either 
side by a tumbling or den Bey rg lever, to drive either of two oppositeir 
toothed ratchet wheels fixed on the shaft, which is geared to a counter, The 

awl and lever are turned periodically by a uniformly driven cam lifting ot 

ра ping а lever so that shoulders on this engage pins on the lever alternately. 
The shaft and counter are tbus driven oppositely during successive periods, a4 
if no energy is being supplied the counter is returned to zero at the end f 
alternate periods. The lever carries an insulator with four contact plates con- 
nected in opposite pairs to the coil and making contact with corresponding 
plates on the paw], these being connected in opposite pairs to the supply бог. 
ductors. The current in the coil is thus reversed at cach reversal of position of 
the pawl and lever, so that the main current causes the pendulum to ose +t 
more rapidly while the counter is being driven forward, and more slowly whit 
it is being driven backward, düring the succeeding period. Instead of reversing 
the current in the coil, the contact maker may be arranged to supply current i> 
it in alternate periods only, the p»ndulum swinging a: its natural rate in tre 
intervening periods. Friction pawls and ratchets may be used instead of the 
toothed gear. The meter may be used to measure quantity by supplying be 
coil at constant pressure. 8 claims. 


21,638. ''Improvements in aro lamps for projection and for laboratory or like 
purposes.” J. Stuart and J. H. Barton. Dated October 14th, 1898. Relates w 
arc lamps regulated by hand for projection and like purposes. A supporto 
channel section is pivoted at its lower end to a foot piece, and is secured 
adjustably by a clamping screw inserted through a slotted plate. The suppo'! 
carries a slider retained by screws passed through slots, and adjustable при: 
down by а rack engaging a pinion on a shaft carried by the support, ач 
rotatable by a milled head. The slider has arms carrying a double-thresd=* 
screw rotatable by a milled head, and supporting two sliders which are guidi 
by one edge of the support. The upper slider carries a slotted plate held b) 4 
screw and adjustable by a screw set in the slider, and having a collar in enga: 
ment with a slot in the plate. The plate and the lower slider extend forward v 
one side of the support to carry the carbon holders and binding screws, insulati. 
plates being interposed. The foot piece may be laterally movable as describe- 
in Specification No, 30,247, д.р. 1897. 2 claims. 


21,666. “А resistance measurer.” C. W. S. Crawley. Dated October lrL 
1898. Relates to resistance meters. A specially graduated current meter: 
connected in series with a voltaic cell of cons ant electromotive force and hi. 
resistances, which are adjusted to give the maximum indication on the mete. 
The resistance to be measured is then connected as a shunt to the meter. r 
ducing the deflection. The meter is graduated by use of known resistances, - 
that the resistance of the shunt is directly indicated. In a modified астап: 
ment the resistance to be measured is placed in series with the meter resistar ~ 
2 970 5 and a fixed shunt is connected across the resistance and mcis 
2 claims. : i 
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THE BRITISH ASSOCIATION AT 
BRADFORD. 


BRADTORD is not likely to reget the second visit of the 
British Association for the Advancement of Science to that 
city, nor will the Association look back upon the conference 
with feelings of anything but satisfaction. Situated in the 
heart of a district which is world-renowned for its industries, 
the Bradford meeting was destined from the first to be far 
more successful than was last year’s gathering at Dover. 
Perhaps it is not right to say that there was a great rush of 
scientists to Bradford, for the number of tickets sold was 
below 1,900, but from the record which we are publishing 
in the ELecrricaL REVIEW of the papers and discussions 


. pertaining to electrical science and engineering, it will 


be seen that the meeting was fairly successful from the 
electrical point of view. 

The presidential address of Sir William Turner was not 
anticipated to be of any particular interest. to. the electrical 
engineer, admirable as it appeared to the biologist and 
anatomical specialist ; nor was that of Sir Alexander Binnie, 
delivered to Section G, of immediate practical import, 
although it was a work which must have been the ouSeoine 
of many years’ careful classical research in tracing the 
historical development which has taken place in. the domain 
of science and engineering during the last two thousand years. 
On a most elaborate chart which formed a supplement to 
the address Sir Alexander had set out the leading events and 
the dates thereof in a most convenient manner, and this 
chart drew from various members of the section the most 
flattering eulogiums. 

In Section A, Dr. Larmor’s address, of which we printed 
un abstract last week, was attentively listened to by a very 


good audience, the majority of whom eagerly took their 
departure to other sections when papers came up for 


consideration. 

Both from the practical and theoretical standpoint, elec- 
trical science was greatly to the fore. Perhaps the greatest 
crowd in either section was that which assembled in A, on 
Saturday, September sth, when G was closed, to lear Sir 
Wm. Preece’s popular exposition of his work in wireless 
telephony, which was followed by the interesting discussion 
which we are able to print in another column this week, 
together with a brief account of the paper. The intrusion 
of something practical and popular into so abstruse a section 
as A was duly apologised for by Sir William. 

Mr. McTaggart in his account of the refuse destructors of 
the Bradford Corporation, introduced a subject of enormous 


importance, and his views with regard to the combination of 


destructor plauts and electric lighting installations for town 
lighting are, as we indicated last week, thoroughly sound. 
Mr. J. G. W. Aldridge explained, with the assistance of 
cinematographe and lantern pictures, a system of electric 
omnibuses which would travel on the ordinary roads without 
There were within the minds 
D 


any special track construction. 
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of some of those who were present, serious apprehensions 
regarding certain points, as will be observed from a perusal of 
the discussion, but the subject was opportune, and aroused 
considerable interest. 

In the domain of traction we should not omit to mention 
the paper by Prof. Hele Shaw on the “ Resistance 
of Road Vehicles to "Traction," which drew | General 
Webber, Sir W. II. Preece. Mr. Worby Beaumont, and 
others into a discussion showing how urgently neces- 
sary it is that the state of the public roads should be 
improved, particularly in view of automobile developments. 
li was mentioned incidentally by Prof. Hele Shaw that а 
committee of the British Association had been appointed 
to devote serious attention to the entire question of road 
resistance, 

In his paper on the “ Measurement of the Tractive Force, 
Resistance, and Acceleration. of Trains,“ Mr. A. Matlock 
described. some experiments recently made on. electric and 
other railways—the Waterloo & City electric and the Metro- 
politan underground electric were specifically mentioned — 
the object of the experiments being to determine the 
acceleration, tractive force, and running resistance to which 
the trains are subject. The appliance nsed was a short 
pendulum whose free vibrations are adequately damped. If 
this is suspended on the moving body it will hang in the 
direction which is the resultant of gravity and the acceleration 
Which the body at the time experiences ; hence the angle 
Which such а pendulum makes with the vertical gives the 
measure of the accelerations at each instant. In the experi- 
ments the pendulum was arranged so as to record its position 
on uuiformly moving paper, on which, at the same time, 
seconds were marked by an electric clock, and а contact 
marker, worked from one of the wheels of the carriage, caused a 
second pen to record cach revolution performed by the wheel. 
The diagram thus obtained gives a direct measure of the 
speed and acceleration of the carriage. The author showed 
that pendulum observations, combined with a record of speed 
and power supplied, offer a simple and effective means of 
determining the resistance to, and efficiency of, electric or 
other kinds of motor vehicles. 

Sir Wm, Preece, in the discussion, said that the chief 
merit of this appliance was that, like the diagram of a 
steam engine, it gave the whole history of the operations 
that were going on. In the case of the Waterloo line, they 
had a diagram which told them exactly the action of the 
train, the influence of the gradients, the effects of curves, 
the draw-bar pull at every moment, the speed, and, in fact, 
all the information they wanted to know. He thought that 
no experiments on electric traction, whether on railways, or 
trams, or roads, could be considered perfectly complete until 
they were accompanied with some such method as Mr. 
Mallock had so successfully employed. The engineer could, 
by means of it, follow the difficulties, troubles, and frictions 
of railway trains with the same accuracy that he is now 
able to watch the performance of the valves of an engine 
by examining the dial. Mr. Alexander Siemens also added 
his testimony to the extreme efficiency and usefulness of the 
Mallock methods. Up to the present it had been a most 
clumsy affair to measure acceleration of trains. A good 
deal had been guess work, and everything had depended 
upon the personal equation of the observers. In the 
Mallcek apparatus they had something absolutely automatic, 


Mr. Kershaw's paper led to a brief discussion on 
the subject of power generation. Mr. Siemens drey 
attention to one point in the paper, and supported Mr. 
Kershaw therein, namely, the explosion of the fallacy 
that existed in many minds that water power was running 
to waste in England, while abroad they were making good 
use of it. At Niagara and in Switzerland they used water 
power because it was inexhaustible and was pretty constant 
all the year round, a state of things not existent in England, 
To make provision against this, required such capital outlay 
as to render it prohibitive. 

Prof. S. P. Thompson, who had just returned from his 
visit to the International Electrical Congress at Paris, gave 
his hearers the benefit of his investigations of the chief 
features of large dynamo construction as exemplified in 
about a hundred different machines which he inspected at 
the Paris Exhibition. The paper was technical, and the 
audience was very small. The Professor spoke from a few 
rough pocket-book notes, and had not even had time v 
prepare a short abstract. 

Mr. Gibbings was not in attendance, so that his paper 
on “The Design and Location of Electric Generating 
Stations,” was taken as read, and unfortunately there was 
no discussion upon so important a topic. 

Among the other matters worthy of special mention ar 
the papers on the Manchester and Liverpool monorail 
scheme. These will be found on another page of this issue, 
together with the discussion, which was not of overwhelm- 
ing consequence. 

It now only remains for us to refer to the two evening 
lectures. Prof. Gotch; F.R.S., lecturer of physiology s 
Oxford University, succeeded in delighting an audience of 
somewhere about 2,000 members of the Association and their 
friends with an admirable discourse on © Animal Elec- 
tricity.” The lecturer explained the structure of the elec- 
trical organs of electric fishes, such as the mormulus, 
gymnotus, and the malapterurus. After generalisation 
upon his subject, he set himself four questions, and pro- 
ceeded to answer them. These questions were :— 


1. What is the peculiar structure of the organ which exists iu 
these fishes? How far does it account for their extraordinary 
powers? . 

2. What is the character of this electrical shock which the fish 
can give? 

3. What is the character of that comparatively insignificant dis 
turbance which occurred in nerves and in the electrical organs 
his opinion) of a nervous structure ? 

4, Can those two, the extraordinary shock of the fish and the com- 
paratively insignificant disturbance in the neryes—in spite of their 
apparent diseimilarity—be probably identical in their formation“ 


He had a malapterurus on exhibition, and enabled learned 
and frivolous professors on the platform to test the voltage 
of its shock. He considered that this fish which was found 
in the Nile and rivers of Africa was the most interesting 
in structure as well as in function. 

Prof. S. P. Thompson in his Saturday evening lecture io 
3,000 or more of the Bradford artisans, brought before them 
in a popular way, and with a charm of manner which 1 
would be hard to excel, many of the truths regarding the 
applications of electricity in industrial life which are to^ 
unfamiliar with the general populace. He worshippel 
at the shrine of Michael Faraday, and his hearers were com- 
pelled, whether they would or no, to do homage. It would 
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№ difficalt to say of whom the ** house” thought the most 
rhile the lecture was in progress—the Professor, with his 
wry ample equipment of experimental apparatus, or the 
iche! Faraday whose work was evidenced in every develop- 
nent then recorded, and whose photograph was thrown upon 
фе semen, Prof. Thompson undoubtedly “ scored a great 
woes,” as they say, and literally brought the house down. 
le told Bradford to do its duty by the nation and help 
tard the work of electrical development by not keeping it 
lin thetoo close confines of municipal enterprise. He brought 
i home to them, as few others can, that the question of 
rie power supply is now a national problem, and not опе 
ù be tampered with in a too-local spirit. We congratulate 
te lecturer проп his success, and hope that his words will 
м le lost upon the minds of the Bradford Corporation and 
dizens, nor upon the minds of the many throughout the 
кошту who read the reports of the lecture. 

We have only one matter upon which to strike a 
jiwordant note, Prof. Thompson did not say much to 
he Bradford audience about the question of electric 
тийш, but something that he did say seemed to us to 
» uot only quite uncalled for, but likely to give a 


wow impression. He advocated doing things on up- 


lute lines at Bradford. So far, so good! Uniformity 
of gage, uniformity of motive power, and so on, so 


that they could run through to all the other towns іп . 


Yorkshire without changing and without any overhead 
mies. The overhead trolley system was not much in 
widence among the Professor’s lantern pictures, if it was 
shown at all, Perhaps he thought that they had seen 
enough of it locally to know what it was like. We cannot 
conceive of any unprejudiced Bradford man going for a trip 
vu the several systems of. trams at Bradford, the clumsy and 
dirty steam cars, the antiquated horse cars, and the clean 
ші rapid electric trolley cars, without being eager 
iw a complete change of the two former systems 
0 Ше trolley. That, we fully believe, will be the 
eire developments will take when the leases expire in 1903. 
Bu coupled with his remarks about doing without over- 
head wires, the able lecturer said, referring to the next slide, 
"That ear ru ns along that road without any overhead wires ; 
! mns by surface contacts.“ E 20. е That, 
gntlemen, is my system of electric traction!“ Applause, 
lond and prolonged, Here, in truth, was a Daniel come to 
істеп! Where was Dr, Hopkinson? Where were Lineff, 
s Perry? Where the score of others who had 
in their day in the surface contact field? The 
m pie анек іп, and the tramway 
| y, the system of the Professor. Not even 
mention was to be made of others. It was only a 


provincia] artiz: . Б 
| artizan audience, it is true, and же say nothing 


І 
more save to ask. "EL 


" Is it quife the thing 


бакы te Ix another column we print a paper 
Sepply Mains. headed “ Electric Supply Mains,” which 
Cable Makers К been sent to us by the secretary of the 
paper gives « os — with a covering letter. This 
N E clauses proposed by the Association for 
maina, and we or the supply of electric light and power 
Suppose that an understanding exists among 


the signatories that these conditions will be insisted upon, 
and that they will decline to tender for supplies in which 
conditions less favourable to the contractor are laid down. 
Apart from the question as to the fairness or unfairness of 
any particular condition, the attitude of the cable firms, if. 
it is really that which we have read between the lines of 
their letter, is not unnatural. It is a matter of common 
knowledge that manufacturers of electric ligh ing apparatus 
of all kinds have been seriously hampered by being com- 
pelled to quote and work to specifications drawn sometimes 
with insufficient knowledge, sometimes with irritating 
aud unnecessary detail, sometimes even with sheer injustice, 
Every principle of equity is outraged by a provision that 
gives the interpretation of a contract, and that without 
appeal, to one of the contracting parties; and vet this has 
been, and is, common to thousands of contracts. That such 
an arrangement works at all is striking evidence of, the 
exsential integrity and practical ability of English commercial 
men, Vexatious delays in paying for goods delivered, on the 
ground of default by other contractors, or even of delay 
for which the engineer is responsible, and the practice of 
compelling contractors to be responsible for all accidents to 
cables over whose management they have no control, are 
opposed to obvious principles of business and economical 
manufacturing. So the practice, formerly more common 
than now, of specifying the number and gauge of wires in 
the conductors, and not merely the total sectional arca or 
resistance, delays manufacture, makes it difficult for the 
factories to keep adequate stock, and serves no useful pur- 
pose whatever. Оп the other hand, the character of cable 
work has heen such as to cause engineers. very great anxiety, 
Of all parts of an electric supply system the mains 
are the least accessible for repair, the most difficult to 
examine, and the most liable to fail without giving any 
previous notice, It is almost impossible for anyone except 
a manufacturer to have an. intimate knowledge of cables, 
and no satisfactory method of testing insulating material 
has yet been devised. Engineers have had to be responsible 
for putting half of their whole capital into, апа trusting 
the very life of their schemes to, materials of which they can 
have but little special knowledge, and for testing which they 
have no satisfactory means. They could not reasonably be 
expected to do otherwise than in a large number of cases 
they have done, viz., to throw the responsibility for the 
success of the cables in every possible way on to the 


shoulders of those who presumably understand the material, 


are making money out of its supply, and alone know, and 
are able to secure, the precautions necessary during manu- 
facture. The question of the guarantee of cables by the 
manufacturers is full of difficulty, and we do not suppose 
that any one clause or set of clanses will meet all cases. The 
doeument before us limits the manufacturer’s guarantee to 
cases where the purchaser can prove bad material or work- 
manship ; but the burning out of a fault usually removes al] 
indication of its cause, and unless the purchaser can find 
defects in the remaining cable near the fault, and establish 
a probability that the fault was due to a similar defect, he 
will in most cases have to bear the loss himself, to whatever 
cause it may have been due, Now it may be urged that a 
purchaser can fairly claim that if a cable has heen laid with 
due саге, in a way and under conditions approved by the 
manufacturer, the responsibility for subsequent failure 
rests primarily with the guarantor. Questions of this kind 
are best dealt with by negotiation. The keen competition 
between the different firms has perhaps hitherto placed them 
individually at a disadvantage in their dealings with con- 
sulting and municipal engineers, and they have sometimes 
been called upon to meet losses inequitably, but the existence of 
an agreement among themselves as to the terms they will or 
will not accept, appears to reverse the situation, It will be 
interesting to see what the practice is some years hence. 


tmc 
1 = 


PPP 
448 THE ELECTRICAL REVIEW. [Vol 47. No. 1,191, Виртнмвкв 91 1900, 
a a a лл лл aa ч ыыы 


OVERHEAD CONSTRUCTION, WITH SPECIAL 
REFERENCE TO GUARD WIRE. 


By SYDNEY WOODFIELD. 


I wave read with a considerable amount of interest the 
paper Mr. Quin read before the M.E.A., and also an article 
in your issue of August 31st on the same subject. I can 
fully endorse the statement of the author of the above 
article as regards guard wires, viz., that they are a nuisance, 
and in many instances they are greater dangers than those 
which they are supposed to avert. He also states that the 
usual method of guard wiring is fairly cheap to erect, but 
that maintenance is a more or less constant drain on the 
revenue, and one can quite believe this, seeing the construc- 
tion in certain towns. Surely it would be wise to sink a 
little more capital in the much reviled guard wire ! 

Let us now look into the cause of the accidents, the 
majority of which are caused by the trolley jumping the 
trolley wire and getting caught in the guard or span wires. 

In the early days of electric traction in this country, 
when the trolley jumped the wire, there was nothing to 
prevent it taking almost a vertical position, thus giving it 
every chance of becoming entangled in the overhead wires, 
or bent nearly double by a bracket arm: but in modern 
trolley standards a stop is provided, so that should the 
trolley leave the wire, it can only take a position 1 to 2 feet 
above the normal, thus preventing to some extent the trolley 
catching in the wires, although the pole may still swing 
around and come in contact with a pole or its scroll work. 
Neveral devices have been worked out to let the pole fall 
2 or 3 feet should the trolley jump the wire; one of them 
was described in your issue of February 2nd, 1900, although, 
apparently, it did not prevent the trolley pole swinging 
round. No information is to hand regarding the working 
of the devices, but there is no reason why such schemes 
should not work well It may here be asked, why limit 
the distance of the guard wire above the trolley wire to 
2 feet, when surely it would be an advantage to increase 
it to 3 or 4 feet, which would lessen the chance of a 
trolley catching it, and would minimise the risk of 
& broken telephone or telegraph wire coming in contact 
with it. 

My experience. of these wires falling across the guard 
wire is, that the free end of the fallen wire entwines itself 
around the guard wire, although there are instances where it 
becomes fixed in some position and remains so, permanently 
short-circuiting the trolley wire to the earthed guard wire. 
Would it not also be preferable to erect the guard wire 
vertically over the trolley wire, so as to still further provide 
against the trolley catching it? for very rarely does a fallen 
wire remain hanging across the guard wire, and this, I 
take it, is the reason of the guard wire being placed outside 
the trolley wire. 

The reason of the trolley jumping the trolley wire appears 
to be due to bad construction and inferior design, also to 
reckless driving on the motorman's part. 

Some of the older systems were constructed too much on 
the American principle, which, although suitable for a 
fixed trolley, is totally unsuitable for a swivelling head and 
the trolley line at a distance of 12 to 15 feet, or more from 
the centre of the track. Again, frogs and crossings as 
used for the fixed head are also not suitable for a swivelling 
head, and it is only in quite recent years that frogs and 
crossings have been developed for the latter. Shallow 
grooved ears with lugs at the ends are being gradually 
replaced by deep grooved ones without lugs, the advantage 
of the latter to the smooth running of the trolley is indis- 
putable. Ears are now being made up to 42 inches, these 
being used around curves. ‘ Pull off" wires are being 
superseded by placing more poles around curves with the long 
ears bent 7n silu, thus doing away entirely with many wires 
crossing the street and standing as a menace to the first 
trolley that jumps the wire, besides improving the appearance. 
All the causes mentioned, and many others beside of the 
same nature, are responsible for innumerable mishaps to the 
overhead lines. 

In fig. 1 is given a section through a grooved trolley wire, 
a form which is being largely used by the General Electric 


Company, of Schenectady, and which is giving immense 
satisfaction to all those who have it in their employ, This 
wire is manufactured in three sizes, viz, 2/0, 30 and 10 
B. and S., the actual diameter being Slightly increased to 


compensate for the material taken out by the grooves, This 


wire possesses all the running advantages of a figure eight 
wire, but without the disadvantages as regards handling, a8 
the section is nearly symmetrical, aud consequently it is just 
as easily erected as an ordinary round wire, whereas a fieure 
eight one, being of somewhat irregular form, the elongation 


Fia. 1. Fia. 2. 


and compression not being uniform, kinks are made, causing 
the trolley to leave the wire. Another advantage is, that 
the wire is supported nearly at the horizontal diameter, so 
there is no tendency to tip at the ears when rounding carves. 
It will be readily seen from the diagram that the wire pre 
sents no obstructions to the trolley, and there is, therefore. 
very little chance of the trolley jumping the wire. 

Four-wheeled cars are far more dangerous than bogie cars 
as regards the trolley jumping, for they are more liable го 
oscillation. 

It may be of interest to relate a peculiar instance con- 
nected with these: —At about midway between two side 
bracket poles there happened to start a cross-over road 
running on to the up road, both being on a slight down 
grade—a little farther down the road was a stage where all 
cars stopped. It was the usual practice of the moformen to 
bring their cars at a fairly good speed down the grade unti! 
just before the facing pointa mentioned above, when they 
would apply the brake to ease up for the points and the stage. 
At this place the trolley invariably jumped the wire, and 
brought down two or three lengths of guard wire. The facts of 
the case appeared to be as follows:—The braking action 
would cause oscillation of the car and the trolley pole, Ше 
latter transmitting it to the wire, the two then oscillating її 
synchronism. When the car, however, had proceeded а few 
yards further on it came to the rigid ear; the pole and wir 
being no longer able to oscillate in synchronism the trolley 
would jump the wire. It was actually found afterwards 
that if the brake was applied within two or three yards of 
the facing points the trolley could be made to jump the 
wire in nearly every case, whereas, if applied a yard or% 
higher up the line, the trolley would rarely jump : evidently 
the oscillations had been sufficiently damped by the car 
springs. To show how careful construction and design шаў 
obviate accidents, I may here mention that some little time 
back I travelled on the top of a car for about three-quarters 
of a mile with the trolley running in the wrong direction. 
the conductor at the terminus having failed to turn it and 
put it on the right wire. Although two or three nasty 
curves were passed at about 8 to 10 miles an hour, it never 
left the wire; luckily, no other car was met proceeding 1n 
the opposite direction. On this line all ears on the straight 
are 18 inches long, and around curves they vary from 24 te 
42 inches, depending on the radius of the curve. | 

Concerning the supports of the guard wires themselves. 1t 
is not good practice to make the top half of the bracket 
hanger-clamp serve the double purpose of supporting the 
hanger and guard wire standard, for should anything ge 
wrong with the trolley wire—for instance, if it snapped, the 
whole bracket clamp would turn around owing to the 
tension on either side not being balanced (assuming, of 
course, that the trolley wire still held on to the ear), and this 
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would cause the guard wire to break, or if it did not, the 
tension on the one side being very small, the sag would 
increase till the guard wire would come in contact with the 
trolley wire which might still be alive, probably burning it 
through, and thus causing further mischief, 

It has also been found that in straining up the guard wire, 
owing to the length of the leverage the bracket hangers 
themselves are pulled out of the vertical, thus causing a nasty 
tink in the trolley wire. A few of the first tramways in this 
wuntry insulated the guard wire, this, was far preferable to 
arthing it, but on the score of safety, it should be earthed. 

It is not necessary to actually bond the guard wire to the 
wle, and the pole to the rail if it runs for some distance, 
mking a moderate earth at each pole, but where very short 
kagths are used, say, between two ог three poles, it should 
ieearthed directly to the rails, as if the wire did come into 
wnact with the live wire, the earth would not be good 
mgh to knock out the station circuit-breakers, although 
шеш current may be passing along the guard wire as to 
mke it almost red hot, and the pain. may be peeling off 
thepoles themselves because of the heat, the ground round 
Шох the pole being charged so as to render it dangerous to 
pedestrians and horses. This has occurred more than once. 

guard wires are to be erected at all, let them be done 
ins more substantial and workmanlike manner than they 
wat present; let them be put up just as permanently and 
arongly as the trolley wire itself—in fact, as if they had got 
wsad the same amount of strains and knocking about. 

A good sized wire to use is a 7/17 S.W.G. galvanised mild 
wel strand, having a breaking load of not less than 
1,100 105, and an extension of 4 per cent. on 12 inches; the 
atter is most important, owing to the peculiar strains 


о R, Galvanised hook; w я, Wood strip; B c, Brass clip; w, Wire. 
Ее 3. 


“countered, Particular attention should also be paid to the 
galvanising. This consists in coating the steel wire with & 
thin layer of zinc, which oxidises slowly in air, forming a 
LM layer of oxide, which prevents further oxidisation, 
т ne the steel, which, if left to itself, would 
“cise In à less compact form, such processes still continuing 
vould finally eat the wire through. 
d e test for galvanising consists in dipping a sample 
ы ke wire into а saturated solution of blue vitriol (copper 
fot ome Си SO, + 5 He 0), allowing it to remain immersed 
iba f 9r two minntes, then taking it out and drying it so 
а perfectly clean, repeating this process half a dozen 
2 iie ii 1f the galvanising is not perfect the iron in the 
which will di come into contact with the copper sulphate, 
the goles: aml ve it, the copper being precipitated from 
Alter sabes the same time in & spongy mass on the wire. 
Mb mat tion the guard wires should be rubbed down 
е ante пе, as hydrochloric апа” sulphuric acids, which 
n the sn Present in the air to some extent in towns, act 
110, and sulphuretted hydrogen, traces of which are 


invariabl x 1 » 
к sulphi iw in populated places, converts the zinc 


n 
We * ч Wires a method has been practised in 


ortet | and Aberdeen of using a wooden strip 
л by ти of clips from the trolley wire itself. This 
“ve emanated from Germany, where it is used 


to some extent. The strip is usually made of canary wood or 
kauri pine, the latter being preferable, as it is less likely to 
warp, although the former is more often employed, owing to 
ite cheapness, aud the clips which are placed at about 3 fect 
centres, are soldered to the trolley wire. The strip should be 
thoroughly painted with P. and B. paint, which is an excel- 
lent protection against deterioration. Fig. 3 shows a section 
and side view of guard strip as used at Leeds, and fig. 2 a 
design for use under bridges. 

Considerable trouble seems to have been encountered with 
the clips, owing to the continual jarring and knocks which 
they receive from the trolley wheel, causing them to come 
unsoldered, thus seriously interfering with the smooth 
running of the trolley wheel. 

Comparing figs. 1 and 3, it will be seen how readily these 
clips could be fixed to the grooved trolley wire by means of 
a similar arrangement to that shown for supporting the wire. 
The guard strip gives the trolley wire an exceedingly heavy 
appearance, and one cannot help being struck by the exces- 
sive noise which it causes as the trolley wheel passes. Con- 
siderable strains may be put on the wire, owing to the weight 
which would have to be encountered when ice and snow 
accumulated. Where this system is employed a considerable 
factor of safety should be allowed, as in winter the tension 
would, of course, increase, owing to the dip decreasing, 
and at the same time the ice and snow may udd 
enormously to the weight per unit length. Again, a far 
bigger surface would be exposed to the wind—a fairly high 
wind may give a pressure of 30 lbs. per square foot—so that 
we may easily get three or four times the normal tension on 
the wire. Г 

Guard wires have been practically abandoned in the 
States for some time past ; and even on transmission lines, 
where guard wire is erected for protection against lightning, 
it has been found to be a continuous source of danger. The 
wires erected on the Buffalo—Niagara Falls transmission 
lines have been taken down, decreasing the number of short 
circuits, and with no bad resulta from lightning. 

Considering the question from all points, there appears 
to be always the danger of accidents and interruptions 
wherever guard wires are used, such accidents and inter- 
ruptions being more numerous on systems employing the 
side bracket construction than on those using the span wire 
system, where the trolley wire is practically over the centre 
of the track. Experience suggests the following points with 
regard to the erection of guard wire :— 

1. That they should be erected 3 to 4 feet above the 
trolley wire. 

2. That they should be vertically over the trolley wire. 

8. Where used in one continuous length, say, over a 
quarter of a mile, there is no necessity to directly earth to 
the rails, provided the wire is in no way insulated from the 

~ bracket arm. 

4. Where used in short lengths, say, to protect two or 
three spans of trolley wire, it should be directly carthed to 
the rails. | 

5. That it should not be used around curves where “ pull- 
off" wires are necessary for the guard wire, guard strip being 
far more suitable. 

6. That great care should be exercised in anchoring, it 
being preferable to anchor three or four spans further ahead, 
where there is any liklihood of the trolley jumping. 

7. That stronger and more durable material be em- 
ployed, and greater care be exercised in erection and 
examination. 

8. That the bracket hanger clamp should not serve the 
double purpose of supporting the guard wire standard and 
the bracket hanger. 


MOLECULAR CHANGES PRODUCED IN 
MATTER BY ELECTRIC WAVES. 


THE paper by Dr. Jagadis Chunder Bose, read before the 
Royal Society in February, marks a great advance in our 
knowledge of molecular physics, and the intimate connection 
between electric disturbances in the ether and chemical 
reactions. 
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The true theory of the so-called “ coherer " for the detection 
of electric waves has been revealed by Dr. Bose’s experiments, 
and has been found to be very different. from that originally 
propounded by its discoverers. The reduction of resistance 
in metal filings under the influence of electric waves has been 
hitherto attributed to a kind of electric welding caused by 
spark discharges which take place between the particles. The 
coalescence of water and mercury drops in Lord Rayleigh’s 
experiments apparently lent much support to the theory 
of electric welding. But, as Dr. Bose points out, on this 
theory &// imperfect contacts should exhibit doninufion of 
resistance when subjected to electric radiation. He has, 
however, found, on carrying out a systematic investigation 
of contact sensitiveness on metals, that there are many sub- 
stances, of which potassium may be taken as a type, that 
exhibit au increase of resistance. Besides potassium, a con- 
siderable number of elements, and also of compounds, have 
been found which exhibit a similar action. 

Dr. Bose’s theory is that the change of resistance pro- 
duced in a substance by the action of electric waves is due 
to the formation of allotropic modifications, He considers 
that it is identical with the photographic action of the light 


Conductivity. 


Time of exposure. 


Fig. 1. (RVE FOR POTASSIUM 


on sensitive substances, on which latter subject he promises 
a future paper. The name which Dr. Bose proposes to 
substitute for © coherer ” is “molecular receiver.“ 

The following are the hypotheses made by Dr. Bose to 
explain the action of electric radiation on matter :— 

l. That electric. radiation. produees molecular change or 
allotropic modificaticn in a substance. 

2. That, starting from the original molecular condition 
A, the effect of radiation is to convert it to a greater or less 
extent into the allotropic modification в. It follows that 
this change from one state to the other must be accompanied 
by a corresponding change in the physical properties of the 
substance. 

3. As one of the properties of a substance is its electric 
conductivity, any allotropic changes produced by radiation 
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Fia. 2.—RADIO-MOLECULAR OSCILLATION CURVE FOR 
MAGNESIUM. 


should be capable of being detected by a variation in the 
conductivity of the substance. 

4, Asa molecular strain is produced during transforma- 
tion from A to В, at a certain stage there may be a rebound 
towards the original state A. Thus, after the molecular 
change from A to B condition has reached a maximum value, 
the further action of radiation may be to reconvert to a more 
or less extent, B to A, this reversal of effect being indicated 
by a corresponding electric reversal. 

5. That the ultimate loss of sensitiveness, known as 
* fatigue," is due to the presence of the radiation product, 
or strained B variety, along with the A variety, the opposite 
effects produced by the two varieties neutralising each other. 

Dr, Bose then deals with the experimental evidence in 
suport of these hypotheses. | 

It is well known that light, which is a form of electric 
radiation, produces allotropic modifications by its action. on 
certain substances; for instance, yellow phosphorus is 
converted into the red amorphous variety, and soluble 
sulphur into a variety insoluble in bisulphide of carbon. 
There are probably many more such instances which have 


escaped detection with the means at our disposal. Dr, Bose 
points out the great value and delicacy of the tests which are 
obtained by noting the changes in electric conductivity, and 
this method may in future put a new and more powerful 
instrument for research in the hands of chemists and 
molecular physicists. In his paper Dr. Bose gives a numler 
of curves showing the relation between conductivity and 
time of exposure in various substances. "The time of expo- 
sure was measured by counting the individual flashes of 
radiation due to the interruption of the primary current in 
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Еа. 3.—“ DAMPED ” MOLECULAR OSCILLATION, 


the Ruhmkorff coil by a tapping key. The conductivity d 
the substance at a given moment was inferred from the 
deflection of Ше galvanometer in circuit with the receiver. 
In order to expedite the reversals, the incident radiation was 
made very strong. 

The following curves show the principal types of sub- 
stances to be met with. 

1. Substances in which the B state is unstable under the 
given conditions; the в state will therefore only peris 
during the action of radiation, the substance relapsing into 
the original condition on the cessation of radiation. Two 
cases are possible, first, when the substance is positive; 
second, when the substance is negative. 

The latter case, where the resistance is increased by 
electric radiation, is exemplified by potassium. [n the 
curve, fig. 1, for this substance A and B represent the two 
molecular states. The substance being negative, A is more 
conducting ; æ represents the conductivity of the fresh speci- 
men ; the thick dots, s s', the individual flashes, It may be 
seen that the effect of radiation is to produce a sudden 
diminution of conductivity. The substance, electrically 
speaking, is highly elastic, aud the limit of its elasticity 1s 
also very great. With the majority of substances, however. 
self-recovery is only possible when the narrow limit of 
elasticity i8 not exceeded. | 

2. Substances in which the radiation product is somewhat 
stable; the successive conversions from А to B, and from в 
back to A are supposed to be complete. We have an 
approximation to this condition in magnesium, which, under 
proper adjustments, shows successive complete reversals for 
а long time, The substance after a time, however, exhibits 
the effects of fatigue. | 2000 

The curve given in fig. 2 clearly exhibits the reversals. 
The receiver was so adjusted as to give a deflection of fire 
divisions. The first flash of radiation produced a positive 
deflection of 90 divisions (magnesium being positive); th: 
second flash produced a further deflection of five divisions, 
the third flash produced a negative deflection of five divisions. 
the fourth flash produced + 5, the fifth flash gave — 0. 
and the sixth flash + 90. The reversals then followed each 
other almost regularly, till the substance became insensitive. 
All these changes are shown by fig. 2. 

3. Lastly, we have a class of substances where the con- 
version from one state to the other is not complete. Here. 
again, we get two sub-divisions, owing to the distinction 
between positive and negative substances. ` " 

Taking first the case of a positive substance (see fig. 3) (P) 
the original conductivity of which is représented by «. the 
action of the first few flashes of radiation would be to pro- 
duce a great increase of conductivity by the formation of Р 
variety ; the next flashes convert B back to A, but not com- 
pletely, and the negative deflection will be less than the 
previous positive deflection. Owing tg this “damping, 
effect, the oscillation curve will approxinfate to a logaritlinue 
decrement curve. After a series of reversals the oscillation dic 
away, and the substance becomes almost inert, A glance at 


A 
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the hypothetical curve to the right shows that at the inert 
каре, b, the substance, us a whole, becomes more conducting 
than the fresh specimen, @ The opposite is the case with 
negative substances (see fig. 3 (a)). | 

A carve obtained from a positive compound substance 
showed remarkable regularity in its oscillations. 

Fig. 4 shows the curve for iron. The first diminution of 
resistance в too great to be properly represented in the 
dram. The inert stage, b, is, as in fig. 3 (f), more con- 
dating than a. | 


Time of Exposure. 


Fia. 4.—CURVE For IRON. 


Fig. 5 shows the actual curve obtained from arsenic (a 

negative substance). It will be observed, as in fig. 3 (a), that 

' the substance in the fatigued state is, on the whole, less con- 
· (ting than in the fresh condition. 

It is evident that, in substances exhibiting damping, two 

opposite electric conditions are induced in fatigued specimens. 


+ At the inert stage the rate of mutual conversion from one 


sate to the other probably becomes equal, and the apparent 
"y is thus not due to the absolute want of sensitiveness 
of the constituent varieties, but to the opposite reactions of 
4 and в balancing each other. 


-=F cc 


{ 

| Time of Exposure. 

i 

| Fia. 5.—CURVH FOR ARSENIC. 
Ё 


Mechanical disturbance ог gentle heating restores the B 

‚ TU to the A variety, and the sensitiveness to the snb- 
i5 Curves showing these effects are given in the paper, 
Ge substance (iron) and a negative substance 
Ше), In the case of the former the conductivity is 
н] by the disturbance ; in the case of the latter it 


Bri Bees mM а paper read at the recent meeting of the 
able ding ation, has shown the bearing of his remark- 
deal with ЕЕ Оп nerve and muscular action. We hope to 
Чопа are kel ber in a future article. Considerable 
ате physiol У to result to our knowledge of hitherto 
tricity for cu ee actions, and of the application of elec- 
preted in the 1; Pi purposes, Dr. Bose's discoveries, inter- 
likely soon (5*1 t of J. J. Thomson’s, electron theory, are 
chemical reactio ead to ‘Bes advances in our knowledge of 

юв, and the relations of electricity to matter. 


THE DISPOSAL OF TOWNS’ REFUSE. 


By ED. C. DE SEGUNDO, A. M. Inst. C. E. 


THE paper read by Mr. McTaggart at the recent meeting of 
the British Association on the disposal of house refuse in 
Bradford is a valuable and important contribution to our 
knowledge on this subject. It deals in an impartial and 
practical manner with the problem of the disposal of towns’ 
refuse, and gives an account of the development of the 
* destructor" method of coping with this all-important 
matter in Bradford. From a perusal of the paper, most 
of which was published in last week's issue of your 
journal, it will be seen that the Bradford Corporation 
do not appear to be wedded to any one type of destructor, 
but that more than one type has received a thorough test as 
a cremator of refuse, and it will be noted that Mr. McTaggart 
lays great stress upon the true function of the refuse 
destructor, namely, to provide a means for the disposal of all 
refuse in an efficient sanitary manner. The analyses of the 
chimney gases show that at Bradford combustion has been 
complete. 

In the ELECTRICAL REVIEW there recently appeared an 
article in which the subject of towns' refuse and its disposal 
was treated academically, and by inductive reasoning the 
conclusion was arrived at that, to work a destructor at a 
high degree of efficiency as a means of completely consuming 
refuse and simultaneously of maintaining a constant evapora- 
tion of water and pressure of steam proportionately to the 
calorific value of the refuse, was exceedingly difficult, if not 
practically impossible of achievement, and the writer of the 
article stated that, within his knowledge there was not a single 
instance of electricity being satisfactorily and economically 
generated from destructors where refuse only was used as a 
fuel. "This statement, the meaning of which was no doubt 
clear enough to all impartial minds, did not commend itself 
to certain gentlemen interested in these matters, who forth- 
with wrote to complain of the ignorance of the author of the 
article, and of the pessimistic attitude adopted generally by 
this journal towards the subject of destructors. 

A spirited correspondence ensued, and the matter dropped, 
until a further letter finding fault with some remarks in the 
journal upon a destructor trial seems to have called forth a 
leading article upon the subject, in which the views of this 
journal are set forth in unequivocal terms. 

Mr. McTaggart’s paper, and the views he expresses are 
interesting in that if he held a brief for the writer of the 
articles above alluded to, he could hardly have arranged a 
more complete and practical confirmation of the views set 
forth in these articles. For instance, in deciding upon a 
scheme of refuse destruction, he says that preference was 
given :— 

1. To the design of furnace which is calculated to give 
the highest destroying efficiency, taking into consideration 
the cost of working and repairs. 

2. To the scheme which is calculated to give the highest 
evaporative efficiency bearing in mind the fact that the 
destruction of refuse without nuisance is the first con- 
sideration. | 

With regard to the evaporation, this comes out to 0:882 
lb. water from and at 212? F. per Ib. of refuse burnt, but 
Mr. McTaggart points out that this could be improved were 
the setting of the boilers different. Of this there is little 
doubt, as the temperature of the gases at the bottom of the 
chimney is 1,000° F. | 

Mr. McTaggart’s strongly worded remarks upon so-called 
destructor tests of one, two, or three hours' duration have 
already been quoted in last week's issue. It is needless to 
point out that it is extremely difficult to end the trial with 
the fire in exactly the same condition as when the trial 
started, even when using coal as a fuel. With refuse as а 
fuel it is well nigh impossible, and the difference in the 
amounts of fuel on the grate at the beginning and end of the 
trial may, in a short trial, be a considerable proportion of 
the fuel consumed. 

Unfortunately, Mr. McTaggart does not &tate what is the 
percentage of moisture in the van refuse. Judging by the 
amount of residuals (29:36 per cent.), the refuse—if an 
average sample of Bradford refuse—must have been very dry. 
It would be interesting to know whether the refuse is 
received in this condition all the year round, 
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Having regard to the claims of Mr. Goodrich and Mr. 
Stanley Clegg, so recently published in the ELECTRICAL 
REVIEW as June of this year, it is interesting to note Mr. 
McTaggart’s statement that while “the utilisation of the 
steam produced at our various refuse destructors in a 
profitable manner is a subject to which the Cleansing Com- 
mittee have given every consideration,” there is no reference, 
even indirect, in Mr. MeTaggart's paper to the value of refuse 
as a fuel for the generation of current for electric lighting 
purposes, aud, in lus reply to the discussion, Mr. McTaggart 
expressed very decided opinions on this subject. Now as 
Bradford has been concerned with refuse destructorssince 1880, 
it may reasonably be inferred that considerable experience on 
the subject of the calorific value of refuse has been gained 
during these 20 years, more especially as the Bradford Cor- 
poration has undoubtedly selected an apparatus which may 
be said to be in the very front rank of efficiency for this 
purpose. 

It must be so obvious to any thinking mind that towns’ 
refuse, from its very name, involves great fluctuation in 
calorific value, in contained moisture and in quantity delivered, 
that it really ought to be unnecessary to seriously consider 
the why and wherefore of this in a technical journal, 
The broad and far-reaching assertion recently made in the 
correspondence on this subject, that refuse capable of evapo- 
rating 1°62 lbs. of water from and at 212° F. per pound 
was below the average of refuse seems to bear its refutation 
on its face; for if this class of refuse is below the average, 
the performance of average refuse must be higher, say, 2 lbs. 
water per pound, and if this be taken as the average, then 
some refuse must be capable of evaporating at least 8:5 lbs. 
water per pound, since it is known that much of the 
refuse dealt with only evaporates 0'5 Ib. of water or less per 
pound. 

I have closely followed this subject for the last 10 or 12 
years, and as far as can be gathered, the character of refuse 
has not materially changed since 1888, when Colonel Cod- 
rington’s report to the Local Government Board was issued. 
It is therefore difficult to see how improvements in design, 
which enable the heat given out by the refuse to be more 
completely utilised, can, without auxiliary apparatus, correct 
the results caused by the wild fluctuations in the character, 
quality, and quantity of refuse throughout the kingdom ; and 
while not disputing the fact that, under certain conditions, 
the heat of combustion of refuse may be profitably employed 
for the production of electric light, the suggested use of refuse 
as a Substitute for coal in a central electric generating station, 
where every pound passing into the furnace is relied on to 
evaporate over 1) lbs. of water in the same time, is sheer 
nonsense. 

It is to be hoped that Mr.. McTagyart will udd to the 
great usefulness of his work by continuing these two-week 
tests at other seasons of the year. It would be in the 
highest degree valuable to have a record of such tests made, 
sey, every three months over a period of years, 


CURRENT SPECIFICATIONS. 


XXIX.—SUNDERLAND EXTENSION PLANT. 


SUMMARY. 


Extent of Contract.—The supply of two 125-K w. steam dynamos 
and one 275-Kw. steam dynamo, with option to purchaser to order 
two additional 275-x w. sets without alteration in price at any time 
within twelve months of first order. 

Type of Engines.—The two 125-K w. size to be compound high 
speed of the Belliss enclosed or other approved type. 

The оле or three 257-Kw. size to be three-crank triple expansion 
high speed, of the Belliss enclosed or other approved similar type. 

Type of Dynaino.—Left open to tenderer. 

ш Pressure Available.—155 lbs. per square inch at engine stop 
valve. 

Vacuum Obtainable.—25 inches measured close to the engine, to 
be obtained from separate condenser, not included in contract. 

Speed of Combinations.—To be about 350 revolutions per minute 
for the 125-Kw. sets, «ud 300 revolutions per minute for ће 275-Kw. 
sets. 

Overload of Combination. — Twenty-five per cent. for one hour imme- 
diately after full load run for 12 hours. 

Permissible Temperature Rist. Not to exceed 70° Е. above sur- 
rounding atmosphere in any part of armature or field magnet 
winding when measured thermometrically after 24 hours con- 
inuous run at normal full load. 


Voltage of Dynamos.—To be capable of working without sparking 
at any voltage between 220 and 260 volts at constant speed. А 

Efficiency of Combination.—For 125-Kw. set: Not to be less thay 
88 per cent. at full load and 75 per cent. at half load. Por hn 
set: Not to be less than 92 per cent. at full load and 80 per cent. ai 
half load. 

Guaranteed Steam Consumption.—See below. 

Specified Date of Completion. The two 125-Kw. sets and mu 
275-Kw. sets within ten months of date of order, the remaining t 
275-Kw. sets, if ordered, within 12 months from date of instructions 
to put them in hand. 

Penalty for Late Completion. —£30 per week. 

Terms of Payment.—Ninety per cent. upon the engineer's cert!) 
cate of satisfactory completion and test at station; 10 per cent. м 
end of 12 months period of maintenance. 

Stipulations as to Removal of Forrman.—Fairly satisfactory, Ses 
comments below. 

Stipulations as to Wages Paid to Workmen.—See comments below 

Arbitration Proposals,— Unsatisfactory in present form, Se 
comments below. 

Date on which Tenders are иг. September 21st, 1900. 


This specification has been prepared by Mr. J. F.C 
Snell, A. M. I. C. E., the borough electrical and tramwa 
engineer. It asks for the first instalment of generatiry 
plant for the new station, which the rapidly growing require- 
ments of the town for electric energy have rendered absolute! 
necessary. 

lt will be noticed that contrary to usual practice in a com- 
bined lighting and traetion station, the dynamos are to b 
wound for 220 to 260 volts in place of the usual 500 to 530 
volts, and that they are specified to be simply shunt wound, 

The combined efficiency and steam consumption guarantees 
asked for are of a most stringent character. The larger s 
is to have not less than 92 per cent. combined efficiency v 
full load, and the smaller set 88 per cent. | 

There will be presumably the usual 5 per cent. marg: 
upon the following figures for tests taken when the engins 
are running new and stiff, but even then they are very low, 
no superheat being allowed, steam pressure for tripl 
expansion work being only 155 lbs, square inch, aud th 
vacuum being 25 inches. 

4 load. load. 1 load. 
24:8 lbs. 25˙5 Ibs. 26:5 Ibs 
30'01bs. 31:5 Ibs. 330 lis 


Lbs. of water per KW.-hour. .. Full load. 
275 Kw. triple expansion ... 237 lbs. 
125 kw. compound... .. 28°5 Ibs. 


The reservation of the right of the Corporation to order 
two additional 275 Kw. sets at a price to be stated by the 
tenderer in his offer, seems to us to be capable of a very one- 
sided interpretation. Prices may vary greatly within tw 
period; if they rise it will be decidedly to the advantage v 
the Corporation to exercise their power, and buy at preset 
rates, while if they fall they have the option, if they care i 
exercise it, of calling for fresh offers, and taking advantage 
of the lower prices then ruling in Ше market. We thini 
that a clause should be added, either granting to the con- 
tractor the option of revising prices in accordance with ruling 
rates, or else binding the Corporation to purchase at presen: 
rates if they want the sets at all. 

The wages clause reads as follows :— 


The contractor shall undertake to pay all employés engaged ty 
him in the carrying out of the contract wages in accordance with tae 
scale drawn up and agreed to by the employers' and the employés 
representatives in the district in which the contract is being carre 
out. These conditions to be equally binding on a sub-contractor, 
In the event of any breach of the aforesaid covenant, the Cor 
poration reserves to itself the right to determine the contract. 


Although in practice it could probably be accepted bj 
every manufacturer of high standing, we dislike the working 
of this clause, since it concedes the principle of 118 
“collective,” as opposed to “individual " bargaining which 
is the cause of much of the antagonism between masters and 
workmen so destructive to our national industrial prosperi} 

Clause 73, which deals with the engineer's power to sta} 
work, reads :— | | 


Should any circumstances render it necessary in the opinion 
the Corporation or the engineer to delay or postpone the commen 
ment or execution of the whole or any part of the works, the © 
poration or engineer shall be at liberty to do so, in which even! 
equivalent extension of time to complete the works will be alloy 
the contractor, and the date for the completion of the contract * 
be extended for a period equal to the time of. such delay or o]? 
ment, without prejudice to the contract. 


This may unwittingly act in a very unfair manner ov 
contractor, for while he gets no monetury consideration 
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the delw, опу an equivalent postponement of the date of 
completion, it may involve him in an unexpected large out- 
& Allwho have organised bodies of workmen for a job 
ша town far from one's headquarters know the cost of not 
veing able to proceed with the work in hand. It cannot be 
compensated for by any mere alteration in the date of com- 
jletion, aud we consider that a contractor is entitled to ask 
тшу extra sum which a postponement of the work by the 
engineer may cause to be incurred. 

The maintenance clause as worded goes bevond the 
wndard clause, which demands that the contractor shall 
wintsin the plant, fair wear and tear excepted, against 
wits caused by defective workmanship or material. 

The contractor is by the wording here adopted :— 


To maintain and uphold the whole of the works comprised in his 
wntract, together with such further works as may be ordered by 
the engineer as aforesaid, in thorough, good and substantial condition 
wi repair for a period of tirelve months from the date of the engineer's 
ertifeate of satisfactory completion, and leave them at the end of that 
iain good and efficient working order and repair, to the entire satis- 
tion of the engineer, to be shown by a certificate in writing from 
tim to that effect. 


We have again to call attention to the limitations of the 
ration clause. It is strange how slowly the necessity 
& an ultimate right of appeal by a contractor to an 
independent authority is appreciated by the average town 
пог. Because in many cases substantial justice is 
Ww, often ив a favour, he considers that there is no harm 
kin limiting in one direction or another, the standard 
wütmtion clause. 

The references to arbitration are in this specification con- 
nel im three clauses, and in order to understand the 
peitin we must reprint them all. 

Clause 67 reads :— 

“ша there be any doubt or obscurity аз to the meaning of the speci- 
ийй, the contractor must set forth the particulars thereof аһа 
whut tein fo the engineer, in order that such doubt or obscurity may 
* removed before the signing of the contract. If any misunderstanding 
vould arise during the progress of the works, the decision of the enginver 
alo the meaniny of any dimension, clause, word, sentence, or otherwise: 
mast be Гаеп as final. 


In Clause 82 we find :— 

The contract is to be conducted under the superintendence aud 
the satisfaction of the engineer, aud in all che of difference of 
paw bhen the Corporation and the contractor (except as set forth 


in Clause 83), the decision of the engineer shall be final and binding 
es all porties. : 


While Clause 83 states :— 

trovided that in case of any dispute or difference arising between 

he Corporation, or the engineer on their behalf, and the contractor 
“ © sny of the points herein below set forth, such dispute or 
diference shall be referred to the arbitration aud decision of some 
person appointed by the President of the Institution of Civil Engi- 
кез for the time being, and the decision of such referee shall be 
ША] and binding upon all parties, and shall be made in writing, 
ind such decision or award may be made a rule of in any of Her 
Majesty's courts of law, and proceeded upon accordingly. The 
Xss of and attending such arbitration, reference or award, shall 
* absolutely in the discretion of such referee. The matters which 
MJ alone be submitted to such referee are: (1) As to whether the 
ка bas allowed a reasonable extension of time for the com- 
Pistion of the contract, in consequence of any strike or lock-out, or 
4 шу additional works being ordered; (2) ag to the cost of any 
adm variations, extensions of, or diminutions from, the works 
a s in the contract, and which are not determined by the 
Dont bills of quantities or schedule of prices; (3) as to any 
Amage to life or property attributable to the operations carried on 


der the contract. 
ira > seen that all technical questions are reserved to 
ie A the engineer. He alone is to interpret the 
uu: е аиа. It may be argued that the 
A min sd vy Clause 67, raise all doubtful questions 
minded ае. e contract, and that working with a fair- 
disc en ger рн Шеге is little or no risk in accepting a 
Ке such an extent as this. mE 
position on лө) be true, but we have to maintain our 
o innen “i ciple, and not allow personal considerations 
à principle : à hese limitations are, in our opinion, wrong 
ает ri Ri should be withstood by tenderers, The 
Tation to either alse giving 4 free right of appeal to arbi 
be the canse of purchaser or contractor, would not necessarily 
sould give to orga: friction between the parties, but it 
sidered в celing of confidence that, if they con- 
liked, compare a a any way aggrieved, they could, if they 
pare their differences iu this manner, 


MALLEABLE IRON FOR TRAMCAR 
DETAILS. 


AN important detail in the construction of an electric 
car is the trolley base. This commonly consists in a 
pin carried by a boss cast upon a circular plate about 
a foot in diameter. This plate is bolted down to the 
top of the car by very insufficient. bolts, but the weakest. part 
in the structure is the plate itself. It is of cast-iron about 
3th inch thick, and the central pin boss is cast upon it with 
an absolutely square corner, withont the slightest fillet, and 
with no ribs. Any slight excess of stress upon the trolley simply 
tears the boss out of the plate with a fracture that runs all 
round in the sharp corner. It is said that all cast-iron about 
an American tramear is malleable. We have noticed а 
good deal that had been to some extent through the process 
of malleableizing, but the general experience is that the work 
has been very badly carried out, and the castings are also 
very faulty both in blow holes and in the absence of proper 
fillets, and are not such as ought to be turned out of any 
foundry possessing such excellent raw material as American 
foundries are able to avail themselves of. Large numbers 
of breakages occur in parts supposed to be malleable, and 
while we have heard so much about the excellence of 
American malleable iron and of its cheapness, and have seen 
much excellent work in small articles, we must confess our 
surprise to find such inferior material put into the details of 
cars. Some of what we have scen seems to have been very 
far deteriorated below the quality of decent cast-iron, and 
we are led to the belief that the process of decarburization, 
when only partially carried out, is positively harmful. We 
cannot say from further knowledge if this is so, but it is 
certain that much American car work gives support to this 
view, and that the process is most inefficiently applied. 
Now it is certain that, completely carried. out, the 
process adds immensely to the toughness of a casting. 
Good malleable cast-iron can be beut and forged. 
It chips and files very like stecl, and can be applied to uses 
where great strength is necessary, though, however good, we 
should never apply it to the parts of anything so important 
a8, say, a steam boiler. Yet supposed malleable iron in 
tramcars snaps like the worst of cast-iron, and the trolley 
baseplate is but one of many details that have been broken 
under our notice, ` 

There is no excuse for this, nor for the sharp unfilleted 
corners. The process of casting is one of common know- 
ledge, so is the subject of fractures due to sudden alteration 
in the mass of a casting, and the intensifying effect of sharp 
corners, while the chemistry of malleable iron processes is 
also not a secret. Moreover, some of the best books on 
foundry work are American, and the literature of iron 
founding in American technical journals has always been good. 
We believe that the process of malleablizing requires three 
weeks for all such castings as come into the construction 
of a car. If this is so, it is certain they do not get it. 
Some of the broken parts we have seen appear to have been 
heated in the open instead of in closed boxes, and to have 
become burned rather than decarburised. There is some 


‘doubt, according to Stanford, whether decarburisation really 


occurs. Stanford states that the castings to be treated 
should be of white cast-iron—all the carbon heing combined. 
They are packed in cast-iron boxes with the material to treat 
them, usually iron oxide, said to be of use only to keep the 
castings in shape when hot. The time of heating is five 
days, with a subsequent slow cooling, and that the cost is 
from zd. to Jd. per Ib. Sulphur in the iron delays the 
process, and the effect is said to be that the carbon 
їп the iron ceases to be combined, and is left in 
the graphitic state, and that at most tlie outer 
skin alone is decarburized. According to Stanford the 
tensile strength is doubled by the process, and the elougation 
of 5&6 per cent. demonstrates vers considerable ductility. 
The iron is. iu fact. doubly strony for statie loads and many 
hundred times as strony against shock. 

Thurston says cast-iron of the best quality should be 
employed, preferably packed in hematite ore or peroxide 
of manganese, and that with large pieces “ many days " ure 
required. He differs from Stanford, who says the materjal 
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will weld, for he denies it this property, but credits it with 
the strength but not the ductility of wrought-iron. Evidently 
Thurston believes in the carburisation theory, and we think 
he is right, from our experience of good material. Malle- 
able iron must not be confounded with so-called * steel 
alloy" made by melting cast and wrought-iron together. 
Such castings can be forged like wrought-iron, and the 
process is really a sort of steel-making process, but is not 
a safe process for important duties. There is evidently no 
reason why malleable iron should not exhibit a considerable 
amount of the quality of wrought-iron, That it does not do 
so in the cases named is the fault of carelessness or neglect. 


ECONOMY OF SUPERHEATED STEAM IN 
THE TURBINE. 


Messrs, C. A. PARSONS & Co. draw attention to an error, or 
misprint, of 100 per cent. in place of 10 per cent. in a recent 
Note on the steam turbine in reference to the test at Sibley 
College (ELECTRICAL REVIEW, p. 351). These tests showed 
a gain of about 1 per cent. for 3° superheat, and a gain in 
capacity of 100 per cent. This should be 125 per cent. In 
Prof. Ewing's tests, made several years ago, it was found 
that with steam superheated 60° the feed water was 2874 lbs. 
per electrical unit at full load and 32 lbs. at half load. With 
saturated steam the steam consumption had previously been 
37 lbs. per unit at full and 39 at half load, but certain 
alterations had been made in the blades and in the air pump, 
and so these special results were not comparable. The steam 
consumption had been reduced 27 per cent., and much of 
this was considered to be due to the superheating. 

Undoubtedly there is much less friction with super- 
heated steam than with saturated steam, for the latter is 
more or less charged with floating particles, which cannot 
flow of their own energy, and require to be driven through 
the maze of blades by the energy of the steam, which is so 
much reduced in consequence. 

In a set of trials with steam superheated by the waste 
gases, the steam of 103 lbs. pressure had a temperature of 
398°, and 102 electrical units were generated by each 
28'4 lbs. of steam: with 101 Ibs. pressure, and a temperature 
of 465?, the smaller load of 78:4 units was met by the 
consumption of 27*7 lbs. of steam. | 

The principal advantage gained from superheating is 
obtained in the first few added degrees. 

An initial temperature of 443? was found practically to 
stop any condensation due to the performance of work. There 
was no cylinder condensation of the usual type beyond that 
due simply to radiation. 

Steam of 100 lbs. pressure has a temperature of 338° 
when saturated, and it appears that the same steam at 433° 
will be dry at exhaust, because the work done is about 
equivalent to the disappearance of heat sufficient to take out 
all superheat from the exhaust. In other words about 100° 
of superheat will produce the full effect that can be looked 
for. Prof. Ewing tried to make out an estimate of the 
steam consumption per I.H.P.-hour, a somewhat thankless 
task, for. it is really of little moment to know the I. H. P. 
so long as the output of useful energy is known. 

In later tests of Prof. Kennedy on an improved turbine, 
the steam per E.H.P. was only 20˙3 lbs., with superheated 
steam at 97°1 Ibs. pressure, and 391? temperature, equivalent 
to 54°9° of superheat. 

It does not appear that anything is to be gained by high 
degrees of superheat. The turbine can, of course, use highly 
superheated steam without much difficulty, because it is free 
from troubles of packing or lubrication, but if the steam is so. 
far heated as to become a perfect gas and to remain so all the 
way through the machine, any further superheat will 
probably only reduce the heat economy of the turbine, 
Further improvements are to be sought in the details of the 
turbine itself. The turbine tested by Prof. Ewing was, by 
his estimate, of sinall mechanical efficiency, the idle work of 
the turbine being considerable, He estimated the B.H.P. as 
only 75 per cent, of the LHP, | 


| 
It is a difficult subject to think out, but we should con- 


sider that in an inefficient turbine there would be rejected 
hotter steam than when the turbine was efficient, The 
steam in passing through the blades must do work either in 
moving them or in superheating itself. The beat result 
apparently will be marked by the production of the coldeg 
exhaust, and the improvement of the turbine will come in 
the better form of its blades. 

The turbine ought, of course, to take the lead of all other 
engines, because it allows the steam to move quickly, and in 
this sense fits in with the molecular theory of gase, 
Further, there is no cylinder condensation; the turbine is at 
every point at the temperature of the steam flowing past that 
particular point. It thereby avoids the worst feature of the 
piston engine, and should be able to afford a good deal of 
mechanical loss when its thermal losses are so much les 
It is particularly to be desired that the mechanical efficiency 
should, however, be improved, because if ever it is to be 
thoroughly successful on the very varying loads of traction 
work, it will be most desirable to reduce the no-load loses, 
and it appears to us of immense importance in this respect 
to run a turbine with the maximum vacuum that can possibly 
be attained. The no-load loss of a turbine is due largely to 
the reverse action of the blades and guides. When run ligit, 
these blades are churning up air, or something. In a perfect 
vacuum they would be churning up nothing, and nothing 
could not absorb energy. We feel persuaded that the economy 
of the condensing turbine is to be accounted for on this 
basis. In fact, the steam turbine is a form of pneumatic 
brake when run in air. It could act as a blower in some 
degree, and for this reason a vacuum has a double economy. 


* 


THE ETHICS OF INSULATING MATERIALS. 
By J. WRIGHT. 


Ir is not my intention here to discourse upon insulating 
materials in general, but rather to confine my remarks to a 
consideration of those substances, chief amongst which are 
india-rubber and gutta-percha, so largely employed for the 
insulation of electric cables and wires. LL 

The growing scarcity of the above-mentioned commodities 
recently led to a short general article in a contemporary from 
the pen of Mr. Terry, an authority of note on the subject, 1n 
which the writer comments upon the various substitutes for 
rubber and gutta-percha which have been introduced to a 
greater or less extent during the past few years. 

It is not by any means so easy a task as would appear at 
first sight to obtain a satisfaclory substitute for rubber and 
gutta-percha in the insulation of cables. It must ! 
remembered that flexibility, combined with mechanic 
strength, and resistance to the passage of electric currents of 
varying tension, disruptive or otherwise, to say nothing of 
absence of porosity and durability under extremely variable 
climatic conditions, are but few of the many essential 
properties which must be in the requisite degree 
by the substitute. India-rubber, or caoutchouc, as we all know, 
is a gum obtained from the sap found in the middle layers of 
the bark of certain trees indigenous to South America, Africa. 
and the East Indies. It exudes on an incision being mad: 
in the bark for the purpose, and is collected by the native: 
of the locality in various ways. The main object aimed at, 
however, whatever be the manner in which it is. undertake: 
is to procure the coagulation of the rubber, by exposing і 
in thin layers to the smoke of a wood fire fed with a speci 
of nut also indigenous to the locality, and collected for th 
purpose. r WD | 

If this drying be not properly effected, the rubber retain 
a certain compound which acte as a form of solvent uu 
destroys. it This destructive agent is always. present in 
greater or-lesser degree, and shows its presence in rubin 
which has been exposed to the atmosphere for a lengthen. 
period, by converting it into a treacly mass contained by 
outer oxidised crust which is extremely brittle. й 
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The best, or Para rubber, when freshly procured, is 
extremely elastic, and has a generous modicum of “life,” but, 
anfortunately, it is impossible to employ it in this condition 
for insulating purposes, as the impurities which all samples 
contain necessitate a somewhat severe course of washing and 
mastication in powerful machines specially designed for the 
purpose, which treatment decreases its vitality in a marked 
degree, but, at the same time, renders it, in the form of sheet 
or strip, of such consistency as to be suitable for applying 
to tlie cable. 

Pure Para is too expensive to employ alone as an efficient 
iusulating coat, and it is, therefore, applied as a single thin 
laver, supplemented by a layer or layers of compound rubber 
which consist of an admixture of pure rubber with certain 
ather ingredients, such as French chalk, sulphur, naphtha (as 
a solvent), &c., with which, by a due series of apportioning 
the quality and nature of the resultant rubber compound is 
lined, S0 to speak, to the pitch required in practice. The 
renltant rubber, as may be expected, is in the form of a 
wrkable mass, not unlike thick putty in the majority of 
mses, and in this state is applied to the cable or wire in the 
form of strips. 

Now, there are two methods of applying rubber strip to à 
able. One, the slower and more expensive method, is by 
lpping it spirally, two adjacent layers being lapped in 
opposite directions in order to absorb the joint and render 
te coating homogeneous. The other method, and the one 
mw generally adopted, is by longitudinal compression. 
Tw strips of rubber are applied to the cable, one above and 
the other below, and are compressed together at the sides in 
the form of a seam, by their passage with the cable between 
apir of hard steel rolls revolving in contact, and semi- 
citeularly grooved to the finished diameter of the covered 
cable. The seam thus made is an efficient one, and depends 
on a peculiar property possessed by rubber to a marked 
degree, viz., cohesion. If two freshly-cut rubber surfaces be 
brought into immediate contact, they will cohere and form 
as homogeneous a mass as the uncut remainder. 

Mr. Terry in his article especially refers to the seam in 


rubber- Covered cables, and, I think, rather inclines to regard 


itas а weak point, but if proper precautions be taken for the 
exclusion of dirt and moisture, and the covering rolls be 
accurately turned so as to form a complete circle, there is no 
danger of weakness. 

The subsequent process consists in spirally lapping the 
cable with a strong canvas tape to resist expansion and its 
subsequent vulcanisation by exposure to steam pressure at a 
sated temperature for a certain period. This latter process 
imparte elasticity and durability to the compound by a com- 
bination of sulphur, which is one of the ingredients. 

By the judicious apportioning of the ingredients in the 
rubber compound, and by varying the thickness of the 
primary coating of pure rubber, the insulation resistance per 
mile of the finished cable is controlled, and in this manner 
any result from a few megohms to several thousand may be 
obtained. The subsequent results are, of course, slightly 
variable, ie, they do not resolve themselves into round 
figures, but an approximation to the required result is easily 
obtained by experiment. It is also possible to vary the sub- 

sequent ins ulation resistance by the degree of vulcanisation, 
for the longer a rubber compound is vuleanised up to a 
certain point, the higher will be its immediate insulation 
resistance. Such treatment, however, beyond the recognised 
ume limit is extremely injurious, as it shortens the “life” 
of the cable by artificially ageing it; it is a trick resorted 
lo nevertheless by unscrupulous manufacturers to bring their 
vales up to the specified insulation. | 

In the earlier days of rubber-insulated cables it was a 
жес thing for engineers and others to specify high 
NUR resistances, and insist on having them, a custom 
: ch has, however, led to an investment in wisdom at the 
expense of the purchaser. With rubber, as with gutta- 
tas it is not “initial megohms per mile" which are 
iid 4 80 much as durability, low electrostatic capacity, 

i Mee to disruptive discharge. 
BE de as yet touched but lightly upon the vulcanisation 
5 18 based upon one of the most important 
sulphur zi rubber, viz., that of combining chemically with 
230? en Under steam pressure at temperatures varying 
99 to 390 F. The action is purely a chemical one, 


and the rubber, after the process, assumes an elasticity and 
durability which it did not possess in its raw mixed con- 
dition ; moreover, the longitudinal seam due to manufacture, 
is rendered homogencous by it, and is, in fact, difficult to 
localise after vulcanisation. It is important to blend with 
the other ingredients just sufficient sulphur. and no more, 
than the rubber will take up, as, otherwise, a certain 
quantity of sulphur will be left free, and will, by its presence, 
tend to corrode the copper conductor. For this reason the 
latter is tinned, and in many cases what is known as à 
^ separator " or layer of rubber with little or no sulphur in 
its constitution is introduced between the primary layer of 
pure, and the outer one of compound rubber, with the 
object of absorbing any excess of sulphur not taken up by 
the latter. 

With a good quality, properly vulcanised, rubber-covered 
cable or wire one can do almost anything, short of wilfully 
damaging the rubber coat. It will stand bending round its 
own diameter, and, indeed, very severe handliug, before 
deleterious effects will be observed. 

Gutta-percha, also an expensive material for insulating 
purposes, is not suitable for electric light and power work, 
where an appreciable rise of temperature in the metallic 
conductors themselves is at times unavoidable, owing to its 
susceptibility to variations of temperature. It is, however, 
admirably adapted for submarine telegraph cables, and also 
for telegraph and telephone wires laid underground. When 
new, it has a very light tint, but ages rapidly with exposure 
to air, darkening in colour, owing to the formation of a crust 
of oxide ou its outer surface, which becomes very brittle, 
The best conditions for its maintenance are to place it under 
water having a fairly even temperature of from 10? to 80? F. 
This prevents oxidation, and it will last under these condi- 
tions for years. 

For underground work it is usually covered with a strong 
‘spiral canvas tape saturated with Stockholm tar, from which, 
however, the natural acids have previously been extracted. 
This latter is an important point. Such a covering has a 
similar preservative effect to the foregoing immersion in 
water, and it prevents ingress of air, aud, in a moist atmo- 
sphere, at a fairly even temperature, answers very well. 

The well-known Callender cables are insulated with a sub- 
stance known as “bitite,” which consists essentially of 
purified vulcanised bitumen. They are very suitable for low 
pressure town mains and feeders where they are not likely to 
be disturbed, and, for such purpose, are usually laid in 
troughs filled up solid with a bituminous compound. For 
general work, however, they will not stand the manipula- 
tion that rubber insulated cables are capable of withstanding. 

Fibre cables, another substitute for rubber, are certainly 
cheaper, but they have many disadvantages, which, to a 
certain extent, annul any advantages due to a low prime 
cost, They consist mainly of a fibrous material, such as 
hemp, loosely wrapped round the conductor, and impregnated 
with suitable insulating compounds, such as bitumen, &c., 
and subsequently sheathed with lead to exclude moisture. 
Their disadvantages are numerous; in the first instance, 
fibrous materials are hygroscopic, aud require to be well 
heated to expel any moisture which they may contain before 
being lead-sheathed. This heating tends to destroy the fibre. 
Then, again, air, although a splendid insulator when in a 
dry state, is unable to withstand disruptive discharges of elec- 
tricity, and it is practically impossible to manufacture a fibre 
cable and guarantee the insulating material absolutely free 
from air, as the latter is readily retained in the form of 
minute bubbles, which, when the cable is subjected to a high 
E.M.F., speedily assert their existence by the breaking down 
of the insulation at that point. Finally, these cables abso- 
lutely depend for their insulating qualities on the total 
exclusion of moisture, and a pinhole in the lead sheathing, 
although not discernible under the initial tests, means the 
subsequent development of a fault. Pure lead also, if 
placed directly in the ground, is very subject to corrosion, 
although a slight alloy of tin decreases the risk in this 
respect. 

To pass on to paper insulation. As far as telephone work 
is concerned, paper has evidently come to stay. As an insu- 
lating material it is light, cheap in prime cost, and—most 
important point of all—its specific inductive capacity is 
extremely low compared with other materials, all of which 
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render it an admirable insulator for underground multiple 
wire telephone cables. Such cables have been largely 
adopted by the National Telephone Company, the paper 
being packed quite loosely around the wires in the lead 
sheathing, and, in conjunction with their system of passing 
a continuous current of dry air through the containing 
sheath, have proved highly satisfactory. 

For electric light and power, paper-insulated cables, as 
manufactured by the British Tnsulated Wire Company, of 
Prescot, for instance, arc subject to the same disadvantages 
as fibre cables, but withal, are of comparatively low prime 
cost and are cminently suitable for low pressure mains and 
feeders, as well as with a greater. thickness of dielectric for 
hich pressures. 

Summing up the various materials in vogue for cable 
insulation to-day, what is urgently required ік а substance 
which, while possessing the durability, elasticity and imper- 
viousness of rubber, shall be cheap, and yield. good results 
electrically, fe. it must possess à low specific inductive 
capacity, and a high specific resistance, under all ordinary 
conditions, and above all, be capable of easy. application to 
the wire or cable which it is intended to insulate. 

Such а substance is not at present on the market, but a 
fortune. awaits the lucky individual who discovers and 
patents such a compound, 


A CRITICISM OF THE BRITISH ASSO- 
CIATION. 


[COMMUNICATED. ] 


Ix considering the practical value of the British Association, 
the writer is concerned with its aspects as regards electrical 
work rather than with the general achievements in science. No 
one could fairly dispute the fact that the history of the elec- 
trical industry has been at some periods intimately asso- 
ciated with the B.A., but this in some measure arises from 
the fact that. the brilliant theorists, whose work formed the 
foundation of practical electricity, were in a sense officially 
connected with the Association. Under these circumstances, 
it Was natural that the annual meetings should have been 
chosen for the publication of new achievements, and in this 
way much of the carly work in submarine cables, the 
dynamo, and the incandescent lamp was brought to light. 
Even for some years, practice, such as it was, and theory were 
not divided to any marked degree, and while the professed 
theorists held a monopoly of the practice, it was obvious 
that important papers would be contributed, which evoked 
valuable discussions. Moreover, in those days the practicists 
were not averse to a tilt with the professors, and 
hence oue occasionally witnessed some brilliant, if 
heated, debates on topics that have been, so far us con- 
troversial matters are concerned, relegated to the 
shelves, It would be difficult to over-rate the value 
of the classic discussion on lightning and lightning von- 
ductors at the Bath mecting, and one could not easily forget 
the controversy which was long waged round the question of 
new units and electrical. nomenclature. Coming to more 
recent times, there is the splendid work of Prof. Ewing on 
magnetism, most of which was first published at annual 
mectings of the British Association, Though these may, 
perhaps, not be the most important contributions which 
members of the British Association have given to 
electrical science, they rank among their hest achievements, 
In later vears, however, the influence of the British 
Association on electrical subjects has not been very con- 
siderable; it is true that papers are occasionally presented 
which are more than ordinarily interesting, but: they 
do little more than cause a ripple on the surface. Nor 
is it surprising when one considers the conditions 
which prevail at the present time. Electricity has 
become of a deeply practical, not to say a commercial, 
character, and the persons associated with it have little 
sympathy with a pseudo-scientific gathering like the British 
Association, Besides, with the growth of the electrical 
industry the importance of the Institution of Electrical 
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Engincers has increased, and it is obvious that 
if an electrical man has something original to say, 
he prefers to do so before an audience which, from its 
training and knowledge, would have a better appre 
ciation of his remarks than the mixed gatherings that usually 
assemble in a section room of the B.A. It is not too much 
to say, therefore, that the value of the British Association 
from un electrical point of view is of little importance now- 
adays. Apart from the special circumstances which account 
for this, one may suppose that if the British Association 
were to fulfil the original conditions of its mission, it 
would be impossible for a highly technical community 
such us the electrical profession, to expect any important 
contributions upon electrical subjects, but though the pre- 
sent management of the British Association would appear 
to have entirely forgotten the objects of the Association, it 
is quite impossible for it to ever regain the position it once 
held in regard to electrical science. Probably, in the days 
preceding technical education and cheap printing, the Asso- 
ciation may have helped to advance science among the people, 
but not to any particular extent during the past 15 years, As 
a matter of fact, the British Association has become some 
thing of a close corporation, which might be improved by 


a little wholesome criticism from outside. 


CABLE SPECIFICATIONS. 


[COMMUNICATED. ] 


Tux principle of combination is being generally applied to 
the settlement of labour questions on the basis of “might 
being right,” and not very long ago the manufacturers of 
generating plant combined and took joint action to avoid 
needless complexity in the detailed specification of machinery. 
In conjunction with the Municipal Electrical Association, 
the Electric Plant Manufacturers’ Association prepared some 
draft clauses with a view of their being adopted by con- 
sultants and designing engineers in the general conditions 
attached to tender forms for electrical plant. 

This action has been followed by The Cable Makers 
Association," whose honorary secretary, Mr. A. H. Howard, 
has just issued, apparently to members, associate members 
and associates of the Institution of Electrical Engineers, 
who are connected with or engaged in the design and 
management of central stations, a table of electric supply 
mains, and draft terms and conditions for tenders, which it 
is believed will, if adopted, “act equally for the benefit of 
the purchaser and the manufacturer,” and they, it is sug- 
vested, might be adopted in specifications being prepared. 
It is, perhaps, not ultra-criticism to say that such docu 
ments, emanating from a purely trade combination and 
published without any opportunity being given to 
affected, of proposing modifications, are hardly likely to act 
equally in the interests of two parties to a contract, whose 


. views on many points must be divergent if not in direct 


opposition. 

We cannot overlook the unequal, and, in some cases 
unfair requirements to which cable-makers are at the present 
time called upon to submit, and Mr. Raworth's old notion of 
educating the consulting engineer would, if now put into 
practice, tend to eradicate some of the evils. Technically, 
specifications are usually well considered, but in some of the 
legal obligations the terms are—to use the only words 
applicable—harsh and inequitable. The consultant should 
remember that, after all, the contractor has rights and 
privileges as well as his client or clients, and that unduc 
severity must in the long run create and organise a bold- 
fronted and powerful opposition, On the other hand, thc 
word “contractor” includes so many persons, firms, and 
companies, and the views of such of their officials are so 
variable and frequently take such a lenient aspect when it 
comes to dealing with the weaknesses or troubles with the 
plant or material supplied, that engineers are only doing their 
duty by their employers in safeguarding them agrainst evasion 
of his responsibilities by the contractor. 

Standardisation is a good thing, but there is a suspicion in 
some engineers’ minds that what contractors mean when 
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they use this term is a standardisation entirely in favour of 
the contractor, For example, the suggested basis for tenders 
now being considered states that “the engineer's decision 
shall ло? be final,” but that there shall be an arbitration 
clause, We have no hesitation in saying that this general 
statement cannot be supported on grounds of equity. In 
юше matters, such as the quality of goods supplied, the 
engineer's decision must be final if endless disputes are to be 
avoided, The real safeguard of the contractor is that the 
engineer js amenable to publie opinion, and particularly is 
ve subject to the reputation he sustains with his board of 
directors or electricity committee, An appeal from his 
‘ecision always is heard by the committee or board, but 
che intrinsic position of the engineer is weaker than that of 
the contractor, inasmuch as the engineer is almost universally 
з servant, and the contractor is a principal. Few engineers 
have abused their positions : they are, as а body, well aware 
that it will not pay them to be unreasonable, and we there- 
fore fail to see why one or two black sheep, with obstinate 
dispositions, should be allowed to interfere with the general 
practice of the profession. 

Another important matter is the issue of certificates by 
the engineer, Tt is now required that these shall be granted 
within 14 days of presentation of account, and that pay- 
ment be made within one month from date of certificate. 
These conditions are perhaps reasonable enough, as also is 
de stipulation that payment shall be made on not less 

"T fovowrable terms than 80 per cent. on monthly certificates, 
| followed by 10 per cent. on completion or putting to work, 
- end the remaining 10 per cent. 12 months after completion. 
lt is expressly stated in these draft conditions that “ the 
completion or putting to work is not to be dependent on any 
other contractor.” We presume the payment is not to be 
deferred on this account; engineers would only be too 
pleased to learn of some method whereby such delays may be 
entirely avoided. At present they are only too common. 

Of course the question of penalty for default in starting 
or completing works is ignored, but such penalty clauses are 
only corollaries to one now suggested, wherein the purchaser 
s required to pay to the contractor all reasonable expenses 
arising from suspension of the works hy the engineer, unless 
«ch suspension be due to any fault on the part of the con- 
tractor, How such “ expenses ” are to be ascertained is not 
stated or even indicated, and a very fruitful sonrce of 
meon, and even legal squabbles is introduced by this 
Садзе, 

With some of the clauses one can agree, as they аге only 
‘ait dealing, and give the contractor what is even now given 

by many impartial engineers. Thus specifications are to be 
applied in duplicate, This is quite reasonable, and we 
tow of engineers who willingly grant even three printed 
copies to tendering firms. "Then in the case of a yearly 
cmtract for cable, unless the contractor has some knowledge 
of the quantity of material he will probably be called upon 
‘o supply, it is extremely difficult to arrange equitable and 
ar prices, which will be on all fours with competitors. We 
** no reason, therefore, to deny the right —now sought—of 
tractors to be made acquainted with the approximate 
quantities upon which he will have to tender, and that heshould 
w at liberty to refuse to supply more than 25 per cent. greater 
[ШАШУ or less than 25 per cent. smaller quantity unless 
pial arrangements as to price are made and accepted. 
When tests are taken on site, it is also fair that the current 
тшге for this purpose should be supplied to the contractor 
"thont charge at the pressure of the ordinary supply. 10 
A however, questionable (although the reason for the sugges- 
Wn 18 obvious), whether, when cables are merely supplied, 


è 


` drum containing them should only be allowed for in full 
| ^h returned within three months and carriage paid. 


arriage of returned empties should always be paid for by 


“е contractor, and the empties removed by him or to his, 


sn penis | his agente, otherwise endless trouble arises 
We жне hae and payment of a host of small accounts. 

бш, siis € m of the elauses to which the strongest 
that nothing ah. n Ems opposition offered, is that stating 
it be de еы же * required from the contractor unless 
8 ages © specification, It is quite out of the 
medo por 18 м everyday practice, Theoretically it 
füteverv Gin lo 10 engineer or engineer's staff сап arrange 

ү single stick of solder, serew, clamp, &c., &c., to be 


detailed and mentioned in the specification. What the con- 
tractor undertakes to supply is a complete article to do 
certain work, and it is a retrograde step to make the specifi- 
cation a bill of quantities for articles often yet to be designed 
in detail by the contractors or tenderers. All the tone of 


the Institution discussions has been the other way, and we 


certainly think this clause will be found quite unworkable. 

A knotty point is the guarantee. The difficulty, when a 
fault has come on and been burnt out, is to say whether it 
was due to defective materials and workmanship or not. [t 
is admitted that any fault due to defective material or work- 
manship oceurring within 12 months of laying shall be made 
good, but ** where there is no proof that the defect was 
caused by bad material or workmanship," a charge is to be 
made on and settled by the purchaser. Proof in such a case 
can only be obtained by inductive reasoning, and must rest 
on logical grounds alone, since the fault destroys the evidence 
of its cause. 

An attempt is also made to separate “ guarantee " from 
* maintenance," exactly how this is to be effected not being 
stated. The gnarantee and maintenance should cover 12 
months, and all trouble, which on good grounds can be 
shown to be probably due to default of the contractor, should 
be rectitied. Then when the final payment has been made, 
if further maintenance be required, it must be a matter of 
mutual arrangement and agreement between tle parties 
interested. 

The table of conductors shows the sizes proposed to be 
accepted as standard. No fault can be found with the 
Suggested areas, as it will be a great advantage to have 
some fixed standards to work to, and it is less important 
exactly what sizes are chosen, than that all over the country 
these should be the same. 

Eleven of the most important wire and cable manu- 
facturers have agreed to the suggested clauses, and it is the 
intention that they, together with the table of sizes of con- 
duetors, should come into force on October 1st prox. 
That they will be accepted as they stand, we cannot believe, 
but they will form a.good basis upon which, and from which, 
to work towards a general form of agreement. 


CORRESPONDENCE. 


The Doom of the Contractor. 


I am glad to notice that someone has taken up this 
important question, a8 quite a number of instances of con- 
sulting engineers acting as contractors have recently come 
under my notice, Surely it is the duty of manufacturers to 
refuse to quote trade prices to so-called consulting engineers ; 
and I would suggest that manufacturers who are found 
damaging the trade by encouraging this pernicious habit, 
ghould be viven a wide berth by contractors when placing 


their orders. 
Contractor. 


Guard Wires. 


It may interest Mr. Quin and others taking part in this 
discussion to read the following notes made from observa- 
tions taken during weekly visits to Liverpool: — Wooden 
strips were erected on the trolley wires of the first routes 
taken in hand ; very soon these began to work loose, and the 
clips to cause the wheels to jump, making an objectionable 
noise; later the strips turned over and broke off. 

On later routes one guard wire has been run from pole to 
pole to protect both track wires. At the present date, I 
could show any visitor scores of telephone lines crossing the 
track without any protecting device whatever, some of them 
heavy lines carrying upwards of 100 wires. 

If the guard wires are not enforced, surely the best policy, 
from the tram engineer's point of view, is to omit them 
altogether. | 

Personally, I think a hammock, suspended between the 
bottom arms of the telephone poles on either side of the 
track, the best for heavy lines in towns, since these wires are 
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usually on the roof of the buildings, and consequently out 
of the line of sight of an ordinary observer. For single 
wire lines the separate street span, with releasing hooks at 
both ends, would seem to be the simplest solution. 


C. B. Nixon. 
Manchester, September 18th, 1900. 


Hot Bearings. 


I have a 250-kw. continuous current, four-pole rope- 
driven dynamo under my care, which has been running about 
three months, the bearings of which are giving a great 
amount of trouble through heating. "They are three in 
number, and of the following dimensions :— 22 inches long 
x 6l inches diameter; they are spherically seated and lined 
with anti-friction metal. Each bearing is lubricated by 
means of two oil rings and asight-feed lubricator. Speed of 
machine 470 revolutions per minute. 

The temperature of these bearings is, with difficulty, kept 
down to the following figures: Commutator end bearing 
75° F. above surrounding air, and pulley end 55? F. above air ; 
that of centre bearing usually being midway between these. 
Temperature of air about 80? F. 

The above figures are reached during the first 15 to 30 
minutes’ run, starting all cold. 

Are these temperatures excessive; if so, what is the 
highest permissible working temperature for bearings of this 
size, «с. ? 

I may say that after a six hours’ full load run the greatest 
rise in temperature above surrounding air of any part of 
winding of machine did not exceed 27? F. 

Temperature. 

Sheffield, September 19/À, 1900. 


—————— 
BUSINESS NOTES. 


Electrical Wares Exported. 


WEEK ENDING SEPT. 19TH, 1899. | WEEK ENDING SEPT. 18TH, 1900. 


Amsterdam .. ws Value £90 Adelaide ©» Value £75 
Bombay 955 e^ T .. 298 Alexandria .. i T .. 170 
Boulogne .. ec os е 97 Amsterdam ice 5 ee 100 
Buenos Ayres T vs .. 103 Auckland .. es 5 . 161 

bi » Teleg. mat. 80 Bombay a ee ws . 169 
Calcutta... oe is . 868 Brisbane ae x sd 20 


Canterbury.. ate es .. 155 Buenos Ayres ds ee . 867 
Cape Town.. > T " 46 Calcutta  .. es ee oo 244 
Channel Iclands .. aa .. 880 Cape Town. А 5% . 688 
Chinde. Teleg. кеа vs $a 11 Colombo. sô бе T 68 
Christiania .. vu Es vs 27 Copenhagen. Teleg. wire 61 
Colombo ee ee ee ee 152 Durban ee ee ee LA 2 778 
Durban s es sx . 866 РА Teleg. apparatus . 442 


East London oe ee we 118 Emden. Teleg. apparatus. 808 


Falkland Islands .. се cr ua 10 Essen. Teleg. mat. Ф .. 60 
Flushing  .. ed is - 11 Flushing. se - 5% 28 
Hamburg. Teleg. mat... .. 810 Gibraltar. T 20 


Korsor. Teleg.cable .. .. 9,900 Hamburg. Teleg. mat... . 200 


Lisbon 66 Hong Kong.. s 898 .. 102 


Montreal 855 ©» ok 60 Launceston.. v v sa 85 
Ostend е es "a .. 230 Lyttleton .. ia és .. 158 
Perth iA M a T 40 Malta «à P së А 82 
Port Elizabeth Teleg. mat. .. 83 Mauritius .. «is oe А 80 
Rio Janeiro P ys .. 212 Melbourne .. ди is .. 1,218 
m Teleg. mat. .. $us 87 50 Teleg. mat. 994 
Rotterdam .. - "- 2 85 Ostend 825 «s T . 800 
А Teleg. wire. AT 27 Rotterdam. Teleg. wire “a 74 
Santos - ва acs а 52 Shanghai .. «s ae . 165 
Santiago  .. 65 vx "T 85 Bingapore .. zs ix s 88 
Shanghai .. EN T ay 55 Sydney ёх 90 ae 675 
= Old teleg. wire „ 157 T Teleg. mat. .. .. 624 
Singapore .. gs T ea 17 Trieste ET xx “® . 365 
Sydney , ix i . . 1,114 Wellington ie we . . 2,467 
Trieste, Teleg. mat. .. 600 i Teleg. mat... . . 4,180 
Yokohama .. m Pi .. 619 Yokohama .. are ix .. 408 
А " Teleg. cable . . 18,284 

Total oe £15,896 Total vs £29,018 


Foreign Goods Transhipped. 


New York. Elec. carriages. Value £250 Perth. Teleg. wire .. Value £215 
Singapore. Elec. light mat. 8 i 


Total . £258 


Bankruptey Proceedings.—Notice is given of the 
release of trustee (Mr. A. H. Wildy, official receiver), in re E. B. 
Pym, electrical engineer, Scarborough. Mr. Wildy is also released 
from the trusteeship, in re E. Max. Winter, electrical engineer, of 
Amberley House, Norfolk Street, London. 

Notice is published of an intended dividend in the case of A. G. 
Inrig (Globe Electrical Company), electrical engineer, Victoria 
Park, London. October 2nd is the last day for receiving proofs. 
Mr. E. H. Hawkins, 3, Barbican, E.C., is the trustee, 


Liquidations and Dissolutions.—The Roller Bearings 
Company, Limited, is winding up voluntarily, with Mr. F. I. 
Fisher, Portland House, Basinghall Street, E.C., as liquidator. 

A meeting of Woodlands Electric Company, Limited, will be 
held on October 15th, at 10 Berey’s Buildings, George Stresi, 
Liverpool, to hear an account of the winding up proceedings froni 
Mr. F. J. Armstrong, the liquidator. 


The Birkbeck Institution.—This Institution, which 
has now completed 77 years of educational work in the metropolis, 
commences its new session on Monday, October 1st. 


Boiler Registration and Inspection.—The Bluch»ok 
of evidence given before the Select Committee is out. "Ihe Con- 
mittee was constituted as follows: 

Mr. J. Penn (chairman), Sir William Arrol, Mr. J. W. Crombie, Mr. A. 
Emmott, Mr. C. Fenwick, Bir Fortescue Flannery, Mr. W. J. Galloway, Mr. W, 
Hazcll, Sir Edward Gourley, Mr. J. Heath, Sir Alfred Hickman, Sir Wiliam 
Houldsworth, Mr. R. McGhee, Col. R. Pilkington, and Mr. C. B. Renshaw. Terr 
Committee held 16 sittings and examined 22 witnesses, including tbree oftici«!. 
of the Board of Trade, six representatives of boiler insurance companies, the 
secrctary of the Mining Association of Great Britain, the consulting secretary 
of the Boilermakers’ and Iron and Steel Svipbuilders’ Society, and 11 delega‘'+s 
of the engineering, cotton spinning, agrioultural, chemical and other indus- 
tries. 


The Committee point out three ways of securing more frequent 
Inspection by competent persons :— 

“1. By the appointment of inspectors under a Government Pr- 
partment, but do not recommend this, as they consider: (a: That 
the responsibility of selecting a competent person should fall npon 
the owner or user of the boiler; (^) That the owner would Shelter 
himself behind the inspector of a Government Department: 
That the inspectors under a Government Department would wk 
upon inelastic lines, and that this would hamper the developmen 
of boiler improvement. 

“2. By extending the powers of the Court set up under ti: 

Boiler Explosions Acts, 1882—1890, to enable the Court to іч 
heavy penalties in event of an explosion, if it be shown (a) to 11. 
satisfaction of the Court that such owner or user failed to have h:s 
boiler iupected by a competent person at a reasonable period prior 
to the explosion; conditions of working, quality of feed water aud 
custom of the locality to be considered by the Court when deter- 
mining what a reasonable period is; (0) that the boiler bas her: 
worked since the last inspection at a pressure exceeding that ior 
which the boiler has been certified, or that there has been wilfil 
and culpable negligence in carrying out any recommendations ma:tc 
at the last inspection ; also giving the Court power to inflict like 
penalties on the inspector, if it be shown to the satisfaction of the 
Court that the inspection was carelessly or insufflciently carri«i 
out." ; 
This extension of powers, it is thought, would lead to an exten- 
sion of inspection, because the responsibility of a boiler user woul 
be brought home to him by the inspection companies and ther- 
interested, as well as by reports of penalties incurred by steam us. r- 
who had come under penalty, &c. 

3. The Committee considered "that an extension of the 
Factory Acts, empowering an inspector to call upon the owner er 
user of a boiler to produce a certificate or entry showing tbat te 
has had his boiler inspected by a competent person within n vew, 
and providing that in cases where the Factory Acts do not ny: 
this authority should be vested in the police, would make the inspi- 
tion of boilers practically universal." 

This last recommendation seems to us to be a good one. Ti 
report may be cautious and not marked by genius; but 
is à sound, common sense, businesslike report, which will give ~ 
immense fillip to that voluntary action that has placed Enclix: 
boilers far ahead of those of all other countries in excellence 
manufacture aud safety in working. We should be very sorry to~. 
Government control. The Board of Trade we would specially à - 
bar. Police inspection, beyond the power to demand the certitra.te. 
would be a farce, as it is in New York City and other Ameria 
cities. 


Catalogues and Lists, — The British Westinghouse 
Electric and Manufacturing Company's circular, No. 1,030, descri! + 
their O.D. transformers for electric light and power work.  T!. 
type is stated to embody the improvements which have tcn 
brought about as the result of.15 years’ practical experience in the 
manufacture of the Westinghouse transformers.. Diagrams of 
connections and illustrations of parts are shown. 

Messrs. Krupka & Jacoby, of Watling Street, B.C., send us a list 
of Siemens & Halske’s incandescent lamps for high and low voltages, 
and also a card of Lessing's dry battery. 

Messrs. Johnson & Phillips have issued a new catalogue of their 
electric light aud power wires and cables, in which they give 
within the compass of 20 pages a mass of tabulated and other lara 
regarding them. А double-page table gives details of pure oper 
conductors arranged in order of carrying capacity, and other taie 
partieularise various classes of faped, braided, lead-covered. zud 
other conductors, giving sizes, weights, and prices per vard and pet 
mile. Owing to a slight fall in the market prices of raw mater: ia 
Messrs. Johnson & Phillips are allowing an additional 5 per ex nt 
discount off vuleanised rubber cables listed in their February, 1900 
catalogue. The firm's new cable factory for the manufacture à 
lead-covered and armoured cables for town lighting is now iy 
working order, and they are at the moment executing n contre 
for the Manchester Corporation. | 

Those who are interested in what is being done by Messrs. Bro 
Boveri & Co. at Baden—and we suppose there are very tey 
English electrical men whofare not so interested just neow—will bi 
able to;obtainrautidealof the important work they are turning o: 
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from a brochure which they have lately issued reporting upon some 
of thez more consequential installations which have been carried 
out by them during the past few years. It contains over a dozen 
full-page photographie reproductions showing the Frankfort-on- 
Main single-phase alternating (3,000 volts) station, 13 500-н.р. 
single-phase alternators at St. Petersburg, two 1,000-н.р. and 
1,600- H.P., three-pliase generators and motors at Prochoroff spinning 
mills, seven 2,200-H. P. 15,000 volts three-phase generators for the 
Paderno-Milan power transmission plant, three-phase (3,600 volts) 
machines at the Porta Volta central station, in Milan, three-phase 
4.000 volts) power-house on the Kander, two-phase alternating 
3.000 volts) machines at the central station at Chevres, near 
Geneva, two-phase alternating (5,500 volts) plant at Olten-Aarburg 
electricity supply works, two-phase alternating (3,000 volts) 
machines at the Rathausen electricity supply works, 1,500-H.r. 
single-phase alternating (4,000 volts) turbo-unit at the Elberfeld Cor- 
poration electricity works. We can only mention these few of the 
host of such plants which are catalogued in this most interesting 
publication, but they serve to indicate what is now doing on 
the Continent, and perhaps may bring home to us once 
more the direction in which development must take place in 
English electrical engineering. 

The British Thomson-Houston Company’s pamphlet, No. 72, 
reprints from the Iron and Coal Trades’ Review, the translation of an 
article by Mr. Müller, of Essen, on the subject of “Electrical 
Winding and Haulage Machinery." The article describes what is 
being done in several collieries for which the B.T.H. Co., or its 
Continental house, has supplied electrical plant. 

Messrs. W. Wilson Cobbett, Limited, of Southwark Street, S.E., 
and Lanark, send us a small list of the "Scandinavia" M.C.M. 
belting and belt stretcher. : 

Messrs. Maguire & Baucus, of Warwiek Court, W.C., send us a list 
af their electric railway supplies, including electric trucks, the 
“ protected " rail bond, “© phono-electric " wire, vitrified tile con- 
duits, also flexible steel "armorite" conduit for interior con- 


Starting Switelies, —А new type of motor-starting switch 
is being put on the market by the Electrical Transmission Com- 
. pany, Limited, Hammersmith, under the patents of Mr. W. F. Jones. 
The essentially novel feature of the switch is that the handle is not 
directly attached to the switch arm, but is only held to it by electro- 
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"B" TYPE SWITCH. 


c means when the conditions are suitable. The switch arm 
and handle lever are of iron, and have pole-pieces attached to them, 
extending across the face of a coil, mounted so as to surround the 
iron spindle of the switch, and together they constitute an electro- 
magnetic clutch. The switch also has a temporary ‘contact (shown 
just above the clutch coil in the illustration), a “ non-sparking " 
arrangement (shown at the bottom left in the Шайтайоп), апа а 
maximum cut-out and hand switching-off handle (shown at the 
bottom right in the illustration). The illustration shows the “В” 
type switch in the * off " position, and the action of switching-on is 
as follows :—The handle is brought towards the switch arm, so as to 
bring the pole-pieces together, and in doing so makes the circuit 
at the temporary contact to energise the clutch coil and lexcite 
the motor magnets, as the clutch coil is in series with the 


, 


motor field magnet*coils.= It ſisꝰſthen necessary to pause for a short. 


period, depending on the size of the motor, until the current in the 


field magnets has risen to about the proper amount, as otherwise the 


cluteh will not be sufficiently powerful for the switch handle to 


draw the switch arm against the spring which has brought it to the 
“off” position. The switch arm may then be drawn slowly from 


contact to contact until the full“ on“ position is reached, when the 
switch handle is held by a spring detent. The 
current in the field magnets of a motor, especially those of large 
size, can be easily noted by placing an ammeter in the circuit, and 
where it is not taken into account serious damage to switch contacts 
and sparking at the motor brushes results, through the only partial 
excitation of the magnets and consequent rush of current through 
the armature. 
maximum cut-out acts, short-circuiting the clutch coil, and releasing 
the switch arm from the handle, when it springs back to the “off” 
position, inserting the resistances as it does so. 
"non-sparking " arrangement is to temporarily close the circuit 
whilst the switch arm is travelling to the first contact of the switch 
when it is cut out of circuit. 
all cases with wire guards, so that the action of the apparatus 
cannot be interfered with, and the maximum cut-out handles are 
arranged so that they cannot be held down. The circuit is 


gradual rise of the 


Should the operator switch on too quickly the 
The object of the 


Open type switches are provided in 


broken on carbon contacts, and all contact parts are renewable. 
In general principle the “ A” type switch is the same as the “В” 


type, previously described, but the arrangement of the parts is 


different, as the contacts are arranged vertically in alignment, and 
the clutch and other apparatus are fixed at the top of the pedestal. 
The great advantage of this switch over the “ В” type is that it 
takes the starting-up entirely out of the operator's control, and 
switches on at the speed for which it is adjusted. The operator is 


unable to interfere with the process of switching on, although at 


any time he can instantly switch off. It also avoids a fault which 
has prevented the satisfactory continuous working of other slow 
moving switches in that the switch arm stops when fully on each 
contact and proceeds with a “quick-make” to the next, when 
cutting out the resistance in switching on. "This prevents the fusing 
and sparking which take place with a slow moving switch-arm, 
owing to the great current density when passing from one contact 
to the next, as practically the whole current passes through the con- 
tact in advance, and with a slow moving switch the actual con- 
tact area, for a considerable time, may amount to little over a line 
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“A” TYPE (ON SPECIAL FRAME); CASE OPENED. 


or a point. The above results are arrived at as follows:—When 
starting-up, the operator winds up a heavy weight in a dash-pot by 
means of a spring bolt; when fully wound up, the hand-wheel 
shears out of engagement with the weight by compressing the 
spring bolt, and is locked to prevent further forward movement. 
The weight then descends in the dash-pot, drawing the switch-arm 
over the contacts, and the “step-by-step” motion is secured by a 
spring detent which acts at each contact. The act of moving the 
handwheel backwards to switch off, causes the short-circuiting of 
the clutch and release of the switch-arm. The whole of the 
mechanism is enclosed in a strong weather-proof case, nothing 
appearing outside_but the handwheel. With this type of switch it 
is practically impossible for the most clumsy operator to damage 
either the motor or the starter. 


460 


THE ELECTRICAL REVIEW. (vol. 47. No. 1,101, биртимъв 


The Electrical Company.—An important development 
has been recently carried out hy the Electrical Company in order to 
cope with extending business A new building has been put up 
and arranged for a fittings department at 162, Shaftesbury Avenue, 
not far from the headquarters of the company in Charing Cross 
Road. In the showrooms a-most comprehensive display is made of 
eciling, wall, and table fittings, as well as bronzes, pedestals, and 
other artistic accessories, A separate department is allotted to each 
class of fitting, and a choice can be made without delay. The 
arrangement of the premises enables the company to demonstrate 
to the customer how to have his house or his business premises fitted 
up in the most appropriate and effective style. Most of the items 
shown are of quite recent design, and, of course, novelties are being 
continually added. The show is well worth inspection by the trade, 
who will find that special facilities are given both for the introduc- 
tion of their clients and also for the expeditious completion of 
installations. 


For Sale.—On Tuesday, October 9th, Messrs. Branch 
and Leete will offer for sale certain land, premises, works, &c. 
lately occupied by Messrs. C. & A. Musker, Limited, hydraulic and 
electrical engineers, at Dundas Street, Bootle, Messrs. Musker having 
removed to other premises. 


Germany.— Electric boring machines on the Siemens and 
Halske system have lately been introduced in the Court Colliery in 
Prussia. The borers are connected to the electric motor by a flexible 
driving shaft, and are stated to require only 1 H.P. 


H. V. Wall Plug.—The change from low voltage to 
high voltage supply, has instigated, manufacturers to pay special 
attention to accessories suitable fur the increased voltage, aud 
we have before us а new wall plug manufactured by the Inter- 
national Electric Company, of 55, Redeross Strect, E.C., for which 


they claim that, as far as insulation is concerned, it will answer all 
(even the most stringent) requirements of central station engineers. 
They further assert that arcing or short-circuiting is an impossi- 
bility, аз all the current-carrying parts are deeply embedded in 
china, and surrounded by the same material, no metal parts being 
at the back of the china base, and the plug itself is provided with 
their patent porcelain cord grip. so that in that respect the article 
seems to fultil al] that is claimed by the manufacturers. 


A Minor Use for Electricity.— We read that during а 
pigeon-shooting contest at Wharncliffe last week,a man was 
fatally shot while engaged pulling the rope connected with the trap 
from which the birds were liberated. A way to avoid the occurrence 
of such mishaps in future would be to operate the trap by means of 
electrical apparatus. 


Paris Exhibition.—The British Aluminium Company, 
Limited, of Victoria Street, S. W., have been awarded a Gold Medal 
for their aluminium. The compauy has two stands at the 
Exhibition, ohe of which, on the ground floor, is confined 
principally to raw material, and the other on the first floor to 
manufactured goods. The respective managers at their four 
factories, i.e., Foyers, Larne, Greenock, and Milton, have also been 
awarded a silver medal each as collaborators in making the stands a 
success. Judging by the very fine display of aluminium articles 
brought together at the two stands in Group XL, Class 63 and 64 at 
the above exhibition, it is evident that aluminium is being used 
more and more extensively every day, which, indeed, is not sur- 
prising when it is borne in mind that the metal is now, bulk for 
bulk, cheaper than brass, copper, tin, &c, and there is no more 
difficulty in working this metal than any other metal. Aluminium 
lends itself admirably for repoussé and all kinds of hand-hammered 
work, samples of which enn be seen in the excellent collection of 
Indian work brought together. Messrs. Bodiil, Parker & Co., 
Limited, Messrs. Vaughton Brothers, Messrs. Hudson, Edmunds 
and Co., Messrs. Evered & Co., Limited (door furniture), Messrs. 
Camelinat & Co., and other firms co-operated iu helping to make 
the exhibit a success, and some of these firms show cases containing 
articles all made in aluminium. Messrs. Thomas Bolton & Sons, of 
Oakamoor, Staffs., tube and wire drawers, sent a fine collection 
of tubes and wire in aluminium, and there is also shown a large 
coil made by Messrs. Isaac Storey & Sons (out of tubes supplied by 
the above-named firm), fixed to a large still, of which the British 
Aluminium Company, Limited, have already supplied several for 
use in the making of acetic acid, aluminium having been found 
most suitable for this purpose. Messrs. Holmes & Co., carriage 
builders, of Derby, also assisted in sending a dogeart fitted with 
aluminium panels. Another very interesting article on show is a 
portable water sterilizer made in aluminium by Mr. H. W. Neild, of 
Blackheath, which was specially designed for use in connection 
with the present operations in South Africa, the article being capable 


of producing 200 gallons of good drinking water per day, and weighing 
only 25 lbs. Several of these have been in use with satisfactory 
results. Another considerable use for aluminium in thee shape of 
wire, strip bars, &c., has lately come to the front in connection with 
electricity. Although its resistance is about 60 per cent. greater 
than that of copper having the same cross-sectional area, still thi« 
is claimed to be more than made up by the difference in weight of 
the two metals, so that for equal conductances the cost of aluminium 
conductors at to-day's prices is lesa than that of copper ones. 
Further, for equal conductances only about half the weight of 
aluminium is required. The use of aluminium would also involve 
а great saving in the cost of transport, and economy in the 
number of poles and supports in the case of aerial lines. It may be 
mentioned that several large firms in this country have given 
their attention to this question, and several large quantities of the 
wire have been supplied aud put to practical use, with, we are 
assured, satisfactory results. 

Messrs. Sherard Cowper-Coles & Co., Ltd., have been awarded 
the Silver Medal at the Paris Exhibition for their exbibit in con- 
nection with the development of the electro-metallurgy. 


South Africa.— The British and South African Export 
Gazette says that the exports of British electrical goods to South 
Africa during the five weeks ending August 21st amounted in value 
to £9,995, an increase of £3,184 over the amount forthe correspond- 
ing period of 1899. The Town Council of Ladysmith, Natal, con- 
template introducing a system of town lighting either by electricity, 
acetylene or gas. Tenders will shortly be called for. An di- 
ture of £50,000 is about to be made for the installation of айй ооа! 
power plant for the Capetown electric tramways. y 


Technical Classes.—The Michaelmas term of the City 
of London College magnetism and electricity, &c., classes commences 
on October 1st. 

'The new session at the South-Western Polytechnie, Chelsea, oom- 
mences on September 24th. Particulars will be found among our 
* Educational " advertisements this week. 


Trade Announcements,—The British Thomson- Houston 
Company, Limited, of 83, Cannon Street, E.C., have recently opened 
a branch office in Manchester, in the Trevelyan Buildings, Corpora- 
tion Street, for local inquiries. 

Messrs. John Worthingtou & Co., electrical and mechanical engi- 
neers, of Hanley, are opening a London office and showrooms at 15, 
Brownlow Street, Holborn, W. 

The Naval Electric Company, with offices at 95, Liberty Street. 
New York City, has been organised to succeed the B. & Н. Electric 
Company, of Dannaville, N.Y., and New Haven, Conn. Among 
other things, the company works the invention of Mesars. Hall and 
Burdick of an arc light for use under water, and known as the Yal 
submarine arc lamp. Another speciality that is being placed on the 
market by the company is known as the B. & H. rapid fire electric 
saluting yacht cannon. These are made after the style of the 
Hotchkiss gun. The guns have а new electric firing attachment for 
firing from any part of a yacht. 

Messrs. Everett, Edgecumbe & Co., of 22, Charterhouse Square. 
E.C., have taken over the instrument - making business of the 
Edwards Electrical Company, of Bow, E., which included those vi 
Messrs. Nalder & Harrison, Ltd., and Messrs. Swinburne & Co., Ltd. 
Messrs. Everett propose not only to continue the manufacture of . 
the instruments for which those firms were known, bringing each 
completely up to date, but they also have in hand several specialities ` 
in the way of central station instruments. We have received from 
them a few advance sheets from the full list which is now prepariug. 
These lists contain particulars and some first class illustrations (f 
alternating and direct current recording voltmeters and ammeters. | 
the Swinburne non-inductive wattmeters, &c. 

Messrs. Prestwich & Burt, electrical engineers of 65, High. 
Street, Kingston-on-Thames, have dissolved partnership, and ther 
plant and machinery of the firm will be sold by auction on à 
premises on Wednesday, September 26th. 


Worthington Pumps at the Paris Exhibition.—A‘ 
very finely illustrated souvenir of the Exhibition has been brought, 
out by the Worthington Pumping Engine Company. It shows th 
location of the various Worthington pumps exhibited by the allie 
Worthington Companies, scattered throughout the Frenchy! 
American, Hungarian, and English sections. In the French section, 
the entire water supply of the Exposition is furnished by four! 
Worthington triple-expansion high duty pumping engines located: 
inthe Worthington Pavilion, Quai d'Orsay. ese engines have а 
capacity of 40,000,000 imperial gallons per day; the water delivered 
is pumped to the basin of the Chateau d'Eau on the Champ de Marg 
and after use in this fountain passes by underground conduits 
the Machinery Hall, whence, after being used for condenasatioi 
purposes, it is returned to the Seine. In the American section, t 
Eiffel Tower is equipped exclusively with Worthington pump 
numbering in all 17 machines, among these being five tripl 
expansion hydraulic pressure pumping engines for elevator servi 
also independent condensers for use in connection with the aboy 
and various small pumps for other purposes. In the Hungari 
section, in the Machinery Hall is exhibited a Worthington tripl 
expansion high duty pumping engine of 300 pump н.р. | 
engine was built for the waterworks service of the City of Buda 
and is the seventh engine of similar size built during the last 
years for the water supply of that city. In the English secti 
the Machinery Hall is exhibited a Worthington triple-ex panaion jd 
condenser, used to condense the exhaust steam from a 2,500 rH 
Willans & Robinson engine. . 
exhibits. 
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Zschocke's Patent Water Cooling Towers.—We under- 
stand that Messrs. Doherty & Donat, engineers and contractors, 40, 
South King Street, Manchester, are the sole licensees for Great 
Britain for the above cooling towers, and they intimate that they 
are prepared to execute contracts for complete condensing and 
cooling plants. We understand that there are already over 
600,000 І н.р. of these cooling plants, including 35 electric light and 
power stations, in operation. On the Continent their customers 
include such firms as Fred. Krupp, Essen, and the Monster Iron- 
works at Bruckhausen on the Rhine, the latter firm possessing 
towers for about 18,000 Lu.p., which is stated to be the largest 
covling plant in existence. 


ELECTRIC LIGHT AND POWER NOTES. 


Aberavon.—The Gas Committee of the Town Council 
has decided to advise the Council to go in for a provisional order 
for the supply of electricity. 


Avr.—Mr. A. J. Fuller, burgh electrical engineer, sub- 
mitted his annual report to the Town Council last week. It stated 
that the number of consumers was now 372. The annual output 
fram the works had gone up from 297,420 units to 425,639 units, 
representing an increase of 43 per cent. A substantial reduction 
nad been made in the cost of production, the rate being 1°80d. per 
unit, аз against 203d. With a revenue of £5,244, the department 
wae able to meet working expenses, pay the interest on capital, 
amounting to £1,530, and have a surplus of £235 towards paying 
aff the annual sinking fund. 


Barrow.— The Town Council has received reports from 
Messrs. Kincaid, Waller & Manville with respect to an application 
to the Local Government Board for leave to borrow £6,690 for 
electric lighting purposes. 


Bedford.—The Town Council has resolved to raise the 
E of electrical energy from 44d. to 54d. per unit from March 
ist, 1901. i 


Birkenhead.—At the monthly meeting of the Town 
Council, a motion that the Gas, Water, and Electrical Committee 
æ instructed to report upon the “expediency of reducing the 
charge for the use of electrical energy to 4d. per unit,” was carried 
after mneh discussion. 


Hradford.—At a meeting of the Electricity Committee of 
the Corporation last Friday, it was announced that the Local 
Government Board had sanctioned the borrowing of a sum of 
£56,000 for electricity purposes. 


Camborne.—The Camborne and Redruth Tramway Com- 
pany has purchased the provisional order for electricity supply 
obtained by the Camborne Electricity Company in 1898; the 
District Council intends to ascertain the terms upon which the 
company will supply electricity for street lighting. 


Cannock..—At a special meeting of the District Council 
last week it was unanimously decided to make an application to the 
Beard of Trade fora provisional order authorising the Council to 
apply electricity within the district. 


Cardiff.—At Tuesday's meeting of the Electrical Com- 
mittee, the chairman, Alderman Carey, in answer to a question from 
Mr. Good as to the accident on the mains to the mains super- 
intendent and another man, said the committee had desired the town 
clerk to report to the Board of Trade, and he had no doubt the 
Board of Trade would hold an inquiry. Speaking under the 
instructions of the town clerk, he said the latter had advised that 
tae matter should not be discussed until the Board of Trade had 
taken action. He had before bim a long communication from Mr. 
Liingworth, which he had not read, but had only seen the signature, 
апа be would have it sealed with their permission. There were 
other questions to come on connected with the department, which 
mad better be discussed at a special meeting. Mr, Illingworth's 
letter was sealed, and it was resolved to consider that question and 
others at a special meeting, to be held on Thursday, September 


Carlisle.—The Electric Lighting Committee of the 
Town Council has agreed that incandescent lights should be fixed 


en some of the arc lamp standards in the town, being lighted 
after 11 p.m., and the arcs then switched off. i 


Cleethorpes.—The District Council has resolved to give 
astice to the Tramway Company of its intention to purchase the 
te acquired by the company for the purpose of erecting an elec- 
tricity works, in accordance with the agreement made between the 


Council and the company in February, 1899. The cost is estimated. 


zt £30,000. 


Colliery Plant,—The Summerlee and Mossend Iron and 
Steel Company has just introduced at its collieries electric coal- 
cutting plant of the Clark & Stephen disc-cutter type. This is one 
uf the earliest applications of electricity to coal-cutting in Scotland. 
. Crieff.—At a meeting of the Town Council last week 
It was resolved to take preliminary steps to obtain a provisional 
enler for the supply of electricity. Two or three years ago the 
Pown Council was offered by Sir Patrick Murray the use of the 


water from the River Bulwick as a motive power, but owing to 
doubts as to the sufliciency of the water-power the scheme dropped. 
The Strathearn Hydropathic Company, however, have utilised the 
river water for this purpose. 


Devonport.—The Town Council has received the sanc- 
tion of the Local Government Board to a loan for the purposes of 
electric lightiug of £67,947, being £15,250 for the purchase of land, 
repayable within 50 years; and £52,697 for purposes of electric 
lighting generally, payable within 25 years. 


East Molesey.— The East Molesey District Council have 
appointed an expert to report upon an offer made by the Edmundson 
Electricity Corporation for the public lighting of the district. 
The company’s offer is to supply current for street lighting at 24d. 
per unit, the prices to private consumers being 7d., 4d. and 2d. on 
the maximum demand system. The Callender Electric Lighting 
Company would supply the plant, and the District Council would 
have the option to purchase the undertaking at the expiration of 14 
or 21 years on paying the capital expended plus 15 per cent. or 
10 per cent. respectively. Terms similar to these have been agreed 
upon at Twickenham, and the corporation is negotiating to supply, 
from its proposed central station, Brentford, Isleworth, Teddington, 
Hampton Wick, Hampton, Suubury, Esher, and the Dittons and 
Ham. As far as Ham and Hampton Wick are concerned, the local 
authorities are inclined to obtain any current they may require from 
the Kingston municipal electric works. 


Enfield.—The District Council on 13th inst. resolved 
to apply to the Board of Trade for a provisional order to supply 
electricity for public and private purposes in the district. A com- 
mittee was directed to consider the proposals of the Edmonton 
Electricity Company, the United Electric Light and Traction Com- 
pany, Limuted, and the North Metropolitan Electric Power 
Distribution Company, and to report as to whether it was desirable 
to euter into an arrangement with them, also whether it would 
be more advisable to join with the surrounding districts in pro- 
moting a joint Bill. 


Holyhead.—On a report of the Lighting Committee of 
the District Council, the question of lighting the town by electric 
light was under discussion last week. It was stated that the water 
at the “Cob,” separating Holyhead Island aud Anglescy Island, 
could be utilised for this purpose. The Council seemed unanimous 
in endeavouring to obtain lighting by this method, and Mr. 
Thunderbolt, of Holyhead, was requested to give the matter his 
attention, and report to the Council. 


Horsliam.—^At the last meeting of the Urban Council 
the Electric Lighting Committee reported that the approximate cost 
of tbe building for the electricity works was now put at £3,100. 
The plans were adopted, and it was decided that tenders should be 
invited tor carrying out the work. 


Hull.— The electric tramway employés are agitating for 
improvements in the conditions of labour, and the Tramways Sub- 
committee are obtaining information from other towns. 


Kenilworth.—The District Council has accepted the offer 
of Mr. W. H. Mitchell to light Whitemoor, a portion of the town, 
with four electric lamps, he having agreed to supply the electricity 
at his own cost on certain conditions. 


. Liverpoo].—The increased demand for electricity, notably 
on account of the tramways, has led the Electric Power and 
Lighting Committee of the Corporation to recommend that, having 
regard to the increased duties and responsibilities of the staff, 
incidental to the opening and working of the Pumptields aud Lister 
Drive power stations, the following promotions be made as from 
September 1st: Mr. A. Clough, works manager, with a present 
salary of £460, increasing to £500, to be assistant electrical engineer 
at a salary of £550, to be increased in 12 months to £600; Mr. R.S. 
Downe, assistant engineer, to be first assistant engineer at а salary 
of £320, increasing £40 per annum to £400 (present salary £250, 
increasing to £300); Mr. C. H. Smith, engineers sccretary, office 
superintendent, at a salary of £150 (present salary £120); Mr. J. 
Stirrup, inspector of electric meters, superintendent meter depart. 
ment, at the salary of £130 (present salary £110). 


Longton.—The Corporation has made application to the 
Local Government Board for sanction to borrow a sum of £28,500 
for purposes of electric lightiug, aud for approval of the use of 
certain lands situate at the Corporation gasworks as a site for a 
generating station, and Mr. Н. P. Boulnois, M. Inst. C. E, sat last 
week to inquire into the application. It was stated that the 
order authorising the supply was obtained in 1899. Before then the 
Corporation had retained Mr. Robert Hammond, aud upon his 
report and recommendations the Corporation were now proceeding. 
The Corporation anticipated that manufacturers’ requirements would 
call for a very large supply of electrical energy. It was proposed to 
put in the low-pressure continuous system with the most modern 
appliances, and the formal approval of the Board of Trade had been 
received to the system. There was no opposition to the application. 


Lowestoft.—The Electric Lighting Committee having 
reported to the Town Council that Mr. Hawtayne ‘the Council's 
consultiug engineer) had submitted revised estimates iu connection 
with the extensions, it was decided to make the application to the 
Local Government Board on the basis of the amended figures, which 
amounted to £20,000. 


Middlesbrough.—4A temporary supply of electricity is 
to be given next month. Mr. Hammond has been asked to report 
on the question of lighting the principal strects with 40 are lamps. 


rd 
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London.— St. Pancras.— The Vestry has decided to 
borrow from the County Council the sum of £1,937 for electric 
lighting (installations for public buildings), at the rate of 34 per 
cent. per annum, and that the repayments be spread over as long 
a period as the County Council and the Treasury will sanction. 

BERMONDSEY.—-The Electric Lighting Committee at a meeting of 
the Vestry on Monday, reported having received specifications from 
the consulting engineers (Messrs. Kincaid, Waller & Manville) for 
the supply and erection (1) of steam dynamos, battery charging 
motor booster, and balancer, and (2) of steam and other pipes, feed 
pumps, water tank and sundry ironwork. With regard to the 
former contract it was pointed out in a report by the engineers that 
this provides for the supply of two high-speed steam dynamos, 
capable of developing 150 Kw., and one smaller set capable of giving 
an output of 75 Kw. A balancing set is also provided, together 
with a booster set for charging the battery consisting of two 
boosting dynamos driven by a motor. Mains are being put down 
sufficient for supplying 8,000 8-c.». lamps alight simultaneously, 
which is equivalent to about 10,500 lamps connected to the mains. 
The plant now proposed will be capable of supplying this number 
of lamps in conjunction with a battery of accumulators. The Com- 
mittee recommended the Vestry to approve the report, aud to invite 
tenders for carry ing out the work, and this was agreed to. It was 
also decided to advertise for a resident electrical engineer at a 
salary of £250 per annum. 

SHOREDITCH.— The Vestry has decided, in order to meet the 
increasing demands for supply of current, to purchase 25 10-ampere 
and 25 25-ampere meters at a cost of £5 each. In reply to ques- 
tions as to outstanding accounts for current. supplied, the accountant 
stated that the notices served upon consumers had expired, and 
cutting off would commence on the following day. 

HackNEY.—Considerable discussion took place at the meeting of 
the Vestry on the recommendation of the Electric Lightiug Com- 
mittee to receive and open tenders for part of the equipment of the 
electricity works, Mr. Richmond moved that the opening of the 
tenders be deferred six months. The amendment was rejected, and 
the committee's report carried, the tenders being referred to the 


Electric Lighting Committee and the engincer to consider and 
report upon. 


Medomsley.—The Consett Iron Company have made an 
offer to light portions of the township of Medomsley with elec- 
tricity from their Westwood Colliery. The company will supply 
the plant and current, but the Council will bear the expense of 
erecting the poles and fixing the wires. 


Neath.—At a special meeting of the District Council 
last week it was resolved to apply to the Local Government Board 
for a provisional order for the electric lighting of the district. A 
proposal previously made by the Town Council inviting co-opera- 
tion was refused. 


Nottingham.—The City Council is putting down two 
new refuse destructors, from which it is hoped to get 450 to 500 K. P. 
for electric lighting or traction. 


Peuang.—4At a recent meeting of the Municipal Com- 
mission it was decided to introduce the electric light iuto Penang. 


They also voted a sum of Rs. 300,000 to cover the cost of an electric 
lighting scheme. 


Quebec.—Since October, 1899, says Engineering, the 
Engineering Contract Company has been constructing a dam on the 
Chaudiere, at the back of Quebec, for the Canadian Electric Light 
Company. The structure is to be 800 feet in length. At the 
extremity of the dam another similar wall 175 fect in length ter- 
minates at right angles with a mass of rock. There is still another 
dam 90 feet long from which passes a pipe 84 feet in diameter and 
350 feet long. Two other similar pipes will be constructed to meet 
the anticipated requirements of the company. A contract for the 
power house was let recently to Mr. J. Paquet, of Levis, who is to 
commence work at once. There are to be two turbines of 1,460 H.P., 
and machinery of the best class is to be installed. 


Rainhill.—At a special meeting of the Parish Council 
ап agreement between the Council and the British Insulated Wire 
Company for the lighting of the township was formally executed. 


Ripon.—A special meeting of the City Council has been 
called for October 11th, to take into consideration the expediency 
of applying for a provisional order to authorise the supply of elec- 
trical energy for public and private purposes. The Council has 
been led to take action by the North British Electric Supply Com- 
pany, who have notitied their intention of applying for an order. 


Hyde.—At the monthly meeting of the Town Council 
ou Monday, it was reported that a deputation, consisting of the 
Mayors of Hyde, Stalybridge, Dukinfield, and Mossley, and the 
four town clerks, had had an interview with Sir Courtenay Boyle, 
secretary of the Board of Trade, for the purpose of ascertaining 
whether or not the proposed joint electric lightiug aud traction 
scheme could be carried out by provisional order. ‘The question of 
proceeding by private Bill was considered, and Sir Courtenay 
Boyle stated that he quite approved of the four Corporations com- 
bining together, but was of opinion that the Board of Trade had not 
the power to grant a provisional order for the suggested joint 
scheme. It would be necessary to obtain a private Bill to carry out 
the requirements of the four Corporations. The deputation's 
report was approved and adopted, and it was resolved that appli- 
cation be made to Parliament. The town clerks of the respective 
Corporations had been instructed to prepare a draft agreement to be 
entered iuto by the four authorities as to the appointment of a joint 


committee to carry out the proposed scheme upon the bases recom- 
mended. The town clerk was empowered to take all necessary 
steps in support of the light railway application at a public inquiry 
shortly to be held at Hyde. 


St. Helens.—The annual statement of the Corporation 
accounts shows that the total income on the electricity revenue 
account was £5,196, including £3,420 from the sale of electricity, and 
£1,409 for power supplied to the St. Helens Tramway Company. The 
expenditure, including £1,719 for generation of electricity, £318 for 
distribution, and £626 fur management, amounted in the aggregate 
to £5,185, leaving a balance profit of £10. The income on the 
tramways revenue account was £21,167, and expenditure £20,130, 
leaving a credit balance of £1,037. The income included items of 
42,661 rent (less tax) paid by the New St. Helens and District 
Tramways Company, Limited, and £17,064 for material. 


Santiago, —(ommercial Intelligence says that at Santiago, 
the Chilian Electric Traction and Light Syndicate, Limited, is to 
undertake extensive improvements which will require a considerable 
amount of material machinery, &c. It has been decided by the 
company to obtain water power of about 50,000 H.P. from the River 
Maipu, to generate current for the electric lighting of Santiago and 
a complete electric railway service. 


Slaithwaite.— The District Council has refused its con- 
sent to the proposal of the Northern Counties Electricity Supply 
Company to apply for a provisional order for the electric lighting 
of the village, on the ground that if the company could make the 


undertaking pay, the Council could do the same! This is open to 
question. 


Standish.—The District Council has resolved to make 
application for a provisional order in the next session of Parliament 


in order to enable it to supply and distribute electricity within 
the district. 


Tillicoultry.—An electric supply company proposes to 
erect a generating station in Tillicoultry for the electric lighting of 


the burgh, and has applied for the support of the local authority in 
the matter of the provisional order. 


Tiverton.—The Lighting Committee of the Town 
Council has received the report of the engineer (Mr. Adams) 
appointed by the Council on the electric lighting of the town. He 
gives three schemes, the power being supplied by water, steam and 
gas respectively, and from his estimates the Committee comes to the 
conclusion that the water scheme is the only one which gives 
promise of vieldiug a profit from the commencement. The scheme, 
if adopted, will necessitate the construction of a weir across the 
River Exe, which flows through the town, and correspondence has 
taken place with the Board of Trade with a view to ascertaining the 
opinion of that body, whose decision is awaited. 


Truro.— The Town Council has apparently taken 
another step towards the ultimate adoption of electric light for the 
city. The Lighting Committee recommended “to the favourable 
consideration of the Council,” at a meeting last week, the report 
prepared by Mr. Headley, of St. Austell. This document dealt not 
only with the lighting of the city by electricity, but also with an 
electric traction scheme from Malpas to the railway station. It 
advised that the lighting be confined to the habitable area, and to 
that portion from which a private demand for lighting or power 
might be expected. The capital expenditure on the lighting scheme, 
Mr. Headley estimated, would be £17,500. He calculated an annual 
revenue from public lighting of £502 18s. 9d; house lighting, £3,000; 
power, £200 ; meter rents and sundries, £1,507 ; total, £3,822 18s. Od. 
Estimating the expenditure at £3,140, a profit of 4682 remained. 
The Truro Corporation have secured electric lighting powers, and 
have now appoiuted a special committee to consider that portion of 
the report of Mr. Headley dealing with lighting. The question of 
electricity for purposes of traction is not to be gone into at present. 


Worksop.—The tenders in connection with the electric 


lighting works, have beeu referred to a special meeting of the 
Council. 


York.—Owing to the exceptional demand which has 
been made on the supply of electricity, the Corporation will he 


unable to connect any more consumers until tbe new plant is 
delivered. 


ELECTRIC TRACTION NOTES. 


Bangkok.—4A concession for an overhead electric tram- 
way in Bangkok is to be granted to Captain L. de Richelieu and 
Mr. A. Westenholz, acting on behalf of a syndicate. Work will be 
commenced as soon as the concession is signed, and the line і- 
expected to beready in about 18 months, 


Cardiff. —Mr. Ellis, who was recently appointed tramway 
engineer to the Corporation, presented his first report to the Trani- 
ways Committee on Friday last. He said that the most importa:.: 
factors to be considered in the designing and equipment of үзү. 
electric tramway system were:—Site of power station, powe: 
station buildings, plant at power station, main car depot, verh. 
electric equipment, underground system of electric distribution 
cars. He recommended the Roath Brook site as the one best suite. 
for the purposes of a power station. In regard to the machinery 
Mr. Ellis recommended slow speed engines, inasmuch ав the trai, 
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loads continually varied throughout the day. All the members of 
the Committee expressed their satisfaction with the excellent report. 
The report having been adopted, it was decided to circulate copies 
among the members, and that the engineer be instructed to prepare 
:pecineations of the machinery. 

Crewe,—The Town Council is considering the proposed 
„hene of electric traction, and has had an interview with Mr. C. 
Hopkinson, who is to draw up a report on the subject. 


Brighton.—The Traction Committee of the "Town 
Council have arranged to take electricity from the Corporation 
*upply for working the tramways at 5d. per unit for the first hour's 
consumption and 1d. per unit afterwards. The Lighting Committee 
bave been asked to be ready to supply the current by August 1st 
next. The estimated cost of wood paving for the tramway area is 
£44,667 165. 

Cermany.— The Financial Times says that an exhaustive 
investigation as to the causes of accidents on electric tramways has 
just been completed by the Society of German Tramway and 
Secondary Railway Administrations, an institution Which now com- 
prises 100 different tramway and subsidiary railway undertakings. 
The results are contained in a report which relates to the year 1899, 
and enibodies returns from 58 distinct tramways, and which was 
submitted to the general meeting of the society held in Wiesbaden 
a few days ago. It appears from the report that during 1899 
accidents occurred to 973 passengers and 871 other persons, or 52:3 
per cent. and 4772 per cent. respectively. Of the total of 1,844 no 
les than 126 were killed, whilst 147 passengers and 146 other 

s were severely injured. The report concludes that as com- 
pared with 1898 there was a diminution last year in the number of 
accidents arising from persons unlawfully entering or leaving tram- 
vars and from too high a speed being used in passing round curves, 
and а reduction in the casualties to children was also noticed. The 
result in the latter case is attributed to the adoption of improved 
mechanical braking arrangements. "There was, however, an increase 
ш the accidents due to collisions, the larger number affecting 
pedestrians, and especially cyclists. | 

Gosport.—The District Council have had under con- 
sideration the proposal of the Electrical Power Distribution Company 
to take over the Gosport electric lighting order and the tramways. It 
was pointed out that the Council must act with the greatest 
promptitude, as after November 22nd next they would be unable, 
under the Act, to do anything in the matter of the tramways until 
ancther seven years had elapsed. It was decided that a meeting of 
tke Council, in committee. should be held to consider the proposals. 


Herne Bay.—A Westminster solicitor (Mr. К. B. 
Johnson; has notified the Herne Bay District Council of his inten- 
tion to apply, on behalf of clients, for powers to construct an elec- 
tric tramway or light railway between Herne Bay and Canterbury, 
with provision for public and private lighting if desired. 


Rilmarnock.—4At the last meeting of the Town Council 
Mr. Lea, of the British Electric Traction Company, explained a 
proposed system of electric. tramways between Beansburn and 
Riccarton, with a spur line from the Cross to Hurlford, and the 
terms on which the company would be prepared to carry out such 
з cheme. The Council will consider the matter. 


hirkcaldy.—The Council bas resolved to widen the 
portion of High Street between Redburn Wynd and Port Brae on 
the north side, and to west of Redburn Wynd, so that the trams 
cin be run both ways at that part of the route. The cost of pur- 
chasing property was estimated by Prof. Kennedy at about £21,000. 


London.— BERMONDSEY. The General Purposes Com- 
mittee reported at a meeting of the Vestry on Monday, having 
received a letter from the London County Council intimating the 
intention of the Council to apply in the next session for powers to 
construct tramways fora conduit system along ithe new street, 
teing formed between Bermondsey New Road and Tooley Street. 
The committees of the Council, who have the matter under con- 
&deration, after asking for the support of the Vestry, stated 
that :— 

The making up and paving of the scale iy Sat of the new street will shortly 
be pat in hend, and in order to avoid the necessity of breaking up the concrete 
Gf the carriageway soon after its completion for the purpose of laying the tram- 
waya, the Committees proposed that the construction of the electrical conduits, 
with all necessary drains, pits for road boxes and grooves for the rails shall be 
proceeded with at once in anticipation of the powers being granted by Parlia- 
mest. It is not intended, however, that the slot rails and tram rails shall be 
laid until Parliamentary sanction shall have been obtained thereto, but if the 
jocm] authorities concur, the Committees propose to lay a double line of tram 
rails in that portion of tte thoroughfare which is now occupied by the tramway 
of the Southwark and Deptford Company provided the Councii's negotiations 
tor the purchase of that company’s tramway shall have sufficiently advanced 
uy Lhe ume it es песе. вагу to repave Bermondsey New Road in connec- 
Lon with the proposed widening of that thoroughfare. With regard to the 
portion o: the paving between the rails, the Committees are of opinion that this 
should consist of granite setts, because, if the slot rails for the conduit аге to be 
put down at a later date, wood paving will not be suitable for the portion of the 
carriageway in quest on. 

On the recommendation of the General Purposes Committee, the 
Vestry resolved to concur in the laying of a double line as suggested, 
with granite setts as the paving between the rails, to ask the Council 
to obtain the motive power from the Vestry, and to reserve the 
right of action as to au overhead or conduit system until the Council 
makes application to Parliament. 


Leeds.—We read that new engines are at present being 
erected at the generating station at Crown Point. These will be 
supplied with steam from nine boilers, each 30 feet by 8 feet 
diameter. A new boiler house has to be erected, and last week the 
Works Sub-Committee of the Tramways Committee met to consider 
the tenders received for ita construction. The contract for the iron 


` 


and steel work was let to Messrs. Clayton, Son & Co., Hunslet, and 
the building trades’ contract to Messrs. Irwin & Co., Burley Road. 
The amount of the contracts isa little over £10,000. The boiler 
house will have a second storey which will form a coal store, and 
there 2,000 tons of coal can be stored for an emergency. 


Newport.—Mr. H. F. Parshall has been definitely 
appointed engineer to the Town Council for its proposed tramway 
scheme, which provides for 35 cars at an estimated cost of £85,000. 


Ormskirk and Southport.—The Light Railway Com- 
missioners have submitted to the Board of Trade for confirmation an 
order for the construction of light railways in Lancaster, from 
Ormskirk to Southport. 


Plymouth. — An unusual mishap occurred last week at 
the electricity works, when the armature of a booster burst. The 
first indication of something wrong was apparently given by the over- 
heating of the field magnet coils. Mr. Smith, who was iu charge at 
the time, promptly commenced to switch off the current, but 
before the operation could be completed the explosion took place, 
scattering copper commutator segments iu all directions, breakiug 
windows, and wrecking the booster. The circuit breakers in the 
tramway circuits all came out, but the supply was resumed in a few 
minutes. The breakdown was said to be due to a faulty casting in 
the commutator, but how could that cause the field coils to over- 
heat? It seems more probable that the coils were short-circuited, 
the excitation was diminished, and the motor consequently raced 
until the defective casting gave way. Fortunately no one was 
injured. 

St. Helens,—4As an electric car was being taken from the 
sheds to the line on 4th inst., through inexperience on the part of the 
guard, the trolley pole got on to the wrong wire, aud swung out wards. It 
came back with a swing to its proper line, bringing down nearly all 
the wires at the junction and breaking the connections with nearly the 
whole of the system. There were other nasty effects, which occupied 
three hours in repairing. 

The borough engineer and the electrical engineer have been 
instructed to prepare an estimate of the cost of laying aud 
equipping tramways along Corporation Street to the present tram- 
ways in that street, and from Raven Street along Parr Street to the 
top of Bishop's Bridge. It has been decided to apply to the Local 
Government Board for sanction to borrow money for carrying out 
these extensions. 


Southampton.—At a Town Council meeting last week 
the Tramway Committee reported that, having considered the 
subject of proceeding with further tramway extensions, as sanctioned 
by the Southampton Corporation Tramways Order, 1900, Messrs. 
Kincaid, Waller & Manville, the consulting engincers, had, at their 
request, prepared specitications for the construction of additional 
lines, at an estimated cost of £19,180. Should it be decided to lay 
wood in place of granite, the additional cost would be about £2,000. 
The recommendation was adopted without opposition. 


Walsall—The General Purposes Committee have 
appointed a sub-committee to settle the terms of the lease of the 
South Staffordshire Tramways (Lessee) Company, Limited, of the 
tramways to be acquired by the Corporation from the South 
Staffordshire Tramways Company under the agreement scheduled to 
the Walsall Corporation Act, 1900 ; and also to consider and report 
as to whether any and which of the authorised extensions shall be 
carried out bv the Corporation. They have also authorised the 
Finance Committee to make arrangements for raising on mortgage 
or otherwise the amount of £18,500, the purchase money to be paid 
to the Tramways Company. 


Windermere and District.—The Bowness and Amble- 
side Urban District Council has received notice that the British 
Electric Traction Company does not intend to proceed with the 
promotion of the Windermere aud District Light Railway scheme 
in its present form. It is proposed to amend it so as to be in 
accordauce with the views of the local authorities concerned. 


(€ 


TELEGRAPH AND TELEPHONE NOTES. 


German Cables.— The German Government is now, 
according to the Financial Times, taking practical steps with a view 
to establishing submarine cable communication for the German 
sphere of interest in China. At the request of the Imperial Postal 
Administration, the Mulheim works of Felten & Guilleaume have 
just manufactured 472 kilometres of cable, which is now being 
shipped from the Rhine to Rotterdam, where it will be transferred to 
the new German cable-laying steamer Podbiclski for transport to the 
Far East. It is intended to commence the laying of this cable at the 
end of October from Chifu to the Kungkungtau Islands on the one 
hand, and to Tsingtau on the other. ln addition to this, the Nor- 
denham factory of the North German Submarine Cable Works is 
now manufacturing a cable of a length of 715 kilometres for the 
purpose of connecting together Tsingtau and Shanghai. It is 
expected that the laying of the cable will be completed inthe spring 
of next year. 

Indian Telegraphs.—ZJndian Engineering says that 
orders for the erection of the new telegraph wire from Bombay to 
Madras, a distance of 800 miles, required in connection with the 
abnormal traffic with the Far East, were given on July 7th. The 
work was commenced on July 15th and completed on August 14th, 
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Proposed Telephone between Sydney and Mel- 
bourne.—The Premierof Victoria has conferred with the Postmaster- 
General with the view of seeing whether it is practicable to 
establish a telephone between Sydney and Melbourne. .It is stated 
that tenders for the construction of the line are now being invited 
hy the Postmaster-General. The cost is put at £24,000. 


Portsmouth "Telephones.—The Town Council last 


weck passed a motion in favour of establishing a municipal tele- . 


phone exchange. 


Telegraphic Communication with Siberia.—The 
Times quotes the Noro Vremya as saying that the vast increase of 
correspondence by post and telegraph between European Russia 
aud Siberia has for some time past demanded that some special 
measure should be taken to cope with it. The old postal telegraph 
service has been found quite inadequate, even for the ordinary 
everyday needs. The officials, overwhelmed with work far beyond 
their powers, have been quite unable, in spite of all their efforts, 
to perform the duties required of them. Not only were the ofticials 
far too few, but also the instruments and wires. In the old days 
the demands on them were subject to a gradual annual increase, but 
for some time past the demands have become daily more and more 
pressing. The public have naturally complained of the extremely 
unsatisfactory nature of the telegraphic service, but the officials were 
not to blame. Suddenly the disturbance in China arose; the main 
line was then occupied almost exclusively with Government 
despatches, other messages accumulated in heaps and had tinally to 
be sent on by post. The matter is now receiving the special attention 
of the Government. In July the laying down of additional wires 
was commenced, and officials and skilled workmen have since been 
hurried from all parts of Russia so that more adequate accommoda- 
tion might be available as soon as possible. The Siberian papers 
already report an improvement. 


Telegraphic Communication with the Far East.— 
The Eastern Extension and Great Northern Telegraph Companies 
announce that the laying of the proposed submarine cable between 
Shanghai and Chefoo has now been successfully completed, and the 
line opened for traffic. This, with the Chefoo-Taku cable recently 
laid by the companies, provides submarine telegraphic communica- 
tion to Chefoo aud Taku—available for international traffic—entirely 
independent of the Chinese landlines, and without any addition to 
the existing tariffs. The companies also announce the laying and 
opening of branch cables between Chefoo and Wei-Hai-Wei, 
aud Chefoo and Port Arthur. 


Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED, REPAIRED. 
Востн AMERICAN :— 
Cayenne-Pinheiro .. T T v .. Oct. 11, 1899 . Sept. 17,1900 
Pari-Maranham " xs March 1,1900 .. ais 
Ceará-Maranham . * Feb. 20, 1900 К К 


Direct Cable Pernambuco- Para i 3 Sept. 19, 1900 В: 


West INDIES:— 
Mole St. Nicholas-Cape Haitien.. .. March 6, 1909 .. T 


Latakia-Cyp ras ee ee | ee June 20, 1899 ee ee. 
8t. Louis (Senegal)- ‘Bathurst ss si .. Aug. 25, 1900 ee 
Tarifa-Tangier x А .. Jan. 8, 1900 5% «e 


LANDLINES:— 


CHINESE :— . 
Tientsin-Pekin T ёе a P .. June12,1900  .. và 
Pekin-Kalgan.. ks i sis .. June 14, 1000 T 

Kalgan-Maimatobin s aie we Vs June 80, 1900 - 
Tientsin, via 8hanghal .. Хе we June 16, 1900 $4 
Tientsin-Niuchwang M T . June 18, 1900 T 

BOUTH AMERICAN:— 

Communications with all s z бшава 

- beyond Buenaventura .. А 

Ecusdor landlines .. 5% „„ March 18, 1897 .. ЗА 

Landlines south of Macahé (Brazil) ) April 20, 1900 .. Sept. 14, 1900 

Landlines south of Serena s is .. July 80,1900  .. РА 
SIBERIAN— 


Irkoutsk-Werkhne-Oudinsk T 5 . Sept. 12, 1900 .. Sept. 14, 1900 
Communication “via Hanekine” interrupted 
on Persian territory " vs s . Feb. 24, 1900 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Aberdeen.—September 29th. The Electric Lighting 


Committee wants tenders for two 200-Kw. direct coupled continuous 
current generators, and one 120-Kw. balancing set; one 420-Kw. 
direct coupled generating set. All Willans engines. See ‘ Official’ 
Notices " August 24th. 


Aberdeen.—October 17th. The Tramways Committee 
wants tenders for 25 electric tramears, and electrical equipments 
for six horse cars. See “ Official Notices " to- day. 


Birhenhead.—(October 2nd. The Corporation wants 


tenders for feeder mains. Sec ' Official Notices." 


Bradford. he Corporation wants tenders 
for an engine and lyn namo and switchboard apparatus, &c., for their 
destructor works. See "Official Notices " to- -day. 


Bray.—October 4th. The District Council wants tenders 
for electrical supplies for the clectric light works for 12 months. 
See “ Official Notices" to-day, 


Brighton.—October 1st. The Corporation invites 
tenders for electric motor cars, steel rails, fishplates, &c. See 
“ Official Notices" September 14th. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 
respects. See Official Notices August 3rd. 


Bulgaria.—October 15th. The municipal authorities 
of Varna are inviting tenders until October 15th for the concession 
for the electric lighting of the town during a period of 40 years 


Bulgaria.—October 22nd. Tenders are invited by the 
Municipality of Philippopolis for a concession for electric lighting 
and a tramway in that town. 


Dublin.—October 4th. The Electric Lighting Com- 
mittee wants tenders for the supply and laying of mains and acoes- 
sories. See “Official Notices" August 31st. 


Durham.—The clerk to the Medomsley Parish Council 
is prepared to receive tenders for electric lamps, posts, cables, &c., 
necessary for the lighting of certain roads. 


Eastbourne.—October 4th. The Corporation wants 
tenders for a water-tube boiler and fittings, 400-xw. steam 
alternator and switchboard. See “ Official Notices " September 7th. 


Fulham.—September 25th. The Vestry invites tenders 
for plant for unloading and storing coal at the electricity works. 
See “Official Notices " September 14th. 


Glasgow.—September 28th. The Corporation are pre- 
pared to receive tenders for the supply and fitting up of the power 
station piping required at Pinkston. Specifications, &c., on applica- 
tion to Mr. John Young, general manager, 88, Renfield Street, 
Glasgow. A bank draft for five guineas, payable to the General 
Manager, must accompany each application for specifications. 


Grimsby.—October 6th. The Corporation wants tenders 
for wiring the free library. See Official Notices to-day. 


Hackney.— October 8rd. The Electric Lighting Com- 
mittee wants tenders for electricity supply mains. See Official 
Notices September 14th. 


Hampstead. — September 27th. The Vestry invites 
tenders for eight marine boilers, piping, feed-heater or detartariser, 
fuel economiser, and tanks. See '' Official Notices" August 24th. 


Hoylake and West Kirby.—October ith. The Dis- 
trict Council wants free wiring” offers. See ''Official Notices 
to-day. 


Hull.—September 27th. The Corporation wants tenders 
for certain steam and water pipes, pump, water softener, &c., for 
electricity works. See “ Official Notes" August 24th. 


Hiford.—October 8th. The Council wants tenders for 
direct current meters and cut-outs. See “ Official Notices " to-day. 


London.—September 24th. The L.C.C. is inviting 
tenders for the supply of mains for the installation for the Victoria 
Embankment and Westminster Bridge. See “Official Notices” 
August 31st. | 


London County Council.—September 22nd. Tenders 
are wanted for boilers, engines, dynamos, &c., at the Horton Estate 
Epsom, Surrey. бее Official Notices August 10th. 


Manchester.—October 1st. The Tramways Committee 
wants tenders for the supply of cast-iron bases for tramway poles. 
See Official Notices“ to-day. 


Salford.—October 2nd. The Cleansing Committee of 
the Corporation wants tenders for a two or three-cell refuse destrnetor. 
Also for а six-cell destructor on the forced or accelerated 
draught principle, together with necessary boilers, &c. See two 
“ Official Notices" August 31st. 


Sheffield.—October 6th. The Corporation wants tenders 
for two two-phase steam alternators and exciters of 600 Kw. each, 
and the altcration of present single-phase plant to two-phase plant. 
See Official Notices” September 14th. 


Spain.— October 11th. The Madrid базене publishes a 
notification of the conditions on which a contract for the electric 
lighting of the town of Azuaga will be awarded. Tenders will be 
received by the municipality up to 11th prox., the upset price beiug 
9,000 pesetas annually for electric lights of 3,000 C. P., distributed 
in incandescent lamps of 10 and 16 C. p. 


Suffolk.—October 5th. The Visiting Committee of the 
County Lunatic Asylum wants tenders for the wiring and fitting of 
the County Asylum at Melton for electric lighting. See 
“ Official Notices September 14th. 


Sunderland.—September 21st. The Corporation wants 
tenders for triple expansion high speed, direct current dynamos, 
Lancashire boilers,feed pumps. See “ Official Notices” August 31st. 

Walthamstow, — September 25th. The Council is 
inviting tenders for gas plant, gas engines, dynamos, switch boards, 
boosters, balancer, and measuring instruments. See Official Notices" 
August 31st. 


(Continued on page 470.) 
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| THE NEW ELECTRICITY WORKS OF THE of interest to briefly review the past history of electricity 

GLASGOW CORPORATION. supply in Glasgow, on the lines of an excellent brochure 
| prepared by the chief engineer, Mr. W. A. Chamen, for the 

l П is one of the most cherished traditions of the Corpora- opening ceremony. 

— tion of Glasgow that the city over which it rules shall ever Apart from isolated installations, the first important step 
bein the foremost rank of progress; and this is no empty towards the general supply of electricity was made by 
theory, but a Messrs. Muir and 
living principle Mavor in 1879, 


constantly present 
in the delibera- 
tions of the 


the principal con- 
sumer being the 
General Post 


councillors. This Office (the first 
being so, it is no post office in the 
matter for surprise kingdom to be 
ast lighted by  elec- 
do w last tricity). In 1888 
week in order to the company of 

present at the Muir, Mavor and 


A TE а - 
nauguration of 
thenew electricity 


Coulson, Limited. 
was formed to 


ks, | we found take over the 
1 тете in prc- business, and a 
gres of the first high pressure 

| litude, pro- supply with over- 
for the | j K, head wires was 

| installa- a ee s pet commenced. In 

upwards —— — —— 1890 the Corpora- 

) H.P. in — - eget o tion obtained an 

genera- һе electric lighting 

3: one- order, and pur- 


d « | T — — _ chased the com- 
ready installed, pany's under- 
i TEMPERLEY TRANSPORTER. taking, which at 
x for that time had a 
arge extension capacity of 297 
the electricity Supply is not of recent growth; as KW., with a lamp connection of 8,904 SC,. lamps, and 
Sago as 1897 the existing plant at the Waterloo an annual sale of over 400,000 units. It is interesting to 


= Station was seriously overloaded, and since that note that this company was the first to introduce the 


— S 


ENGINE Room. 


GENERAL VIEW OF 
Eme Sirenuons efforts have been made to cope with maximum demand system of charging, the maximum 
the “increasing demand. Before proceeding with the demand being calculated from the number of lamps 


detailed description of the new stations, we think it will be installed. 


G 
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The Corporation in 1892 commenced the erection of a It was now a matter of urgent necessity to put down plant to 
direct current supply station, with Prof. A. B. W. Kennedy cope with the following winter's load—so urgent that it was im- 
as consulting engineer and Mr. W. Arnot as resident possible to wait for the buildingsto be erected or for machinery 
electrical engineer. to be specially con- 


structed. "lenders 
were invited for 
such plant as eould 
be deli vered 
quickly, and this, 
to the extent of 
2.000 H.P. was 
housed within a 
temporary wooden 
shed on the site 
of the new works 
at Port Dundas. 
By this means the 
continuity of sup- 
ply was maintained 
through. the 
winter, rh 

without 


In February, 
1893, some of 
the streets were 
lighted by are 
lamps, and in 
April following 
the general supply 
was {inaugurated, 
the alternating 
supply; being dis- 
continued a. few 
months later. The 
undertaking grew 
rapidly, and from 
time to time the 
plant was added 
to, until, in 1897, 
the whole of the 


space at Waterloo FALLBLOCK TRAVELLER AND ROPE CARRIER. overl 

Street was fully Waterloo 
occupied, the | plant. É 
capacity of the The pressure 


station then being | adopted for the 
3,300 H.P. An em: new scheme, which 
important change wil eventually 
took place in supply the whole 
1896, when the of Glasgow, was 
electrical depart- the highest per- 
ment, which up 


mitted by the 
till then had been Board of Trade— 
in the hands of a 


250 volts at con- 
sub-committee of sumers’ terminals, 
the Gas Com- on the three-wire 
mittee, was placed system. This 
under the control course was decided 
of a special Elec- upon on account 
tricity Com- of the large area 
mittee, with Bailie to. be supplied. 
Maclay as con- Some imconveni- 
vener, Bailie ence resulted 
Willock as chair- therefrom, as the 
man of the Sub- Waterloo Street 


Committee on | i | | Eo station supplies 
Works, and * consumers at 100 
Councillor Finlay volts, so that the 


as chairman of 
the Sub-Com— 
mittee on Finance, 
as at present. 

The new manage- 


mains from the 
old and new 
stations Cannot be 
connected, and the 
operation of 
ment soon found hii) bens changing over is 
extensions  neces- c, ER AA — ALL. E — ! т Eg," somewhat tedious 
sary, and put down E ue m m II T RES EN E E m —— M. and troublesome ; 
two temporary enh mem —— MR c | but in course of 
battery sub- time these draw- 
stations to assist backs will cease 
the generating to exist, and the 
station at times advantages of the 
of heavy load. higher pressure in 
Meanwhile a site respect of a steadier 
of 4} acres was light at a lower 
acquired at Port costare bound to be 
Dundas, on the realised. Already 
Forth and Clyde about 1,500 con- 
Canal, and another sumers are ied 


of 2 acresin Pollok- from the ort 
shaws Road, ad- Dundas station, 
joining the Kil- and the  Pollok- 
marnock Joint shaws Road works 
Railway, on which will commence 


to erect stationsfor supply next month. 
the supply of the ARRANGEMENT OF STEAM PIPING, Erc. The new works 
areas north and for supply on the 


south of the river respectively. Mr. W. Arnot having resigned north side of the river are situated оп a slope, along 
his position in 1897, Mr. W. A. Chamen was appointed the ridge of which runs the Forth and Clyde Canal? 
electrical engineer to the Corporation in January, 1898. the front of the station faces Edington Street, - which 
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runs parallel with the canal. The buildings were be seen that coal received in barges is conveyed by a 
designed throughout by Mr. A. Myles, to the instructions Temperley transporter either to the coal store or to the tanks 
of the electrical engineer, and were built by  Messrs. from which the boilers are fed : the boilers and engines are 
arranged in parallel rows, the communication between them 
being as direct as possible, while a large main steam pipe 
provides means for eross-connecting. Next to the engine 
house are the battery rooms and offices. 

The coal handling and storing arrangements are very 
complete. The coal, which consists of “singles” and 
* pearls," is very small, but remarkably free from dust ; it 
is brought to the wharf in barges carrying 60 or 70 tons. 
Here it is shovelled into skips holding about 17 cwt. per 
load ; each skip, as it is filled, is lifted by the transporter, 
hauled along the beam to the upper end, and lowered over a 
travelling hopper fitted with a Pooley weighing machine, 
into which the coal is discharged. The skip is then hauled 
up again, is automatically caught by the trolley, and runs 
down to the outward end of the beam by gravitation ; mean- 
while the coal is dropped into one of the hoppers situated 
over the boiler house wall, whence it is deflected through 
chutes into either the store or the tanks as desired, by a 
hinged flap in the hopper. The complete operation, from 
lifting the full skip from the barge, to the return of the 
empty skip, is performed by means of one rope driven by 
the engine on the power platform, and only one man is 
required to work the transporter. A load can be taken up 
or let down at every 5 feet along the beam. There is an 
automatic arrangement by which, as soon as the fall. block 
enters the hood of the traveller, the weight of the load is 
taken off the hoisting rope and the load is suspended direct 
from the traveller running on the beam, and it automatically 
unlocks when the load is required to be lowered. The trans- 
porter is operated by a 25-H. P. railway motor made by the 
General Electric Company, of America, which runs at 500 
revolutions per minute. taking 47 amperes x 500 volts at 


M ib —— 


Влвсоск & Wircox BOILERS. full load ; the motor is governed by a British Thomson- 

Houston magnetic blow-out traction controller. One of our 

John Porter & Sons, of Glasgow. Only the centre figures shows the type of engine used, but an arrangement 
portion, about one-third of the whole, has been built as yet, has been added for lifting and lowering the arm over the 
but excavations are in progress for the foundations of one of water. The engine is capable of lifting a load of 25 cwts. 
the remaining portions,- - at a speed of 300 feet per minute, and hauling it along the 
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MinnLEESs, Watson & YARYAN ENGINE AND CROMPTON Dynamo; Mavor & Covrsox BOOSTERS, AND SILVERTOWN BALANCER. 


The plan and section which we give оп а later page show beam at a speed of 600 feet per minute. In regular working 
the arrangement of the present buildings and of the future it takes about two hours to empty a 70-ton barge. 
extensions, together with their principal dimensions. It will The transporter runs on rails, with a gauge of 19 feet 
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4 inches, extending the whole length of the coal store, and The automatic stokers are driven by two Byng-Hawkins 


is propelled by its own gearing ; 


the weighing hopper is enclosed motors, made by the General Electric Company, 


also provided with a line of rails over the coal chutes. The Limited, London; each of these is of abont 15 H.P., running 


outward half of the 
transporter beam is 
hinged near the 
tower, so that it 
can be hauled up 
out of the way of 
the masts of barges 
when not in use. 
The overhang on 
the water side is 
45 feet, on the land 
side 41 feet, and 
thedistance between 
the centres of the 
tower uprights 12 
feet, giving a total 
effective travel. of 
98 feet. 

The present 
capacity of the coal 
store is about 4,000 
tons, while an 
auxiliary open store 
holds about 2,000 
tons in addition. 
Traps are provided 
in the roof of the 
store house, on both 
sides, through which 
coal can be raised 
by the transporter 
and transferred to 
the feed tanks, 
and at the bottom 
of the store, next 
the boiler house, 
doors are fitted in 
the wall to enable 
the coal to be 
delivered on the 
stoking floor. 

The boilers and 
mechanical chain 
grate stokers are 
all of Messrs. Bab- 
cock &  Wilcox's 
manufacture; 10 
are at present in- 
stalled, forming the 
full complement 
of the centre portion 
of the station. Each 
boiler is nominally 
of 1,100 H.P., with 
a heating surface 
of 4,020 square 
feet, and works at 
à pressure of 200 
lbs. per square inch. 
The boilers are all 
fitted with super- 
heaters, which are 
in regular use; 
owing to the high 
temperature corre- 
sponding to the 
pressure, i.e., 385° 
F., it is not regarded 
as ndvisable to 
superheat more than 
about 20? F., the 
temperature at the 
stop valves of the 
engines being kept 
at about 405° F, 


zeneath the stoking floor there is a tunnel provided with 
a railway, along which runs a wagon for the removal of ashes. 


BALL X Woop ENGINE AND WALKER DYNAMOS. 


at 570 revolutions 
per minute, and 
taking 18 amperes 
at 500 volts. The 
motors are belted 
to a countershaft, 
which is divided 
into two portions 
by a clutch coup- 
ling, so that either 
motor may be used 
to drive the whole 
of the stokers, or 
may be run sepa- 
rately. 

The safety valves 
are of Messrs. Turn- 
bull's make, the 
boiler mountings by 
Messrs. Hopkinson. 
Nome of the steam 
valves were sup- 
plied by Messrs. 
Templer & Ranoe, 
and some by Messrs. 
Schiffer & Buden- 


berg, and Messrs. 


Stewart and Menzies 
carried out thesteam 
piping. . One of our 
views shows the top 
of the battery of 
boilers from one 
end; on this may 
be seen the supér- 
heater connections, 
the *explosion" 
valve near the com- 
mencement of each 
8-inch branch, and 
the large expansion 
bend in the middle 
of the latter 
Arriving at the wall 
next the engine 
house, each pipe is 
teed into a vertical 
pipe, one end of 
which goes down 
to the engines, and 
the other up to the 
15-inch main steam 
range. At each tee 
there are three stop 

valves, so that eacl 

engine may be fed 
either by a separate 
boiler or from the 
main, or may be eut 
off entirely. 

The ** explosion” 
valves are of very 
simple construction, 
and completely close 
the steam - 
in the event of a 
rush of steam oecur= 
ring in either direc- 
tion. "They are of 
Messrs. Schiiffer and 
Budenberg’s make. 

Care has been 
taken, to provide 
easy access to 


parts by means of galleries along the front of the boilers and 
of the coal tanks, over the boilers, and along the engine house 
wall under the steam pipes. There is also a gangway extending 
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from the Temperley transporter through 
the boiler and engine houses at the level 
of the eaves to the engineer’s rooms at 
the front of the buildings, 

The whole of the boiler house walls are 
faced with white enamelled brick, and the 
whole of the roof is constructed of glass 
and iron, giving the best possible illumi- 
nation to the interior, At night arc 
lamps are used for lighting. | 

No economiser is provided, but pro- 
vision is made for installing one at a future 
date if necessary. At present the flue 
gases are led direct to the chimney, which 
is about 200 feet high and 11 feet in 
diameter, standing on a square base. 

The supply of make-up feedwater for 
the boilers is derived from the town 
mains, and, coming from Loch Katrine, 
isof the very purest and softest quality. 
There are two routes by which it is ob- 
tained, one from either end of the build- 
ing: it is stored ina large tank in the 
coul store, capable of holding 15,600 
gallons, whence it flows by gravitation 
into the hot well as wanted. All clean 
water drains are also brought direct to 
the hot well, but condensed water from 
the engines is pumped into a tank, from 
which it gravitates through a set of filters 
to the hot well. 

There are two double steam-driven feed 
pumps, and one single one, supplied by 
Messrs, J. & G. Weir, of Cathcart; the 
double pumps are fitted with heat econo- 
misers, and feed into either of the two 
feed-water ranges. Each is capable of 
delivering 4,000 gallons of water per 
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Port-Dunpas ELECTRICITY Works: SECTION. 
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Port-Donpas ELECTRICITY Works: PLAN. 
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24 eti * hour at normal speed. The single pump 
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feeds into only one range, and a three- 
throw ram pump, by Messrs. Wimshurst, 
Hollick & Co., driven by an electro- 
motor, is connected with the other. All 
these pumps are situated at the middle of 
the range of boilers, together with the hot 
well and oil filters. 

All hot pipes, both in the engine room 
and the boiler house, are lagged with 
magnesia sectional covering. 

Two heavy 21-inch mains pass through 
the boiler house, conveying water for con- 
densing from one point of the canal to 
the station, and returning it at another 
place. 

We now pass on to the engine room. 


This is situated at a lower level than the 


boiler house, there being a drop of 7 feet 


6 inches. Here, also, the walls are white 


and the roof glazed, while the floor is 
covered with polished ** Terrazzo,” giving 
a very handsome and clean appearance, 
and setting off the machinery to the best 
advantage. ; 

Owing to the extreme haste with which 
the plant was got together, the engines 
and dynamos are of very varied types and 
sizes; it must be admitted that in this 
case this was not a fault, but rather a 
misfortune. Nevertheless, no ill effects 
seem to have ensued from the hetero- 
geneous character of the plant, the whole 
of which is in first-rate order. 

Each engine is supplied by a single 
steam pipe, provided with a separator 
close to the steam valve, and, with one 
exception, each exhausts into a separate 
surface condenser; a branch is taken from 
the exhaust pipe, through a Blake and 
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Knowles automatic valve, up the wall inside the boiler house 
to the atmosphere. 

Starting from the north end of the station, the remote end 
in our general view, the first set consists of two Walker 
dynamos, coupled to a Ball & Wood engine; one of our 
illustrations shows the principal features of the set. The 
engine is of the vertical cross-compound description, with 
Corliss valve gear. Both cylinders are jacketted with live 
steam, and there is a reheater coil fed with live steam in the 
receiver, which is fixed between the cylinders, The admis- 
sion valve gear of both cylinders is driven by ап eccentric 
controlled by a fly-wheel governor, mounted on the shaft 
between the cranks: the exhaust valves are similarly actuated 
by a single eccentric. Provision for adjustment is made in 
the connecting rods between the wrist plates and the 
valve spindles. The cylinders are 20 and 44 inches in 
diameter, with a stroke of 24 inches, and the speed is 150 
revolutions per minute. A Holden & Brooke separator is 
fixed close to the stop valve, and supported by a column of 
massive proportions to resist vibration. | 

The two Walker generators are coupled to either end of 
the main shaft, standing on separate bedplates: they 
were designed for the Walker Company by Mr. N. H. Short, 
who is now building similar machines at the English 
Electric Manufacturing Company's works, Preston. Each 
dynamo has eight poles, and gives ont 1,200 amperes at 260 
volts, but has often been loaded much beyond this without 
injury. The combination is available for use as a balancer. 
The magnet frames are of special cast-iron, iuto. which the 
wrought-iron magnet cores are bedded in the operation of 
casting. The armatures are of the toothed-core, barrel- 
wound type, with massive commutators. The field magnets 
are provided with series winding for compounding, if 
necessary, but this is not used for the lighting load ; the 
sume applies to almost all the generators. 

The condenser is placed above ground by the side of the 
engine, it being considered, with good reason, that ** out of 
sight is out of mind." As there are two small condensing 
gets and three large ones, all made by Messrs. W. H. Allen 
and Co., of Bedford, a detailed description of one of the 
larger sets will suffice, in connection with the corresponding 
generating set. 

The next set consists of a vertical engine made by Messrs. 
Matthew Paul & Co., Limited, Dumbarton, coupled to a 
Schuckert multipolar generator. The engine is of the 
marine triple-expansion three-crank marine type, having 
cylinders 17, 254 and 38 inches in diameter, with a stroke 
of 30 inches, running at 120 revolutions per minute, and 
developing 900 r.H.P. at full load. In this case the con- 
densing plant is self-contained, and the pumps are driven by 
levers and links from the cross-head of the middle piston 
rod. The air pump is of the Edwards patent type. 

The speed of the engine is controlled by a throttle valve 
governor, the gear for which is driven by a sprocket wheel 
and chain from the engine shaft. A bye-pass enables steam 
to be admitted to the receivers, to start the engine from 
any position, and to afford additional power in case of an 
overload. Metallic packing of Ње “ United States” type 
is used for the piston rods, and answers well. The high 
pressure cylinder i8 controlled by a piston valve, the others 
by flat valves, all worked by single eccentrics. This engine, 
as well as several of the others, is fitted with Grandison's 
sight-feed cylinder lubricators. | 

The generator is of the standard Schuckert 12-polar type, 
with an output of 950 amperes at 600 volts, and is shunt- 
wound only. The armature is similar in design to those of 
the Walker machines, but the magnet cores are cast with the 
yokes, and the brush rocker is carried by the bearing, with 
the adjustment gear brought through the pedestal. 

Next come two engines by Messrs. Mirrlees, Watson and 
Yaryan Co., Limited, coupled to Crompton dynamos. The 
engines are of the single-acting type, with © splash " lubrica- 
tion, and the steam is controlled by piston valves between 
the cylinders. The engine nearest to the Paul-Schuckert 
sct is compound, rated at 200 H.P., and running at 375 
revolutions per minute; the corresponding dynamo is of 
Messrs. Crompton's ordinary two-pole type, with an output 
of 250 amperes at 600 volts. | 

The other set consists of a triple-expansion 400 H.P. 
engine with four cylinders, two of them low pressure. The 


dynamo is rated at 500 amperes, 600 volts, at 375 revolu- 
tions per minute. The engines are controlled by throttle 
governors driven direct from the shaft, and capable of 
adjustment while running. Both engines exhaust into one 
Allen condenser. | 

Passing by the boostersand balancers for the present, we come 
now to two Belliss & Morcom engines coupled to British 
Thomson-Houston dynamos. Each engine is of the triple- 
expansion three-crank type, with one high, two intermediate, 
and three low pressure cylinders, and is rated at 1,100 l. h. p. 
normal, 1,500 I. H.P. maximum load, at 230 revolutions per 
minute. The generators are 12-polar, and compound 
wound to give 510 volts at no load, 600 volts at full load, 
with a rated output of 725 KW. The series winding is not 
at present in use. The machines are of the standard 
Thomson-Houston construction, with ventilated drum- 
wound toothed-core armatures, The commutator is mounted 
on an iron shell pressed on an extension of the armature 
spider. The magnet frame is of cast-steel, and the pole- 
pieces of mild steel. 

A bye-pass throttle-valve is provided for admitting high 
pressure steam to the intermediate cylinders, to enable the 
engine to cope with a heavy overload ; this is automatically 
controlled by the governor. 

Each of these engines exhausts into a separate condenser, 
made by Messrs. W. H. Allen & Co., Bedford, and capable 
of dealing with 27,000 lbs. of steam per hour. 


(To be continued.) 


THE GLASGOW CORPORATION ELEC- 
TRICITY WORKS. 


Ox Thursday last week the two large electricity works which 
are being erected at Port Dundas and Pollokshaws Road 
were formally inaugurated by the Corporation of Glasgow. A 
large company of members and guests assembled at the City 
Chambers at 11 o'clock, where they were received by the 
Lord Provost and Bailie Maclay, convener of the Electricity 
Committee; the party then drove to Port-Dundas, where 
Bailie Maclay briefly outlined the undertaking, and the Lord 
Provost opened the station with a gold key, presented by Mr. 
Porter, the contractor for the brickwork. 

The company proceeded to inspect the machinery in the 
engine and boiler houses, and afterwards drove to the St. 
Andrew's Cross Works in Pollokshaws Road ; Bailie Maclay 
explained the work which was in progress, and was presented 
by Mr. Green, the contractor, with & gold key. Mr. 
Callender, for the cable contractors, presented a piece of 
silver plate to Bailie Willock, convener of the Sub-committee 
on Works, after which Bailie Maclay declared the station 
open. The party made the tour of the works, and then 
returned to the City Chambers, where luncheon was served. 

After the Lord Provost had toasted “ The Queen," Bailie 
Anderson proposed The Houses of Parliament,” hoping 
that in making the new House of Commons they would be 
“аз fairly successful as the electors had been in former 
days." | 

Lord Overtoun replied for the Lords, and made a eule- 
gistic reference to Lord Kelvin and his work. Sir Charles 
Cameron, M.P., respouding for the Commons, said that 
henceforth he expected Glasgow to be at the head of all cities 
in the production of electricity. 

The Lord Provost then proposed “The Electricity Com- 


 mittee, and Prosperity to the Undertaking.” Bailie Maclay, 


replying, stated that the Committee had spent about three- 
quarters of a million, and would spend more if they had the 
opportunity ; they had 13,000 H.P. at work, and additional 
plant on order. | 

After Bailie Maclay had toasted “ Our Guests," for whom 
Sheriff Strachan replied, Bailie Willock proposed “ The 
Engineer and Architect,” and remarked on the absolutely 
unanimous selection of Mr. Chamen for the post of electrical 
engineer. In reply, Mr. Chamen expressed his personal 
thanks to the architect, Mr. Myles, who had assisted him 
in every possible, way. Mr. Chamen also paid a warm 
tribute to his staff, referring to the perfect harmony that 
reigned between them, | 
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Councillor Finlay then proposed The Contractors,” for 
whom Mr. J. Porter replied, and the proceedings came to an 
end with the toast of the “ Lord Provost,” proposed by Mr. 
C. Corbett, M.P., and duly honoured. 


—ÓÓÓ K — 
CONTRACTS OPEN AND CLOSED. 


(Continued from page 464.) 


Whitehaven.—October 13th. Tenders are wanted for 
the supply and erection of a switchboard at their electric lighting 
station. See “Official Notices” September 14th. 


Wigan.— September 27th. The Corporation wants 
tenders for poles, pillars, bonds, trolley wire, overhead material, 
bracket arms and castings fcr the equipment of electric tramways. 
See “ Official Notices” to-day. 


CLOSED. 


Aberdeen.—Messrs. MacArtney, McElroy & Co., of 
London, have secured the contract for steel poles, bases, and 
brackets, for the Tramways Committee. 


Cardiff.—Messrs. W. Lace & Sons, of Cardiff, have 
secured a contract for sundry piping (costing £1,300) for the Cor- 
poration electricity works. | 


London.—The Hart Accumulator Company, Limited, 
have secured the contract for the supply of the storage battery 
reinired by the Committee of Management of the Kensington and 
Notting Hill Electric Lighting for use in the lighting of their Wood 
Lane works. 


Newcastle-on-Tyne.— Messrs. Mather & Platt are to 
supply pumping plant for the Corporation tramway power gene- 
rating station at £1,470. Contracts have been given out for 
preparation of the electrical tramways as follows:—Mr. E. Nuttall 
‚eastern section), at £26,070; Mr. J. Robson (western section), at 
£34,500. | 

Portsmouth.—The Tramways Committee received the 
following tenders for the equipment of the power station, viz., 
Combe. Barbour & Combe, £27,137 12s. 6d.; British Schuckert 
Company, £29,130; Brush Electrical Engineering Company, 
£29,351 10s.; British Westinghouse Company, £29,390; R. W. 
Blackwell & Co., £29,568 17s.; Dick, Kerr & Co., £29,656 ; Siemens 
Bros & Co., £29,858; Electric Construction Company, £30,262. 
These tenders were referred to.a sub-committee. What has hap- 
pened since will be ascertained from the following taken from the 
Portsmouth Times of 15th inst. We print the proceedings at length 
inview of their great interest. 'The sub-committee reported that 
having carefully gone through all the tenders received, they found 
there were only three firms who would complete the work in less 
than 12 months, t.e., before next summer, viz.:— Messrs. R. W. 
Blackwell & Co., Messrs. Dick, Kerr & Co., and the Electric Con- 
struction Company. The first-named firm would complete the work 
in eight months, while Messrs. Dick, Kerr & Co. would undertake 
to run one or two engine sets in віх or seven months, and complete 
the whole in nine months. Messrs. Dick, Kerr & Co.’s tender pro- 
vides for British-made stuff throughout, and the whole of the 
spparatus is entirely in accordance with the specitication. This 
tender is also superior to Messrs. Blackwell & Co.'s in other respects, 
notably with regard to the pipe work, and in consideration of the 
foregoing grounds, they recommended that the tender of Messrs. 
Dick, Kerr & Co. for £29,656 be accepted. The Committee also 
submitted tenders for the erection of the power station buildings 
and chimney in Vivash Road, and recommended that the tender 
of Mr. J. W. Perkins, being the lowest, be accepted, the ‘amount 
being £10,515 8s. In doing so, Mr. Kimber said that they were of 
opinion that the power station should be риб up as soon as possible, 
for it was impossible to work any section without it. They 
wanted to get part of their section working before the summer, and 
their engineer believed that was feasible. He hoped that they 
would take some definite action that day, because if they did not 
they would lose their summer traffic. All the firms were people 
of the highest repute, and they could depend upon the work being 
done satisfactorily. 
opened, one firm had sent a letter amending their terms, and he did 
not know if the Council would like him to read this. 

Mr. Duck seconded the motion. | 

Mr. Amatt remarked on the fact that the tender of Messrs. 
Combe, Barbour & Combe was £2,500 below that of Dick, Kerr and 
Co., and he thought the letter from them should be read. 

Mr. Dummer strongly protested against such a course being taken, 
and Mr F. G. Foster concurred. | | 

Mr. Carpenter said that a difference of £2,500 was considerable. 
He believed their engineer was.formerly in the employ of Dick, 
Kerr & Co., and they could not help people talking, while he was 
told that the engines of Messrs. Combe, Barbour & Combe were 
superior to those offered by Dick, Kerr & Co. When they wanted 
to lay down their iramlines they would desire to have the work 
done as speedily as possible, and if contractors thought there wasa 
рае arrangement, and that it was по good tendering, Dick, 
А rr & Со. would get all the work, and they would lose more than 


He might say that since the tenders had been 


Mr. Stevenson said the reason Dick, Kerr & Co. were sclected was 
because their tender for the engines was the only one that complied 
exactly with the requirements of the committee. 

Alderman Ellis said he was entirely opposed to the opening of 
what was practically au amended tender; Messrs. Combe, Barbour 
and Combe had had no experience in making these engiues, while 
undoubtedly Dick, Kerr & Co. had made the best tramways in 
England, and they had chosen a firm to make the engines who had 
done satisfactory work for them in the past. He hoped they would 
carry the resolution, and at any rate he was going to support it. 

Alderman Scott Foster took the same view, and said that if they 
allowed anyone to send in a tender after the others submitted had 
been opened and dealt with, they would be acting in bad faith with 
other firms. 

Mr. Evans said the engineer told them that the engines supplied 
by Dick, Kerr & Co. were 12 per cent. better than those of Combe, 
Barbour & Combe, while they would do the work three months 
earlier, aud these were the reasons that they recommended the 
acceptance of the tender of the former. He was, however, of opinion 
that the letter should be read. 

Mr. Dittman thought that under no consideration could they look 
into an amended tender, and the public would be well served if they 
voted for Dick, Kerr & Co.’s tender. 

Mr. Corke said he thought it was a very dangerous thing to 
receive a tender after the time advertised. The committee were 
somewhat excused by the fact that the Belfast firm (Combe, Barbour 
and Combe) telegraphed to them, saying that the tender was 
coming, and they adjourned the opening of the others accordingly. 
They should either accept the tender proposed by the committee or 
the next one. . 

Mr. Murtough supported the action of the committee, and thought 


"they would act very unwisely in opening the letter. 


Mr. Kimber thought Mr. Carpenter had been very unfair, for he 
had perfect confidence in their engineer. 
The resolution was then put and carried. 


Salford.—The Salford Reporter of September xth stated 
that at a recent Council meeting Alderman Shaw moved the accept- 
ance of the tender ot Messrs. W. T. Glover & Co., Limited, for 
supplying, delivering, and laying the lighting cables tramway 
feeders and street lighting accessories for the sum of 4159, 648 
12s. 8d. This was the lowest tender which conformed to the speci- 
fication, and the cable would be subjected to the test mentioned in 
the specification before it was taken over. The consulting engineers 
would see the cables tested. Councillor Higson said there was one 
tender lower than Glover's, but the reason it was not accepted was 
because they proposed to substitute tar in place of a bituminous 
compound. The British Insulated Wire Company, of Prescot, were 
£650 below, but they did not conform to the specifications. He 
congratulated the Council and Messrs. Glover that they had a firm 
within the boundaries of the borough capable of undertaking the 
work.—Councillor Hailwood asked what the time limit was for the 
completion of the contract ?— Alderman Shaw: Before we are 
ready.—The Mayor said he was pleased to find that there were local 
firms capable of doing the work they required. He had heard it 
said that directly they had some money to spend, they spent it a 
considerable distance from their own town. The local firms, such as 
Mather & Platt, Galloways, and one or two others, could do their 
work, and it was pleasant to think that they were practically 
employing their own people. The resolution was carricd. 


Southampton.—The Guardians received the following 
tenders for an electric installation at the new Workhouse In- 
firmary :— ` 


National Electric Light Company  .. T€ . . £4,890 0 0 
Maple & Co. .. $4 $a vs - 25 . . 5,191 5 6 
Putton & Sull.. ‘ce as R 92 . 4,056 0 0 
Gifkins & Со... š . 5,465 0 0 
F. Troy & Co... . 4,825 0 0 
Lankester & Son . 8,199 10 0 
Shalders & Davis 4,100 0 0 
Crompton & Co. és T 4950 0 0 
Cor, alker & Co. oe ee ee ee ee 4,254 0 0 
Thomas & White. 5% а vs si 5,106 2 6 
Drake & Gorham 4,058 0 0 


The tender of Messrs. Lankester & Son was accepted. 


Southend-on-Sea.—Messrs. Lowden Brothers & Co. 
have secured the contract for the ten miles of overhead equipment 
for the light electric railway at Southend-on-Sea. The whole of 
the material will be manufactured at Dundee. They have also 
received orders for trolley standards of their own patent design 
from a number of Corporations, including Manchester, Sheffield, 
Leeds and Bradford. 


Tunbridge Wells.— The Contract Journal gives the 
following list of tenders accepted by the Council for carrying out 
the telephone installation for the Town Council. Accepted 
tenders:—Henley's Telegraph Works Company, supplying, laying, 
and jointing of armoured telephone cables, £2,373 10s. ; Reid Bros., 
erecting and staying poles, wires, arms, insulators, &c., £1,080; 
General Electric Company, telephone instruments, £843; Wade and 
Co., creosoted poles, £702 2s. 3d. ; Bolton & Sons, hard copper wire, 
£518 2s. 1d.; Telegraph Manufacturing Company, switchboard, 
£282 15s. 6d., insulated wires, £218 10s. ; General Electric Company, 
insulators, £216 19s. 8d. ; International Electric Company, lightning 
arresters and high tension guards, £102 1s.; Bullers, Limited, 
miscellaneous ironwork, £97 2s. 2d.; Aspden & Co., oak arms, £64 
ls. 2d.; Dennis & Co., iron and steel stay wire, £37 15s.; India- 
rubber, Gutta-Percha, and Telegraph Works Company, batteries, 
£35 5s. ; Bolton & Sons, soft copper wire, £21 11s. 8d. ; Potter & Co., 
arm bolts, nuts and washers, £10. 
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Walsall.—The Town Council has accepted the tender of 


the Electrical Power Storage Company for a battery for the pro- 
posed extension to the Pleck, at £679. 


FORTHCOMING EVENT. 


— 


Monday, October 1st.—At 7.30 p.m. Society of Engineers. Meet- 
ing to be held at the Royal United Service Institution, 
Whitehall, where a paper is to be read on “ Paper- 
Makiug Machinery," by Mr. R. Henderson. 


NOTES. 


Corporation Energy for Driving Dynamos.—4À cor- 
respondent writes as follows :—** I should be pleased to have 
your opinion on tlie following: In the rules regarding the 
supply of current from Corporation mains to consumers, it is 
stated that current shall be paid for for lighting purposes at, 
say, a rate of 4d. per unit, and for power at 2d. per unit. 
Supposing a consumer to have a motor working in his 
premises off the supply mains and to pay at the rate of 2d. 
per unit, and he puts down a dynamo to supply current to a 
number of lamps, what objection can be raised by the Cor- 
poration to his driving the dynamo by the said motor, 
which is, really, obtaining his lighting at 2d. per unit plus 
the cost of machine and machine losses? It seems per- 
fectly clear to us that there is nothing to prevent the use of 
electrical energy supplied at the ** power " rates for driving a 


dynamo. He employs it as a motive power for driving a 
machine. The purpose for which he drives that machine is 


no concern. of the Corporation or company from which he 
takes his electrical energy. 


The Copper Market.—The last issue of Messrs. H. R. 
Merton & Co.'s statistical circular shows that stocks have 
fallen by 1,040 tous during the first half of the month, this 
fall beiug chiefly due to a diminution in the shipments from 
North America. In place of 6,500 tons, the average for the 
preceding 12 months, only 4,146 tons has been received from 
this source of supply, and total supplies have thus reached 
only 9,257 tons as compared with deliveries equal to 10,297 
tons. The following figures show the relation between the 
supplies from N. America and the total supply during the 
last seven months :— 


Suppli 
Month. es ун supplied 
February, 1900 13,027 23,272 
March, 1900 ... 15,147 25,421 
April, 1900 ... 18,289 27,155 
May, 1900 13,431 25,240 
June, 1900 ... 17,886 26,870 
July, 1900 pi 12,054 21,226 
August, 1900... siti . 16,845 26,940 
September, 1900 (first half) 4,146 9,257 


The prices of G.M.B.'s during September have fluctuated in 
sympathy with the movement in stocks, having risen from 
£73 on August 31st to £73 12s. 6d. on September 15th. 


Forthcoming Lectures, — At the Technical College, 
Finsbury, the evening courses begin on Monday, October Ist. 
Prof. Silvanus Thompson opens the Monday evening 
(advanced) course with an introductory lecture on “ The 
Distribution of Electricity," the succeeding Monday evenings 
until Christinas being devoted principally to the subject of 
„The Design of Continuous Current Dynamos and Motors.“ 
On Wednesday evenings Dr. E. W. Marchant will lecture on 
* Electric Currents and Methods of Measurement;" Prof, 
Thompson will also give a short course of special lectures on 
Fridays on * The Polarisation of Light.” 


Personal.—Mr. L. B. Stillwell has resigned as electrical 
director of the Niagara Falls Power Company, and Mr, 
Harold Winthrop Buck has been appointed to the position, 
Those who recall Mr. Stillwell’s extended connection with 
the Niagara power development will look upon this change 
with surprise. Ever since the Niagara development was 
projected, Mr. Stillwell has had to do with the plans. 
‘While electrical engineer and assistant manager of the 
Westinghouse Electric and Manufacturing Company, all the 
electrical apparatus now in use in the present central station 
was built by that company under his supervision, and since 
March, 1897, he has had charge of, and has directed the 
installation as electrical director. Of Mr. Stillwell’s future 
plans it is announced that he will goto New York city and 
there open an office as consulting electrical engineer, a field 
to which for the past two years he has devoted much of his 
attention, notably in the equipment of the elevated railways 
of the Manhattan Railway Company, which is now proceed- 
mg under his direction. Mr, Harold Winthrop Buck, the 
gentleman who succeeds Mr. Stillwell, has been for the 
past five years or so in the employ of the General 
Electric Company at Schenectady, N.Y. Other changes 
announced by the Niagara Falls Power Company are that 
assistant superintendents Paul M. Lincoln and Philip P. 
Barton have been promoted, the former to be resident 
electrician, and the latter to be superintendent of the 
operating department. 

The Admiralty has created an important new post in the 

Dockyard staff, namely, that of electrical engineer, to rank 
next to the four chief assistant engineers. To fill this post, 
the Admiralty has chosen Mr. Louis J. Steele, M.LE.E., 
late chief engineer of Messrs. Veritys, and formerly assistant 
engineer with Messrs. Johnson & Phillips. Mr. Steele 
received his training at the Technical College, Finsbury, 
under Prof. Silvanus Thompson and Prof. Perry, and car- 
ried off the certificate of the college in 1890. He will be 
attached to the Dockyard staff at Portsmouth. 

Mr. Н. T. Tacey informs us that he is no longer lecturer 
on electricity at the Bradford Technical College. 

The Gas and Electric Lighting Committee of Aberdeen 
Town Council agreed last week to increase the salary of Mr. 
J. Bell, the electrical engineer, by the amount of £50 per 
annum, by annual increments, until it reaches £500. The 
present salary is £300. 

Mr. H. W. Angus, who for some years has held the posi- 
tion of chief assistant at the Bolton Corporation electricity 
works, has resigned that office upon his appointment as 
borough electrical engineer at Eccles. Mr. A. A. Day, the 
newly-elected borough electrical engineer for Bolton, will take 
up duty on the 24th inst. 

The British Thomson-Houston Company, of London, 
have appointed Mr. T. W. Sheffield as district manager 
of the branch depót which they have recently opened 
at Trevelyan Buildings, Corporation Street, Manchester, 
for the sale of electrical apparatus and general supplies. 


Fatality. —While engaged upon some electrical work at 
the Wyken Colliery, near Coventry, on 17th inst., a man 


. named Ward received a fatal shock from an electric motor. 


At the inquest on Wednesday it transpired that deceased 
was а miner, but was more or less familiar with the electric 
fittings of the mine. The motor was a 2} H.P. (450 volts), and 
was employed for ventilation purposes. Evidence was given 
by the electrical staff which showed that the motor was at 
the time being repaired in some minor details, with, it was 
supposed, the current turned off. While tightening some 
pins, deceased somehow or other fell across the motor with 
his breast on the terminals. He received the 450 volts 
through his body, the current having somehow or other got 
switched on—it was suggested by Ward’s body. ‘The Coroner 
summing up said it was remarkable that a current of 450 
volte should kill the deceased ; there must have been some 
idiosyncracy in his constitution. It was clearly the neglect 
to see the switches properly cut off, either at the stall heal 
or at the motor, that brought about the unfortunate accident. 
If anybody had been there who well understood the Marsl 
Hall method of respiration, deceased might have been saved. 
A verdict of “ Accidental death " was returned. 


н ет 


te 


70.47. No. 1,191, Виртимвин 21, 1900 THE ELECTRICAL REVIEW. 


473 


eee 


Postmaster-General's Annual Report.—The Annual 
Report of the Postmaster-General, which has recently been 
issued, states that the number of telegrams sent over the 
wires of the department was 90,415,123, the increase being 
387 percent. The increase in the number of ordinary 
inland telegrams was 2:88 per cent., ав compared with 4°95 
per cent. for the previous year, and the increase in revenue 
was $74 per cent., the average value of these telegrams 
having risen from 7:38d. to 7:444. The number of foreign 
wleerams, 7,521,540, is the highest on record, being 7°83 
per cent, in excess of the number for the previous year. 
The growth is chiefly attributable to activity in Stock 
Exchange business and to the war in South Africa. The 
increase in London local telegrams was 1°35 per cent., the 
number being 7,941,540, as compared with 7,827,576 ; these 
telegrams have not increased at the same rate as the general 
traffic, due no doubt to the competition of the telephone and 
express messenger. services. During the year 372 new tele- 
maph offices were opened, of which 17 were at railway 
gations. The total number of telegraph offices is now 
11,188, The number of post offices open for trunk tele- 
phone business on March 31st last was 299, an increase of 
13 in the year. The trunk lines in use consisted of approxt- 
mately 68,657 miles of wire, and 7,250 miles of wire were 
in course of erection. Out of the sum of £2,300,000 
authorised by Parliament for the purchase and development 
of the trunk system, the expenditure up to March 31st may 
be stated approximately as £1,531,209. The expenditure 
joring the year was approximately £176,968. The total 
nomber of trunk wire transactions during the year was 
004,578, or, reckoning each transaction as involving at 
least two spoken messages, a total number of 16,189,156, an 
increase of 14°55 per cent. over that of the preceding year. 
The revenue was £191,701, an increase of 14°44 per cent., 
and the average value of each transaction was the same as in 
the preceding year—namely, 5:684. The Post Office tele- 
phone and private wire system show a general increase, the 
revenue for the year from this source being £148,200, us 
against £142,600 in the previous year. The telegraph 
revenue, £3,460,492, shows an increase of £200,347, and 
the telegraph expenditure £3,748,930, an increase of 
£266,916. The net deficit on telegraphs was thus 
£288,438, or £66,569 more than last year. If allowance 
be made for interest on the capital—£10,868,663—created 

for the purchase of the telegraphs, the deficit on the year is 
raised to £587,326. 


Obituary.—We regret having to record the death on 
September 12th of Mr. John Robert Jefferies, of the well- 
known firm of Ransomes, Sims & Jefferies, Limited, of 
Ipswich. | 

The death is announced of Alderman Mander, of Wolver- 
hampton. Among other positions filled by the late 
Alderman was that of the chairmanship of Messrs. T. 
Parker, Limited. 

The death is announced in Sydney of Col. P. B. Walker, 
chief electrician and engineer-in-chief of the telegraphs of 
New South Wales. The deceased, who was 60 years old, 
and who had been 42 years in the civil service, died some- 
what unexpectedly, asthma being the immediate cause. 


. Appointments Vacant.—The Nottingham Corporation 
is wanting an outdoor superintendent to take charge of the 
construction of permanent way for electric tramways. He 
will act under the direction of the city engineer, with 800 
men under his control, and the salary is put at £300. 
Applications have to be made to the city engineer by Sep- 
tember 29th. 

The Royton Urban District Council invites applications 
from engineers capable of assisting it in the preparation 
and carrying out of an electrie light and tramway scheme. 
See “ Official Notices " to-day. 

A resident electrical engineer is wanted by the Bermondsey 
Vestry at £250 per annum. See “ Official Notices ” to-day. 


University College Lectures.—We have pleasure in 
directing attention to classes and courses of lectures which have 
been arranged at the University College, London, in conjunction 
with the Technical Education Board of the London County 
Council, at reduced fees. Evening science classes will be 
given in electrical engineering, there being a course of 10 
lectures by Prof. J. A. Fleming, followed by laboratory prac- 
tice in advanced electrical measurements. — These will be 
delivered on Wednesdays, from October 17th to December 
19th, and the fee will be only 5s. There will also be a course 
of lectures on ** The Electric Motor and its Applications in 
Electric "Traction," by Prof. C. A. Carus-Wilson, М.А. 
These will be delivered on successive Wednesdays, from 


January 23rd to March 20th, 1901, and the fee for the 


course will be only 5s. Among the other lectures coming 
under this arrangement will be a course of Friday evening 
lectures (10) on the theory of steam engines aud boilers, 
with laboratory work, the testing, &c.; five Friday lectures 
on the theory of gas and oil engines, all by Prof. T. Hudson 
Beare; Mr. Leslie Robertson will give a course of five 
lectures on * Water-Tube Boilers“ in March next; Prof. 
Capper gives a course of about 20 demonstrations on 
Thursdays, commencing October 10th, on steam and gas 
engines and general laboratory work. The electrical engi- 
neering lectures are for the benefit of those practically 
engaged during the day in some branch of the electrical 
industry, and we have no doubt that they will be largely 
taken advantage of. 


Battery Traction.—Recent events in the direction of 
electric traction by accumulators must have been discouraging 
to workers in this interesting field. The decision of the 
Chicago and Englewood Company to remove battery traction 
from its 30-mile system and substitute the overhead trolley, 
and that of the Birmingham Tramway Company to do the 
same in regard to the Bristol Road battery section, are now 
followed by the announcement that the accumulator is to be 
gradually abandoned as regards the Derlin tramways, the 
overhead troley taking its place in some roads and the 


conduit in others. The matter is stated as follows in the 


Financial Times :— 


As a consequence of many interruptions in the service and of 
accidents on those sections of the Berlin tramways worked by means 
of accumulator cars, the German Ministry of Public Works recently 
appointed a technical commission to investigate the question of the 
suitability of these storage battery cars for the heavy trattic prevailing 
in that city. The unanimous report of the Commission, which has 
just been issued, states that accumulator traction still exhibits great 
imperfections, and that it requires serious deliberation, both in 
regard to security of working and safety of the public. As far as 
the exercise of tractive force is concerned, the method is far behind 
the overhead trolley or the underground conduit system. The 
charging of the batteries has to be too frequently performed, and, if 
charged from overhead trolley wires, the method also has consider- 
able technical difficulties. The report submits that the batteries are 
so heavy as to undesirably increase the weight of the tramcars, with 
the result that, apart from the excessive wear of the rolling stock, 
the car bodies are frequently damaged, and lead to interruptions in 
the traffic. The accumulators are dangerous from a fire standpoint, 
and in winter time, when the cars are closed, the development of 
acid fumes is not only oppressive to passengers, but also dangerous to 
health. On these grounds the Commission concludes that storage 
battery cars are not yet suitable for the heavy street traffic of 
Berlin. As а result, it has been decided by Imperial authority 
to gradually abandon the use of accumulator cars on the Berlin 
tramways, and to substitute the overhead trolley system, except 
in special busy sections, where the underground conduit method 
will be introduced. 


International Tramway Congress.  Paris.—Many 
interesting discussions were carried on during the above Con- 
gress, especially on matters relating to electric traction. The 
British Isles was not strongly represented as to numbers, but 
the few who were there made their presence felt as to quality. 
Mr. R. H. Scotter, light railway engineer, of Westminster, 
spoke on the relation in England between light railways and 
the main lines, and showed in what particular light railways 
differed from tramways. He pointed out that the want of 
progress in tramways had been more the result of lack of 
opportunity, biassed by the purchase clause in the Tramway 
Act of 1870, than lack of enterprise. Rapid progress, 
however, had been made under the Light Railways Act of 
1896. Mr. Scotter was the only Englishman who spoke at 
the Congress, and he was most enthusiastically received. 


a 
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Presentations.—Mr. F. Kershaw, who has just ceased 
his connection with the City Electricity Works, Bradford, 
has been presented with a case of cutlery by the chief 
officials and staff. Mr. Kershaw is taking up a post as chief 
assistant to Mr. A. H. Gibbings, consulting electrical 
engineer. 

In leaving the Liverpool University College for the 
principalship of the Birmingham University, Dr, Oliver 
Lodge has offered to present to the former a bronze bust of 
Mr. Wm. Rathbone, and the Council has gratefully accepted 
the offer. 


As a memento of the first bestowal of the freedom of tlie 


Borough of Carnarvon on a true “hogyn o’r dre’,” Sir 
ҮҮ. Н. Preece has presented a magnificent chair, said to be a 
fine work of art, to the Mayor and Corporation. 

On Saturday last Mr. F. A. Wilkinson, borough electrical 
engineer, pro. lem., presented Mr. W. Barnes, who for the 
past five years has filled the position of station electrician, 
with a silver watch (non-magnetic) and a meerschaum pipe 
on behalf of the employés of the Salford electricity works, as 
a token of respect before leaving for his new position in 
London. 


The B.A. Meeting for 1901.—Next year's meeting will 
be held at Glasgow, commencing on September 11th with 
Prof. A. W. Rucker as president. The ** Mechanical 
Science " Section (G) is in future to be known as the 
“ Engineering " section. Next year will be the great 
International Exhibition year at Glasgow. 


Appointment.—Mr. L. R. Wilberforce, M.A., Demon- 
strator of Physics at the Cavendish Laboratory, Cambridge, 
and University Lecturer in Physics, has been appointed to 
the Lyon Jones Chair of Experimental Physics at University 
College, Liverpool, vacated by the removal of Dr. Oliver 
Lodge to the University of Birmingham. 


— ũä—— 


Election Note.—It is stated that Mr. F. Hastings 
Medhurst, M. I. E. E., will put up as Conservative and 
Unionist candidate for Islington in opposition to Mr. T. 
Lough, M. P., whose majority at the last election was only 
463. | 


Fire.—A portion of the instrument room of the Man- 
chester Head Post Office has been destroyed by fire, 


` and telegraphic communication with that place temporarily 


interrupted. The fire broke out on Wednesday behind 
the test board, owing to the upsetting of a naptha lamp. 


—€——— M ———— 


NEW COMPANIES REGISTERED. 


Accumulator Industries, Limited (67,180). — This 
company was registered on September 12th, with a capital of 
£10,000 in £1 shares, to adopt agreements (1) betweeu H. Leitner, 
F. W. Manley (for the company), and B. Kuttner, and (2) between 
H. Leitner and F. W. Manley (for the company), to acquire certain 
benefits and inventions, and to carry on the business of electric 
accumulator, motor, controller, vehicle, and dynamo makers, engi- 
neers, tool makers, platers, founders, wire drawers, tube makers, &c. 
The first subscribers (each with one share) are :—H. W. Martin, 26, 
Stronghold Avenue, Streatham, S.W., clerk; C. Ayliffe, 20, Eccles 


` Road, Clapham Common, S. W., clerk; D. D'A. Daunt, 34, Lambert 


Road, Brixton Hill S.W., clerk; N. E. Ball, 55, Glycena Road, 
Lavender Hill, S.W., law clerk ; H. C. Bevis, 12, Aldebert Terrace, 
Clapham Road, S.W., accountant; J. D. Hobson, 7, Duke Street, 
Adelphi, W.C., and D. R. Hobson, 7, Duke Street, Adelphi, W.C., 
architect. The number of directors is not to be less than two nor 
more than four ; the first are H. Leitner and B. Kuttner ; qualifica- 
tion, £100. 


Meyra Electric Company, Limited (67,181).—This 
company was registered on September 12th, with a capital of 
£10,000 in £1 shares, to acquire a certain invention for improve- 
ments in galvanic batteries, with the trade mark '' Meyra," and an 
invention or secret process for dry batteries, to adopt an agreement 
with P. Meyer, and to carry on the business of machine makers, 
electrical and general engineers, founders, tool makers, manufactur- 
ing chemists, &c. The first subscribers (each with one share) are :— 


G. T. B. Cobbett, Hamilton House, Bishopsgate Street Within, E.C., 
timber merchant ; P. Meyer, 75, Newman Street, W., electrician; 
O. Kopp, 75, Newman Street, W., electrician; R. S. White, 94, 
Ridgmount. Gardens, Gower Street, W.C., clerk; O. Percy, 58, 
Queen's Road, Leytonstone, manager ; G. H. Homan, 2, White Hart 
Court, Bishopsgate Street, E.C., accountant; and S. Bridgewater, 
78, York Road, King’s Cross, N., engineer. The number of directors 
is not to be less than four nor more that seven ; the first are G. T. P. 
Cobbett, O. Kopp, 8. Bridgwater, and P. Meyer ; remuneration £100 
each per annum. 


Electro-Ceramic Syndicate, Limited (67,172).—This 
company was registered on September 11th, with a capital of £2,000 
in £1 shares, to acquire certain inventions relating to electro- 
ceramic photography, chinagraphy, and other manufactures and 
processes now known to and vested in or hereafter to be discovered 
or acquired by F. J. Shippey, or Messrs. Shippey Brothers, Limited, 
and to manufacture and deal in photographic china plaques, electro- 
ceramic china, electrical, photographic and other apparatus, 
&c. The first subscribers (each with one share) are:—A. R. Roberts, 
63, Queen Victoria Street, E.C., solicitor; W. T. Smedley, 119, 
Ashley Gardens, S.W., chartered accountant; A. J. George, 33, 
Hatton Wall, E.C., manufacturer; T. Mason, 15, Chandon Road. 
Clapham, S.W., manager; A. P. M. Rivolta, 94, Camberwell New 
Road, S.E., accountant ; A. Hamburger, 77, Avenue Road, N.W., 
consulting chemist; and A. Shippey, 13-14, King Street, E.C., 
electrician. 'The number of directors is not to be less than two nor 
more than four; the first are E. B. Koopman, W. T. Smedley, and 
A. Shippey. 


British Power, Traction and Lighting Company, 
Limited (67,213)—This company was registered on September 
15th, with a capital of £52,000 in £1 shares (50,000 prefer- 
ence), to acquire the businesses of the Engineer Cycle Works, 
Limited, the Eclipse Brass and Copper Company, Limited, 
the Anglo-American Motor Car Manufacturing Company, and the 
Power Transmission and Traction Company, all of Hull Road, 
York, to take over assets of the Disc Hub and Components Com- 
pany, Limited (in liquidation), and to carry on the business of 
motor, motor car, crane, lift, and cycle manufacturers, cycle and 
motor accessory makers, machinists, gas, oil, electrical and general 
engineers, wire drawers, tube makers, platers, india-rubber 
merchants, tool makers, ironmongers, &c. The subscribers (each 
with one share) are :—Albert E. Hodgson, The Cedars, Haxby, York, 
engineer; George J. Gibbs, 76, Heslington Road, York, engineer; 
Charles Medgley, 4, St. Nicholas Villa, York, works manager; 
Alfred E. Miethe, 31, Belle Vue Street, York, clerk; William 
Peddie, 23, Chesham Street, Bradford, clerk; William H. Spencer, 
Primrose Cottage, Lee Mount, Halifax, worsted spinner; and M. 
Patchett, 16, Glen Terrace, Halifax, gentleman. The number of 
directors is not to be less than three nor more than seven ; the first 
are to be appointed by the company ; qualification, 500 shares. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Chili Telephone Company, Limited (29,252).—This 
company’s annual return was filed on August 31st, when 44,000 
shares were taken up out of a nominal capital of £250,000 in 50,000 
shares of £5 each. £5 has been called up on each share, resulting 
in the receipt of £220,000. 


Column Printing Telegraph Company, Limited 
(29,493).—This company’s annual return was filed on August SOth, 
when 289 shares were taken up ont of a nominal capital of £25,000 
in 500 shares of £50 each. £50 per share has been called up on 189 
shares, resulting in the receipt of £8,940. £510 remain in arrears. 
100 shares are considered as fully paid. 


British Electric Transformer Manufacturing Com- 
pany, Limited (57,293).—This company's annual return was filed 
on August 17th, when 20,000 vendors’ and 20,000 ordinary shares 
were taken up out of a nominal capital of £50,000 in 20,000 vendors 
and 30,000 ordinary shares of £1 each; £1 has been called up on 
each ordinary share, resulting in the receipt of £20,000, and the 
vendors' shares are considered as fully paid. 


Marconi International Marine Communication 
Company, Limited (65,759).— This company’s annual return Was 
filed on August 22nd, when 204,000 shares were taken up out of a 
nominal capital of £350,000 in £1 shares; 5s. per share has been 
called up on 99,000, resulting in the receipt of £24,349; E401 
remains in arrears; £105,000 is considered as paid on 105,000 
shares. 


Sunbeam Lamp Company, Limited (25,498).—This 
company's annual return was filed on September Ist, when 1,765 
shares were taken up out of a nominal capital of £25,000 in 2,500 
shares of £10 each; £10 per share has been called up on 90s, 
resulting in the receipt of £9,080; and 857 are considered as fully 
paid. Ё 
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SUPPLY STATION ACCOUNTS. 


THE accounts for last year of the electricity 


Liverpool supply department of the Liverpool Corporation 
Corporation show a remarkable development of the under- 
Eleetrieity taking. The figures in the increase column of 
Accounts, the general statement of the business below 


would alone be regarded as extremely satis- 
factory for a medium sized supply system, and these give an idea 
of the rapid growth that is taking place, fully warranting the pro- 
motions and increase enrolments of the staff just granted by the 
Corporation. Liverpoolhas always been noted for the unostenta- 
tious manner in which the electricity supply has been conducted. 
The latest addition, that of traction on a large scale, is making itself 
felt, and public lighting is gradually being extended. We imagine 
that Mr. A. Bromley Holmes can claim the credit of having been 
connected with one system as its designer and manager for a longer 
period thau any other municipal engineer. 


GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure .. £591,587 £769,589 £178,002 
Number of units sold 2,915,695 5,729,477 2,813,782 
Number of lamps connected 158,269 287,952 79,683 
Maximum load in Kw. 3,633 5,160 1,527 
Gross revenue ` £58,501 £73,504 £15,003 
Groas expenditure £28,900 33,548 £4,648 
Gross profit БАЕ vis £29,601 £39,956 £10,355 
Average price per unit sold I 441d. 9*89d. — 1:524. 


The revenue account indicates the result of the reductions in price 
and the effect of the tramway load. Owing to the smaller charges 
far the public lighting, the revenue from this source has actually 
dropped as will be seen from the following summary :— 

Frotn 


From Manufacturing account. 


Р From 
Я bl Bal d W d 
= ppl. lighting. traction. "repairs. material. Profit. 
1898 ... £50, 809 £2,631 £497 £21 „818 £18,954 £2,864 
1899 ... “£59,713 £1,925 £7,362 £19, 501 £17,432 £2,069 


Owing to the increase in output, the revenue per unit under each 
head has fallen on energy by over 14d., and on the total receipts by 
nearly 19d. 

REVENUE STATEMENT. 


1898. 1899. 
Gross. Perunit. Gross. Perunit. Increase. 
Bale of energy .. £53,634 4:414. £68,942 2:89d. —1°52d. 
Meter rents, £o... 1 319 ‘lid. 1,687 O7d. — 04d. 
Баје депа гераіта О! lamps) 2,864 24d. 2,069 09d. — 154 
Rents received, &c. 684 ‘06d. 806 ‘03d. — 03d. 
Gross revenue .. £58,501 482d. £73,504 308d. 174d. 


— —— — — — — a асы ЧА. 


* Manufacturing account (sales and repairs, less wages and material). 

The costs of such a large system are interesting. It will be 
noticed that of the total 1°4d., coal is accountable for 4d., leaving 
ld. for all the other items. Of this, wages and salaries each take 
about łd., leaving a little over 4d. to cover the remainder. Of 
these, the most important is repairs, taking id. The changes 
amount to a fall of nearly 1d., of which about half is due to the 
last item, which requires a word of explanation. In 1898 there 
appeared an extraordinary item of Cost of change of pressure of 
supply, £5,895.” This was obviously a special charge against 
revenue, and we have therefore not treated it as repairs. 

Cost оғ PRODUCTION. . 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Сов], апа unloading same.. £5,865 48d. £10,116 °42d. —064. 
Ой, waste, water andengine} 1,262 11d. 1,636 „07d. —-04d. 
Salaries and wages оштой 4,378 36d. 5,913 °25d. — 11d. 
tion. А 
Repairs and maintenan f 
buildings engines, balers 2,675 22d. 4,729 *90d.. —-02d. 
dynamos, 4 Н 
Works costs . . £14,180 117d. £22,394 *944. — 23d. 
R tes and taxes Pan . 5 “15 =. 
мге es e 2,494 21d. 3,577 °15d. 06d. 
мет, secretary, clerks,| 4,76 ‘39d. 4,947 21d. — 184. 
General 3 
printing, law charges end| 1,374 11d. 2,204 · Od. — 02d. 
Insurance | 
Other expenses, changing 
pressure of коруу cer. 6,088 50d. 426 "02d, — 48d. 
cation of meters, &c 
Total costs £28,900 2:38d. £33,548 1:414, — 97d. 


The profit in 1899 was sufficient when taken with a balance of 
£1,555 from 1898 to allow £5,207 to be paid into the reserve fund 
and £6,000 to the renewal fund. The former now stands at £23,720 
and the latter at £21,977. 


- made up it is regarded as a maintenance charge. 


PROFIT STATEMENT. 


1898. 1899. 
Interest on loans, ас. .. .. £13,170 £18,618 
Sinking fund for repayments .. .. .. 8,890 11,722 
Net fit d to ] and 
et profit carrie renewal an ене 7,541 9,616 
Net profit carried forward - 
Gross profit . £23,601 £39,056 


THE accounts of the Corporation of Aberdeen 


Aberdeen clectric lighting department are among those 
Corporation which are not made up exactly in the Board of 
Electricity Trade form, nor do they include the same 
Accounts. period as most others. Thus the two analysed 


below cover respectively periods of 7 months 
and 12 months, the latter being for the financial year, July 31st, 
1899, to July 31st, 1900. In the majority of instances it is found 
that the period ending March 25th or 31st is most convenient ; 
unusual to find the end of July chosen. 

The accounts presented introduce two items which materially 
affect the results. After protracted negotiations, the Harbour Com- 
missioners arranged with the Corporation to light the harbour, a 
much needed reform. Mr. J. Alex. Bell, the Corporation electrical 
engineer, has also now the advantage of a traction load. There was 
a time when the City Council hardly appreciated the good work 
done in the electrical departmeut, with the result that Mr. Ruthven 
Murray and Mr. Blackman migrated to more congenial and apprecia- 
tive southern undertakings. 


GENERAL STATEMENT. 
1899. 


it is 


Seven Twelve Increase. 
months only. months. 
Total capital expenditure (less 
depreciation) £69,713 293,366 £23,653 
Number of units sold 256,653 846,012 589,359 
Gross revenue £4,805 £14,553 £9,748 
Gross expenditure... £2,081 £5,946 £3,865 
Gross profit S £2,724 £8,607. £5,883 
Average price per unit sold 4494. 3·91d. — 58d. 


It is rather difficult to institute any comparison between, or 
comment upon accounts, covering such different periods. The only 
explanation required, is perhaps that under "repairs" in the costs, 
is included an item of £169 for outlay on men's time and material 
in carboning and attending to the harbour lamps, and this ought to 
be treated as an extraordinary expenditure, but as the accounts are 
The electrical 
department supplies the tramway department with current at cost 
price, including interest and sinking fund. 


REVENUE STATEMENT. 


1899. 1 1900. 
Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy ..  .. £4,805 4°49d. SER 3:91d. — 58d. 
Meter rents, &c. iu 
Hire of motor d atte d. J { 
ance harbour lamps. j Л 809 09d. + 09d 
Servic f engineer, &o., on . 
еа. е | 157 13d. 13d 
Gross revenue £4,805 4:494. £14,553 47134. — 36d. 


—— — — r — —— MO ccc praem 


The present capacity of plant installed is 1,156 xw., while the 
maximum load reached was 765 kw. The total connections for the 
year 1899-1900 was 30,068 lamps, made up of arcs, 1,830; incan- 
descents, 9,529; and motors, 18,709; 33 watts lamps or equivalent. 
There are now 63 motors on the mains, representing 192 H.P., 
and the grand total of equivalent 8-c.p. connections of all 
classes was 71,995. The connections given are exclusively of the 


tramway supply. 
Cost OF PRODUCTION. 
1899. 1899—1900. 
Gross. Per anit. Gross. Per unit Increase, 
out 3 £563 53d. 22,428  *69d. + 16d. 
room stores. 91 08d. 296  *08d. 00d. 
Salaries and wages incurred ) 
in generation and in ы 512 438d. 932 27d. — 21d. 
tribution. 
Repair anq 5 et) 
engines, boile 7 EM 
Asnamon: кс, and har 408 38d 778 99d. 16d. 
bour lamps. ) 
Works costs ... £1,574 147d. £4,484 1:26d. — 21d. 
Pens rates 5 82 08d. 740 21d. + 13d. 
anagemen e : 
salaries of managing engi 1 192 ‘18d. 360  *10d. — 08d. 
neer, secretary, cle 
Establishment Hie sta- 
tionery and printing, . 203 19d. 373 »11d. — 08d. 
% 
tion, &c. : j 30 3d. 39 *01d. — 02d. 
Total costs — ‘26d. 


£2,081 1:95d. £5,946 1*69d. 


/ 


——— — — MÀ — 


————————————————————————————————————————ÓJwn— À— n (£m —ÀÓUI— »»»» 


476 THE ELECTRICAL REVIEW. [Vol 47. No. 1,191, SEPTEMBER 21, 1900. 


ee 


The profit statement shows how carefully the depreciation account 
is kept. Each item on the capital is systematically and regularly 
depreciated, and any further surplus is put to reserve. 


Prorit STATEMENT. 


Interest on Ioaihnn ... « £1,049 £2,344 

Sinking fund for repayments .. .. .. .. 771 1,336 
Net profit carried to depreciation accourt .. ni 904 2,42 

- it reserve fund lt - esl 2,284 

m н forward ва ба i PN T" 204 

Gross profit £2,724 £8,607 


CITY NOTES. 


Kidderminster and District Electric Lighting and 
Traction Company. 


AN extraordinary general meeting of the Kidderminster and Dis- 
trict Electric Lighting and "Traction Company will be held on 
September 21st, for the purpose of considering the following 
resolution :— 

That the proposed Kidderminster and Bewdley Light Railway Order, a draft 
of which has been submitted to the meeting, be and is hereby approved, 
subject to all such alterations, additions, and variations as the Light Rail- 


way ои ог the Board ої Trade may think fit to make or sanction 
therein. 


The Direct Spanish Telegraph Company, Limited. 
—The board have decided to pay, in addition to the dividend at 
the rate of 10 per cent. per annum on the preference shares, an 
interim dividend at the rate of 4 per cent., free of income-tax, on 
the ordinary shares, both for the half-year ended June 30th, 1900, 
and payable on October 1st next. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending September 16th, 1900, were £1,329 11s. 5d.; receipts for corresponding 
period, 1809, 1,136 ба. 8d.; aggregate for half-year to date, £16,850 1s. 3d.; 
aggregate corresponding period of last half-year, £15,987 9s. 8d. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending September 14th, 1900, were £8,663 3s. 9d. ; corresponding period, 1899, 
£8,360 10s. Gd.; increase, £822 13s. Ва. 


The City and South London Railway Company.—The receipts for the week 
ending September 16th, 1900, 21,506; September 17th, 1899, £868; increase, 
£638. Total receipts for half-year, 1900, to date, £16,528; corresponding 
period, 1899, £10,807; increase, £6,221. Miles open, 1900, 42; 1899, 84. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Thursday, September 18th, 1900, were £502 19s. Bd.; corre- 
sponding week last year, £494 18s. 6d.; increase, £8 Os. 9d. Total to 
September 13th, 1900, £15,245 17s. 10d.; corresponding period last year, 
£14,015 4s. 11d.; inerease, £1,280 128. 11d. 


The Central London Railway.—The receipts for the week ERE September 15th, 
.1900, were £4,888; previous week, £4,617; increase, £186. Total receipts 
to September 1t th, 1900 (7 weeks), £32,808. Miles open, 6. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, September 14th, 1900, were as follows:—D. U. T. Co., horse cars, 
£29 1s.10d.; ditto, electric cars, £8,840 68. 1d.; D. B. D. Co., electric cars, 
£1,079 Ов. 1d.; total, £4,948 8s. 0d; corresponding week last year—D. U. T. 
Co., horse cars, £1,160 10s. 7d. ; ditto, electric cars, £2,011 0s. 7d. ; D. 8. D. 
Co., electric cars, £591 18s. 10d.; total, £4,068 10s. Od.; increase, 4884 
188. Od. ; aggregate to date, £55,994 88. 4d.; aggregate to date last year, 
£50,899 128. id.; increase to date, £5,034 11s. Od. e mileage worked is 
48 miles i l mile by horses, as against 24 miles elec:rically, 
90 miles by horses, for the corresponding period last year. 


The Halifax Corporation Tramways.—The receipts for the week ending Sep- 
tember 16th, 1900, were £949; corresponding period, 1899, £684; increase, 
£965. Total receipts to date, 1900, £19,416; corresponding period, 1899, 
£15,216, increase, 14,200. Miles of track open, 1900, 164; 1899, 9. Number 
of cars, 1900, 29; 1899, 21. 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
September 16th, 1900, were £1,719; corresponding week last year, £1,481; 
increase, £285. Total traffics from July 1st, 1900, 419,206 ; ditto correspond- 
ing period, 1899, £18,753; increase, £463. Miles open, 6'57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 


CHEERFULNESS is again the principal characteristic of the markets 
connected with electrical stocks and shares. The supply depart- 
ment, in particular, is enjoying a spell of what might almost be 


termed good business, although in the more general markets of the 
Stock Exchange the universal plaint is one of lack of trade, Tele- 
graph descriptions maintain their quotations, and a rising tendency 
is the chief point of note in this section. The Electric Railway and 
Traction markets are extremely quiet; manufacturing shares üre 
more easily sold than bought. 


Supply shares claim attention first as being one of the best 
markets in the House.“ The rise was started by City of London 
shares, in which a deal of good buying is going on, those closely 
connected with the company being said by the market to be the 
principal purchasers. We hear that the company has just com- 
pleted some important new works, which will, it is anticipated, tury 
out to the shareholders’ extreme satisfaction, Whatever the cause, 
the price of the Ordinary shares has risen 20s. on the week, after 
being 10s. better, while the Preference are 10s. to the good—a quite 
extraordinary move in City of Londons nowadays. 


St. James's Ordinary are 4 up, and these, together with West. 
minsters, we have frequently mentioned as likely to advance in 
capital value. London Electrics have continued their rise, for the 
reasons that we detailed last week. The Ordinary shares are now 
at a sovereign discount. Among Debenture stocks it has been the 
turn of Chelseas to put on the usual 1 per cent. this week. We are 
not so sure that the best speculative purchase in this department is 
not London Electric 4 per cent. First Mortgage Debenture Stock, 
which stands at par. County of London 4j per cents. would go 
better were there any free market in the stock, but it is too tightly 
held to be actively dealt in, and, moreover, the new stock is about 
2 per cent. cheaper, while in a fortnight’s time the two issues will 
be ranking pari passu in every respect. 


Metropolitan shares are down a pound, simply because holders 
are selling their old and buying the new with the proceeds, thereby 
securing a small "turn." Business in the new shares is brisk, and 
the price, after dipping to 1$ prem., has recovered to 21, the same 
as it was this time last week. With reference to the question as t 
when the old and new Metropolitans will be on all fonrs, about 
which we wrote last weck, we are now able to state definitely that, 
they will not be all alike until January, 1902. к 


The strength of the Electric Supply market will surprise no one 
who has followed these notes. We have shown how jobbers in the 
market have had shares literally forced upon them, which they have 
only taken at ridiculously low prices—and that reluctantly. Now 
that the turn has come, these dealers are by no means eager to sel! | 
the shares they have kept on their books for months past, and th 
people outside who have also held are equally disinclined to sell at 
a time when it appears probable that the market may go consider. 
ably better. A good demand for. shares, and a limited supply. is 
causing the whole section to advance perceptibly. 


Telegraph stocks, as already mentioned, are well supported, while 
attracting but little attention. Anglo-Americans have grounded for 
the time being, and the Ordinary has even gained a point. Beyond 
this no alteration has occurred in any of the Ordinary stocks and 
shares in this department. West India and Panama 5 per cent. 
Debentures are again 1 up, and the second Preference shares are 
receiving some support, with a resultant rise of 10s. The Ordinary 
do not move, although, as a speculation, they are possibly cheap at 
17s. 6d. for the £10 shares fully paid up. They were sold on 
Tuesday as low as 15s. in the market. A sharp fall took place in 
Reuter's shares, a seller attempting to force a few оп an unwilling 
market. The price has consequently receded 10s. a share. 

The Electrical Railway group remains about the same, the only 
noticeable fluctuation being a recovery of the 1 per cent. which 
Waterloo and City stock lost last week. Central Londons are 101. 
and Great Northern and City “A” are £6. Some talk is going 
the rounds to the effect that the prospectus will very shortly be 
advertised of the Baker Street and Waterloo Railway. but nothing 
definite can be ascertained at present on this subject. As regards 
the statement that an American syndicate is about to constrnet 5 
"tube" line between Charing Cross and Hampstead viá Euston, 
the Stock Exchange treats the whole story asa joke. The Drain” 
stocks are irregular, Districts being weak at 262, and Metropolitan 
harder at 95. Neither company seems to be pressing its proposal- 
of electrical traction at present, so far as can be judged by ty 
unfortunate travellers on those systems. | 

India-Rubber and Gutta-Percha shares are dull at 21, the price |f 
copper militating, according to market gossip, against the company * 
prosperity. Henley's are again decidedly harder, and have now 
fully recovered from the effects at first produced by the new issue. 
The manufacturing brigade, as a whole, is quiet, but so far it ^ 
not suffered from the weakening effect which a General Election 
traditionally brings to industrial departments, owing to shares 
coming on the market in order to find the wherewithal necessary 
for electioneering expenses. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Bun done 
Closing Closing uring 
Dividends for 

uotation notation week ended 
Shar еу the last three years. 8 13th. бетеше 9th. ‘September 19th. 


Present 
Issue. 


NAME, 


— ——— — — :- ——ů— 


99 —103 99 —103 
ы 85 — 90 |85 — 90 
Ф | £3 9в.| 73/6 58 — 61 59 — 62 


110,900 | African Direct Telegraph, 4 % Debs. 
125,000 | Amazon Telegraph 5 Debs., Nos. 1 to „2 250 Red. 
875,520 | Anglo-American Telegraph 


3,062,240 Do. do. 69 Pref. Stock 6 % | 6 95, 6 % 1104. 1114 1104—1114 1104 
$062,240 Do. do. Deferred tock| ... £17s.| 113— 121 | 119— 121 12 
000 | Chili Telephone, Nos. 1 to 44,000 21— 33 | 2h— 33 
105000009 Commercial Cable ene 165 —175 |165 —175 ТЕ 
1,563,078, Ро, do. Sterling 500 year 4 4 *r Deb. Stock Red. 101 —103 101 —103 1024 
16,000 | Cuba Telegraph is 64— 72 64— 71 sas 
6,000 Do. 10 % Pref. 15 — 16 |15 — 16 
12,931 Direct Spanish Telegraph ... is vic 4— 5 4— 5 
9000 Do. do. 10 % Cum. Pret.... .. 9—10 | 9 — 10 
30,000 Do. do. 44 % Debs. a eia 100 —104 95100 —104% T 
60,7107, Direct United States Cable 20 | 3195 | 34% 3 Ф 109— 11} | 10j— 114 10:2 


100 | ... m 7 99 —102 99 —102 


111,000 | Direct West India Cable, 44 % Reg. Deb. e e 
4,000,000 | Eastern Telegraph, Ord. Stock —- —154 149 —154 1514 | 149 


1,795,000 Do. 3% Pref. Stock ae T 99 —102 99 —102 100 93 
1,432,2687 Do. Mort. Deb. Stock Red. 114 —119 114 —119 117 115 
250,000 | Eastern Extension, 83 and China Telegraph 5 — 154 15 — 153 159 15} 


6.7007 { Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. ann. 
— drgs., reg. 1—1,049, 3,976—4,326 c NEL E] 
26,6007 Do. do. Bearer, 1,050—3,975, meer i 100 | 5 s dex Vee m DISC E 
320,000. Do. 4 95 Deb. Stock ... oe .. |113 —118 113 —118 


Eastern and South African Telegraph, 4 % Mort. Deb. ` N 10 i 
10,0007 { Nos. 1 to 3,000, red. 1909 99 —102 99 —102 1012 | 100 . 
200,000Z, Do. 4 % Reg. Mt. Debs. (Mauritius Bub.) 1—8,000 25 100 —103% 100 —103 
180,227 | Globe Telegraph and Trust ... 10 en 54% 58% 11 —114 11 — 11 His 11 
180,042 Do. do. 695 Pref... 10|6 6 144— 154 142— 15} 15780 1413 
150,000 | Great Northern Telegraph, of о, 10 10 % 124 32 — 34 | 32 — 34 = 
Halifax and Bermuda Cable, 44 1st Mort. Debs., - E 
84,300 | within Nos. 1 to 1,200, 350 100 |... 98 —101 98 —101 
17,000 | Indo-European Telegraph  ... | 25 10 $ 10 95 10 * 51 — 55 50 — 54 
100,000} London Platino-Brazilian Telegraph 6% Debs. 100 | 6 tas 103 —1C6 103 —106 
72,680 Montevideo Telephone, Limited, ‚ Nos. 1 to 72, 680 li x n " 1— 1 i— 1 
86,492 Do. do. do. 5% Pref., ics 1 to 86,492 1|4 4 21 i— 1 "pm 
490,000 | National Telephone, 1 to 490,000  ... - 516 6 5 4— 4i 44— 44 43 4g 
15,000 | Do. 6 Cum. 1st Pref. 10 | 6 6 6 13 — 15 13 — 15 vee noe 
15,000 | Do. 6 % Cum. 2nd Pref. ... 101695 6 V 6 V 13 — 15 13 — 15 n 
250,000 Do. 5 95 Non-cum. 3rd Pref., 1 to 250,000 5|5%|5% 6 5 5 — 54 5 — 854 5k 
2,000,0007. Do. 33 % Deb. Stock Red. Stock 34% | 34% 54 98 —101 98 —101 з 

171, 504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 15 v 5 5 5 1— 14 — 1 
100, 0007 Pacific and European Tel., 4 % Guar. Debs., 1to1 000 ... 100 4%] ... .. |100 —103 100 —103 

11,839 | Reuter's .. "i 8|5%|5%|5% 7à4— 84 — 8 7| o 

3.381 Submarine Cables Trust #8 Cert. ... „эз ... 125 —130 126 —131 | 1274 | 1264 
58,000 | United River Plate Telephone is 5595/69 * 7% | 4$— 54 42— 5} m" js 
16,639 Do. do. 5 95 Cum. pref. 2 Nos. 1—16, 639 D| ss ; sai 43— 5} 43— 5} 
179,947 | Do. do. 5 % Debs. . - 104 —107 |104 —107 


200,0007 West African Telegraph, 5 % Debs... 

30,008 | West Coast of America, Nos. 1—30, 000 and 58, 001—593, 008 
150,000 Do. do. 4% Debs., 1—1 500 gua. by Bras. Sub. Tel 
389,731 | Western and Brazilian Telegraph 4 % Deb. Stock Red. 


207,930 | Western Telegraph, Ltd., Nos. 1—207,930 .. 


| 144151 | 148 151 | 15) 143 


75,000 | Do. o. 59% Debs. Ind i series, 1906 108 —106 103 —106 E 

88,321 | West India and Panama г, " 2— 1 2— 1 H 1 

34,563 | Do. do. do. Cum. 1st Pref. 63— 71 6i— 7% |... 

4,669 | Do. do. do. Cum. 2nd Pref. . 51— 61 | 6— 7 кы 
104 —107 105 —108 a ae 


80,0004 Do. do. do. 5 * Debs., Nos. 1 to 1,800 


ELECTRICITY SUPPLY COMPANIES. 


| i i 
19,661 Brompton & Kensington Elec. Lt. Sup., Ord., 5 5 | 4 @ 6%!6%| 7— 8 7— 8 nee | ~*~ 
12,000 | Do. do. 7%, Cum. Pref... 517 A lis 8$— 94 84— 94 К з 
50,000 | Charing Cross and Strand Electricity Supply 5 7 8 * 9 1 9 — 10 9 — 10 92 
20,000 Po. do. do. 44% Cum. Pref. | 65 . | Sem 5} | 51— 5j 57 5 
34,000 Chelsea Electricity Supply, Ord. e 56 6% 6%| 6i— 7h | 6)— 7i 77 7 
150,000 Do. b Deb. Stock Red. ‚ Stock 4 „ [108 —111 109 —112 ^' .. 1... 
60,000 | City of London Electric Lighting, 40,001—100,000... | 10 10 6 4 8— 9 | 9 —10 Шш 95 
40,000 | Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 6 $ e | 12 — 13 | 124—134 "E I 
400,000 | Do. 5 % Deb. Stock, Scrip. (iss. at £115) all paid .. 5 .. | .. 124—129 121 —129 "n 
40,000 | Daniy of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | mil | mi 4%] 84— 94 | 84— 9 9 
20,000 Do. do. do. 6 95 Pref., 40,001—60,000 10/6969 . | 11 — 12 |11—12 , .. ' 
200,000 Do. 43 95 Deb. Stock, Prov. Certs (all paid) Rd. ven as 4 .. 107 —110 |107 —110 ies 
26,100  Edmundson's Elec. Corp., Ord. Shares... e| 55% X. | 4— 5 44— 5 р 
75,000 Do. do. 44 & 1st Mort. Deb. Stock.. | 100| ... | ... . | 99 —102 | 99 —102 Hs " 
110,000 London Electric Supply Corporation, Limited, oe те $i ua Ке " 11— 12 1j— 2} 2 1; 
49,840: Do. do. do. do 6%Pref.| 5| .. 6% .. | 4— 5 41— 54 AP | o 
250,000 Do. do. do. 495 1st Mt. Db. Stock Rd. |Stock| ... m .. | 99 —101 100 —102 е8 
85,000 | Metropolitan Electric Supply, 101 to 62,500 " 10 | 6 5% 5 7 14 — 15 13 — 14 14 
220,0007 Do. 4 Mortgage Debenture v Stock — 4 к 111 —114 11—114 1112 
220,000 Do. 34 Mort Deb. Stock Red. . .. Stock! .. |... |... 96 —98 |96 —98 | 974 | 97 

6,452 Notting Hill Electric Lighting З sue ..|] 1016 6 7 % | 144— 154 | 144— 154 тз 
40,000 | St. James’s and Pal] Mall Electric Light, Ord. .. 5 143% 14495 143 14 — 15 144— 154 15 | 
20,000 Do. do. 7 Y Pref., 20,081 to 40,080 5 7 7 * 7 8— 9 8 — 81 
12,090 | Smithfield Market Elect. Supply, Ord. 5 a e 42 — BD 2 — 2 Pu 
50,000 Do. do. 4 V Deb. es. 100. |85— 95 35 — 95 i 
65,000 | South London Electricity Supply, Ота. ... э 5| .. e те 3— 4 3— 4 ы ks 
79,900 Westminster Electric Supply, Ord., 101 to 80,000... | 5 12 % 8 € 13 % 12 — 13 | 12 — 13 128 | 194 

і 4 

* Subject to Founde Liv Stock Ex : 
1 Uniess otherwise stated all shares are fully paid. 4 in deterred share ч prods being used as ospitel. 
Dividen ends marked § are for d Near consisting of eed terii the first part of the next, 


i 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present . Stock Dividends for Closing Closing | Business done 
Issue. "NONE; E Share, the last three years. са. оа тр 
1 1809. • | Hig he zt Lowest, 
65,000 | Aluminium shares, Nos. 1—65,000  ... d e 1 10 0% 20 0% т 21— 3 23— 3 rac all tes 
90,000 Do. 44% ist Mort. Deb. Stock Red. vs e. [Stock . | 96 —101 96 —101 е 
30,000 | British Electric Traction ih м aa „ 057. uu. 6 5 Ф eis ic 154 | 144— 154 153 15 
50,000 Do. do. 69% Cum. Prefß. e . 12 — 13 12 — 13 128 124 
200,000 Do. do. 59 Perpetual Debenture Stock ... Stock| ... | |. | ... 123 —126 123 —126 Kur C 
85, 0007 British Electric Works Co., Ord. £1 shares, 50, 001 —135, ooo ge ves 8— 3 8— b 
50,000 T Do do. 6 % Cum.Pref., 1— 50,000 ee ou T ate $— 8 §— i 
500 f Do. do. 44 % 1st Mort. Deb ...] 100 97 — 99 97 — 99 гы ee 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 "RT 5 15 9 15 [4 20 E: 11 — 12 11 — 12 114 | 11} 
27,500 Do. do. 6% Cum. Pref. Nos. 1 to 27,000 ·... | 5 5g— 64 SR 6+ | .. |... 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000  ... ИЯ 3 18— 14 1j— 2 ніц 
90,000 Do. do. Non- xo 6 % Pref., 1 to 90,000 js 2| 6 L TE 23— 28 2)— 28 285 
125,000! Do. do. 44 eb. Stock ges Stock .. 106 —111 |106 —111 ds 
50,000 Do. do. 44 pei Deb. Stock Red . . . Stock .. 1101 —103 101 —103 
20, 000 Callender's Cable Construction shares, Nos. 1—20, 000 .. b 124% 15 5% 15 5 % pK 134 | 124— 134 g a 
20,000 Do. do. 5 % Cum. Pref. . as 5 53 5 — 5} 5780 51 
90, 000 Do. do. 43 % 1st Mort. Deb. Stock Вей ... Sock| .. x Es 110 —114 110 —114 TM E 
213,533 | Central London Railway, Ord. Shares ds ae] ДО ua ce .. | 10 — 103 | 10 — 104 108 | 10} 
61,033 Do. do. Pref. half-shares РР 5 | ass РА sai 5 — 5$ 44— 5} 516 5 
71,447 Do. do. Def. do. " У ie E ER de 5 — 5% 43— 54 586 51 
855,000 City and South London Railway _... .. Stock 17%] 24%] 12%] 57 — 60 58 — 61 уйк. ee 
37,500 | Do. do. Ord. shares Nos. 22 501 to 60,000 . 5 10 ,. bas Te 5— 6 5 — 6 
32,098 | Crompton & Co., Nos. 1 to 32,098 3 6 %| 74%| 3$— 42 3g— 44 
100.000 Do. 5 % 1st Mort. Reg. Debs., 1 to 900 of ` 99 —102 99 — 102 
! £100, and 901 to 11 000 of £50 red pA X 
99,261 | Edison & Swan Utd. El. Let., * A" shares, £3 pd. 1to 99,261 5| 6 6 6 %| 1$— 24 12— 2} 
17,139 Do. do. do. “A” Shares, 01—017,139  ... 5 6 $ 6 @ 6%] 34— 44 3à— 45 48 
344,023 Do. do. do. 4 % Deb. Stock Red . 100 ... S — 92 90 — 92 
112,100 | Electric Construction, 1 to 112,100 ... jv 2| 6 6 X| 6%] 1ij— 23 li— 2k 24 
25,000 Do. do. Í Cum. Pref., 1 to 25,000... € 2| 7 7 96 22— 34 2$— 3} 
140,300 Do. do. Perp. 1st Mort. Deb. Stock ... [Stock| ... i 102 —105 [102 —105 
9,600? Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600 . .| 10] 7953 7 7 10 — 11 10 — 11 
30,000 | Henley's (W. 145 N Works, Ord. ... bi 985 5 12 14 2 15 12 — 13 124— 134 1243; 12j 
30,000 Do. | do. 44% Pref. ... 5 7 & 7% 5 — 53 5 — 5% 55 
50,000 | Do. do. do. 43 Mort. Deb. Stock... [Stock 440% 108 —112 |108 —112 „ 
50, 000 | India-Rubber, Gutta-Percha and Telegraph Works | 10,10 / 10% 21 — 22 20$— 213 21] 20i 
300,000 Do. do. do. 4 % 1st Mort. Deb... % 100 22% zu .. |101 —104 [101 —104 ЕЕ "3 
37,500 Liverpool Overhead Railway, Ord. Eos 10 34 31 325 8[— 9 | 8$— 9 
10,000 Т Do. do. Pref., £10 paid 10 5 5 5 %| 13 — 134 | 12$— 134 "m 185 
37,350 Telegraph V and Maintenance 12 | 15 | 15 15 %| 35 — 39 35 — 39 364 35 
150,000 Do. 4 % Deb, Bds. Nos. 1 to 1,500 Red. 1909 100 T . . 101 —104 101 — 104 i id 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 5| . 8 * 12 | 104— 114 | 104— 114 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20, 000.. D un 54— 52 53— 54 ius " 
540,000 7 Waterloo and City Railway, Ord. Stock  ... LOO) е 3 9 3 9% 91 — 94 92 — 95 93 92 


t Quotations on Liverpool Stook Exchange. t Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY зоо. 


кен п and Knightebridge Electric Light dinary Shares £5 (fully 
12— 18; 1st Preference Cumulative "E (fully paid), 62— 2. De- 
B és 102—105. Dividend, 1899, on Ordinary Shares 11 %. 


Brompton and Kensington, 44 % решен of £100, 102—106. 
National Electric Free 0 Пу 12/6 pai 
Oldham, Ashton, and 33 Electric 1210 ра.), Ord., 17—18 xd. 


Do. Pref. (£10 pd.), 10—10j xd. *T. Parker, £10 (fully paid), 173. 
С From Birmingham Share List. Bank rate of discount 4 per cent. (July 19th, 1900). 
MARKET QUOTATIONS, Wednesday, September 19th. 
CHEMICALS, &c. This week. | Last week. Inc. or Dec. METALS, &o, (continued.) | This week. |: Last week. Inc. or Dec. 
2 Acid, Hydrochloric... SO per owt. bJ- Б/- g Copper Sheet à zs per ton £85 | £85 | 
» Nitric << a. Der ewt. 99/. 99. 9 per ton | | 
а „ Охајс . ee per cwt. 82/- 83J- é n (Electrolytic) Bars per іоп| £83 10 £83 10 | 
a „ Bulphuric .. © .. рег owt. 5/6 5/6 e i ii Bheets per ton | £92 
a Ammoniac, Bal .. per cwt. 89/- . 89/- e n 5 Rod .. per ton £8510 £85 10 
а Ammonia, Muriate (orystal) . per ton 488 £33 e ñ EO Wire per lb. 93a. d. 
per ton £80 . | £30 f Ebonite Rod Чу? “> .. perlb j- [- | 
а Bleaching powder.  .. perton | 87 £7 | Sheet .... „ per lb. Б/- 5/- | 
a Bisulphide of Carton e e per ton £15 £15 | german Silver wire . per lb. ue 908 
a Borax m : " .. рег ton 417 £17 , hGutte-percha fine . acs .. per lb. 
a Bensole (90 do: ix .. per gal. 77. qj- - | hIndis&rubber, Para fine .. .. per 5 ва. to 4/23 3n, to 2 Um 
a. (50/ ).. - .. per gal. | 5/6 5/6 ы» i Iron, Charcoal Sheets .. per to | 
a Copper Sulphate m .. рег ton £25 10 £25 10 ss i „ Pig (Cleveland warrants) .. per ton ee й "9 | 
, Nitrate es .. per ton £25 £25 i „ Forgings, » according to size per ton| From £11 | From £11 
a „ White Sugar... .. per ton £81 £81 i „ Scrap, heavy. . per ton! 70/- to 72/6 | 70/ to 72/6 | 
a м” ied Bel ^ еж .. рег E £27 10 ux e i , Wire, galvanised No. 8 .. perton 72 o 117 15 a 
a Methy iri Vis .. per gal. 2/6 | | 
а Naphtha, Solvent (90% а5160°С). Per gal. 5/6 5/6 о Lead, English Ingot — .. . per ton [fg eis | 
a Potash, Bichromate, in casks.. per lb. 543. d. g " Sheet РУ .. рет ton 219 219 
a „ Caustic (15/80%) .. per ton 2 m Manganin Wire No. 98 .. .. рет lb. 8 / 8 / T 
a „  Bisulphate = .. per ton £85 485 9 Mercury per bot. £926 £9 6 9s. 6d. dec. 
a Shellao  .. .. per owt. - 65/- d Mica (in original cases), small . per 10. | 8d. to 9d. 3d. to 9d. 9 
a Sulphate of Magnesia . . per ton £4 10 £4 10 d 4% эз ñ medium per Ib. 1/9 to 2/9 | 1/9 to 2/9 
a Sulphur, Sublimed Flowers . per ton £6 „. large .. Per Ib. 8/3to 7/8 | 3/3 to 7/3 
2 5 о d .. per ton £5 10 £5 10 p Phosphor Bronze, plain castin рег lb. | 1/1 to 1/4 1/1 to 1/4 vi 
Lum .. per ton £5 га p Si rolled bars & rods per lb. | 1/1 to 1/4 1 to 1/4 s 
а Soda, Caustiok (white 70 %) .. per ton £10 15 £10 15 "s p " strip sheet per lb. | From 1/8 rom 1/8 г 
a „ Crystals .. perton £3 ` £8 n | oP atinum - ET per oz. £3186 | £3186 | ; 
a „ Bichromate, casks. per Ib. 234. 934. э | p Silicon Bronze Wire per lb. ийа. to in | 1024. to 1/1 .. 
| Steel, Magnet, &oc'd'ng to desopin per ton] From £15 to 2410 . 
ME | E Сат 2483 v e NC. 
TALS, &c. | | g Tin, block... iy “a .. per ton 110 2134 74141 E £7 dec 
b Aluminium Wire, in ton lots.. рег ton | £924 £924 | “a 0 » foil > И .. per lb. 2j- | 27— 
heet, in ton lots per ton £191 £191 ix n. „ Wire, Nos. 1 to 16 per lb. 1/9 | 1,9 | 
p Babbitt’s metal ingots.. .. per ton | £80 to £ 50 £80 to £150 1 v White Anti- friction Metals — | | 
с Brass (rolled metal "to 19") basis Dot i» | 734. 734. és “ White Ant" brand . per ton] £40 to £70 £40to £70 
€ „ Tube (brazed) .. per lb. | 10d. 10d. - J Yarns, Cotton, Si 18 101b. binds per lb. 9&d. | 9а. 
cy a а oam) .. Per lb. | d. d. Pix j » Best t Flax, ea. .. per lb. | 
€ „ : .. perlb. | d. : 4 | J » Hemp, 8 ply 10 Ibs. .. per Ib. : К 
e Copper r Tuben tt (brazed) .. per lb. пн. 1134. - | j Russian, 10 lbs. .. per lb. d. . bid. 
(solid drawn) .. per lb. па. lld. s j J ute, 180 lbs. rove perton| £14 10 £14 10 
Copper Bars (best selected) .. perton £85 £85 ° k Zinc, Sti t. (Vielle Montagne ond. ) per ton| £24 6 nett. | £24 5 nett 
a Messrs. G. Boor & Co. f India-Rubber, G.-P. and Teleg. Works | k Messrs. Morris ARDI, pun 


b The British Aluminium Co., Ltd. 
оона e Messrs. Thos. Bolton & Bone. 
У | à Messrs. F. Wiggins & 
в Messrs. Frederick Smith & & co. 


Messrs. James & Shakspeare. [Co., Ltd. ; m Messrs. W. T. Glover & Co., L 

gera on L Messrs. Jackson & Till. | Quotations | n Messrs. P. Ormiston & Sons. 
PPlied ОЎ | 4 Messrs. Bolling & Lowe. PP У | о Messrs. Johnson, Matthey & Co., Lid. 
j Монге. Неву. Yeo & Ca, 9 The Phosphor Bronse Company, Lid. 
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BRITISH ASSOCIATION FOR THE  AD- 
VANCEMENT OF SCIENCE, BRADFORD, 
1800. | 


Tue following is a list of the electrical papers read at Bradford :— 


Prof, G. F. FitzGerald, F. R.. Note on M. Cremieu's Experiment. 
Prof. O. F. FitzGerald, F. R. S. Report of Committee on Radiation in & 


Magnetic Field. : : 
Pro. W, B. Morton.—Note on the Propagation of Electric Waves along 
Parallel Wires. : 
Dr. 8. Н. Burbury, F.R.S.—On the Vector Potential of Electrio Current in а 


Field where Disturbances are propagated with Finite Velocity. 

Prof. D. P. Todd.—On the Application of the Electrio Telegraph to the 
Fartherance of Eclipse Research. . 

C. B. Bradley.—On some new Chemical Compounds discovered by the use of 


the Electric Furnace. . ee 
Report of the Committee on the Electrolytic Methods of Quantitative 


Dr. McDonald.—Electrical changes in Mammalian Nerve. (Report.) 

Report of the Committee on the most suitable Method of Determining the 
Magnetic Force on board ship. (This report was purely formal. An 
instrament had been embodied, and it seemed to have answered the 
purposes very well. It was to be tested more severely, and a more com- 
plete report will be presented next year.) 22 "a 

of the Committee on the Sizes of pages of Scientific Periodicals. 
(Purely formal.) | | 

Prof, J. C. Bose.—On the Similarity of the effect of Electrical Stimulus on 
Inorganic and on Living Substances. | 

Bir William Preece, F.R.S.— Wireless Telephony. 

C. E. 8. Phillips.—On the apparent Emission of Cathode Rays from an 
Electrode at Zero Potential. 

Dr. G. Gore, F.R.S.—On Volta-Electromotive Force of Alloys. 

Prot. F. G. Bally.—On a Lecture Room Volt-and Ammeter. 

J.B. B. Burke.—On tbe Phosphorescent Glow in Gases. 

J. McTaggart, A.M.Inst.M.E.—The Disposal of House Refuse in Bradford. 

Prof. Hele Shaw, F. R. S.— Resistance of Road Vehioles to Traction. 

J. Brown.—The Viagraph. 

W. T. E. Binnie.—An Account of a New Form of Self-Registering Rain Gauge. 

J. B. C. Kershaw.—Power Generation—Comparative Cost by the Steam 

ne, Water Turbine, and Gas Engine. 

1.8. W. Aldridge —The Automobile for Electric Street Traction. . 

& W. Н. Preece, F.R.S.— The Manchester and Liverpool Express Railway. 

F.J. Behr.—The Manchester and Liverpool Express Railway—Signals and 
Brakes. 

Prot S. P. Thompson, F.R.S.—The Construction of Large Dynamos, as 
Exemplified at the Paris Exhibition. 

W. Dawson.—Recent Tramway Construction, with Special Reference to the 
Demerbe Rail System. 2 

A. Mallook.—Measurement of the Tractive Force, Resistance, and Accelera- 
tion of Trains. 

T, Barker and Prof. Ewing, F.R.S.—On a Combination Integrating Wattmeter 
and imum Demand Indicator. 

A. Н. Gibbings.—The Design and Location of Electric Generating Stations. 

W. A. Price.— Report of the Small Screw Gauge Committee. 

0. P. Clements.—On Screw Threads used in Cycle Construction and for Screws 
subject to Vibration. 

Prof. тоша» New Form of Clariometer for Measuring the Wetness 
of Steam. | | 

Electrical Standards Committee Report (Mr. Glazebrook). 

E. Н. Griffiths. New Form of Wheatstone Bridge. 

Mr. Whipple.—Improved Standard Resistanoe Coil. 

Arthur Priestman.—Municipal Trading. 

Evening Lecture :—Prof. Gotch, F.R.8., on “ Animal Eleotricity." 

p „ (To Artizans) :—Prof. S. P. Thompson, F.R.8., “ Electricity 
in Industries.” 


THE AUTOMOBILE FOR ELECTRIC STREET TRACTION. 
By J. G. W. ALDRIDGE. 
(Section G, September 10th.) 


Tug title of this paper does not entirely represent the contents, 
because the system to be described is a combination of the automo- 
bile and overhead system. | 
At the mecting of this Section at Toronto, the author in his paper 
gave some particulars of the development of electric traction in 


England, and the certainty that the overhead system would develop, 


and to-day there is no town of importance in the country that has 

not either adopted, or has under consideration, electric tramways 

operated by the overhead wires, and probably had it not been for 
the prejudice against overhead wires, this system would not have 
been so long delayed in its general adoption. | 

There are still many towns and districts where the system has uot 
been installed, and the author hopes the system to be described in 
this paper will overcome the objections, which are twofold, viz. :— 

l. The overhead wires principally in large towns. 

2. The cost of electric traction in small towns and extended dis- 
tricts with comparatively small populations. 

1. In order to obviate the overhead wires which appear to be 
chiefly an zesthetic objection, either the conduit or the surface con- 
tact system is being adopted, but it is probable the authors of these 
systems will live to regret having spent so much money to attain 
results which other towns have obtained at so much less outlay both 
in first cost and maintenance. 

„2. The cost of electric traction is, from a commercial point of 
view, inadmissible in many towns and districts, owing to the cer- 
tainty that the traffic would not repay even a reasonable pereentago 
upon the outlay. 

The choice of routes in laying down any system of tramways is 
um gely decided upon by the density of the population in the locality 
vateki 5 „„ and, therefore, as this density lessens on the 
to the bea our towns, it is at the moment a perplexing problem as 

L T t method from a commercial point :— 

2. Ti exieusion of. existing tramways. 

3 Motor зып Omnibus routes maintained ; or, 

` саге adopted to replace these omnibuses. - 
1. THE Exrexsion or Tramways. 


The great difti 3 
manent way. culty iu extending the lines is the cost of the per- 


It may be taken that a single line will not cost less than 44, 500 
complete, and the overhead equipment £1,500, making a total of 
£6,000, and it is probable this is a moderate estimate, because with 
the increased weight of cars for electric traction, as compared to 
horse cars, there is a tendency to lay down much heavier permanent 
way. Considering this from a ratepayer's point of view for a single 
track— 

The interest upon £4,500 at 34 per cent 

Maintenance at 4d. per car mile, assuming 
a five minutes’ service each way for 16 
hours per day... 


£157 10 0 


271 2 4 
£498 12 4 


—À 


Total 


excluding repayment of capilal. 

I have had some difficulty in arriving at a correct figure for main- 
tenance, as this cost varies from £35 to £530 per mile of track. 
For instance, the maintenance per mile in several English towns, 
and also Boston, U.S.A., costs over £500 per annum, while in Ham- 
burg it is as low as £130. 


Fra. 1. 


fe This is a small matter in a densely populated district, where the 
traffic is considerable; but in the towns and districts uuder con- 
sideration, it is sufficient to appreciably reduce the profit, or more 
probably turn this into a loss. mE 


2. THE Existing OMNIBUS RourES MAINTAINED. 


The experience of rapid aud smooth transit in the electric tram- 
car has sealed the fate of the omuibus of the usual type, and already 
the "bus companies recognise this, and great improvements are 
being made. 

A well-kuown traveller has described the riding on a camel’s 

- back to being seated on a high office stool, placed on a wagon cross- 
ing a ploughed field, and the author thinks that à ride on the top 
of some of our 'buses is about as comfortable. 


Fic. 2. 


Under existing conditions there has been no other means of con- 
veyance which is satisfactory from the commercial side for small 
traffic. | 

The cost of an omnibus of the best type is about £175, and this 
'bus requires eight horses, averaging £35 each, making a total capital 
outlay of, say, £450 for each omnibus complete. » | 

The working costs in a large provincial compauy, which include 
wages, food, and stabling, and all repairs, are no less than 8d. per 
"bus-mile, excluding capital charges. 


. 8. AUTOMOBILES TO REPLACE OMNIBUSES, 
This is a step in the right direction, but the great cost of -the cara 
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and the working and upkeep are at the present time very unsatis- 
factory where a number of passengers have to be carried. 

Several towns are experimenting with cars of various types, aud 
in many cases have abandoned them. 

If electricity is adopted thefcars must be separately charged, and 
the weight of the accumulator istoften equal to the carland its load. 


— 


| 
p 

» - - ч 
лут 
4 


77 
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Fig. 3. 


A new automobile has recently been described in the public 
papers, in which the weight of the battery aud motor does not much 
exceed half the total weight of car and load. 

. Improvements in the relative weight of battery and car will 
undoubtedly take place, but so long as the car carries its own motive 
power there must of necessity be the additional weight which might 
otherwise be a paying load. Moreover, where accumulators are the 
motive power, aud also oil and other engines, the maintenance is an 
item that cannot be ignored, and the efficiency losses in the aceumu— 
lators are well known to be considerable. 

The author is aware, from personal knowledge, of several towns 
Which are undecided as to the best course to adopt, and is confident 
that the following system is a complete solution of the difficulty, 
the principal features of which are as follows :—- 

l. No permanent way is required. 

2. Overhead equipment is reduced to à minimum. 

3. The motor cars have only the weight of motor and gearing. 

4. The system is worked from the same generating station and 
maius as the tramway system. 

5. The first eost is therefore enormously reduced. 


6. The cars or ‘buses may run through any streets which allow 


vehicular traftic. 

With the assistance of sume views taken from actual photographs 
of the system, and cinemutograph pictures thrown upon the screen, 
the author hopes to clearly demonstrate that this system is a solu- 
tion of the present difficulty. 


The system is that of an automobile ur motor car, having a motor 
^nly geared to the wheels ef the car in the usual way. 

Instead of accumulators being carried by the autumobile in the 
ordiuary way, the power is taken from overhead wires, aud the 
system adopted enables these overhead wires to be so fixed that 
they appear to be only telephone or telegraph wires by the road- 


side, and, therefore, entirely unobjectionable from an esthetic point. 
of view. 


The idea of taking the power from overhead wires for motor 
curriages of various descriptions is not new. 

When the motor car, as it practically is to-day, came before the 
public, some of the papers gave a prophetic series of pictures show- 
ing all sorts and conditions of cars, and even houses upon wheels, 
going in various directions and destinations, but it has remained 
for the inventor, Mons. Lombard Gerin, of Paris, to introduce and 
put to a practical test his idea upon a commercial basis. 

1. The first photograph shows a road in the Forest of Vinceuncs, 
near Paris, with the overhead wires, and it will be seen that the 
road has the appearance of nothing more than a telephone or telc- 
graph line by the side of the road. 


FIG. 5» К 


The author showed several views from which we have made a 
selection. The overhead equipment is only a pole of comparatively 
slight scantling, with both positive and negative wires, supported 
on a very short bracket. 

It is obvious that this arrangement. is less than the ordinary 
overhead system, both in first cost and maintenance. 

In place of the fixed trolley pole, which necessitates the car 
maintaining an approximate parallel position to the overhead wires, 
and, moreover, often requires the long bracket arms which are so 


Fic. 6. 


unsiglitly, in this system the conucction is made by a flexible cable, 
which enables the motor car or "bus to traveli: any part of the road, 
aud to turn. complete eircles without in any way entangling the 
connection with the overhead wires. 

One of the views shows the trolley which travels aloug slightly 
iu advance of the car. 

This trolley is about 40 lbs. weight, made of aluminium, and runs 
upon the two wires driven by its own motor. One of the pictures 
shows the trolley enlarged, so as to make clear the arrangement, 
which is as follows :— 

l. A three-phase motor on spring suspension, the revolving part 
or rotor of which is external. | 

2. Two trolley wheels, acting as rolling contacts on the positive 
and negative conductors. 

3. Two fibre wheels, meunted ou the spindles of the trolley 
wheels, which are frictionally driven by the above-mentioned 
rotor. 

4. A framework carried on bearings on the trolley wheel spindles. 
To this is attached the flexible cable leading to the vchicle. 

The action is as follows: 

Continuous current is conveyed vid the trolley contact wheels, the 
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framework and the main conductors of the flexible cable to the con- 
troller and motor of the vehicle, which is propelled in the usual 
way. The motor armature, however, has at the end, remote from 
the commutator, three collecting rings, which, being connected to 
suitable points in the winding, give out three-phase alternating cur- 
mut; this is led back to the little three-phase trolley motor by 
three small conductors in the flexible cable, and so causes the latter 
to move along the wires at approximately the same rate as the 
vehiele on the road. An electro-magnetic brake is also fitted on 

the trolley motor, capable of being actuated at will by means of a 

sixth smal] wire in the flexible cable. 

The pressure on the Vincennes route is 500 volts, supplied by the 
authorities, and no trouble is experienced with the insulation, either 
in the orerhead equipnient or &he automobile. 

The poles shown are wood, and therefore much larger in diameter 
than iron poles. 

The dexible cable from car to line is always kept in tension by 
an automatic arrangement, irrespective of the relative positions of 
ear and line. 

The car is in the form of an omnibus, with a rear platform, 
о соттоп in French vehicles of this class, and this omnibus 
is fitted up in a first-class manner, with solid rubber tyres to the 
wheels, 

The weight of this car, empty, is 3 tons, and when loaded 5 tons. 
The ear is propelled by a motor, capable of exerting à maximum of 
15 nap. at 500 volts, and the speeds are varied in the usual 
manner by a controller, which is a modified type of the tramway 
controller, 

This omnibus is fitted up in a luxurious manner, and with 
motor equipment complete costs £640, but for ordinary use one 
with less expensive fittings is used. 

Aride in this vehicle is as comfortable as in a private carriage, 
and certainly preferable to the ordinary tramcar. 

The comparison between this system and the electric tramway 
rsolves itself into :— 

1 The cost of permanent way, both capital and maintenance. 

„ The extra cost of current for operating automobiles on common 
rads en the system described. 

The question of traction on rails v. common roads is oue of 
resistance, and this varies so enormously under different conditions, 
that it is difficult to make a fair comparison. 

The papers by Prof. Hele-Shaw and Mr. Brown, and the fact that 
the members have decided to form a committee to deal with this 
question, are indications of the traffic which is likely to take place 
ou our common roads in the near future. 

The views shown will, I hope, give you a clear idea of this system 
и electric traction, and in what manner it differs from the ordinary 
overhead systems. í 

The author next showed some views by the aid of the cinemato- 
graph. 

The first showed а car coming along the road and steering 
sear of all other traffic in the same way as an independently 
driven car. 

I have explained that where only a moderate service is re- 
quired, it is not necessary to erect wires both sides of the road- 
way, aud to allow two cars to pass, the plugs or connections have to 
œ exchanged, and the next view (which is reproduced) will show 
this operation, 

You will see the two drivers meet, and there is no difficulty in 
making this exchange, which is always effected at a stopping place, 
so that no time is lost in this operation. 

If the serviee warrants the expense, overhead wires can be erected 
œ both sides of the street, and with this extra overhead work it is 
fot so unsightly as the ordinary overhead equipment, as the fore- 
roing views have already shown. The exchange of connections is 
‘пеп, Of course, unnecessary. Experiments have been successfully 
made with a new trolley, which will enable one set of ovcrhead 
wires on one side of the road to operate cars in both directions, aud 
this will save the cost of a double route. 

This system is not yet, however, in practical use, aud iu busy 
thoroughfares it may be preferable to erect wires on each side, in 
order to better regulate the traffic. 

This system opens up a wide field in every direction. 

Where the ordinary overhead wires or the track in the roadway is 
objectionable, or the roadway is too narrow for a double line, this 
automobile trolley system ean be used. 

The numerous omnibus services that ply between railway stations 
snd neighbouring towns can be efficiently replaced by such a system, 
and by building suitable cars, such a service, frum its low initial 
ci, will prove more profitable than many in ended “light rail- 
Ways, И 

Por briuging produce, especially fruit, from Kent апд other 
»^"ghbouring counties to London, this system would be sufficiently 
elastic to meet such requirements, stopping where required to take 
пр the goods. 

This system is to be put down almost immediately in a town 
where omnibuses are now running, and I hope I may have the 
opportunity to lay the results before this Section in Glasgow. 


DISCUSSION. 


Major-General WEBBER: The points that occurred to me were 
especially with reference to the overhead part of the system at the 
poles and conductors, how far the inventor of this system would 
overcome the well-known difficulties as regards the interference with 
other electrical conductors following the same roads. Had he made 
апу arrangement for that? Wonld the author state the distance, 
the length of the spans, the size of the wires, and the manner of insu- 


lating them, and how it was proposed to keep the conductors as 
nearly as possible within the same position horizontally ? 

Mr. Brown asked whether Mr. Aldridge could give any particulars 
of the initial cost per mile, and if the system would be suitable for 
а tourist route on which there would be five or six ‘buses each way 
over 20 miles in the summer aud in the winter? What would be the 
initial cost for setting the whole apparatus? Tourist tinſhie was 
being developed a good deal in Ireland, and he was frequently asked 
about such matters. 

Mr. SHOOLBRED said that the question of the mechanism ot the 
travelling motor was of considerable importance. There were a 
great many other points of considerable importance, and it seemed 
at first sight undesirable to have a motor with sucha thing asa 
transformation from three to two-phase system taking place there. 
Could it not be done in a less cumbrous way? The operations 
should be simplified hy making them as few as possible. The 
question of the value of the application of this system was one of 
immense importance. The simple fact of dispensing with per- 
manent wav made the system interesting and ingenious, There 
appeared to be certain points with regard to the travelling carriage 
(which weighed 40 lbs., being obliged to travel che whole length of 
the line, which formed considerable objection and which ought to 
be considered. | 

Mr. бүрхеү F. WALKER said that they had to thank their friends 
in France for another advance in the traction of electromobiles. 
This apparatus was an amplitication of a system running, he 
believed, on the Belgian canals at Charleroi. It appeared to him 
that it was the logical outcome of the development of trac- 
tion to agricultural districts, but there were a great many 
difficulties in the way. In the first instance, as long as 
the horse remained on the road they kept the roads in a state of 
unevenness, because of his continual pounding. He made holes 
which increased the tractional resistance very much, and increased 
the vibration, and would particularly increase all the ditticulties 
that lay in the way of such a system as this. As Mr. Shoolbred 
indicated, the flexible cable wauted very careful attention. He 
gathered that it had received it, and that there was not a great deal 
of strain upon it, but you could not get over the fact that they had 
six wires there; that they would have at certain times, at any rate, 
large differences of electric pressure. between them; they might 
have large variations of differences of pressure giving rise to induc- 
tion, and they had all the materials there for the deterioration of 
their insulation and sparking across, which was one of the greatest 
troubles electrical men had to deal with. He gathered that 15 H.P. 
was the maximum that the motor was capable of exerting. That 
was too small, he ventured to suggest. One of the greatest 
mistakes made in the introduction of electric motors for 
almost every new thing was that the power was almost 
always put too small. Under the eircumstances, he should be 
inclined to put 50 H.P. They had all the trouble of carrying 
the weight of a 50-H. p. motor, and it introduced considerable 
financial and other difficulties in the way of the introduction of a 
new thing. The temptation was to eut. the thing as low as they 
could, because cost was so much looked at; but if they put a 50-H. p. 
motor on that apparatus, they could be sure that it was always 
getting all the current it wanted; they need not be afraid of nn- 
evenness of road or other tractional difficulties. Although they had 
a 50-H.P. motor there, if they only wanted 5 f. p., the extra cost of 
running that 6 H.P. would be very small in comparison with the eost 
of possible breakdowns. 

Mr. ALEX. SIEMENS said that the author spoke as though the 
system was somewhat novel, but in 1879 Siemens & Halske ran the 
first electric tramway at an exhibition. They also ran a bus between 
Charlottenburg and Spandau on those very lines. They took cur- 
rent with the trolley system, wh'ch they had employed largely since 
in mines and large works with perfect sneecess. He could under- 
stand Mr. Shoolbred objecting to the 40-lb. weight being carried 
overhead. He shared his objection, and thought that if a thick 
patch of india-rubber might be put on the motor it would lessen the 
blow when it fell! 

Mr. ALDRIDGF, replying, said that Major Webber asked questions 
as to the overhead equipment. He would like to point ont that 
that line had been put up to some extent in a temporary manner tu 
show what could be done in that way, and as much as possible 
ordinary tramway material was used. The insulators were turned 
up the other way, but they were very similar to the ordinary tram- 
way insulators and connections which they saw every day. As to 
the question of the other neighbouring wires, so fm as he was con- 
cerned, he had had nothing to do with other wires, for thev had a 
clear roadway for two miles, and had no interference. Going 
through an ordinary thoroughfare they would have to take great 


precautions, because the 500 volts being across the two wires, as in 


the present system, they would have to take pains to prevent 
damage being done. In the outlying country districts there 
should be no difficulty in keeping clear of overhead tele- 
phone and telegraph lines, but in the crowded districts they 
would have to take extreme precautions. Mr. Shoolbred made some 
remarks about the little trolley. As he (Mr. Aldridge) explained, a 
trolley had been tried and found to answer which was much lightcr, 
aud the two trolleys had been so arranged that they passed each 
other. Undoubtedly as time went on that trolley would be 
improved. It was only the second or third made, and, therefore, 
there was every hope that they would have something lighter, aud 
aomethiug which would not require india-rubber springs to obviate 
the damage in the fall. There were two liues in France, and they 
had never had the slightest trouble with the falling of the wires in 
any way. If this paper had been read years ago on the ordinary 
tramway system, there might have been mauy more objectious made 
as to the possibility of the falling wires which did occur. Mr. 
Walker mentioned about the size of the motor, but 15 H.P. was 
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enough for the purpose. They could put one as big as they liked, 
but that was nothing to do with the system. "The cable had given 
no"trouble* whatever. Mr. Siemens’s remarks about a previous 
system of this sort he might expect, when he was counected with 
Germany and knew all that was going on. The German patent for 
thisisytem had been granted, and there was sufficient novelty in it, 
or it wouldznot have been granted in such a country as Germany. 
That was not a dragging trolley: it was a travelling connection, 
and nothing more. 


THE MANCHESTER AND LIVERPOOL EXPRESS 
RAILWAY. 


By біг W. Н. Preece, K.C.B., F. R. S. 
(Section G, September 10th.) 


A MONORAIL line has been projected by Mr. Behr between Man- 
chester and Liverpool to accommodate express passenger traffic 
alone between those two cities. It is to be worked by electric 
traction, and to attain very high speeds. The train is to consist of 
only one coach, weighing 45 tons, and seating 64 passengers. Start- 
ing at every 10 minntes, and travelling at the mean rate of 110 
miles an hour, it will do the distance of 341 miles in 20 minutes. 
The fares will be slightly lower than those charged at present. 

There will be no intermediate stations, no points, nor crossings. 
There will thus be no necessity for signals to protect the line during 
other operations. Signals would be needed only to secure a perfect 
block system of working the line. The monorail railway was pro- 
jected by Lartigue in 1892. We have only one example of this 
system of railway in the United Kingdom, viz, between Listowel 
and Ballybunion, in County Kerry, Ireland. This line was designed 
and engineered by Mr. Behr. The Act was obtained in 1887, and 
the line was opened for traffic in February, 1888, and it has been 
running ever since. 

The line is 9} mileslong. It has one intermediate station, 
Liselton. There are 42 level and farm crossings. It is worked by 
steam. The train consists of a locomotive and four coaches. It 
cost £33,000 to build, or £3,060 per mile. When I inspected the 
line in the early part of this year there had never been a Board of 
Trade inquiry into any accident. The maintenance of the structure 
had been effective. No rail had ever been turned. The mechanical 
structure had exhibited no defects, but several breakdowns had 
occurred in the locomotive and rolling stock. There are three loco- 
motives, eleven passenger coaches, and two brake vans. They had, 
however, continued to work the line uninterruptedly for 12 years, 
and there had been no renewals or new stock. 

Its main principle is the suspension of the coaches on a single 
elevated rail so that their centres of gravity are below the rail. 
Each coach sits the rail like a saddle. The rail is fixed on trestles 
which are tied and braced together, the tie bars being light rails 
against which guide wheels roll. 

The Manchester and Liverpool Express is intended to be more 
massively and rigidly built. Derailment on such a structure 
is impossible, and curves of comparatively small radius can Бе 
passed with safety at high speeds. Vibrations and noise will be 
reduced, and travelling will be conducted with greater comfort than 
at present. 

It is proposed to fix the generating station midway at Warrington, 
and to transmit the electric energy at high pressure (10,000 volts) to 
each terminal station. There would be sub-stations along the line 
at distances apart of four miles where the 10,000 volts would be 
brought down to 1,000, at which pressure it would be picked up by 
the motors on the coach. 

The speed which a train can acquire on а railway depends on the 
power that can be continuously applied at the tread of the driving 
wheel. Electricity enables the engineer to apply instantaneously 
to light loads a power which steam cannot supply. Hence speeds 
are possible with electricity which are unattainable with steam. A 
coach weighing 45 tons can easily and quickly attain 110 miles an 
hour. 1,600 H.P. will accelerate the coach so as to attain this speed 
in 110 seconds, and 500 н.р. will maintain this speed on the level. 
Electricity has two advantages over steam. It enables us to obtain 
an acceleration of 14 feet per second, which is virtually the limit 
that can be obtained without causiug discomfort to the passengers, 
and secondly, it applies a continuous and constant torque, instead 
of the variable one due to the reciprocating action of the ordinary 
steam locomotive. Hence it not only enables us to maintain high 
speeds on long through lines like the proposed Manchester and 
Liverpool Express, but it enables us to attain high speeds with 
greater rapidity on short lines having frequent stoppages, like the 
Metropolitan Railways of London, and thus increase the capacity 
of the line for traffic. 

The chief causes of accident on ordinary railways, viz., collision, 
derailment, points, and the human error of the signalman, will be 
removed from the lines. Hence travelling will be much safer. 

As regards accidents on railways. They are generally due to 
collision. "There can be no collision where there is only one train. 
While the one train is running between Liverpool and Warrington, 
it is à mono-train railway. But, supposing the traffic increases, it 
is an easy thing to break up your section into blocks of a little over 
four miles, while maintaining absolute security, because the way of 
working is not to put up outside visible signalsto control the driver 
cf the train, but to cut off the current. When a train has gone it 
cuts off the section of four miles behind it, and makes the whole 
system dead, and the moment the second train comes within four 
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miles of the first, it stops, and there can be no collision. Ninety 
per cent. of the railway accidents are due to the faults of human 
beings, but in the Manchester Liverpool system the human element 
is at a minimum. | 

Mr. Behr has prepared a short paper on brakes and signala, which 
he will now read. | 


MANCHESTER AND LIVERPOOL RAILWAYS; BRAKES 
AND SIGNALS. 


By F. J. Вена. 
(Section G, September 10th.) 


THE question of brakes and signals are so intimately connected that 
the one cannot be treated separately from the other. 

The most perfect condition under which a railway could be 
worked, would be that in which both brakes and signals could be 


.dispensed with, therefore it follows that the fewer the occasions for 


using either, the better. 

Now as to brakes, there is a limitation of their application, which 
depends not so much on the mechanical appliances themselves as on 
the endurance of the human bodies in the trains. It was stated by 
an eminent railway official that with the Westinghouse brake, a 
train travelling at 60 miles an hour could be stopped, as an 
emergency brake, within 360 yards without inflicting too great a 
shock on the passengers. In the same way, а train travelling at 110 
miles an hour could be stopped within 500 yards, and probably in a 
shorter distance, as in the latter case electrical méans are at hand, 
such as the reversal of the motors, so as to turn them into dynamos. 
More rapid stoppage could only be made with great discomfort to 
the passengers. Now in the ordinary way of working our railways 
at present, there are many occasions in which it might be important 
to stop the train as rapidly as possible. For instance, if a train in 
front should be seen, or some shunting operations not yeb com- 
pleted, or many others too many to enumerate, but no brake, how- 
ever powerful, would be of the slightest use to-day to avoid a 
sudden obstacle, such as & stone placed on the rail, or a broken rail, 
forit is impossible for the driver to be aware of such obstacles 
until he is practically upon them. For these cases of great 
emergency, therefore, the stoppage at 300, or 200, or even 100 yards 
is quite useless. 

What I wish to show now is, that on the proposed high-speed 
electrical railways, though it is quite pe to brake the train 
within less than 500 yards, it never can be necessary to bring it to 
a standstill at even a much longer distance. 

On the proposed railway there are no level crossings, no switches, 
no shunting operations, and, in fact, nothing that will require the 
train to be brought to a standstill, except in the event that a pre- 
ceding train should break down. Besides this one case, the brakes 
can only be used for stopping as you approach the stations. A broken 
rail offers no danger in this case whatever, for the train would run 
over it without any danger or difficulty. This can easily be shown 
by carefully considering the relative position of the wheels in the 
carriages to the rails over which they travel. 

I now, therefore, have only to explain the manner in which it is 
arranged that the driver of each train shall be informed of the 
possible stoppage of the train in front of him. 

No second train will leave the station at Manchester or Liverpool 
until the first has reached Warrington, a distance of just 17 miles. 

We sub-divide the line for the purpose of signalling into eight 
sections of 4:3 miles each. As trains leave Manchester station a 
danger signal is put up automatically at that station, a second 
similar danger signal is put up in the same way at 4:3 miles off, the 
first remaining at danger. The train travels on until it reaches 
8:6 miles, when it puts up a third danger signal, and simultaneously 
the signal is lowered at Manchester or Liverpool station, so that the 
second train can leave when the time comes. 

Now, we will assume that the first train has met with an accident 
after passing point 8:6 miles, the second train would travel at a 
higher speed right on, but when it passes point 4'3 miles, the danger 
signal at that point not having been removed by the first train, as 
this never reached point 13 miles, the driver of the second train 
would be informed that the first train had met with an accident 
beyond 8:6 miles, and therefore that he had to slow down, but tbat 
for such lowering of his speed he had a clear run of over four miles. 
Therefore, there could be no difficulty in any case to stop even with- 
out using the brake at all, by simply cutting off the current. 

Whenever a train passes over a point where the danger signal is 
put up this is also produced, either electrically or mechanically, by 
avery simple and inexpensive contrivance in the cabin of the 
electrician, so that he should be perfectly able to see it witho 
difficulty even if there was a thick fog. * 

Under these conditions of travelling, it seems, therefore, super- 
fluous to have any emergency brakes, and though we shall be able 
to stop the trains within 500 yards, no case can be imagined in 
which it would be useful or necessary to resort to such a stoppage. 

A six minutes’ service of trains can be established without any 
alteration in the proposed arrangement, and if a three minutes’ 
service was required, the blocks would have to be reduced to two- 
mile sections, giving a clear run of two miles in case of 3 
breakdown. 


DISCUSSION. 


Mr. SHOOLBRED said that Sir W. Preece mentioned that the 
principal causes of the postponement or the throwing out of the 


Rill were due to the opposition of the Mersey Docks Board and the 
Salford Corporation. Might he ask, as an outsider, whether the 
committee did not appear to be hardly satisfied on the question of 
the speed, and the efficiency of the brakes at that speed? It was 
apparently on that point that they wished for further information 
tu be provided, so that the committee that eventually dealt with 
the Bill could be quite assured that the public would be travelling in 
Aiety. One of the points said to be raised before the committee, 
was the question not merely of speed and brakes, but also as a 
«condary question, that of the air friction, which it was said that the 
tmin might expect to encounter. A short time afterwards he 
happened to note the result of some experiments lately carried out 
in the States, where they attempted to find out the result of the air 
which found its wry eddying in the space left between the carriages 
themselves.) They had considered the question of the conical form 
of the engine, whether it shall be like the ram of a vessel. 
He thonght there was a considerable reduction (about 40 
per cent.) of the air friction by simply boarding up those 
aces or interstices between the carriages. Perhaps Sir 
William could give them some more correct results as to experi- 
ments siuce carried out, as that point was of considerable import- 
ance in connection with the travelling of the train. The Brussels 
Ruilway seemed to be the only one working, and it was calculated 
from that what might take place at 100 to 110 miles an hour. Com- 
mittees were cautious about accepting theories, and they preferred 
xvepting facts instead. Mr. Behr mentioned that the rolling stock 
weight was 50 tons with its motors, and its carriage length about 
35 feet. Compare that with the weight of the present passenger 
rarrisge, long Pullman saloons, two and three bogey, whose average 
was somewhere about 20 tons. Were they to pay that heavy price 
of doubling the weight of the train? If they were to incrcase the 
weight to 50 tons, how many of the carriages 

Sir W. H. Preece asked if the speaker had realised that the 
weight of the train, which consisted of one coach containing motors 

ші passengers and everything complete, was only 45 tons. There 
wat nothing else to be added to it. 

Mr. SHOOLBRED asked how many of those 45-ton units would be 
required to counterbalance the first class train at the present 
moment? What was the gross weight per passenger carried ? 

Mr. BeHR: Sixty-four passengers; 12 cwt. per passenger. On 
the South-Eastern Railway corridor trains the weight per passenger 
was 1] tons. 

Mr. SHOOLBRED asked whether the drawing of the motor shown 
9» the sereen was the one intended to be used on the Liverpool 
line. At the very speed at which it was proposed to travel, was it 
not likely that there would be considerable friction and abrasion in 
tne inside teeth ? : 

Mr. S. F. WALKER said that this system was one of the instances of 
the superiority of electrical distribution over ordinary locomotion. 
The real question was not the weight per passenger, but the carrying 
сзрасіќу per passenger. He referred to the progress now being 
made by the polyphase system in this country. Prof. Carus- Wilson 
pointed out recently that the polyphase motor had many advan- 
tages over the ordinary continuous current motor, particularly that 
of having no commutator to bother with. On the Liverpool line it was 
proposed to use 1,000 volts. A little while ago they would have 
considered that а serious matter. We had become accustomed to 
9^ volts in the streets and nothing particular had happened, but 
1,000 volts was a little bit high. He proceeded to refer to a dispute 
between one of the directors of the electrical railways in Switzer- 
uud and the French Government, and the experiments performed 
ty Weber with alternating currents applied to his own person. 

Mr. F. B. Венк, in replying, said, with regard to the Parlia- 
meitary proceedings, there was an observation made on the brake, 
"at it was stated that it had not been sufficiently explained to them 
stether the brake power was sufficient. The paper he had read 
vas really read with the intention of explaining to the future com- 
хее that point which they missed last time. Ostensibly they 
aid that they refused to pass the Bill, because they said that they 
might have avoided taking a piece of the Dock Board’s estate in 
Liverpool, and that they might have satisfied the Salford Corpora- 
чой by going in a tunnel instead of a viaduct. There was no ques- 
поп before the Committee about the friction of air, therefore 
‘tat matter did not come up. The Board of Trade were the proper 
rhorities for safeguarding the public, and they would be very 
"arcíul not to allow those trains to be run until they were safety 
ше. The Committee did not go into the details of the safety of 
passengers. It was entirely a matter for the Board of Trade. The 
motor shown was not the one proposed to be employed, but it was 
~vnstracted for the Brussels experiments by Messrs. Parker. That 
motor acted successfully, and the chain acted during 18 months 
© satisfactorily, that they never had once to shorten the 
link, and the teeth were there for inspection. The chains 
ated contrary to the expectations of many people. At Brussels 
they ran up to a speed of 85 miles an hour. With regard to the 
volta, he forgot to say that the Brussels experiment was worked 
at 750 volts, therefore to do it at 1,000 volts was only one step 
in advance. Having run there at 750 volts without difficulty, he 


thought they might as well try to do 1,000 volts. He tried in the 


“sole design fo avoid as much as possible every cause of danger. 
One of the causes was, no doubt, coupling, and he thought that at 
"ch speeds it would not be safe to run coupled carriages. There- 
fre, to run the system cconomically by electricity they had to 
mn very frequent and light trains. The London & North- 
'ейетп Railway ran two express trains to Scotland per day, 
Keighing each 450 to 500 tons, iu the morning and the evening. 
He thought if, instead of that, they ran 20, and every 10 minutes 
"t half an hour, according to the public want, they probably would 
carry more passengers and accommodate the public much better. 
Tae economy was not only the time of travelling, but in waiting for 
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the train. In designing the Liverpool service, they designed it for a 
10 minutes’ service. With one carriage weighing 45 tons, aud carry- 
ing 64 passengers, they would carry about 7,500 passengers per 
day. The idea was ridiculed that there was to be such a number 
carried. The whole three existing railways together said that they 
only carried 1,500. Mr. Behr had them counted, and found 
that they carried 4,000, but they would not produce their 
books. They proved to the Committee that they really 
lost by their service! They proved that they carried the 
service at a dead loss of £200,000. Mr. Behr said that the traffic 
between any great towns could not be the criterion of what tlie 
traffic would be at increased speed. They could carry more by small 
trains at frequent intervals, whatever the other lines carried. The 
cost was such, that they produced before the House of Commons 
Committee a calculation that they could pay a dividend of 15 per 
cent. on the share capital without raising the prices, but charging 
slightly less than the existing railway companies with a traffic of 
4,000 passengers per day. As to the centre of gravity, in the 
design of the coach of the Liverpool railway, it was abont 15 inches 
below the top of the carrying rail, therefore it was a stable 
equilibrium. 

Sir W. H. PREECE, also replying, said that the dual capacity of 
the paper that day was due to the fact that originally he undertook 
to read it. Mr. Behr was expected to go to Russia, but as he had 
not gone, he (the speaker) thought it would be interesting to the 
section to bring him down personally. He had answered most of 
the questions, but one he had not, and that was regarding the 
question of danger. Mr. Walker had referred to some experiments 
recently undertaken by Prof. Weber, and he was inclined to think 
that there were a good many misprints in the report that they had 
seen in the press. He spoke of being paralysed with 50 volts. If 
he had said 500 volts there might have been something in if He 
(Sir William) had not been paralysed with 2,000 volts. He had 
been very uncomfortable, and did not want to undergo the ordeal 
again, but he was not paralysed. Different individuals were 
differently sensitive to the effects of voltage. It was not voltage 
that they had to fear so much; it was the flow of current through 
us. It was current that killed, and if their hands were in a dry 
state they might often handle 20,000 or 30,000 volts. Everyone of 
them could experiment with Róntgen rays and frequently get shocks 
from those coils. "They did not hurt them because their hands were 
ina dry state; the body offered a very large resistance and very 
little current went through; they could haudle large voltages with 
impunity. But if they wetted their hands and the resistance ran 
down from 1,000's to 100's or 10's, no doubt they would feel shocks. 
He did not think the most sensitive person would be paralysed with 
50 volts. There wasalmost a consensus of opinion all over the world 
that 500 volts was the proper voltage for tramways, because there is 
no record of a person being seriously damaged by 500 volts. 750 
volts would be used in some places. 


ON THE APPARENT EMISSION OF CATHODE RAYS 
FROM AN ELECTRODE AT ZERO POTENTIAL. 


By CHARLES E. S. PHILLIPS. 
(Section A, September 8th.) 


Ir has been noticed by many people who work with X ray or 
other vacuum bulbs that numerous bright green patches occasion- 
ally appear upon the inner surface of the glass walls of a bulb 
while a discharge is passing, especially during the process of 
exhaustion. 

These green flecks vary considerably from time to time both in 
shape as well as in position, and efforts have been made to 
connect their existence either with want of uniformity in the com- 
position of the glass or with irregularities in the surface of the negative 
electrode. | 

I have already, in another place,* given some account of an 
experiment made with the object of clearipg up this uncertainty, 
and now beg to supplement that work with the following observa- 
tions as to the cause of the phenomenon. The experiment just 
referred to consisted in usiug a pivoted disc of aluminium as the 
negative electrode in a bulb containing rarefied air, so that when 
green patches appeared a rotational movement of the disc (actuated 
by means of an external magnet) would show whether the patches 
of green moved in a corresponding manner or not. It was seen that 
they did so move. 

A distinct feature of the experiment, however, consisted in ascer- 
taining whether those flecks which persisted after the discharge had 
ceased were still sensitive to movements of the cathode. This also 
was found to be the case. The proof, therefore, that the green 
patches were associated with an emission from the cathode appeared 
complete. 

But it was further noticed that subsequent to the passage of a 
discharge, and even when either or both of the electrodes were con- 
nected to earth, still the green flecks were easily visible upon the 
glass walls of the bulb, and continued to move as before when the 
cathode was rotated. 

This was apparently a case in which cathode rays were emitted 
from an electrode at zero poteutial. 

I do not know that any explanation of this effect has so far been 
offered, and I therefore venture to bring forward the following sug- 
gestions, supported by further experiments. 

When a piece of metal is placed iu a rarcfied atmosphere, and 
made the negative pole for an electrical discharge passing across the 
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attenuated gas, innumerable small bright specks of light appear 
over the surface of the metal. It was found convenient in my par- 
ticular case to use an iron electrode for observations of this effect, 
because it had the advantage of being readily magnetisable from 
without. The addition of a similar iron electrode to act as the 
anode determined the shape of the magnetic field. With such an 
apparatus it could be seen that the bright spots appearcd principally 
upon the cathode while the discharge passed, and that the creation 
of a magnetic field between the electrodes made visible the indi- 
vidual luminous streams of gas emanating from those tiny points of 
light. The paths of these luminous streams, becoming bent by the 
action of the magnetic field, followed the direction of the lines of 
magnetice force, and exhibited a tendency to become spiral in 
accordance with well-known laws. In this way a fine layer of 
sodium upon the anode was caused to fluoresce through the action 
of the negatively electritied particles beating down upon it. One 
was able, in fact, by this means to cast shadows of objects placed in 
the paths of the bent streams, and at a pressure considerably higher 
than that necessary for the production of the well-known cathode 
shadow effects. In the above case, however, the method served to 
clearly establish the fact that the bright points of light upon the 
aurface of the cathode indicated the places from which the jets of 
gas originated. 

The number of these jets became less as the exhaustion was con- 
tinned, and individual streams were very clearly seen owing to the 
action of the magnetic field. When the discharge began to cause 
fluorescence in the glass of the bulb some green patches made their 
appearance, and, in some cases, when the cathode was magnetised a 
bright spot, which was previously judged to indicate the origin of a 
green patch upon the glass, would shift to a new position upon the 
electrode. In all such cases the corresponding patch also moved in 
a similar manner upon the glass. 

At sufficiently high exhaustions the bright spots upon the elec- 
trode disappeared entirely, although green flecks were still visible 
upon the glass. But a movement as before of the electrode, as well 
as its magnetisation gave results consistent with previous observa- 
tions. 

Under these conditions, when the discharge through the bulb 
was stopped, green flecks were still visible for about 10 seconds. 

A positively charged body was brought up to the outside of 
the bulb, and the patches brightened considerably. A negative 
charge similarly placed extinguished the flecks completely: This 
was also the case when the electrodes wereconnected to earth. 

Finally, vacuum bulbs, such as X ray lamps, &c., exhibiting green 
flecks while in operation, were generally found to deteriorate if 
laid aside for a month or two, owing to an increase in the pressure 
of the contained gas. We see, theretore, that, in the first place, the 
hright points of light upon the surface of the cathode are due to 
the emission of fine jets of gas; also that such jets, if negatively 
charged, may be made to cast shadows of objects suitably placed in 
their paths. It is at the same time clear that the green fiecks 
referred to above are due, during the passage of a discharge, to these 
same jets of gas impinging upon the inner side of the glass walls, 
and that, under the conditions existing immediately subsequent to 
the passage of the discharge, it is evident that streams of gas con- 
tinue to be emitted from the pores of the electrodes. In spite of the 
fact that with the electrodes connected to earth these streams consist 
of unelectrified particles, they assume that property of ionisation 
during their passage across the space within the bulb which appears 
to be essential to the production of local fluorescence in the glass 
upon which they impinge. 

This latter effect, while explaining the process by which a cathode 
emission may appear to originate at an electrode with no electrical 
charge upon it, is one to which I wish to draw especial attention, 
for there is reason to believe that the upper limit of speed for the 
individual particles constituting the jets cannot exceed the rate at 
which sound is propagated. 

It is therefore interesting to tind that, under such circumstances, 
fluorescence was produced in the glass upon which the streams 
impinged. 

As many of the observations referred to here were made during 
the course of an investigation into the diselectrifying action of mag- 
netism now being carried out by myself at the Davy-Faraday 
laboratory of the Royal Institution, I desire to express my indebted- 
ness to the managers of that Institution for the facilities which they 
have kindly placed at my disposal. 


WIRELESS TELEPHONY. 
By Sir WiLLIAM HENRY PREECE, K.C.B., F.R.S. 
(Section G, September 10th.) 


THE first experiments in this direction were made in the month of 
February, 1894, across Loch Ness in the Highlands. On that 
occasion triala were made to determine the laws governing the trans- 
mission of Morse signals by an electro-magnetic method of wireless 
telegraphy, which has formed the subject of frequent reports to this 
Section since 1884; two parallel wires well earthed were taken, one 
on each side of the lake, and arrangements were made by means of 
which the wires could be systematically shortened with a view of 
ascertaining the minimum length necessary to record satisfactory 
signals, It occurred to Mr. Gavey. who was experimenting, to com- 
pare telephonic with telegraphic signals, ùe., to ascertain whether 
articulate speech could be maintained under the same conditions as 
Morse signalling. The trials showed that it was possible*to ex- 
change speech across the Loch at an average distance of 1:3 mile 


- 


between the parallel wires when the length of tbe wires themselves 
was reduced to four miles on each side of the water. 

What led to this train of thought was the fact that. although the 
volume of telegraphic current was immensely greater than that of a 
telephonic current, whenever, through want of balance as a loop 
disturbance was evident, then telephonic cross-talk was also mani- 
fest. In other words, a weak telephonic current was appareutly as 
powerful a disturber as a strong telegraphic one. 


A, Telephone receiver (60% ). 

B, Deckert transmitter. 

c, 10 Obach dry celis (14 volts). 

D, Press button on 4 to move switch from n (receiving) to T (trans 
mítting). Transmitting current ‘5 ampere. 


DIAGRAM OF CONNECTIONS. 


The sensation created in 1897 by Mr. Marconi’ application of 
Hertzian waves distracted attention from the more practical aud 
older method. Mr. Evershed and Principal Oliver Lodge had 
in the meantime much advanced the system by introducing admir- 
able call systems. 


WIRELESS TELEPHONY АТ SE‘. 


In 1899 I conducted some careful experiments on the Memi 
Straits which determined the fact that the maximum effects with 
telephones are produced when the parallel wires аге terminated by 
earth plates in the sea itself. It became quite evident that the 
ordinary inductive effects are much enhanced. by conductive effects 
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SCALE ÑIN TO MILE 
WIRELESS TELEPHONY TO THE SKERRIFS. 


through the water, and that in consequence shorter wires ar 
practical. No special apparatus seems necessary. The ordinsiy 
telephonic transmitters and receivers were used without induction 
coils. : 

It became desirable to establish communication between the 
islands or rocks known as the Skerries and the mainland of Anglesey. 
and it was determined to do this by means of wireless telephony. 
The lighthouse at the Skerries was wanted to bein communication 
with the coastguard station at Cemlyn. A wire 750 yards in length 
was erected along the Skerries, and on the mainland one of 34 mile 
from a point opposite the Skerries to Cemlyn. Each line terminste- 
by an earth plate in the sea The average distance between the 
parallel portions of the two wires is 2:8 miles ‘elephont 
communication is readily maintained and the service is a good ouc. 

Further experiments with wireless telephony have recently been 
made by Mr. Gavey, between Rathliu Island, on the north const. (i 
Ireland, and the mainland. The east and west portions of th 
island of Rathlin are about 8 miles from the mainland, but a tongue 
of land projects southwards to within a distance of 4 miles. Com- 
munication was required between the lighthouse near the north 
eastern corner of the island and the mainland, and the question for 
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«lution wasywhether anzoverhead line runningithe whole length of 
the island from east to' west was necessary: to obtain good com- 
munication, or whether a shorter line across the neck of the southern 

шокта would serve. The preliminary experiments that have 
heen made prove conclusively that communication, both telegraphic 
and telephonic, has been readily maintained by menns of temporary 
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current had to do was to liberate the trigger as it were, and they 
could have апу amount of energy they might wish. Recently they 
had been using a Morse instrument giving regular dots and dashes, 
working with received currents whieh were not exactly too 
weak to be heard in the telephone but too weak to be employed for 
signalling purposes. If they had to be so employed it would mean 
telephone to each ear, a very attentive observer, 
and an absolutely silent room. They might be 
able to make out the long and short signals with 
that kind of received stimulus; it might Бе 
possible to work the Morse Justruments and get 
regular signals. That seemed to show that that 
process had a considerable future before it, especially 
from what Sir W. Preece now found, and what he 
was not altogether unprepared to believe, that 
they could. actually get the currents strong enough 
over very fair distances to be heard as speech 
There were difficulties about earth currents which 
were felt. the most when they tried to record, unless 
they took pains to eliminate them, as he (Dr. Lodge) 
did by tuning. The ear easily discriminated between 
what it was intended to hear and what it was not 
intended to hear. They could diseriminate articulate 
speech from earth currents and other disturbances, 
which were sometimes pretty bad. Sir William spoke 
as if the Hertzian wave method was superseded. 
That was a practical question on which he was able 
to judge. He should have thought that there was 
one case for which one method might be more suitable 
and another for another. He should think some 
modification of both might be sometimes convenient, 
There were places for a lighthouse where they could 
not get a good base line. He did not. know how far 
а ship would like to have those plates immersed 
in the sea, and the conductivity of the iron — of 
Which most ships аге built nowadays—also occurred 


Orumnakilt Point to him. Lightships which had not to go ought to be 


made of wood because it was warmer and more 
comfortable to live iu. If made of iron he should 


к A urlougn Bay 
1 | да! ГА have thought there would be trouble. If they dis- 
е е е R * А 
: : * peused with the earth conduction, and used conduction 


SCALE INCH TO MILE 


EXPERIMENTS AT RATHLIN ISLAND. 


"ou established across the neck of the peninsula along the shorter 
ine. Wireless telegraphy across the sea is now a practical and com- 
mercial svstem, 

: No experiments have yet been made with ships, but it would 
9 850 Simple to speak by telephone between ship and ship or 
“ween ship and shore to considerable distances, by means of a 
mut formed of copper wire passiug over the top-masts aud 


“munating at each end of the ship iu the sea, using simple 
telephones, 


DISCUSSION. 


se OM that they could corroborate Sir William on the ex- 
ч "oti petent : of the arrangements described. He, personally, was 
ur present th © кау anything about those practical matters, but he 
tulegraphy i man who was the pioneer in the new departure in 
ord four Urn Space. Others of them who were at the B.A. at 
Ve years ago were probably surprised at Prof. 

Черта le The tenn forward with.a complete system of wireless 
gute enough to lungs he had on the table and what he did were 


; convi T i 
ad only to he ао anyone that the system was practical and* 


. Orr : 
traks of sr Wie OE said he had been much interested in those 


Lung to say асаа Preece's, and had from time to time had some- 
upping, the sen them. He had always urged that the earth 
than the induct, oP duction, was really a more important factor 
rut im the same gs tween the wires, although the two helped and 
that the inducti direction. In some cases it might be possible 
durtion they could was the more powerful. At any rate, with in- 
letter developed get up stronger currents and could have tuning 
resonance develo and soon, and they could have the principle of 
With the two te ped better than with the conduction of the sea, 
**3 for the ‘minals in the earth for the sender and the two in the 
“Ad his house an т he had had communication between the College 
“а one could do Could signal from end to end. He believed in the 
бай 1 One reason why the telephone and high 

they did not spr * Were so efficient in this matter was because 
is the earth саз cn through three dimensions. The conductivity 
Me surface go that Cent to keep high frequency currents fairly to 
1 тоц they only spread in two dimensions, aud that 
Sd Pide Over enorm vantage, indeed, made it possible, he believed, 
a О The eal Cus terrestrial distances if ever it were wanted 
Pon the : . Which Sir William Preece spoke of depended 
: mieroph 118 Principle, using the received current to 
required t somethin” а magnified curreut to operate another 
n n9 that the end Which would give any amount of energy 

energy of the БУОР the final signal did not depend at all 

© received current. All that the received 


ction be 


dispensing with that ornamental arch, then they 
could do it, but he did not know what naval people 
would think about those earth plates. 

Mr. SvypNEY F. WALKER said that he was working 
in that field in 1892, and in 1893 Sir William Preeee 
and Mr. Gavey had communication with him on the 
experiments he had made. He took up the problem 
where Sir William had left off. His object was to 


` find a means of communication between ships, and he attacked 


the problem in the proper scientific way that invention is 
now carried out upon. He measured the smallest pressure 
that the ordinary telephone receiver would work with, and 
he found it was the thousandth of a volt. He proceeded 
to build the thing up. Eventually they succeeded in sending 
spoken words, by telephonic transmission, across the Taff, 
at Llandaff Bridge, about 100 yards wide. He dropped it 
there because he could see nothing in it. He communicated 
with Sir William, who sent him to Mr. Gavey, and by his 
instructions he provisionally protected the apparatus, and then 
he was told that it was better to run a cable across to any 
lighthouse where it was wanted. In the course of the work he 
cleared, he thought, a good bit of the ground. He pub- 
lished the whole description in the Electrical Engineer at the end of 
1892 or 1893. The law governing his experiments was that if vou 
have a source of current of intinitely low resistance, practically 
infinite capacity for turning out current, vou could. transmit to an 
infinite distance. If you could have a base line infinitely long vou 
are in the same position; if you can have plates intinitely 
large-—he *thought members would see what he was driving 
at. You got your source of current of low resistance, that was to 
sav, vou had a current which vou were turning out as large in 
quantity as you desired, or to put it the other way, you got. your 
base lines as long as you could ; you got your plates as large as you 
could, and you made up by the amount of current vou turned out ; 
but he thought there were some points against it. His view 
with regard to the matter agreed with Prof. Lodge's. There 
would be undoubtedly certain cases such as Sir William had at- 
tacked, which would be worked much better on. the purely condue- 
tive system, though they would have induction etfects as well on 
the plates. As to the question of ship to ship and ship to shore, he 
agreed with Prof. Lodge that that would be much better attacked 
by the inductive system. He would be glad to hear what Sir Wm. 
Preece had to say in reply. It appeared to him that the whole 
telephonic system through space either inductively through the sea 
or conductively through the ground or sea was subject to. one 
great objection, that anybody else who dropped in a pair of con- 
ductors with an apparatus attached to them could read your 
message. 

Mr. Јотісв WST, of Berlin, said that in using this system of com- 
munication between ships they did not say whether the positions of 
the two ships were right angular to each other. He had been 
carrying out near Berlin, with Mr. Rathenau, some experiments in 
wireless telegraphy on Sir William's old system. They tried to 
find out whether electro-magnetic induction or conductivity was 
the reason fur the transmission. They had one station on land 
and one out at sea; they had two small launches connected 
together and tried to make those experiments. They had one 
launch anchored and went round with the other and found that they 
did not get any communication at all when the two lines were at 
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right angles to each other. He did not think they would get any 
further results with wireless telephony in that case. 

After others had also spoken, Sir W. Н. PREECE replied. He 
said he felt a little ashamed of bringing before Section A, devoted 
so much to the deepest branches of science, a subject that was 
of a rather more popular character. The only excuse was that it 
was brimful of the very facts and ideas that formed the subject of 
Prof. Larmor's address to the Section. For instance, the question 
of the apparent. similarity of the quality of those disturbances 
arising from heavy telegraphic currents and those arising from 
currents of a very. high frequency. It was quite clear that it was 
the time element. the time constant, the rate at which the current 
ascends, rather. than the intensity of the current which gave 
the effect, and they all knew that that time constant was one 
that depended directly upon the amount of inductance in the 
circuit, and the amount of capacity. All his efforts had been to 
remove from the circuit entirely every element of self-induction. 
The coefficients of self-induction in the circuits that he had drawn 
upon the board were all, he might say, equal to nothing, they were 
so small that they might be eliminated. By reducing the third 
element, resistance, they had without self-induction, without 
capacity, and with the least possible resistance, their maximum 
effects, and they got effects from telephonic currents as intense 
apparently to the ear as from the telegraph, and greater than the 
effects produced by those great currents transmitted for power, which 
might go up to hundreds of amperes. Those currents produced no dis- 
turbanees on a telephone. In all your experiments remove what we 
know so well as 1, get rid of K, and have C R as small as you please, 
and you get all the conditions to speak across space. As regarded 
Prof. Lodge's remarks —he had been in almost intimate relationship 
aud consultation for several years past with Principal Lodge. All 
those experiments that he had conducted had been. done with 
Dr. Lodge's knowledge: he had been with him in Wales at the 
experiments at Menai Bridge. He referred to the question of re- 
sonance and tuning. He thought the elimination of those three points 
rather than resonance of any kind improved matters and rendered 
tuning unnecessary. There was nobody who had worked so hard 
in that field as Prof. Lodge, and all he Sir William: knew about 

Hertzian waves he was indebted to him for. There was no doubt 
whatever that there was a field for Hertzian waves. They would be 
used in the navies of the world, the Admiralty being quite alive to 
the matter. There were already 32 ships titted, and certainly every 
ship would be fitted with some system or other. Most of them 
would undoubtedly have a Hertzian wave apparatus, not exactly 


COOLING PLANT AT OLDHAM. 


Marconi's, because ity happened that in the Admiralty а very dis- 
tinguished naval officer, Captain Jackson, was experimenting for 
the Navy before Mr. Marconi came to this country, and all his 
reports were confidential. They were not reported and he had 
not obtained the eredit, because publication alone allotted due 
credit to a man for his discoveries. Capt. Jackson had worked 


very hard and was placed by the Admiralty in charge of that 
department. Questions had been asked with reference to thunder- 
storms. On this point he-said that you never could use a tele- 
phone in a thunderstorm if your circuit wns defective, or if you used 
the earth with one wire without knowing there is a thunderstorm some- 
where near. In the first telephones he remembered well, when they 
opened the circuit from London to Paris, they had a grand display 
at the Post Office. Postmaster-General Raikes gave an “at home" in 
his room and every now and then they were startled by something 
like the crack of a pistol. It was a thunderstorm in France repro- 
duced in the telephone in the London Post Office. That would 
always happen in a telephone system if the circuit was not com- 
plete, unless it was made of a metallic circuit and those two wires 
were twisted round each other. If they had two wires and got rid 
of the carth they might laugh at lightning. In experimentiur 
between Dover and Boulogne with Marconi’s apparatus a very 
severe thunderstorm came on; Mr. Gavey, who sinoe 1882 
had carried out all experiments (there was scarcely a year 
without a report from him on their experiments), was at Dover 
and saw there was a thunderstorm near; he thought it was 
possible to communicate with Boulogne, and without a word to 
Marconi or anybody there commenced to signal to Boulogne 
and then reverted to the instrument and asked if they had read 
what was sent. The Frenchman could not read it because it was not 
language, but he could read the signals made in that surreptitious 
manner by Mr. Gavey, when the atmospheric effects made marks tu 
record themselves in Boulogue. It was quite possible with atmos- 


pheric electricity to signal across space if they had the atmospheric 
electricity at their own end. 


COOLING PLANT AT OLDHAM. 


We illustrate below a Klein's cooling plant recently erected at 
Oldham electricity station, to deal with the condensing water 
required fur about 1,800 н.р. from Willans engines. Previous to the 
erection of the cooler, these engines had been worked non- 
condensing owing to lack of water, the small pond in existence at 
the works not being of sufficient capacity to cool the amount of 
water required. The cooler is of the well-known Klein’s patent 
chimney type erected over a pond on steel girders, Tho framing 
is of the best pitch pine. 

The temperature of the water after leaving the 
cooler is 60° F., which is an exceptionally satis- 
factory result, and is obtained without any power 
being expended in driving fans. There is only a 
small amount of evaporation, as a large portion of 
the vapour is condensed before it escapes from the 
top of the chimney, which is of sufficient height to 
carry off the vapour so that.no nuisance is created 
in the neighbourhood. 

Since the Klein cooler has been erected and the 
condensing plant put in operation, it has been 

. found possible to dispense with one out of four 
boilers, equal to a net saving of 25 per cent. 


ELECTRIC SUPPLY MAINS. 


THE following is a copy of the Cable - Makers 
Circular referred to in our other columns this 
week :— ~~ 

The terms and conditions in contracts for electric 
mains and details of conductors have varied so 
much in different specifications, that, with a 
view to standardisation, the undermentioned cable 
makers have drawn up the following, which thev 
suggest as a basis for tenders. 

1. Conductors.—The sizes and combinations of 
conductors shown on the accompanying table to be 
adopted. 

2. Guarantee.—If a guarantee be requirsd for 
cables supplied and laid by the contractors, snch 
guarantce to be in the form of an undertaking tu 
make good any fault duc to defective material от 
workmanship, and to be free fora period not ex- 
ceeding 12 months after the cables are laid In 
case it should be desired that this guarantee le 
extended beyond 12 months, au anuual charge to 
be made. 

In cases where cables are supplied by the con-, 
tractor, but are not laid by him, the term of 
guarantee (if any)to date from the time of delivery 
of the cables. ` 

Should the contractor be required under the. 
guarantee to locate and repair any defect which 
may occur in the cables, a charge for such work а 
be made by the contractors іп all cases where there 
is nojprooftithat the defect was caused by bad material or work# 
manship. 

A contract for maintenance when required to be considered a- 
separate matter from the guarantee and to be charged for accu 
ingly. 


З. Quantities.—In the case of a yearly supply of cable, the approx | 
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wate quantities are to be stated, and the contractor shall not be 
called upon to deliver more than 25 per cent. in exéess of these 
quantities, or less than 25 per ceut. below them without special 
arrangements as to price being made. 


1 Disputes—The engineer's decision shall not be considered as 


dual, but there shall be an arbitration clause. 

5, Duplicates of Specifications.—Specitications shall be supplied in 
duplicate to all firms tendering. 

б. Suspension of Works,—The purchaser shall pay to the con- 
tesetor all reasonable expenses arising from suspension of works by 
the engineer, unless such suspension be due to any fault on the part 
of the contractor. 

7 Рала. Ла contracts for the supply and laying of cables, 
wvment to be made on terms not less favourable to the contractor 
than 80 per cent. on monthly certificates, LO per cent. on completion 
or patting to work (the completion or putting to work not to be de- 


pendent on auy other contractor), the remaining 10 per cent. twelve 


months after completion. 

In the ease of cables supplied by the contractor, but not laid by 
vim, payment in full to be made within one month from date of 
cngineer's certificate of each delivery. 


S. Engineer's Certificates. The engineer shall certify for Payment, 


within 14 days of presentation of the account, and the purchaser 
shall make payment within one month from date of certificate. 

In the event of there being any dispute as to the account, or any 
clam in connection with the work, the engineer may deduct froin 
the account rendered such reasonable sum as may be necessary to 
cover the work in dispute; but the issuing of the certificate shall 
act be delayed in consequence. 

Failing payments as specified in clause 7, and this clause, the 
purchaser shall pay interest at the rate of not less than 5 per cent. 
per annum. 

i, Tets. —Current for tests on site shall be supplied free to the 
wätrators at the tension of the ordinary supply. 

0 Ezfras.—' The contractor shall not be called upon to supply 
without payment any materials or work not detailed in the 
specitiestion, 

П. Packages.—Where cables are supplied but not laid by the 
makers, the drums containing them shall be charged for, aud 
alowed for in full when returned, carriage paid, in good con- 
‘Shon within three months. If returned later, not more than two- 
thirds to be allowed. i 
The following cable makers have agreed to these terms and sizes 
oi conductors to take effect on and after October 1st, 1900 :—British 
Insnlated Wire Company, Limited; Callender's Cable and Con- 

“mon Company, Limited; Connolly Brothers, Limited; Henley's 
Telegraph Works, Limited; India-rubber, Gutta-percha and Tele- 
тар Works, Limited ; Johnson & Phillips; London Electrice Wire 
“ompany, Limited; Siemens Brothers & Company, Limited; Tele- 
арі Manufacturing Company, Limited; Weston Electric Com- 
puy; W, T. Glover & Co., Limited. 


St \ QT 126 4 p і 
7OXPARD Sizes OF CONDUCTORS вов ELECTRIC. SUPPLY Mais, 
To become operative on October 1st, 1900. 
ww рЫ узу ыыы; 
| Weight in lbs. per 


Nominal Resistance in standard 
size of No. ohms per 1,000 yards. 1,000 yards. 
cndnectors „апа — — | 
mis жор н Р | Maxi - em | са | Mini- 
таң, | эми. culated.’ ation: | for оа | culated. | allow. 
able. wires. | able. 
% 777095 490 499 504 580 568 
05 19/05 Ж Гг» Ags | 8 = 
1 3/058 | 488 | 498 503 591 580 
jas | 197082. 244 249 252 1.182 1,158 
4. 127955 194 | 198 200 1,488 | 1,458 
35 | 19/101 160 | 163 160 | 1,781 | 1,745 
2 30072 | 163 |166, 168 1,776 | 1,740 
35 | Аа. 125 128 129 ^ 2,303 | 2,257 
3 е 20997 | 102 103 , 2,900 | 2,842 
35 $/ 101 | 0827 0813 | '0802 3,494 | 3,424 
4 | Xo 0697 | 0711 0715 4,145 | 4,062 
4 | els 0606 0618 0621 4,772 | 4,077 
5 41,092. | 0605 | 0617 | 0623 | 4,781 4075 
5 51.101 0502 0512 +0517 | 5,762] 5,647 
$ “чү ПО 0423 0431 0433 0,836 | 6,699 
: ира 0405 413 0417 7134 6.901 
75 ee 0357 0364 0368 8.094 7,932 
: Ил 0386 | 0343 | 0346 3.597 8,125 
9 | 91110 0317 0323 0327 9,115 | 8,933 
1-0 917113 90283 0289 0290 10,200 9,996 
10 17/41 5 (0246 | 0251 0252 | 11,740 | 11,510 
% 0239 | 0244 . 0246 | 11,910 11,680 


— | 


In concentri 
OINEN Бы : Р 
curresponding 8 the outer conductors will have the resistance 


16 areas as given above. 
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ie Rathmines e Electricity Works,—In our account of 
| essre, Wille, Works last week we omitted to mention 
8, i 


sob-contract am С з E ER 
var e ors to Mes dates & Son, Ltd., of Dublin, as being 
Of the are lamps, Wien Veritys for the erection and coupliug up 


ts, fuses, posts, &c. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвои & Co., Electrical Patent 
Agents, 822, High Holborn, London, W.O., and at Liverpool, Manchester, 
and Birmingham, to whom al! inquiries should be addressed, 


15,605. Improvements in and relating to automatic frogs for the overhead 
equipment of electric tramways.” E. P. Grove. Dated September 3rd. 

15,637. “ Improved electro-mechanical device for motor cars and the like.” 
W. P. Тномьѕох. (E. Cantono, Italy.) Dated September 8rd. 


15,612. Improvements relating to electric incandescent lamps." L. J. P. 
HorLus and H. MiGNaL. Dated September 3rd. (Complete.) 


16,701. '*Improveinents in electrolytical apparatus.“ J. MarrHkEws and W. 
Davies. Dated September 4th. 


15,710. “Improvements relating to electric storage batteries.“ H. H. LAKE. 
(W. R. Bowker, United States.) Dated September 4th. (Complete.) 


15,718. “Improvements in or relating to overhead trolley wires or conductors 
for electric traction, overhead electric cables or the like." R.Hackixu. Dated 
September 4th. 


15,717. “Improvements relating to electric railways working on the closed 
conduit system.” L. Diox. Dated September 4th. (Complete.) 


15,718, *'hnprovements relating to the preparation of conducting material 
ohietly designed for the manufacture of brushes or dysamo-electric machines.“ 
H. H. Lake. (J. B. Fay, United States.) Dated September 4th. 

15,721. “Improvements relating to telephone systems." H. T. CEDERGREN 
and G. M. T. PII. TZ. Dated September 4th. (Completo.) 


15,725. Improved means and appliances connected with electric arc lamps.“ 
C. E. Kina, jun., E. R. SMITA, and J. J. RarnBON Ek. Dated September 4th. 

15.730. An improved material or composition suitable for use as an elec- 
trical cement and insulator.” E. TATHAM. Dated September 4th. 


15,016. “Improvements in are lamps.” G. C. FRICKER. Da ed September 4th. 


15,718. “Improvements in or relating to electric switches, fuses, and other 
apparatus in which destructive electric arcs are liable to be formed.” G. W. 
PARTRIDGE. Dated September 4th. 


15,752. Improvements in and relating to electrolicrs, pendants, and fittings 
or connections therefor." H. Hirst and G. H. Ibë. Dated September 4th. 

15,774. An improved electrical signalling apparatus for fire alarms and 
other purposes." W. CLAn. Dated September Sth. (Complete.) 

15,793. Improved electric travelling contact appliances for establishing 
telephonic and signal communication on railways between the signalman in the 


box and the driver of a locomotive.” H. GuLLivER and T. C. Fowrrg, Dated 
Beptember 5th. 


15,418. “Improvements in and relating to electrical signalling apparatus.” 
H. M. Hozier, C.B., and A. W. SHARMAN. Dated September 5th. 


15,864. “Improvements in and relating to street lamp fittings for incandes- 
cent electric lamps.“ W C. C. Hawrayxe. Dated September 6th. 

15,865. ‘Improvements in shades for electrical and other lamps." W. E. 
Lax GaDON. Dated September 6th. 


15,870. “Improvements in apparatus for producing electric waves." T. J. 
RicaLvonr, Dated September tith. (Complete.) 


15,872. “Improvements in arc lamps.” J. LeENpERyYou and T. S. M. WYATT. 
Dated September 6th. 


15,874. “Improvements in means or apparatus for controlling electrically 
driven lifts, hoists, cranes, pumps, or air compressors, and for analogous 
purposes," J.BuonNsTAD. Dated September 6th. | 

15,873. “Improvements in fuse boxes and fuseboards." 
G. C. PILLINGER. Dated September 6th. 

15,888. “Improvements in electric meters.’ J. C. FELL. (W. Stanley, 
United States.) Dated September 6th. (Complete.) 

15,890. Iinprovements in electric cable connectors.” S. Berton and M 
Bakr. Dated September "th. 

15,907. “Improvements in electric arc lamps.“ F. Воокек. Dated Sep- 
tember 7th. 

15,918. ‘Improvements in electrical phase transformation." THE BRITISH 
THoMsoN-Hovston Company, Linurep., (A. D. Lunt, United States.) Dated 
September 7th. (Complete.) 

15,919. “Improvements in electric rotary transforming apparatus." THE 
British THomson-Houston Company, LIMITED, (A. G. Davis, United States.) 
Dated September 7th. (Complete.) 

15,920. “Improvements in electric furnaces.” Tur Burris THomson: 
Hovtston СомгаАМҮ, Limitep, (C. P. Steinmetz, United States.) Dated Sep- 
tember th. (Complete.) 


15,921. Improvements in electric cut-outs.“ THE Biirisn THOMSON-HOUSTON 
Company, LIMITED. (W. Le R. Emmet, United Slates.) Dated September 7th. 
( Complete.) 

15,951. An automatic switch for groups of transformers with members of 
various capacity." A. SCHLATTER. Dated September 6th. (Complete.) 

15.957. ‘Improvements in induction bobbins.” C. CONTAL and P, GasNIER. 
Dated September 7th. 


15,965. * Improvements in or relating to electric barometers or barometric 
ино A. J. Восит. (Comte A. Miglioretti, Italy.) Dated September 
ith. 

16,000. Improvements in electric switches.“ VrRitys, Limirep, and W R: 
Rivines. Dated September Sth, 

16,012. “Improvements in the treatment of tar pitch residues from the dis: 
tillation or chemical purification of mineral oils and similar products for the 
purpose of extracting carbon suitable for electrical and other industrial 
purposes, including the manutacture of calcium carbide and for increasing ue 
value of the products," L. Gas T K. Dated September 8th, 


16,018. “Improvements in secondary batteries.” C. O. Bastian. Dated 
September 8th. 


A. VANDAM and 


ABSTRACTS OF PUBLISHED SPECIFICATIONS, N 


Oopies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 823, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). 


. "Improvements in illuminating conductors for Incandescent electric 
tampa 0. imray. (С. A. von Welsbach.) Dated June lth, 1898. Filaments, 
thin plates or other incandescence bodies conductive when cold, are made of & 
mixture of fine-divided osmium or other metal of the platinum group with & 
refractory oxide such as thoria or zirconia. They are mounted in bulbs con- 
taining a reducing or indifferent gas or exhausted. Three parts of osmium may 
be used to one of thoria for 100-volt lamps or equal quantities for higher 
pressures. The materials are wade plastio with & minimum quantity of a 
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strong solution of sugar. The oxide ma ‘be introduced as nitrate. The 
mixture is well kneaded and squirted to form; the filaments are dried and 
gradually heated electrically in the air until the binding matter is destroyed, 


snd afterwards to incandescence in a reducing atmosphere containing water- 
vapour. 8 claims. 


13,328. Improved means for ventilating enclosed, or partially enolosed, 
olectric motors.” W. Hartnell. Dated June 15th, 1898. For the purpose of 
успі lating enclosed or partly enclosed electric motors, the space within the 
motor is divided into two chambers, and an arrangement of fan blades is 
secured to the armature shaft. The ruction side of the fan is connected to one 
chamber and the delivery side to the other. Both chambers are usually in com- 
munication with the outside air. One arrangement in which tlie air is drawn 
through the chamber and delivered into the main chamber by a fan situated 
close to the armature. 6 claims. 


14,614. ‘Improvements relating to switohboards.” С. Н. Cox. Dated July Ist, 
1898. Switchboards for use in theaties, &c., are built up of metal boxes sup- 
ported and connected by metal tubes. The switches and cut-outs are fitted in 
the boxes and tbe conductors are led in through the tubes. The whole may be 
su; ported on a metal framework. 1 claim. 


14,714. ''improvements in vacuum dielectrics, olectrodes, aud apparatus for the 
production of ozone.” D. Martini. Dated July 4th, 1898. Ozonizers are formed 
of square or other polygonally shaped tubes, each having outer dielectric sides 
enclosing inner dielectric sides. Within the spaces thus formed, special eleo- 
trodes are placed, and a vacuum is then formed therein. Within the central 
open space, and also surrounding each tube are other special electrodes con- 
nected up to the same pole of the induction coil. Each tube is carried by lugs 
resiing upon open supports. A number of the tubes may be stacked together or 
used singly. The special electrodes are called “mat” electrodes, and are 
formed by short pieces of fine copper wire fixed in the meshes of a strip of 
copper gauze, so 88 to project at right angles thereto, on one side forming a 
single mat, or on both sides forming a double mat. The electrodes within the 
air space are called “ fox tail“ electrodes, and are formed of two or more 
lengths of copper wire, between the strands of which are laid length wise thin 
strips of fine copper guaze. The strands are then twisted together, and the 
loose longitudinal wires in the ganze withdrawn. The mat” electrodes may 
be made by securing a number of “fox-tail " electrodes side by side. The pro- 
jecting wiresof all the electrodes are slightly longer than the space they have 
to cecupy, so that they bend over and make good contact with the glass or other 
dielectric. The air is preferably drawn through the ozonizer by в fan, and the 
air is previourly filtered or strained. Oxygen or a mixture of air and gases may 
be used instead of air. 5 claims. 


15,300. “improvements in olectrically heated rolls for drying paper or fabrio, and 
for stmilar nee F. P. Snow. Dated July 12th, 1898. Consists of a 
cylindrical shell of iron or other material of low conductivity, and a shaft of 
copper or other good conductor of electricity. An annular core of magnetic 
material is wound with an insulated conductor, the ends of which nre connected 
to collectors mounted on insulated dises keyed to the bearing piece, ard con- 
nected with an alternating-current generator. The shell increases in thickness 
toward the middle to ensure its uniform heating by the secondary currents pro- 


duced therein. The whole apparatus is rotated on its terminal bearing-pieces. 
5 claims. 


16,801. “‘Improvements in electrio accumulators.” E. Lelmer. Dated July 
19th, 1898. Secondary batteries are constructed with electrodes arranged 
as follows: — Next the wall of the receptacle із a plain negative 
e'ectrode of the Planté type, to which the negative wire is connected 
when charging. in contact with this is an  ebonite comb or grid, 
followed by a “ discharging” negative electrode of compressed material, 
& C., to which the negative wire is connected when discharging. A thin comb 
like plate of an alloy of lead and antimony which will retist the acid presses 

ainst the discharging electrode, and next in order comes a рез forated ebonite 
plate which separates the negative half of the cells from the positive. Another 
comb-like metal plate, a discharging positive electrode, ebonite comb and 
Planté type positive electrode follow in succession, and in this way a cell with 
any desired number of plates is built up. 3 claims. 


16,120. ''Improvements in er in connection with prepayment apparatus suitable 
for use in conuection with electricity and other moters.” Н. T. Harrison. Dated 
July 23rd, 1898. <A pair of ratchet wheels loose on a shaft are driven in opposite 
dizections by the coin action and meter respectively and consequently crown 
wh: els, which are attached to the ratchet wheels and gear with an epicyclic 

inion on а radial arin, drive the shaft in opposite directions, so that a crank 
owers and raises a beain which makes and breaks contact or opens and closes 
а valve. The meter, whether electric or fluid, drives its ratchet wheel electro- 
magnetically, the electro-magnet either attracting a ratchet lever or rocking an 
escapement anchor in which latter case the shaft is urged by a clock spring. 
The circuit of the electro-magnet is completed with each revolution of a wheel 
bearing a pin which wipes a contact arm. This arm extends from the armature 
of an auxiliary electro-inagnet which draws the contact arm behird the pin so 
as а break the circuit quickly. Specification 25,886, 1897, is referred to. 
6 claims, 


16,267. ''Eleotrio communicator fer use as a means of communication betwesu 
passengers and guards or drivers of trains." G. Armstrong. Dated July 26th, 
898. The line wires of the peers communication apparatus, which 
includes a battery and bell in the guard’s van, “с, are connected between the 
carriages by the ordinary coupling to which they are connected by the screw 
terminals. An operating switch lever is provided in each compartment and an 
indicator on the level spindle shows outside the carriage the compartment in 
which the alarm originated. 2 claims. 


17,193. “improvements in the method and meaus of drying tho insulation of 
electrio cables, armatures, bobbins, and the like.” E. Passharg. Dated August 
9th, 1898. Insulated electric conductors are dried in an apparatus heated by 
layers of steam pipes, or by electric means. The conductors are placed on trays 
mounted on runners so as to be easily moved. The apparatus is exhausted by 
means of a pump, and the evaporated moisture is condensed. When almost dry, 
the extracted moisture is removed by opening a cock and after re-exhausting 
the last traces of moisture are collected in a graduated tube. 8 claims. 


17,378. ''Improvemeuts in and connected with electric haulage.” G. Cawley 


. and B. H. Thwalte. Dated August 12th, 1:98. Relates to improvements in the 


means of electric haulage on canals, &c., described in Specitication No. 1,087, 
A.D. 1894. The driving wheels of the hauling locomotive stard in different 
planes, and their distance is altered to regulate their adhesion on the rail. The 
posts are extended to carry light rails on which run light locomotive carriages 
for goods, &с , and conductors are placed ur der these rails. The switches on 
these vehicles may be automatically operated by stops on the structure. 2 
claims. 


, 17,628. “improvements in and relating to brushes and brush-holders for constant- 
current dynamo-olectric generators and motors.” A. Patterson, W. H. Davies, and 
H. White. Datcd August 15th, 1898. The brush holders consist of a frame pro- 
vided with a number of sockets for receiving the carbon or other brush points 
which bear on the commutator with a yielding and adjustable pressure. For 
this purpose each of the sockets is fitted with a piston and an adjustable block 
between which is fitted a spring. The adjustment of the block is effected by 
means of рау!» carried by a lug on the block and engaging with racks on the 
holder. Тһе two holders are carried by а rocking lever to which they are 
adjustably secured by flanged caps and clamping bolts. To prevent irregular 
wear of the commutator, the brush points on opposite sides thereof are arranged 
во as to alternate one with the other. 8 claims. E 


18,272. ''improvements in apparatus for the mossmrement of alternating 
currents.” G. К. B. Elphinstone and A. C. Heap. Dated August 25th, 1808. 
measuring or recording instrument such as that described in Specification 26,399, 
1807, is supplied with current from the secondary of a transformer, the primary 
of which carries the current to be measured. The transformer has closed 
magnetic circuits made up of E shaped iron plates, tbe central part being sur- 
rounded by the secondary coil, and the primary circuit which are insulated so 
that the instrument may be safely used on a high pressure main. One measuring 
instrument may be connected by a switch with the secondary of either à number 
of transformers, the primaries of which are in different circuits. The instru- 
ment described may be used as a walt-meter, the windings on the laminated 
field magnet being supplied from a transformer, the primary of which carries 


the main current, while the movable care is supplied from a second transformer, 
the primary of which is connected between the supply mains. Adjusting resist. 
ances are used in the secondary circuits. 4 claims. 


21,715. “Improvements in automatic means of breaking electric ош” J, 
Ferguson and J. White. Dated October 15th, 1898. Relates to an overload and 
underload cut-out. The contacts are carried on а spindle fitted with a lever 
baving a projecting quadrant passing through a slot in a block pivoted in a 
rocking frame operated by а cam on the spindle. The quadrant has a notch 
which engages with the upper end of the slot when the piece is in position. 
The armatures of the magnets are so arranged that, in the case of the current 
passing the limits, the rising of one armature or the falling of the other operates 
the piece either directly or through a pivoted lever releasing the quadrant and 
allowing the spring to rotate the spindle. In-a modified arrangement, one 
magnet only may be employed, the armature being suitably adjusted. 1 claim. 


21,718. ''improvements in electric "rta ins ” Baron W. Thomeesa 
Kelvin, of Large. Dated October 15th, 1898. Resistances for compensating 
changes in resistance of the copper coils of measuring instruments due to 
temperature variations, consists of incandescence lamps, having filaments of 
proper relative reristance, and such as not to become incandescent with thc 
current used, connected in series with the coils and placed near them. 1 claim. 


21,766. “improvements in systems ef train costro! for electric meter.” f. . 
Case. Dated October 15th, 1898. (Date claimed under Act, April 12th, 1898.) 
Relates to the master controller arrangements for the motor controllera on 
electrically-propelled trains. The latter are worked in both directions by pilot 
motors or equivalent means, which are supplied with current from the main 
supply in conjunction with batteries. The connections are too complicated for 
abridgment without reference to a diagram. 29 claims. 


21,758. ‘improvements connected with the control ef electrically-prepelied 
trains." W. P. „ Dated October 15th, 1898. (Date claimed under Ас, 
March 81st, 1898.) Relates to means for instantaneously interrupting the 
circuit on all the motor vehicles from a single point on the train, especially in 
those arrangements where the motor controllers are worked from a ma- ter con- 
troller. All the collectors are connected by & common wire to obviate tem. 
porary loss of current in any one of them, and provision is made for simulta 
neously throwing out the circuit breakers which are provided on each car and 
are of the automatic type operated by an overload or by an underload. The 
general arrangement of the connections and switches is shown in three forms 
in the specification. In one arrangement the motor controllers and eircuit 
breakers are connected to а common wire, and a wire connects all the collecton: 
so that the current supply is made or broken by any one of the switches. lna 
modifieation the circuit breakers are connected direct to the wire connecting 
the collector, and are tripped by additional coils in series in the wire wben the 
current is directed into it by & switch. In another modification both overload 
and underload coils are provided in each circuit breaker, and additional creuit 
breakers and tripping coils worked through a common wire and switch are used 
to break the circuit to the underload coils, so that the main circuit breakers are 
released. 14 claims. 


21,829. ''improvements in Incandescent electric lamps." J. E. de Магсау. 
Dated October 17th, 1898. Incandescent lamps are grouped around reflectors 
to which they are attached by hooks and connecting wires, joined in perallel 
or series or otherwise. The lamps and reflectors may of various forms. In 
that shown the reflector is spherical, carried by а cap, and enclosed by сштей 
tubular lamps. Lamps may be made similarly to enclose a cylindrical reflector. 
Ftraight tubular, or tapered lamps may be arranged in flutings in a reflector, 
which may not be entirely enclosed by them. Lamps curved to semi-circular 
form may be supported on a cylindrical reflector by parallel side wires. 2 claims. 


21,835. ''improvements in storage batteries.” W. J. Still. Dated October 
17th, 1898. The frame or grid consists of a back plate with fingers or projections 
formed on each side of it. :These projections are cut out in the flat, and arc 
then turned into position and twisted, so that their surfaces are horizontal to 
hold and support the active material between them. The combs rest on insa- 
lating rods, опе end of which is curved downwardly to form a leg, and at the 
other end the combs and rod are both held in a s'otted insulat;ng bar. The 
lugs are fastened together by a nut or bolt, and also by wing pieces from the lug 
of the largest plate, and this same plate has also a wing piece at its lower edge, 
which is turned up to hold the back plates of the plates in place. 7 claims. 


21,806. “А пом or im ed switchboard or frame for eleotro- 1 expert 
mounte.” А. Skrobawok. Dated October 18th, 1898. Switchboards fitted for ex- 
erimental or teacbing purposes. The apparatus consists of a frame. The 
rame is fitted with numerous posts for the connection of аррага ца for showing 
the working of the electric telegraph, telephone, motor, induction coil, bell or 
indicator, electric pendulum, arc lamp, &c. The frame is also fitted with bear- 


- ings for moving parts, and switches for making and breaking the circuits. The 


binding posts are connected or interconnécted to give the required currents. 
The rollers are for guiding, &c., the paper strip for the telegraph instrument. 
The apparatus employed is of a simple character, ¢.g., the motor comprises two 
pairs of electro-megnets, one pair being mounted on a spindle; the timepicce 
consists of a pivoted rod or pendulum fitted with ratchet mechanism for 
operating the hands and with contacts which make and break the circuit of an 
electro-magnet at each oscillation; the arc lamp consists of a pair of carbons, 
one being mounted on a spring-controlled cone of & solenoid. &claims. 


21,941. “Am improved electricity meter for 9 the amount ef cerrent 
oonsnmed en direct or on alternating ourrent cirosits.” F. J. Beaumont. Datel 
October 18th, 1898. Relates to quantity meters operated pneumatically, In op: 
form the direct or alternating current to be measured passes through a soleno:i 
the core of which opens an air valve proportionally. A bellows or a cylinder 
with a piston, discharges through the valve being acted on by levers and s 
sliding weight. In closing the levers move a switch so that this closes a shun: 
circuit containing a solenoid the core of which opens the bellows, air beinx 
admitted through an automatic valve. The switch is then opened again. Fact 
stroke of the bellows is communicated by ratchet gear to a counter. In another 
arrangement, the solenoid and valve control the outlet from an ordinary ca: 
meter, which is supplied with air by a centifugal fan driven at constant speed 
by an electric motor, connected between the supply mains. 2 claims. 


21,874. ''Improvements in the electro-deposition of metais.” 8. О. Cowper- 
Coles. Dated Ол. 19th, 1898. In electro-depositing metals, such as copper. 
the cathode or mandrel on which the deposit is made is rotated during deposi- 
tion at such a high rate of speed as will produce sufficient friction between the 
deposited metal and the electrolyte to give tough and smooth deposits witho:t 
the use of the burnishers hitherto used. The hydrogen bubbles are also thrown 
off, allowing a much higher current density to be used than formerly, the 
resistance being reduced. 1 claim. 


24,786. “improved method ef meking insulating oonduit tubes.” С. Boite. 
(G. Brandt.) Dated November 24th, 1898. Conduits or tubes are formed of cone 
or more strips of insulating material, or fibrous material saturated 1: 
insulating material and covered with а metal sheathing. The strips are draw). 
down together on a mandrel, the edges of the sheathing being joined by a сіа |. 
joint. The fibrous materials employed may be oil paper, parchment, oilcloth. 
vulcanised fibre, &c., and in some cases, when saturated with asphaltum, Cc. 
heat may be afterwards applied. 2 claims. 


24,812. “Improvements in electrica! meters.” R. E. В. Crompton. Dat 7 
November 24th, 1898. Relates to energy meters. A ventilating driven bs 
an electric motor is provided with a counter, which measures the energy usc ^ 
by the motor. The fan blades are connected by rods or otherwise secure: ~ 
that their inclination cannot be altered after the apparatus has been calibrat--i 
The provisional specification mentions the application of the invention “ 
centrifugal pumps or other apparatus. 2 claims. 


26,023. ‘‘Method ef heating electrically-propelled tramway cars and Othe: 
vehicles." 0. Brennecke and 1. Timar. Dated November 26th, 1898. Relate 
to a method of heating electrically-propelled tramway and other vehi. 
Large thermophores or hest-storers containing a heat-absorbing substanc: 
such as acetate of soda, which is caused to melt by the heat generated by s 
electric current passing through an embedded spiral resistance, are placed urn ic 
the sents of the car or in other suitable places. The current is} assed throu. 
the thermophores while the accumulators for working the motors are bes: 
charged. By this means the accumulators receive their ourrent exclusive: 
for the purpose of working the motors. 1 claim, : 


TEE 


HL. HCR. LC AT. REVIEW.. 


You. ХҮП. SEPTEMBER 28, 1900. No. 1,192. 
CONTEN TS: a 4 ec THE CONSTRUOTION OF LARGE 
Tue Construction of Large Dynamos is —€ .. 489 
Yotur Driven Lathes (ilustrated) | .. 491 DYNAMOS. 
ble Accessories of Electric Traction (concluded) .. 492 
The Largest Induction Motor in the World шана) —. 494 
Interior Wiring — .. к . . 494 
Steel: Its Properties and Tests. — 111. 496 Іт has been frequently stated that there is nothing very 
Power Generation: Comparative Cost by the Steam. Engine, | И | | 
Water Turbine, and Gas Engine s 496 difficult in the construction of large direct current generators, 
Ga Engine Fuels : E iss .. 499 , i . : 
Heavy Motor Vehicles for Road Service . 499 апа certainly with the experience which manufacturers have 
8 of the Tall Office Building. 5000 gained, one might naturally conclude that most of tlie 
Prof. Thompson's Lecture at Bradford ... s .. 601 i 1 i i | 
leser Т jon by Shafting v. Electricity 261 mechanical and electrical difficulties would have been by 
Pryzical Considerations Involved in the Generation of Power this time overcome. But in spite of these assumptions, one 
ty Blast Furnace Gas T as ves я . 503 d А : ; 
Вшлевз Notes 2 sese se. 504 С hears во many sinister rumours at times of the inefficiency of, 
The Paris Exhibition (illustrated) 507 i f 1 
The New Electricity | Morts of the Glasgow Corporation and the repairs necessary on, certain large machines, that one 
5 continued ; 

3 D 7 becomes at last convinced that there are certain troubles to 
Sti Accounts . see Жк eee fe ee 515 which such machines are especially prone. It must be 
pr {в : ... вів remembered that as far as British manufacturers are con- 
— a Electrical Companies ED NN чш Sis cerned, it is only within the last few years that there has 
Kartet Quotations .. 520 been a demand for machines having a greater capacity than 


аһ Association | for the Advancement of Science :— 
Recent Tramway Construction: With Special Reference 
v. the Demerbe System (illustrated) ) 521 
ч Design and Location of Electric Generating Stations 522 
Е T Landi an Improved Standard Resistance Coil Cun As 523 


ity of a Private Telephone. . 523 
a dente pile of a Trade Union 594 
егргіве in Argenti sss sig m ais 
Gant U Education = = dus es Ji n 525 
Ne Nate aia — XXX i 526 
| А ез vei SE i 
bitracta of Published Specifications ЕР "S us .. 527 
THE 


ШЇЇ, ELECTRICAL DIRECTORY 


1800 


Edition. 


B, 
ALABASTER, GATEHOUSE & CO., 
4, ludgate НШ, London, E.O. 


VJ сагаа 
TE ELECTRICAL REVIEW. 


ee a ad every FRIDAY, Price 4d. 
fo mS oma Ju Flein. al Paper. Established 1872. 
ЭХ ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY. 


OFF ЮЕ а c wc rcc ona 
, LUDGATE HILL, LONDON, E.O. 

F 
nc : 


* AGERKAY, LONDON." Code, A B C. 


RATES ON APPLICATION. 


Меер, ENT 
m the recognised medium of the Electrical Trades. 


M ther ION Ватро 
imp xc. gen ре Year, Zi Met Britain, Post Free per Year, 19s, 64, To 


Mia; ~N 
Tater den ie ma 2 ноћ: D Nosrmawp, 23, Murray Street. 
че de la Banque. Berlin: Aauxn & Co., 18, 


и, H. 
— res асы Office, London), to be made payable $e 


300 kw. In America, however, the necessity for large 
generators, both for lighting and tramway work, has 
existed for a long time, and this fact has enabled 
American manufacturers to get a little ahead in 
the matter of experience. This circumstance has 
given American firms an important advantage over their 
British competitors, not only on the markets of the world, 
but even in this country, and they have made the most of 
the opportunity. In the stress of business competition it 
may be perfectly legitimate to decry the goods of rival 
manufacturers, but it is not wise, and it is occasionally 
dangerous to do so. It not infrequently disgusts the buyer, 


and defeats the objects of the seller. 


There is no doubt that American and Continental plant 
has been very much boomed in this country; probably in- 
telligent and systematic advertising has been responsible for 
a good deal of this, but there has been a tendency among 
buyers to presume that home-made plant is not quite as good 
as that which comes from abroad. No one could begrudge 
the praise that has been awarded to foreign firms, but we 
do not think this ought to be done at the expense of English 
manufacturers, especially when we consider they are not much 
behind either Continental or American firms. It is for the good 
of everybody that the chief features of foreign design should be 
duly recognised, and if good it is only proper that they should 
be adopted ; but one is inclined to protest against the 
presumption that because a machine is foreign it is neces- 


sarily perfect. We do not say that everybody indulges in so 


foolish a conclusion, but we have certainly noticed that many 
leading authorities are inclined to overrate the qualities of 
foreign-made dynamos, and underrate home-made producta. 
Much time and eloquence has been spent of late in dilating 
upon the features of large dynamos, made by Continental 
firms, at the Paris Exhibition, but though there were some 
excellent examples of English machines, they are 
scarcely mentioned. We are quite aware that one might 
find little difficulty in pointing to machines that were 


у 
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unsatisfactory, but then, have either American or Continental 
machines which have been introduced into this country been 
wholly free from trouble? On the contrary, the perform- 
ance of some has been anything but satisfactory, yet, for some 
reason or other, attention has not been very closely directed 
to them. At the same time, one would not be justified in 
concluding that because there were some unsatisfactory 
examples of foreign-made machines, any gencral rule could 
be drawn. | 

The main point we want to insist on is that if British 
manufacturers get a fair chance they will turn out 
machinery that in every sense is equal, and may be superior, 
to foreign products, Probably they have been a little back- 
ward in meeting the requirements of the times, and certainly 
there are plenty of people who argue that the conservative 
methods of the average British contractor render him 
incapable of offering a successful resistance to foreign com- 
petition, The British manufacturer is neither as bad nor as 
good as he has been painted, but he needed a bit of shaking. 
Ав а nation our pride has passed through a severe ordeal 
in South Africa, but it is clear that it has done us the 
greatest good in the world. In some such way foreigu 
competition in electrical work has already convinced home 
manufacturers that they must put their house in order, and 
as soon as they have completed that operation we feel sure 
they will render a good account of themselves. 

In the construction of all large generators, whether for 
continuous or aiternating current, the chief difficulties are 
probably mechanical. In direct current machines with large 
commutators the electrical problems are somewhat intricate, 
and the design of the commutator necessitates a certain 
amount of care and foresight. We believe. we are 
correct in saying that the troubles that have arisen in large 
direct current machines have been mainly confined to the 
commutator; the collection has been occasionally troublesome, 


but, comparatively speaking, the difficulties have been of a 


minor character. Little need be said on the subject of con- 
structing single-phase alternators, for that, at any rate, is 
one branch of electrical work where English manufacturers 
have distinguished themselves; we do not say the largest 
machines have been built in this country, for we have 
probably nothing to compare in size with some Continental 
machines, but in spite of this we think it has been clearly 
shown that in the construction of large alternators we have 
little to learn from our foreign rivals. 

On the subject of three-phase machincry the English 
manufacturer occupies a wholly anomalous position, for 
English-made machinery of this character is practically 
non-existent. It cannot be that English manufacturers 
avoid this work on account of difficulties in the making, 
because from a shop point of view they are simple machines, 


especially when compared with a continuous current gene- 


"tor. Nor can the question of patent rights be an important 
faetor in the case. We suppose the real reason of this 
strange aloofness arises from an indisposition to recognise the 
demand for this class of machinery. There are many who 
have in season and out of season proclaimed that three- 
phase working was but a passing craze, which would die 
out as quickly as it came into being, but so far from 
that being the case, additions are constantly being made 
to the already lengthy list of electrical schemes which 
employ three-phase machinery. In the provinces, Dublin, 


Manchester, Glasgow, Brighton, Stockton and Middlesbrough 
tramways have adopted such systems, while in London there 
are, or soon will be, six examples of polyphase transmisio), 
The Central London Railway, the Metropolitan Supply 
Company, the Kensington and Knightsbridge cum Notting 
Hill, St. James’s and Pall Mall cum Westminster, Black- 
heath and Greenwich, and the County of London Company. 
are all committed to polyphase machinery, and certainly tly 
systems upon which these concerns are spending large suns 
of money would hardly be based on a passing craze. Inal 
these cases, with probably two exceptions, the whole of {ly 
machinery will be imported from abroad. It is not gratify- 
ing that such should be the case, and it certainly shows how 
English manufacturers have neglected the home markets. 

For some time, at any rate, we shall probably witness in 
three-phase work a repetition of what oceurred in tramway 
work. Practically the whole of the electric tramways in this 
country have been equipped at least in part with foreign plaut, 
few of our home manufacturers having been able to graft t 
construction of tramway equipment on to their business апі, | 
unless we are mistaken, we are about to witness a similar ' 
state of affairs in regard to three-phase work. It may not i 
become so pronounced if English manufacturers rouse the | 
selves in time, but unless they do so they may eventually fir 
themselves in the position of Othello. 


Edison and the Press,— Edison and Tesla are names to 
conjure with in the daily press, both English and American. 
A great deal has been appearing lately about Mr. Edison's 
“latest,” but Edison himself says it isn't out yet. In 
reference to the newspaper report to the effect that he had 
invented а new machine for the generation of electric 
directly from coal without the intervention of engine, boil, 
or dynamo, with a prediction that it would revolutionise t 
world in electrical matters, Mr. Edison is reported by ihe 
New York Electrical World as saying: It is a lie and 
fake. There is not a word of truth in it from beginnine 
to end.” To be misrepresented is one of the privileges o 


. scientific greatness. 


Electrical Lectures for Colliery Engineers.—) 
Council of the North of England Institute of Mining 
Mechanical Engineers, in collaboration with the Council i 
the Durham College of Science, have arranged a course : 
lectures for colliery engineers, enginewrights, apprentis 
mechanics, and others, to be delivered at the Durham Coll = 
of Science, Newcastle-upon-Tyne. The course will extent 
over three winter sessions, and involves attendance for = 
Saturday afternoons, The delivery of the next Course 
lectures will commence on October 6th, 1900. A Хи 
syllabus has been issued of the three years’ Cour 
Electricity will form the subject for one term as follows — 
1901-2. Michaelmas . Term. — Theoretical Electricity. — 
Lecturer, Mr. R. J. Patterson, M.Sc. Electrical Engrineerii 
— Lecturer, Mr. W. M. Thornton, M.5c. 


Central Technical College Old Students" Assoc* 
tion.—The third annual dinner of the Association of © 
Students of the Central Technical College will be held | 
Tuesday, October 2nd, at the Restaurant Frascati, © xi | 
Street. Old Students can obtain further particulars tr. 
the honorary secretary, Mr. M. Solomon, 12, Edith Re. 
West Kensington, W., to whom all applications for tich 
should be made. 
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MOTOR-DRIVEN LATHES. 


THe most usual way of driving lathes is in groups, each 
lathe deriving its power through a countershaft off the main 
chafting. Even in shops where motors are extensively used 
this is the plan usually adopted, the reason being that small 
lathes will often not warrant the extra expenditure of a 
motor to each, while most modern lathes, especially those 


The space usually occupied by the cone pulleys is here 
made use of for four chain pulleys of different sizes, which 
are fixed on a spindle. 

Directly underneath a second and similar spindle is fixed, 
with similar chain pulleys, but arranged in the opposite 
direction, viz., the largest opposite the smallest, and so on. 

In this way four different speeds are obtained, the power 
being transmitted from the one shaft to the other by means 

of Hans Renold chains, which run in an 

о enclosed oil bath. The motor is fitted 

with a countershaft, and this spur drives 

direct on to the lower of the two chain 

pulley shafts. A chain connects each 

of the four pairs of pulleys, but only 

the one pair in use is turning round, the 

remaining three pairs being out of gear and 
motionless. 

The speed of the lathe is varied by 
throwing into gear another set of pulleys, 
and this is done by means of a 4-inch 
spindle, which projects on the front of 
the lathe ; the operation consists in pull- 
ing out or pushing in this spindle. 

From this it will be gathered that the 


à | Г EAN ES P4 turner can vary the speed of his lathe, 
| S Et dM EBEN dh without moving out of the position he 
š — „ T C r apy aoe 49 
| ] тщ ne er ey 3 v ee ie usually occupies when at work. 
! | — > E s n This may seem a small matter—but 


ш = =< 


on — 


i | ; 
! built on American lines, require а countershaft and line 
shaft to get the large number of speeds necessary. Conse- 
| p y 
2 quently, except in the case of large tools, grouping is the 
: &y&em usually adopted. | Йй 
| „ Тһеге are, however, many cases where a motor to each 
„Ahe will pay for itself; the motor complete, with its own 
А is mtershafting and cone pulley, being fixed above the lathe, 
on in fig. 1. 
his arrangement possesses several 
tages. In the first place, the lathes 
be arranged at right angles to the 
position, and this allows the over- 
Мм traveller to attend to any single 
tool without interfering with а neighbour- 
Then, in a bay of this de- 


ing one. 

seniption, uot more than half the tools are 
„~ nally at work at one time, and conse- 
: quently the power is cut off from those at 
, and the stand-by losses are reduced 
‘fo a minimum, 

Another method of driving lathes, in 
Which the same machine-tool motor is 
made use of, is shown in fig. 2. The 
motor in this case stands on the 
ground, and belt drives direct on to the 
cone pulleys of the lathe. This arrange- 
ment lends itself specially to extensions 


in existing shops, 

[ À novel method of motor driving, 

á namely, a self-contained motor lathe, is 

; shown in fig. 3. The motor is fixed in the 

аи of the lathe, and in this way 

the occupies little or no more floor 

, me than an ordinary lathe. 

: I8 sufficient room inside the 

$ Чү x an ers lathe to contain a motor, but hitherto 

| e м1 2 1a8 been to Obtain the necessary speed varia- 

: | are usually given by the cone pulleys. There 
каш у not sufficient room inside the pedestal to 

| a motor complete with its own countershafting 

| 


and cone pulleys, and 
be desi 3 consequently a special gear has had to 
pde and worked out, and the details of this are 


Ёш. 1.—One or THE Larne Bays IN MESSRS. CROMPTON'S SHOP AT CHELMSFORD. 


the fact that the workman can change the 
speed of his lathe with one hand, and in 
his working position, has some practical 
value. 

In laying out new shops a lathe of this 
description will be valuable ; it need not 
be used throughout—and most probably 
would not be—but positions will present 
themselves where a lathe requiring no 
overhead gear will be useful. 

The lathe in question, self-contained with motor and 
variable speed gear, has been in continual use for some 
months past, and it has been found that the motor and gear 
runs well, and that the tool is more within the control of 
the turner than an ordinary lathe deriving its power from a 
line shaft, 


Еа. 2.—Crompton’s MACHINE Toot MOTOR DRIVING ISOLATED) LATHE. 


It was feared that possibly the motor might suffer from 
strains and jerks transmitted through the gearing from the 
cutting tool. 

This, however, has proved not to be the case, which shows 
that the chain acts much in the same way that a belt does, 
and damps down to some extent any sudden strains which 
would have been transmitted had gearing been used in place 
of chains, | 
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Of the different methods of driving lathes described 
In some positions 
the overhead arrangement will be best, in others the self- 


above, each will find a use in practice. 


contained tool. 
One thing is certain. 
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In laying out a new machine shop, 
full advantage must be taken of the possibilities of motor 


anchored by special insulated pull-offs, of which the Globe 
strain form may be cited as an example. 

Span wires for supporting the hangers are themselyes 
insulated from the poles or rosettes, to which they are 
fastened to afford the protection of double insulation to the 
trolley wire, as in the case of the double insulation 
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Еа. 3.—SELF-ConTAINED MOTOR LATHE. 


driving, either by the“ grouping” system or by independent 
motor driving, aud the general plan of floor space and 
arrangemenb of roof must be got out, accordingly. 

The maximum economies cannot be expected if the shop 
is first built and the arrangement of tools got out after- 
wards. 

One of the great advantages of motor driving lies in the 
flexibility of the system, and in a possible arrangement of the 
tools which no other method of driving affords. 


INDISPENSABLE ACCESSORIES OF ELEC- 
TRIC TRACTION. 


By HENRY E. P. COTTRELL, A.M.I.C.E. 


(Concluded from page 299.) 


COMPOSITE hangers which form part and parcel of the 
ears or clips are used for special cases, such as section insu- 
lators, right angle crossings, diagonal crossings, and frogs. 
Section insulators are employed to divide up the trolley 
wire into sections, so that when necessary any part of the 
line can be cut out without interfering with the remaining 
sections. The straight under-running section insulator con- 
sists of two terminal ears united by a wooden bar, which 
can be removed and replaced without interfering with the 
line; connected with these ears are two elbows with com- 
bination clamps, through which the ends of the line wire 
are passed, enough being left coiled over to let out for 
repairs. These elbows are united by a conducting bridge 
and an insulated bar, in the centre of which is a double 
pull-off. The upper part of the clamps is designed to hold 
the insulated feeder wires in such a way that the insulation 
can be left, except in the part held by the clamp, intact from 
poles to section insulator and between the lines where there is 
а double track. Another useful form of slightly different 
construction is that in which the crossings and frogs are 
provided with flanges and projections to guide the trolley 
shieve when travelling across and through them. They are 
also provided with double pull-offs, and are adjustable to 
varying angles by clamping screws. Each wing forms a 
terminal ear or clip to which the ends of the wires are 
soldered in the ordinary way. These frogs and crossings are 


bracket sleeve previously described. This is effected 
by the use of strain insulators with uninsulated or 
insulated turnbuckles. The insulated turnbuckles are 
extremely useful in adjusting the tension in арап wires, 
for as much as 6 inches of slack сап be taken up by 
a pair. Larger sizes are made for corner poles where a 
number of pull-off wires are carried, and for terminals of 
the trolley wire. | 

The results of tests carried out by the late Dr. John 
Hopkinson, F.R.S., for the Liverpool Corporation on 
* Globe" pole insulators and “ King" turnbuckles are 
tabulated hereunder :— 


Description. Breaking load. Remarks. 


“Globe” pole . . 4,562 to 5,040 Ibs. 
Insulator 4,693 to 5,398 
King turnbuckle | 9,350 to 9,742 


Started. 

Broke through the eye. 

Broke across screw, insulat- 
ing material started break- 
ing at from 60 to 70 cwt.; 
insulation in no case 
forced out entirely. Me- 
tallic fracture sound. 


There are special forms of trolley wire clamps for use at 
terminals used where an ordinary wire loop is not sufficient 
to hold the strain. In special cases where trolley wires fed 
from separated sources of power have to be crossed, an in- 
sulated crossing is used in which the ears for the two lines 
are back to back, one wire running over and the other 
under the crossing, both being soldered in place. 

The splicing of the trolley wire at splicing ears is by far 
the best way of uniting it, but it is often accompanied by 
considerable waste. This is avoided by using splicing sleeves 
which are copper tubes with tapering ends and a central 
screwed joint. In one form the wire is wedged and soldered 
in, while in another the ends ате set up and fit in behind a 
screwed junction piece. Another necessary adjunct are 
copper protective sleeves which are used in the neighbour- 
hood of frogs and crossings, section insulators, &c., and are 
slipped over the wire on which they fit as tightly as possible. 
The table on page 493 shows the name and approximate 
quantities of the material and adjuncts required for one mile 
of overhead line construction, with their approximate 
weight. 

By this table it will be seen that bracket suspension in- 
volves the same weight of material and accessories (exclusive 
of poles) as cross suspension for double tracks, but under 
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double pull off 


bracket arm 


single pull off 


27 
77 
77 


Frogs 


Insulators, straight line 


Ears, plain 
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splicing үз 
- pull off 
Crossing ... 


strain 
Strain insulators 


3 
7? 


Uninsulated turn ‘buckles 


Insulated turnbuckles u 
Number of poles 


bj 


with poles 


77 


Total weight per span, exclusive poles 


Suspension wire, in feet 
Trolley wire, in feet 


two-thirds for single tracks. When the weight of poles is 
added, the weight of material for an overhead line involved 
in cross suspension as compared with bracket suspension, is 
7 to 4 (nearly) for both single and double lines, so that 
apart from the question of appearance and cf convenience 
from the point of view of construction, there can be no ques- 
tion as to the superior economy of the parallel system of 
suspension when compared with the older axial system. 

In America far more latitude is allowed in the question of 
choice of poles to support an overhead line than would be 
tolerated in Great Britain. Poles of chesnut, cedar, and 
Georgia pine are in general use outside the limits of the 
more important towns, and even there they have not been 
wholly replaced as yet by iron ones, while on this side none 
but mild steel or iron tubular or conical poles are used. All 
poles must be of sufficient lateral strength to stand without 
permanent set the maximum strains to which they may be 
subjected when in position. The following table shows these 
strains for ordinary practice :— 


Lbs. Lbs. 

Cross suspension single track 500 to 1,200 
T A double „„ " . . 750 to 2,000 
Bracket suspension, single and double track 500 to 1, 200 


The amount of allowable deflection under these strains 
must not exceed 4 to 6 inches in poles 31 feet high. There 
must be also a sufficient margin of strength allowed to 
support the additional weight when the trolley wires are 
covered with ice and snow. The strain on poles round curves 
being greatest, additional stiffness should be afforded by 
giving them a slight rake away from the centre of the curve. 
With axial suspension, the side poles should always have a 
slight outward rake even when given concrete foundations, 
as is the town practice in Great Britain, and when they are 
bedded in earth this should be increased to from 6 inches to 
18 inches away from the track, Central poles between tracks 
of course should be plumb. Poles should be planted from 
1 to 6 feet in the ground; they should be as nearly cylindrical 
as possible and taper from butt to head. Their cross-sections 
should be accurately circular, and to ensure uniformity in 
this respect one-tenth of an inch margin only should be 
allowed on either side of the prescribed dimensions. The 
greatest departure from the true rectilinear central axis at 
the top should not exceed ] inch. The poles in general use 
are built of three tubular sections which are lap-welded and 
in the larger sizes rivetted along the lapweld with counter- 
sunk rivets. These sections are put together so that the 
seams of each consecutive section are placed 120? apart. 
The joints are made by heating the outside pipe toa welding 
heat and slipping it over the inner pipe and then passing the 
pole through special rollers, which ensures the pole not giving 
way at the joints after erection. If the joint thus made be 
cut through and examined, it will be found the sections are 
practically welded together, the joining line being almost 
wholly obliterated. ‘Tested under service conditions over a 
considerable period, these poles have been found to stand the 
determined strains with the calculated limited temporary 
and permanent deflection, and to stand the constant vibra- 
tion of the trolley wire without any deterioration in the 
joints ; in fact, to behave precisely as if they were rolled from 
one piece and without seam. The details of the poles such 
as ornamental base and. the scroll work of the brackets may 
be varied indefinitely, but should be carefully thought out so 
as to harmonise with the best standard for lamp-posts in the 
town where they are to be erected, as this largely does away 
with ssthetical objections. In Bristol and Dublin, in 
accordance with the best American practice, five sizes of 
poles were provided calculated to stand various strains with 
prescribed maximum temporary deflection and permanent set, 
as shown in the following table, the poles being all 31 feet 
in length :— 


| 
| Load : 


Load 
5 Thickness. aan Weight. temporary, Deflection. oe Set. 
| deflection. | set. | 

uc p“ ; ee reU EUR 
in. in. | lbs. lbs. | їп. Ibs. in. 
7x4l & | 31 | 620 | 350 6 700 | à 
7x4 з 31 | 720 | 500 6 1,000 | 4 
7x4! „ | 31 900 700 6 1.200 3 
8 * 5 1 1 |1100 | 1,000 б 1700 | n 
10x54 d 31 1,500 2,000 | 6 2600 |$ 
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The test to which these were subjected was to be dropped 
thrice, butt foremost, from a height of 6 feet upon a solid 
| substance, and the small percentage showing any sign of 


height of 460 feet. Not the least remarkable feature of the 
combination is that a centrifugal pump should be successfully 


y 
E 
employed for throwing water to so great a height. Itam — j 


T telescoping or looseniug of the joints were rejected. The looks as if the days of the reciprocating pump are on the : 
insulation of the top of the poles from the ground and wires wane. E 
leading thereto, i8 effected by inserting a wooden plug in the " 

| top of the poles to which the span wires and guy wires are А 
attached. In bracket poles the insulation is provided in the M 
sleeves from which the insulated hangers are suspended. n 
In suburban and interurban lines the German style of INTERIOR WIRING. i 
| latticed pole is most appropriate, and will no doubt be more ———— } 
B: and more adopted on account of its relatively lower cost. By G. C. ALLINGHAM. jd 
Experience has conclusively demonstrated that there can ü 
| be no valid objection to a carefully designed aud erected Е ims] t] ksd "tation i 5 
| line with sub-surface feeders, handsome poles, &c. All the ne 1 . a S 5 i ion in farour f 
municipal commissions from our great towns which have paa Н Ro X 11 us da 1 4 outer conductor, and ü 
visited Continental and American cities to study the question s vu t 1 . 1 E Ке Е ae Station — 
of electric traction on tramways, have invariably pronounced 5 i OF. лив нуно. ри 
in favour of the trolley wire overhead system against all ff apparently remam uneonr need, d 
others, and most corporations have ceased to view this system | е и. оре a e the advocates of wiring 
with disfavour, so that it would not be a surprise if it were — "4 5 f he MIN OOK ае 5 more from the 
shortly to be introduced within the limits of the metropolis E og ule ee (or perhaps I в ould rather say 
| | itself. Bristol, Dublin, Leeds, Bradford, Liverpool, Glas- 9f the ^ Wiring engineer”) than from that of the central 
gow, &c., have all adopted it with satisfaction to everyone 5 еу hardly seem to realise that the 
та wiring of a building which ів supplied from street mains is 
i electrically a part of the distributing network of the central 
station. If we look at the wiring of a building by ite, 
and exclude from our consideration anything outside that 
| THE LARGEST INDUCTION MOTOR IN THE building, the concentric system of wiring with uninsulated 
: i WORLD outer undoubtedly has advantages, but, as I shall show pre 
| | gently, these advantages аге by no means peculiar to d 
| system. On the other hand, if we regard the distributing 
Wk illustrate herewith a 1,000-н.р. two-phase 5,000 volts system as a whole, by which I mean the whole of the network, 
induction motor by Brown, Boveri & Co., driving a centri- from the central station or sub-stations, as the case may be. 
| to the lamps, the use of uninsulated 
! return conductors is open to many ob- 
jections. 
| The very property that is claimed, 
, and justly so, as fhe great advantage 
| E of concentric wiring, namely, that апу 
FÉ fault is bound to become a dead short 
| circuit, is a serious dieadvantage when 
| we have to deal with a large distribut- 
| ing system, as Мт. Wordingham pointed 
EE out in his M. E. A. paper this year. In 
the case of a three-wire network, with 
earthed return conductors connected 

А to the middle wire, а single earth оп 

| either of the outers will dead short the 

Р mains, and interrupt the supply until 

' 7 it сап be cut out or burnt out, and it 


is evident that the danger of interrup- 
tion of the supply will be much greater 
in such a case than if the system be 
entirely insulated from earth, or the 
middle wire be earthed only at the 
station, so that it can be temporarily 
-- disconnected from earth in сазе of а 
fault on one of the outers. 

Again, on a large network, different 
parts even of the middle wire of a thre- 
wire system may be at considerably 
different potentials, and if uninsulated 
returns were used, considerable currents 
might return through the earth and 
! cause electrolytic troubles. Excepting 
tee” at Guildford, where the system is a very 
| 1 % чй! | small one, no wiring with uninsulated 
j Е | H p | i | | 2 | returns has yet been carried out, execpt 

jv 4 7 Á p 84 4: PN in isolated installations supplied by 

— — = — — _`. their own dynamos, or by separate 

gen 22 transformers, so that, it is im ible u 
ЖЕКС — a ." say from actual experience whether th 
TE | siet. electrolytic trouble is likely to be : 

| serious one or no, but experience wit! 
the earth returns of electric tramwav 
shows the kind of thing that would b 
likely to happen. It is true that the dr 


of voltage on the uninsulated ret 
of a distributing network would probably be yen "E. 2 


on the earthed return of a tramway; but on the other hanı 
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fugal pump at 455 revolutions per minute, the set being 
used at the Geneva Water Works for pumping water to a 
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the surface of the uninsulated outer would be very great, 
and inside a building a comparatively small amount of elec- 
trolysis (of a gas-pipe for instance) might do a great deal 
of damage. Again, there is a danger of the bare outer con- 
ductor itself being eaten through, and the breaking of the 
outer conductor might quite conceivably cause a fire. 

At Guildford, although the middle wire of the street 
mains is bare, it is carefully embedded in bitumen throughout, 
and in the consumers’ premises, which are wired with con- 
centric cable with a bare outer conductor, care has been 
taken to keep the bare outer out of contact with any gas 
or Water pipes ; so that, although a bare outer conductor is 
ased, a sort of attempt is made to insulate it from earth. 
Is not this a confession of weakness? - 

The principal advantage usually claimed for concentric 
wiring is its safety, since the outer exposed conductor is 
earthed, and it is therefore impossible to get a shock, and 
any fault must either be a short circuit, or quickly develop 
into a short circuit, which blows the fuse and cuts off the 
current until the fault is removed, so that it is impossible for 
iny fault toendure and to cause fire or other damage. What 
| wish to point out, however, is that exactly the same pro- 
perties are possessed by any metal-sheathed system of wiring 
with both conductors insulated, provided that the metal 
sheathing is made electrically continuous throughout, 
nd is efficiently earthed, and that one of the wires is 
wrhed at one point either continuously or at frequent 
Метаја, | 

With such а system of wiring, properly carried out, апу 

fault on either wire is bound to form a connection between 
it and the metal sheathing, and so earth it, either instantly 
ar very soon, and in any event before any external damage 
ма be done. Now if, for example, the wiring be con- 
nected to the neutral and one outer, say the positive, of a 
three-wire network, the middle wire of which is earthed at 
ae station, any fault on the positive conductor of the 
тшу will produce a short circuit, and blow a fuse, and so 
cut off the faulty conductor until it is repaired. As the 
negative conductor of the wiring is at or near earth potential, 
any fault that might occur on it is not likely to be dangerous, 
wt sach a fault could not last long if, at intervals, the 
onters were alternately earthed at the station, the middle 
wite being, of course, temporarily disconnected from earth 
meanwhile. | 

| consider that the greatest possible safety with house 

wiring would be attained by using double wiring, enclosed 
throghont in earthed metal sheathing, connected to three- 
"m mains having a removable earth connection on the 
middle wire at the station, and by earthing each of. the 
outers (while the middle wire is temporarily disconnected 
‘rom earth) for a minute or so regularly every day. Any 
a in a consumer’s installation on either of the outers 
‘ould instantly cut itself off, and any fault on the neutral 
vonld cut itself off next time the outers were earthed at the 
“ation, so that the consumer’s wiring would be perfectly 
testing,“ just as concentric wiring is, and at the same 
Une it would be free from the objections to concentric 
Wiring, 

Even where the middle wire is not earthed, almost absolute 
“fety would be attained by earthing each main at the 
“ation every day, for a fault on house wiring can hardly do 
mach damage in 24 flours; the damage done by faults is 
nearly always very gradual, and the catastrophe does not 
Fes until the mischief has been going on for many days or 
weeks, 

, It is evident that, to attain safety, the metal sheathing of 
“де Wiring must be electrically connected together through- 
"t: in fact, if this is not done, the metal sheathing may 
“ustitate а danger rather than a protection, for if a fault 
dédad ‹ = se the wires, Which thus becomes connected to 
itis ж Fe portion of the latter may become charged 
теба : y) earth potential, and give people shocks, or, 
hole in it 2 Бирр, it may are to it, and in time burn a 

ш Snite the escaping gas. 
souls ce рань site of the system of wiring in steel 
duced, for the а a 5116 which has been recently intro- 
lebween the le ceves not make a good electrical connec- 

16 lengths of tube, and therefore, in my opinion, 
о be recommended on the score of safety; 


еа sy&tem is not t 
the requisite conditi ! 
juisite conditions may, however, be fulfilled by the use 


of iron or steel tubes with screwed couplings, or by lead- 
covered wires, 

My own idea is that lead-covered wires with fibrons 
insulation are likely to come very much more into use for 
house work in the near future. They have already almost 
entirely superseded vulcanised rubber-insulated cables for 
underground mains, for which purpose they have been found 
to be cheaper and more durable, and what is true for under- 
ground mains is also true for interior wiring. Those who have 
to do with house wiring do not generally seem to realise that a 
lead-covered fibre-insulated cable is much cheaper than an 
ordinary braided or taped rubber-insulated cable, and that 
this applics just as much to the smallest sizes of cables as to 
larger ones, while the lead-covered cable has the further 
advantage that it can be run without further protection in 
many places. The price of rubber has been rising steadily 
for years past, and the rise appears to be likely to continue 
in the future, so that the saving in cost by using fibre- 
Insulated cables is likely to increase still further. Jt is now 
generally recognised that fibre-insulated lead-covered cables 
are more durable than vulcanised rubber-iusulated ones for 
underground work, where the conditions are very much more 
severe than in housework, so that it is not probable that 
fibre-insulated cables will be found wanting in durability in 
interior wiring. 

The objection to fibre-insulated cables is that the insnla- 
tion is hygroscopic, and for this reason the ends of under- 
ground cables of this class are enclosed in boxes filled with 
compound in order to make a watertight seal, and it would be 
very difficult to effectively seal the ends of all the cables in the 
wiring of a building in this manner. But my own experience 
has been that, except in unusually damp buildings, there is 
no danger of the insulation being damaged by absorptiou of 
moisture. I have wired new houses with lead-covered fibre- 
insulated cables, and left the ends just as they were cut off, 
without sealing them in any way, to the tender mercies of 
the plasterers, who have often broken the lead coverings of 
the projecting ends, and yct I have had no single instance of 
a cable absorbing damp. The only trouble I have had is 
with surface leakage, which is always greater with metal- 
sheathed systems of wiring than when no metal sheathing 
is used, since the sheathing itself forms a good earth close to 
the bare terminals on the fittings, and shortens the path of 
the leakage current. This surface leakage sometimes makes 


it impossible to attain at first in a new house the insulation 


resistance required by the rules of the supply authorities, but 
after the house has been occupied for a few wecks, and has 


` become dry, the insulation resistance increases to the normal 


figure. The surface leakage is no greater with fibre-insulated 
than with rubber-insulated wires, whether the latter be lead- 
covered or run in metal tubing, and it is not by any means 
necessarily an indication of a defect in the wiring ; in fact, 
as I have just pointed out, the systeins of wiring which are 
the safest have the greatest tendency to surface leakage, and 
the“ figure of merit“ of an installation is not only not pro- 
portional to, but may even be an inverse function of, its 
insulation resistance. Again, I have found that, with 
metal-sheathed wiring, the insulation resistance often varies 
with the weather. 

I have usually covered the ends of fibre-insulated house- 
wires with lappings of insulating strip, such as “ okonite” 
tape, or with rubber tubing, which I have found quite 
sufticient protection in ordinary interior wiring. The lead 
coverings of the wires are easily connected together by copper 
wires soldered to them with a blowpipe. 

Some classes of fibre-insulated cables, particularly paper 
cables, are impregnated with oil, which gives trouble by 
becoming fluid in hot weather and running out of the ends 
of the cables and spoiling the wallpaper. Cables for indoor 
work should be impregnated with a more solid compound, 
which will not melt in the hottest Summer weather, and 
there are many fibre-insulated cables made which give no 
trouble in this respect. 

The use of lead-covered cables gives a very “ flexible“ 
system of wiring. In many eases the wires can be run 
with safety without further protection, and they can be 
drawn or “fished” under floors, behind partitions, and 
through all kinds of narrow places in a way that would be 
impossible otherwise ; they can be cleated up on the 
Surface, and often most inconspicuously, as they can 


— —À 
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be run in corners and along edges. Where extra 
mechanical protection is required, the lead-covered cables 
may be run in iron or steel tubing, and I have found 
„Simplex,“ and similar tubing, excellent for this purpose; 
they can be run on the surface in ordinary wood casing 
where its appearance is preferred ; the lead covering can be 
additionally protected against corrosion or abrasion where 
necessary by taping or braiding and compounding ; for rough 
work the cables can be armoured with steel wire or strip ; 
and where they are especially exposed to corrosion they can 
be run in troughing filled with compound. In fact, wiring 
with fibre-insulated lead-covered cable may be carried out 80 
as to suit the most varied classes of work, and so as to make 
a sound job under almost any conceivable-conditions, and it 
therefore seems to me probable that this class of cable will, 
in the future, become the standard for interior wiring, a8 it 
may almost be said to have already become for underground 
mains, 


—— M PL 


STEEL: ITS PROPERTIES AND TESTS. 


III. 


THE daily practice“ of the 33 firms making over 75 per cent. of the 
open hearth and Bessemer steel ot America must be but briefly 
summarised. These 33 firms have 73 testing machines of from 130,000 
to 400,000 lbs. capacity; 62 are screw operated, and 11 are hydraulic. 
Both methods permit of action without shock. 'The poise may be 
fed by hand with all practical convenience. The Commission of 
1891 (Freuch) and the International Conventions of Munich, 1884 
and 1885, Dresden, 1886, Berlin, 1890, and Vienna, 1893, are explicit 
as to fixing test pieces so as to obtain uniform distribution of strain 
and proper clamping without the use of serrated wedges to cut into 
the specimen. The French Commission did not, however, forbid the 
latter. The 33 American companies, on the contrary, do not use the 
pin connection, and do use wedges, crown faced, and diagonally 
serrated. "This allows the specimen to align itself, and saves the 
edges from cutting. Ball-bearing grips fail by dirt and scale, and 
have been abandoned. The general opinion limits speed to 3 inches 
per minute, and considers that the difference between 1 and 3 inches 
is not so great as the variation in specimens and the errors of obser- 
vation, so that for commercial work speed is of small moment. Rapid 
tests show higher tenacity but less elongation. Specimens are 
callipered to 001 inch. On a $-iuch piece this represents 320 Ibs. 
on 80,000 lbs., or 241 Ibs. on 60,000 lbs. steel in the specimen of fig. 2. 
This is American practice, and is more accurate than the Conven- 
tions demand. 

The American practice of reading loads to within 100 lbe. is as 
accurate as the limits asked by the Conventions or Commission, for 
actual loads on a 43-inch steel specimen usually exceed 10,300 lbs. 
Elongation is measured to ‘01 inch, which is only ‘50 per cent. on a 
2-inch specimen with 20 per cent. elongation, or 125 per cent. on 
an 8-inch specimen of 25 per cent. quality. Reduction of area is 
measured to ‘01 inch by the majority. Nearly half of them measure 
to 001 inch or to 33 per cent. of a 20 per cent. contraction on a 
4-inch specimen. 

Yield point is determined by the drop in the beam or the bolt in 
the pressure gauge, as a rule. Special accuracy when wanted is got 
by a special apparatus attached to the specimen. Bending is apt to 
be roughly done in America, even by the hammer. 

The testing of every piece, such as axles, for example, by such a 
test as not to injure it is not much done in America, nor is its 
utility very apparent. 

The chemical tests hardly admit of brief abstraction but are fully 
detailed. 

An interesting subject to electrical engineers is that of rails. 
The growth of the American export trade in rnils has been recent 
and rapid. It stood at 12,229 tons in 1894, dropped to 8,807 the 
next year, and rose rapidly to 291,038 in 1898, again dropping to 
171,272 tonslast year. "This trade is, we believe, still something of 
an overflow trade, but its existence in competition with English, 


German, and Belgian rails certainly gives colour to the claim that 
owing to their high tariff Americans are paying more for rails than 


the foreign customers of American rail makers. Reviewing a 
number of foreign specifications of rails, the author found that one 


in five limited the material to English or Spanish hematite pig and 


charcoal spiegeleisen, requirements not within the power of American 
mills to comply with. The carbon when specified had a range of 10 
to 15 per cent., which resembles American practice. Rapid rolling, 
of course, enables a higher percentage of carbon to be specified. 
For trunway work on British methods, the rail supported con- 
tinuously on concrete, there is no need for a rail to be strong as а 
girder in the sense that it must be strong on a sleepered railroad 
where the rail carries a weight applied between points 2 to 3 feet 
apart. Hence tramway rails may be made as hard as consistent 
with ability to bear "jimming." Because of differences in the 
rolling of rails there can be no standard specitication of the 
chemistry of a rail. This must be changed to suit the conditions of 
manufacture. American rails are faulty in that they rarely contain 
less than 0:10 of phosphorus, as against the 0:06 or less of European 


practice. Engineers who order American rails just as it pleases the 
maker to send them over, should bear in mind that the same liberal 
allowances in phosphorus and in sulphur would enable our own 
makers also to supply a cheaper and second-rate article. The 
author claims that the excessive phosphorus of American rails ba; 
not, in “the opinion of many competent judges in America,” given 
a rail whose extra cheapness is marred by any corresponding 
danger. 

Campbell, however, we may remark, on whom the author relic, 
on other points, states that it is not very costly to reduce phosphorus, 
and for basic steel he would even specify as low as 04. It costs 
more to secure low phosphorus in acid than in basic steel, and this 
accounts for the growth of the basic output; on the whole, we 
think that low phosphorus should still be demanded, aud care taken 
that cheap American rails are not foisted upon the purchaser with 
their customary heavy phosphorus. Campbell states that above ‘08 
per cent. the economy of basic steel disappears and the basic hearth 
loses its advantage under Afmerican conditions. Americans object 
also to being asked to supply rails low in silicon, their own allowance 
being up to 0°20 per cent., and the author here again complains that 
to keep silicon down will increase the cost of a first-class rail. He 
appears to be correct in this. Sandberg does not consider silicon to 
be one of the prejudicial impurities, nor does Turner or Campbell. 
Manganese, however, is an ingredient of more importance, and 
American specifications are inclined to err to liberality in this 
matter also. Americans demur to the demand that phosphorus 
and arsenic combined shall not exceed 0°06 per cent., because this is 
a test that can only be made when the rail is finished, and not from 
the ingot. 

The effect of small amounts of arsenic does not appear to tw 
prejudicial, aud it seems a little strict to ask for it to count with 
phosphorus, from which evil impurity arsenic ought to be dissociated 
by the analyst. We fully agree that the demand sometimes made 
that each 500 tons of finished rail will be accepted or rejected on 
the analysis of one piece of one rail selected by the engineer and 
tested by an independent chemist is harsh. 

This entails great additional labour, and is a senseless requir 
ment, but when demanded in England it should certainly te 
demanded from the American mill. Unfortunately the average 
consulting engineer having accepted his quota of five guineas from al! 
European mills for his specification, which five guineas “ will not be 
returned,” is too apt, if price or delivery does not suit him, to order 
from America by cable with no specification, and thereby he secures 
rails full of phosphorus and other things that cost money to get 
rid of, when to a similar open order he could have had fully as good 
в rail at less price from home. 


(To be continued.) 
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POWER GENERATION: COMPARATIVE COST 
BY THE STEAM ENGINE, WATER TUR 
BINE, AND GAS ENGINE. · 


By JOHN B. C. KERSHAW, F. I. C. 


THERE is no question of greater importance at the present moment 
to those engaged in the management of our manufacturing i» 
dustries than that of Power Generation. The supremacy which the 
steam engine has so long enjoyed is now assailed from two sides. 
The water turbine aud the gas engine have become dangerous rival. 
and there are those who assert that early in the twentieth century, we 
may expect to find the steam engine ousted from its place as the 
most economical prime mover, by one or other of these later form? 
of power generator. | 
Duriug the past 10 years, a most remarkable development cf: 
hydraulic power has been takiug place ,on the continent of 
Europe, and in America. The large power installations in ше 
Haute-Savoie, in France, at Rheinfelden, in Germany, and at 
Niagara, in America, have already become of considerable industrial | 
importance. ` 
The success which has attended these earlier installations e. 
turbines and dynamos, operated by water-power, has led to the 
exploitation of numberless schemes of a similar character. Tue 
aggregate amount of power at the present date, generated 
from falling water, forms no inconsiderable portion of the 
total power utilised in manufacturing industries; aud two 
years ago it was estimated by the writer to be between 236,0 
and 350,000 E. f. | 
On the other hand, gas engineers have been busily engaged 
working out the problems presented by large gas engines, and Vy 
the utilisation of the waste gases of blast furnaces. Trials wh:c 
have been made during recent years, show that both of thes 
problems are capable of successful solution. | 


— 

| 

* Read before Section G of the British Association, Septcm! eq 

7th, 1900. p 
T Sce Lightning, January 20th, 1898. Also estimate of 200. 


H.P. for United States of America, by Washington, in paper rca 
before Franklin Institute, July, 1899. 
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Gas engines up to 650 H.P. have been built and have worked 
smoothly aud economically; while at Seraing, in Belgium, and at 
other places, the blast furnace gases have been utilised for driving 
the engines which supply the blast. 

The question, therefore, which the engineer now has to settle, 
when deciding upon the site and locality for a new factory, or when 
decidiug upon the system of power generation to adopt for 
extensions of the old, is no longer so simple as when only one 
method of power generation in large units was open to him. 

It is no doubt true that the choice between the three possible 
sources of power is one, which in many cases, will be settled purely 
by local cousiderations; and the proximity of a large waterfall, or 
of an extensive coal-field, to the factory, will be held to point to 
the turbine, or to the steam engine, as the most economical power 
generator.’ In a great number of cases, however, especially when 
the decision of the engineer covers the choice of a site for the 
factory, the problem is capable of no such easy solution; aud the 
most economical source of power can only be determined after au 
exhaustive study of comparative costs data. There has been an 
unmense mass of information bearing ou this subject, published in 
recent years, but no attempts have been made to co-ordinate these 
facts And data; and comparison between them iu their existing form 
is unproductive of any useful results. 

The aim of the writer in the present paper has, therefore, been 
to collect and arrange in comparable form some of the more im- 
pertant figures bearing on the cost of power generation. Full 
references are given to all the original articles from which these 
figures are drawn, and it is hoped that this summary of a large mass 

of -aitered information may be of considerable service to all 
interested in the question. 


1.—5тЕАм POWER. 


1. Estimate by Dr. Emery of cost of E. H. p.-hour with coal at 
135. 64. per ton, and interest charges at 5 per cent. Cost varies 
between 347d. and 1:22d. being lowest with 500 н.р. triple ex- 
pansion engines. This estimate is for United States of America 
conditions of labour.— (Street Railway Review, 1897, p. 391.) 

2. Inquiry by Sheldon into actual costs of power in New England 
mils. The minimum and maximum costs found by the investigator 
were :— 

(a) For 365 x 24 hours per annum, $45.69 to $261.00. 

(b) For 307 x 10 hours per annum, 811.64 to $14.85. 
— Abstract from “Engineering Record,” ELECTRICAL REVIEW 
London“, Vol. xli., page 314.) 

d. Similar inquiry by H. A. Foster. The costs nt the 22 plants 
which were examined varied between the following limits :— 

For 308 x 10 hours per annum, $15.29 to $200.53 (ELECTRICAL 
Review London), Vol. xli., p. 421.) 

4 Estimate by Baworth of cost, using superheated steam with 
bet types of modern engines and boilers. Schmidt or Universal 
engine, using 1 Ib. coal (8 lbs. steam) per r.H.P.-hour and coal at 7s. 
per ton, taken as basis of calculation. Cost per LH.P.-year (365 х 
M hours, = £3 14s. ог 101d. per r.H.P.-hour.—(Presidential address 
Northern Society Electrical Engineers, 1898.) 

5. Paper by Dr. Bowman on Power Generation." States that with 
%500-н.Р. compound condensing engine, the actual cost in a South 

ire Chemical Works was £4 3s. 3d. per 1.H.P.-year (2,825 
hous —/ Jour. Soc. Chem. Industry, December, 1897.) 

& Inquiry by H. A. Mavor as to actual costs of steam power in 
the United Kingdom. Average of 10 factories generating in large 
emits 130d. per LH.P..hour; coal ds. 54. per ton. Best result of 
these ten obtained by a weaving mill using power generated by two 
375-H.P. engines, and coal at 4s. 10d. per ton. Cost in this case ouly 
072d. per rm.P.-hour.—(Paper read before Institution Engineers 
tod Shipbuilders in Scotland, March, 1898.) 

7. Details by A. Siemens, Esq., of actual cost of electrical power 
at Charlton Works. Cost works out to 1:287d. per Kw.-hour at 
the switchboard of the genorating plaut.—(Brit. Assoc. Paper, 
1 5 Meeting, ELECTRICAL Review, September 16th, 1898, 

5. Estimate by Prof. Kennedy of cost of electrical energy from 
steam power in Scotland, with coal at 3s. 6d. per ton. The average 
3 5 . as £9 per E.H«P.-year.—(Jour. Soc. Chem. Industry, 1898, 

9. Paper by Webber upon comparative costs of water and steam 
Power. Gives detailed estimate of cost of latter with 1,000 H.P. 
oe With coal at $3.85 per ton, cost equals $17.84 per LH.P. 

The best actual results known to author were with an engine 
„ with an average load of 1,950 H. P., aud coal at $2.26 рег 
sti did.. Cost worked out to $11.55 per LH.P. per annum. These 
P сө аге for a year of 3,070 working hours.—(Zngineering 
ue. Vol: xv., p. 922.) 
" 22 ds actual cost of steam power in Switzerland, in the can- 
osa eee of Zurich, lies between 224 and 635 francs per LH.P. 
1599.) Atectricity (New. York), from Le Genie Civil, March 15th, 
Mon це ctun cost of power for the electric street railway in 
кк hour ani) by Cunningham to be slightly under 25d. per 

12 Esin 5 June 16th, 1899.) 
types обе 21816 by Kershaw of cost of the rir. hour, using best 
io 1 and dynamos, and conl at 7s. per ton. Cost worked 

i n C Electrician, December 25th, 1896.) 
; is evidence before the House of Commons Committee on 


1 > 
17 dn 51 freight charges, and of proximity to markets 
5 ured goods, also requires attention before a decision 
F Fuss 15 question is outside the scope of the present paper. 
5 id. per ton. Engine, 1,100 н.р.) 


the Power Bills, Mr. Harris, of Bramwell & Harris, stated that at 
Liverpool the cost of power for the overhead railway had varied 
between 53d. and 31d. per uuit.—/ Lightning, July 5th, 1900.) 

14. Mr. Philip Dawson, in Engineering, has tabulated à large 
number of costs data for gencrating stations in Europe and America. 
The lowest costs for generating the Kw.-hour for tramway work is 
given in Table I. as :1275d.—/ Engineering, June Ist, 1900.) 

In order that these estimates and actual costs may be compared, 
the lowest costs noted by each authority have been converted. into 
costs per І.Н.р. year of 8,760 hours, and gathered into Tables I. and 
II. The relationship between the cost of the I.H.P. year und of the 
E. H. P. year has been taken as 75: 100, an energy efficiency of 85 per 
cent. being assumed in the combined machinery; the management, 
interest, and depreciation charges ou the increased capital 
expenditure for dynamos making up the balance. The ratio of interest 
and depreciation charges to running charges has been taken as 40 
to 100, in the two cases where these are known to have been omitted 
from the estimates of cost. Where the data have permitted it, 
allowance has been made for the fact that interest charges remain 
stationary, whether a 10-hour or 24-hour day is worked. The most 
remarkable fact about these costs, when studied in this way, is their 
wide variation. That the cost of steam-power should be high 
in Switzerland where no coalfields exist, is not surprising; 
but one would hardly expect to find the cost iu Switzerland 
exceeded by that found in certain South Lancashire aud Metro- 
politan works. 

The details of two of the lowest costs, namely, Dawson's for 
the lowest practicable cost of generation in the United States 
of America, and  Raworth's estimate for a South Lancashire 
central power station, using superheated steam, are given below, 
since it is of interest to have these two sets of figures brought 
prominently forward. The wide gap that separates these from the 
greater number of figures in Table I., is the measure of the improve- 
ment possible in power generation by steam :— 


TABLE I.—ActTuaL Costs oF STEAM POWER PER LH.P.-YEAR OF 
8,760 Hours. 


Country. Cost, Remarks. Ref. Ne. 


America £3 12 10| Compiled from lowest 
items in any stations. 

14 0 Engines 375 H.P., coal 6 
4s. 10d. per ton, weaving | 


United Kingdom... | £3 


mill. 
United Kingdom.. £4 14 10 Average of 10 factories 6 
generating in large units. 
Canada (Montreal) | £5 1 9 | Generating station of elec- | 11 
trie street railroad. 
America £6 2 6 Engines 1,100 H.P., coal 2 
78. 4d. per ton, cotton 
mill. | 
America £6 6 3 Engine 1,950 H.P., coal 9 
9s. 5d. per ton. 
United Kingdom £6 6 3; Generating station of over- | 13 
(Liverpool; head railway. 
America £7 19 0 Cotton mill. 3 
Switzerland ...| £9 0 0 Lowest cost of steam power | 10 
United Kingdom |£12 17 2 | Actual cost in chemical; 5 
(S. Lancashire) works. 
United Kingdom |£26 5 1 Cost at switchboard in 7 


(Woolwich) cable works. 


TABLE II —EstimatrED Costs OF STEAM-POWER PER LH.P.-YEAR 
or 8,760 Hours. 


| Remarks. | Ret. No. 


Authority. Cost. | 
Raworth .. £3 14 0 | Superheated steam. Coal 4 
| 78. per ton. 
Kershaw ... . . £3 18 0 Coal 75. per ton. 12 
Kennedy ...  -... £6 15 0 | Coal 3s. 6d. per ton. 8 
Webber . . £R 17 4 Coal 16s. per ton. 9 
Emery 49 9 11 Coal 128. 6d. per ton. 1 


The reference numbers iu these and the following tables refer to 
the details given in Sections I., II, and III. of this paper. 


Dawson's estimate for the lowest practicable costs of generation, 
obtained by compiling a return which includes the lowest cost of 
each item attained in «44 generating plant in the United States 
of Amcrica. 


Per B.T.U. Per xw.-year of 


8,760 hours, 

Fuel eas 090d. 43 5 8 
Wages and salaries 030d. - : 1 110 
Oil, waste, stores '005d. ies sew 0 3 8 
Maintenance . 700250.  ... ies 0 1 10 
Total 1275d. өөө eve £413 0 


—(ELTCTRICAL Review, July 6th, 1900.) 
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Raworth's estimate of cost of steam power, by use of highly 
superheated steam in combination with suitable steam engine. 
(Universal or Schmidt.) 

Basis.—50,000 н.р. plant. 


Coal at 7s. per ton. 8,760 hours per 


annum. 
Coal, 4 tons at 78. £1 8 0 
Marein for bad coal and starting 
boilers, 25 per cent. T 0 7 0 
Labour and management... .. 010 0 
Repairs and stores 0 7 6 
Total operating expenses ı £212 6 
Interest, 5 per cent. TA .. 012 0 
Depreciation (average on total 
capital, 4 per cent.) — . 0 9 6 
Total fixed charges ... " 11 6 
Total cost per 1.H.P.-year ... £3 14 0 


The capital outlay, including land, buildiugs, and 20 per cent. 
spare, is taken at £12 per H.P. 


JI.—WatTER POWER. 


1. Detaila of estimated expenditure upon the Rheinfelden 
generating station and plant. 16,000 H.P. is expected to be 
developed, with a capital expenditure of £225,000. This does not 
include dy namos.—( Eleetrician, March 26th, 1897.) 

2. Estimate by Minet of cost of 1,000 E. H.P. in France. 
outlay £24,000. Cost of E.H.P.-hour works out to 011 fraue = 
105d.— (Minet’ s “ Electro-Metallurgie," 1898, p. 30.) 

3. Details of estimated expenditure upon Massena power 
development scheme. Power to be developed = 75,000 n.p. Capital 
outlay $1,833,000. Charges to be made vary from $12 per E.H.P.- 
year upwards.— (Prospectus of company issued July, 1897.) 

4. Details of actual charges at Niagara $19.10 to $23.50 per E. H. p. 
year.—(Private letters to writer.) 

5. Prof. Forbes, in a letter to the Times, states that the Niagara 
Falls Company are disposing of 34,590 U. P., and have a gross Income 


Capital 


of £150,000. This equals £4 6s. 74. рег н.р.-усаг. —(August 19th, 


1899.) 

6. Details of proposed charges to consumers of Niagara power in 
Buffalo. With meter and service rent, this works out to 144 cents. 
per E.H.P.-hour for small consumers, and to under 10 cent. per 
E.H.P.-hour for large consumers of power.—(Electricity (New York), 
ge 10th, 1898.) 

Statement by Wallace, that at Foyers the operating costs of the 
puwer station equal 308. per E.H.P.-year —(Jour. Soc. Chem. Industry, 
April, 1898.) 

8. Prof. Forbes, in a letter to the Times (August 19th, 1899), 
states that the operating expenses at Niagara for 34,590 H.P. are 
only £25,000 per annum. This equals 14s. 5d. per H.P.-year. 

9. Detailed statement by Wallbank of cost of power development 
at Lachine Rapids. Present cost is $22.97 per Kw.-year. This 
will be reduced to $8.14, when 20,000 H.P. is produced and sold.— 
(Electrical World, June 18th, 1898.) 

10. Archibald states that the charges for the Lachine Rapids 
power in Montreal, are to small users $85, and to large users $32 
per E.H.P.-year. (Ele c rica World, August 5th, 1899.) 

11. Notice of reduction of charges to $22.35 per E.H.P.-ycar for 
Niagara power in Buffalo. This applies only to large consumers. 
—( Electricity (New York), December 21st, 1898.) 

12. Statement by Magee, that hydraulic power is the cheaper, so 
long as the capital expenditure has not exceeded £28 per E.H.P 
developed.—(Cassier's Magazine, January, 1899.) 

13. Details of capital expenditure upon a scheme of water-power 
development at Zurich. Total expenditure upon hydraulic and 
dynamo plant will be 19,000,000 francs. Total power to be dce- 
veloped equals 25,300 H. (gross). From Le Genie Civil, Electricity 
(New York», March 15th, 1899.) 

At Zurich, according to Levin, the charge for power to large 
consumers is £6 to £7 per B.H.P.-year.—(ELECTRICAL REVIEW, June 
15th, 1900.) 

14. In Norway water-power can be developed in certain districts 
at a cost of only 17s. 9d.— 22s. 3d. per E.H.P.-year.— (Jour. Soc. Chem. 
Ind, p. 722, 1899.) 

15. At the chlorate works at Valorbes, the capital expenditure 
upon the development of 3,000 H.P. was £10,400, or £3:89 per H.P.— 
(Lunge, “Sulphuric Acid and Alkali,” Vol. iii., 1896 edition.) 

16. Details by Prof. Janet of actual expenditure upon water- 
power developments in France. This varies from £4 28 per H.P. to 

£30 per н.р. according to the head of water to be dealt with. The 
lowest expenditure was upon a fall of 140 metres in Haute-Savoie. 
The H. p. is calculated at the turbine shaft, and the cost of dynamos 
is not included in these figures.—(ELECTRICAL REVIEW, September 
JUth, 1898.) 

17. According to a writer in the Electrician, August 4th, 1899, the 
total inclusive charges at Rheinfelden are as follows :— 


(a) 365 x 24 hours... .. £6 per E.H.P.-ycar. 
(0) 307 х 10 hours.. : £5—£7 per E.H.P.-ycar. 

18, Details by Prof. ee of the cost of water-power iu Japan. 
Power is sold in Kyoto nt £6 8з. per E.H.P.-year for powers up to 
100 11. p., and at £3 6s. per E.H.P.-ycar for powers above 100 H.P.— 
Electrical World (New York), June, 1899.) 

19. Details, by E. Bignami, of cost of water- -power in Italy. 
Capital costs have averaged £12 per н.г. developed, and operating 
costs 56. pet E. II. P.-ycar. —(Enginecring Magazine, August, 1599.) 

20. Details, by B. C. Washington, of cost of water-power in 
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California. At Mercur, Utah, the Telluride Power Company supply 
current over an 80- mile circuit and charge $60 per E.n.p. at the 
mines.—(Jour. Franklin Institute, September, 1899.) 

21. At Meran, in the Austrian Tyrol, 2,000 H. P. is sold to the 
local carbide company at 47s. 6d. per Е.н.Р.-усат.— Eclair, Ele- 
trique, May 6th, 1899.) 

22. In Switzerland the charges for power vary between £8 and 
£10 for small motors, and between £6 and £7 5s. for large motors 
per B.H.P.-year. In one exceptional case the charge was only ud. 
per KWw.-hour.—(ELectricaL Review, February 2nd, 1900.) 


cq 


23. The capital outlay at Lyons has been £84 per H.P, developed, 
Over one-half of this total had been expended upon hydraulic 
engincering works. At Interlaken, the capital outlay has been £34 
per H.P. developed.—(J. W. Hall, in discussion upon Addenbrooke's 
paper upon “Electric Power Supply from Central Stations," read 
before South Staffordshire Iron and Steel Institute, 1898.) 

TABLE III.—CaPITAL OUTLAY UPON WATER-POWER DEVELOPMENTS. 
1 = 4.9 
Place. hoe Capital Ea Authority, d: 
power. outlay. роте. | 2 8 
о 
| £ d. n 
Vallorbes... 3,000 | 10,400 3 9 3 Lunge 15 
Hte.-Savoie 8,500 36,400 4 5 7* Janet 16 
Massena .. 75,000 381,800 51 10 | — 3 
Hte.-Savoie 4,000 28,000 70 0O*| Janet 16 
Italy Average outlay. 12 0 o | Biguami | 19 
Rheinfelden 16,000 | 225,00014 1 3% -- 1 
| ( Magee's | 
— — — 210 0 E maximum j| 12 
| I dum 3 
France iis 1,000 24,00024 0 0 Minet 2 
H te.-Savoie wes 300 9,000:30 0 0°”! Janet 19 
Zurich .. | 25,300 | 760,00030 0 9 — 13 
Canada (Lachine 6,600 | — 30 0 10 Wallbank 

Каркіх.) | 
Interlacken psa ? ? 340 0| J. W. Hall | 23 
Lyons 11,900 1,000,000 84 0 0 Do. 23 

| | 
* This does not include cost of the dynamos. 
TABLE IV.—EsTIMATED, AND ACTUAL, COSTS AND CHARGES FOR 
WaTER-POWER PER E.H.P.-YEAR OF 8,760 Hours. 
Country and place. 55 Remarks. | [ow 
L———Ó' = 
| 
‘Norway... .| £1 0 O | Average of actual costs at 14 
small power stations | 
Canada (Lachine £1 5 5 | Estimated cost when 20,000, 9 
Rapids) H.P. is developed | 
Scotland uen £1 10 0 | Operating costs only AP uw : 
Switzerland ..| £119 0 | Lowest charge recorded. 22 
Austria (Meran). £2 7 6 Charge to Carbide Co. for 21 
2,000 H.P. | 
Norway (Sarpsfos)| £2 7 6 | Average charge to carbide 25 
factories | 
United States £2 10 0 Lowest proposed charge. 3 
(Massena? | 
Italy TA ..| £2 16 0 | Average operating costs ... | 19 
Sweden  ... ... | 13s. to £3 | Estimates by Carlsen 24 
Japan (Kyoto) ...| £3 6 0 | Charge to large users р | 18 
Canada (Lachine | £3 11 9 Present cost of power 9 
Rapids) | 
France .. . . £3 16 7 General estimate of cost ... 2 
United States £3 19 7 | Charge to large consumers | 4 
(Niavara) 
United States £4 6 7 Axerage charge for whole 5 
(Niagara) of power 
United States £4 13 1 | Charge for Niagara power 11 
(Niagara) in Buffalo 
Switzerland £4 5 0 | 26 
(Schaffhausen) i | 
Switzerland £5 10. 6| Charge to large consumers | 13 
(Zurich) | 
Germany  (Rhein- | £6 0 0 Charge to large consumers 17 
felden) | 
Japan (Kyoto) ...| £6 8 0 | Charge to small consumers; 18 
Canada (Montreal) | £6 13 2| Charge to large consumers 10 
United States £12 10 0 Charge over an 80-miles 20 
(Utah) trausmission line | 
б. (Montreal) |j£17 14 0 Charge to small consumers 10 
United States £25 11 0 Charge for Niagara power 6 
(Buffalo to small consumers in 
Buffalo | 
| 
24. According to B. Carlsen, water-power in Sweden costs betwee 
13 and 60 m. per E.H.P.-year.—(Zeits. f. Elektro-che zie, vi., p. 471. 
25. At Sarpsfos, in Norway, power is being sold by the Pow 
Company to the two carbide works at 45—50 m. por r.:mp.-vcar.— 
(Chem. Industrie, April 1st, 1900.) 
26. Statement that lowest charge for water-power in Switzerla: 
is £5 per B.H.P.- year at Schaffhausen.—(ELEO'TiiiCAL REVIEN 


June 15th, 1900.) 
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In the following two Tables (111. and IV.) these estimates and 
actual costs have been reduced to comparable form. The relation 
between the B.H.P. and the E.H.P. has been taken as 85:100. One 
again struck by the wide variation of the figures. The capital 
outlay per H.P. ranges between £3 9s. 3d. at Vallorbes and £84 at 
Lyon& The estimated, and actual, charges per E.H.P.-year show 
the still greater difference between £1 at a small unnamed power 
station in Norway and £25 11s., the charge to «mall consumers in 
Baffalo, 

The figures given by Wallbank for the cost of power at the 
Lachine Rapids Station in Canada, and by Janet for the capital 
“tay upon typical water-power development schemes iu France, 
we suficiently interesting to deserve further consideration, and 
they are reproduced below. 


Details of capital expenditure and running expenses, at Lachine 
Rapids Power Station, from Wallbank’s paper, before National 
Electric Lighting Association, Chicago, 1898 :— 

Power at present developed is 4,000 xw. 
Power available is 15,000 Kw. 

Allowing for 10 per cent. losses between turbines and dynamos, 

tbe capital expenditure has been $263.83 per Kw. 


The annual costs per Kw. at present are :— 


Tuterest at 6 per cent. ne - $15.95 

Depreciation at 5 per cent. (on one-third of 
capital outlay)... ae wie re 4.17 
Operating expenses 9 ie she те 2.85 
Total $22.97 


$2.97 per kw.-year = £3 11s. 9d. per E.HLP.-year. 


The annual costs рег Kw. when 15,000 xw. is generated will be 


Laterest at 6 per cent. i T T .. 4.95 

Depreciation at 5 per cent. (on one-third of 
capital outlay) ... oe n i£ T 1.68 
Operating expeuses ... ыл аз КР РР 1.51 
Total ies bá . 28.14 


3.14 per Kw. year = #1 58. 5d. per E.H.P.-year.—( Electrical 


World, Jane 18th, 1898.) 


Рета ОР THREE WATER-POWER DEVELOPMENT SCHEMES 
IN FRANCE. | 


* 6,000 11,000 m.p. (mean 8,500 н.р.) in Upper Savoy. Fall 
шеп. Capital outlay £36,400 = £4 58. 7d. per H.P. at 


Turhine Shaft. 
E ^ ; 

ч ke HP. in Department Isére. Fall 100 metres. 
| = 000 = £7 per н.р. at Turbine Shaft. 

ар НР. 1n Upper Savoy. Fall 2 metres. Capital outlay 


У “30 per н.р. at Turbine Shaft.—(ELrCcTRICAL REVIEW 
“ptember 30th. 1898 ` = ’ 


Capital 


экы е ане well the effect of height of fall upon 
tagh falls of V rie show the great economy of utilising or creating 
he Paw, er for industrial purposes. 
represents an pem in capital outlay between examples 1 and 3 
power at the 3 “Чоп of £1 6s. per H.P. per annum to the cost of 
more than thi dus power station, in interest charges alone, and 
Эрэн ч Чергесїайоп be taken into account. u 
are alm of 3 the increase of charge due to transmission 
£4138, 1d. "s pe ing interest. Niagara power at Buffalo costs 
The power hal Аар as compared with £3 19s. 7d. at Niagara. 
Montreal, wherea 7 Rapids costs £6 13s, 2d. per E. H. P.- year in 
nl £3 lis 94. з the present costs at the generating station are 
e a ae snares to mines on an 80-mile transmission line is 
probably nc: ar; the cost of generating this power at Provo 
These & not one-fourth of this amount. 
the Wwe sn worthy of close scrutiny by those interested iu 
Е on lun. b. hich have lately been occupying the atteution 
loses are (bI Mp they indicate that transmission costs and 
the consumer Ë doubling or trebling the costs of electricity to 


(To be concluded.) 


ee mmm. 


GAS ENGINE FUELS. 


ProF. Kerr states. 5 
à calorific eren in ап article in Casséer's, that natural gas has 
has been sold as EW 1,000 thermal units per cubic foot. Yet it 
wiven 1 nup, wu, . °S Od. per 1,000 feet, and in gas engines has 
Hiciency of 28 per * Consumption of 9 feet per hour and a heat 
as low as 91d. Cent, For mill use the gas at Pittsburg was sold 

feet, so that a gas engine, allowing 10 feet 


* 


Per H.P.-hour. wo : 
10 hours, the А „ase only one farthing’s worth of gas рег day of 
N Natara ас Cost of а в.н.р. being about 6s. for 3,000 
vi : lbs. þer square кед found to be stored by nature at a pressure оѓ 
м "Y a maximum of yes in the Indiana field, and 450 lbs. in Ohio, 
T pumps are Now. 7020 lbs. at Castle Shannon, in Pennsylvania ; 
"Cquired to actuall y draw gas from the depleted 


gave efficiencies of 17, 21, 25, and 30 per cent. 


wells, and gas is sent iuto Chicago compressed to 300 lbs. by 
artificial means; it reaches Chicago reduced to 2 or 3 inches of 
water only, the pressure having all gone in pipe friction. 

In the old days the gas was used in its natural state to work 
engines by its pressure, not by its explosion. It has been shown 
that more light can be obtained electrically from gas burned in gas 
engines than by its combustion direct as a lighting agent, and the 
author states that if gas companies would use gas to generate 
electricity, they would be able to distribute as much light as they 
now do, and still have 60 per cent. of their product for sale. 

Illuminating gas, however, will not pay when used for power 
purposes. At 2s. 3d. per 1,000 feet, and 20 feet per B.H.P.-hour, it 
will cost £6 per H. P.-year for fuel only. Coal at 88s. per ton, when 
used at the rate of 3 lbs. per . P.-hour, only costs 368. per annuni, 
and, moreover, the gas engine will cost more than the steam engine. 
Only small plants can afford gas, because the boiler is saved, aud the 
attendance is reduced very largely. For large powers producer gas 
must be employed, or the waste gas of blast furnaces The latter 
has about 30 to 33 per cent. of combustible, and, in fact, is very like 
producer gas. Prof. Spangler reported in 1893 that the fuel 
cost of a plant of 100 н.р. was only 1:3 lb. per B. H. P., and the 
mechanical efficiency was only 72 per cent., proving the capacity of 
the gas. The author does not appear to be acquainted with gas pro- 
duction from bituminous fuels, so that his views of the utility of 
producer gas are bounded by limitations that have no real existence. 
He evidently thinks that producer gas must be made from coke or 
anthracite, whereas bituminous fuel can be used in the duplex 
system. 

In using gas fuel its efficiency iucreases with its initial compres- 
sion Thus compressions to 38, 66:6, 82:5, and 95 lbs. gauge pressure 
With constant 
mixture, now no longer employed with poor gases, a limit 
is set to the compression, for with successive pressures of 24, 61, 
105 and 112 lbs, the explosion pressures were 27, 117, 233 and 
347 lbs, the explosive pressure increasing faster than the com- 
pression, probably, we may add, because of the more perfect com- 
bustion. The author appears favourable to the Diesel motor in 
which the fuel is burned at constant pressure, but he admits that thc 
principle has not yet been success$ully applied except with oil, it 
having so far failed with gas. | 

With small gasoline motors, 10 lights of 16 c.r. each cau be 
produced for 4d. per hour each. This is rather more than 
the price charged by city central plants. Prof. Kerr looks 
on the small gas or gasoline engine as the ideal power for 
lighting small factories, schools, and residences. The cheapest 
lighting agent would, no doubt, be producer gas burned with an 
incandescent mantle, but the deadly nature of producer gas puts it 
out of competition when burned in a room, aud it could only be 
used with safety by means of special contrivances entirely shutting 


-off the flame from the house, as іп a special glazed and ventilated 


cavity. 


 HEAVY MOTOR VEHICLES FOR ROAD 
| SERVICE. 


Vanious types of heavy motor vehicles are il ustrated aud described 
in the Engineering Magazine by Mr. F. W. Maynard. They are just 
such as may be seen any day in the streets of London. Un- 
doubtedly heavy, apparently easy to manage and stcer, and well up 
to their duties; they are, however, dangerous to foot passengers, 
owiug to the lack of even the simplest guarding to the forewheels, 
which stand out aggressively in front of the vehicles. This fault 
is as inhunran as it is unnecessary, and no excuse can be offered 
for its existence. The present series of motor vehicles includes 
amongst others, drays 16 to 18 feet in length, with an area for 
load of 56 to 70 square feet. The extreme width—a legal limit-- 
is 64 feet. The frames are of channel steel, and the wheels are either 
of military type with oak spokes and metal hubs and felloes, or all 
metal, which, however, is not recommended, a wooden spoke being 
conducive to durability. 

Tbe Thorneycroft steam wagon has a wheel base of 9 feet 11 
inches, and the tires are 5 feet 64 inches apart centre to centre. 
The platform has an area of 68 square feet, and stands3 feet 11 
inches high unloaded. It sinks to 3 feet 94 inches with 3 tons of . 
load. Ordinary laminated springs are employed, and the driving 
axle is a piece of forged steel shaft, stated to be as large as a 
shaft capable of transmitting 120 H.P. at 120 revolutions per 
minute, though only required to transmit 35 H.P. as a maxiniuni, 
the excess being a concession to reversed stresses aud shock. 

The front wheels measure 34 inches x 4# inches, the driving 
wheels 39 inches x 5} inches. The boiler is of water-tube type, 
fired centrally from the top, the fire being completely surrounded by 
thë tubes connecting the top and bottom annulus, tbe lower of which 
actually contains the fuel. The boiler has a heat®pg surface of 83 


feet, and a grate surface of 2:4 feet; the working pressure is 115 lbs. 


and the test pressure 350 lbs. Of the two safety valves one is set 10 Iba. 
above the other, and blows in full view of the driver. Feed is by a 
pump driven by worm gear off the engine shaft, with a return of the 
excess by haud regulation to the tank. There is also a self-starter 
injector, of which the cones can be withdrawn with the boiler under 
steam. The engine is compound horizontal reversing, with cylinders 
4 inches and 7 inches x 5 inches stroke, enclosed. dust-proof in an 
oil splash chamber, and equal to 20 B. H.P. at 440 revolutions рег 
minute, but capable of running up to 770 revolutions per minute and 


doing 35 B. 1. P. It measures 34 feet х 24 feet x- 14 feet, and weighs 


E 
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5 cwt., and it can be run independently of the vehicle. The 
exhaust first performs duty as a feed heater,then escapes through 
a silencer to the blast nozzle, and passes, superheated and invisible, 
into the atmosphere. 

Power is transmitted by machine-cut wheels through a counter- 
shaft and universal joints to take up all spring and bump motion. 
The gearing ratio is 10:1: 1 and 187 :1. On ordinary grades 5 to 
6 tons of load can be taken, and a load of 34 tons has been carried 
up a gradient of 1 in 6 with the slow speed gear. There are brakes 
on the drivers, water tanks of 160 gallons capacity, sufficient for 15 
to 20 miles, and fuel bunker for 53 cwt., or enough for 50 miles, 
but there are no guards to the very dangerous front wheels. Other 
vehicles do not differ much in general dimensions. A brewer's 
dray by Coulthard & Co. works at 225 lbs. pressure with kerosene 
fuel, and triple engines of vertical type, with cylinders 24 inches 
and 43 inches and 6 inches by 5 inches stroke, developing 14 B. H. P. 
at 500 revolutions per minute, with graphite lubrication, a tubular 
condenser of Row indented tubes and a final drive by Renold 
chains, the total ratios of gear being 7, 114 and 193 to 1 forward 
and 27:4 to 1 in back gear; 84 gallons of water and 22 of oil may be 
carried. 

The Clarkson and Capel Steam Car Syndicate also do not 
lubricate the cylinders, nor is it even said that they use 
graphite. 

Simpson and Beaman, of Manchester, use a boiler of the flash type, 
with How's indented tube, and remind us that the flash type of 
boiler is referred to by Dr. Lardner, a copy of whose book 
published in 1836 is before us-—the first edition having appeared 
in 1827. This was Howard's patent. Howard placed a vessel of 
mercury over a coke fire. The mercury carried an iron plate, and 
at each stroke of the engine water was injected upon the plate and 
converted to superheated steam. Thus, says Lardner, steam at 
25 Ibs. pressure may have a temperature of 400°. In the same old 
book we find a description of Hancock's and Gurney's steam road 
cars and their boilers. 

The description of Gurney's car might be that of Thorneycroft’s, 
including steam blast and silencing chamber, and Lardner talks 
familiarly of pressures of 400 to 500 lbs., and of speeds of 9 miles 
per hour. Hancock's carriage weighed 33 tons aud carried 14 
passengers. Hancock also used chain gearing. With this book of 
Lardner's and the materials of to-day we ought to make successful 
motor vehicles if they could do it in Hancock's and Gurney’s time 

80 years ago. Gurney cleaned his tubes with acid, as is done to-day 
with the Serpollet boiler, until he found that he could not get it 
performed well by the common workmen, when he provided plug- 
holes and used scrapers, but Dr. Wollaston wanted him to stick to 
the acid. Gurney's water-tube boiler, by the way, is a better design by 
far than the Belleville. It is added that Gurney's carriage ran up 
allthe hills between London and Barnet and Staumore, mounted 
Stanmore Hill and Brockley Hill, aud even Old Highgate Hill, of 
which part is 1 in 9. The makers of the motor vans of to-day 
have very faithfully copied Gurney in all points, even to neglecting 
lifeguards, and had it not been for the local authorities of that day, 


the country would have been full of motor vehicles this last 50 
years. 


THE ELECTRICAL EQUIPMENT OF THE 
TALL OFFICE BUILDING. 


In this month's issue of the Engineering Magazine there appears an 
article under the above title by Mr. Reginald Pelham Bolton, which 
is of considerable interest owing to the novel conditions attaching to 
the supply of electrical energy to these 28 and 30-storied buildings 
which for some years past have been making their appearance in the 
main thoroughfares of New York, Chicago, and other important 
business centres throughout the United States. 

These buildings often contain as many as 1,500 offices, each of 
which will require one or more lights, the total number of lamps 
installed being brought up to about 4,000 with passage and other 
lamps. 

The Bowling Green block of offices, of which Mr. Bolton makes 
special mention, is well known to the writer, and is perhaps the 
largest of this type of building that has been erected in New 
York. It is possible that the Rookery,” in Chicago, may contain 
a larger number of offices, but upon this point the writer is not 
quite sure. 

‘The Bowling Green building is wired for 3,200 points. Its 
inhabitable area is 247,000 square feet. Its cubic contents 
4,915,000 cubic feet, and the number of lamps installed is 6,300. 
These figures will give some idea of the immense proportions of 
this building. 

The question of lighting the building does not in itself present 
any difficulty, or even any points of novelty or interest beyond the 
magnitude of the operations involved. But when one considers 
that many provincial central stations have been erected whose hopes 
of success were based upon having to supply current to 5,000 lamps 
within a reasonable period, and when one reflects upon the many 
articles, papers, and pamphlets which of recent years have been 
written upon the limiting number of lamps in any one installation 
at which it ceases to be economical to obtain current from the supply 
company, the idea naturally suggests itself that these huge private 
installations may become formidable competitors to the publie 
supply companies. Indeed, there is no impossible element in the 


suggestion that these large private installations might with advan. 
tage both to themselves and to the supply companies, sell Current 
io the supply company during the evening hours or at апу other 
time when the demand for the building itself was small. 

There can, of course, be no doubt at all that for so large a number 
of lamps as 5,000 installed in one compact building, current can be 
generated from a private plant more economically than the suppl 
company can afford to sell it. | 

Mr. Bolton asserts that he has cxamined the figures of a number 
of office buildings, and in all of them the cost of electrical generation 
is very much lower than the lowest rate of outside supply, and he 
concludes that until current can be supplied to such ‘buildings 
during the hour of maximum load at less than 2 cents for kw. hour 
it will not enter into competition with the internally generated 
supply." 

Mr. Bolton's argument in support of this conclusion is briefly to 
this effect :— 

In almost every instance a private plant is of the non-condensi 
order, and the exhaust steam is used when required for heating, 
supplemented, of course, by heat from the boilers or a special boiler 
when necessary. The maximum amount that the office building 


could afford to pay an outside company for its light, heat and power 
for lifts would be a sum equal to the coal bill plus interest, k 


depreciation and repairs on the entire plant, together with all of 


the wages account, except, say, that of the engineer aud an | 


assistant. 

Mr. Bolton finds that for such a building as the опе first men- 
tioned the gross cost of working the lifts, supplying light and heat, 
and pumping for a year, including interest and depreciation, will 
come to about £2,192. Now, in order to compete with the office 
building plant, the supply company must be able to provide for a 
sum not exceeding £2,192, 135,000 kw.-hours for lift service; 
d KW.-hours for lighting, and 4,200,000,000 British Th.U. for 

eating. 

Putting the wages of one engineer and assistant as above at 4300 
per annum, the price charged by the supply company for the above 
must not exceed 1d. per xw.-hour, for the energy used by the lif 
14d. per xw.-hour for lighting, and 17d. per million British Th U 
units for heating. 

We cannot criticise this argument iu detail, as Mr. Bolton doe: 
not state how the original figure of £2,192 per annum is arrived at, 
but as he tells us that he has had an opportunity of examining the 
costs of production of electrical energy in many cases of offic 
building plants, we may assume that the above figure is derived 
from a comparison of the costs of similar plants. On broad 
principles we have little hesitation in endorsing Mr. Bolton: 
argument, but having regard to the very peculiar character of the 
lighting load of a block of offices it would be almost impossible—in 
the absence of figures—to calculate the actual cost at which the 
office building would find it of advantage to take a supply from the 
public company. 

Mr. Bolton states that the lighting load consists of a very light 
day load with a sudden, but short, evening load, averaging 70 per 
cent. of the maximum, and with infrequent but abrupt maximum 
loads during day darkness, such as those preceding thunderstorm, 
and still more rare days of fog. This is, of course, precisely what 
one would anticipate, but the duration of the 70 per cent maximum 
load must be exceedingly short in summer, and as there is nothin; 
to compensate for this at other times of the day, the lighting load 
curve for a summer's day at the Bowling Green offices ти“: 
be of a shape that would turn a central station engineers 
hair grey in very short time. In this country, where 
5 p.m. is the ruling hour at which work ceases at office: 

no light at all would be required except for dark passages. In 
America, business men stay much later at their offices, ani 
thus the demand for light would be somewhat greater. Further, in 
New York the architect is not hampered by light and air restrictions, 
and it is not an uncommon thing for the windows at one side 0! з 
“sky scraper” to be subsequently blocked by another building 
going up alongside. In these circumstances it is conceivable tu... 
many rooms in a building like the Bowling Green offices may sou 
or later be wholly dependent upon artificial light, which агаш 
would raise the demand in the summer months. Then, of cour. 
the complete and extensive service of lifts makes a demand for 
energy upon the plant, but, unfortunately, the demand made ty 
this is of such a character that if it is supplied direct the enginert 
of a private plant would really rather be without it as far as belpi- 
him to produce economically is concerned. 

Mr. Bolton is no friend of the application of electricity tv 
clevators. He even goes so far as to suggest that under no circunr 
stances can an elevator service be operated direct by electricity iu 
“sky scraper” as economically as by hydraulic power. His vie 
may be summed up as follows :— 

Without an electric storage battery the high-speed elktr 
elevator is not so economical as the hydraulic elevator, nor can it l- 
combined satisfactorily with electric lighting work. 

The additional cost of a battery with interest and depreciatio 
outweighs, in his opinion, any gain in economy. 

An electric lift costs more for labour, maintenance and repair ti. 
au hydraulic one. 

Mr. Bolton is of opinion that the high speed elevators which a 
an essential element in a building 28 stories high, are radiev 
uusuited for operation by electricity. "Without a more deti 
statement of the facts upon which Mr. Bolton bases this vicw, * 
are not in a position to contradict his assertion with refert 
to any special case which he may have in his mind. but ^ 
certainly think that so sweeping a statement is unwarranted - 
general principles. Having regard to the character of the ligt t! 
load of such buildings it would appear that the introductien o 
hydraulic accumulator of suitable size operated by a motor would 


= 


considered 
tions we congratulated the lecturer upon his admirable 
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anxful way of improving the load factor, but possibly this is what 
Mr. Bolton means to imply, though he does not actually say so. 

An interesting suggestion is made as to the utilisation of the plant 
which, for so many hours during the day, is running at practically 
oo load. In the case of the Bowling Green building the light is 
supplied from a large storage battery, which is charged during hours 
of light load from a neighbouring central station. This battery 
feeds its district at the same time, and helps to maintain the proper 
pressure by discharging in parallel with the station during hours 
of heavy load. 

Mr. Bolton proceeds to give figures relating to an installation 
capable of supplying current for 4,000 lamps installed in a building 
such as the Bowling Green building, and deduce from these figures 
that without making any allowance for the use of exhaust steam for 
heating the building, the cost would work out to a little over 1d. 
per Kw.-hour generated. He concludes with the view that if 
electric supply companies were to combine heating by steam with 
the supply of energy, they would be placed in a inuch more favour- 
Able position for competing with the private installation. He does 
uot give any figures in support of this view, which, of course, does 
not apply to English conditions of office life, and we very 
much doubt, from our experience, whether it would apply to 
American office life to the extent anticipated by Mr. Bolton. 


CORRESPONDENCE. 


— ee — 


Prof. Thompson's Lecture at Bradford. 


My attention has been called to the last paragraph of your 
editorial article of September 21st, which contains (besides 
&æveral personalities that I pass in silence) several allegations 
nf insinuations that I cannot pass. I therefore invite you 

tly to say whether or not you intend your readers to 
understand the following things to be asserted :— 

1. That I showed amongst the slides at my Bradford 
lecture on electricity in the industries none of electric trac- 
ton with overhead wires. 

2. That I advocated running trumcars through to all the 
ther towns in Yorkshire without any overhead wires. 

3. That I made no mention of any other way of dis- 
Posing with overhead wires than my own (Thompson- 
Walker system). 

If this is what you mean, will you kindly say so plainly. 


Silvanus P. Thompson. 


Pu did not say that no other alternative method was 
i 10100; what we did say was, that no other system of 
® aœ contact traction was shown or referred to. We do 
S that the lecturer should not have brought forward 
other ошрвоп- Walker system, but honour was also due to 
бей" ue had laboured in their day in the surface contact 
A e overhead trolley system was certainly “ not 
2 пев among the lantern pictures, as we said 
ex. The Professor's remarks led us to believe that he 
overhead wires unnecessary. With the above 
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POWER TRANSMISSION BY SHAFTING 
v. ELECTRICITY. 


A VERY interest; . l | 
thoroughly ae report, evidently written by engineers 


versant with power distribution in factories 
n à : : , 
Master Mohan ed on this subject by a Committee of the 


the Аш" Association of America for the benefit of 


A report | a 
«ctn i ae this description dealing with American 
especially at tue ne to works managers in this country, 


installed in large © present time when motors are being 
aud works, Бе quantities for power driving in our factories 
Motors ar 


much кен 8 in the States for power work to a very 
һе пешу there Nt than they are in this country, and con- 
erent methods ^ a good deal to be learnt from the 
aud systems which have at one time or 


another been adopted in American workshops for tool 
driving. 

The Committee have made a point of analysing the dif- 
ferent systems they have come across and of emphasising the 
strong features, whilst commenting on those which they have 
not considered desirable. 

In the following article we lave picked out some of the 
best points of- the report, und in some cases criticised and 
compared them with our own experience in this country. 

The report divides the subject of power distribution into 
three headings :— 

(a) Relative economy in cost of power itself. 

(b) Relative convenience of operation and installation. 

(r) Relative effect upon shop output and cost of labour. 

Economy.—In order to compare the relative efficiencies of 
Steam and electric transmission, and arrive at the cost of 
operating the two systems, by taking intd account the ex- 
pense for fuel, attendance, repairs, interest on investment 
and depreciation in each case, the character of the shop 
plant is divided under two heads :— 

1. Shop plant, in which each building has its own power 
plant. 

2. Shop plant, in which all buildings are furnished with 
power from a central source. 

The manner of connection from the prime mover to the 
tools, i8 assumed, for comparison, in either of two ways, 


namely, the shafting method, and the individual tool-driving 


method. The shafting method involves the grouping of the 
tools on suitable lengths of shafting, which are motor-driven. 
On the other hand, the individual tool-driving method 
implies the use of separate motors for tools requiring over 
3 H.P. each. 

Taking the case where each building has its own power 
plant, the average efficiency from engine to tools for steam 
engine transmission is shown to be approximately 50 per 
cent., whilst for electric transmission with the shafting 
method, the efficiency comes out at about 52 per 
cent. 

With the electrical individual tool-driving method, how- 
ever, the efficiency comes out at about 60 per cent., showing 
a small gain for this method. | 

Next, taking the case in which all the baildings are 
furnished with power from a central source, it is pointed out 
that some small saving will be made in the power required 
for each individual machine, and further, a considerable 
saving due to the better efficiency of a large engine and 
boiler plant over that of several smaller ones. 

In extreme cases where large condensing engines replace 
small non-condensing ones, and in large stations having a 
uniform load,the fuel saving may readily be 334 per cent. 
From these figures it will be gathered that only in the 
latter case сап large savings be expected in the fuel bill. 
The latter case represents, however, the system which is 
usually adopted for electrical power distribution in factories, 
namely, generating at one centre and distributing from that 
centre. 

The Committee have come to the conclusion that the 
utfendance necessary on an electrical transmission plant will 
cost as much per annum as on a steam engine plant. It 
is supposed that what the electrical system saves in 
keeping in order a reduced number of engines, boilers, 
bearings and belting, it loses in the additional cost of the 
electrical attendance. In our opinion there are a great 
many cases where the attendance can be considerably reduced 
for the electrical systems, and, in fact, it is not difficult to find 
cases where they actually have been reduced. 

It is certainly false economy to cut down the electrical 
staff, as motors, if kept clean and well looked after, will last 
much longer and save in repairs, but a staff of intelligent 
youths or trained labourers will keep a set of motors in 
first-rate condition under a capable electrician, whilst a set 
of small steam engines will require a more experienced and 
better paid staff. 

The motor, with its rotary motion, requires less attention 
than the engine with its reciprocating motion, and a set of 
steam engines, unless kept in first-rate condition, will require 
more expensive repairs than a plant of motors to do the 
same work. 

The experience of large motor users in this country has 
undoubtedly been that, by substituting motors for steam 
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engines, the necessary attendance has also been materially 
reduced. 


With regard to repairs to plant, the report goes on to say. 


that the cost of the one system about equals that of the 
other. 

Here, again, it is difficult to understand this statement. 
There is little question that the repairs necessary to motors 
and generating plant are a good deal less than is the case 
where independent steam engines are in use. 

This fact will perhaps not ; show itself ver y forcibly during 
the tirst few years of working, but after a plant has been 
running for, say, five years, the steam engines will require 
greater annual repairs than the motors. 

It is more than probable that the American system of 
installing motors may have a good deal to do in raising the 
cost of maintenance. 

It is well known that American motors are rated a good 
deal higher than those of British manufacture, and American 
motors installed iu this country have been found to be ex- 
pensive iu maintenance, and not to last as long as those made 
in Great Britain, due largely to this cause. 

Makers of motors in this country have appreciated the 
fact that a machine which is rated low will stand better than 
one in which the margin is a small one only, and the low 
maintenance costs obtained in many works in this country 
are largely responsible for this fact. 

British practice in this respect. has been. to put down 
plant which will last for years without maintenance or 
repairs ; on the other hand, a very much shorter period will 
satisfy American practice. Consequently, although the 
report may be correct in stating that the maintenance of a 
motor plant will cost as much as a steam-engine plant, when 
applied to American practice, it certainly does not apply to a 
plant which contains motors installed with sufficient margin. 

The last item of power cost is inferest and depreciation. 
The report rightly shows that thanks to certain advantagesand 
facilities gained by adopting electrical power distribution, the 
total first cost of the electrical plant cannot with justice Fe 
compared with the total first cost of a similar shafting distri- 
bution system which is not possessed of those advantages. 

It states, however, that the electrical driving system will 
cost abont double that of an ordinary shafting system. A 
sum representing 10 per cent. per annum on the capital 
invested is usually allowed for the two items of interes; and 
depreciation, and this item amounts to about one quarter of 
the total running cost of the plant per annum. 

Under the heading ©“ Convenience and Shop Output“ 
some very practical’ remarks are made, remarks on points 
which are often lost sight of in laying out new works. 

It is pointed out that with steam power transmission 
the arrangement of the buildings and of machines is laid out 
80 that the shafting and engine connection is as direct and 
simple as possible, with the result that the machines must be 
compactly arranged in parallel lines, and the ceiling and 
columns designed specially for shafting support. 

In other words, the tools must be installed with first 
reference to the application of power, and not, as should 
be the case for most economical working, with first refer- 
ence to handling the work to the best advantage. 

Electrical transmission places no restriction on the 
location of the machines, and each shop may be planned 
with a view to handling its product with the least waste 
of labour, and with the greatest convenience of access to 
tools. 

It is to be regretted that this fact is often lost sight of 
in planniug new shops and in arranging the tools in them, 
and although electric motors are now usually introduced 
for driving some of the lengths of shafting and isolated 
tools, this is done more with a view to cutting down some 
of the running losses than to enable the tools to be arranged 
in the most suitable and favourable positions. 

These points, combined with partial or entire absence 
of overhead line shafting, ensure better lighting of the 
shops, aud conduce to cleanliness and increased output. 

Under the heading of “ Special Appliances,” it is pointed 
out that electricity shares a large field with compressed air, 
but as the latter has received more attention than the 
former, it is somewhat ahead of electricity for special 
appliances, such as small hoists, chipping tools, &c. 

It appears to us very doubtful wliether electricity will ever 


compete with compressed air for some of these applications, 
No new shop or foundry is complete without its compressed 
air plant for driving these special tools, which are both con. 
venient and chéap in use. 

There are many applications to which electricity is better 
adapted, but to others it cannot be applied to the best 
advantage, 

As regards fleribilify, it is pointed out that extensions with 
a shafting system are difficult to carry out without incon- 
venient crowding of the tools or without overloading or com- 
plication of the shafting system. 

On the other hand, the electric system is flexible, and new 
buildings may be placed in any convenient position and 
additions made to the driving system without affecting the 
intermediate links. 

In the opinion of the Committee, increase in oulpul con- 
stitutes the chief claim of electric transmission to the 
attention of shop managers. 

The saving in time introduced by using electric handling 
devices, wliereby the tool is quickly served with its work, 
and the idle time therefore cut down, and by independent 
driving whereby the capacity is increased by reason of the 
perfect speed control, are the two chief factors tending to 
increase the output. 

Some points are raised in the report with regard to con- 
tinuous and alternating current motors for shop use. 

The simplicity of the alter nating motor is mentioned, 
whilst the disadvantages of its running at so high a speed and 
of its being essentially a constant speed motor, are touched 
on. It is pointed out that for driving line shafting these an 
not points of great disadvantage. 

It should, however, be remembered that, although shops 
often start by replacing steam engines by motors for driving 
the line shafting, an application easily carried out by an 
alternating motor, yet eventually extensions to the electrical 
system will require the motors to be direct connected to 
tools requiring speed control and often heavy starting torques, 
which will necessitate either a continuous current supply 
being laid on in addition, or full advantage not being taken 
of the possibilities of electrical drivi ing. 

In shop installations, where poly phase motors are used 
for power purposes, it has been necessary, in some cases, to 
lay down a further continuous. current supply for the arc 
lamps, and fer motors, such as those on the cranes, neces- 
sitating heavy starting torques. This mixing of the systems 
cannot be recommended, and therefore, in choosing the 
system, the ultimate and not the present requirements should 
be studied. 

Under the heading of ** Motors,” it is advocated that these 
should be of the open type when used for driving tools o! 
shafting, and, in fact, whenever possible, due to their running 
so much cooler. On the other hand, for travelling cranes, 
hoists, transfer tables, locomotive turn-tables, and boiler 
shop plate rolls, all of which loads are intermittent, motor 
of the enclosed type are recommended on account of the: 
fitting into the gearing better than those of the open type. 
The temperature question does not come into consideration 
here, due to the intermittent nature of the load. 

It is very interesting that this should be the opinion of 1 
Committee of American engineers reporting on Americal 
practice, as the enclosed type of motor has been very exten- 
sively used in America, and has, in fact, been imported into 
this country from there, and is recommended for adoption 
in most cases by consulting engineers in this country, largely 
on the strength of its reported: success in the States. 

In these pages we have repeatedly pointed out the disad- 
vantages of this type of motor, yet the fashion has been s: 
by engineers, and not until users themselves began to find 
out the disadvantages did the installation of this type of 
motor on a wholesale scale begin to diminish. Most prac- 
tical engineers have, however, now found out from experi- 
ence that the type of motor must depend upon its position 
and the work it has to do. 

In many cases, however, where a motor must be euclosct. 
it will be better to use one of the open type and enclose it iu 
an iron-lined wooden box, than to use one of the ironclad ty tr. 
The wooden box сап be removed at any time for inspectio 
purposes. 

Manner of Tool Driving. —The report recommends tim 
tools requiring less than 3 н.р. each should be groupe: 
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together on short line shafts, whilst each motor for driving 
such a group should be of about 25 H.P. size. 

Both these sizes correspond very closely with good practice 
in this country, though often the group motor is 20 H.P. 
instead of 25 H.P. | 

For individual driving, either belted or geared motors 
are employed, 

The report states that the belted arrangement is somewhat 
clumsy, but reduces shock and prolongs the life of the 
motor, and i& in the opinion of the Committee, the better 
arrangement for general use. This is, in our opinion, ex- 
tremely sound advice, and certainly the experience of the 
larrest motor users in this country. 

[t is interesting, as coming from America, where the prac- 
tice has hitherto been to gear the motors as far as possible, 
in order to make a more compact job. We understand, 
however, that direct gearing is now being largely given up 
in favour of belt driving. 

The conclusions the Committee have come to are as fol- 
lows :— 

1. In a small shop consisting of practically one building, 
having an equipment of small tools for light work only, 
electric transmission will not be found a paying investment. 
In such a shop, however, an electric lighting dynamo will 
b a convenience, and may be utilised to run a few labour- 
wing electric tools, such as a cylinder boring outfit, a turn- 
wible motor, &c. 

?. In an extensive railway shop plant the installation of a 
central power station and electric transmission will always be 
fund advisable, as it will not only result in the most 
economical system in respect to operation, but will make 
possible far more important shop economies, namely, an 
merease in quantity and quality of output, and a reduction 
in the cost of handling. 


PRACTICAL CONSIDERATIONS INVOLVED 
IN THE GENERATION OF POWER 
BY BLAST FURNACE GAS. 


Tae growing importance of the blast furnace as a source of 
cheap power has led us to give the following particulars of 
йз working and of the results obtained in practice. 

The average output of pig-iron per furnace per week in 
Grat Britain is about 450 tons. The average weight of 
coke consumed is equal to the weight of pig-iron produced, 
Reducing this to the weight of coke consumed per hour, 
gives 2'678 tons per furnace. 

А In the blast-furnace each ton of coke charged requires 
we combustion 447 tons of air blast, which measured at 

% F. and 30" Bar, = about 131,747 cubic feet. 

NC Page complicated calculation would show that for 
RI of UE consumed in the blast furnace there is 
itas d ho ume of gas, which if reduced to 60° F., at 
hat pale pressure would measure about 17 0,000 cubic 
af ed. х 170,000 cubic feet = 155,260 cubic feet 

uer evolved per hour per furnace. 

TNR Л fcis : employed as fuel in the blast furnace, the gases 
ydro-carhons. jeg value owing to the preseuce of volatile 
fines, but sha rots tar 18 deposited in the tubes and 
olume of gas given off per ton of coal charged 


їз only à k, с 
about 130,000 cubic feet, when measured at 609 F. 


and 90° Bar 


in which maces use as fuel a mixture of coal with coke, . 
. Case the gas given off per ton of fuel charged is 


Proporti Р : 
cubic i somewhere between 130,000 and 170,000 


ee pt | to which the stock in the furnace has been 


: to desc * : 
ture to be 100 we may consider the average tempera- 
.ite a 


N gag carries WI è = 2 А 
ma i | with it Wr 2 Р 
lid particles du ater in the form of vapour, and 


..- 1€ proportion . 
will дерек віна of wqneous vapour carried by the guses 
pon certain conditions :— 


1..Whether the ore is calcined, or charged while contain- 
ing a considerable percentage of moisture. 

2. The percentage of moisture contained in the fuel. 

3. The method adopted for recovering the gases at the 
top of the furnace. 

The average of six determinations, nt a furnace using 
French and Spanish ores, with coke and limestone, gave 
2:3 per cent. of water vapour. 

Where the ore is calcined and charged in a dry state, and 
when open-tops are in use at the furnaces, allowing a portion 
of the gases to ignite at the top and drving the raw materials 
being charged into the furnace, the gas drawn off will not 
contain a high proportion of moisture due to the ore and 
coke; but where the bell and hopper method of closing the 
top of the furnace is adopted, and the charge consists of ore 
and coke that has been subjected to the ordinary conditions 
of the atmosphere, or charged in a hydrated condition, the 


proportion of moisture may reach 10 per cent. and above. 


Having 1 lb. of water in the form of moisture in the gases 
issuing from the blast furnace, in the proportion of 10 per 
cent. by weight, if the gases are cooled down to 32? F., 
the 1 lb. of vapour will be condensed, and at the same 
time will liberate 1,146 B. Th. 17. A cubic foot of. b.f. gas 
at 32° would weigh about *08 1b., so that 10 Ibs. of gas = 125 
cubic feet, which at a calorific value of 100 B. TH. C. per 
cubie foot = 12,500 B.Th.U. If the gas with its moisture 
at a temperature of 32? F. were admitted into the cylinder 
of a gas engine, about 9 per cent. of the heat value of the 
gas would be absorbed in evaporating this amount of 


- water. 


The dust carried by the gases consists of fine particles. of 
ore and coke, and also a fine fume lberated during the 
operation of smelting the ore, and fluxing the earthy matter. 

The quantity, or weight, of dust carried by the gases 
diminishes with the distance from the furnace, the heavier 
particles being deposited in the tubing in close proximity to 
the furnace, while the lighter portions are carried. to very 
considerable distances, though there is an accumulation of 
dust deposited in all the passages through which the gas 
travels, unless special provision is made for arresting it. 

The quantity of dust is dependent to some extent 
upon the class of ore used, but still more ou. the quality of 
metal produced, as when furnaces are producing ferro- 
manganese, spiegeleisen and hasie pig, the dust is in much 
higher proportion than when ordinary qualities of pig-iron 
are required. | 

Even when the gases have been ignited in stoves and 
boiler furnaces, light dust is carried along and escapes. from 
the tall chimnevs. s 

Determinations of the weight of dust carried by the gases 
can he roughly made by weighing the dust removed from the 
flues and tubes when the periodical cleaning has been per- 
formed. ° 

Mr. A. S. Keith, of Middlesborough, has stated that the 
quantity of dust рег weck from a furnace, making from 600 
to 700 tons per week (Cleveland ore), amounted to from 2 to 
5 tons per week, though: in another case only about 1 ton 
per week of dust was obtained. 

M. A. Greiner gives the quantity of flue dust at the 
Seraing furnaces as follows :— 

From two furnaces which together produce 300 tons of 
pig-iron, there are produced 134 tons of heavy dust daily, 
or 10 grammes per cubic metre, corresponding to 0°81 per 
cent. by weight of the gases. Of the light dust 3 tons daily 
are produced, or 2:2 grammes per cubic metre, equal to 0717 
per cent. by weight. | 

The heavy dust consists chiefly of purple ore particles. 
The furnace charge is composed of 20 per cent of pyrites 
residues, along with 80 per cent of Bilbao ore. 

Another determination gives 5 grammes per cubic metre, 
equal to 0°40 per cent. of the weight of the gas. 

A German engineer finds 2 grammes of dust in the 
washed gas, or 0°16 per cent., after all possible means 
of purification have been applied, and at the Georg-Marien- 
hutte, Oanabrück, an average of 2°91 grammes of dust or 
0°23 per cent. was found in a cubic metre of washed gas. 

A furnace producing 60 tons of foundry iron in. 24 hours 
at Les Hauts Fourneaux et Fonderies de Pont-à-Mousson, 
evolves 12,358,000 cubic feet of gas, or 205,975 cubic feet per 
ton of pig-iron, which carries along with it 1,800 Ibs. of dust, 
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equal to 19 per cent, byrweight, when the gases are reduced 
to atmospheric temperature and pressure. 

At an ironworks in the Midlands where two furnaces pro- 
duce about 460 tons of pig-iron per week, the estimated 
weight, of heavy dust per week amounts to about 24 
tons. This dust accumulates in the flues and tubes, and is 
removed abont every three months. 

The gases evolved hy the blast furnace are not the pro- 
ducts of perfect combustion of the fuel, as the reduction of 
the oxides of iron is effected by carbonic oxide gas and 
carbon. 

The air blast, on entering through the tuyeres of the fur- 
nace, comes in contact with highly heated carbon, and the 
oxygen of the air combines with this to form carbonic acid, 
while the nitrogen is not acted upon, but in the immediate 
vieinity of the tuyeres the carbonic acid gas formed comes 
into direct contact with more highly heated carbon with 
which it readily combines, forming carbonic oxide. 

This carbonic oxide gas has the property of acting upon 
the oxides of iron, in a heated state, and reduces the iron to 
the metallic state, and under certain conditions some of the 
oxides are reduced by solid carbon, which results from the 
decomposition of the gases containing carbon. Without 
dwelling too long on the chemistry of the reduction of iron 
from its ores in the blast furnace, we may pass to the con- 
sideration of the evolved gases. 

Firstly, the nitrogen of the atmospheric air employed, 
being an inert gas, passes out of the top of the furnace 
without any reduction in volume, and forms the chief con- 
stituent of the gases. Carbonic oxide gas is found to be 
present in a proportion generally not less than 25 per cent. 
by volume. In the operation of smelting, a certain proportion 
of the carbonic oxide gas becomes fully oxidised to carbonic 
acid, the proportion depending upon various conditions, but 
the limits are somewhere between, say, 6 per cent. and 12 per 
cent. of the total volume of gas evolved. Hydrogen is 
usually found to exist in blast furnace gases in small propor- 
tions, say, from 1 to 3 per cent., chiefly due to-the decom- 

Position of the aqueous vapour carried by the air blast in its 
passage through the furnace. However, when coal forms & 
constituent of, the furnace charge, the .proportion of 
hydrogen may be somewhat higher than that stated above, 
and the gases may also have small proportions of marsh gas, 
but for the purpose of this article, coke is assumed to be the fuel 
employed, so that the poorer class of gases may be taken asa 
basis. 

Of the gases constituting blast furnace gas, only the 
carbonic oxide, hydrogen, and marsh gas are capable of 
generating heat by further combustion with air. 

For the purpose of calculation, blast furnace gas having 
& percentage composition by volume, as follows, has been 


taken :— 
Carbonic acid, СО, ... С... 12 
Carbonic oxide, CO ... ed ue 9D 
Marsh gas, CH, ET zw — 2 
Hydrogen, H... oe S "E 
Nitrogen, М ... T iu .. 60 
100 


The introduction of hot blast by Neilson was soon followed 
by the utilisation of the then “ waste gases for supplying 
the heat to the air blast by burning it in pipe stoves, and 
later in firebrick stoves, and means were adopted, though in 
some cases, even now, not very efficient, for preventing the 
evolved gas going to waste in the atmosphere. Some 
modern furnaces recover almost the whole of the gas, by 
means of the bell and hopper closed top charging arrange- 
ment, and a cover to prevent loss when the bell is lowered 
to admit the chargeof materials for smelting into the furnace. 
The efficiency, therefore, of the methods adopted at the 
present time varies from a total waste of the gas in open 
top furnaces to almost perfect recovery in the best modern 
furnaces. 

In the case of the ordinary closed top furnace, with bell 
and hopper, the number of times the bell is lowered per 
day of 24 hours may be, say, from 72 to 130, and the time 
the furnace top is open to the atmosphere each time the 
bell is lowered may be taken at half a minute; during this 
time the gas evolved is wasted, and the proportion lost will 
equal about 2°5 to 4:5 per cent. This proportion of waste 


can be reduced by having a cover for the hopper to be nsed 
when the bell is being lowered, as in the Thwaite-Gardner 
system. . 


(To be continued.) 


BUSINESS NOTES. 


Electrical Wares Exported. 
WEEK ENDING SEPT. 267TH, 1899. | WEEK ENDING Sept. 25TH, 1900. 


Antwerp. Elec.fuse .. Value £216 Adelaide . Value £188 
Barcelona, Teleg. mat. .. 100 Amsterdam es o € 5 
Bombay  .. Ms iu Ps 21 Bergen. Cable. .. V ..14910 
Buenos Ayres Teleg. mat. .. 295 Bomba xs va “es A 
Calcutta  .. xs э .. 962 Вгавве ly % 
» Teleg. wire .. .. 112 Buenos Ayres р N 
Cape Town. УЕ га .. 891 Calcutta... T "ir 
Channel Islands .. A vu 8 » Teleg. wire  .. 1% 
Christiania. Teleg. wire . 196 CapeTown.. .. .. .. X 
Colombo E js .. 208 Chili .. "E es Ж 900 
Durban M a En .. 646 Colombo ii 85 2 
East London SQ 73 Copenhagen. Teleg. wire Nl 
Ghent s 85 x 24 Durban - Vs is 231 
Gibraltar .. a vs 19 Fremantle .. 255 
Gothenburg. Teleg. wire 29 Hamburg .. ps s 110 
Hong Kong.. 22 = за j Teleg. mat. .. 600 
Jamaica. Teleg. wire .. 18 Hong Kong. Teleg. mat. яр 
Launceston vi 117 Kobe. кя ^n M 216 
Madras 248 Madras n 159 
Мана " 87 Melbourne .. W 
Melbourne .. se 2s 120 New York 800 
" Teleg. cable 514 Ostend 84 
Montreal $5 Vs 25 Otago.. vu PI T 
Ostend 16 Port Elizabeth... s % 
Penang 145 Rotterdam. Teleg. wire 17 
Perth sie ^ š 78 Singapore m mn Me 4 
Port Elizabeth. .. is M 28 Stockholm. Teleg. cable > 
эз Elec. cable. 150 Sydney si T 517 
Rotterdam. Teleg. mat. 100 Toronto s E 
St. Petersburg ёз 45 Wellington 4 
Stockholm. Teleg. wire 100 
Sydney is is is .. 848 
" Teleg. cable .. 1,181 
5 Teleg. mat. E 
Total vs £8,047 Total s £19,559 


Foreign Goods Transhipped. 


Barbados. Teleph. mat. Value £106 | 


Boiler Record Book.—In response to the request of 
many of their clients, the National Boiler and General Insurance 
Company, Manchester, have designed and issued a book for the 
purpose of recording cleanings, inspections, and repairs of boilers 
and fittings. The book consists of about 50 pages, ruled with com- 
partments for the various particulars, and between each two leaves 
are half a dozen interleaves to which the company’s reports may te 
attached. The whole should form a concise and systematic history 
of each boiler, conducing largely, it is to be hoped, to the prevention 
of accidents, and we have no doubt but that it will be of great use, 
not only to those for whose benefit it was primarily intended, but 
also to steam users in general. 


Catalogues and Lists.—Messrs. Mather & Platt. 
Limited, send us a useful revised list of steel clad motors and 
accessories. This steel clad motor was especially designed to meet 
all practical conditions, and to conform to fire office requirement- 
and to be hermetically enclosed (water-proof and gas-proof) fer 


exposed situations. The magnet casting forms a case whit! 


effectively protects the parts from injury. The motors are beine 


made in several convenient sizes, for pressures ranging from 100 t. 


500 volts, and for various speeds. All parts are interchangeable, 
hence they may be quickly replaced from stock. The commutator 
are of a new and special design, giving large brush surface ; the bar: 
have a large radial depth, and carbon brushes are employed 
Tables show the B. H. P. revolutions, voltage, weights and dimensions 
of different sizes of motors, also prices of accessories. Startins 
switches and speed regulators are also detailed. Another list te 
hand from the same firm describes briefly their exhibits at the Pari- 
Exhibition. The illustrations are particularly pleasing. 

Messrs. W. H. Allen, Son & Co. Limited, of Bedford, have 
published a neatly bound and excellently printed Circular 
(No. 5), which is entitled “Transmission of Power for Industria! 
Purposes by Electricity.” High speed engines (enclosed) witb 
continuous current dynamos, ditto. with multipolar dynamos, con- 
tinuous current motors, enclosed and open, electric drilling 
machines, pumps, hoists, and switches, travelling cranes and con- 
densing plants, and overhead transmission lines, are all well illu-- 
trated. А list of English central stations where Allen’s engines. 
dynamos and motors are installed is given, and this is followed by 
several pages of useful information, showing in tabulated form th: 
electrical H.P. required for driving different machines. 

Messrs. G. Straus & Co., Limited, of Upper Thames Street, en. 
us circulars of the “Siemens” incandescent lamps, also of 1" 
Cassirer & Co.'s (Charlottenburg) electric light cables and flexi! = 
cords. : 

Circular No. 1,031 of the Westinghouse Company is devoted t. 
belt-driven polyphase alternators, containing descriptions, wit 
photographic illustrations and diagrams of connections, of their 
two and three-phase machines. 
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[iynidation—A meeting of the Electrical Pioneer 
crudicate Will be held at Birmingham on October 25th to hear an 
omt of the winding up from the liquidator. 


Шише Fau.—In a note under the above heading in 
arie of the 14th inst., by a slip of the pen we unfortunately 
сате the name of the fan makers as the “Sun Fan Factory.” 
Tris should obviously have been the “Sun Fan Company, 
Limited.” 

Electricity in Fine Art.—One of the latest and most 
utistic applications of electricity consists in the combination of 
{пе glow lamps with marble statuary. To accomplish this most 
atisfactorily, it is necessary that the design of the statuettes should 
de weh 58 10 harmonise suitably with the electrical fittings ; and, on 
the other hand, the latter should be eo disposed as to illuminate the 


Mette to the best advantage, without appearing discordant or 
Wü place in daylight. It is not sufficient to merely suspend а 
i ftom the marble with a festoon of flexible cord. Our illustra- 
WR hows an example of statuary in which ће above principles 
mre deen carried out. The original forms one of a number of 
ШШ objets d'art on view in the showrooms of Messrs. Max 
Emmel & Co., of Shoe Lane, Е.С. 


Employers’ Liability —At the Loughborough County 
Сащ last week, before his Honour Judge Wightman Wood, John 
sat, а mechanic employed at the Brush Works, Loughborough, 
"plied through Mr. В. S. Clifford for a declaration of liability, 
aud the respondents (Brush Electrical Engineering Company, 
iiid ) admitted he was entitled to. Plaintiff's eyesight had 
injared, and the company had paid him since the accident 
ti sume wages that he was earning at the time of the occur- 
the The Court was asked to make a declaration of liability, on 
In Den that he was suffering from permanent physical injury. 
Vues for the company, said they admitted that the plaintiff 
зра T to the order. They had made inquiries from the fore- 
tad been e said the work done by the plaintiff since the accident 
able to d e rly satisfactory. If it turned out that he was not 
nour. i work 80 well he might have to take less money. His 
that he wap granting the order asked for, said plaintiff had got all 
ше to. At the present time he was losing nothing 

Cont and accident. If he got less he had а right to come to the 
get the amount put in. On the question of costs, in 

Deane, his Honour said the company should have 


signed by the pein by tendering a memorandum agreement, 


— Trading.— The report of the Joint Select 
of evidence Parliament on Municipal Trading, with the minutes 


the Committee Published on 17th inst. The recommendations of 
next e confined solely to the expediency of reappoint- 


ciently dealt Wa the matter being of too great a scope to be effi- 
rest pu before the last prorogation. One of the most 

of Bir Courteng 5 in the volume just issued is the memorandum 
92 the relation of yle, Permanent Secretary to the Board of Trade, 
aaway nndertaki ocal authorities to electric lighting, gas and 
d o electric suppl b. The Financial Times abstracts the report, 
Electric Lighfin, J local authorities beyond their own districte, 

y be ut pe of 1882, Sir Courtenay says, provides that 

to authorities authorising supply! in “апу 


five ot'ier Corporations, and like 


area, although the same or sume part, thereofimay not ibe"included 
within their own district." Powers have, been'granted by the Board 
of Trade to authorities in respect of their own'district, andithe 
whole or part of the district of another local authority in ‘eight 
eases, and similar applications were made last session by three 
other bodies. The powers granted were all granted with the con- 
sent of the outside local authority, and in'most cases the outside 
area is in the district of a rural authority. 8 The'Manchester: Cor- 
poration in 1897 obtained power by Act to take, subject to the 
approval of the Board of Trade, transfers: of electricity powers 
from local authorities of districts adjacent to the city, and by a 
further Act this provision was extended so as to include districts 
in proximity to the city. Similar power has since been given to 
power was sought by three other 
Bills last session. Certain local authorities who have established 
electricity undertakings have obtained power by Act to supply 
energy in bulk to other bodies who are authorised to supply. 

A local authority authorised by the Electric Lighting Acts to 
supply electricity can only borrow money for the purposes of the 
undertaking on the security of the “ local rate." Powers granted to 
a local authority are subject to specific conditions as to the applica- 
tion of moneys received in respect of the undertaking. These con- 
ditions provide for the ordinary expenses of carrying on the under- 
taking and for the formation of a reserve fund. The reserve fund 
is limited to 10 per cent. of the capital expenditure on the under- 
taking. Any surplus remaining in any year after providing for 
ordinary expenses and for the reserve fund must be applied to the 
credit of the local rate, or to the improvement of the local autho- 
rity's district, or to the reduction of moneys borrowed for the pur- 
poses of the undertaking, provided that if the surplus exceed 5 per 
cent. on the capital expenditure, a rateable reduction shall be made 
in the price charged to. consumers of electricity. Any deficiency of 
income is chargeable on the local rate. Thus, where a local 
authority supplies outside its district, the effect is that that local 
authority is, in respect of the outside districts, in &he position of a 
company —money raised on the security of the local authority's dis- 
trict is used for the purposes outside, and that district benefits or 
loses according to whether the whole undertaking is carried on at a 
profit or a loss. 

The policy of the Act of 1870 with regard to the working of tram- 
ways owned by local authorities is indicated in Section 19, which 
provides that the local authority may either (1) lease the tramways 
to be worked by a company or person, or (2) leave the tramways 
open to be used by the public on payment of tolls. The section 
proceeds to enact as follows:—'' But nothing in this Act contained 
shall authorise any local authority to place or run carriages upon 
such tramway and to demand and take tolls and charges in respect 
of the use of such carriages.” This provision is merely negative, 
and is not a direct prohibition of working by a local authority. It 
did not deter local authorities from obtaining the power of working 
by special Act or provisional] order without any necessity of repealing 
the general Act, and this power they have thus frequently acquired. 
In August, 1872, a new standing order was adopted by Parliament 
having the effect of the restriction against working by local 
authorities contained in the general Act. Procedure by Bill and 
by provisional order was thus placed on the same footing. Not- 
withstanding the uncertainty which prevailed with respect to Bills 
between 1870 and 1872, the policy of the restriction in the general 
Act commended itself to municipal administrators, and for 12 years 
all tramways constructed by local authorities were invariably leased 
to companies at an annual rental. The practice was unaltered until 
1882, when the first exception—that of Huddersfield—arose, and 
the numerous applications made by local authorities on this pre- 
cedent led to a reconsideration of the standing order, and after the 
passing of the London County Council and Leeds Bills in 1896, 
giving unrestricted power of working the tramways, the restriction 
in the standing order was dropped altogether at the end of the 
session, and since that date it has become the rule to confer on local 
authorities, both by Bill and provisional order, the power of working 
their tramways as freely as if they were a company, so far as their 
own district is concerned. . 

The next question which engaged attention was that of local 
authorities constructing or working tramways beyond their own 
boundaries. Under the pressure of circumstances and the applica- 
tions for private Bills resulting therefrom, Parliament began in 1889 
to confer on various local authorities powers of purchase and con- 
struction exercisable outside their districts, and in 1893 made a new 
standing order which, though negative in form, gave recognition to 
the principle of conferring such powers where the local circum- 
stances seemed to the Committee on the Bill to justify it. In effect 
the standing order provided that tramways in one district might be 
authorised to be constructed, acquired, or taken on lease by the local 
authority of another district, if the projected lines were continuous 
with lines belonging to the local authority promoting the Bill. A 
powerful impetus was given to this movement by the adoption in 
recent years of an inexpensive form of electric traction for tramways. 
Many local authorities possessed installations for electric lighting, 
and owing to the tramways being mainly a “day load” and lighting 
a “night load” on the electrical generators, the economica] advan- 
tage of working both together became very considerable. It enabled 
a local authority with an electric installation and working a tramway 
system to offer tramway facilities to small neighbouring places who 
could never think of setting up a system of their own. On the 
general question it might be added that the annual returns of tram- 
way traffic, published by the Board of Trade, show that the working 
of tramways by local authorities has been a success so far as it has 
gone. 

It is not supposed that these favourable results were entirely due 
to municipal as ош company working. No small part of the 
success achieved by the municipalities is due to the fact that their 
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taking up the working has synchronised with the introduction of a 
cheap and attractive method of electric traction. With regard to 
the results of powers exercisable by local authorities beyond their 
districts, there has, up to the present time, been no sufficient 
experience to afford proper data for an opinion. 


Notice.—Attention is directed to a notice among our 
advertisements this weck regarding one named Harvey and the 
Hertfordshire Engineering Company, Limited 


The Paris Exposition.— Messrs. Geipel & Lange inform 
us that the following specialities, for which they are agents, have 
obtained distinction at this exhibition :—The Geipel trap heads the 
list with the distinction of Hors Concours, and it was employed 
exclusively for draming the whole of the steam pipe system, for which 
no less than 80 traps were used; Brown-Boveri three-phase plant 
obtained Grand Prix; the Ward-Leonard was the only apparatus o 
this type to obtain a Gold Medal; the Vulcan meter also obtained 
a Gold Medal; and the Chapman voltage regulator, which only formed 
part of a general exhibit of American products, a Bronze Medal. 


Shaft Fractures, — From observations made on 
fractured  crankshafts, Mr. M. Longridge considers that cranks 
should be secured to their shafts, particularly when these are 
of steel, by means of round pins sunk lalf in the shaft and 
half iu the crank rather than by rectangular keys, fracture being 
very apt to commence from the corner. of a rectangular kev- 
way. The pin may not be so mechanically good as а transmitter of 
stress, but then cranks should. be properly shrunk on, and the key 
is only a stand-by in the event of it working loose. Three cases of 
broken shaft are referred to. Failure occurred. at 111,400,000, 
116,000,000, and 123,000,000 revolutions respectively, The stresses 
per square inch were 11,000, 7,050, and 6,600 lbs. respectively. The 
first shaft probably had a less stress than 11,000 bs. in the early 
days of its life. In the case of a broken crosshead with a stress of 
15,600 lbs. per square inch each way ога range of 31,200 Ibs., 
breakage oceurred with 46,000, 000 applications of stress or 
23,000,000 each way. Another crosshead broke at a stress of 
11,250 lbs. The stress had been 7,400 Tbs. up to an alteration being 
made in the engine. Before the alteration the engine made 
101,000,000 revolutions; after the alteration about 47,000,000 
revolutions were made. 

There is evidently an attempt made to study the important 
subject of engine breakdowns on the lines upon which Wohler worked, 
lines along which many other experimenters have also worked, 


and that are deserving of further attention from envincers than has 


been accorded them hitherto, though there can be no doubt that the 
behaviour of materials under various stresses has amply demou- 
strated that different applications of stress have widely different 
results, and that range of stress is important quite as much as any 
maximum stress of more steady application. 


Technical Education.— The calendar. for the fifth 
session (1900-1901) of the Royal Technical Institute at Salford is 
now obtainable (4d.) on application to the principal. As usual, it 
vives full details of the electrical engineering and other courses and 
classes, accompanied with photographic illustrations of the different 
departments. 


Trade Announcements. — The Machinery Trust, 
Limited, have, in connection with their business, a special depart- 
ment for the supply of electric motors, dynamos and electrical 
fittings. They are in a position to undertake complete installa- 
tions, or any part of same. 

The head offices of the National Telephone Company have been 
removed to Telephone House, Victoria Embankment, E.C. 


Wheeler Cooling Towers.—Orders for cooling towers 
have recently been given to the Wheeler Condenser and Engineer- 
ing Company as follows: — For the Newcastle- upon - Tyne 
Electric Supply Company, cooling tower of 2,000 H.P. capacity; 
Messrs. Platt Bros., Limited, Hartford Mills, Oldham, 1,000 н.р. 
capacity; Bromley electric light station, 1,000 н.р. capacity; 
Southend-on-Sea Corporation light railway, 1,000 н.р. capacity. In 
tie two latter cases contracts also include equipment of condensing 


Annfield Plain.—The U. D. C. last week consented to 
the Northern Counties Electrical Supply Company applying fora 
provisional order to supply the district with electricity, 


Ayr.—In his annual report Mr. Fuller, the electrical 
engineer, says that experience has proved that the quality of the 
coal in the district renders it necessary to have more boilers than 
originally iuteuded. The output from the works increased by 45 
per cent. from 297,420 units to 425,639 units, and a substantia! 
reduction has been made in the generation cost per unit, in spite of 
a large increase in the cost of coal, &c. The figure for this year i 
1:8d. against 2:03d. last year. After paying £1,530 interest on 
capital, £235 is left for theannual sinking fund. In another report 
the borough electrical engineer enters into the question of the best 
method of dealing with the extension of plant required for the 
tramways, coupled with the proposal to alter the central area intoa 
low tension continuous one. His report is split up into tou 
sections dealing with (1) extra plant required for tramways; 2 
eost of alterations to mains; 3) extra plant required if low tension 
be adopted ; (4) account to be charged with same. In regard to 1 
he gives the estimated cost ot the necessary plant and accessories 
for tramways as follows: TWO 150-KW. continuous current genera- 
tors—.£1,800 each, £3,600; steam and exhaust piping, #950, 
switchboard and connections, £550; one water-tube boiler, £700: 
one pump, £40; one condenser, £500; pipework for boiler house. 
condenser, steam, feed and exhaust, £250; building for boilers and 
all foundations, £1,500— 47,390. 

Regarding (2) he says that the amount of cable required to meet 
this change of the system, and also to deal with future exten- 
sions, equally four times the capacity of the present cables, would 
be abou 7,000 yards of distributing main cable, and to this must 
he added about 2,500 yards of feeders. In fixing the size of these 
he has estimated them with a view of meeting al! the demand likels 
to arise in the district during the next five or six years, but if 
desired, the cost: (as given below) could be reduced by only putting 
down cables to deal with the next two years following the laying 
of the cable, but this is а scheme he would not at all advise. Ti: 
cost of this change over in the streets would be as follows: — 24% 
yards, two feeding cables, £612 ; 6,800 yards, one distributing cab) 
41,292 — 1,904. 

Respecting (3), if the change is made, it will be necessary to place 
on order the following:—one 150-kw. generator, £1,800; on: 
booster, £250; one boiler and economiser, £1,200; one set accumo- 
latore, £800; one switchboard, £450; connections, sundries, . 
4200; one balancer, £300—£5,000. By allowance from Messrs. 
Siemens, say, £1,500— 43,500. With a view to facilitating deliver 
of the tramway generators, and also to avoid any trouble witi 
Messrs. Siemens as to the change of No. 3 plant, he suggests entering 
into communication with them with a view of obtaining the whole 
of the dynamos from their works. If the above system be not passed 
it will be necessary to sanction the contract already entered int: 
with Messrs. Siemens for one 200-kw. alternator. If alternating 
plant be put down the present engine room would not hold thi 
dynamos required for the tramways, but an extension of th: 
building would be necessary; this is a very important point, and 
shonld not be overlooked. 

Summary.—Estimating from the above the amount required for 
extension would be as follows:—Proposed extension of mains, 
£1,904 ; proposed L.T. plant, £5,000 ; plant for tramways, £7,390 
£14,294. Less allowance No. 3 plant, £1,500—£12,794. 

The reports were referred to committee with power to act. 


Barnstaple.— The Town Council has appointed Mr. 
Adams to report on the electric lighting of the borough for a fee oi 
25 guineas. 

Benfieldside.— Thie U. D. C. has consented to the appli- 
cation of the Northern Counties Electrical Supply Company for 
provisional order to supply electricity in the district. 

Birstall.—A private company has given notice of itə 
intention to apply for powers to supply electrical energy in th 
district, and, in order to keep it out, the Council has decided : 
apply for a provisional order. 


* 


plants, exhaust oil separators, feed water heaters, the cooling towers 


T i T T 
Кш ылы р, Bournemouth.—The Lighting Committee of the D 


trict Council, at their meeting on 11th inst., recommended that th: 
town clerk be instructed to open negotiations with the Bourne- 
mouth and Poole Electricity Supply Company, for the purchase o: 
their undertaking. 


Bowness.—A meeting of electric light users was held a: 
Windermere last week to consider the proposed increase of tho 
price from 6d. to 74d. per unit. Those present pledged themse хе 
to discontinue using the light after October 1st, unless the Winder- 

Aberdeen.— In a recent report to the Aberdeen Gas and mere and District Electric Supply Company withdraw the notice o 
Electric Lighting Committee, the electrical engineer, Mr. J. A. ab dS | 
Bell, refers to the provision which it will be necessary to make for Bristol.—4A serious difference of opinion has arisen 
laying feeder and pilot cables from Dee Village to the different between the electrical engineer and the architect with regard tu 


ELECTRIC LIGHT AND POWER NOTES. 
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feeding points. He discusses the different ways in which the 
cables can be laid, and recommends the Committee to authorise the 
building of a concrete subway above the new sewer which is to be 
laid in Crown Street and Portland Street, which will prevent the 
road being opened more than once. He estimates the cost of the 
subway at £5,400 to £6,600, according to the design adopted. The 
Committee have recommended the Council to sanction the con- 
struction of the subway as proposed at £6,600. 


Alloa.—The Burgh Commissioners, having considered a 
report drawn up by Messrs. Buchan & Hogarth, Edinburgh, have 
decided to apply to the Secretary for Scotland for leave to borrow 
£17,000 for the purpose of carrying out an electric lighting scheme. 


the foundations for the Corporation’s new electricity works at Av... 
bank. Finding that the points in dispute are of an portant 


tria 


complicated nature, the Electrical Committee has recommen 
the Council to refer the question to Sir Benjamin Baker 
decision, 


Buxton.—Owing tothe increasing demand, the electric 


] 


works are now no longer able to supply the requirements of шат. 
sumers, and the Electricity Committee, acting on the report of M: 


Calvert, electrical engineer to the Council, has recommended 


further expenditure of £25,000 for additional plant. Some 
satisfaction has been expressed with the public are lighting 


(Continued on page 511.) 
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THE PARIS EXHIBITION. 
Euiprr OF J. J. RIETER & Co., WINTERTHUR. 


рев, RIETER & Co. will probably be best known to our 
readers as makers of hydraulic machinery. Some time ago 
however, this enterprising firm added an electrical depart- 
nent to their business, and the energy with which they have 
taken up the manufacture of electrical apparatus is well 
chown bythe various 
exhibits they have 
ant to the Exhi- 
bition. 

We illustrate 
herewith a number 
af the items of 
The 


alternator shown 


their exhibit. 


in fig, 1 is coupled 
to a tandem 
pound Sulzer 


et 750 H.P., 


000 volis and 50 cycles per second. There are 
йв attached to the inner periphery of the fly-wheel 


m by bolts, which latter are of small section, as they 


Mot to take any stress due to centrifugal force, 
Bile case in usual alternator construction. Each 
“wound with 137 turns in six layers of copper 


0 00. square. Тһе exciting current is 55 
@ ай is provided by a 


tend of the crankshaft. 


12-pole exciter fixed 


The armature is supported on 


71 
F НР. THREE-PHASE Motor (420 revolutions) AT PARIS. 


к. E = э the outside bearing, and it is in two parts for 
E mine The ene construction, it 
Niagara жа. 1 N similar to | that of the 
Ies on the ne inasmuch as the magnetic pull of the 
design which ig x ure opposes centrifugal force. It is a 

Particularly suitable for single-crank engines, 


че the fly. | 
iota. Hy-wheel can be made of very massive pro- 


general 


V 
1 4 
ii 

ve 


at 100 
iitions per 
ute The 
rine generates 800-KW. 'THREE-PHASE 
pli юе current 


THE NEW ELECTRICITY WORÉS OF THE 
GLASGOW CORPORATION. 


(Continued from page 470.) 

WE giveon page 508a view from the middle of the engine room 
looking southwards ; in the foreground is one of the Belliss- 
Thomson-Houston 1,500-H.P. generating sets described in 
our last issue. The condensing plant belonging to this set 
is seen to advantage on the left hand, as well as the arrange- 
ment of tle steam 
and exhaust pipes ; 
a similar condens- 
ing set is connected 

of the 

1.500- 
seen in 


with each 
other two 
Н.Р. Sets 
this view. 
The condenser 
shell is a cast-iron 
cylinder, with a 
cooling surface of 
2,550 square feet ; 


the tubes are of 


solid drawn brass 
fixed into brass 
ALTERNATOR AT PARIS. tube plates. The 


air pump, of which 
we give a separate view, is a three-throw Edwards pump driven 
through Hollick gear by an electro-motor, and running at 
160 revolutions per minute ; each of the pump barrels is 
12 inches in diameter, with 12 inches stroke, and all the 
parts liable to corrosion are of brass. The effective displace- 
The 


small force pump seen at the side of the air pump is used 


ment of the pumps is 2°36 cubic feet per revolution. 


for lifting the water from the air pump delivery valves to 


the tank in the boiler house. to which we have referred above. 


500-H. P. THREE-PHASE ALTERNATOR WITH DIRECT DRIVEN 


Exciter. (300 revolutions.) 

The circulating pump is of the “ Conqueror“ centrifugal 
type, with suction and discharge branches 11 inches in 
diameter; the diameter of the impeller is 17 inches. The 
pump spindle is direct coupled to an electro-motor, taking 
about 8:5 amperes at 520 volts at full load; the air-pump 
motor requires 10 amperes under the same conditions. . 

Behind the two Belliss engines are seen the tapering 


‘cylinders of a Willans engine coupled to a Crompton multi- 
F 
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polar generator. This engine is of the triple-expansion single- 
acting type, size ЗҮ, with a normal output of 1,200 J. H. p., 
maximum output 1,500 I. H. P.; the cranks are three in number, 
each driven by three cylinders in tandem, for high, in- 
termediate, and low pressure, with diameters of 380, 600, 
and 950 mm. re- 
spectively. The 
engine is designed 
to give the rated 
output with a pres- 
sure of 180 lbs. per 
square inch at the 
stop valve, and at 
a speed of 230 revo- 
lutions per minute. 

The generator is 
of Messrs. Cromp- 
ton & Co.’s latest 
type, with 12 poles, 
compound wound 
to give 1,200 am- 
peres at 610 volts ; 
the mean working 


pressure, however, 
as a shunt-wound 
machine is — 520 
volts, at which 
pressure a current 
of 1,400 amperes 


is generated. Ав 
a compound traction 
generator the out- 
put ranges from 500 volts at no load to 550 volts 
1,400 amperes full load. The magnet frame, contrary to 
the ordinary practice, is of cast-iron, and is divided into 
four parts, as seen in our view of the dynamo; the poles 
are of wrought-iron, and the series winding is carried. round 
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LOOKING SOUTHWARDS: 


the shunt, with a clearance of an inch or thereabouts. 
giving ample ventilation. The armature is, as usual, of the 
toothed core barrel-wound type, 7 feet 6 inches in diameter, 
and weighing 18 tons; there are 1,500 conductors of copper 


ELECTRICALLY DRIVEN AIR 


strip, bent to shape on formers before mounting in the cor 

and divided between 250 slots. The commutator has 759 

sections, and is of massive construction. It is noteworthy 

that while the other large sets are all provided with heayy 

fly-wheels, the armature of this generator is so heavy that no 

separate fly - whee] 

has been found 

necessary. The same 

principle of extra 

substantial con- 
struction has been 
adhered to through- 

out the designof the 
machine, and cannot 
fail to add to the life 
of the generator, 
The combination is 
capable of working 
up to 960 KW. (1,900 
amperes. at 510 
Volts) for an hour or 
two when necessary ; 
the engine, which 
presents a striking 
appearance, is fitted 
with automatic cut- 
off gear of the latest 
type. 

This completes the 
list of generating 
sets at present in- 
talled in the station; 
but very important additions are in hand in the shape of two 
Willans engines of the 3 X size, coupled to Westinghouse gene- 
rators of 1,400-KW. output each. These engines are exactly 
similar to the one shown at the Paris Exhibition, ‘of which we 
gave a brief description and an illustration in our issue of May 


AND CIRCULATING PUMPS. 


THREE 1,500-H.P. GENERATING SETS. 


4th, 1900. Each engine is of the triple-expansion three-crank 
condensing type, having nine cylinders in sets of three, of 450, 


770, and 1,220 mm. diameter respectively; the normal out 


is 2,400 І.Н.Р., at a speed of 180 revolutions per minute, 21 
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the maximum output 3,000 1.H.P. The dynamos are of the 
Westinghouse Electricand Manufacturing Company’sstandard 
simt and compound-wound type. Foundations are being put 
in at the north end of the engine room for these large sets, 


dimensions, each rated'at 150 amperes, 300 volts, at 650 
revolutions per minute. They are compound-wound, and 
work sparklessly at all loads. 


which will be erected 
during the coming 
winter, and will 
complete the elec- 
trial equipment of 
the present build- 
ing. 

The engine room 
в traversed by a 
эзоп travelling 
dectric crane, con- 
structed by -Messrs. 
Broadbent & Sons, 
of Huddersfield, and 
partly shown in 
our. view looking 
southwards. The 
crane is operated 
by a single enclosed 
motor of 17-H.P., 


It is interesting to note that all the machinery shown in 
the view last men- 
tioned was erected 
upon concrete 
foundations, as it 
now stands, before 
the station build- 
ings were put up. 
A temporary wooden 
shed provided with 
a 7-ton traveller 
was erected to act 
as a shelter over 
the foundations, 
and in this the 
plant. was put up 
and worked con- 
tinuously from 
December, 1898, to 
November, 1899. 
zy that time the 


running at a speed PEEBLES 150-Kw. BALANCER. 
of 600 revolutions 

pr minute, and made by Messrs. Bruce Peebles & Co. The 
motor is mounted towards one end of the crane girders, and 
dives by.a single rope a pulley near the opposite end; the 
Aer is keyed to a transverse shaft by which the various 


main buildings were 
sufficiently com- 
pleted to allow of the removal of the shed, and at the same 
time the large travelling crane was erected, All the plant 
shown in our southward view, as well as the remaining 
balancer, has been installed since last December. 


motionsare operated 
With fast and loose 
pulleys and leather 
8. To convey 
the power to the 
mine two copper 
wires are stretched 
fom end to end 
of the room, and 
am 80 arranged as 
t be lifted by 
under running 
slibes carried on the: 
cane, 
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The last-named 
machine is of 
Messrs. Bruce 
Peebles & Co.'s 
manufacture, and 
is shown in one 

of our views here- 
with. [t consists 
of two 4-pole 
dynamos of the 
makers’ standard 
type, each- capable 
of giving 500 am- 
peres at 250 to 300 


e turn now volts, and running 
to ie smaller at 600 revolutions 
шагу electrical per minute. The 
Locos These pole-tips are 
m ist of two = УУУ “ek 1 specially shaped for 


ery charging 


the prevention of 


‹ МАЎ 


T sets and - ғ sparking ас the 
ima The | m: brushes. "The large 
are seen in starting resistances 
reg ound of 1 , for these two ma- 


ew. towards 
hend of the 
Toom, . pub- 
in our last 
ach consists 


chines are shown 
in the foreground 
of one of our illus- 
trations ; it will be 
seen that the start- 
ing switches are 


giving coupled together, 
160 putting both ma- 
Speed af. chines on the 
vus per mains at once. 
pled to The apparatus 18 
up I Ss complete in itself, 
в at SS MAX À and is provided 
Both — - with a set of 
of — Kelvin measuring 
Maxor and instruments. 
er From our illus— 
< ype, with trations it will be 
and field seen that all con- 
armatures ne nections to dy- 
: e namos, .&c. are 


- е E 
the Indi, Same view there ma 


rable may be seen a balancer made by 
уз Limited t, Gutta-percha and Telegraph Works Com- 
* this consists of two machines of identical 


carried underground in culverts, everything that can with 
advantage be concealed beneath the floor being so placed, 
A-small portable air compressor driven by a motor is used 
for cleaning the dynamos by means of an air-blast. 
T ? 
(To be concluded.) 


pam — = Kem : s Oo 


-by which a patented 


.As the author truly 


face, the contents of 


. devoted tothe British 


| veritable multum. in 


510 THE ELECTRICAL REVIEW. [Vol. 47. No. 1,192, SEPTEMBER 28, 1909, 


REVIEWS. 


The Inventors Adviser, or Every Man's Own Patent 
Agent. By REGINALD Happan, Fellow of the Chartered 
Institute of Patent Agents. London: Harrison & Sons. 
Fifth edition. 


This excellent work, which has been re-christened so as to 
bear the alternative title of * Every Man's Own Patent 
.Agent," has gained much on its fifth passage through the 
press. It is sometimes said that the man who is his own Jawy er 
has a fool for a client ; and the anonymous author of“ Every 
Man's Own Lawyer," is often called the author of a guide to 
litigation. Neither of these adages could be justly applied 
to the result of Mr. Haddan'slabours. His little volume has 
proved itself to be of infinite value to the inventor who is 
unable to obtain 
the assistance of a 
patent agent, and to 
the patent lawyer, 
who uses it as a lamp 
to throw light upon 
thecommercial aspect 
of letters patent for 
inventions. 

The fifth edition is 
divided into four 
parts. Of these the 
first comprises a 
treatise on the com- 
mercial aspect of in- 
ventions and patents. 
In Chapter VI. the 
author takes care to 
point out to the in- 
ventor the reason wl y 
it is to his interest to 
go to the expense of 
taking — out letters 
patent for an in- 
vention. He also 
draws attention to 
the various methods 


invention сап be sold 
for profit, while the 
rules for ascertaining 
the commercial value 
of a patent are set 
forth in Chapter VII. 


remarks in the Pre- 


Part I.“ arealtogether 


new in works on 
patent law." 
Part II., which is 


Law of Patents, is a 


(4LASGOW.- 


parvo. While he 
deals with all the 
material questions which should be brought to the know- 
ledge of the would-be patentee, Mr. Haddan never loses 


sight of the fact that he is addressing a reader who comes 


to the perusal of his work unbiassed by any previous know- 
ledge of the subject. In particular, we think the author's 


treatment of the rights of licensees is particularly lucid and 


satisfactory. Another important question has also been 
treated of, namely, the right, if any, of a workman to take 
out letters patent for inventions discovered by him when in 
tue employment and with the materials of his master. In 
dealing, shortly, with the question of infringement, we 
think Mr. Haddan has exercised a wise discretion. As soon 
as the institution of, or defence to, legal proceedings becomes 
, necessary, the prudent inventor should always take profes- 
sional advice. An attempt to dispense with that advice is 


usually attended with disaster to the unfortunate inventor 
or the alleged infringer. 


WiLLANS-CROMPTON 1,500 I. H. P. STEAM DYNAMO. 


Where all is excellent, it were invidious to single out 
any particular portion of the work for the greatest amount 
of praise. We are of opinion, however, that Part IIL, 
which deals with foreign patents, is likely to continue to 
be the most important part of this volume, 
arranged in alphabetical order, may be found all the countries 
of the world, which are able to boast a system of patent law. 
A short epitome of each system enables the British patentee 
to decide whether it will or will not bé worth his while to 
seek foreign protection for the result of his inventive genius. 
The necessity for foreign protection increases year by year. 
England, which has for centuries taken the lead' among the 
manufacturing countries of the world, was the first to insti- 
tute a system of protection for the benefit of the inventor, 
That system has been copied, with greater or less modi- 
fication, in every manufacturing  country—and these 
countries, slow to take the initiation, but quick to follow a 
good example, are 
ever ready to pounce 
upon and adopt in- 
ventions Which they 
can turn to good 
advantage. With Mr. 
Haddan’s book in 
his hand, the inventor 
can easily decide 
whether to seek pro- 
tection abroad as well 


A TET 


QUEE e. "E. CDI um > — as at home. 
2 Ao а The fourth part, 
NES - which deals with trade 


marks and designs, 
and the laws relat- 
ing to the same in 
all the principal 
countries in the 
world, would have 
justified Mr. Haddan 
in expanding the 
title of his work. 
There are few sub- 
jects which -are less 
kiown than the law 
of trade marks, and 
we venture to think 
there are few books 
in existence which 
deal so concisely with 
this branch of the 
commercial law. 

In the first appen- 
dix may be found a 
useful list of British 
and foreign anthor- 
ities on the law of 
patents. То that list 
may be added“ The 
Law and Practice 
Relating to Letters 
Patent for In- 
vention,“ a monu- 
mental work by 
Messrs. Roger Wal- 
lace, Q.C., and J. Bruce Williamson, only published this 
year. The second appendix contains all the forms likely to be 
used either at home or abroad by patentees—those in use abroad 
being printed in their native languages. . The third appendix 
contains useful hints with regard to drawings which should 
accompany an application for a patent. 

In conclusion, we confidently recommend this work to all 
those who take a practical interest in patented inventions. 


Gas Lighting. By CHARLES HUNT. 

A. Churchill. 1900. 

This new work, being Vol. III. of * Chemical Tech- 
nology," edited by Charles Edward Groves, F.R.S., and 
William Thorp, B.Sc., is by Mr. Charles Hunt, manager of the 
Birmingham Corporation gasworks. It is admi printed 


London: J. and 


and illustrated, there being two plates and 292 illastrations 
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(inclusive of diagrams). The manufacture and purification 
of gas and its bye-prodnets is more fully treated of than the 
title would suggest, and the data given in connection with 
iis application to lighting must bring the work prominently 
forward now that the relative advantages of gas and electric 
light are being so eagerly compared. 


lubralory Nole-Book for Chemical Students, By V. B. 
Lewes and J. N. S. BRAME. London: Archibald 
Constable & Co. | 


While this is called a note-book, and is interleaved with 
blank pages for the purpose of making notes, it partakes 
«ill moreof the nature of a text-book, there being 170 pages 
of printed matter. Part I. consists of brief instructions on 
the preparation and properties of the commoner gases, &c. ; 
Part II. deals with the analysis of simple salts, and Part 
Ш, is devoted to experiments of a quantitative character. 
Towards the end of the book sections on the valua.ion of 
fuels, tests of lubricating oils, and the examination, of ex- 
plosives are included. | 

While it is in our opinion questionable whether the com- 
шоп of note-book and text-book is of advantage, the 
ustrnetions possess the merits of brevity and clearness, and 
we eminently practical, 


Pirie Lamps and Electrie Lighting. By J. A. FLEMING, 

MA, D.Sc., F.R.S. London: The Electrician Printing 
ind Publishing Company, Limited. 1899. Second 
Edition, О 


This is а re-issue of the work founded оп a course of four 
ectures on “ Electric Illumination,” delivered by the author 
n1MMatthe Royal Institution. It has been corrected and 
weight up to date by the addition of paragraphs where 
wessary, Although, to suit the audience before which the 
«rs were delivered, the matter necessarily partakes more 
"les of the “popular” style, it would be a mistake to 
"ppse that there was not in the book an abundance of 
nformation of interest and value to technical readers. 

\8 we reviewed the first issue some years ago, we may 
“nine our remarks on this occasion to a few special 
‘atures, A valuable section is that which deals with the 
siding principles of artistic illumination, and explains how, 
through the instinctive contraction of the pupil of the eye 
1 the presence of a bright light, a brilliantly lighted room 
et be very badly lighted for practical purposes. А 
“ple test of the effectiveness of the distribution of light in 
‘Tot 18 made by holding a pencil vertically on a white 
"face and noting whether any marked shadow is thrown 
® the latter. In the author's opinion, while no definite 
dne can be given, a fair allowance is one 16-C.P. lamp at a 
* ч 8 feet for 50 square feet of floor space ; the use of 
^ timi If lamps “hung head downwards by cord 
vi E ` 18 severely condemned from a decorative point of 
aiias uf erde addition has been made bearing on the 
ot the N igh voltage lamps, and a brief account is given 
кушы lamp and others of a similar nature. The 

на ко m has also been extended, and includes a 

ay, 0 : А, е experiments of Mrs, Ayrton and Victor von 

P 181, chat ie other hand, we read, with pained surprise, on. 
or 1 Board à 10-ampere lamp „will use 500 watts per hour, 

Р of Trade unit in every two hours.” 

nele у Беа 
thane arcs form the subject of a new section, and the 
. mena of the l 1 , j 
reviewed. alternating current arc are briefly 

; The last, lecture deal i. ide К " 

examples of eals with distribution, and gives 


Süpply mier tars typical systems, Several new forms of 


5 


le hook нашей, 
altogether à handsomely bound and well illustrated, and 


art of electric lights useful and interesting epitome of the 


of charging i e been introduced, and the Wright system. 


ELECTRIC LIGHT AND POWER NOTES. 


(Continued from page 506.) 


Carmarthen.—The Electric Lighting Committee is 
asking “three eminent engineers ” to state their terms for advising 
the Council as to the cost of an electric lighting scheme. 


Coventry.—The quarterly statement of the Electric 
Light Committee shows an extraordinary increase in the amount 
of energy supplied during the quarter ending June 30th, as com- 
pared with the corresponding period last year. In the past quarter 
the amount was 45,616 units ; in the June quarter, 1899, the supply 
was 18,925 units, showing an increase of 26,691 units. The number 


977 


of consumers has increased from 147 to 277 


Enfield.— The District Council has resolved to apply to 
the Board of Trade for a provisional order for electric lighting, and 
bas appointed a committee to consider the various proposals sub- 
mitted by companies for the supply of electricity in the district. 
Enfield is one of the five authorities which are promoting a joint 
scheme. i 


Farnworth.—Considerable progress has been made with 
the new electricity works of the District Council. The machinery 
is to consist of three Lancashire boilers, each 30 feet x 7 feet 
6 inches, three steam dynamos of 120 KW. each, and a storage battery 
of 250 cells. The total cost of the works aud cables is expected to 
be £92,000. The scheme includes the supply of power to the electric 
tramways, for the construction of which the District Council has 
obtained Parliamentary powers. 


Germany.—4A 4,000-н.р, steam dynamo has just been 


erected and put to work in the Upper Spree central station of the. 


Berlin Electricitätswerke Gesellschaft. 


Hampton.—4A report on the question of electric lighting 
in connection with a refuse destructor has been submitted to the 
District Council by Messrs. Handcock & Dykes, of Westminster, 
and Mr. Kemp, surveyor to the Council. A scheme for the supply 
of 3,000 8-c.P. lamps is drawn up, with feeders for 10,000, and public 
lighting with 250 glow lamps is provided for. The total estimated 
cost of the gencrating station and mains is put at £15,450, and for 
the destructor £3,425. 


Hanley.—Mr. H. P. Boulnois has just held an inquiry 
into the application of the Town Council to borrow £9,500 for the 
provision of a refuse destructor, and £4,500 for the purposes of 
electric lighting. During the last seven years the sum of £64,990 
have been borrowed in various amounts for the latter undertaking. 
There has been much dissatisfaction in the town, on account of à sup- 
posed loss to the ratepayers of £2,690; and at a recent meeting of 
the Council a re olution to call in an expert was only lost by 10 
votes to12. Mr. Cowell, the enginecr, however, alleges that what 
was stated to be leakage was really loss iu transmission and in 
transforming. Mr. Boulnois said he perceived the local feeling, 
though he doubted if the Corporation had power to call in an 
expert. He would, however, note the suggestion to the Local 
Government Board. 


Harrow.—The London Gazette contains notice of the 
intended transfer of the 1900 provisional, order from the District 
Council to the Harrow Electric Light and Power Company. 


Hexham.—The District Council has appointed a com- 
mittee to consider the question of electricity supply. 


Maidstone.—Sir W. H. Preece, visiting Maidstone last 
week for the purpose of reporting on. the electric lighting scheme 
for the borough, expressed himself pleased with the scheme, but 
did not favour the combination of a dust destructor with the 
electric lighting station. 


` Manchester.—As if the destruction of the telegraphs at 
the G.P.O. were not enough, a breakdown of the electricity supply 
took place on Wednesday last week over a large area, at about 8 p.m. 
Prompt steps were taken to locate the trouble, and portions of the 
city were successively connected up, almost all the circuits being 
restored by 7 a.m. next morning. The fault was stated to be origi- 
nally due to the breakage of an insulator on one of the bare copper 
mains. Another failure occurred on the following evening at 4.30, 
but was of a more local character. Mr. Wordingham being in Paris 
with the chairman of the Electricity Committee, the work of repair 
devolved upon Mr. A. A. Day, chief assistant, who, we may add, 
was due to take up the post of chief engineer at Bolton this weck. 


Northfleet.—The Urban District Council is considering 
the question of obtaining a provisional order for the lighting of the 
district with electricity. 


Pontypridd.—4A Sub-Committee of the District Council 


has recommended that the Council obtain electric lighting powers. 


Sevenoaks,—The Urban District Council has deputed a 
sub-committee to settle terms with the Electrical Power Distribu- 
tion Company, Limited, for the taking over of the Council's pro- 
visional order. 


Sheftield.— Prof. W. Ripper, principal of the Technical 
School, who has recently paid a visit to the Paris Exhibition, 
attended the meeting of the Electric Light Committee of the Cor- 
poration on Tuesday to give the members the benefit of his observa- 
tions of the electric generating machinery on view there. Prof. 
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Ripper went to Paris оп behalf of the Technical Instruction Com- 
mittee to vather information as to the methods of instruction pursued 
by other countries. He will report to a meeting of this Committee 
later. Meanwhile he on Tuesday gave the Electric Light Com- 
mittee some interesting facts and criticisms on a matter which is just 
now engrossing wueh of their attention—giving his opinion on the 
comparative merit of the various kinds of generating machines 
exhibited in Paris. Mr. S. E. Fedden, the manager of the electric 
light department, is now in Paris pursuing similar inquiries. 


Shipley.—The Conneil has accepted tenders amounting 
to £7,697 for works in connection with the electric lighting 
installation, subject to the approval of the Local Government Board. 


Southgate.—The District Council has resolved to apply 
for a provisional order for clectricity supply. Southgate ia one of 
the five or six authorities which are combining in a joint electric 
lighting scheme. 


Nouthport.—The Electricity Committee has decided to 
ask the Council to raise the salary of the electrical engineer, Mr. 
C. D. Taite, from £300 to £400 per annum, lest he should be 
tempted to seek a more lucrative appointment elsewhere. 


Tewkesbury.—The Town Council has decided not to 
apply for an electric lighting provisional order. 


Wellington.—4At a meeting of the Council last week, 
the special committee appointed to consider the advisability of 
taking steps to supply electricity in the district recommended the 
Council to apply for a provisional order. 


Wrexham.— The Corporation has issued to the public a 
pamphlet on the various applications of electricity, explaining 
briefly its uses for shop, office, and church lighting, and for the 
lighting of private premises. The electric cooking and heating 
application is by no means laboured, for it is dismissed in six lines, 
but electricity for driving machinery and tools is rightly dwelt 
upon at, comparatively speaking, considerable length. The com- 
parative merits and prices of gas and electricity are mentioned. 
The Corporation does not do “free” wiring work, but recommends 
several companies who will do such work on the hire-purchase 
system. 


Wisbech.— The Town Council has resolved to apply for 
an electric lighting provisional order. 


—€——————— ——————у 


ELECTRIC TRACTION NOTES. 


Brighton.— In connection with the tramway scheme the 
tramways engineer (Mr. T. B. Holliday) reported that he had pre- 
pared an estimate of the cost of paving the tramways area; for the 
space between the rails and for a distance of 18 inches on the 
outside of the outside rails he had provided for Jarrah wood paving 
on all tramways where the gradients did not exceed 1 in 20, 
and where the gradients were in excess of this he had pro- 
vided soft wood paving. The total tramway area was 56,768 5ths 
super. yards, and the paving area 52,786 $ths super. yards, and he 
estimated the total cost at £44,067 16s. The report was approved, 
and the work ordered to be carried out by contract. 


Bristol.—4A party of members of the Institution of Mining 
Engineers visited the Bristol Tramways Company's electric power 
station at Counterslip on 19th inst. It was stated that the installa- 
tion would be complete in about a month's time. 


Cardiff.—At a special meeting of the Town Council on 
Monday the report of Mr. Arthur Ellis, the electric traction engineer, 
was confirmed, and he will now proceed with the preparation of the 
specifications for power stations, car depóts, plant, overhead electrical 
equipment, &c. 


The Central London Railway.—The Bond Street 
station was opened on 'Tuesday, thus making every station of the 
Central London Railway available for public traffic throughout its 
entire length from the Bank to Shepherd's Bush. 


Glasgow.—The Corporation has relieved Messrs. A. 
Thomson & Sons of their contract for bricklaying and other work at 
the Pinkston power station, and has remitted it to the town clerk 
and general manager of the tramways undertaking to have it com- 
pleted. It was stated at last week's meeting that all the work in con- 
nection with the tramways was getting on well except that in 
connection with this station. 


Grand Rapids.—The American Electrician says that a 
company has been organised for the purpose of building an inter- 
urban electric railway from Grand Rapids, Mich., to Muskegon by 
way of Grand Haven. The line will be about 44 miles long, and 
the estimated cost is from $1,230,000 to $1,500,000. The track will be 
laid along private right of way parallel to the country highways the 


whole distance, and large cars provided with 200-н.р. equipments 
will be used. 


Hawaii.—The report of the directors of the Hawaiian 
Tramways Company, Limited, for the year ended June 30th last, 
states that owing to local difficulties which have arisen, the con- 
templated change of motive power to electricity has been delayed, 
but the directors feel assured that the Government will encourage 
the company to carry out this conversion, which will be materially 


‘to the advantage of the citizens of Honolulu. 


Huddersfield.—The Council has resolved to make appli- 
cation to the Board of Trade for sanction to the borrowing of 
£38,305 for tramway purposes for a period not exceeding 30 years, 


Hyde.— At a meeting of the Stalybridge, Hyde, Mossley, 
and Dukintield Electric Traction and Lighting Joint Committee, 
held at Stalybridge, it was resolved that application be made to 
Parliament for an Act to carry out a proposed joint electric traction 
and lighting scheme, and that the capital required for the purposes 
of the scheme be raised by calls in a similar manner to the capital 
raised under the Ashton-under-Lyne, Stalybridge, and Dukinfield 
(District) Waterworks Acts, each Corporation to contribute £100 
towards the general expenses. In moving the adoption of the 
minutes at the last Council meeting, the chairman, Mr. Tinker, said 
that the Committee had gone very carefully into the details con- 
nected with the scheme, and that a deputation had been appointed to 
consider the advisability of applying for powers under a special Act. 
The Council ratified the proceedings. 


Kingston.—At the meeting of the Town Council on 
Tuesday, the Tramways Committee reported the receipt of a letter 
from the London United Tramways, Limited, informing the Cor- 
poration that the company intended to apply to Parliament for 
powers to construct the following electric tramways affecting the 
borough :— 

1. A tramway from Hammersmith Broadway, over Putney Bridge, Putney 
and Kingston Hills, through Kingston, and over the Thames to dol a line 
already authorised at Hampton Wick. 

2, A tramway from New Malden, through Morbiton, and joining No. 1 in 
London Road. 

8. A tramway from the Kingston Gate of Richmond Park, through the 
borough and over Surbiton Hill to Tolworth. 

4. A tramway joining No. 8 а5 the foot of Burbi-on Hill, and passing through 
Burbiton to Esher. А 

5. А tramway joining No. 4 at Long Ditton, and passing through Thames 
Ditton to Hampton Court. 

6. A tramway joining No. 4 at a point near Surbiton railway station, and pro- 
ceeding along the Brighton Road to Hook. 

In the construction of these lines the company’s engineer, Mr. 
Clifton Robinson went on to say, “certain improvements, street 
widenings, &.,“ would be involved, which he would be pleased to 
explain and discuss with the Committee before the date for making 
the Parliamentary deposits. After a long discussion the Council 
decided, by 16 votes to 7, to oppose the company. 


The Lakes.—Mr. Chas. H. Dade, secretary, the British 
Electric Traction Company, Limited, has written to the Dail 
Chronicle as follows :— 

While admitting that the spectacle of an electric railway could not be other 
than hideous if constructed on the “ mangy hedgehog” principle, which your 
correspondent, Mr. R. P. Hughes, so graphically desoribes, I would point out 
that there are other and very much less objectionable methods of con:truction. 
As he considers my example from Rome beside the point, I would refer him to 
the overhead electric line which runs alongside the Niagara Rapids, and which 
haa, without vulgarising the scenon, enabled an increased number of people to 
enjoy its beauties. I understand that the land upon which the liae is con- 
structed, where it runs upon Canadian territory, has been given by the Govern- 
ment for that pur А s this not indicate the larger and less selfish views 
taken abroad in giving the public facilities to see that which is beautiful ? 


Liverpool.—Colone| P. G. Von Dunop, R.E., officially 
inspected the Everton electric tramway route on behalf of the 
Board of Trade last week. The inspector found everything satis- 
factory, and the route will be opened at an early date. Before 
the commencement of the electric system there were 68 miles of 
lines over which horse cars ran, whilst with the Everton section 
a total of 60 miles of line have been converted or con- 
structed for electric traction, and are either in use or ready for 
opening. 


London Underground Electric Railways.—A report 
from New York was published the other day to the effect that an 
American syndicate, with the well-known promoter, Mr. Charles T. 
Yerkes, at its head, was negotiating for the construction of the pro- 
posed underground electric line linking Charing Cross with Camden 
Town, Kentish Town, and Hampstead, a connection which i: 
undoubtedly very much wanted. The report was emphatically 
denied by a London newspaper, but the Financial Times haa reason 
to believe that something of the kind is really in the wind, and thu 
Mr. Yerkes' engineer is now actually in London in connection with 
these negotiations. This view is further corroborated by a cor- 
respondent of the Times, who states that all the preliminaries have 
been actually arranged, and that on the return of Mr. Yerkes to 
London next week the matter will be finally settled. The length ої 
the line is about 64 miles, and the total expenditure is calculated 
at between £3,000,000 and £4,000,000, while the necessary Parlia- 
mentary powers have been obtained by the Charing Cross, Euston 
and Hampstead Railway Company, which was incorporated in the 
summer of 1893. 


Middlesex and Surrey.—It is stated in the daily press 


that Mr. Clifton Robinson, managing director and engineer of the 


London United Tramways, Limited, has given notice to the local 
authorities in Middlesex and Surrey that it is the company’s inten- 
tion to apply in the next session of Parliament for powers to con- 
struct additional extensions of their tramways, and to connect and 
work them as part of their system of electric tramways. The exten- 
sions will include 23 miles of lines in Surrey, 20 miles in Middlesex, 
and 20 in the county of London. The existing system, under this 
scheme, will be extended to St. Pancras, Marylebone, and Fulham, 
in the county of London; and across the Thames to Putney, and 
also northward to Willesden and Southall, and westward to Sunbury. 
The Surrey extensions will include a length of over four miles, con- 
necting Putney with Richmond, vid Upper Richmond Road and 
Sheen Road, and thence by a new street and new bridge across the 
Thames into Middlesex. Another line will leave the sonthern 
approach to Hammersmith Bridge and pass across Barnes Common ; 


a Ер dd. ß а ав аа 
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uud tber will also be an extension from Kew Bridge to Richmond, 
i Richmond Road, Kew Road, and George Street. In Middlesex 
ther lines wil! connect. Isleworth with St. Margaret's, Hounslow, 
ый Стима, Brentford with Ealing, and Twickenham with 
Haru aud Kempton Park. There is also an elaborate system of 
rng intercommunication between different parts of Kingston, 
may Hill, Surbiton, Tolworth, Hook, Long Ditton, Thames 
Titton, Esher, and Hampton Court. 


\encastle-upon-T'yne.—Mr. Trotter was to hold а 
Heard ot Trade. inquiry yesterday regarding the Corporation's appli- 
ati for sanction to borrow the requisite amounts to meet the 
payments under the following contracts :— 

а e колын: £10,812. 

„niner Bros. for steel work (car shed), £5,194 9s. 9d. 


F. Davidson for erection of car sheds, £83,750. 
The Hritish Insulation Wire Company, Limited, for underground feeders, 


1:8. | 
е British Thomson-Houston Company, Limited, for switchboard, £2,087. 
The British knsulated Wire Company, trolley wires at schedule prices, esti- 
edat £6,118. 
aa, Dizon 8 Co., galvanised steel car shed, 23,978. 
stepben Easten, erection of power station, £32,541. 
Mather & Platt, Limited, pumping plant, £1,470. 


ww York,—The annual report of the Metropolitan 
Stret Railway Company for the year ended June 30th is as 
follows :— 


. 1900. 1899. Changes. 
Miles operate 210 217 
Gross wwe .. 814, 721.557 $*18,158,680 Increase 31,562,920 
Op. EK. a 7, 104.607 6,408,711 Increase 095,896 
Percent... .. a 48-96 48°70 Decrease *44 
Хв t .. $7,016,911 6,749,919 Increase 867,024 
Fixed charges .. Ке 4,608,768 4,477,757 Increase 131,011 
Balance - .. 338,004,175 4,272,162 Increase  2796,018 
(ther increases E 851, 966,898 Decrease 14,928 
Total increase .. 59,960,160 2, 9,055 Increase 872, 105 
Dr. paid. na 8,145,891 9,471,575 Increase 674,216 
Surplus “a = 2219,269 ~ 167,280 Increase 646,889 


The comparisons in the above tables are on identical track mileage 
for both’ years, and exclusive of the lately acquired Third Avenue 
<от, which comprises 209 miles in actual service and between 35 
ind 40 miles of undeveloped franchises in that portion of the city lying 
етом the Harlem River. The miles of track operated in 1899 and 
Im were the same, but while horse and electric power was used on 
the Amsterdam A venue line during part of 1899, only electric power 
wa ned in 1900. This accounts in a measure for the decrease in 
tte operating expenses. The average cost of operation per mile by 

"trie power is 13 cents, whereas by horse-power it is 19°43 cents. 
~Eletrical World. | 


Oldham,—'T'he motormen and conductors in the employ 
f the Oldham, Ashton and Hyde Electric Tramways Company 
эше out on strike on Saturday night in consequence of the 
ie discharging union employés and replacing them by non- 
mionists, 


Rbyl—After holding a public inquiry at Rhyl, the 
Light Railway Commissioners have decided to sanction the con- 
Auction of an electric tramway from Prestatyn to the Marine Lake, 
Rhyl, alength of about seven miles. The route follows the sea 
‘mast. The capital of the concern is £7,500, and the Rhyl Council 
“0 supply energy for working the line. There was no opposition 
U the scheme, which is to be completed by next season. 


Torquay. — A Committee of the Town Council has 
E consideration a scheme of electric traction embracing five 
&50f track, at an estimated cost of £50,000. 


Р Walsall, — The electric tramcars were brought to a sudden 
m on Friday evening. The cause was due to some navvies, 
ae excavating near the generating station, breaking the main 


is was, however, speedily repaired. i 


n Nednesbury,—At a special mecting of the Town Council 
e the Mayor (Conncillor Joynson) moved a resolution that 
ты given to the Sonth Staffordshire Tramways Company 
ende g them to sell to the Corporation as much of the tramway 
vithorised Y as lies within the borough of Wednesbury and as was 
Oldbury Y " The Staffordshire Tramways Acts, 1879.” Alderman 
Кек doc ended. the resolution, and pointed out that it did not 
*orking the poration were going to assume the responsibility of 
rights in th S. All they wished to do was to preserve their 

ade € face Of any arrangement that might eventually be 
| * resolution was carried unanimously. : 


᷑——nn — ͤ — ͤ— es) 


TE 
LEGRAPH AND TELEPHONE NOTES. 


Brazil 
' ian Telegraphs, — Engineering says that the 


eased ty Bue Western Telegraph Company, Limited, has 
e aud Pern a extent that a third cable between Rio de 
ad forthwitn. u has become indispensable. It is to be 


The Emden and New York €able,—4A banquet was 
viven at Berlin on Saturday evening by the German Atlantic Tele- 
eraph Company, to celebrate the snecessfnl laying of the trst enable 
hetween Emden and New Vork. Herr von Podbielski, Secretary of 
State, proposed. the first toast. to Phe Emperor and President 
M’Rintes, who, he said, fully acknowledged the оте importance 
of direct cable communication between Germany and the United 
States. 


Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTED. 
Routh AMERICAN :— 


Para-Maranham 
Ceará-Maranham .. Sx xs 
Direct Cable Pernambuco- Para 


West INDIER:— 


REPAIRED. 


.. March 1, 1900 
.. Feb. 20, 1900 
. Sept. 18, 1900 


Mole 8t. Nicholas-Cape Haitien.. March 6, 1900 
Latakia-Cyprus ee oe oe С] ee June 20, 1899 ee 
St. Louis (Senegal)-Bathurst T . Aug. 25,1900 .. 
Tarifa-Tangier Я - са Jan. 8, 1900 M 


Zanzibar-Moinbassa . .. Sept. 29, 1900 


LANDLINES !— 
CHINESE :— 
Tientsin-Pekin 


"x . June 12, 1900 .. E 
Pekin-Kalgan.. © 


"m s E .. June 14, 1900 an 
Kalgan-Maimatchin - S .. June 30, 1900 - 
Tientsin, ría Shanghai i .. June 16, 1900 
Tientsin-Niuchwang së . June 18, 1900 


SOUTH AMERICAN :— 


Communications with all offices of Columbia 

beyond Buenaventura .. s a .. January 22, 1900. . 
Ecuador landlines .. ex .. March 18, 1897 .. 
Landlines south of Serena .. July 30, 1900 


Communication “via Hanekine" interrupted 
on Persian territory Р za bs .. Feb. 21, 1900 


The Telephone iu Australia.— Australia is rapidly 
pushing ahead in the matter of telephone extension —much more 
vigorously, indeed, says the Financial Times, than the Mother 
Country. Some time ago the Governments of New South Wales, 
Vietoria, South Australia and Queensland conferred together on the 
advisability of connecting together their respective capitals, but 
though the advisability was conceded, the cost was declared to be 
prohibitive. It was finally agreed that fora start, wires should be 
laid only between Brisbane, Sydney and Melbourne, and the reqnisite 
outlay was put at £42,000. The Postmaster-General of Vietoria is 
now calling for estimates for the construction of the line between 
Melbourne and Sydney, the original expense of which was computed 
at £24,000, of which £8,000 was to be borne by Victoria, and 
£16,000 by New South Wales. Our contemporary adds:— “The 
suggested charge for using the wire the whole distance is 5s. for tive 
minutes. The reason why the more extensive intercolonial pro- 
posal was dropped was the slight possibility of earning a repro- 
ductive revenue, but experience shows that if through rates are 
moderate local income will make up for any deficiency of income at 
terminals. ‘This argument, however, is most effective when applied 
to a fairly densely populated country, which it must be admitted 
Australia is not. But that is a defect time is fast remedying, and no 
doubt the principal reason for continuing the Melbourne-Brisbane 
line to Adelaide, and even to Perth, when the first section is laid, 
will be the very existence of that section." 


Wireless Telegraphy.— The Rev. J. M. Bacon tele- 
graphs to the Times on 21st inst.:—“ As conducting the wireless 
telegraphy from the balloon last evening at the instance of the 
committee of the garden party of the British Association, at 
Bradford, I can report that the signalling was a complete success, 
and all credit is due to Mr. Nevil Maskelyne for the admirable 
working of his special apparatus. We took a lofty flight, and for 
90 minutes’ space sailed away over Wakefield, Barnsley, and so on 
for Sheflicld, attaining an altitude of almost a mile, at which 
height it would certainly be impossible for a balloon to be hit in 
warfare save hy a blundering shot. We were in constant com- 
munication with our base, and could have minutely described every 
feature visible over the wide area below, and practically every 
feature was revenled. We looked down every breathing hole of the 
hidden mines over whieh we passed, searched. the recesses of the 
woods, and could have counted every. furnace for 10 miles round, 
and all the while we were receiving constant assurance from 
distant Bradford. that the line was clear, The experiment 
terminated with the life o£ the balloon only.” 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Aberdeen.—September 29th. The Electric Lighting 


Committee wants tenders for two 200-K w. direct coupled continuous. 
current generators, and one 120-K w. balancing set; one 420-kw. 
direct coupled generating set. All Willans engines. See “Official 
Notices" August 24th. f 


Aberdeen.—October 17th. The Tramways Committee 
wants tenders for 25 electric tramcars, and electrical equipments 
for six horse cars. See “ Official Notices " September 21st. 
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Belgium.—October 10th. Tenders are being invited 
until October 10th by the Belgian State Railway authorities at La 
Bourse, Brussels, for the supply of 20,000 porcelain insulators for 
telegraph lines, 65,000 ditto for telephone lines, 15 tons of 
galvanised iron wire 3 mm. dinmeter, and 60 tons ditto 4 mm. 
diameter. 


Bermondsey.—October 15th, The Vestry wants tenders 
for steam and other piping, feed pumps, tank and ironwork; also 


steam dy namos, battery charging motor booster and balancer. See 
“Official Notices” to-day. - 


Birkenhead.—October 2nd. The Corporation wants 


tenders for feeder mains. See ‘Official Notices.” September 21st. 


Bootle.— October 13th. The Corporation wants tenders 
for à steam dynamo. See “Official Notices” to-day. 


Bradford.—October 9th. The Corporation wants tenders 
for an engine and dynamo and switchboard apparatus, &c., for its 
destructor works. Sec “ Official Notices" September 21st. 


Bray.—October 4th. The District Council wants tenders 
for electrical supplies for the electric light works for 12 months. 
See “ Official Notices" September 21st. 


Brighton.—October 1st.  'lhe Corporation invites 
tenders for electric motor cars, steel rails, fishplates, &c. See 
“ Official Notices" September 14th. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 
respects. See “Official Notices " August 3rd. 


Bulgaria.— October 15th. The municipal authorities 
of Varna are inviting tenders until October 15th for the concession 
for the electric lighting of the town during a period of 40 years 


Bulgaria.—October 22nd. Tenders are invited by the 


Municipality of Philippopolis for a concession for electric lighting 
and a tramway in that town. 


Cuba.—October 26th. The municipality of Cienfuegos 
is inviting tenders for a service of public electric lighting for the 
town. All inquiries and tenders to be sent to the Secretary's Office 
in Cienfuegos, Cuba. 


Dublin.—October 4th. The Electric Lighting Com- 
mittee wants tenders for the supply and laying of mains and acces- 
sories. See “Official Notices” August 31st. 


Eastbourne.— October 4th. The Corporation wants 
tenders for a water-tube boiler and fittings, 400-Kw. steam 
alternator and switchboard. See “Official Notices“ September 7th. 


Glasgow.—September 28th. The Corporation are pre- 
pared to receive tenders for the supply and fitting up of the power 
station piping required at Pinkston. Specifications, &c., on applica- 
tion to Mr. John Young, general manager, 88, Renfield Street, 
Glasgow. A bank draft for five guineas, payable td the General 
Manager, must accompany each application for specifications. 


Grimsby.—October 6th. The Corporation wants tenders 
for wiring the free library. See “Official Notices " September 21st. 


Grimsby.— October 6th. The Corporation wants tenders 
fur the wiring of the Free Library. 


Hackney.—October 3rd. The Electric Lighting Com- 
mittee wants tenders for electricity supply mains. See “ Official 
Notices " September 14th. 

Hoylake and West Kirby.—October 4th. The Dis- 


trict Council wants "free wiring” offers. See “Official Notices“ 
September 21st. 


Ilford.—Octolher 8th. The Council wants tenders for 


‘direct current meters and cut-outs. See “Official Notices " 


September 21st. 


Maidstone.— October 16th. The Corporation wants ten- 


ders for surface condenser and feed pumps. See “Official Notices” 
to-day. 


Manchester.—October 1st. The Tramways Committee 


wants tenders for the supply of cast-iron bases for tramway poles. 
See “Official Notices " September 21st. 


Salford.—October 2nd. The Cleansing Committee of 
the Corporation wants tenders for a two or three-cell refuse destructor. 
Also for а six-cell destructor on the forced or accelerated 
draught principle, together with necessary boilers, &c. See two 
„Official Notices" August 31st. 


Nheffield.—October 6th. The Corporation wants tenders 
for two two-phase steam alternators and exciters of 600 Kw. each, 
and the alteration of present single-phase plant to two-phase plant. 
See “Official Notices” September 14th. | 


Spain.—October 11th. The Madrid Gazette publishes а 
notification of the conditions on which a contract for the electric 
lighting of the town of Azuaga will be awarded. Tenders will be 
received by the-municipality up to 11th prox., the upset price being 
9,000 pesetas annually for electric lights of 3,000 c.P., distributed 
in incandescent lamps of 10 and 16 с.р. 


Suffolk.—October 5th. The Visiting Committee of the 
County Lunatic Asylum wants tenders for the wiring and fitting of 
the County Asylum at Melton for electric lighting в 
“ Official Notices " September 14th. 


Sunderland.—October 15th. The Corporation wants 
tenders for 24 car bodies, trucks, and electrical equipments, § 
„Otficial Notices” to-day. 

Swansea.—October 10th. The Corporation wants 
tenders for cast-iron are and incandescent lamp standards, are lamps, 
automatic witches and other fittings. See “Official Notices” 
to-day. 

Warrington.—The Corporation wants tenders for the 
installation of clectrie light mains and fittings into the electric 
station and central sanitary depot. See "Official Notices” to-day 

Whitehaven.—October 13th. Tenders are wanted for 


the supply and erection of a switchboard at their electric lighting 
station. See “ Official Notices” September 14th. 


CLOSED. 
Ayr.—The Corporation has placed the contract for the | 
two 200-K W. traction and lighting generators coupled to Bellis 3 


engines, with Messrs. D. Bruee Peebles & Co. 


Belgium.—sceven firms competed for the contract for t 
establishment and working of a central electric lighting station si 
St. Gilles-les-Bruxelles, the lowest being that of Messrs. 
Mulmaun & Forkel, of Brussels. 


Bristol.—The Libraries Committee Jas accepted ih 
tender of Messrs. Read & Jenkins, for the installation of the electr 
light at the new library in Bristol North. 


Germany.— The Union Electricitiits Gesellschaft 
Berlin, has secured a contract to convert the tramways in the tow 
of Metz to electric traction. 


Glasgow.— Among tenders recently accepted by the Cu- 
poration are the following:—150 two-ampere electricity meters а 
£3 10s. each, Messrs. Chamberlain & Hookham; one half-mile of 5 
and one half-mile of 25 lead sheathed cable, at £335 and £l: 
respectively; five miles of 3-20 telephone wires, at £275; aud on 
mile of 15 treble concentric cables at £651, Callender’s Cable auc 
Construction Co., Limited; 100 tons of 30-inch cast-iron water pipe 
and special castings required for the new Govan Street Bride 
£917 3s, Messrs. Macfarlane, Strang & Co., Limited; Mr. Wil: 
Baird, supplying and fitting up bearers underneath these pipes. 
each bearer: 31 tons of steel girders, &c., required in connect. 
with two bridges across the Moukland Canal at Castle Street, ш 
£417 18s., the Brandon Bridge Building Company, Limited: 5* 
tons of cast-iron pipes, £3,617 15s, Messrs. Robert M'Laren & Co 


Greenock.— The Police Board have now considered th 
offers for the supply and erection of traction plant, and baw 
accepted the tender of the India-Rubber, Gutta-Percha and i65 
graph Works Company, for Contract No. 6, and that of Meer 
Babcock & Wilcox for Contract No. 5. 


Witney.—The Hart Accumulator Company, Limited. 
have secured the contract for the supply of storage batteries requi 
for the Witney electric lighting. 


FORTHCOMING EVENT. 


Thursday, October 4th.— At 8 p.m. Civil and Mechanical Fu: 
neers’ Society. Meeting to be held at the He 
Victoria, Northumberland Avenue, S.W., when | 
president (Prof. R. H. Smith, Wh. Sc., A. M. I. C. 
M. I. M. E., NM. I. E. E.), will deliver his address 
“Training to Keep Ahead in the World's Comp: 
tion.“ 


а M 


WATER-POWER GOVERNING. 


Mr. ELMER F. CassEL is responsible for the statement in tl: 
Engineering Magazine that the total power in the United States ~ 
all kinds is 4 million н.р. We had always thought that tbat of Gma 
Britain was 7 million, and that the United States had gone ps 
this number. Yet the available water-power of the United Sts: 
is 200 millions of horse-power, and Italy has 5 million. Cano: 
has as much as the United States. Norway and Sweden have i 
million, and most other countries have large water supplies. 

Only recently, however, has much been done to develop wat 
power, especially of the high head type, and it is to the сату 
power of electricity that water-power owes its best develops: 
Why, it is asked, has it not been more used? The answer is, t 
ditticulty of controlling it. This may be so, but our own impressio 
that frost has more to do with it than want of governing capact 
High head water, states the author, is only applied where loi 
variation is slight, or speed variation of no consequence, 
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л team engine is self-contained, and governs under the widest 
range of load at which it can turn round at its full speed, and 
shen water-power is equally reliable, it will be much more widely 
ed, Present practice in water-power governing 18 denounced as 
ш attempt to accomplish the impossible. Variation of supply 
шїшїШу suggests itself, yet even with low heads this could not be 
done with sufficient promptness to be satisfactory. The difficulty is 
enhanced With high heads, and the trouble is, of course, inertia of 
àedwwing water in the supply pipe. This, if arrested, would 
speedily wreck the pipe. In some cases the trouble has been got 
тг by stand pipes to receive the stream when shut off the turbine, 
ad relief valves have been employed. | 

Now, as Ше flow of water cannot easily be stopped, the question 
arses whether it ought to be attempted. Why not govern without 
ning the flow, especially if there is no object in conserving the 
dow? lu the majority of cases it matters very little how much goes 
waste, Thus the stream of water may be moved off the wheel by 
thegovernor. This would be particularly suitable in the case of the 
Pitou wheel, and to do this the governor must obviously be only 
of the relay type. It must actuate a powerful nozzle-detlecting 
mechanism. But such governors are not very good after all. They 
nerely limit the range of speed, but do not control it. They are 
assisted by the use of heavy fly-wheels. The necessary conditions 
ке.— 

|. An entire avoidance of shock in the supply pipe. 

з, The governor must be powerful enough in itself to perform 
the governing duty. 

3 Tt must be reliable. 

{ It must be inexpensive. 

The anthor says an impact wheel can be devised such that its 
wies сап be moved out of the line of impact with very small 
www application. The centrifugal force developed in the wheel 
elf must be used for this purpose. A construction that 
eeonmends itself is a division of the wheel along the centre lines 
| the buckets into two sections, so arranged that any increase in 
уні will cause the two halves to separate and allow the jets to 
pe wholly or in part between the buckets in place of impinging 
цш them, Thus governing will be instantaneous, the action of 
the wheel automatic, and the wheel self-contained. This device 
mits, if desired, of the employment of any of the well-known 
wan of slowly shutting off the head of water without danger 
to tbe line, Thisresembles the well-known supplementary governor 
of the steam engine, which brings the engine to its exact normal 
seed at all points of cut-off. The device has been demonstrated by 
ight months’ use, and it seems to us that the idea is perfectly 
«nd. 

The author looks to the distribution of power from central pump- 
log plants without electrical conversion. Such power is easy to 
instal; the cost of a jet turbine is small. But it is natural water- 

power that demands attention, and can only be utilised by means of 
electricity, and in countries of severe winters water-power is a 
precarious possession that too often demands a large outlay on steam 
plant, so that the only saving is that of fuel in summer time, and 
‘he first cost of double plant is often prohibitive. 


NOTES. 


Meters,—H as anyone ever heard of a gas meter which 
failed to keep a correct record? If so, we hope he will not 
mite and inform us. Like some other things made to 
геше, gas meters have been known to be very accommo- 
шш m regard to figures. Unkind things have also been 
aud about electricity meters, that when all your lights are 
17 you consume no energy, and when none are “on” 
155 i consuming energy as fast as your meter can record. 
bo: new er may be thought about electricity meters, it cannot 
nien з they are so old in sin and steeped in iniquity as 
ni Ue » Though they do not always measure accurately, 
lithe Var 55 establish a record; to wit, the Rother- 
the pag 17 as a meter which is now proved to have for 
ра And т registered only one-tenth of the quantity 
pany is. of «ед » whereat, the South Metropolitan Gas Com- 
mation to : ourse, very wroth, and may yet set the law in 
едені, 2 er £2,927 14s, 9d. (how precise) for the 

S which went amissing, instead of impressing the 


28 m d A A . 

i фе | һе company’s secretary has written asking for 

the Ver’ ut its meter should have kept a better check on 
Y. The strange thing is that the wickedness of the 


Meter See 
Seems : 1 
18 never to have been suspected until now ! 


Appoi н 
wan Nr Vacant.—An assistant engineer is 
ner Sunne Fleetwood and District Electric Light and 


X Udicate, See « Official Notices.” 


le j anch r 4 
inten ent for E l'ramways Committee wants a lady super- 
voti , 


da Notices ч ES and cash counting department. See 
«me ectrica eas 
Poration at “al engineer is wanted by the Canterbury Cor- 


* (8 per annum, See ** Official Notices." 


Personal.—The New York Elecriee! World says that 
Mr. H. M. Sayers, power engineer to the British Electric 
Traction Company, Limited, has been visiting some 
of the large electrical undertakings in America, accompanied 
by members of the staff. Не and his colleagues have 
visited several of the Eastern cities, and met with an ex- 
tremely cordial reception. They were very much gratified 
to find that uot only were their requests for information 
generously answered, but no efforts were spared for thei 
comfort, or to let them see whatever was worth while in each 
place. They have just returned home, after a most enjoy- 
able and instructive tour." 

We are pleased to be able to record that Mr. Fred. 
Bathurst, who has for some time past been somewhat 
seriously indisposed, has now quite recovered. His friends 
will be glad to learn that he is now back again among his 
interior conduits, looking considerably improved for the 
change. 

When giving the names of the applicants for the post of 
electrical engineer to the Swansea Corporation, we mentioned 
that Mr, Pringle was resident engineer of the Brush Wands- 
worth station. We are asked to correct this, as he is resi- 
dent engineer for the Brush Company contracting at the 
County of London Co's Wandsworth station. 

We understand that Mr. Wm. Stevenson has been 
appointed to succeed Mr. A. S. Dunn as electrical engineer 
and telegraph superintendent of the Caledonian Railway. 
Mr. Stevenson has been assistant to Mr. Dunn for a con- 
siderable number of years. 


The 1900-1901 Session.— Among papers, &c., which have 
been arranged for reading before the Civil and Mechanical 
Engineers’ Society during the next session are the following :— 

October 4th, 1900.—Prof. R. H. Smith (President) on “ Training 
to Keep Ahead in the World’s Competition.” 

January 3rd, 1901.—Mr. W. B. Esson on “The Case for Electric 
Power Distribution." 

April 4th.—Mr. A. Hanssen on “The Proportions of Cylinders for 
Multiple Expansion Engines.” 

May 2nd.—Mr. A. H. Allen on “The Storage of Electricity.” 
The meetings are to be held at the Hotel Victoria, North- 
umberland Avenue, S.W., on Thursday evenings, at 8 p.m. 


The Viagraph.—This interesting instrument was described 
by Mr. J. Brown before Section G at the B.A. meeting. It 
is an instrument for testing the unevenness of road surfaces, 
and ought to prove of great use to engineers engaged in draw- 
ing up tramway schemes. It is practically a straight-edge 
applied to the surface of the road along which it is drawn in 
making a test, with an indicating part attached. A wheel, 
which runs on the road surface and rises or falls over its irregu- 
larities actuates a pencil, making a profile of the road surface 
on a paper strip to an approximate scale. The instrument 
also indicates the total added depths of all ruts or depressions 
over which it passes, thus giving a coefficient of unevenness ' 
for each road. At the end of 88 yards a bell is rung auto- 
matically. The operator then stops the instrament and 
takes off the diagram. 


Marriages.—On 19th inst., Mr. W. J. T. Duncan, of the 
firm of Foxcroft & Duncan, of Dalston, N.E., was married 
at Perth to Dorothea Watt, second daughter of Mr. John 
Stewart, of that city. 

On 22nd ult., at Blackpool, Mr. Frederick Stewart, of the 
Blackpool and Fleetwood Tramroad Company, was married 
to Sarah Agnes, daughter of R. B. Dawes, Esq., of Ulverston. 
'Theemployés presented Mr. Stewart with a pair of bronzes 
and a marble clock. 


American Street Railway Association.—The annual 
meeting of this association will be held at Kansas City, Mo., 
October 16th, 17th, 18th and 19th. Among the papers to 

be read are Double Truck Cars; How to Equip Them to 
Obtain Maximum Efficiency Under Varying Conditions" ; 
* Comparisons of the Various Systems of Electrical Distri- 
bution for Street Railways" ; **Consolidation of Street, Rail- 
ways and Its Effect upon the Public“; „The Store Room 
and Store Room Accounts" ; Painting, Repainting and 
Maintenance of Car Bodies," There will be a large exhi- 
bition of street railway supplies. 
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Propagation of Electric Waves Along Parallel 
Wires.—In a brief note contributed to the proceedings of 
Section A of the British Association at Bradford, Mr. W. B. 
Morton referred to a very complete investigation of this 
problem, published by G. Mie in the Annalen der Physik 
for June, 1900. Mie found expressions for the wave-length 
and damping of the oscillations, involving a series of ascend- 
ing powers of the ratio of radius of wires to distance apart. 
The object of Mr. Morton's note is to point out that the 
approximate solution, in which the square of this ratio is 
neglected, can be very easily obtained from the known solu- 
tion for a single wire, as worked out by Prof. J. J. Thomson 
and by Sommerfeld. The formula for the damping agrees 
with that given by Heaviside's simple theory when Lord 
Rayleigh’s high-frequency values are used for the resistance 
and inductance. Attention is called to an error in the 
formula for the Ky function in the work of Thomson, Som- 
merfeld, and Mie, arising, probably, from an erratum in 
Heine's * Kugelfunctionen." It affects the numerical values 
worked out in Sommerfeld and Mie's papers. 


Transformer Core Beterioration.—In ап editorial 
note in the September issue of the American Electrician it is 
stated that the“ ageing " of transformer cores has become a 
familiar phenomenon, and in many cases has caused a serious 


. Increase in the fixed losses of alternating current stations. 


The very latest types of transforiner contain iron. that has a 
very low ageing coefficient, but there are hundreds of 
stations operating transformers that were built before the 
peculiar characteristic referred to had received proper atten- 
tion. The writer says that a simple remedy for such stations 
is to systematically take in its transformers, а few at а time, 
dismantle them, and anneal the core iron. There have been 
cases Where this policy has resulted in a yearly saving of 100 
to 200 times the cost of annealing. 


The Thermal Storage Tank.—We hear from time to 
time of the thermal storage tank and its capabilities. The 
idea underlying the thermal storage system is the antithesis 
of the water-tube boiler idea, namely, the provision of a very 
Jarge amount of water to serve as a reserve of heat in order 
to allow of a small boiler taking in a fairly continuous 
supply of heat while performing a very variable duty. The 
idea is not altogether sound or of universal application. In 
every boiler plant it is practically impossible to reduce the 
Waste gases to an economically low temperature without a 
flue feed heater. In a thermal storage system the sterage 
tanks are heated up to the boiler temperature, and when the 
maximum load period comes on this hot water is used to 
feed the boiler, so that the furnace only furnishes latent heat 
and produces steam at the same temperature as the storage 
tank. Obviously during such a period there can be little or 
no use made of the flue feed heater, and the waste gases are 
rejected at an excessive temperature. It does not seem to us 
that the thermal storage system can furnish an economy of 
serious value unless the boiler and tanks can be worked up to 
a temperature and pressure considerably in excess of the work- 
ing pressure of the engines to be driven. In this way 
ouly ean there be any serious amount of heat stored and use 
still made of the flue feed heater during the periods when the 
thermal tanks are being drawn upon. It is true that the 
thermal tank can be made very much more cheaply than a 
boiler. It may be simply a plain cylinder with hemispherical 
ends, or if room be worth it, with flat ends and gusset 
stays. ln any case there must also be longitudinal bolt stays. 
But the shell plates must, for any diameter of tank, be as 
thick as the plates of a Lancashire boiler of equal diameter. 
It is by no means unknown in practice that an econo- 
miser will deliver its feed water at the same temperature as 
the boiler, which is all that thermal storage can do. Ina 
recent paper by Mr. C. N. Russell, of Shoreditch, the use of 
hot feed is referred to much as if hot feed were a new dis- 
covery with all its benefits, and it appears as though some 
such idea dominated those who advocated the system. 
A fair-sized Lancashire boiler will evaporate 6,000 lbs. of 
water per hour. In 18 hours, to use the period named by 
Mr. Russell for storing heat, such a boiler would approxi- 
mately generate 108 million heat units, and assuming the 


tanks to be filled with water at 100°, and to be raised w 
350°, about 43,000 gallons would be required. This is just 
about the capacity of five egg-ended tanks 30 feet long and 
4 feet diameter. Thus, to follow out the thermal system 
requires enormous storage capacity and great expense, and 
it seems to us very doubtful whether the system can 
be made economical unless provision is also made, as 
stated above, for very much higher pressure of storas 
than that at which power is to be developed. One virtue 
the thermal tank does possess. It forms a fine sludge deposi- 
tory, and prevents much scale-forming matter being pass 
on to the boilers. 


— 


Wireless Telegraphy.— М. Willot, Chief Inspector of 
French Telegraphs, is stated by the daily press (with its 
usual glibness) to have made a discovery affecting wireles 
telegraphy * which will entirely revolutionise” that means 
of communication. What M. Willot has actually stated we 
are not in a position to be able to say, but if, as reported, lic 
has argued that the limit range could not, on account of 
the rotundity of the earth, exceed more than 40 mile or 
thereabouts, he must be lamentably ignorant of the way in 
which lines of force are transmitted. M. Willot, we ar: 
told, has come to the conclusion that the earth, and not 
the air, really does duty as the transmitting medium. 
and that by boring shafts at two stations between whicli 
it is desired to communicate, until geological beds ar 
reached which have the same electric level—that is, wher: 
the earth’s electricity has the same tension—then wire 
communication can be effected between the two shafi. 
und further, that at other levels separate communications сан 
be carried on. 


Double-Current Generators for Electric Railway 
Nervice,—The Massachusetts Electric Companies, whirl 
have consolidated 38 railroads and two lighting systems i. 
Eastern. Massachusetts, propose to reduce the cost of opera- 
tion of their extensive system by centralizing their generating 
stations. We gather from the Stree! Railay Journal, da 
the first move in this direction will be on that part of their 
system in and around Salem, and will be made by the 
addition of polyphase apparatus to transmit power from ili 
present Salem direct-current station to neighbouring towns. 
Sub-stations will be located in Wakefield, Essex ani 
Gloucester. Two 800-KW. double-current generators will b 
installed at Salem, direct conpled to engines, making probably 
the first instance of direct-coupled double-current machines t 
railway service in this country. These machines may be ru 
in parallel with three 300-Kw. direct-current machines nos 
in service at this point, although there is some doubt as t 
the advisability of so running them on account of the dis- 
turbing effects of wattless currents on the field strength “ 
the double-current machines. Since this disturbing efer 
will not be felt on the direct-current machines, it may айы 
the division of the direct-current load between the tv 
classes of machines. If this is so to a serious extent, it nies 
be necessary to run the double-current machines on а spui 
rate set of buses and a separate load from the direct-curre . 
machines. The Massachusetts Electric Companies. own Ur 
Lowell and Suburban road with its pioneer polyphase tar 
misson line from Lowell to Nashua. The new transmise 
will be carried out in the same manner to a large extent. 


War on the Jerry Wirer.—As one way of helping 
weed out jerry wiremen it was proposed by Mr. Mountain i 
this year's convention of the Municipal Electrical Associati | 
that electric wiremen should be registered. We now n" 
iu a Chicago electrical journal that а Bill is to be present: 
to the Indiana Legislature, the provisions of which stip! 
late that persons installing electric wires shall be license 
before they can engage in this work; the object of the L. 


is to guard against the improper wiring of buildings." 


"Correction.— We regret that in our account of i! 
Smelting Corporation’s works at Ellesmere Port. we omite 
to mention that the mechanical stokers and coal ehu 


. were supplied and erected. by the Underfeed Stoker Co. 


pany, Limited, 


— 
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Wider Webs and Overhead Wires.—An American 
dae says that the Government of the Argentine 
Repatlic has determined to lay an underground cable 150 
wiles long between Buenos Aires and Rosario in order to 
obtain reliable telegraphic service, which is impossible with 
overhead wires. Small spiders spin long webs which settle 
wi the wires in such numbers as to form serious leaks as 
won as they are moistened by dew or rain, the result being 
intolerable interruptions of the service. 


SUPPLY STATION ACCOUNTS. 


Tur undertaking of the Coventry Corpora- 
Coventry tion is one of those which has as yet not 
Corporation reached the stage of paying all the financial 
Electricity charges which have to be met by a municipal 
Accounts. department. The accounts presented below 
cover different periods. Under the head of 
1998 the results of 15 months’ working are given, while under 1899 
the nual twelve-monthly period up to March of this year is taken. 
Mr Ram is approaching the turning point, and has had to carry out 
recently some fairly extensive alterations and repairs, now prac- 
tilly completed. The extensions ought to enable the business to 
show still more encouraging results; as it is an increase of revenue 
el bout £600 on a total of roughly £3,600 has been obtained, with 
ain expenditure amounting to only £130, leaving an increase in 
gws profit of £460, or considerably more than double the gross 
рой in 1898. 
GENERAL STATEMENT. 


10898. 1899. Increase, 

15 months’ 12 months’ 

working. working. 

Total capital expenditure . . . £45,660 868,565 417,905 

Number of units sold̃ͤ— 149,547 229,607 80,060 
Maximum load in W. - 156 949 86 
No. of 30-watt lamps connected ... 10,666 17,800 7,140 
Groes revenue ps de £3,599 44, 198 4594 
Grow expenditure du e £3,292 1 £8,422 £130 
Gres profit — eae: ы £307 8771 2464 
Average price per unit воа ... 5:654. 4:994. — 1°36d. 


The receipts per unit have fallen by the large figure of 1-4d., and 
this reduction should have a stimulating effect upon the output. 
Although over 44d. is a rather high average, it is justified by the 
small outp t of under a quarter of a million units. 

REVENUE BTATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


Sale of energy, 40. £3,520 5:654. £4,110 429d. —1'36d. 


Meter rente, 4c... 77 13d. 88 09d. — O4d. 
dale of materials, KC. 2 004. 827 "m T 
Bandry fees =o, 0... We es T 


Gross revenue .. £3,599 578d. £4,198 438d. —1:40d. 
The most satisfactory feature of the accounts is the cost sheet, 
g as it does reductions under éach head with the exceptions 
of" Puel” and Rent, rates, and taxes.” The former has risen by 
realy id, as might be expected, while the gross value of 
the latter has nearly doubled, and the engineer has little or no 
control over the assessment, but ‘the increases are trivial compared 
with the reduction on works cost of 1:3d. and on total cost of nearly 
Per unit. Economical management is shown clearly by the 
auctions in the gross values under “Oil, waste," * Wages,” and 
ts” The changes are very marked in these and in “ Man- 
A nent salaries." Yet we believe that they have principally been 
io by the improvements carried out in the technical details of 
generating and distribution systems. 
Cost оғ PRODUCTION. 


1898. 1899. 
Coa] Gross. Per unit Gross. ec Increase. 
Ой waste warn uolo utt £534 ‘86d. £914 ° e + ‘09d. 
E ie ше 979 45d. 278 *99d. — ‘16d. 
in generate ang incurred | 
1. e 1,188 1:904. 997 1:044. — 86d. 
bulidings 3а Пале ot F 2 Sid PT 
ies eines, Soller, | 446 72d. 33 „ — 37d. 
id orks costs .. £2,447 393d. £2,521 9:680. —1:304. 


Manageme 004 faxes T 139 22d. 265  *98d. + 06d. 


аманы оу mo Deng eg, | 445 А 
обата а Hang, — 159 21d. 219 984, — 084. 
DIM. 27 04d. 20 .*09d. — ‘02d. 


Total 5 
COSS — ... £3,292 529d. 23,422 8:588. — 171d. 


Ene 


The financial results by themselves might be regarded as somewhat 
disappointing. Thus, notwithstanding the increase in gross profit 
by £464, the net loss, or deficit, has gone up by £116 owing to the 
addition of £579 on the financial charges. Coventry is one of the 
systems which can only be saved by a materially increased output, 
and every endeavour is, we understand, being made to attain this. 


Prorit STATEMENT. 


1898. 1899. 
Interest on loans and bank charges. £1,153 £1,732 
Sinking fund for repaymentt .. 783 783 
Net profit carried to rates 1,629 —1,745 
Gross profit i as £307 £771 


The deficit in 1898 was equivalent to а loss of 2:64. per unit, 
and in 1899 to 1:8d. per unit. 


CITY NOTES. 


Willans & Robinson, Limited. 


THE report of the directors for the half-year ended June 30th, to 
be submitted at the ordinary meeting, to be held at Victoria Works, 
Rugby, on Wednesday, October 3rd, reads :— 

After writing off depreciation from plant, patents, &c , the sum of £5,680 19s. 4d 
and paying interest upon debenture stock, the balance to the credit of protit and 
loss account at the end of the half-year (including £5,212 18. ld. brought 
forward) is £81,399 8s. 11d. Out of this the directors propose that dividends be 
paid at the rate of 6 per cent. per annum upon the preference shares and 10 per 
cent. per annum upon the ordinary shares, together amounting to 214,923 17ь. 10d. 
The amount payable to the original directors, in accordance with the articles of 
association, being £4,318 8s. 2d., the balance available is £12,257 48. 11d. From 
this ths directors propose to carry £2,000 to the debenture redemption fund and 
£8,500 to the reserve fund, leaving £6,657 2s. 114. to be carried forward. The 
balance of the capital remaining to be issued under the authority of the 
extraordinary resolution passed on March 29th, 1899, viz., 10,000 preference 
and 10,000 ordinary shares, was allotted to the shareholders in June last. The 
allotments were taken up as regards 8,788 preference and 9,425 ordinary shares, 
and the balance was so greatly over-applied for by the shareholders that it 
could only be allotted in about the proportion of one preference share for 
every 10 applied for, and of one ordinary share for every 50 applied 
for. The large engine, capable of working up to 83,000 i.n.r., exhibited 
by the oompany at Paris, {a conjunction with a dynamo by Messrs. 
Siemens Bros. & Co., Limited, has been awarded a Grand Prix, another similar 
award being made for the dynamo. The balance upon the share 9 
accounts stood at the commencement of the half-year at £29,656 28. Of this, in 
accordance with the intentions expressed at previous meetings, £5,000 has been 
applied toa special writing down of the company’s property at Thames Ditton, 
and £20,000 has been transferred tothe reserve fund. The balance, £4,656 2s., 
has now been brought up again to £21,493 2s. by payments under the first 
instalment of the premiums upon the last issue (1900), As one of the principal 
objects of both this and the preceding issues of capital was to enable tbe com- 
pany to make engines of large size, the directors are of opinion thatthe expenses 
incurred at the Paris Exhibition, which has served to introduce the company's 
new work to the public, may fairly be defrayed out of the premiums account. 
Owing partly to difficulties in obtaining dynamos from the makers, and partly 
toother causes for which the company is not responsible, an unusually large 
value of completed, or nearly completed, engines (all on order) remained in the 
accounts at the end of the half-year ander the head of “ unfinished work." Had 
it been possible to deliver and invoice these engines in the half-year a larger 
amount of profit would have been brought into the accounts. 


Mersey Railway Company. 


Mr. JAMES FALCONER, who presided at the half-yearly meeting of 
this company, held in London on Tuesday, said that the most 
important work which the directors had had to deal with since the 
last general meeting had been the promotion of the Act passed by 
Parliament in the last session for enabling the company to work the 
railway by electricity. The Act also embraced a power to extend 
the time for paying off the redeemable first debenture stock, which 
was the first charge on the company's revenues, and which would 
have fallen due last month but for this extension. "The Bill further 
embraced a scheme for rearranging the finances of the company, and 
for the appointment of a joint committee, by agreement with the 
Wirral Railway Company, for enabling the two companies to have a 
joint system of electric traction. The Tes reports the meeting as 
follows :— According to the best advice which the directors had 
been able to obtain—aud the advice was unanimous—the result of 
adopting electric traction would be not only to free the tunnel 
from the fumes which were so objectionable to passengers, but also 
to cheapen the cost of working, while greatly increasing the service 
of trains. The change would therefore be greatly in favour of the 
company, and he ventured to think that with the passing of the Act 
they had started upon a new career. The difficulties against which 
they had had to contend with steam traction, and the want of succcss 
which had consequently met the company, would not be experienced 
with electric traction, and their past was no indication whatever of 
what their future might be. This was the opinion on which the 
directors went in promoting the Bill, and it bad been strikingly 
confirmed by the result of the opening of the Central London 
Railway—an electric line workiug under conditions not nearly so 
favourable as in the case of this company’s liue. The Mersey Com- 
pany, for instance, had a full-sized railway tunnel of the ordinary 
type, and they had complete liberty as regarded the construction 
of their carriages and the electrical plant with which to 
haul them. The Central London Railway, by the facilitics and 
convenience it offered, was making a traffic of its own, and this 
was a very encouraging feature as regarded their own line. One 
thing was certain from the results attending the working of the 
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Central London Railway, namely, that the Mersey Company would 
be able, by the adoption of electric traction, greatly to increase the 
number of persons who traveiled by their line. In regard to the 
future, the directors proposed, as soon as possible, and in the best 
way they could, to arrange for having the line worked by elec- 
tricity. ‘The first point which the new board would have to deal 
with would be to ascertain whether, advantageously to the com- 
pany, they could enter into the arrangement he had alluded to with 
the Wirral Company ; and their next important duty would be to 
arrange for the necessary capital, and to conclude contracts for the 
construction of the electrical works. In answer to questions, the 
chairman stated that if a joint scheme were arranged with the 
Wirral Company for working the two concerns by electric traction, 
the cost involved was estimated, roughly, at £500,000; that was 
the amount of the borrowing powers provided for. If they did not 
come to terms with the Wirral Company and had to raise the 


money on their own account, the cost was estimated at about 
£300,000.” 


Rockhampton Gas and Coke Company, Limited.— 
The directors’ report for the half-year ended June 30th, 1900, shows 
that while the consumption of gas still continues to steadily increase 


` (the gross revenue from that source being over 22 per cent. more than 


that for the corresponding period of last year), the electrical opera- 
tions still show a slight loss. 


Stock Exchange Notice.— Application has been made 
to the committee to allow the following securities to be quoted in 
the Official List:—Arou Electricity Meter Company, Limited, 
125,000 ordinary shares of £1 cach, fully paid, Nos. 1 to 125,000. 

Evered & Co.. Limited,—The directors have decided to 


pay an interim dividend at the rate of 74 per cent. per annum for 
the half-year ended June 30th last. 


Globe Telegraph and Trust Company,—The directors 


announce a quarterly dividend of 1s. 9d. per share on the ordinary 
shares, 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.— The receipts for the week 
ending September 22nd, 1900, were £1,044 19s. Bd. ; receipts for corresponding 
period, 1899, £433 Вв. IId.; aggregate for half-year to date, £16,895 08. 6d. ; 
aggregate corresponding period of last half-year, £16,767 18s. 2d. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending September 21st, 1900, were £3,654 168. 2d. ; corresponding period, 1899, 
£8,402 0s. 4d.; increase, £184 15s. 10d. 


The Central London Railway.—The receipts for the week ending September 22nd, 
1900, were 44,191; previous week, £4,883; increase, £58, Total receipts 
to September 22nd, 1900 (8 weeks), £57,199. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending September 23rd, 1900, £1,519; September 24th, 1899, £914; increase, 
£605. Total receipts for half-year, 1900, to date, £18,047; corresponding 
period, 1809, E11. 21; increase, £6,8:6. Miles open, 1900, 43; 1899, 34. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Tbursday, September 20th, 1900, were £477 9s. Od.; corre- 
sponding TE d yen. PA w^ ides increase, £89 18e. 9d. Total to 
september А , : 8. .; Corresponding period last year 
£14,459 Os. 2d.; іпогзаве, £1,270 6s. 8d. di dii: 


The Dover Corporation Tramways.—The receipts for the week ending 
September 22nd, 1900, were E786 17s. 10d. ; September 22nd, 1899, £279 0s. 8d. ; 
increase, £6 178. 7d. Total receipts to date, 1900, £7,978 2s. 44d. ; corre» 
sponding period, 1899, £7,664 1s. Od.; increase, £816 Is. 44d. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 5,096; 1899, 5,280. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin and Lucan Electric Railway.—The receipts for the week ending 
September 22nd, 1000, were—Passenge's, parcels, &c., 2103 68. öd.; corre- 
sponding week last year, £98 18s. 10d. Total receipts to date, 1900 (19 


das £1,401; corresponding period, 1899, 41, 140; increase, £261. Miles 
open, 7. 


The Dublin United Tramways Company.—The receipts for the week endin 
Friday, September 21st, 1900, were as follows:—D. U. T. Co., horse аг 


£20 88. 7а. ; ditto, electric cars, £3,627 8s. 104.; D. S. D. Co., electric cars, 
£999 195. Od.; total, £4,666 16s. 6d; corresponding week last year—D. U. T. 


moreover, is hanging over the markets, and stopping trade in stocks 
and shares. These various influences are sufficient to account for 
the small series of relapses recorded in our price lists on the 
following pages. 


In the supply market a fall of 10s. in City of London Ordinary 
shares is the most noteworthy feature. This, however, still leaves 
the price 4 to the good, as compared with that on September 12th. 
The rise last week was probably overdone. We ourselves could 
ascertain no good reason for the advance. Certainly, the completion 
of the new works was not enough to justify the rise of 30s. that took 
place. 


Metropolitans show a decline of 10s., mainly owing to the fierce 
fight which is going on between members of the Marylebone Vestry 
with regard to the steps to be taken for buying out the company : 
otherwise the new shares remain hard at 2} premium. New Notting 
Hills are better at 2 premium, the middle price. The buying of 
London Electrics has ceased for the time being, and the price 
remains at 2. The last emission of Westminsters is quoted 83—91. 


Supply Debenture issues keep on the up grade. This week it is 
Metropolitan 34 per cent., and Edmundson's 44 per cent. Debentures 
that have gained the usual one point. The market for these 
securities is now an exceedingly good one, and the blocks of stock 
that were not taken at the times of the various issues have now 
passed into strong hands. ‘The dealers in the market aver that they 
have little or no stock left on their books, and that people are stil! 
wanting to buy. 

The British Electric Traction Compauy has quite recently issued 
a circular to those of its members who did not take up the propor- 
tion of new shares to which they were entitled, pointing out in 
this document the substantial advantages that non-applicants would 
miss, Partly in consequence of this circular, Tractions have beeu 
sold by small holders who wanted the money for paying up the 
liability on the new shares, and the price of the old is 10s. down. 
The new are steady at 14 premium. As regards other traction 
shares, Anglo-Argentine Trams are a very good market upon the 
report of the directors. Although the distribution is not increased, 
the carry forward is eight times more than it was for the correspond- 
ng period, and the market take it as certain that the next 


dividend will be larger, unless any very unforeseen circumstances 
should arise. 


Despite the regular dividend declared by the Globe Telegraph 
and Trust Company, the shares mark a decline of 10s., and can now 
be bought at a shade under 11. At this they look attractive as a 
sound second-class investment, yielding a shilling or two under 
5 per cent. The highest price touched this year was 11i, but last 
year it was 134, nor bas the quotation been under 108 since 1898. 
No change has taken place in the Preference shares this week. 
Submarine Cables Trust retains the rise which it lately made. 


The dulness of Anglo-American telegraph stocks is the only mote- 
worthy feature of the telegraph department. Both the “А” anc 
“ B" descriptions have slackened, but the Ordinary is unaltered si 
603. Indo-European shares have come into the market, and the 
price has receded a point. A good deal of noise was made im the 
early part of the week over West India and Panama shares, but 
very few changed hands, and the prices of the various issues ary 
without material change. West Coast of America 4 per cent 
Debentures have improved to par buyers. These, it will be remmen,- 
bered, are guaranteed by the Brazilian Submarine Telegrspi: 
Company. | 

The manufacturing market got a selling order in Telegraph Cor- 
struction on Monday, and the price was lowered a point. It show- 
how slight is the actual volume of business doing when asingle ba rezi 


p horse cars, £1,143 ы. i 1 electric сыз, Бш 16s. 2d.; D. 8. D. in a small number of shares can influence the price to the extemt of л 
P ars, B. < , * e i в . 1 
бе. Ба. | Mitregate ео £60,600 19s. bd.; aggregate to date last Le pound. India-Rubber Debentures were ex div. on Tuesday, and he 
9: 8. .; increase to date, £5,672 03. IId. The mileage worked is r cent. > ice cock & ile 
48 miles electrically, 1 mile by horses, as against 24 miles cles twically, 3 регеа Basbeon deducted Пиш Ше ans DAE pues & Wile 
20 miles by horses, for the corresponding period last year. shares are 23, the new 23, and the Preference 1s. W illans WEN 
зе лево Overhead Raflway Company.—The receipts for the week ending Robinson are hard at 11, the report being considered very sati- 
eptember were ; di : Е 7 ; : 
герон сыш otal Caoa from July lat 1900. E9095 : as TON eil factory, and the Preference are better at 71. Alliance Ele 


ing period, 1899, £20,196 ; increase, £859. Miles open, 6:57 chains. Preference remain at 1 middle. Electric Construction are w P h 


small fraction, and there are buyers about for Edison & Swan shar- 
for which a seller can now obtain £2. Henley’s latest shares 
quoted 12 to 121. 


* 


Central London shares carried-over at 104, and the contan@s rat- 
was the comparatively light one of 4 to 5 percent. The jobbe r~ 1 
the market are complaining that business in these is dwin a1 

Wednesday Evening. away, while in the stocks of the other two electric railwa > 
A SLIGHT reaction has occurred in the electrical markets after the panies now operating in London, hardly a bargain a day is d© rae. 
rise that took place during the first two weeks of the month. The 
hardening of the money market has combined with a slackening of 
business to counteract the good feeliug which would otherwise have 
been. produced by Lord Roberts’ latest cables. The General Election, 


STOCKS AND SHARES. 


A strike of motormen is said to be proceeding on the Gn 47 

Ashton and Hyde system, but as the market is n purl» ssr 

` vincial опе, the disturbance is hardly noticed in the London St.. 
Exchange. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Stock i xi de done 
Closing Closing uring 
Present Dividends for 
NAME. are bree Quotation Quotation week ended 
Issue, Sha the last t years Beptemberi9th.|BSeptember 26th 1 26th. 


110,900 | African Direct Telegraph, 4 % Debs. 
125,000 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. 


99 —103 99 —103 
85 — 90 85 — 90 


8. 


875,520 | Anglo-American Telegraph ... . . |Stock| 3 9s.| 73/6 | 59 — 62 59 — 62 т 
3,062,240 | Ро. do. 6% Pref. wae Р? .. Stock 6 6 6 95 |1104—1114 110 111 111 110i 
3,062,240 | Do. do. Deferred NL . . |188. 9121 78. 112— 123 | 114— 12 12 1112 

44,000 | Chili Telephone, Nos. 1 to 44,000  ... - "T с: 514 & 3 4%| 24— 33 24— 33 bis m 

10,000,000$. Commercial Cable T $100 | 8 8 165 —175  |165 —175 sis "- 
1,563 0780 Do. do. Sterling 500 year 4 4 T Deb. Stock Red. RE кез .. {101 —103 101 —103 1023 | 102 
16,000 | Cuba Telegraph к 1017 % 18 7 | 64— 75 | 64— 7 sick е 
6,000 Do. 10% Pref. isa vis 85 — ..| 10 10 10 e. | 15 — 16 15 — 16 158 
12,931 Direct Spanish Telegraph  ... 82 sus bs -— 5 | 4 4 A 4— 5 4— 5 m 
6,000 Do. do. 10 % Cum. Pref. ... к sii 5 110 TA . 9 — 10 9 — 10 

30,000 Do. do. 43 % Debs. 00s se | 50 |... |... поо —104% 100 —104 % 

60, 71070 Direct United States Cable га ..| 20 | 34% | 38% | 3 Ф | 102— 113 | 102— 111 

111,000 | Direct West India Cable, 44 % Reg. Deb. ... 100 ps .. | 99 —102 99 —102 as - 
4000,000 | Eastern Telegraph, Ord. Stock .... Stock 7 7 % 7 % [149—154 [149—154 1513 | 1491 
1,795,000 | Do. 2 Pref. Stock - Vs вай m 8 А 99 —102 99 —102 99} 99 
1432, 2680 Do. Mort. Deb. Stock Вей. ... ... Stock 4 — * 114 —119 |114 —119 115 


250,000 | Eastern Extension, MOM. and China Telegraph ... | 10|7 79,172,115 — 154 15 — 154 151 15 


6,700 Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. ann. ) 100 5 95 "m __ 
drgs., reg. 1—1, 049, $,976—4, 326 eee e*t eee eee eee eee 
b Do. do. Bearer, 1,050—3, 975, 4,927 —8,400 10015 - 22“ 42. — wee — s 


320,0007 Do. 4 % Deb. Stock ... Stock, 4 ids . {113 —118 |113 —118 


Eastern and South African Telegraph, 4 x, Mort. Deb. } 
300,0007 { NE e $0 red. 1909 | 100 99 —102 | 99 —102 


100,000 Do. 4% Reg. Mt. Debs. (Mauritius Bub.) 1—8,000 es] ose |] 100 —103% 100 —103% | ... |... 
180,227 | Globe Telegraph and Trust ... 4195 | 53 54% 11 — 114 | 101—114 114 | 102 
180,042 Do. do. 6 % Pref. 6 $ 6 143— 151 | 144— 153 | 151 14] 
150,000 | Great Northern Telegraph, of Едер " © = 10 124 32 — 34 32 — 34 ies wee 
Halifax and Bermuda Cable, 44 1st ort. e БИ КЕ 

84,300 within Nos. 1 to 1,200, = it 100 ine ia .. | 98 —101 98 —101 бн 
17,000 | Indo-European Telegraph  ... 10 @ 10 % |10 % | 50 — 54 |49 — 53 49 
100,0007. London Platino-Braxilian Telegraph, 6 % Debs. 6 И .. |103 —106 |103 —166 1034 
72,680 | Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 . ТЕ sii yas i— 1 i— 1 - 
86,492 Do. do. do. 5% Pref., Nos. 1 to 86, 493 4 4 25% i— 1 i— 1 is T 
490,000 | National Telephone, 1 to 490,000  ... ih 6 6 b 44— 4} 44— 42 4 455 
15,000 Do. 6 Cum. Ist Pref. 6 6 6 13 — 15 13 — 15 144 - 
15,000 Do. : Cum. 2nd Pref. ... 652516 6 13 — 15 13 — 15 144 | 14 
250,000 Do. Non-cum. 3rd Pref., 1 to 250,000 5 Ф 5 6 5— 5 5— 5 

2,000,000 Do. $i Y Deb. Stock Red. . 33% | 34% | 34% | 98 —101 | 98 —101 983 | ... 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fally paid 5%|5% 5 — 1 i— 1 18 
100,0007, Pacific and European Tel., 4 % a Debs., 1401 000 ... 4 & pe .. |100 —103  |100 —103 
11,839 Reuters i ы 5 59515 7— 8 — 8 

3,381 Submarine Cables Trust T ж “© ы . . 126 —131 1126 —131 P 

58,000 | United River Plate Telephone " 5 6 |7 V 4t— 53 | 4$— 53 m 
16,639 Do. do. 5% Cum. pret. 2 Nos. 1—16, 639 as 955 41— 51 44— 5} 53 
179,947 Do. do. 5 % Debs. . - . 104 —107 [104 —107 ivi 


200,000% West African Telegraph, 5 95 Debs... 98 —101 98 —101 


30,008 | West Ooast of America, Nos. 1—30, 000 and 53, 031—523, 008 1— 1 — 1 ake 
150,000 Do. do. 4% Debs., 1—1 500 gua. by Bras. Sub. Tel. 99 —102 100 —103 101 - 
389,731 | Western and Brazilian Telegraph 4 % Deb. Stock Red. — - o $i аз 
207,930 Western Telegraph, Ltd., Nos. 1—207,930 ... .. ... 71 .. da— 151 | 148—154 15% 15d, 
75,000 Do. do. 5 % Debs. 2nd i series, 1906 2s. |. [103 —106 |103 —106 V a 
88,321 | West Indis and Panama 5 i 25 1 # 1 i— 1 a T" 
34,563 Do. do. do. Cum. 1st Pref. m 6$4— 74 | 61— 7} 71| 73 
4,669 Do. do. do. Cum. 2nd Pref. . 6 - - 6— 7 6— 7 68 63 
80,000 Do. do. do. 5 * Debs., Nos. 1 to 1,800 100 | 5 А . . |105 —108 |105 —108 di avs 


19,661 POM & Kensington Elec. Lt. Sup., Ord., 101 to 19, din 5 | 4 6% 6%] 7— 8 7— 8 7h ; 
12,000 Do. do. 7 95 Cum. Pref... 5 7 84— 94 81— 93 

50,000 | Charing Cross and Strand Electricity Supply ... 5 7 8 9 9 — 10 9 — 10 94 
20,000 Do. do. do. do. 44% Cum. Pref. 5 sist 5i— 52 5j— 52 T 
34,000 |*Chelsea Tenn Supply, Ord. 5 6 6 6 „ 61— 71 | 64— 7 
150,000 Do. do. Ф Deb. Stock Red. ... Stock 43 vus ... 109—112  |110 —113 

60,000 | City of London. Electric Lighting, Ord. 40,001—100,000... 10 10 6 4 9 — 10 81— 94 9 8} 
40,000 | | Do. 32 Cum. Pref., 1 to 40,000 . 10 | 6 6 .. | 124—131 124— 134 131 | 12% 
400,000 | Do. Deb. Stock, Scrip. (ise. at £115) all paid е |991 ы 124 —129 |124 —129 даз — 
40,000 | County of Lond & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | яй nil |495| 8§— 9 81— 91 81 
20,000 Do. do. do. 6 & Pref., 40,001—60,000 10 6 6 .. | 11 — 12 11 — 12 ais 
200,000 Do. 4% 95 Deb. Stock, Prov. Certs (all paid) Rd. ар вх ти .. {107 —110 107 —110 

26,100 Edmundson’s Elec. Corp., Ord. Shares € - 5 5 7% | ... 44— 5 44— 5 

75,000 Do. do. 44 % 1st Mort. Deb. Stock. ...|100| .. з . | 99 —102 100 —103 
110,000 London Electric Supply Corporation, Limited, pde - 3| .. ТЯ єз 11— 2i 11— 24 

49,840 | Ро. do. do. do. 6% Pref. 5j ace OD [ sa 44— 53 44— 53 E ns 
250,000 | Do. do. do. 4% Ist Mt. Db. Stock Rd. |Stock| ... T .. 100 —102 100 —102 101] | 1003 
85,000 | Metropolitan Electric Supply, 101 to 62,500 - 10,6 590515 95 | 13 — 14 123— 133 139 | 1344 
220, ‚000 Do. 4495 First Mortgage Debenture Stock |... 44 ы . 111 —114 111 —114 in sis 
220,000 | Do. 34% Mort. Deb. Stock Red. . .. |Stock| ... m . | 96 — 98 97 — 100 

6,452 | Notting Hill Electric Lighting res ..| 10/6925 6925, 7 144— 153 | 144— 154 ies 

40,000 | St. James’s and Pall Mall Electric Light, Ord. .. 5 143 he 144 144— 154 | 144— 152 154 

20,000 | Do. do. 7 % Pret., 20,081 to 40,080 5 7 7 7 8 — 9 8 — 9 A" 

12,000 , Smithfield Market Elect. Supply, Ord. 5 .. ias T 2— 2% 2 — 24 

50,000 | Do. do. 4 96 Deb. - ss | 100) cas Pes .. | 85 — 95 85 — 95 

65,000 | South London Electricity Supply, Ота. ... sss 51] s з ы 3— 4 3 — 4 - ss 
79,900 Westminster Electric Supply, Ord., 101 to 80,000.. 809 5 12 Ф 12 Ф 13 95 12 — 13 114— 124 12 56 12% 

f MMC ERE 
* Bubjeot to Founders Shares. Quotations on Liverpool 8took Exchange. 
1 Unless otherwise stated all shares are fully paid. Dividends in deferred share warrants, being used as capital, 
Dividends marked § are for a year consisting of laster . the next. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. . 

ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present Btock Dividends for Closing Closing Business done 
Issue. NAME. Share: the last three years. тоа оха. "har Ad 
t | 1897. | 1898. | 1999. iiid шы 
20,000 | British Aluminium 7% Cum. Pref. . жє % а t н 9 — 10 - аа alins 
300,000 Do. do. 5% 1st Mort. Deb. Stock Red. .. [Stock] ... sae .. | 93 — 97 i Ко ee 
30,000 British Electric а T es me ДО: em 6 „Y. |144— 15} | 14 — 15 151 14 
50,000 Do. do. Cum. Pref. % 10 оа = . |12 — 13 12 — 13 1239 | 123 
200,000 Do. do. 5 Perpetual Debenture Stock ... |Stock| ... js . . 123 —126 |123 —126 1233 
85,000? F British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... | ... те n B— 4 9— 4 ks 
50,000 if Do do. 6 95 Cum.Pref., 1—50,000 ТФ E MA ae tas 8— 3 f— à 
500 |t Do. do. 44 95 1st Mort. Deb ... | 100 97 — 99 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 T 5 15 5% 15 v 20 о % 11 — 12 11 — 12 Mee Hai 
27,500 Do. do. 6 95 Cum. Pref. Nos. 1 to 27, 000 . 5 52— 6} 52— 6} КА ЖЕ 
105,731 | Brush Elecl. Enging., Ord., 1 to 90,000 Кп 2 1ł}— 2 17— 2 120 1} 
105,731 Do. do.  Non-cum. 6 Y, Pref., 1 to 90, 000 "E 2 - IR 24— 28 23— 28 DE ths 
125,0007 Do. do. 44 95 Perp. Deb. Stock ... Stock .. 106 —111 106 —111 m 
125,000 Do. do. 44 9$ Perp. 2nd Deb. Stock ... Stock .. 101 —103 101 —103 vis 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000  ... 5 124% 15 5 * 15 5% a 134 | 124— 134 123 
20,000 Do. do. 5 95 Cum. Pref. гз 5 54 5 — bi Ке 
90,000 Ро. до. 44 Y 1st Mort. Deb. Stock Red ... |8 ос ... tes 28 T. —114 110 —114 ies Ri 
213,533 | Central London Railway, Ord. Shares TA T 10 ssi nte oh 10 — 104 | 10 — 104 108 | 10, 
61,033 Do. do. Pref. half-shares .. i D 5| ... se ae 42— 54 4i— 54 "OE Е 
71,447 Do. do. Def. do. ve TR РУ 5 |... " - 43— 5} 4i— 6} 5 16 
855,000 | City and South London Railway  ... . . Stock 137 2395 13% 58 — 8 58 — 61 59 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60, 000 . aes 10, .. T 5 — 5 — 6 К 
32,098 | Crompton & Co., Nos. 21 32,98 3| — 6 9% 74% 32— 4 32— 4} 
Do. 5 95 Ist Mort. Reg. Debs., 1 to 900 of ` | 
109000 £100, and 901 to 11,000 of £50 red » „ 
99,261 Edison & Swan Utd. El. Legt., “ A” shares, £3 pd. 1 to 99,261 5 6% 6 6 %| 1#— 21 11— 21 1 
17,139 Do. do. do. “A” Shares, 01—017,139  ... 5 6% 6 6 | 3à— 4 34— 45 ai 
344,023 Do. do. do. 4 % Deb. Stock Red ... | 100 -— m ind 90 — 92 90 — 92 
112,100 | Electric Construction, 1 to 112,100 ... - - 2| 6 6 6%] 18— 2 2— 21 21 
25,000 | Do. do. 7 95 Cum. Pref., 1 to 25 000. as 2| 7 7 22— 32 2 34 à .. 
140,300 Do. do. 4% Perp. 1st Mort. Deb. Stock .. |Stock| ... "x 102 —105 102 —105 
9,600? Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600... | 10| 7 b 7% 7 10 — 11 10 — 11 
30,000 | Henley's (W. TA Telegraph Works, Ord. ... ui m 5 12 14 15 124— 134 | 124— 134 128 
30,000 Do. do. 43 % Pref. ... 5, 7 7 ф 5 — 5 5 — bi 58| 5 
50,000 Do. 30 do. 44 Mort. Deb. Stock... Stock 44 ae 108 —112 108 —112 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works .. 10 10 10 96 204— 21$ | 204— 214 214 
300,000 Do. do. do. 4 % 1st Mort. Deb. ... 100 T 101 —104 99 —102 
37,500 Liverpool Overhead Railway, Ord. ... e cv. 10 Зр 3 3 8 9 88— 8 
10,000 f Do. do. Pref., £10 paid ET we | 10| 5 b b 124— 134 122— 134 
37,350 Telegraph e due and Maintenance ... .. | 12 | 15 Bl 15 15 35 — 39 34 — 38 
150,000 Do. 4 % Deb. Вав. Nos. 1 to 1,500 Red. 1909 . | 100 via 101 — 104 101 —104 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... bL uu 8 [4 12 `% 104— 114 | 104— 114 Е das 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20, 000.. ОЛЕ ase 51— 52 51— 52 " M 


540, 0007| Waterloo and City Railway, Ord. Stock  ... . 100 .. 3 [4 3 `% 92 — 95 92 — 95 93 


t Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY s bg 
Brompton and Kensington, 44 % Debentures of £100, 102—106. Kens n and Knightebridge Electric Lightin ary Shares £5 doy 
National Electric Free Wiring, 12/6 paid i )12— 18; 1st Preference Cumulative 6 S dull . 69—71. De 
dL os Ashton, апе ЧЕ Electric (£i m ), Ord., 164—174. entures. 102—105. Dividend, 1899, on Ordinary Shares 


£10 pd.), 10—11. T. Parker, £10 (fully paid), 173. 
* From Biia Share List. Bank rate of discount 4 per cent. (July 19th. 1900). 
MARKET QUOTATIONS, Wednesday, September 26th. _ : 


і | 
CHEMICALS, &о. | This week. Last week. Ino. or Deo. METALS, &0. ( continued.) | This week. hLast week. Inc. or Dec. 
— ä .' а — M MÀ ——— r а | n! 
а Acid, Hydrochloric .. .. per я 5 / 5/- 9 Copper ones .. рег ton £86 #85 el ine. 
a ээ trio ee @e oe per owt. 94). 22J- g per ton 1 £85 £i inc. 
а „ Orxalic as x .. per owt. 82/- 82/- 6 50 (Electrolytió) Bars per ton) £83 10 £88 10 Loe 
а „  Bulphuric.. s .. per owt. 5/6 5/6 8 n „ per ton 2574593 
a Àmmoniac, Sal .. per cwt., 89/- 99 / € n " Roa .. рег ton ,£85 10. 028510 5 
: Ammonia, Muriate тунар 7 per ton £83 £38 e з Кы Wire per lb. 934.3.) - E a 
per ton £80 £90 у Ebonite Rod oe e oe . per lb. D ” 2 A 
d Bleaching powder 75 .. per ton #7 51 | Sw» Sheet vá .. per lb. е5/- — 87 
a Bisulphide of e e. . per ton £15 £16 nun German Silver Wire - .. per lb. 1/6 - 1/6 ~ 
a Borax Е ey .. per ton £17 £17 | k Gutta-percha fine . .. `.. per lb. 8/6 | Tr 8/6) > = 
А Bensole 805 um .. os pet gal. 7/- 7/- ' hIndia-rubber, Para fine . per m aam. to Ls 8/114 to'4/3j| — inc. 
per gal. 5/6 5/6 (Iron, Charcoal Sheets per £18 E 
r Sulphate” .. per ton 295 £25 10 | 10s. dec 1 „ Pig (Cleveland warrants) . per iod br I.. 
а Coppe Nitrate .. „> .. per ton £25 £25 1 „ "big усе according to в e per ton} From 211 | From £11 
„ White Sugar... .. per ton £81 £81 1 ea ee per ton! .70/- to 72/6 | 70% to T2/& 
" Muth о а у i per к 2 10 x аш - 1 „ Wire, ымда" No.8 .. per ton i oe 117 15 2 e 
a Methylated Spirit / 
а Naphtha, Solvent (90%, at 160°C). per TI 5/6 5/6 : Lead, English Ingos — .. .. pertoni 418 0 eis | i 
a Potash, Bichromate, in casks. . | : 54d. » Sheet Vs .. per ton £19 £19 z 
а „ Caustic (75/809) x Pr ton £ £ а Manganin Wire No. 28 .. .. рег lb. 8/- 8/- = 
a „  Bisulphate “з .. per ton £85 £85 g Mercury . perbot. £9 £9 26 96. 6d. dec. 
a Shellao .. .. per cwt. 65/- 65/- d Mica (in original oases), small . per lb. | 8d. to 9d. | 8d. to 9d. e 
a Sulphate of Magnesia . .. per ton £4 10 £4 10 d „ n° 10 medium per Ib. | 1/9 to 2/9 1/9 to 2/9 
a Sulphur, Sublimed Flowers .. per ton £6 £6 " T „ large .. per lb. 8/8to 7/3 8/8 to 7/8 
я И 1 9 уа .. рет ton £5 10 45 10 p Phosphor Bronze, plain castin per lb. | 1/1 to 14 1/1 to 1/4 
Lum .. рег ton £5 £6 p ʻi rolled bars & r per lb. | 1/1 to 1/4 1/1 to 1/4 
а Soda, Caustic ( (white 70 90) .. рег ton £10 15 £10 15 p ii Bip E sheet per 1b. rom 1/8 | From 1/8 
a , Crystals .. per ton £8 £8 0 Platinum Vs per oz. £8 186 £8 18 6 oe 
a „ Bichromate, cask s per 1b. 33d. 23d. p Silicium Bronze Wire per Ib. 1 to 1/1 | 103d. to 1/1 . 
| 4 Steel, Magnet, aoo'd'ng to deso'p’n per ton} From £15 to £40 ee 
| 77 97 in bars £58 £58 . 
METALS, &c. | Tin, bio... per ton £185 б, | inc. 
b Aluminium Wire, in ton lots.. per ton £294 £294 d | g n toil | ... per lb. 27 - 
Ь Sheet, in ton lots per ton £191 £191 is n „ wire, Nos. 1 to 16 Я рег 1Ь. 1/9 1/9 
р Babbitt’s metal ingots. per ton 57 to Ho £80 to £150 M p White Anti - friction Metals - — 
e Brass (rolled metal 2’ to 12") basis per 1b. 14. ae „White Ant" brand. per ton] £40 to 70 £40 to £70 
e „ Tube (brazed) .. per lb. а: 10а. у, J Yarns, Coston, е 101b. vndis per 1b. Pa. 9}d. 
Es o „ (solid drawn). per lb. | 5 d. "m " per lb. А 
€ „ Wire, basis m .. per lb. | v d. m | jJ » Hemp, 3 ply 10 Ibs. .. per lb. 44d. 
e Copper Tubes (brazed) per Ib. llid 112d. #5 Jj о» Russian, 10 lbs. .. per Ib. d. 58а. 
с „ (solid drawn). per Ib. lld. 11d. " 5 j n d ute, 180 Ibs. rove’ per ton| £14 10 £14 10 
g Copper Bars (best selected) .. per ton £86 £85 41 ine. k Zinc, Su't. (Vielle Montagne ond. ) per ton| £24 6 nett | £24 5 nett. 


a Messrs. G. Boor & Co. 
b le S статі Co., Ltd. 
e Messrs os. Bolton & Sons. 
upplied by | à Messrs. F, Wi ggins & Sons, 

в Alessre. Frederick Smith & Co, 


f ата Rabben d: t tes n АУТ k Men WT. Ashby, 5 
essrs, James akspeare А т Messrs. over & Co. 
Soiled by А Messrs. Je ackson & Till. ' катыры п Messrs. Р. Ormiston & Bons. 
(Messrs & Lowe. 0 Meossre onam: Ма, Matthey & Co., Lti. 
j Messrs, He » Yeo & Oo. v The Phosphor Bronse pany, Lu. 
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RECENT TRAMWAY CONSTRUCTION: WITH SPECIAL 
REFERENCE TO THE DEMERBE SYSTEM. 
By WILLIAM Dawson (Deputy-Engineer, Bradford Corporation). 
(Section G, September 10th.) 


Ir is about 35 years since the introduction of tramways into the large 
towns of Europe, and an account.of the changes and developments 
which have been made in this means of transport would be very 
interesting from an historical point of view, but of little technical or 
industrial interest. The principles of construction, the different 
systems formerly in use, and the mode of traction have all been 
revolutionised in the comparatively short 
time which has passed since the introduc- 
tion of tramways into this country—so that 
there is little to learn from the past. It 
would take up too much time to enumerate 
and investigate all the systems of tramway 
construction which were successively tried 
when tramways were generally worked by 
horse traction, and which have now given 
place to other methods more suitable for 
mechanical or electric traction. The first 
tram rails were laid on either longitudinal 
or transverse wooden sleepers, but it was 
found that the wood soon rotted; the 
sleepers were, therefore, discarded, and ex- 
periments made with tramways constructed 
entirely of metal The Vignoles rail was 
adapted for this purpose, and finally rails 
of the Brocca (or girder) and the Demerbe 
(ot trough) type were manufactured. 

The Brocca rail was afterwards adopted in 
Germany and England under the name of ТОГУ 
the Phoenix or girder rail. This form ої 8 
vail was a modification of the Vignoles rail, 8 
as the foot or bottom flange was merely g * H 


widened and laid direct on the soil or on FEY $Y Ss 


РСР "DES: * XE 
l d dne 2. er 


and often very remarkable methods of dealing with this branch of 
tramway construction | 
The Demerbe system of tramway differs entirely from all other 
types, and possesses in many ways some of the chief attributes of 
a perfect tramway. It consists of a hollow trough rail, a (fig. 1), 
and the fishplate, B (fig. 1), is placed inside under the ends of the 
rails, and exactly fits its contour, the point of application’ being 
immediately under the head of the rail. When this system was 
first introduced, the fishplate was pressed into the rail by means of 
bolts, but it was soon found that this was not satisfactory, and 
cotters, E (fig. 1), were used. As the holes in the fishplates and rails 
are cut at different depths, when the cotters are driven in, the fish- 
plate is forced close up to the underside of the rail. The ends of 
the cotters are then clinched against the side of the rail, and are 
thus fixed, and prevented by any possibility from working loose. 
The rail, when laid in position in the carriageway, is completely 
filled by means of specially designed tools with concrete composed 


Fic. l.— SECTION or RAIL WITH Fisun-PLATE. 


bed of concrete. It is now generally adopted 1: Руа 7 i. " 


throughout England, but, in my opinion, has 
not proved a success. 
tion only was used, very little attention was ұй 
given to the fishing of the joints of the CX 
rails, but on the introduction of steam and 

electric traction it was soon found that the 

joints were unable to stand the increased 

strain. The fishplates were increased in 

length and thickness until in some cases 

they were З feet long and 1 inch thick, eight 

l-inch fish bolts were used, sole plates were 

placed under the ends of the rails, narrow 

steel strips were placed on the top of the 

bottom flanges of the rails at the joints, and the whole securely 
bolted together with six $-inch bolts. The joints still worked 


i 


Fia. 3.—Coxnecrion oF Rart WITH Tre Bar. 


loose, and it is now recognised that all it is possible to do in this 
direction is insufficient to make a perfect joint. In Germany the 
ends of the rails were cut obliquely, afterwards they were halved on 
to each other, or the ends were notched and a fishplate placed in the 
recess, All possible methods have been tried to prevent the joints 


working loose, and numerous patents have been obtained for | 


different ways of strengthening the fishing—all costly and not com- 
pletely satisfactory, in spite of the extra outlay. The girder rail 
joint is undoubtedly defective, and the trouble which arises is 


Fig. 4.— ELEVATION OF FisH-PLATE AND JOINT. 


FIG. 5. 
SECTION c d. 


to be attributed partly to the fact that the top and bottom of the plates 
corrode, as also does the under side of the head of the rail ; the fish- 
plates then occupy a less space, and are less in depth than they were 
when new. The head and bottom flange of the rail is not firmly 
gripped by the fishplates, and as their proper work is to maintain 
the level of the ends of the rails under the action of unequally 
distributed forces, the joint soon becomes loose. It is not therefore 
surprising that the consideration of the best means of fishing the 
joints of tramways has brought to the surface numcrous, complicated, 


When animal trac- poe Y. Y A Ee 
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of four parts of 4-inch unscreened granite shingle to one part of 
Portland cement. 

The tie bars, a (figs. 2 and 3), used in the Demerbe system are 
flat, and the use of screw ends, nuts and bolts is avoided. The rail 
is inserted into two oblique grooves, one of which is cut so as to 
exactly fit the outer side of the rail, whilst the other is wider, so as 
to facilitate the introduction of the inner side of the rail. In the 
space which is left a wedge of soft steel, p (fig. 3), a little smaller 
than the opening it has to fit, is inserted and driven up. This 
arrangement of tbe tie bar enables the rails to be fixed to gauge 
with almost mathematical exactitude. 

In England, as a гше, a concrete foundation is laid the whole 
width of the carriageway to receive the paving, and when the 


* Demerbe rail is filled with concrete in the manner above described, 


it becomes attached to the concreté foundation, and is practically 


Ка. 6.—PLaAN OF THE LINE. 


part and parcel of the carriageway. It is therefore capable not only 
of withstanding the strains caused by the cars, but also all the strains 
and vibrations caused by the ordinary vehicular traffic, without any 
loosening of the joints or displacement of the paving. 

The girder rail is laid direct on the concrete foundation, and the 
oblique strains brought to bear on the head of the rail by the tram- 
cars and the other traffic causes the extremities of the foot or 
bottom flange of the rail to have a tendency to crush the concrete, 
and so allows the rail to oscillate on its base. As soon as the rail is 
subjected to the least movement or vibration, a narrow fissure is 
produced alongside, which increases in width as the foot becomes 
more movable. Water penetrates between the paving and the rail, 
and in frosty weather the paving is uplifted. The joint of the rails 
is also partly responsible for these defects, as the water finds an easy 
passage between the rails and fishplates. 

It is necessary to take into account another factor which contri- 
butes to the grinding away or pulverisation of the concrete. The 
ends of the rails rest on a sole plate, which is intended to maintain 
the ends of the rails at one level. When the cars pass over the 
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track the shock is harder at the joint than on the rest of the rail 
where the movement caused by the car is more elastic, because the 
sole plate and the concrete do not support the rail with the same 
rigidity, and the rails become dented at the joints even when they 
are in perfect alignment. It follows, then, that the same rigidity 
should exist at the middle of the rail as at the joint. In the 
Demerbe system this is so, as the concrete becomes perfectly 
attached to the rail aud the ridge of armoured concrete becomes 
part and parcel of the foundation itself. The same resistance is 
offered to the weight of vehicles for the whole length of the rail, 
no part being found to be weaker or more elastic than another. 

In 1894 a short experimental length of the Demerbe rail was laid 
in the Leeds Road, Bradford, end to end with a similar length of 
girder rail. Both portions have been subjected to a 5 minutes' 
service of steam locomotive cars since that time. About three 
wecks ago a Demerbe rail was removed, in the presence of the Tram- 
way Committee, to ascertain its condition. The rail, joint, and 
gauge were found to be in every way perfect, and it was only after 
repeated blows with heavy hammers that the rail could be detached 
from the concrete foundation, and when raised it dragged up with it 
part of the foundation. 

No money whatever has been spent in repairing this portion of 
Demerbe tramway, but the adjoining portion of girder rail has been 
several times repaired during the six years it has been laid down. 
The setts used alongside the Demerbe rail are splaved to fit the 
sides of the rail, and laid directly against it, the rail thus serving as 
a support for the paving; and there is no tendency cither for the 
setts to rise or fall as is the case with the girder rail. 

There are in Bradford 401 miles of tramways, of which 361 miles 
are laid on the girder system, with rails weighing 105 lbs. per 
yard, and fishplates weighing 80 lbs. per pair. There are 4 miles 
of Demerbe tramway, constructed of rails weighing 704 lbs. per 
yard, and fishplates weighing 51} lbs. each, and the Corporation 
have further in course of construction an additional 104 miles of 
tramway, which they are putting down on the Demerbe system. 

The detailed cost per yard of single track on the two systems, 
based on the price of materials delivered at Bradford, is as 
follows :— 

DEMERBE SYSTEM. 


8. d. 
Rails ке» т тв т ies г 10 79 
Fishplates - T" К © 94 
Tie-bars ... T -— b e T ] 68 
Wedges " : 14 
Cotters s 71 
Track labour, including c curve ... 2 60 
Rails, &c., carting . 11 
Packing rails (labour) T 110 
Half-inch unscreened granite shingle. " 1 00 
Cement е; 2 115 
Team labour oe ve 32 

19 54 

GIRDER SYSTEM. 

в d. 
Rails — bes = jas T" Vs 15 1172 
Fishplates n Р ids ee 1 88 
Marshall's patent jointe —- x о 99 
Bolts and nuts ... E = "T "T 54 
Soleplates m jus P bes m 1 03 
Tiebars ... T з ' 2:8 
Unscreened granite shingle m -— yu 40 
Cement... ез baa КЕ E 51 
Labour (packing rails) obs гы 3:6 
Road scrapings (for plastering rails). ; bes 06 
Track labour - гез 1 30 
Team labour К - hes е. vr 1:6 
Boleplates punching 85 - Е 1:9 
Blacksmith's work “Me ys " es 1°3 
Repairs. to punches 19 

£l 3 14% 


ы] 


Although it will be seen from the foregoing tables that the first 
cost of the Demerbe track is cheaper than the girder track, this 
point is not the most important. There is the cost of maintenance 
to consider, and, judging from the condition of the Demerbe track 
in Leeds Road after six years’ wear and tear, it does not appear 
that any repairs will ever be necessary during the life of the rail 
once it is properly laid. "This life I should estimate to be about 20 
years, whilst the girder rail has to be renewed in 16 years. 

The opponents of the Demerbe system when they compare these 
rails with the girder type state that the latter rail, when laid on 
two supports, will carry a heavier load than the Demerbe rail under 
the same conditions. This is quite true, but the Demerbe rail does 
not act, nor is it intended to act, as a girder. It is supported 
throughout its entire length by a ridge of concrete, aud the rail 
merely acts as a metallic covering. 

The advantages of the Demerbe system of tramway over other 
systems may be summarised as follows :— 

1. The system is simple, being composed of very few parts. It 
іч also cheaper, and can be laid more quickly than the girder 
system. 

2. The rail and concrete resist the heaviest loads without dis- 
placement, depression, or other alteration of the track. 

3. The cost of maintenance of rails and paving is reduced to a 
minimum. 


4. The ticbars are constructed without rivets or nuts. No punch- 


ing or drilling of the rails is therefore necessary, as the tiebars can 
be fixed to any part of the rail by means of the slots. 

5. Curves of quick radii are made at the works, and are laid a 
quickly as straight track. 

6. The concrete support effectually prevents water finding it 
way under the rail. 

Having regard to the very large sums spent annually on tram. 
ways maintenance, it is of the highest importance that lines should 
be constructed on a system which promises the longest workine 
life, with a minimum of cost for repairs. The writer, after a con 
siderable experience in tramway construction and maintenance, 
has no hesitation whatever in aflirming that the Demerbe system 
possesses poiuts which place it far before the girder and other 
systems, and he can confidently commend it to the consideration of 
those having in any way to do with the development and extension 
of facilities for public transport by means of tramways. As 
Bradford is the only city in the United Kingdom which has tested 
the Demerbe system, it is, perhaps, not untitting that this paper 
should form a contribution to the British Association when it holds 
its mecting in that city. 


DISCUSSION. 


Mr. ALEXANDER SIEMENS (who presided) said he thought it was 
important for all of them that such an interesting subject shonid 
have been brought before them, and nobody was better qualified 
than Mr. Dawson to tell them of the success of that system in the 
City of Bradford. They were all interested in the introduction of 
tramways, and he personally, especially in electric tramways, and 
the great bugbear they had to meet everywhere was, that the rails 
formed obstruction to the traffic, and that they did not last, sud 
they worked loose and gave rise to a lot of repairs. If Mr. Dawson 
now assured them that with his Demerbe system all those troubles 
were done away with, it was a great step to facilitate the introduc- 
tion of electric traction in all the great cities of England. 

Mr. SHOOLBRED said that it was not often that such a paper, 
either there or elsewhere, of such a practical character, was brought 
before them regarding such a careful and disinterested experiment 
which had been carried out. Generally, unfortunately or fortu- 
nately, authors spoke of their own inventions, but in this case, after 
the excessive care and length of time that Mr. Cox and Mr. Dawson 
had given to the subject, they might have the utmost confidence, 
and be extremely thankful for such careful and valuable exper- 
ments to be carried out. With regard to the rail itself as agains! 
the Vignoles or girder rails, the one thing which was most stnking 
was that this rail in itself seemed to require a number of component 
parts. That he should think would prove a disadvantage. The 
difficulty of taking up the Demerbe rail was shown when the 
Tramways Committee wanted to inspect it to see its condition. 
There was no question whatever that all the difficulties which were 
met with at the present moment in the coustruction of rails and the 
interference with the traffic were met with in this construction. 
One of the most important points probably was that the rail was 
practically incorporated with the foundation itself, and the two mils 
formed one uniform structure. That must aid very largely in 
uniformity, and the uniform working of the rail. He asked Mr. 
Dawson what was the result upon the setts which immediately 
adjoined upon the sides of the rail? Were they found to wear or 
jump or form difficulties in the same way as the ordinary system of 
rails? Thi was a difficulty arising through ordinary traflic in towns 
following the line of the tramway. 

Mr. Stemens said that if they compared the cost of the two 
systems they would find the principal difference was in the кеш 


of the rail, which made a difference of 5s. in the cost. The 
peculiar construction of that system made it unnecessary for the mu 


to act as a girder. 


Mr. Dawson, in reply, said that the setts did not work loose at a 


with the Demerbe rail system. His paper contained facts whi 
were obtained from experience extending over six years. 
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THE DESIGN AND LOCATION OF ELECTRIC GENE- 


RATING STATIONS. 
By ALFRED H. GiBBiNGs, M. Inst. E. E. 
(Section G, September 10th.) 


THE term central station is gradually being supplanted by mor 


comprehensive designations. 


All design and arrangement in regard to electric work must — 
with a view to securing the highest average efficiency, together vi! a 


reliability in operation. Electric works at present do not foi 
these conditions, but that may excusably be accounted for, becau-¢ 


+} 


it was impossible to foresee modern developments. Electricity, at 
first used for lighting only, has now come to be used in the form! 


electric motive power and electric traction. The attempt to supp) 
all these from one generating station has lead to the use of uns 
able plant, to confusion in the station itself, but at the same time © 
a reduction in prices charged. It has also resulted in a large vani 
tion in capital cost per kilowatt of plant. Small and is 
undertakings try to attain equally successful results by other cape” 
ments, but fail. Economical production is only possible where boti 
the generating costs and the standing charges are reduc sed together 
as the load increases and the system extends. To effect this, ge пе 
rating works must in future be constructed and located with a vi 

to include the supply of energy for motive power, tramways, and 
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electro-chemical purposes. Details of such construction and loca- 
tion should embody the following points :— 

1. The machinery must be designed to generate at high voltage, 
differing according to the extent of the area and the nature of the 
system, but it must be suitable for transformation at sub-stations to 
meet all possible requirements. 

3. The type of all boilers, engines, electric generators, switch- 
boards, &c., must be simple and mechanically reliable, even nt the 
Ari ce of some slight maximum economy. 

3. All complicated gear and fanciful combinations, such as might 
lead to possible breakdown, must be avoided throughout the entire 
arrangement. 

4. As far as possible the different units of the respective types of 
plant should be uniform in design and arrangement, and made to 
one standard size, thus economising labour, avoiding large stand- 
by " plant and spare gear. 

5. The buildings should be devoid of all unnecessary embellish- 
menta, nor should any attempt be made to confine too many depart- 
mente under one roof. 

6. The location should be such as to ensure a cheap and ready 
supply and delivery of fuel, and where condensing can be accom- 
plibed efficiently and inexpensively. 


\ 
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NOTE ON AN IMPROVED STANDARD RESISTANCE 
COIL. 


By RoBERT S. WHIPPLE. 
(Section A, September 12th.) 


Is Jane, 1896, Prof. Burstall read a paper before the Physical 

“On the Use of Bare Wire for Resistance Coils,"— Phil. 
Ja, September, 1896, pp. 209—224—in which he described a 
їййапсе box, the coils. of which consisted of bare platinum-silver 
wite, wound on mica frames, the frames being immersed in an oil 
wth high insulating properties, a method of constructing the coils 
ciginally due to Mr. E. H. Griffiths, F.R.S. 

Although Prof. Burstall's paper showed the advantages of this 
form of resistance coil, it has not, until comparatively recently, been 
wed for standard coils, and only in a few cases for resistance boxes. 

This form of coil possesses the following advantages over the 
ordinary resistance coil:—(1) The coils can be annealed to a dull 
red heat tx situ, thus relieving the wire of any strain caused by the 
winding. (2) The heating of a wire immersed in oil is less than 
one silk-covered and varnished. (3) The temperature of the wire 
can be accurately determined by means of a thermometer placed in 
the oil surrounding the wire. German physicists have adopted a 
form of coilin which the wire is silk-covered and varnished and 
then placed in a metal case perforated with holes. The whole coil 
is placed in an oil bath when in use. This form of coil is open to 
the objection that it cannot be annealed above 140° C. without 

ing injury to the silk covering on the wire, and there is a 
am amount of lag in the oil obtaining the temperature of the 

By request of the Electrical Standards Department of the Board 
of Trade the Scientific Instrument Company, Cambridge, have 
designed and made two standard 1 ohm coils, the wires of which 
ате bare and immersed in oil; a modification suggested by Mr. 
Horace Darwin was also fitted for obtaining the temperature of the 
coils The coils proper consist of 0:035 inch Pt Ag wire wound on 
mica frames, tbe ends of the wires being attached to stout copper 
terminals in the usual manner. А 0°008-inch platinum wire is 
wound alternately with the platinum-silver wire, and is attached 
similarly to stout copper leads. The illustration clearly shows the 
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method of winding. Both coils are adjusted to a resistance of 
1 ohm at 15°5°C. Owjng to the difference in the temperature 
Coefficient of the two wires (Pt Ag 000024, Pt 0°00350) a small 


change in the temperature of the coil causes a comparatively large 
difference between the resistances of the two coils. This difference 
being known, the temperature in degrees Centigrade is given by 
the adjoined table. The table is calculated from the difference in 


the temperature coefficients of the two wires 000350 — 0:00024 = - 


0:00396 for 1° C. The table of differences, together with the values 
of the Pt and Pt Ag coils at different temperatures is also shown 
diagrammatically :— 
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0014 


Temperature of Difference in resistance 
standard coil. of the coils. 
10:0° C. . . =0°01793 
B Ur un — 001407 Platinum coil having a lower 
119 .. 001141 ist iban the platinum: 
. 000815 resistance p 
130 ү 0-00489 silver coil. 
150 .. ... —0:00163 
155  ... .. 0°00000 
160 .. . . +0°00163 
170... — 0.00489 | Platinum eoil having a higher 
180  .. .. 000815 resistance than the platinum- 
190  .. .. 001141 silver coil. 
200  .. . . +0°01467 


As the temperature coefficient of platinum is about 15 times as 
great as that of platinum-silver, the resistance of this coil may be 
measured to one significant figure lessthan the standard coil without 
affecting the value for the temperature of this coil. In measuring 
small resistances, the determination of the last figure to 0:00001 ohm 
requires considerable care, and the advantage of not being com- 
pelled to measure to such a high degree of accuracy 18 apparent. The 
two wires being wound on the same frame alternately with each 
other and immersed in oil are at the same mean temperature. Any 
temperature gradient in the oil influences both wires similarly, thus 
doing away with the necessity of a stirrer. The platinum wire 1s 
also useful for testing the insulation of the windings of the Pt Ag 
coil one from the other. 'The coils are placed in a glass vesscl in 
order that the behaviour of the insulating oil with time may be 
studied. 


THE LEGALITY OF A PRIVATE TELEPHONE. 


Ix av recent ‘issue we published a query relating to the legality of a 
telephone erected for private purposes, and used solely as a means 
of communication between two places of business belonging to the 
same firm. We stated in answer to that query that such a telephone 
was legal and might be erected without infringing auy rights of the 
Post Office or the telephone companies. As the question is one of 
much interest to those who suffer at the hands of dilatory clerks at 
crowded publie exchanges, we take this opportunity of dealing with 
the matter a little more fully. | 

The probable existence of such a thing as a private telegraph 
wire has long been in the mind of the legislature. Thus 
in the Telegraph Act, 1863 (31 and 32 V. c. 110, Sec. 3), the term 
“any company ” (referring to a telegraph company) is said to mean 
any company, corporation, or persons now engaged in the United 
Kingdom of Great Britain and Ireland, in trausmitting, or authorised 
to transmit, messages for money or other consideration by means of 
electric or other telegraphs or mechanical agencies, and each and 
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every of those companies. Again, when the exclusive privilege of 
transmitting telegrams was conferred upon the Postmaster-Gencral 
li by the Telegraph Act, 1869, Sec. 4 (32 and 33 V., c. 73), the 
E following important exceptions from this exclusive privilege were 
Lud made: 
| * (1) Telegrams in respect of the transmission of which no charge 
| is made, transmitted by a telegraph maintained or used solely for 
private use, and relating to the business or private affairs of the 
1 owner thereof. 
| *(2) Telegrams transmitted by a telegraph maintained for the 
private use of a corporation, company, or person, and in respect of 
5 which, or of the collection, receipt, and transmission or delivery of 
$ which no money or valuable consideration shall be or promised to 
| be made or given.” 
| It is quite clear from these enactments that a private telegraph 
| wire is legal; and we may fairly draw the inference that a wire 
p erected to connect the premises of two firms betweeu which there 
i is continual intercourse would also pass unchallenged by the 
authorities. It remains to consider whether the foregoing principles 
apply to the telephone. In 1879 a company was formed to acquire 
the invention of Mr. T. A. Edison, little suspecting that the legisla- 
tion had already secured that invention as a monopoly of the 
| | Crown. The company refused to admit that the term “ telegraph,” 
| as used in the section of the Telegraph Act, 1869, which confers a 
| monopoly upon the Postmaster-Geueral, could be said to include 
the “telephone.” In consequence of this, an information was filed 
{ against them by the Attorney-General. The result of the case was 
a that on December 20th, 1880, Baron Pollock and Mr. Justice Stephen 
decided against the company. Explaining the position of the 
| Postmaster-General, Mr. Justice Stephen said: The Postmaster- 
General shall have the exclusive privilege of transmitting messages 
or other communications transmitted, or intended for transmission, 
by any wire or wires used for the purpose of telegraphic com- 
| munication with any casing, coating, tube, or pipe, inclosing the 
г same, and any apparatus connected therewith for the purpose of 
telegraphic communication, or by any apparatus other than such 
wires for transmitting messages or other communications by means 
| of electric signals. This would include electric signals made, if 
such a thing were possible, from place to place throngh the earth or 
the air.” 

The above statement is sufficiently wide to include, not only our 
systems of telephonic communication, but wireless telegraph mes- 
sages as well, 

Applying the above principle, and remembering the notable 
exception in favour of those who send messages without reward, it 
is clear that a private telephone is legal, in so far as it might be 
thought to interfere with the monopoly of the Postmaster-General. 
No monopoly having ever been conferred upon companies, the 
question does not arise with regard to them. 

Another factor must, however, be taken into consideration by all 
who wish to establish this cheap and expeditious means of com- 
munication. Wires cannot be suspended across publie thorough- 

i fares at. less than a certain height, or fastened to houses, without 
' | the consent in the first place of the highway authorities, and in the 
second place of the private owner. 

In the case of Levy v. National Telephone Company, which was 

К, heard by Mr. Justice Day on December 24th, 1897, a mandatory 
injunction was granted against the defendants, ordcring them to 
remove their telephone wires from above the plaintiff's house in the 
Whitechapel Road. It was shown that the wires had been in sifu 
for 13 years, and that they caused a nuisance to the plaintiff in the 
occupation of her house. The Court of Appeal aftirmed this 
decision, Lord Justice A. L. Smith saying that the plaintiff might 
have eut the wires, but instead of doing so she preferred to bring 
the action. Similarly with regard to the power to lay a wire under 
the streets. In all cases must the consent of parties interested be 
obtained; for, like an ordinary telephone company, the private 
| owner must obviously be denied the privilege extended to the 
Postmaster-General, namely, that of erecting poles and uprooting 
the streets without the consent of, but paying compensation to, 
the local authorities. | 


Ё THE RESPONSIBILITY OF A TRADE UNION. 


THE recent case of the Taff Vale Railway Company v. the Amal- 
gamated Society of Railway Servants and others, which came before 
Mr. Justice Farwell, sitting as Vacation Judge, cannot fail to have 
attracted the attention of all who are interested in the progress of 
trade unionism. The facts of this important dispute have been so 
carefully elaborated in the columns of the daily papers, that we 
need not go into them at great length. The plaintiff company 
" sought an injunction to restrain the society, aud two persons, named 
E Bell and Holmes, from inter alia watching or besetting, or causing 
to be watched or beset, the Great Western Railway station at 
Cardiff for the purpose of persuading or otherwise pre- 
venting persons from working for the plaintiffs, or for any purpose 
except merely to obtain or communicate information. 

An interim injunction was granted by the learned judge without 
much hesitation against the defendants Bell (the general secretary) 
and Holmes (the organising secretary of the defendant society). 
Their liability was immediately determined by the now famous 
case of Lyons v. Wilkins ( (1899) 1 Ch. 255), where it was decided 
E that to watch or beset a man's house with a view to compel him to do 
| or not to do, that which it is lawful for him to do or not to do, is, 

unless some reasonable justification for it is consistent with the 
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evidence, a wrongful act:—(1) Because it is an offence within 
Section 7 of the Conspiracy and Protection of Property Act, 1875. 
and (2) because it is a nuisance at common law for which an action 
would lie. The more important question, namely, whether the 
society could be restrained from directing their servants to do 
these wrongful acts was allowed to stand over until September 5th 
when Mr. Justice Farwell laid it down, in no uncertain manner 
that a trade union can be restrained by injunction from employing 
its servants to do unlawful acts. The importance of this decision 
can hardly be over-estimated. 

It was argued on behalf of the society in question that inasmuch 
as they were not a real “ person,” or a body corporate, in the eye of 
the law, they could not be sued in tort; that a trade union has no 
being except for the purposes specifically mentioned in the statutes 
which make them legal. We cannot do better than quote Mr. 
Justice Farwell's own words in answer to this argument. If,“ said 
he, “the contention of the defendant society is well founded, the 
legislature has authorised the creation of numerous bodies of men 
capable of owniug great wealth and of acting by agents with 
absolutely no responsibilty for the wrongs that they may do to 
other persons by the use of that wealth and the employment of 
those agents. They would be at liberty (I do not at all suggest 
that the defendant society would so act) to disseminate libels broad- 
cast, or to hire men to reproduce the rattening methods that dis- 
graced Sheffield 30 years ago, and their victims would have nothing 
to look to for damages but the pockets of the individuals, usually 
men of small means, who acted as their agent! There are 
acts done by their agents in the course of the management and 
direction of a strike; the undertaking such management and direc- 
tion is one of the main objects of the defendant society, and is 
perfectly lawful; but the society in undertaking such management 
and direction, undertook also the responsibility for the manner in 
which the strike is carried out.” 

This momentous judgment, which was delivered in time to attract 
the attention, if not the indignation, of the Trades Union Congress, 
places a formidable weapon in the hands of employers who ar 
troubled from time to time by the overbearing attitude of the 
unions. Once it can be proved that the illegal means adopted by 
individuals are due to the instigation of & powerful society, that 
society can be brought to book in a Court of Justice, and can, we doubt 
not, be made liable in damages to the victims of its oppression. 
This judgment may serve to mitigate the hardship which can always 
be imposed upoa the master by those who endeavour, under the 
protection of the case of Allen v. Flood, to induce workmen to 
break the contracts into which they have entered with their 
employers. Rumours of an appeal are already in the air; but we 
venture to think that the Court of Appeal, in properly interpreting 
the law of the land, and guided, as it always is, by the first prin- 
ciples of justice, will hesitate long before it places in the hands of 
the trades unions a power which can 80 easily be abused. 


ELECTRICAL ENTERPRISE IN ARGENTINA.’ 


ELECTRICAL enterprise has received great impetus in this country 
during the past three years, and there is still a large field open toit, 
but it is greatly hampered by taxation, thus the Light Companies in 
Buenos Aires are compelled to hand over 5 per cent. of their gross 
receipts, whilst the tramway companies have to pay 6 per cent. 
This taxation is out of all proportion to the advantages conceded by 
the authorities. 

The reason why there are not more electric trams in this city at 
the present time, is that the municipal authorities imposed upon 
each company, after it had obtained its concession the unreasonable 
demand of lighting every street through which it might pass. 
Fortunately this tax was repealed, but only when the authoritie: 
were convinced that if it were put into force the existing electric 
tramways would have to disappear. 

We have here a wide field for electrical enterprise, and large 
tracts of mining territory awaiting the development of electrical 
power stations, to open up the wealth that is lying beneath the 
Soil, but for this we require capital and this will not come so lonz 
as the authorities persist in creating taxes which render allinvest- 
ment unremunerative. | 

The telegraph system of Argentina includes national, provincial, 
railway and private companies’ lines, and all belong to the 
Argentine Convention,” which also includes those of neighbouring 

tates. 

The tariff is uniform over the different systems. The lines are 
all aerial, and the construction is on iron, palm or quebracho poles. 
The wire is generally No. 7 galvanised iron, although the cable 
companies employ copper. The insulators are of the Bell pattern. 
The cost of construction varies from $155 per kilometre to 2300 and 
even more in outlying districts. 

In 1896 the revenue of the National Telegraph Department 
amounted to $1,133,707, and in 1897 to $1,182,056. The tariff for 
national and private lines which form part of the Argentine con- 
vention is for each word up to 10, 5 cents per word, and 3 cents fer 
each of the following words, the minimum number of words bit: 
taken as 10. І 
; ate total length of telegraph lines in the Republic to date is a- 
ollows :— 


* Abstract of paper read before the Institution of Engineers сї 
the River Plate, bv E. Danvers. 
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Lines. Conductors, 

National. . 19,609]kilom. 44,578 kilom. 
Provincial... T S. 5,682% „ 8,741 „ 
Railways ... Е; .. 16,408 „ 35,495 „ 
Private... bus uu 42420. 35 5,640 „ 

a= CO —— аана —— — ꝗBuü— 

Grand total... . . 44,419 kilom. 94,454 kilom. 


The telephone system throughout the country is in the hands of 
private enterprise, and not under Governmental or municipal con- 
trol. Concessions are obtained by application to the various 
municipalities to run overhead wires. Although at the present time 
the companies come under no control, attempts are now being made 
ty the Post and Telegraph Department to obtain control over the 
telephone companies working in the City of Buenos Aires on the 
ground that as their lines run into the province of Buenos Aires 
they should therefore come under national supervision. 

The cost of subscription in Buenos Aires is high, when compared 
with that charged, and the service given, in other large cities of 
Europe and America. 

The tariff for the city is as follows: — Business houses, 26s. per 
month ; private houses, 17s. 3d. per month; hotels, 43s. 4d. per 
month. 

The majority of the lines are galvanised iron, although some of 
the trunk lines are of copper. Several of the trunk lines are worked 
onthe metallic circuit by means of translators, and these give very 
sstisfactory results. 

All the subscribers are on the single circuit with earth return, but 
the Union River Plate Telegraph Company in Buenos Aires is now 
installing a metallic circuit system with underground mains. 

Telepbone companies in the city of Buenos Aires have to pay the 
following national taxes: — Head office, $500 per annum; branch 
fice, $50 per annum. 

The municipal taxes are:—Posts $2-4 per annum according to 
dintrict, and for underground work the following :—Street boxes, 
$ per year; pits, $15; cable laying, $100 per square, and $5 per 
amum, besides various other taxes, for repairs to pavement, &c. 

Considerable trouble has been experienced by the telephone 
companies throughout the country from the electric light and 
traction companies, and the method adopted has been to establish 
en earth circuit common to all subscribers. This has partially 
improved matters, but in Rosario where the Electric Light Company 
ux: rectifiers there seems to be no hope for improvement until 
anderground mains are employed. 

The total capital represented by telephone вере ів 
$6,300,000 gold. 

In connection with long distance telephony, and in particular the 
ule between La Plata and Mercedes, this line has the following 
srstems:—Grand dock to La Plata single-line iron, 10 kilometres; 
than through translators to the metallic circuit (copper) to Buenos 
Aires, 50 kilometres; through another translator, to single line 
iron) to Flores, 5 kilometres ; through another translator, on to the 
metallic circuit (copper) to Mercedes, 93 kilometres; then through 
snother translator on to the single lines (iron) of the subscribers. 
This line has therefore three single lines of iron, two metallic 
arcuite of copper, and four translators, and it is worthy of record 
that the talking over this distance of 158 kilometres is perfect. 

To-day the city of Buenos Aires is lighted by means of 702 arc, 
12445 gas, and 8,307 kerosene lamps, at a cost of $120,000 рег 
north. 

The public arc lighting is done by three companies, two by direct 
current with two or more lamps across the outers, according to 
voltage, and the other by alternating current with a step down 


transformer to each lamp, placed across the outer and middle wires . 


of the system. 

The following are the taxes that the electric light companies have 
to pay in the city of Buenos Aires, and they are, to say the least of 
it, exceedingly heavy :— 


National Government tak. $500— 1,000 per year. 


Transformer pits ume S ae $15 js 
Street boxes tus T $5 5 
Boiler tax ae те .. From $100—400 per boiler. 
Seal for same, each $10. 
Opening of street to make house 
connection... $10 each time. 
For use of subsoil with mains... 5 % of year’s gross revenue. 
Tool carts, each... А .. $5 ‚рег yeape 
Laying cables, per square $100 
Opening up of streets within 8200 each time. 
first year of paving. 


Inspection of sidewalks after 50 cents per 1 metre. 
removal. 
Permission to construct trans- $30. 


former pita. 

Permiasion to construct street $10. 
boxes. | 

Usrs of electric motors have to $16 to $45 per annum, accord- 
pay from : ing to size. 


The municipality also fixes the maximum price per kilowatt that 
the companies may charge. 

Material for public lighting and power stations is allowed into 
tbe country duty free, other material pays a duty of 25 per cent. 
ad calorem. 

To-day there are in the country 36 stations, with an approximate 
ара! of $9,000,000 gold and an output of 21 „000 E. H. p. Of these 
“vations 26 are direct current, 8 alternating. 

With the exception of the eity of Buenos Aires all the electric 

light mains in other towns are overhead. 


There are in the city of Buenos Aires at the present time four 
public companies, one private firm, three municipal and two 
Government stations supplying electric light for public and private 
lighting, and the total length of underground mains is not far short 
of 1,200 kilometres. 

The Stone system of train lighting was introduced about four 
years ago, and is now largely in use on the railways. 

There is a very large ficld open in this country for electric 
traction, especially in the leading cities, in Buenos Aires itself, a 
city with over 800,000 inhabitants, and which is rapidly extending, 
electric traction has а large field, as rapid transit is what is needed, 


‚ во as to prevent the population, especially the poorer classes, from 


crowding into a very limited area, as they do at the present time. 

The Buenos Aires municipality has unfortunately imposed the 
following heavy taxation, which in itself is sufficient to choke all 
progress in this line :— 

Taxes Paid by Tramway Companies.—A tramway operated elec- 
trically pays the following taxes :—On being opened to public ser- 
vice, $500 m/n c/l per square of single track within a radius of 
8 squares from the Plaza de Mayo. From 8 to 20 squares 


- $400 m/n / per square of single track. Beyond 20 squares, in 


paved streets, $200 m/n / per square of single track. Payment to 
be made to the municipality for each sidiug, curve, or junction 
after the lines are opened to public service of $500 m/n e/l. Pay- 
ment to the municipality of 6 per cent. on the gross receipts of the 
iramway company (that is to say, on value of tickets and special 
passages, but not on rental that may be received from other com- 
panies for joint use of track, &c.; efforts are being made to cause the 
companies to pay 6 per cent. on all receipts, such as rental advertise- 
ments, &c., in spite of the fact that the 6 per cent. was created asa 
tax for the maintenance of the paving) A monthly payment of 
$300 to the municipality for the services of the municipal inspectors. 
A yearly tax of $50 m/n / per square of single track for all lines 
laid on paved streets. National Tan. Five per mil as * contribución 
directa” on the valuation of the properties, Also municipal taxes, 
such as 2 per cent. monthly on estimated rental of buildings and 
lands, taxes on engines, stables, cleaning, &c., &c. Buenos Aires 
has before now been called the City of Tramways. There are 10 
horse and electric lines working to-day, which represent a capital of 
about seven million sterling. The kilometrage is:—Horse, 358; 

electric, 89. 

The passenger returns for the year ending March 31st last were 
111,820,364 horse and 16,584,576 electric, making a grand total of 
128,404,940 passengers. The returns for 1898 were 105,964,631, an 
increase of 21 per ceut. in about a year. These figures speak for 
themselves. | 

The cars are all made in the United States. The feeder cables 
are laid in Doulton earthenware conduits, are lead-covered, and 
made by the British Insulated Cable Company. The following 
figures concerning mileage and passengers are of interest:—Yoear 
1899 miles run, 2,591,686; passengers, 10,569,891 ; receipts, £115,924. 
Year 1898, miles ruu, 1 „357,915; passengers, 6, 945,783 ; receipts, 
£66,598 ; which gives an increase for 1899 of 1 233,7 71 miles run, 
3, 024, 108 passengers, and £49,326 receipts. In the directors report 
for 1899 I find that the receipts per mile were 94d. The average 
consumption of current per mile run for 1899 was 1:3 of an English 
Board of Trade unit [1,000 watts]; this figure has since been reduced 
to 1° 

Amongst the smaller electrical enterprises are tlie City Messenger 
Service, which dates back to 1888, and to-day has six offices, 49 
circuits, and 3,312 call boxes. In 1899 the calls numbered 262,000. 

The sugar refinery in Rosario employs electricity for the refining 
of the sugar, but the process is kept a profound secret. 

In Buenos Aires there are now to be found several large electro- 
plating establishments. 

Before long it is probable that electric smelting works will be 
established up country ; there are already two carbide of calcium 
factories in course of ercction in Cordoba. 

The total capital employed in electrical enterprises in this country 
at the present time is as follows: — 


gold. 

Electric light, public companies sh 9,000, 000 
Electric light, private installations. P 500,000 
Train lighting ees 7 m T 100,000 
Telephones З sei .. 5,300,000 
Telegraphs (cables not included) Е -. 6,000,000 
Tramways... 5 s . . 15,000,000 
Various companies S i i at 200,000 
Importers, contractors, 0. m ... . 9,000,000 

Total ыз ... $39,100,000 


Or, say, very nearly eight millions sterling. 


TECHNICAL EDUCATION. 


4 


Every day furnishes fresh evidence of what we have frequently 
emphasised, namely, that there is a great dearth of technical know- 
ledge at present in England. We are reminded again of this by a 
pamphlet on the subject written by Mr. F. Brocklehurst, M.A., and 
issued by the Technical Institution Committee of the Corporation of 
Manchester. The writer discusses and compares the position here 
with that in Germany aud America, very much to the disadvantage 
of England. He condemns what he considers the waste of 
money on such costly technical institutes as the many in London 
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that are available for evening classes only. We would not abolish 
the evening student, but we would make of these places schools for 
day students as well. We cordially recommend Mr. Brocklehurst's 
pamphlet to the consideration of the committces of all technical 
schools. 

Reference is made to the apprenticeship scheme of Messrs, 
S. Z. de Ferranti, of Hollinwood, Oldham. This firm bas undertaken 
to move certain selected apprentices from one department to 
another, including the drawing office. These apprentices are selected 
by their success at evening classes, not so scrious a consideration as it 
is in London, owing to better facilities for travel to and from home 
and school. They offer also а Day Scholarship at the Manchester 
Technical School, where the students’ fees will be paid, and also 
wages at the standard for his age, aud he will be required to work 
in the shops on occasions of all school holidays that are uot at 
the same time shop holidays Stated briefly, Messrs. Ferranti 
have made something like a partial reversion to the old-time days 
when a man took an apprentice and taught bim his" trade 
thoroughly. 

Again, Messrs. B. and S. Murray, of Openshaw, offer to take their 
apprentices at 17 years old, fresh from school, at the same wages 
as they would be earning at 17 if they had started at 15 years of age 
as apprentices, but the boy must gain a technical scholarship at 15, 
and he will be paid 7s. a week for the two years he is at the tech- 
nical school. 

The author calls on parents to sacrifice more to give their boys a 
better education, in place of hurrying them to work with so little 
schooling, and cites Scotland as a country where parents do make 
sacrifices to educate their children. 

After all, of what value is the one solitary day student provided 
by Messrs. Ferranti? We confess a mere drop in an ocean of 
need, but it is not for its actual magnitude so much as for an 
example to others that the plan is so commendable. 

To turn abroad, there are 400 day students in the school of the 
small town of Winterthur, near Zurich. These students remain 
at school until 16 years of age, and then pass two more years 
in the technical school. In the Zurich Polytechnic there are 
hundreds of students, at Darmstadt 1,100, all over 18 years of age, 
and at Charlottenberg, near Berlin, more than 2,000. In all the 
German technical schools the day students number over 11,000, and 
in American engineering colleges there are nearly 10,000 day 
students. 

Manchester is spending £200,000 on its school, and, so far, has 
130 students. The expenditure seems to be altogether out of pro- 
portion to results at present, but doubtless as time goes on and the 
schools grow in popularity a better showing will be made. 

The author blames the country squires for the neglect which has 
divorced brains from agriculture until our agriculture actually 
requires to be buttressed by the rest of the country. Evidently he 
believes that our manufacturers ought promptly to learn the lesson, 
and follow the example of Messrs. Ferrauti. The current war has 
shown ouly too plainly how our moneved classes, who contribute so 
largely to the manning of the War Office and the officering of the 
Army, have divorced their brains from their business to the great 
and manifest injury of England. The moncyed class who are in 
trade do just the same. 


CURRENT SPECIFICATIONS. 
XXX.—SHEFFIELD EXTENSIONS. 


SUMMARY. 


Extent of Contract. —Supply of two 600-Kw. steam alternators and 


alteration of existing plant. 

Present System of Working.—Single-phase 2,000 volts 100 ~. 

Future System of Working.—Two-phase 2,000 volts 50 ~, 
: Type of Engines.—Inverted cylinder triple-expansion marine 
уре. . 
Type of Alternator.—Stationary armature with revolving field 
magnets. 

Speed of Combination.—125 revolutions per minute. 

Steam Pressure Available.—150 lbs. square inch at stop valve. 

Condensing Plant.—Not included in this contract. 

(Guaranteed Steam Consumption.—With 150 lbs. square inch pres- 
sure, and 24-inch vacuum, not to exceed :— 


Full load 14:5 lbs. per r.H.P per hour 92% mechanical efficiency. 
4 э 13°5 77 э 90% 


» » , 
4 ” 140 2 » ” 90% » ^" „ 
4 77 145 » 57 77 85% 77 » 


Method. of Winding on Alternator.—Two-pha3e, with separate 
circuits 2,000 volts 50 ~. 

Stipulated Overload. —20 per cent. for three hours without undue 
heating. 

Short-Circuiting Current.—Not to exceed 3} to 4 times the normal 
current. 

Permissible Temperature Rise.—After 12 hours at normal full 
load, not more than 55° F. above surrounding atmosphere. 

Alternator Efficiency.—Not to be less than 94 per cent. at full 
load and 92 per cent. nt half lond, including exciting watts. 

Erciting Arranyements.—Direct coupled exciter to be provided for 
each machine. 


— ШШШ —— — 
- à 


Alterations to Existing Machines.—Five machines (125 Kw., 300 ку; 
300 Kw., 600 KW., 1,000 Kw. sizes) of Messrs. Ferranti’s manufac. 
ture, and one machine (600 Kw.) of Brush Company's make, to | 
converted from single-phase 2,000 volts 100 ~ machines to two- 
phase 2,000 volts 50 ~ machines. 

Specified. Date of Cumpletion.—Two new 600-Kw. sets by April 30th, 
1901, earlicr if possible 

Penalty for Late Completion.—One per cent. per week after daw 
given by contractors. 

Date for Kepairs.—These to be carried out in order specified by 
engineer. 

Stipulations аз to Removal of Foreman — None. 

Stipulations as to Wages to be paid to Workimen.—Unsatistactory. 
see comments below. i 

Terms оў Payment.—80 per cent. as work proceeds, 10 per cent, 
on completion, 10 per cent. at end of 12 months’ period of main- 
tenance. 

Arbitration Clause. Limited, see comments below. 

Date for Receipt of Tender.—October 6th, 1900. 


This specification is the work of Mr. 8. E. Fedden, the 
recently appointed chief engineer and manager of the Cor- 
poration electric supply department. It states the lines along 
which the Corporation have determined to advance in their 
efforts to popularise the supply of electric energy for light 
and power purposes in the city. 

It will be remembered that a year or two ago the Cor- 

poration purchased from a local company the electric lighting 
undertaking they had inaugurated on the single-phase alter. 
nating current high tension system. Previous to the com- 
pletion of the purchase the City Council had decided upon з 
separate power station for the electric tramway system, » 
that when the question of future policy was under œn- 
sideration the issue was narrowed down to the supply ol 
lighting and power. We think that in the adoption of the 
two-phase 50 ~ system the Corporation are moving along 
the line of least alteration to present plant towards whi! 
promises to be a very effective solution of the light and 
power problem. It will be remembered that this two-phax 
system is now being adopted at Wandsworth and Leeds, 
where the conversion process from 100 ~ is in progres, 
and at Fulham where the station is laid down on these 
lines, 
The stipulation that “the distribution of steam in the 
high pressure cylinder of the engine is to be controlled by 
McLaren’s patent governor and automatic expansion gear 
combined acting directly upon à balanced trick valve," seems 
to point to an already formed decision on the part of the 
engineer as to the make of engine to be adopted, while the 
alternator specification, though not so obviously favouriug з 
particular make, gives such minute details of design thu 
many manufacturers will feel themselves debarred from 
tendering. 

We may, perhaps, remind the engineer that in the Шш! 
quarters it is generally accepted that the function of a con- 
sultant, or one acting in that capacity, is to specify results 
to be attained, leaving to the manufacturer a free hand as to | 
the methods to be adopted to gain those ends. | 

The steam consumption and efficiency guarantees demande: 
are stated in the summary, and will be seen to be of avery | 
stringent character. There seems to be a spirit of rivalry 
just now amongst station engineers as to who can secur: 
from manufacturers the highest guarantees of excellence. — 

There is not likely to be much competition for the task © 
altering the existing plant to render it suitable for two-phis 
50 ~ working, as the original makers are in each case in п ү 
most favourable position to undertake the work, mm 

We have the same objection to urge against the arbitration 
clause as in во many recent specifications. Its operation ^ 
limited by reason of certain reservations in favour of the 
engineer. Thus we read :— 

Every dispute, question, difference, or controversy arising betwen th | 
Corporation and the contractor, or between the engineer and the cor- | 
tractor (except as to matters or things left to the sole decision” | 
engineer), under these conditions shal/, after the completion ©” ү 
delivery, or alleged completion and delivery, of the works, and 0! 
the demand, in writing, of either party, be referred to arbitra 
pursuant to the provisions of the Arbitration Act, 1889, or any ^^ 
or Acts amending the same. 


The exceptions are stated iu the preceding clause to be — 


The decision of the engineer shall be final and binding 8 pd. 2 
manner of carrying out the works, and as to the quality of U^ | 
material and workmanship, and as to the true intent and meaning © 
the drawings and any clause in this specification 
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[t is precisely on these points that there is likely to be 
disagreement, and upon which it is only just that power 
should be reserved to either party to refer, if need be, their 
case for the consideration of an independent arbitrator. 

We have, again, powers granted to the engineer to stop 
work for any period he considers proper, and to grant an 
eien, period to the date for completion. That under 
certain very probable circumstances, an equivalent period is not 
fair compensation to the contractor has been clearly pointed 
out on several occasions, and we trust that tenderers will 
make their position clear on the matter when sending in their 
offer. 

Many of our readers will recollect the stand taken by 
Messrs. Ferranti against the wages clause in the contract 
they were asked to sign on obtaining the order for the last 
extension, a year and a quarter ago. The same clause is 
again inserted in the specification, and as there is very likely 
to be another battle royal on the question of its acceptance 
by the successful contractor, we reprint it in full. It 
states :— 

The contractor shall pay all workmen employed by him in carrying 
out the contract in the city of Sheffield not less than the stundard 
rate of wages recognised by trade societies in Shefficld in each branch of 
trade represented in executing the contract, and shall observe the 
recognised hours and proper conditions of labour. For all work 
pre d outside the city of Sheffield, and to be used in the city, he 
all cacy to all workmenengaged in such last-mentioned work not 
less than the minimum standard rate of wages recognised by trade 
swieties where such work is prepared, and if there shall be no such 

жамат! rate of wages in such place, he shall pay to such workmen 
engoged tn the said work outside the city not less than the standard vate 
of weges recognised by trade societies in Sheffield, in each branch of 
trade represented in executing the work specified, and shall observe 
the recognised hours and proper conditions of labour prevailing for 
the time being in the said city. In case of breach of the said condi- 
tions as to the wages, the contractor shall pay to the Corporation a sum 
of money equal to three times the amount by which the actual rate of 
wages paid by him at any period during the execution of the contract 
Jor any particular class of work із below the said prescribed minimun 
standerd rate of wages for the same class of work during that period. 
The several conditions shall apply to any sub-contractor to whom 
the work contracted for or any part thereof may be let by the con- 
tractor under and subject to the following clause. 

The contractor shall not assign or cede his contract or any part 
thereof, nor shall he sublet the same or any part thereof to any 
person or persons, company or companies, to any extent, or in any 
manner beyond what, in the opinion of the engineer, to be signified 
in writing by his hand, shall be necessary or customary. 


The portions of the clause to which Messrs. Ferranti took 
exception were those stipulating that in “each branch of 
wade represented " the Sheffield trade union rates should be 
paid in default of district trade union agreements with the 
employers modifying these rates, and also the penalising of 
the contractor by the Corporation for breaches of this 
stipulation. Messrs, Ferranti not only declared that they 
paid “fair wages,’’ but offered to prove their statement by 
production of their books. They, however, considered the 
clause as worded an attempt to nullify the agreement arrived 
at the end of the last engineers’ strike between the Engineering 
Employers’ Federation and the Amalgamated Society of 
Engineers, and therefore they declined to accept it. This 
agreement gave liberty to an employer to employ whom he 
would on a machine tool in his workshop, and pay, what the 
work done was worth ; the clause as above worded might be 
so construed that any engineering work should be paid full 
trade union rates for skilled workmen, and therefore it 
unduly hampered the employer, 

As might be expected this attitude was not approved in 
trade union circles in Sheffield, and many efforts were made 
to enforce the Council to insist on the acceptance of all its 
general conditions. 

After a clear statement of the opinions of the Electric 
Lighting Committee as to the need for new plant, and the 
difficulty of obtaining it elsewhere on different terms, the 
Council gave way, and signed the contract omitting this clause. 
We hope a similar stand will be made in this case, and that 
this attempt on the part of Trade Unionists to impose their 
condition of employment upon electrical enginecring firms in 
the guise of provisions for the enforcement of fair conditions 
of labour may be again frustrated. | 

It is useless for manufacturers to expect that by tamely 
submitting to succeeding encroachments upon their liberty 
of action, they can avoid a battle with the organisations 
Which claim to represent the workers. They cannot; it is 
only by constant watchfulness in all directions, a stern 


refusal to surrender any of their rights, and fair and 
honourable dealings with their own employés that they can 
maintain their position, and preserve that freedom of action 
which is necessary to enable them to meet, not only home, 
but American and Continental competition. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS, 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. THOMPSON & Co., El sotrical Paten, 
e Agents, 822, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed, 


16,049. Improvements in electric commutator bars.” THE BniTisH Тномхох- 


Houston Company, Limitep. (W. Le R. Emmet it ; ‚ 
September 10th. (Complete.) et, United States.) Dated 


16,050, ** Improvements іп controlling high potential electric circuits.” 
British Tromson-Hovuston Company, LIMITED. 
States.) Dated September 10th. (Complete.) 


16,051. *“ Improvements in systems of electrical distribution." 
Тномѕох Houston Company, LDHTED. 
Dated September 10th. (Complete.) 


16,052. “Improvements in systems of electrical distribution." "Tur Britian 


THoMsoNn-Hovuston Company, LIMITED. C. P. Stei Mf . : 
September 10th. (Complete) ( inmetz, United States.) Dated 


16,004. “ A new or improved appara us for au 
lators.“ B. KLEIN. Dated September 10th. 


16,082. “Combined reversing switch and automatic maximum current intor- 


rupter for multiphase reversed current motors," C. DEK М 
tember 10th. (Complete.) bE Kanpo. Dated Sep- 


THE 
(E. W. Rice, jun., United 


i Tnk BRITISH- 
(C. P. Steinmetz, United States.) 


tomatically charging accumu- 


16,095. *" Walsh's connection rope to table attachment for use i i 
. . ] ise in the drawing- 
in of clectrical cables through iron, earthenware, or i $ 
: othe . E 
WaLsu. Dated September lith. f ' ic E 


16,127, “Improvements in dynamo-electric machines.“ Tir BRITISH 


Тномѕом-Носѕтох COMPANY LIMITED, (C. P. Steinmet i 3 
September llth. (Complete) ( etz, United States.) Dated 


16,128. ‘Improvements in compounding electric alternators Tur B 
THOMSON-Houston Company, LixITED, (E. W. Rice, jun., 
Dated September llth. (Complete. ) ( e, jun., United States.) 


16,129. “Improvements in dynamo-electric machines.” Tu British Tuom- 


SoN-HousTON Cospany, LiMiTED, (C. P. Steinmetz, United State 
September llth. (Complete.) ' tates.) Dated 


16,180. “ Improvements in high potential electric switches.” T 
THoMsoN-HovsToN Company, LiwiTED, (E. M. Hewlett and W. Le R. ER 
United States. Dated September llth. (Complete.) : 


16,141. “Improvements in apparatus or means for var ing the speed 
electromotors.” G. J. СнокснжАКр and F. L. WAIT. Dated September пао 


16,147. “Improvements in electrically-propelled vehicles." r 
Dated September llth, (Complete) ^ ^. T. J. Ryan, 


16,148. “Improvements in electrically-propelled vehicles," T. J. 
Dated September 116. (Complete.) Е Т. J. Ryan. 


16,159. “Improvements in and relating to lifting m ts.” E. B. 
Dated September llth. (Complete.) " B magne E. B. CLARK. 


16,104. "Improvements in electrical measuring instruments." А. 
Dated September 11th. ng ts.“ A. C. Heap. 


16,225. “ Improvements in measuring electrical ene and in a 
therefor.” R. KENNEDY. Dated September 12th. = n 


16,226. Improvements in or relating to machinery or apparatus for covering 
electric cables, wires and other cores.” I. L. BERRIDGE and B. KER. Dated 
September 12th. 


16,289. “ Improvements in induction coils or transformers.“ H. W. Hv Я 
Dated September 13th. LLIVAN 


16,290. “Improvements in and connected with electric circuits for the 
transmission of energy by variable currents.” G, A, CAMPBELL. Dated Sep- 
tember 18th. (Complete.) 


16,291. “ Ап electro-magnetic regulator of the admission valves of gas or oil 
motors.“ C. D. ABEL. (La Societe Anonyme des Anciens Etablissements 
Panhard et Levassor, France.) Dated September 18th. 


16,298. “Improvements in electric furnaces.” J, IMRAY. (La Socicte 
Electro-Merallurgique Francais, France.) Dated September 13th. 


16,299. Improved construction of electric switch.” E. SCHULZ. 
September 18th. 


16,357. ‘Improvements in underground electric railway systems.” J. D. 
О'ВшкЕМ. (C. A. Balph, United States.) Dated September 14th. ` 


16,375. “Improvements in accumulator boxes." Н. Н. Нил, апа W, F. 
HLL, Dated September 14th. | 


16,895. “Improvements in electric locomotives.” J, 8. Rawortu. Dated 
September 14th. 


16,408, “Improvements in the electrodes of olectro-chemical accumuljators.”! 
J, VON DER PorrENBURG. Dated September 144. (Completo.) 


16.121. Improved automatic electrical out- in and out-out switohes, J, 
EpxoNpsoN. Dated September 15th. 


16,158. Improvements relating to the terminals of fuscs, switches and other 
electrical appliances.“ A. G. W. Baxter. Dated September 15th, 


16,466. Improvements in electro-hydraulic brakes.” А. GOLDSCHMIDT, 
Dated September 15th. 


16,188. “Improvements in portable clectrio batteries." M. E. FvLD. Dated 
September lóth, (Complete.) 


Dated 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. Тномрвоч 
and Co., 822, High Holborn, W. C., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). | 


1 385. VC for use in mines and ether 
placa." 8. F. Walker. Dated June 2nd. A vulcatite or other insulating vessel 
either circular or otherwise is made with one or moro flat vertical partitions 
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dividing it into sector shaped cells in plan. It is placed in an aluminium case 
provided with a screw-threaded rim to engage a metal ring on which a conical 
glass is held by wires and a top plate. The rim of the case also carries vertical 
pins which engage slots in a flange on the vessel and in a thick vulcanite cover 
under the ring. The cover carries an incandescent lamp; it is slotted to receive 
metal strips connecting the electrodes and lamp, and has circular recesses to 
receive. the upper ends of cylindrical carbon electrodes, these parts being all 
coated with black japan varnish, and the recesses filled with a suitable cement 
described in Specification 3,772, 1897, and covered with thin vulcanite attached b 
Chatterton's compound. The carbon electrodes are saturated with sulphur an 
electroplated for attachment by solder to inner and outer brass rings into which 
flanged discs of vulcanite containing much sulphur are screwed. The metal 
rings also carry radial pins to enter slots in the vulcanite cover. The discs 
carry brass screws on which pure zinc rods are screwed. The rods may be 
provided at their lower ends with brass screws carrying milled vulcanite heads 
to facilitate this. Specification 24,443, 1895, is also referred to. 4 claims. 


12,431. Peri sitieni ratus for the production ef electricity ia raitw. 
сат and ot les." Е. J. Preston, care of J. Stone 2 Co. (Gould ier 
Company.) Dated June 2nd, 1898. Relates tothe manner of supporting and driving 
the dynamo кошо in the system of electric lighting for railway carriages 
and other vehicles described in Specification No. 1,611, д.р. 1895. According to 
the present invention the dynamo is suspended at each end by a pair of links 
from the under frame of the carriage. The driving belt is maintained taut by 
the weight of the dynamo and the tension of the belt is regulated by means of 
an adjustable counterweight or an adjustable spring. The belt and pulleys may 
be enclosed in & gear case similar to those used on velocipedes, one end of 
which is suspended by a spring from the axle frame of the carriage. 4 claims. 


12,461. “‘improvements in and ia relation to ‘ fenders’ for electrical and ether 
rs, motorcars, and sueh like vehicles." J. W. Towle. Dated June 3rd, 1898. 
Relates to fenders for electrical and other tramcars, &c. Ascreenor net having 
a gun-metal frame, slides in channel iron guides, which are secured by trusses, 
and bolts to saddles or brackets carried by the journal boxes, and connected by 
rods. Stay rods are provided. The fender may be fixed in any position by 
clamps. 2claims. 


12,031. ''Teli-taio indicator for electric mast-heads and side lights of ships." 
А. K. Turner. Dated June 6th, 1498. To indicate when mast-head and side lights 
are burning, the circoit of the lamp passes through a solenoid which attracts its 
armature, and completes a shunt circuit for an indicating lamp. If from any 
cause, such as the burning out of the lamp the current fails, the armature 
breaks circuit for the lamp and switches in a high resistance bell. 1 claim. 


‘24,033. “im ments In meane for suspending electric motors on electricaity- 
propelled vehicles." 8. H. Short. Dated November 24th, 1898. Relates 
means for suspending electromotors on electrically-propelled vehicles. A frame 
is sleeved on the driven axle and supported from the frame of the vehicle at its 
opposite side by a link, cross bar and springs. The motor or its casing is 
trunnioned on the frame and has projecting lugs engaging springs so that the 
relations of the spur wheels on the armature shaft and driven axle are not 
interfered with. 4 claims. 


24,855. “ тиин а аррагаше for electrically tranemitting orders or 
signals, sultabio lor use as а ship's telegraph and the ilike.” А. N. A0. Dated 
November 24th, 1898. Relates to electrical apparatus for transmitting orders 
or signals from one place to another, and is suitable for use as a ship's tele- 
graph, &c. The invention is described with reference to diagrams, and is 
too complicated for purposes of abridgment. 6 claims. 


24,858. opvangt In eleotrio sparking plugs for explosion engines or 
motors." F. R. Simms. Dated November нме re are enen ne 


is insulated from the plug by a coating of hard enamel packed with asbestos and 
secured by cones and a nut of metal or porcelain which is protected by a casing 
and insulating cover secured by а nut. The conductor is secured by nuts or 
by & nut, and the cock which supplies benzine at starting through the hollow 
eee until the cylinder becomes warm enough to work with heavy oil. 
6 claims. 


24,087. “Ав electric alarm olock lly applicable for use In public works 
and other lestitutions." T. Millar. Dated November 25th, 1898. Relates to 
alarms. An electric switch is closed by a bell-crank lever bearing pins which 
engage in notches in three discs rotating respectively in seven days, half & day, 
and an hour. 2 claims. 


24,848. “А годшаї transformer fer retary hase curreat or lyphase ourrent 
lastallations." — өй & Co., Ltd. Dated November 25th, 18 . Relates to & 


transformer apparatus for regulating currents in polyphase current systems. The 
preferred arrangements for regulating the pressure in the leads supplied from a 
network is described. The inner ring (of an induction motor) is wound in three 
points and connected between each winding to the network. 'The outer ring is 
similarly wound, and connected to both sets of leads. A rotating field is pro- 
duced in the inner ring, and induces electromotive force in the coils on the 
outer ring. This may be in phaseor out of phase with the electromotive force 
impressed by the connection with the leads according to the relative positions 
of the coils on the two rings. Thus, by rotating the inuer ring, the electro- 
motive force impressed on the leads may be varied within limits. When using 
an induction motor, the rotor is prevented from rotating by means of a brake, 
and its position may be regulated by hand or by suitable automatic means. In 
modified arrangements, the coils on the inner ring may be connected to the leads 
or this ring may be fixed, and the outer ring movable. 1 claim. 


24,065. “ A now or improved electrical resistance measuring | „ 8.T. 
and F. B. Sage. Dated November 26th, 1898. Relates to eatstone bridges. 
A box contains a battery and a compartment closed by a slide, to hold a tele- 
phone or other indicator, à hand key, and flexible connectors. Two arms of 
the bridge are higher-resistance wires extended between three metal blocks. A 
third arm is a divided resistance, enclosed in the box, and connected at one end to 
the block, and at other points to blocks; either of the blocks may be plugged to 
а bar. The fourth arm is the resistance to be measured, connected between 
terminals on the block and bar. The battery may be connected to the blocks 
by pressing contact springs provided on the hand key. This also carries an 
end-piece which may be applied to any point on the wires. The telephone is 
connected to the end piece and the bar. A strip is provided to support the 
operator's hand. The top of the box is graduated to read directly in ohms. 
6 cluims. 


24,082. “improvements ia appilances for overhead eleetrio traction.” W.R. 
Smith. Dated November 6th, 1 Relates to electric traction of vehicles on 
rails or on roads, tbe current being supplied by overhead conductors. The 
supply and return conductors are mounted іп a horizontal overhead conduit 
slotted on the underside and supported from cables or from brackets at curves. 
The current is taken by the flanged wheels ofa trolley, the wheels on the 
opposite sides being insulated and being connected through spring plates 
acting as brushes and flexible cables to the motor on the vehicle. At the 
points, a short length of the conduit works laterally on & vertical hinge or its 
roof,and is thrown to one side or the other by electro-magnets on the trolle 
engaging spring plates on the sides of the conduit, ejther magnet being excite 
according the desired direction. At crossings, the conduits are mitred to- 
gether on the same level, with insulated rail lengths and bye-pass wires. 
Hinged sections of the conduit are provided at intervals so that the trolley ma 
be introduced or removed from the conduit by means of & tray mounted 
оп a telescopic stand on the veblcle. The flexible conductors are led over 
adjustably-weighted pu or в spring-wound drum to take up their slack. 
To adapt flangeless wheeled vehicles, such as omnibuses, for electric propulsion, 
the front wheels are replaced by а three-wheeled motor truck working on the 
same swivel pin. The front wheel steers, und the others nre driving wheels 
with the motor. 9 claims. 


24,992. “Improvements in telegraphic receivers.” G. Giorgi. Dated November 
20th, 1894. Relates to Morse receivers in which the take-up drum is mounted 
on a shaft provided with a brake disc between the drum and the driving 
electromotor. The brake lever is mounted on a pivoted lever having an 
extension arm provided with an insulating piece. The piece is moved by a 
screw in the heel of the printing lever, and makes and breaks the circuit of the 
driving motor. The shaft is provided with a cam disc for moving the inking 

Writing discs laterally by means of a pivoted lever. 2 claims, 


26,068. “Improvements im electrical omt-outs." Н. Q. Solomon. Da 
November 28th, 1898. Relates to & construction of fuse in which a cond 
fusible strip is immediately and automatically put into the circuit when the 
first one blows. In one form a bar is connected to one terminal and the main 
fuse connects it with a bar pivoted ona spindle connected to the other terminal, 
A second fuse connects the bar with a cohtact fitted with a stop. A contact- 
lever is also pivoted and is ri idly connected to an arm which normally is also 
fixed to the bar by a pin fitted witha handle. When the fuse blows, the spri 
pulls round the arm and with it the levers. The circuit is thus complete 
through the second fuse. 2 claims. 


26,006. “An Improved conductor for submarine cables.” 6. M. Hardingham 
Dated November 28th, 1898. Relates to submarine cables in which the core i 
formed by a solid core surrounded bya layer of curved strips laid on spirally 
so as to closely fit the central conductor and to form a smooth outer surface. 
The core is insulated with gutta-percha. 1 claim. 


25,008. “improvements ia electric surface contact tramways.” 8. P. 

Dated November 28th, 1898. Electric sailways and tramways on a road-contact 
system With electro-magnetic switches. In addition to the contacts and oon- 
ductor for 5upplying current, a second row of studs and & conductor is provided 
for the return in systems such as are described in Specifications Nos. 19,4554 
and 19,456, A.D. 1896, and in Nos. 14,252 and 18,416, A.D. 1897. The studs may be 
connected directly to the conductorsior by extra contacts оп the main switcher, 
or by a separate set of switches described in the above-mentioned specifications, 
2 claims, 


a 

8 . Dated November ; . In staircase lighting and other 
sinall installations, & dynamo is driven by means of эрга and а train 
of wheels, and is arranged in parallel circuit with a secondary battery. On 
closing the switch an electro-magnet attracts a rod against the action of a 
spring, releases a stop pin on the wheel, and starts the dynamo. When the 
magnet circuit is broken, the rod drops into the path of the pin and stops the 
dynamo. 2 claims. 


26,268. ‘‘improvements іа electrical tedieaters.” R. Obs. Dated 
November 80th, 1898. The shaft, the speed of which is to be indicated, 
carries a wheel driving an electro-motor. The current is conveyed to а coil, 
which, according to the speed, draws in more or less of the n core, and 
by means of the pointer on its axis, indicates the speed. 2 cl А 


28,302. "improved moans for supplying and controlling the supply of power te 
electrio motors." J. V. Johnson. Dated November 80th, 1898. Relates to means 


for supplying and controlling the supply of power to electric motors. The 
invention has for object to avoid the difficulties due to overloading, to cut off the 
motive power on the application of the brakes, and to render it impossible 
when power has been cut off to re-supply the motar with power except by 
coinmencing at the zero or minimum point and increasing as required. А con- 
troller regulates the supply of current to the motor. In the circuit there is a 
switch having one jaw stationary and the other pressed outwards by a spring, 
and kept closed by a Jatchand pin. The lug on the controller presses inst a 
cam-like projection on the movable jaw when the controller is in the zero 
position. The solenoid is so constructed that, when the current passes through 
the thin wire, as when the brake lever makes contact with the terminals, the 
supported core is raised and pushes up the latch, and so operates the switch. 
On the imposition of an overload the excess current sing over the main line 
en e core of the solenoid and so breaks the circuit, as explained above. 
12 claims. 


26,314. “I in apparatus for transforming alternating Inte oon- 
tinuous electrical ourrents and couversely." С. D. Abel. Dated November 30th, 
1898. Relates to reversible apparatus for converting alternating and direct 
currents. In the machine forming the invention and ada for simple 
alternating currents, one of the windings is dispensed with, &nd the part of 
apparatus rotates as a synchronous motor. The stator is fitted with six bobbins, 
each having a sinusoidal winding. Additional windings are fitted in notches 
and produce interwediate poles. The motoris fitted with bolts and copper 
rings and with crossed windings, one in series with the external circuit for the 
continuous current, and the other in shunt with the collector. The axle of the 
machine carries the rings for these currents, and also rings for connecting the 
segments and brushes for taking off the continuous current. 1 claim. 


26,417. ‘А ewiteh for olectric olrouits." J. Eok. Dated December wen bir 
Switches adapted to control several circuits from one handle. A number of 
contacts are fixed upon a base-plate. The movable contacts are fixed on rods 
having a longitudinal movement which is controlled by the lever. Each rod is 
connected to the lever by a spring and the rods are connected together by a 
slotted frame. Positive movement is given to the rods by the lever striking the 
frame, and & quick break is given by the springs. All the circuits are broken 
when the lever is in the middle position. e contacts are pee insulated 
from the rods, which are also insulated from the lever, thus giving a double 
insulation. 4 claims. 


25,478. ''Eleotrio igniter or sparker for oll, or vapour en "Р.И. 
Canfield. Dated ае 2nd, 1898, To оре failure of ition when 
electrical igniters are used, owing to the current passing through the deposit 
that accumulates around the sparking terminals, a recess is formed in the in- 
sujation deep enough to prevent the combustible gases from coming in contact 
with its surface and forming'a deposit thereon. Several forms of recess are 
described. 2 claims. 


85,507. “Apparatus for transmitting motion te a distance by means of electrice! 
energy." Siemens Bros. & Co. (Siemens & Halske, Aktion Gosolissbaft.) Dated 
December 8rd, 1898. Relates to thé electric step-by-step transmission of 
motion in either direction by means of rotary phase currents. The apparatus 
is similar to that described in Specification No. 8,041, a.p. 1897, except that each 
motor is double. The two individual] motors on each shaft have their fields 
reversed. 1 claim. - 


26,070. ''improvements in electrical induction apparatus." $. R. Rinralde. 
Dated December 6th, 1898. Induction coils adapted for producing currents of 
very high frequency. Both the primary and secondary coils are wound as flat 
discs, and the primary is arranged near the periphery of the secondary. In 
arrangements with more than one primary and secon an coils, the terminals 
of the secondary are connected to the centre of the coils. The box is preferab! 
fitted with a removable top and bottom and a central partition. The prim 
coils consist of a few turns of coarse wire or ribbon, and are connected in series. 
The secondary coils are also connected in series, and are separated from the 
primary coils by a glass or like plate. They are supported in position during 
construction by glass or similar rods, which form a grid and so prevent distor 
tion. When the coils, &c., are in, the box is filled up with a fusible insulating 
material. The wire connecting the two coils may be connected to a socket for 
an additional terminal. In a simpler construction, with only one secondary, 
one terminal is connected to the centre of the coll and the other to the pert- 
phery. In a modification, pluralities of coils are employed, each primary 
enclosing a secondary. 10 claims. 


22,037. “An Improved maohino for wrapping thread, and other werkable 
materiale round wire, rod, or cord lengths, for wrapping ое. 
„” W. P. Thompeon. (J. Soh ) Dated Oc r 19th, 
1898. Electric conductors and other wires and rods or cords, &., are covered 
with thread or other material in an apparatus consisting of & hollow spindle 
through which the wire, &c., passes, and on which & hollow shaft runs. The 
shaft carries a driving pulley and tightly fitting bobbin for the thread, &c. A 
concentric guide-ring is moun on the frame, and is provided with a freels- 
moving rider through which the covering-thread passes. The wire, &c., does 
not rotate, but is fed longitudinally. The spindle is provided with right and 
left handed helical grooves, to act as lubricating channels. 3 claims. 


28,079. “improvements in and connected with carbon brushes fer dyname-cleviric 
machines or motors." The British Thomson-Houston pany, Limited. (A. 1. 
Rohrer.) Dated October 30th, 1898. Relates to brushes. For the purpose of 
attaching a conductor to a carbon brush, the brush is cut внат to receive а clip 
formed with a loop into which the conductor is compressed. The cut away part 


88,217. “Improvements in and rela te the ef electric currents.” 
R Lohtermeywr h 


- of the brush is electroplated and the clip soldered thereto, after which the joint 


may be electroplated. 8 claims. 
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 EARTHING ELECTRIC LIGHT MAINS. 


THERE has recently been a good deal of discussion оп Ше 
question of the earthing of electric light and power mains, 
not only in this country but also in the United States. `A 
committee of the National Electric Light Association. has 
been considering the question, and has recently published a 
report recommending the earthing of the neutral wire of low- 
tension, three-wire, direct-current systems, on the ground 
that the risk of fire is greatly decreased thereby. It would 
appear from this report that nearly all the American fire 
offices look upon the earthing of the neutral as an extremely 
dangerous practice, and one which greatly increases the fire 
hazard, but the committee somewhat sarcastically remarks 
that those who have more practical experience take the 
opposite ground, aud states that in spite of the fire offices, it 
is the almost universal practice to permanently earth the 
neutral wire. 

In England the earthiug of the neutral wire has been 
chiefly discussed in connection with three-wire systems with 
200—250 volts between neutral and outers, and has been 
advocated principally with the object of keeping the maxi- 
mum potential difference between any conductor and earth 
below 250 volta. 
system is still covered by the Edison patent, and is 


In America, however, the three-wire 


almost always worked at the standard pressure of 110 volts 
between neutral and outers, and 220-volt lamps have chiefly 
been used on two-wire systems, with the object of obtaining 
the benefits of the Edison three-wire system without 
infringing the patent. 

The report also recominends the earthing of one wire of 
the secondary circuits of step-down transformers, It appears 
that in Amcrica a number of deaths and fires have been cansed 
by the failure of the insulation between the primary and 
secondary coils of transformers, and by the passage of the 
primary current over the secondary circuits. In this 
the other hand, 


an unknown 


country, on although it las been 


by no means thing for the primary 


current to to the secondary winding, there ' 
have not been many serious accidents to the public 
from this cause. In the United States, transformers are 
often fixed on poles, or on the roofs or walls of houses, and 
the committee states that it has been found almost 
impossible to effectively earth the cases of such traus- 


It regards an “earthing device” connected 


get on 


formers. 
to the secondary as a 
expresses the belief that the 


snare and a delusion, and 


permanent earthing of 
though not an 


reduce 


one wire of the secondary circuit, 
absolute preventive of accidents, will 


the danger to the public from high tension transmissions. 


greatly 
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RECENTLY some very practical experi- 
ments in connection with Captain Jack- 
son's system of wireless telegraphy were 
carried out in the Mediterranean. The fleet was divided into 
two portions, so as to represent two fleets, the one being 
strong in battleships, and the other having fewer battleships, 
but a superior squadron of cruisers, destroyers, and torpedo 
boats. The operations were carried out in the immediate 
vicinity of the island of Lemnos. The hostile fleet were 
known to be starting from Dideagatah, a port on the 
southern coast of Turkey in Asia; they were the superior in 
battleships. The inferior or friendly fleet, which possessed 
more cruisers, lay in Port Moudros, which takes a large bite 
out of the southern coast of Lemnos Island, running up 
well into the interior of the island. The 1% u, which 
formed one of the cruisers of the Lemnos squadron at the 
commencement of hostilities, took up a position about 
10 miles north of the island, remaining under weigh, 
and receiving all information obtained by the other cruisers 
who were scouting to the northward and = transmitting it by 
vireless telegraph right across the Island to Port Moudros, 
Where their battleships lay. Thus the friendly fleet lay 
snugly at anchor entirely hidden from view, and all the time 
receiving reports from their cruisers through the Vulean, 
On the fourth day of the maneuvres the hostile fleet were 
located in force to the North of the Island, the scouting 
cruisers were signalled to close and the enemy thereupon 
gave chase, the battleships from Lemnos waited until the 
cruisers had led the enemy fairly close, and then out they 
came from ther hiding place. Then ensued a battle royal 
between both fleets in force, Had it not been for the wireless 
telegraph the probability is that the cruisers would have been 
driven into Moudros Harbour to their own battleships, and 
the enemy would thus have been able to establish: a blockade 
to their advantage. The distance over which the Vadran 
telegraphed was not strained, the object being chiefly to 
point out certain circumstances under which the use of a 
wireless system became invaluable, and it was generally con- 
sidered that this was thoroughly well demonstrated. 


Wireless Telegraphy 
in the 
Mediterranean. 


QUANTITATIVL analysis by means of 
Electrolytic Methods. electrolysis has failed to become as popular 
of Quantitative Y. " 
Analisis amongst analysts as Classen, the pioneer 
of this method, anticipated. His work, 
* Quantitative Analyse Durch Electrolyse,” has, until com- 
paratively recently, remained the only classic on the sub- 
ject. Within the last few years, however, many have turned 
their attention to it, anticipating that the methods of electro- 
lytic analysis were capable of extension and development, and 
appeared likely to be extremely useful in adding to our 
knowledge, Indeed, in 1894, the British Association ap- 
pointed a strong Committee to collate existing results and to 
carry on researches on the subject. Six reports. have now 
been issued, and the labours of the committee have included 
a complete bibliography on electrolytic analysis, which alone 
would justify its existence. A great deal of experimental 
work has been carried on by various members of the com- 
mittee, and the latest results were recently published at the 
Bradford meeting of the British Association ; this report 
concludes their work. Most of this report is of interest 
chiefly to chemists, and for the details we must refer them 
to the Proceedings, The chief results, however, were the 
following :—Bismuth can be determined electrolytically 
with accuracy in simple and dilute solutions containing 
citric acid and even relatively large proportions of free nitric 
and sulphuric acids ; but its electrolytic separation from any 
of the metals with which the committee have experimented 
cannot be recommended. In all cases in which the deter- 
mination of very stall quantities of iron in organic products 


is concerned, the exceptional delicacy of the electos; 
method, its freedom from the sources of error that arige with 
other methods ou account of the inherent presence of sal 
and of organic matter, and, finally, the ready check oy the 
nature and amount of the deposited metal, render it capable 
of giving reliable and comparable results under all cn. 
ditions. 


In another column we are printing 
the report presented at Bradford by the 
British Association Committee on the 
Small Screw Gauge. The matter has been under considera- 
tion for a number of years, and now definite recommenda- 
tions are made. The advantages of the form of thread 
recommended are undoubtedly great, but it is unfortunate 
that what is in the main the same committee should have 
given the advice upon which we have all acted for the lust 
15 years, and which is now pointed out to be seriously de- 
fective. The committee are alive to this point of the case 
and propose to show practically that the change would eis 
no inconvenience, since the new threads will be, in practice, 
interchangeable with the old. If they can do this, it is to b 
hoped that’ the new threads will come into use, since, from 
the point of view of mechanical design, they are distinctly 
in advance of the old ones. The committee, as now consti- 
tuted, is a strong one, and appears to have gone into tU 
matter very thoroughly. 


British Association 
Screw Threads. 


Resistance of Road Vehicles to Traction.—A jap: 
on this subject presented to the Bradford meeting of th 
British Association by Prof. Hele Shaw, points out that on 
French roads speeds of 40 and 50 miles per hour hav 
recently been achieved, and even maintained for a distance o 
300 miles. The same is possible in this country, though ii 
is illegal. With heavy ое, however, 2-ton vehicles an 
limited to 8 miles per hour, and with 3-ton vehicles 5 mile 
is the limit in law. We venture to think that such speeds are 
often exceeded by their drivers—sometimes unknowingly. A 
speed of 6 miles per hour appears to be a mere crawl if one 
he upon an electric tramcar. Years ago the tractive resistant 
of vehicles was made the subject of investigation by Morn. 
Tredgold and others, but little has been done to supplement 
their work, more especially since the use of soft tires has 
demanded that fresh figures ought to be now obtained. Th 
author recently made some such attempts with speed ini- 
cators and traction dynamometers, but he has по results! 
produce of any value, as he had employed very imperic 
apparatus. This paper appears to be a preliminary ouly, 
us it was announced that application was to be made to th 
British Association for funds to continue the investigauow 
If they are to be made, one would advise the employment | 
steadying devices, such as oil dashpots, in order to take t" 
angles out of the records. We think also that dynamometw™ 
that depended for their action on hydraulic transmission o! 
pressure would possibly be found most useful, and that muc 
might be learned of road resistance by allowing vehicles t 
drift by gravity down hills of carefully measured inclination, 
and comparing their velocities after different lengths of mn. 
with that attained by an entirely frictionless or ideal vehic 
drifting in the same way. Obviously, the amount by whic: 
the velocity gained in one second fell below the theoretic! 
value would be a measure of the resistance due to alr aly 
friction. By means of stakes, an accurately running recon! 
ribbon and a press-button, the speed at passing each stake 
could very readily be taken. It would be better that the tacho- 
meter should show neither miles per hour nor revs. per minuti 
but that it should indicate feet per second, and while we thin” 
highly of the tachometer, we should prefer the speed md- 
cator to record on a ribbon. It is dificult to get the 
ribbon indicators to run evenly at quick paper speeds. fi! 
regularly organised tests, it might be better to allow tb 
paper ribbons to be driven by the axle of the vehicle, so a 
to give a measure of the space passed over, while the t" 
might be recorded by а press-button on the ribbon, eiu 
autographically or by au observer with a watch. 
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THE PADERNO ELECTRIC POWER discharges to the framework, In order to keep the coils at a 


STATION. 


sufficient distance apart at their ends, one coil is brought 
straight out, and another is bent outwards, and the third 
bent inwards. It would not be possible, therefore, to draw 


Ix one of the pictures accompanying this article we give a the armature along parallel with the shaft. Provision is, 
view of the generating station at Paderno, on the River Adda, however, made for inspecting the coils and thoroughly 


the current from which is being trans- 
mitted to Milan, a distance of 82 kilo- 
metres, for the purpose of ‘running the 
tramways and the lighting of that city. 
Readers may remember that this 


plant is unique in that the three-phase - 


currents are generated at 18,500 volts, 
thus avoiding the use of step-up trans- 


formers. Another feature of interest 


is that this fine station, containing 
18,000 H.P. of generating plant, and 
another at Porta Volta, whicly will 
have 12,000 H.P., has been laid down 
by & company—the Edison Company— 
for a city of less than half a million popu- 
lation, or,eay, the size of Birmingham. 
Purther, the municipality own the 
wasaways track, which is over 93 kilo- 
Jis (60 miles) in length, and the 
are only 5 centimes from 7 to 
and 10 centimes afterwards, 
y 3d. and 2d. respectively. 

. A9e water for the power station is 
isken through a head sluice having 
NI iron penstocks, and is carried 
through a concrete-lined conduit 2,268 
metres long, having two open cuts of 


280 and 352 metres, and three tunnels - 


405, 270, and 1,005 metres each, 


giving finally a head of 29 metres, 


The conduit delivers 45 cubic metres 
of water per second, the rate of flow 

ing 2°7 metres per second, this corre- 
ponding to about 13,000 effective 
horge-power at the alternator terminals, 

Turbines.—Seven in number, by 
code & ee of ae are of 

tangential central discharge type, 
Wh backeted wheels, arranged in pairs 
[в horizontal shaft. The water 
ived at the periphery and dis- 
| inwards, and on account of 
$E variation of water level in the 

er, the wheels run under a constant 
peemeare head of 23 metres, the re- 


mining 6 metres of fall acting by 
m Y 3 


"The highest variation of speed is 
2 per cent. in ordinary work and 4 per 
t. when the load is suddenly in- 
бегей or diminished by 25 per cent. 
QA bis is effected by a Ganz & Co. 
0 ic governor, which is practically 
ih hydraulic engine with two pistons 
eontrolling a ring which, by 
moving tongues, expands or con- 
Има the area of the admission 
channels. In addition there is a 
‘Meghlator consisting of a small electro- 
motar, which can be moved in either 
direction from the switchboard. The 
Beiency is 82 per cent. The turbines 
#2 connected to each alternator through 
tg electric coupling. | 
Alfernators.—Seven Brown- Boveri 
thive-phase machines, each 2,160 H.P., 
18,500 volts, 42 periods, 180 revo- 
The steel fly-wheel carries 
19 laminated poles, each wound 
Feranti fashion, with bare copper 
&x 32 mm. on edge, and insulated 
With paper, The armature, 4*1 metres 


Porta VOLTA CENTRAL STATION, MILAN. THREE-PHASE ALTERNATING CURRENT 
AT 3,600 VOLTS. 
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PADERNO GENERATING STATION. 


diameter, hasita windings completely enclosed bythickmicanite cleaning them—a most important matter for such a high 
tubes, which project 10 em. beyond the iron to guard against voltage—by the whole armature being capable of 59 
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rotated by a rack on its outer periphery. It will be noticed 
from fig. 2 that the Brown alternator armature frame is 
carried on the bearings, thus giving a perfect method of 
centreing. | 

The internal reaction does not exceed 5 per cent. on non- 
inductive load and 16 per cent. on inductive load, with 
power factor of 0°80, the efficiencies being 95 per cent. and 
93 per cent. | 

Transmission Line.—Six three-phase lines, or 18 wires in 


. all, each being 9 min. diameter. Two pole lines, that is, nine 


wires on each pole, arranged five on one side, and four on 
the other. The distance between any two wires is 600 mm., 
and between any two wires of the same phase 1,089 mm. 


Average span 60 metres, the sag varying from 0°60 m. in 


winter to 1:20 m. in summer. Drop of volts due to resist- 
ance and self-induction of line and transformers 124 per 
cent. Repairs on the line are very simply carried out by 
putting all the load on to one set of nine wires, the voltage 
at the generators being temporarily raised to allow for the 
greater drop. | 

Poles.—Masts of lattice iron 10 metres high, each weigh- 
ing 400 kg., set in concrete. At angles the two poles are con- 
nected by diagonal cross-bars. Rent is paid by the Edison 
Company for the ground traversed by the posts. 

laghining | Arresters, — Both Wurtz non-arcing metal 
rollers, and the Siemens & Halske horn type. 

Porta Volta Auxiliary Slation,.—Besides the main station 
there!: is am intermediate transformer and auxiliary power 


| А » ES x — 


2 


М 
wi 
c . Й 
p 
ч ! 
|^ 4 
h 


ә ALB 
L i VOS IN eR 
pan me 


THREE-PHASE ALTERNATOR BY Ganz 
AND CO. 


BELOW we give a detailed drawing of a large three-phase alter. 
nator which is to be seen in the Hungarian Section at the Paris 
Exhibition. This alternator by Ganz & Co. gives 1,200 kw. 
at 2,200 volts, and is driven by a compound horizontal con- 
densing engine, by L. Láng, of Büda-Pesth, running at 12; 
revolutions per minute. The alternator has 48 poles for 4 
frequency of 50 complete cycles per second. The iron of the 
armature core is 0°5 mm. thick, the bore 133 feet, and the 


conductors are wound through micanite tubes, a feature of 


the machine being that there are 24 slots per pole per phas. 
The exciter is driven by a link from the crank of the engine, 
its output being 200 amperes 90 volts. Working on an 
inductor load of 0*7 the increase of voltage on breaking the 
current of the generator increases about 15 per cent. if the 
speed and the voltage of exciting is kept constant. Ons 
non-inductive load the augmentation of voltage кой be 
only 5 to 6 per cent. 

When giving the full output of 1,200 Kw. on an induaùm 
load of 0'7, the temperature of any part of the machm 
will not exceed 34° C. above that of the surrounding 
air. 
The total weight of the alternator is 434 tons, of which 
the field magnet system accounts for 214 tons. 
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TRHRRE-PHASR ALTBRNATOR BY GANZE & Co. 


station at the Porta Volta, at the city boundary. Here there 
are two 225-H. P. and three 1,000-H.P. steam- driven alter- 
nators, generating current at 3, 600 volts. There are also 14 
step-down 350-Kw. Ganz transformers, reducing pressure 
from about 12,000 to 3,500 volts. 

Sub-station,—The sub-station proper is at Santa Radegonda, 
near the cathedral square. This contains four motor-gene- 
rators, each of 500 Kw. 500 volts for the tramways, two of 
250 KW., and two of 60 Kw. for the three-wire lighting net- 
work at 110 volts. The dynamos in each case are driven by 
asynchronous motors at 3,500 volts, 


Messrs. Ganz & Co. have а most extensive exhibit, rangig 
from electric overhead travellers to small induction motors 
and measuring instruments, A particularly interesting 
instrument is the Hoór “ slipmeter,” which enables a careful 
observer to measure the slip of single and polyphase 
motors. | 

The group of original apparatus is particularly interesting. 
especially the first attempts at alternating current trans- 
formers, in which this firm was one of the first, if not the 
very first, to do really useful work. 
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MR. HEATHER’S PAPER ON THE ELECTRIC 
TRANSMISSION PLANTS 
AT MOODIE’S GOLD MINES. 


E. K. SCOTT. 


THE Institution of Civil Engineers have recently published 
(see Vol. cxli., p. 269) Mr. H. J. S. Heather's long expected 
paper on the electric transmission plants at the Moodie's 
Gold Mine, South Africa. 

The information in the paper is particularly interesting, 


as it gives the actual results of working of two rival systems, 


vix.. continuous current at 3,000 to 500 volts, supplied by 
the late firm of W. T. Goolden & Co., in 1893, and /hree- 
phase alternating current at 200 to 10,000 to 190 volts 
supplied by the Allgemeine Elektricitäts Gesellschaft, through 
Reuert & Lenz, of Johannesburg, in 1896. 

The table below gives the leading particulars of the two 
plants, the chief difference being that the three-phase line 
is worked at a much higher voltage, and that the continuous 
current system had a distributing station 4} miles from the 
power station, in which were two motor-genefators. 


Continuous current. | 


fystem 


Makers of plant | W. T. Goolden & Co. 


Three-phase. 


| Allgemeine Elektrici- 
tats Gesellschaft. 

Contract made... 1893. . 1896. 

Distance of trans- | 44 miles to distributing , 94 miles to Fortuna, 


mission. station; 5 miles with branches to 
further to Fortuna | Agnes and Ivy exten- 
mine, and 2 miles to; sion mines, &c. 
Agnes mine, &c. | 
Voltage on trans- 3,000 10,000 
mission line. | | 
Pelton wheel. Two wheels 6 feet diameter, 250 н.р. each, when 
| working on 150 feet fall. Water resistance in 
connection with Doolittle regulating gear. 
Generators Two rope (separate) | Four rope (single) driven 
| ; 
i driven dynamos in| alternators, each 500 
, series each giving| Kw. 200 volts, 430 
1,500 volts 55 amps. revolutions, 50 ~. 
at 500 revolutions. The four machines run 
in parallel. 
Exciterg ‚| Two, each giving 30 Four, each giving 50 
amperes, 100 volts. amperes, 110 volts. 
Step-up trans- des Four step-up oil trans- 
formers, | formers, three-phase, 
each 100 xw. 
Transmission line Eight wires altogether | Six wires altogether. 
Cross arms Iron vid Wood. 
Step-down at re- Motor - generator, two | Four step-down (oil 
ceiving end of machines in series, three-phase trans- 
line. reducing from 2,810 formers, each 100 KW., 


to 625, volts, in aj 9,500 to 190 volts. 
| distributing station | Transformers close to 

45 miles from power | motors, no distri- 

station. buting station. 


Motors first "x. each of 11 н.р. | Three, each 50 H. P.; 


i 
f 


to work. Goolden type two, each 30 H. P., 190 
| Gramme armatures.| volts, 570 revolutions. 
' ‘Two motors of 45 н.р. |  Motorsinsulated from 
| of Е.С. Co.'s type, earth. Water resist- 
with drum arma- ances. 
‘ tures. Metallic start- 
| ing resistances. 

Types of light- Keystone Wurtz, A.E.G., and 


ning arresters Siemens & Halske. 
used 


e. 1 ` 
Efficiency from About 80 per cent. 
generator 
switchboard to i | 
motor pulleys. | | 
i 


About 47 per cent. 


wr 


The high tension continuous current passed through the 
motor armatures of these machines in series, while the gene- 
rator armatures were connected in parallel, and together gave 
180 Kw. at 625 volts, the power being then divided into five 
separate circuits. In the case of the three-phase trans- 
mission, this distributing station, with its shifts of men, &c., 
was entirely done away with, the high tension line being in 
each case taken right up to the motors at the various mines, 
where ordinary static three-limb transformers reduced the 
pressure to 190 volte,- | 

The fact that the three-phase installation followed the 


continuous was no doubt of some advantage in engineering 
the latter, as it gave an opportunity of rectifying a number 
of minor details. Thus, in the original plant, each of the 
generators was driven by five separate ropes, each 14 inches 
diameter, and as these worked over a 22-inch diameter 
pulley, they had to be renewed every six months. In the 
case of the three-phase machine, on the other hand, a much 
better relation between the diameter of the rope and the 
diameter of the pulley was provided, the rope being 1 inch 
diameter, endless and running over a 18 groove pulley 
314 inches diameter. The makers of the original plant 
went to some trouble to reduce the number of spares by 
making the generator and motor of the motor-generator 


armatures alike, and thus have only one spare armature. 


As it happened, however, the character and length of the 
road between the generating and distributing station pro- 
hibited the removal of the armature. 

The author thinks that the earthing of the generator and 
motor-generator frames on the old plant was probably a 
mistake, In putting up the new plant he insulated the 
transformer frames from earth by about 6 inches of timber. 
All the motors with the exception of one—the hoist— were 
on wood, and the main generators were placed on vulcanised 
fibre J inch thick. It is noteworthy that the only break- 
down of a 3-phase transformer from lightning, happened at 
the hoist, the low tension coils being connected to the only 
motor having an earthed frame. 

The porcelain insulators provided had the inner petticoat 
dipping into an oil cup. This gives very high insulation, 
but it was found that under the hot sun the oil was soon 
dried up, and in the rainy season the rain was liable to 
splash up from the cross-arm and displace the oil. 

The three-phase motor which Mr. Heather found most 
suitable had slip rings and a water resistance for inserting 
into the rotor circuit whilst starting up. He mentions 
that the original continuous current compound-wonnd | 
motors gave а better starting effort, but as it happened the 
capability of starting was not of great importance, as almost 
all the machinery was required to run constantly day and 
night. | | 

The author’s remarks on lightning arresters are extremely 
interesting, the Barberton district being one in which 
lightning is very prevalent. Mr. Heather noticed that the 
telephone insulators broke down during a lightning storm a 
good deal more frequently than the power insulators, and on 
iuvestigation, he found that it was due to the thinness of tlie 
earthenware between the wire and the insulator bolt, this 
being only } inch thick on the telephone insulators, as against. 
z inch on the power insulators. The trouble was overcome 
by simply leaving the end of the bending wire long enough 
to be bent down and round until its extremity came to 
within } inch of the insulator bolt. After these short spark 
gaps had been fitted to about every tenth pole, there was 
hardly any other case of a telephone insulator breaking 
down. The great value of the Siemens & Halske horned 
type arrester is pointed out. 

Summarised, the most conspicuous advantages of the 
three-phase transmission were :— 

1. The saleable output from a given quantity of water 
was about donbled, this being mainly due to the increased 
voltage and the abandonment of the distributing station. 

2. The staff and other expenses were reduced nearly one- 
half, the new plant being run by three white men, two of 
whom each take six 12-hour shifts per week, and the third 
man has charge of the station generally and takes the other 
two shifts to make up the seven days' run. 

3. By improved arrestors, running through thunderstorms 


was rendered possible, resulting in an average gain in running 


time of over 14 hours per month. 

4. The unsatisfactory telephone service was rendered 
superfluous as far as regards the running of the machines. 

5. About 15 tons of copper was saved over that required 
on the old line. 

6. The windings of the three-phase generators and motors 
seemed to be less tiable to breakdown. This was partly due 
to the windings being carried through slots in the core 
instead of laid on the surface, as in the original machines. 
The absence of commutators was also of great advantage. 

7. The switching arrangements throughout were ex- 
tremely simple, more particularly at the motor ends. The 
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liquid resistance starter for the three-phase motor proved 
very convenient. 


8. The motor speeds being dependent only on the fre- - 


quency, remained practically constant, so long as the 
generators were kept running at a steady pace. The taking 
off or putting on of any motor had no effect whatever on 
the speed of any other motor; whereas, on the continuous 
current system, the taking off of & motor allows the voltage, 
and therefore the speeds of any other motors on the same 
circuit to increase, 


THE LIMITATIONS OF BLOCK SIGNALLING. 


THE remarks of Lieut.-Colonel Yorke in a recent report, on 
the apparent negligence of signalmen in carrying out their 
duties in strict accordance with the rules of the service, 
merit more than ordinary attention, backed up as they are 
by specific instances of cases in which he has conducted 
inquiries on behalf of the Board of "Trade. Rail- 
way signaling demands implicit obedience to rules in 
order to ensure safety, and the developing of the signalling 
apparatus has ever had in view the imposition of checks 
upon the operations of, and between, the signalmen concerned. 
When so responsible an officer calls attention to apparent 
disregard of regulations which alone render the checks 
effective, the position seems to be of a very serious character 
indeed. | 

*'The object of block telegraph signalling is to prevent 
more than one train being in the section between two block 
signal cabins on the same line at the same time.” 

This definition by mentioning only the “ telegraph signal- 
ling" apparatus would seem to imply that such apparatus 
constituted the “ block.” This, of course, is far from being 
the case. The outdoor mechanical signals, which alone 
finally control operations on the line, are of the first import- 
ance. The definition, moreover, would be more complete if 
it read, *. . . between two consecutive signal cabins in 
operation for the time being . . ." 

It is, of course, perfectly well known that the * block " is 
a system of discontinuous section signalling, in which the 
electrical apparatus is used for making arrangements for the 
passage of trains, and for notifying and recording as long as 
necessary their positions on the line from time to time. The 
outdoor signals, as already stated, control the actual move- 
ments of the trains. It is also perfectly well known that 
both classes of apparatus are operated by the same man for 
any block post or cabin. 

If we consider the grouping of the apparatus under the 
control of a signalman and the rules under which he must 
operate it, we are at once struck with the apparent import- 
ance given to co-operation between the two signalmen con- 
cerned with a section in so far as the electrical apparatus is 
concerned, and their perfect independence in the operation of 
the mechanical signals. Without detailing operations which 
are perfectly well known, the net result may be shown to be 
that the signalman to whom a train is being despatched is 
responsible for the entrance of the train, and controls the 
condition of the section generally, whilst the signalman at 
the entrance to the section is responsible for detaining it 
until he has obtained permission for its despatch according 
to rule. In so far as regards information of the condition of 
the section from time to time the two men are on an equal 
footing, since the electrical apparatus exhibit identical 
indications at both points simultaneously. 

Hence we see that checks exist in working the electrical 
apparatus by which the signalmen exchange information and 
make arrangements, and record the latter as long as may be 
necessary. At this point, however, the checks cease. There 
is no interdependence between the two classes of apparatus 
employed, and there is, further, no interdependence between 
either class of apparatus and the trains they control. The 
checks against error in working the electrical apparatus again 
are only effective on the assumption that both signalmen are 
equally cognisant of the exact circumstances obtaining at 
any time, There is, therefore, no certainty that the 
apparatus exercising direct control over the movements of 
trains will be worked in absolute consonance with the 
apparatus by which the arrangements are mutually made, 
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The signalman at the entrance to a section may, if pre 
occupied or absent-minded, send a train away without having 
obtained permission to do so, and, similarly, the signalmap 
at the exit from a section may give the necessary permission 
for a train to advance without having satisfied himself that 
the previous train has been fully disposed of. In the first 
case the mechanical signals are operated improperly and 
independently of the man most concerned, and in the second 
case the train is sent away under prohibited conditions 
because the man controlling its despatch has no means 
of checking the actual conditions, and must rely implicitly 
on the information supplied to him by his confrères. That 
the electrical apparatus may be indicating plainly the exaet 
conditions at the time has, in many instances in the pas, 
been found quite insufficient to prevent the blunder, Human 
In some cases 
the result provides the funny man with a jest; in other 
cases the result is a railway accident, which is “no joke.“ 

Rules and regulations may be drawn up to control almost 
any operation, and the more multitudinous they are the les 
reliable they become. The drafting of such rules, mor- 
over, recognises the liability of those for whose ойе 
they are drawn up to go astray, and do that which is w 
à propos to the circumstances of the time. How, otherwise, 
should rules be necessary? ‘They also imply an instsn- 
taneous recognition of the circumstances they regulate, which 
is not always justifiable, and the history of the developmen 
of railway signalling tells of a continual struggle between 
rules and apparatus, in which the latter alone has justified 
itself, and the former have been invariably found wanting. 

Granted, then, that human nature is fallible, and that the 
provision of the most elaborate rules has not entirely 
banished the possibility of serious results from momentary 
lapses, in what direction should checks be imposed? Should 
it be in the preliminary arrangements between two equally 
fallible persons, as at present? or should it be in the direct 
execution of the arrangements arrived at jointly, and with 
especial regard to the order and continuity of the opera- 
tions to be performed? ‘That checks which act directly in 
the manner indicated are available, and in use to a small 
extent, is well known, That the cost of installing such 
apparatus in place of that now in use or of adapting the 
latter, will be great, is true. The question, of course, 18, 
* Are the results likely to justify the expense? 


NEW FORM OF CALORIMETER. 


In his paper to the British Association Prof. бо 
man described a new calorimeter, consisting of two 
vessels on one end of a balance, which will turn with 
Ih lb. in 120 lbs. From one vessel he draws wale! 
at a certain fixed temperature, and injects it by means 
of the steam to be measured into the other vessel The 
mixed stream passes a thermometer, and this is read every 
10 or.15 seconds. The final difference in total weight is the 
weight of the wet steam added. ‘The alteration of the 
weight of the two vessels shows the addition or abstraction 
of their contents. If the water used is represented by ". 
and the added steam by s; the dryness fraction of this 
steam by z; if L stands for latent heat of steam; / 1% 
temperature; 4 the mean temperature of the mixed stream 
I, that of the original unmixed water, 


wW 
-h — h) + 4 — 7 
L 


The errors are claimed not to exceed at most 1 per cent. In 
the quality of the steam, but the author evidently has gm 
doubts of the possibility of securing a fair sample of steam, 
and here we agree with him. We do not believe there 18 1 
existence a reliable means of taking even approximately accu- 
rate steam samples. Bent pipes, perforated pipes, salt tests. 
and all the rest of the devices employed for this рир 
are useless. The author also condemns that much- 
praised instrument, the throttling calorimeter, for be 
denies that the specific heat of superheated steam = 
invariable. Mr. Grindley, of Manchester, says it vari 
from 0°4 to 0°68, instead of being constant at 0%, 


T = 
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as until lately assumed. But we are not told at what 
temperature the specific heat varies in this manner. We do 
not believe it varies at a given temperature from the same 
figure, but Prof. Goodman is lax in his paper, and does not 
define his objection. He does, however, plainly state that 
Continental engine makers have obtained their reputation by 
stating that they only guarantee steam engines on án equiva- 
lent consumption of dry steam, and that reduced to this 
basis British makers would show as well. Often steam 
reaches an engine much wetter than 2 or 3 per cent. Не 
also points out how certain boilers have been claimed to be 
economical purely on the basis of the amount of water 
passed through them, ostensibly as steam, really as hot water 
and steam. We confess to having very little faith in pub- 
lished records of evaporation and steam dryness tests, and 
we think they ought to be put on to a firm basis by means of 
superheating. It is bad practice to-day to attempt to use 
&eam that has not a considerable degree of superheat. 


CURRENT SPECIFICATIONS. 
XXXL—ABERDEEN TRAMWAY EXTENSIONS. 


SUMMARY. ; 


Sape of Coniract.—Supply of 25 completely equipped electric 
алсаз, and conversion of six horse cars for electric work. 

Sf Car.—Double-deck, to seat 52 passengers, 24 inside and 
2 Outside. 

Gauge of Line.—4 feet 83 inches. 

Tuo of. Truck.—Four-wheel non-pivotal type, with 6 feet wheel 
tase, and fitted with 30-inch diameter wheels, guaranteed to run 
*0,000 ear miles without requiring renewal. 

Type of. Life guard. - Wilson & Bennett's patent life guard to be 
provided for in tender. 

Гум of Molor.—Two 25-m.r. motors, ordinary traction, series- 
Wound, ironclad type. i 
Wen ing and Speed. — Motors to be geared to 30-inch wheels 
суе single reduction gearing, having a ratio not more than 4'8 
^» Eco: to be able to drive a fully loaded car at rate of 8 to 10 

our. 
Type of Controller—To be of series-parallel type, with rheostatic 
"make arrangement. ik 
rege А Brakes Specified.—Each car to be fitted with hand 
brake ‘“eostatic brakes, and Newell's patent electro-magnetic track 


: dd T'rolley.—'To be of latest design pivotal type. 


*—Four fireproof electric car heaters to be provided and 


S Equipinents for Existing Cars.—Material to be delivered at 


‘sheds, A berg | 
ad the Corpora Б" where the parts will be fitted by the servants 


ween е оў Completion.—Tenderers to state how soon they can 
lob ease Plete new cars, and six equipments for existing 
inl ч Late Completion.—£25 per week. 
Stipulation “з fo Removal of Foremen.—Satisfactory. 


ments below. «s fo Wages paid to Workmen.—Satisfactory, see com- 


Arbitrat; 
few С72 ar use. —Novel in some respects, see comments below. 
construction "3 ten—'5 per cent. on engineer's certificates during 
cent, at end 124 per cent. on completion, and balauce of 124 per 
Date for e 12 months period of maintenance. 
*Cetyf of Tenders.—October 17th, 1900. 
We ; 
eo here another instance of a borough electrical 
1 mil ng as consulting engineer to the tramway 
g- This is not the first instalment of traction 
section of electrically equipped tramways is 


ng. There is little special about the technical 


nt, as one 
ready numi 


за bale the specifications except the ample provision made 
types, hio each car being fitted with no less than three 


Tv rheostatio and Newell's patent electro-magnetic. 
point i ja ated that the successful tenderer must be able to 
Stallations in this country where his apparatus is in 
m оне »taining for the engineer permission to visit the 
and car in 1n order to examine the behaviour of the motors 
8 everyday working. 
character E 2 Whole the general conditions are of a fair 
a ay be accepted by a contractor without fear. 
defective rock 12 months period of maintenance against 
engineer to manship and material, power reserved to the 
a a as work after agreement with the contractor 
ино, ? m contract price, and a stipulation that 
employed by hin e sg shall be bound to pay the workmen 
to the particular rac less than the standard rate of wages relating 
© to which this specification applies. 


The one clause in the general conditions which calls for 
special mention relates to the appeal to arbitration. In place 
of the engineer or any employé of the Corporation being 
designated as arbitrator, provision is made for the submission 
of all disputes to the decision of the city electrical engineer 
of Glasgow for the time being. This is a practice which 
may well be followed, though whether it is politic to add such 
duties to the already overworked electrical engineers of our 


large provincial towns, is a question which ought to be care- 
fully considered. | 

The wording of the clause is the reverse of concise, but it 
meets all reasonable requirements, and as a curiosity in the 
art of saying a little in many words, we reprint it here :— 


If at any time before the commencement, or during the progress, 
or during the period of maintenance, of the works, or after the com- 
pletion of the contract, auy disputes or differences shall arise 
between the Town Council and the contractor, or between the Town 
Council and his representatives or parties claiming in his right as 
to the true intent, construction, or meaning of this specification, or 
of the said drawings, or of the tender by the contractor, or accept- 
ance thereof, or of any of the conditions contained in each or all of 
these, or of anything to be contained in the formal contract to be 
entered into as hercinbefore provided, or as to the terms in which 
such contract shall be framed, or as to the manner of executing, or 
protecting, or maintaining the works coutracted for, or as to the 
quality of the materials employed, or proposed to be employed 
therein, or as to the measurement or valuation of the works executed 
under the contract, or the amount of any advances to be made to 
the contractor, or as to any claims for additional or extra works, 
or as to any claims of deduction for, or in respect of, altera- 
tions or diminutions on the works, or as to any charge, account, 
cost, expenses, or damages made or claimed by the Town Council 
against or from the contractor or his foresaids or sureties, or made 
or claimed by the contractor or his foresaids agaiust or from the 
Town Council, arising out of the execution, or the failure in the 
execution of the works or any part thereof, or arising out of, or 
payable by reason of, the performance or the failureiu the perform- 
ance of any of the obligations undertaken by the parties in the 
contract, and generally as to the rights or obligation of either party 
under this contract, or any matter or thing, whether of the nature 
above specified, or of any other kind, as well non-executorial as 


executorial, arising out of, or in any way connected with, the 


execution of, or failure to execute, the works contracted for, or the 
performance of, or failure to perform, any of the obligations under- 
taken by the parties, or the exercise of any of the powers conferred 
on them, or arising out of orin any way connected with the con- 
tract, then all such disputes and differences shall be submitted and 
referred to the decision, final sentence, and decrect arbitral of William 
Ashcombe Chamen, I. I. E. E., electrical engineer to the Town Council of 
Glasgow, whom failing of the engineer for the time being, and 
whatever the said arbiter shall determine in the premises in whole or in 
part, by award or awards, decreet or decreets, arbitral whether interim 
or final, the Town Council and the contractor, and their respective 
foresaids, shall be bound to acquiesce in, implement and fulfil to each 
other ; which submission shall not fall by the lapse of year and day, 
nor by the death or bankruptcy of the contractor and his foresaids ; 
and it is specially declared that the said arbiter shall have full 
power under the said submission not only to determine the liability 
of any of the parties to the other for or 1n respect of the claims, 
charges, accounts, costs, expenses, or damages, as to which any dis- 
pute or difference is referred ; but also conclusively to assess and fix 
the amount of such claims, charges, accownts, costs, expenses, or 
damages ; and the said arbiter shall also have power to award the 
costs, either in whole or in part, which may be incurred under the 
said submission (including the expenses and fees of the arbiter and 
clerk), and of making out, recording, and extracting the award or 
awards decreet or decreets arbitral, to follow thereon, against such 
of the parties as he shall think fit. 

The arbiter acting for the time shall have power to proceed, in the 
reference made to him, on the request of either party communicated to 
him in writing, and to take such steps as he shall think necessary 
for enabling him to decide on the matters submitted to him, and 
that in such form and manner as he shall think proper. Clauses or 
obligations of submission shall be inserted iu the formal contract 
in such term as shall give full effect to the said submission, and 
make the same operative, and containing the said obligation on the 
parties respectively to abide by, and implement, and fulfil, what- 
ever the arbiter shall determine in the premises, and the ‘said sub- 
mission shall be held to exclude the jurisdiction of any court of law in 
reference to any of the matters before referred to. 

Nothing contained in the said submission shall be held as dero- 
gating from, abridging, or restricting the righta or powers conferred 
on the Town Council or the engineer by the specification and con- 
ditions contained in them and each of them, or be construed to 
prevent full effect being given to the opinion or judgment of the 
engineer in any case in which it is thereby provided that auy 
matter or thing shall be determined by, or be dependent en, such 
opinion or judgment. 


We trust that this practice of submitting disputes to an 
independent authority will become general; it is & much 
needed reform, and one which should commend itself to the 
judgment of all concerned, consultants as well as con- 
tractors, Б 


— — — - 
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INCREASE IN THE USE OF GUTTA- 
PERCHA IN ELECTRIC CABLE BUILDING.' 


— 


By HAWTHORNE HILL. 


—— — ——— 


To gutta-percha has been devoted of late a measure of attention 
which, perhaps, has not been equalled since this material first 
became known to commerce, and was scized upon by manufacturers 
as a possible substitute for india-rubber, the use of which at the 
time was monopolised under the patents of Goodyear in America 
and Hancock in England. The test of time proved the new material 
to be unsuited for the more important uses to which india-rubber has 
been put, however, and with the expiration of the patents referred 
to, the use of gutta-percha became contined more and more to that 
purpose for which it long has been deemed the material par excellence 
the insulation of submarine telegraph cables. It is on account of 
a wide-spread demand for more cables that so much attention is 
directed just now to gutta-percha, and particularly to the question 
whether existing supplies are equal to current and prospective 
requirements. The governments of many countries and merchants 
and the press everywhere are becoming alive to the desirability of 
additional means for speedy communication across seas. 

From the political and military necessity for means of close com- 
munication with India, when to Victoria's title of Queen was added 
that of Empress, grew that degree of interest in ocean telegraphy in 
England which at once placed that country in a position of undis- 
puted prominence in the cable industry. There was then no German 
Empire; France had no African possessions comparable iu iniport- 
ance with what she now owns; the United States had never heard 
of the Philippines; and the outside world would as soon have 
thought of cabling to the Milky Way as to China. But now every 
first-class power has some such reasons for building cables as led 
England to establish her first line to India, aud the merchants and 
manufacturers of every land want cable facilities not controlled 
by foreign powers, just as it is thought to be the thing to conduct 
the foreign shipping trade of a country under its own flag. 

The extent to which submarine cables are being planned is 
suggested by a list of proposed new lines, compiled by Karl Supf, 
in the Deutsche Kolonialzeitung, of Berlin, aggregating 66,176 
nautical miles. The purport of these figures is indicated by com- 
paring them with the total length of the ocean cables in operation 
at the beginhing of 1900, namely, 177,989 miles, this being the result 
of more than 40 years of active construction. Herr Supf regards 
as necessary forthe construction of the new cables—allowing 80 
kilogrammes of gutta-percha per kilometre, or 283°84 Ibs. per 
mile—no less than 18,791,254 lbs. of the insulating material. 
It is hardly worth while to follow out Herr Supf's calculations with 
regard to cost, since prices are variable ; the question of real con- 
cern is whether so much gutta-percha ts obtainable in the near 
future, or is even in existence. The estimate per mile, by the way, 
is not excessive. The average weight of gutta-percha used on the 
41,853 nautical miles of cables laid in the North Atlantic Ocean from 
1856 to 1896, including many short lines, requiring only light insu- 
lation, was, according to Dr. Obach, 289 lbs. per mile. But for the 
cable laid by the Anglo-American Telegraph Company, in 1894, the 
weight of gutta-percha per nautical mile was 400 lbs, and in the 
Brest-New York cable, laid in 1698, the weight was about 396 Ibs. 
But Herr Supf has overlooked the important detail of the loss of 
weight in preparing raw gutta-percha for use. Taking Dr. Obach’s 
estimate of loss in wasting—33} per cent.—instead of the require- 
ments stated by the Berlin writer, there would be needed 
28,186,881 lbs., or 12,785 metric tons, of commercial gutta-percha. 
Considering that during the history of the gutta-percha trade 
(1844-1899) less than eight times this amount of gutta-percha has 
been produced, and also that a considerable part of the yearly pro- 
duct is not fitted for cable work, it would appear that such large 
requirements are not likely to be met very soon. 

Yet it does not follow that there is reason for alarm. We may 


wait for convincing evidence that France, for example, is to give 


effect to the suggestions of the Government commission appointed 
lately to report upon a system of cable communication with the 
French colonies in Africa and the Far East, for political and com- 
mercial reasons. The elaborate plan of the commission calls ulti- 


mately for 15,760 nautical miles of cable, at an estimated cost of 


130,000,000 francs, though only 9,245 miles are recommended for 
immediate construction. But the French programme provides for 
the building of the cables by French works and their laying by 


French ships, and the existing facilities in that country are 


inadequate for such au undertaking; besides, no credit for cable 
extension appears in the French budget for 1901, even. Evidently, 
therefore, the French requirement for gutta-percha is not pressing. 
Herr Supf has France down for 30,000 kilometres (18,641 miles), or 


nearly 3,000 miles more than the French commission's estimate. 


Some 31,000 kilometres of projected cables are credited to 
England (1) for the new cables from the mother country to Cape 


‘Colony, and thence to Australia, which have already been contracted 


lor, and (2) for the long-talked-of Pacitic cable, new tenders for 
which have been invited of late. The gutta-percha needed for the 


first undertaking is already provided for; it is not impossible that 


the completion of the system may block the way for some years for 
the second project. The Eastern Telegraph Company, Limited, and 
the allied companies regard with no friendly eye the prospective 
competition of a line across the Pacific, and who can say that their 
recent alacrity in supplying England with additional cable con- 
nections to her colonies, without subsidies, and in reducing cable 
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rates very materially, has not been meant to discourage the Paeitic 
cable project? The investments of the Eastern and allied com- 
panies in new cable enterprises during the past fiscal year, and in 
immediate prospect, aggregate $18,710,000, including the cost of the 
lines to Australia 111 South Africa above referred to. The Berlin 
statistician can mark off his list, therefore, all that he has set down 
for England except the Pacific cable, and that doubtless will wait 
until very much more gutta-percha has been brought to market. 

With regard to a United States cable across the Pacific, while the 
prospect is not very definite, it probably is as much so as the new 
German colonial cable projects which are put down in the Berlin 
estimate for an equal or greater mileage. The remainder of the 
estimate is made up of comparatively trivial items. 

However emphatic the demands for new cables frum so many 
quarters, probably the actual construction in the near future will not 
be at a greater rate than for some years past. The total length of 
submarine cables in operation at the following dates has been, in 
nautical miles :— 


At the beginning of 1898 “aa . . 161,578 
At the beginning of 1898 p . . 167,678 
At the beginning of 1900  ... A . . 177,988 


At this rate of growth, while the prices of the better grades of gutta- 
percha have advanced, they have not done so to such an extent as to 
cause capitalists or cable manufacturers to hesitate to consider any new 
projects having apparent merit. At present probably 3,000,000 lbe. 
of raw gutta-percha are required annually for cable purposes, and 
there is as yet no reason to fear that this rate of production of good 
gutta-percha cannot be maintained. 


EXPORTS OF GUTTA FROM SINGAPORE. 


In Pounds. 
1889 ... " 2m " ... .. 6,606,720 
1890 ... M m e - e. J, 535,680 
1891 ... КЕ id ET ixi . 47,013,440 
1892 ... fus Mi T 2 .. 4,958,240 
1893 ... А "- s e ... 0,006,880 
1894 ... "T v ИЕ es . . 6, 229,467 
1895 ... "s Sus fis Er . . 6, 251, 200 
1896 ... - Ee T3 iss .. 6,950,000 
1897 ... РЄ тя е. "- . . 6,487,788 
1898 ... - iie jas уы: .. . 10,185,333 


1899 16,178,133 


No one knows how much gutta-percha is still available in the East 
Indian forests. The years when the consumption in Europe has 
been large have been markcd by heavy exports from Singapore. 
when the building of cables has been slack the cutput of raw 
material has fallen off, indicating that it has only been necessary 
for a real demand to exist for the work of collection to be stimu- 
lated. During the past three years the exports of gutta-percha from 


. Singapore have been unprecedently large, and this fact, rather than 


any actual scarcity in the markets, has given rise to a fear of the 
extinction of the gutta-percha species. Unlike the rubber trees of 
Brazil, which may be tapped from year to year for half & century, 
the gutta-percha trees are cut only once—when they are cut off at 
the roots. Hence, unless the supply of trees is enormous, or young 
trees are maturing as fast as the old ones are destroyed, there msy 
come a time when no more can be found. Already districts once 
important for their yield of gutta-percha have become exhausted, 
and the length of time required for new trees to mature discourage 
the formation of private plantations, while no important govera- 
mental attempts at cultivation have been made. 

A great problem is what Borneo may have in store. Wherevet 
this immense island has been explored, gutta-percha has been 
found. Concerning the district of 31,000 square miles controlled by 
the British North Borneo Company, a recent report says that they 
“ have only touched the fringe of the country, the interior is yet 
unknown.” The same might be said of Sarawak and Brunei, also 
under British influence, with a combined area of 50,000 square 
miles. Dutch Borneo has been developed still less. Altogether 
this island has an area of 183,000,000 acres, mostly covered br 
forests. Allowing one gutta-percha tree to an acre, with an averagt 
yield of 8 lbs. per tree, the yield would be over 660,000 metric tors 
of gutta-percha. These are impossible figures, of course, but one 
might as well fear the early total exhaustion of coal because a 
single mine has been worked out, as be alarmed at the destruc 
tion of the trees on the mere fringe of a jungle-covered island 
larger than New England, the Middle States, Maryland, and the 
two Virginias. Besides, there are other islands— Sumatra and Java, 
particularly—and the Malay States. 

But if there should be a falling off in the gutta-percha supply, 
india-rubber remains as an insulating material from which favourable 
results have been obtained on not a few short lines of cables. Етен 
if electricians and capitalists should hesitate to adopt. this material 
for long cable spans, it may be pointed out that a verv important 
part of the world’s cable system is made up of short lines. Of the 
cables in operation at the beginning of 1900, there were 1,334 owned 
by Governments, of an average length of only 15°25 nautical miles, 
and 108 owned by private companies, of an average length of 
38635 miles. Two years ago there were in existence only 38 
cable lines over 1,000 miles each in length, and their aggregate, 
61,200 miles, formed only 36°63 per cent. of all the cables in opera- 
tion. Much of the cable construction in prospect is to be in short 
lengths, and in case there should be a gutta-percha famine it is 
likely that india-rubber would be used for these, leaving the more 
thoroughly tested dielectric for such lengths as are required for 
crossing the Pacilic. This is not written, by the way, in prejudice 
of the use of india-rubber under any or all circumstances. 

The growing demand for golf balls has led to exaggerated 
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sccounts of the consumption of gutta-percha in their manufacture. 
Newspaper accounts have placed this consumption at millions of 
dollars for the United States alone, but thus far most of the golf 
balls used in this country have been imported, and the largest 
imports of gutta- goods of all kinds in any one year have been 
officially reported at $254,332 in value. The value of the raw gutta- 

imported in the same year was only $178,616, making a total 
of $432,948 for gutta-percha in all forms, for golf and for other uses. 
Taking the world as a whole, perhaps the increasing manufacture of 
golf balls has been offset by the declining use of gutta-percha for 
other purposes, as this material gradually has become more 
expensive. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for-insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, ꝙ c., 
may be made. Answers are furnished by a duly qualified lawyer, 
bal the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. } | 


P. J. H.“ writes:—“I shall be extremely obliged if you will 

kindly reply to the following :—A man holds an agency in a certain 

town for electrical plant manufactured by a London firm. Com- 
Жоп is, of course, due to him on all orders he actually obtains, 
Мі the event of an order being received by the London firm 
imn external source to deliver goods in the agent’s district, is 
Us agent entitled to any commission on those goods (the firm order- 
kii T not being in the agent's district). 

(3) If there is another contractor residing in the agent’s district 
who requires some of the London firm's goods, but who refuses to 
deal with the agent for some reasgm, and insists on doing business 
with the London firm direct, is the agent legally entitled to com- 
зіміод on goods ordered by that contractor direct from London, 
Wd is any difference made in the case whether the goods are 
delivered in the agent's district or not. 

‘(3) Is the agent legally entitled to commission on goods 

outside his district, although he received the order for 
the same, the party ordering not being of necessity in his district.” 

е The questions put by our correspondent involve some careful 

study of the law of agency. In stating his test cases he has omitted 
mention the terms upon which the agency in question was under- 
Agency, as need hardly be pointed out, is founded upon 
t, be the same verbal or in writing, and to ascertain the 
ет rights and liabilities of principal and agent, the terms of 
Xument, or the words used when the contract was entered into 
closely examined. < 
» however, that “F. J. H.” refers to a “sole agent” 
area, and that the ordinary principles of law are 
by the contract into which his imaginary agent has 
“eh he may find the following observations of some value. The 
4 adde G. of a district involves the right to claim commission on 
Thea, és Of manufacture of the principal sold within that district. 
Pm Suppose a person residing in the district ordered goods direct 
the London firm. The first duty of the London firm would be 


to write ви form their accredited agent of the fact, and pay him 


Within 2 


= the district, that S d uired, the theory being that he has advertised in 


that he is cnt his advertisements have given rise to the order, and 
xa d еа to reward for his services. Assuming, however, 
resid Case put by our correspondent, the firm giving the 
for then s Outside the district, different considerations arise 
would tat Part of the contract, except the delivery of the goods, 
‘расе in the district. То put the matter іп а nutshell, 
the Eu agency imply "that commission will be payable to 
deu oo Orders for óur goods given by persons residing in 
e opinion thee thin the said district.” For these reasons we arc 
n at, in the absence of special terms, the agent could 
With cessful claim for commission in Case 1. 
the veli ui to question (2), if the foregoing interpretation of 
ee 9 agency” is correct, it seems that the question 
levant, When tomer wil or will not deal with the agent is irre- 
ithin the ix the order is given and the goods are delivered 
from the erict, natural consequences follow ; and, wholly apart 
айра i r interpretation of the words “sole agency,” we 
not affect 9 5 refusal of the customer to deal with the agent 
rt 2 
E ы we might mention that it has been decided 
se по more doctor sells his practice, and undertakes to 
will, he yp tients in the district of which he has sold the good- 
carnestly 5 its & breach of contract by attending a patient who 
practitioner “© Dis attendance and flatly refuses to consult the new 
If we adhere 


the term “sol to the interpretation we have already placed upon 
in Such a ce ene, we must answer question 3 by saying that 
Nevertheless it the agent would not be entitled to commission. 
Саве, as the ac? Clear that an exception must be made to meet this 
obtains, "sent must obviously be rewarded for every order he 
The forego} . | 
that the панц and ration will serve to show how important it is 
in his contract, She vities of an agent should be clearly defined 
be had better la ould “Р. J. H.” meet with any further difficulty, 
Y his case before a solicitor, 


€ contract between principal and agent. In sup- 


MEASUREMENT OF THE RESISTANCE OF 
CABLES. 


———— ——— ——— 


By ARTHUR С. HEAP. 


— — — 


To conform to the requirements of recent specifications 
for electric light cables, it has become necessary for 
manufacturers to provide themselves with instruments 
which shall be capable of measuring the resistance not only 
of the samples of copper of whicli the cable is made, but also 
of the finished cable. 

The measurement of the resistance of samples where the 
copper is drawn into wire of suitable section, and where any 
desired length may be taken, can easily be done on the 


Еа; 1. 


Wheatstone bridge ; but when the resistances of short 
lengths of large section cable have to be measured, it is 
necessary to resort to one of the difference of potential 
methods. At the same time the instruments used must be 
accurate, direct reading, and quickly handled, and the connec- 
tions must be such that they can easily be followed by the 


Ета. 2. 


consulting engineer or his assistant, who may not be familiar 
with the particular test room in which he is working. Of 
these potential methods, the simplest is probably that in 
which the direct-reading potentiometer is used. 

In England the low resistance potentiometer is, on- 
account of its greater rapidity of working, almost universally 
employed. 

The test consists in balancing the fall of potential produced 
by a current passing in a suitable length /, (fig. 1) of a slide 
wire, R, R, R, whose resistance per unit length has been 
accurately adjusted, against the fall of potential over a 
standard resistance, Ra, of suitable value, the unknown resist- 
ance, Rg, and the standard, Rẹ being connected in series in a 


Ф 
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circuit in which & constant current is maintained ; the fall of 
potential over the unknown resistance is then, by moving the 
switch, v, substituted for that over the standard, and the 
position, J, at which balance is obtained on the slide wire 
noted. The resistances are then directly proportional to the 


lengths, Ji and /,, of slide wire employed; that is, 
ls 


l 


The instruments necessary are, therefore, a potentiometer, in 
which the adjusted slide wire is conveniently arranged, a set 
of standard resistances, a sensitive low resistance D'Arsonval 


$i 
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galvanometer, a secondary cell for maintaining a constant cur- 
rent in the slide wire, another for maintaining a constant 
current in the standard resistance circuit, a regulating 
resistance and ammeter for this circuit. Fig. 1 is a diagram 


illustrating the method; figs. 2, 3, 4, a particular form of 


potentiometer and standard resistance brought out by Messrs. 
Elliott Bros. In figs. 1 and 2, R, n, R, is the adjusted slide 
wire, which is about 450 inches long, having a resistance of 
about 35^, divided into 150 parts each of approximately 
9 inches, by having small copper tags silver soldered to the 


wire; 149 of these are fixed by means 


of screws passing through holes in the 
ends of the copper tags to an ebonite 
ring, 8, a8 shown; a second ebonite 
ring, T, carrying a contact tongue, J, 
turns concentrically round the first ring 
on balls running in & ball race, v, cut 
between the two rings. This tongue, 
J, ав it moves round makes contact 
on the heads of the screwsfixing the 
slide wire; the outer ring, T, is engraved 
with figures from 0—149 in such a 
manner that as they appearat a window, 
seen in fig. 3, they indicate the number 
of the stud on which the tongue, J, is 
making contact. Thé 150th portion 
appears on the top of the instrument 
at MK, and is the portion on which 
the key, w, attached to the lever, 1, 
makes contact; this lever travels 
over a graduated scale, 7, which indi- 
cates the position of the key. 

The manufacturer's adjustment consists in making each 
of the 150 portions of the slide wire accurately equal to one 
another, and in calibrating the scale over which the key 
travels. 0, P, Q, are resistances in series with the slide wire, 
R, R, R, and have no accurate ohmic values, but are such 


that o being the slow adjustment of approximately 1 ohm, 
the resistance between each two studs of P is about 0°95 ohm 
and the resistance between each stud of Q is about 1335 
ohms, that is, they are. overlapping rheostats, having a total 
resistance of about 188w; d is a delicate d'Arsonval 
galvanometer, having a resistance of about 50 ohms; visa 
multiple switch, having contacts F, d, Ез, С, &c., by means of 
which six different quantities can be compared; с is a fus 
to protect the slide wire, and x is a shunt key to reduce th 
sensibility of the galvanometer. 

As the range of resistances to be measured is wide, vary 
from 0:2 ohm for samples down to 00528 ohm, ihe 
approximately the resistance of 4 mile of 1 inch core cable 
and even as low as 000025 for traction rail bonds, several 
standard resistances are required. 

It is usual to supply :— 


1 ohm standard to carry 1:0 amperes. 
15 0" 


» » 77 


rho » » 50°0 ” 
трд » m 500-0 ” 


These resistances are mounted behind a switchboard, oj 
the front of which there is a multiple contact switd, 
potential terminals, and ammeter complete, as show 
fig. 4, and are connected up so that either standard can diis. 
be put in circuit. In some cases two extra brushes are f 
on the main switch arm, but insulated from it, and thes 
touch on studs corresponding to the potential terminals d 
the resistances, so that when the main switch is turned to 3 
particular standard, the potential circuit is made at the same 
time, thus avoiding any moving of the potential leads, ren- 
dering mistakes impossible, and increasing the speed at which 
tests can be made. Some manufacturers prefer to havethee 
standards made of copper and then to neglect all temper- 
ture corrections, but it is better to have manganin or other 
alloy standards with a negligible temperature coefficient, and 
this for two reasons, first, because copper standards are very 
difficult to obtain accurate, and secondly, because the cable is 
usually in a tank at some distance from the standards, and 
therefore difference of temperature has to be allowed for. 

To make a test, connect np the instruments as in fig. 2, 
select the standard whose value is nearest to that of the 
wire or cable to be measured, regulate the current by the 
ammeter in the standard circuit to the required amount, se 
the switch, v, so that it makes contact on the studs corre 
sponding to the terminals, F, G, to which the potential wire 
w w, from the standard resistance, R., are connected, 
the wheel, T, of-the potentiometer so that a convenient 
figure, say, 100, appears at the window, the key, w L, being 
at zero; obtain balance (no deflection of galvanometer whe 
key is depressed) by varying the resistances, O, P, Q; N 
move the switch, v, on to contacts corresponding to w , 
the potential wires from the cable kz, and move the whee, 
T, and key, W L, until no current passes in the galvanomelet ; 


‚ ge a= caa ЕС 


Fig. 4. 


reading off the position of the wheel, T, at the window and of 
the key, W I, on the engraved scale, the resistances are pro- 
portional to these two positions of balance. Thus supposing 
the 1 ohm standard to be in circuit and we balanced at 100 in 
the window and key at zero, and on turning the switch over to 


l 
1 
} 
‘ 
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the unknown we obtained balance by setting the wheel to 40 
and the key to 125, then the unknown resistance would be 


10 125 
Em 


read direct if we read the figures straight from the wheel to 
the scale, thus 40125, the decimal place being seen at a 
glance, 

Reference is made above to obtaining a balance by varying 

the resistance О, P, Q, until there is no deflection of the 
calyanometer ; it is well to seb these resistances approximately 
before putting down the galvanometer key, and thus avoid 
any banging over of the galvanometer coil and consequent: 
disturbance of its zero. 

These resistances may be calculated from the following 
formula :— 


1 = ‘40125 ohm, that is, the instrument would 


ОРАО 2 


N R N 
( Approx.) 


— R 
хх 


Where к = E.M.F. of the battery on the potentiometer, 
R,= resistance of the standard in circuit, 
| = current in Ry 
R = resistance of slide wire, 
A = position in scale divisions at which balance is 
wanted, 
| = total length in scale division of slide wire. 


The question often arises as to what current must be put 
tàroagh the standard resistances, so that accurate readings 
may be obtained without any fear of the cable being heated, 
and ir is often stated that large currents have to be used in 
connection with potentiometer measurements. This is not 
‘ie case, for rarely, except in the measurement of bond 
resistances, need a current exceeding 50 amperes to the 
«(uae inch of copper be employed, and where, as is usual 
with cable makers, lengths of not less than one-eighth of a 
uile are being measured, 10 amperes per square inch is ample. 

For the measurement of the resistance of samples of copper 
vie a special board is provided, on which are mounted 

«antable current leading-in clamps for various sizes of wire, 
und knife edges at a definite distance apart, either 100 inches 
ut | metre, according to the standard with which the sample 
sto he compared, the knife edges acting as potential points: 
after the measurement of resistance a cutting knife is drawn 
ver, and the wire nipped at exactly the 100 inches ог 
| meire, as required, this length being weighed in the usual 
manner. 

The chief advantages gained in using the above instru- 
nuts are :— 

The resistances of the potential wires between the cable 
халбага and potentiometer do not come into the test, since 
vie balance is obtained no current passes in the potential 
“emits; the cables can, therefore, be at some distance from 
the test house without any correction having to be made for 
connecting leads. The resistance is read direct in ohms, no 
weulation being necessary. Only four standard resistances 
ome necessary to cover а very wide range of measurement; a 
dial Wheatstone bridge would have 68. 

The potentiometer slide wire, except for a length of about 
inches, is placed inside the containing box, and therefore 
"uno, get damaged, and as it is fixed on the under surface 
v the ebonite top, dust does not collect on the rubbing 
wutacts, 

The secret of successful potentiometer measurements is 
"doubtedly, to keep the secondary cells in good working 

Мег. 


CORRESPONDENCE. 


The Bradford Dust Destructors. 


| have just had my attention drawn to Mr. De Seguudo's 
inicle in your issue of September 21st, in which he refers to 
‘e paper I read at the recent meeting of the British 
Woeiation in Bradford. 


- 


Mr. De Segundo points out that I have omitted to state 
the average percentage of moisture contained in our refuse. 

This we find from а number of testa is from 35 to 40 per 
cent., the latter figure often being exceeded during tle 
summer months, w hen householders are using less coal than 
in the winter months. 

As stated in my paper, the total number of ashpits in the 
City of Bradford is 32,164. Of these a total of 22,390 are 
wet ashpits, or privy middens, and only 9,774 are dry ash- 
pits.  . 

The ashpits in tlie district from which the refuse is 
collected to supply the Hammerton Street. destructor. are 
nearly all wet ashpits, the proportion of dry ashpits being 
very small indeed, and it should be distinctly understood that 
the whole of the contents of these wet ashpits is dealt with 
by the destructor. 

During the last six months, 60,340 loads of ashpit refuse 
have been' collected, and of this, we have only been able to 
dispose of 1,449 loads for manure. 

Mr. De Segundo’s suggestion of a quarterly test is one 
Which T shall endeavour to carry out at an early date. 


John McTaggart. 


Bradford, September 27h, 1900, 


Wireless Telephony at Sea. 


‚ The report of Sir W. H. Preece’s В.А. Address to Section G 
in the ELECTRICAL REVIEW of September 21st, 1900, is 
illustrated by a diagram and a sketch descriptive of a method 
of telephonic communication between ships at sea, the 
circuit being formed by a copper wire passing over the 
mastheads,and terminating at each end of the ship in copper 
plates immersed’ in the sea. 

Instead of trailing these plates in the sea, it would appear 
feasible that the copper wire might be, in the case of a 
wooden vessel, soldered on to a copper plate insulated from 
the metal sheathing of the bottom, and in the case of an iron 
vessel, to a copper plate insulated from the plating of the 
vessel itself, | 
Coast3Communication, 
London, September, 1900, 


MeteriSystems. 


Being questioned by clients upon this subject, I am 
anxious to be able to give a definite and concise reply. 

Would апу of your readers, for the benefit of the many, 
саге to tabulate the accruing results in cost per 8, 16, and 
32-c.P. lamp per hour, of the many and varied systems of 
metering the energy consumed throughout the kingdom? | 
am sure such a table would be much appreciated. 


Percy E. White. 
Victoria Street, S. V. 


Gas v, Electric Driving. 


Inquirer“ wishes to ask whether any readers of the 
ELECTRICAL REVIEW can offer information on the compara- 
tive cost of running a saw mill by gas engine, or by power 
from continuous current, 400-volt supply mains. 

Which would be the cheaper, and which the better? At the 
moment, a 50-H. p. (nom.) steam engine satisfactorily executes 
all requirements. Allow the limit of brake horse-power to 
be 75 on the steam engine. 


Annealing Stampings. 


Can any reader give the name and address of makers of 
furnaces, such as are used for annealing armature and trans- 
former stampings : or particulars of the construction, mode 
of heating, temperature and time required in process? Con- 
siderable quantites are intended to be dealt with. 


А. Mu. I. C. E. 
E 
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Interior Wiring. 


I read with great interest the article on “ Interior 
Wiring” in your last issue, and I would ask your kind per- 
mission to make a few remarks thereon. 

In the first place, I would point out that the very frequent 
use of the “personal pronoun” will lead many readers to 
believe that the ideas enunciated therein are Mr. Allingham’s 


own. I have written to him and he claims that the idea of 


* intermittent earthing " at least is entirely original. 

Taking this point first, Mr. Allingham must suffer from a 
lamentable lack of memory, for both he and I saw this 
*earthing " carried out by the engineer to the Leyton 
Council some three years ago with, I believe, rather 
disastrous results. On the occasion in question the engi- 
neer noticed an earth on one of the mains (as shown by the 
earth lamps), and proceeded to successively earth the mains 
to cut off the offending consumer. n 
the result was that one side of the system developed a short 
of rather persistent character, the system was thrown out of 
balance, and all the lamps in use on the other side were 
burnt out, This earthing idea із very good if the engineer 
can be sure that the earth is not on the station side of the 
consumer's main fuse, and if there is no main fuse which will 
carry any considerable current. It is, however, impossible 
to tell whether an “ earth ” is on the mains or the consumer'8 
premises. 

Mr. Allingham’s “ idea" was therefore neither original nor 
practicable in anything like a general manner. 

In the second place, I feel that it is only fuir to me, as 
the other partner in thelate firm of Allingham & Fennell, to 
state that Mr. Allingham has no right to monopolise the 
credit (if any) of the experience of that firm, as he dogs 
throughout the article. In a scientific partnership it 18 


. usually recognised that the work of the members cannot be 


distinguished, especially when, as in this case, both members 
were engineers, and were constantly discussing and suggesting 
improvements. 

W. Fennell. 


Prof. Thompson’s Lecture at Bradford. 


Last week I put into simple and definite shape three of 
the allegations or insinuations contained in your editorial 
article on p. 447, and asked you to say plainly whether that 
was what you intended your readers to understand to be 
asserted. The shuffling replies you have thought fit to make, 
compel me to place the facts before your readers. 

1. You informed them that something I said ‘seemed 
not only quite uncalled for, but likely to give a wrong 
impression." The overhead trolley was not much in 
evidence amongst the Professor's lantern pictures, af +t was 
shown al all” (these italics are mine). The fact is, that I 
showed six lantern pictures relating to electric traction, and 
in five of these there were overhead trolley lines, while one 
only was shown without them. And yet you think it fair 
and decent to give your readers the insinuation in the words 
“if it was shown al all!” 

2. You stated—and the italics in this case were your 
own—that I advocated doing things * so that they could 
run through to all the other towns in Yorkshire and without 
any overhead wires.” I asked you last week whether you 
intended your readers to suppose that that was what I 

‘advocated. Your shuffling reply shows that you know you 
have misrepresented me. You suppressed essential words 
from the sentence, which is correctly reported in the 
Bradford Observer of September 10th, as follows :— 

“The cars should be all electrical, of the proper gauge, 
that they could be run through to all other towns in 
Yorkshire without change and also without overhead wires, 
at any rate in the centre of the city.” (J have here put 
into italics the words you have suppressed). 

3. Not content with garbling my words and misrepresent- 
ing my views, you have charged me with posing as the sole 
inventor of all surface contact methods. I have challenged 
you as to whether that is what you wanted your readers to 
understand ; and again you shirk giving a plain or straight- 
forward answer. Let me state exactly what I did say. I 
was speaking of the various methods of traction in which 
overhead wires were dispensed with, including surface 


As might be expected, 


contact methods. At that"moment there was on the screen 
a photograph of the surface contact car on the exp. 
mental Thompson-Walker line at Willesden. Pointing to 
it, I said, “There are several different ways of doine 
this: /A«fs mine" On those two words you build 
up a reckless charge of ignoring all other ways of doing the 
same thing ; and you wind up with the gratuitous insinuation 
that “it was only a provincial artizan audience”! Youar 
welcome to that unjust and offensive sneer at the Bradford 
working men. 

It only remains for meto request you to apologise for your 
editorial misrepresentation, and in particular, for the suppres. 
sion of words on which you have chosen to found that mis- 
representation. | 


London, E.C., 
October 2nd, 1900. 


Silvanus P. Thompson, 


[Prof. Thompson (in a somewhat discourteous style) asks 
us to apologise for two things, (1) the alleged misrepr. 
sentation due to (2) suppression of certain words. In reply, we 
must state that we had not the least intention to misrpn- 
sent Prof. Thompson’s remarks ; furthermore, we unreserved! 
accept his version of the matter. As to the intentio 
suppression of апу of his statements, we did no such thig: 
in fact, our shorthand notes do not include any sd 
words as we are charged with suppressing. Ноте, 
as Prof. Thompson declares that these were spoken, wv. 
of course, frankly accept his statement and regret their omis- 
sion from our article. 
Thompson, we are still of opinion that to inform a "pr 
vincial artizan audience" that overhead trolley wires arc 
out of place, even “ in the centre of the city of Bradford, 
and that to do it properly they must dispense with Шен, 
is likely to give a wrong impression. In the electric traction 


development now taking place throughout the kingdom, - 
where is there an instance of surface contacts being tried, ` 


or in practical use ? 

It has yet to be proved that surface contact traction is 
the proper way of dealing with traffic in central thorougl- 
fares. As we have before said, we hold no brief for any 
particular system ; we want the best that comes along, but 
it is a fact that so far no method which has proved 1 
superiority to the trolley has yet been practically introduced 
in this country. 

Prof. Thompson admits that only one car was shown whou! 
overhead wires, which supports our contention that other 
surface contact systems were not in evidence. As to our 
reference to only a provincial artizan audience "—well, we 
leave it to our readers to decide whether there is an unjs 
and offensive sneer in this; the discourse was advertised : 
a popular lecture to *artizang,"—Eps. ELEc. REv.] 


THE CUMMINS WATER-TUBE BOILER 


OUR recent complaint that water-tube boilers were bad 
designed as regards the chemistry of combustion has alreads 
brought one protest from the makers of the Weir boiler. 
We have now received another from the makers of tht 
Cummins boiler. This boiler, which we now illustrate, con- 
sists of an upper and lower drum connected, by vertical 
water tubes arranged in an annulus. A central space has 
по tubes, and is lined with firebrick for purposes of combos- 
tion. The products of combustion rise from the grate Int 
this refractory-lined chamber, one side of which is open. 
Through the opening the gases pass to the tubes ani 
travel round the annular chamber, passing amongst the 
tubes; these are 2} inches in diameter, and are expands! 
into the tube plates, The stay bolts are made во ав to l. 
removable, and the ends of the tubes can be reached throug! 
the various manhole openings in the two drums, and thw 
removed or rolled into place with comparative facility. Fer 
this purpose four manholes are provided in the top drum 
and six in the lower drum. It is claimed that the oriy 
plate exposed to severe conditions is the bottom plate of the 


n 


With all due respect to Prof. z 
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lower drum, and this is made во as to be renewabie with 


ee, 

Owing to the disposition of the tubes along lines curved 
in plan, a tube brush can be inserted so as to clean the tubes 
on four sides, if we may so speak of a round tube. The 
boiler does not quite meet our ideas, in that it has one row 
of tubes in the combustion chamber that are not shielded by 
the clay lining. The area of tube thus exposed is, however, 
only a small percentage of the total heating surface. 

The space for mud deposit does not appear large; it is, 
however, provided for by the protective influence of the fire- 
brick lining of the furnace. In construction, the boiler is 

baili up of plain cylinders, uniformly circular flanged end- 


— 9 


CUMMINGS 
WATER TUBE BOILER 


* 
"Sketch cf Jube brush 
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h and plain straight tubes and stays. The removable 
re, we think, novel, and experience is perhaps required 
nuts their durability. We should have preferred a little 
: better mud-drum space, but the boiler, as a whole, should be 

vay free from stresses of unequal expansion, while the 
.. wrangement of the removable outer casing, and the accces- 
$ sibility of the tubes for brushing and internal scraping have 
' ken well provided for. We are not informed if the boiler 
has yet been put to the test of practical working. 
Our illustrations are from a print of one of the smaller 
sizes of this boiler. 


IONS, ATOMS,/AND ELECTRONS. 


yee 7 


Àt the recent meeting of the British Association at Brad- 
T. led, an exceedingly interesting and somewhat amusing dis- 
awion on Ions took place before a joint meeting of 
tions A and B. The discussion was opened by Prof. 
Fitzgerald, who made a strong attack on some of the 
керей theories, but did not appear prepared to supply 
wything very satisfactory to take their place. 

During the discussion Prof. J. J. Thomson’s_theory of 
Ше existence of electrified corpuscles* smaller than atoms 
о came on the /apis, and it appears that the bombshell 
decharged at the Dover meeting last year has now fallen in 

chemical camp and caused considerable alarm. Prof. 
Armstrong declared that chemists were determined to stand 
by the structural integrity of the atom. The physicists are 
‘ually determined to break it up; Dr. Lodge hopes to break 
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up the smallest atom into about 500 pieces, though Prof 
Fitzgerald would be content with knocking off a corner or 
two. 

The following were the principal subjects for discussion 
proposed by Prof. Fitzgerald :— 

1. What is the cause of ionisation, and what is ite 
nature ? 

2. What is the source of the energy which keeps ions 
apart ? 

3. Ionisation does not obey the law of dissociation, 

1- Different ions move with different velocities. 

5. What is the nature of the double layer? Why do 
some substances attract positive electricity and others 
negative ? 

6. Ionisation in gases and liquids is not the same. 

7. Do electrons gravitate, and have they a material 
nucleus ? 

8. The theory of magnetism and the nature of para- 

magnetism. 
This list might be used as the basis of an examination 
paper for the London D.Sc. The well crammed candi- 
dates might supply answers to the questions ; the examiners 
themselves seem as yet very much at sea. A resumé of 
the known phenomena of electrolysis may contribute to the 
understanding of the problems to be solved, and of the 
great advances that have recently been made in molecular 
physics—the meeting place of physics and chemistry. 

When an electric current is sent through a solution of 
certain salts, each molecule of the salt is broken up into two 
distinct particles, one of which travels towards the anode and 
the other towards the kathode, where they finally make their 
appearance, if the chemical environment is favourable to 
their permanent existence. These wandering particles, as is 
well known, were called by Faraday “ions.” The particle 
which moves towards the anode is the “anion,” and that 
which moves towards the kathode is the “kation.” The 
kation is usually a metal (or hydrogen), and the anion is the 
rest of the decomposable salt, or electrolyte. In very few 
cases do the anions or kations remain unchanged when set 
free at the electrodes: they usually undergo secondary 
chemical reactions with the water of the solutieü, or with 
other chemical substances present. Hydrochloric acid is one 
of the simple cases where there are no secondary reactions ; 
hydrogeh gas appearing at the kathode, and chlorine at the 
anode, Water is never primarily decomposed when a current 
is passed through an aqueous solution of an electrolyte. 


_ Absolutely pure water does not conduct at all. Conduction 


appears to take place in electrolytes by a convection process ; 
the electricity being carried by the processions of ions. 

Water being itself a non-conductor, £e, incapable of 
being split up into ions by a moderate electromotive force, 
what part does it play in the solution of electrolytes ? 

Kohlrausch first established the fact that the conductivity 
of solutions containing the same number of molecules of 
the electrolyte increases with' the dilution till, a& a definite 
limit, it reaches a maximum value. | | 

In 1887 the famous dissociation theory of Arrhenius was 
put forward to explain the resultsof Kohlrausch. Arrhenius 
asserted that the molecules of electrolytes in aqueous solu- 
tion are already dissociated into their two ions, which are 
loaded with their respective electric charges; and that elec- 
trolysis does not, therefore, require the splitting of the 
molecule by the electric current. According to Arrhenius 
the ions, under ordinary conditions, move irregularly to and 


fro among the water molecules, and one ion will sometimes 


approach and sometimes recede from an ion of the opposite 
kind; but when a difference of potential is established 


‚ between the electrodes immersed. in the solution, then the 


ions follow definite paths, the kation goes towards the 
kathode and the anion towards the anode, and they also 
move more quickly. The passage of a current through an 
electrolyte is altogether due to the free or dissociated ions, 
the undissociated molecules in the liquid take no part in the 
carrying of the current. : 

The explanation of Kohlrausch's result that the molecular 
conductivity increases with dilution is now evident in terms 
of the dissociation theory. When the aqueous solution of 
the electrolyte has reached its maximum conductivity, it 
means that sufficient water has been added to dissociate all 
the molecules of the electrolyte. A less quantity of water 
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dissociates only a part of the total molecules present, and 
the conductivity is correspondingly decreased. Chemically 
pure liquids, such as condensed hydrogen chloride, or 100 
per cent. sulphuric acid, do not conduct, because, according 
to the dissociation theory, their molecules are not ionised. 

This dissociation theory of ionisation has been widely 
accepted in Germany: but even its supporters admit that 
there are many unexplained difficulties connected with it. 
Fitzgerald, in the discussion above mentioned, characterised 
it as dynamically impossible. lu the ordinary physical 
process of dissociation, energy is absorbed from surrounding 
bodies. This is not invariably the case in ionisation. 
Ostwald has shown that the process of ionising an atom is 
accompanied sometimes by a gain, and sometimes by a loss 
of energy. Fitzgerald also points out that in ordinary 
dissociation the molecules are not divided into elements 
with positive and negative electric charges, as is the case in 
ionisation. 

It appears to be impossible, in view of these essential 
differences, to look upon ionisation as equivalent to physical 
dissociation. But what, then, is the cause and nature of 
ionisation, and what is the part played by the water in 
aqueous solutions of electrolytes? One ingenious explana- 
tion, depending on the high specific inductive capacity of 
water, has been suggested. A high specific inductive capacity 
implies that the molecule of the substance has a small elec- 
tric moment. If we suppose a molecule to be represented by 
a needle with a positive electric charge at one end, and a 
negative electric charge at the other end, and suppose that 
this needle is suspended by an elastic fibre, as in a quadrant 
electrometer, then the deflection of the needle hy a unit 
electrostatic field will be proportional, ceteris paribus, to the 
length of the needle. The deflection of the imaginary 
needle represents the specific inductive capacity of the 
substance, and the charges at the end of the needle, the 
electric charges of the ions of the molecules. It would follow 
from this theory that the ionic electric charges, in the 
molecule of water, must be much farther apart than in the 
average molecule. The ionic charges being the centres of 
attraction for external ions, the molecule of water would tend 
to separate the ions of any other molecule it came in contact 
with by solution, This ingenious theory deserves to be 
further investigated. Fitzgerald hinted that some experi- 
ments that had been made with ammonia as a solvent did not 
appear to support it. Е 

Another interesting problem in connection with electrolysis 
is to explain why different ions move with different veloci- 
ties. Hittorf was the first to establish this. He found that 
when a solution of sulphate of copper had been electrolysed 
for some time, the solution became more concentrated next 
the anode and weaker next the kathode. From this it 
follows that the centre of gravity of the sulphate has moved 
towards the anode. The explanation may be clear if we con- 
sider what takes place when two trains of equal length pass 
each other at different speeds. If the trains moved at the 
вате speed their common centre of gravity would remain 
stationary ; when tlie speeds are different the centre of gravity 
moves up or down the line with a speed equal to the differ- 
ence of their speeds. The speed with which they pass clear 
of each other is equal to the sum of their speeds. We have 


. only to suppose that the two trains represent two adjacent 


rows of anions and kations in a solution, and we can easily 
see that the sum of the velocities represents the conductivity 
of the electrolyte, /.e., the number of ions with their electric 
charges liberated at the electrodes per unit of time, while the 
difference of the velocities represents the rate at which the 
concentration of the solution increases as we pass from 
one electrode to the other. 

Since the free electric charge on an ion is proportional to 


_its valency, the impelling force in a unit electric field must 


also be proportional to its valency. When the atomic weight 
divided by the valency was small, one would expect the 
velocity of the ion to be greater. "This is true in a geneal 
way; hydrogen, for example, has the highest ionic velocity 
among the commoner elements, But no simple law has been 
discovered. The forces necessary to drive forward a gram- 
ion in a dilute solution have been calculated, and have been 


found to be enormous. For example, to drive forward 39:1 


grams of potassium at a velocity of 1 centimetre per second 


‚ would require a force of 38 x 109 kilograms, The cause of 


these great resistances to the movement of the ions has ye 
to be discovered. j 

Experiments made by Faraday led, in 1823, to the dis. 
covery of his famous law of constant electrolytic action, 
This law, in the form given to it by Helmholtz, states thy 
the same quantity of electricity passing through an electro. 
lyte either sets free, or transfers to other combinations, 
always the same number of valencies, On this law of 
Faraday's, Helmholtz founded his theory of the electric atom, 
The statement of this theory 18 as follows:—Every. sing. 
valency of an elementary or compound ion is charged wiil 
exactly the same quantity of positive or negative electricity. 
which behaves as if it were an elerirical atom that cannot b 
further divided. 

J. J. Thomson“ has quite recently shown that this cle. 
tric atom is associated with a constant mass of matter, equ 
to about 33 of the mass of an atom of hydrogen, and the: 
it has an independent existence. Fitzgerald propose t 
call these electrified particles “ electrons,” and the nmw 
seems so good that it is likely to be adopted, though 1) 
term, we imagine, has already been used in a some 
different sense. 

The savants do not yet agree as to whether or not this 
electrons have a material nucleus. Dr. Lodge comes 
that the inertia they exhibit may not be due to the prse 
of matter, but to the self-induction of the moving dein 
charge. Prof. J. J. Thomson in his original рн 
discussed this view, but was not inclined to wie 
it. There appears as yet, however, to be nothing to giv | 
the direct negative. If the view is established, mat 
altogether disappears from the material universe and тїш 
is left except ether and electricity. Fitzgerald goes furi; 
and says that the electron may be a mere strain in the ether, 
i.e., the atom is a mere congeries of vacuous bubbles in t 
ether, and what we have been accustomed to look upon s 
the material part of the universe is nothing, the real su- 
stance being in the supposed empty space. — Time will s 
whether our ideas of things are to be subjected to ths 
startling revolution. 

A considerable amount of new light has been thrown wi 
the nature of electric conduction in gases, liquids, and met» 
by the electron theory. Gases conduct only when they ar 
* electronised,” j.e., when electrons have been separated from 
the atoms by Röntgen rays, or some similar agency, i 
exist free in the gas, conduction consisting then of a conve- 
tion current of electrons, Liquids or aqueous solutions df 
electrolytes, conduct only when they are “ ionised” by thé 
action of the aqueous solvent, the electrons dragging 04 
ions along with them till the electrodes are reached, when 
they are detached and pass into the metallic condpeter. 
Metals conduct by handing on the electrons from one tor 
to the other, without the atoms themselves being me 
Dr. Lodge pointed out that the metallic part of the amut 
of a battery cell played an important part in regulating 2" 9 
flow of positive and negative electricity in opposite directo". 
The different velocities of positive and negative ions m th 
electrolyte would lead to the positive and negative electriats 
travelling at different rates in the circuit, but this i8 pi 
vented by the mechanism of conduction in the meu 
circuit. i 

The electron theory may help to elucidate the nature “ 
magnetism. If the atoms of magnetic metals are іп а #88 
of rapid rotation, and if they consist of a congeries of eu} 
trons, then the revolutions of the electrons in their or! 
correspond to the Amperian currents. The Zeeman die 
supports this view, since it is completely explained bri i 
assumption that a magnetic field is acting upon гето п 
electrified particles with the same mass and electric cha: 
as have been calculated for electrons from other data. 

The occurrence of electrons is by no means rare in nati-& 
They have already been discovered in cathode rays Ш 
Lenard rays, in Becquerel rays, aud in rarefied gases астей 
upon by ultra violet light. 

In the hands of the mathematical physicist the сет 
theory is likely in the near future to be applied to 
many additional phenomena. The chemists have not as 78 
much ground to fear for the integrity of their sacred e 
since all that the physicist is able to do as yet Is to break : 


Loc. cit. 


- — 
E 
е» 5 
“Tee 8 


р — 


E 
* ee "ECT тас 
. No. 1,193, Остовив 5, 1900.] 


THE ELECTRICAL REVIEW. 


548 


| the véry minute fraction of the mass of the atom represented 
it che most by a five-hundredth part. There is no prospect at 
present of realising the alchemists’ dream of transmutation. 


м. 

t | 

|. THE SYNCHRONISATION OF 

| -ALTERNATORS COUPLED IN PARALLEL. 


entitled “A Study of the Transmission and Distribution of 
Energy by Alternating Currents,” read before the Société Inter- 
_natiouale des Electriciens by M. Maurice Leblanc. | 
ND | 


Г. (Condensed translation of the second and third parts of a paper 
* 
Я 


E OSCILLATORY MOVEMENTS OF ALTERNATORS. 

fea general fact that oscillatory motions always tend to super- 
themselves upon the rotary motion of alternators coupled in 
miol. They cause variations of the effective voltage developed 
wiween the conductors of the distribution network, and, if their 
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db r the network. 
Without pausing to study the phenomenon of electro-mechanical 
flance, which increases the amplitude of these movements, we 
shal indi a a method which allows us to reduce them as much as 


1 
* 


* 
1 


s consider, in order to fix our ideas, the synchronous motor, 
mumatically represented in fig. 1. It is а two-pole motor of 
ichester type. Its armature, a a, can be arranged at will for 
r polyphase alternating currents. We shall suppose, in what 
that the armature is arranged for single-phase alternating 
characteristic feature of this motor is the presence of a 
Magnetic screen enclosing the space in which the movable 
Mure is placed. It consists of a series of copper bars parallel 

Aris, o, of the motor, joined at their two extremities by two 


е 
ТЕ in 


armature is in syuchronism with the single-phase alternating 
current of frequency a, with which it is fed. It tends to generate 
two magnetic fields, rotating with reference to itself with the speed 
a, but the one turning in the same direction as the armature, the 
other in the opposite direction. 

The field which turns in the same direction as the armature has 
a speed of rotation in space equal to 2a. It cuts the closed circuits 
of the screen at that speed, and the cutting of its lines of force by 
the screen opposes its own development. The other field, turning 


‘oppositely to the armature, remains fixed in space, as long as it 


turns with the speed a. It can therefore develop freely across the 
circuits of the screen without inducing any current in them. 

But if an oscillating movement is imposed upon the motion of 
rotation of the armature, the direction, in space, of this latter field 
participates in that movement—hence the production of powerful 
Foucault currents in the circuits of the screen, a large consumption 
of energy, and consequently a rapid damping of the oscillating 
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movements, That is why we have called the circuits, closed 
on themselves, and constituted as we have stated, damping circuits 
(amortisseurs). . 

The regulating action thus produced by the magnetic screen is 
the more effective, other things being the same, in proportion as its 
closed circuits are better conductors, and as they more fully enclose 
the field developed by the armature. But the presence of this 
screen. has other advantageous consequences. By opposing the 
development of the flux rotating in the opposite direction to the 
armature, which is created in the latter, it extinguishes a large 
portion of the noise, often intolerable, that single-phase alternators 
produce. 

If we apply this screen to a polyphase alternator, it adds to the 
stability of the synchronism, and, if it does not lessen the inductive 
reaction in the same proportion as with single-phase alternators, 
its action in this sense is always beneficial, for it opposes all rapid 
variations of flux in the magnetic circuits. For the same reason, the 
sudden changes created in the netwerk, notably by putting in 
operation an asynchronous motor with a squirrel cage, are found, in 
every case, to be very much weakened by its preseuce. 

We were led to employ these damping circuits 
when we were trying to correct the currents 
furnished by the secondary circuits of a trans- 
former, for the oscillations of synchronous 
motors. The good results furnished by this 
arrangement have induced M. Farcot to apply 
it to some large alternators driven by the 
single cylinder engines of his system. The 
employment of single cylinder engines is very 
economical, but the regularity of the motion of 
rotation which they give, is never so good as 
that obtained with twin engines, апа the synchroni- 
sation of alternators so driven is difficult. It 
has been applied with success to the single- 
phase alternators, turning at 60 revolutions, of 
the Sector of the Champs Elysée, Paris, one of 
which is represented in fig. 2. Fig. 3 shows how 
the amortisscurs are placed. 

The electrical works of St. Quen have also been 
furnished with two diphase alternators on this 
system, turning at a speed of 67 revolutions. 


d Fig. 4 represents this installation. These 

Ne alternators are connected in parallel, and 

P ах they feed some rectifier transformers, in 
. order to increase the regularity of the frequency 

aa 5 5 Near diag of alternation, we couple the machines together 
— Ó— RÀ: when the cranks of their steam engines are 


Fic. 2. : 


riugs, C C, concentric with the axis. These bars are indi- 
by the circles marked 4, b, on the figure. They cross the polar 
‘| “tensions of the field-magnet, т 1, as close as possible to the iron. 

We shall see that this magnetic screen causes a rapid damping of 
be oscillatory movements with which the armature of the motor 
^ [. "Wer consideration would be animated. Let us suppose that the 


i 


at right angles. The regularity of the frequency 

is then the same as if we had only one 

. alternator driven by twin steam engines, and 

the connect!!!" effected by the electrical actions replaces the 
mechanical connection. | 

We do not think that a similar result has yet (1899) been obtained 

in current practice. Other applications of this system have been 

made, notably at the electric works of Saumur, or are in prepara- 

tion in France or abroad. 
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Tug PROPERTIES OF SINGLE-PHASE INDUCTION Morons. 


We shall first deal with-the theory of single-phase alternate 
current’ machines, because nothing will be easier than to extend it 
to the case of polyphase machines, while the converse would not be 
correct. 

In order to facilitate the exposition of this theory, we shall con- 
sider an induction machine (single-phase alternator) constructed in 
a special manner, and as we are about to describe. Its primary, AA 
(see diagram, fig. 5), is composed of a ring of the Pacinotti type, 
with 2 4 poles (six in the figure), whose channels are of varying 
depths, in order that different numbers of turns of wire may be 


placed in them. The system of winding adopted is represented on - 


the diagram. 


If we call » a constant number of turns of wire, and 8 the angle 
made by the diameter passing through the centre of one of the 


nins dE e end shies 


Fra. 6. 


channels with a diameter x y taken as origin, the number of turns 
of wire in that channel, N, is found from the expression 
N = у віп В. Two rings, фу and b, turning with the rotor, and upon 
which the brushes, / апа fa, bear, serve as points of entry and exit 
for the current. 

The secondary circuits, two in number, are arranged along a crown 
of iron plates, B B, with teeth pointing inwards. Their mode of 
winding is similar to that of the rotor. We have represented 
diagrammatically, in fig. 5, the winding of the first circuit in full 
lines and that of the second by dotted lines. | 

If we call »' a constant number of turns of wire, and 8 the angle 
that the diameter passing through the middle of a channel of the 
crown, B B, makes with the diameter x y taken as origin, the numbers 
Ni and Na of turns belonging to the two secondary circuits, which will 
be placed in this channel, will have respectively the expressions, 

NI = »' sin я B No = »' cos n B. 

These secondary circuits are closed on themselves. 

The author of the paper here proceeds to find expressions 
for the currents in the two stator circuits, involving speed 
and frequency, and an expression for the mechanical torque 
developed at any instant, by the rotation of the inductor, 
and its mean value per second, both in terms of the speed and 
frequency. 

From this the author proceeds :—If we represent by à curve the 
variations of the couple developed in the machine as a function of the 
speed, the current strength being supposed constant, this curve 
will take the form shown in fig. 6. The couple is zero when the 
speed is zero, it increases rapidly with the speed to a maximum, 
and returns to zero when the speed approaches synchronism. It 
then changes sign, becoming opposed to the action of the current, 
passes through another maximum, and continues to decrease as 
long as the speed continues to increase. 

It results from the preceding that a single-phase induction 
motor, whose primary is traversed by a current of constant 
effective strength, can furnish mechanical energy, or absorb it, 
according to the speed at which it is turned. When it absorbs 
mechanical energy, it in reality behaves as a generator. 

The author next works out an expression for the strength of 
the current traversing the primary, when ап alternating 
difference of potentials is established between its terminals. 

This current can be considered as the super-position of two 
currents, one whose strength is of the same phase as the E. M. F., 


the other whose strength will present a difference of phase of 4 
quarter of a period with that E.M.F. : 

Following the established usage, we shall call these currents the 
effective current and the wattless current. 

The wattless current only serves to generate magnetic flux. 

The effective current takes from, or furnishes energy to, the 
source of E.M.F. which maintains the difference of potential 
between the terminals of the primary, according to the sign of 
a quantity which changes sign when the speed of rotation of 
the rotor is in the neighbourhood of synchronism. 

The machine under consideration will therefore furnish energy 
to the source of E.M.F. acting between its inals, and, conse- 
quently, will operate as a generator, if we impress upon its rotor 
a higher speed than that of synchronism. 


‚(То be continued.) 


BUSINESS NOTES. 


Artistic Fittings,—Messrs. W. A. S. Benson & Co, d 
New Bond Street, artistic metal workers and electrical engines 
are to be congratulated on receiving the only gold medal for eledtri¢ LS 
fittings awarded to the British Section at the Paris Exhibition | 
Messrs. Benson have always been celebrated for the artistic purity _. 
of their designs, which have done for electric lighting in Euglabd 3 
very much what William Morris did in other branches of decom- 
tion. In fact, it may not be generally known that Mr. Morris and 
Mr. Benson were practical collaborators in the revival of taste which j 


Em. 
7 


came about some 20 years ago, and that much of the early Morris 
furniture was Mr. Benson’s design. The Benson firm made 3 
specialty of artistic house and church lighting, and are now engaged - 
on the important contract for lighting St. Paul's Cathedral Cam- 
bridge University, the Ryland’s Library at Manchester, and А 


* 


Parliament buildings of Melbourne can also testify to their taste, 
while the electric fittings in the exquisite little National Pavilion at 
Paris were mostly supplied by them. к | 


Books Received.—“ The Struggle of the Dutch 
Republics.” By C. Boissevain. Amsterdam: “ Standelsblad 
Office. 6d. j 

Year Book for 1890-1891 of the Armour Institute of Technology. 
Chicago: Armour Institute of Technology Press. 

„Mathematical Drawing and Measuring Instruments.” Ву W. F. 
Stanley. Seventh edition. London: E. & F. N. Spon. 53. 

Bulletin of the Association des Ingénieurs Electriciens. Sortis de 
l'Institut Electrotechnique Montefiore. Vol. XI. | 

“The А В С of Electricity.” By W. Н. Meadowcroft. Sixth 
edition. Manchester: John Heywood. 2s. 

“ Injectors : their Theory, Construction and Working." By W. W. F. 
Pullen. Second edition. Manchester: The Technical Publishing 
Company, Limited. y 


Kenilworth.—We are informed that the public lighting, 
to which we referred in ош “ Light and Power Notes” not long a£. 
is being carried out with overhead conductors by the Birmingham 
Installation Company, who originally put down Mr. Mitchells 
private lighting plant. The same firm has secured the contract for 
‘free " wiring in the town of Dudley. 
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Electrica] Wares Exported. 
Vm uno Ост. 3n p, 1899. WEEK ENDING Ост. 2ND, 1900 


Adelaide. T mat. .. Value £668 Alexandria .. .. Value £140 
Brisbane. Teke, mat on oo 542 Amsterdam a 2 æ. 8 
Daenos Ayres eleg. mat. ee Auckland ee ee ee ee 90 
e не T Buenos Ayres vx xs . 95 

Teleg. mat. "as 842 


988 Teleph.cable .. 196 

114 Calcutta ee LE J ee ee 248 
en 96 Саре Town. ee ee ee 911 
.. 108 Cochi 


n ee ee ee 
Copenhagen. Teleg. wire . 947 
1 Teleg. plant .. 147 


63 
edu. 3 „ Teleph. mat...  .. 170 


Hobart rte * 94 Fremantle .. Р . 164 
Loarenco Marques. Teleg. mat. 349 Gibraltar. T v .. ) 186 
Malta CAU NUT ЕЁ 63 Hamburg. Teleg. mat... .. 400 
Melbourne. Teleg. wire . . 2688 не Teleph. appar. .. 406 
Montre .. .. T . 70 Hong Kong. ; 76 


5 45 | Launceston. Elec. motors, .. 981 

er udi mis i gain гаров ee oe ee ee on 

Poet i eg. ma ae eton s $e as 
— .. .. .. 350 elbourne eo e 906 


56 .. 898 Monte Video ЯР x Ва 46 

Teleg. mat. 8,312 Ostend xx ve ws 9 

ГА ее ee e 42 Otego. е ee ee eae 66 
э» 20 Port Chalmers А ss 85 

. Teleg. cable 99 Port Elizabeth  .. F 855 99 

m si 15 % Teleg. mat. .. 478 

25 8H Port Sad vis vs ex 8 

mat. 721 Rio Janeiro.. © 2 . 142 

x 45 Rosario. Teleph. mat... .. 219 

eos 801 Rotterdam ee ee ee ee 16 

Teleph. mat. 667 St. Petersburg, Teleg. paper.. 70 

ʻi 78 Bingapore .. s 2x z 54 

ы А " Bub. teleg. cable .. 50,000 
s Stockholm. Teleg. wire .. 860 
| Вуйпеу S © ә .. 836 

» Teleg. mat. .. 120 

is Telepb. cable .. .. 895 

Valparaiso .. d ee e, 890 

» Teleg. wire.. oe 844 

an Telephone eo 70 

Vera Cruz. Teleg. mat... - 78 

Wellington. Teleg. mat. . . 492 

ie Telepb. mat. 68 

Yokohama. Teleg. cable . . 12,895 

РА Teleg. wire .. , 655 

Total .. £17,997 Total EN £71 ,€67 


Foreign Goods Transhipped. 


е0. machinery Value £50 
Teleg. wire. 920 | 


Total | 290 | 


Mikruptey Proceedings.—A receiving order was 
~ ва oa debtors’ own petition on September 26th at the Bank- 
i Court, against Т. W. Greaves and W. G. Randall, electrical 
E and cycle manufacturers, lately trading in co-partnership 

17 India Dock Road and Greenwich. 

| A frst and final dividend of 28. 844. has been announced in re B. 

| Bymmons, electrical engineer, Brighton. 

- iguidations and Dissolutions.—The St. Stephen’s 
Wire] Syndicate, Limited, decided at a meeting at Uxbridge 
Red, on September 24th, that Mr. A. H. Tessier, 1, Arthur Street 
Init; E.C., be the liquidator in the place of Mr. F. Н. Ebsworth, 


We have received the following letter from Messrs. Claud 
“Referring to the official notice which appeared in the Edinburgh 
бмр, of the final meeting of Claud Hamilton, Limited (in liquida- 
- бау ар extract of which has been published in several of the trade 
pueiles: Ав we find that this notice has caused considerable mis- 
wademianding amongst some of our correspondents, my directors 
бейе me to explain that the said notice does not apply to this 
company, but to the old private company, which went into 
volmiary liquidation in 1898 for the purpose of the reconstruction 
, 124 transfer of the business to the present and larger company. 
“Ishall be obliged if you will be good enough to publish this 
' explanation, in order to avoid any further misunderstanding. 
“ Yours faithfully, 
“ For CLAUD HAMILTON, LIMITED, 
"DAVID ALEXANDER, Secretary. 
Glasgow, September 29th, 1900.” 


‚ ,Ameeting of the Western and Brazilian Telegraph Company will 

. | leheld at Winchester House on November 7th, to hear an account 
| "i = winding-up proceedings from the liquidator, Mr. W. H. 
y. 


Catalogues and Lists.—From the General Electric 
. Company, Limited, we have received a copy of their electric bell 
: Gtalogue, Section “L,” thirteenth edition, containing all matters 
‘pertaining to electric bells, batteries, indicators, lightning con- 
ductors, speaking tubes, &c., together with diagrams and instruc- 
tons; also their electric wire and wiring supplies list, Section W.,“ 
lath edition, containing everything appertaining to electric wires, 
хойойя, line material and accessories. This is the first time that 
this has appeared as a separate section, and special attention is 
alled to the difference in disco unt. 'The increased cost of metals, 
Cher raw materials, and the cost of production notwithstanding, 
lit prices have been reduced without in any way lowering the high 
fandard of quality. 

Tbe Morley Electrical Engineering Company, Limited, of Morley, 
ure issued a trade price list of their standard С.С. dynamos and 
notors for rope or belt driving. Details are given in a handy 
ubulated form, and a standard specification is included. 

A pamphlet has been issued by the Edwards Air Pump Syndicate, 


Limited, of Crown Court, E.C., describing their patent air pump, 
which is being used in connection with electric power, lighting and 
traction, and other land installations,;and is being manufactured 
under license by the leading English engine builders, At Glasgow, 
Manchester, Liverpool, Salford, City of London, Westminster, 
Kensington and Knightsbridge, and St. Pancras electricity works 
they are employed; also at the City and South London andfWater- 
loo and City Electric Railway power stations, and in connection 
with the Newcastle Corporation's electric traction“ scheme. The 
list before us describes the pump and gives results of recent trials. 


Coal.—We have received a copy of the first issue of the 
Coal Merchant and Shipper, a weekly journal published) iin 
London (165, Strand, W.C.) devoting itself to the interests of the 
retail and export coal trade. Electrical engineers in charge of 
electricity supply undertakings are very deeply concerned in the 
matter of coal, and we have no doubt that they would find some- 
thing of assistance to them in this journal. Its first number has а 
businesslike appearance. 


Cotswold.—The Hart Accumulator Company, Limited, 
have secured the order for the supply of storage battery required 
by the Cotswold Sanatorium for their electric lighting. 


For Sale.—Messrs. Wheatley Kirk, Price & Co. are 
offering certain electrical plant for sale, including a 120-kw. steam 
alternator and exciter, a 25-Kw. ditto, surface condenser, two 60-H.P. 
Peache engines and Crompton-Brunton alternators, switchboards and 
transformers, also two 40-H. P. Willans engines and Elwell-Parker 
continuous current dynamos, and a 20-х.н.р. Tangye gas engine. 
See our “ Official Notice" pages to-day. 

The Oldham Electric Light Committee invites offers for two 
60-kw. shunt-wound dynamos (J. P. Hall & Co.). See “Official 
Notices " to-day. 


The Hart Push Switch.—The switch which we show 
in the illustration below is, we are informed, being recommended 
in specifications of some consultants on account of their neatness 
and good construction. Messrs. H. M. Salmony & Co. experimented 
extensively with the push button type of flush switch before intro- 
ducing the Hart switch to the market. The mechanism is neither 
frail (allowing it to be easily broken) nor so heavy that it is difficult 
to operate the switch. Messrs. Salmony claim to have overcome these 
difficulties, and to have produced aswitch which is strongand durable, 
and yet easily operated, and of which the action is positive, The 


mechanism is encased in one piece of porcelain. The contacts are 
of bronze, and of the knife switch form. The switch has a long 
break, and the switch-plate is thoroughly insulated from the mecha- 
nism. These switches may be installed in gangs without the use of 
backplate, but they are recommended for use with an iron frame or 
box whenever possible. The position of the push buttons indicate 
whether the switch is on or off. The flush switches are furnished 
either in nickel, bronze, or polished brass. Oxidised finishes and 
gpecial finishes to match hardware are furnished at slight additional 
cost. The switches are made either single-pole, double-pole, two- 
way, or three-way. 


Lighting Exhibition in Vienna.—The rapid develop- 
ment which all branches of lighting industries have made during the 
last few yearshas led the interested trades in Austriato arrangeto hold 
in November of this year, in the Gartenbau-Salen, an exhibition of all 
branches of the lighting industries and their kindred trades. "This 
idea has met with much support in the circle interested, and the 
many novelties already announced show that a very interesting 
exhibition will be formed. The Hon. Committee is composed, 
among others, by his Excellency the Statthalter Errich Graf 
Vielmannsegg, Hofrath von Waltenhofen, Prof. Nernst, Rekton, 
Prof. Lickler, Herr Hanst, Prof. Loose. The.Exhibition offices are 
at I. Hothringer Strasse, 15. | 


(Continued on page 551.) 
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THE NEW ELECTRICITY WORKS OF THE 
GLASGOW CORPORATION. 


(Continued from page 509.) 


THE positive and negative storage batteries ure situated in 
separate rooms, on the right and left hand of the entrance 
hall. These lofty rooms are extremely well lighted and 
ventilated, the whole of the roof consisting of glass and 
iron, and the walls being faced with white enamelled bricks. 

Each room contains a battery of 167 Tudor cells, of the 
19 plate L B type, contained in leaden boxes ; the cells have 
a capacity of 1,100 ampere-hours, 1. ., 150 amperes for 
11 hours, and are capable of discharging at a maximum 
rate of 330 amperes without injury, when necessary. The 
individual boxes are carried on heavy glass slabs supported 
on glass oil-insulators, which are themselves supported by 
steel H girders, covered with lead trays. The steel beams 
are again insulated from the floor by Tudor earthenware 
oil-insulators, and the floor is covered first with a laver of 
sulphur, then with asphalte, so as to be as far as possible 
acid proof, and at the same time insulating. 

The regulating cells are 50 in number, in steps of two 
cells, and, as will be seen from our illustration, are arranged 
cross-Wise, for convenience of access to the connecting cables. 
The whole of the latter are carried, as far as possible. 
beneath the floor level, so as o avoid interruption to the 
view and the unsightliness of overhead conductors; the 
success of this plan is strikingly apparent. | 

The minimum discharge pressure being 1°8 volts per cell, the 
lowest pressure, with all cells in, is 300, and with all the regu- 
lating cells cut out, 210 volts. The regulators of both batteries 
are connected with the middle wire, the other ends of the 
batteries being coupled direct to the outers of the three-wire 
system; by this means, as the middle wire is earthed, the 
whole of the regulating apparatus is always within 125 volts 
of earth potential, a condition which renders shocks to the 
person highly improbable. 

The battery regulating switch gear is of an entirely novel 
type, designed by Mr. Chamen, and built by Messrs. Jas. 
White, of Glasgow. The regulator itself extends the whole 
length of one side of the battery room, and the contacts are 
arranged so that the shortest possible amount of cable is 
required between the regulating cells and the regulator. The 
apparatus consists of a rail in the form of an H section 
girder; attached to this rail are wrought-iron brackets, on 
which large gun-metal contacts are fixed, insulated with 
substantial vulcanite insulators. Forming part of the con- 
tact shoe is a cable socket, into which the cable connected to 
the cells is sweated. Another very novel feature of this 
regulator is the form of the brush contact gear. This consists 
of a trolley running on a rail extending the whole length 
of the battery room; it is moved by means of wire rope 
passing round a drum at each end. These drums are 
yeared to hand-wheels near the dynamo switchboards in the 
engine room, and large indicating wheels are provided, show- 
ing at a glance the position of the contact trolley in the 
battery room. The contacts on the trolley are in the form 
of laminuted rings, making contact on both sides of the fixed 
contact shoes. A substantial pilot contact, and pilot resist- 
ance are also carried on the trolley, which passes from con- 
tact to contact with hardly any perceptible spark. 

A useful device has been added by Mr. Page, resident 
engineer at Port Dundas, for the purpose of testing the 
insulation of the neutral conductor; this consists of an 
insulated copper wire stretched alongside the battery regu- 
lator, and connected, by means of a small contact spring 
carried on the trolley, with the contact nert to that on which 
the main switch rests. The stretched wire is connected with 
4 switch in the engine room, by which it can be earthed 
through an ammeter while the neutral wire is for the 
moment disconnected from earth. There wil then be a 
potential difference of 4 volts between tlie neutral wire and 
carth, causing a current to flow whose magnitude is a measure 
of tlie insulation resistance of the neutral. 

The last few regulating cells at the end of each battery 
are arranged so that they can readily be isolated from the 
main battery and used for such purposes as meter testing, 
milking sick cells, &c. With this object, large gun-metal 


studs are sweated into the terminal bars of each cell, and 
provide. with massive two-handled nuts for clamping cable 
connections, 

As all the cells are on one level, they are extremely easy of 
access for renewal or repairs. i 

Returning now to the engine room, we proceed to ty 
consideration of the switch gear. It is in this connection, 
perhaps, that the most striking novelties of the Glasgow 
stations are exhibited. — Departing altogether from the con- 
ventional types of switch gear, Mr. Chamen has succeeded in 
designing an equipment in which the qualities of strength 
and simplicity are combined to the highest degree, while al 
parts are perfectly accessible, and extensions present m 
difficulties whatever. 

The switchboard gallery itself is of novel construction, 
being built of iron and paved with glass blocks in such а 
way that it is almost impossible for the attendants to mak: 
contact with earth near the switch gear. The galler 
extends the whole length of the engine room, and carries al 
the feeder panels, as well as the balancer and battery boards. 
The engineer’s room abuts directly upon it at the centre, au 
at the same time commands a clear view of almost every рал 
of the engine room, while several stairways give ready ams 
to the ground level. 

The system of working is as follows :— Each generato 
is provided with a separate switchboard, placed under th 
gallery opposite the machine, and consisting of two separate 
panels, some distance apart, for the positive and negative 
poles of the dynamo. Four positive and four negative bus 
bars run along beneath the floor of the gallery, with which 
any of the generators may be connected. The feeder panels 
on the gallery are divided into sets of eight positive and 
eight negative feeders, placed side by side, &o that positive 
set alternates with negative; to place all the positives at one 
end and the negatives at the other would obviously be quite 
impracticable with the great length of switchboard already 
installed, let alone the future additions, and it is question- 
able whether any advantage would be gained by doing so, 
even if it were possible. Each compartment provides for two 
feeders, and is fitted with plug switches, by means ei 
which either feeder may be coupled to any one of the four 
bus bars; the main emergency switches and fuses are placed 
on corresponding panels behind the plug panels th 
switches being operated from the front of the boards. 

We give herewith views of the generator boards at the 
north and south ends of the engine room respectively. In 
the foreground of the former are three panels supplied by 
Messrs. Laing, Wharton & Down, with the Walker gene- 
rators; the outers of these are provided each with a min: 
mum current cut-out, main switch and duplex fuse, as wel 
as a four-way plug switch of the type devised by Xr 
Chamen—i.e., with foliated copper S-shaped plugs—and : 
Kelvin recording ammeter. The middle panel bears а тат 
switch and duplex fuse for each generator; the shunt regu- 
lators and Kelvin multi-cellular voltmeters are mounted on 
either side of the middle panel. 

The panels are of thick marble, carried in a steel frame. 
and securely held by means of grooves cut in the top am 
bottom edges: between the steel and the marble there is а 
layer of soft material to avoid splintering the marble. 

The temporary ends of the bus bars are shown in the 
view, which also indicates the method of supporting the 
same in earthenware insulating yokes. 

Beyond the balancer panels is an interesting * relic,” coi- 
sisting of the last remaining portion of the temporary wooden 
shed which formerly covered this end of the site; the old 
station voltmeters are mounted on this wooden pillar, and 1! 
has been found convenient to leave them in their origina 
position until the last. | 

The other view shows the positive and negative paneis 
connected with the second of the British Thomson- Houston 
generators; practically the same description applies to these 
as to the balancer outer panels, but here the gear is muc! 
heavier, being capable of carrying 2,000 amperes; there 's 
only one cut-out, of the Andrews non-return current type 
and one recording ammeter. | 

The switchboards for the three large sets were made“ 
Messrs. Cowans, Limited, of Dukinfield. Those for th 
200 and 400 H.P. sets were supplied by Messrs. Jame 
White, of Glasgow, and are generally similar to the larg 
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ones, but are fitted with Ferguson & White’s automatic 
ЧЕ breakers. The boards for the two 2,400-H.P. 
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increased at any time by simply adding to the number of 


bars. 
apart for ventilation 


purposes 
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STEAM-BALANCER SWITCHBOARDS., 


Throughout their length the bars are kept spaced 
by 


ans of 
faced 
washers. 

Connections are 
made between these 
copper bars and the 
dynamo and feeder 
panels, by means 
of heavy copper 
bars of sufficient 
section, and bent 
in such à way as 
to allow for expan- 
sion." 

Throughout their 
whole length the 
bus bars are sup- 
ported on H iron 
eirders, from which 
they. are insulated 
by heavy. porcelain 
chairs shaped to fit 
the girders; the 
latter are supported 
by adjustable screws 
fixed at one end to 
the H iron girders 
composing. the floor 
of the switchboard 
gallery. 

The whole of ‘the 
copper used for the 
bus bars, some 40 
tons, was supplied 
by Elliot’s Metal 
Company, апа: Ше 
erection of the bars 
was carried out by 
Messrs. Mechan 
and Sons, Glasgow, 
who also constructed 
the switchboard 
gallery itself, and 
supplied and fixed 
the cast-steel stools 
and guides by 
which the feeder 
panels are sup- 
ported. 

As already stated, 
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:2,000-AMPERE DYNAMO SWITCHBOARDS, 
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they 
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the generator 


mounted 
are necessarily somewhat more elaborate in appear- 
boards, 
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owing to the 
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great 


548 THE ELECTRICAL REVIEW. [Vol 47. No. 1,193, Остовив 5, 1900. 


number of feeders to be dealt with—no less than 40 of each 
polarity being provided for, while 25 pairs are already in 
use. They are of substantial construction, consisting of 
white marble slabs,’ 5 feet 6 inches high x 4 feet 4 inches 
wide x 3 inches 
thick, and are fitted 
with marble parti- 
tions of dimensions 
sufficient to prevent 
any possible contact 
being made between 
adjacent feeders. 
The marble slabs 
are polished on both 
sides, and are 
grooved at the top 
and bottom to fit 
the stools and 
guides in which 
they are carried, 
and which are 
heavily insulated 
from earth. 

The panels are 
arranged in two 
rows, one row, carry- 
ing the emergency 
switches and fuses, 
being close to the 
wall, and the other, 
bearing the plug 
switches and re- 
cording apparatus, 
65 feet in front. 

Each set of panels consists of four slabs, two in each row, 
providing for eight feeders of one polarity. The correspond- 
ing eight feeders of the other polarity are connected with the 
adjacent set of panels, so that the distance between positive 
and negative is never more than a few yards. Our front 
view of some of the feeder boards shows a complete group 


FEEDER SWITCHBOARDS: VIEW OF SIX SETS. 


blocks, as well as the lever handles for operating the 
emergency switches on the hindmost row of panels. 

The recording instrument is of novel design, suggested 
by Mr. Chamen, and now known as the Kelvin * feeder log." 
It gives a con- 
tinuous record of 
the current going 
out to a feeder and 
of the pressure at 
the feeding point. 

The solenoids of 
these instruments, 
of which we give an 
illustration (p. 
550), are made from 
high conductivity 
copper tubes eut. 
with radial slots, 
and put together in 
such a way that the 
axis of the solenoid 
exactly coinci 
with the axis of й 


employed to gi ve an 
exceedingly inten 
field, a very neces 
sary condition inall 
central station in- 
struments. The 
case has been speci- 
ally designed for 
convenience in 
changing record sheets, refilling the pens, &c.; to open the 
instrument the glass front is pulled out at the bottom, raised 
up and slid back on the top of the case, and the scale and 
guides are then lifted to a horizontal position, enabling the 
clock to be pulled forward. A special device allows it to 
take up a horizontal position outside the case where most 


" — 


FRONT VIEW OF POSITIVE AND NEGATIVE FEEDER SWITCHBOARDS. 


convenient for changing the papers. The clocks on these 
instruments are all actuated by a pawl and ratchet gear 
controlled by a handsome regulator mounted on the gallery, 
which closes a circuit every half minute. Besides recording 
the current and pressure, the instruments also indicate 
their actual values at each instant on a vertical scale. 


of panels for eight positive and eight negative feeders. The 
respective polarities are indicated by red and blue enamel 
applied to those parts of the apparatus which are not 
polished. 

It will be seen that each separate front panel bears two 
recording instruments, two vertical bars, and four contact 
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The vertical bars consist of single forgings of high con- 
duetivity copper, without joints; each of these is connected 
with one of the feeders through the apparatus on the corre- 
sponding hinder panel. Between each pair of vertical bars 
are four contact 
blocks of forged 
copper, which are 
joined through the 
marble to hori- 
zontal bars on the 
back of the board ; 
ihe latter are con- 
nected with the 
main bus bars 
underneath the floor 
of the gallery by 
freely curved 

bars, and are 
provided with ex- 
ansion joints in 
the middle of their 
length, as shown 
in our view of the 
back of the board. 
means of “S” 
Switches any 
er can be con- 
with either 
four bus 
These switches 
0 arranged that 
ler turning 
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| h а right DYNAMO SWITCHBOARDS 
i to the nor- 


“on” position—they cannot be turned backwards, 
mor can they be withdrawn without turning through 
another right angle, beyond which they cannot be 


VIEW OF ENGINE Room 


turned. Although it is not intended to use the plug 
switches for making or breaking circuit, carbon spark- 
ing pieces are fitted on the contact blocks, so that the full 
current can be broken without injury to them. 


From the front panel the current is carried overhead by 
bare copper rods to the emergency switches, These are com- 
posed of several pivoted copper bars engaging with fixed 
jaws, giving a double break; one of the bars is arranged 


AT POLLOKSHAWS ROAD. 


so as to lag behind 
the rest, breaking 
quickly under the 
action of a spring, 
and the spark is 
taken by carbon 
blocks, Theswitches 
are operated by steel 
connecting rods, 
controlled by lever 
handles on the front 
panels, with locking 
devices for the on 
and off positions. 
Beneath the main 
switches are the 
duplex fuses, pro- 
vided with heavy 
forged copper links, 
by means of which 
either of the fuses 
can be brought into 
action or short- 
circuited. There 
is ample room for 
free passage between 
the two rows of 
panels, and it „is 
obviously a great 
advantage to have 


the blinding flash of: a fuse, breaking, possibly, some 
thousands of amperes, well screened from the eyes of the 


attendants. 
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AT POLLOKSHAWS ROAD. 


a 


2, 


wv. 


All the feeder connections are designed to carry 1,000 


amperes each, with?a wide margin. 


The whole of the 48 feeder panels at present installed 
were made by the Holland House Electrical Manufacturing 
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Company, Limited, of Glasgow ; two additional sets are in 
course of erection, one made by Messrs. James White, and 
the other by the Holland House Company, who are also 
constructing two other sets, which will be divided between 
the Port Dundas station and that at Pollokshaws Road. 

The middle wire and battery panels were constructed by 
Messrs. James White; this firm also has in hand three other 
sets of fecder panels. 


CABLE TRENCH, WITH FOUR FEEDERS AND SIX DISTRIBUTORS. 


We pass on now to the generating station near St. 
Andrew’s Cross, in Pollokshaws Road. This station, which 
is intended to supply the area on the south side of the river, 
and to work in conjunction with the Port-Dundas station, is 
built on a site of about two acres, adjoining a siding from 
the Barrhead and Kilmarnock Joint Railway. The buildings 
were designed by Mr. Andrew Myles, to the instructions of 
Mr. Chamen, and were built by Messrs. J. Green & Co., 
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The plan and section which we give herewith show the 
general arrangement of the station. The siding adjoining 
the boiler house is intended to accommodate a whole train 
of coal trucks, and there will be two electrically-driven 
hoists, one of which will raise the trucks one by one to 
the level of the coal-storage tanks, where they. will be run 
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KELVIN FEEDER LOG. 


along to the desired position and emptied, while the other hoist 
returns them to the ground level. The engine and boiler lions 
are arranged on the same system as at Port- Dundas, except as 
regards condensing, which is not at present employed. The 
boilers are of the Babcock & Wilcox type, with chain grate 
stokers, identical with those at Port-Dundas; two are at 


WATERLOO STREET GENERATING STATION; VIEW OF ENGINE Room. 


chiefly of terra-cotta brick. In this case the Electricity 
Committee decided to erect the whole of the buildings at 
once, to avoid the delay in building met with in the past, 
and they are now practically complete ; provision is made 
for plant of about 15,000 r.H.r. 


present complete, and two more in course of erection, Large 
water storage tanks are situated over the boilers, and are 
arranged so that they may be used for cooling ponds when 


condensing plant is installed. 


The engine room is served by a 25-ton electric. crane by 
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Mera Broadbent & Sons, similar to that at Port-Dundas. 

We give a view showing the generating plant already 
in position, consisting of two 400-H.P. sets and опе of 
200 н.р. The former consist of Crompton two-pole 
dvuamos giving 500 amperes at 510 volts, direct coupled 
to Belliss & Morcom three-crank tandem compound engines 
running at 875 revolutions per minute. The 200-H.P. set 
is composed of a Mavor & Coulson six-pole generator rated 
at 250 amperes, 510 volts, driven by a single-acting engine 
of the two-crank tandem triple-expansion type, running at 
375 revolutions per minute, and made by Messrs. Alley and 
MacLellan, of Glasgow. An exactly similar set is in course 
of construction. 

The large set which is seen partly erected in the back- 
ground of our view is а 1,200—1,500-H.P. Willans-Crompton 
eam dynamo, identical with that which we have described 
in connection with the Port-Dundas station. Two more 
dynamos of the same size are in hand, one by Messrs. 
Crompton & Co., the other by the British Schuckert Com- 
пашу, both driven by Willans engines. These two sets will 
lv exhibited at the Glasgow Exhibition next year. 

The auxiliary plant consists of а 250-kw. balancer by 
Messrs. Bruce Peebles & Co., and a 125-Kw. balancer by the 
[udia-ruliber, Gutta-percha and Telegraph Works Company, 
Limited, both identical with those at Port-Dundas. 

The switchboard gallery is not as yet completed, but the 
generator switchboards are in position; we give a view of 
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DoLLOxSHAwS ROAD STATION : PLAN AND SECTION. . 


these, from which it will be seen that they are similar to 


those already. described. This equipment was supplied 


partly by Messrs. Cowans, Limited, partly by Messrs. James 
White, | 


The batteries are to be housed in a room over the 
delivery yard, which, however, is not at present ready for 


their reception. 
The delivery yard is to be used as a cable store, and is 


provided with a 5-ton hand traveller for the purpose of lift- . 


ing the drums off the railway trucks and depositing them 
where required, or loading them into lorries. The engineer's 
offices and a range of workshops are situated at the other 
tnd of the building, and a covered yard equipped with а 
ies traveller provides for the handling and storage of 
g 

lt is intended to commence the supply of electricity from 
this station carly this month, as it is absolutely necessary 
for it to be running during the winter. 

One of our views shows the engine room at the Waterloo 
Street generating station, filled to the utmost with plant : 
the fact that the whole of the engines in this station have 
а total capacity of 3,300 J. H. .—J. e., but little more than 


* 


that of one of the sets in hand for Port-Dundas—shows the 
enormous progress that has heen realised in the electric 
lighting of Glasgow during the last two or three vears. 

We give also a view of one of the cable trenches, con- 
taining four feeders and six distributors ; the distributing 
network required for so large an area as that of Glasgow, 
however, is too important to be dealt with in the space at 
onr command, and must be held over to our next issue. 


(To be concluded.) 
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BUSINESS NOTES. 


(Continued from page 545.) 


Name Plates.—We have received from Messrs. Armstrong 
and Co., of 110, Cannon Street, E.C., a high-class bronze relief name 
plate, suitable for electrical and other machinery and switchboard 
work. Prices and samples will be sent upon application. 


New Electrical Works.—The Stafford “Advertiser 
understands that some local land agents have been negotiating for 
the sale to a large London firm of a considerable quantity of land at 
The Hough, which is required for the erection of large electrical 
construction works. The land the firm proposes to acquire will com- 
prise about 50 acres. Some 700 or 800 people will be employed at 
the works, 


Norway.—The Sfeamship says that a well-known elec- 
trical firm in Nuremburg has acquired water-power in Norway, at 
Sarpfoss, alsu that of the Glemmons, and other firms have acquired 
similar rights, representing in each case no less than 20,000 to 
40,000 H. P., for the production of calcium carbide. 


Outing.—A party of the staff of the Edison & Swan 
Company at Ponder’s End went for their annual outing to St. 
Margaret's last Saturday week. 


Trade Announcements.—The new address of the 
" Meyra" Electric Company is 78, York Road, King's Cross, N. 

Messrs. Johnstone, Benjamin & Co., insulated electric wire manu- 
facturers and metal merchants, have removed their works to Crown 
Electric Works, Ascham Street, Kentish Town, where all communi- 
cations should be addressed. The firm have laid down an entirely 
new plant, replete with the latest improvements, for the manu- 
facture of vulcanised india-rubber cables, and are now prepared to 
quote for highest quality goods. It is their intention, as far as 
possible, to keep stock of the leading sizes. 


— e 


ELECTRIC LIGHT AND POWER NOTES. 


_——~ 


Arbroath.—The Arbroath Town Council, acting under an 
electric lighting provisional order, have decided to invite a number 
of electrical engineering companies to submit a statement of terms 
upon which they would undertake the introduction of electrical 
lighting intothetown. The system of supply which the Council have 
agreed to adopt is the “low tension three-wire system,” with con- 
tinuous current and 230-volt lamps, as used in Edinburgh. It is 
intended to put down generating plant sufficient to kecp about 
5,500 lamps of 8-c.P., or equivalent, burning simultaneously in 


, addition to the public lighting, provision to be made for plant of 


this capacity (not less than 250 fl. P.), and a battery of accumulators 
to take the all-night load. In regard to the public lighting the 
Council bave, on the advice of their consulting engineers (Messrs. 
Buchan and Hogarth’ agreed to light the principal streets by means 
of arc lamps. It is also proposed to have on each standard, in 
addition to the arc lamp, two 16 (or 25-c.r.) incandescent lamps; 
and that the small] portion of the compulsory area not lit with arc 
lamps be lit by meaus of incaudescent lamps of 16-c.»., adapted to 
the existiug street gas lamp-posts.  Messrs. Buchau aud Hogarth 
estimate the capital outlay at £24,300, to include buildings, genera- 
ting plant, mains, street lighting, meters and connections for con- 
sumers, contingencies and clerk of works, but excluding outlay for 
land and engiucering charges. After receiving the statements or 
offers from companies, the Council will decide whether they will 
undertake the work themselves or hand it over to an electric 
lighting company. - 


Blackrock,—The U. D. C. is considering the question of 
undertaking the supply of electricity in the district. 


Bolton. — The accounts of the electricity department for 
the past year show that the total expenditure on capital account 
during the year was £50,000, the principal items being as follows: 
—Purehase of land and building extensions, £11,707; Messrs. 
Mather & Platt, £12,062 for new engines, dynamos, &c.; Messrs. 
Musgrave & Sons, £6,796 for boilers, engines, &.; mains, £9,739; 
and new meters, £1,762. The £50,000 was borrowed at 34 per cent. The 
income from lighting by electricity during the twelve months ending 
March last amounted to £9,498 as against £6,987 in the preceding 
year. A new item appearing in the accounts is £1,593 received 
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from the Tramways Committee for electric power supplied to the 
cars. This was only fora period of three months, and it is expected 
that the sum from this source during the current year will be four 
times that amount. The profit on the fittings was £710, and the 
amount handed over out of net profits in aid of rates was £1,000, 
which is the same as given in the previous year. 


Brighouse.—The Town Council has declared that, as the 
electrical supply department is overcharged with work, the engineer 
shall refuse all applications from new consumers. 


Cardiff.—The Electric Lighting Committee of the Cor- 
poration has received a letter from Mr. W. H. Illingworth, mains 
superintendent, with respect to the recent shock received by himself 
and a wireman, and recommending certain improvements to the 
cable system. The letter also states that amicable relations now 
obtain between himself and the other officials. Some members of 
the committee expressed their opinion that reports should be made 
to the chief engineer, not to the committee, which, it was said, had 
interfered too much already. So it has. 


Carmarthen.—The T.C. has appointed Messrs. Medhurst 
and Lloyd, of London, at a fee of 50 guineas to draw up a preliminary 
report re a system of electric lighting for the borough. 


Croydon.—The Town Council has resolved that applica- 
tion be made to the Local Government Board for sanction to borrow 
the sum of £3,000 for the provision of arc lamps, poles, and switch- 
gear (including extra cost of trolley poles) for the lighting of the 
tramway route. 


Fleetwood. Although the Fleetwood and District Elec- 
tric Light and Power Syndicate, Limited, only commenced supply 
on February 12th, 1900, as the result of six months' summer work- 
ing, the undertaking is showing a very creditable balance after 
paying all expenses. The system is three-wire, with 200 volts at 
consumers’ terminals. A 2-cell Beaman & Deas refuse destructor 
is in combination with the boiler house plant, and for the present 
is capable of supplying all the steam necessary for driving the 
plant. The syndicate also supplies the public lamps, comprising 12 
arc lamps and 500 incandescent lamps. Business has come in so 
rapidly, that the directors are considering the advisability of imme- 
diately increasing the plant. 


Hereford.— It was reported at Tuesday’s meeting of the 
Town Council that the cost of the town’s electric light works was 
£20,470 16s. 2d. The demand for the current has exceeded all expec- 
tations. The present installation represents the equivalent of 6,822 
8-c.P. lamps, and altogether there are over 7,500 lamps connected, 
while applications have been made for considerably more than 500 
additional lights. | 


Hull.—The Electric Lighting Committee is considering 
complaints about fuse boxes, which are said to have an attraction 
for loafers, who lounge against them. A row of points round the 
boxes would, perhaps, discharge the electricity; at any rate, they 
would certainly repel the weary ones. 


Leieester.—The financial statement of the electric 
lighting department states that the result of the working of the 
department for the past half-year was a net profit, after paying 
interest on the capital of the undertaking, of £1,430. Out of this has 
been paid £1,068, the half-year's amount of sinking fund, leaving a 
balance of £362. The revenue account shows that the expenditure 
amounted to £3,154, against £2,423, an increase of £731. The 
receipts have gone up to a greater extent than the expenditure, 
amounting to £6,208, against £5,040, an increase of £1,169 over the 
previous half-year. 

The Corporation Gas and Electric Lighting Departments’ 
South African War Fund is now to be closed.  Altogether 
the amount raised is £322 odd, which is regarded as a very satis- 
factory result. 


London.—SnHonEprrcg.— The Finance Committee, at а 
meeting of the Vestry on Tuesday, submitted a report by Mr. H. W. 
Wheatley, vice-chairman, and Mr. E. A. R. Adams, the accountant, 
relating to the cash balance on the capital account of the electricity 
works. The report stated that, in accordance with instructions, those 
two gentlemen had waited upon the treasurer at the London City 
and Midland Bank with a view to the placing on deposit of a 
portion of the credit balance in hand on September 8th, which 
amounted to £30,551. It appeared that out of that sum £29,088 was 
in hand on the capital account of the electricity works undertaking. 
The deputation made an approximate forecast of the Vestry’s 
requirements, and had arranged with the bank for the sum of 
£20,000, to be taken out of the electricity works capital account, 
being placed on deposit at 3 per cent. interest from September 13th, 
1900, subject to 28 days’ notice, provided that the deposit be not 
drawn upon below the sum of £5,000. On the recommendation of 
the Lighting Committee, the Vestry resolved to reinsure the elec- 
tricity and destructor works for £52,000 with the Fine Art and 
General Insurance Company at the rate of 4s. 6d. per cent. 

BerMonpspy.—The Electric Lighting Committee reported, at a 
meeting of the Vestry on Monday, that although the time for appli- 
cations for the position of resident electrical engineer had not 
expired, several replies had already been received. The Committee 
recommended that the applications should be referred to them in 
order to bring up a list of six names for the consideration of 
the Vestry at the next meeting, and this was agreed to. 

Popiar.—For the first time the electric light was turned on in 
the Poplar streets last week. The installation, when completed, will 


also take in the streets of Bow and Bromley, and has been laid down 


at я cost of £70,000. 


Loxpox, W.— A main box explosion occurred in Jermyn Street, 
Piccadilly, on Sunday night. The congregation were just leaving 
St. James's Church, and there appears to have been a general 
stampede. The “cheap” daily press has the usual sensational 
account. ‘Rumblings were heard as from the bowels of the earth 
e and all wondered what was next to happen! There is a 
veiled suggestion here of calling upon the rocks to hide them. 

HAMPSTEAD.— The accounts of the electric lighting undertaking 
for the year ending March 25th last show that the total capital 
outlay amounted to £162,212, an increase of £36,802 during the 
year. The total working costs amounted to £14,336, an increase of 
26 percent; of this coal accounts for more than half, this item 
having increased nearly 50 per cent. The total receipts were 
£30,661, again showing an increase of 26 per cent. The average 
revenue per 8-c.P. lamp connected works out at 6s. 2d. per annum. 
The number of 8-c.P. lamps connected is 104,579, having increased 
by 21,907, and the highest output in one week was 63,441 units. 

| Repayments of loans, with interest, absorbed £6,619 of the grow 

profit of £16,325; other expenses brought down the net profit to 
£9,357, representing a dividend on capital of 8°23 per cent. The 
total net profit since the commencement of supply amounts to 
£19,426, of which £16,221 has been carried to reserve, and £3,205 
allotted for the formation of a sinking fund. 

HACKNEY.— The foundation stone of the new electric lighting and 
dust destructor works at Hackney will be laid on 18th inst. Mr. 
W. H. Dickinson, the chairman of the London County Council, vill 
perform the ceremony. 

BATTERSEA.— The Vestry intends to make application to the Local 
Government Board for leave to borrow £10,096 for extensions of 
the electric lighting mains. 


Maeclesfield.—The Town Council has decided to apply 


for a provisional order for electricity supply. 


Mountain Ash.—The District Council has decided to 
apply to the Board of Trade for а provisional order empowering it 
to supply electricity in the district. 


Nelson.—On Thursday Mr. M. R. North, M. I. C. E., 
conducted a Local Government Board inquiry at Nelson with regard 
to the Corporation's application for sanction to borrow £2,500, to 
provide an extension of the present storage battery by the addition 
of 72 cells. 'There was no opposition. 


North Metropolitan District.—A conference of local 
authorities was held at Tottenham on Wednesday last week. The 
promotion of the Bill in Parliament to confer powers for the supplv 
of electric light and power, and the proposals to distribute as well 
as generate electricity, were accepted. 

Mr. Offor, representing the North Metropolitan Electrical Power 
Distribution Company, Limited, submitted a draft agreement to the 
Enfield Urban District Council, embodying the proposals of his 
company. Mr. Offor attended a meeting of the Council, and the 
agreement was gone through clause by clause. It was eventually 
agreed that Mr. Offor should take back the agreement for the 
purpose of embodying such of the proposals made by the Com- 
mittee as were acceptable to his company, and return the amended 
draft. 


Norton (Malton).—At a meeting of the Urban District 
Council last week it was resolved conditionally to consent to an 
application to the Board of Trade by the Northern Counties Elec- 
tricity Supply Association for an order enabling them to supply 
electricity for the lighting of Norton. The association agrees to 
light the whole of the present area of the district for 30 per cent. 


less than the price paid for gas, and to charge private consumers not 
more than 7d. per unit. 


Poplar.—The electricity works of the Board of Works 
are to be opened on Monday afternoon next, October 8th. 


Rhondda Valley.—The Legal Committee of the District 
Council have recommended that Mr. Hammond be retained as elec- 
trical expert for their electric scheme, the fee being 50 guineas and 
travelling expenses, and 3 guineas per hour as Parliamentary fees 
whenever required to meet the Committee. But the Council thought 


. the terms high, and decided to ascertain the terms of Mr. Coulson, 


gas engineer to the Leicester Corporation. 


Sideup.—At a ratepayers’ meeting last week a resolution 
was passed to support an application for a provisional order 


authorising the supply of electricity in the district by the local 
authority. 


Staines.—The U. D. C. has decided not to take over the 


Staines part of the Staines, Egham and Chertsey electric lighting 
order. 


West Bromwich.—The E. L. Committee of the T.C. 
have recommended the Council that the charge for electricity for 
lighting purposes be at the rate of 6d. per unit for the first 100 
hours' use of the maximum demand in each quarter, and thereafter, 
during the same term, at the rate of 2d. per unit. For power pur- 
poses the charge is to be at the rate of 3d. per unit for the first 78 
hours’ use of the maximum demand, and thereafter at the rate of 
1d. per unit. They further recommend that the “free wiring 
system” be adopted, and that application be made to the Local 
Government Board for sanction to borrow £10,000 for providing 
materials and labour for wiring houses, and also for the purchase 
and fixing of motors, which they have resolved to hire out for 
power purposes. A further large demand for power has been made 
upon them, to meet which the engine house must be enlarged. li 
this is done while the building is in course of erection, a consider- 
able saving will be effected. 


e 
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York.—According to the Electric Lighting Committee's 
report the result of six months’ working has been a trading profit of 
about £250. It is hoped that a very satisfactory profit will be shown 
at the end of 12 months. 


q 


ELECTRICO TRACTION NOTES. 


Aberdeen.—In consequence of a recent electric car 
fatality, safety fenders are being purchased for the cars. 


Ashton-under-Lyne.—In the political news we read 
that Mr. Herbert Whiteley, the Conservative candidate, stated in 
one of his speeches that as a result of his representations, without 
prejudice to the merits of the dispute on either side, the chairman 
of the Oldham, Ashton, and Hyde Electric Tramway Company 
vould probably agree to reinstate their drivers and other employés 
who were on strike, the understanding being that alleged grievances 
would be further discussed with a view to amicable settlement. 


('ardiff.—The Tramways Committee on Friday approved 
plans for the new electrical power station on the Newport Road site 
nes? Roath Brook, submitted by Mr. Ellis, the electrical tramway 
engineer. The engineer was instructed to proceed with the exca- 
vations for the concrete foundations. It was mentioned incidentally 
that precautions would be taken to prevent flooding. 


(arnarvon.—A sub-committee of the Joint Committee of 
the Gwyrfai D. C. and the Carnarvon T. C. has recommended that 
we «heme promoted by Mr. Peterson's syndicate for the construc- 
timofa light railway from Carnarvon to Dinas Dinlle, and elec- 
tncity works, be assisted in every possible way under reasonable 
conditions. 


Central London Railway.—We read that to meet thie 
great rush of traffic, the three-and-a-half-minute service of trains 
hax now been altered to а two-and-a-half- minute service. 


Darwen.—The electric trams are stated to be ready for 
Board of Trade inspection. 


Dundee.—The Lochee Road electric tram route is ready 
for Board of Trade inspection. 


Glasgow.—4As stated last week, the buildings in con- 
nection with the power station for the new electric tramway system 
at Pinkston, Port Dundas, being somewhat behind, the Corporation 
kare decided to finish the buildings themselyes. The original con- 
tract amounted іо £50,000, Lut the contractors will only receive a 
5 allowance for the parts they have finished, viz., the 
oundations and part of the lower walls. The Corporation will 
employ men under the tramway department to complete the work. 
It may be of interest to mention that the successful contractors 
were the second lowest when tenders were opened. The lowest 
were offered the work, but declined to complete in 4 guaranteed 
time under a penalty. A mechanical engineer has now been 
appointed at a salary of £250 per annum to take charge of the 
steam plant at this new station. The drawings for the week ending 
22nd ult., amounted to £9,813 lls. 3d. as compared with 
£8,971 168. 5d. for the corresponding week last year. 

At а meeting of the Tramways Committee this week it was 
agreed that next session the Corporation should obtain Parlia- 
mentary powers to extend the electric tramway system to 
Clydebank—a distance of seven miles from the Royal Exchange; 
Bishopbrigys, a distance of about six miles from the same place ; 
Ratherglen and Cambuslang, a distance of about cight miles, and 
also along the Cumbernauld Road, past the Alexandra Park and the 
Provan Gasworks, another distance of about five miles from the 
Royal Exchange. In nearly every case the present trams run about 
halfway to all the above places, but owing to the rapid growth of 
the city in these directions the population on the outskirts and 
suburbs have a considerable distance to walk to the nearest tram 
terminus, In all, the total new mileage for which powers will be 
tought will amount in the aggregate to some 10 miles of double line 
or 20 miles single track. 


F Great Yarmouth.—It is stated that the municipal 
ectric tramways will shortly be completed. 


о. Maidstone and Faversham. —Тһе 
| mmissioners have submitted the Maidstone and Faversham 


du un Light Railways Order to the Board of Trade for confirma- 


* Netherton, Sedgley, &e.—The electric tramways 
and ea Lrediey Heath, Old Hill Netherton, Upper Gomal 
Colonel 1 5 have been at length opened for traffic. 
inspected th a as has been stated in the ELECTRICAL REVIEW, 
ago: and 5 equipment and the lines some six weeks 
Trade, j Y last Colonel Dunlop, on behalf of the Board of 
Netherton and а, the new tramway from Dudley to Cradley vid 
depót at Sedgley bohor ced line from Dudley to the tramway 
with electricity fro Which, within the borough, willbe supplied 


а m the Dudley Corporation generating station. 
Committee а pto he Electric Light and Tramways 
Parliamentary 88 5 end the Town Council to take steps to obtain 

powers to work the tramways when obtained, 


Light Railway 


St. Helens.—The Electric Supply and Tramways Com- 
mittee has instructed the town clerk to include in the application 
to the Board of Trade the sums required for the construction uf the 
tramways from Derbyshire Hill to the borough boundary in Newton 
Road; and from Station Road to the borough boundary in Bold 
Road. The borough engineer and borough electrical engineer were 
instructed to prepare estimates of the cost. The borough electrical 
engineer reported that the period of maintenance by the contractors 
of the overhead equipment on the Prescot and Denton’s Green 
sections had expired on August 21st ; that the equipment had been 
maintained in a satisfactory manner, and that it had been taken 
over by the Corporation on the day named. 


Southend-on-Sea.—Active operations have commenced 
in connection with the electric tram scheme of the Corporation. 


Wolverhampton.—At a meeting of the Tramwavs 
Committee of the Corporation last week, the members again con- 
sidered the question of reconstructing and electrically equipping 
the section of the tramways which runs from the Bilston Road 
terminus to Newbridge, Tettenhall, and after much discussion it 
was decided to advertise for tenders for the necessary material 
required for the work. 


TELEGRAPH AND TELEPHONE NOTES. 


Glasgow Telephones.—Permission was granted on 
Monday by the Corporation for the Committee on Telephones to 
open up the streets in the area bounded on the south by the River, 
on the west by Hope Street, along George Street and down High 
Street to the River again. The Corporation hoped the Committee 
would do their utmost to hurry forward the laying of the mains, and 
that they would disturb the public streets as little as possible. 


Government and the Eastern Telegraphs.—We repro- 
duce the following comments on an interesting matter from the 
Pall Mall Gazette :—'** Doubtless a time will come when all our main 
cables of the first importance will be in the hands of the Govern- 
ment, when they will only touch on British territory, and 
when they will be adequately protected from an enemy.’ 
These words were spoken by Sir George Robertson at the meeting 
of the British Association at Bradford, and they may be the means of 
hastening the acquisition by the Government of the principal sub- 
marine cables, more especially those connecting with the East and 
with Africa. Nor would there appear to be any insuperable 
obstacles in, the way, for the chief lines belong to English companies, 
which, for all practical purposes, are controlled by the same 
directors, the Marquis of Tweeddale and Mr. John Denison 
Pender being connected with the two Eastern lines and with two 
of the three African lines. Connecting England with the East 
there are the Eastern Telegraph Company, whose cables run through 
the Mediterranean to Eastern Europe, and the ‘Eastern Extension, 
which continues on to Australia, India, China, and Japan; and 
besides these there are the Indo-European, which is principally a land- 
line, and is controlled by a mixed board of directors, English and 
German, with an official Russian representative, and the Great 
Northern, which belongs to a Danish company. Running to South 
Africa there are three cables, owned by the Eastern and South African 
Company, the West African Company, and the African Direct Com- 
pany, all of which are practically subsidiary companies of the Eastern 
and Eastern Extension, the whole forming a compact group. 
Coming to the money part of the question, there necd be no more 
difficulty than was experienced when the Government bought the 
home telegraph companies, the terms of payment being scttled by 
arbitration based upon certain agreements come to between the con- 
tracting parties. The whole capital involved in the two big 
Eastern companies, for it would hardly be thought necessary to deal 
with those under foreign control, since no monopoly is aimed at, 
and the three African companies, is £12,529,288, namely, the 
Eastern, £7,262,098;. Eastern Extension, 22, 853, 300; Eastern and 
South African, £1,650,090 ; West African, £416,990 ; and the African 
Direct, £346,900. This, however, is the nominal capital only, the 
market value being somewhat more, the ordinary stocks of the two 
Eastern companies standing at a premium of about 50 per cent.; so 
that a sum of about £16,040,000 would represent the actual aggre- 
gate value of the five companies, and it is upon this basis that the 
purchase money would have to be calculated. When the Govern- 
ment purchased the home telegraphs the cost was about 10 millions, 
but some fanciful prices were given, in some cases the aggregate 
value of the stock calculated at the highest market price during a 
certain period, plus 20 years’ net income; but it is not to be 
supposed that such terms would be entertained as exacted in the 
event of a purchase of the submarine cables, but of course there 
would necessarily be an allowance for disturbance, seeing that 
the income of the company is steadily growing, and will pro- 
bably grow faster as our interests in the East and in Africa expand. 
Under any circumstances, however, probably the total sum required 
would not exceed 18 millions; and if this were raised at 3 per cent. 
the transactions would yield a good profit to the Government, for at 
present the Eastern and Eastern Extension alone are earning over 
£1,066,000 net profit per annum, what the African companies are 
earning being an unknown quantity, as they do not publish any 
accounts. There will, therefore appear to be no points of difliculty 
in the matter, and, as in the case of water companies, delay would 
mean the payment of a larger amount. It is hardly necessary to 
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deal with the Western lines, because our interests are neither so 
great nor so complicated in that direction, but here also is a direct 
English cable running from Valentia to Newfoundland, owned by a 
British company, the Anglo-American, with which arrangements fur 
purchase could, no doubt, be made. This matter does not press ав 
does the Eastern route, and may therefore be left alone for the pre- 
sent, with the remark that the nominal capital of the Anglo- 
American is £7,000,000, having a market value of £4,527,000." 


London and Brussels Telephones. — The Daily 
Chronicle says that 1t is announced that direct telephonic com- 
munication will be established between London and Brussels at the 
beginning of next year at a charge of 10 francs for three minutes’ 
couversation. 

The 7imes says that some very successful experiments have been 
made with the Brussels-London telephone. Conversations have 
been conducted with great distinctness, not only between Brussels 
aud London, but between Brussels and Manchester and towns in 
North England, a distauce of about 500 miles. The charge for five 
minutes’ conversation between London and Brussels will, it is stated, 
be 4s. The cable crosses the Channel between the Belgian coast, 
near Ostend, and St. Margaret's Bay, near Dover. The cable con- 
tains four wires, and runs 60 miles under sea. . | 

We are in a position to be able to say that the statement by the 
Times s altogether incorrect: no such experiments have been 
made: the 60-mile cable referred to does not yet exist, except in 
imagination 


National Telephone Company v. De Pass & Co.—In 
the City of London Court on Tuesday, says the Times, before Mr. 
Commissioner Kerr, an action was brought by the National Tele- 
phone Company, Limited, to recover the sum of £50 for the use of 
a private telephone wire supplied to the defendants, Messrs. Daniel 
de Pass & Co., Fenchurch Buildings, E.C., from their City office to 
their branch establishment at Barking. The defendants declined to 
pay because the wire had never been efficiently fixed: when they 
used it they heard voices in the exchange, although it was supposed 
to be a private telephone. The plaintiffs, on the other hand, 
declared that the wire had been fixed as well as possible. The diff- 
culties to be eontended with in carrying the telephone service to 
Barking were very great. For four miles the wires had to stretch 
alongside the sewer bank, where the inhabitants of Barking relieved 
the monotony of their existence by throwing disused kettles, old 
pails, and other missiles at the wires. Those articles weighed down 
the lines and interrupted the service. On several occasions whole 
leugths of wire had been cut off and taken away. Of course the 
police were communicated with, but with no result. The company 
did not guarantee that the telephones would work always. They 
only did their best in the matter, and they could not do more. The 
defendauts said they wanted the privute wire very badly, but they 
repudiated their liability under the contract, which was for five 
years, as the wire had never worked efficiently. The jury found for 
the defendants. Mr. Lewis Glyn, the defendauts' counsel, said they 
were willing, before the trial, to pay the plaintiffs £?5, without 
costs, but ithe company were so pig-headed they would agree to 
nothiug. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
BOUTH AMERICAN = 


Pará-Maranham ee ae "e ae @e March 1, 1900 


Ceará-Maranham m.. Feb. 20, 100 

Direct Cable Pernambuco - Para > . Bept. 19, 1900 Sept. 28, 1900 
West INDES :— 

Mole Bt. Nicholas-Cape Baitien ee ee ee March 6, 1900 oe ee 
сезса | dale ee ee °з ee ee June 20, 1800 ee ee 
Bt. Louis (Senegal)-Bathurst i ss .. Aug. 25,1900  .. i 
Tarifa-Tangier ee ae ее ee ee Jan. 2, 1900 ee ee 
Zanzibar-Mombassa , - ре . Sept. 20, 1900 

LAKDLINES:— 

C 


HINESE :— 

'Tientsin-Pekin ee t. СЕЈ ee ee June 12, 1900 ee ee 

Р. kin-Kalgan.. ee os T vs .. June 14, 1900 e 

Kalgan-Maimatchin T - s .. June 30, 1000 š 

Tientsin, via shanghai... > “> .. June 16, 1900 

Tientsin-Niuchwang . ee еә June 18, 1900 

SOUTH AMERICAN :— 

Communications with all offices of Columbia 
beyond Buenaventura "T Нр .. January 22, 1900. . 

Ecuador lendlines .. 5 .. March Ig, 1897 .. 

Landlines south of Serena .. July 80, 1900 


Communication via Hanekine” interrup 
on Persian tecritory oe T T 
Saigon-Bangkok ps 


ted 
.. Feb. 24. 1900 
. Oct. 2, 1200 


.. Oct. 8, 1900 

Trans-African Telegraphs.—A Reuter dispatch from 
Karonga, dated June 19th, stated that the African Trans-Continental 
telegraph line is completed to Kituta on the south end of Lake 
Tanganyika, and is expected to be carried by the end of July across 
the Anglo-German fronticr to Kassanga, the German station north 
of Kituta. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Aberdeen.— October 17th. The Tramways Committee 


wants tenders for 25 electric tramcars, and electrical equipments 
for six horse cars. See “ Official Notices " September 21st. 


Belgium.—October 10th. Tenders are being invited 
until October 10th by the Belgian State Railway authorities at La 
Bourse, Brussels, for the supply of 20,000 porcelain iusulators for 
telegraph lines, 65,000 ditto for telephone lines, 15 tons of 


galvanised iron wire 3 mm. diameter, and 60 tons ditto 4 mm. 
diameter. 


Bermondsey.—October 15th, The Vestry wants tenders 
for steam and other piping, feed pumps, tank and ironwork; also 
steam dynamos, battery charging motor booster and balancer. See 
* Official Notices " September 28th. 


Bootle.—October 13th. The Corporation wants tenders 
for a steam dynamo. See “ Official Notices” September 28th. 


Bradford.—October 9th. The Corporation wants tenders 
for an engine and dynamo and switchboard apparatus, &o., for its 
destructor works. See “ Official Notices” September 21st. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installaticn of 
two telephone exchanges, local and interurban, complete in all 
respects. See “ Official Notices " August 3rd. 


Bulgaria.— October 15th. The municipal authorities 
of Varna are inviting tenders until October 15th for the concession 
for the electric lighting of the town during a period of 40 years. 


Bulgaria.—October 22nd. Tenders are invited by the 
Municipality of Philippopolis for a concession for electric lighting 
and a tramway in that town. : 


'ardiff.—October 23rd.—The Corporation wants tenders 
for slow speed vertical engines and generators; boilers, economisers, 
&c., for electric tramways. Seo “ Official Notices” to-day. 


.€uba.—October 26th. The municipality of Cienfuegos 
is inviting tenders for a service of public electric lighting for the 
town. All inquiries and tenders to be sent to the Secretary's Office 
in Cienfuegos, Cuba. 


Dartford.—The Urban District Council 


tenders for the erection of an electric lighting station. 


Dundee.—October 15th. The Gas Commissioners want 
tenders for the supply and erection of three steel water tanks at the 
electric lighting station. Form of tender, &c., may be had on 
application to Walter H. Tittensor, city clectrical engineer, 
Dudhope Cresent Road, on deposit of £1 1s. 


Glasgow.—October 13th. The Corporation wants tenders 
for cables for connecting up plant, also for transformers connecting 
bars, at the Pinkston power station. See “Official Notices to-day. 


Great Western Railway. — October 22nd. Tenders 
are required for the supply of stores (from December Ist, 1900, to 
November 30th, 1901), including telegraph poles, apparatus aud 
accessories, electric light carbons, lamps, &c. See "Official Notices” 
to-day. i 

Grimsby.—October 6th. The Corporation wants tenders 
for wiring the free library. See “Official Notices " September 21st 


Grimsby.—October 6th. The Corporation wants tenders 
for the wiring of the Free Library. 


Ilford.—October 8th. The Council wants tenders for 
direct current meters and cut-outs. See ‘Official Notices 
September 21st. 


India,—October 16th. The Secretary of State for India 
in Council is prepared to receive tenders from such persons as may 
be willing to supply (1) a complete electrical installation for 
supplying power to a factory from a waterfall (about 3 miles distant 
from factory). The generator will be required to develop about 
500 xw., and the installation is to include complete plant of 
generators line, transformers, cables, motors, &. (2) a complete 
hydraulic installation required to develop about 500 H.P. from a 
waterfall approximately 620 feet high. The conditions of contract 
may be obtained on application to the Director-General of Stores, 
India Office, Whitehall, S. W., and tenders are to be delivered at 
that office on Tuesday, October 16th, 1900, after which time no 
tender will be received. (E. Graut Burls, Director-General 6f 
Stores.) 

London. — November 10th. The Streets Committee ol 
the Corporation wants to hire a mechanically driven dust gart. Sec 
* Official Notices" to-day. = 

Maidstone,—October 16th. The Corporation wants ten- 
ders for surface condenser and feed pumps. See “Official Notices” 
September 28th. 


Sheffield.—October 6th. The Corporation wants tenders 
for two two-phase steam alternators and exciters of 600 Kw. each, 
and the alteration of present single-phase plant to two-phase plant. 
See “ Official Notices“ September 14th. 


Spain.—October 11th. The Madrid Gazelle publishes a 
notification of the conditions on which a contract for the electric 
lighting of the town of Azuaga will be awarded. Tenders will be 
received by the municipality up to 11th prox., the upset price being 
9,000 pesetas annually for electric lights of 3,000 c.r., distributed 
in incandescent lamps of 10 and 16 c.r. 

Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on application direct to Mr, E. Berentsen, British Vice- 
Consul, Stavanger. 


is inviting 
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Nuffolk.—October 5th. The Visiting Committee of the 
County Lunatic Asylum wants tenders for the wiring and fitting of 
the County Asylum at Melton for electric lighting. See 
“Official Notices " September 14th. 


Sunderland.—October 15th. The Corporation wants 
tenders for 24 car bodies, trucks, and electrical equipments. See 
“Ofcial Notices " September 28th. 


Swansea,—October 10th. The Corporation wants 
tenders for cast-iron are and incandescent lamp standards, arc lamps, 
automatic switches and other fittings. See “Official Notices" 
September 28th. 


Warrington.— The Corporation wants tenderg for the 
installation of electric light mains and fittings into the electric 
tation and central sanitary depót. See ' Official Notices" Sep- 
tember 28th. 

Whitechapel.—October 23rd. The Board of Works 
wants tenders for an overhead traveller (hand driven) for the 
electricity works. See “Official Notices" to-day. 

Whitehaven.—October 13th. "Tenders are wanted for 
the supply and erection of a switchboard at their electric lighting 
station. See “ Official Notices” September 14th. 


OLOSED. 
Grays.—The Urban Council, on the advice of Mr. Preece, 
the electrical engineer, has accepted the following tenders :— 
Boilers— Messrs. Danks 42.825 0 


Steam Dynamos— British Schuckert Company .. 2,147 10 
Economiser— Messrs. Green .. hi i " i$ 241 10 
Switchboards—General Electric Company 628 15 
Battery —D.P. Battery Company .. és = T 836 1 
Crane— Messrs. Carrick & Ritchie .. šie - " 95 10 


Cables—Messrs. Callender .. P ve Ме .. 3,545 0 
А tender for a dust destructor building at £850 was also accepted. 


Kingston.—The Lighting Committee has accepted the 
render of Messrs. F. & Н. F. Higgs for extensions at the municipal 
electric works at £2,330. 


Rochdale.—The Guardians have accepted the tender of 
the Edison & Swan United Electric Light Company, (Manchester“, 
for 3,000 vards of tubing, and 6,000 vards of wire, for the electric 
lighting of the new infirmary. 


Worthing. — The Electric’ Lighting Committee have 
accepted the following tenders for the supply and erection of the 
neressary plant in connection with their electric lighting installa- 
tion ;— 

Dynamos—Messrs. Scott & Mountain 
Boilers, &c.—Messrs. Danks & Co. T Vs ee oda 
Manhole covers—Callender's Cable and Construction Co. 501 
Arc lamp posts— Messra. Mackenzie Bros $a ^ 1,358 
Stoneware casings— The Albion Clay Company .. . . 2,102 
Cable Work—Callender's Cable and Censtruetion Со. .. 5,967 
Storage batteries— Eclipse Brass and Copper Co., of York 984 
> T 710 


Boosters, &c.— Messrs. Laurence, Scott & Co, 

Economiser—Messrs. Lowcock, Limited  .. T . 372 

Travelling Crane—Messrs. Carrick & Ritchie - . 165 
With reference to the erection of the generating station and the 
alterations to the existing building on the site, there was a marked 
difference between the lowest tender received and the architect's 
original estimate of the cost, and at a meeting in committee the 
Couneil decided not to accept either of the tenders, but to carry 
out the works under the supervision of the borough surveyor. 


NOTES. 


Electrie Traction on Canals.—The Société de Traction 
Electrique Sur Voies Navigables has undertaken the installa- 
tion of a system of traction over a water-course of 76 km., 
extending from Béthune to the Scheldt; the boats used are 
Flemish sloops of 270 to 300 tons burden, with a draught 
of 1'80 metres. This navigable water-course is interrupted 
by six locks, The price of steam or horse traction is ‘0045 
franc per ton-kilometre; for the electrical installation, this 
tarif is reduced to +003 franc. The section in service at 
present 18 26 kilometres long: it is fed by two stations 
stuated 11 kilometres apart, and of a total power of 400 H.P. 
. current at 500 volts is produced by 8 gene- 
5 30 kilowatts, The overhead conductors are sus- 
Mi d posts 40 metres apart at a height of 6:50 metres 
Gilling ы vj path. The tractive power consists of 30 
a Bo ric tractors: each tractor, weighing 2 tons, 
only are dri on four wheels of -8 me re, two of which 
id shade tee ers. The length of the tractors is 4°25 metres, 

readth 1:45 metres. The electric tractor easily 


ү one or two boats of 30 
per hour.— L. eg iris E 0 tons at the rate of 3 km. 


Electric Trams at the Lakes.—The following important 
letter in the Times from the pen of Mr. Emile Garcke will 
be read with interest by those who followed the controversy 
regarding the Lakes electric tram scheme :— 


Sir,—We did not think it was necessary to reply to the letter 
which appeared in your issue of the 11th inst. from Mr. Rawnsley, 
the hon. secretary of the National Trust for Places of Historic 
Interest or Natural Beauty ;" but as our silence, coupled with the 
fact that we have withdrawn our present application for a light rail- 
way order, has been misinterpreted as a coueurrence with the state- 
ments made by Mr. Rawnsley, I shall esteem it a favour if you will 
allow me to make a few corrections. 

We have withdrawn our application for an order because, 
although the scheme was approved in principle by some of the 
authorities, several alterations in the proposed routes were desired 
by them, and could not be carried out by any modification of the 
order applied for, and it is necessary to apply for a new order if 
effect is to be given to the wishes of the local authorities in regard 
to the routes and other similar matters. 

Then, with regard to the alleged spoliation of the beauties of the 
district, we do not admit that this allegation has any solid founda- 
tion. We should be bad men of business if we proposed a scheme 
involving an expenditure of much capital, if we were not satistied 
that such scheme would be popular, not only with the people of the 
district, but with the numerous visitors. 

We quite appreciate that some people dislike not only electrical 
tramways, but also railways, and that the few who have been able 
to select one of the pretticst districts in the kingdom for their 
residences may desire to maintain their seclusion; but that is no 
reason why the much larger number of people who are unable to afford 
to pay the heavy fares charged by the coaches in the district, and who 
are much less able to reside in the district, should be excluded from 
it. It must not be forgotten that the lake district does not belong 
to the few who reside in it, and the argument that electrical tramways 
would spoil the district fur every one is quite inconsistent with the 
other argument, that the tramways will bring a large number of 
people into the district. 

There is no difficulty whatever in quoting a considerable number 
of places on the Continent and in America, containing equally 
beautiful features as the English lake district, where the view pre- 
vails that not only should the beauties of the district be brought 
within reach of as many as possible, but that the introduetion of 
electrical tramways appreciates the value of the property and the 
attractions of the district. : 

I am, Sir, vour obedient servant, 
E. QARCKE, Managing Director, 

The British Electric Traction Company, Limited. 

September 22nd. 


Electric Lighting Provisional Orders. —A statutory 
return just issued shows that applications made to the Board 
of Trade last year under the Electric Lighting Acts of 1882 
to 1890 numbered 111, the largest in any year except 1890 
and 1883, when the totals were 166 and 116 respectively. 
There were 109 orders asked for in 1899 and in response the 
Board made 90, all of which, save one, were confirmed by 
Parliament. "Two licenses were also applied for and granted. 
The orders applied for since 1882 amount to 753, of which 
430, allewing for those subsequently revoked or repealed, 
now stand confirmed. Of 48 licenses asked for only three 
remain in force at the present time. The growth, says a 
financial daily, in the number of orders alone, however, is 
ample testimony of the development of the electric lighting 
industry and a secure promise of its prosperity in the future. 
Of the applications for orders 59 were made hy local authori- 
ties and 49 by 27 companies or persons. Six orders affected 
the County of London. Three asked for by the local 
authorities were granted ; two made by companies and 
opposed by the authorities were also granted, and one made 
by a company and opposed by the authorities was rejected. 


The Pan-American Exposition.—The progress that 
has so far been made in erecting the buildings of the forth- 
coming Pan-American Exposition to be held near Niagara 
Falls is very pleasing to those who have the affairs of the 
great exposition in charge. The Electricity Building is to 
be 500 by 150 feet, and in it there will be 75,000 square 
feet of exhibition space available. It will be devoted to 
three groups of exhibits, namely, the service plant for the 
transformation and distribution of the 5,000 H.P. to be 
transmitted from Niagara Falls for lighting and power 
purposes : a collective exhibit of historical interest, con- 
taining illustrative models and apparatus showing important 
advances in the art ; the commercial exhibit, showing articles 
possessing distinctive merit, either in workmanship, novelty 
or usefulness. 


aaa a, 
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Left Behind in One Thing.—A Consular report on the 
trade and finances of Mexico has just been issued from the 
Foreign Office. Among many other matters, it is stated 
that the use of electricity for lighting, traction and power, 
is rapidly on the increase. The Financial Times quotes :— 
* Already nearly every town in the Republic is lit by elec- 
tricity, a statement which may well cause surprise when во 
little progress has been made in this direction in Great 
Britain, and it is also matter for regret that the exports from 
this country to Mexico of electrical apparatus are on an 
exceedingly small scale. Out of £9,000 worth of electric 
batteries imported into the Republic in 1899, only £409 
worth came from England, and of electric incandescent 
lamps, to the value of £16,000 imported, nearly the whole 
were supplied by the United States and Germany. But it 
is not only in electrical appliances that we are being left 
behind." 


Vtilising the Energy Lost in Resistances.—In a 
recent issue of the JZlektirolechnischer Anzeiger an anony- 
mous writer suggests utilising the energy lost in auxiliary 
resistances, such as those used for regulating the speed of 
motors, steadying arc lamps, &c. For instance, the resistance 
for regulating the speed of a fan motor may be switched in 
for quite a while, while the fan motor is running at less 
than full speed. In this case he suggests the use as 
auxiliary resistance of a low-voltage incandescent lamp 
placed in a room not too far away from the motor. At 
its side he suggests placing another lamp to be supplied 
with current direct from the supply mains, and arranging the 
connections so that as soon as the resistance lamp of the 
motor is switched out the other lamp is automatically 
switched in, the circuits being such that the two lamps 
cannot be lighted at the same time.— American Electrician. 


Personal.—On Friday evening last the employés at the 
Woking Electricity Works presented Mr. A. J. Wheatley, 
engineer and works manager, with a silver cigarette case, 
suitably inscribed, together with an illuminated address, as a 


small token of their esteem and respect for him, on the 


occasion of his leaving Woking. 

Mr. R. L. Acland, who has recently been appointed elec- 
trical engineer to the Corporation of Chesterfield, has now 
taken up his duties in that town. 

Prof. Alex. B. W. Kennedy informs us that the style of his 
firm will be henceforth Kennedy & Jenkin. All future com- 
munications should be addressed to the firm in this manner 
at 17, Victoria Street, S.W. 


Appointments Vacant.—A shift engineer at £2 per 
week is wanted for the Blackburn electricity works. Two 
assistant engineers at £120 per annum, are required for the 
West Hartlepool electricity works ; and a borough electrical 
engineer at £250 per annum is called for at West Bromwich. 

A mains superintendent is wanted at Southampton at 
£150 per annum. The Poplar Board of Works require an 
accountant and chief clerk for the electricity works at £150 
per annum. See our “ Official Notices,” 


Lectures.—Prof. Thompson's course of lectures on 
“Polarisation of Light" commences on Friday, October 12th, 
at the Finsbury Technical College. A course by Mr. E. 
Rousseau on “ Electro-deposition " commences on Wedues- 
day, 10th inst. See our advertisement pages for details. 


Fatality.—On Wednesday last week a fitter named 
Haines was engaged with another man in placing in posi- 
tion a fly-wheel and shaft at the Manchester Corporation 
electric light works in Dickinson Street. Haines went into 
the crank pit into which the shaft had to be lowered, and 
whilst he was there the packing on which the machinery 
was resting gave way, causing the shaft to move and pin 
him. When he was extricated it was seen that he had been 
seriously injured. He died before reaching the Manchester 


Infirmary. At the inquest the verdict was “ Accidental 
death,” 


The Copper Market.—The last issue of Messrs. H. R. 


Merton & Co.’s statistical circular shows that stocks have 


fallen by 1,042 tons during the month, while prices have 
also declined 7s. 6d. per ton. The shipments from North 
America have amounted to only 9,858 tons, as compared with 
16,845 tons in August, and 18,289 tons in April. During 
the seven months ending August 31st, 1900, 106,679 tons 
of copper were shipped from North American ports to 
Europe. This represents a monthly average of 15,240 tons, 
The supplies from Spain and Portugal, from Chili and from 
Australia in September, have been about the average, while 
those from the outside countries show a slight falling off, 
being 3,113 tons, as compared with a monthly average of 
1,000 tons for the preceding 12 months. The total 
supplied in September reached 19,521 tons, and the total 
deliveries 20,563 tons. The shipments of “Standard” 
copper to America from Liverpool and Swansea have been 
nil. The price of G.M.B.’s on September 30th was £72 
128. 6d., as compared with £73 on August 31st, and 
£73 12s. 6d. on September 15th. | 


Life Guard for Electric Trams.—We illustrate below 
the form of life guard which is being used on four of the 
Bolton Corporation electric trams. When not in use the 
guard rides free of the rails, and we understand that it will 
readily pick up anything larger than, say, a brick, which may 


be on the track; in fact, it has already saved a couple of 
stray sheep, not hurting them in the least. The guard is 
the invention of Mr. Arthur Hudson, chief motor inspector 
in connection with the Corporation trams. It is being mace 
by Messrs. Horsfall, Heathcote & Co., at their Bradshawgate 
Engineering Works, Bolton. 


The Electro-Harmonie Society.— The fifteenth season 
of this society will be opened on Friday next week, 12th inst., 
with a smoking concert, to be presided over by Mr. J. Wilson 
Swan, F.R.S. The society has returned to its old meeting 
place, viz., St. James’s Hall Restaurant. We would add that 
the society extends a very cordial invitation to engineers to 
become members. Applications for particulars should be 
addressed to Mr. C. E. Grove, the hon. sec., Rosedale, 
Selsdon Road, Wanstead, Essex. 


| ° a 

Marriages.—On September 5th, at Glasgow, Mr. D. 
Martin, A.M.LE.E., of Messrs. Mechan & Sons, was married 
to Miss Margaret M. T. McFie, youngest daughter of Robt. 
McFie, Esy., engineer, Glasgow. From the foremen of 
Scotstown Iron Works and the men of the electrical depart- 
ment, Mr. Martin received two handsome presents. 

On Thursday last week Mr. Bertram Thomas, the present 
proprietor of the Cornbrook Telegraph Works, in Manchester, 
and who has been for a great number of years engaged in 
telegraph and other electrical work, was married to Miss 
Ethel Benham, daughter of the late John Benham, Esq., of 
Clapham Park. 


| 
‚| 
А 
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NEW COMPANIES REGISTERED. The costs deserve particular notice at atime when increases are 
| unfortunately only too common. Coal is now well below 1d., and 
| СИРИ the reduction amounts to no less that $d. in spite of higher market 

General Electric Company (1,900), Limited (67 307 ) rates. Wages are very moderate at just over $d. The engineering 
parry gre Maik . 5 q 5 economies have brought the works cost below 2d., and the com- 
4800, 000 1n res, to acquire the business ; A i : * | 
Electric Company, Limited (incorporated in 1889), and to carry on paratively small increments in the other items have allowed the 
the business of electricians, electrical and general engineers, iron- total costs to be reduced by over 1d. to the figure of about 24d. Mr. 
mongers, makers of electrical tramcars, motor cars, carriages, cycles Wilkinson must be congratulated upon the steady reductions which, 
and vehicles, dynamo and motor manufacturers, makers of tele- coupled with the increased output, have turned a deticit into a 
phones, bella, electroliers, arc and other lamps, electric light fittings, profit 
jndia-rubber, asbestos and other insulating materials, chemical aud і Cost оғ PRODUCTION. 
other apparatus and all electrical accessories and appliances, &c. 1898. 1809. 

The first subscribers (each with one share) are :—G. Byng, 71, Queen Gross. Per unit, Gross. Per unit, Increase. 

Victoris Street, electrical engineer; M. Byfg, 71, Queen Victoria Coal .. .. .. .. £1,027 12934. £1,339 *88d.— “35d. 

Street, E.C., electrical engineer; H. Hirst, 71, Queen Victoria оп wasta, water toco] 159 19d. 298 15d. — 044. 

Street, E.C., electrical engineer; A. Eckstein, Peel Works, Adelphi, 5 od | 

Salford, electrical engineer; W. White, 71, Queen Victoria Street, in generation and distribu- - 092  -82d. 803 “584.— 20d. 

EC, electrical engineer; E. Wilson, 71, Queen Victoria Street, jon. AG P. 

EC, clerk; and T. J. К. Alwood, 71, Queen Victoria Street, E.C., building ошоо Бойс; | 384  '46d. 503 *38d. — 13d. 

accountant. The number of directors is not to be less 2 threc dynamos, &c. ) 

vor more than nine. The first four names are the first directors; 5 | E ae 

qualification, £1,000 ; remuneration as fixed by the company. Works costs Н кан 270d. 22,878 ке, 216 

Registered office, 71, Queen Victoria Street, Е.С. 25 128 154d. 106 07d. — 08d. 
e 2 B 59 s PD YR eo) — сов 

Sussmann Electric Miners' Lamp Company, Limited аа шашы ing engi } 301 36d. 339 22d. — 14d. 
(67,293).— This company was registered on September 26tb, with a General establishment v 
epit of £30,000 in £1 shares, to acquire the business of the charges, stationery and | 112 13d. 131 *09d. — Odd. 
Sussmann Electric Miners’ Lamp Company, Limited, to adopt an рер сета зр charges and j 
agreement with the said old company and its liquidator, and to Other expenses 
amy on the business of manufacturers of and dealers in “=. 

‚ givanic batteries, miners’ and other lamps, electrical Total costs £2,803 3°34d. £3,449 287d, —1:07d. 
apparatus, telegraphs, telephones,  electro-motors, ee 
ud all chemical and other substances, apparatus and appli- : : | f : à : 
cuf use in-ceonnestion. therewith. Ahe hist: subscribem The profit statement contains a curious item, i.c, a reduction in 
(ah with one share) are:—R. Warner, 10, Walbrook, E.C., the interest amount. Taking the financial charges for 1899, it 
xwuntant; А. Castle, 37, Walbrook, E.C., gentleman; H. R. appears that they arc less by £289 than in 1898. As the gross profit 
Westan, 10, Walbrook, E оа = 5 сарае m increased by £1,216, the loss of £728 in 1898 was not only met, but 
Sudborne Road, Brixton, S.W., gentleman; H. Munford, 2, Hea the amount of £777 was left 1 indicating that the 
Villa Rosslyn Park, Earlsfield, S.W., gentleman ; J. A. Bush, 184, е ЕИ е аа оа pu SN i т 
Seymour Strect, N.W., gentleman; and Р. Е. Н. Sewell, 36, Manor corner has been turned, and the business is now casily paying its 
Read, Brockley, gentleman. The number of directors is not to be vay. 
les than three nor more than five; the subscribers are to appoint the Pnorrr STATEMENT. — 150 
ші; qualification, £50. Interest on loans .. .. ... . . £1,445 £1,019 
— Á——Í Sinking fund for repayments ..  .. 1,152 1,289 
Net profit carried forward .. „„ 728 777 
SUPPLY STATION ACCOUNTS. Gross profit. . £1,869 43,085 
THe supply of clectrical energy was com- 

Harrogate ^ menced in Harrogate under Mr. G. Wilkinson's 

Corporation supervision in April, 1897. The district has a 

Electricity population of about 20,000, and the works are, CITY NOTES. 

Accounts. therefore, comparatively small, but are being 5 
rapidly extended. The growth of the business Direct West India Cable Company, Limited. 
isshown by the following figures :— THE report of the directors presented to the meeting held on 
Number of б 7 í а 
Capita, units sold, Maximum load, Gross profit, кн по ени harcholders duly audited statements of 
En р 8 е г audited statements o 
1897 pee 62,622 132 Kw. — £704 wie June ath, 1900, The net result is a о of £5,453 18s. 3d., cu is 
1898 £38,730 201,363 198 „ + 1,869 satisfactory, considering the circumstances under which the company has to 
К ‘ork, but it favourably with tit of £19,186 1s. 1d. mad h 
1899 £50,270 365,404 348 „ 4- 3,085 previous year when revenue was greatly sided by the Spanish-American war 
15 1897 to 1898 the capital expenditure increased by £11,432, and hen paid, апа it is now proposed ло make a further distr bition of Зу per centa 
is was almost exactly the figure again for 1898 to 1899. The load, which will leave £3,650 18s. 3d. to be carried forward, thereby increasing the 
: А » Е nount to th dit of rev to £25,146 15s. ld. Th any's 
and more particularly the units, rose more rapidly last year than in cables. солып: ж work with complete efficiency. Under the deed Шол 
theprevious one, so that the business seems to have plenty of scope. debentures have been acquired and cancelled, Which a о ш as M OE 
it iture. . Geo. G. E t thi: 
GENERAL STATEMENT. 980881005 ant eins eligible, offer. themselves "for теленд. Меко. 
di " Novo 250.270 ЭН оо, Holroyd апа West, the auditors, retire, and offer themselves for re- 
Total cap expenditure j ‚2 ‚54 . 
Number of units sold 201,363 365,404 164,041 а — 
Maximum load in Kw. 198 348 150 Halifax and Bermudas Cable Company, Limited. 
Gross revenue бз £4,672 £6,584 21,862 THE report presented at the cleventh annual meeting, held on 
Gross expenditure £2,803 28,449 £646 September 27th, reads as follows :— 
Gross > The directors beg to submit to the sharcholders dul dited stat ts of 
A pro fit HE icu us £1,869 £3,085 £1,216 кессе: the Scar Saale June “30th, 1900. “ihe Ree resul ‘of (he years 
verage price per unit sold oes 5:46d. 4*19d. — 1:34d. working is а profit of £3,795 75. 9d., аз compared with £10,141 19s. 10d. for the 


The revenue from all sources has increased by the substantial sum 
of £1,862, which is accompanied by a reduction in the receipts 
from sale of energy of 114. per unit. At 54d. the price was rather 
ligh. It now stands at just over 4d., and the reduced tariff should 
“ncourage custom. No doubt it is to this that may be attributed the 
5 financial Position. The receipts from various sources 
s dd п energy and metor rents show an appreciable increase, 
Ud. ng in the fall per unit on the gross figure coming out at about 


REVENUE STATEMENT. 


1808. 1899. 


Eale of en Gross. Perunit. Gross. Perunit. Increase 
G £4,582 5464. £6,272 412d. — 134d. 
вара ta, do... MET 84 10d. 129 08d. — 02d. 
Bandy les . % „ „„. s 183 098.7 oga 
2t Es e. 6 Old. 7 1125 : 

Grose revenue 


— 


4.672 557d. 26,534 429d. — 128d. 


previous year. This important reduction is mainly due to normal times as 
compared with a period which was benetited largely by traffic arising from the 
Spanish-American war. An interim dividend of 24 per cent. has already been 
paid, and it is now proposed to make a further equal payment, which will 
together absorb £2,500, and leave £1,205 7s. 9d. to be carried forward. This 
will increase the amount to the credit of revenue account to £18,002 89. 3d. 
The company's cable continues to work with complete ећсіепсу. Offers for 
the sale ot debentures to the trustees were invited in December and Junc last, 
and £5,197 2s. 5d. was paid for £5,200 of debentures, which amount has been 
written off capital expenditure. Mr. Geo. G. Ward and Mr. Fred. Ward retire 
on this occasion, and being eligible, offer themselves for re-election. The 
auditors, Messrs. Gribbon, Holroyd and West, retire, and offcr themselves for 
re-clection. 


The report was adopted unanimously. 


Newcastle-upon-Tyne Electric Supply Company, 


Tum report of the directors of the Newcastle Electric Supply 

Company, Limited, on the extended Parliamentary powers secured 
by the company, states that both the Bill to secure powers to the 
company outside the area defined by their original provisional order, 
aud the provisional order for the supply of electricity to Gosforth, 
have now received the Royal Assent and passed iuto law. The 
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competition with which the company was threatened by the introduc- 
tion, during the past Parliamentary session, of the Tyneside Electric 
Power Company's Bill, has been removed by the promoters having 
failed to secure their Bill. The acquisition of the powers and rights, 
secured by special Acts of Parliament and provisional orders, entails 
upon the company the obligation of taking immediate steps for the 
generating and supplying of electricity in the whole of the area for 
which they have powers. This will necessitate considerably 
extended capital powers, and it is the intention of the directors, as 
soon as their plans are matured, to approach the shareholders and, 
if necessary, the publie, with the object of securing the additional 
capital required. In the meantime the organisation of the company 
requires to be at once extended and strengthened, and the object 
which the directors have in calling the shareholders together at the 
present time is to explain the new and greatly improved position of 
the company’s prospects, and to vary the articles of association so as 
to allow of an increase in the numbers of directors by the addition 
of such gentlemen as are willing and able to assist the present 
directorate in the maturing and carrying out of the extended plans 
and operations, which will result in the erection of a large power 
"tation capable of supplying energy over the whole of the company’s 
area, 

An extraordinary general meeting of shareholders was called 
for Thursday, October 4th, and the directors suggested the share- 
holders’ approval of the election as directors of Sir Lindsay Wood, 
Bart., and Mr. John H. B. Noble. 


Stock Exchange Notices,—Application has been made 
to the Committee to appoint а special settling day in, and to grant 
a quotation to — Telegraph Manufacturing Company, Limited— 
Further issue of 5,000 shares of £5 each, fully paid: and they have 
appointed a special settling day as under :—-Thursday, October 11th, 
Eastern Extension, Australasian and China Telegraph Company, 
Limited—--Further issue of 50.000 shares of £10 each issued at £3 
per share premium), £5 paid of which £3 is capital and £3 is 
premium), Nos. 250,001 to 300.000, and has ordered same to be otti- 
cially quoted; also British Columbia Electric Railway Company, 
Limited- Further issue of 1,600 5 per cent. non-cumulative prefer- 
ence shares of £10 cach, fully paid, Nos. 37,001 to 38,600. 


Anglo-American Telegraph Company. Limited.— 
The directors have resolved. after placing £6.000 to the credit of the 
renewal] fund, to declare an interim dividend forthe quarter ending 
september 30th. 1900, of 15s. per cent. on the ordinary stock and 
£1 10s. per cent. on the preferred stock, less income-tax, payable on 
November 1st. f 


Eastern Telegraph Company. —The directors announce 
payment on 15th prox. ofa dividenil at the rate of 34 per cent. 
per annum on the preference stock of the company for the quarter 
ending 30th inst., and the usual interim dividend of 1} per cent. on 


the ordinary stock, in respect of profits for the quarter ended June 
30th. 


Recording Telegraphs Company.— An extraordinary 
general meeting was held at, Winchester House on Monday, Mr. J. A. 
Sillars presiding, when a resolution for wiuding up voluntarily 
was passed. 


British Electric Traction Company.—Warrants for 


the debenture interest have been posted. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—'The receipts for the week 
endin 5 29th, 1900, were £767 18s. 8d.; receipts for corresponding 
pe , 1899, £768 28. id.; aggregate for half-year to date, £17,662 198. 2d.; 
aggregate corresponding period of last half-year, £17,536 0s. 6d. 


The Bristol Tramways and Carriage Company.— The receipts for the week 
ending September th, 1900, were £8,402 19s. На. ; corresponding period, 1899, 
£8,059 17s. 3d. ; increase, £813 2s. 5d. . 


The Central London Railway.—The receipts for the week ending September 29th, 
1900, were 45, 208; previous week, £4,891; increase, $817. Total receipts 
to September 29th, 1900 (9 weeks), £42,407. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending September 80th, 1900, £1,574; October ist, 1899, £963; increase, 
£611. Total receipts for half-year, 1900, to date, £19,621; corresponding 
period, 1899, £12,155; increase, £7,136. Miles open, 1900, 42; 1899, 34. 


The Cork Electric Tramways and Lighting Company.— The receipts for the 
week ending Thursday, Beptember 27th, 1900, were 2443 158. 9d.; corre- 
sponding week last year, £896 3s. 9d.; increase, £17 128. Od. Total to 
September 27th, 1900, £16,167 2s, 7d.; corresponding period last year, 
£14,549 3s. 114.; incroase, £1,317 18s. 8d. р 


The Dover Corporation Tramways.—The receipts for the week ending 
September 29th, 1900, were £255 9s. 10d.; September 30th, 1899, £210 18s. 04. ; 
increase, £14 16s. 10d. Total receipts to date, 1900, £8,233 128. 24d.; corre- 
sponding period, 1899, £7,472 14s. Od.; increase, £3¢0 18s. 24d. Miles of 
track open, 1900, 8: 1899, 3. Car miles run, 1900, 5,164; 1999, 4,464. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, September 28th, 1900, were as follows :—D. U. T. Co., horse cars, 
£27 38. 1d. ; ditto, electric cars, 48, (51 10s. 114.; D. S. D. Co., electric cars, 
£54 15s. 8d. ; total, £4,583 98. 8d; corresponding week last year—D. U. T. 
Co., horse cars, £1,062 188. 2d. ; ditto, electric cars, £1,983 19s. 11d. ; D. S. D. 
Co., electric cars, £785 4s. 4d.; total, £3,782 28. 6d.; increase, £751 
бв. 10d. ; aggregate to date, £65,188 17s. 10d.; aggregate to date last year, 
£68,667 28. 6d.; increase to date, £6,466 15s. 4d. The mileage worked is 
48 miles electrically, 1 mile by horses, as against 24 miles electrically, 
20 miles by horses, for the corresponding period last year. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
Beptember 80th, 1900, were £1,685; corresponding week last year, £1,481; 
increase, £204. Total traffics from July lst, 1900, £22,680 ; ditto correspond- 
ing period, 1899, £21,617; increase, £1,063, Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening, 

THE General Election, the situation in the Far East, and the 
strength of the Money Market are now arrayed in powerful com. 
bination to prevent the accession of business that the Stock 
Exchange had lately prophesied would come at the last quarter of 
the year. Trade is so quiet in Capel Court that many members 
have prolonged their holidays, and the cry is continually ascending 
that office expenses are not being paid. Under these circumstance: 
the Electrical Markets should be duly grateful for the support that 
is accorded them, despite the absence of business. In the supply 
department three of the principal investment shares are 10s. to the 
good. Telegraph stocks are without any significant alteration, and 
the Electric Railway descriptions are the merest shade better, 

We are able to announce that next week will see the public deu 
of an important addition to the list of manufacturing companies. It 
will be issued under the style of the General Electric Company, 
with a share capital of £800,000 divided into equal proportions of 
Ordinary and Preference. There will also be Debentures to th 
tune of £200,000. The vendors, it will be found when th 
prospectus appears, are taking all the Ordinary share capital in par 
payment of the purchase money, and also stipulate for a certain 
amount of the Preference shares and Debentures. The Genera! 
Electric Company, as our readers are aware, is already existent, 
but the small private company now known by that name will give 
place to the large public enterprise, and its issue will be of parti- 
cular interest in so quict a season for capital appeals as the 
present is. 

Negotiations are on foot for the acquisition of the Bournemont)) 
and Poole Electric Supply Company by the local authority. In 
anticipation of the undertaking fetching a good price, the Ordinary 
and Preference shares have been advanced this week to 124 and 101 
respectively. This is very much in the nature of a step in the 
dark, as nothing is known vet as to the price which may—or ma; 
not— be offered. The company’s capital is £150,000, divided into 
moieties of Preference and Ordinary shares o£ £10 each, and there is 
a Debenture issue, of recent date, amounting to £70,000, A- 
regards electric lighting shares other than those of companies tht 
operate iu the metropolis, Oxford Ordinary are £6, Calcutta 64 
Blackheath and Greenwich Ordinary 10s., and Royal Electric of 
Montreal ($100 shares) 175. 

The trio of rises alluded to as having occurred in the supply 
section have been induced by a small amount of buying helped bs 
bear covering on behalf of some of the dealers in the market, who 
found themselves short of shares in consequence, partially, of th: 
gradunl merging of new into existing issues that is taking place. 
Metropolitan new are now dealt in for the special settlement, anc 
are quoted at £3 premium, which is 158. up on the week. The old 
shares have also recovered the 10s. that they lost, Westminsters 
doing exactly the same. St. James's and Pall Mall are now 154. 
which is a sovereign below the highest price touched this year, auc 
18 above the lowest. In 1899 the extreme fluctuations were betwee: 
18 and 15, so that there would seem to be some room for a further 
rise. There are now no new St. James’s, but the latest Westminster 
are quoted at 114, being dealt in for the ordinary account. 

Central London “splits” are being wanted, both classes puttin- 
on 5s. to their price. The Preferred are entitled to 4 per cent. on! 
of the dividend declared on the Ordinary, а ,y balance going to the 
Deferred. Market calculations are at present pointing to 4 pr 
cent. being paid on the Ordinary for the first year’s working, whic: 
justifies the two descriptions of divided shares standing at the same 
quotation. As we pointed out a fortnight ago, it is impossible | 
tell what profit the Central London is making, because no data cor 
cerning expenses are vet available, and dividend guesses must: 
necessity be exceedingly vague. 

In our last week's issue we drew attention to the proposed elec 
trifying of the Mersey Railway, and it is evident that some drasi 
measures must be resorted to before the company can be placed in s 
paying position. The Ordinary share capital is nearly 14 mill 
sterling, upon which not a penny has been paid by way of divide: 
since the shares were issued in 1881. The fully paid £20 shares are 
quoted at 15s. This is a worse record than that of the Metropolita 
District, whose stock has fallen sharply this weck, being now n 
better than 242. Metropolitan Consolidated is also flat at 93. 
the two companies are said to be in a bad way, the District mor 
particularly. 

Beyond a weakening of Anglo-American. “А "апі ‘В 7 stock» 
the telegraph market shows very little change, prices being we 
maintained, but business not displaying any evidence of return 
National Telephone shares have been flat, but are above the кот: 
recorded price. А good many shares have come on fhe market fi 


the provinces, and the result of the company’s latest lawsuit dio~ 
not tend to reassure shareholders. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


. Bearer, 1,050—3,975, 4,327—6,400 | 100 | 5 ET 
$20,000 1 Deb. Stock 1 .. 113 —118 
; an uth African Tele h, 4 ort. e 
- X = Der. Pte 4 % 2 с 50 100| ... |... |... 99 —102 
MO! Do. 4 % Reg: Mt. Debs. (Mauritius Sub.) 1—8, 000 | 255 d .. |100 —103 
327 Globe Telegraph and Trust 10 | 44 5i 54% 104—114 
2 Do. do. 6 V Pref. 10|6 6 143— 15} 
; 2.99000 | Great Northern Telegraph, of Copenhagen 10 10 194 32 — 34 
| 84,900 Halifax and Bermuda Cable, 44 95 1st Mort. ` Debe., J 100 98 —101 
within Nos. 1 to 1,200, Red. ái in 
8 17,000 | Indo-European Telegraph .. 25 10 & 10 % |10 49 — 53 
1080001 London Platino-Brasilian Telegraph, 6 % Debs. 100 6 Ss . . 103 —1C6 
1680 | Montevideo Tel резе, Limited, Ord., Nos. 1 to 73,680 .. Lg wu m Vus 1— 4 
86,491 Do. do. 5 95 Pref., Nos. 1 to 86,92 1/4 4 24 1— 1 
prs National Telephone, 1 to 490,0 we | 56 6 5 4h— 42 
Do. 6 % Cum. lst Pref. ..| 1016 6 6 13 — 15 
| 15,000 Do. 6 Cum. 2nd Pref. .. 10 6 6 6 13 — 15 
- $50,000 Do. Non-cum. 3rd Pret., 1 to 250,000 5 5 5 6 5 — 5 
- $000,0007 Do. 34 % Deb. Stock Red. Stock 34% | 34% | 3 98 —101 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1/5 5 5 i— 1i 
100,0007 Pacific and European TeL, 4 % Шар Debs., 1 to 1,000 ... | 100 | 4 & ы . |100 —103 
11,939 | Reuter's .. e | 815 5% |5 7— 8 
3,381 Submarine Cables Trust 7 $us vel Cert.) ... T 126 —131 
$6,000 | United River Plate 3 5 5 6 7 4$— 54 
16,639 Do. do. 5% Cum. peri Nos. 1—16, 639 51 x 4 
179,947 Do. do. 5 % Debs. . Stock 104 —107 
100, 0007 West African Telegraph, 5 % Debs... 100 98 —101 
90,008 | West Coast of America, Nos. 1—30, 000 and 53,031—53,008 24 — 
150,000 Do. do. 4 % Debs., 1—1, by Bras. Sub. Tel. | 100 si 100 —103 
389731 | Western and Brazilian Telegraph 4 & Deb. Stock Бой. Stock} .. | .. | . 
197,930 Western Тат Ltd., Nos. 1—207,930 .. 10/1795 |7 95 | ... | 142—151 
baee ul JS Debs. 2nd series, 1906 100 | .. am n: 
an Т айа, elegraph .. "t „| 10, 2 2 — 1 
94,563 Do. do. do. 6 % Cum. 1st Pref. ... | 10| 6 eb | Oh 71 
4,669 Do. do. do. 6.95 Cum. 2nd Pref... 10 | 6 6 — 7 
| 80.0007 Do. do. do. 5 / Debs., Nos. 1 to 1,800 | 100 | 5 105 —108 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 | 5 4 6 6 7 — 8 
13,000 Do. do. 7% Cum. Pref... | 5 7 ? "d œ | 8 9j 
50,000 Саш Оюн and Strand Electricity Supply ... "t 5 7 859 7 9 — 10 
20,000 о. до. do. 41% Cum. Pre | 555. 52— 58 
34,000 3 Supply, Ord. CM UE 6 6 61— 74 
150,000 do. do. Deb. Stock Red. ... Stock 4 ae | 110 —113 
60,000 | City of London Electric Lighting, Ord. 40,001—100,000... | 10 10 6 7 4%| 81— 94 
40,000 Do. Cum. Pref., 1 to 40,000 . 10/60 6 — | 124— 133 
400,000 Deb. Stock, Scrip. (iss. at £115) all paid | ... | 5 $ 124 —129 
22000 County « ot Lond & Brash Prov. Elee Ltg., Ord. i—40,000 10 nil | nu 4 1 84— 9 
300,000. do. do. 6 % Pref., 40,001—60,000 10169,1695, | .. | 11 — 12 
16100 Do. 4 % Deb. Stock, Prov. Certs (all paid) Rd. . "uw eso] o [107 —110 
750 Edmundson's Elec. Corp., Ord. Shares s 55 17 9$ | .. 44— 5 
9 1009 Do. do. 43 % let Mort. Deb. Stock.. 10 100 —103 
ао London Electric Supply Corporation, Limited, Ord. S us " fs li— 2 
Do. do г Ф Mi Db Bek RA Stec. mr cl lr 
o. 4% 1st Mt. Db. (i — 
220000 Meiropolitan шей ly, 101 to 62,500 .. 10 | 6 IE T 5 * 5 * | 124— 134 
n 000 D? 4i Mortgage Debenture Stock | s in = 
6452 N 35% Mort. Deb. Stock Red. " 
40,000 Notting Н Hill Electric Ligh е 10 6 % 14} 154 
2000 15 end Pall a ear Light, Ont, iz S 5 Hid 14} T 13 — 1 
ко Smithfield Market Blot Supply, ort | — а 
т, 8 London Electricity Supply, Ord. 3— 4 


Comm: 
1563 
6,000 
. $0,000 
! 98,6002 
Do 
{ ^ 


Present 
— NAME. 


110,900 | African Direct Telegraph, 4 % Debs. 
125,000 Amazon Telegraph 5 95 Debs., Nos. 1 to 1, 250 Red. 
875, 520| Anglo-American Telegraph ... 
$062,240 Do. do. 6% Pref. 
9,062,240 Do. do. Deferred 
44,000 | Chili Telephone, Nos. 1 to 44,000 
ercial Cable 


10,000,000 
1078 Do. do. Sterling 600 year 4 % Deb Btock Red. 
16,000 | Cuba Telegraph 
14,991 Direct Spanish Telee E 
panis Via 8 PU. ees 
6,000 Do. do. Cum. Pref. ... 


Do. do. il Debs. 
60,7107] Direct United States Cable ... 
11 ‚000 Direct West India ee 44 A Reg. Deb. 
4000, 000 | Eastern e 
1,796,000 Do. Ta Stock 


1482, 2682 Do. Mort. Deb. Tm e 
$50,000 | Eastern Extension, Аш and China Telegraph 


sron { Do. 5% (Aus. Gov. Sub.) Deb., 1900, 5 100 5 % 


drzs., reg. 1—1,049, 3,976—4,326 


Electric Supply, Ord., 101 to 80, 000.. 


Dividends for Closing 


e: 99 —103 
ed LIF est sse | 85 — DO 
Ё £3 9в.| 73/6 | 59 — 62 
6%!6% 110 111 

. 188. 15 #1 78. 114— 12 
7 3 47% | 2)— 33 
8 |8 % 165 —175 

Pu ee 101 —103 
8 Е 79| 63— 74 

10 e. |16 — 16 

4 47 4— 5 

| 9 — 10 


50 ss 
20 | 34% | 34% 3 % 101— 11} 
100 99 —102 


.. stock 7% 7 V | 7 * 149 —154 
100 


99 —102 
% | .. | 14 —119 
10 7 7 7 15 — 151 


s 12 % 13 % 13 J | 114— 124 


100 —104 95,1100 —104 


С 
Quota week ended 


Quotation 
the last three years. (September 96th. Or tiber eal’ October 8rd. 


99 —103 
85 — 90 
59 — 62 
1093—1103 
11 — 114 
24— 34 
165 —175 xd 
100 —102 xd 1024 
64— 74 
15 — 16 
4 — bxd 
9 — 10 xd 
103— 11 
99 —102 
149 —154 
99 —102 
114 —119 
15 — 154 
113`—118 
99 —102 
100 —10395 
102— 11} 
15 — 154 
31 — 33 
98 —101 
49 — 53 
103 —106 
1— 
i— 1 
4ü— 4} 
13 — 15 
13 — 15 
5i— 585 
97 —100 
100 —103 
7 — 
126 —131 
41— 
44— 51 
104 —107 
98 —101 
1— 1 
100 —103 
142— 15} 
103 —106 
i— 1 
64— 71 
6— 7 
105 —108 
7— 8 
81— 94 sba 
9 — 10 98 
51— 52 T" 
i— 
110 —113 
84— 9 
124—134 
124 —129 
8i— 94 is 
11 — 12 118 
107 —110 sea 
44— 5 
100 —103 
12— 24 
44— 5 


100 —102 | 1013 | 101 
13 — 14 | 133| 134 


97 —100 | 982 99% 


144— 154 |... | 
15 — 16 151 | 15 
8— 9 8,4, 
2— 9 |... | 

85 — 95 


jiu d 931| .. 
12 — 13 131 | 12} 


all shares F ofits being und as capitel, 
Dividends marked § are for 2 Joa consisting of 1 one year and the tbe fires pert of the next 
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SHARE LIST OF ELECTRIOAL COMPANIES.— Continued. M 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. i 
Stock Olosir Olosing Business done 
Present Dividends for | 
Issue. NAME, Share. the last three years. ee. ^g нов Маг kr i 
t | 1807. | 1896. | 1899. Highest | Loven n 
20,000 | British Aluminium 7 % Cum. Pref. . 10 is i уа 9 — 10 IS Mr un Suid 
300,000 | Do. do. 5 % 18 Mort. Deb. Stock Red. Stock iy 99 — 97 a 
30,000 | British Electric Traction ias 10 6 96 14 — 15 14 — 15 147 .., bp 
50,000 Do. do. е Cum. Pref. ... | 10 ae 12 — 13 12 — 13 128 | 13 — 
200,000 Do. do. Perpetual Debenture Stock Stock d 123 —126 120 —123xd 122 121 ie 
85, 0002 {British Electric Works on Ord. £1 shares, 50,001—135,000 | ... 8— 1 8— 3 ae " = 
50,000 f Do do. 6 J Cum.Pref,1—50,000 o⁸Bͥ  ... и ды ыз i- 1 @— 3 M 
500 |t Do. do. 41 % 1st Mort. Deb. 100| . 97 —99 | 97 — 99 Ж ud 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000... ... 5 15 * 15 5 * 20 Y 11 — 12 |11 — 12 „ 
27,500 Do. do. 6 Cum. Pref. Nos. 1 to 27,000 . 5$— 6} 5$— 63 - pem 
105,731 Brush Elecl. Enging., , 1 to 90,000 ie " 3 E 1#— 2 1— 2 е — 
105,731 Do. do. Ton- cum. 6 95 Pref., 1 to 90,000 24— 28 23— 28 2 IÉ- 
125,0007 Do. do. 43 9 Регр. Deb. Stock 5.106 —111 106 —111 |... |. — 
125,000 Do. do. 44 J Perp. 2nd Deb. Stock Stock 101 —103 102 —104 |103 1l — 
20,000 | Callender’s Cable Construction s Nos. 1— 20,000 5 124% 15 5 % 15 9 с 13 121— 134 13% | .. E 
20,000 Do. do. 59% Cum. Pre. m| 5 i 5 — EE ш 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... |8 ock " 10 114 шо |.| | 
213,533 | Central London Railway, Ord. Shares ie ЗЫ 10 10 — 10 10 — 104 | 10 | 104 
61,033 Do. do. Pref. half- e 5 4$— 51 5 — 53 558 5 C. 
71,447 Do. do. Def. do. 5 4j— 51 5 — 5 bb 3 
855,000 | City and South London Railway  .. Stock 14% 24% ix. 58 — 61 58 — 61 - — 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 .. 18 5 — 6 5 — 6 — 
32,098 | Crompton & Co., Nos. 2 to 32,098 5 6 * 71 92— 42 32— 4 E 
Do. 5 Y 1st Mort. be., 1 о 
100000 £100, and 901 to 11,000 of £50 es. RR TE A Lau NE шк = 
99,261 | Edison & Swan Utd. El. Lgt., “ A" shares, £3 pd. 1to 99,261 6 6 6 12— 2} 11— 21 Tm | 
17,139 Do. do. do. “A” Shares, 01—017,139 5 6 6 6 34— 44 34— 4 Vd е 
344,023 Do. do. do. 4% Deb. Stock Red 100 Бе .. | 90 — 92 90 — 92 908 | .. 
112,100 | Electric Construction, 1 to 112,100 ... 2| 6 7 6 6 * 2 — 21 | 2— 4 3à 
25,000 Do. do. Cum. Pref., 1 to 25,000.. 2| 7 7 iss 22— 3 21— 34 iss M DT 
140,300 Do. do. Perp. 1st Mort. Deb. Stock Stock ЭР . . {102 —105 102 —105 101 SDN 
9,6007 Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 .. 10 7 7 7 10 — 11 10 — 11 PES T 
30,000 Henley's (W. T) Telegraph Worke, Ord. .. Р 5 | 12 14 15 121— 134 121— 133 ; | 
30,000 Ро. do. 44 Y Pref. ... 5, 7 7 i5 5 — 5 5 — ; eu 
50,000 Do. Чо. do. 41 Mort. Deb. Stock... Stock 44%] . ... .. |108 —112 |108 —112 i 2 
50,000 India- Rubber, Gutta-Percha and Telegraph Works. * 10 10 10 ... 203— 214 | 204— 214 i 6 
900, 000 Do. do. do. 1st Mort. Deb .. 100 " .. | 99 —102 99 —102 xd 100 ii — 
37,500 Liverpool iamen Ыы азго $i a 10 | 8j 32 38%| 88— 82 88— 83 ке, ан ann 
10,000 f Do. Pref., £10 paid . 10] 5 БФ Б |12]— 13 127— 1323 
37,350 , Telegraph Construction and Maintenance ... 12 | 15 15 15 34 — 38 — 36 343 
150, 000 Do. 4 % Deb. Bds. Nos. 1 to 1, 500 Red. 1909 100 |... И ...%1101 —104 [101 — 104 285 " 7 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... .. 5 8 * 12 95 10—14 |10j— 113 10 -¹· — Ņ 
20,000 Po. do. 5 % Cm. Prf. Nos. 1 to 20,000. 5 5 — BR 5 — ба .. | € С” 
540, каш Waterloo and City Railway, Ord. Stock .. | 100 3 Y 3 %| 92 — 95 92 — 95 "m = 
z Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. is 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. l й 
Brompton and Kensi n, Debentures of 2100, 108—106. Ken n 
S Hre r T.. 
am n, an e Electric i ; i = 
Do. Pret. ( X “т, Parker, d10 (fully paid), 178, F _ 


* pa Birmingham tad aids 


Bank rate of disceunt 4 per cent. July 19th, 1900). 


MARKET QUOTATIONS, Wednesday, October 3rd. 


| | 
| 


| | GQHEMICALS, &o. | This week. Last week. Inc. or Deo. | METALS, &o. (continued.) | This week.) Last week. Inc. or Dec. 


: ur есше рег owt. | 6/- 6/- g Copper Sheet T . e. рет ton 486 £86 es 
Nitric * per owt., 2 N / 9 [T] e” = ee ee per ton 496 £860 ee 
s б lo per owt. .82/- 82/- 6 „ (Electrolytic) Bars .. pertoh, £88 10 88 10 Se 
e , Bulphurio per -t. 5/6 56 6 n» „  - Bheets .. per tod  — 493 - 493 d 
e Ammoniao, Sal per owt. 89/- IE % on н | rton; #8510 £85 10 a 
= машоша, Murtate (orystal) .. per ton £88 £88 8 n li H.C. Wire r lb. 93% (CN | ER 
if A 280 £80 f Ebonite Rod. 007. — por lb /- ° By. | $. 
5 Bleachin powder "T per ton | £7 £7 JS » Sheet НА per lb j^ 5j- | 2% 
s Eiso pni e of Carbon “a per ton £16 £15 n German Silver Wire per Ib. 1/6 Us - 
0 рег ton £17 217 h Gutta-percha fine . per lb. 8/6 | dee 
а Боас (90 ‹ ) per gal. 1/- 7/- h Indis-rubber, Para ane per lb. 1/8 4/8 to 4/4 es 
a $i yos : per gal. 5/6 5/6 1 Iron, Charooal Shee per ton £18 £18 m 
a Copper Sulphate per ton | £25 225 4 » Pig (Cleveland's warrants) . per ton 67/- 71/9 48. dd. дес. 
а » Nitrate per ton 225 £25 i , Fo oe per ton| From £11 | From £11 zs 
a „ White Bugar per ton £81 £81 1 17 Ecran, per ton 70/- to 72/6 | 70% to 72/6 es 
a Mien Гоголе. Г .. per er “з “о 4 „ Wire, атала No.8 .. per ton ae id s ч 106. dec. 
a Methyla ri i4 А r gal. Л М 
а Napbtha, Solvent (00% at160°C). Per pal, | 5/6 5/6 : B English Ingoi ber ton. 418 76 41895 ] | Seine. 
a Potash, Bichromate, in casks.. per lb. A E " Sheet às per ton £19 £19 T 
a „  Bisulphate ix per ton | £86 £85 si g Merc га .. Per bot. 2926 49 2s. 6d. inc 
a Bhe .. per owt.. 66/- 65/- 1s. inc. d Mica (in (in original cases), small . per Ib. 8d. to 9а. | 8d. to 9d. 8 
а Sulphate ої Magnesia per ton 2410 £4 10 m d 5„ ii T ie per lb. 1/9 to 2/9 | 1/9 to 2/9 ae 
a Sulphur, Sublimed Flowers . per ton £6 £6 per Ib. 8/8t0 7/8 | 3/8 to 7/8 si 
i re : per ton | 5 10 £5 10 р Phosphor Bronze, plain өнүү! per Ib. | 1/1%01/4 | 1/1 to 1/4 E 
.. per ton £b £5 rolled bars & per lb. as 1/4 10 1/4 os 
2 Soda, Canney (white 70 90) .. per ton 210 15 £10 15 р " разве» per lb. m 1/8 m 1/8 PET 
& » Ачуны ЧА ei . рег ton £8 £8 0 Platinum us peroz.| 48 186 £8 18 6:0 sow 
a „  Bichromate, casks . perlb. 234. 914. p Silicium Bronze Wire per lb. | 104. to 1/1 | 109d. to 1/1] - 
| 1 Steel, Magnet, aoc'd'ng to desc'p'n per ton From £15 to 440 is 
” з in bars £58 £58 ә 
. METALS, &o. | 9 Tin, block . ver ton (fiio | 02185 ) Es inc. 
b Aluminium Wire, in ton lots.. per ton 45924 £224 Ц „ foil $5 . perib. | 27 Y- “> 
b Sheet, in ton lots per = £191 £191  ! | wire, Nos. 1 to "16 È per Ib. 1/9. 19 we 
p Babbitt's metal шон рег £80 to £150| £80 to £145 е White Anti friction Metals — | 
e Brass(rolled metal to 13") basis per lo. 74. $2 3 " White Ant" bran per ton, £40 to £70 | °2£40 to £70 Е 
с „ Tube (brazed) рег 104. 108.) | |j Yarn, Cotton, le . band's per Ib. | 9а, Od. is 
е y » (solid draw) per 15 « ) ! 1 4 Ib. : a ix 
€ „ Wire, basis . perlb. , А «J^ 4 Jj n Hemp. 8 ply у Iba. r lb. А А 
E Copper Tubes (brazed) per lb. 1134. Mid. > | x Russian, 10 lba. per Ib. Ч 
(solid drawn) .. рег lb. 114. 1 | i „ Jute, 180 Ibs. rove ; Per ton £14 10 £14 10 
; Copper Bars (best selected) .. per ton | £86 £86 | Zino, Sn't. (V ielle Montagne ond. ) per ton: £24 5 nett. | £24 6 nett 
a Messrs. G. Boor & Co. f India-Rubber, G.-P. and Teleg. Works k Messrs. Morris Ashby, Limited. 
Quotations |? 5 1ъ6 риш a AS oT Ltd. | Quotations phe Jane & шерге: (Co.,Ltd. | Quotations 2 Men. ur T. апше Oo., Led. 
supplied by | 4 меште, F. W. & Sons. supplied by света. & Lowe, supplied by o Messrs. Johnson, Matthey & Co., Ltd- 
e Mesers. Frederick Smith & Со, jJ Messrs. H » Yeo & Co. о The Phosphor Brosse Company, Ltd: 
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BRITISH ASSOCIATION FOR THE AD- 
VANCEMENT OF SCIENCE, BRADFORD 
1900. 


SMALL SCREW GAUGE, 


Report of the Committee, consisting of Sir W. H. Preece (chuir- 
man), Lord KELVIN, Sir F. J. BRAMWELL, Sir H. TRuEMAN Моор, 
Major-Gen. WEBBER, Col. WaTKIN, Messrs. R. E. CROMPTON, 
A. STROH, A. LE Neve Foster, C. J. HEwrrr, G. K. B. ELPHIN- 
STONE, E. Rico, C. V. Boys, J. MARSHALL GORHAM, and W. A. 
Price (secretary), appointed for the purpose of considering 
whether the British Association form of thread for small screws 
should be modified, and if so, in what direction. Drawn up by 
the secretary. 

(Section G, September 11th.) 


Turs Committee was appointed at the Ipswich meeting of the 
British Association in 1895 to consider repeated complaints tbat 
screws Of the British Association thread, proposed by the Committee 
of 1882, obtained commercially, were not satisfactorily interchange- 
able. It was evident that thc difficulty arose from the want of ' 
proper gauges, or other ready means of testing screw threuds, and 
the Committee at once took steps to find out how these could be 
obtained. In a report presented at the Dover meeting of the 
Association last year (1899) were described the efforts we had made 
to secure the production of these gauges, and to make them gener- 
ally available in a commercial way. We reported that a high 
degree of accuracy in dimensions, though not in form, had been 
attained in a small number of specimens submitted to us by the 
Pratt & Whitney Company; that these were the product of excep- 
tional skill and care, and that they were only obtained after long 
delay. These gauges were sufficiently good for all practical require- 
ments, and had gauges of the same character been generally avail- 
able some years before, it 1s probable that the complaints which led 
to the appointment of this Committee would never have been made. 
Taking into consideration the difficulty that had been met in 
obtaining these gauges, the representations made by the manufac- 
turers of the difficulty in producing them, and of the comparative 
ease with which a flat-topped thread can be accurately formed, and 
the fact that such screws are used in foreign countries for the best 
class of engineering work, we reported that the form of the British 
Association thread was unsatisfactory, and recommended that the 
Committee should be reappointed to consider its modification. 

A proposal to alter the form of an established and gencrally 
satisfactory system of screw threads may cause some apprehension 
among users of them, and the Committee, many members of which 
are intimately acquainted with the trouble and inconvenience inci- 
dental to a change of the kind, recognise that very substantial 
reasons are required to justify it. They think it desirable that the 
considerations which have led them to make this proposal should be 
fully stated. 

Consideration of the exact cause of the difficulty found in the 
construction of gauges for the British Association thread showed 
immediately that it was due to the rounded top and bottom of the 
thread. There is no ditliculty in making any given angle between 
the straight portions or sides of the generating tool or chaser, but to 
arrange that these straight lines shall, at definite points, turn 
smoothly into circular arcs of a given radius is a matter of some 
diticulty. The difficulty has been met with a good deal of success. 
The original threads, cut by Mr. Lehmann, and those produced 
recently by the Pratt & Whitney Company, are admirable specimens 
of workmanship, especially when the small size of the pieces is 
considered, and to the careful work done by Mr. Lehmann in thc 
years following 1882, when originating the threads, the success they 
have achieved is largely due.. The production, however, of chasers, 
even if it can be repeated indefinitely, does not end the difficulty. 
The hardening of the screws produced by these tools introduces some 
inaccuracy. They are no longer perfectly straight, perfectly 
cylindrical, or of perfectly accurate pitch, and the only way to 
correct them is by grinding. The inaccuracies produced by harden- 
ing are not of sufficient importance to affect the use of taps, and in 
the case of die plates, the errors produced in the diameters are 
corrected by opening or closing the die; but for gauges correspond- 


` ing to modern ideas of mechanical accuracy, the errors produced by 


hardening are considerable, and much greater tban those found in 
screws whose forms can be finally obtained by grinding. With the 
British Association thread this process does not seem to be prac- 
ticable, except perhaps in siugle specimens, and in this lies the 
inherent defect of the thread. 

A way out of the difficulty is offered by the adoption of a flat- 
topped thread, but before this can be discussed it is necessary to 
consider what are the peculiar advantages of the rounded thread, 
which have brought it into general use, and led to its adoption by 
the original Committee. The British Association thread was taken, 
with a slight modification, directly from Prof. Thury’s Swiss system, 
which had been constructed by finding a formula to represent the 
average existing practice among Swiss clockmakers. Sir Joseph 
Whitworth formed his system of screws in a similar way, by 
averaging the English engineering practice of his time. It appears 
that the object in view in both these cases was to regularise existing 
practice, not to effect a reform, aud that an alteration in the form 
of thread in common use was not contemplated. 'The same was 
done in Amcrica for the United States thread, so far as the pitches 
and diameters were concerned, but the form of the thread was 
determined by Dr. Sellers on general considerations. The origin of 


the round thread in the British Association system was in the com- 
mon practice of the Swiss workshops when the rule was constructed. 
Now, whatever may be thc prescribed shape of the thread, it is 
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certain that small screws, produced on screw machines, will have 
rounded tops, and if a new rule for American threads were con- 
structed from the shapes of ordinary small screws found in the 
United States, the form obtained would have a rounded top, not- 
withstanding that they are all supposed to represent the flat-topped 
Sellers thread. Since a screw machine tends to produce rounded 
threads, and the natural course of trade conditions tends to the 
reproduction of current forms, the common use in Switzerland of 
screws with rounded threads does not necessarily show that such a 
form has especial merit, or had originally been deliberately designed. 
It may be only the result of working conditions. Prof. Thury, in 
defining his thread, chose a form which could be easily produced 
with fair accuracy, is perfectly efficient, and can be conformed to in 
practice, but we venture to think it fails to mect other important 
conditions. 

Jo ascertain the conditions which should determine the form of a 
screw thread, consider the mode of action of a screw holding two 
pieces together. In fig. 1 the screw serves to hold the plate, a, to 
the solid part, B, and a small part of the thread is drawn on a larger 
scale below. ‘The action of the screw depends on the tensile strain 
due to the pressure produced over the surfaces a a, a a, T 
and the compression produced there by the act of screwing up 
relieves any pressure over the surfaces b b, b b, . Contact 
and pressure at the points c c c, . . depend on the relative 
diameters of the screw and the tapped hole. The spaces shown in 
figure along the surfaces b b, b b, . . are, of course, greater 
thau- would occur in a well-fitted screw. Now, if the thread may 


Fia. 1. 


be looked upon merely as a means of supporting the tensional 
strain on the bolt, without offering much frictional resistance to 
screwing up, it is clear that this will be most efficiently done if the 
pressure is evenly supported over the whole of the working surface of 
the thread a aa, . . . ., and within the assigned dimensions of 
the thread this surface should be as large as possible. Contact and 
pressure at the points c c, Kos depending on the respective 
diameters of the screw and the tapped hole may interfere with the 
fair contact of the working surfaces, involve extra resistances to 
screwing up, and,so far as the support of the tensional strain is 
concerned, serve no useful purpose. The best design for the thread 
in view of its function of supporting the tension is that which 
secures most perfectly a continuous working contact over ihe sur- 
face a a, аа, . a „ and freedom from pressure at other points. 
These conditions are met best by a thread having straight sides, a 
flat top, and a clearance space at the top and bottom of the thread, 
such as is shown in fig. 2. The provision of straight sides gives a 
form to the originating tool which can be produced with more ease 
and accuracy than one of a curved form, and assists to secure cor- 
respondence between the surfaces of the screw and nut: the pro- 
vision of a flat top gives the largest possible nrea to the working 
surface within the given limits of the thread; the provision of a 
clearance space at top and bottom removes the possibility of any 
interference with the fit of the working surface by irregularities of 
form at those points, and avoids unnecessary friction. Screws with 
straight sidcs and flat tops are perfectly satisfactory in instrument 
practice, are employed in France and Germany for the most im- 
portant engineering work, and are universal in America for work of 
all kinds, for instrument work as well as heavy engineering work. 
We understand that the provision of clearance is well recognised 
in the practice of American and French engineers, who use thc 
Sellers thread, and Mr. Hewitt, at Prescot, gives a very liberal 
clearance in the screws manufactured by him. "The ease with which 
such threads are originated is a point in their favour, though it 
would be of small importance if it were shown that the thread is 
practically defective in other ways. 

As regards the reduction of the sectional area of the core by the 
proposed deepening of the thread, the figures obtained by Messrs. 
Gorham & Price, corroborated by common experience, show that 
Screws give way under tension by breaking across the core rather 
than by stripping their threads or those of the nuts, and it has been 
urged against the proposal to deepen the thread, that it weakens 
the screw in its already weakest part. The reply to this is, that the 
strength of the screw is really determined by the strength of the 
core, and that the British Association scries is so closely spaced, 
that a screw can always be found whose core is of the required size. 
Moreover, in well-designed work, screws have во large a factor of 
safcty that a reduction of the section of the core by an amount, 


varying from 8 per cent. in large screws, to 12 per cent. in small 
screws, will not generally be a matter of great importance, thongh 
it will be remembered that the resistance to torsional! fracture varies 
inversely as the square of the sectional area. 

The adoption of a flat-topped thread with a clearance would, we 
believe, completely obviate the difficulty of producing satisfactory 
gauges, the question to which the attention of this Committee was 
originally directed. The construction of these is referred to later in 
the report. Other elements of the screw have receivéd the attention 
of the Committee, as follows :— 

Mr. George M. Bond, of the Pratt & Whitney Company, hs 
expressed to the Committee a strong opinion that the angle of 60 
employed in the Sellers thread is most suitable for screws because 
of the ease with which it is formed. Tools can be mound without 
difficulty, and with great accuracy, to any desired angle, and Mr 
Bond's reason appears to the Committee insufficient of itself t; 
justify a change in practice. Considering, however, the extent to 
which screws of the Sellers form are employed in foreign engineer. 
ing work, the Committee desired to obtain some evidence of the 
exact value of the particular angle of 60°, since if this angle were 
found to possess a great advantage over the angle of 474°, the adop- 
tion of the Sellers thread would have the additional recommendation 
of bringing the small screw practice into line with an already exten- 
sive engineering practicep while giving effect to the conclusions 
already reached by the Committee of the desirability of clearance 
and a flat-topped thread. Some experiments on lines suggested by 
Mr. Crompton have been carried out by Messrs. J. Marshall Gorham 
and W. A. Price, and their results are printed as ап appendix to 
this report. They concluded that an angle of 474° is better for 
screws than an angle of 60’, on the ground that it offers much less 
frictional resistance to screwing and unscrewing on a given tensions! 
load, and the general tendency of this observation is corroborated 

by the practice of using a thread for the leading screws of lathes, the 
screws of carpenters’ clamps, and of screw jacks, in which the work- 
ing surface is perpendicular to the axis of the screw. Another cov- 
sideration leads us to think it undesirable to adopt an angle of 6? 
The advantage of bringing small screw practice into line with that 
of foreign engineers will only be fully gained if their rule for the siz 
of the flat top of the thread is also adopted. This rule gives a 
maximum possible clearance of 108 pitch when the thread is cut to 
a perfectly sharp V at the bottom. This clearance would be 


We see no 
sufficient reason to change the present angle of 474°, especially as s 
change of angle would make existing stocks and tools altogether 
useless in conjunction with the existing form. 

The existing series of pitches and diameters with their 
designating numbers is generally approved, and the Committee has 
received no suggestion that it is otherwise than satisfactory. 

Thus far it has been assumed that, given the necessary tools, all 
forms of thread can be produced with the same ease. This, however, 
does not apply to the small screws used in watches, which are 
produced by turning the blanks into a hard die without cutting 
edges. In such a process great force would be required either t 
squeeze the metal into sharp re-entrant angles, or to make it flo» 
past sharp corners. On this point Mr. C. F. Hewitt writes to the 
Committee respecting the proposed alteration of the British Associa- 
tion thread :—“A die of this operating character for screws fatted 
top and bottom soon loses its contour, and needs constant replace- 
ment; and, in addition, my experience leads me to believe tha: it 
requires more force than a rounded thread, therefore it sets up more 
torsional strain of the metal—a factor of great moment where s 
small diameters are being produced, breakage in the dies being а 
constant source of trouble even at the best.” In the same letter М 
Hewitt explicitly approves of the proposals of the Committee fot 
the larger threads, both as regards the flat top and the provision o? 
clearance. Mr. Hewitt's experience at the Prescot watch factory 5 
so large, and his knowledge of the manufacture of watchmaker 
screws is во intimate, that the other members of the Committee ba": 


~ 


TABLE OF DIMENSIONS.—e m = plich;c c' x 114 pi’ch; D D’ = В pitch; EF = 
6 pitch; BoA’ = 655 pitch; k ol = 416 pitch; лал = 149 pitch: вв = 2 
pitob ; r = lea pitch. 

Fig. 2. 


no hesitation in accepting his suggestion to divide the present ser: 
into two sections. The large section, consisting of what may ' 
called instrument makers’ screws, from No. 0 to No. 11, includ. 
screws from 6 mm. to 1:5 mm., or in English measure from } inch : 
059 inch. The small section, from No. 12 downwards, consisting 
watchmakers’ scrows, includes screws below 15 mm., or, in Engi: 
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„nene, below 059 inch. The Committee propose to modify the 
t fom of thread of the screw of the large section only. 

be, The above considerations lead the Committee to propose to replace 
1. tbe preat fonn of thread of screws from No. 0 to No. 11, inclusive, 
i “t by the form shown in fig. 2. 

X Here the line a’ a a... represents the outline of the nut, B' B B, 
E . ot the crew; and de . . is the outline of the present British 
tif Location thread. It will be observed that the first part 

of the side, or the working surface, is increased by nearly 
Zz q per cent. Accurately formed screws of this pattern for 
Un € purpoaes can be cut on the lathe with much greater ease than 
tng with a rounded thread. The screw is cut with a single point 
э) -iol from a cylinder, and in the larger sizes the nut can be cut with 
50 single point tool from a cylindrical hole. The difficulty of form- 
ta. ing chasers of a complicated form is entirely avoided. These 
tF erations apply equally to the construction of taps and plates, 
lard wd of gauge pieces. Given that the pitch of the screw and the 
S mge of the thread are accurate, and the sides straight, the fit of 
l4. митет іп a correct gauge is determined by the length of the 

+ Д diametral line terminated by the inclined sides of the thread, and 
ме file dimension is called ¿he effective diameter of the screw. If this 
тз + dimension із the same in the screw and the nut they will fit without 
2 Make independently of the exact values of the external and internal 
Wa or of the exact form of the ends; and the lengths of the 
бийте diameters of screws and nuts are definite numerical 
aeu of their fits with one another. The point which it is 
t should be right is the straight between a’ and B in both 
| screw. The nut must not passa’, nor the screw pass B; but 

жй да the nut is cut as far as в or farther the shape of the excess 
i went matter. The same thing holds with the screw at a’, but here 
s clearance is objectionable because it weakens the core of 


(To be continued.) 


* 


R GENERATION: COMPARATIVE COST 
у N THE STEAM ENGINE, WATER TUR- 
NE, AND GAS ENGINE. 


d e 
"T By JOHN B. C. KERSHAW, РІС. 
Et 


(Concluded from page 499.) 


IlI.—Gas Power. 


< b By use of gas engines and Mond's latest form of producer, 
per cent. of the energy of bituminous coal can be converted 
Р mechanical energy. The actual figures for a 25-H. . Crossley 
engine, are 2,166 H.P.-hours per ton fuel.—(Proc. Inst. Civil 
en, March, 1897.) | | | 
ss Btatement by Dr. Bowman that with gas engines of best type, 
coal yields 1 B. r.- hour. With a 300-H.P. plant the H.P.-year 
7 pparently of 2,825 hours.), costs only 30a. The capital outlay per 
for producers and engines is £12, or 20 per cent. higher than 
АРА а modern steam plant, but the thermal efficiency is 50 per 
tae ео Soc. Chem. Industry, December, 1897.) | 
At Lausanne, iu Switzerland, a 390-H.P. gas engine plant has 
We eatisfactorily for over two years, for supply of the electric 
err to the tramway system. The plant consists of three 130-H. P. 
ey engines, working with an expenditure of 1:137 lbs. coal 
Hr. -hour.—(EnnGOrRICAL. REVIEW, November 11th, 1898.) 
1 Statement by Dowson that at Halifax the consumption of fuel 
8 10 Ње. per E. P.-hour.—( Mech. Engineer, 1898, p. 703.) 
. Statement that by Thwaite-Gardner system of utilising waste 
иса of blast furnaces, 1 I. H. P.-hour is obtained рег 133 lbs. coke 
P^ 1898.) ^ furnace.—(ErEcTRICAL Review (London), December 
Phe Results of trials of above system at Wishaw Iron Works, 
N lasgow. 10 H.P. can be obtained per ton of fuel charged into 
May th a x (6 x 24 hours).— (ELECTRICAL. Review (London), 
* Results of tests by Prof. Meyer of 60-н.р. gas engine at 
bet s 4 a Ns 55 gases. Thermal efficiency varied 
Xs ^ : July , 1899.) n еы ad cent.—(Abstracted, Engineering 
à H.P. Westinghouse gas engine, now buildin , 18 
“pected to develop a thermal efficiency of 30 per cent., or 1 RÀ 


ошон Got! charged into the producer. —(Erxomarcan Review 
9. At North wich a 300 
с for a cousiderable 
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has estimated that i i 
th at in Germany, using blast furnace 
fondos ср hour could be generated at a cost of 699 pfg.— 
11. ары ича 5 July, 1899.) 
from аш estimated that using producer gas generated 
nal de Sie des I ite coal, 1-н.р. hour would cost 0163 franc.— 
12. Bet; b Hai de France, 1899.) 
| У Humphreya of cost of k. H. p.-hour, using Mond 
Bead before 
Tth, 1900, Section @ of the British Association, September 


producer gas, based upon a plant of 10,000 н.р. = 7,000 E. K. P. 
Capital expenditure estimated to be £140,000, and total running 
expenses, £35,000. Interest taken at 8 per cent.—(Proc. Inst. Civil 
Engineers, March, 1897.) 

Converting these data into comparable form, and gathering the 
results together, we have the figures presented in Tables V. and VI. 


TABLE V. Ful. CONSUMPTION OF Gas ENGINE PLANTS. 


Place. о л Authority. деееп 

Pittsburg ias 1:00 Westinghouse Engineers 8 
1:00 Dr. Bowman { 2 

Northwich  ... 1:00 Beilby 9 
Halifax ns 1:01 Dowson ... 4 
1:03 Humphreys 1 

Lausanne 1137 "т ses 3 
— 1:300* Thwaite ... b 
Glasgow ve 1:555* Booth .> 6 


* These refer to coke and b'ast furnace gases. 


TABLE VI.—ESTIMATED COSTS OF THE E.H.P.-YEAR OF 8,760 
HOURS WHEN GENERATED BY GAS POWER. 


Authority. Cost. Remarks. | Beteren 
Meyer . . |£4 1 7 | Blast furnace gases 10 
Humphreys 5 0 0 | Mond producer gas 13 
Bowman ... 6 2 0 M 8 2 
Lencauchez 7 12 2 French anthracite used in gas 11 

producer 


IV.—CONCLUSION. 


Taking the best figures for each of the three sources of power 
dealt with above and bringing them all to a common basis of com- 
parison, namely, the cost of the E.H.P.-year of 8,760 hours, we obtain 
the figures given in Table VII. 


TABLE VII.—CoMwPARATIVE Costs oF ELECTRICAL PowER. Lownst 
RECORDED COSTS PER E.H.P.-YEAR OF 8,760 HOURS. 


| 


| west Lowest 
Souroe of power. estimated | Country. | actual | Country. 

| cost. | cost. 

| bo * 
Water .. £1 5 5 Canada £119 0 Switzerland 
Steam .. 418 8 England 4 17 7 |U. States 
Gas (blast furnace) 4 1 7 Germany i " 
Gas (producer) 5 0 


0 | England | 
i ji 


The first cost for water-power given in Table IV. has not been 
used in Table VII., since it is evidently exceptional, and there is 
no probability of power being generated from water in large units 
at such a low cost. 

The figures in Table VII. support the opinion, now generally 
held, that water, when developed without excessive capital ex- 
penditure, is the cheapest source of mechanical or electrical energy. 
When, however, the hydraulic engineering expenditure has been 
heavy, or when the power after generation has required to be trans- 
mitted over long distances, the margin between the relative costs of 
water and steam-power is greatly narrowed, and in some cases 
disappears altogether. 

Electrical energy, generated by falling water, is costing more at 
Rheinfelden, at Zurich, and at Buffalo, than it would cost in South 
Lancashire, if generated by steam-power in large units, and the margin 
beticeen the actual charge for water-power at Niagara, and the estimated 
cost of steam-power in large generating stations in South Lancashire, 
is only 12s. 1d. per E.H.P.-ycar. 

With regard to the influence of capital expenditure occasioned 
by heavy engineering work upon the final cost of water-power, it is 
probable that the differences in the charges for the E.H.P.-year at 
Niagara, Rheinfelden, and Lachine Rapids, are to be ascribed to 
this cause; though in the case of Niagara, heavy promotion 
expenses were no doubt incurred. 

The power at Lachine rapids and Massena will be developed with 
a much lower capital outlay per H.P. than has been the case at 
Niagara and Rheiufelden; but the figures for the two former 
stations are not yet complete, and possibly the estimates of the 
sale price of the power—namely £1 5s. 5d., and & 2 10s. рег E. H. p. 
year, will have to be revised. 

Turning now to a consideration of the relative position of gas 
power, the question of the practicability of large engines may be 
taken as settled; but until further experience has been gained with 
these large engines under constant work, it is unsafe to prophesy 
upon the place they will occupy in the future industrial develop- 
ment of this and other countries. | 

If they do not cost excessive sums for maintenance and repairs, 
large gas engines—in conjunction with coke ovens and blast 
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furnaces—may entirely alter the present position of affairs; 
and new industries which at present are being established 
in the neighbourhood of water-power stations, may find themselves 
in severe competition with similar manufactures carried on in the 
coal and iron districts of the older manufacturing countries. 

It has been calculated that 2,000,000 H.P. is annually wasted in 
the gases issuing from the blast furnaces of the United Kingdom.® 
If these waste gases could be industrially utilised in the manner 
suggested, we should to a large extent be compensated for our lack 
of natural water-power. | 

But blast furnaces demand coke, and coal beds are exhaustible ; so 
that even if this source of mechanical and electrical energy be 
tapped, it can only postpone, but not avort, the final triumph of the 
waterfall and of the turbine. 


DISCUSSION. 


Mr. ALEX. SIEMENS (who presided in the absence of Sir Alex. 
Binnie) said that this was a large subject, and it was very difficult 
to discuss a paper like that unless they had brought the statistics 
witb them bearing on the various costs. He called attention to one 
point which Mr. Kershaw had thought of, but which was usually 
overlooked, and that was the fallacy that people talked about water- 
power running to waste in England, while abroad it was being used. 
That was absolutely not the case. The fact that water-power was 
utilised at Niagara and in Switzerland- -and mind that in South 
Lancashire the power could be generated cheaper by steam— was 
simply due to the fact that in all cases the natural supply of water 
was inexhaustible, and was pretty constant all the vear round. In 
England water-power was very different between the dry and wet 
seasons. Any attempt to store water in the wet season for the dry 
season led to the excessive capital expenditure of which the author 
spoke, and which made it so difficult to utilise the water-power to 
the same extent as had been done abroad. 

Mr. SypNEY F. WALKER said that Mr. Kershaw had put in a 
concrete form a lot of material scattered through many periodicals, 
and engineers’ time was limited, so that it was a very useful thing 
to have all that information put intoa handy form. There had been 
a good deal said lately about the exhaustion of the coal beds. 
Everybody agreed that it was not coming to pass in our day nor in 
the days of our children, but possibly it would come to pass in the 
days of their children. The question was if we were to maintain 
our manufacturing supremacy—it was threatened in various ways 
from other sources—what was to happen next? They must put 
something in the place of the coal which had given them tbeir 
manufacturing supremacy in the past. If they looked back they 
would see that the whole question of manufacturing was revolu- 
tionised by the economical transmission of electricity. If they 
went far enough back they would tind water-power was the only 
possible means of mill driving, and the mill was obliged to be placed 
upon a creek or stream where the water could be used handily. 
When coal was discovered the factories were put down in the neigh- 
bourhood of the coal beds. After the development of railways they 
were put down conveniently handy to the railways, and practically 
the arrangement of the railways ruled the success of manufacturing. 
The question was now altered. They could generate their power, 
transmit it economically where they pleased, and tbey might use it 
where it was convenient, but what should the power be? Mr. 
Kershaw had mentioned two sources of power which he (Mr. 
Walker) thought they would have to use in the future. One was 
the enormous power going to waste in blast furnaces, and the other 
was water. They had to look forward to the fact, which he had 
mentioned, that, simultaneously with the exhaustion of the coal beds, 
the present system of manufacturing iron would disappear; and 
they had also to look at another thing—they knew (those of them 
who were studying the question) that it was quite on the cards that 
the present system of manufacturing iron would disappear, and that 
it would be manufactured electrically. The source of electricity 
might be any source of power they might please. "They came, now, 
to the only sources they had left— water, wind, and anything else 
that happened—but principally water and wind. "They had done 
a very great service by clearing the ground from tbat romantic idea 
that water-power was got for nothing. Water is got for nothing; 
Nature happened to make а fall at a particular place, and if they 
could use that fall without spending any money on it they had their 
water for nothing.” But they could not. They had to spend 
money to utilise that water. It was an instructive thing to 
find that the cost of power in Switzerland, where they had not any 
coal, was less than the estimated cost at which they were going to 
generate current in Lancashire. They were bound, in studying 
the question, to recognise the fact that what the water did, 
and the only thing it did—he would be glad to be corrected 
if wrong—was to displace the coal Unless they could 
get down to the same cost, or below it, they were not going 
to do any good with water-power. The question had to be 
carried, he thought, a bit further. They would have to come to 
water-power if they were denuded of their coal beds, and they 
would have to look round, and it appeared to him that they must 
not wait for nature. Nature had made waterfalls thousands 
of years ago in the same way that it had made the coal beds. 
They must not wait for nature, they must do what the waterworks 
engineers had done, and he thought the experience they had gained 
would be of enormous value when they came to seriously tackle the 
problem of furnishing power by means of water, and transmitting it 
by means of electricity. Sitting in that section on the previous day 
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when Mr. Watson read his paper on the Bradford Waterworks he 
calculated roughly that the power which was transmitted by the 
water coming into Bradford would give him something like 15,000 
H.P. for an 8-hour day, or put into another form, for the Bradford elec. 
tric lighting station day, he might have half a million of 8-c.p, lamps 
There were difficulties in the way of doing that which he need ag 
enter into except to say that the difficulties would have been over. 
come if the waterworks engineer had had to overcome them. The 
waterworks engineer had only to consider one thing at the present 
time. He had to deliver a certain quantity of pure water, and the 
was all he cared about, but if he had to take the power from it he 
could do во, and still deliver the quantity. That was a partial 
solution of the problem. The other part he thought Dr. 
reckoned in connection with lightning conductors—the geological 
strata would have to be studied carefully, and the whole question 
threshed out. 

Major-General WEBBER said that it was very wholesome for 
motive-power engineers and engineers of stationary generating 
stations for making electricity, to be reminded from time to time 
that they had overlooked what was clearly demonstrated in 1881 at 
Paris—that was, the cost of generating electricity by means of gw 
engines worked with generator gas. It was quite true that the plant 
then exhibited under the gallery was a very small one, but it was als, 
quite true that since then engines had been introduced which could 
use generator gas which cost certainly under 14 lbs. of fuel per xv. 
hour, manufactured at the terminals of the dynamo. Anyone with 
any experience in the generation and sale of electricity knew that 
that figure was from 3 to 6 lbs. of coal in their generating station 
Hardly any large electric generating stations in which gas engine 
were using generator gas were employed, notwithstanding the 
great economy in the consumption of fuel. 

Mr. SIEMENS presented the thanks of the section to Mr. Kershaw. 
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PROGRESS IN ARC LIGHTING BY ALTER. 
NATING CURRENT LAMPS.‘ 


By H. W. HILLMAN. 


AT your last meeting, held in Cleveland, in August, 1899, one сі 
the most important discussions was on the subject of illumination 
by alternating current arc lamps, and, until recently, this subject 
has always appeared to include a difficult problem. We can ali 
remember the illumination test which was conducted by the local 
company on the first day of your convention at Cleveland. That 
test demonstrated that the light from the alternating lamp properly 
constructed is satisfactory in all respects to the public, city authori- 
ties and central station managers. А 

A few months later, the Georgia Electric Light Company of 
Atlanta installed a circuit of alternating lamps for the purpose vi 
making a comparison in the matter of light with their 10-amper 
open arcs. After three months’ operation, a formal inspection was 
made by the city authorities and representatives of the lighting 
company, with the result that the light from the alternating lampe 
was not only greatly favoured, but the alternating system ws 
adopted for illuminating the streets of Atlanta. Such experience, 
together with results of many other tests, encourages us to believe 
that so far as the subject of light is concerned, arc lighting by alter- 
nating lamps bas made considerable progress in the last 12 months 
Much. has been said about the large installations, such as Hartford. 
Woburn and other stations, which are operating several hundred 
arc lamps. 

It is interesting to dwell for a moment on some of the features is 
connection with the new arc system of a small electric lightinz 
plant. The Fort Plain Gas and Electric Company of Fort Plat 
N.Y., has furnished commercial and street lighting for the las i: 
years. The old equipment consisted of a high-frequency alterna: 
with belt-driven arc machines. About a year ago a series alternatiz¢ 
system, with one 50-light transformer, one 25-light transformer, 4- 
arc lamps and 45 100-с.р. incandescent lamps was introduced. Тї 
service is two-phase, a transformer being installed on each of th 
phases. Notwithstanding that one is a 50-light and the others 
25-light transformer, the two phaser are balanced on the commeri:. 
circuits within three volts. The systom has been operated for ab! 
12 months, without any expense whatever for repairs. Only a ba! 
day, once a week, is required to trim the lamps. The space occup:e- 
at the station for the arc-lighting system is only 4 by 15 feet. Net- 
withstanding that the primary voltage from the transmission line i 
quite variable, the current of the arc system remains perfect!“ 
steady, because of the excellent regulation of the transformer- 
Fig. 1 illustrates a simple arrangement for automatically switch 
off the lamps at daybreak. A battery circuit energizes two шаап! 
—the circuit being closed at the proper time by an ordinary aisit 
clock. When these magnets are energized, a weight is release. 
which opens the primary switches of both transformers, thus open!. 
the street-lighting circuits. As current is taken from a distance. 3: 
there is no generator in the station to require attention, the dev.“ 
referred to above makes it unnecessary to have any attends’. 
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* Read before the Ohio Electric Light Association, at Toledo, U.. 
August 16th, 1900. | 
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whatever at the station. The arrangement has been in service for 
more than a year and has never yet failed to operate. 

Referring further to small stations, the series alternating system 
offers wonderful flexibility for arc lighting. Notwithstanding the 
comparatively small size, a 25-light transformer has an efficiency of 
gj per cent. transformers are also made for 35, 50 and 75 
ыг manager was recently considering a system for 200 
lamps, and desired sufficient spare capacity for 225 lights. At 
frst glance two 100-light transformers and a 25-light size would be 


h 
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Fig. 1.—AvTOMATIC SWITCH FOR OPENING CIRCUIT. 


gested, but the conditions of load, as well as the size of the 

its, led to an arrangement of three 75-light transformers. For 

atime each transformer will be operated with about 65 to 70 lamps, 

aod the multi-circuit arrangement employed for operating two 
cireuits of 35 to 37 lamps each. 

Station practice frequently requires the adoption of a transformer 
ok scat yas load temporarily, and later to be connected for 
the full rated capacity. The constant-current transformer possesses 
an advantage in this каре» as the primary coils may be connected 
* as to operate at half load with practically full-load power factor 
wud efficiency. (See fig. 2.) 

The question has been frequently asked if the transformers can be 
uperated on two and three-phase circuits. Many such systems are 
now in actual use, and are operating satisfactorily. Of course; great 
rare should be exercised in the installation, with a view to properly 


Вв. 2.—CoNNECTIONS FOR CONSTANT-CURRENT TRANSFORMER. 


ug. the system, Occasionally it happens that only two trans- 
In эя ате wanted, and they are for use оп a three-phase service. 
regular cases a special primary winding can be furnished for a 

three to two-phase transformation. Fig. 3 shows the con- 


* nections of two constant current transformers for balancing the load 


ona three-phase circuit. Fig. 4 indicates the connections of the 


VATES 


Fio. 3, 
—CosxEOTIONS oF Two CONSTANT-CURRENT TRANSFORMERS 
POR BiLANCING LOAD ON THREE-PHASE CIRCUIT. 


same transform 
phase circuit, ers operating as single-phase transformers on a three- 


Perha 
pace ee of the Ohio stations are so situated that economy in 
tion (fig, 5) ба attractive feature. The accompanying illustra- 
formers, with a > ^ Modern are plant where six 50-light trans- 
Aggregate 


Square feet of floor capacity of 300 lights, require but 140 
than half a p ees at the station, or an equipment of less 


per lamp. The old arc-lighting system 


=н 


demanded 1,400 square feet for only 225-light capacity. The 
economy in space is in the ratio of 10 to 1, without considering 75 
additional lamps, which the plant is now capable of operating. 
There exists a universal appreciation of the saving due to the 
lower maintenance cost of the enclosed arcs compared with open 
arcs, but insufficient attention seems to have been given to the 
higher efficiency which the series alternating system esses. It 
is interesting to consider a 300-light arc system where & large alter- 
nator is used for operating incandescent lamps, commercial arcs, and 
the series alternating system. Considering that after 11 or 12 o'clock 
at night the street lighting would represent most of the load, the 


Fic. 4.—CoNsTANT CURRENT TRANSFORMERS OPERATING AS 
SINGLE-PHASE TRANSFORMERS ON A THREE-PHASE CIRCUIT. 


alternator and constant-current transformers would have an average 
net efficiency of from 85 per cent. to 90 per cent. Comparing this 
with the efficiency of the old-style arc machines, operating from 
line shafting, it is invariably found that there is a saving of approxi- 
mately 200 watts per lamp. Operating 4,000 hours per year, the 
saving represents 800 kilowatt-hours per lamp per year, and at the 
low cost of one cent per kilowatt-hour for energy, a net saving is 
effected equivalent to $8 per lamp per year. If representatives of 
some of the larger Ohio stations should fee] one cent per kilowatt- 
hour is too high, let them use one-half cent, and there still remains 


a saving of $4 per lamp per year, due to the high efficiency of the 


series alternating street system. 

The small maintenance cost for operating enclosed ares is begin- 
ning to be appreciated. A report from a station where а 100-light 
transformer and 100 lamps are operated for over a year states that 
not a cent has been expended for parts for either the transformers 
or the lamps. A report on six transformers in operation for more 
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1FId. 5.— A MODERN TRANSFORMER PLANT. 
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than two years shows that the only expense for maintenance has 
been a small chain, costing not more than 10 or 15 cents. The 


exact annual cost of operating enclosed and open arc lamps has been 
frequently discussed. "The table below may be considered as repre- 
sentative of the annual saving in maintenance, in connection with 
a station having established a first-class arc lamp department :— 


Trimming... ' T ... $5.63 $1.28 

Carbons ike Е T he AMT 1.56 

Inspector eis ses ae api .90 

Repairs eres A vh .. 2.00 1.00 

Inner globes ... fire sion He tes .60 

Outer globes ... TT 270 VES 14 
$15.22 85.48 
5.48 


Annual saving in maintenance 89.74 


It is only fair to add that in such cities as Cleveland, Chicago, 
Pittsburg, or Cincinnati the outer globe will require cleaning 
frequently, due to the excessive dirt and dust which is known to 
accumulate in those particular districts. This item would increase 
the cost of maintaining enclosed arcs, approximately, $1 per lamp 

T year. 

Whether the station be small or large, it is equally essential that 
a systematic method be adopted for taking care of inner globes, 
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carbons, &c. As the enclosed arcs have two globes, compared with 
one for the open arc, additional attention must be paid to globes. 
The design of the enclosed lamp enables the use of the residue of 
the upper carbon for the lower holder, and advantage must be taken 
of this feature in order to operate at a low cost. Inner globes 
should be carefully cleaned, and the residue of upper carbons cut 
the proper length to be used again. Inner globes ought to be 
returned to the station and cleaned at each trimming, when the 
carbon deposit is so slight as to enable a thorough cleansing of the 
globe. Too much stress cannot be laid upon this point. In the 
globe cleaning room of a modern enclosed arc lamp department, a 
scheme ha« been adopted for brushing out the globe and cleansing 
it with water at the same time. An upright brush 18 mounted upon 
a supporting arm and belted to a motor. The brush is revolved at 
a considerable speed to remove the carbon dust from the globe, and 
at the same time hot or cold water is passed through pipes into 
the globe. A recent trial was made to see how fast the globes could 
be cleaned by this method. At the start the globes were in the 
wagon box, having been returned to the sta ion. They were taken 
out, the holders removed, and in 1 hour and 20 minutes 125 inner 
globes were cleansed, dried, and returned to the wagon box ready 
for use the next day. The trimmer not only takes care of 125 
lamps per day during this season of the year, but cleans the globes. 
A device for testing carbons for straightness, diameter, and length 
is provided. A gauge on the table is set for the right length, and 
125 carbons may be quickly eut and placed in the holder for the 
next day's use. 

Considering the excellent organisation of this lamp department, 
together with the great care which has been paid to little details, 
we need not be surprised to learn that the previously cited com- 
parative statement showing cost of operating open and enclosed 
lamps was based on the result obtained at this station. It may serve. 
as a guide for central station managers investigating the economy 
which may be secured by the enclosed arc street system. 

Progress may also be noted in connection with inner globes. In 
the first installations of alternating enclosed lamps, it was common 
to use clear globes. It seemed reasonable to believe that more light 
could be secured from clear glass than from opal. However, the 
danger from this practice became apparent. A shadow existed 
beneath the enclosed arc lanip to a degree almost approaching that 
of the old style open arc. This shadow was found to be more 
annoying, because the arc constantly moves around the carbon, pro- 
ducing a wandering shadow on the ground beneath the lamp. The 
source of light is the arc only, when using a clear inner globe, while 
with the opal glass the entire globe, from the top to the base, is 
flooded with light; the globe itself becomes a source of light. The 
shadow is entirely eliminated, a beautiful diffusion is secured, and 
tests show that the amount of light is greater at a distance with an 
opal inner globe than it is from a lamp equipped with clear glass. 
Evidences are not lacking to prove the practicability and value of 
opal inner globes for enclosed arc street lighting. 

I desire to earnestly appeal to the central station managers of 
Ohio to energetically push the arc lamp department of their busi- 
‘ness, and particularly the street lighting branch. Such wonderful 
strides have been made in interior lighting that this part of the arc 
lamp department has become a source of increasing income. In 
all sections of the country evidences of this fact are abundant. 

The street lighting end, however, has been lax. Particularly is 
this true where stations are furnishing lights from the old-style arc 
system. There is no more reason to expect to energetically push 
street lighting and greatly increase your income with the old-style 
system than there was for competing with Welsbachs and pleasing 
the merchants, when you had only open arcs available for store 
lighting. As soon as the merchants saw the great improvement in 
artificial light, they adopted it exclusively. They had become 
accustomed to the use of electric light in great abundance, because 
it is a superior illuminant. | : | 

The same argument applies in connection with street lighting. 
The alderman, who has recently moved into the new residential 
district, takes pride in referring to the new-style lamps. They 
harmonise with the residences recently built. "They go hand in 
hand with the new railway line, which has just been extended into 
that territory ; and, altogether, the illuminating company occupies a 
very strong position. In introducing a new system of lighting, 
with the advantages of steady burning, absence of shadows, neatness 
of installation, cleanliness of globes, and uninterrupted service, the 
outlook is encouraging. All these superior features popularise the 
lights among the citizens of any city or town. The interest dis- 
played in this subject by officials and representative business men 
is not surprising. In acity in the East, which has met with con- 
siderable success in introducing the new lighting system, the Mayor 
secured opinions from many prominent citizens whose business 
takes them on the streets at night, and whose opinions might be con- 
sidered of much value. Commendatory letters were received from 
the chief of police, the chief of the fire department, the superin- 
tendent of the street cleaning department, the most prominent 
physicians, the proprietor of a prominent livery stable, and the 
bicycle path commissioner. 

An arc lamp near a fire hydrant is of considerable value. The 
good illumination facilitates making connections with a hydrant, 
and assists the fire department in saving life and property. Such 
an argument should appeal to the citizens of any community. 
While arc lamps need not be placed at every hydrant, they 
should be so located that every hydrant is well illuminated, 
or if this is impracticable, a series incandescent lamp should be 
suspended over each hydrant which is not already lighted by an 
arc lamp. | 

These ideas lead us into the subject of candle-power, and strongly 
suggest the low energy lamps, or the lamp of smaller illuminating 
capacity. The minutes of your last meeting contained в few words 


.American railroads allow the above variations. 


on this subject by Mr. Hoag, city electrician of Cleveland, wh» 
stated that he hoped that the time would come when are lamps of 
smaller units would be available for street use, thus affording an 
opportunity for installing them more freely throughout all sections 
of the city or town. 

Progress has already been made along this line; for example, the 
10-ampere open are lamp consumes about 480 to 500 watts, while 
the new series alternating enclosed arc consumes only 425 watts gt 
terminals. Among the 150 stations which have adopted the series 
alternating system, almost all of them are using the standard 
6:6-ampere or 425-watt lamp. This shows conclusively that the low- 
energy lamp has come to stay, and, in fact, some of the systems 
installed are adjusted for six amperes and consume only 375 to 400 
watts at terminals. As the energy consumed per lamp forms such a 
large proportion of its cost of operating, the subject becomes a yery 
important one. i 

To study all the phases of the street lighting business should be 
the aim of every central station manager. At this time, when such 
a great improvement is offered for illumination, there is something 
wrong if the annual income from the city is not increased. The 
adoption of low-energy lamps will encourage the use of lights exten- 
sively ; the economies effected by the new system will increase th: 
profits materially ; and, finally, as the public reaches that degree of 
education where artificial light will be demanded as universally in 
the street as it is now used among the merchants, mills and factories, 
your arc lamp department will be in a flourishing condition. 
Progress in arc lighting by enclosed lamps will have been sub- 
stantiated for all time. 


STEEL: ITS PROPERTIES AND TESTS 


IV. 


As the chemical composition is specified there is no need to ask for 
tenacity or elongation, but a drop test may be fairly demanded, П 
chemical composition is specified and followed, the drop onght not 
to include a certain maximum deflection, but should specify that the 
rail shall not break under a single flaw. The author thinks that a 
specified range of 0°10 per cent. of carbon is а better and more prompt 
means of securing uniformity than the drop test, which is useful 
merely to prove ability to withstand shock. A dead-weight test is 
also unnecessary if the drop test is satisfactory, with satisfactory 
chemical tests. 


The author complains that some specifications demand that з 
piece of rail 12 inches long must be submitted for approval before 
general rolling, because, he naively remarks, “Confidence can be 
safely placed in the skill and integrity of American manufacturers? 
Presumably the European railmaker may properly be asked to 
supply this, but the American is too skilful and honest. ‘This is 
оп а par with the coddling of the American manufacturer by the 
unpractical consultant. Now, of course, the American is neither 
better nor is he worse than other contractors. His business is to 
make money, and he generally does so. 

American rails are allowed to vary 4 inch in length and , inch 
in height between the lowest and highest, or % inch and х; inc: 
above normal. It is complained that English and other European 
specifications are too exacting on these points, because the be-t 
But the bes 
American track is not equal to the best English, nor are chairs used. 
A different height matters nothing on a sleepered road. It dom 
matter on chairs. 


Inspection is another grievance. It often causes delay, and 


. insufficient inspectors are sent to get through the work of gauging 


marking, and so on. 

Generally this criticism of foreign specifications is excellent from 
the point of view of the manufacturer. We hope it may show tir 
American manufacturer something that he has not realised when h 
has talked so freely of his outputs and of the general inferiority! 
European products. 

Above all our own manufacturers may study its spirit with 
advantage. They will see the sort of easy time expected by the 
American mànufacturer, and how he is able to kick at excessive 
precautions and demands. It may even cause them to combine for 
the purpose of a general all-round refusal to quote to the irrational 
specifications of non-technical and unworkmanlike engineers. The 
author does not appear to realise fora moment that the clauses he 
condemns in European specifications are those to which the “effete 
and wornout" rail mills of Europe have all along had to work 
American rails are good and shapely, and though they may be high 
in phosphorus they are not, we believe, prone to break. In any 
case, if American rails will do for our purpose, why ask better rails 
from our own makers? Clearly the American makers kick at sach 
very stringent requirements, and if all one hears be true, there ame 
some curious facts connected with inspection at works that make 
one think that much of the inspection which is carried out is more 
or less ineffective. One of the worst evils of a too stringent 
specification is that it sets up a desire to get round it. The 
stringency defeats itself. It is to be hoped that specification 
may be made more international in character in order to destroy 
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omething of the unequal burden imposed on our own manufac- 


gs the near future we propose to give particulars of the main 
ints in the specifications adopted by the American section of the 


International Association for Testing Materials. 


FEED PUMP EFFIOIENCIES. 


Ws. Pomp К. STERN, of New York City, makes some interesting 
sjaervations on effecting economies in feed water systems, in the 
columns of the New York Electrical Wowd. Не remarks that he 
had occasion in several instances to make duty tests of the feed 
pumps of various isolated plants, and has obtained negative results 
imma standpoint of economy when comparing the merits of two 
methods of feeding boilers. He brings forward the matter for the 
lenefil of engineers operating dynamos, and superintendents of 
electric light and power plants. Upon investigating the comparative 
merits of electrically operated feed pumps to those taking steam 
from the boilers of their plants, he has found that in most cases 
when small steam pumps are operating en various loads having a 
maximum speed of about 50 full strokes per minute, the actual steam 
cousumption on a basis of a 2 H.P. load when operating at this 
eed, will be on an average of about 130 lbs. of water per horsc- 
power per hour, but when in use feeding the boiler, the wide fluctua- 
tions in the steam consumption of the engine during the varying 
lads demanding more or less water than the full capacity of the 
pump, gives rise to considerable variations in the speed of the pump, 
whieh seriously affects its efficiency. That is, taking the duplex 
pomp as an example, the strokes are not complete, and taking as а 
fair average of the pump's speed one-half of its maximum, the steam 
cansamption of the pump would increase, in some instances to 180 
cras mach as 200 lbs. of steam per horse-power per hour. There- 
‘ore, he says, upon а nominal basis of feed, it would be fair to 
жопе а steam consumption for the steam pump of 180 lbs. of water 
per horse-power per hour. This is what is found to be about the 
consumption of these small steam pumps in practice, and figuring 
on а basis for a boiler evaporation of 8 lbs. of water per pound of 
coal, such as the anthracite pea which is in common use in New 
York State, and particularly in New York City, which is a fair 
average for a 10-hour run, there results a coal consumption for 300 
days of 135,000 lbs., or 62 gross tons. This would have to be 
charged up tothe steam consumption of the pump, and, at $3.25 per 
oss ton, would amount to $201.50. The cost for cylinder oil for 
‘he steam end of the pump would be about $5.50, making a total 
of $207. Mr. Stern continues as follows :— 
“А pump driven by an electric motor of about 2 H.P. capacity 
vill have about the same friction loss in its operation in consequence 
sf gear, &c., as the steam pump, or probably a trifle less. Allowing 
‘total loss of 40 per cent. in the dynamo which operates the motor, 
tte loss in the motor itself, as well as in the windings, and a steam 
“esumption of 28 lbs. of evaporated water per horse-power per 
кш for the prime mover, which is a fair average of the water 
“csumption of our modern power plants, we have a consump- 
ч of 39 lbs. of water per horse-power per hour for working 
“eclectrically-driyen pump. This, on the same basis as the steam 
m would amount to 28,2221 lbs. of coal for the same time, or 
ка, gross tous, which would amount to $43.06. The lubricating 
м penses would be about the same for both pumps, апу slight differ- 
“ae, however, being in favour of the electrically-driven pump. 
6 ed pou pump would have to be charged up with an annual 
UN E 0 . about $5 for the steam end of the pump for repairs, 
M ould make а total expense for maintaining thc steam pump, 
Tespective of the investment, of about $212 annually. For the 
ahy pump the repairs would not exceed $2 per annum, which 
of the nt the total expense up to $45, leaving a saving in favour 
ihe а жайы pump, omitting investment, interest, &c., of $177 on 
^pa Saga of the pump alone. 
оа с us less than one-quarter or nearly one-tifth of the 
байы. кк er evaporated in the boiler for the operation of the 
Fiona en теп pump, there would be about one-fifth of the 
du’ to crustation and deposit of scale taking place in the boiler 
operating the = which would be formed in consequence of 
boiler would К d pump. Therefore, the extent to which the 
ary to среде ther ee by the evaporation of the water neces- 
* prime mover at full load would be still further 

1755 pump to the extent of about 10 per cent., 
tio allowance of 10 per cent. is made for deprecia- 
— — hs eee $100 of this amount would have to be | ed 
have to be iaaa ee engine, and about 10 per cent. of this would 
expense of operati against the steam sucker, which would swell the 
this is alao жору. the steam pump annually another $100. As 
steam pump, we f the depreciation in the furnace by the use of the 
moke stack q. ind it goes all the way back to the grate bars, 
driven pum, to herefore, it would be fairer to the electrically- 
est of the boi] sure a depreciation of 10 per cent. on the whole 
hasis of a 180 or 200 : : à : 

ing about $2 999 б "Н.р, boiler, including stack, setting, &c., cost- 
engine, and 10 th € would have to charge up $230 anuually to the 
«оша have to be cent. of this, or $23, to the feed pump. This 
that the savin in ded to the fuel expense. Thus it will be seen 
Pump would the running expense of the electrically-driven 


рау for a new pamp t annually to $200, which sum would more than 


“Of course, the same saving might be effected with an ordinary 
power pump taking its power from a line shafting. The difficulty 
with this scheme, however, would be apprehended in the regulation 
of the feed water. In the electrically-driven pump the feed water 
supply may be varied at will. 

* The writer would be pleased to learn something of the expe- 
riences of other engineers in this connection, as it would appear 
that there is plenty of room for argument both iu favour of and 
against the use of steam pumps as boiler fecders where electric 
power is accessible.” 


NEW PATENTS AND ABSTRACTS OF 
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NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Taompson & Co., Electrica] Patent 
Agents, 822, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed, 


16,500. An improved high voltage electric cut-out.” A. ECKSTEIN and A. J. D. 
KRAUSE. Dated September 17th. 

16,501. ** Improvements in arc lamp suspension apparatus, applicable also to 
other purposes." A. ECKSTEIN and A. E. ANGOLD. ated September 17th. 

16,507. “Improvements in or connected with the regulation and control of 
electric motors." W. L. SPENCE and THe BRITISH ELECTRIC PLANT Company. 
Dated September 17th. 

16.508. “ An electric motor switch gear.” J. LENDbERYON and E. F. SMART. 
Dated September 17th. 

16,528 An automatic safety clutch and ceiling rose for electric arc lamps.” 
E. P. BARFIELD. Dated September 17th. 

16,531. “ Manufacture of porous metal plates for electric accumulators.” 
F. W. ВинхЕ. Dated September 17th. 

16,541. *'Improveiments in electric switching and metering apparatus.” 
J. G. LonRAIN. (Н. A. Macdonald, France.) Dated September 17th. 

16,543. “Improvements in or relating to telephonic switchboards and the 
like." K. N. Von Szorori. Dated September 17th. 

16,5465. Improvements in arc lamps.” O.F. W. Duppina. Dated Septem- 
ber 17th. 

16,567. “Improvements in or connected with thermo-electric batteries or 
thermo piles." W. BUCHNER., Dated September 17th. 

16,590. Improved ear picce for telephone receivers.“ P. McLELLAN and 
T. R. SMALL. Dated September 18th. | 

16,600. ''Electro-mechanica] sound-augmenting apparatus applicable for use 
as an aid to the deaf." C. Abaus-RAN DALI. Dated September 18th. 

16,644. ‘‘Improvements in electricity meters." S. Z. ре FERRANTI. Dated 
Bep ember 18th. 

16,656. "Improvements in electrically-propelled motor vehicles." T. J. 
Ryan. Dated September 18th. (Complete.) 

16,667. N in and relating to the working of electric or other 
tramway or railway points.” W. J. Stewart. Dated September 19th. 

16,696. Improved method of treating the animal or human body by electric 
forces.“ C. M. JoHNSON. Dated September 19th. 

16,697. “Improvements in systems of electrical distribution." Tux BRITISH 
THomson-Hovuston Company, LiwrTED. (E. W. Rice, jun. United States.) 
Dated September 19th. (Complete.) 

16,698. “Improvements in conduit plows for electric railways.“ THe 
BRITISH THomson-Hovuston Company, LIMITED. (J. Hoffmann, United States.) 
Dated September 19th. (Complete.) | 

16,699. *' Improvements in lightning arresters." THe British THOMSON: 
Houston Company, Limitep. (L. Bell, United States.) Dated September 
19th. (Complete.) 

16,700. Improvement in systems of electrical distribution." Тнк BRITISH 
THomson-Houston Company, LIMITED., (С. P. Steinmetz, United States.) 
Dated September 19th. ( Complete.) 

16,701. ‘Improvements in electrically-operated pumps." Tue Buirisu 
THomson-Hovuston Company, LIAITED. (E. M. Hewlett, United States.) Dated 
September 19th. (Complete.) 

16.702. Improvements іп dynamo-electric machines.” THE BRITISH 
ÜTHowxsoN-HovusTON Company, LimiteD, (E. W. Rice, jun., United States.) 
Dated September 19th. (Complete.) : 

16,708. Improvements in controlling clectric motors." TIE BurrisuH 
'THoMsoN-HovsroN Company, LiMiTED. (M. W. Day, United States.) Dated 
September 19th. (Complete.) 

16,704. “Improvements for adjusting brush holders for electric machines.“ 
Tue Витізн THowxsow-HovsTroN Company, LixiTED, (H. G. Reist, United 
States.) Dated September 19th. (Complete.) 

16,705. “Improvements in systems of train control for electric railways." 
Tur British THomson-Hovston Company, Limirep. (C. E. Barry, United 
States.) Dated September 19th. (Complete.) 

16.706. Improvements in means for preventing hunting of dynamo-electric 
machines," THE British THomson-Houston COMPANY, LIMITED, (H. W. Buck, 


United States.) Dated September 19th. (Complete.) 


16,738. Improved electric energy meter." F. Sal. DANA. Dated September 
9th. 


16,777. ' Improvements in or connected with electrically ignited motor cars, 
cycles, or the like, applicable for other analogous purposes." J. S. STAFFORD, 
Dated September 20th. 

16,798. “Improvements in underground conduits for electric conductors." 
J. ZAPPE. Dated September 20th. (Complete.) 

16,801. ‘*Process and apparatus for the electrolytic decomposition of alkaline 
salt solutions.“ A. J. Dk B. e. CunHaA. Dated September 20th. 

16,905. “Improvements relating to егіс signalling." H. M. HozikR. 
Dated September 20th. 

16,808. "Improvements in and relating to the method of and apparatus for 
electrolytically depositing metal.“ R. J. Нооонтом and W. E. Cooke. Dated 
September 21st. 

16,865. Improvements in and relating to devices for carrying electric cables, 
wires, and the like." D. P. Regan. Dated September 22nd. 

16,88]. ‘ Improvements in wireless telegraphy and telephony." 8. G. 
Brown. Dated September 22nd, 

16,896. Electrical fittings for discharging cisterns.” J. G. Davipson and 
J. Dox. Dated September 22nd. 

16,898. Improveme ts in apparntus for electrically transmitting orders or 
signals, such apparatus being suitable for navigable vessels and other purposes 
where it is required to transmit a series of signals or orders." G. C. SHANK- 
STER." Dated September 22nd. 

16,903. A new or improved device or apparatus for fixing electrio lamps in 
the socketa of overhead electroliers, brackets, and the like, or for de ing 
them therefrom." W. V. Bicas. Dated September 22nd. 
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16,912. “Improvements in or relating to covers or lids of telephone cases or 


the like." H. A. Jackson. Dated September 22nd. 


16,915, “Improvements in the production of filaments for incandescent elec- 
tric lamps.“ F.DawsrnuT. Dated September 22nd. (Complete.) 

16,916. Improvements in or connected with eleetro-magnets." J. WETTER. 
(The Flektricitats Aktiengesellschaft, vormals Schuckert & Co., Germany.) 
Dated September 22nd. (Complete.) 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 822, High Holborn, W.O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stampe). 


1898 ` 
* 


68. “l te in ral! joints for electrio railways.” M. Barsoahall. Dated 
January Ist, 1808. Relates to rail joints, &c. The rail joints are made as 
described in Specifications 18,524, 1800; 9,639, 1802: with a short length of rail 
and with or without an intermediate fishplate. The bond lies in the space left 
between these parte, Only a single wire is used, but the space on both sides of 
the tfisbplate may be used for a double bond. З claims. 


4,278. ''improvemonts In or relating to raliway electrical signalling apparatus." 
J. A. Busher. Dated February 21st, 1898. A battery bas one pole connected 
to one of the rails, and the other pole connected through a bell or indicator and 
switch in the signal cabin, to the line wire, from which braoch wires are carried 
to contact bars located in suitable positions between the rails. The engine is 
provided with a contact brush adapted to make contact with the contact bar, 
and with a relay electro-nagnet which when energised, releases the spring con- 
tact, and so closes а local circuit through the battery, and bell, &c., on the 
engine. When the brush makescontact with the bar, the main and local circuits 
are completed, and the bells sounded. The contact is reset by means of a spring 
push. ‘The bar consists of an insulated conducting strip mounted on а wooden 
or other base fixed to the sleepers. The brush consists of a number of contact 
strips pivoted to a frame, and normally held vertical by springs the frame being 
snspended from links and connected to a lever, so that it can be raised into an 
inoperative position. The brush and bar may be kept clear of the frost or snow 
by steam dircharged from the engine pipes, or the bar may be heated in any 
other way for the same purpose. 3clains. 


11,604. "improvements in and connected with the electro-metallurglo produc” 
tion of steel, and their alloys, with chromium, tungsten, niokel, manganese, and 
the liko.” Staseano. Dated May 28rd, 180%. Relates to obtaining iron or 
steel, or an alloy thereof, with chromium, tungsten, nickel, manganese, and the 
like. The ore is first prepared as follows: It is hand selected, pulverised, 
sifted, washed, and separated from gangue by a magnetic separator, an analysis 
is then made, and the required amount of lime, silica, and carbon added; 5 to 
10 per cent. of water is next mixed therewith, and the whole is pressed into 
cakes, which are afterwards broken up. If an alloy is to be formed, the oxides 
of the metal to be added are mixed and melted with the ore. The mixture is 
reduced in an electric furnace formed of a double cone with a pot beneath, two 
adjustable carbon electrodes, a tap-hole for the liquid metal or alloy, two outlets 
for gases, and а feeding-hopper having a valve operated by a lever. З claims. 


22,071. ''improvements in safety ‘devices for use with olectric cables.” J. A. 
l Dated October 20th, IP98. Safety devices such as cut-outs or lightning 
arresters are arranged either as a bridge across the circuit or from one line to 
earth. The apparatus contists essentially of a single or multiple spark вар, 
arranged in series with one fnsiblecut-out of a series. The fuse wires are either 
strained by springs or by weighted levers. In the formercase aspringcontrolled 
arm, connected tothe second lead or earth, moves round against the fuse plates, 
andis released, whenevera fuse is broken. Before reaching tHe lust fuse, an alurm 
circuit is elosed. In the case of the weighted lever arrangement, the lever in 
falling after a fuse blows, completes the circuit for the next fuse. The fuse 
wires may be enclosed in tubes containing powdered chalk, &o. 4 claims. 


22,680. ‘improvements in protecting statio voltmoters." The British Thomson- 
Houston Company, Limited. (E. M. Howlett.) Dated October 20th, 1698. Electro- 
static measuring instruments are connected with supply mains by high re- 
sistances, Which may be inductive to prevent passage of destructive currents if 
discharge occurs between the opposed parts of the instruments, or if leakages 
occur, The opposed parts of the instruments may then be safely placed near 
together, The application of the invention to ground indicators for high 
pressure alternating current circuits is mentioned. 2 claims. 


22,091. “imprevements in means for adjusting the reluctance of magnetic cir- 
cults.” The British Thomson-Houston Company, Limited. (E. Thomson.) Dated 
October 20th, 1898. For the purpose of adjusting the reluctance of a magnetic 
circuit, there is interposed in the circuit a body of laminated material, so 
arranged that the lamine may be placed either parallel with or at any desired 
angle to the lines of force. In the former case the reluctance is least; in the 
latter case it reaches & maximum when the angle is 90. The invention is 
shown applied to reactance coils, and to the field magnets of multipolar 
dynamos. 7 claims. 


22,082. “improvements in trolloy cars for eleetrio raliways." Tho British 
Thomson-Mouston Company, Limited. (H. Geisenhoenor.) Dated October 20th, 
1898. Relates to supports for conductors on electric railways and tramways on 
the overhead system. The conductor is held on the trolley car by a wire which 
is laid in grooves in the conductor and secured by lugs on the саг. 7 claims. 


22,116. ‘“‘improvemonts in galvanic battories.”” E. Baresoh, А. M A. Baresoh, 
E. M. Toslor, and W. ven Zabern. Dated October 20th, 1898. Relates to an electrode 
for Leclanché and like batteries, and consists in making it of a rod of carbon 
which is forced into a mixture of powdered peroxide of manganese and powdered 
coke or gas carbon moistened with ammoniacal salts and contained in a bag 
formed of a piece of seamless hose, the upper end of which is subsequently 
closed by а cord which is passed through a hole in that part of the carbon rod 
which lies outside the bag. To form a dry battery this electrode is placed in a 


zinc cylinder which contains sawdust or the like, impregnated with sal- 
ammoniac. 6 clainis. 


28,130. “improvements in eleotrio railways and tramways on а sectional oon- 
ductor system." W. d. Hoys. (J. J. Hellmann.) Dated October 21st, 1698. Elec- 
tric railways and tramways on a sectional conductor system with each section 
supplied by separate generators. In the form shown, three-phase motors are 
supplied from main conductors and drive gencrators and exciters on each 
section, which may correspond with & block section. The generators supply 
current through insulated sectional conductors to the vehicle motorr, and a 
second set of insulated sectional conductors is used in conjunction with a second 
collector and switch on the vehicle, to complete the circuit between the exciters 
and the field coils of the generators. Resistances are placed between the 
sections of conductor and insulated pieces of the other conductor. Continuous 
or other current motors, or motors other than electric motors ean be used to 


drive the generators, which may be arranged to supply continuous or other 
currents. 5 claims. 


22, 171. Improvoments in insulating devices for tho olectrodes of acoumulators.” 
J. H. Graeber and Н. Tobler. Dated October 21st, 1898. The plates are made up 
of a series of rectangular frames, packed with active material and riveted to 
conducting strips. The separators which constitute the main feature of the 
invention consist each of two end blocks with grooves in which the end of the 
plates rest. In each block is cut a number of inclined notches, in which are 


pored insulating tiles or slabs of glass, so as to form the sides of the separator. 
2 claims. 


22,181. “Improvements in electrical conducting mains." J. S. Highfield and 
J. M. J. Cater, Dated October 21st, 1898. Conductors of various section and 
covered with a thiu layer of compressed fibre are mounted in hard wood. The 


conductors are provided with longitudinal dove-tail grooves and the onter 
metallic tube is also provided with grooves corresponding in position with the 
grooves. The number of the conductors may be varied, and the provisional 
specification refers to the use of conductors without grooves. Lengths of the 
main are joined by connecting the conductors covering the ends of the motal 
tube with a screw-sleeve and filling up the space with insulating material 
Branches are taken otf by drilling through to the grooves and driving in a metal 
plug split at the end and provided with a wedge. The plug is enclosed ina 
metal case, and is separated from the same by a divided wooden sleeve. The 
branch lead is soldered into the plug, and the metal case filled with insulating 
material, The provisional specification refers to the plug being screwed intoa 
conductor without a groove. 2 claims. 


22,190. “improvements in јони boxes and ewiltohes therefor, ia connection with 
concentric systems of electrical cond " 6. Witkineos. Dated October 2lst, 
1898. The junction box is fitted with a switching arrangement for connecti 
or disconnecting the conductors for testing, &c. The outer box is fitted with 
ledges for supporting the inner box which contains the switch and connections, 
The cables are passed in through conduits and enter the inner box through 
tupered nozzles packed with insulating material. The outer conductors are 
clamped to a base and are connected by bars which may be removed trom 
te-tiug, &., to the branches. The inner conductors are fitted with contact 
forks adapted to engage with contacts carried by а ring mounted ona 
rotary disc and so forming thæ switch. The insulating disc is connected toa 
metal top plate fitted with an insulating ring to protect the contacts. This 
plate is earthed through a spring connected to the box through the screw. A 
wooden ring is provided for covering the connections. With this arrangement 
the branches may be entirely disconnected without affecting the mains 
4 claims. 


22,282. A telephonic apparatus for use on vessele for determining the 

of bodies moving outside of samo.” М. R. D'Asar. Dated October 22nd, 1898. 
Apparatus for use on board ship to determine the position of bodies moving 
outside the same. A number of reflectors are mounted in a partially exhausted 
case attached to the ouside of the vessel below the water line. The 
reflectors are provided with central apertures connected by pipes with a 
cylinder, the connections being in en axial line. A second cylinder rotates in 
the cylinder, and has a similar series of openings on an axial line and a соте. 
sponding series arranged in spiral form. The interior of the second cylinder is 
connected to the telephonic apparatus. A pointer is moved over a scale by the 
bevel gearing on the driving shaft. 7 claims. 


22,344. “ Improvements in olectric are lampe." H. Delavan and F. F. Brerat 
Dated October 24th, 1898. (Date claimed under Act, March 24th, 1598) Are 


‚ lamps having supply chambers for carbons which are withdrawn, and fed to the 


are automatically as described in Specification No. 4.984, A. b. 1897, are provided 
with feed rollers for this purpose, avoiding the use of carbons formed to fit to- 
gether. The carbons in a chamber are pasred toward the outer side of the 
chamber snd against a stop by the extended and flattened end of a spiral spring. 
The outer carbon is situated between toothed rollers carried by a fixed support 
and a lever. The lever normally rests on the stop, and it supports two ретй 
connected by a link, and a screen-pressed lever with the core of a shunt 
solenoid. The rollers are movable in slots in the Jever under spring contra. 
The lamp contains an electro-magnetic switch, connected in parallel with the 
carbons, and acting so that when the difference of potentials at the terminals 
rises, the solenoid is excited, and raising the core and pawls, it causes 
the rollers to grip and push down the outer carbon. These movements оссо 
repeatedly, if necessary. Springs prevent reverse motion of the rollere The 
arc is struck, and its length is regulated by series solenoids and jaws. 1 claim. 


22,419. ''Improvoments In telephone transmitters." М. Byng. Dated October 
25th, 1898. Microphones, of the type in which carbon granules &re held 
against a carbon diaphragm by a cupped carbon block, have that block 
formed with a back central opening and lateral openings. The openings are 
filled with lead, and a double-threaded tcrew stud made secure therein, or 
a serrated shank to the stud may be embedded therein. Tbe carbon diaphragm 
is mounted between the front and back cases. The stud passes through an 
insulating bush, and the carbon block is connected by a metal block to a binding 
Screw. 2 claims. 


82,449. ‘improved combined brake ре and electrical ooupilug for railway 
trains.” А. @. Wild. Dated October 25th, 1898. Relates to combined brake- 
pipe and electrical couplings for railway vehicles. The coupling is tormed of 
two-flanged pipes of the usual kind, faced with paoking rings. The half- 
couplings are connected together by linking the hooks and then sliding the 
lugs into the corresponding slots. Fixed to each log, but insulated therefrom, 
is an electric contact to which are connected the conductors. On bringing the 
two halves of the conpling together, the spring contacts touch and complete 
the circuit. Wires are arranged for the return current. In the modification, 
the projecting portion of each U-shaped electric contact takes the place of the 
lug, and entering the recess in the opposite flange, holds the balf-couplings 
together, and at the same time electrically connects the wires. 3 claims. 


22,481. '""Improvemonts in primary batteries." J. Y. Jobuston. (К. J. Deren. 
Dated October 25th, 1808. The battery comprises an outer casing of lead in 
which is fitted a number of porous partition plates of carbon or earthenware 
formed by casting lead around plates of carbon or earthenware, having 
notches in them into which the lead also enters. Each put of plates is 
formed into a closed compartment for the depolarising liquid, by uniting them 
together by strips of lead, which are burnt to the lead frames of the pistes. 
Each pair of compartments is united together by lead strips so as to form com- 
partments open at the top and bottom, into which the zinc plates and the 
exciting liquid are placed, the other elcotrode being constituted by the lead 
parts of the battery, which are all burnt together, and to a bottom piece of lead 
which is filled with an insulating composition. On this is placed a lead plate, 
on which rest tbe lower ends of the zinc plates, and which has & screwed con- 
nection passing through an insulating nipple to the exterior of the battery. 
Rubber bands are placed around the compartments, and around some or all of 
the zine plates. The depolarised liquid, which is acidified sodium bi-chromate, 
is supphed to the compartments through passages communicating with an 
external channel, and it is drawn off through passages communicating with an 
external channel. The exciting liquid, Which is dilute sulphuric acid, is 
similarly supplied throngh passages and a channel end drawn off through a 
channel, The external connections to these channels consists of T-headed 
nipples, which may be connected үч rubber tubing to similar nipples on other 
batteries in order that a number of batteries may be supplied from the same 
source. An air exit is provided for the compartments. The batteries ma; 
have а cover provided with a central gas exit. 18 claims. 


22,637. '"'improvoments in or connected with electric push buttons.” G. Markt. 
Dated October 26th, 1898. Pushes constructed to resemble tumbler switches. 
The push slides in a guide formed in a bridge on which the dome screws and 
forces the spring contact against the fixed contact. 2 claims. 


22,646. ''improvemeats in automatio telephone exchanges." W. Р. Творог. 
(Tho Strowger Automatic Tel Exchange.) Dated October 9010, 1998. 
Relates to an automatic exchange for telephonic working in which each gub- 
scriber is provided with & selecting apparatus consisting of grouped contacts 
divided into groups of ten bars, each bar being curved and having ten contacts. 
The contacts are acted upon by radial wipers rigidly mounted upon, but inst- 
lated from, the shaft. The shaft is operated by a circular feed rack for longitu- 
dinal movement, and by an elongated pinion for rotary selection. The pimop 
carries an arm which engages with one of the pegs of the subsidiary switch o: 
which the pegs agree in number with and are connected by wires to the wiper 
arms. The feeds are operated by magnets through the requisite levers and 
pawls, and two single-coil magnets are arranged with a view to ensuring the 
proper sequence in the various movements, and for preventing interference be 
u third subseriber during any conversation. Tripping devices are also described 
Jor releasing the feed pawls and allowing the apparatus to return to its norwal 
position on completion of a conversation. The shaft is ina vertical position, 
and is shown with a partially-supporting spring acting through the lever anà 
pivoted rod acting asa bottom bearing and is provided with a spring which 
serves to rotate the shaft to its normal position. The contact bars are arranged 
with external hooks, 80 that the interconnecting insulated conductors can be 
bared, twisted round the same, and soldered. Each subscriber is provided with 
а set of three keys lettered for “hundreds” “tens” and "units besides tbe 
ordinary signalling apparatus, 14 claims. 
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THE TRAINING OF MECHANICAL 
ENGINEERS. 


THE subject of the training of the mechanical envineer 
D 8 


has lately been discussed in tlie columns of the Engineer. 


Our contemporary has pointed out what most young 
men do not appear to realise that the world is not 
waiting impatiently for the many students, as they drop out 
of the technical college, to step into situations at £500 a 
year right away. An average of £50 is far more likely to 
be the first remuneration offered. The trouble with students 
is, that too often they are not taught anything of the 
commercial side of their profession—nay, they are carefully 
shielded from it. In our own young days, when every steam 
engine we were able to see was different from any other in 
style or size, it came as a disagreeable surprise to find that 
these noble machines were made on certain patterns, that the 
beam of one size or power of engine would be made to do 
duty for an engine of a different power, perhaps, with а 
little lining up of the flanges, and that most engines were 
made from a more or less scratch lot of patterns at as small 
an expense as possible. This sort of thing is a shock 
when first encountered. The young mind should, 
however, soon recover from the shock, and realise 
that makers of steam engines and boilers are поб 
doing business for fun, but for profit. The arguments of the 
Snyineer ought to apply to electrical students, but it is a 
fact—possibly an unfortunate fact—that the student's 
knowledge of electricity has enabled very young and inex- 


‚ perienced men to secure responsible situations very much 


` 


more easily than they would have done had not the electrical 
machinery industry gone ahead faster than the manufacture 
of experienced men. 

While the fault of the training of the mechanical 
engincer has been in its narrowness and its neglect of 
the commercial side, that of the ‘clectrical engineer has 
been rather in the neglect of mechanical engineering, and 
heuce there has grown up the reproach that the mechanical 
engineering of light and power stations has sometimes been 
not all that could be desired. The neglect of the commercial 
side of engineering is occasionally made painfully evident in the 
absolute want of appreciation of the cost of an undertaking, 
and results in rash and unnecessary expenditure on expensive 
plant where there is no good cause to justify it. 

The ignorance or neglect of commercial requirements has 
for a long time been the predominating characteristic of the 
so-called Westminster class of engineers—a class who have 
become dissociated in a great measure from practice om 
among them having risen and made their name in connection 
with public works, on which the real estimating has been 
done by the contractor; it has come about that mecha- 
nical men have been accepted as engineers who have perhaps 
served chiefly under these men, and so there is a distinct 
class of engineers who have become quite separated from 


_ the commercial side of things, excepting only that they 
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have duly realised how much the amount comes to at 
5 per cent. While trade was so overflowingly prosperous, 
this sort of engineering high priesthood was more or less 
patiently endured, but we are now exposed to competition 
from America and other countries where this sacerdotal 
burden is absent, and the leading spirit is commercial, and 
it 18 more necessary that engineers should be brought up 
with the commercial end in view. 

The Royal Technical Institute of Salford has broken the 
ice in respect of students, and proposes a course of ten 
lectures, commencing on January 25th next, to include 
the working out of a few examples in estimating for general 
engineering, engines, boilers, &c., repairs and breakdowns. 
Materials in common use will also be dealt with, and we may 
hope that something will be taught in respect of their 
commercially obtainable dimensions and the extra cost of 
extraordinary sizes. There will be information on the 
allowances to be made on forgings and castings. The 
importance of good and accurate castings should be pointed 


out, as it means cheap machine work if the castings are 


pickled, while in a forging it may be cheaper to machine off 
than to forge too close. Here, again, comes in the question 
of powerful tools to do this. 

Indeed, there is no line of demarcation between technical 
and commercial knowledge, but a gradual shading off and 
overlapping. How many students in the shop learn the 
sizes of the lathe cones or spindle, or the speed of revolution, 
or go into the cutting speeds on cast-iron, wrought-iron, 
stecl, or brass from actual observation on running examples ? 
We do not believe in premium apprentices very much, but 
when they are in a shop they should work; but if we were 
now premium apprentices we should certainly feel ourselves 
justified in leaving -our own special work several times 
a day to measure up speeds on various classes of work. As 
regards prices, a good deal can be picked up by the student 
from makers’ catalogues, 
prices of a line of engines of similar type, and endeavour 
to trace a curve or formula to connect prices and 
dimensions, | i 

Materials, and where to buy them, may be learned from 
the advertising pages of the various technical journals, and 
we think there is an opening for some good man who, 
without any further knowledge of mathematics than the 
simple rules, could teach something of engineering practice 
wong these or parallel lines, so as to prepare the student 

for the kind of thing that he must encounter in after life, 

The Engineer complains that the Salford course is spoken 
of apologetically as suited to foremen and draughtsmen, and 
asks, Is the engineer proper to be the only man of all who: 
must not be taught anything useful? The fault lies largely 
with the professors in the schools and colleges, some of 
whom appear to lose touch with practice altogether, aud to 
aim merely at producing books of more or less abstruse 

mechanics wholly unconnected with practice. 


JUDGING from a letter of Prof. Fleming, 
published in the 7/»es, Marconi appears, 
at last, to have solved the problem of 
tuning the receiver to the transmitter in his system of 
wireless telegraphy. — The experiments, described by Prof. 


Selective Wireless 
Telegraphy. 


Any student can compare the 


, 


Fleming, were conducted between two stations 30 mile 
apart, the one near Poole, in Dorset, and. the other near " 
Catherine’s, in the Isle of Wight. Mr. Marconi's latest 
appliances at these two places are so adjusted that exch 
receiver at one station responds only to its corresponding 
transmitter at the other, Two messages were seul. 
simultaneously, from St. Catherine’s by the two transmitter, 
and each message was recorded separately in Morse signal 
by its own proper receiver at Poole. The power of el 
receiver to select its own message and refuse all other wis 
still more strikingly illustrated by connecting both receives 
to one vertical conductor 40 fect in height. An Enplisi 
and a French message, simultaneously received on the sinek 
wire, were separately recorded by the two receivers, Mr. 
Marconi appears also to have made an important discovery 
Which will lead to the abolition of the somewhat inconve. 
nient long vertical conductor. According to Prof. Fleming, 
messages received from a transmitter 30 miles away were 
recorded by an instrument in a closed room merely by the 
aid of a zine cylinder 4 feet high placed on а chair. Al 
these remarkable results obtained by Mr. Marconi appear to 
he opposed to early experience in wireless telegraphy, It was 
German experimenters, we believe, who asserted that no 


tuning could take place between conductors connected to 


earth; and also that the vertical conductor was mon 
efficient the smaller its diameter. Theory, however, woul 
appear to support Marconi's latest results, since the myer- 
ficial distribution of the rapidly alternating currents wall 
indicate an increase of its surface and consequent reduction 
of resistance to the oscillations as being advantageous. 
The detailed description of his apparatus promised soon hy 
the inventor will be awaited with interest. 


Opening of the Poplar Electricity Works.—The 
electricity works which have been erected by the Poplar 
District Board of Works at Glaucus Street, Bromley, were 
opened on Monday evening. The chairman of the Rlectricity 
Committee, Mr. A. H. Valentine, made a general statement 


- regarding the undertaking, and the chairman of the Board, 


Mr. James Morton, switched on the works’ lighting. Mr. 
Valentine then switched in the main generator, and II. 
Sydney Buxton, M.P., switched on the supply to the district 
and to the public street lamps. The undertaking, which ha: 
cost £100,000, has been carried out under Mr. Alfred 
Blackman, the electrical engineer and manager, who 
designed the system. The station plant comprises four 
Babcock boilers with chain grate stokers, and tw 
Belliss-Mather & Platt direct-coupled generators, with 4 
separate condenser to each engine. Each set will give 404 
amperes at 570 volts at 380 revolutions per minute. The 
cables, street arc lamps and posts, &c., have been supplied 
by the British Insulated Wire Company. Street ligbting 
is a very important feature of the installation. On Monday 
night 10 miles of streets were electrically lighted with ar 
lamps, and as soon as the necessary connections are made, 
17 miles areto be lighted by fitting up the old gas lamp 
for electricity. Mains have been laid throughout 30 miles 
of streets, which means about half the streets in the district. 
Applications have already been received for 5,000 84.1. 
lamps for private consumers, and, in addition, 46 H.P. his 
been applied for for motive power purposes. Penny and 
shilling-in-the-slot meters will be placed in consumers houses 
where required, and the National Electric Wiring Compan! 
is at work in the district. Mr. Buxton, M.P., delivered 
а speech in which he congratulated Poplar upon having 
carried out the scheme as a municipal undertaking. Јоде! 
from the remarks of one or two of the speakers, Mr. 
Blackman's services as electrical engineer are very highly 
appreciated. 
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STEAM TURBINE AT ELBERFELD. 


We illustrate one of the 1,000-Kw. Parsons steam turbo- 
alternators which have been put down in Elberfeld central 
station, Germany. The alternator generates three-phase 
current at 4,000 volts, 50 periods, when running at 1,500 
revolutions per minute, and with a power factor of 0°8, the 
output is 1,000 xw. 

Before the set was accepted, a very complete series of tests 
were made at Messrs. Parsons' works in the presence of 
W. H. Lindlay and Profs. M. Schróter and H. F. Weber. 
The results are given in full by the Zeitschrift des Vereines 
Deutscher Ingeniere. At the average pressure of 162 lbs. 
per square inch and 14:3? of superheat, the following results 
were obtained :— 


Output Pounds of steam 
in kilowatts. per kilowatt-hour. 
1,190 Overload 19:3 
995 Full load 201 
745 $ load 22:2 
409 4 load 254 
2461 + load 33:8 


With the electrical governor, sudden changes in ` load 
of from 12 to 62 per cent. gave an average variation in 
EM.F. of 1:1 per cent. | 
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(STEAM TURBINE AT ELBERFELD, - 


The drop of voltage on increasing the load from zero to 
full non-inductive load, the speed and excitation remaining 
constant, was only 1°02 per cent. 

After six hours’ run the rise of temperature was not to 
exceed 40° C. Only the core exceeded this figure, and by 
ventilation it will be brought down to under 40? C. 

It would be interesting to compare the above steam con- 
sumptions with figures taken for, say, two years’ time so as to 
give an idea of the sand blast action of steam. Perhaps 
Messrs. Brown, Boveri & Co. who, we understand, аге now 
largely interested in the success of the Parsons steam turbine 


on the Continent, will take the necessary steps to thoroughly . 


test this interesting point in steam turbine design. 


THE ELECTRICAL ENGINEERS R.E. 
VOLUNTEER CORPS. 


Is our issue of April 27th last, we gave a description of 
the equipment taken out by the above corps to South Africa. 
In the same article we gave a rough outline of the uses to 
which a corps of this description would in all probability be 
put in warfare, : | 
_ Now that the war is practically ended, and the corps is 
ely to be shortly returning, it will be interesting to briefly 
review some of the work to which it has been put. 


We have had the privilege of reading a series of letters 
sent home by Major Crompton, from which we have been 
able to gather an idea of the progress of the work of the 
corps at different periods. 

An extract from one of these letters dated Kopjes, May 
30th, runs as follows :— 


The first job for Lloyd's party was at Bethulie Bridge, they 
supplied arc lights in several places, and hauled the train about 
satisfactorily. They also had some projector practice. Then fol- 
lowed similar jobs at Bloemfontein, Vet River, Zand River, 
and Rhenoster. I was wifh them at the last two places. The 
plant that has worked well has been the small arcs. Our men 
are getting quite smart. At Rhenoster we got the order to get 
the engine off the truck at 3 p.m. Did so, and ran 23 miles over 
the veldt to the “ Break.” Fixed up six arcs, and had them lighted 
at 15.15 running 12 hours without a hitch, and I believe in other 
cases equally smart times have been made. 


This work of repairing the line with the reconstruction 
trains was continued right up to Pretoria, the repairing party 
being enabled to work at night as well as in the day time. 

On the night of June 14th, the two reconstruction trains 
were attacked by the Boers under De Wet. These same 
Boers had a few. days previously captured the Sherwood 
Foresters at Rhenoster, and also a company of the Railway 
Pioneer Corps at Roodeval. We have learnt from one of the 


b 


latter, who was taken prisoner, that the Boers numbered about 
1,500. Е 

About 2 am. В train, which was distart about half а mile 
from A train, was just starting. northwards to Leeuwspruit 
siding, when one of the*trucks was derailed by a stone 
jammed by the Boers between the rail and guard-rail. The 
Boers immediately opened a heavy fire on the train, which 
was returned by the troops on the train, and the Boers were 
driven off in about a quarter of an hour. | 

The officers’ truck was completely riddled, and many had 
narrow escapes. | 

A working party of sappers belonging to train A were 
engaged on reconstruction work, having left their arms and 
ammunition in the train. At the sound of the first volley 
the civilian engine-driver started the train northwards, 
leaving the working party defenceless, with the result that 
one officer and 80 men were made prisoners ; 20 of these 
subsequently managed to escape. 

Major Crompton who was on the train, was awakened by the 
firing, and grasping the situation, took command ; on oneof the 
prisoners being sent іп to demand surrender, he refused to do 
so, and began extending his men at right angles to the train 
and parallel to a ridge from which the Boer firing appeared 
to come. 

On emerging from the train, which was enfiladed by the 
Boers, two officers, Lieut. Micklem, R.E., and 2nd Lieut. 
Bigge, E. E. R. E., were wounded, and were laid in the ditch 
out of danger. 
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Having got his line extended, Major Crompton rushed the 


ridge, from which the Boers were firing, at the point of the 


bayonet, and took up a strong position, Later Capt. Lloyd 
extended “another line on the other side of the train, These 
positions were held all night, the Boers keeping up a heavy 
shell fire on the train till 5 a.m., when they began to draw 
off. A short time afterwards a battery of artillery, sent by 
Lord Kitchener, came up and dispersed the remaining Boers. 


The casualties in this action were one officer (Capt. Daniels, . 


R.E.) and two men killed, two officers severely wounded 
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1, Electrical engineers en route to Quagga Fort with water for the troops. 
2, Pay-time after church parade, on Sunday, April 20th. 
В, Sorting the kit of missing men after the Loeuwspruit engagement 


ELECTRICAL ENGINEERS AT THE Front 


(Lieut. Micklem, R. E., and 2nd Lieut. Bigge, E. E. R. E.), 
three sappers and one civilian engine-driver wounded, and a 
number of Basutos killed and wounded. | 

From this it will be gathered that although the Corps of 
Electrical Engineers were not constituted as a fighting force, 
yet they were able to defend themselves, and were instru- 
mental in saving the reconstruction trains, the capture of 
Which, with their tools and repairing material, would have 
seriously hampered Lord Roberts’s transport. 

The Corps’ traction engines have frequently done good 
service, not only for electrical work but also as emergency 


engines, and have on more than one occasion gone to the 
assistance of transport engines in difficulties. 

In one instance а 14-ton engine drawing a 6-inch 110- 
pounder gun, and weighing between 12 and 13 tons got 
stuck in a drift, the engine having broken her rope in trying 
to wind herself out. The engine was in right up to her 
axles, and the gun all over on one side. At 5.30 am. а 
working party of gunners was started, at & a.m. one of the 
Corps’ engines came down. -At 10.30 a.m. the small 8-ton 
engine belonging to the Corps, being firmly anchored toa 
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4. Towing Ginch gun (shown in fg, 6) out of spruit, Sergeant Phillips sitting 
on tender. 


б, The Zand River Bridge, as the Boars left it. 
6. Steam sapper Ursula“ and a Ginch gun of the R.G.A. stuck fast ША 


spruit, This gun is the largest quickefirer used in modern warfare, 


` 


tree, hove the traction engine out, and by.11 a.m. had the 
gun out also. Truly smart work. | . 

Major Crompton has had orders from Lord Roberts to 
write a report on the subject of traction engines in war. 
For this purpose a board of three, consisting of Col. Hall, 
R.A., Major Crompton, and Capt. Lloyd, has been formed to 
carry out tests on the subject. These tests included the 
dragging of heavy guns to the summits of kopjes, the 
positions being fixed by Lord Roberts himself. All these 
tests have been carried out with remarkable ease. In ove 
case the incline up the hill was steeper than 1 in ð onà 
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тош! composed of loose rubble. The gun was drawn up 
this by а single engine, without any necessity for using a 
winding drum. We gather that Major Crompton considers 
this result as being very favourable to the adoption of 
mechanical traction for this kind of work. The gun in this 
test weighed 124 tons on two wheels and was over 30 feet 
long. 

Besides these tests careful figures have been taken and 
records kept of the fuel and water consumed, speeds main- 
tained, &c., both on special tracks and in the ordinary 
working of the engines. 

The corps has lately been widely scattered, some being on 
teleyraph work along the lines of communication, others 
being in Natal, the largest portion of them, however, being 
at Pretoria. 

Among the work that has been done lately, five forts, 
wich form the northern defences of Pretoria, have been lit 
dectricully, and have been kept supplied with ammunition, 
‘weer aud materials. In some cases elaborate electrical 
deftoces have been worked ont. Besides this, the hospitals 
rad Pretoria have been lit, the erection of plant, 
éc., being carried out by the corps. 
the equipment of engines has been increased, and 
E have been of service in taking transport to General 
Mowell’s force at Commando Nek, the engines 
gabout 40 miles through an enemy's country. 
Mis it will be seen that the corps has been used for 

тапу purposes for which it was not intended. Its use in 

кше ap hospitals, forts, &c., must not be under-estimated, 
! the work of reconstruction of bridges and railways 
: iw been greatly expedited by the use of arc lamps. We 


Г gather that the telephones and cycles have been very successful, 
] 


the also being useful to accompany the engines on the 

There can beno doubt that the varied training of 

‚ Me.menthers of the corps has enabled them to turn their 

to whatever was required of them. 

| Major ‘Crompton is expected shortly to finish his good 

vork in -South Africa, to hand over the command of the 

corps to Capt. Lloyd, and to return home; and it is to be 

the corps will soon follow him. 

Pott who, we regret to say, has had enteric, has 

returned in the ss. 4. %, and gave his Chelmsford 

&look up last week. We hope that his journey 
Mies restored him to health. А | 
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, THE POULSEN TELEGRAPHONE. 

‚ Тик special Paris correspondent of the Scientific American 
tecribes this apparatus in a recent issue of that journal. 

that one of the mast interesting devices exhibited at 
Exposition is the telegraphone invented by the 

engineer, Valdemar Poulsen. The principle of the 

ipparatus will be understood from the diagram, fig. 1, in 


ы 
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the 
Danish 


Fic. 1. 


which E is an electro-magnet of small dimensions, pk ced in 
telephone circuit, including the battery, B, microphone traüs- 
miter, М, and receiver, T. The poles of the electro-magnet 
are véry near together, with just sufficient space to allow the 


ntel wire, a b, to pass; the wire may be drawn forward so ав 


lo bring ite successive portions between the poles. The wire 


used is steel piano wire of about j-inch diameter, and it 


advances at the rate of 7 or 8 feet per second. The arrange- 
ше, resembles that of an ordinary phonograph, in which 
the wire, a b, replaces the wax cylinder, and the magnetic 


flux between the poles, the stylus. The sound is recorded in 
the following manner :—When the microphone is spoken into 
or otherwise receives a series of impulses, the electric impulses 
sct up in the circuit cause variations of current in the coils 
surrounding the electro-maguet, and in consequence the 
magnetic flux between the poles undergoes a series of varia- 
tions corresponding to the original sound waves. These 
magnetic pulsations act in turn upon the steel wire as it 
passes along in front of the poles, and magnetise it trans- 
versely; each part of the steel wire thus preserves its part 
of the magnetisation, which depends upon the strength of 
the flux at that instant. The magnetic trace upon the wire 
thus corresponds exactly to the original sound waves. It 
remains only to reproduce the record; this is done by con- 
necting the receiver to the terminals of the electro-magnet, 
and passing the wire again between tlie magnet poles, in the 


same direction as before, and at about the same speed. As 
its magnetisation varies from point to point, its movement 
between the poles causes a variation in the magnetic flux, 
and sets.up a series of pulsating currents in the circuit, 
corresponding in form of wave with the preceding, and thus 
a sound may be heard in the telephone receiver which corre- 
sponds to the original. 

M. Poulsen had constructed several different types of the 
telegraphone before reaching the form now shown at the 
Exposition. With this instrument, the sound as heard in 
the receiver is very distinct, and is entirely free from the 
disagreeable scratching noises generally heard in the phono- 


graph. Figs. 2 and 3 show the disposition of the various 
parts. A drum about 15 inches long and 5 inches in 
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diameter revolves between two supports fixed to a metal 
base ; at one end of the cylinder is a pulley which receives a 
cord passing below to the motor. In this case an electric 
motor is used, connected with the main lighting circuit. The 
drum is of brass and has a spiral groove in its surface, in 
which is wound a continuous layer of steel piano wire about 
yo inch in diameter; the wire makes about 380 turns. The 
carriage containing the electro-magnet, slides upon a rod 
which extends across between the brackets. The 
electro - magnet, shown in section in the diagram, has 
its cores’ formed of soft iron wire about уу inch 
diameter, surrounded by electro-magnets about 1 inch 
long, wound with fine wire. The poles are brought near 
together and the ends are sharpened and slightly curved on 
the inner surfaces so as to partly embrace the wire. The 
coils are surrounded by insulating material, which consolidates 
the whole. The magnet, M, is held above the wire upon a 
support, 8, and into it is fitted a contact piece, C, carrying u 
flexible core for the current. To guide the magnet along the 
wire by the points alone, might injure these, as they are 
somewhat delicate, and accordingly a guiding arrangement 
has been provided, which consists of a steel knife edge, K, 
fixed to an arm in the rear; the arm is fixed to a brass 


sleeve, B, which slides upon the main rod. In this way the 
carriage, which rests also upon the sleeve, is guided by the 
knife-edge. The arrangement devised by Poulsen to bring 
back the carriage to the starting point is simple and 
ingenious. Ав the cylinder turns, the carriage is thus guided 
to the end of its course; at this point is fixed an inclined 
plate, s, carried on an arm, seen also to the left of the illus- 
tration. The projecting piece, T, of the lever, H, strikes the 
plate, and the magnet carriage is tilted back in the direction 
of the arrow; the lever then engages with a catch, k. 
It will be seen that if the carriage is now moved to 
the right, the rear arm, 4, will be lifted by the 
weight of the carriage around R as a centre; this causes 
the button, R, to engage with a wire, P, which is wound 
spirally around the rod, o, and as this rod is revolved by a 
pulley the carriage is brought back to its starting point. 
The chain, shown at L,serves to hold the magnet off the 
wire when not in use. 

In order to reproduce conversations with the utmost dis- 
tinctness, the wire-wound drum must. be rather rapidly 
rotated. Experience has shown that a velocity of 1:64 feet 
(0*5 m.) per second gives the best results. A conversation 
of one minute in duration could, therefore, be recorded on 
98-4 feet (30 m.) of wire, which is approximately the 
capacity of one pattern of the instrument. But, for the 
ordinary requirements of life, this time is far too short. 


Longer conversations are recorded and reproduced by means 


of the apparatus shown in fig. 4, in which a very thin flat 


steel ribbon, resembling a telegraph tape, takes the place of 
the wire. The ribbon, a, passes from one roll over a 
standard mounted in the middle of the apparatus to a second 
receiving roll, Upon the standard the electro-magnet—not 
shown in the illustration—is mounted, the two poles of which 
are arranged transversely to the ribbon. The principle is 
the same as that of the instrument previously described. 


Although the layers of the ribbon are tightly rolled in a coil, 
the magnetism of one layer exerts no influence whatever 


upon-the magnetism of the adjacent layers. ` 

A conversation once magnetically recorded can be 
repeated indefinitely. ‘Experiments which have been made 
show that a conversation can be reproduced from one to two. 
thousand times without any perceptible diminution in 


.clearness. 


/ ; 

To efface the record, it is only necessary to pass a current 
from a few cells of battery in the circuit of the electro- 
magnet, when the magnetisation of the wire is equalised and 
it is ready to receive another record. Poulsen recently 
presented an account of the telegraphone to the Académie 
des Sciences, in which he explained its principles. He also 
noted an interesting experiment which has been made by his 
assistant, M. Pederson, who has charge of the instrument at 
the Exposition; this is the registering and reproducing 
of two separate conversations on the same wire. Two 
electro-magnets are used, whose windings are combined 
so that each is insensible to the record produced by 
the other., The first electro-magnet has its windings con- 
nected in series, and the second in opposition; under these 


. conditions the records produced by the two magnets may be 
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offered will see the future value of their holdings exceed eren 
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superposed and separated at will. The superposition of the 
two magnetic curves has the effect of a resultant in each 
point of the steel wire, but as one of these components is. 
always neutralised by one or the other of the тест. 
magnets, it is seen that by using one or the other set of 
magnets, the first or second series of components may b 
received, that is to say, the first or second conversation, — 
The telegraphone is already in practical operation n 
several telephone stations in Denmark, and by its use tele. `- 
phone messages may be received and kept indefinitely, à 
subscriber may thus receive messages which have been sen: 
in his absence. 


| 
| 
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LIQUID AIR AND THE COMPANY 
PROMOTER. E 
dicc X а 
THE type-printed circular which accompanies the jm 
spectus of the Liquid Air, Power, and Automobile Cen- 
pany, Limited, of Boston" (U.S.A.), points te-a mem. =- 
descence of company promoting endeavour. b 
It is headed “Private and confidential,“ underlined. - 
This, however, is not original. We have seen these word? 
used before in connection with prospectuses sent broadest _. 
throughout the land. n 1 + 
Although this circular is issued by the Foreign Syndicate 
Limited, of Moorgate Station Chambers, London, EC. 
its contents smack of a Yankee origin. For instance. 
the circular assures intending “ stockholders” that “the 
fortunate ones who secure this stock on the terms nov. 


= 


their greatest expectations.” 
Again, liquid air — according to the cireular— l 
stronger than dynamite, and one hundred times mo 
powerful than steam.“ ** een 
The prospectus of the Liquid Air, Power and Ашо 
mobile Company, of Boston, is replete with similar gens 
of thought. Thus :—‘ When it is considered that power: 
is indispensable to every movement upon the earth; thatthe 
cost of such power is a heavy tax upon every branch of i: 
manufacture and transportation, and that liguid dir, while 
giving far greater effectiveness than other powers, will vaslly 
reduce this tax, it may readily be seen how limitless is the- 


%-- 
, 


field open to the controllers of this greatest of all nature: 


forces.“ : Б 2 E 
It is interesting to consider what is involved in the last 
three lines :— i qo es „ 

1. That the promoters understand what they mean br 
liquid air „giving far greater effectiveness than other power 
no basis of comparison being suggested. 

2. That it (liquid air) will vastly reduce а tax; what t$» 
and how it is to be reduced is not stated. 

3. That there are degrees of **limitlessness." - | 

4. That the promoters have marshalled 02/7 of natures 
forces, and after having tested them have found that liquid 
air is the greatest. ; 

Now, liquid air is not a force of nature. This, moreover, 
appears to be dimly recognised by the promoters, as a little 
further down the same page we find that, “ approximately 
speaking, 1 Ib. of coal is required to make 1 Ib. of liquii 
air.“ ‘ 

The promoters reply to their own question, What is 
liquid air?“ is worth quoting. We are told that this ques- 
tion has been frequently asked, but, in the belief of the pro- 
moters, has rarely, if ever, been answered in a way intelligible 
to any but a scientist. We therefore with reason look forward 
to an intellectual treat in the explanation which the pro- 
moters give us in their answer to this question. It is * 
follows :— — 

“Tt (liquid air) is simply the atmosphere we breathe. 
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compressed in a series of cylinders, each successive cylinder 

ing the air into a smaller and smaller space, the air 
after each pres t through cooling tanks, until 
finally when squ into about ghyth of its original com- 
pass, and cooled to 312? below zero, it changes from a gaseous 
&ate to a liquid." 

After so clear an explanation everyone wil know just 
exactly what liquid air really is, and those of us who were 
sceptical upon the matter will be able to assert without 
fear of contradiction, even by scientists, that liquid air, is~ 
air liquefied. 

Among other wonderful things possessed by the company 
is a “most ingenious yet simple contrivance, the Power 
Transmitter, whereby it is made possible to produce © 5-H. P. 
leverage from 2. H. P. without additional cost, and yet the 
promoters have “ по mystery of the spheres, no secret pro- 
cesses,” in connection with the enterprise. 

With reference to profite, the following modest estimates 
are made :— 

“The profits from such a monopoly may possibly be esti- 
mated, but even those of the greatest corporate successes 
of the day cannot begin to compare with them." 

in :— We hold the key to millions in profits, and 
we confidently affirm that no other undertaking in the 
world’s history ever produced such enormous returns as will 
this company, the first to make liquid air a controllable 


After these moderate expressions of opinion, we may for a 
mant consider the degree to which they may be said to 
be consistent, with the technical aspect of the matter. 

The processes by which liquid air is produced may be 
mid to be of a special character, and the apparatus by 
which ordinary atmospheric air that one breathes is 
ueezed into zuoth part of its original compass, and 
sincidentally cooled to 312° F. below zero, cannot justly be 
likened in simplicity to that used in butter-making. 
Then, when air has been liquefied, it cannot be put into 
a barrel and drawn off as required by some such device as 
a beer engine. Again, in order that its “ effectiveness may 
not be impaired, it is essential that the temperature necessary 
to preserve the liquid state be preserved. If this tempera- 
ture rise sufficiently, the liquid air will boil, and at the 
ordinary temperature of our atmosphere, will exert an enor- 
moas pressure upon the walls of the containing vessel. 
Liquid air, therefore, must be stored in some receptacle which 
нои at а suitably low temperature, unless the vessels in 

the liquid air is to be distributed are made to with- 
Sead ап enormous internal pressure. Now, it is a funda- 
mental commercial principle that any goods intended to be 
introduced successfully on the world’s markets must be 
capable of being stored under ordinary conditions without 
feing any serious deterioration. The very nature, 
therefore, of liquid air is an extremgly 
serious obstacle to its commercial develop- 
ment. 

It is clear that the most that liquid air 
can do is to expand to its original volume, 
hence the work done upon a certain 
volume of air in order to liquefy it is the 
limit of its capacity to do work, even if 
the cycle of operations is reversible at an 
efficiency of 100 cent. It must be 
obvious, however, that the heat abstracted 
ш cooling after compression cannot be 
reconverted into work, and that the 
kriction of compressors working under 
meh pressures as are necessary for the 
liquefaction of air will be a considerable 
amount, ; 

Assuming, for ease of calculation, that 
the figures given in the prospectus are 
substantially correct, it would appear that 
about 54 H.P.-hours, represent ronghly the work-equivalent 
sored in a cubic foot of liquid air, but in the prospectus 
It is tated a cubic foot of liquid air would develop“ 5} H.P. 
per hour" (presumably 54 k. P.-hours is meant). It is 
dificult to see how this could be realised in practice, for 
reasons which will be sufficiently obvious to engineers. 

. That liquid air may, in certain special circumstances, be 
invalnable, is not to be doubted, but a point which is over- 


1 


looked in the prospectus is the practical difficulty that would 


be met with in the use of highly compressed air, namely, 
the lowering of the temperature due to expansion in doing 
work. ., . 

We may fittingly conclude by quoting a portion of one 
of the paragraphs in the prospectus :— 

* [t seems almost incredible that such enormous power 
as will within a few years, if not months, supersede in many 
ways steam, electricity, compressed air, gasolene, and all 
other powers now in use, can be secured from the earth's 
atmosphere at a nominal cost.” 

The idea of squeezing anything to у}; of its original 
volume, cooling it to — 812? F. at a nominal cost, and dis- 
tributing it commercially, is, we quite concur, almost 
incredible. Further, we must not forget what the promoters 
themselves state, namely, that no one can claim a monopoly 
of liquid air, and that only the means of producing and dis- 
tributing it can be patented. The promoters only claim to 
possess the best means of doing this, and while this may be 
true at the moment no one can say whether or not the pro- 
moters will find their present position tenable in the near 
future, 


THE NERNST LAMP. 


THE pavilion of the Allgemeine Elektricitäts Gesellschaft at 
the Paris Exhibition is lighted by 800 Nernst lamps scattered 
over the surface of the dome. The pure white light of the 
ые illuminates the whole interior of the building with the 
brightness of daylight, and shows upthe frescos on the walls in 
their true colours. 

Since it is now nearly two years ago since this lamp was 
brought before the public at the Society of Arts by Mr. 
Swinburne, it is evident that the practical difficulties to be 
overcome before it could be put on the market must have 
been considerable. ö | 

As our readers are aware, the source of light in the Nernst 
lamp is a filament made up of a mixture of the rare earths 
such as is used in the Welsbach incandescent gas mantle, 
At the ordinary temperatures this filament is a non-con- 
ductor for electric pressures such as are available in public 
supply, but when the filament is heated by a match or a 
spirit flame the current passes through it and renders it 
brilliantly incandescent. Since the conductivity of the fita- 
ment continues to increase as the temperature rises, some 
device for checking the current at a safe limit must be added 
to the lamp. This is effected by connecting in series with 
the filament a piece of iron wire, the resistance of which 
increases with the temperature. Lamps have often to be 


Fria. 1. 


fixed in places which are inaccessible to the lamplighter. 
For such cases an automatic lamp has been devised, in which 
the preliminary heating of the filament is done by a coil of 
platinum wire placed near it and thrown automatically out 
of circuit when the lamp is lighted. 

The latest forms of the lamp are shown in fig. 1, the 
globes being removed to show the construction of the lamps. 

On the left is the ordinary form, which requires to be 
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heated by a match or a spirit flame before it lights up; on 
the right may be seen the automatic lamp. "The ordinary 
lamp is quite simple in its construction. From the porce- 
lain base rise two metal rods, joined at the top by a cross 
piece of porcelain, which serves as a brace. To the ends of 
the rods are soldered the wires which support the filament, 
this being quite short and of horse-shoe form. Between the 
rods will be noticed a smali glass bulb which contains the 
supplementary resistance. This ія a fine iron wire placed in 
series with the filament; its resistance rising with the 
increase of current, compensates for the decrease in resistance 
of the filament when incandescent. The wire is wound on 
a porcelain tube and placed in a small glass tube as shown, 
being connected directly in series with the filament. To 
light this lamp all that is necessary is to heat the filament 
with a match or an alcohol flame for a few seconds, when 
the filament is seen to redden at first, then becomes incan- 
descent with a brilliant white light. The globe seen on the 
left is made with a metal base to fit іп the socket, and it can 
be removed at will; it is open at the outer end. 

The automatic form of lamp is entirely self-acting. 
From the porcelain base, which is hollow, rise three rods, 
passing through the lower porcelain dise and supporting an 
upper disc of the same substance. "Through the upper disc 
pass the ends of the rods, and to these are fixed the hori- 
zontal filament and the heating spiral which surrounds it. 
The spiral is of porcelain, which before being baked is sur- 
rounded with a great number of turns of fine platinum wire, 
which becomes imbedded in the porcelain during the baking, 
and is thus firmly held, with the upper side only visible. 
Upon passing the current, the platinum wire heats up, and 
soon raises the temperature of the filament, which is placed 
in the interior, sufficiently to allow the passage of the current 
in the latter. When the filament becomes incandescent, the 
current increases sufficiently to operate a magnetic cut-out 
placed in the base of the lamp, underneath the lower disc. 
The cut-out breaks the current of the heating spiral, which 
is parallel with the filament. 

The arrangement of the circuits of the automatic lamp is 
shown diagrammatically in fig. 2. To one end of the 
refractory filament a, A, is connected the compensating iron 
wire resistance R; to the other end, one terminal of the coil 
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of the electro-magnet c. The heating spiral B, B, is con- 
. nected at one end to the filament a, A, and at the other end 
to the stop. When the filament is cold no current passes 
through the magnet coil с, and the spring-supported arma- 
ture rests against the stop k. Thus, when the current is 
first turned on toa cold lamp, it passes first through the 
armature D, the stop E, the heating spiral B, B, and the 
resistance R. When the filament has been sufficiently heated 
by the spiral B, в, part of the current passes through the 
coil c, and the filament; finally pulling away the arma- 
ture from the stop E, and breaking the circuit of the 
spiral B, B. | 

M. Bussman, who has been engaged in perfecting this 
lamp in the factory of the Allgemeine Elektricitäts Gesell- 
schaft, says the price of the automatic lamp is naturally 
higher than the other, owing to the electro-magnet and the 
heater, of which the former is practically indestructible, 
while the latter.lasts a certain time, and is then taken back 
for two-thirds its original value. It is probable that the 
platinum wire will soon be replaced by a wire made of a less 
expensive metal, As to the life of the Nernst lamp, it may 


be averaged at 300 hours; the filament deteriorates hya 
molecular change which takes place little by little, this being 
accompanied by a diminution of solidity and often ап 
increase of resistance which lessens its brightness The 
expenditure of energy is from 15 to 14 watts per candle 
The lamp is now made in 25, 50 and 100 c.r. for voltages 
of 110 and 220. At present, experiments are being made t; 
produce а high candle-power lamp to replace arc lamps, |; 
is not considered that the Nernst lamp will entirely replace 
the ordinary glow lamp. The new method of lighting, it is 
hoped, will regain a part of the ground lost to the Welsbach 
burner, For most of the above particulars we are indebted 
to our contemporary the Electrical Review, New York. 

If the average life of a Nernst lamp is only 300 hours, i 
does not appear likely to soon replace the ordinary carbon 
filament lamp. The Nernst filament is of the same or 
similar composition as the Welsbach mantle, and it seems to 
have the same faults. It may start with a lighting efficiency 
double that of the carbon filament, but how long will i 
maintain this efficiency? The trouble and worry of replacing 
filaments and heating coils at comparatively short intervals 
would damp the enthusiasm of the average householder for 
the new lamp. The pure white light emitted by the lamp 
may make it suitable for certain special cases; or if tle 
lamp can be made powerful enough to replace the arc my, 
there will be a considerable sphere of usefulness open to it 


THE BURGDORF-THUN POLYPHASE 
ELECTRIC RAILWAY. 


Translated from the Danish paper Zngeniüóren by J. Lrmwass and 
W. Park. The original article was written by WILL. Rove, E.E. 
of the firm of Brown, Boveri & Co. 


THE opening of a full-gauge polyphase electric railway in 
Switzerland on July 21st, 1899, was a most important event 
in the history of electric traction. 

The railway, which is about 25 miles long, connects the 
towns of Burgdorf and Thun, and is of particular interest a 
being the first full-gange line operated by three-phase alter- 
nating current. | 

The application of polyphase currents to traction was i 
the first place due to Mr. C. E. L. Brown, of the firm of 
Brown, Boveri & Co., who designed the three-phase elec: 
tramways of Lugano, opened in July, 1896. 

The system proved so satisfactory that it has since bec 
employed by the same firm for the working of seven 
mountain railways, among which may be mentioned th 
Stansstadt- Engelberg line, the Gornergrat line, and also th 
Jungfrau line, which is still under construction. ‘The net 
railway between Burgdorf and Thun has proved the system 


to be equally suited for ordinary traffic on full-gauge lines. 


In considering whether direct current or three-phase alter- 
nating current is preferable for railway working, each of the 


systems will, of course, be seen to possess its advantages aud 


disadvantages, but the latter system will doubtless prove the 
more satisfactory where the line is of considerable extent 
The first, and perhaps the most important, objection whic! 
can be urged against the three-phase system is the necessity 
of having two overhead conductors. This disadvantage, 
however, is not so great as might at first be supposed. — 

The unsightly appearance of the overhead wires is main! 
due to the numerous poles with their arms and suspenso 
wires, and not to the presence of the additional conductor: 
so that the same complaint might be made against the single 
overhead trolley system. Also, the two wires are muc: 
thinner than the single wire would require to be, the weight 
of copper in the two wires together only slightly exceed ile 
that of the single direct-current wire. 

One great advantage of using alternating current is that 
the rails may- be utilised as part of the circuit without the 
prejudicial electrolytic action noticeable in the case of dire! 
currents. The presence of the two overhead wires does "^ 
produce the complications at crossings one might imanin. 
One of the wires is interrupted at such places, aud the cur 
rent taken from the other only, the three-phase motor being. 
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as is well known, able to run as a single-phase motor when first 
started, a circumstance of importance also, if by chance one 
of the two trolleys should leave its wire; as long as the other 
remains in contact the motors are still under full control of 
the driver, and by 
properly placing the 
points of support, 
it is practically im- 
possible for both 
trolleys to leave the 
wires at the same 
time. In this way, 
also, detrimental 
sparking is almost 
wholly avoided, and 
when sparking does 
occur with alternat- 
ing currents it is 
mach less serious || 


the working pressure. In this way not only are heavy 
feeders rendered unnecessary, but even the contact wires may 
be reduced in diameter. Against this it might be urged that 
the same thing could be done with continuous current, either 
by using a high 
tension current 
directly, or an alter- 
nating current, 
which at the feed- 
ing points of the 
line is converted 
into direct current 
at the desired pres- 
sure. But this 
method involves 
complicated ma- 
chinery, which is 
not only costly but 
requires the con- 


than with direct Stant services of 
currents, so that the skilled attendants. 
overhead wires have Nevertheless, the 
s longer life. system has been 
| Tio main айуап- не іп шапу савев 
tages of alternating N. in America and in 
current for railway | +o this country. 
working are the fol- ч T Go 3 As to the motors, 
ring: — With a - a Жы” Tue NE experience shows 
mall cost of leads E ~~ thata three-phase 
aM an inconsider- A — 0 ow 7 motor, owing to ita 
abe drop of volt- ; more simple desi 
age, it E possible THREE-PHASE ALTERNATORS IN THE KANDER PowER STATION. is less liable to a 


to supply current to 

a very extended network of lines. As the alternating 
current can be transformed with insignificant loss, and 
the transformers require no attention, the current may 


out of order than a 
direct current motor. A very important advantage of the 
alternating current motor is the absence of a commutator. 
Also its starting torque is at least as large as that of 


GENERATOR IN COURSE OF ERECTION IN THE POWER STATION. 


be generated at any desired high pressure and supplied to 
Various points on the line, and there transformed down to 


a direct current motor, generally larger, because the 
former at full load works at a lower induction than the 
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latter, and so is able to produce for'& short time power far 
exceeding the normal. As is well known, the current is led 
into the fixed part of the motor—the stator, so inducing in 
the rotor another alternating current of a different voltage 
depending on the windings of the motor; by varying the 
resistance of the armature circuit, the speed can be con- 
trolled, and when the rotor pressure is kept low the resistance 


can be of simple design. 


If the resistance is short-circuited the motor.runs at maxi- 
mum speed, and maintains this speed with varying load, 
enabling the cars to run at a fixed speed, whether up-hill or 
down-hill. Thus, no regulation is needed, and the control 
of the cars is rendered very simple. When going down hill 


the motor acts as a generator, sending current back to the 


leads, and so automatically brakes itself, and prevents the 
speed from exceeding a certain maximum value, This is, of 
course, a matter of enormous importance, especially in the 
case of mountain lines. After having started the car and 
brought it up to its normal speed, the driver has nothing 
more to do with controlling it. The car itself keeps up its 


normal speed, and the driver never has to fear any exceeding 
of that prescribed speed. 


The new railway from Burgdorf to Thun, of which a 
description is now given, has satisfied all requirements, and 


although it mainly serves the local traffic, it is, on account 


of its connections with several main lines—for instance, 


' those between Zurich, Berne, and Geneva—to be considered 


a valuable intermediate link of the through service, forming 
а direct junction between North and East Switzerland and 


Bernese Oberland. 


The principal reason that it was decided to adopt electric 
traction was the cheapness of working made possible in this 
way. The line having numerous curves and gradients, and 
five trains being supposed to run in each direction a day, it 
wag found that the annual expense for fuel only would be 
some £2,100, if steam locomotives were used; whereas, by 
adopting electric traction, it would be possible, with the same 
expense, to send 10 trains in each direction per day, as well 
as two goods trains. 

The cost of the entire construction of the line, fully 
equipped, amounted to about £212,000, of which the electric 
installation came to £30,800. 

Some particulars of the line itself are stated below :— 


Gauge = 4 feet 84 inches. 
Length of line = 25 miles. 
Length of tracks = 31:6 miles. 
Number of sidings = 69. 
Number of stations = 15. 


Longest distance between stations = 2°65 miles. 
Shortest Р » i = 0°76 mile. 
Proportion of curves to total length = 36 per cent. 
Curves from 270—540 yards radius = 29 per cent. 
E 540— 1,080 и = 485 „ 
Curves more than 1,080 15 = 215 „ 
Steepest gradient $ = 1 in 40 


Vignoles rails are used, in lengths of about 40 feet, and 
weigh 72 lbs. per yard. 

The system of working is mainly as follows :—The cur- 
rent from the power house passes through three wires along 
the permanent way, at a pressure of 16,000 volts, and by 


. means of 14 transformers in parallel at various points on the 


line the pressure is reduced to 750 volts. This current is 
supplied to the overhead conductors, consisting of two 
copper wires 8 millimetres in diameter, the rails being used as 
the third lead. The motors derive their current from the 
overhead wires by means of two special contacts, and from 
the rails through the wheels of the car. | 

We shall now consider more fully the various electric 
arrangements, 

The Power House-—The generators are driven by tur- 
bines, and power is obtained by carrying off a part of the 


` River Kander, which empties itself into the Lake of Thun, 
in the neighbourhood of Spiez. The water is conducted in 
heavy wrought-iron pipes to the turbine house at Spiez.: 


The amount of water varies from 880 to 1,540 gallons a 
second, and the total fall amounts to 206 feet. In the tur- 
bine house there are six turbines (including spare ones) 
representing a total power of 900 H.P. These were built by 
Messrs. Escher, Wyss & Co., Zurich, and are of the horizontal 
type, each of them being directly coupled to a three-phase 
generator, Each alternator has a separate exciter directly 


coupled to it, and the exciters are themselves excited by one 
of two small direct current dynamos driven by two 
turbines, the other one being usually run for lighting the 
power house only. "This arrangement affords a very easy and 
handy regulation of the voltage, the small turbines being 
provided with specially precise regulating devices. The 
alternating current from the generators has a termina 
pressure of 4,000 volts and a frequency of 40 periods per 
second. Some of this is supplied directly to a few villages in 
the vicinity, but the greater part is transformed up to 16,000 
volts, and conveyed at this pressure to the towns of Berne and 
Burgdorf, and there used for the railway and for othe 
purposes. The whole of the electric plant was supplied by 
the firm of Brown, Boveri & Co., of Baden. 


(To be continued, ) 


„ 
CORRESPONDENCE. 


Proposal to form an Electrical Contractors’ Assoelatla. 


I have noticed in your paper letters written by electra 
contractors complaining how they are bullied by both the 
consulting engineer and manufacturers. As a member of s 
firm in which electric lighting is an important branch, and 
at the same time the least satisfactory, the electric wiring 
contractor seems, us far as our experience goes, not to be 
able to hold his own as in other branches of my firm, where, 
if the manufacturer is found selling direct, his account is 
closed as far as we are concerned, and his name is brought 
before that particular local association, and eventually 
handed to other branches in different parts of the country 
to be mentioned to their members, and pressure brought to 
bear on the manufacturer, either by protest or boycottiug 
them as far as possible, I think if an association could be 
formed on similar lines to either the Ironmongers or 


‘Plumbers, it might help to raise the electric light contractors 


to a more satisfactory business footing, und also stop 
the present cutting of prices. At present, anybody hangs 
up a sign as electric light contractor, whether he keeps a 
gweet shop or sells tobacco, and seems to be able to get any 
amount of credit from the electrical manufacturer. I should 
be pleased to further any association of this sort, as far a 
myself or my firm could do, and should be glad if you would 
see your way to publish this letter, inviting correspondence 
from other electric lighting contractors, and your paper w 
take up the initial stages of the association. 

| | Rowland E. Dixo 
October 4th, 1900. | 


Gas v. Electric Driving. 


Your correspondent “ Inquirer," in issue of 5th ins, 
gives neither price of gas nor of electric current, but the 
following are fair assumptions and may be useful for com- 


parison :— 
8 CoaL Gas :— | Per hour. 
e. High class gas engine will give 75 B.H.P. for 1,200 
3 S cubic feet of gas per hour. 

$ | Cost at 2s. 6d. per 1,000 cubic feet „ 34. №. 
: © (No continuous attention required.) ae 
2 | PRODUCER Gas :— 
Ё E: Bimilar engine (slightly larger) will give 75 B.H.P. 

Ê for 14 lbs. of anthracite per H.P.-hour = 1 cwt. 
85 Cost at 15s. per ton ts 94. 
&9 Cost of attendance ... M: fus - T 8d. 
Ё Total . 14. XL 
8 | = 


ELECTRIC CURRENT :— 
Motor will give 75 B.H.P. for 75 units per hour. 
Cost at 2d. per unit. 3 128 60. 
W. 


[While we insert this letter, we must enter а protest 
against the unfair comparisons made therein, For example, 
the efficiency of the nìotor is taken as low as 75 per cent.— 
an absurd value ; and the marginal note is far more applic- 
able to the motor than to the gas engine. — Eps. ELEC 
REv. } XE NE i 
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The Limitations of Block Signalling. 


It would goa long way towards answering [Ле question 
which ie asked in the article on the above subject in your 
last issue, if some impartial observer with the requisite in- 
formation at his disposal, could say what the respective 
avetages are, in the matter of accidents, for railways worked 
oy the * lock aud block," and for railways worked by block 
telegraph only. 

There would appear to be a tendency on the part of those 
who write about block signalling to assume that fallibility is 
necessarily human. But if a signalman is liable, through 
preoccupation or absent-mindedness, to break rules, it is 


| enr right to point out that the “ lock and block" has its 


fits of abstraction also. 
The rail contact may tell an untruth to its confrére, the 


| signalman, who is relying upon it, and the electric lock may 


be released by a current which was never intended for it. 
[t would be interesting to know which of the two, the 


man or the electrical appliance, holds the worst record for . 


breaking rules, 
: С. М. Je 


Interior Wiring. 


Inreply to Mr. Fennell’s letter of last week, I may say 

that I remember an occasion on which the voltage on the 
leyton mains rose considerably, so that a number of lamps 
ver burned out, but I certainly never heard the explanation 
which Mr. Fennell now gives, and I cannot see that this 
-yplauation accounts for the phenomenon. Firstly, how 
should intermittent earthing of the mains cause a “ per- 
sistent” short ? Secondly, in any properly-designed three- 
wire system it is impossible, even if one side be shorted, for 
‘he yoltage on the other side to rise to such an extent that 
‘he lamps are burnt out. If I remember rightly, the only 
explanation we could think of at the time for the rise of 
voltage at Leyton was that the neutral conductor was acci- 
dentally disconnected from the switchboard. 

Mr. Fennell thinks he has proved that intermittent earth- 
ng of the mains is impracticable ; his arguments apply with 
will greater force against permanent earthing of the middle 
wire, yet this is the usual practice, both in this country and 
in America, and is therefore certainly not ‘ impracticable.” 

[tis true that the object of the intermittent earthing is 
uot to burn out faults on the mains, but only to blow the 
main fuse of any consumer who may have an earth on his 
zung. The earth connection may be made through a low 
"sstance, capable of passing sufficient current. to blow any 
enumer's main fuse, or it may be made through an auto- 
matic cut-out or a heavy fuse. The current needed to blow 
tbe main fuse, even of a large consumer, would be small 
compared with the total output of the station, and would 
uot seriously affect the voltage on the mains. 

lt seems that Mr. Fennell objects to my writing in the 
first person singular. Does he think that, because I was at 
one time in partnership with him, I should never write 
except in the first person plural? He apparently wants to 
take credit for the substance of my article, and yet he does 
not agree with it! 

G. C. Allingham. 


Prof. Thompson’s Lecture at Bradford. 


You have admitted that your editorial. article of September 
218 misrepresented me, and you have explained that the 
misrepresentation was unintentional. I accept the more 


readily your explanation, because it takes the point out of 


Ше ugly inuendo in the last two lines of the article on page 
447. You have done everything that could be expected of 
zentlemen in your position, except to apologise to the person 
whom you have unintentionally misrepresented. Perhaps 
you intended to apologise. Perhaps, also, that inuendo was 
unintentionally thrown in. I am willing—strange as it may 
*em—to believe so. It would not be intentionally put 
Шеге by gentlemen in your position. If you assure me so 
1 will say no more. 
Silvanus P. Thompson. 


[We fail to see the inuendo of which Prof. Thompson 
complains, but if it is there it was quite unintentionally 
thrown in. Surely we have now said enough to satisfy even 
à gentleman in Prof. Thompson's position.—Eps. ELEC. REv.] 
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Information Wanted. 


Could you, or any of your readers, give me instances of 
the present use of wind power for electricity generation 2 


P. 


PRACTICAL CONSIDERATIONS INVOLVED 
IN THE GENERATION OF POWER 
BY BLAST FURNACE GAS. 


(Continued from page 504.) 


It has been stated that each ton of coke consumed in the 
blast furnace for smelting the iron requires 4°47 tons of air 
for its combustion; it may be as well to confirm this 
roughly. 

Assuming that the coke contains 90 per cent. of carbon, 
this is equal to 2,016 Ibs, of carbon. 

The pig-iron produced by this coke will contain 4 per cent, 
of carbon = 8976 Ths. of carbon, 2,016 — 89°6 = 1,9264 Ibs, 
of carbon. 

The amount of air necessary to supply the oxygen for the 
combustion of this carbon to carbonic oxide will be given by 
the following formula :— 


12 +16 28 
which shows that 1,9264 lbs. of carbon will require2,568:5 lbs, 
of oxygen. 

À certain proportion of the carbon is converted to carbonic 
acid gas, but the oxygen for this is derived from the oxide of 
iron in the ore. 

2,568°5 lbs. of oxygen derived from atmospheric air would 
be associated with nitrogen in the proportion—oxygen 22, 
nitrogen 77, во that 2,568°5 lbs. of oxygen would be 
accompanied by 8,989°7 lbs. of nitrogen. 

2,5685 О + 8,9897 N = 11,558 lbs. of air = 5*1 tons, 
which, without going deeper into the chemical changes 
occurring in the blast furnace, approximately confirms ihe 
proportion of air blast necessary for the consumption of one 
ton of coke in smelting iron ore. ; 

In only a few furnaces at the present time is the air 
blast employed at atmospheric temperature, the product of 
the furnaces in these cases being what is called cold blast 
iron. More generally the air is heated, either in pipe 
stoves or fire-brick stoves. 

With cast-iron pipe stoves the temperature of the blast 
delivered to the furnace does not often exceed about 900° F. 

When fire-brick stoves are employed the temperature is 
higher, say, from 1,200° to 1,400° F. 

It will be convenient to consider that the temperature of 
the blast is in most cases raised 1,000? F. above the tem- 
perature of the atmosphere. | 

On the introduction of hot blast, coal was employed for 
raising the temperature of the air, but as a natural con- 
sequence е “ waste gases attracted attention, and com- 
paratively crude arrangements were made for diverting a 
sufficient quantity of the gas for the purposes of heating 
the stoves апа providing the steam necessary for driving the 
blowing engines, and the power required for hoisting the 
charge to the top. of the fnrnace, as well as pumping the 
water for tuyere cooling purposes. 

The method of collecting the waste gases has been 
referred to as crude, because, until recently, no attempt was 
made to recover the whole of the evolved gases by the most 
perfect arrangement that could be devised, but only 
to recover sufficient gas for the purpose immediately 
required, 

If we assume that the specific heat of air remains constant 
at 2374 at all temperatures, and suppose the temperature 
to be raised 1,000° F., the amount of heat required to be 
supplied can be calculated :— — - 


Air required per hour = 4'47 tons x 
2:678 x 2,940 ... Sis T . = 26,813 lbs. 
26,813 lbs. x :2374 x 1,000 . . = 6,365,406 B. Th. U. 


To supply this amount of heat by burning gas having a 
composition such as we have taken for the purposes of this 


E 


580 


"THE ELECTRICAL REVIEW. [Vol u. No 1294 Cn 15, bn 


article, with a minimum amount of air, and with the products 
of combustion of the stove leaving at 700° F., the following 
calculation will give the approximate volume of gas in cubic 
feet, when measured at 60? F., and 80 inches barometer, 
required to be burned in the stove. 

Heat developed in B. Th. U's. per cubic foot of gas at 60° 
F., and 30 inches barometer:— | 


CO 25 x 319 = 7975 B. Th. U 
CH, 02x 908 = 1816  , 
H 01 & 282= 282 „ 


Total per cubic foot .. 100 73 


The quantity of heat carried off by the products of 


combustion for each degree of temperature. сап he 
estimated :— 
CO, 12 x 0252 "E = :003 
СО 725 x 0614 (0252 + 2 x 0181) . 2-5 = 015 
CH, 02 x 2152 (0252 + 2 x 0226 + 8 х 0181) = 004 
H 01 x 0588 (0226 + 2 х 0181) . .. = 
М. 60 x 0181 Bo ose uu. ЖОЙ 
Total heat carried off for each degree of temperature = 033 


As the temperature of the products of combustion in the 
Btove is taken as 700? F., we have 


700 х 033 = 28:1 B. Th. U. 


Heat developed per cubic foot of gas. .. 100773 B. Th. U. 
„ Carried off „„ x - - w 291 т 


Theoretical amount of heat available for heating 
the air blast per cubic foot of gas consumed 77˙6 
6,365,406 + 77°6 = 82,041 cubic fect of gas per 
hour theoretically required in the stoves. 
Radiation and other losses would be covered 
by an addition of 25 per cent. to this, bringing 
the volume of gas required to be reserved for 
heating the blast to 82,041 + 25 per cent. ..., 
Total volume of gas evolved per hour ... 1 
To supply the beat of the air blast 
(rather more than a quarter of the 


102,550 cubic fect. 
455,260 - 


total volume)... sss sus . . 102,550 
If we allow 20 per cent. of total to 
cover unavoidable waste = 91,052 


Available for utilisation in development of power 193,602 | 
193,602 cubic feet of gas per hour at 100 
B. Th. U. = 19,360,200 B. Th. U. One H. P.- 


hour is equivalent — х6 = 2,545 
78 
B. Th. U.; therefore, the above quantity of gas 
is theoretically capable of developing 
The gas engine is capable of turning 28 per 
cent. of the heat into available power, 
giving M pos ss T" .. 2, 130 H. P. 
The consumption of gas per effective horse-power-hour being 
little more than 91 cubic feet. 


The average thermal value of the coke (C = 90 per cent.) 
charged into the furnace for smelting the iron ores may be 
taken at 12,000 B.Th.U. per lb. 


2:678 x 2,240 x 12,000 — 71,984,640 B.Th.U. 100 per cent. 


Sensible heat of the gases, 455,260 cubic feet 
X specific heat 0191 x 500? F. = 4,347,733 6˙0 per cent. 
Heat of combustion of the gases, 455,260 cubic 
feet x 100773 B.Th.U. = 45,858,340 .. 637 
Total heat required for the smelting of the iron 
ore, including that carried out by the molten 
iron and slag, the water used for cooling 
purposes, aud loss by radiation, 21,778,567... 303 
100°0 


——— es 


7,607 H. P. 
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The sensible heat is not all lost when the gases are burned 
in firebrick or other stoves, if the conducting tubes and flues 
are bfick lined, but assists in the ignition of the gas. 

When the gases are employed for raising steam by means 
of boilers the sensible heat is an advantage, but the varia- 
tions in the pressure and the impossibility of regulating 
the air supply to meet these variations, as well as the effect 
of the dust deposited upon the heating surfaces in reducing 
the rate of conduction, all go to reduce the efficiency of the 
gases when employed in this manner much below that 
obtained by its employment in a gas engine. 


(To be continued.) 


THE SYNCHRONISATION OF 
ALTERNATORS COUPLED IN PARALLEL, 


[Condensed translation of the second and third parte of a paper 
entitled “А Study of the Transmission and Distribution of 
Energy by Alternating Currents,” read before the Société Inter. 
nationale des Electriciens by M. Maurice Leblauc.] | 


: (Continued from page 544.) 


SERVICES THAT AN INDUCTION MOTOR IS ABLE TO RENDER wiry 
EMPLOYED AS A GENERATOR. 


Let a B aud ср be a line of two conductors, arranged to distribute 
single-phase alternating currents, furnished by any source of alter- 
nating E. M. F. м, N an induction machine such as the preceding, 
and x, say, a lamp circuit taking the current z (fig. 7). | 


а=)» Mar 


Fra. 7. 


Suppose that the source of E.M.F. M maintains an alternating 
difference of poteutials of constant effective value between the 
conductors A B and C D. 

The author of the paper works out an expression for the strength 
of the current 3 taken from the source M, consisting of two terms, 
one involving principally resistance, the other principally relf-in- 
duction. | 

The first term of this expression represents the effective current, 
and the second, the wattless current, which must be furnished by 
the source of E.M.F. м. 

We have seen that, by suitably arranging the speed of the 
machine, N, we can cause it to act as a generator, when it will be 
able to furnish all or part of the effective currents required br 
the distributiug cables. | 

It is not the same with the wattless currents. 

In order that these might be supplied by the induction machine. 
it would be necessary that the difference, o, betweenthe prodact of 
the coefficients of self-induction of the primary and secondary 
circuits, and the square of the maximum value of the coefficient: 
of mutual induction between the primary and secondary circuits 
should be negative. This condition will never be fulfilled in sn 
induction machine with circuits closed on themselves, for the 
difference is always positive, and only becomes zero in a perfect 
machine. | 

If we connect several induction machines, such as the machine 5, 
between the distributing conductors, A B and c D (fig. 7) all thes 
machines will simultaneously produce effective currents, that vhi? 
turns the quickest absorbing the largest amount of nechaniral 
energy, and the converse. 

These machines,-then, should be able to be coupled together, 
without any condition as to synchronism, like continuous оште 
machines. But the source of E.M.F. would always have to furnish 
all the wattless currents demanded by the distribution service, and 
those necessary for all the induction machines. 

Suppose, now, that iustead of coupling the source of E.M.F. x. 
and the induction machine, N, in parallel, we couple them iu senes 
as represented in fig. 8, and that we wish to maintain а current «i 
constant effective strength in a circuit in the form of a riug, inclad- 
ing the source, M, one or more induction machines, N, and t 
circuit for the utilisation of the current called x. | : 

By communicating a suitable speed of rotation to the induction 
machines, all would simultaneously produce electromotive force 
of the same phase as the current; that one which turns the 
fastest would absorb the largest quantity of mechanical energ’ 
and reciprocally. "S 

Induction machines can thus be coupled in series like continutt 
current machines, but they must be accompanied by a source of EME. 
able to produce all the E.M.Fs. having a difference of phase oe 
quarter of a period with the current strength. We arrive then at the 
following conclusions: ANUS coetu 

1. We can couple single-phase alternating induction machine» 
with closed circuits, in parallel, and branch them upon the A 
buting network. These machines will be able to furnish the w E 
of the effective currents required for the service of the network, | | 
all wattless currents required for the same service, or for the Eu 
tion of the induction machines, must be furnished by a spe 
source of E.M.F. " РЕ" 

2. We can couple these same machines in series, in а circu)! E 
the form of a ring; they will be able to develop all the penes 
E.M.Fs. which are of the same phase as the current, but al Bi 
E.M.Fs. in quadrature with this last must be generated by а Spr 
source. : 
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4. In both cases, the induction machines need not turn syn- 
ehrononsly. Their coupling will be done like that of continuous 
current machines; that which turns the fastest will absorb the most 
mechanical energy, and reciprocally. These conclusions have been 
eumpletely verified, first, in the workshops of the Maison Farcot, 
with machines of medium dimensions, and since at tho works of 
St. Quen, by means of the two alternators represented in fig. 4. 

These alternators being furnished with damper (amortisseur) 
сіті, it was sufficient, if the primary of one of them was not 
excited, for that machine to become asynchronous. 

We call attention particularly to the following experiment, which 
hai been repeated many times since :—The two alternators being 
toth excited, and connected in parallel, we suppress the excitation of 
one of them, and thus transform it into an asynchronous machine. 


a C 
M 
N 
X 
B 0 
Fia. 8. 


By looking at its crown of poles across that of the other alternator 
we see that its poles, which appeared fixed in space when the alter- 
nators were synchronised, take up a feeble motion, which represents 
the difference in speed of the two machines. It is that which is not 
excited which turns the fastest. We then cut off the steam from 
tbe engine of the alternator which is excited. It continues to turn, 
drawing its steam engine with it. 

In these conditions the asynchronous machine furnishes all the 
edective currents necessary for the maintenance of the motion of 
tw other alternator, which remains excited. This (the excited 
sitemator), on the contrary, furnishes the wattless currents necessary 
fæ the excitation of the asynchronous machine. . 


CONDIMIONS THAT MUST BE FULFILLED IN ORDER THAT AN INDUC- 
TION MACHINE MAY ALWAYS BE EMPLOYED A8 A GENERATOR. 


In order that an induction machine may always be employed as a 
generator, it is necessary that instead of taking the wattless currents 
nquired for its own excitation from a primary source it should be 
apable of generating them itself, so that the currents required, 
efective or wattless, by the distribution service may be provided by 
it. For that it is necessary to render the quantity, o, previously 
considered, negative, which we are able to arrange by diminish- 
ing, artificially, one of the coefficients of self-induction. 

_ The following reasoning will show that it is the self-induction of 
the secondary which it is most convenient to diminish :— 

In an induction machine, with closed circuits, the alternating 
carrent which develops the flux operating in the interior of the 
machine has a frequency, а. This frequency being always high, the 
apparent energy that must be furnished in order that this current 
shall pass, is much greater than the actual eneagy corresponding to 
the quantity of heat disengaged by its passage. 

If this flux were developed by the currents traversing the 
secondary circuits, these currents would have to furnish the same 
number of ampere turns, around the same tubes of magnetic force, 
м the preceding exciting current, but they would only have 
practically one fourth of the frequency a. The apparent energy 
necessary to pass these currents would be very little greater 
1 real energy corresponding to the heat disengaged by their 

e. 

If we make the quantity, o, negative by diminishing the self- 
induction of the secondary, the currents which will traverses the 
primary will only exercise a demagnetising action upon the flux 
‘tossing the circuits which they pass through, and this flux can only 
he developed by currents traversing the secondary circuits. There- 
fore by diminishing the self-induction of the secondary, we shall 
excite our machine with currents of low frequency, whereas we 
rhould always excite it with currents of frequency a if we diminished 
that of the primary. ; 
A sl 5 аша 85 coefficient of self - induction 

circuit cessa а е circuit an apparatus capable 
of furnishing a part of the apparent energy 15 in с: to 
pass a given alternate current through it. It is evident that the 
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dimensions of this apparatus will be smaller as it will have less 
apparent energy to furnish. 

It is convenient, then, to transform an induction machine into a 
true generator by artificially diminishing the coefficient of self- 
induction of its secondary circuits, and not that of its primary circuit, 


(To be continued.) 
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BOILER MAKING. 


THE art of boiler making in America differs considerably from 
English practice. True, much of the boiler plate used in America is 
most excellent, but even for the best the allowance of pressure is such 
as to startle some of ourown more cautious engineers, while at one time 
certain boilers were allowed even an excess upon pressures already 
excessive. The Hartford Boiler Insurance Company—the largest 
company of the kind in America—has for years aimed at bringing 
American practice more into line with safe limits. An American 
writer, Mr. H. R. Barnhurst, states that rivets have been allowed as 
great a strength in shear as in tension, and he looks on this as а 
weakness. Of this we cannot speak. Certain, however, it is that, 
generally speaking, it is not the rivets in a burst boiler that have 
usually been found to have failed, but the plates have failed through 
the line of rivets. The calculation of a rivet seam is somewhat com- 
plex. A joint ought to part by simultaneously shearing the rivcts 
and tearing the plates, but there is a third stress to be taken into 
account, namely, the bearing stress of the rivet on the plate, and 
there is also the question of tightness. It would, we imagine, be 
difficult to burst a boiler shell of first-class matcrial and workman- 
ship. It is more than likely that there would be so much leakage 
through straining as to stop the attempt. 

Mr. Barnhurst gives 38,000 lbs. as the shear of a rivet. He states 

that the United States inspection rules allow a factor of six based on 
solid plate area. This, with a joint of 70 per cent., becomes only 
4:2, and as 20 per cent. additional pressure is allowed for drilled 
holes, we get down to 34 only. Assuming elastic limits of only half 
the ultimate tenacity, we find a safety margin of barely 2, for 
after all the true limit of strength is the elastic limit, and not the 
ultimate strength developed in a rapid test. The author advocates 
hard and fast proportions for rivetted seams, and is also in favour 
of a considerable amount of official interference. It is a fact, we 
believe, that there is already a good deal of official interference in 
America in respect of boilers. Enginemen are more or less licensed, 
boilers are tested by the police authorities, and a fine farce this is. 
In Great Britain, so far, there is but little official interference, and 
yet the loss of life by boiler explosions is perhaps smaller than in any 
other country. Until the socialistic wave of the last few years swept 
over the country, and brought with it municipal trading and silly 
demands for Governmental interference with steam boilers, the 
common sense action of British steam users had developed a 
fairly perfect system of boiler insurance and inspection in Great 
Britain, and very little more is wanted to render our system as com- 
plete and perfect as present human nature can make it, that little 
being the necessary pressure upon careless steam users to compel 
them to take such precautions as will ensure safety. 
. There is no reason why a firm owning many boilers should not 
have their own inspector, and there is no reason why a man who 
owns or runs a boiler, and is himself a competent inspector, should 
not do his own work if he care to doso. But this is hardly advisable, 
and we believe even expert engineers prefer to call in the aid of the 
insurance companies, who have before them a continuous well of up- 
to-date experience and practice, and, to our certain knowledge, have 
brought to bear a very great influence for good on boiler making, 
keeping asalutary check gn the too hasty adoption of novel material, 
and preventing the use of absolutely undesirable materials that are 
apt to be found sailing under false colours. 

Mr. Barnhurst's tables for rivetting are too full to reproduce here. 
They are calculated for material of a tenacity of 60,000 lbs., rivets 
of 38,000 lbs. shear; an example must suffice. For a ,%-inch 
plate, treble rivetted with double butts, the rivet hole is {th inch, the 
The strength is supposed to 
be 27,918 lbs. at 84 to 86 per cent. joint efficiency. No thickness is 
given for the butt straps. The working strength of a boiler is 
obtained by dividing the strength by the factor of safety and the 
radius. Thus for a shell of 8 feet and a factor of 6, the working 
pressure becomes 97 lbs., which is less than even our cautious 
English allowances for steel like this of nearly 27 tons tenacity. 
One important item overlooked is that as а boiler ages, if it does 
become corroded, it will be reduced at the rivet seams and chiefly 
on the plates. This points out that the plates exposed require to be 
a little stronger than calculation. Considerations of this sort obtain 
much more with lapped seams than with butts. The tables before us 
give no information on the pitch of the lines of rivets from each 
other, which is a very important matter. One could hardly 
punish a boiler maker for neglecting to keep rules set down in 30 
doubtful a manner and leaving so much open. 

It is not so much boiler makers that require a license. The license 
would tend to reduce boiler making to the disgraceful level of the 
authorised plumber’s work. Au authorised plumber appears fre- 
quently to use his license as a means of extortion only. If steam 
users were liable for their carelessness, they would soon see to it 
that their boilers were safe. Give them the option of buying from 
an authorised maker, and the bad ones would shelter themselves 
behind the phrase. 


BUSINESS NOTES. | 


Electrical Wares Exported. 


WEEK ENDING Ост. 10TH, 1899. | WEEK ENDING Ост. 9TH, 1900, 


Amaterdam .. . Value £26 Alexandria .. .. Value £418 
Antwerp  .. P "S 63 Auckland. 99 T аж 20 


Auckland .. РТ - S 220 Brisbane - ne ©» 80 
Beira ra i тз .. 118 „„ Teleg. cable. . . 178 
Bombay es - " T 54 Buenos Ayres Teleg. mat. 456 
Buenos Ayres a T" 121 m" Teleg. wire.. .. 843 
" Teleg. mat. .. 892 Calais Elec. Fuses.. s 623 
Canterbury "T " T s» 60 Calcutta  .. T x .. 106 
Саре Town. os sé . 989 Cape Town T - . 318 
cutta š - V " 200 ^ Telephones «s 50 

ʻi Teleg. wire e 50 |. Colombo a es .. 905 
Chinde. Teleg. mat. .. 1,576 Copenhagen = са i 80 
Christiania. Teleg. wire .. 162 А Teleg. wir T .. ) 182 
East London = - .. 899 Durban - “ж .. 452 
Gibraltar .. 855 “+ — 13 East London su js 15 
T Teleph. appar. .. 135 Fremantle .. ju T s. 66 
Gothenburg - T" ks 53 Gibraltar А 135 8 90 
Grenada  .. T - - 19 - Teleg. apparatus .. 668 
Haliíax © m - .. 169 Grenada Teleg. mat. ‘s 28 
Hong Kong.. : 2s .. 672 Jamaica .. NS Ае . . 112 
Madras T s : .. 101 Lyttleton .. me Б» . 286 
Melbourne .. a x .. 442 Malta.. : - - . 156 
Montreal.  Teleg. mat. m 60 » Teleg. mat. .. . 152 
Ostend we - - .. 241 Melbourne ux - .. 103 
Penang T" Ер is Ws 39 - Teleg. mat. .. 8861 
Port Elizabeth  .. "M ex 91 Ostend x НЕ es .. 184 
St. Petersburg. "T . 206 Perth T 2x - я 160 
Singapore Elec. plant .. .. 1104 Port Elizabeth  .. - .. 119 
Stockholm. Teleg. wire .. 194 Rio Janeiro si - $a 47 
Sydney - МЕ sa .. 428 Rotterdam .. us is . 250 
Tienstin . “з Я - 17 - Teleg. mat. а 28 
Vancouver. Teleg. wire га 72 8t. Petersburg. Teleg. mat. .. 54 


Wellington .. 847 Saigon " Р, 20 


Shanghai s . 169 
Singapore .. ix T К 
Stockholm Teleg. mat. . 150 
Sydney - - - . . 1,967 


48,110 Total 8 


Foreign Goods Transhipped. 


| Brisbane Telerh. apparatus £168 


Bankruptcy Proceedings.—Thce first meeting and public 
examination of Т. W. Greaves and W. G. Randall T. W. Greaves 
and Co.), electrical engineers and cycle. manufacturers, are to be 
held at Bankruptcy Buildings, W. C., on October 18th and November 
15th respectively. 

Notice of a first and final dividend of 2s. 54d. in the £ in the 
case of B. Symmons, electrical engineer, Brighton, is given in the 
last issue of the London Gazette. : 


Liquidation. — The Land and Water Electric Power 
Syndicate is winding up voluntarily with Mr. S. B. Saunders, Bush 
Lane House, E.C., and Mr. J. B. Childe, of Bradford and London, as 
joint liquidators, with a committee to assist. 


Belgian Electrical Material in England.—In the 
report of the Société Electricité et Hydraulique, of Charleroi, for 
the last financial year, it is stated that in 10 months its London 
office has secured orders to a value of £44,000. 


Books Received. — “ Motor Vehicles and Motors,” by 
W. Worby Beaumont. London: Archibald Constable & Co., Ltd. 
42s. net. 

“Electric Wiring Tables,” by W. Perren Maycock. London: 
Whittaker & Co. 3s. 6d. 

“Elementary Questions in Electricity and Magnetism," by M. 
Maclean and E. W. Marchant. London: Longmans, Green & Co. 
1s. 

„Thermo-dynamics of the Voltaic Cell," by H. S. Carhart. Re- 
printed from the Physical Review. 


Bristol.— Messrs. Gilbert J. Lloyd & Co., of Bristol, are 
at present busy with private plants and motor work in the district, 
having just completed a large plant for the new.Sanatorium on the 
Mendip Hills, for consumptives, consisting of steam eugine, ёс, 
dynamo, accumulators for 150 lights, together with a complete 
telephone equipment. The firm's tender also has just been accepted 
for lighting the Newport workhouse with 1,000 lights. 


Campion v. The Land and Water Electric Power, 
Limited.—In the Vacation Court on Wednesday, before Mr. Justice 
Buckley, the case of Campion «. The Land and Water Electric 
Power, Limited, was mentioned on a motion for a receiver in a 
debenture holder's action. Counsel stated that only one debenture 
had been issued, and it had now been arranged that the liquidator 
of the company should take a transfer of the debenture, in order that 
the proceedings might be stayed. On this understanding, the 
motion would stand over generally with liberty to restore, if the 
terms arranged were not carried into effect. 


Catalogues and Lists,—The Simplex Electrical Com- 
pany, of Cambridgeport, U.S.A., sends us an illustrated catalogue 
(No. 6) of electric heating apparatus. Electric kitchen equipments, 
ovens, stoves, Warmers, urns, tailors’ irons, heating pads, glue pots, 
radiators, foot warmers, and a variety of other apparatus are illus- 
trated and priced; some general information is given regarding the 
cost of operation, aud the time for cookiug food aud warming water 
is mentioned. | 

Messrs. John Spencer, Limited, of Wednesbury, issue a neat cata- 
logue (a new and revised edition) detailing their iron and steel 
tubes and fittings of all kinds, including telegraph poles, arc light 
masts, and trolley poles (single and double arm). 


Total -— 


. ratchet, and brake. 
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. Messrs. Ernest F. Moy, Limited, have published new illustrated 
lists of their shunt regulating resistances, voltmeter switches 
maximum cut-outs, and “ Acme” patent switches (double and triple 
pole). 

A convenient sized wall card, 9 inches x 14 inches, giving in 
tabulated form a note of the standard sizes of conductors for eles. 
tric supply mains, has been issued by Messrs. Johuson & Phillips 

The Waltham Art Metal and Engineering Company are sending 
out lists showing designs of some very artistic switches now being 
supplied by them. 

Messrs. Hands, Limited, are circulating a list of a “ perfect 
watertight fitting " being supplied by them for street, shop front, 
and factory lighting. 

Messrs. Le Carbone, of Lime Street, E.C., have sent ont list: 
of their primary batteries (Lacombe, Sack, Sans Pareil, &c. 
Boudreaux dynamo brushes, carbon brushes, are lamp carbons, & 

Mr. G. Braulik has forwarded to us an illustrated pamphlet 
describing his patent couplings for are lamps, are lamp winches and 
accessories, &c. 

Messrs. Abbott & Co. (Newark) Limited, have just issned a new 
pocket price list of their “handy hoists.” Among other thing: 
shown therein, is a special are lamp hoist with detachable hand! 
This, and the many small hoisting appliances 
particularised in the list, will interest electrical engineers. 

A little pamphlet comes to hand from Messrs. C. A. Parsons and 
Co., in which is given a list of corporations and companies in thb 
country, also Governments, mills, factories, and public institutio: 
and so on, for which turbo-alternators have been installed dur 
the past five years or are now on order. 

Messrs. Priestman Bros, Limited, have sent us an пті 
eircular of their oil engines. 

The Warwick Trading Company, Limited, of Warwick Coun, 
W.C., have issued a catalogue of animated picture specialities. Th: 
Bioscope, and other apparatus, also films and accessories of gres: 
varieties, are  particularised, and numerous illustrations ar 
included. 


The Dudley Free Wiring Contract.— Under the head- 
ing “Kenilworth” last week, we mentioned that the free wiring 
contract for Dudley had been given to the Birmingham Installation 
Company. We have now received the following letter“ 
note that in your * Business Notes " you state that the Birmingham 
Installation Company have secured the contract for the free wiring 
of Dudley. Will you kindly state in your next, that out of mam 
tenders for the free wiring, three tenders were recommended fe 
acceptance, namely:—(1) Our own, being the only local tender 
accepted; (2) The Birmingham Installation Company; aud 
Messrs. Frazer & Co., of Birmingham. As the Local Governmeni 
Board inquiry was only held this week, aud the matter is not 
settled at present, it cannot be said that any firm has secured th 
contract. Mr. R. P. Wilson, of Victoria Street, is the consulting 
engineer to the Corporation of Dudley, and he alone can give 
information in the matter. It may be of interest to state that the 
Kidderminster Electric Light Company is now giving supply, aug 
that we are just now wiring the Kidderminster Town Hall, Municips. 
Buildings, Free Library, and other buildings.— W urrraxER Bros, 
Kidderminster.” 


Electricity for Mines Drainage.—At the ашшы 
meeting of the South Staffordshire Mines Drainage Commissionem 
last week, Mr. J. B. Cochrane, the chairman, intimated that ti 
Commissioners looked forward to shortly having electric pumps = 
the works for the purpose of unwatering the mines in the 597 
Staffordshire district. 


For Sale.—The British Thomson-Houston Company > 
offering for sale a number of machine tools, including lathes, bsy- 
ing machines, drilling machines, band saw, grinders, &с. See 9 
advertisement pages this weck. | 

Messrs. Wheatley Kirk, Price & Co., will offer for sale by auction, 
by order of the liquidator of the Ormonde Cycle Compas 
Limited, the leasehold works and premises, plant, fixtures, K. 
that company, situated at Hornchurch Road, Romford, Essex; as 
the business and London depót of the company as a going concen 


Particulars will be found among our advertisement pages this wees 


Electrical Imports, — The value of the imports © 
foreign electrical goods and apparatus into the United Kingdom 
during September last, amounted to only £97,107, as compar” 
wim £148,317 in the preceding month, The total for the first niu 
months of the current year is given as £794,699. 


Strike.—On Thursday of last week, the employés at the 
electric car works, Hadley, near Wellington Salop, struck work in 
order to support 40 others who had been locked out for a fortu: 
for objecting to the employment of unskilled workmen upon certa: 
machiues. 


The Telephonograph. — This invention, which is 3 
combination of the phonograph with the telephone, consists o: 5 
mechanical device (inside the electro-magnetic recording diaphmz™ 
cell n) which increases and multiplies the impulses of the electro. 
vibrations, and thereby cuts clean and deep sound waves in th 
coating of an interchangeable cardboard cylinder P, measur:=s 
10 inches in length and 5 inches in diameter. By revolving ! 
cylinder the record is made at 150 spirals to the inch, and | 
number of words which may be thus сеп down when the wh 
length of cylinder is covered is some 15,000, which would repre»! 
а page of au ordinary newspaper. There is also a second ee 
р’, an inch broad, but of same diameter as its fellow Р; the functi n 
of this cylinder is to take the place of an attendant, and to ans: 
calls When the person who is called up is at hand, he disengas- 


io _ 
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the automatic speaker a, by means of the lever s’, and if he chooses 
to take his message without recording it phonographically, he can 
do so by pulling the upper lever 8. м is a special mouthpicce 
baving a separate cbaunel for conveying the sound waves directly 
10 the recording stylus of the home station. On the scale bar E 
slides а pointer which must be pushed against the tail of the 
electro-magnetic diaphragm в, when leaving the office; the machine 
is then ready to record messages received during absence. c is the 
battery aud motor case. The other details of the sketch are 
common with ordinary telephonic instruments. By means of the 

s the words of bargains and figures transmitted by tele- 
phone, which would be otherwise lost, are retaiued, and can be re- 


produced by the instrument so as to be available in the settlement 
of disputes. The telephonograph was invented by Mr. E. О. 
Knmberg, of Kilburn. We understaud that his experimental work 
was done through the kindness of Mr. Higgins, chief engineer of 
the Exchange Telegraph Company; an experimental. machine can 
be tested at the offices of Messrs. Henry F. Joel & Co., Wilson 
Stret, Finsbury, E.C. 


. Jabber in Hhodesia.—Those interested in the rubber 
inhmry will find valuable information regarding Rhodesian rubber 
supplies in a 30-page pamphlet (by P. Lyttelton Gell), published by 


British South Africa Company. It summarises the main points 

ing to the industry, so far as they are important to the ad- 

| ion of the British South Africa Company. The sources of 

er are described and the administrative policy of the company 


Wetdlined in some detail. The conclusions arrived at are briefly 
Gated as follows :— 


14H rubber extracted should contribute to the revenue ; but different 
ies will apply to the product of wild rubber and of cultivated rubber in 


areas. 

& Wild rubber trees should be regarded as а capital asset of the Company, 
ЗАЙМ an important source of future revenue. Rubber areas should not be 
but should be worked as a branch of Forest Administration, either 

in by the Company through a Forest Department, or (b) by subsidiary 
teangebles in which the British South Africa Company retains a controlling 
intafest, or (c) defined areas may be let foran annual revenue on terminable 
мәй under strict covenants to responsible parties undettaking the systematic 


of ra t. 

& Immediate legislation is necessary to regulate the industry and protect it 
fom extirpation. The attention of the Company's Administrators in each of 
the four provinces should be invited to the question, and draft Ordinances 
might be Prepared. The ration of the Imperial Authorities in the British 
Central ica Protectorate is desirable, if it can be obtained. Though in 
advance of Rhodesis, the Protectorate has at present no comprehensive regula- 
tions for the preservation of rubber. . 

4 No monopoly in the extraction of wild rubber should be granted, and ап 
to derive revenue from duties upon extraction should be discourage 

to the industry, though to secare the necessary control, outsiders 

proposing to extract rubber iu a district must obtain а local license, for which 
substantial fees may be properly ree. 

5. A duty of, say, d. a lb. should be levied on all traded rubber, which would 

by the trader at the time of purchase from the extractor; but, in 

of a receipted pass accompanying the rubber, it may be levied as 


| cy дабу. 
6 All traders in rubber should take out a special district license, which will 
be only within the district Specified: 

7. A small scientific Department of Forestry seems to be indispensable, not 
merely in the interests of rubber, but for the systematic control of forest arcas 
Ni bod the Company's territories (see Report, 1807.8, p. 140, & „). Such a 

$ ought to be made a source of profit. All rubber-bearing trees 
observed fn different localities should be reported by the Company's officisis, 
and the Depertment (to which a man having technical know edge of rubber 
should be attached) would advise on their value and the best methods of ex- 
moon and preparation. It would also distribute to them and to others 

m — 3 and reported проп. 28 
Utivated rubber, every encouragement sho be given to the 
Invéstacent of capital in the systematic cultivation of rubber in reserved areas, 
чай inable leases at progressive rents. There is no reasonable ground 
oe тала grants. A few thousand acres of selected land will profitably 
та much capital and energy, though options to extend when the first area 
fully ed may be desirable. 10,000 acres is the area ieserved by the 

$ for its cultivation of rubber in Burmah. · 


Announcements.—The business of Messrs, 
Polland & Co., of St. Nicholas Buildings, Newcastle-on-Tyne, has 
been taken over by the Union Cable Company, of 23, College Hill, 
Cannon Street, Loudon, E. C., as from August 24th. Debts due to 


tha 11 


ps 


Messrs. Polland, will be paid by the Union Company, and debts due 
by them will be attended to by Messrs. Polland from the College 
Hill address. The Union Cable Company manufactures all classes 
of electric cables for lighting, transmission of power, telegraphy, 
telephony, &c., and large quantities are kept in stock. 

Mr. J. Wemyss Auderson, A.M.LC.E., M. I. M. E., has arranged a 
partnership with Mr. Alfred Hay, B.Sc., M. I. E. E., and in this 
connection business will be carried on as consulting electrical 
engineers at Pearl Assurance Buildings, Liverpool. 


Trucks. — The Brush Electrical Engineering Company 
have now taken up the manufacture of traction trucks at their 
Falcon Works, Loughborough, Leicestershire. Their standards are 
three in number, which cover the general needs of electric trac- 
tion in this direction, namely:—The four-wheel single type; the 
four-whecl bogie type; and the maximum traction type. A special 
shop has beeu erected aud equipped, under the control of Mr. 
E. E. Cook, an engineer who has had long and successful experience 
in this brauch of manufacture in the United States. The company 
is, therefore, in a position to quote to any specification, and to 
handle orders of any probable magnitude. 


ELECTRIC LIGHT AND POWER NOTES. 


Austria.—aA large electric lighting and power plant has 
recently been installed by Messrs. Ganz & Co., of Buda-Pesth, in 
the works of the Floridsdorf Locomotive Company at Floridsdorf, 
near Vienna. The generating plaut comprises two 300-н.р. steam 
dynamos and a smaller set of 120 H.P. The plant supplies current 
for 35 arc and 600 incandescent lamps, as also for several cranes and 
60 electromotors. i 


Australia.—A Sydney newspaper says that the Sandon 
Electric Light and Power Works at Armidale have been sold to a 
London firm for £25,000. 


Birkenhead.—The members of the E.L. Committee 
of the Birkenhead T.C. made their annual inspection of the estate 
under their charge last week. During the past 12 months the enginc 
power at the Craven Street works has been doubled, and on the 
morning of the inspection a 500-H.P. engine had been yoked toa 
dynamo for the first time. | 


Bombay.—The two committees appointed to advise the 
Corporation on the subject of electric lighting and electric tramways 
have not yet been able to complete their reports on these matters. 
The firms who have made offers are as follows :—Turner, Hoare and 
Co. (agents for Messrs. Siemens) ; J. Foster, electrician to Messrs. 
Greaves (cotton mill owners); Messrs. Killick, Nixon & Co. (agents 
for Messrs. Callender’s Cable Company). An extra application was 
also received from a large firm. Doubtless by this time the report 
has been submitted. The Tramway Company are very anxious to 
proceed with their undertaking, but are blocked in the adoption of 
electric traction, as they wish for a renewal of their lease for а 
long period. 


Bradford.—At the last City Council meeting Mr. T. H. 


Shaw, chairman of the Electricity Committee, moved the minutes of 
that committee, and in doing 80 read the report of the work of the 
electricity department during the half-year ended on June 30th 
last. Hestated that the total income for the half-year was £17,723 
9s. 5d., as compared with the correspondiug period in the preceding 
year of £13,256 12s. 11§d., or an increased income of £4,466 168. 54d. 
The total expenditure for the half-year (including interest and 
sinking fund) was £16,751 1s. 3$d., as against £11,523 10s. 4d. for 
the corresponding period of the preceding year. The nct profit for 
the half-year, therefore, was £972 8s. 14d., as against £1,733 2s. 74d., 
being a decrease of £760 14s. 6d. on the corresponding period of the 
preceding year. The number of consumers was 1,178, as against 
965, or an increase on last year of 22 per cent. The total number 
of units consumed was 1,449,409, against 996,807, or an increase of 
45 per cent. (irrespective of current supplied for publiclamps). The 
total profit since the opening of the electricity works (in September, 


. 1889), to June 30th, 1900, after paying interest and sinkiug fund, 


amounted to £26,986 Ов. 64d., and the total amount written off for 
depreciation has been £14,372 17s, leaving the sum of £12,613 
3s. 64d. to be appropriated as the Council might direct. The trade 
profit—that is, the profit before charging interest and sinking fund 
—for the half-year ended June 30th, 1900, worked out to £3 7s. 2d. 


percent. on a capital outlay of £241,838 Rs: 11d., aud the net profit, 


i.c, after charging interest and sinking fund, shows a percentage of 
8s. on the same outlay. "Taking the June half-year and the preced- 
ing December half-year together, the trade profit amounted to 
£18,186 14s. ld., representing £7 10s. 5d. per ceut. on the capital 
outlay. The net profit for the same half-years amounted to £4,369 


13s. 104d., and represented £1 16s. 2d. per cent. on the capital 


outlay. | 


Bristol.—The Consolidated Petroleum Company, Limited, 
has just entered into arrangements with the Bristol Docks Com- 
mittee for the establishment of a large depót close to Avonmouth 


Dock, and in connection with their works they needed electric 
lighting. The Docks Committee have recently established a gene- 


rating station-at the Docks for motive power and lighting, and 


asked the Council's consent at the meet ing on Tuesday to enter into 
a contract with the Petroleum Company to supply the current the 


up. a -— - 


- 


——— ———————————————————————gA————— 


584 THE ELECTRI 


CAL REVIEW. [Vol47. No. 1,194, Оотовда 12, 1900 


latter needed. Alderman Pearson, the chairman of the E.L. Com- 
mittee, pointed out that it was a not very desirable arrangement to 
have two civic committees supplying electricity, and possibly com- 
peting with each other, and suggested that it might be found that 
the Corporation works at Bristol conducting operations on alarge scale, 
could supply the dock at Avonmouth more economically than cur- 
reut could be produced on the spot. The chairman of the Dock 
Committee explained that it was too late to entertain the proposal, 
as the works were being established, and further speeches elicited 
the fact that the Docks Committee, before setting up as producers 
of electrical energy, approached the Electrical Committee, but the 
latter did not feel justitied in carryiny their mains to Avonmouth, 
which is at least half a dozen miles from the centre of the city. 
The Council approved of the Docks Committee’s proposals. 


Coventry.—At a meeting of the E.L. Committee this 
week the manager's report showed an increase in consumption for 
the month of September of 424 per cent., but the increased cost of 
coal is affecting the working adversely. 


Dudley.—On Friday last Mr. H. P. Boulnois, on behalf 
of the L.G.B., inquired into the T.C.’s application to borrow £10,000 
for electric lighting in Dudley. It was explained by Mr. R. P. 
Wilson, consulting engineer. ta. the Council, that the money would 
be spent iu accordance’ with the resolution to wire houses free for 
electric lighting purposes. The charge to consumers would be 6d. 
per unit for two hours, and 14d. for the remaining 22. The tramways 
at present were the only consumers, and the company were paying 
2d. per unit for the first 150,000 per annum, and less in proportion 
as the quantity increased over that amount. They had supplied the 
tramways with 196,000 units during the past year, and a total con- 
sumption of 270,000 would be reached per year when the electric 
lighting was established. 


-~ Dungannon.—The U. D.C. has appointed Mr. G. Coombe, 
of Belfast, to report upon the proposed electric lighting of the 
lown. 


Epsom.—Delay in the introduction of electric lighting at 
Epsom has occurred through the original estimate for the cost of 
the installation being exceeded by £2,200, making the total cost, 
with contingencies, £18,300. Before contracts are signed further 
application wil) have to be made to the L.G.B. to increase the loan. 


Glasgow.—The Electricity Committee have intimated 
that the new power station at Port Dundas will be open for inspec- 
tion by electrical engineers and others interested on Saturday, 
13th inst., from 3 to 5 p.m. 


Heckmondwike.—The E.L. Committee reported at a 
meeting of the D.C. last woek that the L.G.B. had sanctioned the 
borrowing of £14,343 for the purposes of electric lighting. 


Hereford.— Phe T.C. has come to a final agreement with 
the contractors for the clectricity works (the Silvertown Company), 
the latter providing a spare armature, free of cost, in satisfaction of 
their liability in respect of penalties for delay. The necessity of 
extension of the electricity works is already making itself felt. 


Ince.— The D.C. on Wednesday decided to apply to the 
Board of Trade for a provisional order for electric lighting. The 
population is about 20,000. 


Kingston-on-Thames.—An attack has been made on 
the Corporation by Mr. C. Bolton, J.P., who arranges the statistics 
of the Corporation electricity department to support an allegation 
that the undertaking does not pay. From the official accounts, Mr. 
Bolton alleges that he abstracts figures showing the net deficits in 
the years 1895—9 to have been £1,555 9s. 4d., £1,266 5s. 5d., 
£1,131 13s. 3d., £1,469 19s.10d., and £942 11s. 6d. The figures 
given by Mr. Bolton are not in accord with those presented to the 
Corporation last March, showing that the net deficits for the same 
periods were—£1,382, £1,326, £791, £1,112, and £47. 


London.—Hacknry.—A special meeting of the Vestry 
took place last week, when tenders were received for the supply of 
electricity mains, and for the constructional ironwork required in 
connection with the buildings of the combined electricity and 
refuse destructor works. The tenders were referred to the E.L. 
Committee. | 


Maidstone.—The E.L. Committee of the D.C. has recom- 
mended certain alterations in the original scheme in accordance 
with a report of Sir W. H. Preece.; the plant is to be increased, the 
floor of the station raised above the highest flood level, an additional 
feeder laid, and the public arc lighting extended, at an additional 
estimated cost of £4,048. "These recommendations were agreed to. 


Moffat.—The question of a scheme of electric lighting 
for the burgh has been considered by the Commissioners. Mr. W. B. 
Forman, electrical engineer, has been interviewed on the subject, 
nnd is satisfied that a scheme of electric lighting by water-power 
could be carried out with profit to the burgh. The Commissioners 
have appointed and empowered a Committee to arrange with 
Mr. Forman to prepare plans and report to the reconstituted 
Commission. ' 

Newport (Mon.).—At the last meeting of the E.L. 
Committee the office manager submitted a statement showing that 
the sum of £91,235 had been expended upon the electric light under- 
takiug, that £40,815 had been sauctioned, and that a further sum of 
£30,000 wuuld be reyuired to make up this difference and to cover 
the cost of further extensions of mains aud transformers, and of the 


* 


proposed changing over to the 250-volt system. It was, therefore, 
resolved that application be made to the L.G.B. for leave to borrow 
a further sum of £30,000. 


Oldham.—An application by the Failsworth D.C. for 
terms for the supply of electric energy to their district has been 
declined by the Oldham Corporation. At a meeting of the Oldham 
T.C. last week the chairman of the Electric Lighting Committee 
stated that the present station was started more with the ides of 
keeping companies out of the town than from any love they had 
for electric lighting, and on that account the station had been iy 
a great measure cramped. That fact had been a matter of very 
great inconvenience and expense to the Committee. Seeing the 
success that had followed the work of the Committee with the old 
Station, the present Committee thought in starting afresh they would 
certainly be able to provide for the next 20 years by the system 


` they were proposing to the Council. He reported that upon a revised 


plan and estimate of the proposed electric light and power statin 
at Greenhill, together with a report of Prof. Kennedy thereon 
being submitted, the Committee recommended that the Council 
instruct the town clerk to make application to the L.G.B. for its 
sanction to the borrowing of £157,000 for the purpose of erecting a 
station for the supply of electrical energy for lighting and power, 
and for tramway purposes. The recommendation was геге 
On Thursday (the 16th inst.) Mr. А. P. Trotter was to bold а 
L.G.B. inquiry for that purpose. : 


Richmond.—Mr. W. Wisdom, whose tender for the ew- 
tion of the new Infirmary for the Richmond Guardian ww 
accepted, being £1,400 below the next on the list, found tb. t: 
accidentally omitted to add up an amount of £578 for elec: 
lighting fittings. Mr. Wisdom applied to amend his tender befix 
the contract was sealed, and consequently the board, after a lengthy 
discussion, has decided to ask for fresh estimates from all the fim; 
interested. 


Ryde.—The L.G.B. have given their assent to the appli- 
cation of the T.C. to borrow money for the electric lighting under- 
taking. 

Stirling.—The Lighting Committee have reduced the 


charge for the supply of electric light to basement premises lit 
during the day from 5d. to 4d. per unit. 


Stockport.—The R.D.C. has resolved not to proved 
with the provisional order for the electric lighting of the district. 


Stroud (Gloucestershire).—A special meeting of the 
U. D. C. was held last week to consider the desirability di 
applying for a provisional order for the electric lighting of the 
district. After some discussion, the meeting was adjourned for à 
fortnight for the purpose of further considering the matter. 


Swindon.—The two D.Cs. have decided to borrow the 
sum of £31,000, upon the necessary permission of the L.G.B. being 
obtained, for the purpose of carrying out the first portion of the 
electric light scheme for the town. 


Warwick.—At a meeting of the T.C. on 9th inst. the 
British Electric Traction Company gave notice that they intended 
to apply for a provisional order to supply electric lighting for the 
town. 


Weybridge.—Inu view of the coming introduction d 
electric lighting by the Staines and Weybridge Supply Company, 
the local gas company has made a reduction of 5s. per lamp for 
public lighting for the Weybridge district. 

Weymouth.— The Т.С. met yesterday to discuss whether 
to apply for & provisional order. 

Wolverhanipton.—The E.L. Committee have resolved 
that from November 12th next, the charges to consumers of elec 


trical energy to the extent of 12,000 units and upwards annually, be 
as follows :— 


Unite per annum. Price per unit. 
12,000 to 20,000 ee те э oe ee 4d. 
20,000 to 80,000 .. vx T m s 87154. 
80,000 to 85,000 .. HM s ia T 8:54. 
85,000 to 40,000 .. 45 4 s v за. 
40,000 and upwards .. ‘a Ps js 9d. 


ELECTRIC TRACTION NOTES. 


Blackburn and Burnley.—The Light:iRailway Cow- 
missioners bave recommended the B. of! T. to Igrant an 100 
authorising the construction of a line connecting Blackburn м 
Rishton, Whalley, and Burnley. The plans prepared by E 
Chadwell, of Blackburn, engineer to the promoters, shows thst | 
total length of line, which is to be double throughout, will be Ў 
miles, and the estimated cost is £154,000. The County . 
have made it a point in their attitude towards the undertaking t? 
the county ratepayers should not be asked to subsidise it to tix 
extent of a penny piece by the widening of roads or bridges. 


Blackpool.—The offer of the Blackpool and Fleetw" d 
Tramroad Company to supply electricity temporarily to the 1 
poration tramways at 2d. per Board of Trade unit has 
accepted. | 
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(olchester.— The Corporation having decided to apply 
for a provisional order, Messrs. Massey & Allpress, of Westminster, 
have been engaged as consulting engineers to carry out the pre- 
liminary work for the tramways scheme. 


Edinburgh.—It is well known that the City of Edin- 

urgh possesses а very extensive system of cable trams, but the 
numerous accidents which have arisen from time to time have given 
me to a good deal of dissatisfaction. We read in the Glasgow 
Печи that at a meeting of the Edinburgh Town Council ou 2nd 
inst, Judge Kellock moved that, in view of the electric tramway to 
be run from Musselburgh to Joppa, and the importance and con- 
venience to the public of a through service to Edinburgh, that it 
be remitted to the Lord Provost’s Committee to consider the whole 
question of traction between Edinburgh and Joppa, with powers to 
employ skilled experts and report. Lord Provost Sir Mitchell 
Thomson pointed out that the route had already been cabled at the 
anxious desire of the lessees, who had given as their reason that a 
miform system of traction would enable them to use cars from 
ther parts of the city on the Portobello route. Judge Kellock held 
that the circumstances had changed since cabling was decided on by 
the Council. Particularly there was this matter of the electric 
tamway to Musselburgh. Electric traction had also been greatly 
improved. The Lord Provost: Are you aware that the route has 
been cabled long аро ?—Judge Kellock: Yes; but the question is 
whether this cabling might not be utilised for underground electric 
пуно. Мав the Council so impotent in the hands of the lessees 
that it must simply do what they wanted ?—The Lord Provost said 
they had an honourable undertaking to go on with cabling.—Judge 
Kellock: If we can show the lessees a cheaper method of traction, 
surely it is to their interest.—Judge Steel said the matter had been 
inquired into, and they had been informed that the cabling work 
ime was unsuitable for an electric tramway.—Dean of Guild 

(miton seconded the motion. He thought an electric power 
кыш in Portobello would form an admirable centre for Portobello 
aud Mewelburgh. He had not much faith in the anxiety of the 
forties who were constructing the cable tramways to get on with 
the work. They had had a magnificent object lesson of that in 
Edinburgh, and he did think it would be advisable to reconsider 
this matter. The motion, on a show of hands, was defeated by a 
large majority. 

If the Edinburgh Corporation wishes to know how to set about 
the conversion of cable to electric tramways, we would refer it to 
the reconstruction works now proceeding in connection with the 
Bradway cable line in New York City. It is only eight years since 
horse haulage was abandoned here in favour of cable, and now it 
seaks volumes against cable traction to mention that this the last 
prominent cable line in the United States has gone over to elec- 
tricity. Some photographs showing the conversion work in actual 
progress appeared in the Electrical Review (N. X.) for September. 
The Broadway lines of the Metropolitan Street Railway Company 
represent probably the busiest piece of street railway track in the 
word. As a preparation for the change to electric operation by the 
uderground trolley or open-slot conduit system, the company has 
ел the relaying of the rails on this track and the placing in of 
Ù hand-hole boxes in which the insulators to carry the two steel 
*Hudors of the electric system will be placed. It is expected 
lit the cable will remain in operation until some time early in the 
‘ing of 1901, when the conductors will be installed in place and 
бше cars will supplant the grip cars on the busiest artery of the 
netopolis. The new track that is being laid consists of 110-lb., 
m grooved girder rail. It is quite likely that if the track were 
the entirely rebuilt to-day a deeper section would be used, but at 

е time that the cable road was constructed, in 1892, a 7-inch 
finder rail was considered an extremely heavy section for street car 


urs This fact is mentioned by our contemporary as an illuse 
1 the rapidity with which electric traction has developed, 


01 = exttaordinary influence upon street railway engineering. 
ame, with the present yokes and foundations of the Broadway 
ah will not be possible to replacc the rails with those of deeper 
tare in am composition of the rails has been, chosen with great 
w order to secure the hardest steel that could commercially be 
сне 17 and handled. The result is that the new rails contain 
1 and 0:65 per cent. carbon and are calculated to with- 
wheeled à ‘org time the exceedingly heavy traffic of street cars and 
; vehicles on the Broadway. The rails will not be bonded 


“tee DO current is ret i 
me urned to them, but wil d 
with eight-bolt fshplat e em, but will be connecte кеше 


„еше Mail Carts.—We read in L' Electricien that the 
ity of 5 of Germany have just acquired for the munici- 
automobile ort, which already possesses electric tramways, seven 
3i iius the same number of trailer cars. All these 
"Wing of tim D converted into mail carts. By this means a great 
letters, Ihe * and money has been effected in the transport of 
"Ala, цело 21108 of Frankfort, which formerly, with the ordinary 
000 joumey, “4, 10,000 journeys annually, is now reduced to 
much more ше electrical carts, although the service is now 
el ` 
ate Kn gert a special meeting of the Tramways Com- 
М once Procee a aded that Messre. McCartney, McElroy & Co. should 
a Alexandre Ё the overhead work for the tramway extensions 
Great Wester Road Cumbernanld Road, Keppoehill Road and 


Proceed with the ; and that the Lorraine Steel Company should 
ihe Points Special track work for these lines, including 
Committ,’ 


mmittee The subject of these contracts was sent back 
G] at the last Council meeting with powers. 
ору c, Pplemental agreement with the Urban 
ашуу, in the bon Pany, Limited, with respect t» the proposed 
rough has been adopted by the Council. 


1 


Italy.—Good"progress is being made with the conversion 
of the Bologna-San Felice Railway to an electric line. It is 
expected that traftic will be started in a few weeks. 


New York Underground Railway.—According to 
Engineering, the contract for this rapid transit line was awarded to 
Mr. J. B. McDonald, of Park Row Building, New York. Mr. 
McDonald divided the work into 15 sections and sublet contracts 
for them. Each of the contractors, who are to build the various 
sections, will perform all work complete on the sections which were 
awarded them. Besides the machinery and apparatus required in 
performing the work of tunnelling, the respective contractors will 
equip their sections complete, this work requiring ventilating 
plants. The tunnelling in all the sections above Union Square will 
require considerable rock drilling and blastiug. For this purpose 
certain of the contractors are purchasing air-compressing plants and 
the necessary accessories. In certain of the sections running 
through Harlem, viaduct work will be necessary where the line 
emerges from the tunnel and runs oyerhead. Work is now 
being started simultaneously on all sections. Three years will be 
required for the completion of the line. Some details of the tun- 


. nelling work in connection with this system were given in the 


ELECTRICAL REVIEW for February 16th, 1900. 
Newport (Mon.).—The sub-committee appointed to con- 


sider the whole question of carrying out the scheme of electric 
tramway traction and power supply, conferred with Mr. Parshall 
upon certain details in connection with the proposed installation, 
when it was decided to provide, in the first instance, for putting 
down four sets of plant of 500 kw. capacity, which would be capable 
of dealing with the whole of the tramways and a considerable 
demand for power. It was also decided that room should be pro- 
vided in the generating station for laying down additional plant. 
The question as to whether the engines should be run non-con- 
densing or otherwise, the type of boilers to be specitied, and other 


details were also discussed, and will be dealt with iu the report by 


the engineer. 


Portsmouth.—The Board of Trade having suggested 
that on the introduction of electric traction by the Corporation, on 
the transfer of the tramways from the Provincial Tramways Com- 


pany, the cars should be fitted with rheostatic electric brakes, the . 


Tramways Committee decided that a deputation should iuterview 
the authorities. The adoption of the suggestion as to the brakes 
would have involved an expenditure of £20 per car, or £1,600 in all, 
It was pointed out that the rheostatic brake was intended more par- 
ticularly for hilly districts, whereas Portsea Island is a flat district, 
and that the electric. safety brake which had been provided for was 
amply sufficient. The members forming the deputation suc- 
ceeded in satisfying the Board of Trade officials, and consequently 
m Portsmouth cars will not have to be fitted with rheostatic 


South Staffordshire.— It is stated that the British 
Electric Traction Company have, in consequence of the delay in the 
arrival of the Board of Trade certificate, decided to temporarily dis- 
continue running cars between Cradley Heath, Old Hill, Netherton 
and Dudley. The company have adopted a 20 minutes’ service on 
the Sedgley route, and it is hoped shortly to have a quarter-of-an- 
hour service. . i 


Southport, — Тһе Southport electric cars are to be fitted 


with “ never wet” seats. 


Stirling.—Nevotiations are again proceeding with the 
Stirling Police Commissioners and the Electric Traction Company 
in connection with the purchase and conversion of the tramways. - 
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TELEGRAPH AND TELEPHONE NOTES. 


Belfast Telephones.—The Belfast Corporation has 
under consideration the desirability of establishing a municipal 
system in the telephone area of Belfast, which includes the district 
of Larne, and is shortly to send a deputation to the Larne T.C. 
to lay the matter before it. 


The . Chifu-Tsin-Tau Cable.—Reuter’s Berlin agent 
stated on 5th inst. that the cable which was laid between Chifu and 
Tsin-tau for account of the German Government was opened for the 
transmission of messages on 4th inst. The territory of the Kiao- 
chau is thus joined to the international cable system. No change 
will be made in existing rates. 


The Telegraph Wire Export Trade.—After a long 


spell of activity the export trade of the country in telegraph wire 
and apparatus counected therewith appears to have entered upon а 
quiet time. The value of such exports during the past month only 
amounted to £80,248, as compared with £724,212 in the previous 
month, and £44,512 in September, 1899. The activity which has 
prevailed in this branch of trade this year is well indicated by the 
faut that the value of the shipments during the nine months ending 
with September reached a total of no less thau £2,469,476, as cou- 
trasted with only £731,337 in the first niue months of 1899. 


(Continued on page 591.) 
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THE ELECTRICITY WORKS OF CHEVRES 
(GENEVA). 


As long ago as 1880, the Corporation of Geneva was distri- 
buting power generated by the waters of the River Rhóne ; 
and in 1882 the town obtained a concession authorising the 
Corporation to make use of the whole power of the river 
traversing : Geneva, to utilise 6,000 H.P. at Coulouvreniere, 
and to exercise control over the Lake. The works at Cou- 
louvreniere were begun in 1883, and commenced operations 
‘in 1886. 
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PLAN OF THE WORKS АТ CHEVRES. 


However, the demand far exceeded the supply, and in 

1892 the Geneva Government was applied to for the con- 
cession tof another fall, giving a power more than three 
times as great as the first: this was the origin of the 
electricity works of Chevres, the subject of the present 
article. It was found necessary later on to apply for a third 
fall, still more powerful than the second. 
The Chévres works were not carried out without meeting 
with those difficulties to which all hydraulic undertakings 
are subject; at the time when it became necessary to start 
on this great work, there did not exist any similar under- 
taking which had through a parallel experience. 
The way had-to be shown, and it was not possible to profit 
by the experience of others, as it is now. 

The work has at length been completed, and electrical 
energy is now distributed for all purposes in the Canton of 
Geneva; it is, therefore, an opportune moment to examine 
some of the difficulties overcome, and the successes 
achieved. 

After the year 1886, the development of the hydraulic 
service was continually increasing, so that the groups of 
pumps and turbines, Nos. 1, 2, 4, 5, and 6, erected in 1886, 
were added to as follows :— 


1887, one pump turbine Set No. 3 

1888, two „ М Sets Nos. 7 and 8 
1890, 13 » 3) 33 9 ” 10 
1891, 9 ЫШ » ” 11 77 12 
1892, se „ 18 „ 14 


It was, therefore, foreseen that this regular increase would 
continue in the following years, and that the day would 
arrive when the power of the Rhône at Coulouvreniere 
would be entirely absorbed. The space reserved for machines 
19 and 20 had been placed at the disposal of ће “ Com- 
pagnie d'Industrie Electrique," to enable them to establish 
here a central station for alternating current supply, which 
station the town was to acquire at the end of 1895. -On the 
other hand, the concession given to the gas company ‘expired 
at the same time, and the town was going to take the 
gas service over. According to calculation, it would be 
necessary to substitnte electric for gas lighting for the 
streets to a large extent; this change, taking into account 


the increased illumination, represented an additional 
expenditure of energy of 700 н.р, In order to 
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satisfy the continually growing demand for electric street 
lighting, and in order to be ready for supplying the Inter. 
national Exhibition in 1896 in a satisfactory manner, it was 
necessary to construct a second Works very quickly. Already 
in 1882 the Administrative Council had considered the 
question, and Yeports had been drawn up and examined, 
They then applied to the State Council for a concession fora 
further part of the Rhóne; after examining the mater, this 
body drew up the basis of a convention in 1885, reserving 
25 per cent. of the net profits for the State after dedua- 
ing 6 per cent. for interest and redemption of capital, 
Finally, on October 21st, 1890, the Cor. 
poration, on the advice of the Admins +: >“ 
trative Council, passed a vote of 10,00 ү: 
francs to defray the cost of studying various 
schemes. The investigation was carried om 
under the direction of M. Turrettini, Ad- 
ministrative Councillor, by the technical 
staff of the Hydraulic Service, and on April 
29th, 1892, this gentleman presented to 
the Corporation a report supporting фе 
application for a concession for the sod 
Works. . | 
During these 12 years the sale of le 
und particularly of hydraulic ро 

increased in a manner quite beyond 
pectations of the most optimistic, „М 

In 1880 the receipts were about A 

francs, and in 1892 these had гезбїм 
658,000 francs. The hydraulic ро 
ceipte included in the above had, howeWig 
— creased five times, whilst the annual @@ 
m d a horse-power had been reduced from 1 
to 400 francs. The quantity of W 
raised in 1880 was 5,480,615 cubic mes, - 
and this in 1892 had increased to 31, 608,897 


cubic metres. 
The Schmid motors, generally in шеш | — 
1880, did not exceed 4 H..: after 1886 many turbines of 
various types were installed, of which the power reached Коз 
200 н.р. The capital employed in 1880, after deducttug . i 
sinking fund, was 1,187,296 francs; in 1892 it reached 
— 


6,407,308 francs. 

The net revenue from the water service, after deducting 
interest and sinking fund, and including the water used by 
the Corporation at its net cost, increased from 136,780 
francs in 1880, to 188,958 francs in 1892. | 

The studies made by the Hydraulic Service comprised gres 
numbers of measurements, and many observations 
examinations of various sites. The available heads st fre 
places were tabulated as follows :— 


an 


Li E 
— — 


Location. | Norma! high water Normal low weit 
(a) Iles d Are e te 0°85 3°65 7 | 
(6) Vernier Mill— | {3 
1.—With tunnel iva 4°00 408 ы 
2.—Dam for high water 2°30 540 ` 
3.—Dam for low water 0°65 „ 200 - 
(c) Above Chévres  ... ve 4°40 7% 
(d) Below Chévres 5:05 900 
(e) Below Lagnon 6'35 1040 


— — —— — —— —H—ä — — e 


Referring to the first location, the cost of the turbine 
under these conditions would have been greater than further 
down stream. Besides, in order to simplify electrical 
machinery, it was desirable that the speed of 

should’ be at least 80 revolutions per minute in order 0! 
permit of direct coupling ; but such a speed could not le : 
obtained with these heads. KI 

. As regards the Vernier Mill, the estimated cost of the 
tunnel was 1,820,000 francs; this would have been reduced 
by building a dam, but then the head would have been 
reduced from 4 metres to 2'8 metres. It was, therefore. 
necessary to consider sites still farther down stream. » 
following interesting table was compiled, showing i 
different powers which could be obtained at various head 
with a-turbine of similar type to those at Coulouvreniere. 
aud for each example the net cost per H.P. It was 


Vol. 47. No, 1,194, Остовев 12,1900] THE ELECTRICAL REVIEW. 587 


E ihat the turbines would also cost the same amount as those The site at Lagnon was discarded, because of the increased 
at Coulouvreniere. distance, and the extra cost of appropriation. A report was 
Е —— ——— = = then drawn up, examined by an independent expert, and 
Heat.) Flow. | Volume; u. r. B.H.P. Revs, | Francs. presented to the Corporation. Afterwards certain difficulties 
| — JH н х 0°70 60v | 
f и (5oy аон 93976 =Q Ж x 75 2,928 | Per н.р. 
| -— = = = 
Metres. | Metres, Cub. metres. j 
Ee | 33 | 18535 723 50:6 15:00 | 533.60 
1 f$) 427 15°36 | 4506 | 3154 28:00 85.60 
IW. 579 2071 110400 7728 375 | 35.00 


О юй | 64 | 2316  |154400 1080:00 4?:00 25.00 
_ $0 705 25°37 2030:00 | 1421:00 46:00 19.00 
we | 762 9740 | 9255800  1790:00 50°00 15.10 
И 8€ | 814 29:30 | 312500 2187-09 53:00 12.30 
= 90 | 864 | 3108 372900 2610:00 56:00 10.40 


TURBINE-HOUSE IN COURSE OF CONSTRUCTION. 


cropped up with reference to the dam, and it came to the 
knowledge of the Administrative Council that there were 
some large dams in England on the Stoney system—a system 


\ rsd STATION. which had been adopted for those on the Manchester Ship 
i Canal. 
Л Oicomparing these two tables, it became apparent that M. Turrettini, the president, and M. Butticaz, engineer of 


t = . 1 ~ . ч . 
| he best place for the works, at a cost not too high, was the Water Service, came to England to examine the system. 
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VIEW OF WEIR AND GENERATING STATION. 
p 
«б Rated about 600 metres below the Chévres Mill. With The superiority of the Stoney method lies in the ease with 
: gale normal head, the fall was sufficient to permit of which enormous gates can be manipulated with a limited 
й а coupling, With an adjustable weir the power at times of staff of attendants. This is done by rotating the gates 
M Water would be 1 20 cubic metres x 8:80 = 10,560 H.P. on movable rollers. 


* 
^ 
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— 
The only question to be decided was whether it was pos- 1. Construction of the dividing dike, the coffer-dams on 
sible to construct a similar dam at Chévres; the inventor, the left shore, and the dam, | 
Mr. Stoney, wished to do the work himself, but on learning 2. Construction of the coffer-dams on the right 
that the town was carrying out the undertaking, he arranged shore, the turbine buildings, and the head and tail 
that the work races, 
should be done in 3. Erection of 
Switzerland. р | é the machinery, and 
However, there = ee laying of the 
was another hitch. oe o feeders, 
Before voting the ка ULE 
money, negotiations fA | E : First UxpgRD- —— 
for purchase had 40%, | ©) li Md. 18 - 
been entered into rt | bese ©. ec 


with the owner of the 
land for the build- 
ings and their sur- OPERA 
rounding—about 50 ey 
hectares. This 
person first asked 
100,000 francs, 
then 80,000 francs, 
and the town offered 
10,000 franes. 


DRIVING GEAR 


After the Bill had vet 
been passed, the 
negotiations were Ета. 3.—EXCITER TURBINE FIG. 
resumed, when it Cross SECTION. 


} NSIONS ID aLIME K 
was found that the DIMENSIONS IN MILLIMETRES 


land had been sold. 

The town only required 6 hectares for the actual buildings, 
but the new landlord asked 75.000 francs for this. In 
consequence of this exorbitant demand a new site was 
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SECTIONS. 


DIMENSIONS IN MILLIMETRES. 


five intermediate 
for six gates, 
the said gates, and 


INTERIOR OF GENERATING STATION. 


chosen, 600 metres up-river, and opposite the Chevres Mill. 

In 1893 the Corporation voted a credit of 3,000,000 francs 
for the first portion of the works. The programme of 
work comprised three sections :— 


draining-off went 
done ‘partly -by a 


capacity, worked by 


a pulsometer. 


piers, having 
each 


inve e ch af 
foundation, iw = 
abutment pi 

between them space 

with an opening of 10 met 
the gear for moving them, The 


on for nearly; a year, It was 
Dumont pump of 10,000 litre 
a portable engine, and partly by 


ä —5i ———.—————.—— 
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SECOND UNDERTAKING, 1894.—THE STATION, 


The turbine building is 137 metres long. The founda- 
tions comprise 18 bays, 7*5 metres centre to centre, separated 
by piers’ of 1*5 metres thickness, This series of vaults is 
used for the following, beginning up stream :— 

1. Oil pumps. 

3, Exciters, oil pumps, and exciter turbines. 

3, Oil reservoir, inflow and outflow channel. 

4 to 18, Generators and their turbines, 


The foundations comprise the following quantities :— 
15,712 cubic metres of concrete with various limes ( 200 kilos, 
per cubic metre): 97 cubic metres of cement concrete (400 
kilos, per cubic 
metre); 1,784 
cubic metres of 
ditto (200 kilos. per 
eubie metre)—or a 
ttal of 17,593 
cubic metres. The 
building itself, at 
the down-stream 
end, com prises 
various offices, &c., 
and then follows 
the large machine 
mm. А gallery 
for visitors runs 
Пе whole — length ge 
of this room. ‚Ж =. РХ 


THIRD UNDER- 
TAKING, 1895.— 
Tur MACHT NERY. 


During the year 
1895, the first three 
sets of generators 
and two sets of ex- 
citers were installed. 
Each of the gene- 
rator sets, which 
have a minimum. & 
output of 1,000 
н.р. each, consists 
of one large 
double turbine, and 
analternator 
mounted on the 
sme shaft. The 
exciter sets also 
consist of similar 
turbines with ex- 
citers, but their 
output is only 150 
H.P, each, 


THE TURBINES. 


The duties which 


(b) To attain a relatively very high speed considering the 
fall, its variable qualities, and the large horse-power 
required. 

Two firms sent in schemes—Messrs. Faesch & Picard, of 
Geneva, and Messrs. Escher, Wyss & Co., of Zurich—that 
of the latter being adopted. 

Seis 1 to 5—The great importance which the variation 
of the fall assumed when the object aimed at was to obtain 
the highest possible number of revolutions with such large 
units, led to the adoption of double turbines, that is, of two 
turbines one above the other, on the same shaft (fig. 1). 

The lower turbine is specially arranged for times of low 
water, when it drives by itself and develops 1,200 H.P. with 
the maximum fall 
of 8°50 metres. 

The upper tur- 
bine, on the other 
hand, is for times 
of high water, and 
its dimensions are 
proportioned in such 
а way as to give, 
when running to- 
gether with the 
lower turbine, 800 
H.P. at the mini- 
mum fall of 4°30 
metres. This double 
arrangement per- 
mits of maintaining 
continually, and 
under the two afore- 
mentioned con- 
ditions, a uniform 
speed of 80 revolu- 
tions per minute. 

The two turbines 
are constructed on 
the principle of 
conical reactive tur- 
bines, patented by 
Escher, Wyss & Co., 
each one having 
three rows of blades, 
and tlie water being 
introduced through 
their upper part. Thie 
method of construc- 
tion makes it pos- 
sible to realise a 
relatively high 
number of revolu- 
tions despite the 
small height of the 
fall, and to obtain 
large channels of 
flow for the moving 
wheel as well as for 
the guide wheel. 

After the water 


the turbines had Dimensions in'millimetres ; water level in metres. has passed the 


to fulfil, according 
to the condition of 
the river, may be 
summarised as 
follows :— 

1, Winter conditions, low water.—Net fall 8:50 metres. 
Output 1,200 H.P. (effective), with a volume of water 
as small as possible, yet at the maximum efficiency. 

2. Summer conditions, high water. — Net fall 4:30 
metres, Output 800 H.P. (effective), with an optional 
volume of water to the extent of 50 per cent. efficiency. 

3. To maintain in every case, and under all conditions, 
a speed of 80 revolutions per minute, yet without it being 
necessary to have too large or too costly machinery. 

The problem, therefore, presented two principal condi- 
tions for solution :— | 

(a) To obtain а good output when the turbines were 
rp to run with a partial admission on 50 per cent. 
of their blades, although it is the contrary effect which 

is generally realised. 


Fic. 1.—DOUBLE TURBINE AND GENERATOR, CROSS SECTION. 


upper turbine, 
which runs partly 
with a suction head, 
it is conducted into 
an S-shaped channel 
made of concrete strengthened with I-beams and escapes 
into the tail race. 

The lower turbine runs almost entirely by the pressure of 
the fall. "The shaft, of massive steel, 0°3 metre diameter, is 
firmly supported by four bearings and coupled direct to the 
alternator shaft, at the upper end of which is a ring bearing 
specially constructed for forced lubrication. 

The guide wheels have special kinds of blades, allowing of 
regulation by means of sub-divided sluice gates with an in- 
stantaneous circular movement, giving an exceptionally prompt 
regulation. Each of the two turbines has separate sluice 
gates, whose action controls the three rows of the guide 
wheel simultaneously, the orifices of which it opens or shuts 
with a movement having a relatively very small amplitude. 
Each of the sluices has its own regulating gear, arranged in 
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such a waz that it is in direct Connection with the automatic 
vovernor, The latter is placed at the side of the alternator 
and is operated from the turbine shaft by means of bevel 


The centrifugal governor is controlled by springs and 
works on knife edges under an oil jet, and its action by 
means of the regulating apparatus is very prompt, The 


RECORD Joint MaxkiNaG.— Fio. 1. RECORD JOINT MaxiNG.— 


wheels and belts. The hydraulic regulating apparatus 
is worked by the governor, and operates, according to its 
position, by acting 


on one or other of 
the sluice gates, 
This movement. 


particularly at the 
time of starting, 
acts at first on the 
lower sluice 
afterwards, when 
this is completely 
open, on the upper 
sluice gate, follow- 
ing automatically. 
At the commence- 
ment of stopping 
the action 
takes place in in- 
verse order. 

The regulating 
apparatus (fig. 2) 
consists of three 
cylinders mounted 
on a common foun- 
dation. The two 
outer cylinders and 
the centre chamber 
of the differential 
cylinder are under 


Late; 


хапе 


RECORD JOINT MAKING.—FIG. 3. 


a constant oil 

pressure of about 15 atmospheres, produced by a special cent.; in the case of suddenly 
pump which also feeds the ring bearing. The pressure full load from the two turbines 
in the large chamber of the cylinder is modified from 3 per cent. to 5 per cent., 


Fic. дА. 


RECORD JOINT MAKING. 


according to requirements by the governor by means of a 
regulating valve, which induces the motion in advance of or 
later than the piston valve, 


speed. 


balls and the regulating valve, as well as the piston | 
are connected together by means of a lever and link motione 


Fic. 2. 


The operation @ 
this regulating 
mechanism is s 
sensitive that the 
actual regulating 
devices—that is, the 
sluice gates—follow, 
as it were instan- 
taneously, the 
movements of the 
balls as if they 
were conneeted 
directly to the 
governor, and, in 
fact, the regulation 
is most perfect de- 
spite the highly 
unfavourable con- 
ditions. The tests 
which were made 
gave the following 
results :— In 
ase of the sudden 
variation of the 
load by about 300 
H.P., the number óf 
revolutions wee 
reduced moment- 
arily by 
throwing | 
the variation Was 
and in the space 


RECORD JOINT MAKING.— FIG. 4. 


of 4 to 5 seconds the governor had re-established normal 


The exciter turbines (fig. 3) are also conical turbines with 
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three rows of blades, but with a closed chamber, a short 
conical adductor suction tube, and a hollow cast-iron shaft 
with an ordinary step bearing. | 

The regulating arrangement for these turbines consists 
also of a sub-divided sluice gate for the three rows of blades 
and of a governor, exactly similar to those of the large 
turbines. 

(To be continued.) 


eS 
RECORD BREAKING JOINT MAKING. 
By L. ANDREWS, Borough Electrical Engineer, Hastings. 


Ar the recent meeting of the Municipal Electrical Engineers 
at Huddersfield, Mr. Wilkinson, of Harrogate, in his paper on 
“The Distribution of Electricity,” referred to the fact that 
a service joint box for a triple-concentric cable costs from 
£? to £3 5s., and in the discussion on this paper, the writer 
mentioned that the Hastings Corporation had for some time 
len using a joint box which only cost £1, and that one 
jonter was able to connect on as many as eight or 10 services 
ша day. As several members expressed themselves anxious 
wknow more about this joint, whereas others doubted the 
paibility of Setting jointers to make satisfactory jointe in 
y dort a times, I have had a series of photos. taken, showing 
the entire process of connecting a concentric service on to a 
inple-concentric main. 

Fig. 1 showss the service and main as it was left by the 
labourers read yz for the jointer. 

Fig. 2 is a photo. of the joint exactly 15 minutes after 
the jointer bad commenced work upon it. It will be seen 
that 8 or 4 inches of the outer insulation has been cut away 
from both calbles, the outer or neutral conductor of the 
wiple has beem cut and splayed back, about an inch of 
the insulation between the outer and intermediate con- 
ductors has also been cut away, and the inner conductor of 
the concentric service has been sweated on to the inter- 
mediate conductor. 

Fig. 24 shows the joint in the same stage, except that 
oue of the half clips, used for completing the outer or neutral 
circuit, has been placed in position. The clearance between the 
intermediate and outer conductors is here shown. This clear- 
ance is filled up when the joint is completed with melted wax 
or other highly insulating compound. The other half of the 
rie 25 clip is shown on the right-hand side of the pit 
in 00. 2a. 

Fig. 8 shows the joint 12 minutes after the photo. shown 
by fig. 24 was taken. Here it will be seen the outer con- 
ductors of each of the cables have been bound and sweated 
on to the outer conducting clip, and the bottom half of the 
exterior cast-iron box has been placed in position. 

The final photo., fig. 4, taken 64 minutes later, shows 
the completed joint with the top half of the cast-iron box 
holted into position, and the whole of the space inside the 
clips, and between the clips and the outer box, filled with 
melted wax, 

The total time taken in making this particular joint, from 
dart to finish, was just 834 minutes. Is not this a record? 

This joint box, which is the invention of Mr. J. Glass, 
mains foreman to the Hastings Corporation, has been exclu- 
sively used on the Hastings mains during the past 12 months. 
The insulation resistance of a completed joint is usually 
several hundred megohms, and it will stand a pressure of 
“ver 10,000 volte without showing any signs of breaking 
down. The conductivity of the cable is practically unaffected 
һу u number of joints being taken off in a comparatively 
hort length, us all the joints are soldered, added to which, 
where services can be taken off the intermediate and neutral 
‘nductors, the neutral conductor is the only one cut. The 
practice at Hastings is to joint small consumers’ services on 
lo the intermediate and neutral conductors, and large con- 
sumers ou to the inner and neutral; by this means the system 
balanced by about one inner connection to every four or five 
"uter connections. The process of jointing a service on to 
the inner conductor is practically the same as that shown by 


the photographs, the only difference being that an additional. 


patr of half clips are used for connecting up the intermediate 


conductor, which, in this case, has to be cut asunder to enable 
the inner conductor of the concentric to be jointed on to the 
inner of the triple. 

As the completed joint takes up very much less room 
than an ordinary joint box, a joint can be made in positions 
where it would be quite impossible to use an ordinary joint 
box. 

It will be noted that the clearance between the con- 
ductors is not in any way dependent upon the skill of the 
jointer, but is fixed by the branches of the clips resting on 
the insulation of the cables, These clips are drilled out to 
fit cables for which they are intended to be used. 

There are many other useful points about this joint, which 
will be apparent to those using it. 


TELEGRAPH AND TELEPHONE NOTES. 


(Continued from page 535.) 
Telegraphic Interruptions and Repairs :— 


CaBLEs, INTERRUPTED, REPAIRED, 
SOUTH AMERICAN :— 


Pará-Maranham .. March 1, 1900 .. 
Ceará-Maranham ee Feb. 20, 1900 
Paramaribo-Cayenno .. Oct. 6, 1900 


| Wir INDIES:— 


Mole St. Nicholas-Cape Haitien.. .. March 6, 1900 .. 


.. June 20, 1999 .. 


Latakia-Cyprus ss vs 
Bt. Louis (Senegal)-Bathurst Aug. 25, 1900 
Tarifa-Tangier os ie .. Jan. 9, 1900 
Zanzibar-Mombassa .. .. Sept. 29, 1900 
LANDLINES8:— 
CHINESE :— 
Tientein-Pekin ee June 18, 1900 ee ae 
Pekin- is .. June 14, 1900 ee 
Kalgan-Maimatohin T . June 80, 1900 T 
Tlentsin, via Shanghai. June 16, 1900 T 
Tientsin-Niuchwang une 18, 1900 А 
SOUTH AMERICAN :— 


Communications with all offices of Columbia 


beyond Buenaventura .. oe .. January 22, 1900.. T 
Ecuador landlines .. ats es .. March 18, 1897 .. is 
Landlines south of Seren .. July 80, 1900 А 


Communication “via Hanekine" interrupted 
on Persian territory - ku s .. Feb. 24. 1900 
Paramaribo. Cayenne 8 s .. Oct. 6, 1900 
All Hayti landlines .. БР T" .. Oct. 9, 1900 


Glasgow Telephones.—At the last meeting of the Cor- 
poration Mr. Alexander, in moving the adoption of the telephone 
minutes, said that while the work of erecting the telephone system 
had been delayed by the difficulty of obtaining materials from the 
contractors, they were now getting on satisfactorily. The com- 
mittee hoped to make a start at the end of this year. They had 
already got 3,600 bond fide subscribers. 


The Mexican Cables.—The Western Union Telegraph 
Company announces the complete restoration of telegraphic com- 
munication viá Galveston, with Mexico and Central aud South 
America. The damage to cables and land wires near Galveston and 
throughout the United States, caused by the hurricane on the 10th 
ult. has, it is added, made it impossible to sooner restore reliable 
communication. 


New U.S. Cable Ship.—4 New York exchange says 
that the U.S. army transport Burnside has been recently fitted out 
at the Morse Ironworks, Brooklyn, N.Y., as a cable ship for the 
exclusive use of the Government. She is preparing to sail soon 
with a deep-sea cable to be laid in the Philippines. The Burnside 
has been completely overhauled, and all the necessary cable 
appliances have been installed. Three large cable tanks have been 
built in her hold, each about 25 feet in diameter and 15 feet 
deep. Each tank has a capacity for 250 miles of cable. The cable 
will be laid under the supervision of Capt. Squier, of the Signal 
Corps. The Burnside was formerly the Rita, one of the prize 
steamers captured from Spain during the late war. The Burnside 
will take the place of the cablc ship Hooker, which was wrecked on 
Corregidor Reef, near Manila, some time ago. 


Portsmouth Telephones.—The promoters of the 
Municipal Telephone Exchange, for which a license has been 
sought, are much encouraged by the number of applications for 
instruments which have been received. At the end of last week 
these totalled up to over 500. The Fareham urban authority, at a 
meeting on Friday, in answer to a letter from the town clerk of 
Portsmouth, decided to support the telephone exchange about to 
be established, on condition that the Fareham authority retained 
control of the roads under its jurisdiction. 


Submarine Telegraphs in South America.—The 
New York Electrical. Review says that United States Consul Edwin 
N. Gunsaulus writes from Pernambuco, Brazil, as follows:—‘ The 
city now takes first rank as a cable station in South America, and 
has lately made material improvements in its submarine telegraphic 
service. It has no less than 10 cable lines to various parts of the 
world. There were formerly three cable companies here, but recently 
two of them were consolidated. The present companies are the 
Western Telegraph Company, Limited (English), and the South 
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American Cable Company. The first named has a very complete 
system, and is now finishing two or three lines to Brazilian ports. 
One of these is a through line to Para, another to Para touching 
local points, and still another to Rio de Janeiro. It now has dis- 
tinct lines running to Para, Ceara, Rio and Bahia; two to St. 
Vincent, Cape Verde Islands, and one to Europe vid Lisbon, 
Portugal. Several of these cables are duplexed, while another line 
to Rio will be triplicated to Monte Video. These lines are con- 
structed according to the latest scientific improvements, and some 
of them have a carrying capacity of 200 letters a minute. "The rate 
for messages from here to New York vid Europe is about $1.15 per 
word. The Western Company has 50 people constantly employed 
here as an office force. The South American cable line touches 
several South American points, going thence to the Canary Islands, 
Cadiz, Spain, and Africa." 


Wireless Telegraphy in 15726.—J/Elecfricien. prints 
the following extract from a copy of La Liberté dating as far back as 
1876 :—“ M. Loomis (an eminent American meteorologist) has been 
making some very curious experiments in the Rocky Mountaius. 
He has succeeded in transmitting signals by the aid of two kites, the 
strings of which contained a conducting wire, and which were 
several miles apart. The signals were transmitted and received by 
the aid of Morse instruments. M. Loomis will probably continue 
his experiments in Europe.” 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aberdeen.— October 17th. The Tramways Committee 
wants tenders for 25 electric tramcars, and electrical equipments 
for six horse cars. See “Official Notices " September 21st. 


Balearic Islands (Spain).—October — 30th. The 
municipal authorities of Palma (Balearic Islands), are inviting 
tenders until the 30th inst., for the electric lighting of the public 
streets of the town, by means of 60 are lamps. Particulars may be 
obtained from, and tenders are to be sent to, El Secretario del 
Ayuntamento de Palma (Balearic Islands). i 


Belfast.— November 23rd. Tenders are invited for steam 
pipes, pumps, condensing plant, boilers, mechanical stokers, super- 
heaters, coal and ash conveying plant, and switchboard extensions 
for the Corporation electricity works. See “Official Notices" 
to-day. 

Bermondsey.—October 15th, The Vestry wants tenders 
for steam and other piping, feed pumps, tank and ironwork; also 


steam dynamos, battery charging motor booster and balancer. See 
“Official Notices ” September 28th. 


Bootle.—October 13th. The Corporation wants tenders 
for a steam dynamo. Sec "Official Notices" September 28th. 


Budapest.—October 15th. The Hungarian Minister 
of Commerce is prepared to receive tenders for the installation of 
two telephone exchanges, local and interurban, complete in all 
respects. See “Official Notices " August 3rd. 


Bradford.—October 25th. The Corporation wants 
tenders for a 30-ton electric travelling crane for the new electricity 
works. See “Official Notices” to-day. 


Bulgaria.— October 15th. The municipal authorities 
of Varna are inviting tenders until October 15th for the concession 
for the electric lighting of the town during a period of 40 years. 


Bulgaria.—October 22nd. Tenders are invited by the 


Municipality of Philippopolis for a concession for electric lighting 
and a tramway in that town. 


Cardiff.—October 23rd.—The Corporation wants. tenders 
for slow speed vertical engines and generators; also boilers, 
cconomisers, &c., for electric tramways. See Official Notices” 
October 5th. 


Cuba.—October 26th. The municipality of Cienfuegos 
is inviting tenders for a service of public electric lighting for the 
town. Allinquiries and tenders to be sent to the Secretary's Office 
in Cienfuegos, Cuba. 


Dundee.—October 15th. The Gas Commissioners want 
tenders for the supply aud erection of three steel water tanks at thc 
electric lighting station. Form of tender, &c., may be had on 
application to Walter H.  Tittensor, city electrical engineer, 
Dudhope Cresent Road, on deposit of £1 1s. 


France.—October 18th. Tenders are beirg invited 
until the 18 inst., by the French Post and Telegraph authorities in 
Paris, for the supply of 85,000 porcelain insulators in nine lots. 
Tenders are to be sent to Le Sous-Secretariat. d'Etat des Postes et 
des Telegraphes, Rue de Grenelle, 103, Paris, whence particulars 
may be obtained. | 


Glasgow.— October 13th. The Corporation wants tenders 
for cables for connecting up plant, also for transformers connecting 


bars, at the Pinkston power station. See Official Notices 
October 5th. 


Great Western Railway. — October 2200, Tenders 
arc required for the supply of stores (from December 1st, 1900, to 


November 30th, 1901), including telegraph poles, apparatus and 
accessories, electric light carbons, lamps, &c. See "Official Notice;" 
October 5th. | e 


Iudia.—October 16th. The Secretary of State for India 
in Council is prepared to receive tenders from such persons ав may 
be willing to supply (1) a complete electrical installation for 
supplying power toa factory from a waterfall (about 3 miles distant 
from factory). The generator will be required to develop about 
500 Kw., and the installation is to include complete plant of 
generators line, transformers, cables, motors, &c. (2) a complete 
hydraulic installation required to develop about 500 н.р. from 3 
waterfall approximately 620 feet high. The conditions of contrat 
may be obtained on application to the Director-General of Stores, 
India Oftice, Whitehall, S.W., and tenders are to be delivered st 
that office on Tuesday, October 16th, 1900, after which time no 
tender will be received. (E. Grant Burls, Director-General of 
Stores. ) | 

Lincoln.—November 15th. The Corporation wants 
tenders for a dryback marine-type boiler; a high speed engine 
coupled to a С.С. dynamo; pump and motor and accessories. 


London.—November 10th. The Streets Committee of 


the Corporation wants to hire a mechanically driven dust cart. See 
„Official Notices” October 5th. 


London, N. E.— The Acme Wood Flooring Company 
wants tenders for the: electric wiring of its mill premises at 
Victoria Park. бее Official Notices“ to-day. 


Maidstone.—October 16th. The Corporation wants ten- 
ders for surface condenser and feed pumps. See “Official Notices" 
September 28th. 


Stavanger.— January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical commui- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may ie 
obtained on application direct to Mr. E. Berentsen, British Vice 
Consul, Stavanger. 


Sunderland.—October 15th. The Corporation wants 
tenders for 24 car bodies, trucks, and electrical equipments. See 
* Official Notices " September 28th. 


Warrington.—The Corporation wants tenders for the 
installation of electric light mains and fittings into the electric 
station and central sanitary depét. See Official Notices” Sep- 
tember 28th. ° 


Whitechapel.—October 23rd. The Board of Work 
wauts tenders for an overhead traveller (hand driven) for the 
electricity works. See “Official Notices" October 5th. 


Whitehaven.—October 13th. Tenders are wanted for 
the supply and ‘erection of a switchboard at the electric lighting 
station. Sec “Official Notices" September 14th. 


b 


CLOSED. 


Barrow-in-Furness.—The Corporation have placed the 
contract for a year's supply of motors for hiring out purposes from 1 
to 10-н.р. with Messrs. D. Bruce Peebles & Co. 


Epsom.—The contract for the electric light installation 
(wiring and fitting) at the Horton Asylum, Epsom, has been given 
to F. Troy & Co., of Finchley Road, N.W. 


 Halifax.—The Tramways Committee has given à 
contract to the Lorraine Steel Company, for 2,000 tons of tramway 
rails, at £7 per ton, with the necessary fishplates at £8 per ton. 


Newport,—The Board of Guardians have accepted the 
tender of Messrs. Gilbert J. Lloyd & Co., of Bristol, at £1,560, fct 
the electric light installation at the new workhouse. 


Stockport.—The Council at their last meeting accepted 
the recommendation of the Electric Tramways Committee that the 
tender of Messrs. Dick, Kerr & Co., Limited, for 20 top-seat cars at 
£675 each, be accepted. 


The War Office.— We understand that the War Office 
have accepted Messrs. Pritchetts & Gold's tender for supplying aud 
fixing a battery and stands, for each of the Spithead Forts. Ther 
will be 33 cells at the Spitbank Fort, and 44 at both Horwesand and 
Noman’s Land Forts, and in all cases the boxes will be of teak lead- 
lined. 


Wolverhampton.—The Corporation have accepted the 
following tenders for extensions at the generating statións:— 
Messrs. G. & J. Weir, Glasgow, three dircct-acting feed pumps +t 
£280 10s. ; Messrs. T. Bridges & Sons, Wolverhampton, for the suppl’. 
delivery and erection of steam exhaust and suction piping at £150; 
and Messrs. H. Willcock & Co., Wolverhampton, for the building of 
concrete foundations for the new engines, and construction of nev 
floor and pipe trench, $625. 


Worksop.—The order for the supply, delivery, ani 
erection of the steam dynamos, balancers and boosters for the new 
electricity works, has just been placed with Messrs. Witting Br-., 
Limited. The engines will be of the Scott & Mountain type. 
direct coupled to Messrs. Wittiug's standard multipolar dyuames. 
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FORTHCOMING EVENTS. 


Friday, October 12th. — Electro - Harmonic Society’s Smoking 
. Concert at St. James's Hall Restaurant. 
Friday, October 26th.—At 5 p.m. Physical Society Meeting: 
' 1) “Exhibition of Experiments Illustrating Certain 
henomena of Vision." By Dr. Shelford Bidwell, 
F.R.S. (2) "On the Concentration at the Electrode 
in a Solution, with Special Reference to the Libera- 
tion of Hydrogen by the Electrolysis of a Mixture of 
Copper Sulphate and iSulphuric Acid.” By Dr. J. 8. 
Sand. (3) "Electromotive Force and Osmotic Pres- 
eure." By Dr. R. A. Lehfeldt. 
Thursday, November 8th.—Institution of Electrical Engineers. 
Opening meeting for the new session, when Prof. 
John Perry will deliver his iuaugural address. Pre- 
sentation of premiums. 


NOTES. 


The Electric Furnace.— Engineering has a note ona 
paper read before the International Electricity Congress at 
Paris, in which M. Keller took up the subject of electric 
furnaces. These he divides into three types. In the first 
of these the heating is effected by an arc, as in the original 
Siemens furnace, and in the laboratory furnaces so skilfully 
wd by M. Henri Moisan. In the second class come the 
reastance furnmces, such as used by Heroult; whilst in the 
third are incamdescence or multiple arc furnaces, as intro- 
died by Cowles, The furnaces of the second type are said 
to be the best- adapted for the production of carbide, as, 
thoagh heavier currents are needed than with arc furnaces, 
{поп is effected quietly, and there is no very violent evolu- 
tion of gus. Im these furnaces the charge itself acts as a 
conductor for the current between the electrodes. Alternat- 
ing currents ar- e now very largely used for working electric 
fumaees The size of these furnaces is at present limited by 
the difficulty Of obtaining carbons of sufficient size for the 
electrodes. As matters stand, some furnaces take currents of 
10,000 amperes, and require carbons of corresponding size. 

Tbe same comtemporary refers to a note published in the 
Amica! News, in which Mr. C. S. Bradley describes the 
production in the electric furnace of the silicides of calcium, 
strontium and barium. The compounds are produced by 
mixing together powdered sand and the oxides of the above 
metals with sufficient carbon to take up the oxygen present, 
ud the mixture is then subjected to the heat of the electric 
fumace, The compounds in question decompose when 
paced in water, the products of the reaction being the oxides 
of the alkaline metals, silica and pure hydrogen. The 
amant of hydrogen liberated is very considerable, 1 Ib. of 
Ca Si, producing 104 lb., or 18°73 cubic feet of hydrogen, 
and this reaction may, perhaps, prove useful industrially. 
The calcium silicide, when treated with dilute acids, produces 

the compound Si, H,, analogous to acetylene which has the 
formula C, Н. This silicon acetylene is a yellow solid, per- 
fectly stable at ordinary temperatures, but oxidising when 
heated in the open air, and yielding hydrogen when treated 
with a 20 per cent. solution of caustic potash or caustic soda. 


It is anticipated that these silicides may prove useful in the 


dye industries, as they are very powerful reducing agents and 
id produced at a low cost in places where electric power 
8 р. 


City and Guilds of London Central Technical Col- 
lege.—The Old Studente’ Association of the College held 
Ив third annual dinner on Tuesday, October 2nd, at the 
Restaurant Frascati, Prof. O. Henrici, LL.D., F.R.S., Dean 
d the College and President of the Association, taking the 
chair, Among those present were the Professors of the 
College, Sir A. R. Binnie, who had in the afternoon given 
the inaugural address at the opening of the College session, 
and Mr. A. L. Soper, assistant secretary to the Institute, in 
addition to a large number of old students. 


Institution of Electrical Engineers. — We are 
informed that the first meeting of the new Session of the 
Institution of Electrical Engineers will be held in the rooms 
of the Institution of Civil Engineers, at 8 p.m. on 
Thursday, November 8th, when the premiums for the Session 
1899-1900 will be presented, and the President, Prof. John 
Perry, M.E., D.Sc., F.R.S., will deliver his inaugural address. 


Educational Notes.—The Calendar of the Glasgow and 
West of Scotland Technical College for 1900-1901 sets forth 
the usual comprehensive courses of studies, arranged to fill 
the wants of all manner of students, This is one of our 
earliest and most efficient technical colleges: the scientific 
institutions upon which it is based date, in some cases, from 
the lust century, and have earned a reputation as wide as it 
is merited. Amongst the regular courses laid down in the 
Calendar we note that of “chemical engineering,” which 
seems a singular appellation until the subjects with which it 
deals are inquired into, when its use is fully justified. The 
electrical engineering curriculum embraces a wide field of 
work, both in lecture courses and in the laboratories. The 
composition of the syllabus might, perhaps, be improved. 
For example, the words “ polyphase” and * multiphase” 
occur in consecutive lines more than once. Why use the 
latter at all? A large number of bursaries and scholarships 
are offered, and special facilities for obtaining the degrees of 
B.Sc. and D.Sc. in engineering of Glasgow University arc 
placed at the disposal of students of the Technical College. 
Prof. Magnus Maclean, M.A., D.Sc. late of Glasgow 
University, is the head of the department. 

The new municipal technical school of the Manchester 
City Council plunges at once in medias res with an imposing 
syllabus of 360 pages. The volume is in itself a step in 
advance, embodying excellent views of the school and of the 
various departments thereof, as well as of artistic designs and 
models executed by students of the art schools. Various 
courses of instruction are drawn up, suitable for the require- 
ments of all classes, and are explained at considerable length. 
The electrical engineering department is exceptionally well 
equipped with up-to-date machinery and appliances, and a 
very practical syllabus of lectures and laboratory work has 
been drawn up, covering a wide field of electrical tech- 
nology. The department has been placed in the charge of 
Dr. J. T. Nicolson, D.Sc., who previously held a Canadian 
appointment, and Mr. W. W. H. Gee, B.Sc., formerly of the 
Victoria University. 


Obituary.—We have to announce the death of Mr. 
John E. Hudson, President of the American Bell Telephone 
Company, which occurred with terrible suddenness on the 
morning of October 1st whilst waiting on the station for a 
train to Boston. John Elbridge Hudson was born in Lynn, 
Mass., August 3rd, 1839. He graduated at Harvard with 
the highest honours in 1862. Originally general counsel of 
the American Bell Telephone Company, he was subsequently 
appointed general manager, and in 1887 became Vice- 
President, and later President. Before his appointment to 
the highest office, it was generally assumed that Mr. Hudson 
had a large share in directing the policy of his company. 
He was a man of much culture, imposing appearance, and 
great personal charm, directing the great business under his 
charge with remarkable suavity. He was a lineal descendant 
of the Thomas Hudson who came over from England in 
1630, and when opportunity offered, he often sought in rural 
England relaxation from the cares of his great business. 

We regret to hear of the death of Mr. W. Butler, J.P., 
the chairman of the enterprising Bristol Tramways and 
Carriage Company. Mr. Butler, who had occupied that 
position since the company's inception in 1874, died on 
Saturday last in his 81st year. 


Electricity in Coal Mines.—The system of electric mine 
haulage now universally adopted at Wimber, in the United 
States, has, says Lnyineertny, greatly increased the output 
of the Eureka mines. Operations have been greatly 
expedited, and the cost.of hanlage has been decreased. In 
the case of one mine, the work was first developed by mule 
haulage in the cross headings, combined with a rope hoist in 
the main headings, the entrance to this mine having a dip 
of 2°5 per cent. for 3,000 feet. With this system, using 
eight mules and eight drivers in addition to the hoist, the 
daily output of the mine was 200 tons, at a cost of 83s., or 
about 5d. per ton. Using two electric mine locomotives in 
place of the mules and hoist, the daily output has increased 
to 1,000 tons, at a cost of 33s., or less than 0°44@. per tun. 
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Personal.— Мг. Geo. Marshall Harriss, who has resigned 
the position of electrical engineer to the Bray Council, is 
joining Prof. George Forbes as his chief assistant in Ireland. 
He will act as the resident engincer at Carlow taking charge 
of the electricity works there, which are now becoming an 
Important undertaking. When the resignation came before 
the Council, Mr. Harriss was requested to reconsider his 
decision, but this he was unable to do. The Council 
accordingly accepted the resignation with regret, and decided 
to advertise for an engineer at a commencing salary of £150 
per annum. 

Mr. Charles Esson has retired from the position of works 
manager in the electrical department of Messrs. Johnson and 
Phillips at Old Charlton. His friends and the workmen in 
his department entertained him to dinner at East Greenwich 
last Friday weck, and presented him with a silver smoking 
set, a silver mounted flask, and Mrs, Esson was the recipient 
of a gold brooch. 

We read in the Electrical World that Mr. George G. 
Ward, the vice-president of the Commercial Cable Company, 
of NewYork City, has had the order of the Crown of the Second 
Class conferred on him by Emperor William of Germany. 
* The recipient of the honour is an Englishman by birth and 
an American of long adoption.” 

Mr. Angus, the chief assistant at the Bolton electricity 
works, has left to take up the borough electrical engineership 
at Eccles. The staff last week presented him with a silver 
cigarette case suitably engraved. 

The First Commissioner of Works has appointed Mr. 
M.Inst.C.E., consulting electrical 
engineer to Her Majesty's Office of Works for the Royal 
Palaces and public buildings in charge of the department. 


Interruption of Railway Telegraph Signalling 
Apparatus through  Leakage.— The Corporation of 
Stirling, whose supply works are only a few yards from the 
main line of the Caledonian Railway, and within a stone- 
throw of one of their signal cabins, have been somewhat 


concerned of late on account of fugitive current interfering ' 


with the telegraph and telephone signalling apparatus of the 
railway company. After making full inquiry, the Corpora- 
tion informed the railway company that they had taken every 
precaution to prevent the cause of complaint, but they could 
not be held responsible for the disturbances. They asked, 
without prejudice to their legal position, what the probable 
cost would be of putting iu an insulated return to prevent 
what was complained of. The railway company replied 
that they had a large number of ‘telegraph, telephone, and 
other circuits terminated ón earth in the Stirling area, and 
if leakages should be troublesome it might be necessary to 
provide return wires for them, or rearrange and terminate 
them elsewhere. In the meantime, however, the block 
telegraph circuits must be protected by return wires, and 
the cost of providing these would be about £30, and of 
maintaining them about £4 per annum. Mr. Bernard M. 
Jenkin, on behalf of Prof. Kennedy, the Corporation's 
engineer, writing to the Corporation on the subject, said 
that there was a decision given by Mr. Justice Kekewich, 
in an action brought by the National Telephone Company 
against the Leeds Tramways, which bore on the case. 
That decision had never been appealed against, and it held 
practically that the Telephone Company could not claim any 
right to the use of the earth as a return beyond what could 
be claimed by the tramway company or anyone else, and 
that if their telephones were interfered with by currents in 
the earth, they must protect themselves by using insulated 
returns. The Westminster Electric Supply Company, Mr. 
Jenkin also pointed out, had had demands from the railway 
companies, similar to that which the Corporation of Stirling 
had received, but the Westminster Company had refused 
to agree to pay for any such work, and all claims had 
now been dropped. In the light of this information, the 
Corporation instructed the clerk to reply to therailway com- 
pany that they must protect themselves against interference 
with their telephone or telegraph lines by the use of insulated 
returns, if they find that they cannot use the earth satis- 
factorily, but that the Corporation would do all in their power 
to prevent the causes of complaint. 


Mr. Punch and Electric Traction,—Even Mr. Punch 
is opposed to electric traction in the Lake District, for in 
his current issue he shakes his finger at the British Electric 
Traction Company thus :— 


A WORD IN SEASON. 
[The Lake District is to be spared the infliction of the Electric 
Tram. 


(With apologies to the late Laureate). 
The Lake District (log.) 


Traction electrical and new, 
Of me you shall not win renown. 
‘You thought to break my country’s heart 
In prefereuce to wooing Town. 
At me you smiled, but unbeguiled, 
I saw the snare and I retired : 
The city's fit concomitant, 
You’re not by me to be desired. 


Traction electrical and new, 

I know you proud to bear your name ; 
Your pride is yet no mate for mine, 

Which understands from whence I came. 
Nor would I break for your swift sake 

A heart that lives where Nature grows; 
My simple Lake of Windermere 

Is worth a hundred dynamos. 


Traction electrical and new, 
If time be heavy on your hands 
Do you run through from Bow to Kew? 
Has London made no more demands ? 
Oh, teach the City clerk to bless 
You, as he's carried to and fro; 
Attend to pressing business 
And let this lovely district go ! 


Mr. Punch is not always correct. We thought he was old 
enough to know that electric traction would have wrougi! 


wonders from Bow to Kew years ago but for the opposition 


of the L.C.C. and others, who thought they were acting 
in the peoples’ interests by trampling private enterprise 
under foot. 


Fatality on the Central London Railway.—4A fata 
accident occurred on the new Central London Railway lasi 
Saturday afternoon. It seems that when one of the down 
trains arrived at Marble Arch station shortly after 2 o'clock 
it was discovered that one of the conductors, named Field, 
was missing. It is usual for these officials after they have 
called out the name of the next station and closed the door 
to stand outside the doors of the cars, and it was thong)! 
that he might have been left behind at Bond Street station. 
A telephonic message to Bond Street elicited that this we 
not the fact, however, and the down trains having be! 
stopped, the tunnel through which the train had just passe 


was searched, and the body of the unfortunate man was dis- 


covered, much injured, lying across the rails. He was st 
once taken to St. Mary's Hospital, where it was found tha: 
life was extinct. 

At the inquest held on Wednesday at Paddington. 


evidence was given by George Tucker, the police inspector o 


the Central London, who said that he believed that Field cam 
to his death by opening the gate to look in at the window ‹! 
the car, to see if a certain passenger was smoking in а no 
smoking compartment. His head, in being drawn bacs, 


must have struck against one of the lamps projecting from | 


the side of the tunnel. 
deceased's cap was discovered lying only about 8 feet aw). 


It was against the regulations to open the gate whilst th 


train was in the tunnel. Before this accident occurred i 
had been arranged that the ends of the cars should be fitted 
with glass panels, and one train so fitted had started th! 
very day. The other cars were being fitted with glass pave 
as quickly as possible, so that the conductors would he abl 
to see into the cars from the platforms at the end. The 
jury returned a verdict of “ Accidental death.“ 


Appointments Vacant.—The Bray District Counc 
is this week advertising for a resident electrical engineer ^ 
£150 per annum. A shift engineer at £100 a ye ^ 
wanted for the Leyton electricity works. A resident elec- 
trical engineer is required by the Worthing Corporatio! ^ 
£290 per annum. See “ Official Notices " to-day. 


Hair was found on a lamp, and the | 
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Weter Testing in the City.—At yesterday’s meeting 
of the Court of Common Council, the Streets Committee 
presented a scheme for the testing in future of all electric 
meters within the City, under the direction of the electric 
inspector, at the expense of the City of London Electric 
Lighting Company and the Charing Cross and Strand 
Electricity Supply Corporation, each company to contribute, 
in addition to the other expenses, £200 per annum to the 
Corporation in respect of the electrical inspector's salary. 
Under these circumstances, says the City Press, it is pro- 
posed that the inspector’s salary should be increased from 
£350 to £500 per annum. Under the scheme the Cor- 
poration will be relieved in future of all expenses connected 
with the appointment, which expenses at present amount to 
£350 per annum. ' 


The Pacific Cable Contracts,—The Sydney Daily Tele- 


graph for August 80th published the following important . 


tem :—“ It was announced the other day that tenders for the 
construction of the Pacific cable had been opened in London, 
the lowest tender being from the 'Telegraph Construction and 
Muntenance Company, Limited, which offered to do the 
vork for £1,886,000, and to finish the construction of the 
ihe within 1& months of the signing of the contract. The 
Postmaster-Geraeral was seen about the matter yesterday. 
Пека: “Т arm going to advise that the lowest tender be 
sented, and that the work be put in hand at the earliest 
те opportamity. The tender is not greater than the 
umount of the estimated cost. Т thought it would have 
ben much heavier." ” 


Tests of Electrical Vehieles.—The secretary of the 
\utomobile Club, 4, Whitehall Court, S.W., has sent to us a 
preliminary mernorandum concerning the trials of electrical 
vehicles which are to be held from Monday, November 5th, 
w Friday, November 9th. Vehicles must be entered on or 
before Friday, November 2nd. The entry fee is two guineas 
per vehicle per trial, Forms of entry may be obtained after 
w-day, Friday. Vehicles entered may be subjected to the 
following trials :— 


Monday, Novernber 5th.—A run over a given course for an un- 
"uted distance on one charge. The driver to declare to the 
‘server when the run is to be considered as finished. 

Tuesday, November 6th.—A course of 30 miles, to include con- 
siderable gradients. 

b nao November 7th.—A course of. 30 miles of average 


: e ge November 8th.—A course of 30 miles of flat, or nearly 

Vehicles may be entered on or before Friday, November 2nd, for 
“additional optional trial, viz., on Friday, November 9th, as fol- 
run over a given course for an unlimited distance on one 
charge, The driver to declare to the observer when the run is to be 
considered as finished. 

The same batteries will be used throughout, and during the course 
f the trials will be under the supervision of the club. Com- 
чн are responsible for the supervision of the charging of their 
batteries. 

“le energy consumed, number of passengers carried, and average 
‘peed attained, will be recorded on certificates which will be 
mated by the club to competitors, but no speed in excess of the 

Com- 


‘al limit of 12 m.p.h. will be recorded or recognised. 
petitors must supply drivers for their vehicles, and must provide on 
‘seh vehicle a seat for an official observer. The routes on which the 
T4 willtake place will be within 50 miles of London, but will 
dot be made known to competitors until immediately before the 
trials, Competitors are required to fit to their vehicles reliable and 
“curate voltmeters and ammeters which can be read during the 
nals by the observers, and these meters must be fitted with ter- 
minal by means of which they may be tested by the judges. In 
entering vehicles, competitors are requested to kindly supply, for 
‘he information of the judges only, a diagram of the electrical con- 
rections of each vehicle. A competitor, by entering a vehicle, 
“ereby agrees to be bound by the rules and decisions of the judges’ 
“mittee in all matters, and the judges’ committee reserves to 
‘self the right to amend the rules affecting the trials. 


Coal for Electrical Generating Stations.—At a 
oe of the South Wales Institute of Engineers held at 
vardiff on Monday, Mr. Sydney Walker commented on the 
‘act that within the past 12 months there had been a tendency 


to substitute inferior coals for the best Welsh steam coal in 
electrical generating stations. Up to within a few months 
ago Welsh coal was the most economical to use, but, owing 
to its recent high prices, other coals were being found more 
economical. Empirical experiment. was expensive, and he 
trusted that soon a scale would be drawn up by which an 
engineer could discover at a glance which coal would pro- 
duce the best results at agiven price. The three chief points 
to consider were the possible heat units, the heat units wasted 
in ash, &c., and the price. 


NEW COMPANIES REGISTERED. 


Walker & Hodgetts, Limited.—This company was 
registered on September 27th, with a capital of £5,000 in £1 shares, 
to carry on the business of electrical engineers, electricians, 
mechanical engineers, iron, steel, and metal merchants, iron 
and  brassfounders, makers of electrical and other engines, 
motors and machines, &c., and in particular to take over 
the business of electrical engineers and electricians — carried 
on at Salford, Lancs., by E. О. Walker and W. B. Hodgetts. 
The first subscribers (each with one share) are:—A. Tongue, Ash Lea, 
Seedley, Manchester, F.C.4.; Miss E. Walker, 10, Wright Street, 
Chorlton-on-Medlock, Manchester; W. B. Hodgetts, 28, Mulgrave 
Street, Lower Broughton, Manchester; F. A. Moershell, Imperial 
Hotel, Malvern, Worcester, hotel proprietor; E. O. Walker, 10, 
Wright Street, Chorlton-on-Medlock, Manchester, electrical engi- 
neer; P. B. Tongue, Ash Lea, Seedley, Manchester, articled clerk ; 
and Mrs. A. Walker, 10, Wright Street, Chorlton-on-Medlock, 
Manchester. The number of directors is not to be less than two nor 
more than six ; the first are Frederick A. Moershell, Alfred Tongue 
(chairman), Ernest O. Walker, and Walter B. Hodgetts; qualitica- 
tion, £100. Registered office, 23, St. Simon Street, Salford, 
Lancashire. 


Electric Railways Company, Limited (67,346).— 
This company was registered on October Ist, with a capital of 
£75,000 in £1 shares, to adopt an agreement with W. Shawe, 
to acquire any rights relating to railways, tramways, electric light- 
ing, or other electrical installations, the supply of electricity for any 
purposes, ot other public works and conveniences, and to carry on 
the business of electricians, engineers, founders, railway and general 
contractors, promoters, financiers, &c. The first subscribers (each 
with one share) are:—T. Everett, 20, Bucklersbury, E.C., clerk ; 
P. J. May, 39, Basnett Road, Lavender Hill, S.W., clerk ; T. Hunter, 
Dormans Land, East Grinstead, accountant; W. Smallbow, 34,. 
Great St. Helens, E.C., gentleman; M. A. Bachman, 1, Austin 
Friars, E.C., gentleman ; E. T. Robinson, 419, Strand, W.C., clerk; 
and C. Everett, 26, Rochester Square, N.W., book-keeper. The 
number of directors is not to be less than four nor more than 
twelve. The subscribers are to appoint the first; remuneration, 
£300 each per annum and £200 extra for the chairman. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Crompton & Co., Limited (27,200).— This company's 
annual return was filed on August 24th, when the entire capital of 
£162,000 in £3 shares had been taken up; £3 has been called up on 
each of 52,000 shares, resulting in the receipt of £155,736; £264 
remains in arrears; £6,000 is considered as paid on 2,000 shares. 


Bickle & Co., Limited (36,129).— This company's 
aunual return was filed on September 10th, when 2,027 shares were 
taken up out of a nominal capital of £50,000 in 5,000 shares of £10 
each; £10 per share has been called up on 1,027, resulting in the 
receipt of £10,220, and £50 remains in arrears ; £3 has, in addition, 
been paid on three forfeited shares; £10,000 is considered as paid 
on 1,000 shares. | 


SUPPLY STATION ACCOUNTS. 


THE supply of electrical energy was com- 


Stockport menced on December 9th, 1898, by the Corpora- 
Corporation tion of Stockport, and the’ accounts now dealt 
Electricity ^ with cover the 16 months up to the end of the 
Accounts. financial year, including 1899, The business has 


been begun on very modest lines, but with 
every prospect of success, and with the most reasonable price of 5d. 
per unit for ordinaty supply. The load factor will probably improve 
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as time goes on, but we very much question if it will be considered 
to have been the best policy to adopt a flat rate for charging. 


GENERAL STATEMENT. 


1809. Increase. 
Total capital expenditure £25,290 
Number of units sold 126,177 
Maximum load in KW. ... iss iss 156 
Gross revenue £3,988 
Gross expenditure £2,522 
Gross profit © £1,416 
Average price per unit sold 4*41d. 


The item in the revenue statement under “Meter rentals" is 
unusually low. Every inducement seems to have been offered to 
the public to assist the new venture by commencing with low 
charges all round. The receipts are materially aided by the profits 


arising from supply of materials and work done. Thus :— 
£ s. d. 
To sale and repair of arc lamps and incan- 
descents 1,577 14 10 


By repairs, Ruin oan cS: and renewals of 
meters, switches, fuses, together with cost | 
of materials and lamps sold ... 1,301 8 1 


£276 6 9 


— 


Profit earned 


In the analysis these items are included as they appear in the 
accounts, and it will be noted that the revenue from this source 
equals 3d. per unit, while the expenditure amounts to 2°51d., leaving 
nearly a 4d. per unit difference. 


REvENUE STATEMENT. 


189 . 1899. 
Gross. Perunit Gross. Per unit, Increase. 


Sale of energy .. £2,321 441d. 


Meter renta, &c. 4 ‘Qld. ace 

Sale and repairs of aro) 1,578 300d. .., 
lamps and incandescents f 9 85 07d. 

Sundry fees, interest, &c. AL 
Gross revenue ... jus . £8,988 7494 


—— —— —— — — — —— 


For an output of just over one-eighth of a million units the costs 
are satisfactory, especially coal and wages, which usually suffer in a 
small station. Repairs, as has already been noted, includes the cost 
of materials sold. Therefore it is impossible to institute comparisons 
with other works in their first year, even if such a course were con- 
sidered advisable. Eliminating the 251d. under repairs, the works 
costs appear as 1 79d. and the total cost as 2:28d. In other words, 
the larger half of the total cost as given is attributable to the manu- 
facturing and fittings department, and the favourable character of 
the analysis can be appreciated. 


Cost OF PRODUCTION. 


189—. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Coal ~ eee ane £267 „51d. 
Oil, te, w tei and en ) 
il, Waata; ао gine MES n 177 *84d. 
Balaries and тм те 
Чоп ап 8 . 
pete, ae attending е pee 497 944. 
public lamps 
war E 5 
o » engines, 
boilers, дуна, &с., and ТУ s 1,921 29*514d. 
cost of materials and | 
lamps sold алас сс а 
Works cost eee Qao е. 0 £2,262 4*80d. 
Boat, rates and taxes Se T Tr 94  *18d. 
anagemen xpen А 
salaries of manasin cig | 91 »17d. 
neer, secretary, clerks, &c. i 
Ge n eral oo 
c on e 
wi M iw снае ы! Р T" 59 11d. 
Lapis 
Other expenses s js 16 *084. 
Total costs £2,522 4-79. 


The financial charges amount to £1,079, leaving, out of the gross 
profit of £1,416, £337 as net profit. This surplus is utilised to 


create a reserve fund by a contribution of £218, the balance of £119 
” being carried forward. 


PROFIT STATEMENT. 


189 , 1899. 

Intereston loans .. ЕИ 5 £810 
Sinking fund for repayments . a ee bus 269 
Nel profit carried to reserve fund .. bs Sud 218 
” » „ә forward ee .. E — 119 
Gross profit. £1,416 


THB accounta of the electric lighting under. 


Burnley taking of the Corporation of Burnley am 
Corporation satisfactory from the technical point of view, 
Electricity but do not appear quite so favourable from the 
Accounts. financial. 


The business is a comparatively 

small one, the output being a little over a third 
of a million units and the capital between £51,000 and £52,000, bat 
the extensions during last year account for one-fifth of this expen- 
diture, while the output increased by over 25 per cent., and the 
load by considerably over 30 per cent. It is а rather pecnliar state 
of affairs to find the load rising more rapidly than the output; this 
indicates that the adoption of the Brighton principle in its com- 
pleteness would be probably advantageous to the undertaking, which 
at present charges a flat rate as an alternative to a scale similar to 
that in vogue also at Manchester. Thus, although demand indicators 
are used, they are not employed in the most successful way, 


GENERAL STATEMENT. 


1898. 
Total capital expenditure £40,620 251,950 41000 £10,630 
Number of units sold 271,650 346,200 7455 
Number of lamps connected 19,079 21,195 2,46 
Maximum load in ку. ... XD 280 387 107 
Gross revenue = £4,958 25,906 £48 
Gross expenditure... £2,351 22,990 £63 
Gross profit £2,607 £2,916 ( 
Average price per unit sold 3:87d. 8-04d. -Bi 


The revenue from all sources has been augmented by about £950, 
while the receipts per unit have fallen by nearly 03d. On sale of 
energy alone the fall is nearly dd. In the statement the sales and 
work done are included, an item showing an increase of some £60. 
Meter rents remain practically unaffected. The average price per 
unit is now very reasonable, being under 34d. 


REVENUE STATEMENT. 
1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase 


Sale of energy, o. £4,384 9:87d. £5,251 364d. — 28d. 


Meter rents, o. 124 ‘lid. 146 10d. -0ld. 
Supply of 1 d k 

F | 450 40d. 509 35d. — 05d. 
Sundry fees vs 40 88 m f | wits e 


£4,958 4:384. £5,906 4090. prr 

Burnley has a low coal and fuel bill, this item being only 35d. 
per unit, and the rise from ‘3d. to this figure is exactly balanced 
by the fall in "rent, rates, &c.” The most marked change is in 
“repairs,” which were £214 in 1898 and £814 in 1899, the increase 
being 0:37d. per unit. Thus “ works costs" have increased by 4ld. 
Reductions in the other items have, however, practically swallowed 
up the increases, leaving total cost almost unaffected, under the 
circumstances a reasonably satisfactory result. - 


Gross revenue 


Совт oF PRODUCTION. 


1808. 1899. 

Gross. Per unit. Gross. Per unit, [детеме, 

£340 30d. 4510 »35d. + 05d 

4 Ой, wasi, water and engine) 199 11d. 145  *10d, — Old. 

Balaries and wages incurred : 

in generation and in dis- 458 41d. 587 41d. 00d 
nion аа: ў 

n regere boilere, l 214 ‘19d. 814 56d. +374. 

dynamos, &o. Sead — et а 

Works costs .. £1,141 101d. £2,056 1°42d. +410 

Rent, rates and pe i 45 
LOL CPUS cn 
es of man engi- - . ° s 
Establishment Ты: arges Е ) = 

tionery and printing, law! 132 12d. 40 03d. — 00d. 
charges and insurance (| 

Other expenses 378 33d. 102 07d. — 26d 

Total costs .. £2,351 2084. £2,990 207d. —014 


— 


In 1898 the financial charges absorbed £1,369 out of a gross profit 
df £2,607, leaving £1,238 as surplus. Out of the increase іп gros 
revenue in 1899, amounting to £948, two-thirds, or 2639; were taken 
up in providing far the additional expenditure, leaving an increas 
in the gross profit of £309. The increase in financial charges was, 
however, no less than £767, the result being a diminished surplis, 
which appears in last year's accounts as £780, ' 


Prorit STATEMENT. 


1898, 1890 
Interest on loans Se: Bee сй S £766 £1,137 
Sinking fund for repayments РЕ vis v is 603 oci 
Net profit carried to reserve fund 1,238 80 


Gross profit — ... ees — 
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CITY NOTES. 
Ow Tuesday next week the list of applications 
Prospectus. opens for 4 per cent. first mortgage debentures 
and 5 per cent. cumulative preference shares in 
the General Electric Company (1900), Limited. The company has 
been formed for the purpose of acquiring the General Electric Com- 
pany, Limited, which we are sure at this time of day needs no 
introduction to our readers, seeing that the business was started so 
long ago 3з 1880, although it was not registered as a limited liability 
company until nine years later. Since then business has expanded 
enormously, requiring very large manufactories and estab- 
lisbments at Manchester and. Birmingham. This continued 
expansion has necessitated still further additional accom- 
modstion for the manufacture of dynamos, motors, elec- 
trolies, and other electrical appliances, and 42 acres of 
land have been acquired at Witton, near Birmingham, for this 
purpose, The new buildings and plant will cost at least £60,000. 
The reasons for the present reconstruction of the company are to 
enable the company to raise the additional capital rendered neces- 
ary by this extension of operations, and to provide the additional 


working capital which it requires. The management will not_ 


undergo any change whatever. 
Asto the capital, the nominal share capital is £800,000 in 40,000 
5 per cent. cumulative preference (£10) shares, and 40,000 ordinary 
'£10) shares, with power to raise £200,000 4 per cent. first mortgage 
debenture stock. The present issue is £200,000 debentures and 
{90,000 each ordinary and preference. The whole of the ordinary 
shaves, £50,000 deebentures, and £70,000 preference are taken by the 
vendos, also £1 30,000 in cash (out of which they will pay off 
19370 existing debentures). The property, &c., to be taken over 
by the company includes land, plant and machinery valued 
at £161,591 ; stock in trade, £184,843 ; investments, £24,640; book 
берёз cash in harad and at bankers, £212,958 ; goodwill and patents, 
499104. The transfer dates from March 31st last, and from the 
above figures there has to be deducted £176,139 for debts and 
liabilities on that date, and profits, for the year ended on that date, 
rserved to vendors. The net purchase money is £500,000. It is 
interesting to memtion that the profits for the past three years have 
heen £51,546, £577,034 and £76,804, an average of £61,795. This is 
"uficient to рау the debenture and preference interest several times 
over, The public will be invited to subscribe for £150,000 deben- 
tures and £180,000 preference, and the list will close on Wednesday 
i . 


As the vendors take the most risky part of the enterprise, and as 
the dividends om the debenture and preference capital are well 
covered, we consider an investment in the two latter excellent in 


Type-Writing Telegraph Corporation, Limited. 


Tux statutory meeting of this company, held at Winchester House 
on Thursday last week, was presided over by Sir JAMES FERGUSON, 
who n saga the present position, and stated that 26,800 shares had 
deen taken up and allotted, making the available working capital 
£15,000 clear for the development of the business. It was esti- 
mated that that would be sufficient for working capital, as the Post 
Office and National Telephone Company paid for the instruments 
which they acquired through the company, which, consequently, 
bad not to pay for those instruments in the first place. According 
to the Times repon, Sir James stated that negotiations were in pro- 
gresa for the sa 
dinavian patents, the profits of which, of course, would entirely 
come to this company, as they had acquired the whole rights. 
Inquiries were being received for installations, which would be 
îtted as fast as the instruments could be supplied. The contracts 
with the General Post Office and the National Telephone Company 
were being completed, and would probably be sealed almost imme- 
diately. The Post Office and the National Telephone Company had 
fora considerable time been taking those instruments and supply- 
ing them to the subscribers to private wires. The company would 
imply inherit that custom. The great merit of the invention was 
that the instruments were available for private wires, requiring no 
technical experts to work them, and they were also extremely 
weful for large engineering and other industrial works; also for 
exchanges for the distribution of Parliamentary, racing, and cricket 
telegraphic news, which could be done far more cheaply by this 
method than by that now in use, no batteries or expensive installa- 
tions being required. It was expected that very.shortly a consider- 
able impetus would be given to this class of business in provincial 
towns. The invention was also specially applicable to military tele- 
graphy, the apparatus being very portable, and by a simple arrange- 
ment the messages sent could be kept absolutely secret, it being 
impossible to the wires, while the messages were produced, not 
in cipher, but ih plain printing. He had been asked to join the 
rompany in the capacity of chairman as being a director of the 
National Telephone Company, who were one of their chief customers. 
In the sale of the patents, if it took place, the shareholders, of 
course, would have a very. profitable source of income. 


- 


e of American, German, South African, and Scan- : 


Iu answer to Mr. Своссн, the CHAIRMAN said the directors would 
have to trouble the shareholders for some more money than the 10s. 
paid up, but it was not proposed to allot any more sbares at 
present. Of course, they would have preferred to pay the vendors' 
shares in ready money, but that would have involved a large sub- 
scription. . | | 

Mr. CBovonR : Then there is £71,000 on which ‘dividend will have 
to be paid. 

Mr. Gisson asked if it was not the case that there was а rival 
undertaking in the field that could do the work more cheaply. 

The CHAIRMAN believed the sq-called rival was only being applied 


' for short distances, whereas theirs could be applied to any distance. 


It was also, he was informed, more expensive than theirs to work, 
and it reproduced the exact handwriting of the sender, which was, 
perhaps, a doubtful merit. 


The New St. Helens and District Tramways 
Company. 


THE first annual meeting of this company was held on 8th inst. at 
Liverpool. 

Sir JoHN A. WirLox, M.P., presided, and in moving the adoption 
of the report, said that the company was formed to take over 
the business of a predecessor who had worked the steam tramways 
of St. Helens, and also to acquire from the Corporation of St. Helens 
the working of the new and extended system of electrical tramways 
which they were constructing. Some time ago the Corporation of 
St. Helens obtained Parliamentary powers to lay down tramways 
within the borough and the adjacent districts, the system to be 
worked by electricity. They granted a lease of the whole system 
to this company for 21 years. The Corporation undertook to lay 
down the rails and the electrical equipment, and to supply the 
motive power. 'The company provide the rolling stock and the staff 
for working on the lines. It was not necessary to trouble them 
with all the details as to rent and terms or charges to be made for 
electrical power. The material fact for their consideration, then, 
was that rent began to accrue from the date of the lease. 
But while the rental was thus accruing, the electric tramways 
were not ready for use. At the outset the company was therefore 
at some disadvantage financially. It had to pay rent, but 
was not in a position to recoup itself by the revenue arising from 
traffic. It wasseven months after the company came into existence 
before their first electric section was opened, namely, that between 
St. Helens and Prescot. Since then other sections had been opened, 
and the work was being pressed forward vigorously. Atthe date of 
the report, June 30th, only about one-half of the tramway system had 
been completed, but since then other sections had been finished and 
opened, and in a comparatively short time fully 20 miles of rails 
would be available. The dircctors made no complaint against the 
Corporation of lack of energy in pushing forward the work. They 
all knew that there was a great demand for electrical appliances at 
present, and that contractors were unable to finish their work 
within the stipulated time. The delays at St. Helens might, no 
doubt, have arisen from unavoidable causes, and they must endure 
them with patience. But the result had been rather hard upon this 
company. They had been paying rent, providing rolling stock, and 
incurring all the charges of administration, and had not been able 
to recoup themselves by the receipts from traffic. However, that 
state of things was now coming to an end, and they might look with 
confidence to the whole system being brought into working order 
and producing a favourable revenue within a reasonable time. The 
directors ordered an ample equipment of cars and they were 
delivered so promptly that as each scction of lines was passed by the 
Board of Trade the service in that section was commenced on the 
very next day. They had such an abundant stock of cars already 
on hand that they were in a position to commence the service when- 
ever the lines were ready for use. Therefore, there would be no 
delay on their part either in utilising the lines or in providing for 
the public convenience. It was only right to give a word of praise 
to the Corporation for the excellence of their supply of power. It 
had been adequate and uninterrupted, and the efficiency of the 
company’s service had been largely due to this fact. The public 
were eager to avail themselves of their rapid and cheap system of 
locomotion. The receipts of the various sections now in use were 
large and progressive, and realised the expectation of the directors. 
It was impossible, however, to form a sound judgment on 
& business that had not got into full working order. As 
additional lines were opened the receipts would increase, while 
the rental and administrative charges would remain practically 
the same. They might, therefore, look with confidence to the 
future, both as to the carrying power of the company and the profit 
onthe business. For the reasons already explained, the finances for 
the period under review had been dislocated, and it had heen neces- 
sary to hold some items of charge in suspense. This was a 
temporary measure, and would be adjusted when the company got 
into full work. Different sections fed each other, and every exten- 
sion augmented the traffic on the system. An important factor in 
this respect would probably be the South Lancashire Tramway Com- 
pany. Parliament had sanctioned the construction of an elaborate 
system of electric tramways in the populous district between 
Liverpool and Manchester for passenger and goods traffic. The 
St. Helens tramways would be an essential link in this important 
network of cheap locomotion, and it would be the policy of 
the board to encourage its development, knowing that it would 
be advantageous to the public and to the company. They had 
assumed no financial obligations in relation to the South Lancashire 
scheme. | | 
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Stock Exchange Notiees.—Applications have been 
made to the Stock Exchange Committee to appoint a special 
settling day in and to grant a quotation to:—United River Plate 
Telephone Company, Limited. Further issue of 23,361 5 per cent. 
cumulative preference shares of £5 each, and to allow the following 
to be quoted in the Official List: — National Telephone Company, 
Limited.—£500,000 4 per cent. debenture stock. The Committee 
has appointed Wednesday, October 17th, a special settling day in 
St. James's and Pall Mall Electric Light. Company, Limited— 
£150,000 34 per cent debenture stock, and has ordered same to be 
quoted in the Official List. The Committee has been asked to allow 
to be quoted officially, Folkestone Electricity Supply Company — 
10,000 ordinary shares of £5 each, fully paid, Nos. 1 to 10,000. 
(Renewed application.) 


Siam,—The London and China Telegraph says that an 
extraordinary general meeting of the Siam Electric Railway Com- 
pany has been held at the offices of the Siam Electricity Company, 
Limited, for the purpose of formally winding the company up as 
required according to the Danish law, notwithstanding the fact that 
it had not been registered. Mr. Westenholz proposed the following 
resolution :—“ That the Siam Electric Railway Company be dis- 
solved, its property and rights to be disposed of as the directors 
deem best forthe common interest.” Captain de Richelieu seconded, 
and the resolution was carried. It is understood that the company 
will be taken over by the Siam Electricity Company, Limited. 


Oriental Telephone and Electric Company. Limited, 
—The directors have declared an interim dividend of 23 per cent. 
(being at the rate of 5 per cent. per annum) on the paid up capital 
of the company, free of income-tax, payable to those shareholders 
whose names are ou the register at this date. The warrants will be 
posted on 31st inst. 


The Direct United States Cable Company, Limited. 
—The board have resolved upon the payment of an interim divi- 
dend of 3s. per share, free of iucome-tax, being at the rate of 3 per 
cent. per annum for the quarter ending September 30th, 1900, such 
dividend to be payable on and after the 26th inst. 


Newcastle Electric Supply Company.—At an extra- 
ordinary general meeting of this company, held on the 4th inst., a 
resolution was passed to alter the article of association affecting the 
appointment of directors. 


Dick, Kerr & Co., Limited.—A meeting of this com- 
pany was held at the offices, 110, Cannon Street, E.C., on Friday 
last, but the proceedings were conducted in private. 


Cuba Submarine Telegraph Company.— Dividend 
recommended on the ordinary shares for half-year ended June 
30th, 5 per cent. per annum. 


Submarine Cables Trust.—On and after 15th inst. 


coupons due on that date will be paid by Messrs. Glyn, Mills, Currie 
and Co. 


Reuters Telegram Company.—Interim dividend for 
the half-vear to June 30th, 5 per cent. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Compan 
ending October 6th, 1900, were £407 148. 11d.; receipts for corresponding 
period, 1899, £422 6s. 11d.; aggregate for half-year to date, £18,070 18s. 9d. ; 
aggregate corresponding period of last half-year, £17,958 7s. bd. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending October 6th, 1900, were £3,805 78. 6d.; corresponding period, 1899, 
£22,948 10e. 3d.; increase, £961 17s. 8d. ; 


The Central London Railway.—The receipts for the week ending October 6th, 
1900, were 25,103; previous week, £5,208; decrease, £105. Total receipts 
to October 6th, 1900 (10 weeks), £47,510. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending October 7th, 1900, £1,616; October Sth, 1899, £1,019; increase, 
£597. Total receipts for half-year, m to date, £21,237; corresponding 
period, 1899, £18,204; Increase, £8,033, iles open, 1900, 43; 1899, 84. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Thursday, October 4th, 1900, were £458 1s. 11d.; corre- 
bite IY иаи Vini eri a 2d.; increase, 0 За. 9d. Total to 

r , А 8. .; correspond od last year 
E15, 240 28. Id.; іпогоаяе, £1,885 28. 5d. : di € peri iin 


The Dover Corporation Tramways.—The receipts for the week ending 
October 6th, 1900, were £224 99. 8d.; October 6th, 1899, £2902 "7s. 7d.; 
increase, £22 28. Id. Total receipts to date, 1900, £8,458 1s. 104d.; corre- 
sponding period, 1899, £8,075-1s. 7d.; increase, £883 08. . Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 4,977; 1899, 4,728. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, October 5th, 1900, were as follows: D. . T. -» horse oars, 
£27 28. 2d.; ditto, electric cars, £8,628 188. Id.; D. S. D. Co., eleetrio cars, 
£r36 98. 114.; total, £4,487 108. 2d; corresponding week last year—D. U. T. 
Co., horse cars, £1,109 1s. 6d.; ditto, electric cars, £1,8-5 1s. 6d.; D. S. D. 
Oo., electric cars, £720 6s. 6d.; total, £3,714 9s. 6d.; 
Os. ва. ; aggregate to date, £69,621 8s. 0d.; egate to date last year, 
£62,378 бв. lld.; increase to date, £7,243 18. 1d. The mileage worked is 
44 miles electrically, 1 mile by horses, as against 24 miles electrically, 
20 miles by horses, for the corresponding period last year. | 


The Liverpool Overhead Railway Company.—The receipts for the week endin 
October 7th, 1900, were £1,592; corresponding week last year, 21.462 
increase, €190. Total traffics from July Ist, 1900, 824.872: ditto correspond. 
ing period, 1899, £28,079; increase, £1,198, Miles open, 6:57 chains 


y.—The receipts for the week 


increase, £778 


trary directions. 


STOCKS AND SHARES. 


| Wednesday Evening, 

WHILE it looked at the beginning of the week as though the 
markets of the Stock Exchange were about to make a sharp upward 
move, the feeling of hopefulness thereby engendered was doomed to 
rapid disappointment. A sharp fall in the New York exchange oy 
London caused a break in the price of Consols, which reacted 
unfavourably on all the investment departments. Fears оѓ, dearer 
money were again to the front in the twinkling of a thought, and 
pessimism ran rife through the Stock Exchange. As a consequence, 
the majority of changes which we record are in a downward dires- 
tion, but they are comparatively insignificant. Taken all together 
the decline is only 4 per cent. more than the two points rise secured 
by Waterloo and City Railway Ordinary stock. 


Electric railways are bulking so largely in the public eye that the 
market in what shares now exist is receiving some amount of general 
attention. The advance in Waterloo aud City stock has taken tly 
price up to 954, at which it hardly looks cheap. Central London 
are also better, the Undivided having put on 5s. There is some 
inquiry for the Deferred half shares, and (although the movement i: 


„not shown in the ofticial quotation) they are 4 better than the 


Preferred half-shares, the exact prices being 54 and 51 respective! 
The 4 per cent. dividend prophecy is still іп favour with the mark 
while an electrical engineer closely connected with the in 
declared to us the other day that the company cannot pay шоп 
than 3 per cent. It must be another three months before ty 
accuracy of either forecast can be proved, and many things ma 
happen in the interim. 


“Tube” talk is very much in evidence nowadays in the Stock 
Exchange, and the latest idea is that the Metropolitan District Com- 
pany will construct an electric line exactly underneath their presen! 
tunnel. We should rather like to know where the money is comine 
from. Then there is the London, Brighton & South Coast Ката 
flirting with the question of a tube to relieve the congestion ої i 
traffic at London Bridge Station. The Great Eastern directors ar 
already moving, and it would appear that the American syndicat 
which has the Charing Cross to Hampstead Railway in hand is © 
the point of beginning operations, the necessary 124 million dolur 
having been subscribed. What with these proposals, together witi 
the City & South London extensions, the Baker Street & Waterloo 
and the Great Northern & City, now in course of construction, the 
electric railway market may in time grow into a powerful and acti 
department. 


Nothwithstanding the strength of the railway market, Brit 
Electric Traction shares are flat. We have already referred to! 
eireulhr lately issued by the board urging shareholders to take 
their proportion of new shares if they had not already done so. | 
spite of this, there were still a good many proprietors who did n 
avail themselves of the opportunity presented to them to get ches] 


stock, and we understand that the people to whom these sup 


shares were finally offered took them eagerly, although, in order! 
pay for them they had to sell some of their old shares. Hence 
fall in the latter. 


Electricity Supply descriptions are, in market parlance, “as hard 
as nails.“ Metropolitans are, perhaps, the most in demand, bo 


there is healthy investment going bn all down the list as the pub- 


realise how excellent is the security afforded by the best class of the 


to 13, upon the rumours ав to the acquisition of the undertaking © 
the local authority, to which we referred last week. 


shares. Bournemouth and Poole Ordinary have again advanced } 


In the telegraph division, Anglo-American stocks are still fun 
depressed this week. The market explanation of the drop © 
nothing more novel than that the securities have been pressed iit 


sale and that no buyers have come along to support quotation: 
The Eastern Companies’ stocks exhibit no nominal variation 


although the prices are actually a shade harder. Wireless Telegraph” 


sbares are now standing at £3 to £4. 


So long on the down grade, the price of National Telephone gharc3 


at last shows an improving tendency. Considering the high raste o! 


interest which they pay, the Ordinary look a fair speculative n= 
While they have risen 28. 6d., the Third Preferences are donn 
the shares thus maintaining their reputation for moving in ^ 
The latest Debentures—soon to be granted з 
officia] quotation—are 103 to 105. 


Beyond a slight fall in India-Rubber shares, the miscelonew | 
The Welsbach Company тё 
another quarter of a million sterling in order to develop its ee." 


department presents no features. 


mantle and general trade. 


' 
4 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


g uring 
. Quotation week ended 
October 8rd. | October 10th. ко 10th, 


NAME. 


African Direct Telegraph, 4 % Debs. 
Amazon Telegraph 5 % Debs., Nos. 1 to 1,260 Red. 


lo-American Telegraph ... 69 T 
x Do. do. 6% Pref. 1104 | 1094 
Do. do. Deferred 1115] 10j 
Chili Telephone, Nos. 1 to 44,000 M m 
Commercial Cable ak. - 
Do. do. Sterling 500 year 4 4 PI Deb. Block Red. 102 | 1013 
Cuba Telegraph aes T wen 
Do. 10% Pret sus es iid m m 
Direct Spanish Te P bis € eae 
Do. de 10 гав. Pref. ... ds T sa 
Do. do. ü »" % 100 —104 | ... | ... 
Direct United States Cable з 9 | 108— 114 | 102— 144 | 11 | 10H 
Direct West India Cable, 44 Reg. Deb. 99 —102 99 —102 Ves dud 
Eastern Telegraph, Ord. ss 7 [4 149 —154 149 —154 1502 | 1494 
Do. 34 Pref. Stock 99 —102 99 —102 101 | 99% 
Do. Mort. Deb. Stock Red ТРЕ | 114 —119 [114—119 114 985 
Eastern Extension, ко. and China Telegraph ... 792517965115 — 154 15 — 15} 158 | 154 
Do. 5 V (Aus. Gov. Sub) Deb., 1900, red. 1926 100 5 
6 { . drzs., reg. 1—1, 049, 3,976—4 326 % eee eee eso 77 «е» soe “== eer 
Do. do. Bearer, 1,050—8, 975, 4,327—6, 400 | 100 | 5 ius. „ „л... 
Ро. Aig еен poems rs j b, К à = a S e Stock| 4 As . . {113 —118 113 —118 T No 
Eastern an u can Te ерта) o e 
Nos. J to 3,000, red. 1909 100 | =- | «+ | 99 —102 | 99—102 100 | 99 
Do. 4 % Reg. Mt. Debs. (Mauritius Bub.) 1—8,000 25 oh „ |100 —103% 100 —103% |... 8 
Globe Telegraph and Trust 10 | 44 5% 52% | 102— 113 | 1098—11} 113 112; 
Do. do. 6 9, Pref. — > 10 | 6 6 .. | 15 — 154 | 15 — 154 158 | 15 
Great donne керер E Ж Ca rr bue . 10 10 124 31 — 33 31 — 33 iux 
Halifax an u able, 8 o e 
within Nos. 1 to 1,200, i) 100 | ... pe 98 —101 98 —101 
do-European Telegraph  .. 25 10 ® 10 10 95 | 49 — 53 49 — 53 
London Platino-Brasilian Telegraph, 6 % Debs. 100 | 6 А 103 —106 103 —1C6 — 
Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 .. l1. "m i— 1 1— | M Wie 
Do. do. do. 5% Pref., Nos. 1 to 86,492 114 4 23% 1— 1 i— 1 кы b 
National Telephone, 1 to 490,000  ... s 5| 6 6 5 48— 4% 44— 42 anj 41 
Do. 6 Cum. Ist Pref. ... is - 10 | 6 6 6 13 — 15 13 — 15 133 133 
Do. 6 % Cum. 2nd Pref. ... 10 | 6 6 6 13 — 15 13 — 15 - Lise 
Do. А 5 % Non-cnm. 3rd Pref., 1 to 250,000 55 5 Ф 6 53— 58 5 — 54 
Do. 34 % Deb. Stock Red. Stock 33 34 34 97 —100 97 —100 
Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 115 5 5 1— 1t — 1 
Pacific and European Tel., 4 % House Debs., 1 to 1 000. | 100 4 : 100 —103  |100 —103 
Reuters ds oh 815 5% |5 7— 8 7— 8 
Submarine Cables Trust T дё Sas un ..|Cert| ... { 126 —131 126 —131 
United River Plate Telephone ail 5 5 6 74 — 52 | 4t— 51 
Do. do. 5 % Cum. pret. 2 Nos. 1—16, 639 5:1. us sis iis 42— 52 41— 5} 
Do. do. 5 €, Debs. . | Stock| ... ^ *. {104 —107 104 —107 TE 
West African Telegraph, 5 % Debs... 100 | ... Ne . | 98 —101 | 98 —101 101 
West Coast of America, Nos. 1—30,000 and 53 ,031—53,008 24 | ... T ES i— 1 1— 1, e 
Do. do. 4 95 Debe.,.1—1, 500 by Bras. Sub. Tel | 100 | .. si .. |100 —103 100 —103 
Western and Brasilian Telegraph 4 Deb. Stock Кед. ... |Stock| ... oes e . — ee —.— T ide 
Western та Telegraph, 144. Ltd. Nos.1—207,990...  ..  ..| 10 7 7X. |144— 151. | 14—15 15 | 14 
Debe. 2nd series, 1906 ..]100]| ... ess . . |108 —106 103 —106 m . 
West Тай ME сы. elegraph .. is „| 10| 2 2% | &% 1— 1 2— 1 a 
Do. do. HA 6 6% Cum. 1st Pref. ... 10 | 6 sa oe 64— "i 64— 74 А 
Do. do. Cum. 2nd Pref. . 10 6 6— 7 6— 7 


Do. do. do 5 9; Debe. Nos. 1 to 1,800 | 100 | 5 ^. | 71 105 —108 105 —108 


19661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 4 6 6% 7 — 8 7 — 8 
om Do. К к Ae um. Pref.... : : Ия 841— 94 — 9 
y Charing Cross and Stran ectricity Supply · ... 8 9 9 — 10 9 — 10 
20,000 Do. do. do. do. 44% Cum. Pref. 5| .. ds jus 5i— 52 ; 
E. *Chelsea а Supply, Ord. ... 5 6 6 6 6 6 
150,000 Do. do. Deb. Stock Red. ... Stock 44 110 —113 |110 —113 | 1114 | 110 
60,000 | City of London] Electric Lighting, 40,001—100,000... | 10 10 6 4% | 8)— 94 | 84— 9 un i 
: 40,000 Do. 6 V Cum. Pref., 1 to 40,000 . 10 6 6 —. |124—134 121— 134 134 | 138 
400,000 Do. 5 $ Deb. Stock, Scrip. (iss. at £115) all paid | ... | 5 p . |124 —129 124 —129 iii vos, d 
10,000 боши of Lond. & Brash Prov. aS Ltg., Ord. 1—40,000 | 10 | n? | nil 4% 8§— 94 8i— 9i с 
20,000; Do do. do. 6 €, Pref, 40,001—60,000 | 1016% 169% | . |11 — 12 11 — 12 
00000] Ро 43 J Deb. Stock, Prov. Certs (all paid) Rd els] o bos |o 407 —110 107 —110 ; 
36100 | Edmundson's Elec. Corp., Ord. Shares is 5 5 17% . | 4— 5 44— 5 T 
75000 * Do. do. % ist Mort. Deb. Stock.. 100. ... | „. 100 —103 [100 —103 | 
110,000 | London Electric Supply Corporation, Limited, Ord. ... | 3| .. | .. | .. | 14— 22 12— 23 
49,840 Do. do. do. do. 6%Pref.| 5| .. (. | 44— 5h | 44— 54 
250,000! Do. do. do. 4% 1st Mt. Db. Stock Rd. Stock. ... |100 —102 |100 —102 ae 
85000 | Metropolitan Electric Supply, 101 to 62,500 = 10 | 6 595,|5*5|13— 14 13 — 14 132 | 138 
220,000; Do. 44% First Mortgage Debenture © Stock — 4 к „о 111 —114 111 —114 КВ i 
120,000 Do. 34% Mort. Deb. Stock Red. ... {Stock} ... i .. | 97 —100 | 97 — 100 | 984 | 98 
6,452 | Notting Hill Electric Lighting e o0 | 1046 6 7 15 — 154 |144— 15} | ... » 
10,000 | St. James's and Pall Mall Electric Light, Ord. .. 5 14496 144% 1441955 15 — 16 | 15 — 16 158 | 158 
20,000 Do. do. 7 96 Pref, 20,081 to 40,080 5 7 7 8— 9 8 — 9 
12,000 | Smithfield Market Elect. Supply, Ord. Бо, ы —. | 2— 21 | 2 — 24 
50,000 Do. do.. 4% Deb. Sa ‘ee 1001 x e „ 185 — г 85 — 95 
65,000 | South London Electricity Supply, Ord. de. ме ee 3 — 3— 4 34 | .. 
70900 | Westminster Electric Supply, Ord., 101 to 80,000... ...| 5 12 % 12 J 13 9 12 — 13 12 — 13 128 | 192i 
' © Subject to Founders Shares Quotations on Liverpool Stock Ex 


1 Unless otherwise stated all sh 
ares are fully pald. 


ет 77 8 as capital. 


of ene year and the first part 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. — 9 - 
| ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. - 
i Stock ( 
Р Dividends f 
fue | NAME. À Share. the last — — 
| t | 1897. | 1898. | 1899. 
20,000 | British Aluminium 7 Cum. Pref. . ss] 97 ere "d ost 
300,000 | | Do. do. 5% 1st Mort. Deb. Stock Red. „Sock! T. 
30,000 | British Electric Traction РЕ * d E aus 6 95 
50,000 | Do. do. 6 95 Cum. Pref. uri WA d T 
200, ,000 Do. do. 5 % Perpetual Debenture Stock ... Stock 
85 ,0001 British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... 
50,000 t Po do. '6 % Cum.Pref., 1—50,000 m 
500 |f Do. do. 4} % 1st Mort. Deb as 1200 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 h ar 5 15 9% 15 9 20 9 11 — 12 
27,500 Do. do. 6 % Cum. Pref. Nos. 1 to 27,000 ... 5 ie 5$— 64 
105,731 Brush Elecl. Enging., Ord., 1 to 90,000  ... Ке 2| 3 5 вы 10 — 2 
105,731 | Do. do. Non- -cum. 6 Д Pref., 1 to 90, 000 i 2 6 6 вы! 23— 28 
125,0007 | Do. do. 44 95 Perp. Deb. Stock ies .. [Stock] ... | 106 —111 
125,000 | Do. do. 44 % Perp. 2nd Deb. Stock Stock 102 —104 
20,000 | Callender's Cable Construction shares, Nos. 1 — 20, 000 ... 5 124% 15 5 * 15 5 % 45 134 . 
20,000 Do. do. 5 % Cum. Pref. | T 5 | — 5$ 5 — 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... |S ock d m 24 T. —M4- c ! 
213,533 | Central London Railway, Ord. Shares за „ A uw У s. 10 — 0E — 
61,033 Do. do. Pref. half-shares .. „ „% „„ 23 
71,447 | Do. do. Def. do. m e K MED aba э * 5 — 54 — 
855,000 City and South London Railway ... ... Stock 13% 23% 129, 58 — 58 — 
37,500 Do. do. Ord. shares Nos. 22,501 to 60 000 . EFT nz. ке Беса 5 — 
32,098 Crompton & Co., Nos. 1 to 32,098 3 6 % 74% 3#— 44 34 — 
Do. 5 95. ist Mort. Reg. Debs., 1 to 900 of | | LESS 
HUND. | £100, and 901 to 11,000 of £50 red J| "| ^" | ~ 99 —102 э 
99,261 | Edison & Swan Utd. El. Let., “ А” shares, £3 pd. 1 to 99,261 5 | 6 6 6 * 12— 2} 12— 
17,139 Do. do. do. "AC. Shares, 01—017,139 5] 6 6 6 %| 34— 4 34— 
344,023 Do. do. do. 4% Deb. Stock Red 100 A^ ©з 90 — 92 90 — 
112,100 | Electric Construction, 1 to 112,100 ... | 2 6 6%) 6%| 2— 21 2 — 
25,000 Do. do. 7 Cum. Pref., 1 to 25,000.. | 2| 7% 7% 22— 31 | 23— 
140,300 | Do. do. Perp. 1st Mort. Deb. Stock Stock » 102 —105 
9,6001 Greenwood & Batley, ы % Cum. Pref., 1 to 9,600 ... pau Wu A 7 10 — Tf 
30,000 | Henley's (W. А Telegraph Works, Ord. ... - m 51318 14 15 124— 134 
30,000 | Do. do. 44 % Pref. ... 5| 7 7 2v E 
50,000 | Do. a do. 44 Mort. Deb. Stock.. Stock 44 а, . 108 —112 
50,000 India-Rubber, Gutta-Percha and Telegraph Works «cT. 20 [30 10 . | 201— 214 
300,000 | Do. do. do. 4% 1st Mort. Deb. | 100 . 99 —102 xd| 99 — 
37,500 is od Overhead Railway, Ord... eror s 2: 31% 38%] 88— 87 
10,000 f Do. Pref., £10 paid дй waft 204 5. 8 5 122— 134 | 
37,350 | Telegraph РР... 777 ара Maintenance age «c1. 241 15 2 15 15 %| 34 — 38 | х 8 
150,000 По. 4% Deb. Bds. Nos. 1 to 1,500 Red. 1909 n - ..95|101 — 104 101 Mee = 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... T NEM 8 Ф| 12 %| 101— 114 | 104— Bf. 
20,000 Do. do. 5 95 Cm. Prf. Nos. 1 to 20,000.. — 5 | a 5 — 5hxd 
540, 0007 Waterloo and City Railway, Ord. Stock... ‘ [400 4 3 * 3 %| 92 — 95 
t Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully рай | E 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. “ еи, 
Brompton and Kensington, 44 % De 8 of £100, 108—106. Ken and Knightsbridge Electric Ligh "T4 (o A 1 De 
Sr rr 
ж ORE CDS (£10 pa), 10—10. . Pankey, er, 410 (fully paid), 173. i 3- 
i From Birmingham Share List, Bank rate of discount 4 per cent. (July 19th, 1900). 
MARKET QUOTATIONS, Wednesday, October 10th. 
CHEMICALS, &c. | This week. [ue week. — or Deo. METALS, &c, (continued.) | | This week. Last week. 
Acid, obra T re r = 5/- | 5/- | as g Copper Sheet en per ton 286 £86 
: РА "T V — sj | 22/- | - | g A as Я per ton £86 £86 РА 
а 10 Oxali Р oe <e. "per ot. - . 89/- | " „„ „ (Electrolytic) Bars per ton; £83 10 £88 10 . 
"e Bulphurio .. x .. рег сиё. 56 | 576 * | € à 90 eets . per ton £92 £92 
a Ammoniac, Bal e С... per ewt. 80 | 89- | e “a s ber ton £85 10 £85 10 - 
a Ammonia, Muriate (crystal)... per ton | £83 10s 10. ino. е „ » . HC. Wire pei 9g. |. * p 
o t .. Per ton £30 £30 | ix | J Ebonite Rod 2 per lb. . 
а Bleachi powder * .. рег ton £7 ET. LI xx» JU d She per lb. 5/- Lj , 
a Bisulphide of жыз. .. Per ton #15 £15 . | T n German Silver Wire .. per lb. re Ч T 
a Borax e. per ton 417108. 417 10s. ine. hGutta- per lb. -8/6 8/6 з 
a Bensole (90 %) per gal. qj- 7/- | F | hIndia-rubber, Para fine per lb. | 4/8 to 4/4 4/3 . 
a „ (50 per gal. 6/6 5/6 | i Iron, heets per ton E18 £18 5 
a Copper Sulphate por ton £25 £25 | i , Pig (Cleveland warrants per tou 68/6 61/- 1s, бй. ine. 
a Lond, Ni 2% рег ton £25 £25 € » Vorgings, according to s per ton| From £11 | From £11 e 
a , White Sugar per ton £31 i , Scrap, heavy . рег ton! 70/- to 70/- to T2/6 ы Г 
а ida. e Met £ sae ton с” £27 10 i , Wire, ААЫР No. 8 per ton Pty n E ** : 
e EI 
a Naphtha, Solvent( Tu por pal 5/6 5/6 g Lead, English Ingot — .. . per ton $1876 | £1876} 
a Potash, Bichromate 344. ча 9 „ " per tor £19 £19 Z 
a „  Caustic (15/809) 53 гад ton ace Wire No. 28 per lb. 8j- 8/- РА 
а „  Bisulphate s .. per ton £85 £85 iw per bot. £926 £926 - 
a Shellac .. рег owt. 62/- 66/- Is. dec. 4 Mice “in original cases), small per lb. | 34, to 9d. | 8d. to gd. Hi 
a Bulphate ot "Magnesia .. per ton £4 10 £4 10 x 90 "T »,  mediu um per lb. | 1/9 to 2/9 1/9 to 9/9 ра 
a Sulphur, Sublimed Flowers . per ton £6 £6 » рег lb. | 8/3to 7/3 | 8/8t0 7/8 - 
м " ce ered ..  .. perton £5 10 £5 10 ee p * Bronze nze, plain per lb. L/ltol/4 | 1/1 to 1/4 T 
per ton £5 £5 ie 0p 5 per lb. 1/1 to 1/4 1/1 to 1/4 — 
а а Soda, бо (white 70 %) .. perton | £10 15 £10 15 - | p „ » SHE Rene per lb. 1/8 13 L 
a , Crystals .. рег ton | £8 £3 к o Platinum per oz. #8 13 6 £8 13 6 P 
6 . Bichromate, cask .. per lb. | 23d. 23d. me Ч р Silicium Bronze Wire per lb. to 1/1 | 109d. to 1/1 
| 1 Steel, Magnet, се dese’p'n per ton, ee to P 
” ” | i 
METALS, &oc. | | g Tin, block .. .. .. per ton { p ag Be 40 } dec. 
b Aluminium Wire, in ton lots.. per ton £294 2224 „5j A 
i in ton lots per ton £191 L191 н n „ wire Nos. 14016 ..  .. per lb. 19 19 
р Babbitt’s metal і рег ton |28040 £145) £80 021500 .. p White Anti: friction Metals — | 
с Brass (rolled metal to 12") basis per Ib. | е ad | “ White Ant” brand . per ton £40 to £70 | £40 to £70 МА 
с „ Tube(brazed) .. .. per Ib. 104. | 104. i -j Yarns, Cotton, Single101b. b'ndl's Per Ib. | od. oà. " 
$ n (solid drawn) per 1 | "TD А T | Í » Best Flax,6lea. .. per Ib. : - 
c Wire, basis . perlb Ў R ds „ Hemp, З ply 10 lbs. per lb 
м Copper Tubes enr . perlb. | ; | 1 43 PON 4 „ Russian, 101 per lb | sa: sta 
solid drawn) .. per lb IId. 11d. ia |^ і » Jute, 180 lbs. rove .. per ton £14 10 £14 10 
н Copper Bars (west selected) .. per £86 | £86 (a | Zinc, Sn't. (Vielle Montagne ond.) per ton | £24 5 nett | £24 5 nett. 
b TIS Co., Ltd | Messrs. James ҮЗА ызчы ыру н Menara, W. Т. Gloves'& Cos Lid 
, е Ы H m ede 
Quotation? e Messrs. Thos. Bolton & Bons. — F S Messrs, Р. Ormiston & 
d Messrs. F, W & Sons. supplied by RE En eo .. _ _ | Supplied by] o Messrs. Johnson, Matthey & Co.,Ltd 
16 Messrs. kSmith$ o. esers, Yeo & Со. v The Phosphor Bronze Company, Lid. 
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BRITISH ASSOCIATION FOR THE Ap - 
VANCEMENT OF SCIENCE, BRADFORD 
1900. | 


SMALL SCREW GAUGE. 


Report of the Committee, consisting of Sir W. H. PREECE (chair- 
man), Lord KELVIN, Bir F. J. BRAMWELL, Sir Н. TRuEMAN Woop, 
Major-Gen. WEBBER, Col Watkin, Messrs. R. E. CROMPTON, 
А. б. A. Le Newa Foster, C. J. Нкзптт, G. K. B. ELPHIN- 

gros, E. Rice, C. V. Boys, J. MansHALL GORHAM, and W. А. 

Paice (secretary), appointed for the purpose of considering 

whether the British Association form of thread for small screws 

should be modified, and if so, in what direction. Drawn up.by 


the secretary. | 
(Section G, September 11th.) 


(Continued from page 563.) 


In constructing plug gauges for testing nuts the straight sides of 
the thread can be corrected after hardening by grinding with a lap, 
and this process correcta at once the irregularities of pitch and angle, 
and is continued till the effective diameter is reduced to the desired 
value. The top of the thread, being cylindrical, presents no 
difficulty. The form of the bottom of the thread is immaterial, 
since the clear hole in the nut is most conveniently tested with a 
cylinder plug gauge. In the specimens submitted to us last year 

the Pratt & Whitney Company this cylinder was constructed 
із one piece with the screwed plug. 

In ring or nut gauges for testing screws a slit is cut through the 
tapped hole, and closed with a screw: The hole can be polished by 
s corresponding screwed piece, but could only be corrected by 
e by the use of very refined appliances. After polishing, 

Wit is closed to fit a prepared screwed plug, and the clear hole 
Мо! to its correct value with a lap. The process is not so satis- 

ty as with a plug gauge, but the pieces which the ring is 
фей to test can be satisfactorily measured in other ways, so 
that the gauge is of less importance. 

The effective diameter of a screw is readily measured in a micro- 
meter gauge between a conical point and a V notch, both having an 
ale of 474°. An instrument of this kind constructed for 60° is 
figured in tool makers’ catalogues. 

Ordinary taps for nuts or for the working holes in larger pieces 
will be different in form from the screws, and different from the taps 
employed to make dies or screw plates. The ordinary dies or 
plates in a workshop used for making screws will not be suitable for 
making taps. In small workshops this may sometimes cause mis- 
takes, but in shops having a separate tool room this extra specialisa- 
tion should present no difficulty. - И 

Objections have been raised to the above proposal on three 


It has been represented to us that in finely-fitted work the screws 
should fit their holes perfectly and all over, and that the existence 
of a clearance gap all round the edge of the thread is inconsistent 
vith a high stan of workmanship. This objection is evidently 
w some extent a matter of opinion, and it is always possible to use 
taps of the same form as the screws, so that the screws will fit the 
isps all over as in а non-clearance system. a 

It has been objected that the introduction of the proposed system 
vill seriously interfere with existing stocks of screws and the 
repairs of existing instruments. In fig. 2 it is shown that the new 
thread differs from the old one by the addition of the small corners, 
9 BÀ, h B k, to the screw, and d a’ e, e 4’ f, to the nut. In making 
screws and nuts with dies and taps, these corners will always be 
rounded off to some extent, though the re-entrant angles at a B’ will 
be as sharp as the tool which makes them. In some screws and nuts 
prepared experimentally to test this point, the outer edges of the 
thread were fairly rounded, and they were perfectly interchangeable 
with the B.A. screws of an existing manufacturer’s stock. The 
Committee believe that screws made to the proposed new thread 
will, owing to the inevitable rounding, be interchangeable with 
existing stocks in a great majority of cases, and that only in cases 
where great care has been taken to work closely to the old standard 
will any difference be noticed. | 
It has been objected that the proposed thread is unsuitable for 
bicycles and 1 arms, which are abject to violent concussion and 
vibration, whereby the screws are liable to be shaken loose and to 
drop out; and the case of alternating current arc lamps has been 
mentioned to the Committee as one in which the same thing is 
liable to occur. Mr. O. P. Clements, of the Birmingham Small 
Arms Company, contributes a paper to the Transactions of the 
section on the practice of his firm in the manufacture of screws for 
bicycle parts, for which he has found it necessary to use rounded 
threads fitting very closely all over. It is clear that no one form of 
thread can be suitable for all purposes, and we have direct evidence 

that the form of thread we propose does not fail in instrument 
work in the way Mr. Clemente anticipates that it would do in 
bicycle work. | | 

We beg to report that the system of screw threads recommended 

by the British Association for the use of instrument makers, and 
known as the British Association screw threads, should be modified 
ш the following way for all screws from No. 0 to No. 11, inclusive. 
„Рот Screws.—That the designating numbers, pitches, outside 
dismeters, and the common angle of 474° remain unchanged ; but 
that the top and bottom of the thread shall be cylindrical, showing 
fats in section, and that the depth of the thread shall be increased 
by one-tenth of the pitch, the diameter of the solid core being, in 
consequence, diminish inished by one-fifth of the pitcli, | 
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For Nuts.— That the designating numbers, the pitches, the 


diameters of the clear holes, and the common angle of 474° remain 


unchanged ; but that the top and bottom of the thread shall be 
cylindrical, showing flats in section, and that the depth of the thread 
shall be increased by one-tenth of the pitch. 

. The appended table gives the pitches and diameters of the 
different threads modified in accordance with this recommendation. 


TABLE QF THE PITOHES AND DIAMETERS OF THE BRITISH 
ASSOCIATION THREAD UNDER THE RULE PROPOSED ABOVE. 


! 


Pitch. Screw. | Nut. 
Outside Inside | Outside Inside 
No. ae diameter. diameter. | diameter. diameter. 
- | i'li- А es illi- Milli- 
бете Mils metren Mils. Er | Mils. ener Mils. Uer Mils. 
| | 
| 
0| 10 |39-4{" 60 2362| 46 1811 62 |9441] 48 |1890 
1 9 35:4) 53 32087| 404 1591 5:48 1[915:8| 4:22 11662 
2 "81 |819| 47 11850| 3:566 140-4| 4:862 |191:4| 3:728 146˙8 
3 73 1287| 41 161˙4 3078 1212| 4:246 167:2| 3:224 |1269 
4 66 |£6:0| 3:6 1417 2:676 105:4| 3:732 1146:9| 2:808 110˙6 
5 509 |232| 39 1126-0! 2:374! 93:5| 3/318 130°6| 2:492 | 981 
6 53 |209| 98 171102 2:058 | 81:0| 2:906 |1144] 2:164 | 852 
7 48 |18:9, 2:5 98:4| 1:828: 72:0; 2:596 102˙2 1:924 | 757 
8 43 169 2:9 86:6, 1:598 | 62:9| 2:286 | 90'0| 1:684 | 66:3 
9 39 |154| 19 74:8| 1:354 | 53:3| 1:978 | 77:9| 1°432| 564 
10 35 |138 17 66:9, 1:210 47:6| 1°77 | 697 1280; 504 
11 31 1122, 1:5 | 591| 1:066. 420| 1:562 | 61:5! 1198 ' 444 


| | | | 


In order to give practical effect to our recommendations, we desire 
to obtain a set of the proposed screws, with tools and gauges, for com- 
parison with the present ones. We shall thus be able to exhibit in 
a concrete form the character of the thread, and also to show how far 
screws made with the new tools are interchangeable with the existing 
stocks. We recommend that the Committee shall be re-appointed for 
this purpose with a grant of £45. 


- APPENDIX. 


Report of Experiments on Screw-Threads made by J. MARSHALL 
GoRHAM and W. A. PRICE. 


The object of these experiments was to determine the relative 
advantages of different angles for the threads of small screws, and 
two questions were proposed for trial :— 

1. Which angle gives the greatest frictional torque to resist 
unscrewing ? ; 

2. Which angle gives the greatest resistance to the tearing of a 
steel screw out of a brass plate or nut? 

To answer these questions, six pieces, of the form of fig. 3, were 


e | 5 
POSITION OF Mu 
Fic. 3. 


\ 


made of steel. On опе end, а, of each а thread was cut which was 
the same in every case, and was used only for the purpose of con- 
necting the pieces in the testing machine. The threads to be com- 
pared were cut on the ends, 5. Three kinds of thread were tried, 
two pieces being made of each kind of thread. 


The mode of trial is shown in fig. 4. A pair of these steel pieces, 
A A, having threads of the same kind at the ends, b b, were tightly 
screwed by the ends, a a, into a sleeve, F, so that they could not be 
unscrewed by the forces employed in the test. Om the ends, b ö, 
were placed brass nuts, в в, supported on steel collars, c o, which 
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rested in spherical seats in the brass pieces, D D. These last pieces, 
D D, were screwed into E E, the cast-iron terminal blocks of the 


testing machine. 
Two experiments were made in each case. 


]. With à steady pullon the specimens, the torque required to 
turn both screws simultaneously in their nuts was measured. This 
was ascertained by means of a small spring balance acting by a lever 


on the hexagonal sleeve, F. 


2. The pull of the testing machine was then steadily increased 


until one of the screws was pulled through the nut. 


The screwed pieces, a a, were turned out of tool steel, bright 
drawn rods of clockmakers’ silver steel, 4 inch diameter. The main 
object of the experiments being to find the force required to shear 
the thread out of the nuts, B B, by screws of given form, any defor- 
mation of the screw itself had to be avoided. The b ends of the 
steel pieces were accordingly water-hardened, and let down to a 
In the course of testing, one out of each pair of 
steel screws broke at the point where it entered the brass nut, ata 
The form of the 


spring temper. 


strain much below the calculated breaking strain. 
fracture was in every case that of the dotted line, c, shown in fig. 3. 


Prof. Unwin, to whom this point was submitted, supposes that this 
had no bearing on the strength or weakness of the particular forms 
of thread used, but was due to internal strains in the steel produced 


by the water-hardening, and to a slight bending force acting with 
maximum effect at the point where the screw enters the nut. The 
sphericalseats of the collars, c c, will not, he points out, wholly 
prevent the occurrence of this force. He suggests that had the 
screws been hardened in oil, this probably would not have happened. 
The sectional area of the cores of the screws was 095 square inch, 
and the breaking strain was expected to be about 13,500 lbs. Those 
that broke where they entered the nut broke at 5,600 lbs. (60* 
screw), 5,860 lbs. (50° screw), and 5,330 lbs. (40? screw) respectively. 
In a subsequent test one of them broke along the line, d (fig. 3), at 
10,280 lbs. Fortunately, in every case, a sufficient length of the 
screw was left after the accident to put on another nut, and in each 
case.a satisfactory result was obtained in a subsequent trial, the 
Screws being drawn through the nuts without being themselves 
broken. 
(To be continued.) 


THE OPERATION OF A COMBINED LIGHT- 
ING AND POWER PLANT.“ 


By J. Н. PERKINS. 


"In the early days the attention of managers was soon called to the 
fact that the supplying of a comparatively large amount of current 
for so short a time, as is the case in an ordinary commercial-lighting 
plant, was an expensive and rather unsatisfactory operation, 
necessitating either high rates and a limited use of the service, or 
the unprofitable running of the plant. 

Following up this idea came the introduction of motor and street- 
railway service, which materially helped matters by giving some 
day load. But still, in most of the plants, this power service was 
rendered from as many different kinds of machines, they very often 
being driven by separate engines. The result was that we find to- 
day, many plants composed of several classes of machines, each 
rendering its separate service, with no possibility of helping out one 
another in time of trouble, or of being combined as needed for the 
variation of load during the day. Each machine must do its service, 
whether there is light load or full load. This was and is an 
inefficient, unreliable and unsatisfactory way to run a plant of 
variable load and service. The best dividend-earning plant is one 
which, first, has the long-hour service, and, second, the one which is 
operated with economy and reliability. The first means the fur- 
nishing of as many- kinds of service as possible to get the load 
distributed throughout the 24 hours; the “second means the concen- 
tration of all classes of service in the same type of machines of 
various sizes to be combined as the load requires, and to be inter- 
changeable for reliability of service. 

This brings us to the advent of multiphase alternating current 
apparatus, which has made these refinements possible, and some 
plants of this type have already been installed. The plant which I 
represent at Youngstown has been through exactly this cycle of 
changes, and it is from the experience with its operation that I give 
this paper. 

We have attempted a difficult problem, that of giving satisfactory 
lighting, motor, and street railway service from the same system, all 
machines running in parallel and interchangeable. It is true that 
the correct plan for one plant may not be correct for another, and 
each plant must work out its own individual system, but by 
adhering to general outlines we may gain ideas which will apply 
to all. 

At Youngstown we are furnishing almost all classes of service 
from exactly the same machines and engines, and, at times from the 
same bus bars. The service includes incandescent lights, arc lights, 
fans, single and two-phase motors, and a street railway. The system 
in general is two-phase, 60 cycles, 2,000 volts, the lines being at a 
pressure of 2,000 volts direct from the bus bars, without station 
transformers. We still have many small machines of different 


* Read before the Ohio Electric Light Association, at Toledo, O., 
August 15th, 1900. Mr. Perkins is assistant manager of the 
Youngstown Gas and Electric Company at Youngstown, O. | 


classes scattered about the station. Some of these are run by two. 
ра motors, but there is no class of service which we do not 
nish, in part, from the alternating current system, and eventually 
all of the small machines will be discarded, and the service trans- 
ferred. At the time of the installation of the multiphase apparatus 
the plant had very little power work to turn over to this servi 
and only a few arc lights, which had been installed on 16,000 alter. 
nations. 
The incandescent lighting was planned for supply from a number 
of single-phase circuits, each circuit controlled by a double-throw 
switch to throw the circuit to either phase in case of unbalance, 
The switchboard panel contains the ammeters, switches, and fose 
blocks. No provision was made for regulation, all circuits coming 
direct from the bus bars and at the same voltage. At this time the 
primary voltage was changed from 1,000 to 2,000, and secon 
from 50 to 100. It was only by reason of this better efficiency 
in the lines and of close regulating transformers that good regula- 
tion was possible. At present we do not get very good resulta, but 
I believe that in time we shall have to put a regulator on each 
circuit with a voltmeter, regulating each circuit ing to its 
needs, and I think a well-designed plant should have this latter 
arrangement. 


Arc LIGHTING. 


The old series open-are commercial arc lighting is gradually 
being transferred to constant potentiel alternating current lamp 
run from the same system of wiring and transformers as the incan- 
descents. We believe that this has done a great deal to make u 
more money :—First, the station apparatus is more simple, more 
efficient, and more reliable than the old series apparatus; in fact, it 
brings the service to a common basis with incandescents. Sew, 
on a meter system you get your pay for service rendered, and en- 
tomers do not use the light-except when needed. Third, if oue 
consumer happens to have a dark store you do not have to turn on 
the whole system in order to supply this one. Не can have the 
light when he wants it, but he pays for what he uses. In this 
system you are master of your business, and I think you will agree 
with me when I say that with the series arc system for commercia! 
service on contract rates, you are not a master of your business to ifs 
fullest extent. We need no extra man for people on this new 
system, and the consumers are satisfied that the light is more steady, 
better appearing, cleaner, and more reliable than the old system. 
Some question the volume of light, but we have never had a con- 
sumer change back from the alternating current enclosed to the 
direct current series open when once the former had been installed, 
except where the consumer was not willing to go on the meter 
system. - 

The question may be asked, Do you find the operation of alter- 
nating current enclosed lamps successful?” In answer, I will state 
that at the start we did have trouble, but we have finally come t. 
the point where wé have little or none, in fact, as little as with the 
old series direct current lamps. By the introduction of these new 
arcs we have acquired considerable business around mills and 
factories running on night turn, which we have been unable to take 
with the other system. 


Мотов SERVICE. 


Our consumers own their motors, and can, of course, get very little 
for a second-hand direct current machine; therefore the transfer to 
alternating current is slow. When possible, all new work has been 
put in on the alternating system, and the old direct current machines 
are gradually coming out. 

The first motors were installed by combining two single-phase 
lighting circuits on opposite phases for two-phase motors, or on any 
of the single-phase circuits for single-phase motors. With the 


increase of motors the tax on the lighting feeders was too great, and 


it was sometimes inconvenient to keep these two circuits on opposite 
phases. We therefore made up a separate two-phase power circuit 
coming from the same bus bars, retaining, however, the single-phase 
motors on the lighting circuits. 

The two-phase motor circuit is arranged with a double-throw 
switch to operate from either the lighting or power bus bars. The 
power bus bars are referred to later on. By this arrangement it i: 
possible to separate the motors from the lighting altogether. 

The question most discussed in this connection is, “ What will be 
the effect on the lighting?” This is hard to answer on paper, aud 
the best answer is an inspection of the service in operation. 

The large inductive current on the starting of an alternating 
current motor is inherent, and the designers say we must always 
have at least some. The effect of this inductive current on the 
transformers and generators is the cause of poor regulation. The 
question is, how much will it affect the lights? There is consider- 
able difference in transformers on inductive drop. A certain trans 
former may have very good regulation on non-inductive or lamp 
load, but on a motor load it may be very poor. The choosing «i 
transformers for this work must be done carefully. However, if the 
motors and lamps are not fed from the same transformers, this will 
not apply, and it is more apt to be the case, for with motors of large 
size there will probably be a separate service. | 

I would call attention more forcibly, however, to the effect on the 
generator from the starting of alternating current motors. Centra! 
station men make a great mistake im expecting good regulation i: 
the operation of motors on small generators. The regulation of 
alternating current generators on inductive load із 1пһегепїїў 
poor. To be sure, there is a difference in generators, but any of 
them are poor enough. The capacity of the generator must be rela- 
tively very large to that of a motor, that the starting may not show 

on the lights. | 

As to the results in Youngstown :—Our smallest generator has 1 
capacity of 75 xw., and it generally carries the day lighting and 
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motor load. At noontime one can tell when the separate motors go 
on, by momentary drops in the voltage of from 1 to 5 per cent., 
according to the motors, which average from 4 to 10 н.р. But you 
must remember that this is only during the day at a time when 
this is not objectionable, and there would be no appreciable effect 
with the larger generator during the evening; and I think that I 
can safely say that we, at no time, have any effect on the lights 
from motors which any consumer or station manager could com- 
plain about; at least, we have no trouble from this source. There 
might be trouble with some of the smaller stations in trying to run 
motors on small generators at all times of the day, and I would 
recommend careful consideration against small, poor regulating 
generators on inductive loads for this service. 

As to the difference in the effect of single and multiphase motors 
on the lights, we find none, and it becomes a question of ease and 

of installation between the two. | 

As yet we have no series street arc lighting on the alternating 
current system, having gone no further than a few experiments, 
bat in discussing this point of inductive drop in generators it may 
be well to add that the regulating apparatus of the arc system will 
have more or less the same effect as the starting of motors, and with 
some form of a tus now being advocated, there must surely be 
an effect on incandescent lighting. 


(To be concluded.) 


== 
FLY-WHEEL CALCULATIONS. 


A yew figures and examples of the data and results of tly-wheel 
calenlations supplied to Cassier's Magazine by Мт. A. W. Wansbrough, 
may be useful. The total stored energy in a fly-wheel is given by 


the customary formula 275 where w is in pounds and v is the 


velocity of rim in feet per second. The boss and arms may be neglected, 
м this neglect simply improves the results obtained. Thus a 
3000-lbs. rim at 804 feet per second will have a stored energy of 
201,250 foot-pounds. The regularity of turning velocity under the 
variable effort applied to the pin depends obviously upon 
the ratio of such effort to the total rim energy. There are several 
duties that must be performed by a fly-wheel Its first 
duty is to spread the inequality of engine effort over a whole 
суде so evenly that the variation of speed during any 
part of a cycle shall not exceed a given amount. The second 
duty is to perform the same function for any variation of load such 
thst the speed may be kepf within certain limits defined by the 
governor and fly-wheel acting together. The governor controls the 
number of revolutions per minute within a certain percentage, and 
it is obvious that if a governor is sensitive to within 2 per cent. and 
the fly-wheel is only sensitive to something over 2 per cent. there 
vill be a rise and fall of the governor twice in each complete revolu- 
tion of an ordinary engine—4.e., a rise and fall each cycle of events. 
The variation of turning effort in all engines depends upon many 
factors. The chief is the fluctuation к or A Е of energy at the crank 
es and for reciprocating engines is usually awarded the following 
ues :— 


Early cut-off double-cylinder engines x = 037 
Sogo or ПВА гесеітег ш s „ k= be 
ingle-cylinder non- expansive we E O21 
Tandem. Full admission to half stroke ... к = 125 to 2 
Single-cylinder condensing... ves e. K ж 7148 
Single-cylinder, cut-off at half stroke. к = ‘15 
High speed, shaft governor en e K xm 6 
Single-acting hydraulic... T€ e EK mob 
Gas engines, Otto cycles. id e K = [0 


To make this clear the worst case of the gas engine is cited where 
k=1'5. Suppose the engine runs at N revs. per minute and indicates 


1 нр. Then the foot-pounds of work per revolution are 1 aud 


in the one explosive stroke there must be supplied not only the 
energy for that half stroke, but for three other non- explosive 


strokes or 1°5 revolutions, or 1⁄5 * 25000 foot-pounds. АП this 


time the speed must not vary more than, say, 1 per cent. above or 
below normal, or 2 per cent. in all. k being 1:5 or 3, we have 
| a 3 33,000 
04 wv = — oe, 
х 29 2 "w^ 
that is, 2 per cent. of the fly-wheel energy must not be less than 
1} times the work of one revolution. Reducing v? into terms of 
diameter and rotative speed, and feducing to tons, we have 


12 K D x м? i _ K 344,000 
Vis DA and w in tons = © x SS, 


a formula that is easily specialised for any case by putting in the 
value of к for the particular case, and in place of the divisor 04, 
or 2 per cent., substituting any other figure according to the per- 
centage of variation to be allowed. 

Thus an engine of 100 н.р. has к = 228, D = 10:52 feet, N = 90, 
and is permitted to vary 1 per cent. from the normal, or 2 per 
cent. overall. | 


Tuen-w zz 344,000 


.the first half of the stroke. 


228 
704 x 1067 x 729,000 = 0243 tons per H. P., | 


or 2°43 tons for 100 н.р. Clearly the regulating power varies as the 
mass, as the square of the diameter, and as the cube of the revolu- 
tions per minute. 

With violent load fluctuations, as in tramway work, the load may 
be entirely removed and half a revolution made before the driving 
power can be cut off by the governor. 

Assuming an engine with an efticiency of 80 per cent., we have 
four-fifths of the work of half a revolution to be stored in the fly- 
wheel, and the percentage of speed increase will be as + of 4 to 0:228, 


4 
or from 2 per cent. to 2 x 228 34 per cent. above normal for that 


one-half revolution only. The author first gives the percentage 
divisor as double the total percentage variation, and afterwards as 
equal to this. Thus1 per cent. from normal, or a range of 2 per cent., 
gives a divisor '04, on the ground that resistance to velocity change 
varies as the difference of the squares of the maximum and minimum 


Ф 


LAT T d s 
or as 3 — (v? max. — v? min.). Later on ho con- 


2g 
firms this, and afterwards says that the divisor for a vnriation of 
2 per cent. from normal is 04, whereas it should be 08 by his first 
statement. 

Stresses in fly-wheels are next considered. The total stress at any 


velocities, 


. Ф LÀ * Ф W y? * Ф . 
point in a revolving rim is -—- where w is the mass of the rim in 


pounds and v is in feet per second. The unit stress is thus found by 
dividing by the cross-section. As the mass and strength both vary 
as the cross-section, it follows that for a given margin of safety 
every material has its safe limit, usually taken at 80 feet per 
second for cast-iron, which, however, is often called one mile per 
minute, or 88 feet. At this velocity the tension in a rim is 750 lbs. 
per square inch for iron, and this is the stress to be carried for 
every square inch of rim section by the fastenings; moreover, 
in a rim tied down to arms the segments of the rim may act 
simply as beams, and not be in ring tension at all. 

Having ascertained what should be the dimensions of a tly-wheel, 
it remains, then, not to exceed them. Already the boss and arms 
are neglected, ‘and, in high speed engines especially, the cyclic 
variation is usually diminished by the action of the moving parts. 
It should also not be overlooked that the effect of the piston and 
other rectilinearly moving parts may be considerable. Where, 
for example, load has been thrown off after steam admission, 
the engine tends to run away under the iufluence of the 
oharge of steam and of the pressure exerted on the crank 
pin in the latter half of the stroke. This runs up the 
governor to the cut-off point, and on the next stroke 
there is not only no steam to keep the engine going, but a back pull 
by the heavy pistou which absorbs energy in acceleration duriug 
It is thus open to question whether in 
engines with very sudden load changes the excessively heavy moving 
parts of the Porter-Allen type of engine are desirable, however well 
justified for steady loads. 


ELECTRIC DRIVING: ITS POSSIBILITIES 
AND LIMITATIONS. 


THERE is no doubt that the determining factor in the development 
of electric driving is the cost of energy, and while this may be said 
to be practically settled in the case of large establishments where 
the cost per unit is never likely to be high, it is clear that no great 
impetus will be given to eleotric driving among small power users, 
абоза the public systems of supply charge а low price for energy. 
It is doubtful how far a maximum demand indicator system 
aids in the development of motors on a town's supply, especially 
when the reduced price does not become effective till after 
the first two hours. No doubt there are many instances where the 
average work of an electric motor is less than an hour's run per day, 
and though a supply company or a municipality may airily say 
that they do not want such consumers, it is always a matter of 
regret to turn business away. 

Mr. H. A. Mavor some little time ago, iu a paper before the 
Glasgow section of the Institution of Electrical Engineers, dis- 
cussed the question of electric driving, not so much as regards the 
economy effected as compared with other systems of transmission, 
but from the point of view of the machine itself. As the author 
points out, from the users’ point of view, efficiency is usually a 
matter of secondary consideration, until the experience of com- 
parative bills of cost induces a more intelligent inquiry into the 
relative values of the motors. If a careful series of tests were 
made on the efficiency of various motors on the market, we might 
be startled at the consumption of electrical energy per effective 
H.P.-hour. Small motors undoubtedly present many difficulties from 
both the manufacturers’ and the consumers’ point of view, and in order 
to mect some of these Mr. Mavor appears to favour the series wound 
motor for small sizes, especially when intended for high voltage. 
No doubt such a motor would have some advautages over shunt 
wound machines; it would appreciably affect the size of the start- 
ing resistance, but we should be inclined to doubt whether the 
series motor could be made so universally adaptable as the shunt 
machine. We are glad to sce that Mr. Mavor tilts at the Insurance 
Companies on the subject of enclosed motors, for they are in many 
cases imposing the most absurd regulations. The author, howcver, 
suggests a method of dealing with the Insurance Compauies which is 
worth quoting: — The best way to deal with the companies iu such 
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matters is, while treating them confidentially in the way of 
explaining what are the real dangers, and how they ought to be 
avoided, and giving them every encouragement to insist upon good 
workmanship, to be perfectly firm in refusing to adopt any absurd 
measures, such, for example, as placing motors ou insulated non- 
combustible bases." No doubt enclosed motors are very desirable 
in certain cases, but to insist on them everywhere is quite 
unnecessary. In fact, we doubt very much whether all Fire Offices 
have a sufficient appreciation of what is dangerous and what is safe 
in a motor installation. As Mr. Mavor points out, the starting 
switch is a much more probable source of danger and, in fact, much 
yet remains to be done from the designer's and manufacturer's stand- 
point, to make the starting switch, even for small motors, a thoroughly 
satisfactory article. The liquid switches largely employed in 
connection with some of the electric lighting stations seem, on the 
whole, to give satisfactory results; but the arrangement is more 
cumbrous and expensive than it ought to be, and is too hable to 
get out of repair from corrosion or to become ineffective from 
evaporation of the liquid. The American types of wire starting 
switches, which have been largely imported into this country, are 
not satisfactory, and, in fact, the problem is still an open and 
unsolved one. 

— Attention has been more than once directed in these columns to 
the remarkable absence of data, regarding the application of electric 
driving to various industries. Occasionally, one is gratified by 
coming across attempts to sxstematise the results that have been 
attained under some conditions, but one never knows how far they 
can be applied to general conditions. Isolated attempts have been 
made to procure reliable information, but the facts that have been 
published, have been not always convincing. On one phase of the 
subject, however, that of transmission by shafting v. electricity, a 
Committee of the American Railway Master Mechanics! Association 
has made prolonged investigations and has embodied the results in 
an elaborate report, which we dealt with in our issue of September 
28th. Appended to this report was the following table, which 
vives the power required for machine tools of various types, aud 
which may be regarded as likely to be based upon reliable tests:— 


another pair of arc lamps, and on inquiry at the company’s office for 
voltage, they inform us that the present voltage is 110 direct cur- 
rent, but they are altering the voltage to 220 volts, and without 
giving us any previous notice they will connect us in a month or 80 
on to the cable carrying the 220 volte, and that we shall have to put, at 
our own expense, extra resistance coils to choke down the power, 
which we shall have to accept but cannot use through our lampa, or 


рш down a transformer, which would cost us about £60. We should 


ike you to let us know: 

“1. Are we obliged to accept the alteration in voltage? 

“2. And if во, are we bound to pay the cost of extra coils or trans- 
former ? 

The manager of the company suggests that they must consult the 
Corporation, who have just taken over the electric supply, and see 
if they will put us in a transformer and charge us a rental; but he 
cannot decide this for the present." | 

%“ The question put by J. C. G.“ has already been dealt with 
on more than one occasion in the columns of the Ётистиїси, 
Review, but in view of its importance and of the somewhat 
peculiar features presented we are willing to consider it once mor. 

With regard to the first question, it appears that our correspondent 
is not bound to accept the alteration in voltage unless that change 
has been made “with the permission of the Board of Trade, and 
upon such terms as the Board of Trade may impose.” The text of 
Regulation No. 5 of the Board of Trade Regulations, 1895, ийй 
relates to arrangements for supply made to consumers after pe 
as follows :—-“ The standard pressure shall be fixed by the wim 
takers and shall not be altered except by permission of ie 
local authority, and upon such terms and conditions as the local 
may impose.” The words Board of Trade” are substituted for “К 
authority " in orders made in favour of a local authority, sad 
presumably, therefore, in cases where the undertaking is transferred 
to the local authority. By the next regulation it is provided thet 
the pressure declared . . . . . shall not at any time be altered ot 
departed from except in consequence of any authorised alteration of 
the corresponding standard pressure. 

From the foregoing rules it is apparent that the Corporation has 


| Horse-power required. 
| 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, ꝙc., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


“J.C. G.“ writes:—'' We shall esteem it a great favour if you will 
ndvise us through your Legal Column what to do under the follow- 
ing circumstances. Some two years since we laid down plant for 
producing half-tone blocks, running cable from the company's ser- 
vice to carry 2 н.р. motor, four pairs of 25-ampere arc lamps, and 
the necessary small lamps. Up to the present we have only been 
using thc motor and one pair of arc lamps. We have lately ordered 


по power to force our correspondent to take the current at increased 
ressure, unless it has obtained the consent of the Board of 
rade. Moreover, it is liable to penalties for refusing to comply 

with the regulations. E | 

With regard to the second доп addressed to us, we think 
that under no circumstances could “J. C. G.” be compelled to pay 
the cost of extra coils and transformer in order to supply to the 
Corporation the means of furnishing current at increased pressarc. 
То make a demand of this kind would be an unwarrantable exercis 
of their powers on the part of a supply company. 

P.S.—Before “J. C. G.” takes any steps to oppose the Corpin- 
tion, we would recommend him to ascertain whether (a) the loc! 
authority consented to the alteration of pressure before, or i^ 
whether the Board of Trade gave their consent after the transfer ol 
the undertaking. If such a consent has been given we fear he must 
suffer. ` 

[We hope to deal with the letter addressed to us by a firm in 
Baker Street in our issue of next week.] 


i 


Tool. Nature of work. rae ra S A Remarks. 
| Empty, load. load. сайа 
i 
| Wheel centre GM 44 79 2 | Light cut. 
70-inch wheel lathe |а wheel centre a 47 08 20 j-inch deep cut. 
56-inch  ,, $ 1:5 5:2 6:2 2 
Horizontal lathe 56-inch wheel centre — 4°3 71 1 5 n 
Large double frame planer ... Two frames ... s: 11:0 Сз 21`6 2 a A 
Slotter, 18-inch stroke Frames E T is 2:3 50 108 1 Heavy cut. 
5. 12 1 Wrought-iron, 6 inches thick 1:5 21 6:5 1 
36-inch planer... Frames ae dox { a is N | ; 
` | f 1-inch drill, wrought-iron ... 97 1:04 29 1 
Drill press 20s hs T | Hine » з Ee 97 1:92 2:2 1 f 
a 2]-inch ,, » 97 1:94 2:85 1 
Boiler plate shears ^... -inch plate, steel... D 9 5 3:5 6:0 19:0 1 d | 
j „ rolls ofits {41-inch x 10 ft. 6 ins. long, steel... 4°5 14°4 19:8 d | 
Jib crané, 10-ton, 10-H.P. motor E WEGE "E MI 
11 6-ton, 8-H. P. „, bs ў 6 „ jas ni 12: 11:6 
Travelling crane, 5-ton ds s „ and carrying 4 tons 11:9 193 
| : Empty a T 34 T 
Planer ... | ou tool dd T4 
Twotools . zn 140 
А Empty 928 Те 15:0 ТЕ 
| Six planers ... ae bu 20˙0 - | 
Shafting Four milling machine | 26°0 . 
| Two lathes ... » mm 30:0 Я 
| One buff wheel i n 340 і 
Planer and siding machine ... 6-inch oak flooring ... 8:0 32:0 Top and sides planed.” 
24-inch planer... si а 12-inch yellow pine is 2:5 11:0 Top only. i 
Moulding machine  ... n 64-inch yellow pine carlin... 1:5 8:5 Four sides. 
Daniel 30-inch head planer ... ... | Oak tender end sill 3°7 88 Cut -inch off top. 
"Three-spindle boring mill. - „ 2-in. bitte А 0:5 2:5 bet А 
Large tenoning machine ja , end sills Ет. Кт 30 70 32 inches x 5 inches X 
Circular rip saw, 28 inches diameter „ 9 inches х 4 inch cut. 1:5 20'0 [10 inches cut. 
Band saw blade, 14 inches wide „ 12 inches thick 15 60˙0 
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CURRENT SPECIFICATIONS. 


XXXIHL.—BOOTLE EXTENSION PLANT. 


SUMMARY. 


lout Required.—One steam dynamo, to have an output of about 


250 KW. 

urreni and Voltage.—480 amperes x 520 volts. 

Type of Engine.— Vertical compound condensing high speed type. 

міри! of Enginz.—To run dynamo at full load when supplied 
«ith steam at 160 lbs. pressure, and exhausting to atmosphere. 

Total Length of Combined Se. Not to exceed 17 feet 9 inches. 

lupe of Gorernor.—Crankshaft centrifugal, acting on throttle 
‘are, capable of controlling the engine within 4 per cent. from full 
» no load, to be capable of adjustment whilst running. 

Tine of Dyname.—To be of usual “inverted” type, direct 
„pled to engine, and suitable for either lighting or traction work. 

Гале of Voltage.—440 to 525 volts at constant speed by means 
f shunt resistance. 

Prmissible Temperature Rise.—To be not more than 70° F. above 
«monding atmosphere after six hours’ run at normal full load. 

Suam Consumption.—Not to exceed 23 Ibs. per B. H. p. per hour at 
^ load; 25 lbs. per B. H. P. per hour at three-quarter load; 28 lbs. 
wr pace. per hour at half load, when plant is running non-con- 
owing and supplied with dry steam at 160 lbs. per square inch 
csu at stop valve. 

‘whine Egicieney.— The combined efficiency of the set at full, 
‘re-quarters, and half load to be stated in tender. 

Dye of Completion — August Ist, 1901. 

eon Late Completion.—One per cent. per week, or part of a 
week, 

Tems Payment.—s80 per cent. on completion, 10 per cent. one 
woth later, 10 per cent. at discretion of engineer until end of 12 
nosths period of maintenance. 

“pulations as to Removal of Foreman.—None. 

spalations us to Wages paid lo Workmen.—Satisfactory. 

Arifration Proposals.—Satisfactory. 
Lote for Receipt of Tenders.—October 13th, 1900. 


This specification has been prepared by Mr. W. В. Wright, 
Le borough electrical engineer, and in many respects it is 
imong the best we have noticed in these columns. The 
~yuirements are clearly and tersely stated, and within wide 
ils the contractor is permitted to meet them iu his own 
"Uy There are indications that a two-pole dynamo would 
«preferred in place of the usual multipolar, hut contractors 
“at perfect liberty to offer their standard designs. 

‘will be noted that, though at present the plant will be 
‘ted non-condensing, the engine is to be in every way 
viable for working condensing at a later date, without 
Luly an excessive amount of oil. 

‘he steam consumption demanded, viz., that when work- 
" non-condensing, and supplied with steam at 160 lbs. 
“are per square inch; at the engine stop valve 23 lbs. 
7 ан.р-Попг at full load, 25 Ibs. per B.H.P.-hour at three- 


inter load, and 28 lbs. per B.H.P.-hour at half load, though. 


^ir are by no means unattainable. 


Looked at from a technical standpoint, a plant could be 


"pied to meet the requirements of this specification which 


11 be an excellent and economical machine at a reasonable 
*, because no expensive deviations from standard patterns 


Fold be necessary. 


While this latitude to the contractor is permitted as to 


сш, the general conditions thoroughly guard the pur- 


seers against inferior workmanship, for we find that :— 


The whole of the material and workmanship must be of the best 
cg of their several kinds, and in every respect to the salisfuction 
^ electrical engineer for the time being of the Corporation, who 


YI have full power to reject all or any of the materials or works 


ON за his opinion, are not in accordance with the specifications and 


^ or these general conditions, or are defective for any reason 


aud such materials shall be entirely removed by the con- 


“tor, or such defective workmanship shall be altered or re- 
‘cated by him within 24 hours or other reasonable time after 


Чеп notice by the engineer to that effect; and in case of non- 


Aerials in p 


77Папсе by the contractor, the engineer shall have power to 
Ly other persons to remove such materials and supply other 
thereof, or perform such alterations or rc-execu- 
"of work; and any expense in so doing shall be defrayed by the 
птасіот, or may be deducted from any moneys due, or to become 
' to the contractor, or recovered by action, as the Corporation 


be advised. 


While making all reasonable demand as to rates of pay 


ез to workmen, there are none of the irritating stipula- 


"* re overtime, notices in workshops, penalties for 
ers only for non-observanee, &., which render some 


of the specifications 


issued by public authorities во 
objectionable. 


The clause in question reads :— 


In the carrying out of the contract. the contractor shall be bound 
by the provisions in this clause contained ercept so far as the contract 
relates to the supply of raw materials, patent articles and natural 
products. 

a. The contractor shall not sublet this contract except such portions 
of the work as would not be produced or executed by hin in the 
ordinary course of his trade or business and which may be sublet 
by him to any person or firn approved by the Corporation subject 
to the provisions hereinafter contained. 

b. The contractor or any such sub-contractor shall provide a sufficient 
number of workmen who shall he paid such rate of wayes and observe 
such hours of labour as are the recognised standard of wages for. com- 
polen workmen, and hours of labour respectively in the particular 
trade or trades engaged in the carrying out of the contract. 


We see nothing in this which any of our leading firms 
need take exception to, and the exception of the contractor 
from enforcing labour demands upon the manufacturer of 
raw materials is an appreciation of the difficulties at present 
experienced in getting supplies which it is rare to find in 
public authorities. | 

The clause referring to arbitration is also acceptable. It 
is unlimited in its action, and provides for the reference of 
any dispute between the engineer and contractor to arbitra- 
tion. It is drafted in a form which may well be copied 
in other specifications, for all the essential points asked 
for 1n the standard clause are conceded. 

It states :— 


In case any doubt arises as to the intent and meanina of the sjecifica- 
fion or plans, or these general conditions, or iu case any difference 
or dispute arises between the Corporation and the contractor, the matter 
shall be referred to the engineer, but if the Corporation or the con- 
tractor refuse to accept the decision of the engineer, the matter in 
dispute shall be referred to and he settled and adjusted by the President, 
for the time being, of (he Institution of Civil Engineers, or some member 
of the Institution nominated by him, whose decision in all matters, 
including the cost of such reference, shall be final and binding on 
the parties hereto, and the contract shall be deemed a submission 
within the meaning and for the purposes of the Arbitration Act, 
1889. ; : 


SOME INTERESTING FAULTS MET WITH 
IN CABLE MANUFACTURE. 


By J. WRIGHT. 


E 


A FAULT, whatever its nature, is at all times abhorrent to 
the electrician in charge of a network, but becomes more 
or less an object of interest when its position has been cor- 
rectly localised, from tlie point of view indicated by cause, 
effect, and future prevention. In no branch of the pro- 
fession are a greater variety of faults and their causes to be 
met with than in that of cable manufacture pure and 
simple; such faults arising, ın process of manufacture, from 
carelessness on the part of the operatives, inadaptability of 
machinery to a specific purpose, or other unforeseen circum- 
stances. 

It is with the object of interesting the reader, and at the 
same time exhibiting the difficulties which the much-maligned 
and long-suffering manufacturer has perforce to contend 
with, that the following paragraphs have been written. | 

In rubber and gutta-percha insulated wires and cables, the 
faults most commonly met with are due to foreign matter 
and impurities in the insulating medium. Both rubber and 
gutta-percha, in the raw state, are essentially impure, owing 
to the local conditions governing their collection. For this 
reason they have perforce to undergo an exhaustive series of 
purifying processes before their final application to the cable : 
or wire which they are intended to insulate, such as repeated : 
washings in several waters, mastication, sieveing through a 
gradually decreasing mesh, &c., but despite these precautions, 
impurities will often find their way into the final result, with 
disastrous effect. Cleanliness and care are essential in cable 
manufacture; the presence of any foreign matter, especially 
in gutta-percha, will make itself evident in the final tests, 
however slight its proportion to the total mass of insulation. 
Such faults as these, due to impurities, are seldom found by 
inspection, to a rigorous system of which most core is sub- 
jected in its unfinished state, with the single exception of 
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gutta-percha core, which, by its homogeneity of texture and 
monotone tint, readily lends itself to a minute visual inspec- 
tion, which, with practice and experience as exemplified in 
some of the old hands in the trade, serves to eradicate most 
of the faults due to this cause. The remainder have to be 
localised electrically, to which end there are many systems, 
all more or less suitable according to local circumstances, and 
which lend themselves, in the majority of cases, to actual 
spot localisation. 

Among the many impurities which find their way into 
rubber and gutta-percha compounds are wood, fibre, dirt, 
splinters of metal, mineral matter, &c., all of which, by their 
presence in the mass of the insulating sheath, tend to reduce 
its thickness, and, in many cases, form a direct, conducting 
path from the conductor proper to the exterior of the core. 
The magnified appearance of a fault of this nature is repre- 
sented in fig. 1, where «æ is the conductor, b the insulation, 


and e the impurity causing the fault. In the example shown, 
the foreign matter, such as a fragment of wood, for example, 
is represented as forming a direct path from the conductor. 
A less prominent case is denoted at ci, where the impurity is 
totally imbedded in the insulating sheath ; this would, in all 
probability, not become apparent as a decisive fault, but 
rather make itself felt in a local reduction of the insulation 
resistance, owing to the lesser thickness of the otherwise 
uniform insulating sheath. 

Now, as to how these impurities find their way into the 
insulating medium :—Ordinary dirt and impurities may be 
generally accounted for by insufficient washing and mastica- 
tion, but minute splinters of wood, for instance, may be 
accounted for in a different way. The rubber, previous to 
its application to the conductor, is in the form of rolls of 
sheet, mounted on a cylindrical wooden mandrel in a lathe, 
for the purpose of cutting it by means of a knife tool into 
rubber tape of varying widths, in which condition it is 
applied to the cable or wire; if the tool be advanced too 
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deeply into the thickness of the roll ite extremity reaches the 
wooden core, and in all probability cuts it slightly, the sub- 
sequent splinters, if the wood be soft, being commingled with 
the last layer of rubber. This cause of fault has been 
eradicated in many factories by making the cores of hard 
wood and dispensing with the final 6 inches, or во, of rubber 
tape, when running through the machine, an additional safe- 
guard being provided in the shape of a stop to limit the 
depth of penetration of the cutting tool. 

Fragments of metal, copper, tin, &c., are frequently 
separated from the conductor itself іп • the following 
manner: — The smaller sizes of strands and single wires 
generally are covered with rubber by compression, t. e., the 
conductors, together with two strips of rubber one above and 
the other below, are passed between pairs of accurately 
turned hard steel rolls, which are grooved semi-circularly, 
such that at the point or line where they meet and revolve 
against one another, they form a complete circle equal in 
area to the cross-section of the finished or rubber-coated 
core. The seam or junction is secured to perfection by that 
property of freshly-cut rubber surfaces known as cohesion. 
Now, it is obvious that to secure centrality of the conductor 
it must pass absolutely through the centre of the circle 
formed by the groove in the two rolls; this is generally 
secured by passing it through frictionless guides, and also 
by maintaining the wire or strand taut between the limits of 
the machine by means of tension devices. Notwithstanding 


these precautions, it frequently happens in the case of 
stubborn wires or strands, such as 1/12 or 7/14 for example, 
that a slight kink in the bare conductor will pass between 
the rolls unnoticed, the existing tension being insufficient to 
straighten it. In a mild case, this usually results in throw- 
ing the conductor out of centre, as represented end-on in 
fig. 2, such that the insulation is very thin on one side and 
correspondingly thick on the other, which has an obviously 
deleterious effect upon the ultimate insulation resistance of 
the core. ` 
In extreme cases, however, as with a bad kink, the 
periphery of the conductor itself passes at one point between 
the contact surfaces of the rolls, and is squeezed out into 


a | 2 


a species of metal fin, surrounded on all sides by rubber, but 
usually with its extreme edge exposed, as тергезеп in 
longitudinal section by fig. 3, where a represents the о 
ductor as before, b the insulation, and c the fault. 

Fibrous impurities, such as cotton, jute, &c., frequently 
occur, and, absorbing moisture by capillary attraction, pre 
vide direct conducting paths from the conductor to the 
exterior. 

Another frequent cause of fault is the cohesive seam 
before alluded to, which requires to be subjected to perfect 
compression by two meeting surfaces to ensure ite satisfac- 
tory production. If the rolls by which it is produced be not 
accurately surfaced and re-turned from time to time, the — 
wear and tear consequent on frequent and daily use ce 
them to become untrue, with the result that they do nct 
actually meet, and the subsequent seam is in consequence 
imperfect, and tends to open again at that peint instead of 
becoming, as in the case of a perfect seam, homogeneous with 
the remainder of the insulating sheathing. | 

This cause may be practically eliminated by systematic 
inspection and overhauling of rolls, as now adopted in 
leading cable factories. | | О, 

А very frequent cause of local weakness in insulation — 
the absence of pure rubber at certain points along the охе 
The pure rubber, which is the first coating applied to the 
conductor in vulcanised rubber-covered cables and wires, ж 
especially in the smaller sizes, responsible for a considerable 
percentage of the ultimate insulation resistance, and, if ca- 
spicuous by its absence, tends to lower the final шеро 
result obtained. This absence of the coating is explained s 
follows :—The pure rubber takes the form of a very thin 
coat applied spirally to the conductor under tension, t4, 1t k 
stretched in position, each turn or lap overlapping the last by 
an amount sufficient to produce a perfect homogeneous join 
by the aforementioned property of cohesion. If the rubber 
should give way at any point through inherent weaknes o 
careless jointing, its natural elasticity causes it to run back 
for a short distance, and во leave the conductor exposed 4 
bare portion of the conductor exposed in this manner mj 
pass over unnoticed by the attendant, and receive ite si 
sequent coating of compound rubber, which hides t 
original fault until it is exposed by the subsequent elec- 
trical tests. For this reason, what is known as a “ double 
lap” of pure rubber, though slightly more expensive in prime 
cost, gives much better results, in that any s left by the 
first coating are almost invariably covered by the second 
layer. This cause of fault has now been almost entire 
removed by a rigid system of visual inspection of th 
unfinished core both entering and leaving the machine. 

A very common manufacturing fault met with ! 
vuleanised rubber-covered cables is that caused by a fattes- 
ing of the insulating sheath due to excessive pressure "^^ 
in a plastic state. Most compound rubbers before vulcanz 
tion are more or less of the consistency of putty, aud, C: 
quently, if subjected to any excessive weight or pressum i!i · 
to flatten and lose their circular conformation. In ort 
undergo the process of vulcanisation, the taped core is wiii 
on cylindrical metal drums, which are then placed in!“ 
vulcanising receiver. If an excessive length of соге, тити. 
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into several lavers, be wound on these drums, the upper 
layers tend to press and contract on the underneath ones, 
thereby producing a flattening of the insulation, which—the 
rubber being then in a plastic state—becomes permanent, 
and, in extreme cases, causes the conductor to become 
expred by sinkage through the surrounding rubber. Two 
fanls of this description are represented in transverse 
tion in fig. 4, а being a mild case, and & an extreme опе, 


а, Ъ 
Le | «э 


Fio. 4. 


The taping, previous to vulcanisation, is also frequently 
responsible for certain faults, of which the following are 
typical specimens :—The “ proofed ” tape is applied spirally 
to the rubber-covered core under mild tension from a rapidly 
reating “head.” The tension is regulated by a nut and 
friction washer on the bobbin spindle; and if this be too 
‘tightly adjusted it causes the tape to draw in at its edges, 
and, hy excessive pressure, cut into the surface of the plastic 
nivaleanised rubber, producing a fault, illustrated to a 
dightly magnified degree in longitudinal section by fig. 5. 


А second taping fault which the writer has met with was 
due to the jointing of the tape, where one bobbin ran out, 
ux another started. This jointing is sometimes effected by 
the application of a slight touch of pure rubber solution, or, 
mother cases, by hammering the two “ proofed” surfaces 
together on а flat base, and trusting to cohesion to secure the 
jit, The fault under consideration was caused by the 
former method, in which a somewhat liquid solution had 
ктеу been employed to excess; the overplus of naphtha, 
or other solvent, had in this case dissolved a large portion of 
the rubber immediately beneath the tape join, and thereby 
pitted the insulation in such a manner as to render it defec- 
tive, Similar faults were experienced in this particular length 
Ч core at almost every tape joint. 

Another result of tight taping is what is technically known 
a“sewing of the rubber, which consists in the plastic 
ribber forcing its way under pressure of the encircling tape 
tbrongh the interstices of the fabric, and assuming a bead- 
ike formation on the exterior surface of the core: in this 
manner the true thickness of the insulation is diminished, 
und its insulating qualities thereby impaired. 

Broken wires and strands, especially in the smaller sizes, 
a constantly recurring source of trouble in cable manu- 
чеше, mainly owing to the fact that almost all cable 
wachinery is started and stopped on the ** fast " and “ loose" 
jalley system, a very erroneous one, under the circumstances, 
“т this class of work. Almost all cable machinery, whether 
ubber-covering, taping, braiding, compounding, or armour- 
"gand serving, has a tension device of some kind, acting 

тоге or less directly on the cable attached to it, and the 
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“аш of а sudden start оп a hitherto stationary conductor 
"Wn he better imagined than described, Numerous faults 
5 Pars cause alone, large cables, having a conductor 
OP E 2 inch or even more, being broken in this 
Meer Рн the саве of small single wires, provided tlie 
ойган 5 great, the broken extremities of the con- 
inherent 5 held in intermittent contact by the 
i ne y of the encircling rubber, which remains 
je Gonal а ыш Ln greater trouble in localisation. The 
wed by fig. 6. of a fault of this description is repre- 
us b emat single wires are often the result of over- 

aming in jointing, the copper at that point 


being thereby rendered “short” or brittle. - For a similar 
reason the use of an acid flux in soldering electrical con- 
ductors is tabooed, as the smallest trace of such a flux 
remaining on the finished joint will in time exercise a cor- 
rosive action on the’ metal thereof, tending in most cases to 
ultimate severance of the conductor, or, in апу case, to the 
introduction of a high electrical resistance at that point. 
Another form of fault which is occasionally met with in 
stranded conductors, especially when the conductor is of that 
particular quality technically known as “hard drawn,’ is 
that due to what is known as “bird cageing," which con- 
sists ina general tendency on the part of the component 
wires to unstrand, causing them to bulge out of their normal 
position and engulf the surrounding insulation. The 
appearance of a normal and “ bird-caged " strand of seven 
wires is represented in transverse section by « and b, fig. 7. 
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Lead sheathing, which is so universally adopted as a 
mechanical protection for electric cables and wires, is 
responsible for several faults. In fibre-insulated cables, the 
imperviousness of the lead sheathing is the only guarantee 
of quality, in that a pinhole, extending through the thick- 
ness of the sheathing, will ultimately develop into a fault by 
the entry of moisture at that point. Such pinholes and 
flaws are frequently caused by the presence of minute 
quantities of red lead in the bulk of the metal, which passes: 
through the press and ultimately presents the appearance of 
a small crack or flaw iu the surface of the lead as repre- 
sented in fig. 8. 


Fia. 8. 


Other manufacturing faults in the lead sheathing process 
result from over-heating of the metal, &c., and frequently 
lead to the destruction of the actfal insulating material 
while passing through the press. 

The above-mentioned faults represent only a small per- 
centage of the many which arise in process of cable manu- 
facture, and are the result of observation on the part of the 
writer at some of the leading cable factories. They are in 
many cases responsible for the delay in execution and 
delivery of cable contracts, being, in the majority of cases, 
unforeseen, or due to carelessness on the part of the operatives. 
In some cases the fault lies with the customer, who, for thie 
sake of а few shillings, will insist on a large single conductor 
or other erratic specification of his own personal conception 
instead of accepting the standard designs which ‘have stood 
the test of time. In the writer’s opinion, 1/14 is the safe 
limit for a single conductor; after that size is passed, 
stranded conductors should invariably be employed; they 
are more flexible, easier to manipulate, and carry a more 
reliable guarantee of quality than a single conductor of 
equivalent cross section, 


NEW PATENTS AND ABSTRACTS OF. 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
Agents, 822, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 

? 


10,3124. “Improvements in and connected with wireless telegraphy." C. E 
WirLsoN. (Date claimed under Patents Rule 19, June 6th, 1900.) Dated Sep- 
tember 24th. (Complete.) 

16,966. Improved electromotor,” 
(Complete.) 


A. E. SAUER Dated September ith. 
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16,083. 
24th. 


16,993. “Improvements in or relating to trolleys for use in electric traction." 
J. G. Lister. Dated September 24th. 


17,003. Ар application of electricity to the imitation of snakes, reptiles and 
insects for theatrical and other purposes." C. ALiAs and J.J. Wexner. Dated 
September 24th. 


17,0833. An improved electric nutomatieally indicating target for vitle prac- 
tice." P. W. MENTIELD and E. Tozer. Dated September 25th. 


17,049. Improvements in coin operated electric meters.“ 
E. Weser. Dated September 25th. (Complete) 


17,077. “Improvements in arc lamps.” H. S. Dopp and R. I. BASNALL, jun. 
Dated September 25th. 


17,110. '* An arrangement of connections for sets of electric glow lamps in 
series so as to maintain the circuit in case of the extinction of one or inore of 
the lamps.” Siraens Bros. & Co, Limiten. (Siemens & Halske Aktien 
Gesellschaft, Germany.) Dated September 26th. (Complete.) 


17.125 “Electric generators for military and other cycles," 
Dated September 26th. 


17,128. Improvements in magneto-telephones.” 
Rabbidge, New South Wales.) Dated September 26th. 


17,181. “ Improvements in and relating to incandescence clectric lamps.“ 
C. A. Henny. Dated September 26th. 


“ An improved electrograph." W. C. E. FABER. Dated September 


F, КнАкМмЕН and 


Н V. WEYDE. 


H. E. Newton. (Parnell, 


17,135. "Improvements in electrodes for accumulators.” H. J. Happan. 
(R. Goldstein, Germany.) Dated September 26th. 

17,154. “Improved mode of attaching glass shades to electric light and the 
like fittings." J. A. ELLIS. Dated September 27th. 

17,160. "Improvements in electrical fuse-boxes.” A.D. SMirH. Dated Sep- 
tember 27th. 


17,172. “ Improvements in electric switches.“ V. G. Lironi. Dated September 
Z1th. 

17,174. “Improvements in carbon brush holders for dvnamos." 
Bros. & Co, LIMITED, Germany, 
Germany.) Dated September 27th. 

17,184. “Improvements in electric switches.” 
Кноркѕ. Dated September 27th. (Complete.) 

17.194. A fusible alloy specially adapted for use as an electrical circuit 
breaker." R. Pearson., Dated September 27th. 

17,211. “Improvements in clectric conductors, 
L. MarsH. Dated September th. 

17,234. “Improved means for generating variable electromotive fórce." J. E. 
Minter. Dated September 28th. (Date applied for under Patents. &c., Act 
1883, Sec. 103, March 1st, 1900, being date of application in United States.) 

17,946. "Improved prepayment of electricity meter with coin-freed control 
mechanism." B. Avena. Dated September 28th. (Complete.) 

17,262. 
WnuiGHT and THE RRABONW MANUFACTURING COMPANY, LIMITED. 
tember 28th. 


SIEMENS 
(Siemens & Halske Aktien Gesellschaft, 


J. M. Hgwirr and W. G 


casings, or conduits." 


Dated Sep- 


17,989. “Improvements relating to automatic electric switches." A. H. 
Apams. Dated September 29th. 

17,293. An improved thermo-regulator or thermostat." R. KANN. Dated 
September th. (Complete.) 

17,294. “Improvements in or relating to clectric telegraph or telephone 
instruments.“ A. J. BocLr. (A. Bannerman, South Africa.) Dated Septem- 
ber 29th. 

17,310. “Improvements in apparatus for the generation and electrolytic 


application of electric currents.” 
India.) Dated September 20th. 


F. E. ELMOEKE. (Partly by J. O. Б, Elmore, 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


— — — — 


Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 823, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stampe). 


1898. 
22,600. ‘‘ improvements in incandescent electric lampe.” The British Thomson- 
f Company, Limited. (Q. B. Painter.) Dated бы 27th, 1898. Relates to 


incandescent lamps. A cap connected to one Jeading-in wire, is filled with 
plaster or other material, in which is et a central hollow pin connected with the 
other wire. The pin is made by pressing & flat strip of brass to & cylindrical 
form, but with the ends flaring somewhat; a hole originally at the middle of the 
strip receives the leading-in wire, and a depression formed about the hole 
receives solder by which this wire and the pin are connected. 2 claims. 


22,893. "improvements In electricity meters.” F.M. Long and 
С. 80 er. Dated October 27th, ee eats upon the 1 неъ А де- 
soribed in Specifitation No. 14,107, a.D. 1898. А large resistance js put hetween 
the two mercury cups, so that the light is not extinguished, but only sufficiently 
diminished when the current prepaid has been supplied. 4 claims. 


22122. м ee in or relating to electrolytic bathe.” J. Marino. Dated 


October 27th, 1838. Glycerine is used, entirely or partially, in place of water in 
the electrolyte. If the salts nsed are directly soluble in glycerine, no other 
solvent is required; but when not soluble or only slightly но at ordinary tempera- 
tures, either the glyeerine is heated, or other solvents, such as alcohol, potash, 
acids, &c., are used, glycerine being added either with the solvent or sub- 
sequently. The glycerine is not decomposed by the current, and mereover 
prevents the water or other solvent from being decomposed. Suitable salts and 
acids may be added to increase the conductivity of the bath. Metals and alloys 
may be deposited by this method, the following being mentioned: Silver, zinc, 
copper, iron, aluminium, lead, m arsenic, nickel, tin, copper, aluminium 
bronze, tin bronze, and Britannia metal. 2 claims. 


22,664. “Now er improved Ca и ее securing bonds or 
conductors In electric tramwa ane . M. Muaro, Н. rebra M and f. J. Rogers. 
Dated 28th October, 1998, Relates to rail bonds. Dies used for inserting and 


securing rail bonds are made in two parts so that they can be easily applicd to 
embrace the bond and to bear on the shoulders of its head. The form and con- 
nection of the two parts may be modified from that shown. 1 claim. 


22,686. “improvements in magnetio brakes.” 8. Pitt. (Eloktrioitats Aktien- 
gesellschaft vormals Schuokert & Co.) Dated October 2th, 1698, The invention 


ік shown applied toa railway vehicle. The pole-pieces move axially within the 
fixed bobbin carriers во as to make frictional contact with the brake disc. The 


circuit of the magnetic lines of force is made through the parts and through & 
casing similar to a dynamo frame. 2 claims. 


22,699. “improvements la dynamo-electrio machines.” W. B. Sayers, H. А, 
Mavor, and Mavor & Coulson. Dated October th. 1898. Relates to machines of 
the kind described in Specifications 16,572, 1801; 10,798, 1803; 27,200, 1896: and 
6,177, 1898, wherein sparking at the commutator is prevented by the use of 
" commutator coils." According to the present invention, the edges of each 
pair of poles which act upon the commutator coils at the time of commutation 

re arranged at a distance apart rathcr greater than that between one side of 


> 


“ Improvements in electricity meters of the electrolytic type.” A. 


one commutator coil and the opposite side of the next commutator coll, or nert 
but one, two, or more coils. At the same time the tread of the brushes is сот». 
spondingly varied. Thus the period of time occupied by the reversal of the 
current during commutation is Increased, and greater efficiency is obtained, 
In order to produce a regulating effect without the use of a compound windi 

on the field magnet, each of the commutator coils may be so arranged that om: 
of its sides is at a greater distance than the other from the point of connection 
with the armature winding. 2 claims. | 


22,700. “improvements in the manufacture oí tubes or condults or the liks, 
more sepecially intended for containing electric cables or conductors.” H. Edmunds. 
Dated October 28th, 1888. Tubes or conduits for electric conductors, water 

upply and other purposes are formed of Portland, &c., cement, lined with 
bitumen, с. The cement may be formed оп a bitumen lining, or the bitumen 
may be un liquid into the tube. 1 claim. 


22,768. “ [= огр in methods of and apparatus for increasing the volum 
of sound from telephonic or phonographic instruments and transmitting such sounds 
to distanoes." H.L. Short. Dated October 29th, 1898. Relates to methors e! 
increasing the volume of sounds whether produced or received by electric teb» 
phones, mechanical telephones, phonographs and similar instruments, ѓор опа, 
speaking tubes, sirens, alarms for fire-station use, signalling on board ship, 
light ships, and lighthouses, for the constructions of musical instruments snd 
for other purposes. The principle involved consists in operating some form of 
valve so as to vary the passage of compressed air, steam, &c., in accordance with 
the vibratory motion of a diaphragm, &c., acted upon by the voice or by a phono 
graph cylinder or disc, kc. The vibrating air may itself issue from a trompe: 
mouthpiece, or may still further operate a larger valve and the process be again 
repeated by means of connecting links and levers acting on further valves, 
diaphragms, &c. Several modifications of the instruments are describe] 
embodying various shaped valves and arrangement of the valve rods, 4 
diapbragm is counected to a valve rod having a seating capable of closi 
the opening in the air chamber, А second larger valve operates the гу 
connected to the producing apparatus, the compressed air escaping by à pipe 
after having its vibrations augmented by the face of seat acting with te 
central opening in valve. The air chamber is provided with a grid vae 
ditectly connected to a sound trumpet for fog-horns, с, The sliding rod in cor 
nection with a phonograph stylus. The principle of sound magnifying is applied 
to a phouographic musical instrument in which rings of vibrations are recorded 
on а phongraph cylinder, several rings for notes of different quality being 
arrauged foreach note of а scale. Contact-styles are arranged on valves around 
the cylinder corresponding in number to the rings to each note. The sels of 
styles can be thrown into and out of gear by cam rods as desired. The com- 
pressed air, after passing through the valves, is conveyed by channels to an 
annular chamber leading to a sound trumpet. The supply of air to the valvesis 
‘controlled from a key-board provided with the necessary stops. 17 claims, 


22,777. “An Improved light distributor or reflector for electric Incandescun 
lamps.“ С. Feldmann. Dated October 29th, 1894. Bowls or reflectors for cec 
tric incandescent lamps. A small bowl of ground, cut, or opal glass, is pls 
within an ordinary reflector to prevent projection of an image of the filamen) 

by the reflector. 1 claim. 


22,784. “improvements in eleotrio raliways or tramways on a road contaci or 
liko system.” J. D. F. Andrews. Dated October 29th, 1898. Electro-magnets are 
carried by an endless belt running on pulleys on the vehicle, and are excited by 
current from a battery or by the motor current, &c., so as to actuate switche 
at the road contacts or conductors, which may be in insulated sections. The 
belt may be in insulated sections, supplied with current by brushes or other 
arrangements, and are made so that the magnets are only excited when they 
are on the underside of the belt and lying on the switch boxes, The switch 
may consist of an iron cover-plate and a movable magnetisable plunger con 
nected to the main conductor through a spring. The conductor may, however, 
be tlexible and made of iron, or provided with iron magnets adapted to be lifted 
by the vehicle magnets to contact with the cover-plates, or other forms of 
switches may be used, 2 claims. 


22,802. “improvements in or connected with reflectors for incandesoence slectri 

or ot lampe." L. J. Steele, Sir J. B. Maple, Bart., M.P., and J. Verity, Ds: 
October 29th, 1898, Porcelain, glass, or other reflectors for incandescent electre 
or other lamps are coated or filled with phosphorescent or fluorescent materials, 
such as phosphide of calcium or alkali metals, phosphorus paste, sulphide 0! 

«calcium or barium, oyster shells calcined with sulphur, heavy spar heated with 
gum tragacanth, fused potassium nitrate, sulphur, or saccharine. Reflectors 
such as are described in Specifications Nos. 22,808 and 93,102, 1498, are coated 
internally. 1 claim. 


22,803. “improvements in or connected with incandesenos electric lamp.” 
L. J. Steele, Sir J. B. Maple, Bart., M.P., and J. Verity. Dated October ch, 19% 
Incandescent lamps with central reflectors. The reflector and bulb are made’ 
crystal or other glass not containing lead or other materials, such as sre acted 
upon in use, and cause the lamp rapidly to become inefficient. А ring of mete 
covered with asbestos or other material is placed on the reflector, and is movable 
by shaking4he lamp ог by a magnet, to clean it. The reflector may be hollow, 
and contain a phosphorescent powder; it is perforated, and exhausted with the 
bulb, a plug of asbestos being inserted to prevent escape of the powder through 
the hole. The reflector and ring may be placed in another tube as described im 
Specification No. 23,420, A. b. 1898, and this is also provided with a cleaning ring. 


2 clnim . 
22,866. “Combined apparatus for regulating the supply of electricity to 
motors, and ether electrical apparatus." E. Prestwick and L. N. Bart. Der 


October 31st, 1898. Relates to regulating the supply of current to mutipk 
circuits, containing lamps or motors, &c., and is especially applicable in theattes. 
A resistance, either a choking coil or an ohmic resistance is inserted in each 
circuit. For use with alternating circuits, a number of choking coils are arrauged 
in the circuits, and the coils may be moved simultaneously or in combination. 
On а shaft are fixed n set of notched wheels, and loose pulleys, the latter сапу, 
ing cords connected to the cores. The pulleys carry telescopic handles ñtted 
with detents by which any on or set of pulleys may be locked to the shalt. 
The shaft is rotated by worms or other gearing. For continuous currents, 
adjustable resistances replace the choking coils, the cores carrying contacts fot 
short circuiting the coils when in the lowest position. 3 claims. 


22,872. “improvements In electrolytical apparatus.” J. Lolselet. Dated 
October 31st, 1898. A compartment or chamber is formed of a frame of woo! or 
other non-conducting material, with walls of porous material, such as vulcsn 
tibre and of perforated sheets of metal or other conducting substance. The 
sides may be secured to the frame by counter-sunk screws. Тһе conducting 

lates form the electrodes when the chamber is immersed in a chamber contam- 
ing conducting liquids. Several apparatus may be connected together in 
parallel or in series, 2 claims. 
* 


22,894. “Improvements in or relating to means for making electrical connections. 
. Е. Andreas. Dated October Aist, 1898. A connection particularly adapted for 


the lugs of accumulator plates, consists of a ring of hard lead which embrace 
the lugs, the whole being pressed together to givea good connection by a wedge, 


also of hard lead, 4 claims. 
26,746. Improved means for electrically heating ov hot chambers, room. 
and the liko.” . Christy and L. F. Christy. i "beber 6th, 1898. 4 


heater consists of an angular support of wire gauze, perforated metal, 
porcelain, or slate, the metal being covered with asbestos, mica, enamel, 9 
other refractory insulator, upon which a resistant strip or wire is coiled. The 
heater is supported, and electrically connected at its ends by screw clamps of 
the like, carried on insulators so that the heater may be readily replaced 1 
another. Such heaters may be used as radiators for warming rooms, or [oT other 
purposes. An oven may be provided with one heater near the top, and two ™ 
the bottom. To prevent drippings from fallings on the latter two, а shee! " 
metal is placed above them, having holes punched in it, and bent to the (07 
shown. ‘The heat produced may be regulated by switches placing one or mot 
heaters in circuit, using electrical or optical temperature indicators, of 4 
matically by expansion or resistance variation. $ claims. 
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extending our Empire, we might be able to counteract the 
i!!! 8 dire consequences that would ensue were the coal in England 
er NOS en to give out, or to become so scarce as to rise greatly in price. 

| THE Mr. Taylor estimates the world's crop at about 660,000,000 

UN [VERSAL ELECTRIC AL DIRECTORY tons this year, in spite of which the price of coal in Europe 
has attained something like famine prices during this year. 

| Although it is often considered that the stoppage of the 

1 D O O | South African collieries, owing to the war, has had some- 

Edition. | thing to do with this, it can hardly be so, since the output 

| : of the South African collieries has never exceeded 2,000,000 

H. ALAB ASTER, GATEHOUSE & CO, tons per annum ; ine аша is to po Bought rader in the 
| remarkable industrial activity which is to be noticed all over 

4, Ludgato Hill, London, E.O. the civilised world, coupled with the fact that Great Britain 


Mo А 


is the only country іп the world that has а surplus of coal 
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period last year, and it is estimated that France will require 


p AQVERTISEMENT RATES ON APPLICATION. this year some 12,000,000 tons more than she produces. 
Ph "A" Пеана Review isthe recognised medium of the Electrical Trades. Nearly all the other important manufacturing nations are 
и? derte on RATES. In Great red Biel: Post Free per Year, 19.64. To in a similar position, and it is really the needs of Europe 
p NA йыла о. bound, including ease, for 48, each volume that have largely contributed to the scarcity of coal in | 

8 i doo сө for Binding can be had, price £s. 6d. each. England from which we. are now suffering. 
5 to hold from One to Twenty-six Numbers until the volume ^" 
15 qui e сап now be had from the Publishers, Price ба, or Free That this will be more than a temporary inconvenience 


шугу, ENTS. — New York: D. Van Nosrnawp, 22, Murray Street. is highly improbable. As suggested above, a demand always 
ww Ж P Вет”, 22, Rue de la Banque. Berlin AsHkR & Co., 18, ivy m] { | 
produces the means of supply, and, after all, the ultimate 
„giving out” of the world's coal reserves may, to all prac- 
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tical intent, be considered quite a relative conception. the Scotch mines will no longer be able to supply the ЖШ 
Immense deposits of coul are known to exist in many countries necessary quantity and quality of coal for the increase ap 
in E diti h h ill ia trade, which is an essential feature of continued prosperity = 
ee and it is more than probable that still greater jn any country whose population in increasing? In other 
deposits exist in those parts of the world which have as yet words, when will the cheaply-worked coal in Scotland come " 
been unexplored. The development of the coal mining in- to an end? Mr. Dron, in his paper above alluded, js of " 
dustry in Russia is a very significant feature in this regard option Shae the cheaply: worked coal. will be exin у det 
i Very BIB garde the end of the 20th century. А 
During 1877, 110,000,000 poods were produced, and There are, however, several considerations besides thy a 
95,000,000 poods imported, in Russia. In 1887 the figures pori os of „ they may d in amount— ` 
ere 277 j у in 189 which will exert a powerful influence upon the duration of * 
bá oe gene QUO DO Мы, иын the supply. One of the most important is the variation in 54 
(46,000,000 poods and 19,600,000 poods, respectively. These the home consumption per head of population, The esti- ad 
figures are interesting and highly suggestive. But the Russian mate of the Royal Commission for 1891 would not have ES 
coalfields have as yet been hardly worked at all. The Shown that close approximation to the figure realised had the m^ 
; CEP UE" consumption per head of population remained at the figure n 
Donetz coalfield, though not of first quality, is said to upon which the Royal Commission based their calculations, | 
contain 14,000,000,000 tons. There are also other extensive namely, 4:578 tons per head per annum. As a matter of poe) 
fields, and the supply of low quality Russian coal may be fact, it worked out to 3:816 tons per head per annum in | 
Бе E ET 1891, so that despite the increase in the rate of inereas of 
Ои ыц * | MEE the population (37,797,073 in 1891 as against 31,955,000 | 
Mr. Tay.or touches upon a point of great moment in his estimated by the Royal Commission) the total home cm. === 
paper, namely, the advisability of the appointment of another sumption came out to very much what the Royal Commis | 
Royal Commission to inquire into the subject of coal воо! sion had worked out. But this very important figure— | 
a Lei ) ІРР, namely, the consumption per annum рег head of population | 
as far as it relates to the British Isles. The last Commission ill in all probability diminish as time goes on for many 
sat in 1871, and the event has shown that the estimates of reasons, among which the most important will perhaps be 
consumption and export of British coal upon which their con- the stimulus to economy afforded by enhanced prios 
. кй Then, again, the life of gas as a means of illumination 
clusions were based, have been greatly exceeded. This is, no depends entirely upon the price of coal. One great ress 
doubt, due to the fact that the population of the United why we are so much behind other parts of the civilised той — 
Kingdom will probably be not less than 41,000,000 in in the use of electricity for illuminating purposes is beau? 
z mated bv the € 100; Great Britain has always possessed cheap coal, and com = 
1901, as against 35,000,000 estima y the een quently gas has always been cheaper in England than inany — 
They placed the home consumption and exports in 1901 other part of the world. At the present time 14,500 thermal , | 


at 174,400,000 tons, whereas the output in 1899 was 
220,000,000, The exports were estimated not to exceed 


12,000,000 tons, but the sales in 1899 to foreign consumers 
exceeded 43, 000, 000 tons. It is, therefore, probable that 


the output of coal in 1901 may be 50,000,000 tons in excess 
of the amount estimated by the Royal Commission. 

The fact that the coal exports are already three and a half 
times greater than the Royal Commission thought they would 
he, together with the unwonted expansion in the home con- 
sumption, certainly seems to point to the desirability of an 
amendment of the estimates regarding the probable duration 
of the British coalfields. On the other hand, Mr. Taylor 
cites facts and figures which go far to reassure one as to the 
remoteness of the probable date when British coal will be 
seen only in museums, Mr. Dron’s valuable paper recently 
read before the Mining Institute of Scotland on this subject 
is quoted from at length. According to his (Mr. Dron's) 
estimate the position in Scotland is as follows :— 


Tons. 
Proven coal T" 4,634,785,000 
Unproven ditto ... 5,897,007,120 
Total unworked® ... 10,531,792,720 


— ig 


How long this will last can only be computed approxi- 
mately. The estimate of home consumption arrived at by 
the Royal Commission for 1891 was 146,300,000 tons, the 
actual figures being 145,358,265, which practically agree. 
On the other hand, their estimate of the amount of coal 
export was very much out indeed. Assuming, however, as a 
basis for calculation, the figures upon which the Royal Com- 
mission estimated the future consumption, the ** proven" 
coal of Scotland will be exhausted by the year 1994, and the 
“ unproven " by the year 2086. | 

The chief consideration is, however, not so much the 
period that will theoretically elapse before the last piece of 
coal is raised, but rather how soon will the time come when 


Proven“ coa] is such a coal as is known to be workable, and all 
the seams of less than 2 feet thickness and such seams as lie below 
the upper measures are classed as “unproven.” For instance, 
1,800,000,000 of coal lying under the Firth of Forth were con- 
sidered by the Royal Commission to be recoverable, and there is 
probably very much more than this under the Forth. 


units may be taken to represent from 40 to 50 candle houm ` 


iu the Welsbach burner, or from 350 to 450 candle hours in 
the electric arc lamp. Without entering into the vexed 
question of the exact possibilities of efficiency in each system, 
it may broadly be stated that any appreciable increase im 
the price of gas would turn the scale in favour of electne 
lighting, which would result in so enormous an extension o 
the electric lighting industry, that a considerable economy in 
coal consumption per unit lighting effect produced would 
ensue. Again, before coal became really scarce, the attention 
of Governments would be directed towards improvements in 
the use of liquid fuel towards checking the very wasteful 
methods of using coal which are employed in most households 
and factories, and it would repay inventors to dev 
some practical means of minimising these and the many 
other sources of loss in various directions which help 
to swell the coal consumption per head of population. 

The annual report on trade and commerce in Germany, 
which has just been published, contains some interesting 
figures upon the world’s coal supply by Dr. Frech, the 
eminent geologist. Dr. Frech considers that Germany * 
the richest country in future supplies except Nort 
America and North China. According to his view, the 
duration of the coalfields in Durham, Northumberland 
Central Bohemia, the Kingdom and Province of Saxony, 
and Central France, may be put at from 100 to 2% 
years; those of all other British coalfields, at from 200 
to 250 years; North France, 600 to 800 years; while the 
coal seams in Upper Silesia, Russia, Poland, and Moravia. 
he estimates, should furnish supplies for from 1,000 year 
upwards. 6 

It will be seen that there is a consensus of opinion among 
experts that the British coalfields will at a comparatively 
early date be practically worked ont as far as cheap supplies 
are concerned. It would therefore appear to be almost & 
national question whether some steps should not be taken 
without delay to prevent the export of our best coal : 
foreign nations. We are not blind to the manysidednes © 
such a question, and it is possible that from a commen? 
point of view the remedy may be worse than tlie disease. At 
the same time, it is difficult to overrate the importance” 
our being able to control an adequate supply of coal for ү” 
emergency, and any temporary commercia] loss occasioned : 
the means adopted to this end may ultimately be much món 
than compensated for. 
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Ф GLASGOW CORPORATION. 


(Concluded from page 551.) 


Bil, ben laid by the Corporations own men. 
jen in June, 1898, and carried on rapidly, all the more 
Zortant thorough fares within a radius of 2 miles from the 
lire of the city being cabled; by June this year 41 miles 


Бапов on the south side, making a total of 544 
Mis of feeders and 63 miles of distributors. 
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The dotted lines indicate the street corners. 
OF DisTRIBUTORS AT A FEEDING Pornt MANHOLE. 


Tij 


5% UMEN 


zJraugement of the feeding points is shown by the 
"да тав пар of the area supplied. Both the feeders 
* d butors are of the, triple concentric type, the 
. 1 forming the core, and the neutral 
Б. anif outermost layer of wires. The feeders 
T" the ex: Cross-section of 1, 1, and '3 square 
М the exception of four feeders laid in residential 
: ind 4 Which have cross-sections of 5, ‘5, and 
The distributors laid in the main thorough- 
Of the city have a cross-section of 25 
equare inch E rest of the area is supplied with cables 
‚Җи же 1 purposes are insulated with resinous 
шей b 
t eart 
; 4 nch arg Which are filled up solid with a com- 
a ay, | divided be 
may, Limi 
MEA, luci 2nd Callender’s Cable and Construction 
| "A each state brought into a tunnel under the engine 
Ас 1А where. ther and run on supporting brackets up to 
КИШ еы di Kd Dass upwards through the floor, and 
ee panels 0 Y with the terminals at the back of their 
Fe on the switchboard gallery. From the 
Ыы) back ые run in groups of from four to six at a 
„ reets to their respective feeding pointe : 
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whole of the mains in connection with the new works 
Work was 


Reeders and 47 miles of distributors had been laid on the 
nde of the river, and 134 miles of feeders, 16 miles 
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where a feeder is dropped at a feeding point, the others pass 
into the manhole snd out again through disconnecting links, 
80 that there are several points at which the feeders may be 
disconnected or manipulated in case of emergency. The 
system of running the feeders as far as possible in batches 
not only saves considerable expense in laying, but also 
permits of interconnections which have been found of con- 
siderable service in many, ways. 


СОРРГА STRIP 


The feeding point manholes were at first built of concrete, 
but the later ones consist of cast-iron chambers, 6 feet 
square in plan, which are cast, in sections and put 
together in position. The cable is passed through a special 
design of cast-iron gland which is attached to the outside of 
the manhole, and terminates in a cast-iron end box, through 
the cover of which connections, insulated with vulcanised 
rubber, are brought up, as shown in our diagram; the 
positive and negative conductors are oonnected through 
fuses mounted on porcelain blocks with the corresponding 
distributor bus bars, while the middle wire connection is 
coupled direct to a middle wire bus bar. All three bars are 
mounted on porcelain insulators, but the positive and nega- 
tive bars are attached td porcelain fuse blocks, each of which 
is arranged for a supply to two distributors ; the fuse blocks 
are mounted on a malleable iron bar, supported at 
each end by a porcelain insulator, the details of which are 
shown inone of ourfigures. Thisarrangement providesan extra 
safeguard against the possibility of leakage taking place 
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from either the positive or negative bus bars to “earth.” No 
wood is used in the manholes, all the fittings being con- 
structed either of iron or of porcelain, so as to avoid the risk 
of fire. 

The arrangement of the distributors, where they enter the 
manholes, is exactly similar to that of the feeders; the 
rubber-covered connections are taken, for the positive and 
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negative conductors, to the fuse terminals on the distributor 
fuse porcelains. 
middle wire connections are clamped direct to the middle 
wire bus bar. А | 

Each manhole provides for from eight to ten distributors, 
one feeder, and four sets of connecting links for other 
feeders. All the fittings are so arranged as to be easily dis- 
mantled or worked upon, a complete set of tools and acces- 
sories being kept in each manhole. / An iron ladder gives 
access to the interior, and the manhole cover is designed 
witha view to keeping the manhole free from gas and surface 
water. | : 

The distributors on either side of the street have either 
one or two connecting links, arranged by means of road 
crossings, according to the length of network between the 
feeders. 

Where one distributor joins another, a 2-foot square 
brick manhole is built in the footway. The distributor 
ends are brought into this manhole through end connection 
boxes, of a design similar to that of those uscd at the feeding 
pointe, with the exception that these boxes have a socket 
end, iuto which the trough is brought: this socket end is 
built into the brickwork, and holds the box in position. The 
distributor ends are brought up to fuse terminals on porcelains, 
one side of the porcelain being arranged for a bus bar, and 
the other for the cable ends. All bare connections are 
within a few inches of the top of the box, to minimise the 
risk of trouble in case of water getting into the manhole. 


Where lead-covered cables enter brick manholes, bonds are 
employed, consisting of lead blocks in the form of plummer 


blocks ; these are put round the cable inside the socket end 
of the end connection box (the lead sheathing of the cable 
and the inside of the socket being first thoroughly scraped), 
and an iron clamp is applied to the outside of the socket 
and screwed down hard on the lead bond, which is made to 
project slightly above the top of the socket. This not only 
squeezes the bond tightly round the lead of the cable, but 
also efficiently connects the lead of the cable with the cast- 
iron box, which is then connected by a stout copper wire to 
an earth plate, consisting, in most cases, of a 6-foot length 
of 4-inch cast-iron pipe,. driven vertically into the soil. 

This form of bonding is universally adopted where lead- 
covered cables are in use, the cast-iron chambers, however, 
acting a8 their own earthplate, instead of the cast-iron pipe 
above mentioned. | | 

Service connections with consumers’ installations all con- 
sist of armoured concentric cables, the branch joint boxes 
being so designed as to facilitate the making of the joints 
when the cable is alive, if, necessary. 

Care is taken to keep the lead covering of lead-sheathed 
cables continuous by means of the method of bonding above 
described, the boxes being designed with socket ends for 
_ this purpose, as.shown in our illustration. 

The service main terminates in a Corporation fuse box 
providing for two fuses if for a concentric, or four fuses if 
for a triple concentric service, the four fuses being intended 
for the purpose of splitting the consumer's installation into 
two distinct circuits, to meet the Board of Trade require 
ments. In both cases the fuses are enclosed in a cast-iron 


box, the concentric having one and the triple concentric two _ 


lids. | 

The general arrangement of. the box will be seen in the 
accompanying figure. The porcelains are. designed so that 
the fittings, which are of guu-metal, slip into sockets at 
either end when sweated to the cables; the porcelains are 
secured in position by means of sulphur cement poured into 
a recess in the centre of each, which grips snugs forming 

art of the cast-iron box. The box is also cast with a fillet 
tween porcelains holding terminals of opposite. polarity, 
this fillet being lined with mica. 

The lids are attached to the boxes by snugs, one snug for 
each lid being arranged to receive a lead seal which, when in 
position, secures the lid. Glass fronts are fixed in the lids, 
opposite the full length of each fuse, the lids being bevelled 


on the inside round the glass in such a manner as to venti- 


um the box without allowing of the fuses being tampcred 
with. | 

On the tops of the boxes are sockets through which the 
house mains pass to the fuses, the sockets being plugged with 
wood and sealed with compound where the house mains are 
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Strips of tin are used for the fuses. The 


city without delay. 


brought to the box in wood casing, or provided with nipples 3 


to which pipes may be screwed if these are used. 

The department is at present busily employed in changing p 
over consumers from the old low-pressure system to the Доу. 
network supplied from the new stations. The last of the 4 en, 
Kelvinside mains was changed over on August 3rd, 1900, { =. 
and considerable portions of the centre of the town are nw . 
being dealt with. . 

In arranging for the change over, the outlying districts [^ 9 
were attacked first with a view to enclosing the old area and 44 - d a 
working in towards the generating station at Waterloo f 
Street, and this is being gradually carried out. Owing .. 


however, to the large number of new blocks of offices wisi 


Zu 
B 


TuREE-wIRE SERVICE CONNECTION. «RH 


m ы 5а 1 E AD 
: * uv _ па 
W X, m 9 “Жы g = 5 
асы 
>, { 4) [1 E oy. 
QUIA mn ; | I с 
d Y- | UI) 
D ө y 5 


n 


* e 
UY Di-- А - a 7 
A я 
` 1. "i 
| A й 


CONSUMER'S THBEE-WIRE Fuse Box: ELEVATION AND SECTION. 


are being erected in the centre of the city, all of which a 
entirely dependent upon electricity for lighting and moti% 
power (the latter supplied at 500 volts), it was 

necessary to deal with certain portions of the centre of the 


The middle wire is earthed at the Edington Street вайо, 
Port-Dundas, through a batch of 12 100-C. P. 250-volt ` 
incandescent lamps in series with a recording ammeter. . 
outer conductors of the three-wire feeders are tested for insu, 
lation resistance to earth once a week, and a daily tert of. 
the general insulation of the whole of the network b. 
made without interrupting the supply, by noting the current . 
passed by a few cells through the middle wire with one ph, 
of the battehy connected to the middle wire and the other to - 


been seriously injured. 

As the generating station at Pollokshaws Road was nd Ec 
quite ready to start supplying, a portion of the area on the 87 
south side of the river has until recently been supplied fem >. " 
the Port Dundas station through a feeder and trunk mam , 
of 1 square inch section laid across Glasgow Bridge, 4 E 
arrangements have been made by which the two stations d . 
be paralléled, when required, threugh several similar ` 


earth, as explained on page 546. By this means any defed J. ak, 
in the insulation of the outermost conductor in the triple uu 
concentric cables is noted, and in. several cases faults due | i. 
pick holes, &c., have been localised before the cables have p^ vy 
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mains, which cross the bridge and form connecting links 
between feeding points on either side of the river. he 
whole of the aonth side distributors will, however, be working 
from the Pollokshaws Road station during the current 
1 nio lighting is carried out by meaus of arc lamps, 
. of which there are at present 265 in use; an extension con- 
esting of 450 additional lamps is in progress. The lamps 
gre of the 32-hour type, and are connected in series of 10. 
to the onters of the 500-volt distributors. They are either 

nded from lamp columns erected at the sides of the 
streets, or from the posts carrying the overhead wires for 
the electric tramway system. In the base of the column, or 
tramway post, each lamp is provided with a substitutional 
resistance switch, the resistances for which, and those in con- 
nection with the automatic cut-out on the lamps, are also 
mounted in the bases. 
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The city is divided into four sections, each controlled by;a 
district superintendent ; there is a separate office and stores 
in each of these districte, in telephonic communication with 
the head office at 75, Waterloo Street, where the office of the 
mains superintendent is located. 

Mr. W. A. Chamen is, as already stated, electrical engineer 
to the Corporation, and was responsible for the design and 
exeeution of the whole of the new works and distribution 
system ; Mr. W. W. Lackie, chief assistant, has borne a large 
share of the enormous amount of work involved in the 
superintendence of so large an undertaking. Mr. J. C. A. 
Ward, mains superintendent, besides maintaining the distri- 
bution system in good order and carrying out all the new 
cable work, has devised the special joints and fittings, some 
of which are briefly described above. Mr. J. Poole, the station 
engineer, is assisted by Mr, Page, resident engineer at Port- 
Dundas, and Mr. H. Thomson at Pollokshaws Road, and 
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Век 
i taken tong fth and sixth lamp in a series of 10 the lead 


boles, and so amm Пе of the distributor disconnecting man- 
lamp lead and che Sed that, by putting in a fuse between the 
on the cirenit m © middle wire distributor, half of the lamps 
that in the Cage aF be run independently of the other half, so 
or in the atelighys a breakdown on a section of the network 
be out at a time ting circuit, not more than five lamps need 


„ tti M „ 
ш “н, for the manholes, and all Jointing materials, 
“eet, City, plan the Corporation workshop, at 81, John 
gue and boiler. ing pnt down for that purpose in the 
Ms Ouse of what was the original generating 
| у for Publio higra Portion first started an electricity 
ing. À 


Mr. Calderwood, chief draughtsman, and Mr. Machwen his 
assistant, have rendered invaluable service in connection with 
the work of the contractors. To all these gentlemen, апа to 
many others, as well as the various contractors, we have 
pleasure in offering our sincere thanks, for their kind and 
unwearying assistance in the preparation of this article. 


The Society of Model Engineers.—The next meeting 
of this society, to be held on Thursday, November 8th, will be the 
annual general meeting, at which will take place the election of new 
officers for the next session, &c. 
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A NEW CONSTANT-POTENTIAL 
CONTINUOUS CURRENT TRANSFORMER. 


By F. W. DAVIES. 


THERE are probably few electrical engineers, who have had 
much practical experience in the running of continuous 
current transformers, but have realised the advantages of 
employing machines that would give a constant potential at 
all loads, thus avoiding the necessity of compensating for the 
voltage drop in the secondary at full load by means of a small 
booster.“ 

The writer's object is to describe, as briefly and concisely 
as possible, a simple method of compensating for the voltage 
drop in the secondary at full load, which he has discovered. 
This method is analogous in its effects to the “com- 
pounding " of a dynamo, and the winding of the same, like 
the series winding of a compound dynamo, may be so pro- 
portioned that the secondary voltage at full load is either 
less than, equal to, or greater than the voltage on open 
circuit, corresponding to the under-compounding," com- 
pounding,” and **over-compounding," respectively, of а 
dynamo. It can easily be adapted to existing designs, and, 
as the writer has not protected it by Letters Patent, some 
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Fra. 1.—Snowixa Corrs REMOVED FROM ONE POLE. 


engineers may possibly consider it worth their while to adopt 
it. Itis applicable only to transformers of the single field 
type, where both the primary and secondary armature 
windings are wound upon one core, and not to those 
machines which consist of a dynamo and motor mounted оп 
one bedplate, with their armatures rigidly coupled together. 
It is proposed to vary the ratio of transformation as the 
load increases by means of a particular arrangement of the 
armature winding used in conjunction with a special com- 


pensating winding on the field magnet; this variation in _ 


the ratio of transformation to be such that the E.M.F. in 
. the secondary circuit shall be raised by the amount necessary 
to compensate for the loss in volts at the increased load. 

For the sake of simplicity a two-pole machine is con- 
sidered, the same principle being easily extended so as to 
‘include multipolar machines, The principle of construction 
is as follows :—The field magnet may be of any type, but 
each pole must be provided with a slot in which the com- 


в, Secondary; р, Primary. 
Га. 2. 


pensating coil is wound as shown (see fig. 1). These coils 
must be connected in series with the secondary circuit, and 
connected up so as to assist the main magnet winding. 
Their function is to strengthen the flux in the magnet pole on 
one side of the slot and to weaken it on the other side; in 
other words, the object is to concentrate the lines of force of 
the field magnet within the area enclosed by the compensat- 
ing coils, The armature is shown in fig. 2. 
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, compensating coil, but it should not enclose any more than 


To render the winding more clear only two coils on 
primary and one secondary coil, have been shown, Th 
primary coil is wound with any usual pitch, provided it i, 
sufficiently great for the coil to enclose the whole armature 
flux when the coil is in the neutral position, that is, with ita 
plane at right angles to the field. The secondary coil, as 
will be seen, is chord wound. Its pitch should be such thy -! 
it just encloses the lines of force which pass through the 


this. In other words, the angular pitch of the coil mum be 

approximately the same as the angle @ (fig 1). A diagram 

of the complete armature, showing six coils in the pri 

тоша and віх coils іп the secondary winding, is shown in 
g. 3. 
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ча. 3.— WiNpiNG DIAGRAM SHOWING CONNECTIONS AT SECO 
Commurator. (Secondary Coils represented hy rectangular 
bars; Primary by small round bars.) 
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The action of the transformer is very simple. At light 
load when there is no current in the compensating 
those lines of force which are embraced by the compenssting 
coils, are usefully cut by both the primary and | 
windings, but the remainder (i.e., those passing through the 
small polar horn on the other side of the slot in the pok 
piece) are useless as far as the production of E.M.F. in the 
secondary winding is concerned, owing to the small pitch of 
the coils in the secondary winding (both limbs of a coll 
being under the same pole for a certain period in each revolt- 
tion of the armature) This makes the ratio of tbe i: 


Fig. 4.—SnHowiNG Corrs REMOVED FROM ONE POLE. 


secondary volta to the primary volta less than it otber- 
wise would be. But as the load increases the compensating 
coils begin to act. They divert some of the lines from 

small polar horn ‘and drive them through the polar ares 
enclosed by the compensating coils, the total flux remaining 
practically constant. The result is that a larger on 
of the lines is usefully eut by the secondary winding, unti 
at full load practically the whole of the flux is available fer 
producing the E.M.F. in the secondary winding, and the 
ratio of transformation is then the same as the ratio of the 
total number of active conductors in the two windings, 

the loss in the internal resistance of each armature g. 
The effect of this is that the transformation raio 


Secondary E. M. F. | siii 
Primary E. M. F. greater at full load than at lig 


load, and by designing on these lines the pitch of the 
secondary armature winding and the number of turn 
on the compensating coils may be so proportioned ss t? 
give any desired rise of secondary E.M.F. at full load. — 

The above arrangement may, of course, be modified 1 
various ways, although the general construction 800“ 
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ta decribed i& probably the best. For instance, instead of the 
single slot in the magnet pole shown in fig. 1, two slots may 

` be used, and the compensating coils wound in them, as shown 
u: infig 4. The chief disadvantage with this construction 
be that, owing to the weakening of the polar horns 

by the compensating coils, it would be difficult to get that 
„ ential for good commutation—a strong reversing field. 
: Then, again, a ring armature may be employed in place of 
i:, thedrum armature if desired. In this case a winding of 
hd the secondary, similar to that shown in fig. 5, might be used. 


ae having four poles and upwards; it being essential, 
d me that the coils in the secondary winding are of 
nch a pitch that they only embrace a part of the total 
ic lux at light load, the variation in the ratio of 
inasfarmation from light load to full load being obtained as 
ih the case of two-pole machines by means of compensating 
345 on the magnet poles, In any case, the principle of 
22 Wmpemeting for the drop in the secondary by means of 
dg the ratio of transformation—this variation being 
S id by means of compensating coils wound on the 
р Magne poles in the manner above described—remains the 
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788 BURGDORF-THUN POLYPHASE 
ELECTRIC RAILWAY. 


| бае from the Danish paper Ingeniéren by J. LEHMANN and 
„Раве. The original article was written by Writ. Rona, E.E., 


t the firm of Brown, Boveri & Co. 


(Continued from page 578.) 

— ы Power Leads.—From the power house to Thun the 
a presure leads are carried by iron poles placed 164 feet 
Hu concrete blocks, At present the number of leads is 
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' Tk invention above described can also be applied to | 


SECTION оғ LINE AT TRANSFORMER STATION. 
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Supply the railway and three the town. 


metres diameter. 


Each of these systems can be separately put out of action in 
the power house. Not far from Thun the leads for Berne 
leave the other leads, and the latter are carried from this 
point to Burgdorf on wooden poles. 

The leads from Kander to Burgdorf have a total length of 
29°8 miles, and consist of three copper wires, each 5 milli- 
The height of the poles is such that the 
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" HIGH PRESSURE MAINS 
DIAGRAM OF CONNECTIONS AT TRANSFORMER STATION. 


lowest wire is, at any point, at least 19:7 feet fromithe 
ground. The wires are supported on large porcelain insu- 
lators of the double-bell type. Every fifth pole is provided 
with an ordinary lightning conductor. 
lightning arresters, made by Siemens & Halske, connected 
at the beginning and end of the line, and at each trans- 
former station. 


There are also 


In deciding upon the position of the transformer stations, 
the following desiderata had, as far as possible, to be com- 
plied with :—The distance between the 
stations should be such as to prevent 
the drop in volts in the overhead con- 
tact wires exceeding a certain pre- 
arranged amount. Also, the number 
of stations should be so chosen that the 
| ratio of those in use at any time to 
ll the total number installed should not 
| be less than a certain value. In fact, 
the two stations between which a train 
is running and partly the adjacent two 
stations alone furnish power, all the 

others giving practically no current. 
id f TSECTION | Therefore, the greater the number of 
NP transformers, the shorter time does any 
| . one work at its full load, and the initial 
expense is unnecessarily large. Finally, 
the transformers should be placed as 
near to the railway stations as possible 

+ to facilitate their regular inspection. 

These claims, partially contradictory, 

resulted in fixing the total number of 

transformer stations at 14, placed at distances apart varying 
from 1'2 to 2°1 miles. | 

The position of the stations having been settled, the size 
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of the transformers had to be decided, this depending on the 
 incline of the adjacent part of the line, and on the sup- 
position that there would never be more than one train on 
the line between two consecutive transformers. As the cal- 
culation of the capacity for the various transformers gave 
very nearly the same result, it was decided, for practical 
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SECONDARY SWITCH (EAR AND SECTION INSULATORS. 


reasons, to make them'all equal, and of 450 Kw. capacity. 
The ratio of conversion is 16,000/750 volts, and both wind- 
ings are star-connected. Each transformer is enclosed in a 
cast-iron vessel containing oil, which not only excludes dust, 
but enables the heat to be rapidly dissipated. 

At cach transformer station the high pressure leads pass 


* 


RAILWAY LINE AND STATION. 


through a reserve cut-out, which“cantbe operated from below 
by means of chains, and are then taken through the iron 
roof of the house surrounded by thick porcelain tubes, and 
pass direct through ffuses?to the primary ‘windings of the 
transformer. The leads are protected against lightning by 
three lightning conductors, supported on an iron framework 
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above the house, and to prevent the leakage current ехо 
ing a certain maximum when a lightning stroke occurs, wag 
resistances are put in series with the lightning conduct 
which are then earthed to the rails by means of a single ld 
From the secondary terminals of the transformer the cung 
of 750 volts pressure enters three fuses. From one of ¢ 
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TRANSFORMER STATION. 


an 8-millimetre copper wire goes directly to the тай 
two other leads cross the rails and terminate in a box 
ported by two poles, and containing the secondary app 
In order to simplify the inspection of the overhead wire 


have been divided into sections by insulators. In tbe 
above mentioned the current passe 
of all a main cut-out and divides im 
parts, each of which, after passim 
fuses and a cut-out, is connected 
contact wires on either side of the 
lator. This arrangement enable a t 
former to be cut out from the ove 
wires; and any section of these 
may be rendered inactive, should th 


a time be necessary. The box als Eq p 
‚ tains a lightning arrester for the seca MET 
apparatus. “Ый; 
(To be continued.) T 
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ELECTRO-CHEMISTRY. 
| : cle 
THE INTERNATIONAL CONGRESS "T 
APPLIED CHEMISTRY AT PARI NS 
THERE has been a lull in the p i: $ 
electro-chemistry and electro-metall Ут 
which was undoubtedly somewhat <4 
expected two or three years ago, when this branch of а] То 
science seemed to be inevitably and rapidly blossoming p 
into a gigantic industry. Those applications which | EN 
were pronounced to be among a few of the very first, only to т 
be followed by new and more beautiful ones, have remained | N 


to this day the leading and most successful electro-chemics pn 


We can name them without reference to any other 


than an ordinary memory. Refining of copper, production 
of alkalies, chlorate of potash, aluminium, sodium, calcium 
carbide, and of carborundum. During the last two or three 


rears we have heard many times of the smelting of various 

. simple and complex ores, but never have any of the processes 
introduced proved to be the forerunners of a large and suc- 

— кіп new application. Some of us have comforted our- 
wires by imagining that there are many ingenious and 
practicable ideas maturing in the minds of their respective 
inventors and capitalists, and nearly ready to emerge sooner 

or later to fan the flames which seem to be almost dying out. 

At the International Congress of Applied Chemistry which 

was held in Paris from July 23rd to 28th last, a special 

\ section proin 10) was reserved for the discussion of electro- 
chemical subjects, and many communications were presented 

проп the M of electricity to the chemical industry. 

It might have been hoped that this section of the Congress 

would rid us of our low-spirited idea of the dying industry, 
buteither through lack of possibility to raise our hopes or 
through want of knowledge of the progress of the science 


with which it dealt, it seems to have failed to stir us to our 


ud feelings; rather has it confirmed our opinions, and made 
us feel chat electro- chemistry has really hung fire, as it were, 
at lag temporarily, if not for some considerable period, in 
England, whereas on the Continent an example is being 
am to us which we should do well to follow. 

| yat once dismiss the idea that there was a want of 
отсе when we see that the members were distinguished 


| шп geh ав M. Berthelot, M. Henri Moissan, M. Minet, and 


«her familiar names, and must therefore conclude that they 
. reported little or no advance in England, because there was 
Ше ог none to report. Some of the papers were never- 
Шева very interesting, and a brief reference to each must 

4 tof mme value. | 
A. Berthelot, in his discourse, gave a very interesting 
* «count of the history and development of electro-chemistry, 
— daling with wet and dry electrolysis, and with electric 
furnace reactions. He discussed the production of benzine, 
| wie acid, and alcohol indirectly from acetylene obtained 
imm calcium carbide, the production of nitrates by disrup- 
z ы in the atmosphere, and the production of 


Ж X Gin presented a report ** Upon the utilisation of motive 
| œ m Austro-Hungary, and on the carbide of calcium 
‚| Mery, in which he first discusses the utilisation of the 
2 wies In certain regions of Austro- Hungary, and mentions 

tid ing the last few years 23,500 н.р, have been thus 

bee f for chemical works, and, if the projected installa- 

Y Ging this year be added, it totals up to 79,500 H.P. 

V^ bemat 80 describes several existing installations. Опе of 
к n оаа at Негап, on ће Etsche, in the Austrian 


ie “бе is exploiting the process of MM. Gin and 


И t e е е . 0 Ld 
7000 gp. production of calcium carbide, is using 


E MUN oe of Paternion, on the Krenznerbach, 

Dantfactnrin s the same substance, uses 600 H.P. Another, 

ET шакы піліп and calcium carbide at the Falls 

! Маше on the 85 uses 4,000 to 5,000 H.P. Another at 

6,000 a ill, in the Tyrol, making calcium carbide, 

"аір, are T Several others manufacturing carbide of 

the Pliva, 9 500 described, i. e., one at Jaice, in Bosnia, on 

AWE. Hea H.P., and one at Lobkovice, on the Elbe, 

| 8 of 50,000 qr p Elves a list of four projected installations, 

co 7,000 нр, fo, for the manufacture of various products, 

^ Mb, for the Brod Caustic soda, and two, 4,800 and 6,000 

^ enumerated « Th uction of calcium carbide. M. Besnard 

27 Viflene which h e various, appliances for generation of 
I М.а oo ee been admitted to the Exhibition.” 

_ Bonds of silicon ributed a paper * Upon the definite com- 

de obtaining th and iron," in which he describes a process 

H. Marie wo crystallised silicates, Si Fe, and Si Fe. 

"plication of ele Xtributed а report “Upon the actual 

un which he dine, TO-chemistry to the organic compounds,” 

| А the electrolytic purification of sugar. 

Caleta carbide in athews contributes a paper “ Upon the 

.. 2 which he dese dustry in the United States and in Canada," 

the States ary к the United Carbide Company’s works 

and I. ther at Otte Works in Canada, one the St. Catherine 

l Rossel read g н: 266 | : 
X а paper Upon the calcium carbide 


є. 
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industry in Switzerland." He mentions also the potassium 
- chlorate works at Vallorbes. "a OPEP 
be following papers were also contributed :— , . 


И ка * 


М. A. Brochet, “ Upon the Electrolysis of concentrated 
hypochlorite solutions and the secondary reactions of clec- 
trolysis." | E Ж 

М. Dupont, “Upon the electrolytic extraction and pre- 
paration of the different juices contained in vegetables." 

M. Commelin described a gas accumulator which he had 
invented in conjunction with M. Viau. a 

M. Moissan, “ Upon pure calcium carbide and the car- 
bides of neodidymium, praseodidymium, and samarium.” 
In this he describes a very pure calcium carbide correspond- 
ing exactly to the formula C, Ca. The carbides of nco- 
didymium, praseodidymium, and samarium evolve, when 
treated with water, a mixed gas, rich in acetylene and con- 
taining ethylene, methane, and hydrogen. 

M. Gall, * Upon the calcium carbide industry in France." 

M. Lacroix, “ Upon the tariffs for transport by water and 
by rail of calcium carbide." ZEE 

M. Sabatier, * Upon the action of various metals on 


‚ acetylene and the hydrogenation of acetylene in presence of 


metals," his researches being carried on in conjunction with 
M. Senderens. | | s 

M. Fourchotte described an apparatus for the generation 
of acetylene, of his own invention. | - Ке 

М. N. Teclu showed some apparatus of his own design for 
the production of ozone. ; B | 

М. Deroy described an acetylene generator, also of his 
own design. Oo 

M. Ed. Fouché contributed a communication “ Upon the 
light obtained from acetylene dissolved in acetone." — 

From this Congress we can see not only that England is 
behind iu the application of electricity to the chemical 
industries, but that in no country have any absolutely new 
and important applications been developed during tle last 
two years. | NF D 

England is undoubtedly handicapped by its dearth of 
available water-power, but it is equally cramped by the 
difficulty of raising capital for the exploiting of such pro- 
cesses, and unless some remedy can soon be found for these 
defects we shall' see the alkali and the carbide industries 
gradually leaving the country, perhaps never to return. 


( To be continued. ) 
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CURRENT SPECIFICATIONS. 


XXXIIL—CARDIFF TRACTION PLANT. 


. SUMMARY. 


Extent of Present Contract.—Contract No. 1: Steam engines. 
Contract No. 2: Dynamos. Contract No. 3: Boilers, econo- 
misers, &c. 

Number and Size of Units.—Four 300-kw. steam dynamos, each 
consisting of a direct current dynamo mounted on the crankshaft 
and between the cylinders of a vertical compound steam engine. 

Speed of Combination.—100 revolutions per minute. 

Voltage of Dynamos.—As compound-wound machines 500 volts at no 
load, 550 volts at full load, plain shunt-wound machines 500 volts 


. from no load to full load at coustant speed. 


Specified Overload.—Twenty-tive per cent. above normal load for 
two hours continuously without undue heating, and for short periods 
50 per cent. above normal load without iujurious sparking. 

Range of Fixed Brushes.—From 50 per cent. overload to zero 
without need of alteration in position of brushes. 5 

Permissible Temperature Rise.—After six hours’ full load run not to 


exceed 70° F. measured thermometrically in either armature or field 


magnet winding. 4 

Commercial Efficiency.—To be specified in tender. 

Insulation Test.—Insulation to be capable of withstanding a 
pressure test of 5,000 volts alternating current. 

Specified Date of Completion.—First two sets by December 1st, 
1901 ; third set by January 1st, 1902; and fourth set by February 
Ist, 1902. 

oe for Late Completion.—One per cent. of contract price per 
week. 

Bonus for Early Completion.—One per cent. of contract price per 
week up to a maximum period of four weeks. 

Specified Terms of Paynent.—80 per cent. on monthly certificates 
of value of work executed, 10 per cent. on certified completion, 10 
per cent. at end of 12 months’ period of maintenance. 

Stipulations as to Removal of Foreman.—Satisfactory. 

Stipulations as to Wages Paid to Workmen.—See comments below. 

Arbitration Proposals.—Not acceptable. See comments below. 

Date for Receipt of Tenders.—October 23rd, 1900. ng 
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These specifications have been prepared by the recently 
appointed tramways engineer, Mr. Arthur Ellis, M. I. E. E., 
late borough electrical engineer to the Corporation of Bolton. 
In making any comments upon a specification for plant 
required by the Corporation of Cardiff, we may express the 
hope that, in the carrying out of this traction scheme, the 
causes which have so seriously milit«ted against the success 
of the lighting undertaking may have no influence upon 
this sister enterprise. The Corporation have engaged a 
responsible engineer; it is for them, if they accept his pro- 
posals, to consistently uphold his authority, and grant him 
the necessary support to enable him to fulfil his duties both 
with regard to outside contractors and the management of 
his staff. We trust that the position is clearly understood 
at the commencement, and that Mr. Ellis is assured of the 
cordial support and co-operation of both the Tramways 
Committee and the Town Council. . 

The specification calls for slow-speed dynamos for direct 
coupling on the engine crankshafts between the high and low 
pressure cylinders. In his choice of type Mr. Ellis departs 
somewhat from usual practice, but we doubt not he has 
thoroughly satisfied himself of the suitability of the plant 
specified for the work to be done. It will be noted that 
ample overloads are allowed for, no less than 25 per cent. for 
two hours, and 50 per cent, for short periods, and that 
arrangements must be made with the engine builders for co- 
operation during the time that the erection of the plant is 
going on. | 

The specified tests are to be carried out after erection on 
site, the purchasers providing all necessary steam and electric 
apparatus. 

Coming to the general conditions, we find that the pro- 
visions relating to penalty and bonus are not as clear as they 
might be. The amount, 7 per cent. of the contract sum, is 
explicit, since one sum is given in the tender for the whole 
of the work, but whether the penalty or bonus condition 
refers only to the final date for the last set, or is applicable 
to each of the three dates given for completion of parts of 
the work is not stated. я 

The clause referred to reads thus :— 

If the contractor fails to finally complete the works, including any 
additions, alterations, and variations whatever, by the due date of 
completion, or within any extended time allowed under these 
presents, the contractor shall pay or allow to the Corporation the sum of 
1 per cent. on the contract price as liquidated and ascertained dugrages 
for each and every week beyond the said date or extended time, as the 
case may be, during which the works shall remain unfinished. No cause 
of delay whatever, whether avoidable or unavoidable on the part of 
the engineer, the Corporation, or the contractor (except so far as the 
delay thereby caused. shall give rise to an extension of time under 
these presents, and not further or otherwise) shall in any way affect 
the liability of the contractor under this clause. Te works shall not 
be deemed to be finally completed until the engineer shall have certificd 
to that effect. On the other hand, for each and every week up to a 
maximum of four weeks that the work is completed before the date 
mentioned, the Corporation will pay a bonus of 1 per cent. on the amount 
of the contract, EN 

As usual, the engineer claims the right of objection to any 
employé of the contractor being engaged on the site of the 
works, and any person so objected to is to be at once removed, 
* either temporarily or permanently." 

In view of the activity of the labour element in the 
town, we advise tenderers to carefully consider the possible 
interpretations of the following clause :— 

The rates of wages to be paid to, and the hours of labour as well as the 
rules imposed upon the artificers, workmen and others who shall be 
engaged or employed in carrying out this contract, shall be such as are 
recognised by the respective Trade Unions and the employers in the town 
and district where such contract is to be executed. 

If this merely means that the contractor is to pay usually 
accepted wages as agreed upon between both Employers’ and 
Employés' Associations when both exist in the locality, and 
similarly with ** the rules imposed upon the artificers, workmen 
and others iho shall be engaged or employed in carrying out 


this contract,” it may be accepted without in any way 


increasing the commercial risk of the contract. If, however, 
it is meant to imply compliance with Trade Union rules and 
regulations, irrespective of their formal acceptation by 
recognised Associations of Local Employers, it introduces a 
contingency which ought either to be excluded or liberally 
provided against. 

In Clause 8 the engincer is given power to vary either by 
increase or dec: ease the work included under the contract, and 


as no limit is placed upon his discretion, it might be advisable 
for tenderers to express their views as to the extent to which 
this power might be exercised without affecting the basis 
upon which the contract sum has been calculated. 

If for “ any reasonable cause the engineer finds it neca. 
sary to suspend the carrying out of the work, such “ay 
extension of time shall be allowed to the contractor as shall 
be a fair equivalent to the stoppage which shall have been 
so ordered.” This provision is right and reasonable, 

The only remaining clause to which attention need l 
directed is that relating to arbitration. In Clause ] w 
have stated that the term“ Engineer shall mean Mr. Ап 
Ellis, M. I. E. E., the present tramways engineer of the Cor. 
poration, or other their tramways engineer for the tine 
being," and it is only necessary to remember this to be con- 
vinced as to the injustice of the so-called **arbitration" 
proposal, 

The clause reads :— 


In case any dispute or difference shall arise between the Corpore- | 


tion and the contractor, either during the performance of the emirai 
or after the determination, abandonment, or breach thereof, us io ts 
construction of the contract or as to any matter or (hing wing 
thereunder, then cither party shall forthwith give to the otherwise 
of such dispute or difference, and such dispute or difference wa 
and is hereby referred to the arbitration and final decision & t 
engineer, whose award shall be final and binding on the patia 
The performance of the contract shall not be stopped pending «c 
reference, excepting by the direction in writing or award oi S» 
arbitrator. If either party desires to have such dispute or ditferese 
determined forthwith, he shall give written notice to that effect to 
the other party, and the arbitrator shall with the assent in writing 
of the other party, proceed with the arbitration. In the event of 
the other party failing within seven days of such notice to give to 
the other his assent in writing to the immediate determination of 
such dispute or difference, the arbitrator shall, after written notive 
to the non-assenting party of a time and place of hearing, decise 
whether such dispute or difference shall be immediately determined 
or whether such determination shall await the completion, or 
alleged completion, of the works, and the same shall be determine: 
at such time or times as the arbitrator shall decide. The submisim 
shall be deemed to be a submission to the arbitration within the пыла 
of the Arbitration Act, 1889, and any amendment thereof." 


The engineer is to be the party to whom all disputes we 
to be referred for final settlement. Not only is this engine 
the paid servant of one of the parties, but he is the com- 
piler of the specification, the clauses of which are in dispute, 
and the agent of the purchaser with whom the contractor 


has to deal, and with whom the dispute arose, The — 


engineer is not only counsel for one of the aggrieve 
parties, but the sole judge and arbitrator. ! 
tion is a most painful one for any man to be placed in 
We trust that all tenderers will, for their own protec. 
protest against the inclusion of any such clause in the fs 
contract, and we recommend that in the letters covering ther 
tenders, they point out the difficult position in which the 
engineer would be placed in the event of a reference to arti- 
tration under such conditions as therein provided. We may 
hope that, the unfairness of the present proposal being char 
pointed out, the Council may so modify the clause that th 
ів a right for either party to refer any matter in dispute 0 
the decision of an absolutely independent arbitrator. 


THE PACIFIC CABLE CONTRACT. 


Such a poš- 


Af 


Іх our last issue we printed, for what it was worth. ~ 


ph from an Australian paper stating that the lowest 
tender submitted for the Pacific cable contract 1% 
£1,886,000, quoted by the Telegraph Construction and 
Maintenance Company. We now print a paragraph which 
appeared in the New York Electrical World of October 
on the same subject :— 


It is stated that the reason why contracts have not so far beer let 
for the construction of the all-British Pacific cable is that thet" 
submitted were considered, without exception, so extremely 72% 
sive that it was deemed inadvisable to award a contract at pr 
A special cablegram just received from London states W. 
doings of the Pacific Cable Committee are closely guarded from | 
public, but it is understood that the matter stands thus:— Ter 
were received for the laying of the cable in response to apse- 
tised invitation. These were considered and returned for апе 
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iy some particulars, They have now been received back, and 
‚ү dew days cablegrams will be sent to the Canadian and 
шлш Governments announcing the acceptance of a certain 
«ir and the plans for the construction of the cable forthwith. 

We consider that both of these versions are somewhat 
«mature, and most probably incorrect; in fact, they are 
a great extent self-contradictory. The tender of the 
(Land M. Company is given in the Australian papers аб 
15,000 (this presumably includes “ the long Vancouver- 
. ing Island section”); their former tender, as mentioned 
«ur articles on the Pacific Cable Committee’s report, was 
з £1,370,000 for a cable vié Honolulu, which means а 
sor core than for the Fanning Island section. With 
ce figures in view, it is a self-contradictory position to 
wrt that, even although the price of material has risen, 
ү prices given in the recent tenders are “extremely exces- 
` œ” [nany case we are led to believe that the Eastern 
wp propose to proceed shortly with the Cape-Australia 
1, 0 be made by the T. C. and M. Company. This is at 
г gcayear's work, and with this to attend to, it is not easy to 
е low they can complete the Pacific cable in 18 months. 
may possibly be that, on reflection, the Eastern group have 
ke à sane view of the situation, and propose to abandon the 
ipe-Australia route in favour of the Pacific. This would 
in wise and patriotic step, and would admit of the T. C. 
м M. Company, their old allies, completing the Pacific 
Mie within the 18 months mentioned. As a matter of fact, 
m bliwe that the figures, &c., given in these papers are 
похоте, and it would be interesting to learn from what 
eurer the items originated, as they are, presumably, ** strictly 
- Onfidential," 

Anxher note which has appeared on the subject is 
epraduced here, also for what it may be worth, from the 
iiw: Morning Herald of August 29th :— 

T» Pacific cable project, it would appear from one of our cable 
sage: of this morning, has advanced another stage. That is to 
ij, ‘te tenders for the construction of the line have been opened, 
ш ist of the Telegraph Construction Company has been found to 
t the lowest at £1,886,000; the work to be completed in 18 months. 
биш the offer with the others received will obtain careful con- 
dessin at the hands of the advisory committee appointed in 
%6 for the purpose. But іп the meantime it is satisfactory to the 
itis concerned to know that the subject is not being lost sight 
L ln the absence of details there does not seem much to 
“et to either in the price mentioned in the tender or the time 
Ий! the laying of the cable is expected to take. Three years ago 
ce reported that the Telegraph Construction Company 
міскі the cost of a cable from Vancouver viá Honolulu at con- 
Wie: over £2,000,000. Their present tender is for a somewhat 
^i. An estimate from the India-rubber, Gutta-percha and 
"err Works Company put the cost at £1,517,000, and offered 
‚ 00108 work and maintain the line for three years for that sum. 
s the same company explained to the Canadian Government that 
ar per minute cable would cost £1,672,000, while one of 18 
7^5 would cost £1,880,000. The Eastern Extension Company 
‘nied the eost at rather less, aud the Henley Telegraph Works 
*tpary tendered for the line at £1,492,000. But of course these 


Kc were governed by the conditions, such as weight of core or 


* {kestion as to whether a 15 or 18-word cable was required. At 
7 Bie, it was stated in the Committee's report that it would not be 
“seat to put the whole capital required at less than £1,800,000. 
= 1 would be noticed that the present tenders carry us no further 


Шш. the stage indicated in the Committee's report of three 


MONS agu. 


CORRESPONDENCE. 


Proposed Electrical Contractors’ Association. 


_ "rng the last few weeks I have noticed several letters 
thee! paper, and others, pertaining to the above sügges- 
„ within my knowledge, personally, that several bond 
^ manufacturers not only will sell goods direct to con- 
еу customers, but will undertake installation work ав 
л he labour, if not exactly supplied by them, is sublet 
he of contractors, in whom, in many cases, the same 
“th ang has a direct interest, some way or other, 
ы. U8 many ways of attaining this end in view. I 
, Tee with Mr. Dixon’s letter in last week's issue of 
.. “EVIEW, to form an Electrical Contractors’ Association, 
3 contractors from manufacturers, and if the 
"Nj persist in carrying on these practices, the Associa- 
^^ bodily to cut them off their authorised ‘list, thereby 


no member of the same association will buy any goods from 
the defaulting manufacturer, which I am sure will very 
quickly remedy this grievance; it can only be done by 
the combination of contractors, namely, by an electrical 
contractors’ trade protection union. I am perfectly aware 
that it is all nonsense to talk about having a fixed price for 
lighting, per position, as no two installations are practically 
the same, conditions varying so, but the proposed association 
сап have a fixed price for labour (skilled and apprentice). 
This would certainly have the tendency to uphold the prices 
generally, making an equality in labour estimating, which is 
a big item. I have seen estimates from contractors as low 
as 78. 6d. and 8s. per light finished, for such jobs as 20 lights. 
I can only say that after many years’ experience in the elec- 
trical trade, I have not as yet been initiated into buying the 
material and paying labour (trade wages) to bring my net 
cost to anything near this amount. These people in ques- 
tion evidently know much more than I do, but in this case I 
am not coveting their knowledge. 

I am a strong advocate for the registration of electrical 
engineers by the Association, somewhat similar to plumbers 
and sanitary engineers; the present electrical engineer at 
large, generally, is a very mixed sort of an individual, com- 
prising plumbers, ironmongers, mechanical engineers, &c., 
and I am afraid that unless steps are taken at once to pro- 
tect the trade, we shall have cause to regret same in the 
near future. ` 

R. B. Leach, 
R. B. ГЕАСН & Co., 


Electric Light Engineers, 
7, South Parade, Manchester. 


We are delighted to see in your “ Correspondence " 
columns that the formation of a Contractors’ Association“ 
has at last been mooted. We have long felt the present 
state of affairs to be most unsatisfactory, but, although we 
have endeavoured at various times to compel manufacturers 
to cease supplying large customers of ours on trade terms, 
we have made no lasting impression, it being often a difficult 


matter to obtain definite proof of such transactions. There: 


are some half a dozen firms of manufacturers who lay them- 
selves out for this class of business, and the only way of 
bringing them to book is to form an association and to 
systematically boycott such firms. 

Such an association might at the same time do much other 
useful work. 

We shall be pleased to do anything in our power to 
forward the scheme in this district. 

| G. N. C. Mann & Co. 
Norwich October 13th, 1900. 


. I quite agree with Mr. Dixon, that a federation of elec- 
trical engineers is necessary if work is to be creditably and 
profitably carried out ; some time ago I proposed that a com- 
mittee of members of the. Institution of Electrical Engineers 
should take the matter up, but hitherto nothing has been 
done. My experience suggests that three things are very 
necessary (the first two of paramount importanoe), viz :—(1), 
the formation of an Association, as suggested, which should 
admit as members, and certify bond fide electrical engineers 
and contractors ; (2), the certification of wiremen, who can be 
depeuded upon to do good work! and (3), the registration of 
fittings and accessories which, after careful testing, shall 


. prove their suitability for the.use they are intended for. 


Further, if Mr. Dixon aud any other gentlemen care to send 
their names in to me, I shalt be pleased to arrange a 
meeting where this question can be discussed. In my 
estimation it is a matter of great importance, and I feel 
sure that such an association, founded on broad com- 
mercial lines, would soon become a powerful organisation, 
as its advantages would immediately be apparant to all 
concerned, and the results would be & gradual elimination 
of bad material, jerry workmen, and inadequate supervision. 


C. Fred. M'Innes. 
October, 1900. 
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We think Mr. Dixon’s suggestion to form an association 
of the above very opportune. 

Having 18 years’ experience in this trade, we аге of 
opinion that there cannot possibly be another which is 
subject to so much humbug, quackery, and unfair dealing. 

There should be some rule to prevent consulting engineers 
specifying by name, or, as i$ often done, some peculiarity of, 
maybe, minor importance, an article which ties the con- 
tractor to go to one particular manufacturer. We believe 
that often when this is done the consulting engineer looks to 
the manufacturer for commission, and we are of opinion that 
the firm which takes the risk of a contract is entitled to all 
the favours which the manufacturer can afford to bestow. 

Further, any agent, merchant, or manufacturer who quotes 
trade terms to other than ролй fide traders should be strictly 
boycotted. | 

There is one other matter which calls for action. We refer 
to the practice of some firms, eager to make new customers 
to the prejudice of those already in the trade, who call upon 
ironmongers, plumbers, tinkers, clockjobbers, &c., and, by 
offering samples and books of instruction, induce them to 
start in a new line, for which they have had no proper 
training. 

We would like to see some abler writer take this up. 

As isolated units we can do nothing, but by association we 
can do much to suppress the above practices. 


E. J. Dugdill & Co. 
October 15th, 1900. 
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The Nernst Lamp. 


For rather over two years we have been hearing about the 
Nernst lamp, and I have some recollection of a company 
being formed for the purpose of supplying these lamps to 
foreign countries, China among the number, I presume for 
the benefit of the Boxers. - 

How is it that these lamps are not commercially obtainable 
in England ? 

I see no mention of them in your advertisement pages, 
and I presume that if they were for sale here a full or half 
page announcement of the fact would be sure to appear in 
the REVIEW. 

Perhaps I am behind the times in this matter, and if so, 
would anyone enlighten meas to where they can be bought, 
their price, &c. ? 

Possible improvements are much more likely to be dis- 
covered or suggested if the lamp,-even as single samples, is 
more widely distributed. 

J. E. Ritter. 


Record Breaking Joint Making. 


As makers of the Andrews & Glass joint box described in 
your last issue, we should like to emphasise the fact that no 
special skill is necessary on the part of the man using this 
joint box. We witnessed a service joint made by a labourer 
а few days ago, and though his time fell short of the record 
referred to in your article by seven minutes, the result was a 
joint with which no possible fault could be found. 

Some instruction *is of course necessary in the first 
instance, and we arrange to send a man to make a few 
1 joints in any place where the box is being given a 
trial. | 


Cowans, Limited, 
Salford, October 16th, 1900. 


The Electro-Harmonic Soclety. 


I should be very much obliged if you would allow me to 
call attention, through your valuable paper, to the behaviour 
of some of the gentlemen who were present at the Electro- 
Harmonie Society's concert on Friday last. I was rather 
late in getting to the concert, and consequently had to sit at 
the back of the hall, and there were some 12 or 15 men who 
seemed to make a point of talking and laughing their loudest 
while the entertainment was proceeding, greatly to the annoy- 
ance of members and their friends who had come there to 


enjoy the excellent programme which the Society had pro- 
vided. 


There should, I think, be stringent rules made with r=. 
, to talking, and even striking matches during the perfor. 
of any item on the programme, and the chairman shou!) . 
that these rules are enforced. 
I have been to smoking concerts where no one would ti. 
of even so much as striking a match during a song or d.. 
performance, and I think if those men who insist u. 
making a noise, instead of listening to the entertain 
could by any means be taught better manners, it would ;. 
very much to the enjoyment of the evening. 


F. A. Glover, 
October 15th, 1900. 


Interior Wiring. 


In Mr. Allingham’s letter in last week's issue ther и 
several points calling for a final comment, as far as] n 
concerned, 

As far as the Leyton incident is concerned, it isa . 
Mr. Allingham’s recollection against mine. Peru tj 
late engineer to the Leyton Council could settle the yas x 
of the origination of the “earthing idea,“ Мое. 
whether he ever adopted it at Leyton as a means d liv ig 
consumers’ fuses when earths existed on their wiring. 

Referring to Mr. Allingham’s smart question as t ^ 
intermittent earthing can cause a persistent short, I d 
say that the short will be as persistent as the earthing. ' ' 
So-called ‘“impossibilities’’ often occur. I can on sw 
further, that if a fair-sized engine is running on the «t 
and a small balancer is connected, the balance: in 
deal with a short, and lamps will be burnt out. Ave 
would dream of using batteries of large size for bala:ci 
especially on a large network, and the central station e zin 
would not care to have a 100-Kw. balancer running w d 
with a 10-Kw. “out of balance" for fear of Ук 
occurring. 

I I think intermittent earthing is impracticable, ben 
there are few large stations where none of the main: li 
an elusive and undiscoverable earth. I should like to b 
of any large network in this or any other country, wb 
the middle wire is intentionally * dead earthed.” Earth 
is usually done through a lamp. 

Finally, I wish to say that Mr. Allingham steps lv 
the limits of ordinary courtesy and fairness when he int 
tionally tries to appropriate to himself credit for work d 
in conjunction with another, even if the partnership | 
been dissolved. І certainly do object to his writing | 
first person, singular, about matters on which we $3 


together as partners. 
S E W. Fennell, 


[Owing to the somewhat personal nature of certain d 
Fennell's observations, we have considered ib. nec 
delete sentences where asterisks appear. These omission 

` по way affect the point at issue—Eps. ELEC. Вет.) 


Electric Railway Motors. 


I note in your issue of September 14th a review ! 
book on “ Electric Railway Motors,” and would like « 8 
a few words on the same. I refer to the paragraph in vh 
your reviewer criticises the setting of the brushes near t 
pole tips for railway motor work. In American pra 
there are many cases where the car is provided with u & 
troller at one end only, and is reversed on а turn-tal 
or more frequently а Y at the end of the tr! 
therefore performs fully as much as 90 per cr- 
its mileage on one direction. It is therefore " 
frequently advisable when the service of the car * 
this character to give the brushes sufficient backward в 
to take advantage of the excellent commutation that ct 
there, because brush and commutator wear is à К 
matter in railway work, If such a car із reve) 1 
motor, of course, will not act as well at the comu: 
but where the car runs in a reverse motion for s^ 
relatively small portion of the time, this disadvast 7 
not serious in view of the great advantage gained ^^^ - 
shifting of the brushes as before stated. 

Where the motor is to run in one direction as- 

another, the brushes should, of course, be set uw: 


~ 
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d по calonlation is then necessary to allow for reactive amount to £28,000, and that the cost of constructing the tramway 


jeetur& The paragraph in question was justified for 
eren that the railway motor designer sometimes has to 
ce these matters into account. It is, however, fair to 
ш wrwspondent to state that a paragraph stating the 
псе of the above would have been a wise addition, and 
u the subtraction instead of the addition of the reactive 
pneus was а mistake which has been rectified. 
tention may also be called to the fact that the chapter 
x nx pretend to be a complete treatise on the subject, 
t merely to give an idea of how the problem is attacked. 


Thanking you and your reviewer, | 


George T. Hanchett. 
Хет York, October 8fh, 1900. | 


LONDON COUNTY COUNCIL. 


ttumeil decided at the meeting on Tuesday to sanction the 
pring by the Islington Vestry of £3,100 for electric lighting 


А? London Company.—The Council decided in April last 
quent to the City of London Electric Lighting Company 
aging over from 100 to 200 volts within the area of the South- 
c iet, 1891, but the consent was given subject to a series of 

tius which the Council sought to impose for the protec- 
. A uf the interests of the company's consumers.” In this connec- 

a ‘te Highways Committee now mentioned that the company 
deer mwilling to accept the conditions, and had appealed to the 

ecof Trade in the matter. After having held an inquiry the 

wd hal issued its award, in which only the first of the conditions 

i wowed, the remainder being struck out. The Committee 


Yi condition із, shortly, that any necessary alterations to the wiring or 
ip om з coosumer’s premises, avd the repair of any damage incidental to 
serations, shall be carried out by the company at its own cost, and it 
и provision for reference to arbitration in саве of dispute between the сот: 
fuiaconsumer. This is valuable to the consumer, and will obviate to 
gesent such difficulties, as regards these matters, as have arisen between 
. бит electric light company and its consumers. The Board has also imposed 
exin “that the undertakers give notice of the condition referred to 
al consumers affected by the change of pressure; provided always 
i We change shall be made in the pressure of the supply to any premises 
* m March ith, 1895, the date of the ( Board's] regulations aforesaid, were 
f with energy by the undertakers, except with the consent of the con- 
@ This is in a modified form, опе of the conditions imposed by the 
ai. ibe principal of the Council's cond:tions not upheld by the Board 
LY reduction р ісе should be made to the consumer on the change оѓ 
ein. This we think, wax a most reasonable suggestion, as the consumer 
te: 20 advantage of any kind from the change. The Board had already, as 
whe the supply under the City order of the same company, aphrov d of the 
с ressure without reduction of price. and probably felt to some extent 
i decision in dealing w th the present саве. The Board made no 
E 10. erence to the costs of the appe»l, which, therefore, will have to be 
Bt 1 de Council and the company re-pectively. The decision of the Board 
eae being uo provision in the Electric Lighting Acts and Orders for 
cases. 


Gin Electric Supply Corporation.—It was reported by the 
n Committee last May that the magistrate at the South- 
Pulice Court had dismissed the six summonses taken out by 
Connell against the London Electric Supply Corporation in 
.. Re of default in not maintaining a constant supply of electrical 
W- The magistrate allowed the company £5 5s. cost, but 
Wed his willingness to state а case for the opinion of the High 
6 on the matter. The Council, therefore, instructed the 
б to take the necessary measures for appealing against the 
Bo. In this connection the Highways Committee added: 


: cr kas since reported to us that a case has been stated for this pur- 

| 4 the company has asked that no further proceedings should be 

fel i. matter, has stated that it is very improbable that there will 
75 ше of supply in the future, every possible measure having been 
lie *üsure against such a contingency; and also that if tae Council 
аана in the High Court, the decision would not materially assist 
: me proceedings that might hereafter haveto be taken against the 
da) es о ево has advised us that in the circumstances he does not 

m would be much advantage in pressings the action against the 

7 i UA that the company should be informed that relying on its 

Ат there will not be & recurrence of the default, the Council will 
Ры ni with the appeal, and we concur with that view. It will be 
E а Ше Council had previously, оп March 27th, instructed the 
eet tits ғ Proceedings against the same company to recover penalties in 

Же 00 to maintain a proper supply of energy in the area included 
Xx is of siectric Supply Corporation Electric Lighting Order, 1889. The 

| тл} шов that the Council coald not properly proceed against the 

С Mathe Se in view of the decision subsequently given by the magi- 

: E thwark police-court on practically the same set of facts. 
кы recommended and the Council decided to take no 

fa: on in regard to the instituting proceedings against the 

See relation to the cases mentioned, and to inform the 
Lar accordingly, — 

e ne Tramways.—The Highways Committee reminded the 
tom Y аср the new tramways recently resolved upon was 
bos Wi b Wandsworth, to High Street, Tooting. Since 
Кычы edon District Council had intimated its intention to 
Eun 0 construct electric tramways from near the Wimbledon 
Mui "id Merton Road and High Street, to the county 

elias € Waterfall Bridge, and the District Council had 

: o ® the County Council should promote a scheme for a 
© муре terminus at High Street, Tooting, to Waterfall 

ie : ы iiis à connection with the former proposed tramway. 

: ö ; : е he tramway. manager considered the projected exten- 

: “yale, that the expenditure on road widenings would 


for electric traction would amount to £11,250. The Committee 
further stated: 


The Wimbledon District Council states that it wiil be prepared, in the even 
of the necessary powers being granted, to construct ite tramcars for the same 
system of traction as that which the Council may adopt; and, further, to lease 
the proposed tramways in Wimbledon to the Council for the purposes of work- 
ing, or to enter into an agreement for mutual running powers, orfor any other 
arrangement which may be agreed upon between the Council and the Distriot 
Council. We think that, having regard to all the circumstances, it is very 
desirable that the Council's system of tramways should be extended to the 
boundary of the county; and we anticipate that, taking into consideration the 
attitude adopted by the Wimbledon District Council with regard to the matter, 
there will be little difficulty in coming to arrangements, satisfactory to both 
pares, for the interchange of traffic between the two systems. It is very pro- 

able that the additional tramway facilities for locomotion will not only be 
highly appreciated by the travelling public, but will prove a remunerative 
investment to the Council, especially as the tramways will afford a means of 
easy access from London to Wimbledon Common and the neighbouthcod, 


The Committee, therefore, recommended the Council to apply in 
the next session for powers to construct the tramway, but the con- 
sideration of the question was postponed for a week. 


BUSINESS NOTES. 


Electrical Wares Exported. 
WEEK ENDING Ост. 177T8,1899. | WEEK ENDING Ост. 16TH, 1900. 


Alexandria .. . Value £29 Amsterdam .. . Value £144 
Amsterdam - -— us 37 Auckland .. ie ѓа > 178 
Bombay us 15 „101 Bombay  .. Б» ie . 274 
Brussels З ʻi $a e 18 Buenos Ayres Teleg. mat. 2:6 
" Teleg. mat. 8 0 Calcutta ws ws . 8,796 
Buenos Ayres vs je .. 351 Cape Tow W .. si T oe 292 
Calcutta. БА ЭР 8 84 Colombo px $9 es 16 
Cape Town .. ; .. 807 Copenhagen. Teleg. wire . 44 
ээ Teleg. cable Ы Е84,000 Durban oe ee ee. ee 2,200 | 
„  Teleg. wire .. 467 Е Teleg. apparatus. 1,014 
Christchurch ES ka ve 27 East London - és is 61 
Christiania. Teleg. wire 29 Gibraltar... аз ae .. 248 
Colombo > v | 19 Halifax Teleg. mat. ae 29 
Copenhagen. Teleg. wire 10 Hamburg. Teieg. mat... . 200 
Durban. Electric light cable Hokitika ; an as Ee 11 
and appliances 5 . . 1,041 Hong Kong.. А id . 141 
Fremantle.  Teleg. mat. kn 62 » Old teleg. wire .. ae 88 
Halifax. Teleg. mat. .. 6,503 » Submarine cable 880 . 
Hamburg. Teleg. mat... .. 250 Launceston 3s y .. 188 
Mahka.. % T. P ee 20 Malta Teleg. apparatus. 802 
Meibourne .. T ee . 462 Melbourne .. Va es , 1:9 
Montreal .. x es v 15 i Teleg. mat. 2,849 
Otsgo.. "m v D " 85 Newchang .. я a T 11 
Perth НА " Ве si 31 Ostend z z Ex .. 757 
Port Elizabeth  .. M . 110 Otago Р s x .. 801 
Rotterdam vis 92 60 Perth aa T - m. 84 
Shanghai... © ie 4% Port Elizabeth  .. ets ps 87 
Singapore .. е - .. 100 à Teleg. mat. 866 
5 Teleg. mat. .. 179 Port Said ius ae у 20 
Stockholm. ‘Teleg. mat. 35 76 Shanghai .. R vis Bs 16 
Sydney oe oe КҮ ее 962 Singapoie + es oe 60 
Townsville. Teleg wire 8.5 » Teleg. mat.  .. + 50 
Vladivo-tock es 3б 81 Stockholm. Teleg. mat. 260 
Wellington. та iy 154 Syduey T ae . . 1.111 
is Teleph. mat, 160 30 Teleg. mat 7 3 
Yokohama... aes 892 206 „ Teleph. mat. P 1,140 ` 
: Elec. cable 2,588 | Wellington Р 4-4 
Yokobama .. F 2% .. 2,841 
1 Teleg. mat. . . 4,586 
Total . £8:9,266 Total T £34,676 


Foreign Goods Transhipped. 


Havre. , Elec. mach... £1.0 ; Flushing. Elec. apparatus £52 
| Hamburg. Elec. detonacors 450 

Sydney. Teleph. apparatus 865 

Total £120 Total . . £1,357 


Apparatus for Sale.— The Cambridge Scientific In- 
strument Company, Limited, sends us a well arranged pamphlet in 
which is described and illustrated a good deal of mechanical 
laboratory apparatus which has been made to designs by Prof. 
Ewing, F. R. S., for the Cambridge Engineering Laboratory; the 
apparatus shown is offered for sale, and it iucludes several pieces 


relating to experiments on the elasticity of materials, and to the 


measurements of the moduli of elasticity, by various methods, while 
other pieces are for students making quantitative experiments in 
mecbanics. 


Bankruptcy Proceedings.—At the sitting of the 
London Bankruptcy Court, held last Tucsday before Mr. Registrar 
Linklater, Walter Vernon Scott, electrical engineer, applied to pass 
his public examination upon accounts showing unsettled debts, £725 
19s. 1d., a fully secured debt, £60, and no assets whatever. In the 
course of his evidence the debtor stated that from 1887 to 1897 he 
was in the employment of a firm of electrical engineering contractors 
as an assistant electrical engineer. In the latter year, having a 
business connection, he promoted Walter V. Scott & Co., Limited, 


for the purpose of carrying on an electrical engineering business at 


118a, Cromwell Road, S. W. The nominal capital of the company 
was £5,000 in £l shares. Witness put £200 borrowed money into 
the company, aud received 1,500 shares, together with the appoint- 
ment of managing director at £250 per annum. . Only £1,700 of the 
company's capital was subscribed, £1,000 of the amount being- 
provided by Mr. C. Lopdell, who became .co-managing director at 
£250 per annum The company went into liquidation. in 
November, 1898, and the proceedings had been closed with 
no dividend to the creditors or return to the shareholders. 
In 1899 an action was brought against witness and a relative 
by Mr. Lopdell for the return of the £1,000 which the latter 
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had subscribed to the company's capital, the ground of claiin being 
misrepresentation. Judgment for consent was entered against 
witness and his co-defendant for £200, payable by instalments, and 
upon these being allowed to get into default, the present bankruptcy 
proceedings were instituted. Upon the failure of Walter V. Scott 
and Co., Limited, witness again obtained employment as an assistant 
electrical engineer, which position he held at the date of the 
receiving order. He attributed his insolvency to the liability under 
the said judgment, to personal liabilitics for moneys borrowed and 
goods supplied for the company during the time he was managing 
director, and to excess of expenditure over income. The examination 
was ordered to be concluded. 

On Saturday, at Bangor, a sitting was held for the public 
examination of Frederick Ludovic Lloyd Lindsay, of Bangor, elec- 
trical engineer. 


Liquidations and Dissolutions.—The Eclipse Brass 
and Copper Company is winding up voluntarily with the present 
directors as liquidators, they will enter into a contract to trausfer 
the assets to G. J Gibbs, of York, as trustee for the new company, 
which is to be registered under the title British Power, Traction 
and Lighting Company. 

A meeting of the Sussmann Electric Miner’s Lamp Company, is 
to be held at 10, Wallbrook, E.C., on December Ist, to receive the 
report of the liquidator, Mr. Robert Warner. 

A meeting of Dick, Kerr & Co. fold company), will be held on 
November 15th, at 110, Cannon Street, to hear an nccount of the 
winding up, from Messrs. C. T. Cayley and G. W. Carr, the 
liquidators. 

A petition for the winding up of the Coventry Gas Fitting, 
Electrical and Engineering Company, will be heard at the Law 
Courts before Mr. Justice Wright on October 24th. 


Books Received.— The Chemistry of the Materials of 
Engineering," by A. H. Sexton, Manchester: The Technical 
Publishing Company. 5s. net. 


Catalogues and Lists, — The Sunbeam Lamp Company, 
Limited, send us an abridged edition of their catalogue. It is 
а very handy little Jeatlet giving in а few pages the prices and 
current consumption of both high and low voltage "Sunbeam" 
lamps from 5 to 500 С.Р. i 

Messrs. Mayes & Spikins, of Hove, have issued sheets giving afew 
particulars aud prices of their “Phoenix” wireless motor-starting 
switches or starting under full load. 

Messrs. Moeller & Condrup, of Fore Street, B.C., have sent out 
supplementary lists of their Swedish tools, including pipe wrenches, 
spanners, oil-cans, and brazing lamps 

Messrs. McGaw & Co, of York Road, Lambeth, send us a circular 
of their American whitewood casings and covers, and ornamental 
mouldings for electric lighting work. 

The Electrical Transmission Compauy, Limited, of Hammersmith, 
have issued an illustrated pamphlet describing their patent switch 
gear, including the Jones automatic and self-starting motor-starting 
switches, and other віне, double, and triple-pole main switches, 
with and without fuses for voltages up to 250 volts. Traction panels, 
switchboards, arc lamps, and enclosed screw motor-starting switches 
are also detailed. 

Messrs. J. P. Hall & Co., of Oldham, have issued a well-bound 
and excellently illustrated priced catalogue of their dynamos, 
motors, &c. Interior views of the workshops are given, and a great 
deal of data is included of the standard pattern two-pole machines, 
with wire-wound slotted drum armatures, and with smooth core 
drum bar armatures ; also of multipolar open and closed generators 
and motors, and their two and four-pole special enclosed series- 
wound reversing motors, combined engines and dynamos and so on. 

The Shillingford Engineering Company, Limited, send us a list 
of revised particulars of ће “ Trusty oil and gas engines. 


Electricity Works and Nuisance.—In the Aberdeen 
Sheriff Court on 9th inst. Sheriff Burnet heard proof in an action 
at the instance of Mrs. Frances Cameron, Heathville, Cults, 
and her trustees against Messrs. Р. C. Middleton & Со, 
electrical ‘engineers, 258, Union Street, Aberdeen, to inter- 
dict the defenders from carrying on their works at the 
premises known as the Cults Electricity Supply Station in 
such a way as to annoy the pursuers and their tenants. From a 
report in the Aberdeen Free Press it appears that the pursuers state 
that when the works are in active operation, which is nightly from 
about an hour before sunset till considerably after midnight —two, 
at least, of three engines are used. The engines cause vibration 
and noise, which is a nuisance and an abuse, and in excess of 
defender's right, aud an unwarrantable interference with the rights 
of pursuers, and that pursuers and their tenants and families suffer 
serious injury in consequence from loss of sleep, disturbance, and 
otherwise. 

Mr. Lindsay, electrical engineer, who gave evidence for the 
pursuers, spoke as to having heard the noise. He thought the 
noise could be remedied to a considerable extent by the use of 
slow speed engines and belting to drive the dynamo. Cross- 
examined by Mr. Brown, Mr. Lindsay stated that it was the case 
that high speed engines such as used by P. C. Middleton & Co. at 
Cults were used at all modern electric stations. 

Mr. John Mitchell, mechanical engineer, said that he had heard 
the noise a mile away. In answer to Mr. Brown, he stated that as far 
a3 his experience went the engines used by Messrs. P. C. Middleton 
and Co. at Cults were the best that could be got for their purpose. 

Mr. Andrew Calder, farmer, Lumphauan, one of Mrs. Cameron's 
trustees, Mre. Cameron, Miss Cameron, aud others gave evidence as 
to the noise being very annoying and as to their having been pre- 
vented from sleeping by it. Mr. John Rust, city architect, said the 
noise was a throbbing noise, which was very anuoying; it was such 


that he would not like to live in any of the houses near the eleen 
station. Mr. Jenkins, architect aud surveyor, said that he had vi 
Mrs. Cameron’s house and had heard the noise. He was a) 
sure that there was vibration of the fabric of the house. He‘, 
distinctly heard the noise 500 yards away. He believed ther . 
а depreciation in the value of the properties in the vicinity ot -+ 
electric station to the extent of £100 on account of the noise, 

For the defenders, Mr. William D. Ironside, civil engine; n 
Messrs. Walker & Duncan), said the engines used by Messrs, | 
Middleton were of the most modern description, and the ls :.ц 
could be got for their purpose. He had known the premi: 
six years, and on various occasions improvements had been cfw 
во as to deaden the noise. Improvements had been carrie: | 
effect by Messrs. Middleton's predecessor, and since Mo 
Middleton took over the works a brick-built chimney bad әз 
erected, and exhaust pipes connected with the engines Belon 
this was done the exhaust pipes were discharged from the nx 
The engines used were as noiseless as any of the kind he hod ew 
heard. He did not believe it would be possible that electric n 
for Cults could be manufactured with less noise. He did ъл зї 
sider the noise to be objectionable, it was only a hum. It wis th 
same as the noise caused by the drum of a threshing mill as teag 
at a distance. The electric station was situated in what mij» 
called the business part of Cults. There was other mathijer jn 
neighbourhood, such as that at the pumping station in conia 
with the Aberdeen Corporation Waterworks. His expetieo: eg 
that the majority of engines now used at the electric susc rm 
high speed engines, and that the higher the speed of Шеше | 
less was the noise. 

Mr. R. S. Cook, mechanical engineer (Barry, Henry & Со. miig 
engines used by Messrs. Middleton were all of the enclosed ty ur. 
they were vertical, which served to deaden the noise. The eri 
were the best steam engines that he had seen working іп апу ет 
lighting establishment. He examined the inside of the юа 
house at the electric station for the purpose of detecting vibratig 
but he did not find any. The engines themselves vibrated, but to - 
very small extent. He did not think the noise formed a grouni $ 


ч 


: complaint. 


Mr. P. Middleton, managing director of P. C. Middleton 4 0 
said that since his company took over the works they had carri 
out many improvements іп it. They were running the station at 
heavy loss. Тһе noise made by the engines was much les thag 
was віх years ago. 

Mr. Alexander Leiper, mason, stated that he lived in a house ait 
opposite side of the street from the electric lighting station, a 
had not been annoyed by the noise. 

The case was then adjourned for debate. 


Dividend.—Notice of a supplementary dividend of $. 
the £ is given in the case of A. G. Inrig, electrical engineer 
Victoria Park. 


Electric Launch.—The launch took place rece!) 
the Mary Gordon, an electric launch which will accommodate 2 
70 people, designed and built by the Thames Electric aud »t4 
Launch Company, Chiswick, W., to the order of the Leeds Corp 
tion, to run on the Waterloo Lake, Roundhay Park. The M 
Gordon is 56 feet long, 8 feet 6 inches beam, has a draught of at 
2 feet 6 inches, and a displacement of 74 tons. The accumslal 
run underneath the seats forward; the motor is aft under tix h 
in a lead-lined compartment, and is connected water-tight e! 
the propeller shaft. The steering wheel is placed forwar war 1 
controlling switch with one lever, giving two speeds алем їшї w 
speeds astern. The speed of the motor is considerably less ih 
that generally employed on electrical launches, but the айтама 
gained is the absence of vibration. The whole of the dent 
work was executed at the Strand on the Green " Works, Chine 
The Mary Gordon is & similar vessel to the Viscountess Б. 
first electric passenger boat on the Thames, designed and b^ 
W. 8. Sargeant for Messrs. Immisch & Co., in 1588. 


Electric Light Fittings.—A number of leading m% 
facturers in England and France were recently invited to °°" 
designs for electric fittings for Bridgewater House, London, tèc + 
residence of the Earl of Ellesmere. Considerably over 100 «^£ 
were sent in, and we are informed that those submitted by Y 
Donnison, Berlyn, Sillem & Co., of London and Liverpo.™ 
selected, and the order has consequently been placed with that irn 
£1,030. These fittings, which are for what is undoubtedly onc ol! 
most splendid of the ducal mansions in London, may be ee 


scribed as follows: Massive circular dishes of elaborately œ 
24 inches in diameter, surmounted by finely designed mets о" 
form the principal part of cach electrolier. These corona of wr 
and chased metal, are boldly designed in the style of the 1 
Renaissance, in keeping with the decoration of Bridgewater 11% 
and the heraldic elements, in the form of the arms, suppe“ 
crest of the Ellesmere family has been effectively and арргор ^" 
introduced throughout. The rampant lion, the ducal от. 
three pheons, the griffin with coronet for collar, the Wide“ 
wings, thus appear at effective points in the acanthus and н 
work of the design, and in each case the handsome сото 
their six crystal pendants surrounding the larger centre ^ 
disb, and carrying 45 lights in all, are supported by "* 
chains and riugs from metal crowns at the ceiling ар" 
State rooms alone will take 16 of these fine electrol:” 
large cut-glass bowls which form part of the chatten 
made by Messrs. F. & C. Osler. 


Electric Lighting Boards.— be evolution ^ 
means by which patterns and designs may be traced in liom 
i.c., With incandescent electric lamps, has long occupied Ux att 


1 
j 
ү 


«L4. No1195, Ooronma 19,1900] THE ELECTRICAL REVIEW. 


628 


gL — — — — —— —— — —á 


£ inventors, and has already given rise to the elaborate electric 
ons which form such a prominent feature in the streets of our large 
ate at night time. An entirely new system has now been 
perfected, and will shortly be applied to commercial uses, by a 
' dicate known as the “Electric Lighting Boards, Limited.“ 
Тһе development of the many inventions involved has been 
vainly in the hands of Mr. E. O. Sachs, the well-known 
wmhiteet, whose association with electrical matters relating to 
the stage is known to all interested in electric lighting. By means 
of the new system, lamp-holders are dispensed with, and lamps may 
vo instantaneously affixed to any part of flat surfaces of any desired 
extent, the mere act sufficing to connect them with the lighting cir- 
«it; the lamps may be arranged in an infinite variety of patterns, 
ad rearranged ad lib. Moreover, the same principles are 
applied to flexible cables, to which lamps may. be attached 
4 any point and in any order, forming an ideal system for 
¿reet illuminations and artistic effects of various kinds. The 
-ysormows cost of wiring to innumerable lamp-holders, and 
repeating the operation every time a new arrangement is desired, 
thus completely avoided, and the scope of electric lighting widely 
ted. The new system is in the hands of a very influential 
body of professional and business men, whose experience in their 
severi departments has greatly facilitated the adaptation of the 
avention to practical conditions. Several ap aia demonstrations 
will shortly be given, in respect to which inquiries should be 
dressed to the offices of the management at No. 7, Pall Mall. 


Electric Travellers.—Electric travelling cranes are the 
abject of two excellent pamphlets which have come before us this 
sk Both are capital products of the printers’ art; both are 
Шу dlustrated, and both are sure to be of great interest to all who 
w following the progress of the application of electricity to crane 
stig. That of the B. T. H. Co. is relieved from the monotony 
vi usually characterises trade lists by the neat pleasantry and 
apos of the front page illustration which will be readily 
appreeiated. The list gives descriptions of transporters and cranes 
the Willesden station of the Metropolitan Electric Supply Com- 
pny, the electric traveller at the Dublin tramways power station ; 
don electric traveller at some Ipswich works, and other similar 
mne plants supplied with B.T.H. electrical equipments. The other 
isto which we refer is issued by Messrs. Joseph Adamson & Co., 
f£ Hyde. It is entitled “ Electric Overhead Travelling Cranes,” 
мі is written by Mr. Joseph G. Horner, A.M.I.M.E. The advan- 
ала to be obtained with the electric traveller are touched upon, 
"t the pamphlet claims to be “a concise account of modern 
wavellers, as made at the present day by a leading English firm.” 
Mess, Adamson turned their attention to the application of elec- 
tricity in this direction about eight years ago, when the usual 
ийе was to use one shunt-wound non-reversible motor on cach 
‘moe. It is, however, now found that from the point of view of 
ше стапе user, a shunt wound motor running constantly in one 
‘uection at a uniform speed under all loads is not so suitable as the 
«Тез wound reversible type iu which the speed increases as the 
d i reduced. Changes of gear from fast to slow, and reversing 
тат, or belts, are thus rendered unnecessary. The adoption of the 
“er type, together with a reduction in motor speeds, gets rid of a 


“st undesirable complication of toothed wheels, belting, clutches 


è. and EIP instead a simple, neat and efficient travelling 
‘mie, Which fulfils the most exacting demands. The first reversible 
‘iree-motor crane was erected at Messrs. Adamson’s own boiler shop 
t Hyde, in November, 1894, and is to-day in operation. Numerous 
^al of the Adamson travellers are embodied in Mr. Horner's 
notes, It should be mentioned that Messrs. Adamson have their 
u motor manufacturing department, and their special crane 
“Sperience places them in the right position for thoroughly under- 
"swing what are, and what are not, the requirements of a crane 
Uri motor, Motor details, efficiency curves of hoisting gear, 
simerous illustrations, and much other information of an 


teresting nature, are to be found within the 40 pages of Mr. 
Horner's booklet. 


Large Order for Polyphase Motor-Generators.— 
‘he Metropolitan Electric Supply Company have recently 
placed an important order for sub-station machinery with 
Mesers, Witting Bros, Limited. The order in question is. for the 
ee equipment of the new sub-station that will be built at 
‘auchester Square, and consists of the supply, delivery and erection 
ot about 9,000 H.P., of polyphase motor-generators. There will be 
“ix large motor-generator units of 500 Kw. each, each machine con- 
aa ofa synchronous two-phase motor of 900 в.н.р., direct coupled 
5 à multipolar continuous current generator of 500 xw. In 
: ition to the large units, there will be three smaller units of 70 
Ау Xw. each, for starting and exciting the large machines, and for 
A with the day load. The installation will be an interesting 
"is uot only will it be the largest motor-generator equipment 
he world, but special precautions have to be taken on account of 
ee ira of the transmission line, and the nature of the generating 
"rim the distant power station. The motor-generators will be 
Westi m the Willesden power house, about 54 miles away, in which 
8 generators furnish two-phase current at 500 volts per 
"p aes is raised to about 10,000 volts per phase for the lines; 
ph N Square this will be stepped down to 1,000 volts per 
E or Messrs. Witting's motor-generators. The problem of 
: deut large synchronous motors under all conditions of load from 
Чаны T ven power house, situated at the end of a long high 
ө оп line possessing both inductance and capacity, is by no 
сапа easy, and presents a large number of interesting features. 


The question, has, however, been studied very carefully by Messrs. 


Witting's engineers in connection with numerous installations, and 
the contract in question has been taken under heavy penalties and 
stringent guarantees. 


Notice,—Messrs. Julius Sax & Co. notify that their pear 
push, No. 1,260, is in error described in their electric bell-material 
catalogue as “ registered." » 


* Papristeel " Conduit.—The General Electric Com- 
pany send us a circular regarding their “ Papristeel " conduit, which 
is an improved form of their well-known “ Union” steel tubing, in 
so far that to the mechanical advantages of the latter, good insula- 
tion and damp-proofness are added. The tube can be supplied with 
screwed fittings if necessary, and is standardised to fit their 
“ Union " system of accessories. This will be found of great advan- 
tage in the installing of this tube, and we understand that the cost 
of the system, which combines the good qualities of all the various 
mechanical and insulating systems on the market, is exceedingly 
low. 


Personal.—We are asked to state that Mr. Ernest J. Pond, 
London traveller for the "Telegraph Manufacturing Company, 
Limited, has resigned his position with that firm, and has joined the 
Staff of Messrs. Henley's Telegraph Works Company, Limited, as 
country traveller. 


Plant for Sale.—In one of our “ Official Notices " this 
week, particulars will be found of certain rope-driven electric 
generating plant (two 200-1. H. p. Fowler engines, and two E.C.C. 
100-kw. single-phase alternators), which are being offered for sale 
by the Leeds Electric Lighting Department. The plant 1s to be re- 
placed by other of larger capacity ; that isthe reason for its disposal. 


Poplar Electricity Works.—We understand that the 
lamps supplied to the Poplar Electricity Works are all of the 
Patent Brockie-Pell type, and were made by the Brockie-Pell Arc 
Lamp, Limited. \ 


Trade Announcement.—It is announced that temporary 
offices have been opened at 42, Castle Street, for the electricity 
supply department of the Corporation of Swansea. 


Turnbuckle Holder. — The accompanying drawing 
shows a patent Turnbuckle holder which has been designed by Mr. 
G. E. Watmough, the motor superintendent of the Leeds City 
Tramways, to avoid the use of check nuts, as in the endeavour to 
keep all tight, these have to be screwed up with undue severity, 
which leads to furthertrouble when they have next to be released 
to adjust the shoes. We are informed that by raising or- lowering 
the jaw, this appliance is put in or out of action in a moment, and 


aftcr having once been dropped, it cannot shake loose or become 
ineffectually locked as is sometimes the case with the check nuts. 
With these holders in use, the inventor claims that the attendant 
can adjust the brakes of two cars iu tbe time formerly taken for one, 
viz., a saving in labour of 100 per cent." (There 1s just a little 
mistake in the inventor's percentages.) "This saviug is an important 
consideration where the cars are only in the depót a few hours each 
night. It is also claimed that the work cau be done ‘quite as 
expeditiously on the solid as overa pit; this is a great convenience 
where the pit accommodation is limited. 


- Utilising the Umtali Falls.—Addressing the mecting of 
Rezende, Limited, at Cannon Street Hotel a few daysago, Mr. Nicol 
Brown, the chairman, said that the 10-stamp mill aud the cyanide 
plant were being temporarily ruu by oil engines. The Umtali Falls 
were quite near the company's mine, and from the very first it had 
been intended to use the power there available for their purposes, 
but owing to conflicting claims it was long before they could make 
sure of the right to use it. The very day matters were put on a 
proper business footiug with the Chartered Company, the directors 
proceeded to order the water-powcr and electric-power plant. The 
company now had the right to half the power of the falls, and the 


: plant in course of shipment was calculated to deliver about 150 H.P. 


effective at the mine. Until this plant was erected and started, the 
additional teu head of stamps could not be brought into use. The 
electric plant was being pushed on with all speed in order to obtain 
the reduction of working costs which would result from its use. 
The plant ordered had now been practically all shipped, and some 
of the material was actually at Umtali. 


Wheels and Axles.—The British Griffin Chilled Iron 
and Steel Company, Limited, have just been awarded the contract 
for wheels and axles for 300 goods wagous, which have been ordered 
by the Burma Railways. They will supply the well-known “ Griffin” 
chilled-iron wheels, of which they make a speciality for railways 
and electric tramways. 


~ 
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ELECTRIC LIGHT AND POWER NOTES. 


Austria.— Messrs. Ganz. & Co., of Buda-Pesth, have: 


recently completed a large electric lighting and power plant at the 


pany in Vienna. The generating plant comprises a 300-Kw. steam 


dynamo, and a smaller set of 60 н.р. For lighting purposes 4Q hr 
lamps aud 200 incandescent. lamps are required, while for power 
to 30 H.P., have been 


purposes 40 electro-motora, ranging from. 3 
installed. | | 


Ayr.—The T.C. lias adopted a report by Mr. W. A; Chamen 


recommending the adoption of a direct current three-wire system 


in place of the present high tension system. b E 
Barry (Glam.),—The Parliamentary Committee of the 


Barry U. D.C. are considering the desirability of promoting a Bill 


in Parliament next session to enable the Council to generate and 
distribute electrical energy in the district. Е | 
Belgium.—An electric power.transmission plant is being 
installed in the works of the Société de Sambre et Moselle by La 
Société Electricité et Hydraulique, of Charleroi. The generating 
plant will have a capacity of no less than 1,500 H.P., and will 
furnish current for the operation of 10 travelling cranes and 80 
electro-motors. — ZEE i su ‚ rug E 


Bristol.—The Electrical Committee has decided that the 


minimum charge of £1 5s. per quarter per kilowatt applied for 
for motive power and heating purposes shall be abolished except in 
cases where the consumer has an alternative source of energy. The 
future charge will be 14d. per unit, irrespective of the quantity used, 


subject to discount, and with no charge for meter hire. Motive | 


power customers will, however, be required to enter into a special 
agreement, which provides, amongst other things, that if the elec- 
tricity supplied under the agreement is used for lighting, either 
directly or indirectly, the“ Corporation may annul the agreement 


without notice to the consumer, and thereupon the consumer shall- 


pay for the electricity supplied to him whether used for lighting 
or otherwise, according to the Corporation's rate of charge for elec- 
iricity supplied for lighting. 


Canterbury.—O wing to the large demand for the electric 


light, it will be necessary to extend the works at an early date. 


Chascomus (River Plate).—The E.L. company has 
shut down the public lighting, as the municipality does not pay. 


Consett.—The U.D.C. has adopted a recommendation to 
illuminate the streets by electricity, The Council has also sanctioned, 
subject to cónditions, the proposed application of the Northern 
Counties Electrical Supply Company for a provisional order in 
respect of the urban district. 


Crook.— The U.D.C. has 'decided to light the hill top 
district with electric light. Messrs. Pease & Partners, from whom 
the lamps are to be rented, are laying down an electric plant. - 


Epsom.—The D.C. is about to proceed with its electrical 
lighting scheme, for which it has obtained borrowing powers of 
£16,100. An additional loan of £3,000 will be required. 


Eccles.— The T.C. has applied to the L.G.B. for sanction 
to borrow £5,308 for electric lighting purposes. 


Glasgow.—The inspector of lighting has prepared an. 
estimate of the cost of lighting Great Western Road, between Kelvin 
Bridge and Hyndland Road, viz. :— 


Present gas lighting, 188 lamps .. n i^ 
Incandescent gas (alterations necessary £200) " a2 Е 
| ше lighting, using present electiic tramway poles for arc 
Cost of alterations to electric system "£1,050. | | 
An animated discussion took place at the Council meeting, when it 
was decided to light а short length of the road by the incandescent gas 
system before going further. The Corporation have given notice 
that for the coming winter they intend increasing the pressure of 
supply in Hillhead district, supplied by the Kelvinside station, 
from 100 to 250 volts. The district consists mostly of residences of 
the wealthier classes. | 


Grays.—In connection with the electric lighting scheme 
of the U.D.C., the engineer, Mr. Preece, recommended the accept- 
ance of tenders, amounting to £15,000. It was resolved that tenders 
be accepted and the work proceeded with. | | 


Harrogate.— The Т.О. has resolved to make application 
to the L.G.B. for sanction to borrow a sum of £10,000 for extensions 
to the buildings and plant at the clectric lighting station. 


Per annum. 
,. 2867 
450 


Hebburn.—Thé Electricity Committee reported at the 


last Council meeting that Mr. J. A. Jeckell, the electrical engineer 
of South Shields, had attended the Committee at the request of the 
Council, and it was arranged that before the. Council took any 
furthet steps Mr. Jeckell should submit his terms for preparing 
plans and estimates for laying down an electric lighting station, &., 
at Hehburn... The various manufacturers and shipbuilders in the 
district are béfng circularised as to their probable demand for 
electrical energy. PNE EN I Mh b | | 

Heywood.—The T.C. has resolved to apply to the 
L.G.B. to sanction the borrowing of a further sum of £2,000, making 


a total of £17,000, for electric lighting purposes. 


` 


, r 
EN 


engineering works of the Austro-Hungarian State Railway Com- 


Hull.—A failure of the electric light occurred on 
Saturday night over a large area in the business portion of the 


сіу. The mishap is said to have been due to a short-circuit on the 


mains. 


Ince.— The County Borough Corporation of Wigan is 


prepared to supply the D. Cs. on its borders within a certain ares 


with electric light and power, but the Councils approached so far 
seem inclined to go their own way. Aspull, Standish, and 


Pemberton D. Cs. have already decided to apply for permission to 
supply their districts with electricity, and now the Ince D.C. has 
resol ved to apply to the B. O. T. for a provisional order for the supply 


of electrical energy within its district. - 


Inverness.—The sub-committee appointed by the Finanee 
Committee to inquire into the report on the account preferred 
against the T.C. by Mr. E. G. Craven, the engineer of the now 
defunct electric lighting scheme, has recommended that Mr. Craven 
be paid at the rate of 24 per cent. on £27,000, the total cost of the 
scheme provisionally accepted. The sub-committee further recom. 
mended that a sum of £59 4s. 9d., asked by Mr. Craven for outlays 
and expenses, be also paid, making the total amount payable to Mr. 
Craven £734 4s. 9d. The sub-committee’s recommendation has been 
unanimously adopted by the Finance Committee. 


Leeds.—The City Council has resolved to make applic. 
tion to the L.G.B. for sanction to borrow £510,500 for electric lighting 
and power purposes, including therein fhe sum of £177,573 агу 
sanctioned by the Council. At a recent meeting, Ald. Wigram uà 
the Council had already granted the committee authority to apply fa 
powers to borrow £177,000, for which the Letal Governmeut Board 
inquiry had not yet been held. They had also to look to the future 
provision of electricity throughout the whole of Leeds. This pro- 
posed loan included £100,000 for general extensions, and £80,000 
for extensions on the main liue o£ road to, -J:Vortley, New Wortley, 
Armley, and Bramley, and on to Stannihgley. It also covered s 
scheme for crossing the river again, aud extending in the West 
Hunslet direction, through Globe Street, that would require at least 
£80,000. . It would also cover £140,000 for development and exten- 
sion, and the provision of new buildings and of machinery on the 
site already occupied. | | 


Liverpool.—At the last meeting of the Electric Power 
and Lighting Committee tre chairman stated that during the current 
year the first half of the Pumpfields station had been fully equipped 
with five engines of 1,200 H.P., which were now in working order. 
The buildings of the Lister Drive station had been completed, and 
the supply of electrical energy from that station was commenced on 
August 5th, with three 1, 200-H. P. engines. The capacity of the steam 
plant in use by the department was now more than 20,000 H.P., or 
double what it was 12 months ago. The equivalent number of 
16-c.». incandescent lamps connected to the supply mains was on the 
first of this month 134,000, as against 108,000 on October 18 last 
year. .The total number of units sold during the year 1899 was 
5,700,000. Electrical energy was now being supplied to the tram- 
ways at the rate of 8,000,000 units, and for other purposes at the 
rate of about 5,000,000 units per annum. Some ‘particulars of the 
new stations will be found in another part of this issue. 


Manchester.—The Electricity Committee has received 
the report of a sub-committee on the administration of that depart 
ment; it has not, however, been made public as yet. 
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Moffat.—Following upon a proposal by the North British - 


Electric Supply Company to light the district, it has been om 
sidered desirable that the scheme should be under the direct control 
of the Commissioners. Mr. Brown was authorised to obtain infor 
mation as to the best method of introducing electric light, and the 
probable cost. Mr. Brown stated that he had interviewed Mr. 
W. J. G. Forman, electrical engineer, St. Leonards, Moffat, on the 
subject, and he was convinced that a scheme could be carried out 
with profit to the burgh for about £2,500, water“power being 
utilised. The meeting, after discussion, appointed a committee to 
arrange with Mr. Forman about preparing plans and a report for the 
consideration of the Commissioners. 


Molesey.—At a recent meeting of the U. D. C., it was 
decided to apply for a provisional order for electric lighting. 


_ Referring to a proposal of the Edmundson Electricity Corporation 


to supply the distrièt with electricity, Mr. A. T. N. Snell reported 
that the company's offer was a fair one, with the exception of the 
condition that would prevent the Council putting down their own 
plant for 21 years. E „ 


Morecambe.— The L. G. B. has sanctioned a loan of 
£2,000 towards the cost of an electric light sub-station at Bare: the 
Council asked for £4,000. * 


Paisley.—A report hus been prepared by Mr. J. Balder- 
ston Whyte, C.A., relative to the financial condition of the electric 
lighting works. He finds tbat the capital expenditure up to date !$ 
£94,832 15s. 1d., after allowing a margin of £500 for contingencie, 
or £14,832 15s. 1d. in excess of the present borrowing powers No 
allowance has, however, been made to cover the cost of lay! 
additional mains and connections. In making a further application 
for borrowing powers, this, he thinks, should be borne in mind. and 
he adds that he is informed that the three engines supplied be 
Ferranti, Limited, are to be removed, and two engines are to 
supplied of equal capacity, without further expense to the Cor 


poration. | 
(Continued on page 633.) 
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THE ELECTRIC POWER STATIONS OF 
THE LIVERPOOL CORPORATION. 


Ix the year 1896, when the City Council purchased the 
 andertaking of the Liverpool Electric Supply Company at 

am outlay of nearly £450,000, there were about 83,000 
- Rr. lamps con- 
| nected to the mains: 

but rapid progress 
_ was made under the 

municipal régime, 
and at the end of 
Wos the number 
‘lamps had in- 
eased to 184,648, 
total capacity 
he plant being 
Ü KW., and the 
il outlay 
— £600,000. 
, the sup- 
)wer to the 
tramways 


owing in 
бапес The 
ore jon, there- 
aci ig on the 
of Mr. A. B. 
the city 
ml engineer, 
pe resolved SET oF SrvEN BOILERS 
two large 

ons to 

with the rapidly increasing demand for electrical 


Lf 
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| | this object, application was made to the Local 
ч A mt Board for leave to borrow £300,000 in the first 
©, the total cost of the extensions being estimated at 


, WITH MECHANICAL STOKERS, 


£388,700; this figure was made up of £102,000 for land 
and buildings, £167,300 for machinery, and £119,400 for 
mains, and included estimates for smaller works and sub- 
stations, in addition tothe two large stations. The total power 
provided for, together with that of the existing stations, was 
over 40,000 H.P., of which about 10,000 n.p. will eventually 
be required for trac- 
tion, 

The sites selected 
for these stations 
were properties 
owned by the Cor- 
poration, and situ- 
ated at Pumpfields, 
in Vauxhall Road, 
andat Lister Drive, 
in West Derby. 
The stations are 
about 25 miles 
apart, and a line 
Joining them passes 
approximately 
through the eentre 
of Liverpool, as 
will be scen on the 
accompanying map 
of the city. 

The Pumpfields 
station is adjacent 
to the Leeds and 
Liverpool Canal, 
which furnishes a 
supply of conden- 
sing water and facilities for the delivery of fuel; the Lister 
Drive station, on the other hand, has a siding from the 
London and North-Western Railway, and, as there is no 
natural supply of water for condensing, a cooling tower is 
in course of erection. 

The buildings of the stations, which are almost identical 
in size and details, and have been constructed from the 
designs of Mr. T. Shelmerdine, the Corporation surveyor, by 
Messrs. Morrison & Sons,of Liverpool, are now completed, and 
the works are in daily operation. 


| „ттт 


FRONT VIEW OF PuMPFIELDS STATION. 


The engine rooms are 247 feet long and 50 feet wide, 
with a boiler house 53 feet wide on each side. 


The plant in each station is divided into four independent 
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sections, each consisting of seven boilers with an economiser, 
and three steam dynamos with accessories. 

The boilers at Pumpfields were supplied by Messrs. Tetlow 
Bros., of Hollinwood, and those at Lister Drive by Messrs. 
Galloways, Limited, of Manchester. They are of the 
Lancashire type, 30 feet long, and & feet in diameter; the 
flues are 3 feet 2 inches in diameter, each fitted with five 
Galloway tubes. The shell plates are of steel, 1 inch thick, 
and the flue plates аге } inch thick. Each boiler is fitted 
with an 8-inch parallel-slide steam stop valve, a safety valve 
for high steam and low water, a duplex safety valve, and the 
other usual fittings. Vicars mechanical stokers are also 
fitted to all the boilers. 

Each section of seven boilers is provided with a Green’s 
economiser, and a vertical direct-acting steam feed pump, in 
addition to the injector with which each boiler is fitted. 

At Pumpfields the coal is delivered from a canal barge or 
from carts upon a horizontal canvas belt conveyer, which 
delivers the fuel to an inclined belt conveyer; this elevates 


with white metal. The engines are fitted with a high speed 
sensitive governor and speed-regulating gear, and are pro- 
vided with automatic expansion; the armatures of the 
dynamos form the fly-wheels. 

The dynamos are Siemens multipolar machines, with an 
output of 1,420 amperes at 550 volts. -The field magnets 
consist of a steel ring with 10 steel poles, made in hals 
and strongly bolted together. The magnets are shunt 
wound, 

The armature winding consists of copper bars, indi- 
vidually insulated, and securely fixed in slots formed in the 
armature core, which is built up of best charcoal iron 
keyed to the steel centre of the armature. The com- 


mutator is of large diameter, and the brush gear of sibe ^ 


stantial design, fitted with worm and wheel adjusting 
arrangement. The brushes are of carbon. 

The condensers at the Pumpfields station are of th 
Körting ejector pattern. The condensing water is raisa 
from the canal to overhead tanks by Allen’s steam-driven 
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GENERAL VIEW OF ENGINE Room, PUMPFIELDS STATION, 


it into a large storage chamber situated over the mechanical 
stokers. An ample storage area for fuel is also provided on 
the красе between the station and the canal. 

At Lister Drive a railway siding runs on each side of 
the station, from which the fuel is delivered into a 
wrought-iron storage chamber over the mechanical stokers. 
The ashes are raised from the stokeholds by elevators 
to a platform, from which they are delivered into the railway 
trucks or carts for removal. : | 

The coal elevators, ash elevators, mechanical stokers and 
economisers, are driven by electric motors varying from 2 to 
12 H.P. 

_ The engines are of the Willans triple-expansion three-crank 
single acting type, running at a speed of 230 revolutions per 
minute, with a normal output of 1,200 r.H.P. on continuous 
load and a maximum of 1,500 1. . P. for short periods. "The 
cylinders are 15 inches, 205 inches, and 345 inches in 
diameter, and the length of stroke 162 inches; the crank- 
shaft is 11 inches in diameter, and the bearings are lined 
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centrifugal pumps. The water flows from the condensers H 


gravity in pipes along Vauxhall Road to a branch of 


canal adjacent to Leeds Street, between which point WW 
the station a large cooling area is provided. At I 

Drive the condensing is effected by a Klein counter- Жы 
jet condenser and steam-driven air and circulating pumps; у; 


the condensing water is cooled by means of two of 
patent chimney coolers. 
automatic exhaust relief and oil separator. 

Each station is provided with an accumulator chamber 
with accommodation for four batteries of 240 cells 
each battery being capable of giving a discharge of 200 
amperes for one hour, or 80 amperes for four hours. 
accumulators are used to equalise the load for the tramway 
service, and to assist in balancing the load on the two sides 
of the three-wire supply for the lighting service. 

At each station there are two switchboards, one for the 
lighting service and one for the tramways. The dynamos 
on опе side of the station are connected to the tramway 


The condenser is fitted with n 
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switchboard, and on the other side of the station to the lighting 
switchboard. The two switchboards are also connected so 
that any set of plant may be used either for the lighting or 
for the tramway service ; by this means it is possible to 
work the plant in the station in such a way that each set 
may run the same number of hours annually. 

At both stations balancers are provided for equalising 
the load on the three-wire lighting mains, and motor- 
generators are also provided for the charging of the accu- 
mulators. 

Small supplementary installations are in operation at the 
Smithdown Road and Cobbs Quarry refuse destructors of 
the Corporation; and sub-stations for the distribution of 
ical energy have been constructed at Fairclough Lane 
Lodge Lane ın connection with the new power stations. 
The distribution of electrical energy for the tramways is 
ffected at 500 volts pressure, with an earthed return, and 
the distribution for lighting and power is on the three-wire 
sstem with 460 volts between the outer conductors, the 
middle wire being earthed at the station. 
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At ? present, time there are the equivalent of 132,000 
amps of 16 С.Р. connected to the supply mains of the Cor- 
poration, and more than 150 electric cars are in daily service 
athe tramways. "The number of units supplied during the 
пува ending June 30th, 1900, was:—For tramways, 
19149817; for lighting and power, 2,243,225; total, 
«1162. In addition to the two large stations described 
Øve, electrical energy is distributed in the central portion 
the city from the Oldham Place, Highfield Street and 
-Amdise Street stations, each having a capacity of about 
| he residential district of Sefton Park and Princes Park 
mives its supply from the Lark Lane station, which, with 
x 0 е town stations referred to above, was purchased by 
ae Corporation from the Liverpool Electric Supply Com- 


AT „ Limited 
Tor most of the above particulars, and for the illustrations 
hich we n uce, we are indebted to the courtesy of Mr. 


ИР 


А. Br Holmes, city electrical engineer, who has guided 
^e fortunes of the undertaki 


пе ing from its initiation in 1883 
ent magnificent development. 
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Map SHOWING THE AREA SUPPLIED BY THE LIVERPOOL ELECTRICITY WORKS. 
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GUERNSEY ELECTRICITY WORKS. 


Iv our issue of August 10th, 1900, a few particulars were 
given of the electricity works recently established by Messrs, 
Edmundson's Electricity Corporation in the Island of 
Guernsey : we now have pleasure in reproducing views of the 
station and machinery. 

As will be evident from the former illustration, the works 
are erected in a situation which, though picturesque, pre- 
sents considerable difficulties to building operations. Owing 
to the slope of the ground, the floors are on widely different 
levels, the engine room being 14 feet above the boiler house, 
and the battery room 5 feet higher still. To prepare the 
site for laying the foundations necessitated the removal of 
4,000 tons of material, great part of which was rock. 

The steam generating plant consists of two Babcock and 
Wilcox boilers, fitted with superheaters, and having a heat- 
ing surface of 1,218 square feet each. The working pres- 
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sure is 160 lbs. per square inch. There are two feed 
pumps, one of the Worthington type, capable of delivering 
10,000 lbs of water per hour, and one made by Messrs. 
Hayward Tyler & Co., of the three-throw plunger type, 
driven by an electro-motor, and rated at a maximum delivery 
of 13,000 lbs. per hour. The feed piping is duplicated, and is 
provided with an alternative path through the economiser ; 
the latter is of the Green type, with 96 tubes. 

The steam piping is arranged on the ring main system, 
of wrought steel with welded seams and heavy forged 
flanges screwed on hot and brazed. The pipes and the 
exposed parts of the boilers are covered with magnesia 
sectional lagging. 

The generating sets are bwo in number, each consisting 
of an E.C.5 Belliss engine, rated at 100 B.H.P. with 
130 lbs. pressure and running at 500 revolutions per 
minute, coupled direct to a Parker dynamo giving 74 KW., 
or 160 amperes at 410—460 volts. These are shown in 
our view of the engine room. 

A balancer-booster set is provided, composed of a double- 
wound armature with auxiliary magnets, capable of carrying 
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50 amperes at 210—250 volts, and two boosters, each 
rated at 80 amperes x 70 volts. 

A battery of 230 D.P. accumulators, with a rated 
capacity of 715 ampere-hours at 80 amperes, and capable 
of discharging at 119 amperes if necessary, is installed. 


Tan 


VIEW OF STATION BUILDINGS. 


The switchboard is of Messrs. Edmundson’s standard type 
consisting of marble slabs carrying the switch-gear for four 
dynamos and four feeders. The feeder ammeters are of the 
edgewise pattern, and, like the rest of the measuring instru- 
ments, are of the Kelvin type. 

The feeders are of the triple concentric type, and the 
distributors of the three-core pattern ; all are lead-covered 
and armoured. 

Although the station was opened on July 25th last, ex- 
tensions are already in hand; a Babcock & Wilcox boiler, 
twice the size of those at present installed, and a generating 
set, consisting of a three-crank triple-expansion Belliss engine, 
running at 420 revolutions per minute, and coupled to a 
Parker dynamo of 420 amperes output at 420—460 volts, 
are on order, and will be in position in time for use in the 
coming winter. 

The whole of the capital for the establishment. of the 
works was provided by Messrs. Edmundson's, none of the 
shares being offered for public subscription. Mr. W. H. 
Druce, A. M. I. C. E., is resident engineer and manager for the 
Corporation, and carried out the work, under the supervision 
of Mr. J. C. Wigham, chief engineer. Mr. Druce is to be 
congratulated upon his good fortune in being quartered in 
such a beautiful spot. 


THE POLLAK-VIRAG TELEGRAPH. 


FvnruER. DEVELOPMENTS. 


By CHAS. H. GARLAND. 


Ix March last I had the honour of introducing to the readers 
of the ELECTRICAL REvrEW this system of telegraphy, which 
was the joint work of Anton Pollak and Josef Virág. The 
articles described a method of sending and receiving Morse 
signals at the phenomenal speed of 1,600 words per minute. 
In subsequent trials made in America over long distances, 
even this speed was exceeded, and the extraordinary speed of 
2,500 words per minute was obtained, 


Since reaching this point in the development of the appa 
ratus, the inventors have made further progress in another 
and an unlooked-for direction. The means have been found of 
telegraphing at a speed of 1,000 words per minute in ordi- 
nary characters, which are quite intelligible even to the m- 
trained eye. The purpose of this paper is to lay before the 
readers of the ELECTRICAL REVIEW some account of the 
means of producing this result. 

If reference be made to my previous paper on this 
which appeared in Nos. 1,164 and 1,165 (March 16th and 
23rd, 1900), it will be found that one of the results of the 
experiments there described was the proof that it was possible — 
by using a specially-constructed telephone, with optical and 
photographie attachments, to register the vibrations of & 
diaphragm thrown into motion by currents following in very 
rapid succession, It was demonstrated that the marks 
registered varied in character with the direction of the cur- 
rent, and also with the strength and duration of the current 

By variation of the direction of the current, the duration 
of the current, and the strength of the current, it was found 
later that the waves written upon the sensitised paper bpi 
light-ray could be elongated cither in a vertical or 
zontal direction. By the arrangement of the perforati 
the sending slip, it was found possible to so far control 
membrane vibrations that certain letters could be writter 
readable Latin form. I will endeavour to explain 
this was done. 

Let us take a paper ribbon, as in fig. 1, with five perfor 
tions. The first three perforations are so arranged asto 
send a positive current of 1 volt, 1 volt, and 2 vol 


, А jou 
respectively. The last two perforations are so arranged à w m : 


m 
+ 


E 


connect the negative poles to line with a potential of or с 
volt each. The duration of the current is varied bya vara- © 
tion of the diameter of the perforations. Such a slip passed 3 т 
through the transmitter will so actuate the telephone mem: 
brane as to produce a zig-zag line upon the receiving slip 
such as is represented in the right-hand portion of fig. 1. 
The inventors found that it was possible by combining the 
elements of this zigzag line to produce many of the letters 
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uz 


aw 
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GUERNSEY: WATER-TUBE BOILERS AND Moron Date PO}. 


of the alphabet. But, in order to write a complete alphabet 
in the conventional. manner, there were several other 
elements required. The elements represented will ouly 
produce letters composed of parts following in horizontal 
sequence. In ordinary writing the pen does not always 
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proceed forward in this manner, but sometimes turns back- 
wards in order to add a curve to the letter to be produced. 
The elements of fig. 1 will only form those letters which 


produced by a direct 
up or down or for- 
ward motion of the 

1, 

The letter m, for 
example, is com- 
posed of the three 
elements, а, 0, „. 
fie, 2. and can be 
produced by throw- 
ing into the tele- 
phone three cur- 
rents exactly similar 
in strength and 
duration. Provid- 
ing the three signs 
follow closely, 
neither falling be- 
low nor rising above 
me another, the 
liter is formed. 
The conditions for 
the production of 
meh a letter are 
Mmirably fulfilled 
W the arrange- 
ments described in 


oir previous study 


шини 


ини! 


GAUERNSEY: 


are 


MAIN SWITCHBOARD 


pivoted as described in my previous article (ELEC. Rev., No. 
1,165, pp. 509, 510) such a movement would be impossible. 
Ге mirror was there pivoted on two fixed magnetic points 


which formed its 
horizontal axis, and 
a third and mov- 
able magnetic point 
communicated to it 
the movements of 
the telephone dia- 
phragm. The in- 
ventors have over- 
come this diffi- 
culty. The mirror 
is still attached to 
three magnetic 
points, but in the 
new apparatus two 
of the points are 
movable and one 
only is fixed. 

The points are 
arranged as shown 
in fig. 3; «and b 
are movable and ~ 
is fixed. Suppose 
the point P is 
moved backward or 
forward. The 
points @ and ¢ form 
а horizontal axis 


for producing upon which the 
Morse signals. Were the Latin alphabet composed entirely mirror moves, the light-ray is moved in a vertical direction 
of letters formed in this manner the problem would be and a mark is printed on the sensitised paper in the form 
easily solved. But most of the letters contain elements of a wave (fig. 1). Suppose now that point 7 is moved, the 


GUERNSEY: GENERAL VIEW OF ENGINE Коом, 


9 necessitate something more complex than an up-and- points b and « form а vertical axis on which the mirror 
down and forward movement of the pen. The letters moves and the light ray is moved in a horizontal direc- 
a, é, 0, &c., involve a closed line which necessitates a back- tion. Suppose b and @ are moved together, the move- 


W " * " т. * | wnt ht і 3 ; $: | i ; í : 
ard movement of the pen. With the small writing mirror ment is the resultant of the two components. By com- 
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binations of these movements, curves can be produced as 
desired. 

All those letters containing a closed line can be produced 
in a very simple manner providing the two movements of 
the two movable points can be combined. In the apparatus 
previously described the movements of the mirror were 
controlled by a small rod attached to the diaphragm of a 
telephone. With such an arrangement it would obviously 


writing system are much more numerous and complex, 
They are divided into two series, of which one series sends the 
vertical components of the letters of the alphabet, whilst the 
other series furnishes the horizontal components. In fig. 
(right-hand portion) will be seen the perforations (the guide 
holes are not shown) necessary for sending the letter g. Let us 
suppose that a letter has been written and terminated in the 
position 1. (fig. 5). At the point « (fig. 6, left-hand por- 


HERR ANTON POLLAK. 


be impossible to produce two separate movements, which 
differed one from the other in point of time, in duration, and 
even in amplitude. In order to produce the two different 
movements of points «and b (fig. 3), it has been found 
necessary to employ two separate telephones, the membranes 
of which are attached by means of two tiny rods to the 
points 4 and / (fig. 3). The membranes are connected thus: 
The left-hand membrane in the figure (fig. 8) is connected 
with the magnetic point / (fig. 3), and the right-hand 


Fig. 1 Fig. 2 
12.345 
di CCC 
a 5 с 
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telephone (fig. 8) is connected to the magnetic point 0 
(fig. 3). 

The currents actuating these two telephones are sent from 
the sending station by means of a perforated slip in the 
same manner as the sending of the Morse signals ke the 
original apparatus. In the Morse system, however, the 
sending slip contained only three rows of perforations; a 
central row for guiding purposes similar to the guide per- 
forations of the Wheatstone slip, and an upper and lower 
row corresponding respectively to the dashes and dots 
of the Morse alphabet. The perforations for the new 


Herr JOSEF Vrria. 


tion), the light-ray is at rest. At the point a, the current 
sent by perforation - is thrown into the first telephone, 
and this current will alone produce a mark as shown in 
fig. 1. So soon, however, as the light-ray reaches the point 
b (fig. 6), a further current is sent into the second telephone 
by the perforation 2—7, and the light-ray is thrown round 
tor. At the instant the ray reaches the point 0, the current 
proceeding from the first perforation, Ae, ceases, The 
light-ray turns naturally back towards its resting position, 


Photograph of a piece of slip of the Pollak-Virág writing 
telegraph, received at the rate of 60,000 words per hour. 


FId. 9. 


but the current from the second perforation, /—d, lasts 
until it reaches the point d. At d, however, the current 
from this second perforation also ceases, and the light-ray 
reaches its resting position at v, having completed the closed 
line of the letter а. Almost immediately a further current 
proceeding from the perforation e—f is thrown into the first 
telephone, and moves the light-ray from e to f. At f this 
current ceases, and the light-ray once more reaching its rest- 
ing position, completes the formation of the letter æ at the 
receiving station. 

In this way the whole alphabet can be sent by means 


TON 
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of an accurate combination of the vibrations of the two 
telephone membranes connected with the writing mirror. 
This combination can be controlled at the sending station by 
an accurate adjustment of the strength, duration, and direc- 
tion of the currents sent out. The description of the forma- 
tion of the letter « will illustrate the method of combination. 
The perforations on the sending slip are arranged in five 
series, of which two series are employed for sending the hori- 
zontal elements of the letters, and three series are employed 
in sending the vertical elements. The ribbons аге prepared 
in such a manner that the perforations necessary to send 
each complete letter are made by a single impression. These 
ribbons can be passed through the sending apparatus at what 
can only be described as an enormous speed, a speed of 1,000 
words per minute having already been attained. 

In order to carry out the sending arrangements two 
batteries are necessary, but only of a moderate number of 
elements, From the first battery, Bi, fig. 7, it is possible to 
send a positive or negative* current of nearly equal strength 


In the Morse sending apparatus the metallic cylinder was 
connected to line and the brushes to the batteries, which 
were in turn earthed or joined to the return line. In the 
new apparatus the discs of the cylinder are connected to the 
poles of the batteries, and the brushes to the two lines. 

In the Morse writing apparatus only one line was used, 
whilst in the new apparatus two lines are necessary. This 
is a fact which must be carefully noted, as it has such an 
important bearing on the utility of the apparatus and the 
commercial aspect of the system as a means of economising 
trunk lines, 

The two metallic brushes connected one to either line 
collect, so to speak, the currents sent by the metallic dises 
and pass them on to the separate telephones, which in turn 
communicate their vibrations to the writing mirror, The 
reflected ray, concentrated by means of a lens, records its 
movements on the sensitised paper, and the result is a clearly 
written message in a round, distinct handwriting. The 
handwriting is free from all those little blemishes and 


COMPLETE APPARATUS USED IN THE MORSE-WRIT:NG POLLAK-VIRAG TELEGRAPH. 


ог а positive current nearly double the strength of the first 
two. With the first two the vertical elements lying in the 
positions II. and I. and by the last those lying in position 
Ш. (fig. 5) are sent. From the second battery, Bs, fig. 7, 
a stronger positive and a weaker negative current are sent 
"hie produce left and right horizontal components respec- 
tively, These five poles are connected with a series of discs 
(fig. 7, I.) which are insulated one from another and joined 
во ав to form a cylinder which corresponds in some respects 
to the cylinder of the sending station in the Morse writing 
apparatus (see ELEC. Rev., No. 1,164, p. 428, fig. 3). Two 
metallie brushes press upon the upper surface of the sending 
slip. The eylinder is immediately beneath the slip, which thus 
separates the two metallic brushes from it and prevents 
contact except at the point where a perforation occurs. The 
two metallic brushes are of unequal width. One of them 
(the upper one of fig. 7) covers that portion of the sending 
slip which carries the three series of perforations which send 
the vertical components of the letters. The other brush is 
narrower and covers that portion of the sending slip which 
carries the two series of perforations which send the hori- 
zontal components of the letters. 


* The terms positive and negative currents are used for the purpose 
ot indicating the direction only of the current, and thus to facilitate 
description. | 


peculiarities which characterise fast writing by hand, and 
each letter is accurately and clearly formed. 

One of the prime essentials of clear writing by the 
receiving apparatus is to eliminate the influence of the self- 
induction and capacity of the line from the telephone which 
writes the vertical components of the letters. This is carried 
out in the same way as in the Morse sending apparatus by 
inserting а self-induction coil in parallel at the sending 
station. The horizontal components are less subject to 
disturbances and less seriously affected when disturbed. The 
current curves in fig. 4 (a for the vertical, b for the hori- 
zontal) show that the currents for the horizontal components 
are of a slightly longer duration than those for the vertical. 
Inductive disturbances cause little or no appreciable fault in 
the effect of these currents upon the writing mirror. No 
correcting coil is introduced for the purpose of eliminating 
them except in the case of very long wires when a weak self- 
induction coil is inserted in parallel to the second circuit, 

The disturbances due to the proper or self-vibrations of 
the telephone membranes are overcome as in the earlier 
apparatus by the insertion in parallel of a condenser at the 
receiving station. 

The disposition of the apparatus, as shown in fig. 7, is as 
follows :—B, is the battery for sending the vertical com- 
ponents ; 1, 2, 3, are the three sectors or discs which, by 
connecting the different parts of the battery to the metallic 
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brush «v, send the currents of differing potential and direction 
into the circuit Ly, La. 
phone T, and parallel. with it is inserted the condenser. €. 
This telephone by its vibrations moves the writing mirror in 
a vertical direction. The induction coil Л, 
Inductive disturbances for this telephone. 

J, is connected at its centre with the metallie brush /. 
This brush covers the sectors or dises numbered 4, 5, and 
these discs send into the brush the currents which produce 
the horizontal components. These latter currents proceed 
from battery Ba The divided current flows. in parallel 
through r, and ту, and so through the telephone T). 
The two currents being in opposite directions and of equal 
potential, telephone T, does not react, and the reunited 
currents flow into. telephone Ta which, by its vibrations, 


Induction coil 


Enzine No, 2 stuck in a ditch. 


1 
2, Boer Prisoners marching through Vet River. 
3. Damaged Piers of Zand River Bridge. 


ELECTRICAL ENGINEERS R.E. VOLUNTEER CORPS. 


move: the writing mirror in a horizontal direction. Parallel 
to Ts» a second condenser €, is inserted which is supplied 
with a rheostat in order that the resistance of its circuit can 
be adjusted. The current having passed through Ts, returns 
by earth to battery B.. The induction coil J, supplies, 
when used, the necessary corrections for the second circuit, 
and also connects the two lines to earth. 

The writing. is now done on an endless slip 7 centimetres 
im width. This slip is made of sensitised paper. Те lines 
run diagonally across, The movement of the reflected light 


[n this circuit is placed the tele- 


corrects the 


ray is accomplished in the following manner :—A glow-lamp, 
—+ centimetres in length, is covered with a cylindrical 
covering which is cut by a narrow slip in the form ofa 
screw thread. The concave mirror of the double telephone 
throws a tiny bright point of light on to the endless slip of 
sensitised paper. This point of light, in consequence of the 
turning of the cylindrical covering of the lamp moves from 
left to right on the slip. The angle of incidence of the 
light-ray is continually altering, and with it, of course, the 
angle of reflection also. The slip moves downwards at a 
speed so regulated that when the light point once more 
reaches the left-hand side the writing is one line lower. The 
paper then passes downwards through an automatic fixing 
and deveioping apparatus, so that the messages emerge from 
the apparatus quite ready for use, Fig. 9 shows a wom 


4. View of the E.E. Train en route to the Railhead. 


5. Train loaded with the Electrical Equipment, 
6. Damaged Culvert repaired by the E. E. Volunteers. 


See page 633.) 


telegraphed by this apparatus at a speed of 60,000 words 
per hour. 

The special advantages claimed for this apparatus by the 
inventors are summarised as follows:—In all the printing 
telegraphs which are in use to-day some sort of synchronism 
is necessary. No such synchronism between the sending 
and receiving apparatus is necessary in this system. The 
only adjustment necessary is to give a greater or lesser speed 
to the sensitised paper and to the cylindrical lamp shade. 
These two can be easily adjusted. If the adjustment is 
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imperfect, the writing is more compressed or more lengthened 
according as the adjustment is too slow or too fast. These 
difficulties are not serious. 

It is contended that the output of this apparatus 
surpasses that of any of the present multiplex type-printing 
systems, such as the  Baudot. , The output of the 
Bandot is reckoned at 400 messages of 10 words each 
per hour; of the duplex Hughes 180 messages of the 
same length. With the new  Pollak-Virág apparatus 
0.000 10-word messages per hour are possible. Against 
this calculation must be set the fact that the Baudot and 
the Hughes require only one line wire, whilst the Pollak- 
Virag requires two. In order to get the comparison on а 
proper basis, we must divide the output by 2. Even then 
&n enormous advantage is evident, as will appear from the 


following table :— 
ш | Ошенафсерегнош, 
Morse T hes 7 КР . 25 
„ duplex n bv Т 40 
Hughes ... -— T 5 а ... 100—120 
„ duplex E 995 гез S 180 
Baudot ... 885 dibs 2 m .. 400 
Wheaistone (in Morse code, requiring subse- 
quent transcription) .. E 2,400 
Pollak- Virág writing telegraph 3,000 


It will be seen that the output per wire is more than 
sven times that of the Baudot, and 16 times that of the 
duplex Hughes. | 

The very unexpected nature of the developments above 
decribed, has led to many confusing reports in the press 
rhich have obscured the real value and importance of this 
apparatus from electricians. ^ There is little doubt, however, 
that the inventors have accomplished -a most important 
work, and that the future developments of their system will 


be watched with interest by all those in touch with telegraph 


work, 
(To be continued.) 
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ТЕЕ views on the opposite page illustrate incidents in the 


work of the Electrical Volunteers at the seat of war. The first 
important task entrusted to their charge was the lighting of 
Bethulie road bridge with are lamps. While steaming into 
position, engine No. 2 got into difficulties owing, it is said, 
to her low built tender, and stuck in a ditch, as shown in 
one of our views; from this she was etricated by placing 
sleepers in front of the driving Fheels and putting spuds on. 
We may mention that this bridge was for some time the 
only means of crossing the Orange River, and even then was 
not safe for locomotives, so that the carriages and trucks 
had to be run across singly by hand; thanks to the arc 


lamps, this process could be continued all night after the 


advent of the Volunteers. 
After lighting this, and afterwards the railway bridge, the 
Volunteers were- ordered to proceed to Bloemfontein ; two 


of our views show how they travelled—in trucks, wherever 


there was room. Half the party proceeded to the railhead, 
which at that time was on the Vet River ; a number of Boer 
Prisoners who were brought in at this place are shown in 
one of our views, which also illustrates a wagon with its 
team of mules. | 

Later on the detachment moved forward—stopping on the 
way to repair a culvert, of which we give a view—to the 
Zand River. In our last issue we illustrated the bridge at 
this point, as the Boers left it; another view, showing the 
wrecked piers, is given herewith. | 


ELECTRIC LIGHT AND POWER NOTES. 


(Continued from page 624.) : ; 


London.—BaTTERSEA,—The Vestry has decided to fix 
the charge for electrical energy at 54d. per unit for lighting, and 3d. 
per unit for power, with a rebate of 1 per cent. per 1,000 units up to 

50% units per amum, and 0°66 per cent. per 1,000 from 10,000 to 


4. 


20,000 units per annum. Application is to be made to the L.C.C. 
for additional loans up to £25,147 for electric lighting purposes. 

BERMONDSEY.—The Electric Lighting Committee at a meeting of 
the Vestry on Monday reported that 46 applications had been 
received for the appointment of resident electrical engineer. Ten 
of the applicants were interviewed by the Committee, and six were 
chosen to appear for the sclection of the Vestry. Mr. Francis 
Teague, M.I.E.E., electrical engincer at Paisley, who was one of the 
six, wrote intimating his inability to be present and withdrawing 
his name. The other five who were present were:—Mr. Oswin 
Hansom, engineer tothe Fleetwood Electric Light and Power Com- 
pany; Mr. W. H. Vincent, M.I.E.E., borough electrical engineer at 
Ashton-under-Lyne; Mr. H. Langton, assistant engineer under the 
Westminster Electric Supply Corporation ; Mr. H. G. Knorr, senior 
electrican at Islington Vestry station ; and Mr. Egerton Sayer, chief 
assistant engineer, Hampstead Vestry station. Mr. Vincent was 
eventually appointed to the position. The Vestry resolved to 
instruct the consulting engineers to prepare a specification for arc 
lamps and columns, and to advertise for tenders for their supply.“ 

STRAND.—The Strand Board of Works recently received a letter 
from the London County Council asking for its observations on a 
notice given by the Charing Cross and Strand Electricity Supply 
Corporation of their intention to lay mains along Catherine Street, 
&c. The Board offered no objection to the proposal, but has 
requested the company to carry out the work with dispatch. 

St. GEORGE'S (HANOVER SQUARE).—Last week the Vestry con- 
sidered the question of the lighting of the parish by electricity, the 
gas company asking the Vestry to postpone their final decision on 
the matter, as they would shortly have under consideration a more 
comprehensive scheme for the better gas lighting of the parish at 
much less cost than the scheme of the electric lighting company. 
The Vestry, however, adopted the recommendation of the Committee, 
that the agreement between the Vestry and the Westminster Electric 
Supply Corporation, Limited, be approved. The agreement provided, 
among other conditions, that the company should commence the 
works immediately on the completion of the agreement, and com- 
plete the 600 arc lamps by June, 1902. They were to be paid £32 
per annum for each 750-watt arc lamp, £22 for each 500-watt arc 
lamp, £4 per annum for each 120-watt incandescent lamp, and £3 
for each 60-watt incandescent lamp. 

Hornsey.—On Friday, Col. Luard, R.E., held an inquiry into 
the application of the D.C. for a loan of £73,500 for the purposes 
of an electric light installation for the distriet. There were a 
number of ratepayers present, who supported the proposal that the 
Council should have control of the lighting. The scheme proposed 
is that of Mr. Robert Hammond, M. I. E. E., who has been appointed 
consulting engineer. He proposes to adopt a continuous current 
three-wire system at a pressure of 480 volts across the outer 
conductors, which has been approved by the Board of Trade. 
The feeders and distributing mains will cost £31,003, there being 
seven feeding points, totalling 15,372 yards, and 18,034 yards of 
distributors. The mains will be triple concentric lead-covered 
cables, laid in stoneware in the footways and iron in the roadways. 
The boiler plant, the estimate for which is £3,445, will include three 
dry back boilers, the fittings to be of Hopkinson’s make. The cost 
of the engine house plant is put at £16,165; the engines are to be 
triple expansion, with two dynamos capable of giving any pressure 
between 480 and -550 volts or of running up to 640 ‘volts. Each 
dynamo is to be able to give off when working at any pressure 
between 480 and 600 volts, 300 Kw., as an ordinary continuous load, 
and 330 Kw. sustained for two hours continuously. The motor trans- 
former is to be capable of developing 150 amperes at 155 volts as a 
maximum load. The buildings are estimated to cost £8,500. The public 
lighting is put at £4,700, and will include 94 arc lamps. Meters, 
connections, &c., come to £4,575, and the general charges and con- 
tingencies are put at £5,112. The revenue from private lighting at 
an average of 5d. per unit on, say, 450,000 units, and meter rentals, 
comes to £9,775 ; public lighting to £1,787. The cost of generating, 
&c., of 539,000 units at 2°26d. per unit is £5,522, and interest a.d 
principal, say, 54 per cent., £4,226. This would leave a net profit 
of £1,764. Mr. E. J. Lovegrove, C.E., is the designer ofjthe build- 
ings, Which will adjoin the sidings of the G.N.R. The population 
of the district is 80,000, and the rateable value over half a million. 


Partick.—The Commissioners are about to proceed with 
the laying of their electric lighting cables. It is being considered 
whether it is possible to arrange for the proposed Corporation tele- 
phone underground conduits and cables being laid in the same 
trenches as the burgh electric lighting cables. 


Pateley Bridge.—A movement is on foot to supply the 
town with electricity. 


Penzance.—The E.L. Committee reported the receipt of 28 
applications for the post of electrical engineer to report on electric 
lighting. These have been reduced to cight, and the Committee 
will make another selection. 


Ripon.—The City Council last week decided to apply for 
a provisional order to authorise the supply of electrical energy 
within the city. 


Rochdale, — Тһе Corporation electric works, which have 
just been completed at a cost of about £30,000, commenced last 
week to supply some of the shops in the principal streets with the 
light. 


Rochester.—The Rochester, Chatham and District 
Electric Lighting Company have informed the Rochester T.C. that 
they are prepared to treat for the sale to the Corporation of so much 
of their undertaking as lies within the city. 
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Ryde.—The L.G.B. has given its sanction to the- 


borrowing of £30,000 for electric lighting purposes. 


Sevenoaks.—The Sub-Committee appointed to interview 
the Electrical Power Distribution Company, Limited, respecting the 
electric lighting provisional order, reported that the company had 
met the Council very fairly, and valuable concessions had been made. 
Under the circumstances the Council agreed that the provisional 
order should be left in the hands of the company. 


Sheffield.—A few months ago Mr. S. E. Fedden, the 
electrical engineer, reported to the Corporation upon the 
future of the city's electrical undertaking. In his report Mr. 
Fedden expressed the opinion that very large provision ought to be 
made for the future, especially in view of the heavy demand which 
the Corporation might expect as soon as they could supply electric 
power at a reasonable charge of 14d. or ld. per unit. Discussing 
different systems of electrical supply, Mr. Fedden said if he had to 
design a completely new system for Shettield, it would not be upon 
the same plan as the extensive alternating system already laid 
down. The introduction of his ideal system would involve very 
heavy expenditure, however, and he believed that with certain 
moditications the existing system could be brought up to date; and 
that a radical change was therefore unnecessary. To carry out his 
proposals, Mr. Fedden estimated that the following additional 
expenditure would be necessary for 1901:—Additions and altera- 
tions in boiler house, £3,500; 2,000 kw. of new plant complete, 
£22,000 ; additional feeders, £5,000 ; contingencies, say, 5 per cent., 
£1,995; total, £41,895. This, if carried out, would completely fill 
up the present station, and the position would then be that the 
existing space would all be occupied, aud the machinery therein put 
on a footing to give the best possible results as а system. At the 
same time, Mr Fedden recommended that the erection of a larger 
station should be taken iu band without delay. At the request of 
the E.L. Committee, Mr. Robert Hammond, consulting electrical 
engineer to the Corporation, has considered Mr. Fedden's recom- 
mendations, and made a report thereon. The effect of Mr. 
Hammond’s report is a complete agreement ‘with the 
views of Mr. Fedden as to the plans to be adopted. 
He draws attention to the various electrical power distribution Bills 
that were considered in the past session of Parliament, and says :— 
"In my capacity as consulting engineer to many of the towns 
affected by the Bills promoted during the past session, I was engaged 
on behalf of local authorities in opposition to most of these Bills, 
and I, therefore, had the advantage of hearing the whole of the 
evidence tendered by the promoters, and of gathering the feeling of 
the House of Commons Committee on these and similar schemes. I 
am glad to say that the Committee fully affirmed the principle for 
which, on behalf of the City of Sheffield, I pleaded before the Select 
Committee on the General Power Distribution Bill in the session of 
1898, namely, 'Peaceable possession for good behaviour.’ The 
Committee laid down the precedent that ‘where a local authority 
was able and willing within a reasonable time and on reasonable 
terms to afford a supply of electrical energy for power purposes, it 
should not he competed with by a company.’ This important con- 
cession to municipalities can, of course, only be made serviceable by 
a local authority taking the requisite steps to put itself in a position 
to give such a supply when demand be made for it. While not 
sharing the opinion of the promoters of the power Bills 
that electrical energy will be adopted by large steam users in 
preference to steam, I am decidedly of opinion that there is a very 
large field for the substitution of electrical energy for steam in a 
host of small industries, and that opinion has recently been con- 
firmed by a visit which I have made to the principal cities on the 
Continent. "That visit also afforded me an opportunity of consider- 
ing the relative merits of polyphase motors and those worked by 
continuous currents, and I beg to report that excellent work is being 
done by the use of the former. Under these circumstances your 
engineer does well to consider whether your central area should be 
supplied by continuous currents, or whether certain modifications 
can be made in the existing system in order to avoid the heavy 
capital outlay entailed by conversion. With the data that I had 
before me last year, it certainly seemed to me desirable to carefully 
consider the advantages attaching to a partial conversion of your 
system to continuous current supply. Ihave on this occasion had 
fuller data laid before me by your engineer, and I have also had the 
advantage of a lengthy conference with him, with the result that I 
am able to state my complete conformity with his proposed plans." 
Mr. Hammond says it is certain that the introduction into Sheffield 
of the sub-station system, which has becn found satisfactory in 
Leeds, would largely diminish the ''losses.in distribution." He 
also agrees with Mr. Fedden as to the desirability of reducing the 
periodicity of the present system from 100 to 50. Mr. Hammoud 
goes on to say: ''As the earliest possible delivery is highly 
important to you, I advise you to endeavour to secure one, 
or, if possible, two of the sets at present in use in the 
Paris Exhibition. I know of at least one set available. 
With regard to the estimated expenditure of £41,895, 
I understand from the engineer that his figures are based 
upon actual quotations, and roughly checking them, they appear to 
be well within the mark. To these figures, however, must be added 
the costs of substituting the sub-station system for the house-to- 
house transformer system, and also those incidental to the changed 
periodicity as far as the transformers are concerned. I would 
suggest also, that in applying to the Local Government Board, 
provision should be made for a capital outlay on motors, in order to 
put you in a position to let them out on hire, a plan which has met 
with great success at Bradford. Finally, I agree with your engineer 
that the carrying out of his scheme will put your present works on a 
footing to give the best possible results as a whole. I am, however, 
glad to note that he is not content to stop at that consunmation, 


and that he is preparing designs for polyphase works on completely 
modern lines, which will form, as the demands of the customers 
require, an excellent supplement to the present works. I hope that 
the advisability of dealing with the public lighting is still having 
your attention, as this would form a profitable adjunct to your 
present business.” The report was considered at the last meeting 
of the Committee, but nothing was decided in regard thereto, It 
was reported that the deputation appointed at the last meeting had 
concluded that it was unnecessary to make the proposed visit to 
Paris, and that Mr. Fedden had gone alone to the Exhibition, and 
also to Nuremburg and Frankfort. 


Smethwick.—It is stated in the Birmingham Daily 
Post that the negotiations between the British Electric Traction 
Company and the Smethwick Corporation have been advanced an 
important stage. The company are, it is said, manifesting a disposi- 
tion to meet the Council on most of the points respecting which 
there was a disagreement a short time ago. The T.C. are much 
averse to the expenditure of a large sum upon the depot at Wes 
Smethwick in view of probable municipalisation of the tramways 
and electric lighting in the near future. The Council, considering 
that the negotiations have reached an important and critical stage, 
have decided to consult Mr. J. G. Aldridge, electrical engineer. Ii 
is understood that under the terms proposed at present, the Council 
would have the power to take over the concern jn 7 or 14 years after 
the expiration of the present lease, the British Electric Traction 
Company paying all expenses of management, and while agreeing 
to hand over to the Council a percentage of the gross receipts, t^ 
company will also undertake to supply electricity for lighting sn! 
other purposes to private consumers at the same rates as are Current 
in neighbouring districts, 


South Tyrol.—' The little town of St. Ulrech, near 
Bozen, in the Southern Tyrol, is to be lighted by electricity. Water- 
power is to be utilised, the plant, which is being supplied by the 
Austrian Schuckert Company, comprising two turbines, each eoupled 
direct to a 105-x w. continuous-current dynamo. 


Stockton.—The new electricity works, which have been 


erected at a cost of something like £20,000, will be opened at the 


close of the present month. The contract was let to the Brush 
Electrical Company, but the buildings were constructed by the Gas 
Committee, under the superintendence of the gas manager, Mr 
Ford. The works are capable of supplying 3,000 16-c.r. lamps. 
The boiler house contains, in the first instance, three Galloway 


boilers, 150 lbs. working pressure, and a Green's economiser, but 


room has been left for two additional boilers and economisers Iu 
the power house there are two 150-x w. dynamos, each coupled to a 
“ Universal” engine, and two 25-kw. dynamos, also driven by & 
“ Universal" engine, and there is space for two 300-xw. dynamos 
and engines when extensions are necessary. 


Stratford (Birmingham).—The T.C. has resolved to 
oppose the application of the. United Electric Light and Traction 
Company to the B. of T. for a provisional order for electricity supply, 
aud to make an application on its own behalf. 


Sudbury.— The T.C. has passed the plans and specifications 
for the electric lighting and sewerage schemes, which are to be 
carried out together to avoid a second breaking up of the roads. 
Steps are to be taken immediately to raise the necessary loan for 
the work. The Mayor has consented to accept office again, to see 
the scheme carried through. 


Sunderland.—The T.C. has adopted the plans pre- 


` pared by Mr. Snell for the new electricity works in Hylton Road, 


and has decided to apply to the L.G.B. for leave to borrow £73,035 
for electric lighting purposes. According to Mr. Snell's estimates 


- .the Dunning Street station will be filled up by next year. 


Whitby.—The U.D.C. last week sealed certain contracts 
in connection with the installation of electric light. It was decided 
to advertise for tenders at once for the loan of £9,000 towards the 
cost of the works, and for the remaining balances as and when 
required, 

Wigan.—The T.C. has resolved to apply to the L.G.H. 
for leave to borrow £16,500 for electric lighting purposes. 


Worksop.— The L.G.D. has sanctioned the borrowing of 
£15,570 by the D.C. for electric lighting purposes. 


ELECTRIC TRACTION NOTES. 


Airdrie.—The Scottish House-to-House Electricity Com- 
pany, Limited, have acquired the interest of the new General 
Traction Company, Limited, in the Airdrie tramway scheme, and 
they are arranging to get similar powers for the adjoining burgh of 
Coatbridge, which they at present light with electricity. Airdrie 
T.C. having previously acquired a provisional order for the electric 
lighting of the town, there was a conference last week as (0 th: 
House-to-House Company acquiring that order, and lighting Агат: 
from their works at Coatbridge, as well as running the tram ges 
A resolution was passed, recommending the T.C. to dispose ot itə 
provisional order to this company upon terms indicated by the 
company's representative. 


Bolton.—A Manchester paper says that additional cars 
being sadly needed in Bolton, the Tramways Committee, whe bave 
been awaiting delivery from a certain firm, have now gone апе 


Vol. 47. Мо. 1,195, Остовив 19, 1900.) 


THE ELECTRICAL REVIEW. i 


635 


Hearing that cars had been supplied to St. Helens, for which there 
was no immediate need, the Committee visited that place, and 
gave an order for 10 cars, to be delivered immediately in Bolton. 


Birkenhead.—Next month, all being well, part of the new 

electric tram service of Birkenhead will commence working. The 
service is the outcome of four years’ deliberations by the Birken- 
head T.C., and of much sharp discussion among the members of the 
Council. The entire scheme will cost from £200,000 to £300,000. 
Two old tramway systems have been absorbed, and there are the 
new lines of the new system. It will probably be'eight months yet 
before the complete electrical tram system of Birkenhead is at 
work. 
Bury.—The Bury Guardian says that at a meeting of 
the Tramways Committee on September 20th, a letter was read from 
the town clerk of Heywood, with reference to the terms offered for 
the working of the trams in the borough of Heywood by the Bury 
Corporation. Messrs. Lacey, Clirehugh & Sillar wrote stating the 
terms upon which they would advise the Corporation on the tram- 
way question, and it was resolved, before coming to any decision, to 
write to Mr. Lacey asking him to state in writing the estimated 
amount upon which they would expect commission to be paid, and 
also give details how such amount is arrived at. At a meeting on 
September 25th, a letter was read from Messrs. Lacey, Clirehugh 
and Sillar giving further details as to the terms upon which they 
would supervise the construction of the Bury tramways. It was 
then resolved that the town clerk be instructed to write to Messrs. 
Kincaid, Waller & Manville, Prof. Kennedy, Messrs. Н. F. Parshall, 
J. E. Winslow, aud J. Clifton Robinson, asking the terms upon 
which they would advise on all matters in connection with the 
generating machinery, overhead equipment and rolling stock, and 
the preparation of all estimates, plans and specifications, advice on 
tenders, and in conjunction with the electrical engineer, supervise 
the erection of the works, the terms to include all advice in con- 
nection with the buildings, track and permanent way, the specifica- 
tious for these latter works to be prepared by the borough engineer. 
Ata meeting of the committee on October 2nd, letters were read 
from Messrs. Kincaid, Waller & Manville, J. E. Winslow, H. F. 
Parshall, J. C. Robinson and Messrs. Lacey, Clitehugh & Sillar, 
stating the terms upon which they would respectively act as con- 
sulting engineers. It was resolved that Messrs. Lacey, Clirehugh 
and Sillar be appointed consulting engineers for tramway purposes 
on the terms mentioned in their communication. The Corporation 
confirmed the minutes. 


Cardiff.—The Tramways Committee, acting upon the 
advice of Mr. Arthur Ellis, its electrical engineer, will recommend 
that the Corporation itself carry out the track equipment for the 
electric lines; it also recommends that Mr. Ellis be authorised to 
appoint his own chief assistant at a commencing salary of £225, 
rising to £300 per annum, by-annual increases of £25. 


Charing Cross-Hampstead Railway.—The Morning 
Post says that in an interview with a Press representative, Mr. H. C. 
Davis, of New York, who is chairman of the syndicate that has 
taken over the rights of constructing the Charing Cross, Euston, and 
Hampstead Railway, stated that the work will probably be com- 
menced in February next, and it is hoped that it may be finished 
in two years. The power station for generating the electricity 
which will provide the motive power will be at Highgate Road. 
There will be two sets of lines, one starting from High Street, 
Hampstead, and running down Haverstock Hill, and the other from 
a station adjoining that of the Midland Railway at Kentish Town. 
They will unite at Camden Town High Street and run to Euston 
Station, under Tottenham Court Road to a station connected 
with the Central London Company’s at. Oxford Street and 
thence to Charing Cross, thus linking together the Midland, London 
ayd North-Western, Central London, and South-Eastern Railways. 
The trains are to be worked on the “ multiple unit” system, each 
carrying its own motor underneath, so that there will be no engines. 
The corridor cars will be glazed at the ends, so that passengers can 
see from one end of the train to the other. There will be an all- 
night service, and during the busy portions of the day trains will 
run every two and a half minutes. The journey from Hampstead 
to Charing Cross is expected to take 20 minutes. Mr. Davis said 
there would be no company floated here, the Yankee syndicate 
being prepared to find all the capital. . 


Chester.—The T.C. has resolved to apply to Parliament 
for an Act empowering it to take over the tramway undertaking, 
to adapt it for mechanical traction, and to extend the system beyond 
the borough boundaries. The price paid by the Council to the 
атар company is £18,300, and the rolling stock is taken at a 
valuation. 


Folkestone.—The T.C. has decided, after a long debate, 


to apply for Parliamentary powers to construct a system of electric 
tramways in Folkestone at a cost of over £93,000. | 


Electric -Locomotive.—The Prussian State railways 
employ an electric locomotive for shunting in a railway yard at 
Eleimtz. It was made by the Allgemeine Company and exhibited 


at Paris, Its gauge is 3 feet 11 inches, and it has four coupled 


wheels of 3 feet 7] inches diameter on a 4 feet 11 inches wheel base; 
it is 17 feet 4j inches overall length, and weighs 9 tons. The 
motor is geared by double reduction gear 1:5 and 1.44. No 
description is given of the kind of yard in which this locomotive is 
to work, but it appears to have some sort of overhead system, and 
there is a trolley pole with a contact bow. The duty to be per- 
formed is light, namely, the hauling of 100 tons at 1 metre per 


second on a level track, with the power also of running down to 
# metre and up to 2 metres per second. The current is supplied at 


220 volts. The following results have been secured on test :— 
Amperes. Volts. 
(a) Locomotive without load—Starting current .. 20 аб 210 
When running at highest speed .. m "T .. 22.24 „ 210 
(^ Locomotive when pushing or pulling 12 trucks = 
7876 tons—Btarting current T m .. "0.600 „„ 200 
At highest peed ts zs - ix ee .. 4033 „ 200 
(с) Locomoti e when pulling 16 trucks = 106°56 tons 
Starting curren • ee oe ae oe @e 5-70 * 
At highest speed . о ae ee . ee es 43-50 = 
Feet per sec. 
The highest speed attained was— Without load .. - “> 10% 
: When fully loaded e». ee oe se ee oe ee b'41 


As the speed was found not to be sufficient, the pressure was 
boosted to 320 volts, and the figures then obtained were as 
follows :— 

- Amperes, Volts. 
(a) Locomotive without load—Starting current .. . 55.50 of 810 
At highest speed. 6 E sa .. 20-19 ,, 810815 
(b Locomotive pulling eight trucks (168 tons) 


Starting current. К 60-50 „ 300 
At highest speed .. ia és ЗР "P . 80-25 „ 810 
(c) Looomotive pulling 12 trucks—Starting a .. 60-40 „ 810 
At highest speed m T sà es .. 26-28 „ 810 
(d) Locomotive pulling or pushing 18 trucks (106 tons)— 
Starting T - Ya - 2 sa .. 80-60 „ 300 
At highest speed oe ee e ee oe ee 28-85 [T] 800-2904 


The speeds secured were as follows :— 
Feet per sec. 


At no load T Rc. xs "T йа - - i 111 
With 25°30 tons eos EN" ee. СЕ) ee ee ee Ф“ 9:2 
97 40:8 » ae ee ae ' ee ee ae ae ee 8:87 


» 10$ LL) „+ ee ee | б ee 6°25 


As regards cost, the locomotive itself cost £400, and the overhead 
equipment cost £700, but when the yard is all complete the total 
cost is estimated to be £1,575, including £500 for the complete loco- 
motive. 'To run the engine it costs in wages about 7s. 6d. per day 
of eight hours, while current costs about 4s. 8d., and repairs 7s. 6d. ; 
oil and waste 11s. An attempt is made to compare the cost with 
that of the steam locomotive, and the total is said to be only about 
60 per cent. of that of steam. 


Jarrow— South Shields.—he Light Railways Com- 
missioners held an inquiry at Newcastle on October 11th regarding - 
the application of the British Electric Traction Company for 
power to lay down a light railway from Jarrow to South Shields. 
Mr. S. Morse appeared for the promoters, and Mr. Louis Coward for 
the South Shields Corporation. The question at issue was in regard 
to the width of the gauge The promoters proposed to run the line 
with a 4 feet 84 inches gauge, while the Corporation, which has a 
short line in Jarrow, uses a 3 fect 6 inches gauge, and contends that 
it would be better to have uniformity and make the gauge 3 feet 
6 inches. Mr. S. Sellon, engineer to the promoters, said that the 
total length of the railways was a little over 34 miles. The 
roads were of a width common enough for the construction of 
light railways. They proposed to use the overhead electric 
system. He knew of no difficulties in South Shields if a 4 feet 
84 inch gauge was adopted. Mr. Donald, Mayor of South Shields, 
said one of his chief objections to having a 4 feet 8j inch gauge 
was that the “rutting” would be very greatly accentuated. With 
such a gauge both whecls of a vehicle would be able to get on to 
both lines, whereas with a 3 feet 6 inch gauge only one wheel could 
get on, and the ruiting would, therefore, ouly take place on the 
one side. 

Alderman Wardle, сх-Мауог of South Shields, objected to the 
4 feet 84 inch gauge on similar grounds. 

.Mr. Burgess, borough engineer of South Shields, said that his 
expcrience was that the 3 feet 6 inch ganges were better for tram- 
way tracks through public streets than 4 feet 8 inch gauges. 

Mr. Laws, city engineer, Newcastle, said that he thought that in 
South Shields a proper gauge would be 3 feet 6 inches. It was 
impossible to repair “rutting.” Another thing to be considered is 
the narrowness of the streets. In some streets it will be impossible 
to have a vehicle standing at one side of the road if a 4 fect 84 inch 
gauge is employed. It was true that the lines for the new trams in 
Newcastle were being laid with a gauge of 4 feet 84 inches, but if 
he had originally been advising the Corporation in the matter he 
would have preferred a 4 feet gauge. 


Johnstone.—At their last meeting, Provost Lang inti- 
mated to the Town Council that he had received a letter from the 
promoter of the Glasgow District Tramway Company, stating that 
statutory notices were about to be issued to connect Johnstone with 
the proposed electric tramways in Paisley. 


Newport (Mon.).—The T.C. has not yet made up its 
mind whether to work the tramways— when electrically equipped 
itself, or to lease to a company. Information as to the experi- 
euce of other towns is being compiled. 


Oldham.—Mr. A. P. Trotter held a Board of Trade 


inquiry in the Town Hall on 16th inst. into an application by the 
Corporation for leave to borrow £280,000 for tramway purposes. 
The proposed new tramways are to be nearly 10 miles in length, 
aud the inclusive cost per mile is estimated at £14,500. | 


Portsmouth.—At the last meeting of the Т.С. an 
elaborate report was submitted by the Tramway Committee, who 
recommended that the electric cars to be ordered be oí the improved 
type, with the extended top deck and reversed stairway, giving 
additional accommodation for six persons, at an extra cost of £40 
рег саг. Numerous recommendations were made as to the recon- 
struction of the existing tramway lines, and authority was asked 
for to enable the Committee to make such variations as they in 
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their discretion might deem necessary. The recommendation as to 
the improved cars having been adopted without discussion, Mr. H. 
Kimber, chairman of the Committce, said they were urged to have 
double lines everywhere, but in certain places the thoroughfares 
were not wide enough. They hoped to commence the reconstruc- 
tion on the very day they took over the lines, January Ist next, and 
to have them working next summer. Replying to a question, Mr. 
Kimber said the cost of double lines would be about £16,000 per 
mile. Where there were interlacing lines the cost would be about 
£12,000 per mile, and £8,750 for single lines. Altogether about 20 
miles of extensions would cost over £200,000. The report was then 
adopted. 


Redcar.—The expert who, at the request of the U.D.C., 
appeared before that authority with reference to the lighting of the 
town by electricity, said that since they had decided to intro- 
duce electric light, he should strongly advise them to have elec- 
tric trams either in the town or for intercommunication between 
Redcar and Saltburn. He informed the Council that if it did not 
care to take the matter up, he could bring down a compapy who 
would gladly do so. 


Rhyl.—The Light Railway Commissioners have sub- 
mitted to the Board of Trade for confirmation the Rhyl and Pres- 
tatyn light railway (extensions) order. 


Willenhall.—It was stated at a meeting of the Urban 
District Council on Monday evening that the British Electric Traction 
Company had. now obtained the powers they had applied for, and 
that the making of the Willenhall electric tram line would be 
begun before Christmas. The line is to be commenced at the 
Crescent, 5 


Wycombe.—A scheme for the establishment. of electric 
tramways was approved by the T.C. on Tuesday night. The scheme 
provides for a service from the eastern to the western boundary of 
the borough, a distance of four miles. 


r 


TELEGRAPH AND TELEPHONE NOTES. 


Glasgow Telephones.—On 10th inst. the Telephone 
Sub-committce of the Corporation had a meeting with the Partick 
Commissioners with the view of making arrangements for the laying 
of telephone wires underground throughout Partick. Meetings with 
a similar object will be held with representatives of the other 
adjoining burghs. 


London Telephenes.— At last week's Court of Common 
Council, Mr. Ross, the city engineer, said that the openings in the 
roadway in Cheapside and other City thoroughfares were being made 
by the Post Office authorities for telephone and telegraph wires. He 
had done his best to induce the Post Office to continue the work day 
and night with relays of men so as to lessen public inconvenience, 
but so far without success. Mr. A. C. Morton thought the Court 
should pass a resolution requesting the Post Office to carry on the 
work by night as well as by day. The resolution was carried unani- 
mously. У 


Manchester Telephones.—A private conference of local 
authorities was held last week at Salford to consider the question 
of providing or securing an improved telephonic service within the 
area of the National Telephone Company’s district, of which 
Manchester is the centre. The Mayor of Salford presided, and 
there attended about 30 representatives of ncighbouring authorities, 
including Eccles, Bowdon, Failsworth, Prestwich, Levenshulme, 
Swinton and Pendlebury, Whitefield, and others. Mr. Alderman 
Holland explained that the Corporation had no cut-and-dried 
programme to propose for acceptance, and before proceeding further 
desired to secure an expression of their views from the whole of 
the authorities comprised within the Manchester area, so that there 


might be a consensus of opinion in regard to the ultimate steps to 


be taken to secure the end in view. A resolution was carried 
unanimously "that a committee be now appointed to consider the 
question of providing better facilities for telephonic communication, 
and to report their recommendations on the matter to a future 
. mecting." The committee will consist of one representative from 
cach of the local authorities. 


Stranding of an American Cable Steamship.—On 
the afternoon of September 20th the Pacific Coast Steamship Com- 
pauy'ssteamer Orizaba, while engaged in laying а cable from St. 
Michael to Unalaklik, Alaska, ran upon Rock Point Reef, St. 
Michael's Islaud, and at last accounts is (says our New York name- 
sake) still aground there. Rescue vessels were dispatched from 
Tacoma to take off the crew, and the cable material and apparatus 
if this be possible. The master of the stranded steamer is of the 
opinion that she can be saved. 

In a press despatch from ‘Tacoma, General Greeley is quoted as 
saying that the mishap will prevent the completion of the Behring 
Sea cable this year. The work was being done under contract by 
Mr. Brixey. It appears that when the accident happened some 
four or five miles of cable had been laid out from St. Michael. It 
was intended to connect St. Michael, Unalaklik, and Cape Nome by 
means of this cable, the whole length of it being 187 miles. : 


Portsmouth Telephones.—The Postmaster-General has 
granted the application of the Town Council for a license to establish 
a municipal telephone exchange in that town. A special committee 
is to be appointed to take charge of the undertaking, and the co- 
operation of local authorities in contiguous townships has been 
secured. The license is to be granted for 25 years. 


Telegraphic Interruptions and Repairs ;— 


CaBLES INTERRUPTED. REPAIRED. 
BOUTH ÁMERICAN :— 
Pará-Maranham .. March 1, 1900 
Cear4-Maranham .. oe .. Feb. 20, 1900 
Paramaribo-Cayenne . Oct. 6, 1900 
West INDIES:— B 
Mole 8$. Nicholas-Cape Haitien.. Maroh 6, 1900 
Latakia-C rus ee ee June 20, 1899 e . 
Bt. Louis (Senegal)-Bathursé 2» .. Aug. 25, 1900 . 
Tarifa-Tangier En š xx sä .. Jan. 2, 1960 
Zanzibar-Mombassa .. T um - .. Sept. 29, 1900 
LANDLINRES:— : 
ОнІхивЕ :— 
Tientsin-Pekin . ay [X . ee ee oe June 13, 1900 oe oe - 
Pekin-Kalgan . ee ee ee June 14, 1900 ee ee 


Kalgan-Maimatohin i р * ee ee oe June 80, 1900 oo ee 
Tientsin, via Shanghal ee ee ee ee June 16, 1900 ve ae 
Tientsin-Niuchwang a cd . June 18, 1900 e 


Востн AMERICAN :— 


Communications with all offices of Columbia 

beyond Buenaventura .. “is М i5 
Ecuador landlines ee es ee ee ee 
Landlines south of Serena - le .. July 80,1900  .. 


Communication “via Hanekine" interrupted | 
on Persian territory sé sè ss .. Feb. 24. 1900 
All Hayti landlines .. .. Oct. 9, 1900 


.. Oct. 10, 1900. 
Moulmein-Bangkok .. Oct. 15, 1900. .. T 


CONTRACTS OPEN AND CLOSED. 


| OPEN. | 
Balearic Islands (Spain).—October 30th. The 


municipal authorities of Palma (Balearic Islands), are inviting 
tenders until the 30th inst., for the electric lighting of the public 
streets of the town, by means of 60 arc lamps. Particulars may be 
obtained from, and tenders are to be sent to, El Secretario del 
Ayuntamento de Palma (Balearic Islands). : 


Belfast. November 23rd. Tenders are invited for steam 


pipes, pumps, condensing plant, boilers, mechanical stokers, super- 
heaters, coal and ash conveying plant, and switchboard extensions 
for the Corporation electricity works. See ‘Official Notices” 
October 12th. | 


Bradford.—October 25th. The Corporation wants 
tenders for a 30-ton electric travelling crane for the new electricity 
works. See “Official Notices” October 12th. 


Bulgaria.—October 22nd. Tenders are invited by the 
Municipality of Philippopolis for a concession for electric lighting 
and a tramway ir that town. | 


Cardiff.—October 23rd.—The Corporation wants tenders 
for slow speed vertical engines and generators; also boilers, 
economisers, &c., for electric tramways. See “Official Notices” 
October 5th. 


Cuba.—October 26th. The municipaNty of Cienfuegos 
is inviting tenders for a service of public electric lighting for thé 
town. All inquiries and tenders to be sent to the Secretary’s Office 
in Cienfuegos, Cuba. » 


Glasgow.—The Glasgow International Exhibition (1901) 
Executive Council invites tenders for the erection of the wiring for 
arc and incandescent lighting, and electric motors. The main 
cables, arc lamp cables, arc lamps, incandescent lamps, &c., will be 
supplied to the contractor, who must take delivery thereof and 
erect same. Particulars on application to Mr. Thomas Young, the 
engineer, 4, West Regent Street, Glasgow. | 


Grantown-on-Spey.—November 6th. The Commis- 
sioners invite tenders from electric light companies to supply 
electric light for public and private consumption within the burgh, 


stating highest price charged consumer, and terms for future 


purchase by burgh.—W. Forsyth, Town Clerk. a 


Great Western Railway. — October 22nd. Tenders 
are required for the supply of stores (from December 1st, 1900, to 
November 30th, 1901), including telegraph poles, apparatus and 
accessories, electric light carbons, lamps, &c. See “Official Notices” 
October 5th. 


Lincoln.—November 15th. The Corporation wants 
tenders for a dryback marine-type boiler; a high speed engine 
coupled to a С.С. dynamo; pump and motor and accessories. 


London.—November 10th. The Streets Committee of 
the Corporation wants to hire a mechanically driven dust cart. See 
“Official Notices” October 5th. 

London, N.E.—The Acme Wood Flooring Company 
wants tenders for the electric wiring of its mill premises at 
Victoria Park. See “Official Notices“ October 12th. 
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Lowestoft.—November 2nd. The Corporation wants 
tenders for two water-tube boilers, economiser, pipework, and one 
250-kw. steam dynamo. See “Official Notices" to-day. ` 


Lowestoft.—November 2nd. The Corporation wants. 


tenders for wiring the Town Hall. See “Official Notices" to-day. 


Pemberton.—November 8th. The Council wants tenders 
for boilers, engiues and dynamos, battery, switchboard, crane, and 
conductors, for electric lighting. See Official Notices“ to-day. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Swansea.—October 29th. The Corporation invites 
tenders for electricity meters, demand indicators, and main fuses. 
See “Official Notices to-day. 


Warrington.—The Corporation wants tenders for the 
installation of electric light mains and fittings into the electric 
station and central sanitary depót. See “Official Notices” Sep- 
tember 28th. 


Whitechapel.—October 23rd. The Board of Works 


wants tenders for an overhead traveller (hand driven) for the 
electricity works. See Official Notices" October 5th. 


CLOSED. 


Durban.—The Times of Natal says that it has been 
decided by a committee of the whole Durban Town Council to 
recommend to the Council the acceptance of the tenders of Messrs. 
McCartney, Elroy & Co., and Messrs. Dick, Kerr & Co., London and 
Glasgow, for a total sum of £61,834, for electric traction for the 
town. 


Hertford. — Messrs. Ekins & Co.’s tender has been 
accepted by the North Metropolitan Electric Power Distribution 
Company for the erection of their electrical power station at Hert- 
ford. The site of the works will be in Mead Lane, close to the 
Great Eastern Railway Station. The contractors will at once 
proceed with the work. | 


London.—The following tenders were opened at а 
meeting of the Bermondsey Vestry on Monday, for the supply 
Contract No. 5), and erection of steam and other pipes, feed pumps, 
water storage tank and sundry ironwork for the electric lighting 
stat ion: 


Babcock & Wilcox .. bul. лас T д is .. £8,488 
Crompton & Co. T m a "I x am . 3,292 
сета масса 2 m х ae a = .. 4,500 
T. Horton & Son .. ағ bs m s : .. 2,006 
J. Spencer, Limited = " p E oe . . 2,672 
G. Hopkins & Sons ex è s e. 6,678 


These tenders, together with a seventh amounting to £3,023, were 
referred to the Electric Lighting Committee for consideration and 
report. It was also decided to refer to the committee the 
following tenders for (Contract No. 6) the construction and erection 
of steam dynamos, battery-charging motor-booster and balancer:— 


Electrica] Construction Company с % es . . £4,942 
Crompton & Co. S КА ВА M 2 56 .. 4,906 
Bruce Peebles & Co. vs 2 T" . 4,924 
Do. (alternative tender) . 5,024 

Do. . 4.768 

Do. Do. . 4,764 

Mather & Platt са E . 4,840 
Do. "a ss a . 4,830 

Do. we ВЕ eà . 4,760 

Do. S a 4,400 
Thames Ironworks Company . 3,585 
Young ,. 83 . 4,113 

Scott & Mountain T . 4,195 
Siemens Bros. is че . 5,447 
Е. J. McDonald » Ms Vs . 4,788 
British Westinghouse Company . 5,409 
Do. 0 Do. ee ee ee es oe 5,010 
Do. .. es a ee . . 5,109 


Do. Do. 
Willans & Robinson Ee сй 86 % e — 

London.—The Asylums Committee of the L.C.C. has 
accepted the tender of the Private Wire and Telephone Construction 
Company, amounting to £2,052, for the installation of telephones, 
&c., at the Horton Asylum, in lieu of that of another firm who 
declined to complete the contract for £1,665. The tender of Messrs. 
F. Troy & Co., of Finchley Road, N.W., amounting to £8,962, has 
also been accepted for the wiring of the Horton Asylum for electric 
lighting, in substitution for that of a Sheffield firm who refused to 
complete the contract for £8,700. 

The L.C.C. was informed by the Highways Committee on 
Tuesday, that in connection with the lighting of the Victoria Em- 
bankment and Westminster Bridge, alternative tenders had been 
obtained for the supply of mains, &c., on the principle of five lamps 
in series of the enclosed type, and ten lamps iu series with open 
arcs. The tenders were as follow :— 


No 1. No. 2. 
Name. 5 lamps in series 10 lamps in series 

(enelosed ares). (open ares). 
Ft. Helens Cable Co. (accepted for No.2) 45,016 6 0 £4,300 0 0 
Siemens Brothers & Со. .. ia as 5,762 12 6 4,947 17 6 
British Insulated Wire Company S, 5,786 16 10 5,93 1 8 
W. T. Henley's Telegraph Works Co. .. 6,283 1 10 5,552 6 10 
Western Electric Company v А 8,429 12 0 7,582 8 6 


The tender accepted was for 10 lamps in series of the open arc 
type for the sum of £4,300. : 


Louth.—The Free Wall Paper Company, Limited, have 
placed the contract for the electric lighting and power distributing 
plant in their works at Louth, Lincolnshire, with Messrs. Crowther 
and Co., of Manchester. 


- 


FORTHCOMING EVENTS. 


Friday, October 19th.—At 8 p.m. Institution of Mechanical Engi- 
neers. ‘Observations on an Improved Glass Revealer 
for Studying Condensation in Steam Engine Cy linders, 
and Rendering the Effects Visible,” by Mr. Bryan 
Donkin. 
Friday, October 26th.—At 5 p.m. Physical Society Meeting :— 
(1) "Exhibition of Experiments Illustrating Certain 
Phenomena of Vision.” By Dr. Shelford Bidwell, 
F.R.S. (2; "On the Concentration at the Electrode 
in a Solution, with Special Reference to the Libera- 
tion of Hydrogen by the Electrolysis of a Mixture of 
Copper Sulphate and Sulphuric Acid." By Dr. J. S. 
Sand. (3) "Electromotive Force and Osmotic Pres- 
sure.” By Dr. R. A. Lehfeldt. 
At 8 p.m.—Institution of Junior Engineers. Annual 
general meeting at the Westminster Palace Hotel. 
Thursday, November 1st. —At 8 p.m. The Rontgen Society. Ordi- 
nary gencral meeting at 20, Hanover Square. Presi- 
deutial address by Dr. J. B. MacIntyre. 
Thursday, November Sth.— Institution of Electrical Engineers. 
i Opening meeting for the new session, when Prof. 


John Perry will deliver his iuaugural address. Pre- 


sentation of premiums. 


— 


NOTES. 


Electrical Energy by Steam and Gas Engines.—In a | 


communication recently presented to the Société Electro- 
technique of Hanover, Prof. Krone has established a com- 
parison between the cost of electric power produced by 
steam and by gas. According to the Scientific American, he 
has calculated the expense of a steam engine, with or with- 
out condensation, including the interest, &c., and the service. 
To this he adds the cost of an electric installation for 
100 Н.р. According to his figures the cost of a H.P.-hour 
(electric) is $0.026 with a non-condensing engine, and $0.024 
with a condensing engine. If a gas engine is used, the cost 
is found to be $0.020 for the same unit under similar con- 
ditions; the saving is thus 16 per cent., based upon the best 
of the steam engines. The author describes a small electric 
station installed at Clausthal; it has two gas generators and 
two gas engines of 70 H.P. each, making 140 revolutions per 
minute; the speed may be increased 15 per cent. when it is 
desired to charge a battery of accumulators. The gas engine 
is regulated by varying the quantity of the detonating mix- 
ture introduced, the proportion of the mixture remaining 
always the same. The gas engine runs with great regularity, 
as may be observed by the fact that when one-half its load 
is thrown off, the speed does not rise more than 3 per cent. 
These engines are connected directly to two direct-current 
dynamos of 46 Kw. each. During one year the amount of 
combustible, anthracite and coke mixed, which was necessary 
to produce 1 H.P.-hour of electric energy, averaged about 
2:8 lbs. 

The Institution of Junior Engineers.—Sir Lowthian 
Bell, Bart., F.R.S., of Northallerton, has been elected presi- 
dent of this Institution, in succession to the Hon. C. A. 
Parsons, F.R.S., of Newcastle-upon-Tyne. 


Hackney Electricity Works.— Yesterday afternoon Mr. 
Alderman W. H. Dickinson, the chairman of the L.C.C., 
laid the foundation stone of the important electric lighting 
and dust destructor works which the Vestry is carrying out 
under the guidance of Mr. Robert Hammond. Mains have 
already been laid throughout a large number of streets, and 
the contracts for plant, mains, and buildings are now 
executing. The Vestry, as süch, passes out of existence 
almost immediately, and the completion of the undertaking 
will rest, with the new Borough Council. 
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Personal.—On Friday, the 19th inst., the directors and 
London staff of the Brush Electrical Engineering Company 
assembled in the board room at the head office in order to 
mark the approaching marriage of their general manager, Mr. 
R. Percy Sellon, by presenting him with a silver bowl and 
silver inkstand, together with an illuminated album con- 
taining the autographs of the 80 subscribers to tho gift. Mr. 
J. 5. Raworth presided, and undertook the pleasant duty of 
making the presentation, a duty which he discharged in his 
usual happy manner. Mr. Sellon, in reply, said he was greatly 
touched by this evidence of goodwill towards him, and a con- 
gratulatory message per telephone from the subscribers at 
Falcon Works having been read out, the ceremony closed 
with the customary cheers and handshaking. 

The Southport Town Council has decided to raise the 
salary of the electrical engineer, Mr. C. D. Taite, to £400 
per annum, rising by steps of £50 to a maximum of £600 
per annum. 

We regret to hear that Mr, Warren, of the firm of Messrs. 
Lea & Warren, electrical engineers, of Kettering, was 
wounded, near Johannesburg, on September 22nd, it is sup- 
posed by snipers, while he was on outpost duty. Mr. 
Warren joined Lord Compton’s Horse at the beginning of 
the year. 

Mr. P. Laurie, lately assistant engineer at Dundee, has 
taken up a similar but more lucrative position with the Cork 
Electric Tramways and Lighting Company, Limited. 

Mr. W. H. Vincent, M. I. E. E., borough electrical engi- 
neer, Ashton-ander-Lyne, has been appointed by the 
Bermondsey Vestry as resident electrical engineer. 


Glasgow Electricity Works.—On Saturday last the 
new clectricity works at Port-Dundas were thrown open for 
the inspection of the electrical engineers of the city and 
others interested in the work of the department. On the 
invitation of the committee a company of about 800 
inspected the works. The company were received by Bailie 
Maclay, the convener of the Electricity Committee, and by 
Mr. Chamen, chief engineer. In the course of the afternoon 
the company were entertained to tea in the boiler house, 
which was tastefully decorated for the purpose. The con- 
vener welcomed the guests and gave some interesting details 
regarding the development of the department. A leaflet 
showing plan and elevation of the station and other details 
was given to each visitor. The opening of the station has 
excited such great interest in and out of the city, that the 
Committee will probably throw the station open to the 
general public for a few days. 


Obituary.—The death is just announced of M. Adolphe 
Cochery at the advanced age of 81. He will be remembered 
as being for many years the French Minister of Posts and 
Telegraphs, in which capacity he brought about numerous 
postal and telegraphic reforms. In the year 1881 M. Cochery 
presided at the Paris International Electrical Exhibition, 
and was appointed an honorary member of the Institution 
of Electrical Engineers. 


Appointments Vacant.—The Great Northern Railway 
Company (Ireland) wants an electrical engineer with ex- 
perience in traction and lighting. An assistant is required 
in the Edinburgh electric meter testing department. The 
Carlisle Corporation wants an assistant in the mains depart- 
ment. Sce “ Official Notices” this week. 


Testing of Electric Meters.—The Court of Common 
Council last week adjourned consideration of the proposal to 
which reference was made in our last issue. 


NEW COMPANY REGISTERED. 


Founders Syndicate. Limited (67,20). — This 
company was registered on October 10th, with a capital of £100 
in £l shares, to undertake and carry out the construction and 
maintenance of tramways and their appurtenances, and to manu- 


Bale of energy .. ee 


facture and deal in vehicles (whether worked by animal traction or 
by steam, oil, electricity, or other mechanical power), bicycles, 
cycles, tyres, india-rubber goods, &c. The first subscribers (each 
with one share) are:—H. S. Kohler, Aynho House, Lenthall Road, 


' Dalston, N.E., clerk; A. W. Hoale, 116, Craven Park Road, 


Harlesden, N.W., accountant; A. T. Prudey, 28, Castle Street, 
Kingsland, clerk; C. A. Whiting, Finchley Park, North Finchley, 
N., clerk; H. Bearl, 33, Lupus Street, S.W., clerk ; J. Likeman, 50, 
Eftingham Road, Hornsey, N., salesman; and T. T. Bradbury, 138, 
Gordon Road, Ealing, W., secretary. Registered without articles of 
association. 


OFFICIAL RETURNS OF ELECTRICAL 
| COMPANIES. 


White. Jacoby & (o., Limited (52,494).—This com- 
pany’s annual return was filed on September 18th, when 3,022 shares 
were taken up out of a nominal capital of £4,000 in £1 shares, 
£1 per share has been called up and paid on 665 shares, the remain- 
ing 2,357 being considered as fully paid. 


Exchange Telegraph Company, Limited (6,152 C). 
—This company's annual return was filed on August 21st, when 
8,023 “А and 16,200 “ B ” shares were taken up out of a nominal 
capital of £246,500 in 8,125 “A” and 16,500 “B” shares of £10 
each. £9 per share has been called up on 6,000 “A,” and £1 per 
share on 2,023 “ А ” shares, resulting in the receipt of £56,023. 
£179,000 is considered as paid on 2,125 “A” shares (£8 credited’, 
and 16,200 “В ” shares (credited as fully paid). 


SUPPLY STATION ACCOUNTS. 


THE accounts of the Edinburgh Corporation 


Edinburgh electric lighting undertaking for last year show 
Corporation even a more rapid extension of the busines: 
Electricity than in 1898. Capital expenditure, units out- 
Accounts. put, and gross revenue have all increased much 


Publio and Private more than in the previous year, and the use of 
Lighting. electricity in the Scottish capital is very 
general, as every visitor can testify. The 
extremely low price has no doubt done a very great deal to popu 
larise the supply, and the extensive system of are lighting is 8 
splendid advertisement. The capital charges for such a large under- 
-taking are of interest, and we may, therefore, give some of these as 
an example ;— 


| 1898. 1899. 
Dewar Place Station £136,059 £174,477 
M'Donald. Road Station... 11,516 92,983 
Mains T T 202,381 276,540 
Arc lamps and columns. 18,040 18,989 
Meters . ba се 18,810 93,022 
Transformers -— kon ait 5,215 6,386 


Instruments ^ ... 3 fs 597 605 


One or two other items bring the total expenditure at the end of 
the last financial year up to £595,655. 


GENERAL STATEMENT. 
| 1898. 1899. Increase. 


Total capital expenditure 


£395,357 £595,655 £200,298 
Number of unite sold 4,174,541 5,551,728 1,377,187 
Gross revenue Те T £48,238 £68,659 £15,421 
Gross expenditure | £24,508 £32,687 £8,179 
Gross profit б ре * £23,730 £30,972 £7,242 
Average price per unit sold жа 277d. 272d. — 05d 


In 1897 the private supply was charged at 4d. per unit, motive 
power at 2d. per unit, and the public атс lamps at £16 per annum. 
These figures were reduced, and in the 1899 accounts they stand 


respectively at, private supply, 34d. per unit, less discounts, motive 


power at 14d. per unit, and the arcs at £14 per annumeach. We 
understand that it has been found desirable to add Ad. to the price 
per unit for private supply, owing to the increase in cost of fuel, &c. 
A small reduction is shown in the receipts per unit for energy sold. 
A trivial sum now appears as revenue from other sources. 


REVENVE STATEMENT. 


1898. 1899. 
Gross. Per unit, Gross. Per unit. Increase, 
‚ £48,210 2°77d. £68,030 272d. — 05d. 
10 


Meter rents, &o. 44 004. 

Supply of lampe, o. T TR 974 ‘Old, + 01d. 

Sundry rents received, insur- TP ao 
sive and incidental | 18 .. 311 02d. + 02d 


Gross revenue ... £48,238 277d. £68,659 275d. — 03d. 


— — 
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The works costs have been slowly rising in the last three years’ 
attributable to coal, this item -appearing as, in 1897, 35d., in 1898, 
49d., and last year, ‘52d. "The total cost, however, fell from 1:44d. 
iu 1897 to 1:41d. in 1898, and reappears at this figure in 1899. It is 
interesting to note that this is also the total cost for last year at 
Liverpool, and the following comparison, although not very useful, 
is perhaps worth making :— 

1899 Accounts. 


Expen- Receipts cost 


Capital. Units, Revenue. diture. per unit. per unit. 
Edinburgh.. £595,655 5,551,728 £63,659 £32,687 272d. 1:414. 
Manchester. £641,822 6,355,872 £85,832 £49,439 3:°23d. 1:87d. 
Liverpool... £769,589 5,729,477 £73,504 433,548 289d. 1414. 


The reductions on wages and oil, waste, &с., almost balance the 
inerease in fuel, while-outside works cósts the variations cancel out, 
as will be seen :— 


Cost ок PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase, 

Coal ..  ..  .. .. £7,366 42d. £12,071  *59d. + 10d. 
Oil, ^ d i , , Ra LE 
Wem stores and carbene; 1,582 "09d. 1,929 Sd. — 01d. 
Salaries 5 canina 
oen y — 6,491 37d. 6,905 30d. —-07d. 
street lam 
1 wd apnd d 
ler dymamos and 3,575 21d. 4,715 21d. +004. 
public arc lamps ) 

Works cost ... £19,014 1°09d. £25,620 1#114. + 02d 


Bau rates апа taxes e; 2219 13d. 29627 (114d. — 02d. 
— managing engi: | 2,015 12d. 2,318 »10d. — 02d. 
neer, secretary, clerks, &c. 
Generál pee peenaa 
‘law argos and 1,260 Od. 1,746 -*07d. 00d. 
insurance ) 
Other expenses; stamp 
duty, reservists’ alow-/.  .. d 376  *09d. ＋ 02d 


ances and repairs to 
special property ) 


Total costs 


oe F—— — 
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The profit statement may well be considered by those who 80 
‘often base arguments against municipal working upon the net 
profits, instead of considering gross profits. The gross profits have 


rm up to nearly £31,000, but the net profits are only aboutatenth | 


of this, and have fallen hy about £2,200; yet no one can possibly 
contend that Edinburgh is not very well served by its municipal 
electrical department. 


PROFIT STATEMENT. 


1898. 1999. 

Interest on loans, &c. T .. £8,278 213,17 
Sinking fund for repayments .. .. . 9,566 14,119 
Net profit carried forward — .. 5,886* 3,674 
Gross profit ..£28,730 | £30,972 


* Balance at the close of 1898 carried to last year’s acooun , and then allocated 
іо reserve fund. 


— ann a 


CITY NOTES. 


New General Traction Company. 


A BALF-YEARLY report of the directors states that, of the company's 
various undertakings, the Board of Trade inspector authorised 
the opening of the lines in Norwich for traffic, and this road went 
into operation on July 30th, since which date it has been working 
most successfully, producing results beyond the anticipations of the 


Total 


` responding 


operation, and the directors have every reason to feel satisfied with 
the future outlook. The Douglas Southern line has been is opera- 
lion some time, and the board expects the same dividend as was 
paid last year, viz., 6 per cent. on the preference shares. By the 
end of the year it is confidently expected that this company will be 
in receipt of dividends or interest from all the undertakings. 


- 


The Consolidated Telephone Construction and 
Manufacturing Company, Limited. 


THE report of this company, which it will be remembered under- 
went reorganisation some time back, «hows that for the year ending 
March 31st, there has been a steady increase in the business. The 


-reorganisation was not completed until the end of October, 1899, 


and for the following five months the sales were 56 per cent. above 
those for the corresponding period of the previous year. "The total 
credit to revenue account is £9,703 for the year, and after deducting 
expenses, and writing off £4,334 for depreciation, a balance of 
£3,167 remains to the credit of profit and loss. An interim dividend 
of 3 per cent. per annum for the first six months of the current 
financial year is recommended. 


The Cuba Submarine Telegraph Company, Limited 


THE directors’ report for the half-year ending June 30th, 1900, to 
be presented at the meeting to be held on October 24th, reads as 
follows :— 


` Е t 

The directors beg to submit, duly audited, the balance-sheet and accounts for 
the half-year ended June 30th last. From these it will be seen that the total 
receipts amount to £15,336 18. 6d.. and the gross expenditure to £6,296 18s. 5d., 
leaving a sum of £9,089 £s. Id., which, added to the balance of £6,165 7s. gd. 
brought from the last account, leaves £14,204 lis. 4d. at the credi of revenue 
account. The traffic receipts show a large decrease as compared with the cor- 
riod of last year, due to competition and the bad state of business 
in the West Indies and Cuba. The sum of £2,000 has been added to the reserve 
fund, which now stands at £132,000. The dividend on the preference shares 
will absorb 28,000, and leave £9,204 15s. 4d., out of which the directors recom- 
mend the payment of a dividend at the rate of 5 per cent. per annum on the 
ordinary shares, free of income tax, the balance, £5,204 15s. 4d., being carried 
forward to the current half-year. The cables have continued iu good working 
order throughout the half-year. The negotiations between the Foreign Office 
and the Gover: ment of the United States in reference to payment of the 
subsidy of £2,000 per annum, and claim for damage done tothe cables during 
the Spanish-American war are still Para s The subsidy was paid by the 
Spanish Government to December 31st, 1898, but вірое that date no payment 


. has been received. The retiring director is Mr. Charles Woodbyne Parish, 


who, being eligible, offers himself for re-election. Messrs. Gane, Jackson, 
Jefferys & We'le, chartered accountants, the auditors, also retire, and offer 
themselves for re-election. : 


Prospectus, 


THF City of London Electric Lighting Company has this week been 
inviting applications for £200,000—41 per cent. second debenture 
stock at £100 per ceut. It forms part of the £400,000 authorised 
at the meetings held in July this year. The issue is made in order 
to provide for the large capital expenditure necessary to enable the 
company to cope with the constantly growing number of lamps and 
motors to be supplied. It is interesting to reproduce from the 
prospectus the following tabulated figures showing the progress 


. made since 1893 :— 


NuMBER OF LAMPS AND MOTORS, EXPRESSED IN 8-C.P. LAMPS, FOR 
WHICH A SUPPLY HAD BEEN APPLIED FOR. > 


91998. ' 144,018 | 204,049 | 259,885 909,108 | 969,299 | 450,087 
| | | 


On December 81st, 1899, the number of customers was 8,788. 


This rate of rapid progress continues, as during the present year, 
up to October 3rd, further applications to the extent of 57,918 
lamps have been registered, raising the total at that date to 508,856 
8-c.P. lamps, of which 487,540 were then connected, representing 
‘9,323 customers. This shows an average weekly increase of appli- 
cations for 1,466 lamps during 1900. The income of the company 
has been as follows:— - 


| 
For me year | For the year | For the year For the year . | For the year For the year 
— end ended ended ended ende ended 
Deo. 8186, 1894. | Deo. Blat, 1895. | Deo, Bist, 1898. | Dec. Bist, 1897. | Dec. Blst, 1808, | Deo. dist, 1899. 
———————X ш! ECCE ETE з е =! VE UC 
Gross revenue (after deducting allowances to con- | 
sumers) - * - is vu T e" £68,868 19 8 £106,099 17 3 £146,946 14 7 £156,792 18 9 | £178,607 15 8 £187,259 16 7 
Netrevenue remaining after the payment of interest | 
on first debenture stock, and the deduction of the 28,896 0 11 89,993 8 9 55,85 111 72,841 6 0 | 66,082 18 0 48,870 18 11 
actual cost of repairs and renewals of plant, &o. 2” N. B.— Rate to; N.B.—Rate to 
| eustomers re- custom ers further 
| | duced during reduced during 
i | this year. this year. 


board. In Coventry the tramway was finished and opened on 
January 18th, and the directors anticipate getting a fair return on 
their investment. The Philadelphia Suburban Traction Company 
will own tramway lines of about 20 miles, connecting Philadelphia 
with the cities of Chester and Media. These are nearing com- 
pletion; since July 1st a portion of the line has been in successful 


The recent revision of the rates charged to customers (which 
confers a distinct benefit on the long-hour consumer), and the large 
number of additional lamps supplied, will, it is estimated, increase 
the gross revenue of the company for the year 1900 to about 
£225,000. 

The list of applications closed yesterday, Thursday. 


E 
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Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in Davis 
and Timmins, Limited—20,000 vendors’ ordinary shares of £1 each, 
fully paid, Nos. 27,001 to 47,000. Willans & Robinson, Limited 
Further issue of 10,000 ordinary shares of £5 each, Nos. 90,001 to 
100,000; and 10,000 6 per cent. cumulative preference shares of £5 
each, Nos. 70,001 to £0,000 ; and to allow the following to be quoted 
in the Official List: - City of Buenos Ayres Tramways Company, 
Limited - Further issue of 20,000 shares of £5 each, fully paid, Nos. 
135,001 to 155,000. Willans & Robinson, Limited Further issue 
of 10,000 5 per cent. cumulative preference shares of £5 each, fully 
paid, Nos. 60,001 to 70,000. "The Committee bas appointed a special 
settling day as under:— Wednesday, October 31st, United River 
Plate Telephone Company, Limited — Further issue of 23,361 5 per 
cent. cumulative preference shares of £5 each, £3 10s. paid, Nos. 
16,640 to 40,000, and has ordered same to be quoted in the Official 
List. 


The General Electric Company (1900), Limited.— 
We learn as we go to press that the directors have gone to full allot- 
ment with the preference and debenture issues to which reference 
was made by us last week. The issues were over-subscribed. Con- 
sidering the present price of consols and other gilt-edged securities, 
we consider this to be a very gratifying result for the company. 


St James's and Pall Mall Electrie Light Company. 
— The amount of electricity sold for the quarter ended Michaelmas 
last is returned at 885,883 units, estimated to produce £15,852, as 
against 734,763 units, which produced £13,256, for the correspond- 


iug period last year. 


The Indo-European Telegraph Company. Limited. 
—The board have declared an interim dividend for the half-year 
ended June 30th at the rate of 5 percent. per annum, free of income- 
tax. The transfer books will be closed from October 16th to 31st 
inclusive. 


Callender's Cable and Construction Company.—The 
directors announce an interim dividend at the rate of 10 per cent. 
per annum. 


N 
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TRAFFIC RECEIPTS. 


The Biackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending October 18th, 1900, were £883 178. 4d.; receipts for corresponding 
period, 1899, £349 168. 1d. ; aggregate for half-year to date, £18,404 11s. 1d.; 
aggregate corresponding period of last half-year, £18,908 3s. €d. 


The Bristol Tramways and CAM Company.—The receipts for the week 


ending October 12th, 1000, were £8,828 198. 3d. ; corresponding period, 1899, 
£3,045 2s. 7d. ; increase, £288 166. 8d. 


The Central London Railway.—The receipts for the week ending October 18th, 
1900, were £5,421; previous week, 25,108; increase, £818. Total receipts 
to October 18th, 1900 (11 weeks), £52,931. Miles open, 6. d 


The City and South London Railway Company.—The receipts for the week 
ending October 14th, 1900, £1,647; October 15th, 1899, 21,081; inorease, 
£616. Total receipts for half-year, 1900, to date, £22,884; oorresponding 
period, 1899, 214,235; increase, 28,649. Miles open, 1900, 43; 1899, 84. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Tbureday, October llth, 1900, were £427 17s. 3d.; corre- 
sponding week last year, £892 5s. bd.; increase, £85 lis. 104, Total te 
October llth, 1900, 217,053 1s. 9d.; corresponding period last year, 
£15,682 7s. 6d.; increase, £1,420 lis. 8d. 


The Dover Corporation Tramways.—The receipts for the week ending 
October 18th, 1900, were £218 178. 104d.; October 6th, 1899, £200 9s. 7d.; 
increase, £18 15s. 84d. Total receipts to date, 1900, £8,676 198. 9d.; corre- 
sponding period, 1899, £8,275 4s. 2d.; increase, £401 15s. 7d. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 4,992; 1899, 4,788. Number 
of oars, 1900, 11; 1899, 11. : 


The Dublin United Tramways Company.— The receipts for the week ending 
Friday, October 12th, 1900, were as follows:—D. U. T. Co., horse cars, 
£27 88. 2d. ; ditto, electric cars, £8,819 14s. 4d.; D. S. D. Co., electrico cars, 
6684 88. 9d. ; total, 24,651 бв. 8d; corresponding week last year—D. U. T. 
Co., horse cars, £1,218 1s. 1d.; ditto, electric cars, £2,189 98. 6d.; D. S. D. 
Co., electrio cars, £851 9s. 8d.; total, £4,253 19s. 10d.; increase, £497 
68. 5d. ; aggregate to date, £74,302 14s. 8d.; aggregate to date last year, 
£006,683 8s. 9d.; increase to date, £7,670 58. 6d. e mileage worked is 
44 miles electrically, 1 mile by horses, as net 24 miles electrically, 
20 miles by horses, for the eorresponding period last year. 


The Liverpool Overhead Railway Company.—The receipts for the week ending 
October l4th, 1900, were £1,510; corresponding week last year, £1,521; 
decrease, $14. Total traffücs from J oly Ist, 1900, £25,782; ditto correspond- 
ing period, 1899, 424, 608; increase, 21, 179. Miles open, 6-67 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 
THE current of Stock Exchange business continues to be irregular. 
There appears to be no sign on the part of the public that speculation 
will return yet awhile. but the investment markets report an increased 
volume of orders, and in this the electric departments are taking a 
very fuir part. The tendeney is towards higher prices for the more 
gilt-edged descriptions, e.g., Supply Company Debentures are mostly 
harder, while in the Telegraph Market a quick reeovery in prices 
followed in many instances upon the deduction of dividends last 


Friday, the account day. A spasmodic boomlet in American Rall. 
road shares helped to impart a more cheerful feeling generally, but on 


€. 


` the other hand, investors are still deterred from freely entering the 
markets on account of the guerilla warfare in the Transvaal, and 


the unsettlement in the Far East. dedi 
The most interesting subject of the week, so far as the clectrie | 
sections are concerned, has been the issue of the General Electric (OIX 
Company, whose coming we heralded a fortnight ago. For | d 
some occult reason the market in the Stock Exchange hu nt . ^ ^p 
taken very kindly to the new comer— possibly because no extensive ^k 
dealings have been started. The Preference shares are nominally -I 
4 to ў premium, and the Debentures are about 23 premium, „ lee 
Another arrival in the market came on Monday, the City of London F Iv 
Electric Lighting Company offering £200,000 second Debenture u o 
par, carrying interest at 44 per cent. The issue has met witha «4$ 
comparatively chilly reception, although the security is good ent. ^ D 
With the prospectus are published statistics showing that the om. = De 
pany's net revenue last year was a little under £49,600, the lows 271! 
it has been since 1895. The subscription lists closed on Thursday, | сма 
October 18th. | T 
Despite the nonchalant attitude displayed by the market tous ] 
new Debenture issues, it is noteworthy that the supply of Electric "eum 
Supply Debentures is now very small, while the demand for themis , Iv 


on the increase. Edmundson's, County of London, and Metropolitan 
Debenture stocks, all mark an advance in price this week, and will ' +" 


probably go better yet. The sale of anything in this section at | 2 
present quotations will probably be regretted later on, and under | ad 
the circumstances, it is perhaps singular that more avidity shold — | x 
not have been shown for the General Electric Company's stock. 7 
Metropolitan shares are harder, and are still by no means dear. be 
Should a genuine revival set in amongst electrical supply sbares й с 
seems probable that a £10 share standing at 14 will command me >: "ES 
consideration thau a £5 share at 153, like St. James's, or at 123, the ра 
price of Westminsters, even though the return per cent. should te РУ 
less. CUL 
Allowing for the marking of the prices ex dividend, Ange - 0 
American Ordinary has dropped 1}, and the Preferred 1 per cent, "al 
while the A" stock is down a half. The new German cable isthe — | 
ali-pervading skeleton in the market, and dividend estimates forte т 
* A" have fallen from 128. 6d. to 7s. 6d. per cent. Weeks ago we È 
warned our readers of the fall that was inevitable, and those whe — - "eti 


sold their Deferred in the neighbourhood of 12 on our suggestion +4 
should wait for the price to touch 10 before repurchasing. Even.: ^ 
at the latter figure the stock will be dear on merits, but after a? -5Y 
per cent. drop in Anglo “A” there usually follows a reaction. p 

The Eastern stocks and shares are all harder, Chinas“ suffering ^ P. 
no change in quotation upon the taking off 2s. 6d. per hire 45 
dividend. Eastern Ordinary receded a point, but the deduction 
was 1} per cent. Submarine Cables Trust, shorn of 3 per cent, 


immediately got back 2 points in the price, and Reuter's shares at in 
7}, ex 4s., are the same as they were before the dividend's deduction. E 
No change has taken place in Globe Telegraph and Trust. DR. 

Manufacturing and miscellaneous companies ought to be having ^ i 
good time generally, electricity being so greatly in demand, Twice > 
a score of municipal bodies in England alone are now busily Ш 


engaged оп new lines, and the sharcholders in the undertakings xe 
have mentioned should be enjoying the fruit of this activity ere 
lony. : 
Babcock & Wilcox Ordinary, at 28, are a shade harder; Callender? 
are good at 13, the 10 per cent. dividend being considered ætis — . 
factory; and Willans & Robinson Ordinary at 11 are er 5s. dividend — - 
Electric Construction at 24 may commend themselves as a likely 
speculation for a quiet advance; the company pays 6 per cent. ot 
ita shares, which are of the denomination of £2 each and are fully 
paid. E 
We are able to state that at last the new British Electric Traction D 
shares are all placed, the remaining few hundreds, we understam, 
having been taken up since we last wrote. Considering whats 
source of weakness the hanging about of these new share 
has been to the existing issue, we should imagine that are 
holders will he greatly relieved to hear our news. A definite 
time should have been fixed for the reception of application: 
from the proprietors, and if, after the period expired, ару share * 
remained, tenders might have been invited from some syndicste 
strong enough to keep the shares off the market until the issue bad 
been digested by the other shareholders. This would bave 
strengthened the price, instead of weakening it. = 
Active dealings suddenly developed in Anglo-Argentine 6 yer ч 
cent. Debenture stock on Tuesday, and six bargains were officials: 
recorded on one day. As а rule, one bargain every six weeks > 
about the average. The price is still about 130. Electric miss 
descriptions are unchanged. Fresh sales of National Telephon: 
Ordinary have reduced the price to 4j tagain, at which it stood л 
fortnight ago. This is the lowest touched this year. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Business done 


Present Dividends for Closing Closing ашк 
— * wee Gres pen, geber fin, cee fin. eter ite 
1897. | 1898. 1899. Higheet. | Lowest. 
110,900 | African Direct Telegraph, 4 Ф Debs. ы © eT .. | 99 —103 99 —103 
195,000 | Amazon Telegraph 5 Debs., Nos. 1 to 1 ‚250 Red. eem s e . | 85 — 90 85 — 90 si 
875,590 | Anglo-American Telegraph ... sss 3 $ £3 9s. 73/6 | 58 — 61 56 — 59xd| 58 56 
3,062,240 Do. do. 6 % Pref. 6 6 6 * |109 110  |1054-1064xd| 1091 | 1068 
3,062,240 Do. do. Deferred . . |183. WIEL 78. | 102— 114 104— 11 11 104 
44,000 | Chili Telephone, Nos. 1 to 44,000 4 $ 3 4% | 24— 34 21— 34 aie T 
10,000,000$| Commercial Cable 8 8 % |8 95 165 —175 |165 —175 see ve 
1,563,0782 Do. do. Sterling 500 ) year 4 4 % 1 Deb. Stock Red. eso] o | e 100 —102- 100 —102 | 1014 | 1004 
16,000 | Cuba Telegraph S 7 8 Ф 79% | 64— 7 64— 74 T baa. 
6,000 Do. 10 % Pref. 10 110 95 10 .. | 15 — 16 | 15 — 16 a 
12,931 | Direct opan Telegraph  ... "S ids 5 45 47% 1% 4— 5 4 — 5 ous 
6,000 do. 10 % Cum. Pref. ... 5 10 PPP... | 9 — 10 9 — 10 sat $ 
30,000 Do. do. 44 % Debs. s E .. |100 —104 951100 —104% | 1001 | ... 
60,7101 Direct. United States Cable 20 | 34% | 34% 3 % | 102— 113 | 101— 11 xd 10$ 103 
111,000 | Direct West India Cable, 44 96 Reg. Deb. gs ЕУ .. | 99 —102 99 —102 те ee 
4,000,000 | Eastern Telegraph, Ord. Stock “a Stock 7 % |7 „ 7 % 149 —154 148 —153ха 152} 149 
1,795,000 . Do. 3i Pref. Stock e | e | 99 —102 99 —102xd| 1014 | 99 
1,432,268/ Do. Mort. Deb. Stock Red. ... Stock 4 % vie e. 1114 —119 115 —120 ae svi 
250,000 | Eastern Extension, 5 and China Telegraph ... | 10 7 7 = 7 5 15 — 154 15 —15 xd 151 15 
6.7001 Do. 5 % (Aus. Gov. Sub.) Deb., 1900, red. po 100 | 5 % " 
А) Е drgs., reg. 1—1 049, 3, 976—4,326 — 
26,6007 Do. do. Bearer, 1,050—3, 975, 4,327—6, 400 | 100 | 5 "ELLE iu ies T" T 
320,000 De. ы Stock А " à i 1 7 Stock 4 96 113 —118 113 —118 ji “a 
Eastern and South. African Те egrap 4 ort. De | z | 
300,0001 no cc 25] 100 . 99 —102 | 997—102 | 1003 
200,000? Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,0 000 ae ve .. |100 —103% 100 —103% | ... € 
180,227 | Globe Telegraph and Trust ... d A. 54% | 102—112 103— 11} 11515 10j 
180,042 Ро. do.. 6% Pref. 6 6 .. | 15 — 153 | 15 — 153 153 | — 
150,000 | Great Northern Telegraph, ud Copenhagen D 10 Ф 124% 31 — 33 32 — 34 ine m 
» Halifax and Bermuda Cable, 44 1st Mort. ebs., 
84,300 Е ак 200, Red j 100 | .. |... |... |98 —101 | 98 —101 
17,000 | Indo-European Telegraph . 10 & 10 % 10 % | 49 — 53 49 — 53 s -— 
\ 100,0007) London Platino-Brazilian Telegra b, 6 % Debs. Ке tus 6 s . . 1103 —1C6 |103 —106 ies oe 
72,680 | Montevideo Telephone, Limited, d., Nos. 1 to 72,680 . M к гы i 2 i— 3 -— s 
86,492 Do. do. do. 5 % Pref., Nos. 1 to 86,492 4 b 4 95 | 24 1— 1 1— 1 "ar me 
490,000 | National Telephone, 1 to 490,000  ... 6 6 95 57 44— 43 4d— 438 4%) 44 
15,000 Do. 6% Cum. 1st Pref. 6% |6 6 13 — 15 13 — 15 ш га 
15,000 Do. 6 % Cum. 2nd Pref. ... 6 | 6 e 6 13 — 15 13 — 15 iud к 
250,000 Ро. . 5% Non-cum. 3rd Pref., 1 to 250,000 5 5 [6 5 — bi 5 — 5 54s... 
2,000,0007 Do. 34 95 Deb. Stock Red. ; 34% | 34% | 34 97 —100 97 —100 982 | 98 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 5 5 5 g— 14 — 7 i 
100,0007| Pacific and European Tel., 4 % Guar. Debs., 1 to 1 000 . 4 $ iUe 100 . 100 —103 без 
11,839 | Reuter's. T 5 5 „ 5 7 — 7 — 8xd| ... sigs 
3,381 Submarine Cables Trust Е Р wes ОРО awe . {126 —181 124 —129xd| 1295 | ... 
58,000 United River Plate Telephone ... 5 5 6 17% | 4A$— 52 41— 5} ix re 
16,639 Do. do. 5 % Cum. pret. Nos. 1—16, 639 ice oe us 41— 54 4$— 51 ium € 
179,947 Do. do. 5 95 Debs. . "e ава . 104 —107 104 —107 "m aus 
200,000?) West African Telegraph, 5 95 Debs... “a ТР . | 98 —101 98 —101 iss 2 
30,008 | West Coast of America, Nos. 1—30, 000 and 53, 01—53, 008 oe eh a 1— 1 1— 1 » bs 
150,000 Do. do. 4% Debs., 1—1, 500 gua. by Bras. Sub. Tel. wks stl . . |100 —103 [100 —103 iii sks 
389,731 | Western and Brazilian Telegraph 4 Deb. Stock Red. ... -— s es] — 2 „ sais ae 3 
207,930 | Western Telegraph, Ltd., Nos. 1—207,930 . гы 7917 9% | ... | 148—153 148— 154 154 | 143 
75,000 Do. do. 5 СА Debs. 2nd series, 1906 | 8 fix . . |103 —106 103 —106 is 885 
88,321 | West India and Panama Telegraph ., ds 2 2 &% — 1 1— 1 i 
34,563 Do. . do. do. 6 Cum. 1st Pref. .. | 9 5 s А 64— 74 64— 74 776 Ts 
4,669 Do. do. do. Cum. 2nd Pref. ... 6 к 6— 7 6— 7 " = 
80,0002 Do. do. do. 5 % Debs, Nos. 1 to 1,800 | 100 5 % |... 105 —108 |105 —108 
ELECTRICITY iain tria COMPANIES. А 
19,661 Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 | 4 5 6 6 V 7— 8 de d o3 is 
12,000 do. 7 % Cum. Pref... 5 7 T7. | 8, — 94 83— 93 ME Me" 
50,000 | Charing cae and Strand Electricity Supply 517% |89295|995| 9 — 10 9 — 10 - T 
20,000 Do. do. do. do. 43 Cum. Pref. id sss oe as 51— 51 54— 51 P ssa 
34,000 |*Chelsea еш Supply, Ога. ... 5 6 16% 169% | 6— 7}. 64— 7% 7 
150,000 Do. do. % Deb. Stock Red. Stock| 44% | cis . . {110 —113 |110 —113 san sine 
60,000 | City of ondon] Electric Lighting, Ord. 40,001—100,000... 10 10 % 6 4% 8,.— 94 | 8— 9 82 8 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10169,1695, | .. | 124— 134. | 124—133 1213.0 
400,000 Do. 5 & Deb. Stock, Scrip. (iss. at £115) all paid Td E). ui ee .. |124 —129 |124 —129 125 
40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | nil | nil |495| 84— 94 84— 94 9 
20,000 Do. do. do. 6 % Pref., 40 ,001— 60,000 1016 9S | 5. PH — 132 11 — 12 5% | 
200,000 Do. 44 % Deb. Stock, Prov. Certs (all paid) Rd. sa. eae ИУ . |107 —110 108 —111 1091 
26,100 | Edmundson's Elec. Corp., Ord. Shares ss is 5 5 7 % | 44— 5 44— 5 TE 
75,000 Do. do. 44 % 1st Mort. Deb. Stock. 100 ‚з, “М 253 100 —103 101 —104 ise 
110,000 | London Electric Supply Corporation, Limited, Ота. ... ST сакс, тива 1#— 21 11— 2} as 
49,840 Do.. do. do. do. 6%Pref.| 5 16% di Bk | abe M P. 
250,000 Do. do. do. 4% Ist Mt. Db. Stock Rd. Stock . |100 —102 100 —102 8 
85,000 Metropolitan Electric Supply, 101 to 62,500 s 10 | 6 % 5 % 5 Ф 13 — 14 134— 141 14 133 
220,000 Do. 449%, First Mortgage Debenture Stock №. 4% *. 111—114 |112 —115 m sis 
220,000 Do. 34% Mort. Deb. Stock Red. ... [Stock 97 — 100 | 97 —100 984 | 98} 
6,452 | Notting Hill Electric Lighting аб 10 | 6 % 144— 154 | 144— 15} 485 "n 
40,000 | St. James's and Pall Mall Electric Light, Ord. .. з m 143 144 15 — E 15 — 16 154^, 
20,000 Do. do. 7 % Pref., 20,081 to 40, 080 T 4 8— 9 wis 
12,000 | Smithfield Market Elect. Supply, Ота. ... 995 Š з — = +34 2 — 23 A 
50,000 Do. do. 4 % Deb. 100 E 85 — 85 — 95 yi 
65,000 South London Electricity Supply, Ord. ... Di bse E is 3 — 4 3 — 4 -— sis 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. 5 12 & 12 * 13 Ф | 12 — 13 x 12 — 13 128 | 1245 


1 Unless otherwise stated all shares are fully 
Dividen 


* Subject to Founders Shares. paid. 
ds marked § are for a year 


Dividends pee in NT share 
e latter part of one year and the fr part of ià 


uotations on miel oe jeg Exchange. 


e pang used as capital. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Ocatinued. — 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present Btock Closing Closing Business done 
NAME. tation tati week 
Issue. Share. . 9 Oct. 17th, те 
Highest | Lowest 
20,000 | British Aluminium б Cum. Pref. . - 5s is i 9 — 10 9 — 10 soe; rue 
300,000 Do. do. 1st Mort. Deb. Btock Red. .. Stock е 5 93 — 97 93 — 97 
30,000 | British Electric Traction em vus iss 131— 144 | 13$— 143 14} | 13 
50,000 Do. do. Cum. Pref. ses m" „ iis 12 — 13 12 — 13 13 i 
200,000 Do. do. Perpetual Debenture Btock ... |Stock| ... ac .. 120 —123 120 —123 1212 | 121 
85,0007 |tBritish Electric Works Co” Ord. £1 shares, 50,001—135,000 MOL MEE OS — i t= g 13-1. i 
50,000 t Do do. 6 * Cum. Pref., 1—.50,000 ... | ... 1— 1 1— 1 ; E 
500 f Ро. do. 41 W lat Mort. Deb .. ... |1 97 — 99 | 97 — 99 5 
40,000 | British Insulated Wire Ord., Nos. 1 to 40, 000 16 * 15 * 20 11 — 12 | 11 — 12 "as m" ай 
27, 500 Do. do. 6 Cum. Pref. Nos. 1 to 27,000 6 54— Sł 52— 6 — si i 
105,731 | Brush Elecl. Enging., Ord., 1 to 90,000  .. we 6 * 12— 11— 2 |. 
105, 781 Do. "s m 6 к. 1 to 90,000 21— 2 2$— 2} 2i 
125,000] Го. Dus I8 106 —111 106 —111 
125,000 Do. do. Fe zd Deb. Det. Block *. [8 102 —104 102 —104 TR rr 
20,000 | Callender's Cable Construction shares, Nos. 1—20,000  ... 124% 16 5% 15 ö * pum 134 121— 1333 | 
20,000 Ро. do. 5 % Cum. Pref... wae 54 5 — bi ‘i ae 
90,000 Do. do. 44 % 1st Mort. Deb. Btook F Red "E 8 116 —14 110 —114 i E n 
213,533 | Central London Railway, Shares "T 101— 102 | 10 — 101 106 | 104 a 
61,033 Do. do. Pref. balf-shares .. a 5 — 5 5 — bi = 
71,447 Do. do. Def. doo „ | ..]5— BE |5— BE | BE s + 
855,000 | City and Seuth London Railway ... ... 8 117 58 — 61 58 — 61 dr M E 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 . yos ЫЗ ‘sa - 5— 6 5— 6 Те 
32,098 | Crompton & Co., Nos. | {о 32,098 5 н 91 348— 42 32— 44 
Do. 5 PY 1st Mort. ebs., 1 to ° 
: 100,000 £100, and 901 to 11,000 of £50 red ste anie | dee 997—203... 99 199 
99,261 | Edison & Swan Utd. El. Ldt., “ А” shares, £3 pd. 1 to 99,261 6 6 6 18— 2} | ij— 2} е 
17,139 Do. до. до. “А” Shares, 01—017,139 6 6 6 31i— 44 | 34— $m, o 
944,023 Do. do. do. 4% Deb. Stock Red ius is ... | 90 — 92 90 — 92 908 | 90 | 
112,100 | Electric Construction, 1 to 112,100 ... 6 & 6 6°%| 2— 2} 9 — 9} ' 
25,000 | Ро. do. 7 Cum. Pref., 1 to 25,000. 7%) 7 e 22— 31 22— „ 
140, 300 Do. do. Perp. 1st Mort. Deb. Btock ... 8 sus к .. |102 —105 102 —105 102} | 4. 

9,6001 Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600 .. б> 7 7 7 10 — 11 10 — 11 — 3 jj 
$0,000 Henley's (W. T.) Telegraph Works, Ord. .. T 12 14 15 124— 1334 | 124— 131 12 E "1 
30,000 Do. 8 do. V Pref. 7 7 ies 5 — 5 — 5 59 i 
50,000 Do. do. 41 Mort. Deb. Stock. St 43 ae *. |208 —112 108 —112 ` ‚ 
50,000 | India-Rubber, Gute Percha ка Telegraph isa -— 10 10 . | 20 — 21 20 — 21 203 | .. 

300,000 Do. do. рн Mort. Deb.. ue s А 99 —102 99 —102 : . 
$7,500 Liverpool Overhead naue eis А $3 33 32%] 8 9 84— 9 “|. | 
10,000 + Do. do. Pref., £10 paid  ..  .. 5 5 5 |19$— 134 |13 — 13} |... | 
37,350 | Telegraph UE and Maintenance 15 15 15 34 — 38 34 — 38 34 * 

150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 jas Sie 4. 5101 —104 101 — 104 ae te 
20,000 Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ss 8 V 12 Y| 104— 114 101— 114 104 El 

20,000 Do. do. 59 Cm. Prf. Nos. 1 to 20,000.. Pa 2 . | 5— 5 | 5— i E a 
540.000 Waterloo and City Railway, Ord. Stock . . | 100 | .. 3 5 3 Ф| 94 — 97 94 — 97 | 
t Quotations on Liverpool Stock Exchange. t Unless otherwise stated al] shares are fully paid. | — 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY 8 fs. 
Brompton and Kensington, 43 % Debentures of 2100, 168—106. Kensin and Knightsbridge Electric L arr Ordinary быгы Н бшу т. 
Me ree ТЫЛЫ tate ais ЫЎ ом, pcm oe тош шешне | 
| bo. 416 pd.), 10—104. T. Parker, er, 10 (fu (fully paid), 174. ios 
+ From Birmingham Share List. Bank rate of dtscount 4 per cent. (July 19th. 1900). sd 
2 Ya: 

MARKET babe ech д, Wednesday, October 17th. | 

8 CHEMICALS, &o. | | | This week. Last week. Inc. or Dec. i ^ METALS. &. (oontinued.) This week. | Last week. Ino. or Dec. i 

Sate —— ta -— Eu — —— —¾ ˙˖—ͤ—?ö PRE Ne E . 

а Acid, Hydrochloric - .. per owt. 5/- 5/- g Copper Sheet T se «+ рег ton £85 | £86 £1 dec. i 

a , Nitric 24 FF .. per cwt. 22/. 22/- g 5° Su .. per ton £85 £86 £1 dee. 

a „ Oxalic * » .. per owt. 82/- 82/- b. e ( (Electrolytic) Bars per ton £83 10 £83 10 T | 

à „ Sulphuric. {з S percwt. 5/6 5/6 * e * 2 Sheets .. per ton £92 £92 - s 

a Ammoniac, Bal .. К per owt. 89/- 89/- A e " * Rod .. per ton £8510 £85 10 * . 

a адь Muriate (crystal) . per ton £33 10 £83 10 е „5 * H. OC. Wire per Ib. | d. | oa. T кч 

.. рег ton £30 £30 T f Ebonite Rod .. ёа * .. per Ib. /- і А * 

a “ЛЕГЕ powder 4 .. рег ton £7 £7 T f = Sheet ё СЁ per lb. 5/- 5/- 5% " 

a Bisulphide of Carbon .. .. рег ton #15 £15 n German Silver Wire ec «+ per lb, 1/6 | 1/6 T 

a Borax К "T es .. per ton 417 10 £17 10 8 h Gutta-percha fine .. КА .. рег Ib. 8/6 e 

a Bensole (90 %) " АР .. per gal. 77 77. bi h India-rubber, Para fine .. .. per lb. | 4/23 4/8 to 4/4 dec. 

a 90 (50/9094). . 2 .. per gal. 5/6 | 5/6 he 4 Iron, Charcoal Sheets per ton £18 £ «e а 

a Copper Sulphate S. .. per ton | £95 £25 - i „ Pig (Cleveland warrants). per ton| 67/9 | 68/6 9d. ine. „ / 

a Lead, Nitrate T .. per ton | £25 £25 aa i „ Forgings, according to size per ton From £11 | From £11 T 1 Е 

я „ White Sugar .. per ton | £31 £81 T: „ Scrap, heavy. per ton 70/- to 72/6 | 70/- to 72/6 i 
S ns eA you T 23 ad кан | 9 | x ws € „ Wire, galvanised No.8 .. per жч к A ы PU Ert. n 

i Maphiha, Solvent (90% at160°G). Der gal. 5/8 | 5/6 x: g Lead, English Ingot — ..  .. Per ton 18 418 76 | dec: | 

a Potash, Bichromate, in casks.. per lb. 854. 84d. * КА Sheet T per ton 419 £19 oe | 

а » Caustic (15/8096) .. per ton 224 £24 M я Manganin Wire No. 28... .. per lb. | 8/- 8/- T R i 

„ Bisulphate " .. per ton £35 £85 | ví g Mercury . perbot| £926 #926 F 

a a Shellac a * ,. рет owt. 62/- | 62/- sa d Mica (in original cases), small . рег lb. | 8d.to9d. | 3d. to 9d. è | 

a Sulphate of Magnesia de .. рег ton £4 10 | £4 10 € a - 1 medium per lb. | 1/9 to 2/9 1/9 to 2/9 Р 4 

a Bulphur, Sublimed Flowers .. per ton £6 | £6 T d „, large .. per Ib. 8/8to 7/8 | 8/3 # 7/8 >» TE 

a x Recovered .. .. per ton £510 | 2510 | - p Phosphor Bronze, plain castings per lb. 1/1 to 1/4 1/1 to 1/4 T 

a Lump .. E .. per ton | £5 | £5 xa p А rolled bars&rods per Ib. | 1/1 to 1/4 1/1 to 14 m 

a Soda, Caustio (white 70%) .. рег ton £10 15 £10 15 ў р $ — per Ib. E — 1/ P From 1/3 f 

a „ Crystals .. .. рег ton £3 £3 ^ 0 Platinum - per oz. £8 186 T 

а „ Bichromate, casks .. per Ib. 23d. 23d. е р Silicium Bronze Wire per Ib. | 1044. to 1л 10. to 1/1 T 
1 Steel, Magnet, aco’d’ — p n per ton From 415 to £40 „ | 
| с 2 „ in bars * 2 . T боа, 
METALS, &o. | д Tin, block er ton { 118 “gina j| eee 

b Aluminium Wire, in ton lots.. per ton i £224 | in» 9 » foil 4А .. per lb. | 2j- 2j- T 

b sheet, in ton lots per ton £19 £191 - n „ wire Nos.ltoló .. per Ib. | 1/9 | 1/9 T ч 

р Babbitt’s metal ingots. . per ton | £80 to 150 £80 to £145 à p White Anti - friction Metals — | 

e Brass (rolled metal 2" to 19") basis per lb. та. а. T „White Ant" brand per ton £40 to 9 | £40 to £70 

€ „ Tube (brazed) .. .. per lb. 104. 104. * j Yarns, Cotton, Sin le 10 lb. b'ndl's per lb. 9 3 

8- e „ (solid drawn). per Id. 84d. d. - j » Best Flax, lea, .. .. per lb. | 

€ „ Wire, basis T .. perlb. | 84. а. ae „ Hemp, 8 ply 10 Ibs, „ per lb. A 

e prone Tubes (brazed) .. per lb. 11id. 113d. T . o£» „ Russian, 10 lbs. per Ib. sta 3 

„ (solid drawn) .. per lb. | lid. lld, as „ Jute, 180 ibs, rove pèr ton; £14 10 £14 10 

2 Copper Bars (best selected) .. per ton £85 £86 £1 dec. k Zinc, Sh't. (V ielle Montagne ond. ) per ton) £24 6 nett. | £24 5 nett 

/ [æ Mesars. G. Boor & Co. — (fiIndis-Rubber, G.-P. and Teleg. Works k Messrs, jer emt 

Quotations b The British Ышы Co., Ltd. Quotations f Indie R Tames è 'Bhakspeare. Oo., Lid. Quotations n Meurs. Mortis T, Q 

: ; е Мевагз. таса. Dona г кош. supplied by] ¢ Messrs. юн ie supplied by] * Meer T Ormiston & — Co. I 
s Be S . Meosers. Bolling "Wwe. 006573. Matthey 
¢ Mere k Smith & Co. j Messrs, Henry О, Yeo ё Oo. 5 fhe Phosphor Bonae Bronse Comypeny, Liè 
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aRITISH ASSOCIATION FOR THE AD- 
vANCEMENT OF SCIENCE, BRADFORD 


1900. — 
SMALL SCREW GAUGE. 


Report of the Committee, consisting of Sir W. H. PREECE (chair- 
ce Lord KELVIN, Sir F. J. BRAMWELL, Sir H. TRUEMAN Woon, 
Major-Gen. WEBBER, Col. Watkin, Messrs. R. E. CROMPTON, 
A. Srnon, A. LE Neve Foster, C. J. Hewrrt, © K. B. ErPHIN- 
STONE E. Rica, C. V. Boys, J. MARSHALL GORHAM, and W. A. 
PRICE (secretary), appointed for the purpose of considering 
whether the British Association form of thread for small screws 
should be modified, and if so, in what direction. Drawn up by 


Beer (Section G, September 11th.) 


(Concluded from page 602.) 


The forms of the screws tested are shown in figs. 6 and 6. The 
diameters, both at the top and the bottom of the thread, were the 
«me in all the screws, and also in all the nuts. The screw-threads 
were in all eases flat topped, with slightly rounded, but nearly flat, 
bottoms. The pitch of the screw was the same in every case, 16 to 


the inch. The three threads had angles respectively of 40°, 50°, | 


md 60°. Each screw was cut with a single point tool, ground to 
the correct angle, from a cylinder previously turned to the correct 
diameter. The nuts were cut with single point inside turning tools, 
iso accurately ground, in a cylindrical hole previously bored to the 
correct diameter. 

_ The ontside diameter of each screw was -inch (4375), and the 
inside diameter of each nut was 3575 inch. A clearance of ‘005 inch 
de at the top and bottom of the thread in every case. 

E shows the form of the screw and nut, having an angle of 40^, 
74 the dimensions which are figured are the same in each of the 
other two Cases. 
a ô gives the outlines of the contact surfaces of the screw and 
5 ofthe three cases. In this figure the dimensions are 
sired in thousandt hs of an inch. 


Fig. 6. 


The dimen > 
иш, While ner" “im ployed for these screws were chosen as sizes, 
be ar *X travagantly outside those of the screws to which 
applied, provide quantities convenient for 
= micrometer gauge, and for the testing machine. 
Salts were obtained :— 


ec uw 
2: luch thick duireqg to turn а pair of the screws in two nuts, each 
(3-6 


еее we А 
The followin * 


Angle у threads) drawn apart with a strain of 1 ton. 
40° Torque required. ; ' 
X 11 ft. Ibs. 11 x cos 20° = 10°34 
605 XA 2. x 13 x cos 25° = 117 
Ц Will be is » n 18 X cos 30° = 156 
r enes with th- ved that frictional resistance to unscrewing 


rus to the angle of the thread much more rapidly than in 
Procena е abov increased surface pressures due to the oblique 
иу ме higher figures, from specimens black from the hardening 

ia prel; than one obtained from a screw with a bright 


limp? 


- 


ry experiment, by.about 90 per cent. 


B.—Pull on the screw required to shear the thread out of a brass 
nut 226 inch thick (3:6 threads) cut from flat drawn strip. 


Angle of Force required Area of thread Shearing force per 


thread. to shear thread. sheared. square inch. 
40° 5,500 lbs. 2275 sq. in. 24,160 lbs. 
50° 6,220 „ 250 " 24,880 „ 
60* 6,590 ,, 270 5 24,200 ,, 


In this table the area of the thread sheared is obtained from a 
measurement of the space left for the thread of the nut between the 
successive threads of the screw, so that this area is less as the screw 
thread has a wider top. 

C.—Pull required to shear the thread away from a cast brass nut 


250 inch thick (four threads). 


Angle of Force required Area of thread Shearing force per 
thread. to shear thread. sheared. square inch, 
40° 92 4,890 lbs. 253 aq. in. . 
P 2) 4,760 » » 97 
mean 4,825 „ 19,080 lbs. 
50˙ (1) 5,400 n 2775 77 
(2) 5,130 77 s ?, 79 
mean 5,265 „ 18,960 „ 
60° (1) 5,500 ,, 300 „ | 
(2) 5,600 3? 27 57 
mean 5,550 ,, 18,500 ,, 


In these experiments only one screw and one nut were used in 
each pull, the connection to the other side of the hexagonal sleeve 
being made with а 4-1nch steel bolt. Two nuts of each size were 
sheared. In this case no roeasurements were taken of twisting 
torque. 

D.—The screw of 60° was tested on a brass nut 250 inch thick 
(four threads) made from hard drawn rod. 

1. Screw broke at 10,280 lbs. along line d, fig. 3. 

2. Another similar screw sheared the nut at 10,820 lbs. 
sheared 300 square iuch. 
36,070 lbs. 

In all cases the nut was sheared along the outside surface of the 
screw, not at the bottom of its own thread, so that the hole left was 
a tight fit for the screw which had been pulled through. 

These figures suggest the following conclusions :— 

1. That the angle of a flat-ended thread has little effect on the 
resistance of the nut to shearing, except so far as it affects the area 
of the surface to be sheared; and the advantage possessed by the 
60° thread over the others is only duc to the fact that its flat top ів 
narrower than theirs, and the base of the nut thread correspondingly 
wider. From analogy with the relative behaviour of sharp and 
blunted dies used in stamping, it seems that a flat-topped thread 
with sharp edges would shear a nut more easily than a rounded 
thread. 

2. That the strength of the thread of the nut, compared with that 
of the core of the screw, is such that generally iu practice nuts are 
stronger than their screws. 

For example, a flat-ended thread of the dimensions of No. 0 B.A. 
of 40 ton steel will break before it strips the thread from a hard 
drawn brass nut 4 inch thick. So a similar screw of the dimensions 
of No. 6 B.A. о the same steel will break sooner than strip a 
brass nut ү inch thick. | 

With steel nuts, the nut will generally be very much stronger 
than the screw. 

3 Considering (a) that the holding strength of a screw bolt is 
generally determined (and that especially in small screws) by the 
resistance of the bolt uuder tensile stress ; and (b) that, as ascer- 
tained by Prof. Martens, the resistance of a screw bolt to fracture 
is very largely dimiuished by simultaneous torsional stress; it 
is desirable that such resistance as may be desired to tightening 
or loosening a bolt should be obtained by means of the friction 
of the under surface of the nut or screw head, and that the friction 
of the threaded surface of the screw tself should be as small as pos- 
sible. From this point of view, experiments A indicate that an 
angle of thread of 40° or 50° is to be preferred to an angle of 60°, 
and that especially so in the case of small screws. 

The authors of this report are under a great obligation to Prof. T. 
Hudson Beare for his kind assistance in ascertaining the breaking 
strains of the specimens. 


Area 
Shearing force per square inch 


* 
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THE OPERATION OF A COMBINED LIGHT- 
ING AND POWER PLANT.“ 


By J. H. PERKINS. 
(Concluded from page 603.) 


STREET RAILWAY WORK. 


In taking up the work necessary to fultil a contract for furnishing 
power to operate a street railway, we had very little time in which 
to perfect our arrangements and have things in running order. The 
first thing which came to mind in operating the rotary transformers 
from the 60-cycle two-phase current, was what will be the effect of 
the rapidly chauging street railway load upon our lighting system? 
We could get no definite auswer from the manufacturers of the 
electrical apparatus in the way of guarantee or specifications as to 


* Read before the Obio Electric Light Association, at Toledo, O., 
August 15th, 1900. Mr. Perkins is assistant manager of the 
Youngstown Gas and Electric Company at Youngstown, O. 
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what would be the effect on the generators and our station voltage, 
and we knew very little concerning the outcome. 

After careful consideration we decided to add a second set of 
bus bars to our switchboard, which we now call! the power bus bars, 
and to add a switch for cach generator connecting with this set of 
bus bars. Our idea was to be able to opernte any generator or any 
combination of generators on either set of bus bars, or on both sets 
at the same time, if desirable. In this way we can make any pos- 
sible combination, and operate the railway, or power bus bars, 
independent of the lighting, or in parallel with the lighting, ar 
desired. The street railway service which we are required to 
furnish is a peculiar one. The railway operates an amusement park 
at its terminal, causing an immense summer traffic, while the winter 
traffic is comparatively very much lighter. We:figured that this 
would give us not only a day load, but a very good summer load, 
our ordinary summer lighting load being very light. In other 
words, we not only thought of increasing our all-day load, but of 
season business as well. This has been found correct, except that 
the two heavy loads overlap to some extent during the early fall for 
about two weeks. 

At the car barns and rotary sub-stations, located between the 
termini of the road, are two 200-kw. rotary transformers, working 
parallel, both on the alternating and direct current sides. During 
the day in winter time and through most of the summer the load 
varies from nominal no load to 225 KW. On special days during the 
summer, and during the evening all summer, the load varies 
between 0 and 500 xw. The zero loads under these conditions are 
necessarilv less frequent. 

Our station apparatus consists of two belted machines and one 
direct connected, and we are at present installing & second 
direct. connected unit. 
compound high-speed engines, with fairly good governors. The 
direct connected engine is a vertical cross compound. None of these 
engines had been designed with special reference to running rotary 
transformers, but had been adjusted to run their generators in 
parallel. 

On the starting of the rotaries if was found that they would 
operate perfectly satisfactorily on the belted engines with no sign 
of pumping or any cause for complaint. In trying to operate the 
rotaries with the direct- connected engine Wwe found considerable 
difficulty. Experiments were carried on to determine the location 
of the trouble. It was undoubtedly in the engine. The operation 
of this engine in furnishing incandescent lights has been highly 
satisfactory, and the operation under varying conditions of lighting 
load has been the source of much pleasure to visitors at our station. 
A dash-pot was put on the engine to steady the action of the 
governor, and this helped matters to some extent, but by no means 
relieved the pumping of the rotaries, which was very severe. The 
governor was expcrimented with, and by blocking it out of action, it 
was found that the trouble did not lie there. The final conclusion 
was that there was some unbalanced action of the engine which pro- 
duced a pendulum motion or an irregular angular velocity in the 
rotation of the engine. | 

It must not be forgotten that, under ordinary circumstances, this 
engine regulated very closely, being well within 2 per cent. The 
cause of the rotaries pumping was an uneven motion during any 
one revolution of the engine, causing an unsteadiness in the action 
of the rotaries. The permanent cure for this action seems to lie in 
a larger fly-wheel. The temporary relicf for the trouble was found in 
running a large two-phase induction motor without load, which resulted 
in a considerable fly-wheel effect, both electrically and mechanically. 
Two wattmeters were connccted reversely in the circuit of this 
motor, their readings showing very plainly that the result was the 
giving and taking of energy to the system as it was needed to 
balance the irregularities produced by the engine. With the 
installation of this motor we have had no further trouble from 
the pumping of the rotaries. It was impossible at the time to 
change the fly-wheel of the engine. This will probably be done 
later on. | 

The interesting point in connection with this railway service is 
the effect upon the lighting system when the two are in parallel. 
We were very agreeably surprised at the outcome, and it was found 

that, except for very heavy overloada, the fields of the rotaries could 
be adjusted for a power factor of one at medium load, thereby giving 
our generators a lagging current at light load and a leading current 
at higher loads and overloads, which resulted in keeping down the 
voltage, which would ordinarily be high on suddenly taking off so 
large a load from the machines, and raising the voltage, by reason 
of the leading current at overloads, thus causing the voltage to rise, 
which would ordinarily be low at overloads. 

The increase of voltage at overloads can be adjusted by the fields 
of the rotaries, so that we can overcome not only the drop in the 
machines, but the drop in the speed of the engines, and with a load 
of 50 per cent. lighting and 50 per cent. street railway service, the 
railway service varying this full amount instantaneously, we can 
operate with a voltage change on the lightiug not exceediug 14 
per cent., which, I think, will not be noticed by any ordinary 
observer. On extreme overloads, however, it is more difficult to 
get these results. | 

After our experience in this matter, I would not say that, ава 
general rule, it would be policy to operate street railway service 
and lighting from the same machines of this type under all condi- 
tions. Under ordinary circumstances, however, it is perfectly satis- 
factory, and, as you will note, we have made it possible, by our 
switchboard arrangements, to work in either way at will, and in any 
arrangement for operating this sort of service, I would recommend 
the same provision. 

_ Since the matter is closely allied with the operation of machinery 
in parallel, it might be well to discuss at this point the question of 
engines in regard to this feature. ~ 


The belted engines are ordinary tandem . 


The lower the frequency with alternating apparatus, the better 
will be the operating on parallel. In the case of a combined light. 
ing and power plant, which we have assumed, a frequency much 
less than 60 cycles is out of the question. We have found that the 
parallel operation of high speed, belted engines of different sizes їз 
the easiest possible combination. In fact, we were for a time 
paralleling two generators on these engines which were connected 
dead opposite on the synchronising lamps, and they went into step 
without trouble. The belts act as a flexible connection between the 
two, and once the machines are together, it ін almost impossible t 
get them out of step. With direct-connected engines, however, the 
case is different, for we do not have this flexible connection, aud any 
influence towards an unsteady or oscillating motion tends to caue 
pumping and serious trouble, if not counterbalanced by some 
exterior influence. 

Do not understand me that it is a poor regulating engine which 
causes this trouble; in fact, engines with a considerable drop ix 
speed between no load and full load have been found to opera 
machines in parallel better than close regulating engines. It is the 
unsteadiuess of motion, or, more exactly, the irregularity in augulr 
velocity which seems to cause trouble. This may be caused by a 
racing governor, a too sensitive governor, or by an unbalanced con- 
dition in the working parts of the engine itself. In some cases this 
trouble has been relieved by a dash-pot on the governor, in some 
cases by pole shoes or dampening magnets on the generator, and in 
some cases by a larger fly-wheel. 

I am satisfied that in the case of our vertical direct-connected 
engines, it is the unbalanced effect between the upward and down- 
ward stroke which causes the trouble, and it would seem that 
this could only be relieved by a larger fly-wheel. The engine which 
we are now installing is horizontal, cross-compound. With syn- 
chronous apparatus, it is inherent that any -unsteadiness in the 
system should cause trouble. The rotary transformer is of this type, 
but if the system consisting of rotaries, generators, and engines van 
be carefully designed, I think there should be no trouble, and the 
rotary transformer is certainly a very serviceable piece of appe- 
ratus, if we relieve it from any unbalanced condition in the system, 

Another feature which we have learned in the operation of this 
system, and especially in the operation of railway service, is thai 
the modern alternating current generator will stand more punis- 
ment in overloads than any other machine which we have yet had 
to deal with. To obtain the best results, however, the capacity oi 
the engine must be relatively large. 

To sum up, we have found that, by the addition, of а reliable 
motor service, by the introduction of constant potential arc lamps, 
thereby securing the lighting of factories and shops working on 
night turn, and by the addition of this railway service, we hsve 
obtained a night load which is almost double our former all-night 
load, we have secured an all-day load which is three times as large 
as our former day load, and increased our summer-night loads to 
double their former value, and increased in no case our objectionable 
night peaks during the winter in anywhere near the same 
portion. By this uniform system we have increased the reliability 
of the service, and our records show that by this uniform system and 
an increased output due to the more even load, we have considerably 
decreased the cost of manufacture per kilowatt, thereby being able 
to give somewhat better rates and a general increase in our business 
all along the line. - 

I do not wish to imply that this system is perfect: we still have our 
troubles ; but Ido think it is a step looking toward modern methods, 
and I tritst this experience may correct some misapprehension and 
prevent some mistakes in the plans for the installation of such a 
gystem. 


* 


CORROSION OF BOILER TUBES. 


Lieut. COMMANDER WORTHINGTON, of the United States Navy, 
writes on boilers in the Engineering Magazine. He sums up the 
usually recognised causes of corrosion as follows :— 

1. Fatty acids from organic oils. 

2. Hydrochloric acid due to salt water and the decomposition of a 
part of its Mg Cl at high temperatures. 

3. Galvanic action. 

4. Salt water; the same as 2. 

b. Carbonic acid gas in the water. 

6. Air in the water. i | 

The first cause will not be present if only mineral oils are used. 

The second cause he distrusts as unlikely, asking why chloride of 
iron has not been found yet. 

Cause 3 may be due to the presence of mill scale on the plates or 
tubes. "Tubes should, therefore, be pickled, while galvanised steel 
or iron should replace brass for internal feed pipes. 

Cause 4 is generally objectionable as a solvent of steel and iron 
as well as a producer of scale. All fresh water would prevent 
galvanic action, but it is apt to contain organic matter, and there- 
fore, carbonic acid gas, which is so important a factor in producing 
corrosion, for not only does it act direct, but it also serves as an 
oxygen carrier, conveying oxygen to the iron. Water may be tested 
for organic matter with hydro-sulphuric acid which darkens it if 
organic matter be present. The remedy is a sufficient evaporator 
to render the ship free of outside sources, and self-contained ait i~ 
only removable by boiling of a prolonged nature, but oxygen in tis 
form can be neutralised by zinc. 

To summarise the preventives of scale the author says: Allow u- 
mill scale to appear on any tube put in a boiler; use galvanised 
instead of brass pipes internally. They are easily renewed when 
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out. Provide a sufficient evaporator so as to preclude all 

itv for sea water, and also fresh water reservetanks. Keep all 
ath огей and the watef above the tubes, and keep the water 
HR Use zinc plates 12 inches x 6 inches x 1 inch below 
BH and keep the feed tank nearly boiling at all times. 
Finally let the tube maker provide suitable tubes. At preseut 

satly identical tubes will endure, side by side, some six 
PP s, others perhaps six years. Itis largely, therefore, a question 
Sf material, but it. is also a question of principles. 


STEEL: ITS PROPERTIES AND TESTS. 


V. 


Tur first specification that we will note is that for steel axles. 
These are to be made of open hearth steel and are divided into 
three classes: I., car axles and straight axles generally; II., driving 
«heel axles, also straight; III., driving wheel axles of nickel steel. 
In these three types the following limits are imposed :— 
I. п. III. 
Per cent. Per cent. Per cent. 
Phosphorus not to exceed .. 0°06 0:06 0:04 
Sulphur ке " vey ee 0'06 0:00 0:04 
Nickel Е z is — — 3°75 


No tensile test is asked for class I. For the other two classes the 
following are demanded :— 
II. III. 
Tensile strengtn 80,000 80,000 
Yield point. 40,000 50,000 
Elongation in 2 inches n E 18 25 
Contraction of area Y eae — 45 


- 


" 
Electric car axles would, of course, come under class II. as a 
e. 


Clas Т, are subjected to a drop test as follows :-— 


Diameter at No. of Hei ion i 
А ght. Deflection in 
i centre. blows. Feet. inches. 


43 Б 24 8} 
8 


| 48 5 31 
E d 
^d 58 7 43 51 


on Supported at 3 feet span and the tup weighs 
The axle i is anvil weighs 17,500 lbs. and is supported on springs. 
lexted ibus 55 after each odd numbered blow. One axle is 
anch radi * each melt. The supports and tup face have a 
. tom the ШШ ings from the test specimen, or drillings 
| ee are used for chemical test. Axles are to 

tnished. centres, are to be stamped as directed, and properly 


Кап. 


Either Bes | 

etie i p ba er Or open hearth steel is allowable. Best current 

itg furnaces, N ollowed. Ingots must be kept vertical in pit heat- 

ant be discard a bled ingots must be used, and insufficient hend 

Yad, the follows to ensure sound rails. According to weight per 
ing chemical composition is required for each:— 


70 lbs. + 
per cent. 


5 to -45 -38to 48 4 to 5 43 to 53 45 to "55 


80 lbs. + 90 to 100 lbs. 


per cent. per cent. per cent. 


1 


lumen, 20 20 20 20 20 


exceed - | 
| 70 to 1-0 -70 to 10 75 to 1:05.80 to 110 80 to 1-10 
| 


А Geet Je 
T nget. : 
ntn ta tron, every fifth blow is drop-tested head down 


чр on solid supports 3 feet apart with a 20,000-1b. 


iil, 


i Classe f lo 15 to 19 feet for rails of 45 to 100 lbs. per yard, 
ine afur h lbs, range each. The breakage of the specimen 
T of thes €r test of two more from the same blow, and if 


"uted. If ee fai 1 


"P У tent the whole of the rails from that melt are 


ir ed blow or melt be thus rejected, other tests 
6 eate] un T: next earlier and later blows, and the same 
| ‘be well finish 11 all the five blows may be rejected. Rails 
ft u a wach great, Ч to template, aud no rail must be over gj inch 
Todo д er than specified height, and splice bars must 
Өз еа 5 rails just ice we must say that, if not up to 
dia Оет One A еу аге well- shaped. Weight may vary on 
Standard mis a Pale of 1 per cent. Ў с 
t O feet long, which seems short and is now no 
eri end, 20а t, Practice. They are allowed j-iuch variation 
| Specified. They must be free from burr at 
ud t8 Or n Oles and branded. No. 1 rails must have no 
defecta their ends Ta. Rails not up to this standard are called 
must cay, Stare painted to distinguish them, but serious 
rejeetion. i 


Trx — Bars, on FISH PLATES. 
Meow mils, and are specified not to bave more 


@ 
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than 0:15 per cent. of carbon, 010 of phosphorus, and 0:3 to 0:6 of 
manganese, to have 54,000 to 64,000 lbs. tenacity, a yield point of 
32,000 lbs., and 25 per cent. elongation at least in 8 inches. A piece 
cut off the head shall bend through 180° flat on itself without 
fracture on the outside of the bent portion. The physical pro- 
pues are determined from a test piece cut from the head of a 
Br. 

One tensile test piece is taken from the rolled bars of each melt 
or blow, and one bending test specimen from the head of the bar 
from each melt. This test may be made by pressure or 
by blows, or it may be made on au unpunched bar flattened. 

It is very particularly specified that splice bars shall be a good 
fit on the rails. This is important, and we believe that well fitted 
splice bars in electrical work pass a good deal more current from 
rail to rail than is usually expected, and considerably reduce thc 
current flowiug by the bonds. 


STEEL CASTINGS. 


The unsatisfactory quality and the expense of much of the 
malleable cast-iron foisted on users is such as to bring prominently 
forward the better material, cast-stecl. It is specified that ordinary 
castings must be limited to 0°40 per cent. of carbon and 0708 per 
cent. of phosphorus. Castings to be subject to physical test are 
limited to 0:05 per cent. of phosphorus and 0:05 per cent. of sulphur. 


Three clusses of castings are presumed, hard, medium, and soft, 
the properties of which are respectively a tensile strength of 85,000, 
70,000, and 60,000 Ibs. per square inch; yield point 38,250, 31,500, 
27,000 bos. per square inch, elongation of 15, 18, and 22 per cent. 
in 2 inches, and a contraction area of 20, 25, and 30 per cent. 

Three castings from a melt may be tested to destruction by the 
drop test in the case of small castings, while large castings should 
be suspended and hammered all over without developing flaws! 
defects or weakness. 

A specimen 1 inch x $ inch must bend cold round a diameter of 
1 inch without fracture on the outer circumference, through an 
angle of 120° for soft and 90° for medium castings. Test pieces 
may be cut from a coupon cast on some portion of one or more 
castings for each blow; they must be cut after all the various 
processes on the casting have been carried out. 

It is desirable to refer to the misapprehensions that exist as 
regards steel castings. A mixture of pig iron and stecl melted 
together in a cupola is not honestly to be called east-steel, but may 
justifiably be termed toughened cast-iron. Nor must malleableised 
cast-iron be termed steel. Usually cast-steel is poured from a 
Bessemer converter or run from the open hearth furnace. There 
are, we believe, some English makers of cast-steel, even for common 
articles, who entirely employ the crucible; such metal while 
still only cast-steel is a very superior article. Campbell does not 
approve of steel being cast from the Bessemer converter; the open 
hearth is better controlled, and he considers the best system is to 
use the best available stock in an acid-lined open hearth. 

The presence of blow holes is allowable. To abolish them usually 
meaus an overdose of metalloids and a brittle metal. Cast-steel is 
now looked on with such favour that its use is permitted by the 
boiler insurance companies for manhole and mounting mouthpieces 
on high pressure steam boilers, and it is essential that boiler 
insurance companies should be on their guard against in- 
ferior alloys being palmed off upon them. We have seen 
samples of some of the so-called steels tested, and while the 
material may be very superior to cast-iron for purposes where 
cast-iron is a safe material, it is not of that strength and 
more especially of that ductility that it is necessary to demand for 
steam boiler construction. We have laid more than ordinary stress 
upon this matter, because we are aware that it is necessary to do 
ко, actual facts having come to our knowledge iu relation to the 
proposed use of so-called steels for high pressure boilers. It would 
be well that the term steel should be better defined. Thus it might 
be defined to be, with other essential qualities, a material whose 
elongation was not less than so many per cent. in 8 inches, so as to 
rigidly shut out all of the unsafe alloys, mixtures and pseudo steels. 

Tests of soft steel castings are given. by Campbell, which show 
from 13 to 27 per cent. of elongation iu 6 inches. The average of all 
annealed bars was 21:12 per cent., while tests from bars rolled from 
6-inch square Ingots cast from the same heats, showed 24°74 per cent. 
of elongation without special annealing, nud bars frog 16-inch 
ingots showed 3U'14 and 30°36 when “natural” and “annealed.” 
Medium hard stecl annealed bars cut from castings showed from 16 
to 38 per cent. elongation, the variations being due to minute 
imperfections, that show up seriously in a small machined test 
picce, but are of small account in a casting, 
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OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, §c., 


may be made. Answers are furnished by a duly qualified lawyer, 


but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


“Upper Baker STREET " writes:“ We have read your interesting 
article on ‘The Legality of a Private Telephone. You say: We 
may fairly draw the inference that a wire erected to connect the 
premises of two firms between which there is continual intercourse 
would also pass unchallenged by the authorities.“ We have a 
number of private telephones to firms in the same trade in different 
parts of London, and we have for years paid 10 % (ten per cent.) 
royalty to the Government, in addition to the rent agreed upon with 
the National Telephone Company. If, therefore, the writer of your 
article can find in the various Acts of Parliament sufficient grounds 
for his statement, he would confer a benefit by cheapening the tele- 
phones to a large number of private users.” 

„„A further examination of the Telegraph Act, and a closer 
search among the law reports, which have been made in order to 
enable us to deal with the interesting question now put by eur 
correspondents, substantially confirm the view expressed by our 
legal correspondent, that a private telephone, erected for purposes 
of convenience between two firms, and for the use of which no 
charge is made, does not constitute an infringement of the monopoly 
of the Postmaster-General. It should be observed, however, that 
the expense of erecting and maintaining the instruments and wires 
for such a private installation must be borne by one firm, and one 
firm only. Otherwise the ditliculties foreshadowed in the judgment 
of Mr. Justice Stephen (to which we shall presently allude) at once 
force themselves into notice. | 

So far as we can judge from our correspondents’ statement of 
facts, the firm in Baker Street, as well as the other firms with which 
they have private telephonic intercourse, pay rent to the National 
Telephone Company, and, by doing во, make use of the line for 
profit within the meaning of the Act. We think, therefore, that 
they could not wisely refuse to pay royalty upon this ground. 

Our legal correspondent has been asked to give chapter and verse 

for the statement made by him. If the firm in Upper Baker Street 
will peruse the following sections of the Telephone Act, and the 
extract from Mr. Justice Stephen’s judgment in the famous case of 
the Attorney-General r. The Edison Telephone Company of London 
(6 Q. B. D., 244), we venture to think that they will understand the 
entire question. 
In the preamble to the Telephone Act, 1869, it is provided as 
follows :-—“ And whereas, in order to protect the public revenue, 
it is expedient that similar powers to those conferred upon the 
Postmaster-Geueral with respect to the exclusive privilege of con- 
veying letters should be enacted with reference to the transmission 
of public telegraphic messages within the United Kingdom of Great 
Britain and Ireland. By Section 5 of the same Act, telegrams in 
respect of the transmission of which no charge is made, transmitted 
by a telegraph maintained or used solely for private use, and 
relating to the business or private affairs of the owner thereof: 
telegrams transmitted by a telegraph maintained for the private 
use of a corporation, company, or person, and in respect of which, 
or of the collection, receipt, and transmission or delivery of which 
no money or valuable consideration shall be or promised to be made 
or given—such telegrams are excluded from the operation of the 
Act, and those transmitting them are not guilty of any infringement 
of the monopoly of the Postmaster-General. The same exceptions 
hold good with regard to the telephone." 

What, then, is the correct interpretation which should be put 
upon these exceptions? It is not clear whether & telegraphic 
system—erected for the purpose of connecting two branches of the 
same business, or for the purpose of facilitating intercourse between 
two houses which staud in frequent need of such intercourse, comes 
within their provisions. 

We next come to the case of the Attorney-General v. The Edison 
Telephone Company, of London. The matters there under dispute 
were not exactly germane to the present question, but the exhaustive 
judgment of Mr. Justice Stephen, who delivered the opinion of the 
Court, deals with the interpretation of the exceptions to which we 
have already alluded. The company had been sued for infringing 
the telegraph monopoly by erecting the telephone; and by allowing 
the public to use it for payment of yearly rent. After deciding 
that а felephune was a telegraph within the Act, Mr. Justice 
Stephen commenting upon these exceptions, said: “The effect of 
the two exceptions seems to us to be that if a person, company, or 
corporation has a telegraph maintained bond fide for his or its own 
use—if, for instance, a banker has a telegraph to communicate 
between his office in the City and another office in a distant part of 
London, or if under the Act of 1868 (Section 9, Sub-Section 8) a 


railway has made arrangements with a coal master upon the com- 


pany’s system for a private telegraph between his coal pit anda 
station, they may not only send telegrams on their own affairs, but 
may also, under special circumstances, and if no charge is made, 
send messagesou the affairs of others.” This view of the exceptions 
shows how wide the exclusive privilege granted to the Postmaster- 
Geueral was intended to be. But for them it would be unlawful 
for the owner of works spread over a great space of ground to have 
a telegraph to communicate between the different parts of the 
establishment, or fora mau of business with two offices in different 
parts of London to have a telegraph between them. 

This supports what we have already said as to the difference 


~ 


between the exclusive privilege of the Postmaster-General in rela- 
tion to telegrams and in relation to letters. The privilege relating 
to telegrams seems to us to be the wider of the two. 

It was argued by the defendants (who had been charging their 
customers for telephonic messages) that they were within the first 
exception, because in it the word “owner” ought to be read as 
including “ owners,” the effect of which was said to be that two 
persons might contribute to keep up a telegraph, and use it for com- 
municating with each other on affairs interesting to either, that each 
of them might again communicate with others, and that thus the 
country might, in theory, be covered with a network of telegraphic 
wires, each connecting two persons only. T This ingenious 
argument appears to us to be unfounded, both in law and in fact. 
The exceptions seem to us to apply exclusively to telegraphs kept 
either by a single owner, or under some express provision of th 
Telegraph Acts, like the one already referred to; but, quie 
apart from this, it is obvious that the telegraphs of the defendant 
company are neither owned nor maintained by the sub 
scribers, nor are they used solely by the owners. The 
switchboard and the trunk wires are the property of the 
defendant company, and they are essential to the system of eom. 
munication adopted. Moreover, a charge in the shape of rent is 
made for the transmission of messages, and from this the company 
derives a profit. Each of these circumstances takes the case out of 
the exceptions, or, rather, prevents them from applying to it. 

To sum up:—1. It is lawful to have private telephonic communi- 
cation between two branches of the same firm situated iu different 
parts of London, and à fortiori between points on the premises of 
the same owner, provided strangers are not allowed to use them for 
profit. 

2. Telephonic communication’ between different firms is lawful 
without payment of royalty, when the expense of erecting and 
maintaining the installation is made by one firm only and no charge 
is made for messages. 


APPLICATION OF ELECTRIC TRACTION TO 
THE LINES OF THE ITALIAN SOUTHERN 
RAILWAY COMPANY. 


THE WORKING OF THE ADRIATIC LINE. 


Tun Italian Southern Railway Company, which, in accordance with 
the Railway Convention of 1885, has undertaken the working of 
the Adriatic line, has been studying the application of electric 
traction to railways, more particularly in connection with the 
utilisation of the hydraulic forces abounding in the country, and 
with the hope of solving, in this direction, the problem of the 
economical working of the branch lines, a problem which is of 
special importance to Italy. ' 

The company has. therefore decided to apply. experimentally, 
this modern mode of traction to two lines of considerable kilo- 
metric extent, which consequently offer examples of all the 
difficulties likely to be met with in the new system. 

The trials about to be made, the plant for which is on view at 
the Paris Exhibition, are of two kinds. Each of the systems 
about to be tested is specially adapted to the districts through 
which the company’s lines are laid. 

For lines of some commercial importance carrying a cousiderable 
number of local passengers, the company has. adopted a system 
worked from a central generating station with distributien of energy 
by a contact line. For lines where, on the contrary, there is only 
a moderate amount of traffic, both as regards goods aud passengers, 
but which, nevertheless, can only be well regulated by increasing 
the frequency of the trains, the accumulator system has been chosen. 

Before passing on to a detailed description of the two systems, 
one more observation is necessary. Simultaneously with the traus- 
formation of the modes of traction on the above-mentioned lines, 
the company will endeavour to improve the system of working 
the branch lines, as regards both the eirculation of the trains aud 


the cost of management, and finally to reduce to a minimum the- 


staff at the stations. 


THE LEcco-SoNpR10-CHIAVENNA ELECTRIC LINE. 
The Lecco-Sondrio-Chiavenna single line, to which the ceatra 
station system of electric traction is to be applied, is 109 kilometres 
in length. The track includes a maximum gradient of 22 per cent., 


curves with a radius of 300 metres, and several tunnels, especially i 


the first section from Lecco to Colico (39 km., which extends along 
the eastern shore of the Lake of Como. This line skirts all along 
the coast, extending to the central point of the wonderful Lake ot 
Como, aud is carried as far as Sondrio and Chiavenna, which are 
the points of departwre respectively of the Engadine (St. Moritz 
aud of the Haute Valtellina (Bernina, Boruio, Stelvio). 

The passenger traffic, in summer especially, is very important. 
The region through which the railway passes being essentially ис 
dustrial, both the passenger traffic and the goods traffic are consider 
able throughout the year, | 

The working, therefore, presents some difficulties. As the line 15 
to be worked entirely by electricity, however great may be the 
traffic, the installation has been designed with a view to placing 
simultaneously upon the line trains to the extent of 750 available 
tons. These must be divided up into five passenger trains or tw 
passenger and two goods trains, according to the time-table adopted. 


* For the following particulars we are indebted to the courtesy 
of the Italian Southern Railway Company. 
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ssenger trains include an automobile car o 300 H. P. 

ine p» bout 50 tons, constructed to carry 60 passengers and 
weighing Р luggage, and to draw four ordinary carriages at a speed 
to Toe metres per hour, with maximum gradients of 10 per 


^ :ometr $T i ; 
of 60 s dieit exceediug the above limit the speed is 30 


cent. 


lometres per hour. | | 
ке trains are drawn һу an electric locomotive of 600 H.P., 


„pable of a tractive effort of 270 tous over maximum gradients of 
ue г cent. at a speed of 30 kilometres per hour. 

ý bh these conditions have to be considered in the problem of the 
economical distribution to a great distance of a considerable elec- 
tried power and of the transmission of the said power to the 
vehicles iu circulation. : 

The Italian Southern Railway Company aud the firm of Ganz and 
Co., of Buda-Pesth, who have undertaken the electric installation, 
believe that they have met all the requirements of the case by 
adoptiug the triphased high-tension current, both for the trausmission 
and for the distribution to the motors. Iu short, the electrical energy 
to be used for the Lecco-Sondrio-Chiavenna is generated directly in 
the form of a triphased current at a pressure of 20,000 volts, at the 
hydro-electric station of Morbegno, aud conveyed by means of an 

1 d line with three conductors, 7 millimetres in diameter, to 


gverhea : uct | 
10 transforming sub-stations distributed at equal distances along 


he line. 
* * sub-stations reduce the pressure to 3,000 volts, and the current 
«distributed to the motors by two contact wires, 8 millimetres in 
dismeter, the third conductor being constituted by the rails. The 
two overhead contact wires, suspended 6 metres above the rails 
wder the tunnels this height is reduced to 4°50 metres), are sup- 
jorted directly by an insulator protected by a metal covering, and 
suspended by spans of steel wire, which are fixed to posts or to 
imekets embedded in masonry, and provided with porcelain 
iasalators. i 

jn the tunnels the insulators are supported by iron holdfasts 
embedded in the brickwork, and along the open line by wooden 
posts, 

The Morbegno central station contains four alternator-turbines of 
200 вр. each. They are reaction turbines, and are provided with 
tomatic regulators; the alternators, which have rotating 
eld magnets and are coupled directly to the turbines, generate the 
"rnt under a pressure of 20,000 volts, and at a frequency of 
15 periods. A canal, formed from the Adda, near Ardenuo, with a 
“ction of ll square metres and a length of 4,800 metres, about 
3000 metres of which run through the mountains, conveys to the 
OM 25 cubic metres of water per second, with a fall of 30 

The curreut is conveyed to the electromotors by a trolley of a 
special form, consisting of a light metal framework hinged on to 
ti Tof of the car. This framework has at the top an insulating 
u Dioce on which are the two contact rollers. Contact is 
mp by adouble system of springs, which can be worked from 
lu pump post by means of compressed air, fed by a Westing- 
Ks Wein at 3,000 volts is brought by means of insulated 
lade. ected by metal pipes in communication with the rails, 
perc iie the contact rollers to the primary windings of two 
ane, „tors, the secondaries of which work upou liquid 
. he in series with the primaries of two other asyn- 
tf these Ia 25 rs with which the car is furnished. On the secondaries 

I the Pie resistance can be inserted. 
tons ig ae are coupled two by two, the speed of the 
consequently og d half that of the original revolving field, ard 
Wo motors, th alf also of the normal speed of the rotors of the 

Under тны Primaries of which are fed directly by the line. 
double the Mee ta itions there are two available speeds, one being 

At 30 km. oi die and 30 km.). . : А 
Ud the tractiy whole weight of the car is effective for adhesion, 
to avoid © effort is double the effort at 60 km. In order 


“ 


duced into the circuit. This regulation of speed 
^ ©lrcuit of the principal motors which are traversed 
al current, | 


muntuication s mpletely protected by a metal, casing in perfect 
M h the rails, the safety of the passengers aud the 
! ^ ensured. The automobile cars being fed by a 
y he signals on tx in order to guarantee the absolute observance 
135 Bauchi-Ser lines where the system is applied with 
he ged tha t Vettezand Messrs. Thomson-Webb’s apparatus, 
Чепер а 2© current shall be cut off from the carriages 
MUI „ ~“<Quired to stop or must not start. In this latter 
Working of the Westinghouse brake is ensured. 
€en arranged so that the service is carried on 
| co motives. | 

„e coutinuit ^v €rlhead shunting designed by Messrs. Ganz and 
ош the cente One phase and the interruption of the two 
а la © ofthe crossing are provided for; as the cars 
n "ih moto. -75 placed at their extremities, the current 
| : эфы All three phases. 

ыу, | WN iy, A by the passage of the trolley have been 
М жы, ok wo thec conductors at different levels by means of 
bip that y 5'tpported by two posts. 

Aud it ben since ыы ave briefly described has been on trial at 
in th adopte “Traber, 1899, on a line of about 1,600 metres, 


ekyvants i 
| distributi 


The fene of 1801 finally for the Lecco-Sondrio-Chiavenna line 


Шем lec-t4.; 
deg dealer t e File Traction Company, established at Rome, 
9n o£ ij tire installation, and has entrusted the 
© to Messrs. Ganz & Co., of Buda-Pesth. The 


r 


firm of Schuckert & Co., of Nuremberg, will supply the generators 
for the Central Station. The Railway Electric Traction Company 
has just finished the hydraulic installation designed by Victor 
Gianfreschi. 

Тни ВогоахаА-8т. FELICE LINE. 


The Bologna-St. Felice line, on which the accumulator system of 
traction has been tried, is 84 km. long (up and down), with a 
maximum gradient of 6 per cent. 

The goods service is carried out by steam traction, for the 
formation of one goods train a day is sufficient for the goods 
traffic of the liue. 

The passenger and parcel service is effected by four electric 
accumulator cars. 

Each car contains 60 seats distributed between the two classes. In 
the centre there 1s a considerable space set apart for luggage and 
parcels. : 

When fully loaded, the car weighs 45 tons, and under ordinary 
conditions its travelling range is 100 km. | 

The car is propelled by two Ganz motors of 50-H. P., each capable 

of a tractive effort of 750 kg. The type of accumulator adopted is M. 
Pescetto's; each element is mounted in an ebonite case, and 
consists of 8 positive and 9 negative plates. 
- The car contains 282 elements, carried in 12 cases and grouped 
into three batteries; the weight of the element is 24 kg., and its 
capacity is 140 amperc-hours. A test-board placed in the car enables 
defective cases to be detected and removed. 

The car is driven by a controller of the Ganz type with a 
double handle, which allows of the introduction in parallel or in 
series of the three batteries, and. of the motors with or without 
shunts. 

The speed on level ground with the batteries iu series, and the 
motors also in series, is 45 km. an hour, and with the batteries in 
series and the motors in parallel, 75 km. an hour. 

The electric lighting of the cars is effected by a battery which 
furnishes the current under a pressure of 36 volts. 

The car contaius a Westinghouse brake and an air whistle; the 
motor of the compressed air pump is fed by the same battery that 
feeds the traction motors. s 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Taomeson & Co., Electrical Patent 
Agente, 822, High Holborn, London, W. C., and at Liverpool, Manchester, 
and Birmingham, to whom ali inquiries should be addressed, 


17,879. "Improvements relating to eleetrio meters.” Н. H. LAkE. (Sooiete 
Pour L’Exploitation des Compteurs Electriques Rettener et Cie, Switzerland.) 
Dated October 1st. * 

17,399. Improvements in or relating to electric aro lamps." C. OLIVER. 
Dated October Ist. ` 

17,486. “ Improvements in combined relays and repeaters.” E. C. PARAMORE. 
Dated October 2nd. (Complete.) 

17,487. "Improvements in telegraphones." E. C. PARAMORE., Dated October 
and. (Complete. · 

17,458. ‘* Improvements in and relating to electric perforating and recording 
machines.” G. H. Davis. Dated October 2nd. (Complete.) 

17,467. ‘Improvements relating to telephone switchboards." H. T. CEDER- 
GREN and А. КАНА. Dated October 3nd. (Complete.) 

17,487. "Improvements in dynamo -electrio machines and motors and in 
means for regulating the same." L. B. ATKINSON. Dated October 2nd. 

17,489. ''Improved electrical apparatus for automatically playing violins and 
the like instruments." А. D. Dove Lass and N. CoLLINS. Dated October ?nd. 

. 17,490. “Improvements in the manufacture of secondary battery plates.“ 
B. KvETTNMER. Dated October 2nd. 

17,496. “Improvements in and relating to ceiling roses and terminals for 
electrical lamps and power installations." H. Hirst and H. Bevis. Dated 
October 2nd. 

17,507. ‘Improvements relating to electric lanterns to be fixed on the top of 
posts." H.F. Proctor. Dated October 8га. 

17,514. "Improvements in electric switches." E. W. Cowan and W, P. 
HAMLYN. Dated October 8rd. 

17,549. “Improvements in electrically-operating cnt bells and apparatus 
for that purpose." P. M. JERRARD. Dated October8rd. (Complete.) 

17,568. “Improvements in or relating to F mechanism for electric 
meters." T. H. MI HALL. Dated October 8rd. 

17,575. “Improvements in electric converters.“ F. De Mare. Dated 
October 8rd. 

17,685. Apparatus for automatically turning on gas should the current fail 
іп a place electrically illuminated." G. CALVERT and R. Morne. 
October 4th. i 

17,642. A new or improved instrument for measuring direct or alternating 
electric currents and potential differences." W. D. B. DuppELL. Dated October 
17,670. An improved method of combining a telephone with a system of 
electric bells." H. ALEXANDER and A. D. HUNTER. Dated October Sth. (Com- 
plete.) 

17,675. "Improvements in systems of electrical distribution." C. І. Youna. 
(Date applied for under Patents, &c., Act, 1848, Sec. 108, March 6th, 1900, be ng 
date of application in United States. Dated Óctober 5th. 

17,678. An improved spark arrester and extinguisher.” J. Kin. Dated 
Ootober 5th. 

17,694. “ Improvements in or relating to the attachment of arc lamps to their 
weather-hoods or supports.” С. OLivER. Dated October 5th. 

17,715. “ Improvements in torpedo steering, an appliance to permit of wire- 
less telegraphic influence being received by submerged torpedoes for steering 
or other purposes." C. J. Varicas. Dated October 6th. 

17,722. "Improvements in or in connection with electric light fittings." C. M. 
Brean and F. Scorr. Dated October 6th. | 

17,723. An improved fitting for incandescent electric lights," C. M. Strap 
and F. Scott. Dated October 6th. 
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17,724. “Improvements in @ynamo-clectrie generators.“ C. T. BATCHELOR. 
J. G. H. Batchelor, Brazil.) Dated October 6th. (Complete.) 
17,757. “Improvements in and relating to electrode plates.“ W. P. Тномр- 


SON. (The Akkumulatoren und Filectricitats Werke Aktien Gesellschaft, 
vormals W. A. Boese & Co., Gennany.) Dated October 6th. (Complete) 
17,705. “An improvement in connecting the glow bodies of incandescent 
electric lamps to the leading-in wires." P. SCHARF, Dated October 6th. 
17,773. Improvements in alternating current electric generators.“ 
DE F¥RRANTI. Dated October б, 


8. Z. 


ABSTRACTS OF PUBLISHED ВРЕСІЕІСАТІОМВ. 


Copies of any of these Specifications may be obtained of Messrs. W. P. Тномрвоч 
and Co., 822, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stamps). : 


1888. 


22,087. “improvements in aro lamps.“ A. B. Barnikol-Velt and А. W. Riebel. 
Dated October Sist, 1698. Relates to arc lamps. An escapement lamp has the 
gear fraine secured by pins and an angle piece between two links which are 


pivoted between two pillars. The links are made of copper or other material ^ 


expansible by heat and carry the armature of the controlling clectro-magnet so 
that any fall in strength of field due to rise of temperature is compensated by 
the nearer approach of the armature to the pole-pyeces. 1 claim. 


22,828. Improvements in aro lamps." W. G. Heys. (Н. L. Linder.) Dated 
November Ist, 1598. Relates to are lamps. The carbon rod is passed through 
holes in a fixed stop, a lever, and в ring. The stop is bevelled. The lever has 
upward projections to support the ring in a horizontal position when the lever 
is resting on the bevelled stop und the base plate. The ring is slotted to receive 
а nipping lever pivoted on the lever. The lever is pivoted to the core of a series 
solenoid. A stop limits the upward motion of the ring. In operation when the 
lever is raised, the ring and nipping lever first grip and lift the rod, further 
upward motion causing the lever also to bear against the rod. 5 claims. 


82,858. “improvements in telegraphic apparatus.” F. W. бозу. (Dr. J. B. f. 
de Constant.) "ted November Ist, 150s. Morse telegraphic apparatus is 
arranged with three or more recording rollers arranged side by side and operated 
hy a corresponding number of magnets and keys. The upper paper feed roller 
is toothed to form a central line of marks. In the code described letters, signs, 
and words are indicated by dots and dashes arranged singly, in pairs, or in com- 
binations of three om parallel lines. 1 claim. 


22,987. “improvements in electrio arc lamps.“ А. Stuttmann. Dated Novem- 
ber Ist, 1898. Relates to arc lamps. A lainp is arranged so that each electrode 
consists of two semi-circular carbons pressed together angularly, with their flat 
surfaces together to meet ata definite point. Each carbon is made with a core 
of charcoal, with or without salts, inlaid in the flat surface; this surface may 
be serrated to prevent either carbon of a pair from slipping past the other. The 
carbone are fed forward in guide tubes by followers propelled by cords connected 
to vwo spring barrels. The two upper tubes are fixed on the frame of the lamp. 
The two lower ones are carried by n vertically movable rod held up to a position 
determined by a link, a lever and a stop by a spring on an adjustable support. 
The rod carries & core above a series solenoid by which the rod and lower 
carbons are lowered to strike an arc when current passes. The provisional 
specification mentions the enclosure of the whole lamp in a globe and casing. 
4 claims. 


23,143. “improvements ia electrical warming pans and like artioles.” W. Busk. 
Dated November 8rd, 1898 A warming pan has two electric lamps fitted toa 
bridge-piece and connected by insulated wires, passing through the handle, to 
a wull-plug. Jhe sides of the warming-pan шау be perforated with holes for 
the escape of heated air, An appliance for warming any part of the body has a 
receptacle fitted with an electric lamp and closed by a double perforated cap. 
The outer cap can be rotated to open or close the perforations. The appliance 
may be surrounded bya protecting wire casing. The provisional specification 
mentions the application of the invention to foot warmers for carriages, in 
which resistance coils may be substituted for the lamps. 2 claims. 


23,160. ''Improvements In transformer switches.” Prof. A. Schlatter. Dated 
November 3rd, 1898. Relates to automatic switches for controlling the number 
of transforiners according to the load, and consists of improvements upon the 
arrangements described in Specification No. 17,470, a.D. 1897. In one arrange- 
ment the magnets controlling the switch arms have two opposing windings. 
When the load is reduced and the current lessens, a weight, as in the second 
position, falls and forces down the contact lever so making a shunt circuit, the 
magnet is thus demagnetised, and the weight drops lower, compressing a sprin 
finger which it passes. The lever then rises under the action of the weight an 
breaks the circuit. Instead of having two windings on the magnet the lever 
may be arranged to short-circuit the one winding. 2 claims. 


83,183. “improvements in electrical switches." W. H. Sturge. 
ber 4th, 1898. elates to improvements primarily adapted for lampholder key 
switches. The casing is fitted with the usual lamp socket upon which rests 
the porcelain base or block for the switching mechanism, This is surrounded 
by a casing formed of two semi-cylindrical halves and a cap. The one semi- 
cylinder is secured by screws to lugs on the cap and socket, and the other to the 
insulating block by a serew. Access is thus easily obtained to the switching 
device. The porcelain block has a circular base and two vertical balls. On one 
wall is fitted the switch contacts suitably connected to the terminals. The 
other wall serves to separate the connections. The key spindle bas sl ding 
thereon a disc carrying a contact ring. It is also fitted with a pin engaging a 
sliding cam which acts on the disc through a spring. As shown, contact is made, 
but on turning the key tbe pin is moved over the “sudden drop " portion of the 
cam, and the coiled spring then gives a quick break. The cam hus also a slight 
motion of rotation limited by a projection working in a slot in the cover. 
8 claims. 


23,233. ‘improvements relating to electric railways aad tramways provided 
with sectional oomduotors or surface contacts.” J. Wetter. (Eleotrioitats-Aktion- 
gesellschaft vormals Sohuokert & Co.). Dated November dth, 1898. Relates to 
electric railways on a road contact or like system with electro-magnetic 
switches. The circuit from the main to the studsis completed by the armatures 
of the electro-magnets, which are excited by n shunt current from the collector, 
or at starting by a battery on the vehicle. This exciting current flows through 
contucts carried by the armature of the corresponding elcctro-magnets which 
direct it through certain coils on this series of magnets to the right and left, 
and also through the drawing-off electro-magnets. The latter act on contacts 
which short-circuit the magnet coils and so allow the armature of the latter to 
falland thereby cut out the studs over which the vehicle has passed. The 
circuits to the magnets are so arranged that the vehicle can work in either 
direction, The collector is intwo parts, s0 that one may be put out of circuit 
when two studs are covered at starting. 3 claims, 


Dated Novem- 


23,306. ‘“‘improvements in or relating to galvanio batteries." С. Levetas. | 


Dated November Sth, 1598. Relates to means for supplying liquid to the porous 
cells of galvanie batteries. A reservoir contains a supply of the liquid, which 
cun ilow through a tap into a second reservoir which is just large enough to 
contain one obarge for all the porous cells. The entrance to the reservoir is 
controlled by the ball-valve, the ball of which is adapted to fit the vent hole 
and prevent overflow if the valve itself should leak, The liquid flows from the 


reservoir through a valve to a main supply pipe having branch pipes, the mouths: 


ot which are situated at a distance above the bottom of the pipe so that the 
liquid flows simultancously into all the cells. Connection is made between the 


pipes which project through the sealed cover of the cells by means of curved. | 


pipes with tapered ends. The valves may be connected with springs and 
electro-magrets, the latter of which are operated by the buttery itself 


and act so that when the current is stopped the valve is opencd and 
another valve closed, the reverse being the ease when the current is sing 
Gas tubes are shown which lead through the pipe to a condenser, 8 claims. 


83,334. “‘imprevements In electricity meters for continuous and a 
currents." А. Peloux. Dated November Sth. 1898. Energy meters for co. 
tinuous or nliternating currents. Commutator motor meters are Constructed 
with stationary series and shunt coils act#ig on pieces of soft iron carried ty g 
rotatable spindle geared to a counter, several shunt coils being supplied 
successively with current from a stationary commutator on which a brusa 
turned by the spindle. The rotation is retarded by a metal diso moving ina 
magnetic field. In one forin four shunt coils are arranged in pairs surrounding 
the middle portions of angular iron pieces and are supplied with current ш 
that each piece alternately is propelled: through a quarter revolution. 4 claims 


23,410. “improvements in explosive signalling tus for railways.” 

&Kleetrio Fog Signal Syndicate, Limited, and W. R. Sy es. Dated November 1 
1808. Relates to electrically-controlled fog-signalling apparatus for Trailways, 
The signal cartridges are mounted in pairs in the chambers of the grav 
operated carrier which is allowed to fall, step-by-step, to bring the pairs o! 
cartridges successively into position, to be tired by the hammers acting on tia 
firing pins. The hammers are normally held inthe raised or “set ” position by 
a latch, and are released to tire the cartridges when the latch is raised by the 
eleetro-magnet. The circuit of this magnet has two gaps, опе on the signal 
post, which is closed when the ordinary signal is at * danger," and the other at 
a treadle contact close to one of the rails. When the signal is at“ danger,” the 
circuit is completed, and a pair of cartridges fired by a train passing over the 
treadle. The explosion of the cartridge acts through the bell receiver, lever, 
band, and pulleys to reset the hammers, Should the resetting apparatus fail to 
act, a spring which is normally supported by the cam on the hammer spiadle 
completes with the contact thecircuitof an alarm bell in the signal cabin. The 
carrier is mounted in vertical guides, and is held steady by the roller on the 
weighted lever. The downward movement of the carrier is controlled by the 
Y shaped escapement lever acting in conjunction with oprositely-directel 
ratchets on the sides of the carrier, The weighted lever which actuates the 
escapement to release the carrier is normally held by tbe latch on the armature 
of the electro-magnet. The hammers falling actuate the switch which brea 
the circuit of the magnet and closes & gap in the circuit of the magnet, the 
latter circuit being finally completed to actuate the feed-mechanism by the 
train passing over a second treadle contact located a suitable distance in ad- 
vance of that controlling the magnet. For single lines, &, a treadle controlling 
the magnet is placed on euch side of, that controlling the magnet, the first of 
these treadles passed over by a particular train being inoperative owing to the 
sition of the switch. The switch is re-set to its normal position by the lever. 
Vhen the top of the carrier falls below a certain level, it engages a lever which 
completes the circuit of tbe alarm bell in the cabin, indicating that the 
cartridges in the carrier are almost exhausted. The apparatus is recharged ty 
inserting а fresh carrier at the top of the guides, the first being left to gil as 
below when exhausted. When not required the apparatus is cut out of opae 
tion by a switch in the signal cabin. 9 claims. 


23,411. "Improvements la the manufacture of electrical cables for submarin 
telegraph purposes." 5. L. Hartvigeon. Dated November 7th, 1898. Cables for 
subinarine telegrapby have the conducting core formed of a metallic wire sur- 
rounded by preferably an uneven number of segmental wires laid helically. 
The wires may be shaped before or after winding. 2 claims. 


23,420. “improvements ia or connected with Incandescence electric —-— 
L. J. Steefe, Sir J. B. Maple, Bart., M.P., and J. Verity. Dated November 
1898. Incandescent lamps with central reflectors. <A solid or hollow reflectors 


. held centrally within a filament, without direct fusion to the bulb. Several 


methods are specified. The bulb may be provided with an open glass tube to 
receive rings of asbestos or other fireproof material by which the reflector is 
held; or the tube may be short and the upper end of the reflector cemented In 
it; or the retlector may be wade with pointed or recessed ends, to rest in or on 
corresponding recesses or projections formed at opposite parts of the bulb. A 
short helical spring may be interposed between one end of the reflector and the 
bulb. 'The reflector in&y be fused to a platinum wire at one end or each end: 
such wire rests in a гесез or is fused to the bulb, The reflector may consist af 
several straight rods or tubes, held together and parallel between collars ой 
supporting wires. Or it may be a tube closed at one end, filled with phosphor- 
escent material, closed by a wad, dried by heating, and then drawn out aod 
senJed at the other end; when placed in the bulb the sealing point is remored 
in order that the tube may be exhausted. 7 claims. 


23,430. Improvements in electric controller mechanism primarily adopted fer 
railway motors.’ . P. Thompson. (I. von Zweigbergk.) Dated November 7th, 
1898. Relates to a series parallel controller especially adapted for railway 
motors. The con'roller has three hand.es, the ordinary controlling handle. А 
braking handle and a reversing handle. These are fitted with special intet: 
locking mechanism to prevent movement except when they are in certrin 
relative positions. Only twocontact drums are employed, and are operated by 
gearing from the handles. Additional switches are fitted for cutting ont either 
of the motors should it be burnt out. The three-bandle shafts are mounted in- 
dependently of the switch cylinders. The shafts are fitted with notched dises 
for holding them in the successive positions. The cylinder may be operated hy 
the controlling handle or braking handle through the gear whecls, and tbe 
switch from the braking handle by a pin on the disc or from the reversing 
handle by pins taking in a notched disc. The bandles are locked against 
improper movement by means of a sliding bar titted with pins adapted to take 
in notehes in dises. The contacts are too complicated for purposes of abridg- 
ment without reference to a diagram. 12 claims. 


26,762. “‘ improvements ia electro-meters and [n keys for opera the эми” 
@.L. Addeabrooke. Dated December 6th, 1898. Relates toa "e quadrant 
eleciro-meter, applicable as voltmeter, ammeter, or wattmeter, and for alter 
nating currents. A metal base is supported by three legs with levelling sorevs 
and carries on vertical rods a ring and casing. The space between the ring and 
base is enelosed by a removable metal and glass casing. The upper casing 
carries a loose cover normally held and centered by screws. but removable with 
the suspended needle. А toothed disc is rotatable by a worm on the cover asd 
carries an ebonite tube grooved externally and paraftined, and made with an 
internal collar to support a flat tube in which a rack is movable vertically hy в 
pinion. This rack has a clamp to carry a flattened phosphor-bronze wire, 
clamped or soldered to the stem of the needle. Or a carbon filament mayle 
used as a suspension. The needle is made of a thin aluminium sheet, riveted or 
soldered toa wire stem, and afterwards made as light as possible, to reduce its 
inertia, by immersing the blades in solvents, some parts being waxed to protect 
them. Details of the construction are specified. The quadrants are separate 
flat plates. The lower ones are carried by connecting rods fixed in insulating 
tubes which nre secured on the base by collars and nuts. The upper quadrants 
are carried by square stems in clamps on the rods; one of them is adjustable 


vertically by teeth in it engaging a screw-thread on a vertical ebonite shaft, 


rotatable in thering, accessible externally, and grooved to improve its insulation. 
In a modified arrangement, the rods are made hollow to receive stems сату: 
ing the upper quadrants, which are held fractionally. The quadrante may be 
adjusted radially to the necdle by providing horizontal slides on the supportin 
rods, or by moving the tubes in slots in the base. The needle may be Piped 
by the upper upon the lower quadinnts, when it is desired to move the intro- 
ment. ‘lo increase the sensitiveness of the instrument, the needle may bate 
several arius, in one plane, the number of fixed plates being ircreased corre 
spondingly; or several needles may be fixed on one stem, between snper 
posed plates. The provisional specification mentions the use of сурал] 
quadrants and needles and supporting all the quadrants on two pillars to red 270 
leakage; also the use of incandescence lamps in circuit with the elecuem ы 
to protect it when used on circuits carrying large currents, 10 claitus. 


26,764. “‘improvements la devices for making and breaking sariaos-ceatact ee 
electrical tramways.” W. V. Stemp. Dated Decemher 6th, 1996, Relates v 
electric railways und tramways on a road contact system with switches орге 
by magnets on the vehicle. The collector consists of a steel bar with a мор ' 
copper let in the running surface and magnetised by coils, the whole being kori 
on springs. The magnetised shoe lifts the iron or steel plunger through wh: h 
passes a mica insulated copper rod connected to a counter-balanced lever, and 
thereby completes the circuit to the feeder at the spring-mountcd 
between which the end of the lever passes. 1 claim. 
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which manifests itself in so many different and often unexpec- 
ted directions, is the tendency to run in а groove. While 
it must be admitted that in some respects, such as, for 
example, political stability, this tendency has great advan- 
tages, it is equally true that in other cases, and especially in 
commerce and industry, its operation is frequently attended 
with most harmful results. We need not dwell on the old- 
fashioned methods and machines still in voguein many of our 
workshops, the extraordinary infatuation of the British 
manufacturer for the two-pole type of dynamo, the delay in 
the adoption of electric light and motive power, the 
obstacles cast in the way of electric traction and of the large 
power schemes now afoot ; our present purpose is to draw 
attention to a grievance, sorely felt by engine and dynamo 
builders, which appears to be almost wholly due to the 
influence of habit. 

In the earlier days of electric lighting and irai um 
when a 100-kw. set was a large unit, it was customary for 
the engine and dynamo to be mounted on a common bed- 
plate and sold together. То avoid the multiplication of 
drawings and patterns a dynamo builder would adopt a 
certain type of engine, and as far as possible adhere to that 
type. From this practice, no doubt, was derived the custom 
of combining the specifications for the engine and dynamo in 
one, more especially as the whole installation was often 
placed in the hands of a single firm of electrical engineers. 
So far as self-contained coupled sets of small size—say, up to 
100 K w.—are concerned, there i is still no great objection to 
this custom. 


When, however, one has to deal with large machines, such! 
as are now being installed on all sides—thanks to the 
extremely rapid, though long-delayed, development of elec- - 
trical undertakings—the case is entirely altered. Manu- 
facturers have found it necessary to specialise more and more, 
and even when the contract for a complete undertaking of 
electric lighting or traction is given to a single firm, portions 
of it are invariably sublet, as no one firm can specialise in 
everything! | Moreover, the engine and dynamo can no 
longer be built upon a single bedplate ; they are, in fact, 
two absolutely distinct and independent uuits, made in 
different workshops, erected by different stuffs, 
nothing whatever in common save the shaft—sometimes not 
even that! E 

Now, this being the case, why, in the name of common 
sense, should the two things be specified and tendered for as 
though they were but one? Why should a man, who has а 
dynamo to sell, be compelled to buy and sell an engine also ? 
Or why should an engine builder, who wishes to supply his 
engine direct to the buyer, be obliged to deal in dynamos 
in addition ? 

It may be said that it is an advantage to place the whole 


of the responsibility for the carrying ont of the work upon 
| | D 


having 
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the shoulders of a single firm; and no doubt there is some 
foundation for this view, especially on the part of the con- 
sulting engineer, whose duties are undoubtedly lightened 
thereby. Further, while it is an easy matter to conduct 
efficiency tests of the complete set on the simple basis of 
E. H. P. per I. MI. P., Which may be specified when both engine 
and dynamo are guaranteed by the one contractor, it is a 
very different, matter to separately determine the respective 
efficiencies of the two machines. These considerations, how- 
ever, are merely matters of convenience to the consultant, and 
do not affect the cost to the buyer or the quality of the plant. 

On the other hand, there are several grave objections to 
the practice. In the first place, it is unjust to compel a 
contractor, willy-nilly, to assume responsibility for apparatus 
over the manufacture of which he has no direct control. 
Again, the inconvenience caused, not only to the successful 
tenderer, but to the whole body of competitors for the con- 
tract, is altogether out of comparison with the slight gain 
on the part of the consulting engineer. — There are 


now, we are glad to say, at least a dozen well- 
known British engine builders of established reputation 


whose eyes have at last been opened to the importance 


of the huge electrical undertakings now in progress, and. 


who are both capable and willing to furnish engines equal 
in size, efficiency aud workmanship to those of any foreign 
maker; there are as many dynamo manufacturers ready 
to supply the generators. Let us suppose that, say, eicht 
of cach trade are in competition for a certain installation, 
where a single tender is asked for, to include both engine 


and dynamo. Each of the engine makers must obtain 


tenders from, say, half-a-dozen dynamo makers, and /e 


versa ; moreover, each of the 16 competitors will, in all 
probability, utilise these quotations in his tender to the 
purchaser, in the form of alternative tenders, according to 
the type of machine coupled to his own. Thus, in the case 
suggested, which is by no meaus exaggerated, no less than 
96 tenders pass to and fro between the competitors, and 
almost as many alternative tenders confront the consulting 
engineer! As everyone of these tenders must be carefully 
considered, the task of judging them is sufficiently arduous— 
especially when, as in a recent instance, as many as six 
tenders lie within £500 of one another in a £30,000 con- 
tract, while the enormous amount of labour entailed on the 
part of the contractor is appalling to contemplate. Now, if 
two specifications were issued for the engine and dynamo 
(which involves practically nothing more than cutting the 
combined specification in halves), there would be no cross 


tenders, and only 16 tenders would be submitted to the 


engineer, of which two would be selected. What a difference! 
Dut let us examine the matter a little more closely. What 

is the effect of the system on the price of the complete set ? 
In the ordinary way a dynamo maker who buys an engine, 
adds, say, 5 per cent. to the cost of the engine before 
including it in his tender; an engine builder does the same, 
- and as the engine is more expensive than the dynamo, there 
will clearly be a tendency for the engine maker’s tender to 
be lower than that of the dynamo maker. Be this as it 
may, the purchaser, in any event, pays more for the set than 
he would have done were the tenders divided. Not only 
is the price higher, but it may conceivably be much higher ; 
take the case where, for example, A wants to introduce his 
dynamos, and D wants to get a footing with his engines. 


Both makers, tendering separately, will quote their lowe 
prices—lower than they would name were they, by а combined 
specification, obliged to send out their quotations broadcag 
in advance to half a dozen manufacturers—and the engine 
will be enabled to select these two, at a saving of pers 
10 or 15 per cent. on the total price. Even should А an 
B by chance quote together on a joint specification, thei 
price, as already pointed out, could never be so low з 
when they quote separately. 

An honourable tenderer will not quote a lower price y, 
вау, a Town Council than to a fellow- manufacturer for the 
same machine; his hands are bound. On separate specif. 
cations he can quote whatever he pleases, without scruples « 
conscience or fear of business complications—and the por- 
chaser reaps the advantage. 

We may remind our readers that the specifications for 
the Cardiff steam dynamos, drawn up by Mr. Ellis, which 
we dealt with in our last issue, were issued in separate form, 
leaving contractors perfect freedom. ‘This is undoubtedly 
the proper course to pursue. Both engine and dynamo. 
builders stand to profit very considerably by the change, wii 
the customer is even more the gainer. Nevertheless, this 
is the only instance, out of eight important contracts given 
out during the present year, in which the specifications were 
divided. 

Surely it is time to get out of this well worn groove and 
to work according to the dictates of common sense, 


THE American Electrician for October 
contains a deseription of the wiring of an 
| office building, which is interesting as an 
example of American wiring practice. The building, which 
consists of 13 floors, was wired while it was being built, aud 
the wires were run throughout in iron tube lined with paper 
The supply is obtained from a private plant installed in tle 
cellar, consisting of two 25-Kw. dynamos direct-driven by 
two high-speed steam engines. Mains running from this 
point feed a distributing fuseboard on each floor; the 
fuseboards have slate bases, and are enclosed in cabinets 
lined with slate; they are on the “ spring-clip " principle. 
The main cables were each run in a separate tube, but the 
branch circuits were all run with both wires in the same tube 
For the branch circuits running from the fuseboards, No. 
14 B. & S. gauge wire was used throughout; each circuit 
carries from four to nine lights, the average number being 
six. The wire is insulated with vulcanised rubber, and 
covered with two braidings. Excepting in the cellar, where 
they are on the surface, all the branch circuits were run 
under the floors, the fittings being all of them flexible pendants 
(chiefly three-light fittings), and wall plugs for desk lights 
in the offices, The lights in the corridors are controlled by 
* push-button " switches fixed just above the fuseboards; 
none of the pendants or wall plugs in the offices have any 
wall switches, key-holders being used throughout. In this 
particular building, none of the partitions between the roous 
were fixed until after the floors and ceilings were finish, 
so that it was impossible to run any of the wiring on thee 
partitions, or to use any wall switches .or brackets, and all 
the wall plugs were fixed on the skirting boards of the outer 
walls, near the windows. Cast-iron outlet boxes, porcelain- 
enamelled inside, have been used for all the pendants and 
wall plugs. Each box was designed and cast with the 
proper number and arrangement of openings for the par- 
ticular place where it was used. Internally insulated whe 
are much more generally used in America than they 2% 
here, especially for wiring new buildings, It is also the 


“ 1 
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American Wiring 
Practice. 


practice in America to use proper metal outlet-hoses W 
such tubes, and not to end them up in wood blocks, as 15 = 
often done here. It is interesting to note that solid wire * 
large as No. 14 is used for drawing into tubes: it is als 
notable that the wires are specially protected ag 
abrasion by doubly braiding them. 
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THE POLLAK-VIRAG TELEGRAPH. 


FURTHER DEVELOPMENTS. 
Br CHAS. H. GARLAND. 


(Concluded from page 633.) 
[т is unfortunate that the block representing the slip (fig. 9) 


in onr last article should have been so indistinct as to give 
an erroneous impression of the clearness of the writing. We 


Fia. 9. 


replace it by a better block in this issue. 
the receiving slip is very clear and distinct. 
Having’ now obtained a view of the whole of the apparatus, 
it will be of advantage to look more minutely into the 
improved receiving apparatus and to give some details of the 
ши in actual working of the new system. 
Hm comes the altered arrangement of the telephone, the 
angle telephone of the Morse-writer being replaced by a 
doable telephone. Fig. 10 shows the way in which the 


The writing on 


ratte fa ee en С 


vie - : А 
* Telep : 
»wephone; ы Magnet; 4, B, c, Magnetic points; в, Mirror. 


Tros, 19 

AN 

metie Pals Showing arrangement of telephones and mag- 
(fg. 11) in : (fig. 10) in the Morse-writing apparatus, and 

[ he La tin-writing apparatus, 


"Ше poj 
его ints, д, B, C, are arranged and connected with 
C-shaped magnet, M, is attached to the 
One pole of this magnet terminates 
or surf B, c. The concave mirror, 8, has on its 
Oft iron plate. This plate attaches the 
MGs, m, с, which thus form a horizontal axis 
he other pole of the magnet terminates in 
A, and this in turn formsa third connection 
Plate of the mirror. By means of a tiny rod 
€ telephone, T, is attached to the point, a, 
Of the diaphragm is communicated to it. 
Unicates the movements to the mirror and 
light-ray, which produces a zigzag line 
r 


Magnet, a PPara tus (fig. 11) two telephones are used. 
Fis terminate though larger, is still C-shaped, but both 
nds to the f* Pointed spring. Point с is fixed ; point 
of т, TL AO vemente of TI, and point B to the move- 
two Mirror is in construction the same, but 

* X es of movement in place of one. 


UN y 


"m 
— „= 


In the earlier apparatus, as shown in the photograph accom- 
panying our last article, the sensitised paper was stretched on 
a drum, which was displaced in a helicoidal manner, the 
writing being in helicoidal lines. It was necessary then to 
remove the paper and develop it in a dark room, which, 
however quickly done, necessitated some delay. The new 
apparatus (fig. 12) is much more practical, and can be 
adapted to either the Morse or Latin-writing apparatus. In 
the drawing the Morse-writing telephone is shown.- This 
can, however, be replaced by the double telephone (fig. 11). 
A band of sensitised paper (P, fig. 12) is wound on the drum 


в, Dram; р, Sensitised paper; L, Lamp; c, Cylindrical lamp cover; 
T, Telephone; сї, Fixing bath; s, Scissors. 


Frid. 12.—Showing arrangement of sensitised paper and automatic 


ing apparatus. The Morse-writing telephone only is shown 
here, but it can be replaced by the double telephone. 


Leod 


R, and enclosed ina box. This paper is 7 cm. in width, 
It is unwound in a downward direction, and, passing 
between the two rollers shown, comes into the path of the 
reflected light-ray. The light-ray is moved from left to 
right independently of the oscillations of the telephone mem- 
brane. To secure this movement an oblong incandescent 
lamp, L, is employed. This lamp is covered by a cylinder, c, 
which is capable of turning on its axis, and has a narrow slit 
cut in it in the form of a single turn of a screw. Through this 
slit a luminous image of a small part of the luminous filament 
is thrown, and falls upon the concave mirror. This is reflected 
аз а single point of light on to the sensitised paper. The 
helicoidal slit, in consequence of the turning of the cylinder, 
exposes a continually changing portion of the filament, and 
as a further consequence, the angle of reflection is con- 
tinually changing in such a manner as to.cause the reflected 
luminous point to pass from left to right on the sensitised 
paper. The working of the paper is so adjusted that each 
complete turn of the lamp cylinder which carries the ray 
from left to right also carries the paper downwards a suffi- 
cient space to allow a further line being written. 

After being thus exposed to the action of the light, the 
paper passes down into the automatic developing apparatus. 
In this there are two bands, furnished with small catches 
and guided by a series of rollers which traverse the developing 
and fixing baths, c, in the necessary order. The sensitised 
paper is attached to the catches of the bands, and is thus 
carried through the photographie^baths. After passing 
through the baths the developed paper slip is taken from the 
bands, and leaves the apparatus ready for usc. A pair of 
scissors, s, are attached beneath the writing space and allow 


. of cutting the band at a single stroke, and at the same time 


Stopping the unexposed portion of the sensitised paper ribbon 
by means of an attached clamp. "The detached portion, how- 
ever, continues its passage through the baths. In this 
manner it is possible to start the receiver at the same time as 
the message commences. The stoppage is performed by an 
employé at the receiving station, who watches the writing 
through a ruby glass window. 

The support given to the inventors by the Minister of 
Commerce of Hungary has enabled them to make experi- 
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ments with the latest form of their apparatus on a working 
line. The Hungarian Postal and Telegraph Department 
lent for the purpose four telephone lines running from 
Buda-Pesth to Poszony. These four lines were connected 
with the laboratory of the United Electrical Company, of 
Buda-Pesth, and looped at Poszony, so as to form a circuit 
of 400 kilometres in length. The resistance of the line was 
2,000 ohms, The messages sent were written in a perfectly 
legible and accurate manner, and the speed attained was 
60,000 words per hour, or 1,000 words per minute. The 
French Government have asked that experiments should be 
conducted on the lines between Paris and Lyons, and 
arrangements are now being carried out for this purpose. 
The inventors are confident of continued success. 

Speaking at the Congress of Electricians at Paris on this 
subject, Herr Pinter, the director of the United Electrical 
Company, of Buda-Pesth, said :—* There is no doubt that 
with this invention we have made a new and important step 
forward in the History of the Development of Telegraphy, 
and that the Pollak-Virag system constitutes ene of the 
most interesting successes obtained during late years in the 
appheation of weak currents.” 


WHY ELECTRIC CAR WHEELS SLIP. 
By EUGENE C. PARHAM. 


UNDER certain conditions one pair of wheels on a car will 
persist in slipping to such an extent that the car cannot be 
made to start at all. It is a fact noticed perhaps only by 
those who are interested in the running of the car, that 
such slipping generally takes place in curves or on grades 
and in its worst form on combinations of the two. It may 
seem peculiar that on grades the front pair of wheels, asa 
rule, do the slipping, while in curves it is generally the back 
pair. It is also a well-known fact among railway men that 
the wheels of double-track cars having four axles, but only 
two driving axles, slip worse than those of single-track cars 
having but two axles, both of which are drivers. In order 
to finally state the case and its causes clearly, it must be 
stated that the motors used in street car work are series- 
wound motors, and at starting they are, as a rule, connected 


in scries. The same current, of course, passed through both, 


and the line voltage divides between them when the two 
motors are running along under normal conditions, as 
indicated in fig. 1. 

After the car is started and running along with all of the 
resistance coils cut out and the motors in series, the resist- 
ance of the two motors is so low, compared to their counter 
E.M.Fs., that it can be neglected. We will assume, then, 
that the internal ohmic resistance is zero, and that the two 
counter E. M. Is. in series alone limit the value of the current 
that the car takes. It is, of course, well known that the 
line voltage applied to any circuit distributes itself according 
to the resistance or opposition it meets; wherever the opposi- 
tion or resistance is greater the drop is greatest. Referring 
to fig. 1, if the two motors are electrically balanced ; if they 


Fia. 2. 


are reared. so that one armature does not turn any faster 

than the other ; if all of thecae wheels areof the same size, and 

if the brush-holders are set right, the counter E. M. Fs. of the 

two motors will be epal We will assume for the present 

J 8 
9? American Electrician. 


that they are, and, consequently, that the drop across ез} 
of the motors is the same. 

The speed at which a motor will try to run depends up 
the voltage applied to its terminals. If this voltage à 
varied the speed will vary, This fact makes the behariom 
of two motors running in series very peculiar under 
certain conditions. As a matter of fact, unless the tro 
motors are either very small or are rigidly connected to the 
same mechanism or to each other, they cannot be run in 
serics at all. This is true not only of series motors, bat of 
shunt motors too. The two motors of a street car work 
together, simply because the wheels attached to both moton 
rest on the rails, and there is a certain amount of friction 
between the wheels and rails, so that the motors are, ins i — 
sense, geared together. The more weight there is placed enn 
both motors, and the drier the rails, the less apt is either | -+ 
motor to slip, because there is more friction between th — 2 
wheels and the rail, so the wheels do not slip so easily. vt 

Now, if we grease the rail well under one pair of weck, 
it will be found next to impossible to start the tme, 
especially if it is on a slight up-grade) As soon as the lin 
voltage is applied, the pair of wheels on the greased put of 
the rail start to spin, and if the voltage is kept on, the qu 
faster and faster. To the ordinary observer it seems strang 
that the motor geared to the pair of wheels that do not sip | 
does not get to work and run the truck over Ње bad u. 
There is a very good reason why it does not, and this ram — 
will be more readily grasped later. Now jack the truck up 
so that both pairs of wheels are lifted entirely off th ml .. 
(when this is done the motors must be jacked up too, tke | _` 
the weight off the axles, otherwise the journals will ma — 
the bottom of the boxes where there is no journal brass), am 
again apply the voltage. Both motors will start up in a — 
shape, because the first rush of current is enough to n ^7 
either of them, however badly it might be stuck. | 

After the motors start up, the interesting part of tle | 
experiment ought to come; if one motor runs easier than ~** 
the other—that is, has less friction in its moving parte, 0 
if the motors are electrically or magnetically unbalaned,s — —*' 
that the counter E.M.F. of one is lighter than that of the ^": 
other, one motor will be observed to gradually gain in sl 
and the other to lose correspondingly.. The motor losing 1 
speed may stop altogether, and it may not; whether it dos 
or not depends upon a condition to be considered late. If с: 
it does stop it will not start again unless the current is eli 
off and the other motor is allowed to come to rest before tie 
current is applied again. If it does not stop it will at kt 
run much slower than its mate does, An example of this 
kind of running is often seen in hotels, where ceiling n * 
motors are used to cool the dining room. Two motos су 
often connected in series, and one сап be seen to drive ie... 
fan blades a good deal slower than some of the others de. 
The slow motor does not stop because even the small current 
that its mate takes while running at high speed is sufficient 
to start it if it is very easy starting. | e 

In the case of the two street car motors jacked up with -N y 
the truck and running free, the speed of either motor can le uen 
increased by simply pressing а bar against the wheels of the: ~ 
other motor, giving it more of a load. If one end only¢ | 
the truck is raised off the rail, the other end being Et 
down, the action is about the same, when the voltages 
applied, as in the case of the greased rail. The whole truck 
may give a little jump, due to the first rush of current, bat 
it will not start. | О, 

All of these peculiar actions are due to change in the dist 
bution of the line voltage. The line voltage drop across the 
motor depends upon its counter E.M.F., and this in tum 
upon its speed. If for any reason the speed of one moto 
drops a little its counter E.M.F. drops too. This allows the 
voltage at the terminals of the other motor to increase the 
total voltage remaining constant. Hence the other motor 
speeds up so as to raise its counter E.M.F. to meet the 
increased voltage. Each little addition of voltage that the 
faster motor gets across its terminals causes its speed to £ 
up a little and with it up goes the counter E.M.F. Ths 
further increases the effective resistance of that pam of tit 
circuit and robs the slower motor of more voltage. c 
it to slow down still more. Of course these interactions d 
take place only when the motors are in series, in which ct 
dition any variation in the speed of one motor will result in! 
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contrary change in the speed of the other one. As soon as 
the motors are thrown in multiple, as in fig. 2, each motor 
has an independent circuit of its own and each gets the 
whole line voltage across its terminals. If this line voltage 
is kept the same, ordinary variations in one motor circuit 
will not affect the other. 

Now, in the case of a car climbing а steep grade, 
the car is in an inclined position, and most of its 
weight is thrown on the rear wheels, so that they have 
good traction—even better than they have when the car is 
on а level. On the other hand, the front wheels have not 
their share of the weight, so that their grip on the rail is less 
than it is when the car is оп a level. The result is that the 
resistance to the rotation of the front axle is so low that it 


isan easy matter to send through the two motors current 


enough to turn the front axle independent of the rail. As 
soon as the front axle begins to turn, the counter E.M.F. 
of its armature runs up and monopolises most of the line 
voltages ; this causes a further increase in the armature 
seed, with the result that the wheels get to spinning, and 
then there is no hope of moving the car, because the counter 
E. M. F. of the spinning armature cuts the value of the current 


down so that the rear motor, which has good traction, has - 


no power to move the car. | 

The only thing to do in such а case is to throw the power 
off, give ‘the rail sand, and throw the power on again, 
more gradually. It sometimes helps matters a little to 
uke up the brakes about a half a turn; this keeps the wheels 
frm spinning so readily. As a final resource it may be 
necessary to throw the motors over to multiple; in such a 
case the controller should never be carried further than the 
first multiple notch until the car has fairly started. 

If aman does not know how to take a car around a curve, 
orif he allows his car to stop in a curve, there is more 
whel slipping ; but, as above stated, it is the rear wheels 
that slip, as а rule, because the forward ones are further 
around the curve and are more tightly bound. After one 
par of wheels begins to slip the car loses its traction for the 
same reason that it did in the previous case. In the case of 
the curve, it ів a waste of power and wheel treads to keep 
the current on steadily and try to have the car grind itself 
out of the curve. The first thing to do is to set the brake 
up a little, give the rail sand and throw the power on and 
of. If this does no good, give the controller one reverse 
notch and as soon afterward as possible a notch ahead, and 
t the same time have as many passengers as possible jump 
ap and down on one of the platforms. This will generally 
gt Ше car out. If it does not, the only thing to do is to 
throw the motors over to the first notch in multiple. The 
best way to avoid all curve troubles is never to allow the car 


| i in the curve, even if it does shake up the passengers a 
& 


S 
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NOTES ON THE TESTING OF MODERN 
DIELECTRICS AT HIGH VOLTAGES. 


By J. WRIGHT. 


ly these days of electric light and power distribution at 
increasing voltages, the erstwhile familiar phrase of 
‚ megohms per mile," as specifying the quality of the 
insulating medium or dielectri surrounding a wire or cable, 
8 being Tapidly superseded amongst manufacturers, con- 
‘ting engineers, and others more or less directly concerned 
in these matters, by the resistance of that dielectric to dis- 
рите discharge, in terms of the number of volts of E. M. F. 
to which the cable or wire is subjected before being brought 
into commercial use, | ў 
i | obvious, if we regard this matter in a practical light, 
* е change is materially for the better, and will benefit 
ined D MEET and customer, in that it denotes the true 
a the dielectric as an insulating medium; a rubber- 
шге» Wire, yielding ап insulation resistance of, some 
89) voll of megohms per mile under a testing E.M.F. of 
s appli continuous, may break down immediately under 
silane eun of 600 volts alternating, whereas a fibre or 
Sulated main, take, for instance, the Brooks semi-solid 


system of insulation, though yielding under test only a 
fraction of a megohm per mile, will withstand a pressure of 
as much as 20,000 volts alternating without perceptible 
change. Taking these facts into consideration, it is obviously 
impossible to compare the merits of various dielectrics, or 
even various qualities of the same dielectric, iu terms of 
megohms per mile, while, on the other hand, by subjecting 
two entirely different samples of insulating material to a 
high voltage stressing, or, as it is technically known, 
“straining,” test simultaneously, at regular intervals of 
their respective “ lives,” it is possible to judge, with some 
degree of accuracy, their respective merits. 

So important has this matter become, that in many cases 
specifications for cable contracts lay particular stress upon 
the resistance of the dielectric to disruptive discharge, the 
general rule being that it shall be subjected to a testing 
pressure or voltage at least double that at which it is ulti- 
mately intended to work for a certain predetermined period, 
and (here we have an important point) that the megohmic 
result obtained after this stressing or straining test shall 
evidence no perceptible deterioration in the insulating quali- 
ties of the dielectric. 

To meet the increasing popularity of this form of test, all 
the leading cable manufacturers have for some considerable 
time now provided the requisite plant for the purpose, such 
plant usually taking the form of an alternator yielding 
various low voltages over a convenient range, up to, say, 
250 volts, which are then transformed by a suitable trans- 
former, or bank of trausformers, up to tlie required voltage, 
which may be anything from 1 to 20,000 volts alternating. 

In order to undergo the test, the cable, if it be a simple 
rubber-covered core for example, is immersed in a tank of 
water with its extremities free, for a certain predetermined 
period, usually some 24 hours. А careful insulation test is 
taken on it in the usual manner by the direct deflection 
method, and the secondary (high tension) winding of the 
transformer is then connected to oue extremity of the cable 
or core, and to the tank, respectively, the latter connection 
being usually made by means of an earth plate immersed in 
the water ; the remaining end of the cable being left free. 
The alternator is then gradually speeded up until the volt- 
meter indicates the required voltage, which is maintained for 
the requisite period, after which the machine is gradually 
slowed down, It is better for all purposes to place two 
voltmeters in circuit, one across the terminals of the alter- 
nator, and the other (usually electrostatic), between the 
extremity of the core under test, and earth, in order to indi- 
cate the exact voltage to which the cable is being subjected. 
If the multiplying power of the transformer be known, the 
one instrument then serves as a check upon the other. 

It will be noted a few lines above, that special stress is laid 
upon the gradual slowing up of the alternator after the com- 
pletion of the test ; careful attention to this detail admits of 
an ordinary insulation test being made shortly after the 
stressing test. If, on the other hand, the voltage be suddenly 
cut off, in either the primary or secondary branch, it leaves 
a static charge in the core, which, more especially in a 
cable of high inductive capacity, tends to interfere with the 


subsequent galvanometer test, aud requires the core to be 


connected directly with earth for a period proportional to 
that during which the high voltage was maintained, in order 
to dissipate itself. 

In the case of a lead-sheathed or armoured cable, the lead 
sheathing or other metallic covering, of course, takes the 
place of the water in the tank, thus rendering immersion 
unnecessary. 

One point which has been noted in the stressing or 
straining of insulated core, especially where the voltage 
employed approaches that at which the limit of resistance to 
disruptive discharge is reached, is the apparent accumulation 
of potential at the points or extremities of the cable, which 
makes itself evident in the breaking down of the dielectric at 
the point where it enters ог leaves tlie water, or, if dry, at 
the point where the lead or other sheathing ends. Various 
plans have been suggested from time to time to remedy this 
unfair distribution of potential, and to maintain it uniform at 
all points of the core. Probably the most likely one to have 
the desired effect is that of introducing a bank of lamps or 
other suitable high resistance between the free extremity of 
the core and. carth, the number of lamps or other resistance 
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being proportional to the voltage under application at the 
time. "There would then be a complete circuit for the high 
voltage, while, at the same time, provided the plant were 
sufficiently powerful to maintain the potential under these 
conditions, that difference of potential would still -exist 
uniformly at all points between conductor aud earth, 
and all tendency to accumulation at the extremities 
would be prevented by the high resistance path to earth. 
The only drawback to such a plan is the enormous 
increase of power required, especially in the case of high 
voltages. High-voltage testing under normal conditions, in 
the case of cables of average inductive capacity, such as 
quarter-mile lengths of the ordinary 19 or 37 strands, for 
instance, requires the initial expenditure of anything up to 
10 H.P., and that on a blind or condenser circuit, whereas the 
wloption of a plan of connections such as the one mooted 
above would involve the doubling or even trebling of that 
output, and this in a factory turning out some hundreds of 
miles of various types of insulated core in a week, would be 
a material consideration tending to a general rise in the 
price of all cables and wires subjected to such tests—a 
condition of things to be, if possible, avoided. 

Another difficulty in the way of successful high voltage 
testing is the efficient insulation of plant, and this more 
espectally when dealing with voltages of 10,000 and upwards. 
There is no special design of transformer suited to the 
exigencies of cable testing, wherefore manufacturers in 
general have adopted one of the many well-known types 
of transformer on the market, and secured whatever extra 
insulation they could by insulating the case, oil-bath immer- 
sion, &c., all of which, though tending to the object in view, 
viz., the maintenance of a high potential, are highly unsatis- 
factory in that they are unreliable and open to breakdown at 
unexpected moments. Taking the question of oil-insulated 
transformers into consideration, it is obviously impossible to 
build an oil-immersed unit of any useful capacity for this 
type of work without proceeding to impracticable dimensions, 
whereas, with the ordinary air-insulated types, unless great 
care be taken in their construction and erection, constant 
trouble is experienced in their breaking down at various 
unexpected points. 

What is really required is a highly insulated type of trans- 
former having a capacity of from 20 to 30 H.P., capable of 
adjustment over a wide range of potential, either by sub- 
division or otherwise, which will enable voltages varying from 
1 to 20,000 to be obtained at all times with perfect security 
from breakdown. 

In the matter of actual testing there is no hard and fast 
rule as to the actual voltage to be applied to any particular 
class of cable or wire, the general rule being that quoted 
above, viz., at least twice the normal working voltage; but 
conditions, of course, vary. With dielectrics of an impregnated 
fibrous disposition, such as jute, paper, &c., the testing 
voltage may be in terms of the radial thickness of the insu- 
lating medium, always provided that the actual nature of 
that medium remains unchanged. With rubber-insulated core 
this rule does not apply, but depends to a large extent upon 
the quality of the rubber employed. 

The old-time practice of © flashing“ the live lead on to the 
end of the core was altogether an unfair and unsuitable test, in 
that it imposed enormous momentary potentials due to induc- 
tion and kindred effects upon the core. The present system of 
steady application for periods varying from ten minutes to 
an hour, or even more, forms by far a more suitable method 
and amply guarantees the insulation of the core. To this 
end it is frequently specified that such tests shall be carried 
out like the ordinary galvanometer tests in the presence of 
the consulting engineer or his representative. 


DANGEROUS ELECTRICAL PRESSURES. 


AN important investigation las recently been carried out by 
Prof. Weber, of Zurich Polytechnic, on the physiological 
effect of alternating electric currents such as are used with 
overhead trolley wires. The occasion of the experiments 
was a dispute between the firm of Messrs, Brown, Boveri 
and Co., Switzerland, and the authorities, with reference to 


the proper pressure for two electric railways to be worked by 
three-phase alternating current, the proposal being to work 
them at 750 volts. This pressure being considered dangerous 
by the authorities, the question was referred to Prof. Weber, 

Prof. Weber's experiments * were made with reference to 
the special circumstances of the above railways, where the 
current was supposed to be supplied through two overhead 
leads, the rails being used as the third conductor of the 
three-phase system. The effect of the current was deter. 
mined in two cases, namely, when a person seizes the two 
bare leads with both hands simultaneously, and when 
person, standing on the railway or a car, touches one of the 
leads. 

In the first case an experimental apparatus was used in 
which the.pressure between two bare wires, grasped in the 
hands, could be increased by steps of 10 volts, the frequency 
of the current being 50 per second. Prof. Weber tried 
these experiments on himself, in the first place with the 
hands wet, and, in the second place, with the hands dm. 
When experimenting with wet hands, he found thu 
50 volts was the highest pressure he could endure The 
effect produced with this pressure is described as "ir 
stantaneous paralysis of all the muscles of the finn, 
hands, and arms; the wires could not be released; the dxe 

"being endurable for 2 seconds at most, it was impossible v 

measure the current.” With dry hands, he found that 50 
volts was the highest limit of pressure that could be usd; 
much the same unfavourable symptoms appearing as will 
wet hands at 50 volts. 

From these experiments Prof. Weber conclndes that:— 
* A simultaneous touching of both of the poles of an alier- 
nating current circuit is dangerous as soon as the presure 
exceeds 100 volts; and since it is impossible to set oel 
frec, the case must be regarded as fatal whenever immediate 
help is not at hand." 

. Altogether different results were obtained when the pre- 
fessor stood on the ground and touched one of the lead 
with one hand. By using a series of 100-volt glow lamp, 
the pressure was gradually increased by steps of 100 volt 
Standing on moist gravel, from which he was rather wel 
insulated by means of his shoes, he was able to endure pres- 
sures up to 2, 000 volts, this pressure, however, producing 
very disagreeable effects in the form of violent stinging of 
the skin, and intense trembling of the fingers. Standing on 
clay covered with coal dust, 1,300 volts was the utmost pres- 


sure that could be endured. 


From this last series of experiments, it will be obvious 
that to touch one of the leads is not dangerous, as long м 
the pressure does not exceed 1,000 volts. 

A contemporary endeavours to minimise the value of 
Prof. Weber's conclusions, by pointing out that millions of 
volts can, with impunity, be applied to the human 
body from a small Leyden jar. But this does no 
appear to have much to do with the case, since it 
is the cumulative effect of an alternating current con- 
tinued for some time that produces the dangerous pars- 
lysis observed, and in every high tension electric supply ¥¢ 
have the continuous condition which is absent in the Leyden 
jar. Another contemporary concludes that since all pressure 
between 100 volts and 1,000 volts are equally dangerom 
there is no reason for not using the higher pressure 
between 500 and 1,000 volts, especially as they led to 
greater economy in tlie working of the electric railway. 

It is of little use to point out that some persons can Do 
with safety a much higher pressure than others, owing pre, 
bably to their higher electrical resistance, since the mau of 
high conductivity must also be protected. A lower frequency 
might also be safer, but 50 is not very high, and is pretty 
common in practice; the increase of safety obtained by 
changing the frequency is not likely to compensate for the 
technical disadvantages. „ 

The outcome of this exceedingly valuable investigation 
appears to us to be that no pressure which would make ec 


. nomical working possible is sufe, if a person grasps two opposite 


leads simultaneously with bare hands. It ought to be cus Uo 
make this impossible for passengers, by making the two leads 
sufficiently inaccessible, and workmen onght to be instructe 
to use the well-known and simple safeguards available w 
// 8 


* See Nuture, August 23rd, 1900. 
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protect them. For the authorities to insist that the pres- 
«шуя in power transmission conductors should be reduced till 
ip was safe for the lieges to handle them, would be like 
insisting that the speed of railway trains should be reduced 
"ill it was safe for the ordinary foot passenger to cross in 
front of them. . 

Prof. Weber’s experiments are of the greatest importance, 
in showing that the live conductor is dangerous at much 
lower. pressures than was formerly supposed, and that 
the live conductor, even of 500 volts, is not to be trifled 
with. 


THE USAGE FACTOR OF PLANT. 


I should ever be the object of engineers to ascertain whether 
they are securing from their plant as much duty as is being 
secured by others. Very much of the success of a business 
will depend upon a proper and economical factor of usage. 
This factor is but little understood, and it is applied to a 
very limited extent. The load factor of a lighting station 
is bad because the plant must be worked many hours at a 
very small duty, yet its capacity must be such as to enable 
it to furnish the maximum demand for a few minutes every 
dav—nay, for perhaps a few minutes on one day in 
Це course of several years. In this respect the elec- 
tne light station does not possess the advantage of the gas- 
works, The load factor of a gasworks is good, because there 
isa provision for holding many million feet of gas, and the 
generating plant runs at mean load for long hours—in fact, 
continnously—whereas electricity is supplied in a hand-to- 
mouth fashion, and can only be stored in an incflicient 
manner. A grasp of the facts underlying the question of 
wad factors is necessary to assist in all economic desigu, or 
to point the direction in which improvement is to be 
sought, - | 

[n designing plant it is necessary to know something 
Шющ the limits and proportions of its several parts. It is 


impossible to obtain with small plants in electrical work 


wher than poor load factors for the plant. There must be 
two boilers. The usage factor will be 50 per cent. and the 
ad factor may be 100 per cent. for the boiler that is at 
wrk, The load factor of such a station would thus be 
^ per cent. of its boiler power. 

There would be two engines at least. The use factor 
wuld be 50 per cent., but the running engine would have a 
«ad factor of perhaps 20 per cent. ‘lhe station load factor 
s thus ошу 10 per cent referred to the engines or to the 
cenerators. With larger undertakings the proportion of 
spare plant rapidly diminishes, while the load factor of the 
mung plant will also increase, Power can thus be gene- 
"bd much more ecenomically on a large scale than on а 
шш scale. To carry the question further, let it be sup- 
reed that the power is to be employed on a tramway. Cars 
vill be necessary for this purpose. Out of a total number of 
am only a proportion can be usefully employed. The 
remainder will be more or less under repair. The ratio of 
‘ployed to total cars is the use factor of the cars 
Ww some extent. But there is a use factor for the running 
“irs. An inspection of the statistics of many tramways 
Would reveal the fact that, according to the nature of the 
traffic, the facilities for repairs and other more or less deter- 
ang factors, the number of cars on the line may be as low 
me mu the total stock, while it may exceed two-thirds. 
de use factor is, of course, fixed by the traffic. If this is 
а | al day it will tend to raise the use factor. If there 
a ck periods, many cars will come out late and return 
“Г and will reduce the factor. | 
il: ud the average cars out of the shed, as calculated from 
119 Working hours of the cars and the hours run by the 
n: = ү Plant, it may be said each car should run its 80, 
1 10 miles per day. If such a mileage is not secured, 

р е mileage factor per саг ів too low. | 
Ms е be found that systems which have a poor use 
ү CIT Cars may possess a good mileage factor. The 
ie 5 the net factor. Itis convenient to assume 
к, ould run 100 miles per day. This simplities the 

Tei m of the use factor, 

I5 all а question of design of cars and provision of plant 


and men for repairs whether the average cars on a line shall 
or shall not bear a large ratio to the total rolling stock. With 
a simple system of interchangeable parts, a ready means of 
disconnecting leads and brake rods, the provision of car 
bodies need not be so liberal as the provision of trucks to 
carry them. It should be—in fact, it is—possible, to run cars 
into a shed, lift the bodies off the trucks by a rapid erane, 
ruu out the trucks and run other trucks in their place, lower 
the body, couple up connections and run the car on service 
again. For want of such provision, and because of the 
general use of the inefficient four-wheeled enlarged horse 
car, these things are not done. Engincers see the necds of 
the case plainly enough, and are capable of economising 
capital in this way. The facilities necessary to do it might 
be paid for out of the economy in car sheds that would be 
effected, for spare cars occupy more room than trucks, and 
with travellers’ trucks can be stored closely—they do not 
require rails on which to stand in reserve. It is ull a 
question of calculation, observation, and the provision of 
facilities, and it is certain that too little importance is placed 
on these subjects and too much on certain others. Thus, 
the earning of so many pence per car mile is considered 
important ; it is less important than it appears. What is 
being earned per car by every car owned? Ifow many саг 
miles, moreover, are run over every mile of track ? The use 
factor of a car depends to a. quite considerable extent upon 
the line being double or single, or, if the latter, on the proper 
location of turnouts, for the mileage of every car is limited 
by the most unfavourably placed loop, and the provision of 
double track will not only enable a very material increase in 
the mileage per car, but will reduce the cost of wheel renewa!s 
and car repairs generally. 

The whole question of use factors and load factors is one 
deserving of much greater attention than has hitherto been 
accorded it. The comparisons and figures may be carried 
into the further items of passengers in order to show the 
general traffic factors, and the same principles may be carricd 
into all lines of engineering with advantage. Without such 
statistics focussed on a few salient points, correct conclusions 
are not easily to bedrawn. The statistics enable results to be 
traced from causes in a manuer not otherwise possible. 


THE E.M.F. OF ALTERNATORS ON OPEN 


CIRCUIT. 


a 


B C. €. HAWKINS. 


Tur E.M.F. which a given alternator will induce when run- 
ning on open cireuit is usually predetermined during its 
design from an eqnation based on the E. M.F. which would 
be obtained from a continuous-current dynamo, similarly 
wound and run in the same field system. Thus the effective 
E.M.F. generated per phase is expressed by the equation, 

» — ee 5 PN . . A 
E=K.2 20 X 60 X0. of inductors in series in one phase 


) 


x 10^? volts, 


where Za is the total number of C. G.. lines entering into 
the armature from one pole and forming one magnetic field, 


and T is the frequency due to the » pairs of poles. The 


average E. M.F. of the analogous continuous-current dynamo 
has therefore to be multiplied by a certain coefficient. K, 
which may itself be analysed as the product of two factors, 
Е апа k". The first of these is the “form factor" of the 
E. M. F. curve, or the ratio which the effective E. M. F. as 
given by the square root of the mean square, bears to the 
real average E. M. F. The second may be termed the “ width 
coefficient," and is the ratio which the real average E.M.F. 
bears to the gross average E. M. F. when differential action is 
supposed to be absent, and all the lines are assumed to be 
usefully cut as in the continuous-current dynamo. Both 
factors are dependent in the first place on the ratio of the 
pole-width to the pitch; they are also equally dependent 
upon the ratio which the width of the winding bears to thie 
pitch, or if the armature be slotted and one side of a drum 
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coil is distributed among more than one slot, upon the rela- 
tive position of these slots. Both of these ratios affect not 
only the shape or form of the curve, but also the greater or 
less extent to which differential action is present. 

In the calculation of the values of K, it is usually assumed 
that the flux from a pole is strictly confined to the width of 
the pole-face, and is uniform over its whole area, so 
that the half-wave of E.M.F. given by a single inductor 
or group of inductors in one slot would enclose with the 
abscissa axis a rectangle. It is, however, of interest to 
estimate in what way and to what extent this confessedly 
approximate assumption may lead us into error, and 
the endeavour of the present paper is to take into 
closer account the fringe of lines which must necessarily 
surround the actual pole-face, and which shades off 
from the normal induction under the pole to zero at the 
interpolar line of symmetry. For this purpose the curves of 
induction in the air-gap for various ratios of pole-width to 
pitch may be drawn after the method given iu Mr. F. W. 
Carter's note“ On the Air-gap and Interpolar Induction,” 
communicated to the Journal Institution Blectrical Engineers, 
Vol. xxix., p. 925, and in fig. 1 are given three such curves, 


INDUCTION 
o 


À 
as Ak: 
AAA ХХА 


RATIO OF POLE WIDTH TO PITCH 
FIG. 1.—FrLox-DisTRIBUTION ALONG PITCH-LISE. 


plotted from fig. 6 of Mr. Carter's paper. The assumption 
has been made that the length of the single air-gap is дһ of 
the pitch, so that if the pole-width be 0°7, 0°5, or 0'3 of the 
pitch, the ratio of the half interpolar gap to the air-gap or 
| is 8, 5,or 7, and similarly for other proportions of pole. 
Thus with a pitch of 10 inches, the length of the air-gap is 
assumed to be 0°5", or with a pitch of 6 inches as in a small 
machine, to be 0°3". But little error is introduced, if these 
proportions аге only.approximately true. In the following 
diagrams two sets of curves are drawn, those in dotted lines 
on the assumption that there is no fringe, and those in ful] 
lines after taking into account the fringes shown in fig. 1. 
If the average E.M.F. of a single inductor or group of 
inductors in one slot, passing under a pole of width equal to 
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RATIO OF POLE WIDTH TO PITCH 
Fic. 2.—AVERAGE E. NM. F. 


the pitch, be represented by 1, the average E. M. F. for other 
ratios of pole-width without fringe will fall in the straight 
dotted line of fig. 2. The full-line curve of fig. 2 shows 


the average E. M. F. given by the integration of the areas d 
the curves of fig. 1, and upon this will be based our mb. 
sequent results. It will be seen to diverge more and more 
from the dotted line as the pole-width decreases. 


I. —SLOTTED ARuATC RES. 


Taking first the case of an alternator with slotted armatur, 
the side of each drum coil may be wound in one or mor 
slots, and of recent years the tendency has been to adopt 
more than one slot per pole and phase. Such a division of 
the coil which may be called grouped distribution," ms 
lead to a reduction in the effective E.M.F. since the several 
groups which are in series are more or less out of phase vill 
each other ; yet it has the advantage that it decreases the 
inductance of the armature, and from the spreading of de 
winding a greater cooling surface is exposed, especially at the 
ends of the coils. 


i 
E 
ae 


If the curve of instantaneous E. M. F. fo, 


each group were sinusoidal, it would be easy to find dk . 


resultant E. M.F. of two or more groups which differ in ph 
by adding their several E. M. F's. vectorially. But since th 
instantaneous E.M.F's. are not sine curves, this method isat 
of the question, and with all except the simplest shape tle 
compounding is best done graphically. 

(To be continued.) 


— 


CORRESPONDENCE. 


Re Record Joint Making. 


In your issue of the 12th inst. you described a joint box 
for use on concentric cables. You also stated that the price 
of service boxes of the old pattern was between £2 and #3 
each. 


boxes in use on the Edinburgh mains at the present time 


cost about 158. each, complete, and are made to take two · - 


services. | 

They can be easily put on in an hour, and can be ako 
easily disconnected either way without stopping the supply. 
and can be used either as straight or T joints or four-way 


re — 
n 


- 


It might interest your-readers to know that the service M 


with the same fittings. Any handy man can fix them on.. 


they are so simple. 


The No. 1 box is 8} inches deep, 7 inches wide, and 
8 inches long, made in four parts, and is capable of taking. . 
a 1 square inch or 06 concentric main and two 71$ # — 


7/16 services (concentric). | 

The No. 2 box is 4 inches deep, 9 inches wide, ami 
10 inches long, and is capable of taking any size of concentre 
cable up to ‘1, and can be disconnected either way with safety 


when the current is on. " mE 
I may state the box and fittings are my own invention. 
and we have several hundreds in use on our high and lor 


tension mains here, and have never had a single breakdown 
with one of them yet. 


Ernest Francis Hammond, 


Foreman, Mains Department, Edinburgh Corporatss 
Electric Lighting. 


Power from Blast Furnace Gas. 


I have been greatly interested: in the series of articles on 
the utilisation of blast furnace gas for power purposes. The 
series is not yet complete, and so I am, perhaps, a little pr~ 


mature in attempting a suggestion for the improvement af 


the system. The scarcity of coal, coupled with the much 
greater thermal efficiency of the gas engine over the sem 
engine, at once indicates the desirability of every possible 
improvement in the gas engine in order that our remainint 
coal supply may be turned into work in the most economics’ 
manner. The suggestion I have to offer may increase tr 
combined efficiency of the furnace (as a producer) азі 1!" 
gas engine itself, since it gives the gas engine an рр 
tunity it has longed for of utilising some of its waste ! 
My figures are based upon those given in the ELECTR! "+! 
REVIEW. 
Suppose the air blast no/ to be heated directly by a her 


nd 
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f the gas evolved, but by passing the exhaust pipes of the 
onines through а firebrick chamber, constituting a heater 
tr the air blast, somewhat after the principle of the ordinary 
Al- xater heater of steam practice. 

We may now consider the effect this system of heating the 
- will have проп the combined efficiency of the plant. It 
. vot fair to attribute the increase to any virtue of the gas 
иг the steam engine, but when a gas engine is worked by a 
(ast furnace requiring its blast air heated, the advantage is 
«108. 

tal volume of gas evolved per hour TN 


= 455,260 cubic feet. 
‘avoidable loss, say, 20 % (probably less) = 


91,052 „ 


Valime available for power .. . . = 364,208 е 


laxing ће heat developed per cubic foot at 
100 B Th.U, the heat units contained in 
this quantity of каз... 


36,420,800 B.Th.U. 
2,545 „ 


we E. P.-hour, theoretically = 33,000 2 60 _ 


778 | 
D à 
[he equivalent theoretical H.. dot 14,330 H.P. 
2,545 
Пе thermal efficiency of the gas engine — 28 per cent. 


‘werefore, actual power developed . . = 4,012 Н.Р. 


The engine will dissipate the heat in the following propor- 
10,197,824 B.Th.U. 
14,568,320 „ 
11,654,656 - 


Heat converted into work = 28 Р 
«at absorbed by jacket water = 40% 
‘est carried out with exhaust = 32 % 


gU ud 


— 


. . = 36,420,800 s 


‘ow the heat required to raise the air for blast through 
! wou’ F. is— 
2374 x 1,000 x 26,813 = 6,365,406 B.Th.U. 
Пе amount of heat put into heater = 11,654,656 B.Th.U. 
à efficiency of the heater need not exceed 
6,365,406 
11,654,656 
‘he percentage of heat put into the engine which is thus utilised 
tor heating the air is 
546 x 32 x 100 = 17:5 percent. 


Total heat accounted for 


Hence 


X 100 = 5456 per cent. 


14 е real loss by exhaust is, therefore, 32 % — 17:5 % = 145% 
ding the jacket loss : M s "m = 40 9$ 
Total loss = 545 % 


— 


the useful efficiency of the engine thus becomes 45˙5 per 
^t. as against 28 per cent. previously obtained by the 
re- heating process. 

‘he increase in the power obtained is therefore 4,012 — 
“0 = 1,882 H.P., or an increase of over 88˙4 per cent., a 
“sult the commercial value of which requires no comment. 
There should be no difficulty in constructing a heater on 
ша principle having an efficiency of 54°6 per cent., and it 
vould be an exceedingly cheap and simple affair. 

As above stated, the suggestion may already have occurred 
7 the writer of the article on blast-furnace gas. If so, 
way I apologise for taking up so much of your space? 

Un the other hand, if this idea is original and practicable, 
trust it may be found of value in assisting the economical 

"f blast-furnace gas for power purposes. 


Ivon M. de Havilland. 


Jr. Havilland’s suggestion seems to us to be perfectly 
"wueable though at present, while abundance of gas is 
700 to waste, economy is not so important as it will 
‘come in the future. We may remark, however, that the 
сеу of the engine is not increased by the proposed 
mangement, but that of the system as a whole. Moreover, 
ven if the loss in the exhaust were really only 14°5 per 

28 

14:5 4- 40 + 28 
X 100, or 34 per cent., uot 45°5 per cent. An unfortunate 
. Teeurred in our own figures, which will be corrected in 
te vext article; the available power should be 2,880 H.P., 
“2150 Ip, as stated, so that Mr. Havilland's suggestion 
vould lead to a gain of 1,132 H.P., or 40 per cent.—still, 
‘small item,—Eps, ELEC. REv.] | 


“uly the efficiency of the engine would be 


K The Largest Motor-Generator Plant. 
* dir allow us to draw your attention to an inaccuracy 
. .. 5 occurred in this week's issue of your publication 
* notee with reference to the new plant which is being 


put down by the Metropolitan Electric Supply Company, 
Limited, of London. 

It is stated therein that the motor-generator station will, 
with a total capacity of 3,250 Kw., be the largest in the 
world. This statement is erroneous, inasmuch as the well- 
known Santa Radegonda motor-venerator station, in Milan, 
to which power is transmitted from Paderno over a distance 
of over 20 miles at a tension of 15,000 volts, has a total 
capacity of 3,870 Kw. Power is distributed both by over- 
head and underground lines. 

Aktiengesellschaft, Brown, Boveri & Cie. 
C. BROWN, W. BAERLOCH. 
Baden, Ortober 20/4, 1900. 


Interior Wiring. 

Mr. Fennell makes some very curious statements in his 
last letter. He says, “No one would dream of using 
batteries of large size for balancing.” Yet batteries are 
actually used for balancing in most continnous-current three- 
wire stations, both large and small. Perhaps he means that 
no one would rely solely on a battery for balancing ; this is 
possibly true, but it is quite another matter. If a good- 
sized battery were connected in parallel with the small 
balancer he refers to, it woud be impossible for the 
voltage to rise to any serious extent on one side of the 
system, even if the other side were shorted. Even when 
the mains are not intermittently earthed, they get shorted 
now and then, and I repeat that in any properly-designed 
station it should be impossible for such shorts to cause the 
voltage to rise seriously. A station should never be solely 
dependent on а small balancer which may be thrown out by 
a fault on the mains ; if there is no battery, some at least of 
the dynamos should be run two in series; this is done in 
several small modern stations, Rathmines, for instance. 

Again, Mr. Fennell says that “he would like to hear of 
any large network in this or any other country where the 
middle wire is intentionally dead earthed.’ Well, Man- 
chester, Liverpool, Brighton und Glasgow are the first 
examples that occur to me. At Glasgow, it is true, the 
middle wire is earthed through a resistance consisting of 12 
100-c.p. lamps in parallel, but even. this is a very different 
thing to the test lamp referred to by Mr. Fennell. 

Yet again, Mr. Fennell says “ there are few large stations 
where none of the mains have an elusive and undiscoverable 
earth." — Surely this is a libel on our station engineers ; 
perhaps Mr. Fennell is thinking of the fact that the total insu- 
lation resistance of large networks is low, sometimes only an 
ohm or two, but this leakage is distributed over the whole 
of the mains and consumers’ wiring, and is not due to any 
one earth, and I cannot see that it affeets the question of 
intermittent earthing. If there are any wandering earths 
about of the kind Mr. Fennell speaks of, I should say that 
the sooner they are burnt out the better. 

Mr. Fennell seems to be under the impression that I 
have claimed to be the originator of the **earthing idea." 
How he got that impression. I am sure I do not know, for, 
of course, I have made no such extraordinary claim. The 
principal object of my article was to point out that the 
combination of double wiring, enclosed throughout in 
earthed metal sheathing, with alternate earthing of the 
mains at regular intervals, gives all the advantages of con- 
centric wiring with uninsulated return, without its disadvan- 
tages, and so far as I am aware, the suggestion is novel. 

As to Mr. Fennell's claim for “credit,” I will simply say 
that none of the suggestions made, or opinions expressed, in 
my article, were in any sense originated by Mr. Feunell. 


G. C. Allingham. 


Glasgow E. I. Works.—Amongst the gentlemen 
mentioned in connection with the Glasgow Corporation elec- 
trie ligliting undertaking, we, unfortunately, omitted to give 
the name of Mr. Alexander Adams, the assistant mains 
superintendent. This gentleman has been with the depart- 
ment almost since the commencement of the undertaking, 
and has given infinite assistance to Mr. Ward. The district 
superintendents of the mains department are Mr. Slaughter, 
Mr. Black, Mr. Smythe and Mr. Miller. They have also all 
put in good work, | 
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BUSINESS NOTES. 


Electrical Wares Exported. 


WEEK ENDING Ост. 247TH, 1899. | WEEK ENDING Ост. 23RD, 1900. 


Albany .. Value £277 Alexandria .. «s .. Value £41 
Alexandria А «ё es 15 Amsterdam " 2s 30 
Amsterdam d EM . 110 Bombay is T is .. 246 
Boulogne .. 55 ә А 63 Buenos Ayres. Teleg.mat. .. 200 
Brisbane. Telez. mat. .. 200 Calcutta... zi ss S 688 
Buenos Ayres is ae .. 8,639 Teleg. wire .. . 223 
- Teleg. mat. .. 100 Cape Town.. i NY $m 25 
Calcutta... T © e 553 Colombo . re s . 248 
Cape Town .. $a i .. 236 Copenhagen. Teleg. wire . 136 
Christchurch es 2 s 75 Durban T" ы “+ .. 302 
Copenhagen. Teleg. cable 85 East London А $3 ee 60 
Durban à E i . 241 Fremantle .. єз ks . 214 
ET Teleg. mat. . . 199 Gibraltar E - 84 
Fremantle .. “> vs са 52 Gothenburg К? - .. 100 
Gothenburg su ©» is 12 " Teleg. wire .. .. 896 
Hamburg. Teleg. mat... .. 200 Hamburg .. ds ET AD 60 
Hong Kong.. as ae e 714 "5 Teleg. mat. .. .. ) 900 
Kobe .. Е vA а 856 Ніозо a: ВЕ k r 48 
Lyttleton .. - kd se 24 Hobart à . 010 
Melbourne .. 1s T 28 41 Heng Kong i 103 
ji Teleg. mat. 1,033 Karachi М 12 
Montreal РЕ im Ti Lyttelton = ee ws 68 
Nagasaki т МЕ $4 13 Madras Ps - .. 108 
Ostend is oe me 35 28 Mata. Ea oe iu . 150 
Otago.. 23 e «uc OP uns "5 Melbourne .. ‚= T oe 47 
Perth ee . ee oo 137 Monte Video ve ee ee 30 
Port Elizabeth. Teleg. wire . 317 Nagasaki. Teleg. cable .. 6,602 
Rio Janeiro.. vs da Ж 63 Ostend єл ws - .. 118 
Rosario “ a ES .. ER Penang. Teleg. mat. . 188 
Rotterdam. Teleg. wire -" 29 Pertn T" bt er . 222 
Santa Cruz .. 88 " ы 35 Port Chalmers. ie .. 109 
Santos s ег T . иН Port Elizabeth  .. e .. 801 
5 Teleg. mat. A .. 190 Rotterdam .. i 6 zi 87 
Stockholm. Teleg. wire .. 156 " Teleg. mat. a 45 
Sydney ats T . . 1,538 St. Petersburg. Teleg. mat. .. 225 
" Iron teleg. wire.. . 204 " Teleph. mat... 1&2 
Trinidad  .. кб Di 725 26 Seychelles. Teleg. instruments 11 
Wellington .. oA vu А 656 Sydney " ih dd . 914 
Yokohama. Elec. cable .. 200 Valparaiso .. T d аа 81 
» Teleph.cable .. 780 Vancouver. .. a 55 2s 19 
Wellington .. «d vs .. 108 
Yokobama .. i si . 474 
Total, es £14,231 Total ce £13,555 


Foreign Goods Transhipped. 


Durban. Telephones. .. . £48 | Barbadoes. Teleph apparatus. £54 
New York. КІ. с. goods e. 450 | 
| Total . £493 Total. £64 
Bankruptcy Proceedingx.—The first meeting of 


creditors was held on October 18th, at the London Bankruptey Court, 
before Mr. G. W. Chapman, Official Receiver, under the failure of 
T. W. Greaves & Co., electrical engineers and cycle manufacturers, 
230, East India Dock Road, Poplar, aud 6, Nelson Street, Greenwich. 
The debtor (Greaves) states that he commenced business in 1895 as 
an electrician with a capital of £10. [Two years later he removed to 
the present premises in the East India Dock Road, where the cycle 
business was added. Three months after that move, he was joined 
in partnership by a Mr. Ostermeyer, who introduced a capital of 
£150, and became entitled to onc half of the profits. The business 
was carried on by them for about 12 months under the stvle of 
Greaves, Ostermeyer & Co.. At the end of that period the partner- 
ship was dissolved, nothing being paid to Mr. Ostermeyer on his 
retirement. He (Greaves) subsequently carried on business alone 
up till January, 1898, when he took another shop at Nelson Street, 
Greenwich, which place he fitted up at a cost of £80. In December, 
1899, he was joined in partnership by Mr. William George Randall, 
who brought in a capital of £125 in consideration of receiving one 
third interest in the business, which has since been carried on nt 
both places as T. W. Greaves & Co. The accounts filed by the 
directors show liabilities £587 98. Od., against assets, stock, fixtures 
aud machinery, £14; book debts £1 11s. 9d.; and other debts 
£26 6s. 9d., to which no value is attached. The reasons assiened 
for the failure are loss in respect of the business at Greenwich; 
sudden bad trade; the circulation of a damaging report and 
cousequent stoppage of credit; bad debts; and immediately to 
pressure by creditors. The debtors filed their own petition on 
September 26th, aud they were directed to attend the Court on 
November 15th for public examination. They were unable to 
submit any offer, and the creditors left the case in the hands of the 
Official Recciver to be wound up in the ordinary course of bank- 
ruptcy. Appeuded is a list of the principal creditors :— 


Unsecured — £ s. d. 
Sux, Slatter & Co., London. "T ix т" .. 49 9 b 
Miliard Bros, London e pu "n 140 0 0 
Montague Gawnt & Co, London .. s КА .. 38 0 0 
Humber & Co., Limited, London .. = ЖЕ . #8 4 0 
Gent & Co., London .. a DE Sy vs 1617 8 
Sheffield, A. J., London i 2o .. 1518 7 
Walter & Co., London e 05 . 13 2 0 
Veritys, Limited, London ©з 5 - 1518 1 
Lang & Co., London .. К 12 15 11 
Dowuton & Co., London 11 14 4 
Bowen & Co., London Rs wa š 13 7 3 
Palmer Tyre Limited, Birmingham 21 0 0 
Jenson, Messrs., Hampstead ; КЕ 2s . 200 0 

Prefer sntial— 

Rent T i ee m 205 . 2713 6 
Rates and wages её vi - ee 1217 5 


Mr. B. S. Dunn's release as trustee in re H. L. Joseph, electrical 
engincer, of Brondesbury and Canonbury, dates from August 24th. 


Belgium.—La Compagnie Internationale d Electricité, of 


Liége, has rece.itly established large new works for the manufacture 
of arc lamp carbons, 


-subjected to tests. 


Dissolutions and Liquidations, — Creditors of i 
British Blahnik Arc Light Company, must send particulars of claims 
&c. to W. H. Chantrey, 57, Moorgate Street, the liquidator, by 
November 24th. 


Messrs, W. H. Chambers and G. A. Edwards (W. H. Chamber 
and Co., electrical engineers, 5, Milk Street, London’, have di. 
solved partnership " pursuant to a declaration and order dat; 
August 30th, 1900, made in an action in the City of London Com, 
Edwards v. Chambers, No. 338." 


Liquidation Notice,—At the Bath County Coun, lag 
weck the Brush Electrical Engineering Company petitioned for ih: 
compulsory winding up of the Acetylene Light Syndicate, Limited 
On October Ist the syndicate passed a resolution for voluntary 
liquidation. Deputy-Judge Hastings dismissed the petition. 


Books Received. — Flames, Electricity and th 
Camera," by George Iles. London: Grant Richards. "=, 6d. ne 

“The Lead Storage Battery," by D. G. Fitzgerald. Lendon 
Biegs & Co. 7s. 6d. 


The British Fire Prevention Committee. — Ib: 
Executive of the British Fire Prevention Committee have deidd 
to postpone the opening of their new testing station mutil aftar 
Christmas, as their testing operations are principally carried us ip 
the spring aud summer months, and many of the firms who wit 10 
have tests undertaken prefer to avoid the winter weathe ur 
research work of this description. During the first pan dd 
current session the Executive: of the Committee will hur t 
mainly occupied in dealing with tests already undertaken ju ur 
summer, but in respect to which reports have not yet been is xd. 
They will also be preparing an analysis of the tests undertaken to 
date, for which there appears to be considerable request. Th 
offices of the Committee at Waterloo Place will again be ата). 
during the winter months as a reading room, and a file of over 8) 
technical journals from different parts of the world hs been 
arranged for, whilst a small collection has also been formed in the 
reading room with a view to showing materials that have been 


Catalogues and Lists.—The General Electric Company. 
Limited, have issued an October shect of certain ceiling roses, high 
voltage fuses, switches, and other accessories of a like character. 


The Westinghouse Companies’ Publishing Department have еш 


out Circular No. 1,032, which describes and illustrates in their. 


usual excellent manner the Westinghouse No. 56 tramway motor 
The various parts are shown by photograph and by sectional draw- 
ing, and notes of the construction, &c., are given. 


The latest list of the British Thomson-Houston Company ‘No. 76 


describes in some detail, with the aid of diagrammatie and phote- 
graphic illustrations, the firm's rheostats for generators and motors 


The Société Francaise des Accumulateurs “ Phénix,” of Paris, whe 
received a gold medal for their exhibit at the Paris Exhibition, 


have sent us a handy pocket booklet giving some descriptive notes 


of their“ Phénix " batteries for various purposes. 


The Compagnie Générale de Constructions Electriques, of Paris 


were awarded a grand prize and two gold medals at the Paris Ex- 
hibition. 

Messrs. Markt Bros. & Co., of Becch Street, Barbican, are cirt 
lating numerous illustrated price sheets of their electrical goods 
these including a variety of lampholders, cciling roses, еш-ой, 
switches, wall pushes, electric light cables and cords, electric bell 


and bell fittings, indicators and accessories; also portable telephone 
sets and complete telephone stations, and electrical and magaelie 
toys. It is stated that the bulk of the goods particularised in these 
lists are manufactured by Messrs. Markt in England and abroad 


Low prices are the special merit claimed. 


Some tests of the relative efficiency of various non-conducting 
compositions were made at the London University College a fen 
The experiments wer 
carried out on the condensation of steam in steam pipes when un. 
covered, and when covered with a uniform thickness of 1} inches at 
They were made for Messrs. Snowdon Sons & Ce- 
of Millwall, and the results showed distinctly the best figures fat 
The experiments with Snowdon's material 
were made at four different boiler pressures, viz., 80, 45, 59, sud 
. 3 lbs. gauge pressure ; that of five other makers was experimented 
with at only two pressures, viz., 80 and 45 lbs. The bags of Snowdon 5 
composition were selected from stock at random by Prof. Bear > 
assistant, the others being bought in the ordinary way for covering 
particulars of the 
apparatus employed are given in a pamphlet issued by Мег 
In a table the 
temperature of the steam given is the mean in each case of the 
observed results. The other compositions are arranged in this 
table in order of merit, beginning with the uncovered pipe, ani 
finishing with the material which showed the least amount ^i 
Another report printed in the samc 
pamphlet is that of Mr. J. Zulauf, who conducted tests at St 
Petersburg, on behalf of the Russian-American India-HRubber Works, 
Messrs. Snowdon = 
It contains particulars ari 
illustrations of a large number of lubricators for use with " Sue 
drift“ lubricant. Several kinds of machinery oils, asbestos pack: 


months ago by Prof. T. Hudson Beare. 


compositions. 


this firm’s composition. 


steam pipes. A table of the results obtained and 


Snowdon, of which a copy is now before us. 


condensation in the pipe. 


and who also found most satisfactory results. 
general catalogue is also before us. 


sheeting, yarn, asbestos faced valves, cocks and such-like good: ^" 
detailed. КЕ 


The Mica Lubricant Company, of South Shields, have forwató: 
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+o us several lists of their specialities. These include their patent 
mica grease. It is asserted that llb. of this grease is equal to 2 
7411009 of castor or 4 gallons of mineral lubricating oil, meaning 
eut lewt. of grease will do work equal to that done by 1 ton of 
castor or 2 tons of mineral oil. The grease" is made in four con- 
<stencies to meet the various conditions and machinery. The 
“ind” stuff is for land engines running at low speed; the 
"marine" is a little stifter and is intended for warmer positions; 
“Indian” is for use in hot places in works, open bearings, and for 
tropical climates ; the “cream grease” is for small machinery. The 
lits before us also describe their lubricators for employing this 
mase, and give particulars of their patent mica packings—non- 
e nducting and self-lubricating— which are stated to have come 
‘uroagh the most severe tests, in both high and low pressure 
ху деге, with excellent results. There accompanies these lists one 
‘oom the Harbinger Elastic Metallic Packing Company, of the same 
udilress, citing the advantages claimed for the “Standard " patent 
wtomatic metallic packings, which are said to be suitable for any 
Jes of engines and not to necessitate any alterations to existing 
stuing boxes. The packing rings are enclosed in a locked casing, 
buch is in two halves, securely screwed together. The same 
pies to the spring holder and to all parts of the packing, there- 
fure it can be taken out of the stufting box at any time for examina- 
‘yn without the possibility of parts being lost, or falling off the rods 
and becoming damaged. The packing is self-adjusting, and no 
«her parts. but the packing casing floats to suit the movements of 
we rod. The packing rings are made of “Mica” anti-friction 
utal witha melting point of 550° F., which is well-suited for 
gine. using superheating. 

All who reccive a copy of the 1900 album of Mr. Arthur Koppel, 
ek Monument Street, E.C., will for a time find their attention fastened 
тул the very effective artistic production on the front cover. It 
presents the interior of an iron-works at night time when the 
vemtions are in full swing; the lurid glare of the brilliant fires 
ugha up the darkness of the works in a very attractive manner, and 
the whole thing looks so realistic that one can almost hear the 
‘latter of the workmen’s tools as the forge and hammer render 
«rice, The view is seemingly one obtained at the Berlin works 
«f Mr. Koppel, where portable and permanent railways aud their 
parts are manufactured. The letterpress is printed in four languages, 
wid the English introduction casts a backward glance upon the 
ingress achieved in the department of field and factory railways, 
xach have done so much to help the development of industry 
anag the century which is now on the wane. So far as Mr. 
*^ppel's efforts are concerned, these have consisted in the adoption 
ci new contrivances, systems and methods, which should lead to 
crater economies in railway working, whether in the adoption of 
certain rail sections, the use of new clip-washers, the employment 
cf pressed sheet metal for truck frames, the working of railways by 
waridity, or in saving tractive power by the employment of 
"ler. There is a highly promising future in store for all 
-vat railway stock and apparatus, but more particularly 
“that so in connection with electric traction. As to the contents 
-Í the album before us, these include views of works and plants 
vustructed by Koppels. They show light railways adapted for use 
о ће Norway heights for rock removal, harbour luggage transport in 
mark, a portable electric line on a Belgian hotel site, a railway on 
‘ze East London waterworks, an electric trolley line for coal transport 
it France, an electric trolley railway for a Nederland beet sugar 
nil, and a large number of other similar electric and steam lines in 
"nous parts of the world, including Siberia, Syria, Africa, India, 
\sstralia, and America. The pictures are themselves of great in- 
terest from a general point of view, but to those who take an interest 
т the construction of light railways they are of particular service 
* showing the important work of this well-known firm. 


_Hleetrie Cranes, — The Clayton Engineering and 
"ietrical Company is to supply a 30 cwt. portable electric crane 
© the Southampton Harbour Board. 


Electric Radiators.—The Prometheus Company, of 
Borkenheim, have for some time manufactured cooking apparatus 
aid heaters of various descriptions which have met with great 
arcis both in this country and on the Continent, and their sole 
vents here, Messrs. O. Berend & Co., Limited, are continually intro- 
ue new patterns of cooking apparatus and new applications of 
= patents owned by the Prometheus Company. Under this com- 
2217 s patents the electrical energy is converted to heat through 
io formed of thin films of precious metals, such as gold, 
10 Ke, deposited on an insulating base of mica, enamel or 
ber suitable material. Resistances up to 25, 000 ohms can thereby 
у be obtained. The scope for the use of resistances of this 
“<tiption is practically unlimited where a heating effect is 
roquired, and those deposited on a mica base have lately been 
юе for electric heating stoves or radiators. Although the use 
: | ectric energy for this class of heating has generally been con- 
"ted too expensive, cases frequently arise where the advantage it 
1 w far outweighs the question of cost, and where the cost of 
Т high and electric energy can be obtained cheaply, radiators 
Mae нп can be used to advantage. There is also a large 
Dr or users of electric energy to whom the question of cost is of 
is ee if greater comfort and convenience can be obtained ; 
= | n at Frankfurt has now been fitted with these radia- 
15 . and all other means of heating and warming 
"iur T Electric etoves or radiators should be designed to act 
ае possible, in other words, the amount of metal and other 
i. "e 1 material in connection with the resistances should 
is 5 to a minimum. In the stoves designed by the Prome- 
da ompany this point has received great attention. А mica 
P Ste inches x 13 inches x rj5;th inch thick, coated under 


the Prometheus pateuts with a film of precious metal, had a resist- 
ance of 120 ohms aud at 110 volts absorbed 0:81 ampere or 89 
watts; the massor volume of the mica is, of course, extremely small, 
and the resistance radiates practically 76 calories per hour immedi- 
ately. Au average room of 3,531 cutic feet capacity requires some 
2,000 to 2,500 calories per hour to warm it, and 30 of these resist- 
auces would therefore be required. The weight of the mica strip 
is practically nil, and the terminals or connections can be kept very 
light; the combination, therefore, absorbs but little heat and 
practically the whole of the energy is at once available. In 
practice, to ensure durability it is desirable that the temperature 
of the strips should not exceed 450’ C., this corresponds to 70 
to 75 watts per strip; at 90 to 100 watts the strips 
show dull red in the dark and oxidation would then occur. 
As stated above, resistances up to about 24,000 ohms can be 
obtained on a strip measuring 513 inches X 145 inches x ,;,',,,th 
inch, and they can be connected in parallel in any number required 
to obtain the desired effect of the stove, and can be designed for any 
pressure of supply and for any temperature of the stove up to 
400° C. The Prumetheus stoves for these strips are circular, thus 
affording the greatest strength for the least weight, the number of 
strips employed dependiug on the size of the stove. The strips are 
mounted in two rows on a frame fitting into the circular case, the 
outer row therefore radiates heat direct, and a coutinual current of 
air passes up and is heated between the two rows. As each strip is 
independent and connected to the circuit in parallel, any опе can be 
replaced or removed without altering anv connections. The 
smallest pattern of stove contains 12 strips, weighs 5 lbs., and takes 
б to 8 amperes at 110 volts, the medium size contains 24 strips, 
weighs 10 lbs., and takes from 2 to 16 amperes at 110 volts, and the 
large size contains 48 strips and weighs 15 lbs. This and the 
medium size are fitted with the Prometheus regulator, enabling tle 
stoves to be used from quarter to full power in four steps. Under 
ordinary conditions the small size radiaters will be sufficient for heat- 
ing rooms of from 700 to 900 cubic feet, the medium size for rooms 
of 1,400 to 1,800 cubic feet, the large size for rooms of 2,500 to 
2,800 cubic feet capacity. To give the stove a cheerful appearance 
wheu working, a ruby lamp is arranged behind the mica strips and 
shiues through aud between them. 


Garcke's Manual.— The fifth edition of this well known 
"Manual of Electrical Undertakings" will be published about 
November Ist next. It will contain general information and 
particulars relating to over 1,250 electrical undertakings including, 
where possible, copy of latest accounts and comparative tables 
showing progress. The number of pages has increased to about 
1,300. The publishing offices are at Donington House, Norfolk 
Street, W.C. 


For Sale.—Among our advertisements to-day are given 
some particulars of the electric fittings business of the Volt Elec- 
trical Company, Limited, of Birmingham, which is offered for sale 
as a going concern. 

The Oldham Electric Light Committee invite offers for lead battery 
boxes, plates, and copper connections, containing about 22 tons lead 
and 14 tons pure copper. Offers stating the net prices per ton to be 
seut to Mr. Arthur Andrew, Superintendent, on or before ‘Tuesday, 
November 6tk. 

Hub Motors.—An interesting innovation in the way of 
automobiles is about to be introduced in this country ; a short 
demonstration of the system was given on Monday last, when a 


. light two-passenger carriage was put through its paces on the 


Thames Embankment. The principal feature of the invention is 
the ingenious device of placing the motor in the Aub of the driving 
wheels. ‘The result is a remarkably light and graceful, and, we may 
add, mysterious vehicle—the motive agency being to the uninitiated 
an insoluble puzzle. As we hope to be in a position shortly to give 
full particulars and drawings of this remarkable type of auto- 
mobile, we shall forthe present merely add that the trial runs were 
entirely successful. 


London County Council.— It was decided at the meet- 
ing on Tuesday to approve the accounts relating to the Council's 
tramways for the financial year ended March 31st, 1900. The 
accounts, after meeting expenditure, interest and sinking fund 
charges, left a balance of £54,847 for disposal—a result which the 
Highways Committee regarded as very satisfactory. 

The Camberwell Cenerating tnt ion. — The adjourned report of the 
Highways Committee reminded the Council that Section 28 of the 
London County Tramways Act, 1900, empowered the Council to 
acquire certain property adjoining the Camberwell tramway depot 
as a site for the erection of agenerating station. Since the passing of 
the Act it had been represeuted to the Committee that instead of 
acquiring some of that property, it would be more advantageous for 
the Council to purchase the premises of St. Matthew's girl's school 
adjoining the depót in Camberwell New Road. On the recom- 
mendation of the Committee, it was decided to seek powers in the 
next session to acquire the school for that purpose. 

Sliding Scale of Charges.—1t will be remembered that last March 
the Council decided to make a representation to the Board of Trade, 
under the provisions of the orders grauted to the Westminster Electric 
Supply Corporation, that the maximum price allowed to be charged 
by the company should be reduced from 3d. to 5d. per unit, and at 
the same time the Board was asked to hold an inquiry in relation 
to the matter. The Highways Committee now stated that an inti- 
mation had been received announcing that as the Board of Trade 
has under consideration the question of the imposition of a sliding 
scale of charges upon electric lighting companies iu general, the 
Board proposed to defer taking action upon the Council'a repre- 
sentation with regard to the charges of the Westminster Company. 


ee — чаа 


—— — ——— U— — 


= —— — 
—— . — — — — — — 


„КЕК ат кез ci 


VE — —— 


` 


„ 
C » х = + m * 

= г) mod 

- A —— rew, 

2 — — * 7 —— + " m . 
E ж а 3 

— — — —— . ü — alme n 
" 2 ae ES 


— 25 Ё - Ф РА " pisc ER ee нч 


600 


THE ELECTRICAL REVIEW. 


[Vel 47. No. 1,196, Остоввв 26, 1900, 


The Westminster Bridge Tramway.— The Parliamentary Com- 
mittee reported that in considering the best method for giving 
effect to the 36 proposals for the construction of new tramways, 
they had had before them that for a line over Westminster Bridge. 
It appeared to the committee that the latter scheme might raise 
considerable opposition and so place difficulties in the way of the 
Council obtaining legislation to carry out the numerous other tram- 
way proposals which otherwise might be to a large extent unopposed. 
After giving the matter careful consideration the Committee re- 
commended that that particular scheme should be abandoned, and 
this was agreed to after discussion. The question of deciding to 
renew the application to Parliament for powers to reconstruct 
as a double line for electric traction the existing single line from 
Camberwell Green to Vauxhall was adjourned until next week. 


Mansion Lighting.—The Alliance Electrical Company 
has recently completed an important installation for Dr. Rutherfoord 
Harris, M.P., at his country mansion, Llangibby Castle, Wales. 


The Responsibilities of Electricity Supply Com- 
panies. -At West London Police Court this week an application 
was made to Mr. Rose for a summons against the Notting Hill Elec- 
trie Light Company for failiug to connect premises according to the 
Act. It appeared that a gentleman became the occupier of а house 
in Upper Phillimore Gardens, Kensington, aud an application was 
made to the company to connect the premises. The company con- 
scented to the application, but on condition that the gentleman 
would siwa an agreement to allow the premises to be disconnected if 
it were found that the plant was insuflicient for the coming winter. 


To that an answer was given that the agreement was unreasonable, . 


and there the matter cemained, the company not connecting the 


premises.—-Mr. Rose suggested that the company had not made: 


default iu the terms of the Act.-—The applicant submitted that the 
company was bound to supply electricity without any agreement. 
The company might connect the premises one day and disconnect 
them on the next.—Mr. Rose said the applicant might take a 
summons to try the question. 


The Telephonograph.—The presence of the Siamese 
Court Troupe at the Zoological Gardens in Berlin, has been seized 
upon by Profs. Stumpfand Neesen of the Berlin University, to make 
some interesting experiments inthe study of the peculiarities of 
Siamese music. The professors hit upon the idea of employing the 
„Telephonograph,“ which was kindly lent by Messrs. Mix and 
Genest, Limited. With this apparatus ‘a description of which we 
have recently given), the musical effects were reproduced with 
such accuracy, distinctness, and graduation in the succession of 
sounds, that it was impossible to distinguish between the actual 
performance by the Court Theatre Troupe, and its reproduction on 
the “ telephonograph." 


Trade Announcement, — Messrs. W. Macdonald and 
Co., o£ 66, Fiusbury Pavement, B.C., have been appointed London 
aud South country agents for Mr. W. Rickard, of Derby. We are 
informed that Mr. Macdonald was for some time manager of Messrs. 
W. T. Glover & Co.’s Diatrine department at Salford, and after that 
joined the staff of Messrs. R. W. Blackwell & Co., Limited, assisting 
in the equipment of various tramway systems, including the 
Potteries, Norwich, and the Seaforth—Crosby tramway section of 
the Liverpool Overhead Railway Company. 


Ward Leonard Apparatus, — The Ward Leonard 
Electric Company, of America, sends us a photograph of its 
"SU" type motor starting rheostat, having automatic “ no 
voltage release. The print shows the size furnished for 4 to 2 E. p. 
inclusive—125 and 250 volts, with slate front 6 inches x 6 inches. 
Another photograph received from the same company, shows 
a speed controller adapted for controlling a motor driving a 
printing press or for similar heavy duty in which the motor is to be 
started under heavy torque, and operated at various reduced specds. 
The circuit is opened aad closed by an independent, interlocking, 
double-acting snap switch provided with hammer blow feature. By 
this make-and-break switch, the burning of the contacts is almost 
entirely eliminated, making the controller especially adapted for 
continually starting and stopping the motor under conditions of full 
load. The switch contact parts are of very large surface for the 
curreut they are designed to carry, and every part is easily remov- 
able from the face of the switch. The. controller is also provided 
with the makers’ “DK” type circuit breaker, adjusted for opening 
at overload and also at failure of current on the line. A pair of 
binding terminals are provided for running circuit around press, for 
short circuiting the field (holding) magnet, by push buttons, thus 
opening the circuit in case it is desired to stop the press from some 
distant poiut. A third photograph, shows one of seven rheostats 
recently furnished to Messrs. D. Bruce Peebles & Co., of Leith, for 
startiug a 100-1. P. 250-volt motor. The size of box is 22 inches x 
28 inches & 6 inches deep. The resistance employed is German 
silver attached to the back of slate. The cast-iron box is then placed 
aud sealed against the slate, aud then filled with dry sand, com- 
pletely surrounding the resistaucc strip for absorbing the heat 
generated during the period of starting. Among the good features 
claimed for this apparatus are the following: 

All Mis d Due parts are of cast brass, made removable from the face of 
the front without disturbing any of the internal connections. 

In the position of short circuit, the armature current has a short path through 
two terminal lugs, thus avoiding the possibility of heating of the switch pivot or 
contacts while in normal running position. 

This instrument will stand for 15 seconds without injury, 100 per cent. more 
current than the normal torque of the motor. 

"Tbe resistance being entirely enclosed, the possibility of molten metal setting 
fire in case of a burn out, is entirely eliminated. 

The sole agents of the Ward Leonard apparatus for England and 
France are Messrs. Geipel & Lange, of Westminster, S.W. 


ELECTRIC LIGHT AND POWER NOTES 


Abram.—The D.C. has resolved to apply for a prov, 
order for electricity supply. 


Ashton-in-Makerfield.—The D.C. has decided to apply 
to the L G.B. fora prov. order to supply electrical energy within 
its district. 


Austria.—Electric lighting has recently been adopted in 
the Berlin-Karlsbad express by the Aussig-Teplitz railway authorities, 
À small dynamo, driven off one of the carriage axles, provides tbe 
current, not only for direct lighting, but also for charging a letter; 
of accumulators, on to which the lighting circuit is switcbed when 
the train stops. 


Barry.— The D.C. is considering the advisability o 
applying to the B. of T. for a prov. order for electric lighting 
purposes. 

Basingstoke.— The Т.С. has decided to engage Mr. 
R. P. Wilson, of Westminster, to report on an electric lighting 
scheme for the town, at a fee of 25 guineas. 


Bournemouth.—Negotiations are in progress етм; 
the Bournemouth and Poole Electricity Supply Compauy, Listes, 


and the T.C. with regard to the purchase of the compauy's m 


taking. | 


Brigliton.— At the last meeting of the T.C. the Lighting 
Committee reported that they had decided that a letter be sent tu 
all wiring contractors in the borough, informing them that electric 
motors exceeding 5 H.P. will be supplied at 460 volte. The Com 
mittee having been asked to again consider the question of applying 
for powers to wire consumers’ premises, it was resolved that th: 
General Purposes Committee be requested to include in the Bill, to 
be promoted next Session, power to enable the Council to wire con- 
sumers' premises through the medium of wiring contractors On 
division, however, the latter recommendation was rejected. An 
estimate was submitted of the further amount of capital which would 
be required for the purposes of the Corporation electricity under- 
taking during the years 1901-2. On the recommendation of the 
Lighting Committee it was resolved, und voce, that application de 
made to the L.G.B. for sanction to borrow £56,500 for a period of 
25 years. The estimate, which was prepared by Mr. Christie, included 
the following: Two steam dynamos (500 Kw. each) and switch gear, 
£15,000; one condenser, pumps and connections, £2,500; three 
boilers, pipes and accessories, £9,000 ; total, £26,500. New feeders, 
£11,500; new distributors, £5,000; house service and meter 
(1,000), £12,000; total, £28,500 ;—contingencies, £1,500 :—grand 
total, £56,000. 


Bristol.—Sir Benjamin Baker visited Bristol lust weck 
for the purpose of examining the site of the foundations of the Cor- 
poration's new electric works in St. Phillip's Marsh, in connection 
with the dispute which has arisen between the architect, Mr. H. J. 
Williams, and the engineer, Mr. Faraday Proctor, as to the песок; 
of certain strengthening supports for such a building. Sir Benjamia 
subsequently heard what Mr. H. J. Williams and Mr. Faraday 
Proctor had to say, and he will give his decision at an early date. 


Caleutta,—O wing to the abnormal rains last month, a 
serious fault developed on the mains of the Calcutta Electric 
Supply Corporation, Limited, rendering it necessary to shut down 
the positive side of the lighting system. As the principal street 
remained under water, the fault could not be remedied until tb: 
floods abated. 


Colwyn Bay. — The D.C. has received so many 
applications for electricity supply that extensions are already 
under consideration, although the buildings have only just been 
completed. . 


Coventry.—On Tuesday last the E.L. Committee of th 
T.C. for the first time made а tour of inspection of the electnay] 
works and sub-stations, escorted by the city electrical engineu. 
Mr. G. S. Ram, The total number of consumers is now 301, mÙ 
20,357 lamps. 


. Croydon.—The E.L. Committee of the County Come! 
has raised the price of lighting by arc lamps from £18 to £21 рї 
annum per lamp. 


Dalkey.—At the last monthly meeting of the Dalke 
(Co. Dublin) U.D.C. a letter from Messrs. Porte, Sykes & Со. 
Dublin, was read, advising the Council that it was their intention 
to apply to the Board of Trade for an electric lighting prov. order 
for the township of Dalkey. It was suggested that the D.C. shoul. 
consider a proposal to establish a joint electric lighting scheme a 
the townships of Blackrock, Kingstown and Dalkey, and after seme 
discussion it was resolved to refer the matter to the solicitor of i 
Council, who also was instructed to object to the prov. order referre 
to above. 


Dartford.— On Friday Mr. Н. P. Boulnois, M. Inst. C. . 
held an inquiry on behalf of the L. d. B. into the application of t-t 
D. C. for sanction to borrow £20,000 for electric lighting раро“ ` 
There was considerable opposition from the ratepayers, who deciar! 
that the undertaking would not pay. Mr. Hawtayne explained i t 
system to be adopted. 
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Fast Stonehouse.—Notice of the proposed transfer of 
the U.D.C's, provisional order to the Devonport Corporation appears 
in the London Gazette. 


Eeeles,—Col. J. T. Marsh, R.E., held an L. G. B. 
inquiry at Eccles on Thursday into the application of the Corporation 
to borrow £5,308 for purposes of electric lighting. It was stated 
hat the electric lighting loan was for money already expended on 
necessary extensions of the main cable. There was no opposition. 


Шесітіе Lighting of Trains.—La Société Electri- 
cité et Hydraulique, of Charleroi, has secured a contract from the 
рылап State Railway authorities to equip a large number of rail- 
way carriages wich electric lighting on the Stone system. 


Frome.—A special meeting of the U. D. C. was held 
ast week for the purpose of further considering the reports of Mr. 
г Н. Medhurst, consulting engineer, as to the establishment of 


electric lighting works in the town, and a resolution was passed 
deciding to proceed with the matter and obtain the necessary prov. 


order. 


(ainshorough.—A pplication is to be made to the B. of T. 
fora prov. order to supply electricity for all purposes within the 
aban district. 


Hexham.—An adjourned meeting of the U.D.C. was 
beld last week to consider the question of the supply of electric 
light to the town. It was resolved that the Council oppose the 
application of the Northern Counties Electricity Supply Com- 
pny fora prov. order for the urban district, aud that Messrs. 
Lacey, Clirehugh & Sillar be employed to prepare a preliminary 


eveme with a fall report as to the best method of lighting the dis- 


тї of Hexham. 


\гейз.—А report has just been issued by the Lighting 
onmittee, giving a review of the work done during the year ended 
Moreh 23th last. The Leeds Mereury says that the report points out 
that the period under review being the first complete year of the 
‘crperation’s ownership of the electric lighting undertaking, 
asteriala are not available for a tabulated comparison cf results with 
‘hose of previous years, but it might be said that the business has 
ondergone considerable expansion since its acquisition by the Cor- 
tion. The number of consumers and the lamps, &c., installed, 
expressed in the equivalent of 8-c.P. lamps, were respectively as 
follows:—At March 25th, 1899, number of consumers, 980; at 
March 25th, 1900, 1,393; increase 413 (421 per cent.). Lamps 
stalled at March 25th, 1899, 78,380; at March 25th, 1900, 106,263 ; 
ioerease 27,883 (35/5 per cent.). The units sold were 2,005,840 ; the 
ттеппе from this source, after provision for discounts and had 
debts, was £34,156 1s. 114., an average price of 409d. per unit. The 
average consumption of current per lamp was 21 units, yielding a 
revenue of 7s. 18d. per lamp. The capacity of the works had been 
wereased during the year by the addition of a combined engine and 
uternator of 640 Kw. (1,000 1.H.P.) with necessary boilers, pipes, &c., 
bringing the total capacity to 3,040 xw. (5,300 I. H. .]; and two 
milar sets remained on order at the close of the year. In addition 
to ordinary extensions of mains in various parts of the city, new 
"wk mains had been laid to Hunslet, and others are in progress 
‘or Chapeltown, Roundhay Road, and other districts. In view 
' the necessity for erecting extensions of the works on 
‘ue site formerly occupied by Britannia Mills, the Committee 
wak into consideration the question of the system of supply of 
ewtreity for lighting and motive power, and the manager of the 
department was instructed to make a tour in Amcrica to obtain 
‘formation on the subject. A report was also obtained from Messrs. 
Hopkinson & Talbot, consulting engineers, and, in accordance with 
teir advice, it had been decided that in future extensions of plant 
‘be two-phase alternating system should be adopted. Plans were 
"ing prepared for the development of the Britannia Mills site on 
‘hese lines, The capital expenditure during the year was £75,006 
ils. 7d., and the total capital expenditure to March 25th, 1900, was 
20 3s. 3d., including £217,420 paid to the Yorkshire House- 
‘House Electricity Company, Limited, as purchase money for the 
oüeraking as at August 31st, 1398. The total receipts on revenue 
svuunt were £36,220 15s. 5d., and the working expenses were 
“929 10s. 10d. (119d. per unit sold), leaving a gross profit of 
£26,291 4s. 7d. After dedueting interest (£12,473 58. 10d.) and 
‘aking fund charges (£5,316 Os. 2d.) a net profit remained of £8,501 
“s 7d. The total surplus on March 25th, 1900, was :—On capital 
"Uspeuse account, £3,785 48. 2d.; on revenue account, £8,501 18s. 
i, giving a total of £12,287 2s. 9d. Of this amount, £4,000 has 
“nce been applied in relief of rates. The working expenses per unit 
“ld (119d.) were the lowest recorded in the history of the under- 
mang for a complete year. 


Limerick, — With reference to the inquiry held on July 
llth by Mr. P. C. Cowen, L.G.B. inspector, in reference to the 
"rpuestion of the Corporation for a loan of £22,000 to carry ont а 
“heme of electric lighting in the borough, the L.G.B. for Ireland 
ss intimated to the Corporation that the application is refused. 
“videuce was given at the inquiry to the effect that it was desirable 
‘establish a system of electric lighting for the borough, and that 
taere Was a special reason for action by the Corporation, as a Bill 
was then before Parliament, the purpose of which was to enable a 
‘vate company to’ generate electricity by water-power derived 
mom the River Shannon, and supply it to the borough, thus creating 
"mpetition with the lighting authority, the Corporation, who, are 
‘© owners of the gasworks. The Bill in question, however, has been 
“jected by Parliament, so that the danger of competition referred 
\0 has been removed. As no other strong evidence was led in favour 


of the application, and as the rates are already 11s. 1d: iu the £, 
While the finances of the T.C. are in an unsatisfactory condition, the 
Board has come to the decision stated above. 


London.—The headquarters of the Honourable Artillery 
Company are being wired for electric light, and everything will be 
ready for the reception of the C. I. V. on Saturday. Some beautiful 
fittiugs have been designed for the spacious rooms in this well- 
knowu building, and the arms of the H.A.C. are being effectively 
worked in them. The contract is being carried out by Messrs. 
Donnison, Berlyn, Sillem & Co. 

ST. GEoRGE's, Hanover SoraRE.— The Vestry has made au 
agreement with the Westmiuster Electric Supply Corporation, 
Limited, for lighting the publie thoroughfares of thd parish with 
electricity. According to the Times, the installation is to consist, in 
the first place, of 600 arc lamps for continuous current of 500 or 750 
watts as the Vestry may require, the posts to be of the same design 
as those already erected near Victoria Station. In places where are 
lamps are not required incandescent lamps of 60 or 120 watts are to 
be fitted to existing gas brackets where necessary. The number of 
these will be comparatively small. The work is to be begun imme- 
diately, and to be completed, so far as the 600 are lamps are con- 
cerned, by June 30th, 1902. The total cost of lighting the 42 miles 
of public ways contained in the parish is estimated at abont £17,000 
per annum, as compared with £11,000, the present cost of lighting 
with gas. For this additional expense the ratepavers will get from 
15 to 20 times the amount of light which they enjoy at present. 
The agreement is to remain in force for 31 vears, or until the 
undertaking is purchased by the local authority, whichever shall 
first happen, but after 10 and again after 20 years the local 
authority is entitled to rcfer to an arbitrator the question whether 
the payment per lamp per annum fixed by the agreement should be 
varied in consequence of any substantial alteration in the cost of 
lighting The company is not to lose by any award which the 
arbitrator may make, but, on the other hand, any increase of profit 
may be apportioned between the company aud the local authoritv 
in such manner as the arbitrator may think fit to award. The 
annual cost of each lamp will be :—750 watts arc lamps, £32; 500 
watts ditto, £22; 120 watts incandescent lamp, £4; 60 watts ditto, 
£3 ; these rates to be subject to a cumulative rebate of 4 per cent. 
per annum for each year after the first full year during which any 
lamp has been used. | 

WHITECHAPEL.—The Electrical Committee of the District Board 
of Works has given notice of a great reduction in the price of cur- 
rent supplied to users of motors, during the hours before the 


. lighting of the streets is commenced. 


MARvYLEBONE.—On Tuesday evening a special meeting of the mem- 
bers of the St. Marylebone Vestry was held, Mr. T. H. Brooke-Hitebings 
presiding, for the purpose of resuming the adjourned debate on the 
motion of Mr. E White:—That the Vestry now confirm that part 
of the Minutes of Thursday, August 2nd, 1900, which related to the 
proposed purchase of the Marylebone undertaking of the Metro- 
politan Electric Supply Company, and which empowered the 
advisory Special E.L. Committee to conclude negotiations with the 
company for the transfer of its undertaking under the (West 
London and Marylebone; Electric Lighting Order as embodied in 
the provisional agreement dated June 25th, 1900. The price pro- 
posed to be paid by the Vestry for the undertaking was £916,000. 
The discussion was a lengthy one, occupying the attention of the 
Vestry for over three hours. Messrs. Dunn, Paxton, W. Sutherland, 
J. Anglim, and others, spoke strongly in favour of the delegation’s 
recommendation being adopted, while Sir Edwin Galsworthy, Mr. 
G. R. Н. Stringer, Mr. M. Morris, and others, spoke in opposition, 
and urged that such an. important matter should have been left to 
the new Borough Council to deal with. It was contended also that 
the price asked was far above what ought to be paid. The company 
required £500,000 for the goodwill, and in less than 40 years the 
Vestry would have the undertaking without having to pay anything 
for goodwill. On the question being put to the vote, the non- 
confirmation was carried by 31 to 26. The scheme proposed by the 
Special Committee therefore falls through. 

ROTHERHITHE.—The Vestry has refused to consent to the County 
of London and Brush Provincial Electrie Lighting Company, Limited, 
applying for a prov. order for the supply of electricity in the 
parish. 

Last Friday s London Cazette contains the following notice: 


North Metropolitan Electric Power Supply. 
63 and 64 Vict.—Session 1900, 


Notice is hereby given that, subject to and in accordance with the provisions 
of the North Metropolitan Electric Power Supply Act, 1900, the necessary 
arrangements are being made for the supply of electricity («) to the authority 
for lighting streets, bridges, or public places; (b) to all local authorities, persons, 
or companirs being authorised undertakers under statutory powers within the 
districts of the Poor Law Unions of Hendon, Barnet, Edmonton, Ware, Hert- 
ford, elwyn, St. Albans, and Chingford. 

Dated this 16th day of October, 1900. 

By order, 
Go. J. SOMERVILLE, Se:retary, Burrey House, 
Victoria Embankment, London, W.C. 


Malton.—At a special meeting of the Norton (Malton) 
U.D.C. last week to consider the terms of the agreement with the 
Northern Counties Electric Supply Association, who desired the 
Councils consent to their application to the B of T. for a prov. 
order to supply electricity within the district, the Council approved 
of the signing of an agreement by which the association undertakes 
to light the district with electricity at a price 30 per cent. less than 
is paid for gas; to establish works in the district within two years 
of obtauuug an order; not to charge more than 7d. per unit to 
private consumers; and to sell the works to the Council, if desired, 
at the end of 12 years. 
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Melksham.—For £30 the D.C. has granted a 21 years’ 


license to a company to supply electricity. 


Newport (Mon.).—The T.C. has decided to apply to the 
L.G.B. for sanction to borrow £30,000, repayable within 25 years, 
for electric lighting purposes; £10,000 of the sum has already been 
spent. 


North Metropolitan Area.—The Finchley D.C. has 


withdrawn from the association of local authorities. 


Paisley.—4À report, made up by the burgh auditor, Mr. 
Balderston Whyte, to which we briefly alluded last week, has just 
been submitted to the Paisley Town Council, and will form the 
subject of a special meeting to be held soon. Mr. Whyte points 
out that the original estimates have been exceeded to a most extra- 
ordinary extent. He says, however, that it is hardly within his 
province to say whether this expenditure has been excessive or not. 
He could see from the accounts paid that a very large part of the 
extra expenditure could not have been foreseen or avoided. Three- 
fourths of the amounts paid by certificate were not, he found, con- 
firmed in any way by the minutes. The following are the chief 
items of expenditure :— 


Origina! 


Accepted | Cost to date. 


estimate. tenders. | 
Buildings ʻi T £5,500 411 668 17 1 £20,562 9 74 
Machinery and plant uu es £18,200 £28,578 9 6 433,277 19 5 
Mains, cables, &c. .. T s £5,050 £9,859 17 6 over £20,000 
Transformers and sub-stations .. £1,100 42,548 8 0 


| - £9,416 17 114 


Arc lamps, pillars, &c., also show an excess over original estimates. 
The report states that on December 24th, 1896, the estimated cost 
ofthe works was £33,750 for 10,000 lights, or £65 10s. per kw. 
Taking the capital expended at £95,000, and capacity at 1,100 KW., 
the cost of the works comes out about £86 per kw. But extensions 
in mains still to be made to utilise reserve current will probably 
make the cost about £90 to £95 per Kw. Altogether up to date, an 
excess of £14,000 has been expended over the borrowing powers. 


Pateley Bridge.—A public meeting was held at Pateley 
Bridge on Friday evening to consider the advisability of supplying 
the town with electric light. Mr. Harrison, of Ripon, explained at 
some length a scheme for lighting the town. He stated that he had 
examined the water-power at the Pateley Mills, and found that 
after working hours 35 н.р. was running continually to waste, and 
this might be utilised. The probable initial cost would be under 
£2,000. The meeting passed a resolution in favour of electric 
lighting. 


Pontefract.—The question of electric lighting has for 
some time been before the various authorities of the Pontefract district, 
and, according to the Lecds Mercury, a scheme has now been placed 
on foot by which one power station would supply energy for electric 
lighting, tramways, and power for industrial concerns for Ponte- 
fract, Featherstone, Castleford, and Knottingley. The company (a 
London syndicate) propose, if the various authorities will agree, to 
run tramways through the places named at 1d. per mile, with zd. 
per mile workmen's cars. Electric light they propose to supply at 
5d. per unit for private lighting, 4d. per unit for public, and 4d. for 
the first hour and 1d per unit for each succeeding hour for power 
purposes. The syndicate, through their local engineers, Messrs. 
Richardson & Le Maitre, will shortly issue a circular to the autho- 
rities concerned, and with this end in view, their representatives 
have been surveying the district. 

The Pontefract D.C., on Saturday last, favourably considered a 
similar scheme to include Fryston, Glass Houghton, Brotherton, and 
Ferrybridge, iu a combined district, to be supplied from one station 
with electrical energy for lighting purposes and tramways. The 
Council adjourned the discussion a month, asking the engineers, 
Messrs. Richardson & Le Maitre, to attend and explain the details 
of the scheme. ` 


Portmadoc.— The D.C. has decided to support a private 
syndicate in an application for a light railway order fora line'from 
Portmadoc to Beddgelert and in applying for an' electric light prov. 
order for the district. 


Rosario.— The Revier of the River Plate says that the 
River Plate Electric Light and Traction Company has prepared the 
plans and estimates for putting its installation in Rosario in order, 
in accordance with the decision of the Arbitration Court. The work 
will cost £95,000. "The actual system of alternating current is to be 
changed to continuous current. All the mains in the central streets 
will be underground. 


Royton.—The D.C. has unanimously passed resolutions 
in favour of obtaining prov. orders for the supply of electricity for 
all purposes within the district, and for the construction and main- 
tenance of new tramways in the district. The Council has appointed 
Mr. R. P. Wilson, of Westminster, as its engineer. Notice of 
motion was also given for the formation of a tramway committee. 


Stroud,—aAt a special meeting of the U. D. C. last week it 
was decided to oppose the granting of a prov. order to any private 
company for the supply of electric light within the Council's area, 


on the ground that the Council contemplated doing the work itself. 


Torquay.— The electricity accounts show that for the 
year ended last March the electricity works cost £2,425, and yielded 
а revenue of £3,277, or a profit of £852. Interest and redemption 


on the debt came to £1,188. Allowing for everything there w 
thus in the second year of working a deficit of only £336, a КҮП 
that is highly gratifying. | 


Windsor.—The U.D.C. has received notice from th: 
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Windsor Electrical Installation Company, Limited, that as ther 


cannot see their way to accept the clauses insisted on by the UD¢ 
they have decided to abandon the application fora provisional ordet 
for the lighting of Clewer Without. 


Wisbech.—The Corporation give notice in the Londen 


Gazette of their intention to apply for a provisional order. 


Worcester.—The City Council has approved a props: 
to build an additional electricity generating statiou, mainly berans 
of the prospective demands of electric tramways which the Coupe] 
has undertaken to supply. The Council has decided that it is 
inexpedient to extend the Powick station, where the water-power 
of the Tame has been employed partially to meet the demand of 
the city, and will acquire a site in the city near the Severn at a Cod 
of £4,450 for the purposes of a new station. It was estimated thy 
a city station would cost £33,000, and an extension of the Powiek 
station, £47,000. 

The 12 months’ leave of absence granted by the Worcester 
City Council to Mr. Sutherland, electrical engineer, on асюші 
of ill health, having expired, it was medically reported that be mx 
able to return to business, but that an extension of leave would be 
beneficial. The Council, therefore, decided to extend the hee о 
absence for two months, Mr. E. E. Hoadley remaining in dau 
acting engineer with Mr. Sutherland as consulting engineer, 


Worksop.—The U. D.C. is making application to th 
Public Works Loan Commissioners for sanction to borrow £15 
(repayable in 25 years) for electric lighting works. 
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ELECTRIC TRACTION NOTES. 


Birmingham.—The Corporation has decided to appoint 
a Tramways Committee to take over the management of tramway 
affairs from the Public Works Committee. | 


Brighton.—The T.C. at the last meeting had unde 
consideration a report from the Tramways Committee upon th 
tenders received for the supply and delivery of 2,000 tons of vet! 
girder tramrails, including curve rails, 78 tons of steel fighplates, 
and 90 tons of steel joists, and 25 electric motor cars (in three 
sections). The Committee recommended that the tender of Mes: 
Bolckow, Vaughan & Co. for tramrails, fishplates, and steel joiss 
for the sum of £18,397 be accepted, and that the tender of {le 
British Westinghouse Company to supply and deliver 25 electr.: 
motor car bodies, 25 electric motor car trucks, and 25 electric motor 
car electrical equipments, in accordance with the terms of thr 
specification prepared by the engineer (except that each car shall lx 
constructed to carry 50 passengers instead of 57), at the price cf 
£619 10s. for each complete car, total £15,487 10s., be accepted, aud 
that the Law Guarantee & Trust Society, Limited, be accepted s 
surety for the due performance of the contract by the Britt 
Westinghouse Company. An amendment was proposed, that the 
tender of the Westfalisch Stahlwerkes, of Bochum, Westphalia, 
for £16,975 18s., be accepted, it being remarked that the only reaw1 
for the Committee's recommendation was that the rails, if the lower 
tender were accepted, would be made in Germany. It was ary?! 
that it would be grossly unjust to throw away £1,422 of the rate- 
payers’ money on “cheap patriotism.” It was stated, however, thy 
the engineer's report had largely influenced the Committee in theit 
decision, and that while Messrs. Bolckow, Vaughan & Co. were 
prepared to supply within two months, it would take three montis 
to get the rails from the German firm. The Committee's recon: 
mendation was adopted, with only one dissentient. In moving th 
acceptance of the British Westinghouse Company's tender for tbr 
tramcars, Alderman Sendall stated that when the Committee wer 
at Liverpool they saw the 50-passenger car running, and the genen 
manager there expressed his opinion that it was the best car pet 
produced. The proposal was carried unanimously. 


Bristol.—The new central power house of the Brisic! 


| Tramway Company is now nearly complete, and the fine depits 
Brislington is being rapidly pushed forward. This depót covers fis: 


acres of ground, and includes a huge running shed to hous = 
30-feet cars at once, another fine shed of equal size for painting 3:4 
manufacturing cars, and an electrical fitting shop, where each car xi. 
be overhauled once a month and its fittings tested. Electr: 
traction is much more destructive to the wheels than horse tractiv?. 
and renewals have to be frequently made. The workshops are t 
be filled with all the necessary machine tools, electrically driven b. 
a number of small motors, served with current from the genen 
power house two miles away. 


Bulgaria.— The finishing touches are being put tt 
system of electric tramways which has been constructed in tbe cit! 
of Sofia by La Société Electricité et Hydraulique, of Chartier’ 
Belgium. The lines are to be opened for traffic at an early date. 


Cradley, Netherton.—Our local correspondent writ 
—" After a fortnight’s suspension of traffic on this new electric ^ 
the service was reopened on Friday, much to the convenie: 
the public. The weak part—that of brake power—hss b: 
remedied satisfactorily by more powerful brakes being used.” 


| 
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Falkirk ,—In regard to the proposed electric tramways 
fur Falkirk, Dean of Guild Miller explained at the meeting of the 
Town Council on Monday evening that the heads of the agreement 
t tween the Commissioners and the company who proposed to run 
the tramways were as follows:—That the company pay £100 per 
nile per annum for maintenance und upkeep for five years, and that 
at the end of five years the sum be increased to £120 per mile 
annually. The company have also undertaken to causeway the 
nadway between the rails and 18 inches on either side to the satis- 
faction of the Commissioners, and the latter have the option of 
pur-hasing the undertaking at 25, 30, or 37 years. The agreement 
was considered very satisfactory by the Council. 


Hull.—At the last meeting of the Works Committee of 
tue Corporation the electrical engineer presented a report with 
n-ference to recent breakdowns on the electric tramways. Не said 
tat the breakdowns were not in excess of those occurring at other 
paces, when the quick service in Hull was considered. They had 
«veu miles of track in use, and there were something like 15,100 
ar miles run each week. Each fixture on the overhead wire had 
2147 trolleys running over it every weck, and therefore the wear 
avd tear must be enormous. He suggested the employment of extra 
rtters and labourers to keep the plant in good condition. The 
te ort was adopted. 


hidderminster.—The Earl of Jersey and Colonel 
Feughey held a Light Railway inquiry on 17th inst. at Kidder- 
minster, relative to the application of the Kidderminster and 


Stuurport Electric Tramway Company for powers to construct a line, 


fra Kidderminster to Bewdley, with a branch to Franche. Mr. 
M re? appeared for the promoters, and in opening the case said they 
vere already largely interested in the district, and were rendering 
zilie service to it. The railway they now proposed to construct 
"jid be 4 miles З furlongs long, running from Kidderminster to 
tevdley, and Kidderminster to Franche. The motive power would 
> electric, as on the line to Stourport. The company came before 
ihe Commissioners first of all with the assent of the Corporation of 
Aüderminster, who stipulated that though the line was carried 
‘trough the Bull Ring it should not be used for ordinary passenger 
"ate but only to take empty cars backwards and forwards for use 
vi ће line. The promoters also had the support of the Bewdley 
V rporation, The Kidderminster Rural District Council favoured 
th proposed construction, but signified they did not give their 
„nproval to any detail. The Worcestershire County Council opposed 
en certain points. Mr. W. R. P. Hederstedt, C.E. (representing 
Mr. Stephen Sellon, C.E.), gave evidence as to the plans put before 
the Commissioners. Considering the gauge of the railway, he did 
at consider the road too narrow for the line. The spot proposed 
i the County Council for the terminus was not a convenient onc. 
Asto the passage over Bewdley Bridge, the company proposed to 
Lonstract a double line. | 


Kingston-npon-Thames.—The Corporation devoted the 
кше of Tuesday evening to the discussion of tramway proposals, 
ul ultimately adopted, by 25 votes to 5, the following recom- 
wndations of the Tramways Committee 

л То promotea Bill in Parliament for the construction, working, 
v.d leasing of the following lines of tramways, to be worked by 
eextricity :— 

L From the borough boundary at Surbiton, along Portsmouth Road, skirting 
Ше Market Place, and along London Road to Kingston Hill, and a short branch 
imecung with Coombe. 

2. A connection with No. 1, proceeding over Kingston Bridge to а junction 
“1th the United Tramways’ proposed system at Hampton Wick. 

3. A connection with No. 1 along Richmond Road to Ham boundary. 

PH 


k. A similar connection towards the Malden ounces. 

t- А short line along the Fairfield Recreation Ground. 

7. A line from near the Market Place to the Surbiton boundary (in connection 
i» m Surbiton District Council's suggested scheme to reach Burbiton rail- 
8 D On), И 
. The aforesaid connection with Surbiton railway station in the Surbiton 


detrict, 

. To oppose а Bill promoted by the London United Tramways, 
Limited, for a system of tramways in the borough. 

^ To charge the expenses of the promotion and opposition to 
‘Le borough fund and borough rate. 

The Town Council having been extensively criticised on account 
c their uncompromising refusal to negotiate with the United 
mmways Company, Councillor Lyne, the chairman of the com- 
itec, produced correspondence from Mr. Clifton Robinson, show- 
ч that gentleman himself recognised on a previous occasion 
оов Proper time to negotiate was after the Corporation had 
‘ated tramway powers, but Mr. Robinson now expressed his 
readiness to discuss the company’s own scheme verbally with the 
mitte. The committee also supplied a lengthy tabulated list 
b sis concerning municipal tramways from the town clerks of 
чы showing that in 36 cases the respective Corporations either 
B the "stems, or were about to do so. In 24 cases the Corpo- 
^ ү worked their tramways, and in 13 instances had leased them 
i оше Details were also supplied as to the mileage, cost, 
5 aud profits, Mr. J. Edward Waller, M.Iust.C.E (of 


in Kiuraid, Waller & Manville), having been consulted with 
aoe and the routes suggested. In view, he wrote, of the 
Sio p eee for tramway systenis affecting Kiugston,. it 
ut ling : politic to look on the Council's scheme as an isolated 
Иш. a Without doubt tramways would be laid down in 
10 D maia It was undesirable, however, for the Corpora- 
stem 5 er into negotiations with any promoters of tramway 

4, kor there was no reason to anticipate that any particular 


a connection with No. 1 at Norbiton, along Park Road to near Richmon d 


to the Corporation's scheme, reported on both the question 


scheme would be successful. If Kingston consented to a compre- 
hensive scheme affecting Kingston, and the application failed, either 
the town would be'left without tramways, or else the company 
would construct only the local portion of the scheme. Mr. Waller 
concluded thus :— 


Kingston js the key to the whole position, and as such, is of essential value in 
connection with any adjoining system. . If you retain this key, you 
will be able to make much better terms than you could possibly expect were 

on now to enter into nezotiations with the one company who for the moment 
js in the fleld. I do not recommend a policy of isolation. but it is of the utmost 
importance that the Corporation should be the owners of the system in the 
borough, and be in a position to enter into agreements in respect to running 
power over their lines wirh any companies that have, or m&y obtain, pewers in 
adjoining districts, The Corporation should obtain powers to work the tram- 
ways themselves, but itis preinature to consider how far such powers would 
ultiinately be exercised. 


Liverpool,—On Sunday last the new electric tram route 
between the Pier Head aud West Derby village, Liverpool, was 
opened for traffic. The opening of this route cleared away the last 
of the old horse cars from the streets of Liverpool. The length of 
the West Derby route isa little over 44 miles, with au alternative 
route in the city of about 42 miles. The full through fare is 2d. in 
or out, and there are 1d. stages for about half the distance from 
either terminus and intermediate 14. stages. Of Liverpool's 
municipal debt £1,000,000 is now on account of electric lighting 
and £1,400,000 on account of clectric tramways. ; 


The Health Committee of the Corporation of Liverpool have 
approved of a report by Mr. J. A. Brodie, city engineer, proposing 
to give a number of the principal gangers in each of the tramway 
gangs two week's holiday with full pay as a reward for the manner 
in which they have done their duty during the great pressure con- 
sequent on the hurried completion of the electric tramway 
system. . 


There was half-an-hours block in the electric car service 
near Pierhead terminus on 16th inst. through the fall of the down 


wire. 


Llandudno.—The Town Council last week resolved to 
appoint a committee to consider the question of the advisability of 
constructing an electric traniway round the Great Orme's Head. 


Newport (Mon.).—The Lighting and Traffic Com- 
mittee have decided to recommend the Council to work the cars on 
the new electric tramway now in course of construction on Corpora- 
tion Road directly under the control of the Corporation, and not to 
lease the liue to a company. The existing lines are at present leased 
out, but the lease expires shortly. 


Oldham.—Last week Mr. A. P. Trotter conducted a 
Board of Trade inquiry into the application of the Corporation to 
borrow £280,000 for tramway purposes and electrical equipnient. 
The town clerk explained that the Corporation were under an 
obligation to complete a small length in Middleton Road on or 
before December 15th next, and this was brought about because the 
British Electric Traction Compauy tried several times to come into 
the borough. £71,000 was required for purchasing and laying down 
the lines only, and not for equipment. 


Paisley.—The T.C. met this week t» consider the 
various offers in connection with the new electric tramways for the 
burgh and district. The town clerk stated that si ice last meeting 
he had received a letter from Messrs. Atherton, of Liverpool, stating 
they were prepared to take £7,000 of Corporation stock, yielding 
3} per cent., this amount to be lodged with the Corporation as 
security for Messrs. Atherton's carrying out of the work for which 
they had offered. Ex-Provost Clark said he was astonished at the 
liberality of their offer, but pointed out that Messrs. Atherton would 
only be liable to the extent of their rolling stock. Bailie Bell, 
seconded by Mr. Kent, moved that steps should be taken to meet 
with various offerers for leasing, aud to confer with outside 
authorities. Further consideration, however, of the matter was 
adjourned till 29th inst. 


Salford.—The Tramways Committee has reported to 
the Council regarding the arrangements which has been made with 
the Manchester Corporation with refereuce to the working of the 
present Salford trams to their termini withinthe city. The general 
particulars of the agreement are published in the Manchester Courter 
for October 18th. Among other things it is agreed that the Man- 
chester Corporation shall provide and maintain at their own expense 
the permanent way aud the electrical equipment thereof, and 
supply the necessary electrical energy for working the tramways ; 
the Salford Corporation to pay to the Manchester Corporation the 
charge for electrical energy supplied for the working of the Salford 
cars, such charge to be the same as that made by the Manchester 
Electricity Committee to the Manchester Tramways Committee, 
provided always that such charge shall not exceed that made by 
the Salford Electricity Committee to the Salfurd Tramways Com- 
mittee. Phe Salford Corporation are to provide and maintain at 
their own expense the permanent way and the electrical equipment 
thereof, and to supply the necessary electrical energy for working 
the tramways. The Manchester Corporation were to pay to the 
Salford Corporation the charge for electrical energy supplied for 
the working of the Manchester cars, such charge tu be the same as 
that made by the Salford Electricity Committee to the Salford 
Tramways Committee, provided always that such charge should no 
exceed that made by the Manchester Electricity Committee to the 
Manchester Tramways Committee. 
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Taunton,—4At a special meeting of the T.C. on Monday 
morning the Streets and Highways and Electric Lighting Joint 
Committees reported that they had received a communication from 
the British Electric Traction Company, intimating that that com- 
pany had arranged to take over from the local company the 
Taunton Tramways Order, 1900, and to at ouce start the work of 
laying the tramways if the Council would couseut to the company 
(1) abandoning the proposed tramway in St. James's Street and sub- 
stituting a line in Gray's Road and along Blake Street as an 
approach to the company’s proposed depot; (2) substituting tar 
macadam for wood blocks between the rails. The Committees 
considered the proposed variations in consultation with the com- 
pauy's eugineer, and they recommended the Council to consent to 
the company’s first request. As to the second request, they recom- 
mended the Council to require a single line of setts (duly 
toothed: to be laid on either side of the rails, and the space between 
the metals to be made up with macadam except opposite and for 
a sullicient distance on either side of the hospital, where wood 
blocks should be used. The Committee's recommendations provoked 
a long aud animated discussion, but they were iu the end agreed 
to by a majority of 17 to 3. The Electric Lighting Committee then 
reported as follows: 

The British Electric Traction Company having applied to the Council to 
supply «lectric power for the company's proposed trams in the borough, your 
Connnittee have ascertained thatthe company would be prepared to agree to 
the following terms: — Terms of supply of electrical energy; For any quantity 
up to 60,000 units per annum, 2d. per unit. For any excess quantity up to 
120,000 units per annum, IId. per unit. For any excess quantity from this 
figure vp to 1*0.000 units per annum, 114. perunit Guarantee by the company 
to take or pay for 60,000 units per annum, also that if the c прапу cease to work 
within seven years they will pay one half of the cost of ]uving down plant. 
Your Committee present the following estimate of the cost of the plant which 


the Council would have to lay down for the purpose of supplying current to the 
company :— 


75 Kw. direct current generator.. es x 4600 
75 KW. ditto engine and generator Vx 9 8 s 1,200 
Alterations and additions to Willans engine 68 А 200 
+З aw. motoralternator . wi m T ^ ic 370 
Switchboard and cables .. sod s vs 2 8 ae 800 
Foundations and trenchings . si Р 5 t 75 
Steam and exhaust piping es es ae ЯЕ Р 175 
Contingencies x es M ks ae aig T 150 
Engineers’ fees, &c. E i s$ an xs ae 150 

Total T" e» .. £3,220 


Your Committec recommend the Council to enter into the before-mentioned 
arrangement with the British Traction Company, and to nuthorise your Com- 
mittee—on the due execution of an agreement embodying the said terms—to 
obtain tenders for an! proceed with the laying down of the said plant. Your 
Committee recommend the Council to apply to the Local Government Board 
to sanction the raising by the Corporation of a loan of 43, 2 to be expended on 
plaut according to the above estimate. 


This report was unanimously adopted. 


Wigan,—The construction of the electrical tramways 
system is being pushed ou rapidly. The Committee responsible for 
the work have decided to ask permission to extend the line into the 
Standish and Aspull districts. 


TELEGRAPH AND TELEPHONE NOTES. 


Cardiff Telephones.—The Parliamentary Committee 
received a letter from the General Post Office stating that, the 
Council having decided not to establish a municipal telephone 
exchange, the department had decided to take immediate steps to 
popularise the Post Otlice telephone iu the town. 


“Free Trade" and Telegraphy.—In au interesting 
contribution by Lady Dorothy Nevill to the Anglo-Saxon Review, 
headed “Some Letters and Recollections,” a letter from Cobden is 
given. This letter, written more than 40 years ago, may help us to 
an understanding of how the newly-gained advantages of submarine 
telegraphy were appreciated at thattime. What, in those days, was 
a marvel to be admired, would now appear to have dwindled to а 
commonplace. The following is an extract from the letter referred 


Dunford, August 6th, 1858. 
Dear Lady Dorothy, 

.. . . What a glorious piece of news we have in the completion of the Atlantic 
cable! A message may now be sent to America in less than no time, beating 
the sun by several hours. When the old Greeks invented Phebus at the risk 
of their mythology, they never dreamed of anything half so grand as this. 

I remain, very kit ae 8, 


Municipal Telephony.—The Association of Municipal 
Corporations had this matter before them at their meeting held in 
Loudon on Tuesday. The Mayor of Huddersfield moved that the 
report adopted at a conference of corporations interested iu the tele- 
phone question be received and entered on the minutes. It was 
stated in the report (says the Zines) that Sir J. Woodhouse, 
M.P., and Mr. Southern, of Manchester, had had an inter- 
view with Mr. Hanbury, who bad informed them that 
the proposal for a postponement of interest and sinking 
fund charges for a period of three years was a very impor- 
tant one and would receive tair consideration at his hands; that if 
the Government acquired the municipal plant at the termination of 
the license they would aequire it at a price, and the money paid 
would furnish the means for paving off the capital borrowed. ` Mr. 
Hanbury said he was under the impression that the Treasury minute 
already provided for this, but that, if it did not, there was no reason, 
as far as he could see, why it should not. The right hon. gentleman 
added that he could hold out no prospect at present of the with- 


drawal or modification of the royalty of 10 per cent. on the gross 
receipts. The conference therefore recommended municipalit.c 
contemplating the establishment of a system of municipal tele- 
phones to apply for licenses to expire in 1911, unless there wer. 
special or local circumstances rendering a longer license desirable. 
Mr. І. C. Evans (town clerk of Salford) seconded the mo:isn, 
which, after a short discussion, was agreed to. 


Rome-Paris Telephone. — The JJorning Post. Ron 
correspondent says that during the whole of last summer the work 
was actively pushed forward for the completion of the iclepho:e 
line between Paris aud Rome. On the Italian Alps alone the sup- 
ports for the line cost £30,000. At present the wires are being laid 
between Turin, Novi, and Genoa. It is expected that the line wi; 
be in working order by next summer. 


Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTED. Rrram 
SOUTH AMERICAN :— 
.. Mareh 1, 1900 .. E 


Pará-Maranham  .. oe T T 
Cearí-Maranham ee ee ee ee ee Feb. 20, 1900 ee ee 
.Paramaribo-Cayenne с. (5 Ж .. Oct. 6, 1900 Ke A 


West INDIES :— 


Mole 8t. Nicholas-Cape Haitien.. T" .. March 6, 1900 .. us 


AFRICAN :— 
Bt. Louis (Senegal)-Bathurs$  .. ЖЕ .. Aug. 95, 1900  .. 
Zanzibar-Mombassa "m ve 2x! .. Bept. 29, 1900 
Latakia-Cyprus ee oe ae ee ee June 90, 1809 ee 
8t. Jacques-Thuanan Hué .. EN i .. Oct. 28, 1900 © 
LaNDLINES :— 
CHINESE :— 
Tientsin-Pekin oe ee • ee June 12, 1900 ee С 


Pekin-Kalgan.. .. .. .. 
Kalgan-Maimatchin ae ee 
Tientsin, via Shanghai  .. Рав 
Tientsin-Niuchwang ve T 

SOUTH AMERICAN:— 
Communications with all offices of Columbia 

beyond Buenaventura .. с га .. Jan 93, 1900.. is 
Ecuador landlines .. - EM "m .. March 18, 1897 .. és 
Landlines south of Serena e .. July 80,1900  .. 5 


Communication "cia Hanekine" interrupted 
on Persian territory 4 s .. Feb. 94, 1900 


А 
Е 
Е 


.. June 16, 1900 
.. June 18, 1900 .. 


Moulmein-Bangkok vs ot bs .. Oct. 15, 1900 .. Oot. 17, 1, 
Majunga-Tananarive Vs $3 E .. Oct. 20, 1900 . . Oct. €1, 1 
АП lines connecting Cochin China with 

Thuanan vs „> ia is .. Oct. 98, 1900 
Communications between Saigon and North 

Annam and Tonkin s P ns . . Oct. 23, 1900 is 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Ayr.—November Ist. The Council is inviting desig:s, 
specifications, and tenders for electric tramway cars, with troi: 
and complete electrical equipments. Specifications from Mr. Job. 
Young, Corporation engineer, Town Buildings, Ayr, on deposit of 41. 


Balearic Islands (Spain).—October 30th. The 
municipal authorities of Palma (Balearic Islands), are inviting 
tenders until the 30th inst., for the electric lighting of the pui. 
streets of the town, by means pf 60 arc lamps. Particulars may t 
obtained from, and tenders are to be sent to, El Secretario c: 
Ayuntamento de Palma (Balearic Islands). 


Belfast.—November 23rd. Tenders are invited for stm 
pipes, pumps, condensing plant, boilers, mechanical stokers, super 
heaters, coal and ash conveying plant, and switchboard extend“ 
for the Corporation electricity works. Sce Official Noties 
October 12th. 


Cuba.—October 26th. The municipality of Cienfuez < 
is inviting tenders for a service of public electric lighting for the 
town. All inquiries and tenders to be sent to the Secretary's Of : 
in Cienfuegos, Cuba. 


Glasgow.—The Glasgow International Exhibition (1701: 
Executive Council invites tenders for the erection of the wiring fr 
arc and incandescent lighting, and electric motors. The шы: 
cables, are lamp cables, arc lamps, incandescent lamps, &c., will ix 
supplied to the contractor, who must take delivery thereof aii 
erect same. Particulars on application to Mr. Thomas Young, (2 
engineer, 4, West Regent Strcet, Glasgow. 


Grantown-on-Spey.—November 6th. The Comm 
sioners invite tenders from electric light companies to supp.“ 
electric light for public and private consumption within the burl. 


stating highest price charged consumer, aud terms for furt 
purchase by burgh.—-W. Forsyth, Town Clerk. 


IIford.— November 12th. The C. D. C. invite tenden 
for free wiring. See “Official Notices” to-day. 


Lincoln.—November 15th. The Corporation wiris 
tenders for a dryback marine-type boiler; a high speed eusse 
coupled to a C.C. dynamo; pump and motor aud accessories 


London.—November 10th. The Streets Committee +’ 
the Corporation wants to hire a mechanically driven dust art. des 
“Otħücial Notices” October 5th. 


(Continued on page 673.) 
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THE ELECTRICITY WORKS OF CHÈVRES 
(GENEVA). 


(Continued from page 591.) 

Sis 6 fo 15.—These 10 similar sets (fig. 4) are principally 
distinguished from the first five sets by the method in which 
the water is brought to the turbines. Whilst the fall acts 
a the turbines externally in the first five sets, it acts 
internally on them in the new arrangement, giving them a 
centrifugal motion ; this reversal of the part played by the 
‘fall permits of obtaining a considerably higher number of 
revolutions. 

Fach group of new turbines consists, as in the case 
of the older ones, of two superimposed turbines, each 
n e having two rows of motor blades and two rows of 
mide blades. The rows of guide blades, or distributors, 

e fixed on bearing rings held in concrete. The two 


three pieces, connected together by strong couplings. It 
runs in four bearings, the lowest, or step bearing, fixed in 
the masonry, two intermediate bearings, and one top bearing. 
The two rows of blades of the motor wheels are bolted on 
to an annular boss, which allows the counter-pressure 
developed underneath to completely balance the weight 
of the turbine. It has been possible, by this means, 
to concentrate the weight of the armature of the alternator 
on a ring bearing, without having recourse to any artificial 
balancing. This arrangement, which presents important 
advantages over the oil-pressure bearings of sets 1 to 5, has, 
up till now, been very satisfactory. 

The regulation of the turbines is effected by means of 
sliding rings with a vertical movement, placed outside the 
motor wheels. A regulating mechanism placed centrally 
around thè ring-bearing connects the rings with the auto- 


matic oil-pressure regulator. Each turbine can be isolated 


зг 


Drown Two-PiAsE ALTERNATORS, OF 1,200 H.P. EACH. (Nos. 6 TO 11). 


tor wheels run with suction head. At the time of 
ghe fall of 8*5 metres (winter season) the lower turbine 
е runs; on the other hand, when the fall is reduced to 
З Metres (summer season) the two turbines run together. 
Five of the new sets, Nos. 6, 11, 12, 13, 14, are specially 
Aged for the large head, and designed as “ winter 
s. On the other hand, the five other sets, Nos. 7, 
N % 10, 15, are specially built as“ summer turbines,” and 
E Age in the dispositions given to their turbines for running 
n e small head during the summer season. They develop 
e these conditions 850 to 1,200 H.P. at 120 revolutions 
dí line, The volume of the fall varies, according to the 
ар between 11,000 and 21,500 litres per second, 

Owing to its great length, the shaft of the turbine is in 


a 


and regulated alone by the regulator, as well as both together. 
It is possible, by this means, at the time of the large head, 
to start and regulate the lower turbine alone. Each set has 
an oil pump with air cushion and strainer, in which the oil 
returning from the regulator is cleansed of its impurities. 

A third simple conical turbine, in a closed water chamber, 
acts with the two first ones as exciter to the sets as a whole. 
The exciter turbines ran under the same variable head of 
4°3 to 8'5 metres; they take, according to the season, 4,000 
to 1,760 litres per second, developing a guaranteed horse- 
power of 150 H.P., and running at about 150 revolutions per 
minute. 

Strainers—The top supports for these consist of two 


girders fixed on the piers of the works facing the head- 
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race, and having sufficient space between them for taking 
a gate when repairs or inspection are necessary. 

The strainers rest on the foundation at the bottom of 
the head-race. Those of the first installation consist of 
bars 0:120 metre wide by 0°012 metre thick, by 9 metres 
long, held together by cross-pieces. 

As the newer Escher-Wyss turbines do not admit bodies 
of any considerable size, it was found necessary for these 
to reduce the distance of the bars to 0°039 metre from 
centre to centre. The strainers consist of groups 0°9375 
metre in width, strengthened by small channel irons and 
carried by a metal framework. A footway, mounted 
directly on the strainers, permits of their being cleaned, 
and two vertical triangular screens complete this work. 
One is situated at the up-river end of the building in the 
centre of the last pier, the other closes the passage between 


the two types of strainers. 


Admission Gates.—These are of the “ sector“ type, that 
is, they are formed of part of a cylinder turning on its 
axis, The radii act as framework, and the are as the 
wall of the gate. The lower part, where the gate is lowered, 


THE GENERATORS. 


The generators, to the number of 15, were supplied as 
follows :— 

(a) Nos. 1 to 5 by the Compagnie de l'Industrie Electrique, 
Geneva, in 1895-1896. 

(b) Nos. 6 to 11, by Messrs. Brown, Boveri & Co, of 
Baden, in 1898 to 1899. . 

(с) Nos. 12 to 15, by the Compagnie de l'Indusirie 
Electrique, in 1899. Г 

The first 14 machines are two-phase alternators; the 
fifteenth is for continuous current. 

Machines 1 to 5.—These alternators, each of an outpat of 
1,200 H.P., are direct coupled to the shaft of the turbine 
which drive them. The town engineers having called fora 
type of alternator of great strength, with moderate self- 
induction and high voltage, capable of being short-circuited 
without damage and of running easily in parallel, the 
Compagnie de l'Industrie Electrique proposed the use of а 
unipolar inductor alternator of the “ Thury ” | 
armature and magnet stationary and with vertical shaft, 4 


Тновү Two-PHASE INDUCTOR ALTERNATORS, OF 1,200 H.P. EACH. (Nos. 1 to 5.) 


rests exactly on the threshold of cast-iron fixed in the 
inverted circle of the head-race. The free movement of. the 
grate is assured by a clearance of 0°006 metre on each side. 
When the gate is closed, however, its extremities rest against 
the sides of two angle irons bedded in the side walls, and a 
piece of packing, shaped like a hollow sheave, closes exactly 
the space between the top part of the gate and the facing 
wall by a special arrangement, so that the packing is as tight 
as could be desired. 

The movement is effected by means of winches put in 
motion by an endless screw. This screw is controlled in one 
direction or the other by gearing mounted on a shaft common 
to all the gates. The shaft is worked by a motor, but it can 
also be worked by hand. The movement is transmitted to 
the gate by a chain passing over two pulleys, and secured to 
the top part of the gate. The tractive effort on the chain 


is 5,828 kilos., and the complete raising of the gate requires 
five minutes. 


similar type had previously given excellent results at Turin 
for the distribution of energy. | 

The vertical shaft arrangement was chosen, owing to the 
restricted speed of the turbines, and the desire to avoid 
the use of gearing by means of direct driving; this 
necessarily led to the adoption of a large diameter for the 
moving part. Besides, the vertical shaft arrangement 
facilitates the dismounting and inspection of the machine: 
in fact, it is only necessary to unbolt the coupling and to 
lift the case with its shaft, for the windings of armature and 
field-magnets to be entirely exposed, without it being 
necessary to remove the pole-pieces, as in the case of hori- 
zontal shafts. ‘ 

The ease with which access is gained to the windings permits 
of repairs being effected in a relatively short time. The solidity 
of the armature is increased by the fact that the windings 
are stationary ; they are, therefore, not submitted to any 
centrifugal force, and have only to resist the tangential efforts 
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of the field; the insulation of the windings ‘of both 
armature and field magnets can be effected in the best 

ible way, and is situated under the most favourable 
conditions for upkeep. 

The unipolar alternators of Chévres are characterised by 
the arrangement of the two surfaces which cireumscribe 
the air-gap with a magnetic circuit, one of these being 
smooth, the other toothed, and the latter being movable 
relatively to the other. The armature winding is on the 
amooth surface. "This arrangement is adopted for varying 
the intensity of the magnetic field in the air-gap without 
varying the total flux created by the exciting current. 
Hence it produces no changes either in the value or the 

tion of the magnetic flux. The teeth draw with them 
the lines of force, which are, as it were, attached to them, 
ad always remain a fixed quantity, because the part of 
jie armature in front of which they turn is smooth ; the 
limensions of the air-gap are always the same. 
“Hysteresis does not come into play except to a 


very 


small depth of the armature bobbins, and as there are no 


changes of polarity the loss of energy from this cause is very 


| The flux maintains a constant value and! direction; 
е is no pulling, and, therefore, those vibrations are 


 avoidec which are 80 


licia in ma- 
"which have 
amature and 


nl 220 metres 
igh; they are essen- 
lly built up of 


cy 


having the form of 
| Wo tores super- 


mposed on each. 
ler, section 


7 
Efe Iun 


2 THury Two-PHASE ALTERNATORS, OF 1,200 н.р. EACH. Nos. 12 to 14.) 


[һе moving part 
is formed by a cover 
їй cast-steel, which 
produces the displacement of the magnetic flux; this cover 


consists of a double-toothed crown, supported by a horizontal 
flange cast on the shaft of the machine. Each crown has 
34 radially-disposed teeth, pointing inwards, and arranged in 
accordance with the armature bobbins; the teeth are com- 
ly visible, an arrangement which, owing to their ex- 
sure, permits a good ventilation of the armature and fields, 
üd reduces the magnetic leakage. 

Tue field magnet winding is formed of a ribbon of copper 
0 Tectangular section, of which the layers are insulated from 
Green, by rubber-treated canvas; it is placed inside the 
section, 


x. 


Ide armature winding consists of 34 bobbins formed of 
insulated Wated cable, and placed flat on the surface of the arma- 
to which they are securely bolted. 

8 Chevres alternators are constructed to be able to give 
“ Tequired either single or two-phase currents ; the two 
systems of field magnets and armatures, fixed one over the 
1 оше arranged in such a manner that they can—by a 
‘Tehatively simple movement—be displaced with respect to 
ach other to achieve this object. 

| These alternators, of a power of 1,200 H.P., have been 
br: ned for a pressure of 2,750 volts at the normal speed of 
revolutions per minute, corresponding to 45 periods 
per second ; by arranging the two armatures of the same 


AS 


machine in series, they give a single phase current at a pressure 
of 5,500 volts. 

The efficiency of these machines, that is, the ratio of the 
mechanical power delivered to the shaft to the electrical 
power available at the terminals, is 93 per cent. at full load, 
corresponding to an output of 150 amperes per phase at 
2,750 volts. 

The continuous current necessary for the excitation of these 
alternators is supplied by special dynamos, described later on, 
whose shaft is also placed vertically. The exciting current at 
full load is 45 amperes for a single field. 

The total weight of an alternator is 70 tons (French), the 
moving part and the shaft being 12 tons; the weight of the 
two turbines and their shaft is about 12°05 tons, the vertical 
pressure of the water 12 tons, so that the total load sup- 
ported by the step-bearing of the dynamo is 36°05 tons. 
This great weight has necessitated the employment of a 
special bearing, which has given the best results. "This 
bearing consists of two fitted discs, of which one, fixed to the 
other principal bearing, is provided with two circular grooves 
or chambers in connection with the forced lubrication 
which supplies the turbine speed regulators, the surface of 
the dises being sufficient to effect the support of the whole 
moving system in such a manner that the latter rests on a 
sheet of oil, and floats 
without any friction. 
A gauge-cock and a 
stop-valve complete 
the system. 

The oil is recovered 
by the pumps, to be 
used over again. The 
lubrication of the 
dynamo journals is 
effected by the oil 
escaping from the 
step-bearing. 

Machines 6 to 11. 
—These gere-ators, 
furnished by Messrs. 
Brown, Boveri & Co., 
each absorb 1,200 
H.P. They are 
arranged for coupling 
direct to the vertical 
shaft turbines, and 
can give two-phase 
currents ab a fre- 
quency of 45 periods 
per second and a 
pressure of 5,500 
volts or 2,750 volts, 
as required. In order 
to attain this, each 
of the phases has 
been formed from two independent windings, which can 
be arranged in series or in parallel, the excitation being 
constant. 

These machines are of the “ umbrella " type. The arma- 
ture is fixed; it comprises a cast vertical case, containing 
inside the assembled cores which form the iron of the arma- 
ture. These cores have on all their internal peripheries a 
series of holes, forming as many vertical tunnels, through 
which pass the highly-insulated windings. In order to 
avoid, besides, any possible chance of leakage, each of these 
tunnels is lined with a thick insulating tube tested pre- 
viously with 30,000 volts. 

The inside edge of the cores is machined in such a 
manner as to level the holes, and to leave only a negligible 
thickness of iron at this point, in order to avoid magnetic 
leakage. 

At the lower part of the armature casing is a cast spider, 
whose arms support in the centre collars which guide the 
shaft. This shaft carries the cast magnet wheel, which is 
formed in the shape оѓ a flattened cone, and has given the 
name of “umbrella” to this machine. On the outside 
periphery of this wheel are mounted the radiating pole- 
pieces to the number of 46, which carry the exciting bobbins, 
and which, in their rotary movement, pass very close to the 
armature in which they induce currents. 
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The conical form was adopted in order to raise the boss 
of the magnet wheel above the circumference, so as to place 
the top collar guiding the shaft in the same plane as the 
pole-pieces. By this means the magnetic efforts of thrust 
acting on the wheel have only a reactive effect on the journals 
of the collar, and do not produce any twisting effort on the 
shaft. 

The machines, as a whole, form a compact, solid arrange- 
ment, absolutely impossible to get out’ of order; all the 
windings are in sight and easily got at without it being 


7. [Frc. 4.—DovBLE TURBINE AND GENERATOR; CROSS-SECTION. 


necessary to move any part, which makes the attention to, 
and examination of, the machines specially convenient ; 
in addition, the ventilation is very good. 

Machines 12, 13 and 14.— Their power is 1,200 H.P. at a 
speed of 120 revolutions per minute. They supply two- 
phase currents at a pressure of 5,000 volts per phase, and 46 
periods per second. 

These machines are of a type having inside movable 
radiating poles, with an outside fixed armature. The 
magnet cores, to the number of 46, are of laminated iron, 
fixed to a cast-steel casing, which is itself fixed to the boss 
of the alternator. 

The movable part has a maximum diameter of 4°5 
metres, and weighs 17,500 kilos. The whole machine, 
with its shaft, weighs 40,000 kilos, 

The armature coils are made at the works in a former, 
which gives them the necessary shape. ‘They are insulated 
afterwards with mica, and then introduced into the grooves 
of the armature by means of special presses. 

This arrangement has the great advantage of permit- 
ting the easy and rapid replacement of damaged bobbins, 
whilst giving an armature reaction smaller than with com- 
pletely closed tunnels. 


(To be continued.) 


THE WORKS OF LUDW. LOEWE & СО. 
BERLIN. 


We are illustrating these works because they are the latest 
development of the best American practice in manufacturing 
engineering, carried out more thoroughly than has ever yet 
been done even in America, and with the system of inter- 


changeability, thoroughly followed through in a manner that 
probably is not carried out in more than one or two places in 
this country. At the same time, while the articles made are 
largely modelled on American lines, they are not mere servile 
imitations, but are modified to suit the more substantial 
ideas held in Europe in respect of scantlings and dimensions, 
The whole is carried out to a point of perfection in detail 
that is very remarkable, we had almost said only to lk 
found in Germany, and the detail is carried to a scientific 
depth that, if adhered to, and steadily persevered in, will 
keep these works in a leading position for a 
long time. 

A glance at the illustrations will be 
sufl.cient to show that, with buildings of 
the type selected, it would be practically 
impossible to give more window 
Possibly better light might be obtained кїї 
the shed system of construction, though we 
believe that this system is not altogether 
fitted to German or American winters, The 
height of the rooms is such, however, that the 
admission of light is most liberal and a 
factory. 

The idea at the bottom of the scheme oi 
design is that, as far as possible, each depart- 
ment shall be separate and independent, 
There are eight principal buildings on the 
14 acres of ground. Their floor space is 9} 
acres. They are— 


Administration building. Area in sq.ft. 89,300 
Machine shop ... i ed .. 112,600 
Small tool shop... j 63,200 
Pattern „ - 19,600 
Smith „ 21,800 
Foundry ,, 66,000 
Pattern store 20,980 
Power station ... 16,600 

412,080 


Between the buildings are paved streets with 
erass plots, absolutely tidy. Along the streets, 
from building to building, and through every 
room in all the buildings, is laid a C. W. 
Hunt tramway, so arranged that one man can 
convey a load of 1 ton from any part of 
the works to any other part, being assisted only by 
the lifts as regards communication from floor to fio. 
The buildings consist only of three floors and a light cellar, 
and, as the streets are wide, the buildings do not shut out 
much, if any, light from each other. The object of the 


works is to manufacture machine tools of a limited variety 
and of moderate size, and also small tools, such as chucks, 
milling cutters, reamers, taps and dies, chucking tools and 
gauges, &c. То this end the equipment of special tools, j^ 
and gauges is profuse and orderly. 

Machine tools are made to stock in lots of at least 10 and up 
to 100 at a time, and not, as a rule, to order. This mes 
quick delivery and low prices. 
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à: A rigid system of inspection has been adopted. Every work- and the ability to be clean, everything has been done to place 
ung part is made to limit gauges, so that parts come together the workman in a position, physically, to do his part, and we 
^' witha minimum amount of fitting. The limits of the two have as little sympathy with the idea that a workshop must 


> gauges for a bored wheel, or for a spindle to fit in it, are such be dirty, and needs no comfort, as we have with the equally 
“O that the biggest spindle will not be too large for the smallest false idea that the man should not do his best, or should 
^. pore, nor will the smallest spindle be too slack if it happens to restrict himself to attending to one machine, when he can 

2 easily attend three or five. Without doubt the men who 
= to-day realise that it pays them to work five machines, will, 
before long, leave the one-machine man without even that to 
sleep with. 

All the buildings are in connection by tunnels from 
cellar to cellar, and by bridges at the first floor. All 
floors of the same number are on one level, and the total 
length of intercommunicating tramway is about two miles. 
All men register their time in their own departments, not at 
the main entrance. "They do this at one of 15 Rochester 
recorders. 

The main machine hall is a long building of one floor, 
with arched glass roof. It is 368 feet x 102 feet, 
with an electric crane having movements of 100 metres 
per minute travelling, 10 m. hoisting and 30 m. 
traversing. 

Fig. 3 shows the large air pipes on each side behind 
the pillars. The lighter tools are in the side aisles, 
and their countershafts are carried by a system of over- 
head joist that is alike all through the works. No 
| Fia. 2. countershaft is fixed by drilling the joists, but. the frame is 
i clipped to the web of the joists, and can be loosened and 

moved instantly to a fresh position. No unnecessary time 
mated with the largest bore. Manufacture on this system is need be lost if a tool appears to be wrongly placed. The trouble 
beef easy. All the work is really done first in fixing the of moving a tool and its overhead gearing is usually such 
imits and making the gauges; the workman then makes to that an inconvenient position is put up with at a constant 

lese gauges, and the inspector rejects the parts that do not ^ and steady loss. With the system here in vogue moving is 

ll the contract. Nothing can be simpler. The marvel is саву. Wherever required, overhead travellers are fitted to 
- that the system is not more generally followed. run on girders carried, where necessary, by hanger brackets. 
To work to this degree of excellence, all important cylin- ^ Looking at these works, and all that has been attempted, it 

drieal parts are finished by grinding, the only method known is difficult to see why they should not endure many years 

of producing practically perfect cylinders. All sliding sur- fully able to compete with any later shops that may be 

faces are finished by hand scraping. It is a curious fact that built. There is as much light as can be had with the suffi- 

flat surfaces must yet be hand finished for the attainment of ^ cient height of the rooms. Electric driving is laid on, and 


i- Ше highest perfection. could be readily extended to any improved system should it 
ы For the complete carrying out of an orderly system of appear desirable, say, to use a motor to each tool, which, so 
| manufacture, it is essential that men should themselves be far, has not seemed desirable, the group system having been 
; dean, orderly, and should work in comfortable surroundings. followed to some extent, and each room, at least, having its 
lo this end in the basement of each building is a full supply own driving. 

.. Of lavatory and wardrobe accommodation, each man having The principle of manufacturing adopted at these works 


.:. his own running stream of hot or cold 
water for washing and a wardrobe for his 
dothes, so that he can change his street 
f; attire on entering the works and again on 
bearing it. To this end he is paid for a 
10 hours’ day, and works 92 hours, 
the 15 minutes being the firm's con- 

ion to the cleanliness and order depart- 


In the basements of the buildings are 
alo the large fans which supply fresh air all 
rough the buildings. One of our illustra- 
1008 (fig. 3) shows the fan with the steam 
ves that supply the steam to the heating 

inside the fan casings. The casings 

r ducts are peculiar. They are of wire 
on the Monier system of very open 
nd are laced together in rectangular 
ad plastered, being thus at once 
md efficient (fig. 2). In the 

selves the air is delivered from 
- y with openings at intervals, the 

F е decreasing by steps as it reaches 

$ furthest point of delivery where it has 

di arrived at the -smallest size, namely, that 
of the various outlets, about 5 inches, 
Fresh air is thus continually forced into 5 x з 
every room at a warm temperature when needed. No special is that known as the interchangeable system. This is 
^" provision needs to be made for its egress beyond openings in common enough, and is carried out in many works already, 
- the wall near the floor. but there are various ways of employing it. It may 
floors are of % inch hard non-splintering maple, close be carried out at great expense, with excellent results as 

9 ‘across 2-inch pine planks, which are nailed to joists ^ regards quality, by careful and accurate working to drawings. 
-. Sunk in the concrete floors, With light, warmth, comfort, Again, it may be done by making to gauges as it usually 


Fig. 3. 
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is carried out; but to carry it out in the best method at the hole is only 3:0004 inch, and the spindle is 29992, the 
least cost in manufacture, the limit gauge system must be difference being *0012, or barely 1] thousandth. The fit 
adopted. Very few know what this really is, and how it is would still be right. The same shaft for a keying fit would 
carried out. Yet it is in a sense very simple, though it have a gauge from 0010 to *0004 too large; that is a limit 
requires the best of technical knowledge to scheme it out. of *0006. "These would produce results that would always 
A limit gauge is one that has two ends of a different size, give a fit, sometimes with a little pressure necessary to force 
if the gauge is, say, for testing a bored hole. If for testing the piece on its spindle. The stock gauges themselves are, 
a turned spindle, it consists of two jaws of metal cut to two of course, hardened, ground, and Жен) and guaranteed 


different sizes, or of two discs bored to slightiv different accurate to 0001 of an inch. By this system it is com- 
diameters, ; 


mercially practicable to produce interchangeable work in 
every kind of machinery, and the actual 
shop work is done by men by no means 
specially skilled as tradesmen. But one 
might write for a year on the gauge 
question and not get through with it, 
We may, therefore, now go into the shops 
and note a few of these in the order 
in which we passed through them. The 
frame carrying the countershaft consists 
of a pair of channel bars with a clip 
bar above and below, the lower bar 
extending under the web of the ceiling 
joists, but all bolts being outside the 
joist, no joist drilling is needed. 

All the air ducts are made according 
to the Monier system of ventilation. 
Fig. 3 shows some of the casing come 
plete with the quadrant of the fan 
itself, and the general appearance of 
the cellar work. A parallel system of 
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treble set, one for internal limits or holes, 
one for external running fits, and one for 
external keying fits. Of the first an 
Г example may be taken of the kind of 
» limit for machine tool work. Holes of 
from +7, inch to 4 inches will have a 
gauge to try them, of which the small 
end will be 0°0004 of an inch below 
nominal size. The large end will be , аа 
("0012 too large, the utmost variation of Fro. 5. 
diameter possible in. the bored hole being 
thus 0:0016 inch. The spindles on which these bored a planer, and sent to the scraping department for final touch 
pieces will run will have to fit external limit gauges, up. We illustrate the heavy milling room only in fig. 4, 
which, for the 3-inch spindle, will be 0:0008 too small because there is also visible in this view one of the 2,000- 
and 0:0014 too small, the total limits being thus 0°0006 kilogramme room travellers, and the mode of carrying its 
between any two finished spindles. rail beam by hangers from above. No special rules can be 
Thus a 3-inch hole may be actually 3:0012 at most, and a веб for milling speeds. These may vary from 1 to 8} inches 
3-inch spindle may be 2:9986 at the smallest. The dif- per minute, with good reasons for each speed. 
ference is 00026, or barely 25 thousandths of an inch. It With well pickled castings of soft iron, and straight work 
is unlikely in the extreme that two pieces, each at the out- that does not require too much roughing off, a Brown and 
side limit, could come together, but, if they did, they would Sharp vertical miller will feed at nearly 4 inches, where 3 
still be nice running fits. Suppose the other extreme. The inches would be its limit if there were no coring, but for 


* MEL | iu od: construction is followed in the various 
IU a stairways, which are of lattice pattern in 
TENDS the treads, cement filled. 
| Mur When a hole is to be made by the aid of the first or plug . Milling, as the more recent development in machine work, 
ШЕ Ai gauge, it must be such that one end of the gauge will not map first be noted. Milling has largely displaced planing, and 
s d enter the hole, while the other end will do so. As an illus- is placed under the same control. But milling is not always 
A. "dd tration, we may say one end is made ЭП of an inch capable of finishing work soaceurately as a planer. In fig. 4, 
EMIT diameter, the other end is made ! 223ths. If the small one for example, a large compound miller is at work on а lathe bed. 
|. ud (TUN will enter a given bored hole, and the large one will not This work is done at the rate of, at times, 84 inches per 
1 Y enter it, we may at once conclude that the hole has been bored minute. On these planer beds, which are 15 feet long, rough 
almost exactly 1 inch diameter, and is not so much as death milling only is done. "The pieces are then laid aside to 
1 of an inch wrong either way. The limit is 002. To carry “soak” for some days, during which they change form, and 
ui out work by the limit gauge system, it is first necessary to twist somewhat. They are then finished by a light cut on 
«di decide upon the limits of accuracy, or | af 
y rather of inaccuracy, that are proper to | ЖИП —- я v X GENS 
Je adopt. This settled, one must have a Me 
ti complete outfit of hardened steel gauges 
TE to be kept in the tool room, and used 
i | as little as possible. These serve as per- 
ii manent gauges and ultimate references. 
tf These are carefully copied, and the copics 
d are used in the shops. They are of 
| commoner make and cheaper material, 
4) : ! and as they wear, from use, they are 
| r^. 17 tested from time to time, so as to guard 
DEI SM against their further use after they have 
Жы worn too far out of truth. А set of limit 
р! gauges for manufacturing consists of a 
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continuo is work or solid, long continued, about 2 inches to 
91 inches is an economical speed. Much, of course, depends 
on the foundry. Too often the foundry leaves too much 
stock to be removed, and it is cheaper to run one cut а! 
12 inches per minute than two cuts at 2 inches to 2} inches 
speed. But a finish cut at 85 inches can be taken without 
heating the cutter. Much, of course, depends on the jigs 
and fixtures and on the strength of the piece itself to stand 
the stress of a heavy cut and still remain true, also on the 
facilities for grinding the cutters, especially for finishing 
cuts at 8 inches to 9 inches speed. Thus a No. 5 B. and S. 
vertical miller is arranged for speeds of from у inch to 
294 inches per minute, with cutters at 10 to 267 revolu- 
tions per minute, with feeds per revolution from 0'001 inch 
to 0'667 inch. A feed of 3} inches may be got with 
four speeds of cutter, and feeds per revolution of (105, 
0144, 0493, and 0:257, and with different diameters of 
eutters great variation can be made in the duty. We noted 
that a good deal of circular milling was being done. In 
tool making, the milling machine cuts the flutes of 
reamers and taps, cuts out the teeth of wheels, and performs 
many operations. The Warren gear cutter for spur and 
bevel wheels is, of course, merely a special form of milling 
machine. Hand wheels are milled round their outer 
rims, and an enormous amount of work is now milled 
iat was once planed or turned. 

We need not say much of the turning department, 
ich occupies all the length of the connecting wings 
the first floor in the machine shop adjoining the 
thucking department. Most of the lathes are of the 
шз own make. Parts are more cheaply cut out of 
the solid bar than forged to shape, and heavy cuts are 
made. As in othez 

departments, special 

lathes are used for 

special work. 

- Grinding is now 

fally recognised as 

hecessury LO. Secure 

ипе cylinders, ard 

all special bearings 

are ground to a 

finish. Brass bushes 

for spindle bearings 

are ground intern- 

ally, being solder: d 

together for the 

purpose, after they 

are split. They are 

then finished by 

hand scraping, that 

necessary operation 

to finish even the 

finest machine worl. 

Some machines have 

maguetic - holding - 

down tables. Ore 
шап atteuds to 


several automatic machines, many of which stop auto- 
matically when they have ground to the necessary depth. 
The dry grinding machines are cleared of dust by pipes 
and fans, 
he 


There is no dust in the shop atmosphere. 


commonly done with a scraper tool, or even with a file, and 
once a file has touched the work, no hope of real accuracy 
The grinder, on the contrary, continues to 
abrade every particle that stands above the general level, but 
it ceases to remove material beyond that point. It cannot 


сап remain. 


dig in. The accuracy of grinding is such, that the final 


“raping of a bearing to its spindle is very much reduced. 
Every hour spent on grinding will save three or four hours 


in the fitting or erecting shop. 


No department is considered more important than the 


chucking department (fig. 6), in which all cylindrical holes, 
except in very heavy pieces, are finished. The chucking 


department is on the first floor of the building, adjoining the 
large machine hall. The term is American; we should 
understand it better as the boring department. In “ chuck- 
ing," a wheel or other part is fixed on a face plate 
in a jaw chuck. The casting may be solid or cored, 
and the first hole, in case it is solid, is put through 
by an ordinary twist drill. An unpointed three- 
lipped chucking drill of the twist variety is then run 
through. These drills are made *01 inch under nominal size 
in the sizes up to 12 inch, and above those sizes they are 
015 inch under size up to 15 inches and 02 inch up to 
2 inches. "The drills work rapidly, do not run out of 
truth readily, and can be run through a steady bush when 
necessary with a rough casting. "The hole thus made is 
finished by a reamer. For most ordinary work a solid 
reamer will serve, but for the best limit gauge work à reamer 
must be fitted with loose blades to be set up to larger 
diameter and ground repeatedly. In the end, too, these are 
cheaper than solid reamers, that cannot really ream many 
holes without themselves becoming a very little smaller. 


(To be continued.) 


ELECTRICAL ENGINEERS R.E. VOLUNTEER 
CORPS. 


OUR snapshots this week represent the E. E.'s both at work 
and at play. One of the views shows Captain Leaf’s 


erammaphone in operation at Rosmead Junction. This 
instrument, singu- 


larly enough, 
afforded an im- 
mense amount of 
amusement, not 
only to the elec- 
tricians, but also to 
their comrades in 
arms and to the 
Kaffirs who were 
favoured with per- 
formances; the 
natives were great- 
ly edified, and 
puzzled as to the 
whereabouts of the 
disembodied singer, 

Another view 
shows the first sight 
of Table Mountain 
on the arrival of 
the volunteers in 
Table Bay; the 
remarkably flat and 
lével top of the his- 
toric landmark is 
most striking. Number 2 is a view Of the after portion 
of the train conveying the corps to Bethulie, taken during 
a stoppage at de Doorns on April 17th. 

After spending about a fortnight at Bethulie, the stores 
were divided, preparatory to the division of the corps into 
two bodies; view No. 6 shows one portion of the stores laid 
out ready for departure, their nature being clearly shown by 
the illustration. 

A stoppage took place between the Vet and Zand Rivers 
for the purpose of repairing a broken culvert; this operation 
IS seen in progress in No. 1. 

That electrical engineers are able to turn their hands to 
anything (providing, of course, that 16 is honest) is no news 
to our readers; it is, however, something of a novelty to find 
them milking a cow! That they did so is evidenced by view 
No. 4, taken at Pretoria after their return from the railhead. 

We have pleasure in giving below some particulars of the 
whereabouts of the members of the corps and some of the 
work which they have accomplished. 

The following is an exact list of Officers, N.C.Os., and 
men of the E. E. R. E. and their stations on September 28th, 
1900 :— 
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Major R. E. Crompton ... Left Pretoria headquarters on 6,186. 2nd Corpl. J. Rook ... Rly. Telegraphs, Elandsfontein. 
26th inst. by 12.30 p.m. train 6,206 5 J. H. Stone .. Now 2nd Lieut. R:F.A., Harri- | 
to Capetown en route to smith. | 
England. Believed to be sail- 6,264 "- E. M. Sellon... Middleburg, slight touch fever, { 
ing by ss. Saxon. in hospital. 

Capt. F. L. Lloyd, now О.С. Headquarters, Pretoria. 6,183 Lee.-Cpl. H. R. Allen ... Headquarters, Pretoria. | 
EROR ORC and OC Shaan 6,210 А G. Charlton ... Search lights, Whitbank. | 
неп 6,194 5 ID. F. Colson . In hospital, Pietermaritzburg; 
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poisoned hand, progressing. 


H ( ‘apt. А, Bain itp Tr Rly. Telegraphs, Elandsfontein 6.187 " M. N. Crawford Bloemfontein. | 
TAE Capt. H. M. Leaf ... i Machadodorp, lighting the rail- 6,201 M C. Landon .. Headquarters, Pretoria. | 
| TH way depot. 6,175 = C. F. Love .. Acting - Electrician-in-charge at | 
ake Lieut. J. F. O'Shaughnessy Rly. Telegraphs at the front. Government Printing Works, | 
н 1 Lieut. A. H. Pott ... Invalided home. ы. "f s Pretoria. „ре | 
uae Ó! 2nd Lieut. J. H. Stubbs Army Teleceraphis, Standerton. iine А. A. Es Lei M Зда ке ere W hithank 
"n G ond Lieut. A. H. Bigg [n charge of S.L. party Whit- „ TTT DOM Иа, Vua. 

31] " pum m à Ee 6,185 " A. R. Peart ... Machadodorp. 

EH bank Colliery. 6,266 Ж V. О. Wiltshire Superintending lighting contrac- 
2nd Lt. F. Powell-Williams Headquarters, Pretoria tors work, Johannesburg. 
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1. К.Е. repairing a broken culvert. 4. E. Es. milking a cow at Pretoria. 
2. The E.E. train at de Doorns, cn route for Bethulie, 5. View of Table Mountain from the transport in Table Bay, Capetown. 
3. A free entertainment with the ктатшарһопе, 6. One section of E.E. stores at Bethulie. 
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16,721 Sergt.-Mjr. G. A. Brown... Field telephones at front. 6,271 Sapper F. D. Arundel . Bloemfontein. 


6,263 C.-Sergt.-Mjr. E. Rorke ... Headquarters, Pretoria. 6,199 , H. Bertram " 
21,109 Sergt. C. T. Ruse (acting s - 6,169 „ J. M. Bowrey Headquarters, Pretoria. 
C.S.M. 6,198 „ R. H. Brander . Invalided home. 
6,166 Sergt. J. H. S. Phillips ... F $ 6,180 „ W. С. Cooke ... Rly. Telegraphs, Standerton. 
б ШИ x W. S. Entwistle ... Rly. Telegraphs, Elandsfontein. 6207 ~i H. Е. Claxton^ Headquarters, Pretoria. 
6,193 „ T. H. Brown ... Headquarters, Pretoria. 6,269 „ W. G. Carter Machadodorp. 
192 «x, A. H. Graham ... Machadodorp, with Capt. Leaf. 6,197 m A. J. C. Devonshire п 
6,173 Cpl. H. H. Bicker-Caarten N.C.O. in charge of section 6,177 » G. J. H. КИЛО a Headquarters, Pretoria. 
Bloemfontein, lighting railway GODS 4. R. W. Holliday ... Rly. Telegraphs, Elandsfontein. 
station and works. 6.183 н E. C. Horsley ... Machadodorp. 
GEJ 4 2 Chariton s e. Headquarters, Pretoria. 6,184 r- J. H. Hounstield... Bloemfontein. 
О. „ W. Dalton .. Field Telephones at front. 6.268 T A. E. Minns Р 
6.1/8 „ WAH.: Hossack .. Headquarters, Pretoria. 6,174 е Н. A. Paris lá X 
6,205 „„, DG. W. Hume .. Now 2nd Lieut. R. F. A., Pretoria. 6,198 „ N. W. Pirrie ... Headquarters, Pretoria. 


6.170 2nd Corpl. i. J. Hodgson Hea lquarter , Pretoria. 6,165 T B. Ж Phillips 


* 
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6,273 Baprper C. W. S. Paine ... Headquarters, Pretoria, employed 
^D under I. M. R. 

6.72 „ F. G. Payne . Bloemfontein. | 

6182 „ R. B. Roberts Headquarters, Pretoria. 

6195 „ C. E. Silverthorne Search lights, Whitbauk. 

6.10 „ F. C. Stephens ... Rly. Telegraph instrument work 
| at front. 
6907 „ C. R. H. Thorn ... Invalided home. 

6208 „ B. H. Tilley . Army Telegraph, Standerton. 

6270 „ J. D. Taylor " M 

6200 „ F. J. Wallis . Beareh lights, Whit bank. 

6.189 , EJ. West . Rly. Telegraphs, Elandsfontein. 

61733 „ E. J. Wright ^ Т 

6,181 „ Е. J. Young . Headquarters, Pretoria. 


Civ. Servant W. Reed, with Major Crompton. 
" J. Warder, to Capt. Lloyd. 
14,102 Private J. Surridge, of 47th Cy. Imperial Yeomanry, Officer's 
Servant, Pretoria. 
6,265 Private H. J. Dennis, of 44th Cy. Imperial Yeomanry, E.E. 
| Cook and Officer’s Servant, Pretoria. This Private is an 


E.E. Volunteer Sapper and joined at Roodeval. 


The E.E. Volunteers have also attached to them now 14 Infantry 
and 1 N.C.O. of various regiments as a permanent escort for steam 
transporting. | 

A Lance-Corpl. of the Cornwalls is acting as messenger. 

30 Native-boys are with the corps as general labourers. 

12 Civilian Engine Drivers, under the supervision of E.E. men, 
are also attached with two engines from Aldershot. 

4 Q.M.S. from the Royal G. Artillery, with his engine the 
"Ursula," has also made an excellent addition to the steam traus- 
p.rting staff. The Ursula" is now taken over by E. E. R. E., Capt. 
Lloyd being О.С. transport. The G. M. S. is also remaining and 
giving very useful assistance to the men. 


WORK IN HAND. 


- 


ELECTRIC LIGĦTING— PRETORIA. 


1. Хо. 2 General Field Hospital.—This hospital consists of 
marquees and bell tents, and has an accomodation for about 1,500 
patients. The wiring is being done on an overhead bare conductor 
J- wire system; about 90 poles in all will be used. There will be 
about 300 8-c.P. lamps. The work is now about three parts finished 

2. 4dvanced Base Medical Store. — About 20 8-c.p. lamps, just com- 
menced. 

З. Sterilisation of Milk Depot. About 20 8-c.P. lamps, not started. 

4. Wonterboom Fort. — Re-wiring entanglement, about half 
nniched. 

5. Staats Printing Works. Running of plant. 


The above is about six weeks’ work. 


TRANSPORTING—PRETORIA. 


1. Supplies to Rietfontein as required.—About four times a week. 
2. Coal Supplies to Hospitals, Forts and Pumping Stations us 
reyuired.—One of the above stations, and sometimes two, per day. 


Еіғствіс Ілантгхе Joss FINISHED IN PRETORIA, AND THEIR 
EQUIVALENT IN 8-C.P. LAMPS. 


1. Two large sheds of the East Supply Depót Stores.—'T wo sets of 
railway lines run between them near the railway station. Each has 
^ middle and an outer wire running along its whole leugth. (60.) 

2. Advanced Base Military Post Office.—Near station. (60.) 

3. Branch Army Post Office.—Church Street. (8.) 

4. Commissariat Stores.—Market Street. (100.) 

5. Railway Telegraph Stores.—Staft-Officer commanding :—Capt. 
Mannifold, R.E., close to E.E.R.E. Cam p. (40) 

6. Extensions to No. 5, as above.  (10.) 

7. Military Bakery formally Z.A.R. jam factory, opposite E.E.R.E. 
Camp. 26.) i 

3. Rest Сатр. (4) 

9. Klapperkop Fort, Officers’ Quarters. (16. 

10. West Fort, Mens’ Quarters. (40.) 

ll. Schantzkop Fort. (8.) 

12. Put in working order the oil engine planta of the three above- 
named forts. | 

13. Troeps Coffee Shop.—Near station. (8.) 

14. Commander-in Chief's Oſice.— Mare Street. 

15. Chief of Stajf’s Office. (6.) 

16. 0.C.— A.S.C's. Office. (S.) 

17. No. 1 Military School Hospital. (70.) 
10 №. 2 Military School Hospital, and Nurse Quarters.— Opposite. 
19. Yeomanry Branch Hospital, Eastwood.—This hospital is the 
house of Mr. Beckett, a very large tradesman. 210.) 

The following officers, N.C.Os. and men are remaining in South 
Africa at the termination of the war :— 


2nd Lieut. J. H. Stubbs. 6,272 Sapper C. W. S. Paine. 

6.193 Sergt. T. H. Brown. 6,195 „ C. E. Silverthorne. 

6,209 Le.-Corpl. A. E. Levin. 6,190 „ F. C. Stephens. 
6,203 Sapper R. W. Holliday. 


The above N. C. Os. and men have, through the great influence 
and popularity of Major Crompton— together with the great trouble 
he has taken on their behalf—obtained some excellent appointments, 
and desire to thank him through the medium of our columna. 


(24.) 


— 


CONTRACTS OPEN AND CLOSED. 


(Continued from page 664.) 


London.—November 13th. The L. C. C. wants tenders 
for about 150 arc lamps (80 10—12 amperes and 70 5--6 amperes) 
for the lighting of the Victoria Embankment and Westminster 
Bridge. See Official Notices " to-day. 


Lowestoft.—November 2nd. The Corporation wants 
tenders for two water-tube boilers, economiser, pipework, and one 
250-KW. steam dynamo. See “Official Notices“ October 19th. 


Lowestoft.—November 2nd. 
tenders for wiring the Town Hall. 
19th. 


Pemberton.—November sth. The Council wants tenders 
for boilers, engines and dynamos, battery, switchboard, crane, and 
eonductors, for electric lighting. See “ Official Notices" October 
19th. 


Stavanger.— January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2ud, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Swansea.—October 29th. The Corporation invites 


tenders for electricity meters, demand indicators, and main fuses. 
See “Official Notices October 19th. 


Walker.—November 12th. The UC. D.C. wants tenders 
for the erection of a 2- unit Meldrum destructor, including boilers, 
steam pipes, &c. See Otlicial Notices to-day. 


The Corporation wants 
Sce “Official Notices” October 


CLOSED. 


Barnsley.—The Corporation has placed an order for a 
600-H.P. generating set of P.P.P. combined liglting and traction 
type, with Messrs. D. Bruce Peebles & Co. It will consist of a 
machine direct coupled to a Willaus engine. 


Dundee,— The Town Council has accepted the offer of the 
Belltield Iron Works, Limited, to supply three steel water tanks for 
the electric light station at £670. 


Glasgow.—The tender of Messrs, Mechan & Sons for 
transformer connecting bars for the sub-stations of the new electric 
tramways of the Corporation has been accepted, oue of the condi- 
tions being that work shall be finished by January 1st, or at latest 
January 16th, 1901. 


Hackney.—The Electricity Committee has recommended 


the Vestry to place the contract for cables, troughing and trenching 


work, distributing boxes and house services with the British 
Insulated Wire Company. Their various tenders for the different 
items make a total of about £46.000. The Contract Journal states 
that the Committee has also recommended the acceptance of the 
following tenders: — Cole, Marchant & Morley, Limited, for 
condensing plant. £4,749; Klein. Engineering Company, Limited. 
for cooling apparatus, £1,960; Aiton & Co., for pipework and valves, 
45.065; Worthington Pumping Engine Company, for feed pumps. 
£753: S. Z. de Ferranti, Limited, for switchboard and instruments, 
booster and motors, бе. (Part 1), £2.976 10s.; Johnson & Phillips 
ditto. (Parts 2 to 5), £2,160, public are lamps and switchboard, 
£5,248 188. 6d. : Chamberlain & Hookham, Limited, house meters, 
£3,632 10s.: Higginbottom & Manuock, for overhead travelling 
crane, £638; Easterbrook, Alleard & Co., workshop equipment, £772 
2s. 4d4.; W. P. Allen & Co., 132. Queen. Victoria Street, P.C., are 


lamp pillars, £13 5s. per pillar: Manlove, Alliott & Co., Nottingham, - 


for the supply of a disinfector laundry machinery (driven by 
electric motor), £701 2s. 


Suffolk,—The contract for wiring, &e., for electric lighting 
the Suffolk County Asylum at Melton, has been given to Messrs. 
Mann & Co., of Norwich. 


FORTHCOMING EVENTS. 


Friday, October 26th.—At 5 p.m. Physical Society Meeting: 

: (1) “Exhibition of Expernnents Illustrating Certain 
Phenomena of Vision." By Dr. Sheltord Bidwell, 
F.R.S. (2) "On the Concentration at the Electrode 
in a Solution, with Special Reference to the Libera- 
tion of Hydrogen by the Electrolysis of a Mixture of 
Copper Sulphate and Sulphuric Acid." By Dr. J. S. 
Sand. (3) “Electromotive Force and Osmotic Pres- 
sure.“ By Dr. R. A. Lehfeldt. 


At 8 p.m.—Iustitution of Junior Engineers. Annua 
general meeting at the Westminster Palace Hotel. 
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Saturday, October 27th.—At 7.30.  Newcastle-on-Tyne. Annual 
meeting of the N.E. Coast Institution of Engineers and 
Shipbuilders. Presidential address by Mr. Henry Withy. 
Paper on The Stress Produced in a Connecting Rod by 
its Motion," by Mr. C. H. Innes, M.A. 

Thursday, Ncvember 1st.—At 8 p.m. The Röntgen Society. Ordi- 
nary general meeting at 20, Hanover Square. Presi- 
dential address by Dr. J. B. MacIntyre. 

Thursday, November 8th.—Institution of Electrical Engineers. 
Opening meeting for the new session, when Prof. 
John Perry will deliver his inaugural address. Pre- 
sentation of premiums. 


NOTES. 07 


Essentials of a Good Stoker.—The attention that has 
been given in America to the prevention of smoke has carried 
American thought very much along the same lines as it has. 
followed with ourselves. Writing in the American Electrician 


on the question of stoking by machinery, Mr. А. L. Harrison ` 


states that on the coking system alone can the operation be 
smokelessly carried out, and he gives as an essential that the 
feed-plate surface or dead plate should have 1 lineal foot of 
gurface for each 4 square feet of grate surface. Probably 
lineal is a mistake, and square was meant. The next essential 
is a furnace arranged so that the volatile gas is burned off 
before the fuel is pushed off the dead plate and upon the 
grate, and the furnace should be capable of burning any- 
where from 15 to 40 lbs. per square foot. A third essential 
is that the furnace should always be clean, and in a condition 
to do work without admitting too great an excess air. We 
can quite understand that all these desiderata may be obtamed 
with underfired boilers, and even with water-tube boilers, if 
specially arranged for smokeless combustion, but they are 
more difficult to secure with internally fired boilers. Much 
of the commercial advantage of mechanical stoking is to be 
got by using inferior fuels. We think no stoker is of much use 
that cannot be supplied with coal by some mechanical means, 
and it remains as true now as ever that even with full coking 
there cannot be smokeless combustion in any furnace which 
sends up its products of combustion directly from the grate 
among a lot of cold water pipes, as in ordinary forms of 
water-tube boiler, which will smoke even with so-called 
smokeless Welsh. 


The Sorrows of the N.T.C.—The case of the National 
Telephone Company v. Pass & Company, 64 J.P. 651, which 
was heard by Mr. Commissioner Kerr in the City of London 
Court early this month, affords a striking instance of the 
difficulties with which the National Telephone Company 
have to contend. It appears that they had contracted to 
erect a private telephone wire for the defendants. The wire 
was erected and had been in operation for five years, but 
when the time came for payment of the sum of £50 
(being five years’ rent of the wire), the defendants refused to 
pay, alleging (1) that the wire had never been efficiently 
. fixed ; (2) when they used it they heard voices in the 
Exchange, although it was supposed to be a private tele- 
phone. The company had not guaranteed that the telephones 

would always work. They only did their best in -the 
matter, and could do no more. Such was the plaintiffs’ 
story told by their representative to the Commissioner, 
who, nevertheless, turned a deaf ear, and gave 
judgment for the defendants. 
inhabitants of that district of London through which the 
private telephone was erected relieved the monotony of their 
existence by hurling dead cats, old tin pote, and every other 
abomination at this particular portion of the property of the 
National Telephone Company. Small wonder that the ser- 
vice was occasionally interrupted. 


“My Moving Tent."—4A house was recently moved in 
Wellsville, Ohio, by electric power taken from a trolley line. 
The house was being moved along the street where there was 
an electric car line. Two cars were hitched to the house by a 
rope, and it was quickly pulled to its new destination. 


It appears that Ше. 


Electric Tower at the Pan-American’ Ехревіцеп, 
—The Pan-American  Expoeition - Compeny has made 
material modification in the plans and design for the elec- 
trical tower. The style of tower which.it is now proposed 
to erect will be built after a plaster: model made by John 


Galen Howard, of New York. Mr. Howard's plan calls for 


a tower 375 feet high. The frame will be of steel, and 
upon it will be placed the wood and staff required to 
complete it. in order that it may be an object of beauty. 
The base will be 70 feet square ; on the four sides there 
will be great panels of rich open work design, and it is єт. 
pected that at night, when the interior is lighted, these vill 


. show brilliant effects. The crown of the tower will be in thre 


parts ; the first an open loggia with pavilions and cupolas at 
each corner, surmounted by a high circular colonnade inclos- 
ing a spiral stairway which will lead to the lantern or look- 
out, the highest point to which a visitor may go. From 
this look-out a panoramic view of the Exposition and 
city will be obtainable. High проп the summit 
of the tower will stand a beautiful figure of 
Electricity. On the southern face of the tower, at the base, 
will be a cascade 60 feet high and 30 feet wide, which will 
be brilliantly illuminated in colours by electric lights. From 
the east and west sides of the base of the tower two curvel 
colonnades sweep to the southward about 60 feet, the 
extreme ends of which will be surmounted by pavilions that 
are richly embellished with statuary and other plastie orm- 
mentation. This tower is to stand in a broad basin, and all 
about the base will be a multitude of hydraulic and fountain 
effects. It will be the electrical centre-piece of the Exposition. 
Much study and expense are being devoted to developing the 
electrical display, which is expected to out-distance anything 
the world has ever seen. The tower will stand at the north 
end of the court of fountains, and about the tower for out- 
door illumination over 200,000 electric lights will be used. 
It is expected that no less than 250 tons of insulated wire 
will be used in the preparation. | 


A Little Girl's Hoop.— The following incident is 
related in the columns of the New York Electrical World :— 
* Part of the Washington street car system was tied up on 
October 4th by a little girl's hoop. Late in the afternoon 
she was rolling the hoop along C Street, Northeast, when it 
rolled on the tracks of the electric railroad. Just as a car 
came along the hoop. fell into the slot between the tracks. 
The hoop got white hot. The car stopped with a jerk, aud 
in a few moments a crowd was gathered around the strange 
obstruction. No one dared touch it or even approach very 
near. Before long the cars which came along behind the 
first car were halted, and there was a blockade all along the 
line. All sorts of schemes were tried, and all failed. It was 
half an hour before the employés of the road gave it up and 
telephoned to the power house to turn off the power, and it 
was long after that before traffic on the street was ina 
normal condition. The child during the whole disturbance 
had been crying and lamenting the loss of her hoop. Аза 
result of this incident, the trundling of hoops in Washington 
has been forbidden by a police ordinance." 


Lectures.—At Dumbarton Parish Church on 18th inst. 
Mr. Archibald Denny- delivered & popular lecture on 
„Electricity,“ in the course of which he referred to the ux 
of electrically driven tools in his own shipyards, thereby 
lightening the labour, cheapening and increasing the output, 
and employing more men. He reproved the Commissioners 
of Dumbarton for neglecting to face the electric lighting 
question when gasworks extensions recently came under 
consideration. | 

The Master Electrical Contractors’ Association of Dublin 
will meet on Monday evening, November 5th, to listen toa 
lecture by Prof. Forbes, F.R.S., on “ Electrical Utilisation of 
Water-power and the Niagara Scheme.” The meeting vi! 
be held at the new D.B.C., Sackville Street, Dublin, under 
the presidency of the Lord Mayor, Sir T. Pile. The invite- 
tions are headed, ** To meet Prof. Forbes, F.R.S.” 

One of a series of lectures to be delivered at Glasgow оп 
Corporation workJis to be by Mr. W. A.t Chamen, on tr 
subject of The Municipal Electric System.“ 
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the Belleville Boiler.—On the 12th inst. numbers of 
blue jackets appeared to] be én roule for Chatham to join the 
Hyacinth. There seems to be reason to suppose that the 
trials of this ship by the Committee on Boilers are about to 
be commenced. Already the Fuvropa has had a full-powered 
ron, when ske developed the magnificent speed of 10 knots, 
and it is “rumoured "—we quote a morning paper that 
appears half posted only in matters naval—that the cause 
of the mischief has been found. This is truly rich. 
Here is a hugé cruiser with machinery well and truly calcu- 
lated to be capable of over 20 knots She creeps at 
1) knots, and a Committee has to be appointed to find out 
why. We wonder what would happen to the engineer of a 
Lancashire cotton factory if his 1,000-H.r. engines refused 
to develop more than 500 H. P. and if he was unable to point out 
the reason why in a few minutes. Yet the Awropa has been 
to Australia, and has come back again, and either it is a fact 
or it is a polite fiction that her engineers do not know why 
she steams so slowly. Of course they know. It would not 
he proper to blurt out the plain truth. Better sink the Navy 
and welcome the heavy foot of invading Europe than call on 
Mr. Goschen or his advisers to explain why £180,000 was 
paid in order that 62 ships of the British Navy should be 
incapable of defending our shores for lack of speed. With 
the Duke of Marlborough justifying the War Office, it 
is perhaps supererogatory to even hope for a good Navy 
fom the powers that be, who have brought it to its 
reent pass, but possibly the retirement of Mr. Goschen 
&mifies a change of policy, and that in the future our 
Navy is not to be kept distinctly helpless ? | 

That our innumerable strictures passed on the Delleville 
biler were substantially correct is being amply proved. 
The latest announcement'is to the effect that the first-class 
cruiser Europa was paid off at Portsmouth this week in 
order that her boilers might be repaired. “ Тһе Europa is 
fitted with Bellevilles, which have given unsatisfactory 


results during the ship's recent voyage to Australia and 
back," | 


Toys for а Bad Boy.—The U.S. Consul at Con- 
stantinople tells a funny tale about the Sultan. It has been 
alleged repeatedly that Abdul Ahmid is inclined to confuse 
drnamos with dynamite, to the detriment of the former, and 
there ig actually in existence a general interdiction against 
dynamos, electrical plant, telephones, &c. But, in the face 
of this, a few months ago some enterprising American trader 
managed to get off a shipment of electrical appliances to 
Constantinople. These were duly seized and lodged in the 
Custom House. To admit them to the great Ottoman 
Empire was out of all reason until the U.S. Consul inter- 
pesed, and insisted upon samples of some of the small elec- 
tric reading lamps, and electric toys with tiny batteries, 
being placed before the Sultan personally. This was an 
admirable move, and was perfectly successful, for the Sultan 
bought the whole consignment for his personal use, presum- 
ably to lighten the dark places in his harem, and to amusc 
the occupants thereof. But there is more than this; he is 
stated to have issued an Iradé authorising the introduction 
of similar articles into the country. It should require only 
another step to obtain the removal of the restrictions against 


all electrical machinery. Why does not the British Consul walk 


up to the palace gate with a 2,000 Kw. generator upon his 
shoulder? The Sultan would be unable to resist its fascina- 
tons, and might even buy it up. Who knows? The 


English Consul would then have beaten his American rival. 


— — — 


Suspension Railway.— In the presence of a large and 
distinguished company, the Barmen-Elberfeld-Vohwinkel 
Suspension railway was opened at Elberfeld on Wednesday. 
The railway is the invention of the late Herr Eugen Sanger, 
of Cologne, and consists of a single overhead rail, supported 
at a height of 8 m. by iron trestles, the carriages swinging 

low the rail as in a ropeway. The line is 135 km. in 
length, following the course of the River Wupper; it is 
double throughout. At present only the Elberfeld portion is 
complete. The motive agency is, of course, electrical, power 
being supplied from a generating station at Elberfeld. 


Fatality —An inquest was held at Sheffield on 17th 
inst. into the death of Ernest Liversedge, an electric pump- 
ing engine attendant at the Tinsley Park Colliery. It seems 
that some machinery, the belt of which was being held at 
the time by  Liversedge, started running without any 
warning of any kind. We need not mention all the details, 
but the belting and machinery played havoc with the man, 
causing his death. The sad affair is attributed to a defective 
switch, or, rather, to a defective switching principle. "The 
evidence of the colliery electrician, Mr. J. С. Dodd, who was 
in charge of the machine at the time, is recorded iu the local 
papers as follows :— | 

He stopped the machine to allow Moore and deceased to go down 
into the motor room. Owing to a defect in one ofthe switches, 
which set up short circuiting, the machine started. There was 
nobody near enough to the machine to start it. During his seven 
years’ experience he had never before known a motor machine to 
start owing to short circuiting. The defect referred to was, in 


witness’s opinion, brought about by generation of steam inside 
the switch-box. 


Mr. Neal: Do you say that this particular switch, or the principle 
of this type of switch, was defective ?— Witness: The principle of 
the switch altogether. 

Thomas Richard Thornton, mechanical engineer at the colliery, 
said he was close to the machine when it started working, and it 
was impossible for anybody to have interfered with it. 

The jury returned a verdict of ‘‘ Accidental death,” the Coroner 
remarking that in all probability further investigations would be 
carried out by other authorities. 


Personal.—Mr. T. W. W. Melhuish, who has been 14 
years in Vienna as manager and chief engineer of the cen- 
tral electri¢ lighting station there of the Imperial Conti- 
nental Gas Association, has recently been appointed 
consulting and inspecting electrical engineer to the Associa- 
tion and some other companies in which the Association is 
interested, and will remove now to 23, Boulevard Militaire, 
Brussels, as this town is more conveniently and centrally 
Situated as regards his new duties. 

At Stirling las& week the contractors for the electric 
lighting plant and the staff of the electricity works presented 
Bailie Wylie, convener of the Electricity Committee, with a 
handsome clock, as a token of their respect and esteem. 


Appointments Vacant.—The Warrington Corporation 
want an electrical engineer at £250. per annum. The 
Bury Electric Lighting Committee want an assistant 
engineer at £110 per annum. An assistant engineer 
at £120 per annum, and a junior assistant at £78 per 


annum, are required for the Darlington electricity works. 
See “ Official Notices " to-day. | 


Society of Arts.—A course of four Cantor Lectures on 


© Electric Oscillations and Electric Waves,” will be 


delivered by Prof. J. A. Fleming on Monday evenings, com- 
mencing November 26th. 


Municipal Trading.—On Wednesday evening, at the 
dinner of the Political and Economic Circle of the National 
Liberal Club, Mr. Emile Garcke read a paper on * The 
Limitations of Municipal Enterprise." 


Electrical Engineers R.E. Volunteers.—We are in- 
formed by the officer commanding, Major R. S. Erskine, that 
recruiting for this corps begins on November Ist, at the 
Headquarters, 13, Victoria Street, S. W., at 7 p.m., and will 
be continued on every succeeding Tuesday and Thursday at 


the same time and place until further orders. 
| | 


Röntgen Rays. The Standard Berlin correspondent 
says that asa result of experiments made by Signor Briguiti, 
of the State Archives, in Rome, it has been found that the 


so-called Röntgen rays can be utilised, in certain cases, for 


the examination and copying of manuscripts concealed 
under the covers of books, &c., the rays penetrating wood, 
leather, and cardboard. This can only be done, however, 
when the ink contains some mixture of red lead, cinnabar, 
or ultramarine. In that case the rays will also serve for the 
detection of forgeries in manuscripts. 


A Technical Dictionary in Three Languages.—The 
Council of the Institution of Mechanical Engineers has 

Г considered a communication received from the Society of 
| German Engineers in Berlin, stating the need that was felt 
there for a reliable technical dictionary in German, English, 
and French. The Berlin Society asked that the English and 
French Societies should give their assistance in. the produc- 
tion of such a work, and requested the Institution of Mecha- 
nical Engineers to appoint members to assist. At last 
week's meeting of the Institution Mr. E. Worthington, 
the secretary, said that the Council had decided that 
the Institution, as a body, could not take any action 
in the matter, but had informed the German Society 
| | that the proposal would be placed before the members with a 
ERE view to individual assistance being rendered. Sir W. H. 
AN White, the president, said there was no want of sympathy 
ET with the movement on the part of the Council. The only 
| | | | question was as to the best way of giving effect to the sug- 
а | im gestion. After a brief discussion, it was agreed that the 


ance would be communicated to the German Society. A 
paper by Mr. Bryan Donkin, entitled “ Observations on 
| an Improved Glass Revealer for Studying Condensation in 
| Steam Engine Cylinders, and Rendering the Effects Visible,” 


| | | | Ж was afterwards read. 
| i | | 
„ 
| і ~ 
EEG 
| Jc 
) 
| 
| 


names оѓ any members who were willing to give апу assist- 


Closed-Conduit Traction.— The New York Zlecrical 

Reriew, in a recent issue, gave some illustrations of a new 

system of electric traction, making use of a sectional con- 

ductor connected appropriately to a feeder as the car passes 
j over it. Fig. 1 shows the working conductor and one of the 
| contact-making devices in section. Installed between thie 
ot TER t two rails of the track is a sectional rail, which may be of 
N li 1 Sj any convenient shape, but preferably one similar to that 
yo! „ shown in the illustration, since this presents a small surface 
"do. li р in the street, and can easily be worked in with the pavement. 
| mE This rail is divided into sections longitudinally, the length of 
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з б Ж, each section being about one-quarter that of the cars which 


are intended to run over it—on ordinary track, say, about 
12 feet. This rail is laid on a continuous stringer of wood 
or concrete, in which, at intervals of about 4 feet, are placed 
the contact-making receptacles well illustrated in fig. 1. 
These consist of a porcelain shell containing an aluminium 
cup. The cup is partly filled with mercury, and in this is 
immersed the stem of the rivet-shaped contact-making 
device, which is adapted to be attracted upward agaiust the 
under surface of the working conductor when the latter is 
magnetised. Attached to the car is a pair of electro- 
magnets, shown in fig. 2, hinged to which (solely for con- 
venience) are the current-taking devices shown in the same 
figure. These magnets are energised by a storage battery of 
small size, carried on the car, and adapted to be recharged 
by connection to the lamp circnit of the car. Its energy 


r 
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consumption is, of course, very small, and may be made 25 
little as 50 to 100 watts. As this device sweeps along over 
the iron or steel sectional rail, it produces in the latter mag. 
netic poles, which attract the rivet-shaped contact-making 
pieces described above. Interposed between the head of each 
of these and the lower surface of the rail is a copper or bras 
washer, so that any slight residual magnetism in the mil 
itself will not cause the contact maker vo stick to it and fail 
to fall back. The operation of the system is easily to be 
understood from the above. As the car runs along the 
contact makers come up under it, energising in succession 
the various sections of the sectional conductor, aud thus 
supplying current to operate the car. As the contact maker 
cannot fall while current is on it, or unless it is shunted with 
another similar device, it is practically impossible to have 
sparks in the switch devices. It is intended that a strap 
conductor shall be run along in the groove under the various 
switches, as shown in the illustration, and from this the 
current fed directly, though this construction is not essential, 
The system, which is the invention of Mr. Lowell M, 
Maxham, is operated by the Bay State Traction Company, d 
New York and Boston. 


Bankruptcy Proceedings.—On October 16th at the 
Wandsworth Court, Mr. Cornelius Bennett Harness, of 20, 
Macauley Road, Clapham, Surrey, and late managing 
director of the Medical Electrical Institute, Limited, of 52. 
Oxford Street, Middlesex, was adjudicatedg bankrupt. The 
first meeting of creditors is to be held at 24, Railway 
Approach, S.E., on October 31st at 11:30 a. m. The publie 
examination takes place at the Court House, Wandsworth, 
on November 8th, at 12 noon. 


Motor Cars at Maneuvres.—Major T. B. Mott. 
U.S.A., who represented the United States at the recent 
French manœuvres, is reported, says New York Elertririly. 
as making the following statement on the utility of auto- 
mobiles in the army :—* The manoeuvres proved extremely 
interesting and instructive. From several points of view, 
the extensive use of auto-cars was a most striking innova- 
tion, and the results attained have fully justified the claim 
for their practical utility in European warfare. They did 
excellent work, enabling the generals and their messenger 
to cover great distances in a few hours. Auto traction cars, 
moreover, immensely facilitated the work of the commissariat 
department, each drawing six or seven cars heavily laden 
with provisions. ‘They have undoubtedly come to stay. | 
examined this question of military automobiles, however, from 
the American standpoint, and while fully appreciating the 
enormous service they render to the armies of Europe, where 
the highways are level and well built, and the distances com- 
paratively small, I do not believe they would be of sufficient 
value on the rough American roads and over enormous tracts 
of country, as in the United States, to justify the heavy 
expense of their introduction and maintenance in tle 
American Army.” 


NEW COMPANIES REGISTERED. 


Colwyn Bay Electric Light and Power Company. 
Limited (67,480).—This company was registered on October 170, 
with a capital of £3,000 in £1 shares (1,000 preference), to adopt an 
agreement with T. S. Jones and R. H. Jones, to acquire the business 
carried on by them at Vron Haulog, Colwyn Bay, and to carry on the 
business of electric light and power producers, manufacturers of and 
fitters of electrical appliances, &c. The first subscribers (each with 
one share) are:—T. S. Jones, Ivy House, Castle Bromwich, com- 
mission agent; R. H. Jones, Vron Haulog, Colwyn Bay, electrical 
engineer; Hannah Jones, Vron Haulog, Colwyn Bay; Clara 5. 
Jones, Ivy House, Castle Bromwich; A. Horobin, Basrontlx, 
Mostyn Road, Colwyn Bay, ironmonger; T. Homan, St. Paul: 
Arcade, Colwyn Bay, tobacconist; and Harry H. Rose, Woodside. 
Rhiw Road, Colwyn Bay, confectioner. The number of direct«.rs 15 
not to be less than three nor more than five. Rowland H. Hughc: > 
the managing director; qualification, E50; remuneration as fixed |; 
the company. Registered office, Vron Haulog, Colwyn Bay. 
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hing Are Lamp Company, Limited (67,4 90).— 
This company was registered on October 18th, with a capital of 
„5000 in £1 shares, to carry on the business of manufacturers of, 
dealers in, and agents for electric lamps, fittings, plant, outfit, tools, 
appliances and apparatus, anch in particular to acquire certain patent 
„respect of the King are lamp. The first subscribers (each 
with one share) are:—H. W. Gorringe, 19, Hotham Villas Road, 
рилет, S.W., clerk; F. Alexander, Powis House, Dagnall Park, 
Selhurst, S.E., accountant; Lavinia Willams, 51, Chatham Place, 
Hockney, typist; G. Hearsey, З, Harod's Place, Well Street, E., 
sarehouseman : S. R. D. Thorpe, 6, Copthall Avenue, E.C., solicitor; 
C. B. King, jun. 2, Hampstead Mansions, Hampstead, electrical 
engineer; and E. R. Smith, Emsdene, Water Lane, Cricklewood, 
XW., electrician. Table “А” mainly applies. Registered office, 
103, Queen Victoria Street, E.C. | 


British Electric Street Tramways, Limited (67,494). 
—This company was registered on October 18th, with a capital of 
2300.000 in £10 shares, to construct, equip, maintain, and work 
electrice tramways, electric railways, vans, carriages, launches, 
steamboats, and other vehicles, or other means of conveyance by 
‘and or water, and to carry on the business of electricians, 
mechanical engineers, machinists, fitters, founders, millwrights, 
, wire drawers, tube makers, japanners, aunealers, platers, 
ers, rubber manufacturers and merchants, oil refiners, tool 
makers, Ironmongers, Ke. The first subscribers (each with one 
share) are:— Е. Howard, 65, Digby Road, Brownswood Park, N., 
derk; F. Hopkins, 29, Heron Road, Herne Hill, S.E., shorthand 
writer; O. M. Bolton, 431, Liverpool Road, N., clerk; C. M. 
Murphy, 31, Victoria Road, Chelmsford, shorthand writer; H. J. 
luylor, 4, Greville Road, Walthamstow, N.E., clerk; Н. E. Hill, 
2 Leander Road, Brixton Hill, S.W., accountant; and R. M. 
“tery, Bowery Farm House, Wraysbury, Buckinghamshire, farmer. 
е number of directors is not to be less than three nor more than 
it, the subscribers are to appoint the first; qualification, £200. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Langdon-Davies Electric Motor Company, Limited 
55830).—This company’s annual return was filed on August 31st, 
woe 15,850 preference and 44,007 ordinary shares were taken up 
1 of a nominal capital of £70,000 in 20,000 preference and 
"000 ordinary shares of £1 each; £1 per share has been called up 
- ihe preference and 4,007 ordinary shares, resulting in the receipt 
: £19,857 ; £40,000 is considered as paid on the remaining 40,000 
ordinary shares. 


SUPPLY STATION ACCOUNTS. 


- THE accounts for last year of the electric 


Leicester supply department of the combined gas and 
Corporation electric lighting undertaking of the Leicester 
Electricity ^ Corporation show that, despite the disadvan- 
Accounts. tages which necessarily arise when the businesses 


are run as a joint affair, the supply is being 
‘cll supported and extended. During the year over £23,000 was 
peut оп extensions. Over 15,000 additional equivalent lamps were 
vnnected, апа the maximum load increased by over 30 per cent., 
"ode the units output rose by over 40 per cent., showing that the 
ders Coming on are drawn from a remuncrative class of 
s'emer, There is as yet no attempt at public lighting. This is 
© be regretted, because it leads rather to the opiuion that gas is 
vusidered good enough, because gas is the dominant partner. 


GENERAL STATEMENT. 


| 1898. · 1809. Increase. 
Total capital expenditure £81,079 £104,122 £23,043 
Х umber of units sold 386,186 566,600 180,414 
Number of lamps connected 37,240 52,526 15,286 
-aximum load in KW.  ... its 670 880 210 
Grosa revenue £8,920 £10,915 £1,995 
ross expenditure... £3,917 44,757 £840 
rss profit хф £5,003 £6, 158 £1,155 
Average price per unit sold 500d. 4°21d. — 79d. 


The receipts per unit for energy in 1898 stood at 5d., a figure also 
‘ding inthe previous. In the first half of last year the charges 
‘ere Od. and 2d., and in the latter half 4d. and 2d. The result of 
“© reduction appears in the increased output, but is also indicated 
Ny the fall of about. {ths of a penny in the revenue, the average now 
. per unit, a substantial reduction. A good deal has been 
teard from time to time about the wiring and fitting business of 
ine Corporation, and how it is objected to by the local contractors, 


This work is represented by the sums of £611 and £640 respec- 
tively as profits arising therefrom and included in the revenue state- 
ment in this form only. Further particulars are not given in the 
printed accounts, so one is unable to say what percentage these 
figures show on the year’s turn-over. 


. REVENUE STATEMENT. 
1898. 1899. 
Gross. Per unit. ‘Gross. Per unit. Increase. 
Sale of energy, &c. £8,043 500d. £9,952 421d. — 79d. 
Meter rents - 80 - 234 14d. 323 14d. 00d. 
Profits— Fittings department 611 38d. 640 27d. — 11d. 
Interest received - і. 32 02d. : — O2d. 


£8,920 554d. £10,915 462d. — 92d. 
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Gross revenue 


Where coal is bought in large quantities and is not loaded with 
heavy freight charges the increase in cost per ton is a large fraction, 
and as one would expect at Leicestcr, the upward tendency on the 
coal market has added „,d. per unit on the coal bill. The figure 
of 58d. is not at all out of the way, however. Oil, waste, &c., 
has slightly risen, but all the other figures are reduced, particularly 
salaries and wages and repairs. It is interesting to examine the 
Leicester figures closely, as they relate to a station where, we 
believe, there are four equal sets of 400 kw. each. The troubles 
of a technical character experienced at Leicester were common talk 
a year or two ago. The results now seem to show that these have 
been got over entirely. 


Cost oF PRODUCTION. 
1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase. 
Coal, and unlpading same . £786 49d. £1,367 »58d. + 09d. 
Oil, waste, water and engine | 243  '15d. 393 1 7d. + 02d 


room stores. 


Salaries and wages incurred | | 
in generation and in dis- 1,419 88d. 1433 »61d. — 27d. 
tribution. ) , , 

Repairs and maintenance of) -89d 11d. 


buildings, engines, boilers, j 685 43d. 761 


dynamos, &c. — — == ̃ 
Works costs .. £3,133 l' 95d. £3,954 1*68d. — 27d. 
Rent, rates and taxes .. 305 119d. 354 15d. — 04d. 
Management expenses, } 
salaries of managing engi- - 254 16d. 206 *094. — 07d. 
E 
stablis 8, sta- : 
tionery &nd о. law 225 14d. 243 10d. — 044. 
charges and insurance 
Other expenses 
Total costs £3,917 2444. £4,757 9.020. — 12d. 


The financial charges in 1898 amounted to £4,312 and in 1899 to 
£4,731. As, however, the gross expenditure only rose to £840 for 
an increasein revenue of £1,995, there was an extra £1,155 to meet 
the differeace in financial charges, and to add to the net profit, 
which more than doubled. 


Prorit STaTEMENT. 


1898. 1899. 
Interest on loans, to bank and on deposit £2,176 £2,595 
Sinking fand for repayments ..  .. 2,136 2,136 


Net profit carried forward TI 691 1,427 


Gross profit 


THE accounts of the municipal electricity 
Ayr supply undertaking at Ayr show that the 


Corporation financial position is improving, although the 
Electricity ^ business has not yet reached the position of 
Accounts. paying its way and meeting all the charges. In 


1897 the deficit amounted to £1,155; the next 
year this figure had fallen to £747, while last year the net loss was 
£696. From the general statement it will be seen that the exten- 
sions are only proceeding slowly, the increase in capital expenditure 
being less than £3,000, but the rise in output is satisfactory for a 
town situated as Ayr is, and subject to rather peculiar local con- 


ditions. 
GENERAL STATEMENT. 


1898. 1899. Increase, 
Total capital expenditure .. £43,897 £46,865 £2,968 
Number of units sold .. 297,420 425,639 128,219 
Number of lamps connected 11,950 17,919 5,962 
Maximum load in KW. ... "T 210 256 46 
Gross revenue - эз £3,901 25,245 £1,344 
Gross expenditure we 22,621 £3,480 £859 
Gross profit "— o £1,765 (4485 
Average price;per unit sollt 3:08d. 2:554. 


The gross receipts have been swelled by about 30 per cent., and 
now stand at over 45, 200. The effect of the scale of charges 
adopted has been to reduce the revenue from sales of electrical 
energy by nearly 4d., the figure of 2:85d. per unit average received 
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from this source being extremely modernte, and which should have 
the effect of creating a steady and increasing demand. Of the total 
of 425, 639 units, private consumers took 168,039 only, while the 
public lamps (82 arc lamps and 117 incandescents) consumed no less 
than 257,600 units. On the gross receipts per units there is a drop 
of nearly ith of a penny, or ‘03d. per unit more than the change in 
total cost. 


REVENUE STATEMENT. 


+ 


1898. 1899. — 
Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy g. . £3,812 3:084. 25,056 2:85d. — 23d. 


Meter rents, &c. uc dm EET 16 ‘Old. +7014. 
Sale of old material 87 -07d. 178 10d. +084. 
Other: income-tax, rents, &c. Р ud еж ыз 3 255 


Gross revenue ... 43, 901 35d. £5,245 2:96d. — 19d. 


The cost sheet shows the effect of increased price for fuel, which 
was 68d. in 1897 aud in 1898, and is now 72d. Establishment 
charges have gone up slightly, while oil, waste, &c., and salaries 
remain unaltered ; the other items having fallen, the most im- 
portant alteration being in wages, the change in which shows that 
Mr. Fuller, the engineer, is running the works as economically as 


possible. The reduction in total costs to below 2d. is good under 
the circumstances. 


Cost or PRODUCTION. 


1898. 1899. 
Gross. Perunit. Gross. Perunit. Increase. 


Coal and unloading same 4847 68d. & 1.288 *79d. 4+ 04d. 
О 1, waste, water and engine | 60 05а 83 «05d. — "00d. 


room stores, &c. j 
B uaries and wages incurred 
in generation and distri- г " » 2 
bution and attending 924 75d. 974 556d. 20d. 
street lamps 
noras. and maintenance - 
of uildin engines EM " 
Boilers, азоо Сап 911 17d. 265 „15d. —024. 
public lamps "PE 


Works cost .. £2,042 165d. £2,610 1°47d. — 18d. 
Rent, rates and taxes .. 107 094. 146 *084. — 01d. 


M U , 
6 ol managinge 22 299 24d. 417 24d. 004. 
er 


neer, secretary, c 8, 

Ge 5 eral 3 
ine law анай and | | 106 09d. 262 *15d. 4 06d. 
- insurance ; : 

Other expenses; repairs to} 67 ‘05d. 45  *09d. — 03d. 
property 


Total costs .. £2,621 212d. £3,480 1*96d. — 16d. 


Under the head of profits it may be noticed that the increase in 
gross profit, a sum of £485, is divided, £434 going towards the larger 
amount required to meet the interest and sinking fund charges, and 
£51 being the difference between the deficit in 1898 and last year. 
In a year or two we look for a clear financial statement when the 
whole of the charges will be met. 


PROFIT STATEMENT. 


1898. 1899. 

Interest on loans „ £1,178 £1,53 
Binking fund for repayments .. ae si 849 930 
Net profit carried to rates e .. 747 — 696 
Gross profit е .. £1,280 £1,765 


CITY NOTES. 


The Western Telegraph Company, Limited. 


THE directors’ report for the half-year ended June 30th, 1900, to be 


submitted to the general meeting on October 30th, 1900, reads as 
follows :— 


The directors submit the annexed accounts and balance-sheet for the half- 
ear ended June 80th, 1900. The revenue for this period amounted to £230,484 
9s. 9d.,and the working expenses to £80,579 15s. 2d. Aftter providing £11,031 

128. 4d. for debenture interest and sinking fund, and £3,210 5s. M. for income- 
tax, there remains a balance of £135,618 6s. 8d.; to this is added the sum of 
£6,790 19s. 6d., brought forward from December 81st last, making a total of 
£142,404 65. 2d. A quarterly interim dividend, amounting to 431.189 10s. has been 
paid, and £50,000 transferred to the reserve fund. Thé directors now recom- 
mend the declaration of a firal dividend of 8s. per share, making, with the 
interim dividends, a total dividend of 6 per cent. for the year, and also the pay- 
ment of a bonus of 2s. per share, both frce of income-tax, which, together will 
amount to £51,982 10s., leaving a balance of £8,571 03. 8d. to be carried 
forward. The dividend and bonus wil be payable on November Ist. 
The company has recently acquired sn interestin the capital of the River Plate 
Telegraph Company, Limited. Thedirectors of the Western Telegraph Company, 
Limited. wi!l become directors of the River Plate Telegraph Company, Limited; 
a resolution to meet there oases is included in the notice convening the extra- 
ordinary general meeting. Under the powers vested in the board by the articles 
of association of the company an amount of £400,000 4 per cent. debenture stock 
has been constituted; of this amount £818,777 has been allotted to the late 
holders of the same amount of 4 per cent. debenture stock of the Western and 
Brazilian Telegraph Company in lieu of their being paid off at par. The 
balance remains at present unissued. Additional cables have been success- 
fully submerged between Para and Rio de Janeiro, and are being continued 
from the latter city to Monte Video. The auditors, Messrs. Deloitte, Dever, 


Griffiths & Co. and Mossrs. Gane, Jackson, Jefferys & Wells, offer themselves for 
re · election. 


The Consolidated Telephone Construction and 
Manufacturing Company, Limited. 


THE report of this company, to which we made a brief reference in 
our last issue, reads as follows:. 


Your directors beg to submit the report and accounts for the year endin: 
March 3156, 1900. Your directors point out that it was not until the end ! 
October, 1899, that the new board were in a position to complete arrangement; 
for re-organising the management both in London and Coventry. The resalte 
for the five months immediately following that date, aud ending March 3151 
last, are very satisfactory as compared with the preceding seven months, ike 
sales for the first-mentioned period showing an increase of over 56 per m 
above those for the corresponding months of the previous year. The stesi; 
increase in the business during the 12 months terminating September 30th, 191, 
justitles the opinion regarding the prospects of the company which the new boar! 
held when, at the invitation of the shareholders, they undertook the directicn.! 
affairs. The directors, recognising that the accounts should be made up with dur 
regard to the actual position of the company, have had the assets of the сот. 
pany re-valued where necessary, and the accounts 88 now presented set out ice 
true position. The trading profit for the year amounts to £1,192 0s. 9d. iim 
the whole of which was made during the last five months) and the total стей 
to revenue amount to £9,703 13s. 9d. Deducting the expenses, amountit; ү 
£2,386 8s. 2d., and including the amount brought forward from last ved 
(£185 2s. 2d.), there remains, after writing off the som of £14,931 Rs. 4d. on de pre 
ciation account, a balance to the credit of profit and loss of £3,167 19s. 5d. ‘The. 
following dividends have been paid during the last seven years: 102, tpr 
cent.; 1"94, 2 per cent.; 1895, 14 per cent.; 1896, 14 per cent.; 1897, 3 per cert: 
1-98, 14 per cent.; 1899, 1 per cent., being an average of £1 128. 10d. per ces. 
Taking into consideration the conditions under which the year's trading hus 
been carried on, the directors do not feel justified in recommending the pa. 
ment of a dividend for the year ending March 81st, 1900; but the directors e; 
sider that the present position of the company justifies the payment ol s 
interim dividend at the rate of 3 per cent. per annum f r the first six month: 
the current financial year, and they propose to pay such dividend accordir.'. 
The directors have reason to expect that in the near future this rate of à. 
bution will be increased. Satisfactory arrangements have been effected sit 
several of those railway companies with whom the company had not been are 
for some years past to do business, and many new accounts have been opened 
The friction which for several years existed between your company and t. 
National Telephone Company has been removed, the result being that orden 
have been received from that company, which your directors have every res 2 
to believe will be increased in the future. Considerable orders have bc 5 
received from the War Оћсе and other Government departments; and artar¢r- 
ments have been made for developing the company’s business in South Аі га 
and the Colonies generally. The business of the Anglo-Portuguese Т. 
phone Company has shown considerable expansion, and the director 
believe that the position of that company can shortly be placed on a 
still more satisfactory basis, with consequent benefit to your com)sry. 
The lawsuit initiated by the Edison-Gower-Bell Telephone Company мих: 
manufacturers in Belgium who have infringed that company's patents, tin 
made satisfactory progress, and has entered upon its final stage, the appeal“ 
the defendants having been decided against them. Mr. Henry Gren ing 
resigned his position as a director in April last, and on the advice of Sir W. H. 
Preece, K.C.B., Mr. C. H. Reynolds. C I.E., late Director-General of Telegrapbs 
to the Indian Government, was elected in his place. Mr. Reynolds, in accord. 
ance with the articles of association, retires by rotation, and Бет elig b 
offers himself for re-election. Colonel G. E. Gouraud has given notice of hi- 
intention to offer himself as a candidate for a seat on the board. At the requ: +! 
of the Shareholders’ Committee of Investigation, appointed in 189& t:e 
directors enclose a circular relative to one issued by Colonel Gouraud to хо, 
of the shareholders in July last. Your directors feel satisfied tbat the share- 
holders, having elected the present board co recently, will support their e» 
tinued, and so far successful, efforts to brirg the company into a satisfactory 
position, and they therefore request the return of the enclosed proxy, du; 
signed and witnessed, at the earliest possible date. The auditor, Mr. J. ©. 
Griffiths, F.C. A. (Messrs. Deloitte, Dever, Griffiths & Co.), retires, and being 
eligible, offers himself for re-election. 


Mr. H. F. Jackson presided over the nineteenth aunual meting 
of the shareholders of the above company held at Winchester Ho- 
on Wednesday. There was a large attendance of shareholders, sd 
at times the proceedings were somewhat lively. 

The CHAIRMAN said that was the first time the new board hwi 
met the shareholders, and perhaps they owed an apology to them 
for not holding the meeting at an earlier date. As some of ti. 
directors joined the board so late, it was found impossible to hi. 
the meeting before the Midsummer holidays. It was true that th: 
articles of association said the meetings should be held in Mari 
but they never had been held then, as the accounts wew 
made up to March 31st. Another article said that the accounts 
should be made up to within three months of the bildiz 
of the meeting, but they would agree that under those rath: 
exceptional circumstances it would be a mistake on the yur 
of the board to make up the accounts to within three months и ti 
meeting. When the directors came into power there was а iare 
amount of back work to look after, and they decided to ask Mr. 
Kerr to take the position of managing director. Mr. Kerr was 
brother-in-law, aud the directors did not think that was 41 
insuperable objection, and they elected Mr. Kerr to the positi» 
and as far as they had been able to judge, the appoiutn: 
had been attended with the happiest results. The most dith :.: 
matter they had to deal with was the management of the factor: «t 
Coventry, and they had obtained a very efficient manager in N.. 
Dundas. They considered that the five months’ working eite 

March 31st was satisfactory, and in that period practically the уг: 
of the profit shown in the balance-sheet was made. He noti il 
that the old directors in their circular objected to that, but i} 
directors were in the best position to judge of that. They had tak. 
the steps necessary to value the assets, and they would notice th 
remarks which the auditors made upon them; but, of course, t; 
could not look upon the auditors as actual valuers, and could т 
pretend to be able to judge whether the values were sufficient. ]. 
first question they called attention to was £4,2)0, a valuation = 
securities received in 1899, and attributed to arre irs of divides 
on shares in the Edison-Gower-Bell Telephone Com»any, which wi 
taken from the suspense account and put to profit aud los Те 
shares were exactly in the same position as the 80,900 5 per «^ 
preference shares in the Edison-Gower-Bell Company which 1:7 
saw in the balance-sheet. They were identical with them in ^*^ 
respect, and they had received a dividend upon them. There: r. 
he did not see how it was possible to contest the ri ^ 

put those shares in the profit and loss account at that figure ! 

that was wrong, then the entry of the €0,000 shares was wron: a 

Then the auditors remarked on the appreciation of £30U in шс 
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tures held in the Anglo-Portuguese Telephone Company. The com- 
pauy held first aud second debentures in that company ; the second 
debentures were valued at par, and all the directors had done was 
to value the first debentures at par. Then with regard to the 
nnestion of the re-valuation of the private lines installation, he had 
ошу to say that the private lines returned a net profit which 
justified them in valuing them at the figure they had. The trading 
profit was £1,152 Os. 9d., which was satisfactory considering that in 
the past ive years the average profits had been but £885. The 

rofitshown inthe revenue account would have been larger had it 
not been that during the transition stage they had had to pay double 
aries to various officers and to pay £76, the balance of the 
expenses of the shareholders’ committee. They had valued the 
-tock at what they believed it to be worth. With regard to the 
proposal to pay an interim dividend, their justitication was that 
they were prepared to take the responsibility, for they 
knew what the progress of the business was and what 
profits were being made. Their efforts to increase the company’s 
хоре had resulted in an order of a considerable amount being 
received from Australia. With regard to the Anglo-Portuguese Com- 
pany, in which they were largely interested, he believed it was 
capable of giving much greater profits than in the past, and they 
had important negotiations in hand with the Portuguese Govern- 
ment, and with the Electric Tramways Company in Portugal with 
reference to their system. He thought the negotiations would 
result in something satisfactory to the company, and hoped to be 
able to report something definite at the next meeting. With regard 
to the old standing lawsuit with the Edison-Gower-Bell Company, 
the tinal stage had now been entered into, and they hoped to hear 
smething of a definite nature before long. ‘The company 
had hitherto restricted its sales to telephones and telephone 
spparatus, but having had inquiries with regard to electric lighting 
material, they thought it would be advisable to extend the opera- 
tions of the company to enable them to carry out such orders, and 

tey were making arrangements to acquire a considerable share in a 
leaness in London —a business which had shown a considerable 
profit, and whose profits were increasing day by day. That matter 
was not yet complete, and therefore he could not gointo it. In con- 
clusion, the chairman referred to the notice given by Col. Gouraud 
to stand for election as a director, and said it was a shabby thing for 
the old directors to try and embroil the company introuble. Hedid 
not think the old directors ought to ventilate their grievances in the 
press, but should leave the new board at peace to carry on the work 
of the company. 

Mr. C. WooLLEv seconded the motion. 

Mr. FITZGERALD, the late chairman of the company, said the 
chairman had not replied to the questions of which he had given 
notice. 

The CHAIRMAN said he would answer them. They were (1) Who 
sold the 300 Telatograph shares to the Consolidated Company ? 
They would see the entry in the balance-sheet of £375 for that. 
Toey were original shares, and were not bought from anyone. Asa 
result of that investment they had received a first order of £1,250. 
lhe second question was: Did the company pay a dividend?" It 
did not. The third question was whether the company was in the 
Stock Exchange Year Book, and did it issue an annual report? The 
answer was yes. Fourth question: Who fixed the price of the 
shares at 14? The price was fixed by the two boards, and one of 
their old directors (Mr. Graving) proposed that the transaction be 
carried through. Fifthly, it was asked what agreements had been 
made for the payment of salaries to the manager and managing 
director. That was a matter of domestic management. He had 
answered the sixth question as to what relation Mr. Kerr was to 
him. The seventh question was whether a factory in London had 
been purchased, and he had told them all he could about it. Then 
it was asked what remuneration he got from the Consolidated Com- 
pany, the Anglo-Portuguese Company, and the Edison-Gower-Bell 
Company. All he got was that provided by the articles of associa- 


tion. The total amount paid to the directors was £500. Mr. 


Fitzgerald then called for the factory accounts to show how the 
profit of £1,100 had been arrived at, but of course he could not 
хотее to bring forward such an account or he would not be fit for the 
position he held. 

Mr. FITZGERALD then addressed the meeting from the back of 
room, but he was so frequently interrupted by shareholders that it 
was difficult for the Press to follow exactly what he said. He said 
he called for the factory accounts, because it was the only way in 
which they could arrive at the profits. He had managed the busi- 
ness for a good many years (cries of “ mismanaged”), but the direc- 
lors said the whole of the profit was made in the last five months 
«f the year. Mr. Fitzgerald proceeded to read a letter from Mr. 
Menzies, the late manager, to the effect that all the orders executed 
had come through him, and not through the new men. Asa matter 
of fact, the new managing director got £850 a year for three years, 
aud the manager £500 a year for five years. The old board had 
always held the £4,200 referred to in suspense, because they knew 
the Edison-Gower-Bell Company would never pay it. He shad 
worked like a black for the company, but he would never go on a 

ain. They had been accused of leaving Col. Gouraud in 
the cold, but there was such a thing as getting hold of people aud 
understanding them, and finding them not quite so awful as they 
thought they were." He would like to know what the £900 odd 
Edison-Gower-Bell preference shares meant in the revenue account. 
ш CHAIRMAN said it was dividend owing which had been paid 


Mr. FrrzGeraLb moved: “That the report and accounts be 
teterred back to the directors, with the request that the accounts 
e made up in the same manner as formerly, and submitted to an 
adjourned meeting one month from that date.” 

Mr. Baxar seconded the amendment. 


In the discussion which followed, the CHarRMAN mentioned that 
the directors had received proxies representing 121,727 shares, 
against 21,000 for Col. Gouraud. 

Mr. GRIFFITHS, the auditor, explained his note to the accounts, 
which was to the effect that while he was frankly met by the 
directors on the matter, he had no means of telling whether the 
value placed on the shares was correct, and he considered it was 
his duty to call the attention of the shareholders aud the 
directors to it. 
` The amendment was defeated by a large majority, and the report 
agreed to. 


` Cuba Submarine Telegraph, Limited. 


Mr. C. W. PanisH (chairman) presided on Wednesday morning 
over the 58th ordinary general meeting of the above company, 
held at the offices, 58, Old Broad Street, and in moving the adoption 
of the report, said that the traffic receipts, £13,177, showed a decrease 
of £5,646 as compared with the previous half-year. That was a 
serious falling off, but one which they would be prepared for, as he 
had clearly warned them at previous meetings that they were bound 
to lose the exceptional amount of business which the revolution 
and the Spanish-American war and Government business brought 
them, and that further they were bound to sutfer for the low rates 
which competition and circumstances forced upon them. In addition 
to the traffic receipts of £13,177, they had £2,158 as interest on 
investments which gave altogether a total of £15,336. The expenses 
had been £6,296; they had carried £2,000 to reserve fund; the 
dividend on preference shares required £3,000, and from the balance 
they were able to pay a dividend at the rate of 5 per cent. per 
annum on the ordinary shares, leaving £5,204 to carry 
forward to the next half-year as compared with 45, 165 
brought forward from December, 1899. Their expenses were 
£961 less. Their claim of &8,174 for damage to cables 
during the Spanish-American War, was still outstanding. He had 
unfortunately no detinite ngws to tell with regard to that claim or 
their concession or general position with the Government of the 
United States. The negotiations of Her Majesty’s Ambassador 
with the United States Government were still proceeding, but he 


. felt that until the American elections were over and the President 


was elected they could not hope for auy definite news. It was 
somewhat discouraging to those who were in business to have to 
meet these long delays, but they must remember that the United 
States Government and the Cuban authorities had still many points 
of the greatest importance to settle as to the future government of 
the land, and he understood that for the present their hands were 
very much occupied, and he was afraid their smaller claims did not 
get the attention they deserved. It was, of course, very hard that 
they should not be paid the subsidies due for the coast cables, and 
they would be very disappointed if that matter was not settled 
before long, for they ought to receive about £3,000 for the subsidies 
for the three half-years due to them. He would not say much with 
regard to the lawsuit with the West India and Panama Conipany, 
as it would again come before the Courts. The decision of the 
High Court was completely in their favour, but the West India and 
Panama Company had given notice of appeal, and the case would 
come on again аё the end of the year or early next year. | 

Mr. GEORGE KEITH scconded the motion, and it was carried. 

A SHAREHOLDER called attention to the large reserve, and said that 
the old chairman of the company used to tell them that £100,000 
would be sufficient. They had nowa considerable increase on that, 
and he asked whether their dividends ought to be reduced, so that 
such a large sum could be added to reserve. 

Replying to this, and other questions, the CHAIRMAN said that since 
the old chairman made the statement about the reserve fund, they had 
greatly increased their responsibility, for they had the coast lines, 
and in addition to that, their cables did not get any younger. He 
thought they could trust the board to pay as good a dividend as 
they felt was justified. As to the condition of Cuba, things seemed 
to be in a mess, although it was said that they expected a good 


sugar crop. 


Electric Street Car Syndicate, 


ON 17th inst. an extraordinary general meeting of the Klectric 
Street Car Manufacturing Syndicate, Limited, was held at the 
registered oflice of the company, Wednesticld Road, Wolver- 
hampton, when the following resolution was adopted :— 

That an agreement dated the 6th day of October, 1900, and made betwcen 
the company of the one part and the Electric Tramway Maintenance and 
Construction Company, Limited, of the other part, for the sale of the com- 
pany's business be and is hereby approved. 

The business, which has now been sold, was established about 
three years ago, for the manufacture of motor-cars, and atten- 
tion has since been turned to electric tramcars and tramway 
appliances. But the Tramway Maintenance Company, who are a 
London syndicate, hope, in regard to electric trams, to carry 
matters far beyond the experimental stage. It is believed that 
they will buy 20 acres of land at Weduesfield for the purpose of 
extending the works. Mr. Thomas Parker, who was chairman of 
the Electric Street Car Syndicate, will join the Electric Tramway 
Maintenance Company. 


Monte Video Telephone Company. 


"THE report for the year ended July 31st, to be presented to the 
meeting to be held in London on 31st inst., states that there is a 


act profit for that period of £9,270, after providing for all working 
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expenses in Monte Video and London. and for depreciation of stock 
of materials. To this should be added £2,258 brovght forward, 
leaving £11,528. From this the directors propose to transfer 
£3,500 to reserve fund, and they recommend that, after payment of 
the full dividend at the rate of 5 per cent. per annum upon the 
preference shares, a dividend at the rate of 24 per cent. per annum 
be paid upon the ordinary shares, and that, £1,886 be carried 
forward. 


Stock Exchange Notices.— The committee has appointed 
a special settling day as under:—Tuesday, November 13th: Tele- 
graph Manufacturing Company, Limited, further issue of 5,000 
s'iares of £5 each, fully paid, Nos. 20,001 to 25,000 ; and has ordered 
the undermentioned securities to be quoted 1n the Official List :— 
Folkestone Electricity Supply Company, Limited, 10,000 ordinary 
shares of £5 each, fully paid, Nos. 1 to 10,000; National Telephone 
Company, Limited, £500,000 4 per cent. debenture stock ; Telegraph 
Manufacturing Company, Limited, further issue of 5,000 shares of 
£5 each, fully paid, Nos. 20,001 to 25,000. 


Prospectus.—The list closed yesterday in an issue of 
19,900 6 per cent. cumulative preference shares of £5 each in the 
Eleetrie and General Investment Company, Limited. The preseut 
issue is made to provide the additional capital rendered necessary 
by the steady increase of the company’s business, especially in con- 
nection with the great development which is taking place in electric 
tramway and railway undertakings. The 19,000 shares are the 
remaining uuissued shares of the company, which have now been 
issued as preference shares with special preferential and other 
rights. 


The Submarine Cables Trust.—It is announced that, 
in accordance with the terms of the trust deed, tenders are invited 
from the certificate holders of certificates to be redeemed out of 
surplus income, accrued to October 15th inst, at a price not to 
exceed £120 per certificate, the certificate holder retaining the 
coupon of reversion attached to any certificate which may thus be 
redeemed. 


The Caleutta Electric Supply Corporation, Limited. 
—The directors have declared an interim dividend on the share 


capital at 3 per cent. per annum for the half-year ending June 30th 
last. 


City of London Electric Lighting Company.— 
Letters of allotment in respect of the issue of £200,000 44 per cent. 
second debenture stock, which was over-subscribed, have been duly 
posted. 


Castner-Kellner Alkali Company, Limited.—The 
directors have decided to pay an interim dividend on the original 
capital, as well as on the new capital allotted to the shareholders of 
the Aluminium С прапу, at the rate of 8 per cent. per annum for 
the six months ended September 30th. 


British Columbia Electric Railway Company.—The 


preference share registers will be closed against transfers from 
October 21st to October 31st, inclusive. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending October 20th, 1900, were £259; receipts for corresponding period, 
1899, £325; decrease, £66. Total receipts to dnte, £18,668; corresponding 
period oí last year, £14,633; increase, £30. 


The Bristol Tramways and Carriage Company.—The receipts for the week 


ending October 20th, 1900, were £2,993 19s. 10d. ; correspondin od, 1899 
£8,060 19s. 9d. ; decrease, £66 19s. 11d. d ш ' 


Tbe Central London Railway.—The receipts for the week ending October 90th, 
1900, were £5,465; previous week, £5,421; increase, £44. Total receipts 
to October 20th, 1900 (12 weeks), £58,396. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending October 21st, 1900, £1,708; October 22nd, 1899, £1,019; increase, 
£659. Total receipts for half-year, 1900, to date, £24,592; corresponding 
period, 1899, £15,254; increase, £9,838. Miles open, 1900, 42; 1899, 34. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending Thursday, October 18th, 1900, were £410 63. Id.; corre- 
sponding week last year, £377 8s. 7d.; increase, £32 17s. 6d. Total to 
October 18th, 1900, £17,463 7s. 10d.; corresponding period last year, 
£16,009 16s. 1d.; increase, £1,458 11s. 9d. 


The Dover Corporation Tramways.—The receipts for the week ending 
October 20th, 1900, were £198 08. 54d.; October 91st, 1899, £187 19s. па. : 
increase, £10 0з. 63d. Total receipts to date, 1900, 28,75 Os. 24d.; corre- 
sponding period, 1899, £8,463 48. Id.; increase, £411 16s. 13a. Miles of 
track open, 1900, 8; 1899, 8. Car miles run, 1900, 4,966; 1899, 4,748. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
Friday, October 19, 1900, were as follows:—D. U. T. Co., horse cars, 
£77 28. 2d. ; ditto, electric cars, £9,468 16s. Fd.; D. S. D. Co., electric cars, 
4719 16s. d.; total, £4,245 125. 1d; corresponding week last year—D. U. T. 
Co., horse cars, £703 “в. 0d.; ditto, electric cars, £2,202 14s. 7d.; D. 8. D. 
Co., electric cars, 4720 158. З4.; total, £3,735 Its. lOd.; increase, £509 
16. Rd. ; Aggregate to date, £74,518 Ya. 4d.; aggregate to date last year, 
£70,170 9s. 5d.; increase to date, £8,177 198. 11d. The mileage worked is 
44 wiles electrically, 1 mile by horses, as against 32 miles electrically, 
1? miles by horses, for the corrcsponding period last year. 
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The Liverpool Overhead Railway Company.—The receipts for the week ending 
October 21st, 1900, were £1,591; corresponding week last year, £157 
increase, £fi. Total traffics from July 156, 1900, £27,976; ditto correspond. 
ing period, 1809, £26,171; increase, £1,202. Miles open, 6°57 chains, 


STOCKS AND SHARES. 


Wednesday Evening, 

IT was at first supposed that the new Anglo-German agreement 
would have been hailed by the Stock Exchange with a rapturous 
rise in all the investment markets. The expected did not happen, 
however, and although there has been a fair demand for gilt-edged 
stocks during the week, very little fluctuation in prices has ensued. 
Dealers ın Electric Supply shares have been busy with Debentur 
dealing, and again we have to record the steady strength of this 
section. In connection with this, we do not think we are exposing 
any State secret in mentioning that the City of London Company: 
issue of £200,000 in 44 per cent. second Debentures, was publicly 
subscribed to the extent of £183,000. The remainder was taken 
privately, as no underwriting was done. The City company is а) 
entitled to congratulate itself upon the result achieved. 

New issues are again in the air. The Chelsea Electric Supp) 
Company is about to invite subscriptions for fresh capital to th 
tune of £84,000. The issue will be made in 14,000 Ordinary shares 
of £5 each, offered pro rata (about one new for three old) at £6 per 
share. Chelsea Ordinary standing at 7 in the market, this will pro- 
vide a bonus o 58. or 6s. per share to Chelsea proprietors. The 
price of the old still carries the “rights,” although the books of the 
company were closed on Tuesday night. 

Charing Cross Preference shares are j better, otherwise the list 
of shares is unaltered since last week. There has beena tendency 
to sell Westininsters, but the price is not affected, City of London 
5 per cent. Debenture script is a point to the good on the succes 
of the junior stock's issue. Brush Ordinary and Preference bare 
declined on sales by a few speculative holders who got tired ci 
hoping to see the price improve upon its recent advance. 

As regards the telegraph market, a somewhat sensational collapse 
in the Anglo-American Telegraph Company's stocks is the principal 
feature. The Preferred has been the chief sufferer, and the quota- 
tion exhibits a drop of no less than 6 per cent. on the week. Th: 
is attributable to a semi-scare that has seized holders, who, эеси 
the price of the Anglo-American Deferred falling away, took fright 
aud gave orders for their B stock to be sold at best. After its 
slump we are inclined to consider Anglo-Preferred cheap, and if a 
sharp reaction does not set in, it will be surprising. “ Directs” ar 
also down, but the fall in this case has not exceeded 4. Posibl 
the fear of the new German competitor may turn out to be wore 
than the actuality. 


Eastern Ordinary is better, the Anglo-German agreement pac- 
fying the market, and Eastern Extension Debenture stock has beer 
in request. Western Telegraph shares are } oif, notwithstano:: 
the company’s report, which is quite satisfactory. In the telepho 
list Nationals are still 44, and as a speculative investment, we wou. 
again call attention to the company's prospects. The 34 рег cnt 
Debenture stock is a point down, but the Preferences do not тоте 
A battle royal is going on within the ranks of the Consolidat 
Telephone Construction and Manufacturing Company. The jrs 
is regarded in the Stock Exchange as more or less of a personal абат 
between the present directors and their predecessors, and the prim 
of the shares keeps in its lowly confines of 4s. to 5s. Amongst othe! 
miscellaneous companies’ items of interest, we may mention that th 
Electric Investment and General Company wants £99,500 in 6 рї 
cent. Preference shares. The money is required more especially ' 


the development of the company's electric tramway and mi 
undertakings. 


It is distinctly amusing to find several of the most influent 


dailies informing their readers that Marconi’s Wireless Telegmp 


7 


shares have just been placed on the market at about £3 10s. For 
the. last 18 months we have been keeping our readers in touch wit 
the movements in this dark market, but the spontaneous ишү! 
which our contemporaries have mentioned the “ new introductio: 
to the market makes us wonder whence they drew their unanim** 
inspiration. 

Babcock & Wilcox, to which we called attention last week ал 
up 4, and Telegraph Construction have risen £1. British lun 
Wire, on the other hand, are down a point. The traction n w) 
coutinues stale, and there is nothing noteworthy to record i? “ 
nection with electric railway securities. The Central Lou! 
traffic of £5,415 for the weck is the best taken since the openin 
the linc. | 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Business done 
during 


Closing Closing 


Dividends for 


* Subject to Founders Shares. 


Quotations on Liverpool Stock Exch: 


i i week ended 
nonem the last three years. October үү, | Ocsober ith. October 24th, 
1897. 1898. 1899. 
110,900 | African Direct Telegraph, 4 95 Debs. sed e. | 99 —103 99 —103 
Amazon Telegraph 5 % Debs., Nos. 1 to 1, 250 Red. iss . | 85 — 90 85 — 90 
Anglo-American Telegraph ... 3 * £3 9s. 73/6 | 56 — 59ха 54 — 57 
Do. do. 6 % Pref. 6 69,16 Ф 105} -1064xd| 994 1004 
Do. do. Deferred . . |188. 9121 78. 104— 11 | 10}— 103 
Chili Telephone, Nos. 1 to 44,000 4 2 3 4 24— 33 24— 33 
10,000 Commercial Cable 8 8 8 165 —175 165 —175 
Do. do. Sterling 500 year 4 4 І Deb. Stock Red. 8 100 —102 101 —103 
Cuba Telegraph S 10,7 8 $ 7 „ 6$— 7 64— 74 ses 
Do. 10% Pref, 10 10 10 15 — 16 15 — 16 n 
ius тиш карч й m s 5|4 4 E 4 Ф 4— 5 4 — 5 -— 
do. 10 % Cum. Pref. .. 5 |10 i 9 — 10 9 — 10 "m 
Do. do. 43 % Debs. s ... |100 —104% 100 —104 ... т 
Direct United States Cable ... 20 | 34% | 34% 3 % | 104— 11 xd 103— 108 | 108 | 103 
Direct West India Cable, 44 5 Reg. Deb. з (d бы . | 99 —102 99 —102 Re ты 
Eastern Telegraph, Ord. Stock. .. " .. Stock 7% | 7 % |7 % 148 —153xd149 —154 | 152 | 1494 
Do. 34 €, Pref. Stock 100| .. |... |... | 99 —102xd| 99 —102 | 101 | 99} 
Do. ` Mort. Deb. Stock Red. ... Stock} 4 M .. {115 —120 115 —120 118 | 1174 
Eastern Extension, Australasia, and China Telegraph 10 | 7 7917 % 15 —154xd| 142— 15} 151 | 14] 
6.7001 { Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. 920 100 5 % Ка = 
drzs., reg. 1—1,049, 3,976—4,326 ERIT x m St ` 
Do. do. Bearer, 1,050—3, 975, 4,327—6, 400 | 100 | 5 T "e m PELLE T 
1 t% € Stock а | 5 T sd Stock 4 . . {113 —118 1114 —119 1153 
tern and South African Te egraph, 4 ort. De | 
Nos. 1 to 3,000, red. 3 100 | ... 55 —102 99 —102 
Do. 4 % Reg. Mt. Debs. (Mauritius Sub. 1 1—8,000 | 25 | ... M 00 —10395 100 —10 3 815 
180, 227 Globe Telegraph and Trust 10 | 44 53 58% da- 114 | 10#—11} 11| 102 
180,042 Do. do. 6 V Pref. ... 10 | 6 6 15 — 153 15 — 154 | 158 | 154 
150,000 Great pn Telegraph, of C RU Б E 10 10 123 32 — 34 32 — 34 32 ss 
Halifax and Bermuda Cable, 44 lst Mort. e | 
84,800 within Nos. 1 to 1,200, Red. ) 100 |... n .. | 98 —101 98 —101 ses 
17,000 | Indo-European Telegraph  .. 25 |10 7 10 % 10 % 49 — 53 | 49 — 53 52 514 
100,0007 London Platino-Brazilian Telegra h, 6 % Debs. ... 100 | 6 геі .. 103 —106 103 —1C6 b» 
72,680 | Montevideo Telephone, Limited, Nos. 1 to 72, 680 D "us — | 24 : i— i- 1 . T 
86,492 Do. do. do. 5% Pref., Nos. 1 to 86, 492 114 4 5 1— 1 1— 1 i 
490,000 | National Telephone, 1 to 490,000  ... 516 6 5: 44— 48 | 48— 46 үп d 
15,000 Do. 6 % Cum. 1st Pref. 10 | 6 6 6 13 — 15 13 —15 | 13 iss 
15,000 Do. 6 % Cum. 2nd Pref. ... 10 | 6 6 6 13 — 15 13 — 15 is iss 
250,000 Do. 5 % Non-cum. 3rd Pref., 1 to 250,000 5 5 |5 6 5 — 5 5 — 5 | 
2,000,000 Do. 34 % Deb. Stock Red. tock 505 34% | 34 97 —100 96 —99 98 97 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid. 1| 5 5 | 5 í— 1 i— 1i i 
100,0007] Pacific and European Tel., 4 % auar Debs., 1 to 1 „000. | 100 | 4 bes 100 —103 100 —103 
11,839 | Reuter's.. is js i 8 | 5 5% 5 7 — 8xd 7— 8 
3,381 Submarine Cables Trust "s Cert.) ... у . . 1124 —129xd|124 —129 is a 
000 | United River Plate Telephone 2 5 5 [6 | 7 * 4$— 54 42— 54 e f 
16,639 Do. do. b 5, Cum. pref. 2 Nos. 1—16, 639 bI. , + 4— 5} | 4— 5} iv - 
179,947 | Do. do. 5 95 Debs. . M Stock| . А . {104 —107 |104 —107 F 
200,0007) West African Telegraph, 5 Y Debs... 100 X .. | 98 —101 | 98 —101 ia 
30,008 | West Coast of America, Nos. 1—30, 000 and 53, 011-58, 008 21 | .. ve 885 4— 1 1 i 
150,000 Do. do. 4 % Debs., 1—1, 500 Љу Bras. Sub. Tel. 100 ae ... |100 —103 [100 —103 ess 
389,731 | Western and Brazilian Telegraph 4 Deb. Stock Red.. |Stock| ... ET "ETT "E vs 925 
930 Western Telegraph, Lid, Nos. 1—207,930 . e 05 | 10179517 9, |... | 148— 152 | 14—15 142 | 14§ 
75,000 Do. Debs. 2nd series, 1906 100 |... bet .. {108 —106 |103 —106 PE: vit 
88,321 | West India and ЕК elegraph .. " ..| 10, 2 295 | 895 1— 1 1— 1 s 
34,563 Do. do. do. 6 % Cum. 1st Pref. ...| 10 | 6 iis $us 64— "à | 64— "i ` 
4,669 Do. do. do. 6 Ф Cum. 2nd Pref.... | 10 6 6— 7 6— 7 Те sus 
80,0002 Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 105 —108 |105 —108 1032 | ... 
ELECTRICITY SUPPLY COMPANIES. 
| 
19, 661 Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19, dis 5|4 6 6 V 7— 8 7 — 8 
12,000 Do. do. 7 % Cum. Pref... 5,7 at ies 81— 8i1— 94 "T 
50,000 RAE Cross and Strand Electricity Supply 65 7 85 9 7 9 — 10 9 — 10 9H 
20,000 do. do. do. 43% Cum. Pre. 5| .. | .. | .. | 54—53 | ә 6 ‘ee 
34,000 " Chelsea Electricity Supply, Ord. PE ze 5 6 6 6 N 62— 7 64— 73 25: à 
150,000 Do. do. и Deb. Stock Red. ... Stock 4j as . . |110 —113 |110 —113 1112 | 111 
60,000 | City of Londen Electric Lighting, Ord. 40,001—100,000.. 10 10 6 453 8— 9 8 — 9 83 | 8 
40,000 Do. 69% Cum. Pref., 1 to 40,000 . 10 6 6 .. | 194—134 123— 134 | .. | .. 
400,000 Do. 5% Deb. Stock, Scrip. (iss. at £115) all paid E. v .. |124 —129 125 —130 i ijs 
40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | лй | nil |495| 84— 84— 93 9 818 
20,000 Do. do. do. % Pref., 40,001—-60,000 10 6 6 | .. |11 —12 11 — 12 111 2 
200,000 Do. 43 J Deb. Stock, Prov. Certs (all paid) Rd 5 108 —111 108 —112 9х 
26,100 | Edmundson’s Elec. Corp., Ord. Shares 2s 5 5 7 9€ 44— 5 44— 5 : 
75,000 Do. do. 44 96 1st Mort. Deb. Btock. 100 | .. bes 101 —104 |101 —104 ; 
110,000 London Electric Supply Corporation, Limited, Ord. eus dd uu a 14— 21 li— 2} 2160 2 
49,840 Do. do. do. 6% Pref. 5 .. 16% 44— 5 44— 5 ; 85 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. Stock Ses 100 —102  |100 —102 T is 
85,000 Metropolitan Electric Supply, 101 to 62,500 10 i 5 % 5 & 134— 144 | 134— 142 144 132 
220,000 Do. First Mortgage Debenture Stock |. = 112 —115 ae - 
.220,000 Do. 34% Mort. Deb. Stock Red. . е 97 —100 984 
6,452 | Notting Hill Electric Lighting io i E 6 1 153 144— 154 dvi 
40,000 ; St. James's and Pall Mall Electric Light, Ord. T 5 775 in 1 y — i 15 — 16 153 
20,000 Do. do. V Pref., 20,081 to 40,080 5 8— 9 S 
12,000 | Smithfield Market Elect. Supply, Ота. ... 2 — 2% 
50,000 Do. do. 4 % Deb. ^ тор 85 — 95 
65,000 | South London Electricity Supply, Ord. ... 195 3 — 4 241— 34 Y "T 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. 512% 12 % 13 9 118 — 13 | 12 — 13 122 | 12} 


in deferred share warrants, pees being sed as capital. 


t Unless otherwise stated all shares are fully paid, 
Dividends / the Aras Dari Of tks want: 


marked § are for a year consisting o! 1 
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20,000 | British Aluminium 7 % Cum. Pref. . 9—10 | 9—0 | | 
300,000 Do. do. 5% 18 Mort. Deb. Stock Red. 97 93 — 97 Su Pr ts 
30,000 | British Electric Traction б, 134— 144 | 124— 133 132 | 13} 
50,000 Do. do. 5 Cum. Pref. vs 12 — 13 12 — 13 124| 131 
200, 000 Do. do. Perpetual Debenture Stock s 120 —123 |120 —123 122 | 120; 
85, 000: TBritish Electric Works C05 Ord. £1 shares, 50, 001 —135, 000 9 i $— 1 . 
50,000 t Do do. 6 Cum. Pref., 150,00  ... F „„ 
500 ff Do. do. 43 1st Mort. Deb. 97 — 99 97 — 99 ud. 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 — es b 15 [4 15 % pe 11 — 12 11 — 12 : N 
27, 500 Do. do. 69 Cum. Pref. Nos. 1 to 27, 000 . : 5$— 6 6 |... | a. 
105,731 | Brush Elecl Enging., Ord., 1 to 90,000 pA L ТЕ 13— 1§— 13 | 14и 
105 731 Do. do. Non-cum. 6 Y Pref., 1 to 90,000 T з 6 6 T 21— 2 2 — 91 2 233 
125,000 Do. do. 43 % Perp. Deb. Stock ... Stock 106 —111 1106 —111 „ 
125,000 Do. do. 45 % Perp. 2nd Deb. Stock Stock 102 —104 1102 —104 E cae 
20,000 | Callender’s Cable Construction shares, Nos. 1—20,000 5 124% 15 5 * 15 5 * 124— 133 | 124— 133 | 13} 1; 
20,000 Do. do. 5 % Cum. Pref. эз 5 5 — 5} B — 51 
90,000 Do. do. 44 % 1st Mort. Deb. Stock F Red ... |S ock M 110 —114 |110 —114 "UN ape 
213,533 | Central London Railway, Ord. Shares s sv] AO) a age . | 10 — 10$ | 10 — 104 15 | 19 
61,033 Do. do. Pref. half-shares .. ae - 5 * ыз 5— 5 4j— 5} 54l 
71,447 Do. do. Def. do. ЫЕ 955 “з 5 5— 6 5 — bi 58 5 
855,000 | City and South London Railway ... Stock 14% 22%, 13% 58 — 61 | 58 — 61 59 |. 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 .. 92 E ; 5— 6 5 6 "E ke 
32,098 | Crompton & Co., Nos. 1 to 32,098  ... 6 3 8 зін 
РТУ, 5 J 1st Mort. Reg. Debs., 1 to 900 of ` * X SE 4 | OR 4 
100,000 £100, and 901 to 11, 000 of £50 red eee ees 99 —102 99 —102 e 
99,261 | Edison & Swan Utd. El. Lgt., “ A” shares, £3 pd. 1 to 99,261 5| 6 Ф 6 $ 6 7 12— 23 1Z— 2} HB 
‚ 17,139 Do. do. do. “A” Shares, 01—017,139 5| 6 6 6 31— 44 3à— 44 ө 
344,023 Do. do. do. 4 95 Deb. Stock Red 100 ре . | 90 — 92 90 — 92 91 
112,100 | Electric Construction, 1 to 112,100 ... £d 2| 6 & 6 & 6%] 2— 91 2 — 94 91. 
25,000 Do. do. 7 % Cum. Pref., 1 to 25,000... m 2| 7 7 В 24— 22— 3} m" 
140,300 Do. do. 4 95 Perp. 1st Mort. Deb. Block .. |Stock| ... e *. 102 —105 102 —105 10⁴ 
9,6001 Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . we | 10| 7 7 7 10 — 11 10 — ІК MD UNE 
30,000 Henley's (W. 1 Telegraph Works, Ord. ... 59 A 5 | 12 14 15 124— 134 | 124— 133 13 | 1 
30,000 | Do. do. 44% Pref. ... 5 7 7 5 5 — 5| .. 
50,000 Do. do. do. 44 Mort. Deb. Stock... Stock 43 e . |1108 —112 1108 —112 edi 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works ‚| 10] 10 10 . | 20 — 21 20 — 21 
300,000 | Do. do. do. 4918 Mort. Deb. 100; .. | .. | .. | 99 —102 | 99 —102 
37,500 |t Liverpool Overhead Railway, Ord. des 10 | 84%] 31 32%| 81— 9 8¥— 9 
10,000 f Do. do. Pref., £10 paid | 10] 5 Ё 5 5 13 — 131 | 123—132 | .. | .. 
37,350 | Telegraph Construction and Maintenance ... .. | 12 15 15 15 34 — 38 35 — 39 374 | 354 
150,000 Do. 4 95 Deb. Bds. Nos. 1 to 1,500 Red. 1909 100, ... 101 — 104 [101 —104 и 7 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 5 8 % 12 E 10j— 11j | 104— 114 
20,000 Do. do. 5 95 Cm. Prt. Nos. 1 to 20,000.. 5 5— 5 5 — bà 
540, 0001 Waterloo and City Railway, Ord. Stock .. | 100 3 `% 3 [4 94 — 97 94 — 97 


t Quotations on Liverpool Stock Exchange. 


Brompton and Kensington: 6 96 3 of £100, 103—106. Kensi n and Knightsbridge Electrio Ligh 
National Electric Free W » 13/6 pa rri 12—18; 19% Preference Cumulative 
Oldham, Ashton, and 8 trio (210 P6 19-18. 102—106. Dividend, 1899, on Ordinary 

Do. do. а Od pd. ), 10— 10$. T. Parker, ker, 410 (fully paid), 172. 


3 


MARKET QUOTATIONS, Wednesday, October 24th. 


CHEMICALS, Ф. This week. Last week. Inc. or Dec, METALS, &o, (continued. 


1 Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


Bank rate of discount 4 per cent. (July 19th. 1900). 


Shares £5 (fully 


ive 6 е (lly paid, ^ 61—71. De 


This week. Last week. ma or Dec 


a Acid, e .. рег cwt. 6/- 6/- g Copper Sheet „ә T per ton #85 #85 
в [I] Nitric . per owt. 22 / * g oe 0 oe ee ve per ton £85 £85 
a „ 0 per owt. . €  (Hlectrolytic) Bars .. рег ton 288 10 £88 10 
a „ ala Bl .. рег ct. 5/6 5/6 6 55 is {в .. per ton 293 £92 
a Ammon per owt. 89/- 89/- 6 n $$ .. perton| 485 10 £85 10 
x Ammonia, in,  Muriato (crystal) .. per ton £88 10 £893 10 9 „ is H.C. Wire per Ib. 93a. 12 
ee per ton £80 4380 J Ebonite Rod oe oe per lb = F 
а Bleach powder oe .. рег юп £7 #7 Shee lb 5/- . 
а Вары e of veer: .. рет юп £15 #15 * German Silver Wire per Ib 1/6 1/6 
x * . per ton £17 10 217 10 h Gutta-percha fine per lb 8/6 8/6 xs 
a Bentole 90 2 s .. per gal. 57 k India- rubber, Para fine per lb. 4/- to 4/1 4 dec. 
a (50, ).. vi .. рег gal. 5/6 5/6 s 1 Iron, Charcoal Sheets per ton £18 £ e 
a Copy r Sulphate a .. per ton £25 £25 T 4 „ Pig (Cleveland warrants) .. . рег ton 67/9 67/9 T 
a Lend, Nitrate SN 2 5 .. рег ton £25 £25 m 4 „ gn aooo according to size per ton} From £11 | From £11 . 
G n White i Sugar .. .. per ton £81 £81 i ,„ Бстар, вату . ee рег ton} 70/- to 73/6 | 70/- to 72/6 - 
a Mth Med seit $i s .. per ig es 10 m oe » Wire, galvanised No. 8 per ton an 35 1 8 T 
a e y per • ee А 2 
а Naphtha, Solvent (on ak 100 at 160°C). рег gal. | 5/6 5/6 о Lead, English Ingot — .. . per toni [i 417 16 418 jose 
a Potash, Bichromate, in casks.. per Ib. А T 9 n я Sheet v per ton £19 £19 . 
a „ Caustic (75/80%) per ton £ m Manganin Wire No. 98 .. .. Per lb. 8 / 8j- oe 
a „ Шр ee per ton £865 £85 I g Mercury it dx ix : 5 DaDo: £95 £926 | 3s. 6d. inc. 
a Shellac .. per owt. 64/- 63/- 2s. inc. d Mica (in original савез), small .. per lb. 8d. to 9d. | 8d. to 9d. T 
a Sulphur, Sublimed Flowers : per ton £6 £6 m d per lb. | 8/8 to 7/8 | 8/3 to 7/3 
а " 7 o is . per ton £5 10 £5 10 " p Phosphor Bronze plain caning рег lb. | 1/1 to 1/4 | 11% 1/4 
.. per ton 25 £5 А! p rolled bars & per lb. | 1/1 to 1/4 | l/1to1A4 
x Soda, бахыр (white 70 90) .. per ton 410 15 £10 15 p ‘i „ per Ib. m 1/8 From 1/3 
a „ Crystals .. рег ton £8 £8 o Platinum per oz. £8186 £8 13 6 
a „ Bichromate, casks... per lb. 944. 23d. p Silicium Bronze W per 1р. | 1034. to 1/1 | 10fd. to 1/1 
€ Steel, Magnet, кой dese'p'n per ton абу £15 to тең 
99 9» Te 
METALS, &o. g Тір, Моск .. .. per ton { pit 70 2155 22 dec. 
b Aluminium Wire, in ton lots. рег ton 2994 £224 9 » foil zi - aa .. per lb. 27 9/- 
Sheet, in ton lots per ton | 2191 £191 п „ wire, Nos. 1 to 16 .. perlb. 1/9 1/9 
p Babbitt’s metal in ots. .. рег ton | £80 to £145 Е to a i White Anti - friction Metals — 
c Brass (rolled metal to 19") pens per lb. 4 | “ White Ant” brand . per ton| £40 to £70 £40 to £70 
e „ Tu be (brazed) ..  .. per lob. 184. ia | j Yarns, Cotto Bingle 101b. паїв per Ib. oa. . 
e AEF solid drawn) .. per lb. | J n» Best Flax ee per lb. А 
€ „ . per lb. | |7 9 Hemp, 8 piy 10 lbs. .. per lb. : 
г к Tubes (brazed) .. perlb. 1 Russian, 10 lbs. .. per lb. 
„ (solid drawn) .. per lb. 11d. bod H Ju ute, 180 lbs. rove per ton 214 10 £14 10 
н Соррег Bars (best selected) .. per ton £85 ҮА \ Zinc, Bh't. (Vielle Montagne ond. ) per ton| £24 6 nett | £34 5 nett. | 
l 
a Messrs. G. Boor & Co. f India-Rubber, G.-P. and Teleg. Works k Messrs. Morris Ashby, Limited. 
Quotations | " The British Aluminium Co., Ltd. g Mesars. James & Shakspeare. [Co., Ltd. m Messrs. W. T. Glover & Co., 
lied br с Messrs. Thos. Bolton & Sons. Quotations |), Messrs. Jackson & Till. Quotations | « Messrs. P. Ormiston 4 Sons. 
supp 7 | d Messrs, F. W & Sons. supplied by 4 Messrs. Polling & Lowe. supplied by o. Messrs, Johnson, Matthey & Oo. Lid. 
в Mesars, Smith & Co, j Messrs, Henry О, Yeo & Co. P The Phosphor Bronse Company, Lid. 
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THE LONDON COUNTY COUNCIL AND 
ELECTRICAL MATTERS. 


ye exhaustive address which has just been delivered by Mr. W. H. 
Dickinson, chairman of the London County Council, de erves atten- 
tion at the present time in view of the various electrical questions 
which come within the province of the central administrativo 
authority of London. The address, an abstract of which is given 
below, voices the principles which the County Council has decided 
to adopt in regard to the construction of new electric tramways, and 
it suggests the possibility of the Council overriding the veto of local 
authorities in relation to tramways, points out the intention of the 
Council to obtain legislative powers to deal with the supply of elec- 
tricity in bulk, and concludes by hinting that the National Telephone 
company is now sorry that it did not reduce the rental charges at 
the instance of the representations made by the Council, and thus 
avoid the competitive system of the Government now about to be 
introduced. The abstract is as follows :— 


Tue PRINCIPLES OF Tramway CONSTRUCTION, 


dee the Counci) has become possessed of the tramways it has become 
evident that in many parts of London the necessary development of these 
means of locomotion can only be effected in connection with considerable 
wideaingsof streets, and much negotiation has passed between these two Com- 
mittees (Highways and Improvements) upon this subject. An important ques- 
uon of principle had first to be discussed with regard to the cost of these 
improvements, and it was ultimately settled that each proposal should 
te расед in one of three classes, First, improvements necessary for 
ibe porposes of street traffic alone, apart from any tramway traffic, the cost of 
«hich should be charged wholly to the Improvements Committee; secondly, 
wprovements necessary to meet the needs partly of the general traffic and 
wily of the tramway traffic, and of this the cost would be divided between the 
-oCommittees; and, thirdly, improvements necessary only for the tramway, 
oe гомо! which is to be borne entirely by the tramways undercaking. 
Coder this arrangement the Improvements Committee have recommended 
ie widening of Blackstock Road, Islington, and Harleyford Street, Lambeth, 
ú ibe sole cost of the we undertaking, and the widening ot 8t. John 
træt, Clerkenwell, and High Road, Streatham, the tramways undertaking 
parag one-half the cost of acquiring the property. A similar treatment was 
ved to the proposals for constructing light railways, and of these the 
Cnmiktee submitted improvement schemes for Archway Road, Islington; 
West Hill, Wandsworth; Shooter's Hill Road, Blackheath; and Lewisham High 
Road, the eost beingin each of these cases divided between the Improvements 
Committee and the tramways undertaking. In most of these improvements 
ihere are properties along the road of which only a portion of the garden or 
‘crecourt is required to be taken, and the Council decided to ask Parliament to 
make a special provision in these cases for releasing the Council from the 
wiinary obligation of taking the entire property when any part of it is touched. 
This provision is not only reasonable but absolutely essential if any extensive 
xbeme for new tramways or light railways in London is to be carried out, 
тр at a prohibitive cost, and I am glad to say that Parliament has 
i ceded to the Council's contention. In the case, however, of the applications 
fo ight railways, i$ seems that the Railway Commissioners, to whoni these 
proposals have to be submitted, аге not empowered to give a similar exemption, 
and accordingly the schemes as laid before the Commissioners did not contain 
ary reference to the widenings. The result of this was unfortunate, as the Com- 
ders decided that, as the proposals were not complete in themselves, it was 
impossible for them to approve the scheme. 
lhe management of the existing horse tramways, important though it is, 
‘тоз buta very small part of the problem which the Highways Commit ee has 
^ solve. It bas two very difficult and very urgent questions to deal with. 
birst, the extension of tramways to meet the needs of this ever-growing city; 
и secondly, the adoption of electric traction, which has elsewhere been proved 

‘und doubt to be more rapid. more efficient and more economical than the 
der system. It would weary the Council were I to attempt to give in detail 
^^y account of the various lengthenings, widenings and doublings proposed by 
tc Committee and included in the Bills for the Parliamentary session that has 
ost passed. It suffices to say that the tota! addition to trainways, including 
ibose proposed to be made under the provisions of the Light Railways Act was 
ro less than 25 miles, This might appear to many people to show a super- 
\ тодапое of energy on the part of the Committee; but it must not be forgotten 
^: during the last 10 years the development of tramways in London has been 
ы а standstill, and that with our rapidly growing population there is an immense 
“count of leeway to make пр. Unfortunately, the Council has succeeded in 
"srying through only a very smal! portion of this programme, namely, about 
“te miles out of the 25, In a very few instances this has been due to failure in 
sg out а strong enough case to overcome the objections of frontagers and 
others before the Committees of Parliament: but the greatest cause of our 
ge has been due to the opposition of some of the local authorities of 
London. 


THE VETO OF LOCAL AUTHORITIES. 


As the Council is aware, it is impossible even to lay before Parliament a Bill 
lot anew tramway without having previously obtained the consent of the local 
логу, Le, the Vestry or District Board of the locality in which the tramway 
aid. However good or necessary the proposal may be, if the Vestry says 

the Council can proceed no further. The result is that, although it is 
“sential to connect the suburbs of London with the centre, if one intermediate 
кашу objects to having а tramline laid through it, the whole scheme is 
“practicable. One would not object if the question could be properly fought 
^4 and argued before Parliament, but this stage can never be reached under 
-* present standing orders ofthe House of Commons. This power of the local 
“““Sorities has compelled the Council to drop nearly one-half of the proposed 

“w tramways. I need hardly comment upon this fact; it reveals a serious 
‘ate of affairs, If this Council, representing the whole of London, and charged 
“itis with the duty of developing the tramway accommodation во as to meet 
“6 needs of the whole of London, is to be prevented from carrying out its 

izations solely by what I may call the selfish view of a particular locality, 
Te must be an end to all improvement in the means of locomotion afforded to 
^f people, Such a state of things cannot last. Either the local authorities 
must be induced to view this question from a broader point of view than 
- “erto, or Parliament will, I have no doubt, agree that the power of veto must 
c withdrawn from them. I trast, however, that the common sense oí the new 
cuneis which are to be elected next month will prevail, so as to ensure vo this 
Cocneil &more reasonable consideration of the great question of metropolitan 
+ кау accommodation than that given last year by some of the vestries and 
boards which are now passing out of existence. 


ELECTRIC TRAMWAYS. 


Although the actions of the local bodies have interfered with the extension of 
de Highways and Parliamentary Committees have found a means 
> газта through Parliament a measure which will enable the Council to 
“eed with а most important question, namely, the conversion of the system 
lines to that of electric traction. The Council will be able, within 
“ty short time, to set about establishing electric tramcars on some 115 miles 
“nes, and London is therefore within sight of a practical ехрегісосе of this 
+ вуеш which so many other towns have long ago proved to be the most 
"еште andthe most economical, The Committee has been giving agreat deal 
> attention to the question of what is the best system of electric traction to 
"Urt, and in this have been materially assisted by Dr. Kennedy, whose special 
E dr а wide knowledge of the subject have been placed at the disposal 
of the Council. 
k The Committee has, as I have already stated, also attempted to make use of 
‘se Light Railways Act in order to obtain powers to construct electric tramways, 


| 


Lt. 


being of opinion that it would be less difficult and less costly if this could be 
done in lieu of making applications to Parliament. These applications have, 
however, unfortunately failed, by reason of the fact that in respect to many of 
these lines the Council has rightly insisted that in the numerous cartes where 
the widening of the road only necessitates taking a small portion of the garden 
or forecourt, the public should not be mulcted by the usual provision enabling 
the owner to demand that his entire property should be taken. In order to 
achieve this result the Committee were advised that the proposals for widening 
the roads along which it was proposed to run the tramways should be included 
in an improvements Dill. Theetfect of this division of the subject has been that 
the Railway Commissioners decided that, as the widenings were not before 
them, they could not consider the scheme as being suftctently complete for 
adjudication. I fear that this decision will render it obligatory on the Council 
in future to proceed by Bill only; but possibly the Committee may yet find a way 
out of the difficulty, 
ELECTRIC LIGHTING., 


In connection with its duties respecting the supply of electric light, the Com- 
mittee has had to take proceedings against two companies for failure of supply 
In the case of the Metropolitan Electric Supply Company, repeated interrup- 
tion in the illumination had caused immense inconvenience to the residents in 
Marylebone. The company admitted the failure, but pleaded that the causes 
of it were beyond their control, and the magistrate accepted the company’s view 
and only inflicted a nominal penalty. In the second case, that against the 
London Electric Supply Corporation, the Council was unsuccessful before the 
magistrate, and the question whether the magistrate's decision shall be appealed 
against is still under consjderation. (The appeal bas now been abandoned). 

Noless than 12 applications were made to the Board of Trade in 1899 for 
electric lighting provisional orders, of which five were on behalf of locul 
authorities and seven by companies. An important question had been raised 
in Parliament in 1898 as to whether, in cases where an existing company had 
rights of supply, a local authority should be permitted to compete. The High- 
ways Committee took the view that the Electric Lighting Act, 1888, intended 
that such competition should be allowed, and the Board of Trade adopted this 
opinion, and although the proposals of the local authorities did not pass Parlia- 
ment іл 1898, they have been accepted in 1899. 


SUPPLY OF ENERGY IN BULK. 


The question of what the Council can do in regard to the subject of the 
supply of electricity in bulk is still under the consideration o the Committee. 
It will be remembered that Parliament has established certain companies with 
poer to supply in bulk to local authorities and others concerned in providing 
ight or power, and has also refused to place these companies under the opera- 
tion of any purchase clauses in favour of the public similar to that which the 
electric lighting companies are subjected to. However, both the Joint Com- 
mittee of Lords and Commons, which sat in 1898, and the Committees of 
Parliament that have dea't with the specific Bills, have intimated that this 
question should be properly settled by &n application by some body represent- 
ing the public in London for powers to supply electricity in bulk, and sooner 
or later action in this direction must be taken, as, if not, the public will before 
long find itself at the mercy of certain companies which are subject to none of 
the restrictions or liabilities which are at present imposed upon the ordinary 
electric lighting company. 


Тнк TELEPHONE PROBLEM. 


Another subject of vast importance to London is the telephone service. A 
very considerable portion of the time of Mr. Benn and his Committee has been 
taken up with an unceasing struggle with the National Telephone Company. 
I will not enter into the details of the dispute. It suffices to say that some 
years ago the Highways Committee were led to the conviction that the tele- 
phone service in London was far less effleient and far more expensive than 
such service wou!d have been if based upon the reasonable cost of constructing 
the system; and that Londoners were being made the victims of a company 
whose capital had been unduly inflated by various financial operations with 
which London had had no:hing todo. They accordingly attempted to come 
to some agreement with the company under which the latter should have the 
advantage of an underground system, and in return should reduce its charges to 
the telephone users, 

This arrangement the company refused to entertain, and in view of the 
march of events since then, 1 have a shrewd suspicion that they must now 
regret their refusal. As no arrangement was possible, the only course the 
Committee could take was to use its influence to induce Parliament to approve 
of & system of direct competition, and now, by an Act of last year, the Post 
Office is empowered to establish & system of its own in London, and the works 
forthis purpose are, I understand, approaching completion. When this is done 
the National Telephone Company will probably be compelled to reduce its 
charges quite as low as it would have had to do had it accepted the original 
proposal o the County Council. 


RADIO-ACTIVITY,* 


Or the numerous subjects studied by physicists during the closing 
century, few have experienced such marked contrasts of distin- 
guished ‘favour and absolute neglect as has that of electrical 
discharges in rarefied gases. The most important phenomena of 
these discharges were so far removed from the field of knowledge of 
the older explorers, even of the great Faraday himself, that they 
appeared to lie in a distant country, seen from afar, but unvisited. 
About 1869 Hittorf, exhausting his tubes more perfectly than any 
previous experimenter, saw the phenomena greatly simplified, and 
was the first to form au idea of the mode of operation of discharges 
in the interior of tubes. In the interval between Hittorf and 
Crookes, less than a decade, the progress made was considerable, 
and we now find one groun of the phenomena completely surveyed, 
and their relations to other facts and other theories established. 
Of these theories some, such as the kinetic theory of gases, have 
been more generally disputed in proportion as they explained a 
larger range of facts. Orne theory in particular, proposed at this 
time, was based on a simple and clearly described idea, with the 
consequence that while none but physicists had noticed the work of 
Hittorf, that of Crookes appealed to the imagination of many 
persons in whose minds the notion of a fourth state of mattcr took 
rank at once as a precise, indeed, far too precise, conception. 

Another period of inactivity ensued. Some physicists followed 
with interest, though without enthusiasm, the patient researches of 
Goldstein, and of Wiedemann and his pupils, and hailed with 
pleasure, in some of Hertz's experiments, the dawn of a new era of 
discovery. The inquiries of his most distinguished pupil, М.Р, 
Lenard, brought to light some yery curious facts, which, in his 
opinion, contradicted the theory of Crookes. From this time date 

* Translation of the preface by M. Ch. Ed. Guillaume to the 
French edition of Electrical Discharges in Gases," by Prot. J. J. 
Thomson. 
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the earliest experiments of J. J. Thomson, whose contributions to 
this subject are of the first order of importance. 

One may recall the bewilderment—the word is not exaggerated— 
of physicists when the memorable experiment of Rontgen was 
announced, which eulisted at once hundreds of adepts in the study 
of electrical discharges in gases, and by one impulse advanced it 
farther than could have beeu hoped for from years of patient 
research. At the same time the practical applications of the experi- 
ment, and its quasi-commercial character, placed unexpected 
resources at the disposal of experimenters. Two figures will give 
an idea of this. At the end of 1896 the most powerful apparatus 
producing Rontgen rays could only feebly blacken a photographic 
plate through the flesh of the hand with half an hour's exposure, 
while to-day ten seconds will give a radio-graphic picture of the 
whole skeleton and cavity of the chest of an adult. 

The study of the discharges in the gases themselves, indepen- 
dently of their effect outside the tube, advanced pari passu with 
that of Röntgen rays. Progress in the study of the latter being 
assured by their practical importance, the most distinguished ex- 
perimenters soon returned to the primitivé phenomena, which, 
originating at the cathode, are stopped by the walls of the tube, and 
that whether they strike the wall directly, or whether an obstacle 
stops them, or sends them off in a direction normal to its surface, 
as has been shown by M. P. Villard. 

Some of the ideas to which most importance has been recently 
attached are not entirely new. Thus the question of the relation 
between the charges, and the masses which carry them, was raised 
in the old work of MM. Schuster and Giese. Prof. J. J. Thomson 
has carried this inquiry beyond any of his predecessors, and has 
arrived at the astonishing conclusion that the ratio is the same for 
all elements composing the cathode ray, whatever be the gas con- 
tained in the tube, a view which tends to regard all molecules as 
separable into similar elements. If one can follow the inverse 
path, and reconstitute from highly raretied elements any form of 
matter, the possibility of transmutation, at least for very small 
quantities, is obvious. 

But Prof. Thomson’s curious results may admit of another inter- 
pretation. Is it not possible," M. Villard asks, “that an exhausted 
tube always contains the same body, whatever gas is intended to be 
enclosed?“ Some ingenious experiments show this to be very 
probable. The cathode rays are always powerful reducing agents, 
aud may be constituted in every case of hydrogen, sensible quan- 
tities of which may be obtained by decomposition of water adhering 
to the walls of the tube.* This answer is not conclusive, but Prof. 
Thomson’s interpretation is so startling, that though we should all 
like to accept it, any reasonable explanation of the phenomena 
which enables us to escape from it must be favourably considered. 
This book of the emineut Cambridge professor is mainly devoted to 
the group of phenomena whose principal features I have been 
recalling; but among the investigations to which Röntgen's dis- 
covery has given rise, noue are comparable in importance to that 
along whose track certain French physicists have been led by a 
happy observation methodically followed up. | 

It is curious that for a long time French physicists took scarcely 
auy interest in the question of discharges in gases till the discovery 
of a group of phenomena even more surprising than the last placed 
them at the head of contributors to the new science. M. Bec- 
querel's demonstration of the peculiar radiation from uranium was, 
for the moment, so disconcerting, that many persons declined to 
treat it seriously, on the ground of the smallness of the effect. This 
could not last long. Mme. P. Curie, simultaneously with M. G. C. 


Schmidt, discovered that another body, thorium, emits radiation | 


similar to, but more powerful than, that of uranium. Employing 
radio-activity as a delicate reagent, she found that certain minerals 
possess this property to a higher degree than the pure metals in 
which it had been first observed. Two hypotheses occurred to her 
mind. Hither radio-activity is increased by the combination of 
certain bodies, or if it is a property associated with the atom, 
the minerals in. question contain small quantities of unknown 
elements which are radio-active to an extraordinary degree. The 
first hypothesis appears improbable in view of the results of certain 
experiments. М. and Mme. Curie took, up the task of concentrating 
the unknown elements. Finding out the mode of procedure by 
trial, they succeeded in concentrating from some tons of pitch- 
blende a few decigrammes of several materials possessing in an 
unhoped for degree the properties which had at first been only 
observed in uranium and thorium. 

The properties of these bodies are intimately associated with 
those of electrical discharges in gases. Their power of discharging 
electrified bodies, discovered for uranium by M. Becquerel, enabled 
M. and Mme. Curie to test continually the process of concentration ; 
and their radiation, on the other hand, is very similar to the pseudo- 
radiant phenomenon observed inside and outside an exhausted tube 
under the action of an induction coil. These new elements, the 
radium and polonium of M. and Mme. Curie, and actinium dis- 
covered by M. Debierne, emit a form of energy composed of two 
absolutely distinct parts. One part is unaffected by an electric or 
magnetic field, and may with good reason be looked on as an ethereal 
wave. The other part is deflected in an electric or magnetic field, 
and bebaves like a collection of moving charges. Moreover, M. and 
Mme. Curie have succeeded in demonstrating the convection of 
negative charges; a particularly difficult experiment on account of 
the property of the non-deviable rays, perhaps, too, of the deviable, 
of rendering gases good conductors. The second kind of radiation 


* The tendency of all rarefied tubes to become hydrogen tubes has 
long been known. Sir William Siemens used the fact to support 
his regeuerative theory of the sun, published in 1883. [Trans.] 

f An account of the discovery and properties of polonium and 
radium was given in the ErrcrRICAL Review of February 2rd, 1899. 


is in every way similar to a stream of matter charged with negatire 
electricity derived from its source, which itself becomes positively 
charged, except in so far as it is continually restored to equilibrium 
with the surrounding air rendered conducting by the other part of 
the radiation. | 

The velocity of the non-deviable radiation has not yet been 
determined, since none of the methods employed to measure the 
velocity of light are applicable to it, and it is probable that this 
quantity, which, as in the case also of the Röntgen rays, would decide its 
character as an ethereal undulation, will long remain unknown. On 
the other hand, by making certain hypotheses the speed of the 
deviable radiation has been estimated at about half that of light. a 
quantity of the same order as that of the rays emitted from the 
cathode of a vacuum tube. This speed is so enormous for material 
particles that it might suggest doubt about the corpuscular nature 
of the radiation, but all its other properties agree so well with this 
idea that one may well consider whether it is not more reasonable 

to modify one's views on possible speeds than to reject an hypothesis 
-to which logic can find no objection. 

All physicists know how a series of phenomena which appear to 
be entirely distinct may be really repetitions of the same phe 
nomenon differing in intensity. The identification of ligbtuing 
with the spark of an electrical machine, of luminous with electri: 
waves, of the attraction of the earth with that of bodies around w, 
has been the result of long and profound meditation by the greatest 
intellects of which humanity can boast. One knows that a bale: 
moving with a velocity of 1 cm. per second possesses none of the 
visible properties of one fired from a gun at a speed of 1 km pet 
second. In the first case it will be stopped by a sheet of paper, ы 
the second it pierces wood a metre thick. Moving slowly it 5 
clearly seen, moving fast it is absolutely invisible, though we kear 
the hiss of its passage through the air. Thus, if ignorant of the tre 
nature of the bullet, we were reduced to the evidence of our seuss; 
if, though seeing the destruction occasioned, we could not stop it 
and examine it at rest, we might never recognise the identity of 
the natures of the two balls moving with such different speeds. 

It would be impossible to say to-day what would happen if ou 
projectile had a velocity of 100,000 km. per second, for the phe- 
nomena would bear the sanie sort of relation to those produced by 
a rifle bullet as the latter bear to those of a bullet moving 1 cm 
per second. Considering, moreover, that we do not yet know in 
what state of division is the matter in the cathode ray, or in that 
emitted from radium, but are sure that we know of nothing else 
in the same condition, it is easily understood that the phenomens 
of this supposed emission may well be so strange as to appear 
inexplicable. 

Polonium does not seem to give a deviable cmission, while 
radium, on the other hand, gives two emissions. This point, how- 
ever, need not delay us now. It is not surprising that thes 
emissions are very penetrating, at least in their own particular way. 
for in air their range of action is very limited, and still more so i: 
solid bodies. But while a beam of light visible in air for 100 km:. 
is stopped by one-thousandth of à millimetre of iron, the emissiou 
of radium which is stopped by a few centimetres of air, can travers 
a centimetre of the most opaque body. The penetrating power: 
these rays follows curious laws. It is not subject to the exponeutia! 
law, and departs from it in some cases in one sense, in others in the 
other. Moreover, the opacity of a given obstacle varies with it: 
distauce from the source. 

The emission from radium illuminates sensitive screens, decom- 
poses photographic preparations, and provokes other chemical 
action. It condenses the vapour of water, either by furnisnioe 
directly the necessary nuolei, ог by a preliminary action on th 
molecules of air, whose ions become centres of condensation. Оп 
the other hand, MM. Curie and Sagnac have shown that Rontger 
rays striking a metal surface cause an emission of matter charged 
with negative electricity. They do not seem to pulverise the metal. 
as MM. Lenard and Wolf supposed to occur with ultra violet lig: 
at a time when no cause but dust was known for the condensatic: 
of vapour, and when Aitken's effect seemed to admit of but one 

interpretation. The deductions drawn by MM. Lenard and N. If 
from their beautiful experiments have long been doubted. Th 
experiment of MM. Curie and Sagnac at once determines the natur: 
of the secondary rays so well studied by the latter observer, azi 
shows that their explanation by the hypothesis that a part of th 
double layer is removed and transported by carriers of atom: 
dimensions is more probable than that proposed by MM. Lenard 
and Wolf. The secondary rays have thus the character of cathoce 
rays, able to produce Röntgen rays by a successive degradation, 
and by the transformation of part of their energy into heat. 

In radium, which gives both an emission similar to cathode rast. 
and a radiation identical with X-rays, each of the two phenome: 
might be the primary, and cause the production of the other a 
a secondary effect, so that when the cause of one is known, the utter 
will also be explained. But for the present we are far from au; 
satisfactory theory of either. The perfect similarity between 
small quantity of radium and a Crookes tube should, it would en. 
assist one to understand the constitution of this body, which is ~ 
mysterious that, were it not known to exist, one would deem > 
impossible and contrary to all known laws. But in a vacuum tuis 
the source of energy is known, while in radium it is not yetast- 
tained. Moreover, knowing that this body continually ргоіст- 
particles with an immense velocity, one may fairly ask bew it > 
that if this velocity exists among the atoms, the body itself is ~t 
instantly dissipated, and one is thus led to look on the non- deva! 
radiation as the primary phenomenon. 

The questions raised by the discovery of these new bodies i 
evidently of great complexity, aud even when the nature 
action is known, many will still be unanswered. Lying, as ther 
on the borderland of two departments of physics, and involv.. 
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many unknown relations between matter and the ether, these 
problems may be the bases of great advances in our knowledge of 
those relations; and to have put us on the right road to their solution 
will not be the least of the services rendered by the study of elec- 


trical discharges in gases. 


A PUBLIC DANGER. 


Tux connection of electricity with sulphuric acid is not, perhaps, 
very close, but, nevertheless, the acid is an important item in 
secondary batteries. We think, however, that we have sufficiently 
good reason to step a little out of our usual way in order to draw 
attention to a horrible form of danger to which we are all exposed 
through the carelessness with which that most dangerous article, 
sulphuric acid, is invariably carried about. А usual vehicle is a 
lorry without sides. This is piled up with carboys of acid, not 
merely in one layer, but tier on tier. А rotten rope is, perhaps, all 
there is to prevent any carboy from falling off. Or the acid is 
packed in a high wagon and the carboys are loaded even 
on to the let-down tail board. A few months ago such a vehicle 
was proceeding from Oldbury to the Lye along the route of 
the Dudley and Stourbridge tramway, when it was run into 
ina fog by a tramcar, and one of the carboys which was so 
loaded that it actually overhung the tail board, fell off upon 
the car platform, swilling the poor motorman with the corrosive 
Шад. As a result the man lost the sight of an eye and is dis- 
figured for life in a most painful mauner. The people who were 
sponsible for this cruel injury are not, so far as we know, legally 
nsponsible. i 

Qn one occasion along this same road a similar vehicle got adrift 
os steep part of the road and finally was wrecked and discharged 
ita load of acid into a row of cottages, the floors of which were 
coded, though, fortunately, no persou was wetted by the accident. 
What we wish to call attention to is the fact that anyone might be 
swilled in corrosive acid by the dropping out of a lynch-pin from 
the axle of one of these improper vehicles, and condemned to walk 
through life, veiled like Mokanna, with the most awful injuries it is 
possible to happen to a human being. We think nothing too bad 
tobe said of any person or persons who wilfully, and after warning, 
should luad and carry acid in this matter. Acid ought never to be 
carried except in vehicles, the floor of which is not above 9 inches 
from the ground. This can easily be done by meaus of a cranked 
axle tree. The vehicle should have high sides and should be an 
enclosed box, so that no serious result could occur, even if a wheel 
did come off. If our readers could see the dire and awful effects of 
strong acid upon poor humanity, we fcel sure they would excuse 


this departure from our ordinary course and assist us by sendiug to: 


us brief statements of what they may sce to support such effort as 
may be made to bring the question before the proper authorities, 
with a view to some action being taken to repress the dangerous 
practice, and prosecute any person who will not of their own 
initiative protect the unsuspecting public from the danger we have 
pointed out, and the effect of which we have been pained to see. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, ꝙc., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


No. 25. 


“Never BRD writes:—" In Crewe, the gas company who have 
been supplying the publie strect gas lamps with gas (the Corpora- 
tion at the same time owning the iron lamp columns, and the ser- 
vices from the base of the lamp column to the lantern), decline to 


do the work, at their cost, of disconnecting the gas and plugging 


the service pipe, in order that the same lantern and street lamp 
column may be used for electric installation purposes. There is no 
agreement in writing between the Corporation, who pay for the gas, 
and the gas company. 

"Оп whom do you think the cost of disconnecting the gas mains 
aud plugging up the same should fall—the gas company or the Cor- 
poration ? 

, Do you know where there has been a similar case ?” 

e The question put by “Never Behind” is one which is 
governed by the terms of the statutes or provisional orders under 
ten the gas company supply, and the Corporation take, gas forthe 
ighting of the town; The provisional order under which the Cor- 
poration are empowered to supply electricity would also have to be 
considered. The same problem has cropped up in more than one 
Ps before now; but it seems that each case is solved according to 
the rules laid down in the private Acts. In Glasgow, for instance, 
à dispute on all foursiwith that alluded to by “ Never Behind” took 
Place. The gas company refused to advance the cause of an under- 


taking which was prejudicial to their own interests; the Corpora- 
tion insisted that the right to cease to take a supply of gas involved 
the right to compel the gas company to disconnect, and defray the 
expense of disconnecting. "The contention of the Corporation pre- 
vailed, as the liability of the gas company became apparent on 
reference to the local Acts. We are unable to give the reference to 
this case, and, indeed, if we were able to do so, it might well 
transpire that the local Acts, by virtue of which it was decided, 
were wholly different to those in force at Crewe. 

We regret that we cannot give a more satisfactory reply to this 
interesting query, but it can probably be solved by “ Never Behind” 
himself, if he will refer to the statutes to which we have drawn his 
attention. If not, he should submit them to his legal adviser. 


No. 26. 

ee ELECTRO-METALLURGY" writes :—“ May I ask, through your 
inquiry columns, some enlightenment on the following: Can a 
municipal authority legally tender for work quite outside their 
supply business? For instance, a large firm here, having their own 
plant, request a private firm to submit a tender for wiring 100 lights 
in their offices, to be coupled to their own mains, absolutely nothing 
to do with Corporation mains. This tender is sent in, and then the 
Corporation appear, and send in a lower price, and get the work. 

“This is municipal trading with a vengeance, and I should like to 
know its true legal bearing.” 

*,* The substance of the question addressed by “ Electro- 
Metallurgy " formed the basis of a query in the ELECTRICAL REVIEW 
some time back. In answer to a question whether a municipal 
corporation could lawfully supply electric fittings, we said :—“ In 
the absence of a provision in their charter to that effect, the corpora- 
tion cannot lawfully supply fittings, nor can they sue for such as are 
supplied. A corporation is not bound by, nor can it sue upon, 
contracts which are not within the scope of its constitution, or which 
by the provisions of any Act of Parliament relating to the corpora- 
tion it is expressly or impliedly incapacitated from making. The 
question seems to be answered by the case of Leicester Corporation 
v. Hill, which was decided by a County Court in March, 1898. 
There the company sought to recover the price of electric light 
fittings supplied by them. His Honour said: ‘I can see nothing in 
the Electric Lighting Acts which authorises the company to supply 
anything but meters.“ He accordingly gave judgment for the 
defendants.” 

That internal fittings do not come under the heading meters” is 
clear enough ; and speaking as we do, without any knowledge of the 
statutory powers of our correspondent’s corporation, we agree with 
him that theirs is municipal trading with a vengeance, in that it is 
carried on apparently without warrant of law. ` i 


NEW YORK’S LATEST TRACTION SYSTEM. 


New York is still improving its street and suburban traction 
methods. One of the latest and most important schemes is that of 
changing the form of power on the Manhattan elevated railway 
from steam to electricity. The work in connection with this change 
is now in full swing, and it is hoped that the whole of the work 
will be completed by the spriug of next year; that is to sav, New 
York will probably enter the new century with au illustration of 
what is to be accomplished with an exceptionally large city traction 
scheme for the guidance of other large cities. The power house is 
rapidly approaching completion; the whole building is of course of 
large dimensions, the four chimney shafts being about the 
largest in America, they are built of tiles, with a clear flue 
diameter of 17 feet, and a height of 278 feet above the 
foundations. The normal total output of the generating plant 
will be 64,000 н.р. ; that is, with the whole plant running at its 
limit about 100,000 H.P. would be the maximum output. The 
generating plant is now under construction, and consists of eight 
electrical generators of 6,650 H.P. each. These generators are the 
largest ever undertaken, aud are to be of Westinghouse construction, 


being built by the same firm which supplied the 10 Niagara power 


generators of 5,000 н.р. each. The Manhattan Railway Company 
is thus adopting the most modern and efficient plaut designed. 

Some particulars of these giant generators will be of interest. 
They are 41 feet 8 inches high, and weigh about a million pounds. 
The armatures, which are fixed, are divided into four sections, in 
order that they can pass through the railway tunnels between the 
works at. Pittsburg and New York. The current yielded by the 
generators is three-phase alternate at 12,000 volts pressure, at which 
pressure the energy is to be transmitted to the sub-stations, four of 
which are already built. The electric plaut for the sub-stations has 
also been ordered, and is under consideration at the Westinghouse 
works; it consists of 78 traustormers of 666 H.P. each, reducing the 
main trausmission line pressure; and 26 rotary converters of 2,000 
H.P. each, changing the three-phase current of reduced p:essure to 
a direct current at 550 volts, the form in which it is to be utilised 
on the railway. 

The track is fitted on the third-rail system. The third rail is of 
T section, weighs 100 lbs. to the yard, and is supplied iu 60-foot 
lengths. The rail is laid on chairs supported on vitrified earthen- 
ware bell insulators, Five holes are drilled in each end of the 
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lengths, of which only one is used for the bolting of the tie-plate, 
the other four being used for copper bonds. 

The bonds are solid with the exception of those at every fifth 
joint, where an expansion joint is put in the rail length, and 
flexible bonds are used. 

The rail itself has been specially manufactured to secure the 
highest. electrical conductivity; to this end the quantities of carbon 
and manganese in the steel were kept as low as possible, the 
percentages being:—Carbon 0:073, manganese 07340, sulphur 0:073, 
and phosphorus 0:069 per cent. The rails are found to have a 
resistance of 7°75 times that of a similar section of pure copper, 
the ordinary steel rails of the running track showing a resistance 
about 11:8 times that of copper. 

The trains are each composed of six cars, with a motor at each 
end. Each motor car carries four motors of 100-H. P. cach. With 
this power, 800-H.P. an acceleration of two miles per hour per 
second can be realised. This acceleration and the increased speed 
of trains will make it possible to increase the tratie capacity of the 
system by about 40 per ceut., without any increase in quantity of 
the rolling stock. Additions are to be made, however, which will 
eventually double the capacity. 

Of course, all stations, platforms, and trains, are to be electrically 
lighted, the total lighting load will be about the equivalent of 
30.000 incandescent lamps. 

Work is being pushed on as rapidly as possible, the trial train is 
completed, and practically all contracts are let. 

The whole system will, it is hoped, be quite complete, and in full 
operation by electrical power next summer. 

The Manhattan Railway Company in changing from steam to 
electric power for traction purposes are not speculating, in the 
strict seuse of the term, they are only following the example of 
many other railway companies, who have made this change, and 
thereby considerably increased their profits. It would be well if 
some of our railway authorities on this side of the water were to 
follow suit, for the sake of their own pockets, and the convenience 
of the travelling public. 


CENTRALISATION OF CONDENSING 
| PLANT. 


In discussing this subject in the Engineering Magazine, Mr. H. G. V. 
Oldham at once points out the main cause of trouble in the number 
of joints in the exhaust main. Young engineers who will even 


-pride themselves on putting up steam pipes tight to show no leaks 


will gaze with equanimity on a vacuum gauge at 15 inches on a con- 
denser from which copious water is flowing at a temperature that 
would justify 27 inches or more. They despise the pressure of air 
at 15 lbs., and think that any sort of joint will keep it out. Then 
pipe flanges are perhaps rough, and rivetted pipes are too widely 
rivetted and cannot be caulked without buckling. Our author 
rightly says that exhaust pipes can be put in that are tight to a 
small fraction of an inch. The pipes are carefully made and tested, 
and they ought to be placed in some tarry composition in a vacuum 
vessel so as to empty their pores of air and fill them with tar. 
There is no reason in principle why a condensing plant need 
be placed near the engine it serves, and if several engines are 
scattered about they can all be worked from one central condenser. 
The condensing plaut should thus be a separate affair, and it can 
very usefully be employed to help engines started under load by 
being itself run up previous to the engines being started. 

In a steamship the auxiliaries can always use the main condenser 
when the main engines are at work. With separate air pumps the 
auxiliaries can work condensing even in port and save their con- 
densed steam. In arranging a central plaut its circumstances must 


be carefully considered. In a lighting station a full load is a large 


multiple of the minimum load. In a traction plant the load on 
the condenser is fairly steady, though that of the engines is not so. 
So also 1s the duty of a condenser in most factories. Our author 
suggests that the battery for condenser plant should be in sections 
—a section to each engine capable of being cut out as desired. The 
air pumps he would also sub-divide into units of not too large a size. 
He summarises the position by stating that for a constant load and 
several small engines there should be a central condensing plant. 
The same system may be followed for large engines and similar 


conditions, but for variable loads of short maximum duration 


engines should each have their own plant, as carried out at Port- 
Dundas, Glasgow, where engines of 1,100 н.р. have Edwards pumps 
of three-crank type, electrically driven, with circulating pump and 
2,500 square feet of condenser surface. At the works of Vickers, 
Sons & Maxim, of Sheffield, a condenser capable of producing 
2,000 gallons of condensed steam per hour serves about 30 engines. 
It is all a question of tight exhaust main. Our own opinion is that 
the exhaust main ought to be put under pressure to show up its 
joints, and the air pump ought to be able to pump up a vacuum 
cold of at least 26 inches on the joints as made; the pipes and 
joints ought then to be well and repeatedly painted. The author 
advises а flat roof of concrete over the engine or boiler room, and 
that the condensing plant should be placed there, especially the 
evaporative type of condenser. 

Various cooling towers are described. Fans to operate these are 
said to require from 1 to 2 per cent. of the total engine power, or 
with the circulating water pump about 3 to 4 per cent. Cooling 
towers usually stand 30 to 36 feet high, and occupy a ground plan 
of 1 square foot for each 8 to 12 н.р. They cost 20s. to 30s. per 
horse-power, and may reduce the temperature from 130° to 80°, which 


latter will enable a 26-inch vacuum to be secured. The outside air 
would then be at 75° Fah., with a humidity not over 85 per 
cent. It is desirable to have means to vary the fan speed to suit 
weather or load, so as not to use an unnecessarily large power, 
How is it that in so many electrical stations one finds paltry 
“vacuums” of 15 to 20 inches, whereas in factories of older tyye 
the amount is 24 to 29 inches? Is it because of faults in attend- 
ance or faults in plant? Something of both, probably, and it і 
certain that better attention to joints, glands, porous pipe castinys, 
and other smaller items, would do much to add other inches to the 
gauge readings. There is a lack of proportion in the senses of 
attendants, who do not realise that an extra inch of vacuum may be 
a big item for an engine whose load factor is only 20 or 30 per cent, 
and the average piston load probably not 20 lbs. per square inch. 


HACKNEY ELECTRIC LIGHTING. 


IT was only the laying of а foundation stone, but hey! what а deal 

it meant! It was the beginning of the end-of a great controversy 

which had rocked the noble Vestry of Hackney in a turbulent se 

of strife for many years. At last! at last!” said one of tte 

speakers, and the Hackney crowd took up the strain. Brooding 

this salubrious spot, with Hackney Cut contiguous, and the wa 

of the River Lea so near at hand, it were unwise to stir up anythin 

even though it be on the site of a dust destructor; but we think 
Hackney has established a record for dilly-dallying with the ques 
tion of electric lighting, and at last Thursday’s function it was very 
hard for speakers to forget the past. In 1893 a provisional order 
was obtained, but it took two years to form an electric lighting 
committee, and another two to come to the conclusion that them 
was a strong divergence of opinion as to how the thing should be 
carried through. In 1897 the Vestry voted an even number of vote: 
for and against disposing of the order to a company, and the then 
chairman wisely decided that it was too important a matter to be 
settled by mere casting vote, and a verdict of not proven” ws 
declared. Subsequently the whole question came before ratepayers 
at an election, and by a large majority the decision in favour ni 
municipal enterprise was given. After a little sport with a well- 
known consulting engineer, the Vestry called upon Mr. Rober 
Hammond to prepare a report. This he did in due course, and її 
was agreed not to do things by halves, but to proceed forthwith with 
a £250,000 scheme for electric lighting and dust destructors, As was 
explained by Mr. Hammond in his brief statement last week, 100 
miles of cables are being laid in 50 miles of streets, and a station 
equipment for 5,000 н.р. capacity is to be installed. 

It appears to be the custom with local councillors, when there has 
been long delay in putting-electric lighting powers into effect, to 
take great credit to themselves for not being in too great s 
hurry, because thereby they will be able to avoid the mis- 
takes which other works have made! Up to a certain point 
there is something in this, but on the other hand, it is cus 
tomary to forget the important fact that, had Hackney or any 
other district of its area commenced actual operations five years ago, 
instead of wasting time in wrangling, and so on, it is practically 
certain that to-day its district would be well supplied, and a good 
profit resulting therefrom. It would have been also gratified by 
being a great thorn in the side of the gas company, which it is s 
desirous of being, on account of the increased charges per 1,000. 

Mr. G. A. Ogan, the chairman of the Electric Lighting Committee, 
who has been so unremitting in hisattention to the undertaking, pre- 
sided over the proceedings. Mr. Alderman Dickinson, the chair- 
man of the L.C.C., having been duly placed in possession of the 
necessary tools, proceeded to perform his part of the ceremony, Yiz., 
layiug the stone. One thing we must not forget to mention. With 
uncovered heads, and an impressive hush, the current issues © 
certain local newspapers were duly interred, never to be heard of 
again. There was never a tear, not a funeral sigh, merely the 
whisper of Dust to Dust!“ from an irreverent bystander, but one 
and all agreed that there, once for all with those papers, was also t^ 
lie buried the old ill-feeling, the malice, the old opposition of the 
Vestry Hall, and if they got the chance, all would work together 
for the good of the new undertaking. It was a trying moment, and 
we were glad when it was over, so that Mr. Alderman Dickinson 
could deliver his speech. He entertained his hearers with histories: 
notes on the electric lighting movement in Hackney and in London 
generally. Out of the London local authorities, he said, 19 were 
already supplying, or about to supply, their own electricity. He 
blamed the local authorities of the richer London districts for pet- 
mitting so valuable a right as electric lighting to pass into the hands 


of companies who were now earning very large dividends. He con- 


sidered that local authorities in London had “entirely neglected 
their duties” in this matter! But Mr. Dickinson does not take into 
account the fact that when the St. James’s and Westminster 
companies—to which he specifically referred—set ont upon the 
respective careers, electric lighting was in such а state, that 
municipal authorities were not aware that in it lay such 4 
profitable field for their enterprise. The risk of those eariy 
pioneering days had to be borne by those and other companies, 0! 
we venture to believe that municipalisation in the provinces v. 
not have made the headway that it has made, were it not for tle 
fact that the companies had proved beyond а doubt that eie tri 
livhting was a thing to pay well Would Mr. Dickinson have lad 
municipalisation of electrical works taken in haud before suci 3 
proof were obtained? And again, would he advocate that all the 
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„nicipal authorities of the London metropolitan area buy over the 
gers of the City and Charing Cross Companies, the Metropolitan, 
sho Chelsea, Kensington and Knightsbridge, St. James's, West- 
minster, and half a dozen other immense undertakings? £250,000 
ome a large sum to Hackney people, but how many millions would 
rare to be paid to take over all these other concerns? We rather 
wink that the figure would be a fancy one, yet purchase is the only 
reasonable remedy to apply now in atonement for their “ neglect of 
duties.’ Hackney, we agree, has been neglectful for reasons already 
dated. It did not move, nor Would it allow a company to do во. 
it sat upon its order from 1893, and up to the present has only 
hatched a foundation stone. Perhaps Hackney was, after all, 
intended to come under the Alderman's displeasure ? However, the 
works are commenced, and we hope that they will make headway, and 
sake big profits, in spite of the smallness of the average rating of 
property in the district, Large profits do not appear to be antici- 
pated by all, and Alderman Dickinson wisely advised them not to 
е disappointed if there happened to be a small loss on the works 
« first. There were ample other compensating advantages. 

Some particulars of the scheme now being carried out were given 
in the ELECTRICAL Review ‘for March 3rd, 1899. We may now 
«pplement them with other details which were prepared by, Mr. 
Hammond for the information of the visitors. 

The works will be situated upon a site of about 5 acres in Mill- 
‘elds Road, Hackney, and adjoining the grounds belonging to the 
LCC, The site allows for ample means of extension, and has the 
sivantage of a frontage to the Lea River Canal, which will give 


economical facilities for the supply of fuel, and the shipment of | 


clinker and ash. The engine house will be 130 feet by 50 feet. 
The.bnildings have been designed to afford sufficient space to accom- 
modate 6,000 H.P. in boilers, engines, dynamos, and switchgear. 
Sufficient land has, however, been acquired to permit of a further 
1000 в.р. being added by an extension of the present buildings. 
ln the first instance it is not proposed to erect plant of more than 
3000 gr.; this, with the accumulators, being sufficient to supply 
"mei for about 50,000 8-C. p. lamps alight at once, after allowing 
forasuficient reserve. There will be six boilers of the Babcock 
snd Wilcox water-tube pattern, three being fired by the refuse 
istmetor gases, and three being placed in the permanent boiler 
touse. The ordinary working pressure will be 180 lbs. per square inch, 
лё the refuse-fired boilers will be capable of working up to 250 lbs. 
ver square inch, to counterbalance any irregularities in the firing. 
ite engines are of the triple expansion type, and are designed for 
\ working pressure of 175 lbs. per square inch. Each engine is 
vranged to drive two dynamos direct without intermediate gearing, 
and а common condenser and cooling apparatus is provided for cach 
prof engines. One pair of engines are being built by Messrs. Belliss 
md Moreom, Limited, and one pair by Messrs. Willans & Robinson, 
Limited, the dynamos being supplied by Messrs. J. H. Holmes and 
Co. A battery of accumulators, having a capacity of 2,800 ampere- 
tours, has been ordered from the Tudor Accumulator Company, 
Limited, the primary object of the battery being, as far as possible, 
‘ store for future use the energy developed in the refuse destructor 
it times when it would otherwise be wasted. The working pressure 
ca the distributing mains has been fixed at 480 volts across the 
ner conductors of a three-wire system. 
With a view to utilising to the utmost the power derived from 
^ refuse destructor, and at the same time meeting a probable 
‘mand for power, as well as lighting, the direct-current system of 
lstribution has been preferred. 
_ The first contract for cables was placed with the British Insulated 
"ire Company, of Prescot, and the work of laying the mains is now 
“progress. The mains are of the triple-concentric type through- 
^t, and are laid in stoneware and iron troughs, filled in solid with 
'""uminous compound. For public street lighting, arrangements 
мте been made for the erection of 320 arc lamps, which will be run 
“ine or ten in series across the outer conductors of the three-wire 
sem, provision being made for controlling all the lamps from the 
ectricity works. 
the lamp pillars will be spaced from 50 to 60 yards apart, and 
1° posts have been designed so that the top of each lamp is about 
-| feet above the ground. The refuse destructor consists of 12 
ee cells, capable of burning a maximum of 150 tons of refuse 
7 24 hours. Arrangements have been made for the automatic 
and ling of the refuse, so far as this is possible, from the moment 
‘is tipped at the works to the time when it emerges from the fur- 
cs in the form of clinker. The surplus energy will be utilised 
^ driving the plant in the electricity works. The elevators, blast 
“5, and feed pumps will all be driven by electric motors. The 
n a for the destructor has been let to Messrs. Hughes & Stirling, 
London. 


ELECTRIC FEEDERS FOR MAIN-LINE 
RAILROADS. 


^Tihe International Railway Congress, recently held in Paris, 
nel N. Н. Heft, chief engineer of the electrical department of 
© New York, New Haven and Hartford Railroad, presented a 
‘cy of the conditions governing the electrical equipment of rail- 
"ss in this country, and an account of the experiments already 
cide in electric traction on a large scale. Colonel Heft's con- 

sons looked to the development of electrically operated branches 
' the larger cities and their suburbs as feeders for the main line 
-vem railways. He further believes that electric traction upon 
_ densely populatediportion of main line railways—that is, in the 


region of suburban trains—is not only a future possibility but an 
absolute present necessity. | 

Commenting upon the matter in a recent editorial article, the New 
York Electrical Review says :—“ It is pleasant to have the con- 
clusions which have so frequently been set forth in these columns 
corroborated by records of real experience. The time has now come 
when suburban service, by which is meant passenger service 
covering moderately long distance at high speeds and with many 
stops, must be operated by electricity. The steam locomotive on 
such a railroad is an anachronism. It does not seem yet within the 
bounds of engineering practicability to construct electric systema 
for very long distance lines, and for the operation of high-speed 
trains with few stops, that will show commercial results. Elec- 
tricity has absolutely displaced every other variety of tractive force, 
however, for the working of street railroads or passenger carrying 
for very short distances at low speeds and with very frequent stops. 
It is rapidly taking its place as the sole agency in use for what may 
be called intermediate service, whereby passengers are transported 
at higher speeds to greater distances and with fewer but still 
relatively many stops. The next development of passenger trans- 
portation in which it is dest ned to become pre-eminent is that of 
express and local trains between cities separated by 100 miles or 
less in crowded and densely populated sections. Take, for example, 
the whole stretch of country from New York to Boston on the one 
side, and New York and Philadelphia on the other. Here the 
density of population is as great as it is anywhere in the United 
States, and the vast commercial interests centred in these cities 
and the intermediate towns require a large amount of travel on 
the part of this population. There is a constant demand for better 
service, higher speeds, and greater facilities, and the travelling 
public are quick to appreciate the railroad which gives it to them. 
On one side of New York competition between rival lines of rail- 
roads has resulted in a service of trains, a grade of rolling stock, a 
perfection of schedule and management, that is not surpassed any- 
where else in the world. It is in some such place as this that we 
must look for the first application of electricity to the main line rail- 
road, not only for the operation of feeders, but for the working of the 


` freight and passenger business on the railway itself. The feeder lines 


must come because the competition of the trolley road has grown 
larger and more expensive to the steam railroads by leaps and bounds. 
Sooner or later the railroads must go into the trolley business or 
else put electric trains on their branches and suburban routes, unless 
they desire to give up the profitable passenger traflic for short hauls, 
which is now a considerable item in their revenue. It will uot be 
long before we see the electrical equipment of a main line for the 
simple reason that the logic of the situation absolutely requires this 
to be done; and even railway managers sometimes move under the 
pressure of necessity.” 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. | | 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвои & Co., Electrical Patent 
Agente, 822, High Holborn, London, W. G., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


17,811. An improved electric arc samp.” 
Dated October 8th. 

17,829. An improved device for measuring upward pressures, and parti- 
oularly for enabling the trolley arms of electric tramcars and vehicles being set 
to exert a certain upward pressure on the wire." J. WILKINSON, Dated October 
8th. 

17,846. “Improvements іп telephones.” C. SHORE and C. Heap. 
October 8th. (Complete.) 

17,865. ‘Improvements in the operating mechanism of electric controllers." 


F. Н. Bowman and T. A. Коке, | 


Dated 


T. von ZWEIGBERGK. Dated October 8th. 


17,904. “ Improvements in or relating to electric meters." J. ELLIS. Dated 
October 9th. | 
« 17,916. "Improvements in dynamo-electric machines.“ M. W. W. MACKIE 
and E. J. GLYN. Dated October 9th. 

17,917. “Improvements in means and apparatus for relaying electrical 
currents.” H. W. WEBB. Dated October 9th. 

17,929. Improvemen s in telephonic repeaters or relays and circuits con- 
nected therewith and therefor.” C. ApAuns-RaNDALL. Dated October 9th. 

17,911. “Improvements in or relatiag to electrical arc lamps." H. B. Swirt. 
Dated October 9th. 

18,000. “Improvements cornected with overhead trolley poles used in 
electrical traction." W. E. RowLanDa. Dated October 10th. | 

18,001. ‘‘ Improvements in or applicable to switches for electro-motors.” 
J. P. Hatt. Dated October 10th. 

18,006. Improvements in conduits for electric conductors." H. Tun, 
Dated October 10th. 


18,031. “Improvements in telephone systems." M. G. KELI. od. Dated 


October 10th. (Complete.) 


18,086. ''Improvements in or relating to thermo-clectric generators. A. J. 
Воот. (A. Tissier, France.) Dated October 10th. 

18,044. “Improvements in or relating to covering the conductors of multiple 
or other telegraph or telephone low capacity cables.” G. Е. HEYL-Dia. Dated 
October 10th. 

18,045. "Improvements in distributing heads or terminal boxes for electric 
cables.“ G. E. HEYr-Dià and W. E. Нїтсн. Dated October 10th. 

19,056. Improved encasement for electric cables.” E. J. Kiss. 
October 10th. 

18,058. “ Improvements in magnetic rotary motors.“ E. Dinorrk. Dated 
October 10th. (Coinplete.) . 

18,059. Improvements in electrical earth lines.“ G. B. Marzi. Dated 
October 10th. (Complete.) 

18,066. Improvements in electrical exercising apparatus." A. M. CROOKER 
and F. N. McDonaup, Dated October П. 


Dated 


why 
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18,067. "Improvements in electric stop motions for warping machines.” 
F.A. HorT. Dated October 11th. f | 

18,099. ‘Improvements in or relating to electrically-driven vehic:es.”’ 
F. Porscue. Dated October llth. (Complete.) 


18,114. “Improvements in polypbase alternating current transformers.” 
C. SCHALLER. Dated October llth. (Complete.) 

18,119. * Improvements in connections for electric fuseboards, switches, and 
like apparatus. H. D. BARI. ow and L. Bartow. Dated October llth. 

18,187. "Improvements in the distribution of electricity to a plurali.y of 
electro- motors. T. vox ZWEIGBENGK. Dated October 12th. 

18,156. “An improved method of automatically regulating the flow of 
liquids, gases, electricity, chemicale, and powders.” W. P. Mites. Dated 
October 12th. 

18,175. “ An improved advertising clock either combined or not, with an 
electric slarum or call.“ P. Rover. Dated October 12th. (Complete. 

18,184. 5 in shades of electric incandescent lamps.“ THE 
BPIRAL GLOBE, LiAurrED, and E. A. Liver. Dated October 12th. 

718,195. “Improvements in or relating to incandescence electric lamps." 
P. Korp. Dated October 19th. | 

18,938. ‘‘ Improvements relating to electric terminals for cable connections.” 

R. F. Hari. Dated October 18th. 


18.234. e in electrical switches or contact breakers.“ R. F. 
HaLL. Dated October 18th. 

18,235. An improved lighting device for electrically lighting miners' safety 
lamps.“ L. N. WILLIAMS. Dated October 18th. 

18,254. An automatic switch to be used on wires carrying electric currents 
for the purpose of cutting off these currents when the main wires break from 
any cause, or are otherwise interrupted." P. BROWNE. Dated October 18th. 

18,282. "Improvements in the junction boxes for electric cables, and in 
forming branch connections therefrom.’ J. A. JECKELL. Dated October 18th. 
(Complete.) 

18,283. ‘Improvements in junction boxes suitable for connecting electric 
conductora,” 5. HETHERINGTON and THE BRITISH ELECTRIC. TRANSFORMER 
MANUFACTURING СомгАХҮ, LIMITED. Dated October Ih. 

18,284. “Improvements in electrio transformers." A. F. BERRY and THE 
British ELECTRIC TRANSFORMER? MANUFACTURING COMPANY, LIMITED. 
October 13th. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON | 


snd Co., 822, Higb Holborn, W. O., and at Liverpool, Manchester, and Birmir g- 
baw, price, post free, 9d. (in stamps). 


26,363. “‘Improve@ents in and im connection with radiating axles for elec- 
trieady propelled railway er tramway cars." Siemens Brothers 2 Oo., Limited. 
$Siemons & Halske, Aktion Gesellschaft.) Dated December 7th, 1898. Relates to 
means for enabling radiating diiving axles to be employed without pivoted 
frames on electrically-propelled vehicles. On the electromotor casing, which is 
connected to the axle, is fixed a pivot engaging with a socket on the underframe 
of the oar, while the axle boxes are made capable of shifting rela ively to the 
car body, so that the propulsion is transmitted from the driving ах e to the body 
through the pivot. The wheels are caused to take the radial position on curves 
by the action of their own flanges, or by means of one or more auxiliary wheels 
combined with the moter casing and guided by the rails or by the slot rails. 
The axle is held'in the normal position by a lug on the motor casing engaging 
springs on the bearer. An auxiliary axle and wheels in bearings on the motor 
casing to control its poeition is provided. In a modification, the bearings of the 
auxiliary axle are on the car body and the axle then slides transversely thereto. 


2 А 


A guide wheel is сгттіед by a rocking bar which supports the motor. З claims. 


26,896. ''improvements in and relating to electric switch or key lampholders or 
sockets." Р. G. Ebhutt and Veritys, Limited. Dated December 8th, 1898. Relates 
to a key or like switch for a lampbolder. The interior portion is made up of 
three sections. The upper and lower sections are porcelain or like blocks 
fitted with terminals and contacts. The intermediate portion consists of a 
frame in which is fitted the rotary disc carrying contacts adapted to engage the 
fixed contacts. The disc is turned by a handle or key and a cam and spring are 
provided to give a snap action. 4 claims. 


26,896. ''imiprovemente in connection with electric lampholders or seokets.”” 
P. @. Ebbatt asd Voritys, Limited. Dated December 8th, 1898. A cylindrical 
insulator is made with two deep rectangular slots to receive connecting blocks 
and screws for securing the supply wires therein. Cylindrical holes in the 
insulator, below the blocks, receive plunger carriers which are secured to the 
blocks by screws. The plungers are made hollow and with lips which are 
retained by pressing in the open ends оѓ the carriers. 2 claims. | 


26,065. “improved dynamometer cr weighing таойїпе.”. W. P. Thompson. 
(И. $. Elworthy.) Dated December 8th, 1898. The pull exerted on theeyes draws 
the rod carrying a piston out of the casing, and compresses a rubber bag. 
Liquid is contained in the bag, and in a pressure gauge communicating with 
the bag through the port. The pull is thus indicated and, if desired, recorded. 
The pressure gauge or gauges may be placed at a distance and connected by 
pipes. З claims. 


26,961. ‘improvements in Insulator brakes for electrio conductors.” C. Peltenz. 
Dated December 8th, 1898. Brackets for supporting the insulators for electric 
conductors are formed of four metal rods or tubes arranged in any direction. 
Clamps formed of & central block and outer plates are arranged to grip the bars, 
&c., by means of a bolt and nut or by the bolt end of the insulator shank. The 
{insulators may be in any position, and, in the case of tubular frame bars, the 
wires may be cirried inside the tubes to or from the insulators. 2 c'aims. 


` 26,685. "Improvements in methods and means of electric igaition for explosion 
motors." P.Plokard. Dated December 8th, 1898. The electr.c circuit contain- 
ing an induction coil is completed at the period of ignition by the end of the 
lever being drawn by the spring into the notch in the cam ring, and во causing 
the terminals to come into contact. The apparatus is mounted in a box of in- 


'eulating material which can be turned about the exis of the cam to alter the 


time of ignition. 2 claims. 


26,626. ''improvements is and relating to galvanic batteries.” W. 8. Heys. 
(8. Silberberg.) Dated December 9tb, 1888. Relates to batteries in which a 
porous cell is surrounded by & solution of copper sulphate in which & copper 
electrode is immersed, and consists in providing the porous cell with a double 
wal at the part opposite the copper electrodes, so that the copper which 
becomes deposited coats the exterior surface of the outer wall and the porosity 
of the cell is not diminished. 2 claims. 


26,067. ''A mew or improved holder for electric glow lamps." H. C. Gover ard 
C. F. Prooter. Dated December 9tb, 1898. A porcelain or other insulating ring 
receives the cap of & lamp, and has bayonet notches to cngage pins on the cap. 
An annular channel in the ring contains terminal blocks to which the supply 
wires are secured by holding bolts, The channel aleo contains the coiled parts 
of two wire springs, the ends of these being set in holes in the rin and blocks; 
their middle portions are formed into loops carrying buttons which bear on the 
contact plates of the lamp. A cap is secured on the ring by two screws, а mica 
or like disc being interposed. 1 claim. 


26,068. “improvements In electrical glow lamp fittings.” Siemens Brothers and 
Co., Limited. (Siemens & Halske, Aktien Gesellschaft. Dated December 9th, 1998. 
Holders for screw-capped lamps are constructed without screws for holding 
the S together. he central contact is carried on a metal plate and pro- 
vided with a binding-screw for a connecting wire. This metal piece is held 


Dated - 


— 


J. supporting electromotors 


between two glass plates, and the body thus!made up is passed laterally iny 
an open cylindrical case, four legs on this being previously bent outward, Ty 
body is then pushed down in the case, and the lugs are turned inward shor 
the ends of the glass plates. The case is provided with a binding stes 
for the other connecting wire. 2 claims. 


26,136. ' An Improved electrical measuring instrument.” K. Lohner 
December 10th, 1888 Relates to ene meters Power supplied у 
to platinum ог silver wires is measured by the thermal expansion of these 
causing movement of a pointer over a stationary scale, the effect of variation y 
temperature from other causes being neutralised by similar wires connected t» 
the pointer but carrying no current. Each wire is attached at one end wa 
stationary support, and at the other end to a lever which is fulorumed by a «it 
thread connecting it with the adjacent support. The longer ends of the leren 
are connected by threads with a pulley on the axle of the pointer, Two sup 
ports are adjustable. The wires are connected in series and supplied with 
current by yielding silver or platinum spirals. The instrument Шат 
80 1 ne wires and the threads are placed near together above the pointer 
ax. e. с . 


26,163. ''improvements in and la oonnoction with telephonio micrephon 
ratus for eleotrio signalling." Siemens Bros. & Co., Limited. (Siemens & 
Aktien Gesellschaft.) Dated December 10th, 1899. Telephones are arranged fy 
use either for transmitting telephonic messages or for Morse telegraphio signis 
The transmitting instrument is arranged as a combined microphone ad 
magneto having a common iron diaphregm. The mire опе is in cireuit v 
the primary of an induction coil and the magneto coil is connected to om 
secondary coil; the other secondary is connected to line and the disua 
station. 8 claims. 


26,164. “Aresistance sw motors.” C. В. Callow asi d. lii 
Dated December 10th, 1898. Resistance switch for electric motors. Tence 
ductors (or a number of sheets) adapted to dip in a liquid resistance are оь 
pended by cords passing over pulleys and connected to а cross-bar, whic) x 
connected to the piston of a dashpot. On the spindle is also mounted s те 
fitted with a handle, and a cord carrying & weight. On lifting the handle te 
weight is raised and the plates fall at a predetermined speed into tha ein 
ance. When the plates are immersed, projections on the pulleys shdbéte 
the resistance through a bar. The handle is held on by an armate u 
magnet, or by mechanical means. On releasing the handle, the weigh? ams 
the piston to descend slowly. Connection is made with the plates throuts 
pulleys and rubbing-contacts. 6 claims. | 


26, 214. improved electrical furnace.” E. B. Phillips and W. И. Bray. Dus 
December 12th, 1898. An open furnace for making calcium carbide is 
built as shown in vertical section, the bottom being a biock supported bys 
screw geared to a hand-wheel so that it may be lowered into an archway or 
through a floor supporting the furnace, as the carbide accumulates. In в modi 
fied arrangement. the screw is supported by a bracket on a vertical shaft, and 
can be turned aside with the block from under the carbide. The screw may te 
replaced by a rack and pinion. The ends of the furnace are formed by tw: 
electrodes which are elongated and grooved horizontally, and are movable by 
screw clamps, each carried by two shafts and four wheels on plates The shats 
сап be turned by hand-wheels and the wheels are toothed to engage racks оп 
the plates. 2 claims. 


26,248. "improvements In or relating to starting switches for electromotors or 
the liike.” J. W. Gibbs. Dated December 12th, 1 , Relates to motor-startin: 
switches of the kind described in Specification No. 13,717, ap. 1897, in shish 
the main circuit can only be broken when all the resistances are inserted. In 
the present arrangement, an electro-magnetic cut-out is provided in order thai 
all the resistances shall be re-inserted in case of a failure of the current, and s 
second magnet may also be fitted to produce the same result in the case 0 
excessive currente. 2 claims. 


26,261. “improvements in the construction ef electrical transformers wa 
ventilating passages.” 0. T. Blathy. Dated December 12th, 1898. In order t 
ventilate induction coils the sections of the windings are separated by 
arms so as to leave an air space between them. In one form the sections an 
separated by simple radial arms of insulating material. The arms are formed 
with extensions which may also be connected together to form an open or closed 
framework. The arms may be grooved, channelled or made hollow. 5 clains. 


26,257. “An improved method of and apparatus for regetating the fiie- 
once of potential at the terminals of dynamo-Slectrie and like "Là 
C наву: Dated December 12th, 1898. The difference of potential at the tt 
minals of dynamo-electric and like machines is regulated by shifting the arme 
ture longitudinally on its axis. The application of the invention to a generatct 
driven by an electric motor is described. The armature is mounted о 4 
hollow shaft capable of being moved longitudinally on the motor shaft by meant 
of a solenoid supplied with the regulating current. A spring tends to retain the 
armature in its normal position. In another arrangement the tion of 
armature is controlled by a centrifugal governor under the inflnence x 8 
solenoid; again, it may be controlled by a piston acted on by а fluid under 
pressure. hen the form of armature permits, the invention is applicable to 
alternators as well as to continuous current machines. 3 claims. 


26,310. “improvements in junction boxes, sw wall pings, and йети 
boards for use In slectrio wiring." d. A. Clark, W. MoAulay and J. L Mls 
Dated December 13th, 1898. Relates to the construction of junction bores, Фе 
bases and cases of electric switches, cut-outs, wall and ceiling roses, #1: 
distribution boxes. The cases may be of metal and provided with sweat-tr 
boxes, or may be of insulating material when such sweating boxes are noi 
required. The conductors are separated and protected from the metal c? 
by layers of mica, and the face of the box closed by a sweated metal plaie. The 
arrangements of the parts are varied to suit the different circumstances: when 
used to support an electrolier, the tube may pass through the cover of the me 
and have a curved screw disc to receive the weight. For aro lamps the pins 07 
socketed at each end, leads being sweated into the sockets after passing dows 
through a divided insulating disc. Iu the case of switches and some wil 
sockets, the casing is extended backwards to form sweating chambers sack a 
described in Specification No. 2,263, a.D. 1885, and the contact supporting disc i! 
provided with a suitable metal cover. The provisional specification also retn 
to cast-iron distribution boxes, divided by an insulating partition, and baring 
the fuse passing up a glass tube. 4 claims. 


26,315. “improvements la moans for supporting electric meters for trav 
oars.” J. MoLeod Murphy. Dated December 18th, 1898. Relates to mean: c 
ortramears. The frame of the motor is carried 5! 

one end by a spring hanger, and at the other is supported опа ball-bearns “E 
the axle. "he end of the frame is divided into two parts, having 1-5 
which form ball races. The races are closed by caps which screw loosely ute 
threaded гесеѕве- in the parts and rest upon the axle. To prevent the cals 
пош _turning, locking-pieces mounted on fixed brackets enter the notehes- 

ims. 


26,322. ''improvoments in and rolating to apparatus for regutating the Aten 
of tial at the terminals of dyname-eleotrio and Ике machines.”  L. de Geam 
Dated December 18th, 1898. (Date under the Patents. &c., Act, 1888, Sec 
October 7th, 1898.) In connection with the apparatus for regulating the dier 
ence of potential at the terminals of dynamo- electric and like шасріпе des 
cribed in Specification No. 26,257, A.D. 1898, means are provided which perm - 
the longitudinal.displacement of the armature by the action of a small aes 
These consist of а soft iron pulley or bobbin mounted on the armature эз, 
and forming in effect a continuation of the armature. In addition, the p°: 
piec: s may be provided with lateral extensions во as to avoid discontinui) 
the magnetic circuit. 2 claims. 


26,397. ''An improved acid-proof or non-conducting material tor иго эм 
other purposes, and method of preparing the samo." 0. Jung, A. адли 
Kittel. Dated December 13th, 1598. Relates to a composition for use р : 
tric insulating, acid-proof, and fire-resisting purposes, aud as & embetter ^ ч 
ivory, horn wood, coral, marble, vuloanised india-rubber, &. The comp™ -> 
is prepared by mixing the casein from skimmed milk with cellulose, al ^ , 
other colouring matters, a resin solution such as gum, sandarac and Г P 
resinous oil such аз turpentine, and а small amount of amber soluti - 
юше is treated at about 50° C., and is finally pressed into any desired : 

claims, 


h for oleotrio 
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THE GROWTH OF POLYPHASE 
SYSTEMS. 


ЗомЕ reference has been made in these columns to the 
increase in electricity works employing polvphase genera- 
tion. The system, however, has been adopted for reasons 
which differ somewhat from those that account for its 


popularity on the Continent. The great expansion of three- 


phase work abroad was due in a great measure to the 
necessity of transmitting power over considerable distances, 
but having thus transmitted the required power it was con- 
sidered more desirable to actually use this current for 
motors than to interpose any transforming device, and the 
results that have been achieved go far to justify such an 
arrangement. In this country, however, the advantages of 
polyphase working are being utilised chiefly for transmission 
purposes, and but few attempts are being made to utilise 
polyphase motors; motor-generators or rotary converters 
being employed in conjunction with a direct current system 
of supply. 

It is not, of course, very surprising that such companies 
as those in London which have been so closely identified 
with continuous current supply should still seek to continue 
as far as possible on the same lines. | 

Moreover, there seems to be little reagon to doubt that the 
arrangement of polyphase generation and conversion to 
direct current will be attended with considerable success. 
One has heard so much concerning the rapid extension of 
three-phase work on the Continent that it is a little surpris- 
ing to find that during the last 12 months there has been no 
further remarkable increase of polyphase systems, at any 
rate, in Germany; and some little time ago one of the 
German technical papers published some striking and 
instructive figures showing the position which polyphase 
work occupies at the present time as regards public supply 
works. During 12 months ending March Ist, 1900, 163 
new works were opened, making a total of 652. In the 
previous 12 months there had been quite & remarkable 
increase in the number of three-phase stations—in round 
numbers, the increase was over 100 per cent., but during 
the year under review the number of three-phase stations 
had increased only from 33 to 39, and the capacity from 
29,715 Kw. to 35,150 KW., equivalent to 18:3 per cent. 

On the other hand, direct current is actually. used in more 
than 80 per cent. of all the electricity works, their capacity 
being 53:8 per cent. of the total, which figures show a very 
slight decrease as compared with the previous 12 months. 

'The number and capacity of single-phase and threc-phase 


. alternating plants have increased, as we have shown, only to 


a slight extent, but there is a very marked increase in the 
number and capacity of stations with mixed systems in which 
both direct and alternating currents are generated, or in which 
alternating current is used for transmission and direct current 
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for distribution. In 42 stations, against 33 in 1899, single- 
phase and two-phase currents are nsed, and their capacity has 
increased to 21,573 Kw., from 17,826 KW. in 1899. 
The number of combined three-phase and direct current 
stations has increased from 22 to 38; their capacity from 
25,970 Kw. to 46,608 Kw. The number of combined single 
alternating and direct current stations has increased from 
five to six, and the capacity from 1,011 to 1,700 kw. In 
two stations having a joint capacity of 790 Kw., the mono- 
cyclic system is used. Steam is used exclusively in 58˙6 per 
cent. of all stations, and the capacity of these works is 76° 
per cent. of the total capacity of all stations. 

Water-power is used exclusively in 11˙4 per cent. of all 
stations, with a capacity of 8:2 per cent. of the total capacity 
of all stations. Among the 74 water-power plants is the 
largest electric power station in Germany, that at Rheinfelden, 
which has a capacity of 12,000 kw. In 144 stations with 
26,674 KW. capacity, both water-power and steam are used. 
The number of stations in which the prime motors are 
driven by gas has increased from 21 to 29, but their capacity 
is still only 1 per cent. of all stations; 306 stations have 
a capacity of 100 Kw., or less; 249 stations between 
101 kw. and 500 Kw.; 31 stations between 501 Kw. and 
1,000 Kw.; 29 between 1,001 xw. and 2,000 Kw.; 17 
between 2,001 Kw. апа 5,000 Kw.; and six having a 
capacity greater than 5,000 KW. 

Private companies own 463 of the works, while 166 are 
worked by municipalities. 

Among the direct-current stations 93°1 per cent. use 
storage batteries in conjunction with their generating 
machinery. 

These figures must be of the greatest interest to English 
engineers, and if any conclusions can be drawn from them, 
they would be to the effect that three-phase works in which 
three-phase is actually employed in distribution are not very 
common, and in spite of a somewhat remarkable impetus 
given to these works in the year 1899, the total capacity is 
a good deal less than that of the stations in which three-phase 
currents are generated, but direct current distributed. As 
we have shown, the capacity in kw. of combined three- 
phase and direct stations has increased very considerably, 
and certainly has advanced at a much greater rate than that of 
plain three-phase works, for while combined stations have 
increased their capacity from 25,970 to 46,808 kw., the 
three-phase have increased their capacity from 29,715 to 
85,150 Kw. These figures would show that the engineers in 
this country who have adopted a combined arrangement of 
three-phase and direct current have ample justification for 
the course they have adopted, if we can take German 
experience to mean anything. 

Nor can it be argued that combined arrangements in this 
country have been merely dictated by the desire to obtain 
direct currents for tramway purposes ; for, on the contrary, 
the largest schemes which are being carried out have been 
rather to obtain the benefits of economical transmission over 
wide areas for lighting and power purposes. 

No one could for a moment deny the advance in electric 
distribution that has been created by the development of 
three-phase machinery, but one has a perfect right to resent 
any statements which seek to decry direct current plant as 
obsolete. We are afraid that persons who have three-phase 
plant to push are a little too ready to seize upon the commu- 
tator and brushes of a direct current motor as sources of 
trouble, because there are many instances within our own 
knowledge where such machinery has run for weeks 
together without any examination, The direct current 
motors which are being used at the present moment are 
nearly always made with a fixed lead, and as they are gene- 
rally provided with self-oiling bearings, they can be relied 
upon to run for a considerable period without requiring the 
slightest attention. As we have pointed out on more 
than one occasion, three-phase plant is being erected in 
this country in conjunction with sub-stations where rotary. 
converters transform the current into direct, so that it may 
be used for traction purposes.. We do not say that the 
schemes which are being carried out are not justified, 


but there is & danger lest the desire to put in thre. 
phase plant shonld be carried a little too far. There are in 
America an immense number of tramways on which poh- 
phase transmission is being employed, but it has been ш 
open secret that many of them were by no means justified in 
adopting such a system. 

This being the case, therefore, it would be just as well for 
engineers on this side of the Atlantic to bear in mind som 
remarks which were recently made by Prof. Louis Bell o 
the subject of three-phase transmission for railway worl, 
One need hardly say that Prof. Louis Bell has been, an 
is, probably the most ardent champion of three-phaw 
work in America, aud if he considers it advisable to 
advocate greater caution in polyphase work, we may be sur 
that itis worth listening to. In reviewing the application 
of electricity for railway work, Prof. Bell, in the Sirel 
Railway Journal, states that he considers it his duty to sound 
a note of warning—a warning not directed against power trans- 
mission to rotaries, but against making a fetish of any 
method, however intrinsically useful. He says that many 
of the roads are transmitting power wisely and economia, 
but on the other hand, there is little doubt that som u 
wasting their substance fruitlessly in zealous endeavount 
follow the latest fashion. 

He goes on to say that in point of solemn fact it is sound 
engineering to transmit power only when such transmission 
has a logical economic reason for existence. Every such 
plant of course wastes power in the transformations neces- 
sary for its operation, and must show due cause therefor in 
an ultimate saving, or stand condemned. It is worth while 
(quoting the remainder of the Professor’s remarks, which are 
as follows :— 


In the ordinary use of rotary converters there are to be 
encountered the aggregated losses in the transformers, the lines, aud 
the rotaries themselves. In these are consumed under ordinary 
conditions of load from 20 per cent. to 25 per cent. of the energy 
input. This loss is irretrievable, and must in some way be com- 
pensated if an economic result is to be attained. For every 
76 Kw. to 80 kw. delivered by the rotaries 100 xw. must be 
delivered at the generators, and in addition one must buy 
and instal transformers and rotaries nearly equal in output to the 
main generators, besides installing the transmission line itself. 

That is, to deliver 75 kw. or 80 Kw. to the lines, one must havea 
rotary converter of that capacity, transformers for the same, anda 
100-xw. polyphase generator at the other end of the line. If one 
can drive that generator by cheap water-power, the outlook i 
generally comforting, but when it is deliberately proposed to drive 
it by steam-power, there must be a truly prodigious saving some- 
where to offset the necessary and unavoidable losses. If one is 
dealing with 10,000 xw., instead of 100, the need of showing a saving 
is by so much the more imperative. Now, it is undoubtedly true 
that power can be generated much more cheaply on a large scale 
than on a small one, and in this fact lies the key to the situation; 
but unless the saving is in the nejghbourhood of 25 per cent. or X 
per cent., there is a hard outlook for economy in using rotaries, and 
the bigger the system the more difficult is it to show such a saving. 
In considering the application of transmission methods on a large 
scale, a good preliminary step is to consider the effect on the economy 
of a great station of merely putting up a heavy partition wall 
dividing the station into two equal and symmetrical parts, and 
forbidding employés to cross from опе to the other upon any 
pretext, without an hour's notice of their intention. Unless 
the total cost of the years output would be increased at 
least 25 per cent, by this simple change, sufficient reason for 
the use of rotaries rather than distributed stations will have to be 
looked for with a search warrant. In rare instances some onc site 
for a station may bave great natural advantages, and lead to 
economic results that could not otherwise be approached, but it is 
not safe to jump at such a conclusion or to accept it without heavy 
preponderance of evidence, particularly in view of the fact that even 
sub-stations require costly space and considerable attendance. If, 
in the course of events, it becomes generally feasible to use alter- 
nating motors for traction purposes, the case will resolve itself into 
a simple trangmission problem, and a favourable solution will not be 
difficult to reach. At present, as I have endeavoured to point out, 
the application of transmission methods to traction work involves 
economic losses so considerable and serious that one will dv 
well to stop and think twice before incurring them. In very many 
cases they can be more than offset by gains due to the very 
that involve them, but it is worth while to call forcible attention 
to the fact that such is by no means a foregone conclusion. 


IN our present issue we continue the 
description of these works, which w" 
commenced in our last number. As the! 
stated, our object is to present some idea of the ver 
high grade of organisation under which much of the work 


The Tool Works of 
Ludw. Loewe Co. 
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ws being done with which our manufacturers have to 
compete, More especially we would point out the general 
vines, which is in such marked contrast with the condition 
of our more old-fashioned works. 


taken in hand in turn, stripped of all useless accumulation, 
cleaned and whitewashed, and its tools refired if necessary, 
nd then put for the future upon the tool-room system, the 

- starting of a tool-room being the first essential of good 
whop management. The tool room having been first 
.., organised, each section of the shop would be placed on the 
. System as it was got ready, and soon the whole shop would 
4 thus be brought into line. We do not say that good 
t work is not or cannot be done in the old-fashioned 
. shops, but we do state emphatically that it cannot be 
done во cheaply as in a modern or well arranged shop, 
;.clean, and well provided with travellers. Moreover, the 


] aad cleanliness of the men, can have the pick of these, and 
‘with facilities for cleanliness, the presence of a dirty work- 
Ann ehould be an offence against his fellows. At this present 
time manufacturing in German shops is comparatively modern. 
“They are thus placed at a considerable advantage, just as so 
‘many of the new American shops have been. Our English 
dan are many of them old, and have grown up piecemeal, so 
| economy is hopeless, and reconstruction alone can save 
. But there are newer shops that опу. want reorganis- 
ing to come into the front line. The day has gone by when 
ful engineering construction can be carried out in 
abendor ed cotton factories or other spent buildings. Light, 
ait, warmth, cleanliness, and organisation, are all requisites 
tosuccess. То obtain these in fullest measure has been the aim 
in the Berlin shops we describe, and no expense has been spared. 
At the same time there is no ornamentation and no striving 
after architectural effect; everything is subservient to its 
ше, We note also that a department, as we may call it, of 
the business is that of furnishing the information that may 
be required by customers, regarding the provision of machines, 
~ gauges, and so on, for carrying on the production of a 
| wertain article in the best manner. In the modern system 
| Фрегайопѕ are very much divided. The absolute inter- 
; @engeability of the parts of small things like rifles or 
machines seems to be much easier to obtain than the 
"Wi quality in large articles. Americans claim to secure 
int do not succeed to anything like the extent that is 
bined by, say, Willans & Robinson. In the ability to do 
well our own people are not excelled; it is only in 
Де conviction that the modern system is so necessary that 
tome of them still appear wanting. ee 


Jt that are comfortable, and that provide for the comfort 
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Ir behoves station managers to take 
every possible precaution that experience 
and foresight can suggest to safeguard the 


The Dangers of High 
Tension Supply. 


suction and maintenance. We cannot, this week, go fully 
LS one of the regrettable accidents which has just occupied 
the attention of a Coroner’s jury, but may return to the subject 
tain. The lessons to be learnt from the fatalities in electric 
light stations seem to be two-fold. Firstly, that unskilled 
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„> about high tension switch-gear or boards, unless a fully 
LM ы and properly trained member of the technical staff be 
ү “puted to supervise the work, which should be carried 

@ continuously under his eye. Secondly, that the Board of 
ad the Home Office will be forced to take stringent 

: lig ensure compliance with common-sense regula- 
| i (һе “suggestions and recommendations of the 
ln and foment be not acted on in the spirit, we shall 
Atta dee rigid and hide-bound rules issued, as in other 


* 


Ceriiolotely engineers are wide awake enough to recognise 
Хадера the documents issued by such authorities are read 


Nhat opted _Without compulsion, there will come a time 
«y J. Will be coerced into taking care of the men they 
ИОТ Lastly, the Home Office should draft a sensible 
at rules for safety, omitting. mention of “ india- rubber 
0808 and such like creations-of the unpractical brain. 


i 


Even in an old works we 
se по reason why each section of the shop should not be 


lives and persons of those employed under them in con- - 


workmen should never be permitted to do work in, on, or 


THE E.M.F. OF ALTERNATORS ON OPEN 
CIRCUIT. 


By C. C. HAWKINS. 
(Continued from page 656.) | 
BELow are tabulated the values, with and without fringe, 


of the net average E.M.F., effective E.M.F., form factor, and 
K for one, two, three and four slots per pole, these slots 
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RATIO OF POLE WIDTH TO PITCH 
Fia. 3.--ONE SLOT PER Pork. 
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RATIO OF POLE WIDTH TO PITCH 


Fia. 4.—Two SLOTS PER POLE. 


being equally spaced over the pitch as might be the case in 
a single-phase alternator. The gross average E.M.F. for a 
pole-width equal to the pitch is represented in both cases by 
1, 2, 3, 4, or more, according to the number of slote, and 
for other ratios of pole-width is equal to either the upper or 


lower line of fig. 2 multiplied by the number of slots. The 
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TABLE I.—Net AvxRAeR E.M.F. wirHouT FRINGE. 


Ratio of pole width to pitch. 
Number of Slots. 


One slot per pole 
Two slots „ 
Three} , „ 
Four$, „ 
Fifty : 1 50 
TaBLE IIL—ErrECTIVR E М.Е. wrrHovT FAINGE. 

„„ E E am mr ime AP OT FT A E M T ART ACE QUE 2 E: Pere ЕН | | 
One slot per pole T" 316 4475 548 632 | 707 775 836 895 | 9 1 
Twofslots „ e — 447 632 ‘775 895 100 1095 | 1182 12606 ' 134 14и 
Three, „ .. 548 415 95 1152, 1352 | 153 166 175 | 1832 1913 
Four „ „„ — 632 895 1:182 148 | 173 ; 195 | 214 2:08 : 236 | 94 
Fifty „ „. "s 9:32 13:45 1715 | 204 | 23°21 256 273 | 2842 209 

| ; | | | ' i 


TABLE IIL—VALUES OF k’ = THE Form Factor WITHOUT FRINGE. 


One slot per pole ..  O 916 | 224  — 1:825 | 1°58 1°414 1:29 1:196 112 1:055 1 

Two slots „ Ек —. 29/24 1:58 129 ; 119 1:00 1:095 1188 1:265 1:34 1414 

Three 5 m iot сез ! 1:825 1°29 1°055 1:032 1°16 1°205 1:215 | 1:19 | 1°17 115 

Four ,, » bes 88 1:58 112 1:075 114 | 1°15 1:145 1:125 114 ' 118 , 12% 

Fifty n » | 1:018 1:036 1:054 1:071 1:088 1-105 1:121 1:136 1:16 | 116 
Ң І i 


TABLE IV.—VALUES OF K WITHOUT FRINGE.* 


| | | 
One slot per pole . 3916 | 2°24 1:825 158 | 141 129 jį 1195 | 112 | 1055 1 
Two slots „ .*. 224 158 129 112 , 10 912 85 79 745 | т 
Three , „ e . . 1825 129 1:055 96 902 8475 | 79 ; 727 68 8857 
Four „ „ e — 1.58 | 112 | 984 927 8625 814 765 | 718 357 812 
Fifty „ E 966 932 | 897 | 867 82 | 78 | 731 . 682 633 $ 
| { і | 


By some writers the coefficient 2 in the E, M.F. equation is combined with the following table, making each value of x twice 
tha’ given in the present paper. 


TABLE .- NET AVERAGE E. M. F. иттн FRINGE. 


i | : \ 2 ! ; 
One slot per pole... 264 36 436 52 6125 7 | 782 | 88 932 1 
Two slots „ . 4625 625 776 92 98 1:00 100 | 100 | 100 1 
Three „  , а 671 ' 8625 1057 1175 1276 1:36 1442 152 1592 16 
Four „ „ ur — d 88 112 | 1974 | 154 | 168 1:81 192 ! 199 ' 200 2000 
Fifty » „ v: e 1005 , 1312 ' 16 j 189 207 | 224 | 935 9445 348 36 
? | à і t | ' А 
TaBLE I[la.—Errectivs E.M.F. with FRINGE. 
One slot per pole. 393 494 58 | 65 722 | 7 | 846 | 904, 96! 1 
Two slots „ — 1851 7 83 "935 1:04 1132 121 | 1285 135 ' 14M 
Three , „ oe | 782) 921 111 , 13 148 163 174 | 182 188 ; 1913 
Four , „ 902 | 118 145 | 168 19 | 206 | 290 | 23 24 245 
o S 10-6 | 14 173 | 20 | 22:9 | 251 | 26°75 | 28:2 2875 29 
| 
TABLE III. Fon FACTOR WITH FRINGE. 
| | 
One slot per pole " 149 141 1:33 1°25 118 1125 ' 108 105 | 1025 1 
Two slots „ „„ sea 219: = 11% 1:07 1015 106 | i132 1°21 1'285 135 14H 
Three , „ e| 109 : 107 | 10 111 1161 19  , 1:905 12 118 11 
Pour „ „ im i 106 ., 1052 1065 | 1°09 113 , 1136 | 1145 1155 12 ` 1% 
Fifty „ „ . 1058 1:065 | 108 | 1095 | 1105 | 112 1136 115 1:158 116 
! р | | | 2 2 E 
| TABLE IV4.— VALUES OF K WITH FRINGE. 
i | i | ^ | 
One slot per pole .| 149 | 14 1:33 1:25 ‚ 1718 1195 | 108 | 15 | 10%. 1 
Two slots „ .. 1045 100 95 9 85 81 775 | 746 725 "WW 
Three , „ Bm 5и 925 877 8⁵ '835 806 "76 | 742 706 | 672 Bi 
Four „ „ RN 864 845 83 808 776 735 "704 | 67 644. 612 
Fifty „ „ 805 80 | ‘795 ‘77 748 | . 716 685 655 617. 
| ! i 
TABLE V.—Ratio or Maximum TO EFFECTIVE E.M.F. wiTH FRINGE. 


One slot per pole 
Two slots 
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gti of the net average E. M. F. to the gross average 


E.M.F. 
ives the width coefficient &’, and this multiplied by the 


—~ form factor, Е, gives the value of к. It is, however, need- 
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0 ч r 6 F B 
RATIO OF POLE W!DTH TO PITCH 
Fic. 6.—Four SLOTS PER Pork. 


pr o 8 ' 
RATIO OF POLE WIDTH TO PITCH 


f? ¥.—Unironu DISTRIBUTION OVER WHOLE SURFACE. 


add 5 in 2 
an a fable of K., sino tlie product, к, may at once 
aimed by dividing the effective E. M. F. by the gross 
With a single slot there is no differential 


action, so that the net and gross E.M.F's. are identical, or 
the width coefficient is unity ; consequently the value of K 


is the same as that of the form factor, and the curves of 


fig. 3 represent either the one or the other. In further 
explanation of the tables and corresponding diagrams, the 
reader may be reminded of certain facts bearing on the two 
cases 


. When the fringe is neglected and the component curves 
are taken as rectangular, the form factor and K curves 


2 * 4 А * 6 7 | E 
RATIO OF POLE WIDTH TO PITCH 
Fig. 8.— Ratio Z8x3imum E.M.F. 


effective E. M. F. * 


always pass through 1 when the pole-width ratio is 
equal to the space dividing two adjacent groups, i. e., at 5, 
333, and 25 in the case of two, three, and four slots respec- 
tively. Differential action here ceases, and for lesser pole- 
widths ето curves coincide. The final rise of the curves 
then becomes more and more steep as the number of slots is 
increased ; but when so large a number is taken that the 
winding practically covers the whole surface, the final k for 
zero pole-width assumes the value 1. In this theoretical 
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0 ч 2 3 4 8 8 7 8 
RATIO OF POLE WIDTH TO PITCH 


maximum E. M. F- 


— pon TWO SLOTS PER POL E. 
effective E. M. F. 


Fic. 9.—RaTio 


case where the normal induction is regarded as being 
maintained although the pole is reduced to a line, the 


. effective E.M.F. v infinitely small number x m 
по average E.M.F. * “infinitely small number x 75 


where » is the number of slots, and this is always infinite, so 
long as n is finite, but becomes 1 when u is itself infinite. 
Next, the form factor curves for three and four slots have 
points of inflection, and corresponding inflections may be 
traced in the K curves. These are due to the altered state 
of affairs which is produced when the pole-width causes a 
new differential action to be set up; thus with three slots a 
maximum value of the form factor occurs at 666, and with 
four slots a minimum occurs at 75 and a maximum at 5. 
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-In the case of the two-slot curve, the change of curvature at 
5 is not so marked, but is present. 

When the influence of the fringe is taken into account, 
and there is more than one slot, differential action is 
always present to a greater or less degree, and there are no 
abrupt changes at all. Consequently, although following in 
each case the same trend as when the fringe is neglected, 
the curves are on the whole more smoothed out. The points 


"e a — P = 


" п EET UN ". 6 Seg $7 
RATIO OF POLE WIDTH TO PITCH 
Fig. 10. Rario maximum E. M. F. 


с. FOR THREN SLOTS PER POLE. 
effective E. M. F. S 


1 


of inflection are also transferred to a later stage corresponding 
to a lesser pole width; the form-factor curves for more than 
one slot, do not pass through 1,but simply descend to.a 
minimum and then rise again, while they never coincide 
with the K curves. 

The general conclusion to be drawn from a comparison 
of the curves with and without fringe is evident. When the 
fringe is taken into account the value of K is reduced 
appreciably. Further, the error involved in the assumption 
that there is no fringe is a maximum for a single slot, and 
gradually diminishes as the number of slots is increased: 
but even with a winding covering the entire sprface of the 
armature is still considerable, unless the pole-width is 
unusually large. "oM ә, 

Lastly, the ratio of the maximum to the effective E.M.F. 
is of interest to the designer, since from it must be deter- 
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RATIO OF POLE WIDTH TO PITCH 
Fic. li.—Rarro maximum E.M.F. 
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mined the greatest voltage which the insulation has to with- 


stand. Whilst the curves for one or a large number of slots 
arc smooth whether the fringe be taken into account or not 
(fig. 8), the curves for two, three, or four slots are zigzags, 
having two or more maxima points according to the number 


of slots, which can be at опе and the same time under oy 
pole. When the fringe is taken into account, us shown |; 
the full-line curve of figs. 9, 10 and 11, the zig x 
smoothed out into an undulatory curve of which the maim 
values are reached with a greater pole-width than whe, 
there is no fringe, while the minima occur with smaller pik. 
widths. It will be seen that а great difference in the valp 
of the ratio is produced by small differences in the ph. 
width, if this be such that it either just includes or clue 
an additional slot. 
( To be continued. ) 


THE CONTINUOUS CURRENT ARC. 


IN a paper read before the International Electrical Cours. 
in Paris, Mrs. Ayrton made an important contribution tou 
practical side of the theory of the direct current ат, ad 
also gave an interesting piece of reasoning on the nate d 
its physical constitution. The object of the paper wiw 
discuss a curious relation between the total light emit 


. ares of different lengths, using the same current und te 


same carbons, This relation was shown by a set of cma 
plotted from the results of M. Blondel, and in fiz.1 к 


Total light in lumens 


3 4 5 6 7 в 9 о "n" 


Length o! the arc in millimetres 


Fig. 1. CURVE CONNECTING THE ARC LENGTH WITH тнв Toni 
Тлонт EMITTED FROM A 10-Ampmreg ARC. Carbous: Геше. 


8 mm. cored; negative, 6 mm. solid. 


= ж=== — — 


reproduce the most characteristic of these. The occurrent - 


of the curious dip at the point marked x in the Ватт es 
cates some hitherto unrecognised peculiarity. Prof. An 


had previously shown parts of similar curves in a pape 


at Chicago in 1893, and the real existence of the n 
and minimum. points has been verified by recent expert 


at the Central Technical College. 


The total light emitted by the arc depends mainly iei 
things, on the sizes of the crater and the white hot spe 


, : T 13 un. etel: 
Fic. 2.—Forms oF Аво CARBONS. Positive, 


negative, 11 mnr solid. 


No.1, 6 amperes 2 mm. long: 
No. 2,28 „ x "E " 

2 No. 3, 6 „ bsc. ho oct | " 
No. 4, 28 „„ l o 


. : X | X PRU LEE 95 
the negative carbon, and on their freedom of ePi pyr 


the brilliancy of the erater is a constant mo .. 


carbons, and the light given by the vapour ^ 
of those parts of the carbons which are 


been 
small Now the size of the white hot spo bus 
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by Mrs. Ayrton to be constant for a given current, and that 
of the crater nearly so, only increasing slightly with the 
length of the arc. Consequently, for an explanation of the 
dip at X in tig. 1, it is necessary to look to the form assumed 
by the carbons, and to the exposure of the crater and the white 
spot: and since the crater is by much the more important of 
the two, the form of the negative carbon which intercepts 
the crater light is much more important than that of the 
positive carbon which intercepts the light from the white 
spot. So far the matter is well understood, and the recog- 
nition of the value of small negative carbons is due to these 
considerations. Now Mrs. Ayrton showed in 1895 that with 
large corrents and small arc lengths, the negative carbon 
assumes а much more taper form than when the currents are 
small and the arc length large, and that in the former case 
there grows a very sharp supplementary point at the extremity 
of the negative carbon, which disappears entirely when the 
arc is lengthened. The four figures of fig. 2 show this very 
clearly, and it is easy to see that the exposure of the crater 
zs better in the short arcs than in the long ones. The 
| meaning of the dip at x in fig. 1 is now clear. At a certain 
point the exposure of the crater is actually reduced by 
increasing the length of the arc, since the loss due to the 
change of the form of the negative carbon more than com- 
| pensates for the gain due to the increased gap. The com- 
* mercial significance of the observation is not in the absolute 
| {аш of light by the better exposure of the crater, but in the 
muller power required to burn short arcs, so that if equal 
amounts of light can be obtained from long and short arcs, 
itis more economical to burn short ones than long ones. 
Mm Ayrton quotes her own expressions for the power 
absorbed in an arc, viz. :— 


38°38 A + 31 4 + 11°66 watts at the carbon surfaces, 

(207 a + 7°44) 1 watts in the arc, 
` where à is the current in amperes, and / is the gap in milli- 
metres, — - 
In a 10-ашреге arc, for example, for cach additional 
| millimetre of arc length 8 watts is converted at the light- 
giriug surfaces, and 28 watts in the are vapour, from which 

ho useful light is derived. Thus the proportion of the whole 

power converted at the luminous surface is greatest in the 
shortest ares. Not only, therefore, does a short arc trans- 
form the greatest possible part of the power of the dynamo 
into light, but if it is also a large current arc, it permits us 
to utilise the greatest possible quantity of this light. In 
thort, the very short arc with large currents combines all thie 
conditions necessary for the greatest economy.” To corrobo- 
rate this result, Mrs. Ayrton plotted the figures of a number 
of M. Blondel's results in curves connecting the efficiency 
and arc length, and found her conclusions thoroughly sup- 


"~ = 


> *h 


There is one other consideration which tends to economy with 
short arcs ; it is that the negative carbon, if not both carbons, is 
Consumed more slowly than in a long arc for the same current. 

ere are two reasons for this. First, the short arc extends further 


along the negative carbon, and protects it better from the air. 
Secondly, the carbon thrown off from the positive, instead of dis- 


tributing itself and being dissipated, remains on the negative point 
and forms there, I think, that supplementary point which is the 
Particular cause of economy in short arcs with large currents. 

The sharpening of the negative carbons with large currents and a 
short аге has thus a very practical value. It allows us to approach 
the ideal conditions for the arc as regards economy. These ideal 
conditions are: (1) That the distance between the carbons be zero, 
and (2) that the extremity of the carbon be infinitely thin. It is 
true that this ideal can never be realised, but it is always well to 
recognise the ideal, for it points the way to pro The most 
evident progress in this case would be: First, to employ with given 
carbons the shortest arcs and the largest currents possible, without 
approaching too near to the hissing point. Secondly, to find a 
negative carbon which, when burning in the arc, shall have an 


extremity even longer and thinner than the carbons employed at 


Present, and which, nevertheless, shall burn much more slowly. 


The second section of Mrs. Ayrton's paper deals with the 
nature of the arc itself, in proposing an explanation of the 
richt hand part of the curve of fig. 1, where the emission of 
light decreases with the increase of the arc length. ‘The 
conclusion is drawn that the arc contains particles of carbon 
condensed from the body of carbon vapour, which forms the 
general atmosphere of the arc. That the arc is in fact a 
"me mist. The facts that are taken into account are the 

Wing :— - 7 
The light from the crater, believed to be constant intrinsic 


aft. 0 dE m _ 


brilliancy, diminishes as the thickness of the arc atmosphere 
though which it is transmitted is increased, by increasing the 
arc length. The curve of fig. 1 falling steadily towards the 
right is evidence of this. 

Herzfeld, iu 1897, drew solid particles of carbon out of 
the arc by means of a highly charged plate placed 8 cm. 
from the arc. 

One arc throws a shadow from the light of another arc. 
(A photograph to show this is reproduced in Mrs. Ayrton's 
paper, but no trace of the shadow can be seen.) 

The light of the crater is similar in colour to that of the 
gun, whereas, from its temperature, it should be much 


, yellower; unless the emissivity of the sun is supposed to be 


10 times that of the crater, an unreasonable supposition. 
It is accordingly probable that some of the yellow light of 
the crater is absorbed in the arc. 

The arc itself emits violet light. 

Mrs. Ayrton concludes that the arc consists largely of a 
carbon mist, the condensed particles of which absorb yellow 
light, and reflect violet light, and that the crater light trans- 
mitted through the mist loses intensity through absorption 
and repeated reflection. 


THE BURGDORF-THUN POLYPHASE 
ELECTRIC RAILWAY. 


Translated from the Danish paper Zngenióren by J. LEHMANN and 
W. PARK. The original article was written by WiLL. Runa, E.E., 
of the firm of Brown, Boveri & Co. 


(Continued from page 616.) 


Lhe Contact Wires, — These consist. of two 8-millimetre 
wires of hard drawn copper, supported by suspension wires, 


which are stretched between poles on either side of the track. 


The poles are wooden ones except those at the stations, which 


а Starting 
М ~~ ( handle. 


Reversing 
handle. 
^ Index. 
~ = 
x n 
Main 
switch. 
Spare 
switch. 
Reversing 
switch, 


CONTROLLER. 


are madeof iron. The insulation of the wires is double through- 
out, and each insulator has been tested for 6,000. volts 
pressure. The suspension wires consist of 6-millimetre steel 
wire, and are tightened by special straining screws, admitting 
of a lateral movement of 12 inches, so as to permit the con- 
tact wires to be placed exactly in their proper position above 
the rails. Ав а | -shaped collector is used instead of the 
ordinary trolley, the contact wires are suspended in zig-zag 
fashion, so as to produce equal wear throughout the whole 
width of the collector, At their points of support, the wires 
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are placed 17 feet above the rails, the lowest part of the 
wires being thus 16 feet over the rails. The supports are 
about 114 feet apart, but this distance is considerably 
decreased where roads cross the line, and where the curves 
are sharp. 
As the current flows through the rails, à good conducting 
connection between consecutive rails is necessary, and instead 
. of the usual copper bonds, another device, patented by 
Brown, Boveri & Co., is used, in which the rail ends and the 
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h, Heater switches; i, Switchboard; x, Cable couplings for 


inner surface of the fishplates are scraped bright and covered 
with a metallic paste, which prevents the contact becoming 
oxidised, and the fishplates are afterwards firmly screwed 
against the rails. Comprehensive researches have fully 
proved this method to be absolutely reliable. Cross connec- 
tions between the rails are provided at distances of 312 feet, 
and consist of copper wire &-millimetres in diameter, screwed 
to the rails, and the connections treated with the same 
metallic paste. 

Motor Cars, — Different rolling stock is used for pas- 
senger traffic and goods traffic, automobiles being used 
for the former, whereas the goods trains are drawn by 
electric locomotives. Each motor car or automobile can 
seat 66 passengers, and is able to run at a speed of 22 miles 
an hour when ascending a gradient of 1 in 40, and drawing 
a total weight of 26 tons (motor car and trailing cars). In 
special cases, two trains can be coupled together, the total 
capacity then being 280 passengers. The electric locomotives 
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Index to parts :—», 60 n.r. 750-vo!t motor; w, Rheostat; a, Chain-gear for rheostat ; c, Controller; в, Contact-bow ; T, 18 kw. 150/100-volt transformer: 8, ' 
J, Volt and amperemeter ; «, Lightning arrester; b, Air compressor; c, Automatic switch for compressor motor; e, signal-lamp; £l 
ers; l, Device for hauling down the contact bows; m, Catch for con 


Motor Can: Part SECTIONAL ELEVATION. 
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run at a speed of 11 miles an hour, and are able to haul 100 
tons up an incline of 1in 40. The gearing can be altered so 
as to produce a speed of 22 miles an hour, and the loco- 
motives can thus be used when necessary for passenger 
traffic, in which case they are only able, of course, to dray 
half the above load. The automobiles have the same appear- 
ance as the common railway coaches. At each end of the 
car is an enclosed platform for the driver. The roof 
supports the j |-shaped collectors, and under the framework 
are arranged the resistances and other parts of the electric 
equipment. Each of the four axles is driven by a 60-H.p, 
three-phase motor, which is partly carried by the axle itself 
and partly by spiral springs in the usual way. The gear 
consists of toothed wheels. The motors are wholly 
enclosed in cast-iron boxes, and have openings in the 
top fitted with loose covers, enabling the brushes ani 
contact rings to be inspected from the interior of 
the car while running. Both of the motor bearings an 
self-lubricating. As far as the writer is aware, this typ 
has never been used before in the case of railway motors, bat 
it has proved a great success. The current collected from tle 
overhead wire first passes the controller on the driver's jh- 
form, and from this goes through fuses to the stator winl. 
ings of the motors. By withdrawing the corresponding fuses, 
any motor can be separately cut out of the circuit. The 
rotor current is led to a starting resistance, each motor 
having its own. To start the car the driver, by turning à 
handle through 90?, first switches on all four motors con- 
nected in parallel; he then euts out by steps the resistance 


: s, Fase-box 
ow lamps; g, Electric heater: 
t- bows; n, Ducts for wires. 


in the rotor circuit,* until it is finally short-circuited, *o 
gradually increasing the speed until it reaches its maximum 
value. To stop the car he has to turn back the handle in 
the opposite direction. To reverse the motion and drive the 
car backwards, two of the stator leads are reversed by а 
switch in the controller. The starting handle and the 
reversing handle are mechanically connected together 10 
such a way as to make it impossible to perform the various 
operations in the wrong order. Moreover, a reserve switch 
is provided in the controller, by which the current can 
instantly be stopped, independently of the other apparatus. 
The instruments for measuring the current and voltage, and 
a recording tachometer, are fixed to the wall above the 
controller. All passenger cars are fitted with Westing- 
house brakes ; for these an air compressor is mounted 


It would be possible to use a common resistance only if t! 
two motors were mechanically connected so as to ensure their being 
always in phase, but this is, of course, not the case. 
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in each motor car, and driven by a 4-H. P. motor, which 
is supplied with current at 100 volts from a small 
transformer placed below the car frame Тһе com- 
pressed air is stored in а cylinder under the car. The 
starting and stopping of the compressor motor is accom- 
plished either by means of a common switch on the driver's 
platform or by an automatic switch worked by the com- 
pressed air. The brake-valve is placed immediately next the 
controller. The small transformer previously mentioned is 
also used for lighting and heating the compartments. The 
necessary fuses and other apparatus are installed on a special 
switchboard in a locked room on the car, where also the 
compressor and its motor are placed. In addition to the 
Westinghouse brake, each motor car is furnished with a 
common hand brake, acting on both sides of all eight wheels; 
these brakes, however, are never used except for stopping 
the train, no braking being needed when going down hill, as 
the motors automatically keep the speed constant, as already 
mentioned. 

The arrangement of the entire installation will be under- 
sood from fig. & Some particulars of the automobile are 
added below :— | | 


Total number of seats ... н = 66 
155 Ж second class... = 16 
е 95 third class = 50 
" 3 axles... i dx = 4 
Distance between centres of axles in the 
trucks... E "NS xs = 7 feet 24 inches 
Distance between centres of trucks ... = 31 feet 
is buffers TA = 53 feet 6 inches 
Number of motors | =! 
Horse-power per motor = 60 H.P. 
Total horse-power = 240 H.P. 
Voltage ... bak 8 = 750 volts 
Number of revolutions = 600 per minute 
Ratio of gearing — 1to3 
Spebd per hour — 22 miles 
Total weight 985 = 32 tons 
Weight of car alone o — 22 tons 
n n electric equipment : = 10 „ 
н „ опе motor e as = 15, 
(To be concluded.) 
—— ——— 
CORRESPONDENCE. 


Vw Constant Potential Continuous Current Transformer. 


With reference to my article on “A New Constant 
Potential Continuous Current Transformer,” published in 
sour ieue of the 19th ult., I would like to point out that, 
in the event of the machine therein described giving 
trouble by sparking at the brushes, that difficulty may be 
overcome by the following modification: Let the armature 
winding be the converse of that previously described, viz., 
M the orimary armature coils be chord wound, and the 


с c, Compensating coils; s c, Shunt coils, 


SEPTOE OF TRANSFORMER, SHOWING ARRANGEMENT OF COM- 
PENSATING COILS. 


ondary the full pitch; and let the compensating coils 
our in number in this case) be wound on the polar horns, 
‘sthown in the annexed sketch. The compensating coils 
must be connected so as to assist the shunt winding. 

The effect, of increasing the раа on the transformer will 
e Ww strengthen the magnetism of the horns, and, as this 
vill Affect, only the E.M.F. in the secondary armature 
0 (owing to the small pitch of the primary coils), 
tere will be a rise of the secondary voltage—the amount of 


which depends upon the pitch of the primary coils and the 
ampere turns in the compensating ooils. 

This arrangement will probably give better commutation 
owing to the magnetism of the polar horns being 
strengthened instead of weakened as the load increases. 


Fred. W. Davies. 


The Largest Motor-Generator Plant. 


With reference to the letter of Messrs. Brown, Boveri and 
Co. in your issue of the 26th ult., relative to the above, we 
would like to point out that the paragraph referred to is 
perfectly correct if the words “installed by a single con- 
tractor" be added. "The motor-generator sub-station in 
Milan referred to by Messrs. Brown, Boveri & Co., has been 
equipped by two contractors, namely, by the General 
Electric Company, U.S.A., and by Messrs. Brown, Boveri 
and Co. Moreover, the output of individual motor-genera- 
tors is comparatively small. 

The Manchester Square station of the Metropolitan 
Company will be equipped by us throughout with 500-K W. 
units, having a total capacity of close upon 3,250 KW. as 
stated: this is the largest motor-generator station equipped 
by one firm that we know of, and, as far as we know, the 
only one that can compare with it is Messrs. Kolben's station 
ab Prague. | 

Witting Bros., Limited, 
(Electricité et Hydraulique, ' 
А. C. EBORALL, Chif Engineer. 


LEGAL. 


— 


RECORDING TELEGRAPHS, LIMITED. 


Mr. JENKINS, Q.C., appeared before Mr. Justice Wright, in the 
Companies’ Winding-Up Court, on Thursday last week in support of 
the petition of Segrue & Co., Limited, for the compulsory winding- 
up of the Recording Telegraphs, Limited. He said there was no 
opposition by the company, but since the petition had been put on 
the file a resolution had been passed for voluntarily winding-up. 

Mr. AsHTON Cnoss asked that the petition should staud over, as 
the company's assets consisted of shares in another company which 
held a valuable invention, which it was expected would become 
more valuable in a short time. 

Counsel for other creditors supported the petition, which his 
LoRpshir ultimately allowed to stand over and be mentioned 


again. 


The petition of Messrs. Segrue & Co., Limited, for the compulsory 
winding-up of the Recording Telegraphs, Limited, was again before 
Mr. Justice Wright, in the Companies’ Winding-Up Court, last 
Friday. 

Mr. JENKINS, Q.C., said the petition was by creditors, and Mr. 
Neville, who appeared for the petitioners on the previous day, said 
he was in a position to produce evidence to warrant a compulsory 
order. His (Mr. Jenkins's) clients did not want more than a super- 
vision order. 

Mr. ASHTON Cross, who appeared for the company, said it was 
not in the interest of all the parties that a large number of valuable 
shares now in the hands of the company should be put on the 
market at present. They were, in fact, their principal assets. 

Mr. JENKINS suggested that the best way would be to take an 
ordinary supervision order, as it would not interfere with the 
liquidator, who was the best person to realise. 

Mr. NEVILLE said he appeared for creditors for over £4,000, and 
he asked for a compulsory order. 

Mr. JENKINS asked that the matter should stand over for a week. 

Mr. Cross: No doubt some of these creditors are genuine, but 
others may be reduced in amount. 

Mr. JENKINS said at present there was no evidence that a volun- 
tary winding-up had been authorised. If a voluntary winding-up 
had been properly passed, he should like to amend the petition by 
stating facts which would justify a compulsory order or a supervi- 
sion order, but he could not dothat now. He formally applied for 
leave to amend his petition, in order to introduce such allegations 
as the evidence justified. 

Mr. Cross said that the patents, which were practically all the 
assets of the company, were of great ultimate value. 

Mr. JENKINS said there was nothing very large in connection 
with the company except its debts. 

Mr. Cross: We wish to preserve these assets for the creditors. 

His Lorpsurr said the best course would be for Mr. Cross to file 
an affidavit showing there had been a resolution passed by the com- 
pany for voluntary winding up ; and the otber counsel would then be 
at liberty to prepare evidence and adopt any course they thought 
fit. He adjourned the further bearing for a fortnight. 
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RIVER PLATE ELECTRIC LIGHT AND TRACTION COMPANY, 
LIMITED. 


In the Companies’ Winding-up Court on Tuesday last week, before 
Mr. Justice Wright, the petition of Messrs. Glyn, Mills, Currie and 
Co. for the compulsory winding-up of the River Plate Electric 
Light and Traction Company, Limited, was down for hearing. 

Mr. Eve, Q.C., for the petitioners, said that the petition had been 
standing over pending the receipt of a report from a gentleman 
who had been sent out to the Argentine Republic to investigate 
matters. He now asked that the petition should stand over until 
the first petition day of the next sittings. | 

Counsel for the company did not object, providing that certain 
information was given in the meantime, and the petition was 
adjourned as desired. 


Coventry Gas FITTINGS, ELECTRICAL AND ENGINEERING COMPANY, 
LIMITED. 


е 


ВкковЕ Mr. Justice Wright, in the Companies’ Winding-up Court, 
the petition of A. Davis and another for the compulsory winding up 
of the Coventry Gas Fittings, Electrical and Engineering Company 
was down for hearing. Counsel for the petitioning creditors stated 
that since the petition was presented a scheme of reconstruction had 
been laid before a meeting of the company, and a resolution was 
passed by the directors asking that the petition should be allowed 
to stand over for six weeks. 

Mr. BUCKMASTER said he appeared for two creditors, who said 
they had no knowledge of the scheme, and wished it to be laid 
before them in a formal and proper way. He suggested a fortnight's 
adjournment. 

His LonpsnurP: Let it stand for six weeks, with liberty to apply 
earlier if necessary. 


LONDON ELEOTRICAL CAB COMPANY, LIMITED. 


THE petition of С. E. Foster and others for the compulsory winding 
up of the London Electrica] Cab Company, Limited, was before 
Mr. Justice Wright in the Companies’ Winding-up Court on Thurs- 
day last week. 

Mr. COUNSEL, who appeared in support of the petition, read a 
lengthy affidavit, which stated that the company was formed in 
November, 1896, with a capital of £150,000, of which £100,000 was 
to be paid up. Its business was to acquire licenses from other com- 
panies for the sole use of electrically-propelled cabs in the metro- 
politan ares. Only 63,614 shares were taken up on the strength of 
the prospectus, and allotted. Certain cabs were placed on the 
streets, but no dividend had yet been paid by the company. After- 
wards the public was invited, in another prospectus, to subscribe 
the balance of the £150,000, but only about £12,900 was applied for 
and allotted. The petitioners complained that the directors were 
not justified in going to allotment on the shares applied for, and that 
the allotment was not made properly and in the interest of the 
company, and did not leave sufficient money for working expenses. 
It was also alleged that by the payment of £21,000 to the vendors, 
the directors had been guilty of misfeasance. 

Mr. Stewart SMITH, for the company, said the only effect of the 
petition would be to put an end to all the assets which the company 
possessed. 

His Lonpsnip said it was clear the company could not go on. 

Mr. Ѕмітн said it was not carrying on business. The undertaking 
had been sold, in so far as it could be sold, and had realised £3,362 
gross, which, of course, was divisible among the debenture holders 
of over £15,000, amongst whom were his friend's clients. The com- 
pany’s assets were two licenses from the British Motor Car Company 
and the Electrical Power Syndicate. These were exclusive licenses 
and had a surrender value. Some of the petitioners were share- 
holders and debenture-holders as well. As to the alleged mis- 
feasance, he argued that the onus was on his friend to show specific 
acts. The winding up of the company, he argued, would put an end 
to the licenses, which were its only assets. 

His LonpsHIP asked what evidence there was of any value in 
these assets. 

Mr. SurTH said they were exclusive licenses for the use of certain 
patents in the metropolitan area. 

Mr. REED, Q.C., said he appeared, with Mr. Dunham, for two 
contributories whose conduct had been called in question, and they 
had filed affidavits dealing categorically with the charges made. He 
submitted that no useful purpose could be served by making an 
order to wind-up, because there could be no assets available for dis- 
tribution amongst the shareholders. He argued that it was for the 
petitioners to show that some benefit would accrue to the general 
body of creditors on a winding-up order, which had not been done. 

Mr. BRAMWELL Davies, Q.C., appeared for Mr. Evelyn Ellis, a 
director of the company, who, he said, held debentures to the 
extent of £7,000 and sbares for £4,000 odd. He had put into the 
company £11,000 as compared with about £1,200 which represented 
the petitioners’ interest. He contended that no possible good could 
accrue to the creditors from winding up unless misfeasance pro- 
ceedings agaiust the directors were successful. He submitted that 
his Lordship had no evidence of misfeasance before him, and that 
he should have something of a more tangible nature before him 
before he made an order. Mr. Ellishad filed an affidavit absolutely 
denying the statements made by the petitioners, and saying that he 
had acted bond fide throughout. The only thing was whether the 


directors were justified in paying over one-third of the amount 
subscribed to the vendors who sold them the licenses under which 
the cabs were made. 

In reply to his Lonpskrr counsei said the company had paid 
royalties of about £4 per annum on the cabs while they were in ns, 
The whole of the plant had now been sold. He did not think th 
petitioners had shown any real substantial prospect of getting any 
assets. by using the machinery of the Court and winding wp the 
company, and urged that the allegations made against the director 
were too vague for the Court to go upon. 

Mr. CovNsEL, in replying, said there were many matters which 
required investigation, and there had been irregularitios and con- 
ccalments from the shareholders on the part of the director which 
amounted to misfeasance. Thei whole of the cabe, for which the 
company paid some £60,000, had been broken up and sold for some 
£3,000, on the ground that the licenses could not be used. The 
licenses were therefore valueless. 

His Lorpsurp said he would read the affidavits and give bx 
decision next weok. | 


JUDGMENT. 


Mr. Justice Wricut, in the Companies’ Winding-Up Coon 
on Wednesday, delivered judgment. Before his Lordship did &, 

Mr. STEADMAN, one of the trustees, said he understood that it кұ 
stated at the last sitting of the Court that an order in the matte iy 
Mr. Justice Byrne had been obtained by misrepresentatias If 
such a charge was made it would affect the trustees of the йек 
holders. Both himself and the other trustee were subimi] 
holders of deferred shares, and his partner's shares amounted ў 
about £3,500. They felt that under the circumstances they codd 
not take any part in connection with the realisation of th 
debentures. 

His LonpsnHriP said he could not go into details, but it appeared 
to him that the trustees had taken all the needful steps. Россей 
to deliver judgment, he said the company was formed for the 
purpose of working street cabs by electric power some time age. 
Now all this money seemed to have gone, and it was in a condition 
of being wound up. There were no unsecured creditors. The 
petitioners were secured shareholders and debenture holders, and 
they were entitled to an order if an order would do them s 
good. The only possible benefit he could suggest was that 
there might be results arising from certain proceedings. И 
there were any such results, they would, to the extent vi 
£15,000, go to the debenture holders and not to the shareholders If 
more than that was recovered it would go to the benefit of the 
shareholders. The petition was opposed by some large shar- 
holders, some of whom were threatened with misfeasanoe proceed- 
ings on several grounds. The first was that there was no ground fur 
believing that such proceedings would be successful, and that there- 
fore a compulsory order would be useless. There were other геал 
submitted against the order being made. It appeared that the om 
pany held patents, or exclusive licenses for patente, and that thee 
might be of value. One of them was not assignable, and Шеге 
could not be assigned to a new company. He saw no reason to doult 
that the patents were of value, but no exact estimate was posable 
as to what that value would be—it must be a mere guess at present, 
it might be almost nothing, or it might be large. As to the objer 
tions, he did not think they were substantial enough to prevent bis 
making an order. The petition, however, made a number of serions 
allegations, but it was supported by nothing in the way of evideuc 
other than the statutory affidavit. A gentleman named Col. Foster 
had made an affidavit in support of the petition, but ther 
was no reason to suppose that he knew anything whatever 
about the matter in the petition, except that his nam 
was attached to it, and he (his Lordship) did not think 
he should act on the mere allegations of the petition without 
further evidence. He thought he should give an opportunity of 
producing further evidence if it would be of use to anybody. He 
had, however, the sworn evidence of the parties which dealt witi: 
the allegations made against them. He was clearly satisfied on the 
evidence before him that the main grounds on which the petition 
rested was a misconception founded on no basis of fact. There wis 
an allegation of a payment of £50,000 to the licensors, one-thir: 
of which was to be in cash, but there was never any mem» 
randum of agreement to that effect. There was another allege 
tion that the directors had not enforced certain contrats, 
but he was satisfied that the directors thought that these contre: 
were not satisfactory, or that the articles supplied under them wer: 
not satisfactory, or that they could have done better elsewhere, * 
that there was no ground for proceeding against them on that score 
It was also said that the directors put down a ridiculously 10" 
estimate for working capital, but he had no reason to doubt ths 
the statements they made were made honestly, and that ther ‘bd 


act in that and some other matters as alleged. Аз to the second 


prospectus, he did not think there was anything in it beyond undce 
confidence; and, in short, he did not think the suggested misfeasi" 
proceedings would produce any result whatever. The petitioner 
might be quite right in saying that the company was crippled free 
the first by having to pay two-thirds in cash for the licenses te the 
vendors, but there were not sufficient grounds for making the омет 
asked for. In the meantime nothing could be done for the bent! 
of the shareholders or debenture holders, and it would be x i 
terminate the existence of the company on the ground that m: 
ceased to carry on business. Making an order, too, waste d, 
the value of one, at least, of the licenses. The best cour, !- 
thought, therefore, would be to let the petition stand over gener? 
and if the parties desired it, he might appoint an official incr; 

dent liquidator to act, in conjunction with the receiver, in real. 
to the licenses and other matters, and whose sole function would ie 
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to the interests of the licensees and shareholders. The 
receiver for the debenture holders was only concerned to get the 
debenture holders satisfied, and he would accept any sum that would 
satisfy them, and it might be that the real value of the licenses 
would be sufficiently large to leave a considerable sum over for the 
shareholders. As to the order made by Mr. Justice Byrne, that 
might probably be rescinded. 

Mr. Сосхѕет, for the petitioners, said he should like to have an 
opportunity of considering his Lordship’s suggestion as to an 
additional liquidator. 

His Logpsnre: Mention the matter to me next Wednesday. 

Mr. Hg&nERT REED, Q.C., for the directors, said he had no 
objection to another liquidator, and he was ready on behalf of the 
gentlemen he represented to assist in every possible way. 
~ Mr. CovwszL said all personal charges against the directors had 
been withdrawn. He asked his Lordship to make no order as to 
oste. The statements made against them, he should be able to show, 
were based on the best evidence before the petitioners. 

His LokpsH said the alleged secret agreements had not been 
supported by evidence, and therefore there must be an order as to 
costs, either now or ata later date. The matter could be settled 
before the taxing master. It could be mentioned again on Wednesday 
next. 


— 


BUSINESS NOTES. 


/ Electrical Wares Exported. 

a f - . 
Wax momo Ост. 31857,1899. | WEEK ENDING Oor. 30TH, 1900 
Ме .. .  ..Value £208 Adelaide Value £2,087 
Andria > 15 90 Amsterdam ә бж 4 85 

5 Teleph. mat. s 19 5 d e NES 15 
Bagdok kk uenos Ayres. Teleg. mat. 

Boca oe eo ae ee ee 1,168 Calcutta ee es ee LE 1,9083 
P " Teleg. mat. ee ee se 400 Cape Town ee ees . se 472 
Bombay ß E .. 147 Christiania. Teleg. wire . 44 
С Teleg. wire . 59 Colombo | >e . 446 
a 5 6 o e 16 | Copenhagen „ T. 
^ BasnosAyres .. js . 80 á Teleg. wire se OM 
: " Teleg. wire ee 479 Durban ee ee ee 0 279 
| es ее ee ae 916 » Teleg. mat. ee @e 87 
* Cape Town.. .. .. 410 | Gothenburg. Teleg. wire. 16 
Christiania, Teleg. wire S 6 Hamburg. Teleg. mat... .. 5650 
Colombo .. .. ИЕ Ec Melbourne „ An 1316 
Copenhagen.. * ee ee » eg. Ww те ee U 
e Durban ose en @e Ostend ee eo ee ee 208 
" Teleg. wire mat. 4,168 Perth ee oe es ee 900 
~- Хаќ London а wie Tas Piræus. Teleg. apparatus. 100 
Gethenburg.. .. .. .. 80 | RioJaneiro.. .. .. .. 116 
Teleg. wire .. . 165 " Teleg. mat. .. 185 
Ing.. 15 St. Petersburg ..e .. 10 
‘ ee ee еэ ees 16 Santiago ee ЕЈ oe oe 25 
Video, Teleg. mat. 72 Shanghai .. Ps 85 .. 215 
Bea. Teleg. cable . . 2,200 ЗА Teleg. cables, &c. .. 2,090 
Elizabeth ee ee ee 151 Singapore eae ees ee oe 987 
Said es ee ee ee 39 Tele . cable ee ез 147 
X. ua . 88 Stockholm. Te eg. mat. 65 
Teleg, mat. 173 9 ee os E . . 3,088 
ca las бә . 251 m eg. & teleph. goods, &c. 5,100 
LA ee .» LE J 112 Tokio ae ee es ee 505 
Venice. Elec. launch machy... 500 Yokohama .. $s e S 709 
Vera Croz .. .. 90 i Teleg. cable .. 8,798 
Wellington... .. 870 ' 
Yokohama es eo 140 
» Teleg. cable 566 
Total  .. £15,101 Тоа] .. £28,600 


Foreign Goods Transhipped. 


Value £1,011 
Stockholm. ec. goods vx 85 


е, Elec. motors 
Total .. £1,046 


Total .. #150 | 


Auction Sale.—Messrs. Percy Huddleston & Co. will 
wll by auction on November 15th the stock of an electrical appa- 
тїш manufacturer at Manchester (in re Donnison, Barber & Co.). 
See our advertisement pages this week. 


Bankruptcy Proceedings.—On Friday last, at the 
y Bankruptey Court, before Mr. Registrar Hartley, Robert 
Foter & Walter Baker, electrical engineers, Nelson and Burnley, 


appeared for their adjourned examination. The Official Receiver 


for a trading account from January, 1899, a bought and sold 


т кош, and a further deficiency account to be made out. The 


at made the necessary order, and the examination was 


, pissolution.—Messrs. F. C. Smith and J. W. Roberts 
‘Smith, Roberts & Co., electrical engineers, Chapel Street, Sonth- 
port), have dissolved partnership. Mr. Smith will carry on the 


business ay the Southport Electric Light Company, and he will 
attend todebta, Co. ? Tum i 


Books Received.—“ Proceedings of the Municipal Elec- 
zm Association" for 1899 and 1900. Huddersfield: A. B. 
A dd n Corporation Electrio Supply Station, St. Andrew's Road. 
В Theory and Calculation of Alternating Current Phenomena.” 
y Charles P. Steinmetz, with the assistance of E. J. Berg. New 

ork: Electrical World and Engineer. 


"The Practical Engineer Pocket Book, 1901." Technical Pub- 
lishing Company, Limited. 1s. and 1s. 6d. 


Coal Conveying Plant, — We learn that Messrs. 
Graham, Morton & Co., Leeds, have obtained a contract from the 
Edinburgh and Leith Corporation's Gas Commissioners, amounting 
to the sum of £113,802, for the erection of a complete automatic 
inclined retort carbonising plant, including their improved system 
of elevating and conveying machinery for handling coal. 


Edinburgh Cable Trams.—The Tramway and Railay 
World has issued a reprint of its articles describing the cable tram- 
ways of Edinburgh. Messrs. Dick, Kerr & Co. were the principal 
contractors for this system. 


Electrical Enterprise in Staffordshire. — From a 


local correspondent we understand that a well-known London firm 
of electrica] engineers has acquired a site of about 50 or 60 acres 
at Stafford for the erection of large electrical construction works. 
The name of the firm has not yet been officially disclosed, but we 
understand that the negotiators are Messrs. Siemens Bros., whose 
representative had previously visited Wolverhampton, where the elec- 
trical industry is a staple trade, but failed to obtain a suitable site. 
It is estimated that some 700 or 800 people will be employed at the 
new works at Stafford, the site for which is adjacent to the London 
&nd North-Western main line. Electric works of some import- 
ance are being erected at Ocker Hill, in Staffordshire, by the 
Midland Corporation for the Distribution of Power. These works, 
which are the first of their kind established under an Act of Parliament, 
and not under a temporary provisional order, will, it is said, comprise 
the largest electric power installation in England. They will supply 
electricity to the Mines Drainage Commissioners for the pumping 
of water out of the coal mines in the Black Country, and there should 
also be a good demand from manufacturers, for the Midland Cor- 
poration will be able to sell electricity at à much cheaper rate than 
an ordinary manufacturer could produce it at for his own needs. In 
the neighbouring county of Warwickshire, the Thomson-Houston 
Company are building works at Rugby. 


Electricity in Printing.—Messrs. Geipel & Lange, 


who аге the sole agents for the United Kingdom for the “ Ward- 
Leonard“ system of operating electric motors for the driving of 
printing machinery of all kinds, are applying a 50-H.P. motor, con- 
structed on this system, to a printing machine in one of the largest 
newspaper offices in London. 


Fire.—A fire broke out on Monday night at the Premier 


Electric Lamp Works, Huyton Quarry, near Liverpool The flames 
were confined to the finishing shop, and were extinguished before 
serious damage was done. 


For Sale.—The West Ham Council is offering for sale 


two 24-n.H.P. Crossley gas engines. See advertisement pages to-day. 


Gloucestershire.—Messrs. Tubbs, Lewis & Co, of 


Kingswood, Gloucestershire, elastic, cord, braid and pin manu- 
facturers, have rebuilt their Abbey Mills which were destroyed by | 
fire in 1899. The new premises have been installed and fitted with 
electric light plant supplied by Messrs. Christy Bros. & Middleton, 
of Chelmsford. 


Hydraulie Machinery.—In these days of high wages 


and low prices, labour-saving machinery is always an interesting 
subject, so no excuse is needed for drawing attention to the 
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HYDRAULIC RIVETTERS. 


hydraulic rivetters which we illustrate herewith. These are sus- 
pended by cranes from a hydraulic gantry, which was first. used by 
Messrs. Harland & Wolff in the building of the Oceanic; by reason 
of the ease with which they may be moved in either a vertical or 
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a horizontal plane, so as to bring them to any point desired, it was 
possible to do almost the whole of the rivetting by their means, and 
the satisfaction they afforded may be gauged 
by the fact that two similar gantries were 
immediately ordered by those well-known 
shipbuilders from the makers, Messrs. Field- 
ing & Platt, Limited, of Gloucester. 

The latter firm is now engaged in com- 
pleting four of the largest hydraulic coal 
tips ever installed, for the Taff;Vale Rail- 
way at Penarth. The capacity of each of 
these is 60 tons per hour, a truck being 
lifted a height of 45 feet, tipped, and re- 
turned, in 60 seconds—a higher speed than 
has ever been previously attained. 

Messrs. Fielding & Platts engineering 
works, which we had the pleasure of visit- 
ing on Election Day, were founded as long 
ago as 1866, and since 1875 have turned out 
large numbers of hydraulic machine tools 
on the Tweedles system, of which the 
hydraulic rivetter was among the first in- 
troduced; the firm now employs between 
600 and 700 men in the manufacture of 
hydraulic machine tools of all kinds, as well 
as of pneumatic rivetters, &c. An impor- 
tant department of the works is devoted to 


oil engines; the former, which follow the 
Otto cycle, are made of all powers up to 
130 B. H.P. (single-cylinder), and the latter 
up to 40 в.н.р. It is interesting to add 
that the motive power for the works is 
provided by engines working with producer 
gas, all made on the premises. The steam 
plant formerly in use, of 130 r.H.P., used 45 
tons of coal per week, about 11 tons of 
which was required for steam hammers; the present gas engine 
plant, of 130 B. H. p., takes 8 tonsl of anthracite per week, together 
with the 11 tons of steam coal above mentioned,'and allowing* for 
the higher price of anthracite, effects a total saving equivalent 
to 18 tons of steam coal per week of 108 hours. Messrs. Ficld- 
ing & Platt attribute the very satisfactory results attained! to 
the fact that they are the makers of both the engine and the!gas 
generator. We may add that this firm supplied the plant "put 
down at King’s Lynn Electric Lighting Works, as well as many 
large private installations. | 


London County Council.— It was decided at a meeting 
of the Council on Tuesday to advance a loan of £21,000 to the 
Bermondsey Vestry for the erection of a refuse destructor and the 
laying of electric lighting mains, and £25,000 to the Poplar Dis- 
trict Board for the purposes of the electric lighting installation. 

Electric Tramways.—The adjourned report of the Highways Com- 
mittee was brought forward in relation to the contemplated tram- 
way from York Road, Wandsworth, to High Street, Tooting. In 
connection with this matter, it appeared that the Wimbledon Urban 
Distriet Council proposed to seek powers for the construction of a 
system of electric tramways from the Wimbledon railway station 
viá Merton Road and High Street to the county boundary at Water- 
fall Bridge, and had asked that the County Council should promote 
a line from the present tramway terminus at High Street, Tooting, 
to Waterfall Bridge, so as to connect.with the proposed tramways of 
the District Council. The Committee, who were in favour of the 
proposal, recommended the Council to apply in the next session for 
powers to construct the suggested tramway, and this was agreed to. 

The adjourned report of the Parliamentary Committee reminded 
the Council of the withdrawal last session of the proposal to recon- 
struct, as a double line for electric traction, the existing single 
line from Camberwell Green to Vauxhall, and for the widening of 
Camberwell New Road and Harleyford Street for the purpose of 
such reconstruction. As the Highways and Improvements Com- 
mittees desired that those proposals should be renewed in the next 
session, the Committee recommended, and the Council decided, to 
adopt that course. 

The Metropolitan Electric Supply Company.—The report of the 
Highways Committee mentioned that the Metropolitan Electric 
Supply Company had served an unsigned and imperfect notice 
dated October 10th, with nine maps, of intention to lay mains in 
406 streets within the areas scheduled under its Paddington, West 
London, and Mid-London orders, and that on attention being drawn 
to the irregularity, the company had served an amended notice and 
the same maps. The Committee stated that the amended notice 
was Obviously incorrect, as it referred to the laying of mains in 
several streets, the sites of which had been appropriated for 
the Great Central Railway; but irrespective of that, the 
company expressed inability to give any date for the commence- 
ment or completion of any particular part of the work, and pre- 
sumed that the Council would sanction the whole, and would require 
that for any works not completed within one year, a further sanction 
should be obtained from the Council before the works were pro- 
ceeded with by thecompany. It appeared evident to the Committee 
from the amount of work shown on the maps that the company had 
no intention of completing the whole of the works within 12 months. 
If all the works were approved by the Council at one time, they 
could not be kept properly under observation while in course of 
execution; and in the circumstances the Committee thought that 
the Council should formally disapprove the works proposed in the 
notices and maps. If the Council adopted that course the Com- 
mittee intended to suggest to the company to submit a fresh notice 


and plans with regard to works which it might propose to exec, 
immediately or within a reasonable period. The Committee recor. 
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mended the Council to disapprove the works referred to, anc ti 
proposal was adopted. 


Paris Exhibition.— We understand that the two 60-1.". 
motors which Messrs. J. P. Hall & Co. exhibit at the Paris Exhiti- 
tion driving the cotton-spinning machinery on Messrs. Platt Pr 
and Co.'s stand, have been awarded the silver medal. These motor 
are fully described in a pamphlet we have received from Mese 
Hall, and also in their new catalogue which was sent out recently. 


Refuse Destructors.—The Horsfall Furnace Syndicate 


is to supply five additional refuse destructors to the Bradford Cor- 
poration. 


Street Lighting.—The problem of economically illun- 
nating streets which are not of sufficient importance to justify): 
installation of arc lamps, is one which is ever present to the ente 
prising central station engineer. It must be admitted, howere, 
that while the arc is unrivalled, the success attained in сошушл 
local authorities that glow lamps are better and cheaper than ge 
lamps for this purpose has not always been of the most grautriw 
character. A determined attempt to improve the standing of рох 
lamps in this direction is being made by the Improved Elec: 
Glow Lamp Company, Limited, who are introducing 2 and 32 
fittings adapted for use with their reflector glow lamps, familiar t“ 
our readers, and snitable for the conversion of existing gas lauteras 
Owing to the silver reflectors, it is claimed that the light is co" 
centrated in those directions in which it does the most good, and ths: 
an effective illumination is secured nearly double that obtained wit- 
other systems for the same power. To attain this end the lams 
are mounted back to back, with their axes at an angle of 20 wt. 
the horizon, so as to project the beam in the desired direction. l 
a catalogue which we have received these fittings are illustrated, * 
well as watertight switches and fuses, bracket arm attachments S: 
and a number of diagrams illustrating the efficiency of the Шаш 
tion as compared with other systems are included. 


Trade Announcements.—Messrs. Wheatley Kirk, Pret 
and Co. announce that, to meet the increasing demands of the! 
business, they have taken larger premises at 46, Watling Stree’. 
Queen Victoria Street, E.C. | 

Messrs. R. J. Brocklebank & Co., electrical and general engineer 
have removed from Lorne Road to more commodious premises * 
Pocklington’s Walk, Leicester. "ow 


Wind Power.—The Newcastle Chronicle says that th: 
electrical utilisation of wind power is being tried in the Ва 
region. An experimental plant, consisting of a windmill, в ayan 
a battery of accumulators, and electric motors, has been put UP * 
Wittkiel, near Kappeln, situated at the entrance of the Schlei, B 
longest of the narrow fjords which the Baltic sends into SET 
The wind motor has been constructed by C. P. Neumaun. ° 
Wittkiel. 


ELECTRIC LIGHT AND POWER NOTES 


Agriculture.—According to Commercial Intellyene. M. 
Consul Hughes, of Coburg, reports:—'' In this and neighbor 
parts of Germany considerable attention is being paid to . i 
appliances for farm use. Near Ochsenfurt, in Bavaria, a comp’. 
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composed of landowners and small farmers has been organised for 
the establishment of an electrical system for use on their farms and 
in villages.) The power is to be generated by steam and water, and 
the current to be distributed from a central station to the places at 
which it is wanted." British farmers please copy. 


Atherton.—Notice of the U.D.C's application for a 
provisional order appears in the London Gazette. 


Barry.—The T.C. has resolved to apply for a prov. order 
for electricity supply. « 


Bath.—At a meeting of the E.L. Committee last week, 
it was reported that during the quarter ended September 30th, 
1.652 с.р. lamps had been installed by 29 new consumers. When 
the installations were completed there would be a total of 26,630 
8-c.P. lamps connected to the supply mains. 


Birkenhead.—A special report of the position of the 
Birkenhead Corporation electric lighting department was submitted 


by the Electrical Committee to the Town Council on Friday last. 


The report shows that the gross surplus of the undertaking, based on 
the present charges for the year ending March 31st next, will be 
about £375. Ifthe price had been 4d. per unit, there would have 
been a deficit of £949 5s. The consumption of electrical energy in 
the borough for the year ending March next is estimated at 315,232 
units. The Sub-Committec consider that the charge for electrical 
energy cannot, therefore, be reduced to 4d. without incurring a loss. 
They are, however, prepared to revise the charges. Under a pro- 
posed new scale, consumers who use their maximum for one hour 
aod under, daily, will pay 6d. per unit ; for two hours daily, 44d. per 
anit; for three hours daily, 34d. per unit; for four hours daily, 3d. 
per unit. For power and heating, the Sub-Committee recommend that 
the present charge of 6d. per unit be reduced to 4d. for the first hour's 
msumum demand, 3d. for the second hour, and 14d. per unit after. 
These reductions, coming into operation on December 31st next, 
Nee reduce the amount of surplus for the year ending March next 
to £3 \ 

А recommendation of the Gas, Water and Electrical Committee, 
thst after the present municipal year the Committee should be 
relieved of the management of the electric lighting undertaking of 
the Corporation, and that the Council should instruct the Selection 
Committee to recommend the Council as to the future management 
of the undertaking, was approved of. 


Blairgowrie.—4A special meeting of the Police Com- 
mission was held last week fo consider the intimation of the North 
British Electric Supply Company that they were going to apply for a 
prov. order to supply electricity within the burgh. The Commis- 
rioners thought of applying for an order themselves, with a view of 
transferring the same, under a suitable arrangement, to a company 
to work it, but, finding that the Board did not allow power to 
transfer, they resolved not to apply for an order, and to take no 
further action in the matter. 


Boston.—The T.C. has decided to engage an expert to 


make a report with regard to the lighting of the town by 
electricity. / 


Bournemouth.—The directors of the Bournemouth and 
Poole Electricity Supply Company have arranged for a conference 
between a deputation from the T.C. and representatives of the com- 
pany, to discuss the proposed purchase of the company’s under- 
taking by the Corporation. | 


Bray.—Out.of a list of 46 candidates for the post of 
electrical engineer, the U.D.C. has selected the following gentlemen 
lor interview:— Messrs. H. T. Lee, Wakefield; Н. d. Nicholson, 
Southampton; J. Moss, Eccles; T. Tomlinson, Liverpool; H. B. 
Price, Great Eastern Railway; and S. W. Martin, Rathmines. We 
learn that Mr. Tomlinson has been appointed. 


Cardiff. —There is still some friction among the staff of 
the electricity works. Ata meeting of the Electrical and Lighting 
Committee last week, the chief business was a report by Mr. 
Appelbee, chief engineer, and some letters from Mr. Illingworth, 
mains superintendent. At the outéet one of the members resigned 
his seat on the committee. During the discussion, Mr. Illingworth 
wassent for, when it was ascertained that although he had received 
Dotice of the meeting, he had decided to absent himself. Eventually 
the committee resolved to ask Mr. Illingworth to resign his position. 


Cork.—“ C. E," writing to the Dublin Daily Erpress 
With reference to the Electric Committee's decision to accept a 
tender for lead-armoured cables for the high and low tension mains, 
“YS in a footnote that he hears “that the Cork system, which was 

down only two years ago with armoured cable, is being eutirely 
reconstructed, all armour being abandoned.“ 


Criccieth.—The D.C. has had under consideration the 
8 of lighting the town with electricity, as proposed by the 
Th ester Company, promoted by Messrs. Bennett and Ward- 

ce which proposes to light up Pwllheli and Portmadoc. 
© Har was unanimously in favour of the scheme, subject to-an 

anding with the company. 


Crompton.—The D.C. of Crompton, one of the out- 
forthe an | онаш, decided last week to obtain prov. orders 
ty of electricity and the construction and working of 

tramways within the district. | à 


Dewsbury.—On Tuesday an inquiry was held into an 
application of the T.C. for sanction to borrow £7,500 for the 
purpose of extending the electricity works and mains. The works 
were started in 1894, and the demand for the light has increased 
from year to year. In 1898 there were 101 consumers, whose con- 
nections were equivalent to 8,056 8-c.P. lamps. Now there are 194 
consumers, and the connections are equivalent to 14,683 8-c.P. lamps. 
Last year & profit of £201 was made, but in previous years there was 
а loss, which had to be made good out of the rates. The Corporation 
now proposes to extend the mains into new districts. The new 
machinery which is being put in is also designed with the object of 
supplyiug energy to the British Electric Traction Company, who 
propose to run trams in the district. There has recently been а 
great increase in the demand for energy for motive power. "There 
was no opposition to the application. 


Dorking.—The D.C. has received notice from the County 
of Surrey Electrical Power Distribution Company, Limited, to the 
effect that the company intends to apply for powers to supply 
electricity in the district. The matter has been referred to a 
committee. 


Dover.—The Admiralty Pier, Dover, is being lighted 


‘electrically throughout; the work is being carried out by Messrs. 


Donnison, Berlyn, Sillem & Co. 


East Molesey.—Mr. H. J. Robertson, J.P., chairman of 
the East and West Molesey Urban District Council, Has expressed 
his determination to resign office on account of irreconcilable 
differences with his colleagues on a question of lighting the district 
with electricity. Mr. Robertson was anxious that the offer of a 
private company should be accepted in the matter. 


Eastbourne.—The T.C. has resolved that application be 
made to the L.G.B. for power to borrow the sum of £31,912 for the 
erection of a new electric light station at Rosclands, new trans- 
formers, mains, &c., as set forth in Mr. Hawtayne's report. 


Eccles.—Since the incorporation of the town there has 
been an enormous increase in the population. Upon a report of the 
electrical engineer, the Works Sub-committee have recommended 
the Council to purchase a fceder cable and the necessary drawing-in 
boxes. Further, they suggest that the tender of the British Insu- 
lated Wire Company, Limited, for the same be accepted at a total 
cost of £515. 


Friern Barnet.—The D.C. has resolved to apply for a 
prov. order for lighting the district with electricity. i 


Gainsborough.—The U.D.C. has given notice of its 
intention to apply to the B. of T. for a prov. order to supply elec- 
tricity within the urban district. 


Gloucester.—At a meeting of the City Council last 
Tuesday Mr. Hammond reported that the electrical plant had been 
running satisfactorily since July 19th, and that a complete scries of 
tests lasting over five days had been successfully carried out recently. 
In formally handing over the installation to the Council's engineer, 
Mr. Hammond congratulated the Council on the fact that the full 
output of the works was already taken up, to the extent that part of 
the public lighting had to rest in abeyance for the present. Fortu- 
nately, the extension plant already on order will double the avail- 
able output. The total expenditure to date stands at £51,025. 
Further outlay will be necessitated by the extension of the public 
lighting and the proposed supply to the tramway company. 

The T.C. has appointed Mr. W. J. Bache as resident enginecr, at a 
salary of £250 a year. 


Handsworth.— In respect to an application by the 
Northern Counties Electric Supply Company for leave to obtain 
powers for the lighting of Woodhouse, the D.C. instructed the clerk 
to inform the company that the whole of the parish of Handsworth 
must be included, aud empowered him to conclude the necessary 
arrangements with the company. 


Honley.—The D.C. has resolved to apply to the B. of T. 


for a prov. electric lighting order. 


Inverness.— According to the Edinburgh Evening 
Dispatch, the Inverness T.C. is unable to agree with the late elec- 
trical engineer, Mr. Craven, as to the amount due to him on account 
of the abandoned electric lighting scheme. The T.C. offers 24 per 
cent. on the estimated cost of the scheme, plus £59 expenses, while 
Mr. Craven claims 3 per cent. and £140, making a total of £950. 


Kingston-On-Thames.— At the meeting of the T.C. on 
Friday last, Mr. Collings, chairman of the Lighting Committee, 
dealt with some hostile criticism directed against the Corporation's 
electrical department by Mr. G. Bolton, J.P., to which we referred 
recently. Mr. Collings pointed out that the reason why two seta of 
accounts were printed was because the B. of T. insisted on having 
accounts and balance-sheets made up to December 31st, whereas the 
Corporation accounts were dated to March 31st, and, morcover, were 
cash accounts, and did not show assets and liabilities. With regard 
to the alleged loss on working, heesaid that there was a difference 
between the position of the Corporation, who were repaying the 
money borrowed year by year, and that of a company, whose capital 
was not thus paid off. 
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Leigh.—The T.C. is about to spend an additional £5,000 


on the electricity undertaking, in consequence of the increasing 
demand. 


London, E.C.—The Tines gives a summary of the annual 
report of Mr. A A. Voyscy, electrical engineer and inspector to the 
Corporation. Mr. Voysey states that last year the total number of 
arc lamps m lighting was 507. During the year 562 lamp failures 
were reported by the police, and 356 by the inspector. The 
penalties inflicted on the company for failures amounted to £173 
6s. 3d. The Corporation was still without the means of testing the 
value of the supply given to the public lamps. The Board of Trade 
had not formally approved of any type of instrument for the purpose, 
but one of the conditions on which the City of London Electric 
Lighting Company were allowed to change the standard pressure 
from 100 to 200 volts, was that they established, concurrently with 
the change, and under the direction of the Board, a means of testing 
the value cf the supply to the public lamps. Only 11 meters were 
submitted to the inspector last year. Nine were sufficiently correct, 
but the others were incorrect. The Aron meter was approved by 
the Board of Trade for use on alternating current circuits, and the 
inspector made a number of tests with a view to determine the kind 
of examination that would be necessary before certifying such 
meters in accordance with the provisions of the electric lighting 
orders. Negotiations had been concluded between the Corporation 
and the companies for the testing of all metera at Guildhall without 
expense to the Corporation. "The companies had agreed to refund 
to the Corporation the whole of the money expended in carrying 
out the work, including the salary of the inspector. The question 
of the l;ghting of the side streets had been delaved for several years 
in the endeavour to obtain a legal settlement of ditferences with the 
City of London Electric Lighting Compauy as to the meaning of 
the public lighting agreements. The inspector was advised, during 
1899, of two important interruptions in the supply of electricity to 
private consumers—one affecting the whole of the City, and the 
second affecting only a portion of the City. Defects in the pressure 
of the supply occurred on 11 different occasions. At present the 
inspector had no adequate means of ascertaining how far the com- 
pany complied with their obligations in respect of the maintenance 
of a proper pressure of supply to private consumers. The company, 
however, had been put under the obligation to provide such means 
as the Board of Trade should direct. 

St. Pancras.—At a meeting last week the Vestry accepted 
applications for current from consumers who will require an esti- 
mated supply of 822 amperes. The chairman of the Electricity 
Committee (Dr. Smith) presented an interesting report of a visit he 
made, accompanied by Mr. G. A. Hodgkinson, the deputy chairman 
of the Committee, and Mr. S. Baynes, the chief electrical engincer, 
to the Paris Exhibition. He stated that there were several very 
fine examples of combined sets of generating plant constructed for 
continuous, alternating, and polyphase current work; they were 
tor the most part of the slow specd type, and occupied an enormous 
space per unit of output. Euglish and American makers were 
poorly represented, but for the high speed sets it was very apparent 
that English manutacture was second to none. 

SHOREDITCH —The Lighting Committee, at a meeting of the 
Vestry on Tuesday, reported having considered the accounts of the 
electricity works and refuse destructor for the year ended March 
last, and recommended the Vestry to approve them. This was agreed 
to, and it was decided to trausfer £1,000, out of the total net profit 
of £1,600, to the reserve fund, and to carry forward the balance of 
£600. On the recommendation of the committee, it was decided to 
sanction the purchase of 75 meters from Messrs. Venner & Co., at 
the rate of £4 10s. each. 

BERMONDSEY.—The important combined scheme of electricity 
generation and dust destruct on, arranged for the Vestry by Messrs. 
Kincaid, Waller & Manville, is now well on the way, and on Monday 
last a foundation stone tablet was laid by Mr. T. Cox, chairman of 
the E.L. Committee of the Vestry. A handsome trowel and mallet 
were presented to Mr. Cox by the engineers, Messrs. Kincaid, Waller 
and Manville, and the contractors, Messrs. Hughes & Stirling. After 
the ceremony, the company partook of light refreshments provided 
by the contractors, and an interesting hour was spent, during which 
addresses were delivered by several of the gentlemen taking part in 
the function. 


Maidstene.—The R.D.C. has refused to allow Messrs. 
Stevens & Barker, electrical engineers, to carry a cable across the road 
in order to put down an electrical installation on the premises of 
Col. Boughton, of Cheveney, Hunton, unless it be laid underground. 


Midland Electric Corporation.— At the quarterly 
meeting of the Staffordshire County Council last week, the clerk 
reported that notices of works under the E.L. Orders, 1898 and 
1899, had been received from the above company with respect to 
roads in the districts of the U.D.C. of Amblecote, and of the R.D.C. 
of Kingswinford. The Corporation has also written to the U.D.C. 
of Bilston, stating that, in pursuance of orders obtained from it 
and the Willenhall Council, a number of the main streets in Bilston 
will shortly be taken up for the purpose of laying mains. 


Monmouth.—A temporary failure of the electric light 
took place last week, owing, it is said, to a fault in the mains. 


Mountain Ash.—The D.C. has appointed an E.L. Com- 


mittee with a view to applying to the B. of T. for a prov. order for 
electric lighting. 

North Metropolitan District.—The Southgate D.C. 
last week resolved to seal an agreement with Edmonton, Enfield, 


Southgate, Tottenham, and Wood Grecu District Councils for the 
promotion of a joint Bill in Parliament for constituting, incorpo- 


ratiny, and conferring powers upon the joint board representing the 
said Councils to establish stations for generating and distributing 
electrical energy, to acquire land, and to borrow money for other 
purposes. 

The Works Committee of the Edmonton D.C. has decided to give 
notice to the North Metropolitan Electric Power Supply Company 
of its intention of applying for a prov. order for electric lighting. 


Paisley.—The T.C. has resolved to obtain additional 
borrowing powers to the extent of £25,000 for electric lighting par- 
poses. 


Peterborough.—The T.C. has decided to apply to the 
L.G.B. for leave to borrow £5,000 for the completion of the ele- 
tricity works. 


Radstock.—Owing to an increase in the price of gas, 
the D.C. has decided to obtain the views of the Midsomer Norton 
Council on establishing a joint electric lighting scheme for the two 
towns. 


Rhondda Valley.—The D.C. has decided before the close 
of the year to seek powers to supply electric energy for public and 
private purposes within the urban district. 


Rickmansworth.—The E.L. Committee of the D.C, 
lately recommended the Council to support the application of the 
Electric Light and Power Company for a prov. order, on satisíac- 
tory terms being arranged. The report was adopted. 


Ripon.—The Corporation notifies its application for a 
provisional order in the London (razette for October 30th. 


Risca (Mon.).—At а recent meeting of the U.D.C. it 
was reported that the matter of having a joint electric scheme for 
Risca, Abercarn, and Abertillery was under consideration, and that 
a meeting of representatives of the three Councils is to be held. 


St. Annes-on-the-Sea,—An attempt made some time ago 
by the local authority to purchase the gasworks failed ; the gas company 
recently offered to sell to the D.C. the street lamps, to be used in 
connection with the proposed lighting of the thoroughfares by elec- 
tricity, but the offer was declined, and now the company are adver 
tising the said lamps. If a purchaser is found, presumably they 
will be pulled down, with the result that the town will be without 
light during the winter months, for the electric lighting scheme is 
far from being completed. There is a scheme now on foot for the 
incorporation of St. Annes with Blackpool, in which event the T.C. 
of Blackpool will take over the electric lighting undertaking and 
secure powers which involve the buying up of the local gas company. 
This proposal is, however, being strongly opposed in both towns. 


St. Helens.—The borough electrical engineer, Mr. High- 
field, has reported to the Electric Supply Committee that up io 
September 30th last the number of electric lamps connected wa 
15,727, the number at the corresponding period last year being 
9,096. The number of units sold for lighting purposes during 
September was 12,087, against 8,207 in the corresponding period 
last year; the number of units sold for tramway purposes was 
44,939, against 19,417 in September last year; and the number of 
units sold for power purposes was 7,874, against 971 last year. 


St. Margaret's.—The Parish Council, having received 
from Mr. E. H. Shore formal notice of his intention to apply for 
power to construct electric light works at St. Margaret's, has decided 
to offer no obstacle to the proposal. 


Siam.—The report of the Siam Electricity Company, 
Limited, for the half-year ended June 10th last states that the 
meter system has now been applied to a greater part of the system, 
with a reduction in the consumption of energy of 20 per cent., while 
the receipts have only diminished by 6 per cent. The Siamese 
Government has reduced the consumption in the Royal Palace to 
less than half under the new rigime. An interim dividend oi + 
per cent. for the half-year was declared at the third ordinary 
general meeting last month, and it was stated that the new 
machinery was expected to bring about a substantial saving. 


Sleaford.—Mr. M. K. North, A. M. I. C. E., 1.0.8. 
inspector, held a public inquiry at Sleaford last week into an appl- 
cation of the U. D. C. for sanction to borrow £7,000 for purposes of 
electric lighting. Mr. E. B. Smith, electrical engineer, Oswestry, 
produced estimates of the cost of plant.. There was considerable 
opposition to the application on the part of the ratepayers. 


Southampton.—The Т.С. at the last meeting adopted 
the report of the Electricity Committee, recommending the supply 
of electric current to H.M. Ordnance Survey Department in that 
town at 24d. per unit for power, and at the reduced sum of 27d. per 
unit for every unit consumed over and above 100,000 units ш апу 
one year, and that the charge for lighting purposes be fixed at 6d. per 
unit up to 10,000 units, and 5d. per unit if the consumption exceeds 
10,000 units in any one year. It was also recommended that the 
charge to general customers for current for lighting purposes after 
March 31st next shall be 6d. per unit up to 10,000, subject to we 
usual rebate, and 5d. per unit, without rebate, if the consumpti 
exceeds 10,000 units in any one year. It was resolved, 01 the 
recommendation of the Committee, to apply to the Local Government 
Board for sanction to borrow £12,000 for extension works ато. 
sanctioned by the Council. 

f 


Standish with Langtree.—The proposed application ° 
the U. D.C. for a provisional order is filed in the Landen 
in the usual way. 
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siratford-on-Avon,—The E.L, Committee has decided 
i, apply for a prov. order to supply electricity for lighting and 
imetion purposes within the borough. 


sirohestown (Co. Roscommion).—A public meeting 
кы held recently to consider the question of lighting, at which a 
proposal to introduce electricity was favourably received. 


\trommess.—A movement is on foot to have Stromness 
lighted by electricity. It is believed that there is ample motive 
power in the new water supply, which has a very high pressure, 
and the gas being 7s. 6d. per 1,000 feet, and very bad at that, it is 
sued that a great saving would be effected by the introduction of 
electric light. 


Stroud. —The action of the U. D. C. in deciding, to oppose 
wy private company who sought for powers to supply electricity in 
the town has been freely criticised, and it will be made one of the 
est questions when the whole of the Council seeks re-election next 
March. 


\windon.—The U.D.C. contemplates embarking on а 


«heme of electric lighting and tramways. 


N\ydney.—Messrs. Preece & Cardew had plans prepared | 


for the electric light station for the City Council in Kent Street, 
«hen they received a cable to stop, as the Government had resumed 
the land, They have written strongly urging that the resumption 
be reconsidered in view of the purpose for which the land was 
ended. The matter is to be again brought before the Premier, 
vot has been delayed because the Minister for Works is considering 
s tig scheme of power transmission from the Nepean. 


Wedneshury.—The question of providing the electric 
lit for the borough, and of running the trams by electricity, is 
wow engaging the attention of the Corporation. There is said to be 
dong feeling in favour of leasing the lines to some company 
"ien the Corporation obtains possession of them, the company run- 
ung them hy electricity, while it is intended that the Corporation 
siall purchase electricity in bulk from the company working the 
‘mms, and be responsible itself for its distribution for lighting pur- 
poses throughout the town. 


Woking.—The Woking Electric Supply Company, which 
charges 7d. per D.T.U., now offers discounts to large consumers. 
le company’s powers for 42 years have been confirmed by the 


Балі of Trade. The company has been invited to compete with ` 


be local vas company in providing the lighting of the public streets, 
d each company will erect a specimen of its lamps for comparison 
ù one of the principal thoroughfares. 


Wolverhampton,—The E.L. Committee of the Cor- 
pration has just prepared an important report embracing heavy 
3penditure, from which we extract the following:—''The maxi- 
пап load at the works during the winter of 1899-1900 was 480 Kw., 
sad during the ensuing winter (1900-1901) this figure will be 
creased to at least 620 ку. The machinery at present installed at 
-smmercitl Road, and available for use this winter, has a capacity 
of 640 xw., exclusive of the storage battery, and your Committee 
‘ave also on order two additional generating sets of 500 xw. 
=>, one of which it is hoped will be in working order before 
Christmas, and the other shortly after. This will give a total genc- 
а capacity of 1,640 Kw., of which, however, 500 Kw. must be веб 
nae spare plant, leaving a working capacity of 1,140 xw. avail- 
E от use on and after the end of January, 1901. As, however, 
e Сапар for electric lighting purposes increases at the rate of 
dealt 33 рег cent. per annum, it is apparent that the load to be 
LS during the winter of 1901-1902 will be at least 830 Kw., 
E е ion to whatever power may be required to supply the elec- 
чы каканды, of which it is quite possible a section may then be 
tha tan. 100. Assuming that the tramway load cau be dealt with by 
batte KW. generating set in conjunction with the traction storage 
Peri i and that a second 500-kw. set is provided to act as a 
that the both the lighting and tramway systems, it will be seen 
бее бе itional plant required is equal to two 500-Kw. sets 
capacity of se now on order. This will bring the total generating 
which hs hee 500-volt lighting and traction plant to 2,640 Kw., of 

жа hia 750 Kw. will be spare plant available for emergencies. 
cconomisers КЁ have also included in their estimate the supply of 
tional ыы ‘or the new boilers and also economisers for the addi- 
both new 9 апа the provision of superheaters for all the boilers, 
the ilies. existing.” The Committee therefore suggests that 
existing pla should empower it to carry out extensions to the 
£15,000 r ut, &., at a total cost of £58,943, of which amount 
Istom duns unted as being for extensions to the distributing 
that the exi ug the next two years, as it is confidently anticipated 


Xlsti Е А x А : h 
Dot exe ‘slug rate of extension of mains will be maintained if 
Xeceded, 


Yorkshi 

Wars quite. —A scheme, proposed by Messrs, Bennett and 

municipal ahi Manchester, for the establishment ot a joint 

ciudi et “Т station to supply an area of 10 miles radius, in- 

herne, -Wnships of Beverley, Driffield, Cottingham, Hessle, 

the District a.) 2562, and South Cave, is under the consideration of 
and Parish Councils concerned. 


ELECTRIC TRACTION NOTES. 


Ashton-under-Lyne.—Mr. G. R. Askwith, barrister, of 
London, has been appointed arbitrator by the Board of Trade in 
the electric railway strike. Mr. Askwith has intimated to Mr. 
Jackson, the men's secretary, that it would be advisable iu the mean- 
time for the whole of the men to return to work. 


Belgium.—The scheme for the construction of an express 
electric railway between Brussels and Antwerp is again receiving 
consideration. According to the uew project the starting point 
would be in the Place des Palais, Brussels, the line being under- 
ground as far as Schaerbeck, from which place it would run to 
Autwerp parallel to the State Railway. The line would be 43j 
kilometres (27 miles) long, and this it is proposed to cover in 28 
minutes. The estimated cost of the line is £2,000,000. 


Birkenhead.—The Tramways Committee recommends 
the appointment of a tramways manager at a commencing salary of 
£300. Also that a tender from the Lorain Steel Company, Penn- 
sylvania, for the supply of about 110 tous of stecl tramway rails, be 
accepted. 


Bradford.—At a meeting of the Tramways Committee 
last week, Alderman Cowgill presiding, the returns showing the 
results of the working of the electric tramways for the week ended 
October 21st, 1900, were presented. On the Bolton section 3,094 
miles have been run, and the receipts amount to £130 11s., which 
is equal to 107124. per car-mile. The workmen's checks issued 
numbered 1,548, and 1,506 have been returned. The total receipts 
since April 1st, 1900, amount to £4,445 15s. 8d., or 11444. per car- 
mile. On the Horton section during the past week 6,329 miles 
were run, and the receipts were £260 9s. 9d., which is equal to 
10'10d. per car-mile. The workmen’s checks issued numbered 
1,762, and 1,720 were returned. The total receipts since April 1st, 
1900, amount to £9,638 11s. 5d., which is equal to 12:18d. per car- 
mile. On the Lidget Green section, during the week 2,640 miles 
have been run, and the receipts were £118 17s. 6d , which is equal to 
10-8d. per car-mile. The total receipts since the opening of the 
line amount to £1,008 16s. 5d., which is equal to 11 76d. per car- 
mile. 

The Board of Trade inspection was to take place yesterday of 
the new tram routes in Bradford—Westgate to Toller Lane and 
Thornbury to Stanniugley. The extension to Stanningley was tested 
on 24th ult.,when one of the electric cars performed a successful initial 
trip to the Leeds city boundary at Stanuingley. The committee 
hopes to have a regular service of cars running in two or 
three weeks The cause of the delay is the want of a depot at 
Thornbury, where a shed is to be erected capable of holding 100 
cars. It will form the central depót for the Corporation tramways. 


Cardiff.—The contracts for the electric tramway power 
house, &c., have been placed, and are mentioned under “Contracts 
Closed " this week. 


Carlisle.—An overhead tramway wire broke down on 
25th ult., and there is a tale about electrical effects upon a collie 
dog and a bullock which chanced that way. 


Darlington.—On Monday a special meeting of the T.C. 
was held to consider the draft observations aud objections to the 
draft of the provisional order of the Light Railway Commissioners 
as approved by the Tramways Committee. 


Dundalk.—The Dundalk Electric Tramway Company 
has applied for further time for the completion of its lines, and the 
Privy Council sitting at Dublin Castle last week decided to recom- 
mend the granting of the extension. The order made in 1897 
limited the completion to three years Subsequently it was thought 
wise to combine lighting with the tramway undertaking, and a 
London electrical engineer was asked to report, with the result that 
it was shown that the two things could not be worked independently 
with success. It was thus thought advisable that the promoters of 
the two' schemes should jointly carry them out. An agreement was 
entered into with Messrs. Drake & Gorham to carry out the works 
early this year, but on August lst they informed the promoters that 
the increased cost of iron and coal prevented their carrying out the 
contract. Therefore an extension of two years under the order has 
been asked for, and is likely to be granted as there was no 
opposition. 


France.— It is proposed to hold another competition for 
electric accumulators for motor cars in June next, under the 
auspices of the French Automobile Club. 


Gloucester.—With regard to the proposed acquisition of 
the tramways by the Corporation, and the conversion of tho same 
into an electric tramway, a meeting to take up the consideration of 
the matter will be held in the middle of December. In consequence 
of the extension of the city boundaries, the whole of the Council 
has been re-elected, and the number of representatives increased ; 
considerable local interest is being eviuced as to the policy the new 
Council will adopt on the tramways question. 


Hungary.—Some experiments with the Cecchi system of 
electric traction, usiug high pressure polyphase current, were car- 
ried out recently at the works of Messrs. Gauz & Co. at Buda-Pesth, 
in the preseuce of the Austrian Minister of Railways aud a large 
number of exports. 


104 


THE ELECTRICAL REVIEW. [Vol 47. No. 1,197, Хоунмв»в 2, 1900, 


Italy.—The following are some particulars concerning 
a projected new line in Italy, for which only two new sections are 
required to complete the same from Genoa to the south-eastern side 
of Mont Blanc. A pretty full description of one of the sections has 
appeared from the pen of Colonel Alberto Ara, late of the Royal 
Italian Artillery, iu the Gazzetta del Popolo ; it relates specially to 
a project of Engincer Rossi, of Genoa, who has projected a short line 
of about 43 kilometres from Asti to Chivasso, which would form a 
part of the main line from Genoa through the Val d'Aosta up to the 
town of that name, which length of line would be subsidised by the 


State to the extent of 5,000 lire per kilometre, for a period of 70. 


years, with a lump sum of 500,000 lire from the town of Asti. The 
proposed 43 kilometres from Asti to Chivasso would shorten the 
distance between Aosta and Genoa by 34 kilometres. Similarly, 
Engineer Cedale, of Aosta, has projected an extension of the present 
Valle d'Aosta line from Aosta to St. Didier, on the other side of 
Mont Blane, which would be similarly subsidised, except that 
possibly the town of Aosta would not be able to make such 
a large capital grant. It is proposed to tunnel under Mont 
Blanc and make a junction with the extension of the P.L.M. 
line, now being carried up into the Chamonix Valley. The 
maximum elevation above sea level at any point is only 1,000 metres, 
while the distance from St. Didier to Chamonix is only 16 
kilometres, of which about 13 would be in a tunnel. It is 
proposed that, by taking advantage of the abundant water power 
on both sides of the mountain, the tunnel section should be worked 
electrically, thus avoiding the suffocating sensation arising from thc 
use of sulphurous coal as in the locomotives drawing trains through 
the St. Gothard and Mont Cenis Tunnels, from which travellers so 
often suffer. Originally it was intended that the extension from 
St. Didier should be made into Martigny, thence connecting with 
the Rhone Valley line, but as this line will be connected with the 
Simplon Tunnel route when completed, it was thoucht better to 
vary the route of the proposed direct line to Genoa, so as to obtain 
for it the heavy tourist traffic to the neighbourhood of Mont Blanc 
and the Chamonix Valley passing by way of Geneva. Besides, the 
distance by this route betwecn Paris and Genoa will be consider- 
ably shortened by the proposed deviation from the original plan, 
and by openiug up a new and shorter route to the North of Italy, 
there is sure to be an enormous traffic to the beautiful Valle 
d'Aosta, which is gt present only accessible by passing down to the 
southward through the Mont Cenis Tunnel and returning north- 
ward by train from Turin, a journey of some five hours’ duration, 
which has to be again repeated before the traveller can regain one 
of the main lines leading back into France or Switzerland. Apart 
from this holiday passenger traffic, it must be remembered that 
Genoa is now the most important port in Italy, if not in the 
whole of the Mediterrancan, and the business and goods traffic 
should therefore be heavy. Undoubtedly, when finished, the 
P.L.M. line would run through trains from Paris to Genoa, and 
probably, as in the case of through traflic to Nice and Venti- 
miglia, through carriages would be run from Calais to the 
Mediterranean. 


Limerick.— Last October, in the face of a good deal of 
popular opposition, a scheme was passed for passenger traffic and 
goods haulage by electricity, but the latter part of the proposed 
seheme was so unpopular, on the ground that its adoption would 
take away the means of livelihood from a large body of carters, and 
{Баб other interests would suffer, that it had to be abandoned. 
During the discussion the Mayor (who favoured the project) had to 
receive police protection on his way to and from the Council 
meetings. Now, however, it is said that the scheme will be pro- 
ceeded with, after lying in abeyance for over 12 months. 


Liverpool.—On Monday afternoon a span of supporting 
wire, which was attached to a building on the Pier head, the 
river terminus of the electric tram system, gave way, with the result 
that two main conducting overhead wires fell down, interrupting the 
working of a portion of the system for au hour. 


Lianelly.—There was a sitting of the Light Railway 
Commissioners at Llanelly on Thursday last week to hear an appli- 
cation for an order by the Llanelly and District Electric Lighting 
and Traction Company. In stating the case on behalf of the 
promoters, Mr. Page, Q.C., explained that there was no substantial 
amount of opposition to the order which was being applied for, and 
any opposition that was offered had reference merely to clauses. 
The promoters of this order were the Llanelly and District Electric 
Lighting and 'Fraction Company, which was incorporated on 
November 29th, 1899. 'l'he object of the order was the relaying 
of the tramway now belonging to an independent company in 
Llanelly, and also the extension of that tramway in four difections. 
The existing tramway was rather more than a mile in length, but 
under this scheme it would be extended to 7 miles 6 furlongs 
`2 chains. This application was the result of a desire on the 
part of the Borough Council and the tramways were to be ex- 
tended to meet that desire. Last year the Council came into 
communication with the British Insulated Wire Company, which 
had a very large amount of capital, and carried on its business 
iu Prescot. An agreement was entered into on December 4th of last 
year, whereby it was provided that this company or its nominees 
should apply for the provisional order for the supply of electricity 
to be transferred to it, and also for the construction of a proper 
tram way system. It was provided that either the British Insulated 
Wire Company should carry this out, ora subsidiary company should 
do it for them. In consequence of that arrangement this Llanelly 
‚апа District Company had been formed, and the B. I. W. Company 
was prepared to give a guarantee of the ability of the promoters of 


this order to carry it out if they were empowered by the Commis- 
sioners. The total capital proposed was £50,000, which was con. 
siderably in excess of the amount expected to be spent on the line 
Taken altogether, the total population to be served ran close to 
40,000, of which Llanelly was the central town. It was, in fact, the 
only market town of the district. Arrangements had now beer 
made by which the tramway had been transferred to the promoter 
of this order. The gauge of the existing tramway was 3 feer, 
while the new one would have a gauge of 3 feet 6 inches. The 
system was the overhead trolley system, which was the one moa 
generally adopted in this country. The cost of construction would be 
£35,000, and it was estimated, having regard to the population to be 
served, that they could fairly count upon earning £8,000 a year. 
Allowing 50 per cent. for working expenses, that left a sum of 


44, 000 proni, which would be ample to pay a substantial dividend. 


All the local authorities approved of the scheme, and arrangements 
had been made by the Borough Council by which workmen’s cars at 
cheap fares would be run. One great advantage of the scheme wa: 
that there would be two lines connected with the Great Westem 
Railway station, which was far removed from the centre of the 
town. The line would be laid all through on the high road, and it 
was not proposed to make any compulsory purchase of land. 

The chairman then said that the Commissioners were of opinion 
that the scheme was a very satisfactory one, and they would be 
pleased to recommend the application that had been made. 


Manchester and Liverpool Electric Railway— 
Surveys have again been made in the meadows between Eccle and 
Barton for the line of the electric express railway prior to the N. 
being deposited in the Hoyse of Commons. 


Oldham.—The sanction of the Board of Trade to Uy: 
borrowing of £280,000 by the Corporation in respect to the electne 
tramway undertaking has just been received. 


Paisley.—The T.C. held a special meeting on Mondar 
to consider the rival electric traction schemes. Earlier in the бат 
Mr. Murphy, of Dublin, spoke at a meeting of ratepayers on the 
same subject, and explained the changes he proposed making in the 
Bill of the Paisley District Tramways Company, which was rejected 
last year. He partly blamed the clauses affecting the local 
authorities, of which there are several in the proposed area, makinz 
the scheme unworkable. He now А that all the clauses 
should apply equally to all the local authorities concerned, and 
suggested meeting a representative from each to arrange matter. 
In his new Bill the local authorities would have the right topur- 
chase the tramways as a whole at the end of 25 years at a fair 
market value. With regard to the electric power station of tle 
Paisley Corporation, Mr. Murphy said he was willing to negotiate 
with the Corporation with a view to purchase. At the Council 
meeting, Bailie Bell thought Mr. Murphy had been badly advixi 
in holding this ratepayers’ meeting. He moved that the Corpor- 
tion go on with the preliminary steps with a view to Согрогаї 1 
control. Ex-Provost Clark moved the previous question. 0:4 
division, there was an equality of votes. After much discussion i: 
was agreed to take a poll of the ratepayers on Saturday, Novembe: 
3rd, the question to be asked being Corporation or Private 
control. 


Plymouth,—On the morning of the 24th ult. an over- 
head wire, presumably a guard wire, broke down in Tothill Road. 
The tram service appears to have been delayed about half-an-hocr. 
The Western Morning News says: “The effects of the electrical 
current can be plainly seen on the tram rails and the paving stone: 
adjoining "! 


Portsmouth.—On Monday, in the presence of a number 
of members of the Corporation and other influential townsmen, a‘ 
well as of the Mayoress and several ladies, the Mayor of Portemoutt 
(Mr. Harold Pink) laid the foundation stone of the electric tram- 
ways power station. The power station, which is situate at Fratto: 
is to be 116 feet long, 49 feet wide, and 28 feet high. 
tain three engines of the horizontal Corliss type, two being side-b:- 
side compounds of 640-н.р. each, and the third a tandem compound 
of halt the power of the others. The engines are to be by Mers 
Yates & Thom, of Blackburn. The electric generators, of the ustal 
engine type, are to have the armature in each case mounted directs 
upon the crankshaft of the engine. The dynamos will be made iy 
the English Electric Manufacturing Company, Preston. Inthe engine 
room will also be erected condensers with independently-drivcn 


pumps, and an overhead travelling crane capable of liftiug 25 tou: 


T 


here will be ample space for a fourth engine.  Water-cooliuz 


towers are to be used in connection with the surface condenser». 
The condensing plant will be supplied by the Worthington Ссп- 
pany, London, and the pipework by the Alton Company, Lond. 
The roof of the building is to be formed by a large cast-iron waur 
The chimney shaft isto 
be 126 feet high, with an inside diameter of 6 feet 6 inches. In tle 
boiler room will be three Babcock & Wilcox water-tube boilere, ea 
of sufficient capacity to run one of the large engines. А Green 
economiser is to be provided in connection with the boilers, whic!. 
will also be fitted with steam superheaters. Space is provided fer à 
The statiey 
has been designed by Mr. Rotter, the engineer in charge of the 
The contract price of the building is £10,525. 


tank, capable of holding 25,000 gallons. 


fourth boiler, and also for an additional ссопотіѕег. 


tramway works. 
and the machinery will cost £29,656. The contract time for t 


completion of the structure is nine months from its coọommerw- 


ment. А 


(Continued on page 713.) 
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ELECTRICAL. DEVELOPMENT SCHEMES 
IN INDIA. 


[v course of time no doubt the rivers of India will be made 
to render great service in connection with the various 
industries, by being utilised for the generation of electrical 
energy for lighting, traction, and power work. The pro- 
l to make use of the great force of the Jhelum River 
and its series of gorges for the operation of a 2 feet. 6 inches 
mange electrie railway from Jummu to Srinagar, a distance 
of 180 miles, is already familiar to our readers. * | 
Another proposition, which was stated to be in the hands 
of a London syndicate, was the Simla water-power scheme, 
utilising the waters of the Sutlej River for the operation of 
turbines for electrically working the Kranga Valley Railway, 


are all desirous that India should secure ‘at ‘the’ earliest 
possible moment all the benefits which electrical science and 
engineering are able to confer upon. her in the development 
of that vast continent by the up-to-date utilisation of her 
natural forces : but even while bearing that desirability in 


mind, we should be exceedingly sorry to see work of such 


enormous importance and of so vast a nature taken possession 
of by other than English manufacturers, There may once have 


heen a valid reason. for the execution. of English tramway 
station machinery orders by American houses, but. at the end 
of the century when there is unmistakable evidence of. English 
manufacturers having pulled themselves together, and set 
their works in order, the requirements of these foreign 
countries must not be disregarded. It is not up-to-date 


enterprise which allows а man to sit down satisfied because 


URR CHUCKI-SIVASUMUDALRAM FALLS OF THE CAUVERY. 


us North-Western Railway, and partly the Simla-Kalka 
Railway, certain power for lighting and other purposes 
being conveyed to Lahore and Simla. This is some miles 
tu the south of the area affected by the Kashmir scheme, 
but both Sources are well within the mountainous Himalaya 
trict, 
| Danes numerous other schemes of a similar kind 
n suggested or umwn up, but so far as we 
"A ж practical epee have only been commenced 
HA undertaking ; we refer to that for whose 
* Cauvery Falls are to furnish the power, 


and ee m 

for Which, may we significantly add, the large 

Carri | 

m out by American electrical works. Of course, we 
är ie ee Bh natn ы ы, 


electric. . 
al machinery and equipment contracts are to be 
* 
ELECTRICAL. Review, September 8th, 1899. 


his books are full of orders, and his works are doing overtime. 
He must pull down his old barns and build greater, if we 
may quote a seriptural phrase, without applying the full 
meaning of its original context. To fail to bestow the proper 
attention upon the electrical development of any of our Colonies 
or dependencies, particularly India, Africa and Australasia is 
tantamount to giving a hearty invitation to more enterprising 
engineers and manufacturers of other nationalities to enter 
into the land of promise and carry off the spoils. How 
meckly should we follow after them to gather up the crumbs 
that fell from the rich man’s table! We must look not 
only to the English manufacturer and his representatives to 
watch our national electrical interests; the engineer, the 
exploiter, and the promoter, must precede him making 


straight the rongh places. Are English electrical engineers 


doing all in their power in this direction ? We are tempted 
F 
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to believe not. In the promotion of home schemes their 
name is legion, and too often they are to be met with 
tumbling one across the path of another in the pursuance of 
rival interests, scrambling for the next job, Mr. Wellknown 
and Mr. Littleknown secing who can underquote the other 
for preparing a report, most of which is already filed in well- 
stocked pigeon holes. We have no intention to undervalue 
these home development works, but we do think that abroad 
there is wide scope and a golden opportunity which, if not 
taken advantage of by the British, certainly will be by the 
American or German. Perhaps it might be as well for 
some of these consulting engineers to turn. their thoughts 
abroad instead of bemoaning the fact that there are too 


R.E., and to Col. Robertson, chief of the State Public Works 
Department. 

For the following particulars of the scheme, as well as 
for the accompanying photograph of the Falls themselyes, 
we are indebted to our contemporary, the Jndian and Easter, 
Engineer, 

The power is to be utilised for working the goldfields of 
the Kolar district of Mysore, and it * must undoubtedly led 
to other similar developments in territories which are not so 
fortunate as to be subject to the Mysore Durbar.” 

The Cauvery River rises in the Western Ghauts and dis- 
charges in the Bay of Bengal, after a course of some 473 
miles, 


many of them at home. 


forelock in Australia, India, the River Plate, and so on. 


y — observations have shown that even in the 
| p — —— — dctryest month of the dryest season on тесі, 

Y а= the quantity required is easily availible, —— 
tenen. e, ТЫ: enum y The actual horse-power generated at the 


We are well acquainted with in- 
stancesof consultants who have done vell by taking time by the 


The Falls of the Cauvery, at which the generating 
station will be situate, are at Sivasumadarum Island, some 
50 miles below Seringapatam, of famous memory, and a dis- 
tance of about 93 miles across country from Kolar, the centre 
of the Mysore gold mining industry, where 
the power is to be applied. 

Thedischarge required to generate sufficient 
power at the Falls to transmit and deliver 
4,000 H.P. at the Kolar goldfields has ben 
found to be 181 cubic feet per second, and 


Falls power station will be 5,970, and an 
allowance of 33 per cent. has been made for 
loss during transit. The lithograph publishe: 


€ | : у with this article gives a plan of the works 
\ МЭ V%, at the generating station, the whole of which 
WA pe A N WN will be in Mysore territory, with the ex- 
\\\ A SS ҮА. YN . у ы . . 
ds Malt =~) А Bw N ception of the two low dams, which will be 
Noa eee”, gi BAV i partly in Mysore and partly in Майга 
(ESS eee territory. 
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If more of this kind of thing be not done we тау 
expect repeatedly to hear of American engineers drawing 
up electrical engineering schemes for British and Colonial 
territory and American manufacturers supplying all the 
machinery. Why not English engineers and English 
manufacturers ? 

However, to revert to the Cauvery Falls installation, this 
is being carried out by Americans, and it is the first actual 
scheme which has been definitely settled in India. The credit 
for being thus first in the field to utilise natural Indian 
waterfalls for the assistance of industry is due to the State of 
Mysore, but the American manufacturers are also first in the 
field for works of this character, and they will doubtless feel 
the beneficial effect of this when subsequent proposals are 
brought forward. We understand that the conception of the 
Cauvery Falls project is due to Major A. J. de Lotbiniere, 


It is proposed to erect a low dam at W X, 
which will serve to divert the dry-weather 
flow of the river into the western branch. 
Across this western branch at А, а low 
anicut, or dam, will be erected. This dam 
will serve as a barrier during the dry weather 
only, and will not form an obstacle to the 

a passage of flood water. Two channels wil 
take off from the left flank of the anicit 
sufficient to carry 220 cubic feet per second 
each. It has been considered advisable to 

s build two channels once and for all, as the 
works will be enlarged in all probability 
soon after completion. 

These channels, which will be in excava- 
tion throughout their length of 3j mile 
terminate at the point в, which is a high 
bluff overlooking the river. From the tail of 
the channel three steel pipes 36 inches m 
diameter will carry the supply of water under 
pressure to the generating station, which will 
be situated on the margin of the river, 6 fe 
above highest flood level, and 410 below the 
tail of the channel. Three pipes or pe 
stocks are employed, in place of one, t^ 
obviate all risks of accidents. Two pipe 
alone are sufficient to carry the neces! 
water. They will be fitted up with all the 
latest devices to ensure satisfactory working. 

such as air and vacuum valves and relief valves, and the 

lengths from which they will be built will be rivetted 
together at site. The plates will be graduated in thickness. 

the heavier ones being at the bottom of the bluff. — . 

The generators will consist of six complete units © 
1,000 H.P. each, each unit comprising a water-wheel and 
generator on a horizontal shaft. The generators will work 
at 2,200 volts, Step-up transformers will be employed to 
raise the voltage from 2,200 to 30,000. At the recen? 
end of the line, step-down transformers will reduce this 
voltage to 4,000 for distribution purposes. At each mime 
secondary transformers will be employed to still further 

reduce the voltage to between 150 and 200. 

The transmission line will be in duplicate; two set of 

poles, each carrying three wires. Asa rule, both lines v 

be used, each line taking half the current, but in the ev"! 


ә 
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of one failing, the remaining line will be sufficient to carry 
the whole current. In order to reduce the line loss to a 
minimum, change-over stations will be provided at 30-mile 
intervals. These stations will enable sections of the line to 
be thrown out of operation for repair at any time, without 
interfering with the remaining portions of the same line. 
l'or instance, if an insulator failed at mile 35 out, on No. 1 
line, the section in which this insulator happened to be 
would be cut out, and the ends of sections Nos. 1 and 3 of 
line No. 1 would be connected with No. 2 line at both ends. 
The current carried by No. 1 line would then travel over 
No. 1 for 30 miles, cross over to No. 2 from the 30th to 60th 
mile and then back to No. 1 from 60th mile to the end. 
The result would be increased line loss due to one-third of 
No. 1 line being out of operation only. Without change- 
over stations, if one line were cut out for repairs, and the 
whole current carried on the other, the line loss would be 
doubled. Ordinarily each line will carry half the current with 
a loss of a little over 13 per cent. 

The contractors for the generating plant and transmission 
lines are the General Electric Company, of Schenectady, 
USA. The turbines (modified Pelton wheels) are to be 


slotted armature type with revolving field, either on one bed- 
plate with the turbine or separate. The armature will be 
tested for one minute with an alternating pressure of 5,000 
volts, the working pressure being 2,200 volts. The 
efficiency claimed is high, namely, 96 per cent. at full load. 
The armature is made to slide off parallel to the axis for 
repair. 

The voltage proposed for the exciters is only 60 volts. 
This low voltage is proposed in order to enable a strip wind- 
ing to be used on the generator field magnets, giving an 
advantage in reducing the bulk of the field coils and also 
reducing their temperature, both on account of the reduced 
bulk, and of one edge of the strip being exposed to the air. 

Moderate sized single-phase units are proposed, and either 
air-blast or water-cooled oil transformers are specified. 

The lightning arresters proposed consist of a number of 
metallic balls with air gaps in between, and put in series 
with a graphite resistance. They depend for their action in 
extinguishing the are. formed on the cooling effect of the 
masses of metal combined with the reduced- current due to 
the resistance. They are said to have been used successfully 
in a large number of installations. 


ELECTRICITY WORKS at CuEvnEs: THURY CONTINUOUS CURRENT GENERATOR. 


supplied by Messrs. Escher, Wyss & Co., of Zurich, and it 
is provided in the agreement with the contractors that the 
water-wheels for driving the generators shall each deliver 
tothe corresponding generator shaft under normal conditions 
1,015 B.H.P., and a maximum of 1,260 B.. P. The water- 
wheels for driving the exciters shall each deliver under 
normal conditions 110 B.H.P. The regulation of the water- 
wheels to be as follows :—If 25 per cent. of the full normal 
bad be thrown off or on instantaneously, the increase 
or decrease in speed not to exceed 3 per cent. of 
normal speed. If 50 per cent. of full normal load 
be thrown off or on instantaneously, the increase 
or decreas? in speed will not be greater than 5 per cent. 
of the normal speed. If the full normal load be thrown 
of or on instantaneously, the increase or decrease in speed 
will not exceed 10 per cent. of the normal speed. Further- 
more, the governors shall not race under sudden variations 
of load, and in steady or gradually changing loads they shall 
поб allow a variation in speed of more than 1 per cent. from 
the normal. 
A number of leading electrical manufacturing firms sent 
in their proposals for the scheme, that of the General Electric 
y,of America, as we have already stated, being accepted. 
In their scheme the generator proposed is of the stationary 


The wire specified is No. 0 B. and S. gauge, having a 
diameter of 0°32495 inch, and a section of about 0'829 
square inch, with a weight of 322°5 lbs. per 1,000. The 
total weight would be about 410 tons. 

The plant to be supplied by the General Electric Company 
is as follows :— 


6 generators of 720 Kw. capacity each; 2 exciters of 75 Kw. 
capacity each; 12 step-up air blast transformers, 400 Kw. each ; 12 
step-down air blast transformers, 350 Kw. each; 4 blower sets for 
cooling step-up and step-down transformers; 1 electrically-driven 
air compressor and reservoir for blowing dust from generators; 
2 air compressors for blowing dust from switchboards in the two 
transformer stations; 1 switchboard for generating station; 1 
switehboard for step-up transformer station; 1 switchboard for 
step-down transformer station; 8 switchboard panels for section 
houses; 3 hand-power cranes—1 each for generating, step-up trans- 
former, and step-down transformer stations ; lightning arresters for 
step-up and step-down frausformer stations, and also for two inter- 
mediate points on the line; 6 tachometers for indicating the speed 
of the generators; necessary material and supplies for lighting, 
generating, and step-up and step-down transformer stations to the 
extent of 50 16-c.P. incandescent lamps in each station; suitable 
wiring and cables for the generating station, the step-up and step- 
down transformer stations, together with suitable iron conduit 
for containing wiring aud cables where advisable; poles 
for the transmission line according to the survey and the distance 
thereon specified, not to exceed 93 miles ; insulators, pins, cross-arm 
clamps, and miscellaneous supplies for the poles (cross-arms to be 
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supplied by Government); two independent copper transmission 
lines strung on opposite sides of the poles. The section of copper 
wire will be equivalent to No. 0 Brown & Sharp gauge, and each line 
will have three conductors ; metallie circuit telephone line consisting 
of two hard-drawn copper wires of 005199 square inch in the section. 
Glass insulators for telephone line together with telephone instru- 
ments in the generating, step-up and step-down transformer stations 
and lightning arrester stations. Suitable stubs, guy wire and tying- 
in wire for the transmission lines. Spare parts for the generators, 
exciter, switchboard, transformers, and spare cable. 

The General Electric Company's contract price amounts 
to £140,941. 

The scheme is at present at the following stage. The 
sanction of the Government of India has been obtained. An 
arrangement has been entered into by the Government of 
Mysore with the Government of Madras for the supply of 
water in the Cauvery River. Tenders for the execution 
of the necessary works in India have been accepted, and the 
collection of materials and the excavation of the channels 
begun. Agreements have been entered into for the supply 
of the generating and transmission plant, and with the 
various mining companies for the supply of electrical power. 
The tenders for the plant stipulated that the whole should 


Dimensions in millimetres. 


Fic. 5..—ExciTER: CROSS-SECTION. 


be fitted up and running in less than 20 months from the date 
of acceptance (July 15th, 1900). The tenders already 
accepted only provide for the generation and transmission 
of the power to a central station in the gold mines district, 
and arrangements are now in progress for accepting tenders 
for the distribution of the power from the central station to 
the various machines on the mines. 


THE ELECTRICITY WORKS OF CHEVRES 
(GENEVA). 


(Continued from page 668.) 


Machine 15, Continuous Current.—This machine supplies 
continuous current to the electro-chemical works of the 
Société“ La Volta" at Chevres. 

It is of the Thury type, with 12 poles (see p. 707). Its 
power and speed are the same as those of the alternators. It 
is capable of giving a current of 4,000 amperes at a pressure 
of 208 volts. The bored-out diameter of the magnets is 
э metres. The weight of the moving part is 27,500 kilos., 


and tlie total weight of the machine is 60,500 kilos. 


The winding of the armature consists of large copper bars 
sunk in semi-open grooves, in such a manner that it is not 
necessary to secure them by bands. 

The current is collected by carbon brushes on a commu- 
tator 1 metre in diameter. In order to facilitate the upkeep 
and examination of the commutator, each brush-liolder can 
be taken off independently of the others, and all the brush- 
holders on the same spindle can be removed from the com- 
mutator at the same time. 

The machine is also provided with a hand brake in order 
that it ean be stopped, even if the gate of the turbine is not 
altogether closed. 

THE EXCITERS. 

The exciting dynamos (fig. 5), to the number of 
three, were made by the Oerlikon Works; they am 
designed for an output of 750 amperes and 115 volts, at 
150 revolutions per minute. They are continuous current 
machines with six poles, and the armatures are coupled 
direct to the turbine shafts. Each dynamo constitutes an 
independent machine, having one principal lower bearing 
and one higher guide bearing. The shaft is bored in the 
vertical direction, and by this means the princi- 
pal bearing is lubricated from above. 

The armature is drum wound by means of 
bars of copper fixed firmly in the slots of the 
laminated iron core, and insulated from the 
same in an effective manner by tape and mica, 

For collecting the current, each machine is 
provided with six series of brushes, of which 


. 
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TR. cach comprises three brushes; the commutator 
= is of hard copper: the magnetic field, of 
a mild cast-steel, is six-polar, and is excited by 
ел а compound winding. 

m SWITCHBOARD. 


i In order to simplify the station at Chevres, 
and to permit of the easy controlling of the 
units, a special arrangement of boards has been 
found necessary: these boards were supplied 
| and erected by Messrs. Brown, Boveri & Co, 
"T at the same time as their generators. 
1 The installation comprises a series of small 
жй boards, cach controlling one of the new gene- 
rators, and one large general board receiving the 
current of all the generators of the station, 
and distributing it to the various feeders. 
The small boards, called е етиш de con- 
nerion, are placed opposite the generators 
which they control; they comprise marble 
panels, carrving two ammeters, which indicate 
the current in each phase, and a two-way switch 
for sending the currents from the machine 
into a special feeder, or to the large centr 
board. In order to receive the latter board and 
its apparatus, the width of the building facing 
alternators Nos. 6, 7, 8 and 9 has been in- 
creased by 3 metres, by the construction of a bay which 
overlooks the tail race. 

The building of this bay, which is 30 metres long, pre- 
sented certain difficulties, owing partly to the room required 
for the overhead crane and its load of 30 tons, and partly to 
the foundation to be given to the structure from which the 
aerial lines start. The use exclusively of concrete and iron 
solved these difficulties satisfactorily. The rails of the 
traveller rest on а beam of strengthened concrete of a special 
shape, designed for carrying a load of 30 tons, This beam 
is joined at its ends to the wall of the building ; it is als 
supported by three columns of strengthened concrete 35 ems. 
square, placed 7°5 metres from centre to centre. 

The height of the bay is divided into four stages by 
means of beams of strengthened concrete. The lowest stage 
is on the subsoil level ; this space is used for the low tension 
cables and the lightning arresters. The stage above is on 
the level of the machinery room; here are placed the rheostats 
for regulating the alternators, and the high tension cable 

About 2:8 metres above the floor of the machinery room 
runs a gallery intended for the public. This gallery e 
responds to the ceiling of the first floor, and supports the 
switchboard proper, where the controlling is donc. Пе 
engineer controls from his post here the whole machinery room. 
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Finally, a top stage supports the structure whence the 
overhead lines depart. This structure has a rectangular 
section of 5 x 3 metres and a height of 10 metres; it is 
made of iron and covered partly with xylonite and partly 
with painted sheet-iron. The different stages communicate 
with each other and with the machinery room by an iron 
staircase. 

(To be continued.) 


THE WORKS OF LUDW. LOEWE & CO., 
BERLIN. 


(Continued from page 671.) 

We need not say much of the polishing department. It 
is the same as the rest of the works, clean and orderly and 
well lighted, and supplied with fan-exhausted pipes to carry 
off thae dust of the operation. Polishing is an operation that 
only applies to such articles as hand wheels, handles, and cone 
uleys. No absolute mechanical accuracy is needed on 
things like handles. They are simply polished. 

One of the most important of modern methods is the 
jig system. А Jig is a specially-formed plate, bracket, 
or box which holds an article to be drilled or bored in per- 
haps half a dozen 


is accurately 
de to receive the 
ieee, and it has 
mojeetions on it 
which are true, and 
en these the jig 
ests upon the table 
of the machine tool. 
The work is then 
ompleted by simply 
massing the required 
s and reamers : 


jig and 
the piece 
0 be machined. 
We have in mind 
the jig for holding 
the apron ofa lathe, 
a piece in which 


in the middle is the tramway, and along the other side the 
drop hammers. 

The smithy is in the same building as the steel store, and 
adjoining it is the hardening and tempering room. Here 
are lead baths for heating, and tanks for quenching in oil, 
brine, or water. Everything is done here to known tempera- 
tures ; pieces are thus finished unspoiled, and there is no depend- 
ence on special skill. Both water and oil are employed for quench- 
ing, and there are draught hoods to carry off the oil fumes. 

After the hardening process few articles are found to be 
quite straight and unwarped. We note a special press in 
which reamers are straightened after coming from the 
hardeners. Before leaving the subject of the machine shops, 
we might point out one or two facts that go to swell the 
total that is made up into one fine system. In the planer 
shop the tools are alternately end for end; this puts two 
working sides together for one man to attend to. In circular 
milling of wheels one man easily attends five machines, and 
one man can look after two accurate grinding machines, 
The machine-testing department is not part of the manufac- 
turing business: it comes under the administration side. 
The sale of machines is effected by administration, and so it 
appears right and proper that a sort of rival to the factory 
should keep a check on the factory, and maintain it in 
efficient order by having the power to reject its products, 
if not up to quality. This also prevents the administration 
from throwing all 
blame onthefactory 
should anything go 
wrong,as must hap- 


DØD д pen, even in the 

Ltd „ө 

№27 most perfect work, 
sometimes, 
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We notice a neat 
little tool by Brown 
aud Sharpe for test- 
ing circularity, the 
error being multi- 
plied by a long 
pointer. ‘Those who 
may still doubt. the 
relative truth of 
turned and of 
eround work, ought 
to watch a few tests 
with this little ma- 
chine. Ме illus- 
trate this in fig. 8. 


there are many holes The accompany- 
to be bored. The ing form is a copy 
holes in the jig are of one of the test 
fitted with hardened _ sheets of a lathe. 

Any piece EA These and similar 


wanting — frequent 

ing requires a jig to cheapen its production. Of course, 
all these jigs and fixtures cost money, but they are the only 
means by which good work can be turned our cheaply. 
The making of jigs and fixtures is so important that a 
separate department is devoted to it with its full lines of 

ious tools. 

The inspection department is, of course, one of the essen- 
tials of such a works as this. All parts are duly inspected, 
the inspecting department having full sets of all the neces- 
sary gauges. Similarly, parts for stock are inspected and sent 
tothe stores, whence they are drawn direct and accurate for 
assemblage in some machine, which can very quickly be 
delivered to order when all its parts lie finished in the stores. 
ing is not well carried out in most shops. All 
details shonld be inspected as finished, and this inspection 
should be excellent and complete, or the erection department 
will suffer. Good detail inspection renders final inspection 
much simpler. 
_ The steel store contains bars of all the sizes necessary, and 
initare machines for cutting the bars to lengths accurately, 
and with a minimum of loss, ready for the processes of the 
machine shop. 

The smithy is shown in fig. 7. It is an almost ideal 
smithy for light work. Lofty and clean, and with all the 
forges well exhausted by pipes and fans in the manner 
shown. Along one side are ranged the forges and anvils ; 


sheets are got up 
for all machines. They contain one column for the limit 
of error that is allowed, and a second column for the error 
found. If not up to the required standard of accuracy, the 
machine in question would be returned with the sheet for 
correction by the manufacturing department. 


ENGINE LATHE WITH LEAD SCREW. 
Order No. 1,502, Mod. No. 2, Manuf. No. 15,354. 


— Allowance of Real 
error. error. 
Taper in spindle cau be out of true taps Of 1 inch 0 0004 
in 12 inches 
Head stock spindle to V-ways of bed 
can be out of line :— 
Horizontal soon Of 1 inch 0:0004 
Vertical iis i ... | in 12 inches 0:0006 
Tail stock spindle to V-ways of bed 
can be out of line:— 
Horizontal а sie do. do. 0:0002 
Vertical дуз ds dus do. do. 0:0006 
Facing.—By facing a disc of 16 
inches diameter, tool cuts:— 
Concave 0:0009 
Convex T 980 ae PE 0:004 
Lathe centres out of true change 0:0004 exact in 
gears order. 


Date, July 12th, 1900. | 


Digitized by Google 
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In fig. 9 we illustrate a neat shop stand for holding tools 
and packings for planers, &c. Another neat stand 
noticed was a rack for bolts, consisting of several parallel 
bars of I section attached to a shelf and spaced to take the 
shanks of the bolts between the flanges, the bolt heads rest- 
ing on the flanges, and each size of bolt having its own row. 
A stand will have two shelves of 15 rows each, the shorter 
ones above and the long ones below. The time saved by 
this device alone must be enormous, as compared with the 


Fic. 8. 


old system of hunting up old dirty bolts from under an 
equally dirty bench, and then having to run the nut up and 
down in a vice to clear off the burrs made last time the bolt 
was thrown down upon its hard fellows. It is in things like 
this that money is made or saved or economised, A word 
is due to the C. W. Hunt tramlines, which are so arranged 
with uniform curves that, by causing the wheels to run 
on their flanges when passing curves, the curve is taken 
naturally, the ratio of the new tread diameter being that of 
the radii of the inner and outer rails. Messrs. Hunt & Co. 
are the well-known makers of coal conveyor machinery, 
and some of their work might be seen on the Spree side as 
well as in London. 

We come now to two processes or departments not 
much in vogue in this country. One of these is the 
pickling department for castings. Pickling is done for the 
purpose of removing sand and silicious matter, and is 
done in all cases except where the form is plain, and the 
mould can be easily graphited so that the sand drops off 
without pickling. Castings up to 1 ton in weight are 
pickled, lathe beds, the columns of milling machines, &c. 
The process is quite simple as here carried out. The 
castings are taken direct from the foundry, and little or 
no pains are taken to remove any sand that adheres. They 
are simply laid in big troughs of wood, small castings in 
an indiscriminate pile, large ones in a separate trough. 
The acid is a mixture of 10 per cent. commercial sulphuric 
acid, and 90 per cent. water. This is poured over the 
‘astings several times daily, and the surplus runs back 
into its trough, fresh acid being added as the mixture 
becomes spent, the mixture being used over and over 
again. The castings are kept moist until the acid gets 
below the sand and the sand peels off and leaves a clean 
surface. Twenty-four hours is usually sufficient, but some- 
times more time is required. After sufficient exposure, plain 
water washing removes the acid. The cost is low, the 
wear of tools is greatly decreased, and the cutting speed 
of machines is increased. This opens up the whole question 
of materials and their hardness, In America everything is 
sacrificed by many manufacturers to speed of production. 
Castings are pickled, and are often soft in the extreme, 
and so is the mild steel that is used. 

In this German works an endeavour is made to secure 
proper materials for everything. The supervision of the works 
is American, and there has been added on to the American 
system something of German scientific methods. We think 
that our English engineers have, many of them, been neg- 
lectful of the means of securing easy working. How many, 
for example, carry out the system of pickling their castings ? 
It is not necessary to carry the process to an excessive 
degree. Properly done, so as just to get below the sand, the 
sandy silicified surface drops off, and saves both the tool 
edges which have to cut the iron, and the machines on 
which the work is done, by the absence of erit. 


(To be continued. ) 


ROCHDALE ELECTRICITY WORKS. 


ROCHDALE, with its 75,000 inhabitants, is the latest of the 
Lancashire towns to put down a municipal electricity supply 
works. The plant is at present to be used for lighting 
supply only, but later on the works will supply energy for 
operating the tramways. 

‘The Corporation entered into the scheme with the assistance 
of Mr. E. M. Lacey, M. I. C. E., as consulting engineer, who 
advised in conjunction with the gas 
engineer, Mr. T. Banbury Ball. 

The system adopted is three-wire, with 
balancing machine and accumulators, the 
supply to consumers being at a pressure 
of 220 or 440 volts, as may be decide 
by the engineer. te wa 
found adjacent to the. Corporation 
works, situated alongside the river 
which water is taken for condensin 
JOSES. 

The boilers are of the Lancashi 
30 feet x 8 feet diameter, : 
for a working pressure of 150 
by the Oldham Boiler Com 
Limited. Proctor's automatic st 
driven by a Lundell motor, have been fitted to these 
boiler fittings are by Messrs. Hopkinson & Co: E 

The Green's economiser consists of. 256 tubes. 
scrapers are driven by a Lundell motor, coupled 
worm gear to the scraper shaft. * 

The feed pumps are of the three-throw plunger type, gt 
to electric motors by means of worm gearing, working inan 
enclosed oil bath. Each pump is capable of delivering 2,000 
gallons of water per hour, against a steam pressure of 150 lbs. 
per square inch. The motors are of the enclosed type, with 
two commutators for series-parallel running, and wem 
constructed by Messrs. Wilson Hartnell, of Leeds. The 
feed pipes are of 3-inch cast-iron, arranged to feed either 
through the economiser or direct to the boilers, The branch 
feed pipes to the boilers are in duplicate, 


Tur Works or Lupw. Loewe & Co., BRRLIX. FIS. 9. 


A cast-iron tank, having a capacity of 3,000 gallons, 
has been provided for the town water, and à similar 
tank to hold 2,500 gallons for the hot well. The 
steam pipes are of lap-welded steel, the branch pipes to the 
engines being of solid drawn copper. АП joints are made 
with corrugated brass rings. The pipes in all cases 77 
separated by rings sufficiently wide to allow space for ex- 
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pansion, Allsteam pipes are lagged throughout with Leroy’s 
lagging, and painted with two coats. The exhaust pipes are of 
best quality cast-iron. The contractors for the whole of the 
pipework, pumps, &c., were Messrs. E. Danks & Co. 

The electrically-driven surface condenser has been con- 
structed by Messrs. Mirrlees, Watson & Yaryan. It is 


| BOILER HOUSE. 


capable of dealing with 12,000: Ibs. of steam per hour, and 
of maintaining a vacuum of at least 25 inches on the exhaust 
pipes. On test a vacuum of 26 inches was obtained. The 
air pumps are driven through spur gearing, and the cir- 
lating pump is driven direct by electric motors constructed 
by Messrs. Bruce Peebles & Co. The motors are all of the 
enclosed type. 

The engine room has been provided 
with a 10-ton travelling crane by Messrs. 
Carrick & Ritchie. 

The generating plant consists of two 
crank Belliss tandem compound en- 
gines, self-lubricating, and arranged to 
work either condensing or non-con- 
densing. Each of these engines is directly 
connected to a two-pole Siemens dynamo. 
These dynamos have each an output of 
I80-KW., and a series coil has been added 
in order that the machines may be used 
as shunt machines for the ordinary 
electricity supply, or as compound 
machines for the tramway supply. 

The switch gear is of the edgewise 
type. It was constructed by Messrs. 
Cowans & Co., Salford, to the desigus and 
specification of the consulting engineers. 

The board is built up of strong black 
marble panels so constructed as to be 
interchangeable. All switch-gear and 
connections are on the face of the board, 
with the exception of voltmeter wires, and 
all metal work has been so fixed that it 
may be removed, refixed, or replaced without the 
necessity of touching the back of the board. The board 
is provided with four dynamo panels, eight feeder panels, 
accumulator panels, booster, and balancer panels, three 

bars, and 24 vertical bars. The gencral design 

of the board is such that the switch-gear and instru- 

ments of each dynamo or feeder are in one line of parts. 

instruments were constructed by Messrs. James 
White & Co. 

The accumulators consist of 252 cells, capable of giving a 

i e of 60 amperes for a period of 10 hours, or 250 
amperes for a period of one hour. These cells have been 
supplied by Messrs. Pritchett & Gold. 

feeder cables are insulated with fibrous material 
substantially cased in lead and laid in cast-iron pipes. The 
distributor cables are further protected by two laps of iron 


sheathing and are laid direct in the ground. The contractors 
for the whole of the cables were Messrs. W. T. Glover & Co. 
The feeder and junction boxes are cast-iron pillar boxes 
erected above ground ; by means of these boxes any feeder or 
distributor can be easily disconnected from the general system. 
The contracts were let as follows :— 
Steam dyi:amos, balancers, &c.— Messrs. Siemens 


Bros. & Co. 


m T Let ЕР £4640 0 0 
Boilers—The Oldham Boiler Company ... 


1,160 0 0 


Economisers— Messrs. Green & Sons . T 337 0 0 
Condensing plant— Messrs. Mirrlees, Watson and 
Yaryan ... ; 885 0 0 


Pumps, feed, steam, and exhaust pipes, tanks, 


&c.— Messrs. E. Danks & Co. рр bos 1,440 0 0 
Travelling erane--Messrs, Carrick & Ritchie |... 199 0 0 
Switchboard—Messrs. Cowans, Limited “hi 848 0 O 
Accumulators —Messrs. Pritchett & Gold 1152 0 0 
Cables - Messrs. W. T. Glover & CO. .. 4,978 16 10 
Meters Chamberlain & Hookham, Limited 463 15 0 


£16,092 11 10 

Nome time previous to the completion of the works 
Mr. С. C. Atchison was appointed clerk of the works, and on 
the taking over of the works by the Corporation in Sep- 
tember last he was appointed borough electrical engineer. 

The applications up to the present are for the equivalent 
of 5,040 8-C.P. lamps, 7 arc lamps, and 4 H.P. in motors. 
Connected up to the mains are equivalent 1,100 8-C.P. 
lamps, and 4 arc lamps, and 24 н.р. in motors. The charge 
for lighting is 6d., and that for power is 3d. per unit. 

In view of the good business with which the works com- 
menced operations a few weeks ago, and also bearing in mind 
the coming electric tramway supply, it will not be long 
before extensions to the station plant have to be taken 
in hand. 

To Messrs. Lacey, Clirehugh & Sillar we are indebted for 
material used in the compilation of this article. For the 
loan of the negatives from which our illustrations have been 
produced, we have pleasure in acknowledging our indebted- 
ness to Mr. C. L. E. Stewart, the assistant engineer. 
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GENERAL VIEW OF ENGINE Room. 


THE LIMITATIONS OF MUNICIPAL 


ENTERPRISE 
Ir is not unlikely that during the next two or three months 
we may have an official pronouncement on municipal trading, 
but whether the recommendations of the Parliamentary Com- 
mittee, which has so diligently collected evidence, will be 
followed by definite action, is quite another matter. The 
influence of municipalism is strong in the land, and is not 
without its effect even at St. Stephen’s. Notwithstanding 
the strong position occupied by the great municipalities, 
however, we doubt whether it is of sufficient moment to 
vitiate legislative action. Without the advent of electric 
lighting and tramways, it is probable we should have heard 
little of municipal trading for at least some years to come, 
because it is mainly in carrying out work in these directions 
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that the question of municipal versus private trading has 
been raised in such an acute form. It is not by reason 
of incapacity, nor by lack of honesty and integrity 
in the conduct of municipal undertakings, that Parliament 
has been asked to limit the sphere of municipal activity ; it 
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is no exaggeration to say that the steadily growing opposition 
has been based’on fears that the rights or liberties of private 
traders were being menaced in no uncertain manner. Still, 
the position is a curious one, for the advocates of munici- 
palism are no mere proletariats whose sole possession is a 
brazen tongue; on the contrary, they are 
for the most part worthy business men who 
have achieved eminence among their. towns- 
men, not because they have been possessed 
of revolutionary ideas, but rather from the 
fact that they were men of substance and had 
a serious interest in property and in the well- 
ordered arrangements of society. Whether 
or not electric lighting was a duty which 
properly belonged to a municipality, it is, 
perhaps, unnecessary to discuss, but there can 
be no question that the majority of elec- 
trical undertakings which are owned and con- 
trolled by local authorities have been, as far 
as economical management is concerned, 
amply justified ; moreover, it is to be re- 
membered, to the credit of such concerns, 
that the cost of electricity has been materi- 
ally reduced, and in many towns the adoption 
of special hiring arrangements and sliding 
scales has done much to popularise electric 
lighting among the poorer classes, Private 
enterprise could not have done more, and we 
doubt whether it would have done as much. 
After achieving conspicuous success in the 
generation and distribution of electricity, it 
was not surprising that municipalities should 
have become possessed of the desire to apply 
electricity to the operation of local tramways; though 
in some cases there was much to be said in favour of such a 
course, the undertaking would in the natural course of ex- 
pansion necessitate a municipality going outside its area, 
and immediately difficulties arose which were of such a 
nature as to suggest that the local limitations of a muni- 
cipality were distinctly defined. 
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The precise bounds of municipal enterprise, however, 
are hy no means easy to describe, and though many financial 
and legal luminaries have discussed the subject, it cannot he 
said that discussion has brought us much nearer to a soln- 
tion. Mr. Emile Garcke, whose work has brought him in 
close contact with municipalities—though in such а way aš 
to suggest that he can have little sympathy with local 
authorities—has been recently discoursing before the 
Political and Economic Circle of the National Liberal Club 
on the “ Limitations of Municipal Enterprise,” and, apart 
from the lecturer’s position as the head of an organisation 
whose development ought to be of the greatest concern to the 
industries of many large towns, the remarks made formed 4 
useful contribution to the subject. A municipal indebted- 
ness of £262,000,000 is enormous, but it would beum 
immediately presume that these staggering figures am- 
indicative of reckless expenditure. Оп the contrary, t | 
sum of £87,000,000 which Mr. Garcke says represents the 
amount, employed for trading and similar purposes, showed 
an income, after payment of all charges, of about $ Į : 
cent. Such an income would not be gratifying to a private 
undertaking, but probably the ardent municipalist woul 
argue that in the case of municipal enterprise it ought to be 
no more. 

One is inclined to agree with the author of the paper tl 
munieipal enterprise has proceeded without any [ 
ideal, but it may have been none the worse for that. 
may be said equally that the proceedings of legislators nave 
been conducted for the past 100 years without any ideal, but 
there can be no comparison between the laws of to-day and 
those of a century ago. It was obviously difficult to app 
hitherto any method of regulation to the we of 
municipal undertakings, because it is only during the 
few years that there has been much activity in purely 
ventures. 

In discussing the trend of municipal enterprise one need” 
have no regard to so-called Socialistic theories, it is a matter 
that requires a little plain common sense, and does mé 
necessitate the use of any vague terms whatever. It is 
commonly accepted that there are certain duties affecting 
the whole of a community which are undoubtedly 1 
carried out by a eentral authority, and where no той 
attaches to such services it is clear that the acting authority 
should be one elected by the ratepayers. But though th 
may be unanimity as to the functions of an elected body in 


С la 
* . 
w __ шн 


е. 


ат 


ELECTRICALLY-DRIVEN PUMPS. 


ROCHDALE: 


regard to sanitation, water supply, and similar services, the 
neglect of which might endanger the health of a community, 
there are many w ho do not believe in extending the work of 
municipalities beyond these, and it must be admitted that 
directly we go beyond such undertakings, it becomes increas- 
ingly difficult to draw the line. Mr. Garcke goes so far as 
to admit that the principle of the municipalisation о 
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industrial undertakings was one that should be encouraged, 
provided it was with a view to the rendering of public 
services, and not purely for the purpose of making profits 
with a view to the reduction of the local rates. This view 
coincides with that of many leading municipalists, and, if we 
remember rightly, shows that the attitude of Mr. Garcke 
has undergone a somewhat notable change. But while 
admitting the claims of the municipality to undertake certain 
trading functions, the author clearly defines the difference 
between a local authority and a private company under- 
taking such work: Private enterprise must, in most 
cases, necessarily make profits its firs& aim, but muni- 
cipalities could also make efficiency and refinement 
their objective. There was no economic or moral 
advantage in transferring the conduct of industrial 


undertakings to the authorities if such undertakings were to. 


be carried on in the same manner and with the same aims as 
characterised industrial enterprise when in the hands of 
individuals.” Municipalities have not often, however, taken 
so high a view of their undertakings, and we are afraid the 
commercial aspect has been a little too prominent. We 
entirely agree with the view that many municipalists have 
ignored the moral advantages which should follow upon 
wider municipal activities, and some have utterly neglected 


their obligations to extend their various services in order to 


bring them into general use. In spite of the success which 
municipal electrical undertakings have met, there is not 
sufficient readiness exhibited in extending the mains, and 
the reason usually advanced is that it would not pay to do 
ю; this is certainly not the high standard of trading which 
Mr. Garcke seeks in a municipality. 

In tramway, as well as in telephone, operations there will 
always be territorial limits imposed on municipalities, and it 
is sach limits which seriously militate against the usefulness 
of a tramway undertaking; these limits will be created 
merely by the jealousies between local authorities. There 
will, probably, always be a difficulty in municipalities 
initiating new undertakings, and as the author points out, 
it would be a serious thing for the commercial prosperity of 
the country if, as a result of municipalisation, private enter- 
prise was discouraged to such an extent that the introduction 
of new industries was left to the initiative of local authorities. 
Such a danger is not likely to arise until local authorities 
are permitted to engage in manufactures, and from that we 
trust we are far removed. à 

There is not much reason to doubt that unrestricted 
municipal trading is likely to result in over-trading ; but 
we think the chief danger which confronts all municipalities 
is the tendency to dabble in too many things. The early 
success which was achieved in electric lighting made local 
authorities ambitious to embark on other electrical ventures, 
and the result has been in many cases that electric light- 
ing has not been developed in a proper manner. It is 
by no means difficult to give instances of electricity works 
which have not grown as one would have expected; in fact, 
we will go further, and say that municipalities have not 
done as much as they ought to have done for electric lighting. 
The critics of municipal trading, however, do not, as a rule, 
seek tolimit the scopeof a local authority in developing agystem 

which it already possesses, but it is clear that some line of de- 
marcation should bedrawn between what a municipality should 
undertake and what it should not. At the same time, as Mr. 
Garcke points out, it is difficult to classify the industries 
Which it is undesirable for municipalities to undertake. Still, 
there ought to be no difficulty in defining the chief duties of 
а municipality ; it might be permitted almost without let or 
hindrance to supply such commodities as water, gas and 
electric light, but we should strongly deprecate munici- 
palities engaging in indiscriminate manufacture. Although 
the author of the paper under review hardly goes 
so far as to define the precise limits of municipal trading, 
he suggests that the principle of charging for services 
rendered by a Corporation should be based on no surplus, or 
should there be a surplus, it should be applied to reduction 
of the charge for such services or to an increase of sinking 
fund for reduction of the capital account, but in no case 
should such surplus be applied to a reduction of rates. We 
think the average man would be inclined to agree witb the 
author in the following remarks which concluded the 


paper :— 


“ If the ratepayers were frankly told that the enterprises 
they were asked to sanction were not for the primary pur- 
pose of reducing the rates, it would be found that the really 
dangerous aspect of municipalisation would disappear, while 
such undertakings as were allowed by the ratepayers to be 
municipalised would be carried on at the risk of the com- 
munity for the benefit of the community—not in the narrow 
sense of producing commercial results, but in order to 
render public services which were of such general importance 
to the community that their excellence and efficiency were 
paramount considerations. The first object of municipal 
government should be not to engage in the pursuit of wealth, 
but to elevate the moral and material surroundings of the 


people.“ 


ELECTRIC TRACTION NOTES. 


(Continued from page 704.) 


Wolverhampton. — The Tramways Committee issued, 
on Tuesday, a lengthy report respecting the electrical equipment 
of the tramways, from which we extract the following :— 


Owing to the high price of materials, vour Committee have delayed taking 
steps towards the construction of the new tramways, but as there now appears 
a tendency for prices to be lowered, they feel justifled in recommending the 
Council to proceed with the laying down of certain lines. The first line of 
route to be constructed should be that from the Upper Green, Tettenhall, 
along New Hampton Rcad, Waterloo Road, Darlington Street, Queen Square, 
Lichfield Street, Piper's Row, Bilston Street, and Bilston Road to the borough 
boundary. When this ronte is complete and in working order, it will afford 
facilities for reaching Tettenhall ria New Hampton Road, whilst the Tetten- 
hall Road line is being converted to electric traction. The overhead system 
will be the best to meet the requirements of Wolverhampton. One advantage 
is, that it lends itself readily to the combination of street lighting and electric 
traction, since the posts carrying the overhead wires may be used to support 
arc lamps without appreciable extra expense. Its further advantages are 
moderate cost of construction, cheapness of traction, simplicity of working, the 
ease with which repairs ean be effected, &c. 

The Committee recommend that tbe whole of the tramway ronte now under 
consideration be paved with granite setts, with the exception of that portion 
opposite Higher Grade Schools, and Lichfleld Street, to be paved with wood, 
and steeper gradients than 1 in 20, to be paved with sandstone setts. Negotia- 
tions with the Markets Committee have transpired with the object of acquiring 

rtion of the cattle market, to use the same for the erection of suitable build- 

ngs thereon for use as & central car depót, repairing shop, &c., in connection 
with the electric tramways. The site in question is very central, and it is 
anticipated will be found very convenient. For the revision of the specifica- 
tions to be prepared by the borough surveyor and borough electrica] engineer, 
your Committee have engaged the services of Mr. Alfred Dickinson, C.E., of the 
firm of Messrs. Alfred Dickinson & Co., of Birmingham, who have had a very 
wide and varied experience. With respect to the electrical energy required to 
work the new tramway system, your Committee are of opinion that the Lighting 
Committee, who have control of the Corporation electric ate undertaking, 

should be requested to extend their works, so as to supply electric energy - 
that may be required for tramway traction purposes. 


The report concludes with a number of recommendations to the 
Council for carrying the Committee's suggestions into effect at an 
early date. 


Rhondda.—4An inquiry has been held at Cardiff into the 
proposal to construct an electric tramway from Havod, which lies 
at the entrance to the Rhondda Valley, some miles up towards 
the centre, The scheme is a portion of a larger one. A mass of 


' evidence was given, the primary element of objection being that 


railway construction on the line proposed might be perilous. The 
Rhondda District Council is prepared to spend £14,000 in widening 
the road, whilst the promoters of the present scheme were only pre- 
pared to spend £3,300. The Council would not oppose if the promoters 
were prepared to agree to the expenditure of the former sum. The 
Commissioners reserved their decision upon the matter. 


St. Helens. — The Electric Supply Committee has 
instructed the town clerk (Mr. G. W. Bailey) to take tbe necessary 
steps for the construction of a loop line in connection with the 
tramway from Robin's Lane to the borough boundary in Bold Road. 


Staines and Egham.—The scheme for some 30 miles of 
light railways in the Staines and Egham district has been abandoned 
by the Staines and Egham Light Railway Company, the company 
and the Middlesex City Council, who were jointly interested in the 
scheme, having failed to agree upon essential particulars. The 
company, however, will promote the construction of a mile of rail- 
way at Staines, being part of the original scheme, but their applica- 
tion for powers will be opposed by the City Council, the Tramway 
Committee of which foreshadows an extensive coming scheme. 


Swansea.—A Light Railway inquiry was held at the 


Town Hall, Swansea, on Wednesday last week, regarding the appli- 


cation of the Corporation for powers, under the Light Railways Acts, 
toicarry out certain tramway works, chiefly inside, but partly outside, 
the borough. They included nine new sections of tramways, 
including a new tramway through the town, and extensions to the 
suburbs of Sketty, Port Tennant, Forestfach, and Midland Terrace, 
Morriston, the other four being minor sections, allowing for con- 
nections between the services, &c. Mr. J. E. Waller (engineer to 
the Corporation, gave evidence as to certain questionable portions 
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of the scheme, and said they presented no engineering difficulties. 
The Commissioners intimated that speeches would have to be heard 
in London, as the Court could not sit in Swansea on Thursday. The 
inquiry was adjourned, therefore, to London. 


TELEGRAPH AND TELEPHONE NOTES. 


China Cables.— The Standard Berlin correspondent says 
that the German and Japanese Governments have concluded their 
negotiations for the laving of a submarine cable between Tsing-tau 
and Nagasaki, a distance of about 715 kilometres. The work will 
be commenced as soon as the cable is ready. The Nagasaki liue will 
be prolonged later on to the South Sea Islands: while the Shanghai 
line will be extended ri& Fuchow, Amoy, and Swatow as far as 
Canton. The Pekin-Taku-Chi-fu telegraph is now worked partly 
by wire and partly on the Marconi system. 


Dublin Telephones.—The National Telephone Company 
scit a deputation to the County Dublin County Council last week 
to ask for certain concessions in connection with the proposed exten- 
sion and improvement of their system in rural districts. They 
sought permission to erect 153 poles, and the Council decided to 
charge 1s. per pole. 


Melbourne and Sydney Telephones.—The Sydney 
Daily Telegraph says that early in September Mr. Watt forwarded 
to Mr. Crick a report on the cost of connecting Melbourne and 
Sydney by telephone. The length of line would be 5763 miles. 
The existing quadruplex poles could be used on the Victorian side, 
but on the New South Wales side new poles are said to be neces- 
sary. The cost of line to Albury, the Victorian contribution, is 
given as £12,016, and the cost to New South Wales for the line 
between Albury and Sydney is given as £33,110, including 204 tons 
of wire £20,400, and the poles £12,170. Therefore, the total cost 
of the line is estimated at £45,126. If continuously used at a fec 
of Зх. for five minutes’ conversatiom, the return would be £6,765, or 
15 per cent. on the total cost. Mr. Watt will be largely guided by 
Mr. Crick's answer. 


The Pacific Cable.—Reuter’s Sydney agent says that the 
Bill enabling New South Wales to join the other colonies and Great 


Britain in the construction and maintenance of the Pacific cable, 


has now passed all stages without opposition. 

The. Sydney Daily Telegraph of September 12th published the 
following from its London correspondent :—“No tender has yet 
been accepted for the construction of the Pacific cable. A difficulty 
has arisen respecting the appointment of a member of the Cable 
Committee in place of Sir Julian Salomons, the ex-Agent-Gencral 
for New South Wales. The New South Wales Government nomi- 
nated Mr. Henry Copeland, its present Agent-General; but Queens- 
land desires to nominate a representative, suggesting cither Sir 
Henry Norman, ex-Governor of Queensland, or Sir Horace Tozer, 
the present Agent-General for that colony. The official estimate of 
the cost of the cable, including two maintenance steamers and all 
other initial expenditure, was £1,730,659. The actual lowest tender 
(that of the Telegraph Construction and Maintenance Company) 
was £1,886,000. The tenderers undertook to manufacture and lay 
the cable, provide and erect cable houses, make the surveys neces- 
sary, and keep the cable working for 30 consecutive days for that 
sum. It is understood that the other expenses will amount to 
£180,000, and will include the cost of erecting station buildings and 
staff quarters, of instruments and engineers’ fees, and the price of 
one maintenance ship, to cost £80,000. These are not included in 
the tender submitted by the Telegraph Construction and Mainte- 
nance Company. The total preliminary cost of the cable would be, 
therefore, under the tender in hand, £2,066,000." 


Portsmouth Telephones.—The T.C. have adopted a 
report from the Finance Committee stating that as the Postmaster- 
General has intimated his readiness to grant a license to the Cor- 
poration, they recommended that the smaller scheme mentioned in 
the report of Mr. A. R. Bennett, be adopted. In order to make the 
necessary arrangements for establishing the exchange, the Committee 
recommend that Mr. Bennett be appointed consulting engineer at a 
fee of 5 per cent. on the outlay, which is to include engineering, 
designing and superintendence during construction, the starting of 
the office, and advising on the necessary books, forms, and details of 
management, and also starting the manager in hisduties. The Com- 
mittee also asked for authority to appoint a manager and can- 
vassers, 80 that, although a sufficient number of promises to use the 
exchange have already been obtained, further additions may be 
made to enlarge the list, and thus promote its efficiency and general 
usefulness. 


West Hartlepool Telephones.—Messrs. Bennett and 
Ward-Thomas, of Manchester, have becn instructed to report on a 
municipal telephone exchange for West Hartlepool. 


Wireless Telegraphy.—It is stated that with the object 
of increasing the efliciency of the arrangements for defending the 
entrauces to the rivers Thames and Medway, wireless telegraphy 
apparatus has been fitted at Sheerness and Shoeburyness garrisous 
for the transmission of messages across the estuary. 

The results of the use of wireless telegraphy on the Dover-Ostend 
mail boats, the first line to adopt the system, are referred to in the 
daily press. It is stated that on 28th ult. the apparatus for installing 
the system on the steamer Clementine was taken across from Dover 


to Ostend, where the vessel will be fitted up. The land station ín 
Belgium to be used in connection with mail boats is already estab- 
lished at La Panne, which is just on the French frontier, and is the 
point from which the submarine cable runs across the Channel to St. 
Margaret’s, near Dover. It isthe nearest point of the Belgian coast 
to England. The mast at the Marconi station at La Panne is 130 
feet high. On the foremast of the mail steamer Clementine will be 
atħixed another mast carrying it some 60 feet higher. A special 
room has been set apart for the instruments on board. and from this 
the cable will be carried to the top of the extended mast. It is 
believed that communication between ship and shore may be 
obtained for quite 30 miles, or half-way across, By the establish- 
ment of a station at Dover those on board the vessel would be able 
to keep in touch with the land throughout the journey. 


Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED. REPAIRED. 
Востп AMERICAN :— 
Pará-Maranham .. March 1, 1900 
Cearí-Maranbam .. . Feb. 1900 
Paramaribo-Cayenne . Oct. 6, 1900 


Wer INDIAN :— 
Mole St. Nicholas-Cape Haitien.. e? es 
AFRICAN :— 
Bt. Louis (Senegal)-Bathurst 
Zanzibar-Mom bassa 
Latakia-Cyprus 


March 6, 1900 .. 


.. Aug. 25, 1900 
.. Sept. 29, 1900 
. June 20, 1899 


8t. Jacques-Thuanan Hué E aa Oct. 29, 1900 .. Oct 2 1990, 
LANDLINES :— 
CHINESE :— 
Tientsin-Pekin ee ee oe "a June 12, 1900 
Pekin-Kalgan.. ee T P te .. June 14, 1900 
Kalgan-Maimatchin os ee ee E June 80, 1900 


.. June 16, 1900 


Tientsin, via Shanghai ‘ 
. June 18, 1900 


Tientsin-Niuchwang ee . 4 es 
BovTH AMERICAN :— 
Communications with all offices of Colombia 
beyond Buenaventura .. а= és .. January 22,1900. . 
Ecuador landlines .. icy .. March 13, 1897 .. 
Landlines south of Serena Р T .. July 30, 1900 
Higuerote-Barcelona Venezuela V. .. Oct, 30, 1900 


Communication “ «ќа Hanekine" interrupted 
on Persian territory .. "T .. Feb. 24, 1900 
All lines connecting Cochin China with 
Thuanan .. i-i T * wl .. Oct. 23, 1900 
Communications between Saigon and North 
Annam and Tonkin е 2% oe . . Oct. 28, 1900 


CONTRACTS OPEN AND CLOSED. 


OPEN. 

Belfast.—November 23rd. Tenders are invited for steam 
pipes, pumps, condensing plant, boilers, mechanical stokers, super 
heaters, coal and ash conveying plant, and switchboard extensions 
for the Corporation electricity works. See “Official Notices 
October 12th. 


Farnworth.—November 12th. The U.D.C. wants ten- 
ders for “free wiring.” See “Official Notices” to-day. 


Glasgow.—The Glasgow International Exhibition (1901) 
Executive Council invites tenders for the erection of the wiring for 
arc and incandescent lighting, and electric motors. The шаш 
cables, arc lamp cables, arc lamps, incandescent lamps, &, will be 
supplied to the contractor, who must take delivery thereof and 
erect same. Particulars on application to Mr. Thomas Young, the 
engineer, 4, West Regent Street, Glasgow. 


Grantown-on-Spey.—November 6th. The Commis 
siouers invite tenders from electric light companies to supply 
electric light for public and private consumption within the burgh, 
stating highest price charged consumer, and terms for futur 
purchase by burgh.—W. Forsyth, Town Clerk. 

Greenwich,— November 22nd. The Guardians wat 
tenders for the electric lighting of the new workhouse now erectum. 
Sec “ Official Notices " to-day. 

Halifax,—The Tramways and Electricity Committe 
wants tenders for various sized underground cables. See ‘ Ойка 
Notices ” to-day. 

Harwich.—November 17th. Tenders are being invited 
for gas engines, dynamos, cables, battery, lighting and facia 
switchboard, track laying, and traction equipment, & See “Oficial 
Notices" to-day. 

Hford.—November 12th. The C. D.C. invites tendere 
for free wiring. See "Official Notices" October 26th. 

Kendal.—November 25th. The Corporation wants ten- 
ders for complete electric lighting station equipment (boiler. -— 
dynamos, battery, &c.); and for underground mains, meter: ШИ 
services. See “ Official Notices " to-day. 

Lincoln.—November 15th. The Corporation 
tenders for a dryback marine-type boiler; a high speed ег 
coupled to а С.С. dynamo; pump and motor and accessories. 


London.— November 10th. The Streets Comm 
the Corporation wants to hire a mechanically driven dust cai. °° 
“Official Notices” October 5th. 


wants 


/f 
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Londom,—November 13th. The Т.С.С. wants tenders 
for about 150 аге lamps (80 10—12 amperes aud 70 5—6 amperes) 
‘or the lighting of the Victoria Embankment and Westminster 
Bridge. See "Official Notices October 26th. 


Lowestoft,—November 2nd. The Corporation wants 
tenders for two water-tube boilers, economiser, pipework, and one 
бмк. steam dynamo. Все “Official Notices” October 19th. 


Lowestoft.— November And. 
tenders for wiring the Town Hall. 
19th. 

Wanchester.— November 9th. The Tramways Com- 
исе wants tenders for the supply of cast-iron bases for tramway 
poles, See "Official Notices“ to-day. 


Pemberton.—November 8th. The Councii wants tenders 
^r boilers, engines and dynamos, battery, switchboard, crane, and 
onductors, for electric lighting. See “ Official Notices" October 
19th. 


Stavanger.—January 2nd. "Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
ation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
һе plans of a civil engineer named Schoien. Tenders must be 
recived by January 2nd, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Stockport. — November 24th. The Tramways Committee 
кыв tenders for the construction of permanent way, excluding 
"ding and paving, for about 24 miles of double and 24 miles of 
„ngle track. Mr. J. Atkinson is the borough surveyor. 


Walker.—November 12th. The U.D.C. wants tenders 
tthe erection of a 2-unit Meldrum destructor, including boilers, 
team pipes, &c. See Official Notices“ October 26th. 


The Corporation wants 
See “Official Notices” October 


CLOSED. 


\hberdeen,— The Aberdeen Free Press says that the Gas and 
Cone Lighting Committee last week opened tenders "for two 
Hwt. Kw. generating sets and balancing sets," and the offer of 
Messrs, Mavor & Coulson, of £5,144, was accepted. Presumably two 
kw. sets is what is meant! 


Cardifi—The Tramways Committee has accepted the 
tcader of Messrs. Dick, Kerr & Co. for tram rails. Mr. John Jenkins 
‘ought the rails should have been made in England and not in 
"us, Last Friday the Committee considered the tenders for 
"nous parts of the equipment of the electrical station, taking them 
n three sections, For engines there were 22 tenders, ranging in 
‘ree from £10,300 to £20,900. That of Messrs. Musgrave & Co. for 
“4,008 was accepted. For generators there were 26 tenders, 
naging from £6,300 to £12,400, and that "of Messrs. Westinghouse 
“r<7,464 10s. was chosen. The tenders of Messrs. Danks & Co. 
"ere accepted for boilers at £2,767, economisers £530, superheaters 
“%), water tank £495, and. pumps £371. Messrs. Vicars’ tenders 
“ri Vicars stoker” at £684, conveyor £159 10s., elevator £131, and 
suikers £917, were also accepted.—It was decided to advertise for 
‘motor-generator and cables. Donulton's conduits will be ordered 
= required to be laid by the public works department at the cost 


+ 


ui the Tramways Committee. 


Redditch.—The U.D.C. has affixed. the seal to a loan of 
7090 for work connected with the electrie light, and also to the 
асі with Messrs. Willans & Robinson for the new generating 
paut at the electric light station. 


vouthampton.—The Harbour Board has considered the 
Wenders for the electric travelling crane, and that of the Clayton 
—nneering and Electrical, &e., Company, Limited, of Newton, 
Eyde, at £735, was recommended for acceptance, provided they agree 
w substitute Biemeus Bros. & Co.’s electrical work in the стапе. 


FORTHCOMING EVENTS. 


“ueday, November 6th.—At 8 p.m. Institution of Civil Engineers. 
А Ordinary Meeting; address by J. Mansergh. 
‘vusday, November sth. At 8 p.m. Institution of Electrical 
Ligineers, Opening meeting for the new session, 
when Prof. John Perry will deliver his iunugural 
address. Presentation of premiums. 


ednesday, November 14th.—At 8 p.m. Institution of Electrical 


Engineers (Glasgow Local Section) Meeting at 
Institution of Engineers and Shipbuilders, 207, Bath 
Street, Glasgow; paper on “Electrical Supply“ by 
W. A. Chamen. 


NOTES. 


Naval Notes.—The practice of placing the searchlights 
of torpedo boats and torpedo boat destroyers on the fore- 
bridge instead of amidships, as has been the custom of 
private building firms, is a decidedly better arrangement than 
that adopted by the Admiralty. When a searchlight is 
required to be used at all, it is wanted over a large arc of 
the horizon, and where it is most reyuired—rizht ahead—the 
midship light is of very little use. To succeed in picking 
one's way through а narrow passage at night time, and with a 
searchlight that necessitates a very free use of the helm 
before it will bear, is by no means easy. The midship light 
has got many obstacles in its path; first there is the whole 
of the forecastle, which obscures at least 30? on either bow ; 
then there is a whaler hoisted at the davits, almost abreast 
on one side, and getting very much in the way: right astern 
are the funnels ; the consequence is that the light becomes 
of very little practical use at all. Far different is it, however, 
with the forebridge light; it is only obscured astern by the 
tops of the funnels, and there appears to be no appreciable 
objection attached to its position from any other point of view. 

The Navy has not yet adopted the“ bayonet joint“ gene- 
rally in the ship’s installation of electric light. Under the 
present conditions, using bottom loops and spring holders, 
there are always a number of lamps “put out of action” 
after firing heavy guns, and even if the precaution of ship- 
ping them is taken, the platinum loops generally suffer in 
the operation ; the waste of lamps would therefore seem to 
be capable of reduction by the use of a more substantial type 
of fastening. mM 

In some waters of the West Coast of Africa 
very considerable corrosion takes place. What the actual 
cause is we do not know, but it seems highly probable 
that it is due to the products of rotting vegetation carried 
down by the rivers. The action is galvanic, and takes 
place to a marked degree when two dissimilar metals are 
immersed in metallic connection with one another, at tlie 
expense, of course, of the positive electrode. Fishermen are 
very keenly alive to the fact, for without due precaution their 
tackle suffers very materially from local action. It is common 
to soak such parts of it as brass swivels, eyes, &c., in melted 
beeswax in order to protect them, and we recently heard of a 
man who habitually attached a small piece of zinc to his 
spreader: this saved him the trouble of coating his gear 
continually with beeswax, and, according to all accounts, was 
a decided success. Talking of corrosive action in sea water, 
it is curious to notice the effect upon under-water fittings 
when a ship is in dock. In spite of the zinc plates that 
are attached in the vicinity of the screw, one finds evidence 
of very severe pitting, and upon close examination it will 
be found that the surface metal is quite spongy, the zinc 
having been eaten out of the brass in which it was originally 
incorporated. We know of no better illustration of the. 
effect than the appearance of a piece of impure silver that 
has been used as the anode in a plating bath. 


Mechanical Stoking in America.—It is not a little 
remarkable that the progress of mechanical stoking in 
America has been very rapid of late—far more so than it 
has been here. Indeed, very little progress has been made on 
this side. The reasons are obvious. The internally-fired 
boiler is not suited for mechanical stoking. To fit moving 
grates and the general paraphernalia of the mechanical 
stoker to an internally-fired boiler is a work of some ditti- 
culty. The travelling grate alone demands a good deal of 
mechanism. Further, a good-looking well made boiler is 
completely disfigured by the application of the machine, and 


this alone is a sufficient reason for many people to refuse 
to apply it. 


The water-tube boiler, on the other hand, is 
too hopelessly ugly to be made worse by a machine stoker, 
and it possesses the advantage that there is ample room 
below it for the application of stokers of suitable design. 
The Metropolitan Street Railway Company, of New 
York, are equipping boilers of no less than 66,000 H.r. 
with machine stokers, while one firm alone, who are 
doing this for them, have orders for about a quarter 
of a million horse-power of stoking equipment. The 
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boiler of America, when not a water-tube boiler, is 
usnally a plain underfired cylinder, and this is even more 
suitable than the water-tube type for mechanical stoking. 
With good water an externally fired boiler is fairly safe, but 
it has been tabooed in this country by the Insurance Com- 
panies, probably because few pure feed waters can he found. 
There are, however, certain feed waters that could be used 
safely in these boilers, which possess the important advantage 
of not being easily or rapidly put into the predicament of 
being short of water. We have previously pointed out that 
the chief difficulty with mechanical stoking is that of 
feeding the fuel forward on the grate with sufficient speed 
to till the back of the grate with enough fuel to prevent 
excess of air from passing through the bars. The type of 
stoker that has grown so much in America is that in which 
the grate is very steeply inclined, and the force of gravity is 
brought in to assist the movernent of the bars in cover- 
ing them with fuel to their extreme end. — Without this 
aid the best type of stoker—namelv, that known as 
the coking type, to distinguish it from the sprinkler 
type—cannot hope to bea really economical machine, because 
its fires burn so bare at the back end, that a huge excess of 
air is admitted : attempts have been made to meet this fault 
by means of a solid plate applicd under the back part of the 
bars, and placed so close up to them as to check the flow of air, 
which iu the inclined grate is better checked by the accumu- 
lation of fuel, brought about by the combined action of 
gravity and grate movement. No very serious growth of 
mechanical stoking seems probable except with externally fired 
boilers. -The American mechanical stokers are but improve- 
ments on old designs, and as regards the grates of many of 
them, they practically represent the old Tenbrink form of 
grate, so much used at one time, if not still, on the Con- 
tinent. The Srientific American is at present publishing 
descriptions of some of the representative forms of stokers. 
We feel fairly confident that only with externally fired 
boilers will success be real and permanent. 


The Proceediugs of the Municipal Electrical Asso- 
ciation.—There have just been issued the Proceedings of 
this Association for the years 1899 and 1900, The price of 
each volume is 83s. 6d., and copies are obtainable from 
Mr. A. B. Mountain, Corporation electrical engineer, Hud- 
dersfield. "The various papers and discussions which formed 
part of the proceedings at the Bristol Convention are given 
in the 1899 volume, the 1900 volume containing the dis- 
cussions and papers which took place at Huddersfield in 
June last. Each contains the presidential address for the year 
and various business reports, 


[4 


Personal.—On Friday evening, October 26th, the staff and 
employés met at the Huddersfield electricity works to present to 
Mr. J. R. P. Lunn, the mains superintendent, who is leaving to 


. take the position of borough electrical engineer at Darlington, 


a timepiece and ornamental figures which had been sub- 
scribed for bv the staff and employés. 

At a special meeting of Partick Commissioners last week, 
Mr. Maxwell, of Worcester, was unanimously appointed 
resident electrical engineer for the burgh. | 

Mr. Thomas Tomlinson has been appointed borough elec- 


trical engineer at Bray. 


Appointments Vacant.—A junior station assistant ів 
required for the Aberdeen electricity department. The 
Farnworth U.D.C. wants an electrical engineer at £200 per 
annum. The Ashton-under-Lyne Corporation requires an 
electrical engineer at £350 per annum. The Glasgow Cor- 
poration wants an assistant telephone engineer. An assistant 
engineer at £104 per annum is wanted for Crewe electricity 
works. A shift engineer at £90 per annum is wanted for 
the Southampton electricity works. The Wrexham T.C. 
wants a borough electrical engineer. The Wolverhampton 
Lighting Committee require a chief clerk and canvasser for 
the electricity department at £100 a year and commission. 
See “ Official Notices.” 


The Underground.“ —It is stated that the tenders for 
the electrical working of the Metropolitan Railway have to 
he submitted by December Ist. 


Enclosed Arc Lamps on Series Circuits.—The current 
issue of the American Electriciun contains some editorial 
comments on this subject. The writer says that the con. 
tention has frequently been made—just on what ground: 
was never made clear—that the benefit of enclosing the arc 
of a direct current lamp was out of the reach of the poor 
unfortunate mortals who operate series circuits from arm 
dynamos. There was some mysterious reason why direct 
current enclosed arcs on series circuits were impracticable, 
although hundreds of alternating-current arcs are working 
in that manner every night. Of course such an argument 
cannot be sustained by any sound engineering considerations, 
and probably no one has deemed a logical controversion 
worth the trouble when confronted with this wholly arbitra 
statement. "That none is necessary is fully demonstrated bs 
the operation of the municipal plant at Grand Rapids. Th 
tests of this plant show the interesting economy of 14 lampe 
per horse-power indicated in the engine cylinders—n« 
delivered to the dynamo pulley. This is not as good a£ a 
modern constant potential generator would show, driven br 
the same engine, but it is sufficiently high to justify a careful 
comparison of the two systems in laying out an arc-lighting 
plant. On the one hand, the direct-current apparatus is 
simple in the extreme, has a power factor of unity, aud i 
cheaper to instal ; on the other the constant-potential svstem 
is more efficient, more economical in floor space—me 
generator type serving all needs—and more flexible. But it 
has а low power factor and necessitates either a multiplen; 
of circuits or the use of cumbersome station transformers. In 
the latter case the efficiency falls nearly to a level with that 
of the direct-current enclosed arc system. 


Government Observatories and Electrical Traction. 
—Sir Courtenay Boyle presided at the Board of Trade оп 
Wednesday afternoon over a private conference arising from 
a desire on the part of the scientific departments of the 
State that the delicate instruments in use at Kew and Green- 
wich Observatories should, by regulation, be protected from 
magnetic disturbance through the working of tramways and 
railways in the metropolis by electricity. Acearding to the 
Times, among the officials of the Board of Trade present 
were Mr. F. J. S. Hopwood, Sir Thomas Blomfield, and Mr. 
Trotter. The observatories and kindred public departments 
were represented by Mr. Christie (the Astronoffer-Roval), 
Prof. Rücker, Mr. Glazebrook (Director of the National 
Physical Laboratory), Lieutenant-Colonel Raban (Director 


of Works at the Admiralty), Admiral Sir W. J. Wharton 


(Hydrographer to the Admiralty), and Profs, Ayrton and 
Perry. Among those who attended as representatives of the 


railway and tramway interests concerned were Mr. George 


White, chairman, and Mr. J. Clifton Robinson, engineer, of 
the London United Tramways Company, Sir Benjamin 
Baker, and Sir W. H. Preece. | 


е 


Electrical Engineers К.Е. Vols.—The following arc 
extracts from a letter received by Major Crompton from 
Captain Lloyd, R.E. on October 29th :— 

Captain Lloyd has been appointed D.A.A.G. for trans- 
port in addition to his duties as O. C. E. E. R. E. 

Sergeant Phillips, Corporal Hossack, Q. M. S. Wordmore. 
R. G. A., with three civilian engine drivers, have gone 10 


. Koomati Poort to bring up rolling stock. 


Captain Leaf, with his detachment, including Sergeant 
Graham, Corporal Sellon, Lance-Corporals Peart and Leven. 
also to Koomati Poort with No. 2 engine and lighting gear 
to enable night work to be carried on, and bring up captured 
rolling stock. 

Company Sergeant-Major Rorke returned from front to 
Pretoria, and sent to Waterval to bring in captured engines 
boilers and dynamos. 

Corporal Sellon, discharged from hospital, and now & 
work in Pretoria. 

Apart from special duty above-shown, Sergeant Phillij& 
Corporals Hossack and Hodgson, and Sapper Yourg ate 
regularly on traction work, in addition to eight dri 
belonging to steam transport (civilians). 

Captain Lloyd reports that the E. E. R. E. V. wil prob-''y 
leave South Africa by November 4th. 
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Manchester Electricity Committee.—Last Saturday 
one of the city asditors, Mr. S. N. Williams, published in 
the Manchester City News an address bearing on the conduct 
of the Electricity Department, in which, clothed in somewhat 
extravagant and self-righteous language, a number of allega- 
tions are made against the Electricity Committee, the city 
electrical engineer, and the Lord Mayor-elect, Mr. Alderman 
Higginbottom, who is the chairman of the Committee. In 
brief, the charges against the Committee are as follows :— 
That it is a great money spender, and has been badly managed; 
that it sells electricity under cost price. Against the engi- 
neer :—That contracts have been placed without competition, 
to the number of 70, amounting to over £9,500 in value: 
that salaries have been raised and appointments made without 
the knowledge of the Committee ; that discounts have been 
lost by delay in settling accounts; that extras have been 
inenrred on contracts. Against Mr. Higginbottom :—That 
he is connected with certain companies doing business with the 
Corporation: that Messrs. Higginbottom & Mannock sup- 
plied and erected cranes for the Corporation through another 
firm. 

The charges brought against the engineer, Mr. Wordingham, 
were all dealt with in a report on the administration of the 
electricity department, which was drawn up by a special sub- 
committee some weeks ago ; the conclusion arrived at being 


“that during the past few years there has been a laxity in 


winging many matters of importance to the notice of the 
committee, which is not in keeping with the general practice 
obtaining in other departments; and the discontinuance of 
the present system of ordering goods under quotation " was 
recommended. 

The allegations against Mr. Higginbottom were more 
serious, and led to a lengthy reply on his part in the 
Council on Wednesday last. Mr. Williams’s charges as to 
favouritism were fully answered, and his statement as to 
the sale of electricity under cost price, to encourage the use 
of motors, was shown to be based on utterly fallacious ideas 
on his part as to the effect of long and short-hour consump- 
tion, Mr. Higginbottom also stated that the cranes made 
by his firm were sold to other firms, who fitted them up with 
electric motors, and in turn gold them to the Committee. 
After a protracted discussion, a special committee was 
appointed to investigate the matter and report to the City 
Council on Monday morning next. 


Charging Electrical Vehicles.—We read in the Motor- 
car Journal that Mr. Percy Still, chief engineer of the 
Chelsea Electricity Supply Company, Limited, has written 
t0 the Automobile Club steting that his company are con- 
sidering the question of providing facilities in Chelsea for 
storing and charging the batteries of electric motor cars. 
He states that they could make such arrangements if there were 
a probability that advantage would be taken of them to a 
reasonable extent. Before deciding upon the terms on 
Which they could provide suitable space and electric current 
for this purpose, the company would like to have some 
Information as to the amount of current and the pressure 
which is usually required, the average time occupied in 
charging, between what hours of the day attendance should 
be provided at the charging depót for admitting motor cars 
and looking after the arrangements. 


Telephonie Shortcomings.—The National Telephone 
Company may have a host of troubles, but we find it hard 
to be sympathetic. When Post Office competition in the 


don area was feared, there was a certain improvement. 


in the service for a time, but the company is now apparently 
resigned to its fate, and doesn'b appear to care whether it 
gives satisfaction or not. Inattention to the bell, delays in 
switching through, connection with wrong numbers—these 


dem to be inseparable from the present telephone system of 
London, 


Lord Kelvin.— The Atheneum says that Lord Kelvin 


proposes to give a valedictory address to the Mathematical 
Society, the title being “On the Transmission of Force 


throngh a Solid,” 


NEW COMPANIES REGISTERED. 


London Electric Warehouse Company, Limited 
(67,568).—This company was registered on October 25th, with a 
capital of £1,000 in £10 shares, to carry on the business of elec- 
trical engineers, electricians, suppliers of electricity, manufacturers 
of, and dealers in, electrical machinery, plant, and apparatus, pro- 
ducers of light, sound, and power by electricity and otherwise, 
dealers in iron, india-rubber, asbestos, and chemical and metallic 
substances, &c. The first subscribers (each with one share) are :— 
W. L. Magden, 47, Lower Belgrave Street, S.W., electrical engineer; 
F. J. Magden, 39, Park Crescent, Brighton, electrical engineer; 
J. S. Fraine, 7, Lovaine Place, Newcastle-on-Tyne, electrical engi- 
neer; A. D. Foster, 10, Osbaldeston Rond, Stoke Newiugton, N., 
clerk; R. H. McClellan, 14, Landseer Road, Bow, E., clerk; R. J. 
Denman, 21, Carroun Street, Kennington, S.E., clerk: and E. 
Wright, 78, Cheapside, E.C., chartered accountant. Registered 
without articles of association. Registered office, 78, Cheap- 
side, E.C. 


Yorkshire Electric Power Syndicate, Limited 
(67,574).—This company was registered on October 25th, with a 
capital of £10,000 in £10 shares, to carry on in the West Riding of 
Yorkshire, south of the River Wharfe, or elsewhere, the business of 
an electric power supply company in all its branches. The first 
subscribers (each with one share) are:—A. G. Lupton, Welling- 
ton Street, Leeds, cloth manufacturer; C. L. Mason, The Hollies, 
Cliff Road. Leeds, retired bank manager; К. Heedson, Gildersume 
Foundry, Leeds, engineer; A. C. Briggs, Gedlow Grange, Leeds, 
colliery proprietor; L. Marcan, Allestree, Weetwood, Leeds, wool 
merchant: S. Ingham, Headingley Hall, Leeds, timber merchant : 
and W. G. Jackson, Whitwood Collieries, Normanton, mining engi- 
neer. The number of directors is not to be less than three nor more 
than twelve; the subscribers are to appoint the first. Registered 
office, 7, St. Helen's Place, E.C. 


Rowell, Stuart. Kelman & Co, Limited (67,575).— 
This company was registered on October 26th, with a capital of 
£100,000 in £5 shares, to acquire the business carried on by Rowell, 
Stuart, Kelman & Co., of 27-8, Broad Street Avenue, E.C., the 
business carried on by the World Gas and Electric Syndicate, 
Limited, of Winchester House, E.C., and the concessions and con- 
tracts of the Railway, Tramway, and Waterworks Construction 
Company, of Gracechurch Street, E.C., and to carry on the business 
of electricians, electrical, gas, and general engineers, railway and 
general contractors, suppliers of light and power, &e. The first 
subscribers (each with one share) are :—C. S. Kelman, 27-8, Broad 
Street Avenue, E.C., contractor; J. A. Kelman, 251, Winchester 
House, E.C., solicitor; D. E. Kelman, 51, Highbury New Park, N., 
merchant; E. N. Kelman, Denstone, Rochester, N. Staffordshire, 
student; D. Sluter, 251, Winchester House, E.C., secretary; 8. 
Gibbs, 17, Royal Parade, Blackheath, accountant; and R. W. Black- 
burn, Elm Villa, Whitta Road, Manor Park, E., shipping clerk. 
The number of directors is not to be less than two nor more than 
seven; the subscribers are to appoint the first; qualification, 50 
shares. 


SUPPLY STATION ACCOUNTS. 


Last June, when we dealt with the Southport 
. Southport Corporation electricity accounts for 1898, we 
Corporation characterised them as “ very favourable." Last 
Electricity ^ years accounts of the undertaking, with which 
Aecounts. we now have to deal, present some features 
which are becoming frequent, and to give them 
their true value, it has to be remembered that as rates of charge are 
reduced in face of rising market values, Corporation accounts must 
be considered rather on a broad basis than by the too common 
method of looking only at the net financial result. For example, 
in this instance the gross profit has increased by £823, but the 
financial charges have gone up by a larger sum, namely, £1,071. 
Notwithstanding this, we consider that, for an output of under 
400,000 units, Mr. C. D..Taite may be satisfied with the figures. 


GENERAL STATEMENT. 


1898. 1809. Increase, 
Total capital expenditure .. £76,179 (£102,747 £26,568 
Number of units sold ... ... 589,350 696,060 106,710 
Maximum load in W. ae 591 666 75 
Gross revenue ...  ..  .. 29,383 $91,848 £1,965 
Gross expenditure du sed £3,822 £4,964 £1,142 
Gross profit esse . . 25,561 £6,884 2893 
Average price per unit sold s 3:80d. 8:90d. +1104. 


The revenue shows the rather unusual change indicated by a plus 
sign before the alteration in receipts per unit. In 1897 the receipts 
from all sources amounted to 4'254. per unit and fell to 3:814. in 
1898. Last year the figure was 3:914. As the capital expenditure 
in 1899 was double that of 1898, and the output and load increased 
less rapidly than in the preceding year, it is probable that the cur- 
rent year's accounts will show a rapid growth again when the plan 
and other extensions are available for usc, 
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REVENUE STATEMENT. 
1898. 
Per unit 


1890. 
Gross. Gross. 
Sale of energy .. x T 
Meter rents © we ae 
Supply of lamps, &c. .. 


29 Old. 
Sundry... T m oe 12 


Gross revenue 


Per unit. Increase. 
£9,342 3:80d. £11,812 3:90d. + 10d. 
36 01d. 00d. 


. £9,383 381d. £11,848 391d. +104. 


In the “costs " coal is higher than in 1897 or 1898, as might be 


expected. 


The other changes are trivial, the net result being 


about id rise in works and total costs, the latter is still, however, 


well below 2d. 
Cost OF PRODUCTION. 


1898. 1899. 
Gress. Per unit. Gross. Per unit. Increase. 
Coal, and unloading same .. £781 32d. £1,262  *43d. + 11d. 
Oil, waste, water and engine) 922 09d 267 »10d. + 01d. 
room stores а: 
Salaries and wages 5 
n generation and distri- о: 55 557 • — 024. 
bution and attending 1,939 55d. 1.552 53d. 
publie lamps 
Repairs and 5 
of buildings, engines, : As ар ui 
boilers, dynamos and 429 17d. 551  *19d. +024. 
street lamps i = " 
Works cost . . £2,771 1184. £3,632 1:994. ＋ 12d. 
pan 276 11d. 344 »12d. 4 01d. 
anagement expenses, 
salaries of managing 10 437 18d. 517 "18d. ‘00d. 
neer, secretary, clerks, &c. 
General 5 
charges, stationery and : 
printing, law charges and , 338 14d. 471  *16d. ＋ 02d 
insurance ) 
Other expenses ав 


а ———— — — m — — 


Total costs 


4 - — — нын — TE — Ir I rpm 


Whereas in 1898 only £620 was paid toward relief of the rates, a 
sum of £1,500 is now appropriated in this way. Whether it would 
not in the lung run be sounder policy to create large reserve and 


depreciation funds is a question. 


A thousand pounds or so cannot 


affect the rating appreciably, and the undertaking might find it 
beneficial to have cash at its disposal in the event of engineering 


contingencies calling for extraordinary expenditure. 
ProFit STATEMENT. 


1898. 1899. 
Interest on loans £1,920 £2,521 
Sinking fund for repayments .. .. 1,613 2,083 
Net profit carried to credit of rates .. - 620 1,500 
» 57 ” forward . oe oe eae 280 
ee „ to credit of capital account 1,408* 
Gross profit £5,561 £6,384 


E 


* To credit of capital account £1,204, and “disallowance by Local Govern- 


ment Board £204.” 


The manner in which the output is distributed is shown by the 


figures now set out :— 


Units Units. Units. No. of public 
generated. Private supply. Public lighting. arc lamps. 
1897 ... 532,862 291,277 85,213 
1898 ... 809,239 501,005 88,345 42 
1899 ... 985,334 607,002 89,058 42 


CITY NOTES. 


The Monte Video Telephone Company. 


THF annual general meeting of the shareholders of this company 
was held on Wednesday at Winchester House, Old Broad Street, 


Mr. Frank W. Jones presiding. 


In proposing the adoption of the report, the CHAIRMAN said that 


the results for the period under review at the last meeting were the 
best that had ever been laid before them, aud he was very pleased 
While the 
immediate prospects were not in favour of any great increase of 
business during the present year, he might say that, so far, there 
The more distant future was 
Monte Video was not a city of rapid 
growth, but a steady increase in population and business went on, 
and seemed likely to continue, and, in the opinion of many, a much 
greater improvement than ever would before very long be shown. 
The new port works were now believed to be assured, and must 


to state that those for the past ycar were still better. 
was promise of an improved revenue. 


of much greater promise. 


have an exceedingly favourable effect upon the whole of Uruguay, 
and more particularly upon Monte Video. While it would be dith- 


cult to estimate with any degree of exactness ће extent of that benefit, 
it was believed that its effect in Monte Video would be very great 
indeed, and would turn what had hitherto been considered a 


not particularly active locality into a busy sca port, equalling, 
if not surpassing, any in South America, excepting Buenos Ayres. 
In reviewing the accounts, the first item in which there was any 


change from the one of last year was sundry creditors, the increase 


of which, £1,553, was attributable to the purchase of a new property 
for the Cordon office. 


same. Reserve fund was increased last year by £2,700, £200 more 


Depreciation fund, £8,000, remained the 


than appeared in the accounts for the year, that sum having beep 
transferred from the amount written off accounts of bad debts, as ў 
subsequently appeared that such portion was ап excessive writ; 
off. The reserve fund now standing at £13,000, it is proposed t; 
increase by £3,500. The final item on the side of liabilities, pret 
for the year, £9,269, was very satisfactory. The corresponding feurs 
for the preceding four years were :—1896, £5,727; 1897, 20,937. 189% 
£6,826; and 1899, £8,227. It would be seen that the business he 
been steadily progressing. On the assets side the ordinary capital 
expenditure showed an increase of £217 over the previous yesr 
the stock of materials an increase of £204, and sundry debtors, 2904 
Under the heading of investments, real estate in Monte Video wa 
increased £2,915, consequent upon the purchase of the Coris 
property above referred to. They now owned as freehold they 
central and the two chief sub-oftice properties, and were no longe 
at the mercy of landlords and at the risk of exorbitant rents on fi 
account. Turning to profit and loss account, the working expense 
at Monte Video increased £684, attributable to an increase in the 
maintenance charges through a greater number of subscribers. Thy 
London office expenses decreased £223, mainly through the reduction 
in the number of directors. In continuation of the policy of the 
board to write down the assets to actual values, they had маш 
written off £300 from stock of materials, bringing that item on 
the balance-sheet to what the board believe was now a thoroughly 
reliable figure. On the credit side of the profit and loss account 
the sum £19,446 for “subscriptions, &.,“ was an increase over thy 
previous year of £1,138. The result on balance showed a profit oi 
£9,269, as against £8,227, or something more than a 10 per cent 
increase of profit for the year. The appropriation of the profit ad 
the balance from the previous year, a total of £11,527, had received tly 
very careful consideration of the board. Had they capital y 
command for anticipated expenditure in improving and extending 
the business, there would have been no hesitation in recommending 
a higher dividend on the ordinary shares, but such a course could 
not be recommended withont reliable reserves for future capital 
expenditure. They could not tell when or how soon demande for 
such expenditure might be made upon them that would tax ther 
efforts to the utmost. They could not lose sight of the fact that 
improvements in telephony were likely to require new instruments, 
switchboards, and other appliances, that extensions must constantly 
be made, and that an underground plant was to be looked forward 
to. Some shareholder, closely examining the accounts, might бате 
thought that while they showed earnings for the past year of over 
6 per cent. on the ordinary shares, they recommend the payment of 
only 24 рег cent. They all knew that earning a dividend and 
having the amount intact at the end of the year were not the same 
thing, and he thought that their accounts, when considered with 
care, showed conclusively that the directors had recommended all 
the dividend on the ordinary shares that the circumstances 
warranted. 


Mr. C. Lock seconded the motion, and the report was adopted 


Eastern Extension Telegraph Company. 


THE report of the directors for the half-year ended June 30th, to 
be submitted to the meeting to be held in London on 7th prox, 
states that the gross receipts amounted during that period to 
£313,227, against £324,361 for the corresponding half-year of 1892. 
The working expenses, including £28,261 for maintenance of cables, 
absorb £108,660, against £107,267 for the corresponding period oi 
1899, leaving £204,567. From this is deducted £5,630 for income 
tax, £13,984 for interest on debentures, debenture stock, and con- 
tribution to sinking fund, £5,000 for the reserve fund in connection 
with the proposed removal of the head offices, and £500 towards the 
Indian famine fund, leaving £179,453 as the net profit for the half 
year. · Two quarterly interim dividends of 14 per cent. each, 
amounting to £62,500, have been paid for the half-year, leaving 
£116,953, from which £120 has been deducted for dividend 
on new shares, and £100,000 transferred to the general reserve 
fund. The balance of £16,833 is carried forward. During 
the half-year the unissued balance of 50,000 shares o 
the company's share capital was issued to the shareholder 
at а premium of £3 per share, ог £13 each, and an official quotation 
has since been obtained. The balance of 5 per cent. Australian 
Government subsidy debentures has been paid off with the cxcep 
tion of 18. The duplicate cable between Victoria and Tasmania b3s 
been partially renewed at а cost of £13,239, which has been debited 
to the general reserve fund. The necessity for improved telegraph 
communication with the North of China having been demonstrated 
by recent occurrences in that country, the company, in conjunction 
with the Great Northern Telegraph Company, have been able to 
meet international requirements by providing, at short notice, from 
their stocks of material in the Far East, cables between Shanghs- 
Chefoo and Taku, with branch lines from Chefoo to Wei-hai-we. 
Port Arthur and Kiaochau. These cables have been opened to tè 
public without any additional charge being levied on tmr 
exchanged between China and Europe. 


Western Telegraph Company, Limited. 


THE meeting of this company was beld on Tuesday at Winch 0 
House, Mr. W. 8. Andrews presiding. 

The CHAIRMAN said that the even course of their prosperity | 
tinued, and circumstances во far confirmed the wisdom o! t 
arrangements made to bring the two companies together Joi 
working had been more advantageous than separate working. [>> 
was the first half-year’s accounts to contain the receipts and ti: 
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expenses of the united system. The income for the half-year ended 
June 30th, 1900, including dividends from other telegraph com- 

ies amounted to £230,435, against £226,217 for the previous 
corresponding half-year, a net increase of £4,218. That, however, 
haldly stated, would be rather misleading, because, as a fact, the 
income derived from messages, registrations, amounted to an increase 
of 217.374, the difference between the two being occasioned by the 
amounts of dividends that they received from other companies 
which varied. If they were to compare the revenue with the 

previous corresponding half-year, omitting the question of divi- 

denda, they had a net increase of some £36,000, consequeutly they 

were progressing in a very satisfactory manner in the revenue. The 
enrrent half-year np to the present showed that the revenue 
promised to be even more encouraging. The expenses for the 
iod under review were not so pleasing. The total expen- 

diture for the half-year was £80,000, and that for the previous 
balf-year £71,000, an increase, therefore, of £9,000, but that 
did not look very formidable when examined. The increase was 
chiefly dne to expenditure falling upon the current year, which was 
notofa permanent character, For instance, the Norsemen had been 
home and was going out almost immediately. The purpose of 
bringing her home was for repairs and the application of certain 
alterations in the machinery, which they believed would result in 
more economical working. The addition for repairs of cables account 
came to £3,000; then there was the supply of new cables, electrical 
stores, Instruments, and so on, at a cost of £2,000. Other items 
showing increases were alterations to stations, directors’ fees, 
pension and staff assurance funds. After payment of £11,032 for 
debenture interest and sinking fund, and providing for payment of 
income-tax, there was a credit balance of £135,613, to which had to 
^e added £6,791 brought forward, making altogether £142,404. 
Deducting expenses of debenture issue and interim dividend, there 
кїз a balance of £110,554. £50,000 of that was transferred to 
mserve, and out of what remained they recommended a final divi- 
wad of 3s. per share, making 6 per cent. for the vear and a bonus 
a 23. per share. .This would require £51,892 and leave £8,571 to 
ту forward. They hoped to complete their line of new 
ables without impinging very greatly upon the reserve fund. 
There had  15een at present no increase in the share 
capital on account of the laying of those new cables, their 
{шй enabling them to go on to their completion—in fact, 
the last section had just gone out, and they would have laid 
altogether for the greater accommodation of Brazilian and other 
interests in South America 1,275 knots, 1,437 knots, and 1,219 
knots, making a total of 3,932 knots, and with the final cargo the 
ship sailed on October 27th. Those cables were of the very best 
snd most modern construction, and they were calculated to give high 
speed and to provide therefore direct circuits which would transmit 
a larger number of messages than the ordinary circuits. They 
would, of course, draw upon the reserve to the extent that was 
necessary, The Norseman was expected to go out very soon— 
certainly by Christmas—and the effect would be that when she was 
on the station those larger expenses on account of the hiring of 
"ups to replace her during absence would cease, and they would 
get back to the normal expenditure for shipping purposes. 

The adoption of the report was seconded by Mr. FREDERICK 
Tout, and unanimously adopted. 

The retiring auditors having been re-elected, the meeting became 
extraordinary, and passed the following resolution after the chair- 
man had briefly explained it:— 

That the articles of association of the company be and they are hereby altered 
in manner following, that is to say, there shall be added on to the end of the 
Пош of such articles the following words, namely: —“ Every past, present 
snd foture director who has been or is or shall become a director of any 
other company as the nominee of this compeny may, in addition to any 
remuneration received by him under the preceding provisions of this article, 
sso retain for his own benefit any remuneration to which he has become or 


may hereafter become entitled as a director of such other company, whether 
his qualification for such directorship shall or shall not be held by him in trust 


for this company.” 

The chairman explained that the Plate line that they had 
aquired an interest in was one connecting Uruguay, Buenos 
Ayres, and the Argentine Confederation, and it linked up 
important lines to the Pacific, that is, to the West Coast 
of South America with the lines of this company to and through 
Brazil, The line was a short one, and had been hitherto 
worked by an independent company, with separate stations, its own 
tariffs, rules, and regulations, working as a separate local section, 

but interposed, so to say, in this company's through connections. 
This was manifestly detrimental to the telegraph service, and in the 
interests of direct and speedy communication, homogeneous 
management, and furtherance of public interests, it called for 
improvement and alteration. They proposed to bring this concern 
inder their own management, and the same remark applied to other 
ondertakings; in fact, this was a part of what he might call a 
general measure, although that general measure was not yet ripe 
and could not then be described. These steps were taken to pro- 
duce simplicity and unity of management, aud ultimately the con- 
cerns would be assimilated, though in Brazil it was impracticable to 
3t once make arrangements for assimilation by absorption. They 
were consequently compelled to keep the line under a legally 
“parate board. The River Plate business was a small affair, show- 
ng a very excellent return; they had paid £60,000 for it. Not 
only, therefore, would they makean arrangement which would pay but 
would also lead to improved working. In answer to a sharehoider, 
it was stated that it was proposed eventually to amalgamate the 
River Plate Company with the Western Telegraph Company, and it 
was proposed that the directors should be allowed to be paid for 
any work they might do in connection with that or апу other com- 
pany, but after amaleamation they would cease to be paid. 


The resolution was seconded by Mr. J. D. PENDER, and carried 
Unanimously. | 


St. Helens Cable Company. 


WE are informed that this company held its first annual meeting 
on October 31st at St. Helens. 

Mr. HEvr-Dr4, who presided, reported that the progress of the 
past 13 months was so satisfactory that although the Warrington 
electric cable works had only been working for the past six months, 
the board was in the pleasant position of being able t» recommend 
that a dividend of 6 per cent. on the ordinary shares be declared 
and paid forth with. The prospects of the company were as bright 
as could be wished, as the works were going night and day, and 
the continued addition of new plant was being fully ocenpied as it 
was put down. The report was adopted unanimously. 


(ape Electric Tramways Company. 


THE report of the directors for the year ended June 30th, to be 
presented at the meeting to be held in London on 14th inst., states 
that the profit and loss account on the 12 months’ working, after 
provision for debenture interest, shows a net balance to "credit of 
£65,204, which, added to £15,615 brought forward, makes a total 
avallable of £50,520. From this the directors have paid to the 
shareholders 9 per cent. upon their capital, represented by two 
interim dividends. The directors have also placed to the eredit of 
the reserve £8,000, and have created a special reserve, to. the credit 
of which they have placed £12,000. These sums (including interim 
dividends) aggregate £56,000, and leave £24.820 to be dealt with. 
From this provision has to be made for the remuneration of the 
directors. With regard to the disposition of this remaining balance, 
the directors recommend a bonus of 3 per cent. upon the capital, 
which will absorb £12.000. During the 12 months working the 
Cape Town system has carried 11,332,627 passengers, as against 
8,489,490 passengers in the preceding year. The Port Elizabeth 
system has carried 2,967,420 passengers, as against 2,563.259 fpas- 
sengers in the preceding year. The grand total of passengers 
carried on both systems for the preceeding year was 11,052,749. For 
the year under review the total number is 14,300,047, whichtshows 
an increase of 3,247,298. 


R. Waygood & Co. 


THE statutory meeting was held at the Bridre House Hotel, London 
Bridge, on 29th ult.—The CHAIRMAN said the company was 
successfully floated on June 29th last. The capital, £210,000, was 
considerably over subscribed, applications having to be returned for 
£100,000, and none was underwritten. Notwithstanding that trade 
venerally has not been so good, the amount of orders received since 
March 31st, the date from which the new company took over the 
business, had been in excess of those received for the similar period 
in any year. The book debts as shown in the prospectus amounted 
to £41,975. They had already realised £35,297, and the balance to 
be collected, it was estimated, would produce at least the full 
amount in the prospectus, and most probably more. The trade debts 
were taken on at £21,849; of this amount £20,213, had been paid. 
Owing to the expansion of business the company was erecting 
additional buildings. It had completed the purchase of a row of 
houses between the works and the street, and thus obtained a 
considerable addition of space adjoining the factory for future 
expansion. 


. Official Announcements re Companies, 


Norick appeared in the London 'Zazette on Friday last to the effect 
that the following companies have been struck off the register :— 


Battery and Motor Company, Limited. 

British Association of Medical Electricians, Limited. 
Canton (Waipori) Mining and Electric Power Company, Limited, 
Capital and Counties Electricity Supply Company, Limited. 
Capsule Battery Company, Limited. 

Corbridge Electric Lighting Company, Limited. 

Cruto Incandescent Lamp Agency, Limited. 

Devon Traction and Motor Company, Limited. 

Electric and General Contrac Corporation, Limited, 
Electric Free Wiring Syndicate, Limited. 

Electric Meter Company, Limited. 

Electric Racing Horse Maze (Pioneer Syndicate), Limited. 
Electric Steam Syndicate, Limited. 

Electrolytic Separation Syndicate, Limited. 

Elicson lamina Accumulator Company, Limited. 

European Electric Finance Company, Limited. 

Gravier Dynamo Syndicate, Limited. 

Improved Incandescent Electric Lamp Syndicate, Limited, 
Johnson's Supplementary Steam Generator Company, Limited. 
Llandudno Electric Supply Company, Limited, 

London Electrical Carriage Company, Limited, 

London Electrical Coupé Company, Limited, 

London Electrical Van Company, Limited. 

London Health Electrical Institute, Limited. 

North London Electric Supply Company, Limited, 

Peerless Accumulator Syndicate, Limited, 

Water-Tube Boiler Syndicate, Limited. 


The following will be struck off the register within three months 
unless cause is shown to the contrary :— 


Electric Horse Promotion Syndicate, Limited. 
Freudenberg's Automatic Telephone Syndicate, Limited, 
Freudenberg's Multiple Telephone Syndicate, Limited, 
Improved Telephone Patents, Limited. 

Premier Eleetricity Meter Company, Limited. 
Vice-Versa Portable Electrie Lamp Syndicate, Limited. 
Whitstable Electric Light and Power Company, Limited. 
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Stock Exchange Notices.— The Committee has ordered 
the undermentioned securities to be quoted in the Official List :— 
Dublin United Tramways Company (1898) Limited —60,000 ordinary 
shares of £10 each, fully paid, Nos. 1 to 60,000; 59,987 6 per cent. 
preference shares of £10 each, fully paid, within Nos. 1 to 60,000 : 
and £300,000 34 per cent. mortgage debentures of £100 each, 
Nos. 1 to 3,000. 


Electric and General Investment Company.— 
Allotment letters in respect of the issue of 19,900 6 per cent. 
cumulative preference shares were posted on Tuesday. 


West India and Panama Telegraph Company.—A 


dividend of 6d. per share is announced on the ordinary shares. 
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TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.— The receipts for the week 
ending October 27th, 1900, were £217; correstonding period last year, 
£238: decrense, £21. Total to dute, £18,881 ; corresponding period last year, 
£18,+71; increase, £10. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending October 26th, 1900, were £2,973 бв. 5d.; corresponding period last 
year, £2,905 13s. 5d. ; increase, £67 133. Od. . 


The Central London Railway.—' The receipts for the week ending October 27th, 
1900, were £6,102; previous week, £5,465; increase, £697. "Total receipts 
to date (18 weeks), £64,198. Miles open, 6. 


The City and South London Railway Company.—The receipis for the week 
ending October 28th, 1900, were £1,866; corresponding week last year, 
£1,045; increase, £821. Total to date, £26,458; corresponding period last 
year, £16,299; increase, £10,159. Miles open, 1900, 42 ; 1899, 83. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending October 25th, 1900, were £418 10s. 4d.; corresponding week 
last year, £408 3. 64. ; increase, £10 168. 10d. Total to date, £17,876 18s. 2d.; 
corresponding period last year, £16,412 19s. 7d.; inoroase, £1,468 188. 7d. 


The Dover Corporation Tramways.—The receipts for the week ending 
October 27th, 1900, were £181 6s. 8d.; corresponding week last year, £179 
19s. 10d.; increase, £1 08. 10d. Total to date, £9,056 68. 104d.; corre- 
spending period last year, 28,643 3s. 11d. ; increase, £418 2s. 114d. Miles of 
track open, 8. Car miles run, 1900, 4,978; 1899, 4,794. Number of cars, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
October 26th, 1900, were as follows: — D. U. T. Co., horse cars, £25 88. 5d. ; 
ditto, electric cars, £8,408 бв. 5d.; D. S. D. Co., electric cars, £740 188. Id.: 
total, £4.169 128. 11d; corresponding week last year—D. U. T. Co., horse 
cars, £883 10s. 9d.; ditto, electric cars, £2,844 11s. 0d.; D. S. D. Co., eleo- 
trio cars, £789 17s. 2d.; total, £3,767 18s. 114.; increase, £401 14s. Od. ; 

gregate to date, £82,717 28. 8d.; aggregate to date last year, £74,118 
6s. 1d.; increase, £8,598 6s. 2d. The mileage worked is 44 miles elee- 
trically, 1 mile by horses, as against 35 miles electrically, 9 miles by 
horses, fer the corresponding period last year. 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
October 28th, 1900, were £1,518; Go rea ponen E week last year, £1,680; 
deerease, £112, Total from July 1st, 1900, £28,894; ditto corresponding 
period last year, £27,804; increase, £1,090. Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 


WHat with the City's welcome to its boys" on Monday, and the 
Stock Exchange holiday on Thursday, business has been extremely 
restricted in the general markets this week. Add, too, the fact that 
the current settlement is one of those which extends over 19 
days, and nothing more need be said to account for the prevailing 
quietude. "There is little in the position of the Money Market to 
encourage investment buying, and taking everything into con- 
sidération, the absence of business in the Stock Exchange is by no 
means remarkable. 


Once again has the telegraph department been staggered by a 
sharp fall in Anglo-American Ordinary and Preferred stocks. 
Coming upon the top of such a heavy decline as took place last 
week, the market was unprepared for the still further fall, and at 
one time it looked as though the B" stock would drop to 90. The 
lowest price touched was 93, and the Ordinary went to 50. It is 
peculiarly interesting to note how these prices compare with the 
highest and lowest of the last few years :— 


Stock. 1897, 1898. 1899. 1900. 
H. L. H. L. H. L. H. L. 
Anglo Ord. ..| (603 49 67 БВ баз 60 e 50 
Anglo B... 110 9˙ | 1174 107 121 10 | 117 98 
| 


We have to go back to January, 1896, to find a lower price for the 
Preferred stock than that touched the other day, and the Ordinary 
has not been under 50 since 1897, as shown by our statistics, A 
slight recovery has set in since the lowest prices touched, but there 


is still a nasty loss on the week. Somewhat singularly, the Deferred 
stock has hardly budged an eighth per cent. 

Direct United States shares are unchanged, but Submarine Cable 
Trust has moved up a little. 

The news about the New South Wales Assembly having passed 
the Pacific Cable Bill had no effect upon the prices of Eastern stock 
aud “China” shares. Doubtless the effect of the last scare on this 
account is too recent for investors to be troubled in the same way 
again, at least for some time to come. The New Eastern Extension 
shares, £3 paid, are in the vicinity of 7, and have just been admitted 
to the dignity of an official quotation. Globe Telegraph and Trust 
are weak, partly in sympathy with the fall in Anglo-American 
stocks, and West Coast of America shares, by a loss of 5s, hare 
resumed their former quotation of half a sovereign. 


In the Electrical Supply list the principal rises have been secured 
by Charing Cross and Notting Hill shares. The former have found 
strong supporters, and the company’s latest issue of Preference 
shares, of which many proprietors refused the offer at 51, are up to 
53. The general market is good throughout, and it is contended 
that the junkettings that will take place, and are taking place, at 
the return of the troops from South Africa, must work for good 
receipts by the electrical undertakings. Far-fetched as the sugges 
tion seems, it is nevertheless doing duty to some extent in the 
market, City of Londons feeling its kindly influence the mos. 
Chelseas are the only Ordinary shares that mark a decline, but m 
they are quoted er new, the loss is not as bad as at first sight it 
would appear. The premium on the new shares have run off almot 
entirely, but shareholders entitled to an allotment should think 
twice before they refuse to accept it, since the new shares are likely 
to turn out a remunerative investment in the future. 

The public are still buying Supply Debenture stocks, the market 
for which is as steady as ever. St. James’s and Pall Mall 34 per cent. 
Debenture stock is just par. A slight narrowing of the oficial 
quotations for County of London 44 per cent. Debenture certificates 


goes for nothing at all. 


Tramway shares are quiet, trade in them being as restricted as it 
is in other sections. British Electric Traction Ordinary have 
slightly recovered from their recent fall, but the Preference ar 
unaltered. The strike on the Oldham system, to which we referred 
three weeks ago, is now in course of settlement, a London barnster 
having been accepted as arbitrator in the dispute. А new comer 
in this department will be the British Electric Street Tramways, 
Limited, which will have a capital of £300,000 in £10 shares. The 
company's title is surely a little close to that of the British Electrie 
Traction? Anglo-Argentines are- back a trifle, at 315, and 10 
change is exhibited in Buenos Ayres and Belgrano “А” and "B" 
at 5 and 4 respectively. Calcutta Trams are 94, and London Streeta 
dull at 30s. for the fully-paid £4 shares. 


National Telephone Ordinary are being pressed for sale, and have 
slipped back à. Here, again, the fear of Government competition 
is the main skeleton in the cupboard, as the company is doing 
better business than ever. Another thing against the shares, of 
course, is the legal decision lately given in favour of a customer med 
by the Telephone Company, it being apprehended that the follow- 
ing of a similar course in other instances might prove a serions matter 
for the N.T.C. 

While quotations in the electric railway market are the same s: 
they were a week ago, there has been a sharp rise in Metropolitan 
Railway stock on the definite plan now adopted for electrifying the 
line. Districts are also harder, and it is said that an influential 
American syndicate is buying the stock in order to gain control of 
the Board. We seem to remember having heard very similar Stories 
on previous occasions when the insiders wanted to unload District 


Central Londons are hard, the Deferred keeping steadily at j above. 


the Preferred, thus emphasising the market opinion that a befter 
dividend than 4 per cent. will be available for the junior shares 
Everything naturally turns upon the question of the working &. 
penses, which may be vaguely estimated between £2,200 and 
£2,800 per week, possibly nearer the latter than the former. 

Manufacturing shares are better, particularly those connected 
with the telegraph trade. British Insulated Wire are flat, excep 
tionally. Callender's quickly recovered the deduction of 58 dit 
dend last Friday, and the market is a distinctly good one. 

Of the reports published this week, the Eastern Extension sw 
ing is not as good as it was for the corresponding period last yea: 
but the company, it is satisfactory to note, is acting partly in con- 
junction with the Great Northern Telegraph. The Cape Electric 
Trams report is excellent, and the dividend is to be at the mte uf 
12 per cent for the year, against the 61 per cent. paid in 1598.10 
The capital of the company is to be increased by the eren n 
100,000 additional Ordinary shares, and thejterms upon wur 
proposed to issue the new shares give an unusual amount of lati. 
to the directors. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


ps "en Busines done 
Dividends for ng osing u 

hree Quotation Quotation week ended 
the last t years, October 24th. | October 81st. | October 31st, 


NAME. 


African Direct Telegraph, 4 96 Debs. 99 —103 99 —103 


Amazon Telegraph 5 Debs., Nos. 1 to 1 250 Red. 


Anglo-American Telegraph ... 54 — 57 52 — 54 
Do. do. 6% Pref. 994 1004 | 96 — 98 
Do. do. Deferred 101— 10% | 104— 103 


44,000 | Chili Telephone, Nos. 1 to 44, 000 
10,000 Commercial Cable 


Do. do. Sterling 500 year 4 4 І Deb. Stock Red. |Stock 101 —103 101 —103 1023 | 102% 
Cuba Telegraph ея . | 1077 9 64— 74 64— "ixd| 6%) ... 
Do. 10 % Prein . ́ 10 10 15 — 16 | 144—15}xd| 133 
Direct Spanish кар. 125 iss € y г 5|4 4— 5 31— 44 i 
Do. do. 1 ees З € 5 |10 9 — 10 9 — 10 
Do. do. 43 PME ео e | e [100 —104 95100 —104% | ... 
Direct United States Cable ... bot ..| 20 3195 34396 3 Ф а 102 | 104— 102 10 
Direct West India Cable, 44 % Reg. Deb. -— 100 D 99 —102 99 —102 БЕ Dis 
Eastern Telegraph, Ord. Stock ius si .. Stock 7 95 | 7 96 7 % 149 —154 |149 —154 | 1504 | 1494 
Do. 34 Pref. Stock аа m .... | 100 AE Ves 99 —102 99 —102 1004 | 99} 
Do. | Mort. Deb. Stock Red. ... ... [Stock] 4 7 .. 1115 —120 113 —118 xd З "o 
250,000 | Eastern Extension, 1 and China Telegraph ... 10,7 7% |7% 142— 15} | 14$— 151 1415 


Do 5% (Aus. Gov. Sub.) Deb., 1900, red. ann. 
6,100; { drzs., reg. 1—1,049, 3,976—4 326 100 5 % 
26,6001 Do. do. Bearer, 1,050—3, 975, 4,327—6, 400 | 100 5 96 
Do. 4% Deb. Stock ... Stock 4 % 
300,0007 Eastern and South African Telegraph, 4 1 Mort. Deb. } 100 
Nos. 1 to 3,000, red. 1909 


114 —119 114 —119 
99 —102 99 —102 


Submarine Cables Trust i ive ux er . . | Cert. 
United River Plate Telephone ass 5 


: $00, Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25 es 25 . . 100 —103% |100 —10 33 be 
190,27 Globe Telegraph and Trust 10 | 44 54 54% | 102—111 104— 11 11 108 
180,042 Do. do. 6% Pref. " 10 6 6 .. | 15 — 153 | 15 — 154 15 885 
150,000 Great Northern Telegraph, of Copenhagen 10 124 32 — 34 31 — 33 31} 
and Bermuda Cable, 43 1st Mort. Debe, = 
84,300 poem wd UR dE i) 100| ... |. 98 —101 | 98 —101 | 983 
Indo-European Telegraph 25 10 $ 10 95 10 % 49 — 53 48 — 52 xd 
Lon don Platino-Braszilian Telegraph „ 6 % Debs. 100 | 6 д» 103 —1C6 |108 —106 
Momtevideo Telephone, Limited, „Nos. 1 to 72, 680 . L| се "S 249 i—- $ i— 1 
Do. o. do. б % Pre, Nos. 1 to 86,492 1|4 4 5 1 $— 1 
National Telephone, 1 to 490,000  ... 5 6 6 5 48— 46 44— 4i 45 4} 
Do. 6 % Cum. 1st Pref. ... bs ..| 10/6 6 6 13 — 15 13 — 15 13 
Do. 6 * Cum. 2nd Pref. ... 10 | 6 6 6 13 — 15 13 — 15 
| Ро. 5 % Non-cum. 3rd Pref., 1 to 250, 000 5 5 5 6 5 — 5 5 — б 5 5 
7000, 0007 Do. 35 % Deb. Stock Red. | Stock 34% | 38% | 34% | 96 —99 96 — 99 974 | 96 
Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1| 5 5 5 í— 1% 1— 15 xd 
Pacific and European Tel., 4 % Guar. Debs., 1 to 1,000 ... | 100 4 P 100 —103 [100 —103 
Reuter’s .. i 8|6 5 7— 8 7— 8 
5% 
Do. do. 5 95 Cum. pret. 5 Nos. 1—16, 639 BT us 44— 42— 54 
Do. do. 5 % Debs. . Stock 104 —107 104 —107 
West African Telegraph, 5 95 Debs... 100 98 —101 | 98 —101 
West Coast of America, Nos. 1—30, 000 and 53, 0*1—53, 008 24 1— 1 — 


Do. do. 4 Y Debs., 1—1, 500 . by Bras. Sub. Tel. | 100 
Western and Brazilian Telegraph 4 95 Deb. Stock Кеа. ... Stock 


Е Western Telegraph, Ltd., Nos. 1—207,930 . 110179179 179% 144—15 | 144— 15 142 | 14$ 
7 Do. do. 5 ‘9 Debe. 2nd geries, 1906 —. 100 103 —106 |103 —106 

"m. West India and Panama Telegraph .. ..| 10| à 2% i% 1— 1 $— 1 

И: Do. do. do. 6 Cum. 1st Pref. 10 | 6 те» 64— 74 64— 74 7 

a Do. do. do. 6 % Cum. 2nd Pre. 10 6 6— 7 6 — 7 

Ses Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 105 —108 |105 —108 


ELECTRICITY be dee COMPANIES. 
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19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 5 4 86.56 7 8 7 — 8 
12000 Do. do. 7 % Cum. Pref... 5 7 al .. 83— 94 | 84— 93 ns 
50,000 | Charing Cross and Strand Electricity Supply . 5 7 8 v 9 5 9 — 10 94— 104 95 | 98 
20,000 Do. do. do. do. 44% Cum. Pref. . a 51— 6 51— 6 | bs 
34,000 *Chelsea mies Supply, Ord. 5 6 6% 6 V 6— 7 | 6 — 63 6%! 6} 
150,000 Do. do. do. % Deb. Stock Red. Stock 44 110 —113 110 —113 e 
ke 60,000 City of London Electric Lighting, Ord. 40,001—100, 000.. 10 10 6% 4 8— 9 84— 9 9 | 82 
h 40,000 | Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 6 96 124— 134 | 124—134 131 134 
400,000 | Do. 5 % Deb. Stock, Scrip. (iss. at 2115) all paid r | . . |125 —130 125 —130 T 
40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | nil | nil |495| 84— 94 84— 94 
4 20,000 ро. do. do. 6 % Pref, 40,001—60,000 10 6 % 695 | .. |11 — 12 |11 — 12 i 
y 200,000 | Do. 43 J Deb. Stock, Prov. Certs (all paid) Rd. xd de Ф, 11:08115. ee ато, | 300] 
* — 96100 | Edmundson's Elec. Corp., Ord. Shares 55% 7X .. | 4—- 5 4 — 5 4.) - 
| 75,000 | Do. do. 44 J 1st Mort. Deb. Stock. ... 100 ec | se 101 —104 101 -—104 | | 
Е: 110,000 | London Electric Supply Corporation, Limited, Yu ae 81 ere Sm s 11— 2 | 1$— 3$ | | 
‚ 49840 | Do. do. do. do 69 Ре | 5. |6%| .. | 44— 33 | 4i— 5 
| 250,000 | Do. do. do. 4% 1st Mt. Db. Stock Rd. |Stock| ... 24 100 —102 |100 —102 | ... 
i 85,000 | | Metropolitan Electric Supply, 101 to 62,500 F 10 6 5 5 % 134— 144 134— 144 134 
| 220,0007, Do. 44% First Mortgage Debenture Stock 14495 | oe | 112 —115 112 —115 or 
20,000 Do. 34% Mort. Deb. Stock Red. ... (Stock)... |] 197 «100. 197 —100 
| 6,452 | Notting Hill Electric Lighting a ‘ah «| 10:1 6 6 |7 % | 144— 153 | 15 — 16 I 
40,000 | St. James's and Pall Mall Electric Light, Ord. ... 5 144 144% 144% 15 — 16 15 — 16 158 
| 20,000 Po. do. 7 % Pref., 20,081 to 40,080 5 7 7 / 7 8— 9 8 9 i 
12,000 | Smithfield Market Elect. Supply, Ord. ... Bil ie 5s 2— 24 | 2— 23 
. 90,000 | Do. do. 4 % Deb. cec Uu EOD 85 — 95 | 85 — 95 
65,000 | South London Electricity Supply, Ord.  ... s 5 TA 21— 33 241— 3% (en ID 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. .. 529, 12 9) 13 % | 19 эл” 13 15 124 | 121 
14 | | 
| x Subject to Founders Shares. Quotations on Liverpool Stock Exohange. 
Unless otherwise stated all shares are in warrants, ta used 
Dividends marked Pa (ora ony айша ua wiser, ма in deterred share warrants, profita bei ms * 
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и“ 
SHARE LIST OF ELEOTRICAL OCOMPANIES.— Continued. - 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. | $ 
| Stock . Closing Closing Business don 
Present Dividends for | > 
Teue, daai Share| the last three years, | Qoe aith, | De Be, | олені 
Highest | Lowes: 
20,000 | British Aluminium 7 % Cum. Pref. . 9 — 10 9 — 10 E дыл | 
300,000 Do. do. 5 % 1st Mort. Deb. Btock Red. 93 — 97 91 — 95xd | .. - 
30,000 | British Electric Traction 12) 134 |13 — 14 13 13 
50,000 Do. do. 6 % Cum. Pref. *. 12 — 13 12 — 13 128 12 | 
200,000 Do. do. 5 % Perpetual Debenture Btock Ses . 120 —123 120 —123 1224 | 1214 
85, ‘0001 {British Electric Works Co., Ord. £1 shares, 50,001—135,000 B— 4 B— 5 "NS Er | E 
50, 000 |f Do do. 6 95 Cum.Pref., 1—50, 000 m i— 2 f— i 
500|t Do. do. 41 % 18 Mort. Deb. © 97 — 99 |97 — 99 | 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 ... 5 | 15 % 15 [i 20 * 11 — 12 11 — 12 
27,500 Do. do. 6% Cum. Pref. Nos. 1 to 27, 000 . 5 се 5$— 6} 52— 6} 
105,731 | Brush Elecl. Enging., Ord., 1 to 90,000  ... ei 2 3 v, 5 9% 6 | 18— 13 1à— 12 2 
105,781 Ро. до. Non-cum. 6 Y Pref., 1 to 90,000 kN 2 6% 6 Y| 6 Y| 2— 24 2 — 2} 
125,0007 Do. do. 44 % Perp. Deb. Stock ...... [Stock] ... ie .. 106 —111 |106 —111 "E т 
125,000 Ро. ` do. 43 % Perp. 2nd Deb. Stock ... Stock 102 —104 102 —104 me aee a 
20,000 | Callender's Cable Goneri Han shares, Nos. 1—20,000  ... 5 124% 15 5 Ф 15 5 * 124— 134 | 124— 134 DEDE 10. 
20,000 Do. do. 5965 Cum. Pref. . * 5 5 — 54 5 — 5 Bu. t: 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... S ock " . 110 —114 110 —114 pu d uu y 
213,533 | Central London Railway, Ord. Shares T T 10 = Jie ji 10 —. 103 10 — 103 10jj 10 „ö 
61,033 Do. do. Pref. half-shares .. 55 S B iu - НЕ 43— 5} 4$— 5} 5i EXE 
71,447 Do. do. Del 804... ues Delo bL ns 125 5 — Бї, | 3 — 61 55 | : 
855,000 | City and South London Railway *. Stock 13% 28% 14% 55 — 61 58 — 61 | | Ln 
37,500 | Do. do. Ord. shares Nos. 22 ‚501 to 60, 000 . T We ia e o 5 — 5— 6 | aoe 
32,098 | Crompton & Co., Noe 1 to 32,098 3 ; 6% 749, 34— i 34— 44 916 КЫ 
Do. 5 % 1st Mort. Reg. Debs., 1 to 900 of 2 | : 
100,000 £100, and 901 to 11 000 of £50 red T Tr ‘xis 99 —102 99 —102 с жр 
99,261 | Edison & Swan Utd. El. Lgt., “ А” shares, £3 pd. 1 to 99,261 5 6% 6 6 / 1g— 24 11— 21 ep Was 3o 
17,139 Do. do. do. “A” Shares, 01—017,139  ... 5| 6% 6 6 95| 34— 44 34— 44 dudum s 
344,023 Do. do. do. 4 95 Deb. Stock Red „% X00 T. ue T .. | 90 — 92 90 — 92 dol de О: ons 
112,100 | Electric Construction, 1 to 112,100 ... à i 2| 6 Ф 69, 6 %| 2 — 22 2 — 2} 24 MM 
25,000 Do. do. 7 96 Cum. Pref., 1 to 25 000.. T 2 7 eae Se 23— 3 22— 34 9s E 
140,300 Do. do. 4 95 Perp. 1st Mort. Deb. Stock . |Stock| >... T .. |102 —105 |102 —105 À Wi. 
9,6007| Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600 ... ..| 10] 7% 7 SB 7 Y 10 — 11 10 — 11 un ome 1... 
30,000 | Henley's (W. aa Telegraph Works, Ord. .. Ӯ * 5 12 95| 14 15 Ф| 123— 133 123— 133 131 | БЕ 
30,000 Do. do. 44 % Pref. ... NE Ay O TENDIT 5 — 53 5 — 5} 5700 - „ 
50,000 Do. 5 do. 44 Mort. Deb. Stock.. Stock uà VT 108 —112 108 —112 T ur 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works » T 20] 20 10 . |20— 21 20 — 21 204. en 
300,000 Do. do. do. 4 % 1st Mort. Deb .. .. | 100 | ... m — | 99 —102 99 —102 e ix. 
37,500 Liverpool Overhead Railway, Ord. ... ec] 410 5 3195| 32%] 8#— 9 8i— 9 rea 
10,000 f Do. do. Pref., £10 paid 8 40 5 5 5 123— 134 123— 131 5% i nt 
37,350 | Telegraph Сораг and Maintenance ... 1:439 (15 95 15 15 35 — 39 36 — 40 38 | 34b 1 - 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 100 sat 101 —104 101 —104 ies | — E 
20,000 | Telegraph Manufacturing, oe Nos. 1 to 20,000 ux ub 8 [4 12 Сл 104— 114 |104— 114 | 11 | 10] М * 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000.. т 5 — 5% 561— 5} 51 p. 
540, 0007| Waterloo and City Railway, Ord. Stock. * 100 js 3 % 3 * 94 — 97 94 — 97 | S lwc ^ 
TRO ч | | | 65 
+ Quotations on Liverpool Stock Exchange. tł Unless otherwise stated all shares are fuliy paid. ` Ке 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY n T її 
Brompton and Kensington, 44 % Debentures ot £100, 103—106, Kensington and Knightsbridge Electrio Ligh Ordinary Bhares A0 
National Electrio Free Wiring, 12/6 paid, )12—18; Jst Preference D euet. 6 6% Б ‚оу 114. ed De >: 
Oldham, Ashton, and Hyde E eotrio (810 pd.), ' Ord., 164—174. ы 102—105. Dividend, 1899, on Ordinary jo 
Do. do. t. (£10 pd.), 10—10. T. Parker, £10 (fully paid), 172. Ж, 
* From N Share List. Bank rate of discount 4 per cent. (July 19th, 1900). | 
| MARKET QUOTATIONS, Wednesday, October 31st. : 
CHEMICALS, &o. This week. Last week. Ino. or Deo. METALS, &o, (continued.) | This week. Last week. Ind. or De = 
Acid, Hyd So - ui wt. 5/- 5/- š Copper Sheet is oe oe to £86 #85 £1 inc. 
oon Мыш e . . per on f 20. : „ n Bod 1 per ton 288 ta | nhi `- 
a „ xalio  ..  .. per OWS 82/- 82/- : 6 y (Electrolytic) Bars .. рег ton ‘£83 10 £83 10 de 
a s 7 E ane .. рег owt. 5/6 5/6 › % и " .. per юп £99 £93 ж. 
а Àmmoniao, 8 per owt. 89/- 89/- Я 6 n " Rog per ton £8510 #85 10 * es 
= Ammonia, Mariate (orystal) .. per ton £88 10 £83 10 à . € H.O. Wire per lb. 93a. 9 ee 12 — 
per ton £80 £80 , S Ebonite Rod. T kv .. perlb J- - L es 
á Bleachin powder i .. per ton #1 47 : 7° Sheet А . Per Ib 5 5j- Ev 
a Bisulphi e of Carbon ... per ton £15 £15 | i n German Silver Wire per lb 1/6 1/6 4 
a Bora : «i .. per ton 217 10 £17 10 T h Gutta-percha fine .. per lb M 
4 Bensole юг ) zi .. per gal. 7/- 77 re h India-rubber, Para fine per lb. ,- to 4/1 4 / to 4/1 | 
y. n .. per gal. 5/6 5/6 E Iron, GharcoalSheets  .. per ton os Ж 
2 a Copper Sul sulphate i .. per ton £25 $25 4 , Pig (Cleveland warrants) .. per ton 64/5 67/9 Зе. #4. dec. \ uu 
++ e... per ton £25 £25 i „ Forgings, acoording to size per ton From £11 | From £11 L a 
a „ White Buga. .. per ton £81 £81 4 4 Scrap, heavy. .. per ton 70/- to 79/6 | 70/- to 72/6 
а Methylated Spiri A : Ber E 2.10 aa d 4i , Wire, galvanised No. 8 .. per ton aie io oH ч * 
a .. . i 
a Naphtha, Solvent ox a at 160° 05 per gal. | 56 5/6 g Lead, English Ingot .. .. per ton. 1 176 do 217 16 © 
a Potash, Bichromate, in cas er Ib. si. | i " » . Sheet . per ton £19 А 
a „  Caustio (75/8095) .. рег ton £ m Mn Wire No. 28 per lb 8/- 8/- 
a „  Bisulphate  .. .. perton 485 285 ds g Mer · perbot. #996 £95 . 6d der. 
a S8hellao . .. per owt. 64;- 64/- 908 d Mica (in (in original cases), small - per lb. | 84. to 9d. | 34. to 9d. A 
a Bulphate of "Magnesia .. .. per ton £410 £4 10 d „ ú are per lb. 1/9 to 2/9 1/9 to 2/9 > 
a Sulphur, Sublimed Flowers . per ton £6 £6 d per lb. | 8/3 о 7/8 | 8/8 to 7/8 
2 "n ap нЕ per ton £5 10 £5 10 es p Phosphor Bronse, р! „piain о ы stings рег lb. | 1/1 to 1/4 1/1 to 1/4 
Lum .. per ton £5 £5 "n p T rolled per lb. 1/1 to 1/4 N to 1/4 
а Soda, Caustic ая 10 %) .. per ton £10 15 £10 15 p T sirip ahs per From 1/8 1/8 
ac pie IN „ a Er |р Platinom s ze Wir per Ib. 1044. ito i 1034 toll 
a n ic i i 1 234. ‘ ilicium Bronze Wire r Я 
zii | | $ Steel, Magnet, noo'd'ng todesc'p'n oe ton Prom. £15 to 10 
1 NE" н n "D 
METALS, ёо. ! £183 to | £183 to 
| one Dee "c | £182 to | zn 
b Aluminium Wire, in ton lots.. per ton £224 £224 e | 2 » T .. per lb. Q- 27 
b Sheet, А ton lots per ton £191 £191 ia Nos. 11:016 .. per Ib. 1/9 | 1/9 
p Babbitt’s metal ingots рег ton £80 to 2150 £80 to £145| _.. | " har Anti - friotion Metals — 
e Brass (rolled metal 9 to 19") basis per lb, 734. 73d. | vx | “ White Ant" brand . per ton| £40 to ay £40 to £70. 
€ „ Tube (brazed) .. рег lb, 10d. 10d. M 1 Yarns, Cotton, Single 101b. b'ndl's per lb. š 
€ „ » (solid Stew) .. рег lb. d. A id | j » Best F. Flax, 61 6 lea. .. .. per lb. ; 
e „ Wire, basis Н . per lb. fa : » |  „ Hemp,8 ply 10 Ibs. .. per lb. „ 
e Copper Tubes (brazed) i per lb, 113d. i du | 4 Russian, 10 Ibs. per lb. in 
solid drawn) . per lb. па. па. m j J ute, 180 Ibs. rove .. рег ton] £14 10 £14 10 
i Copper Bars (best selected) .. per ton | £86 £85 £1 inc. | k Zino, Sh't.(Vielle Montagne ond.) per ton £24 5 nett. | £24 b nett | | 


a Messrs. G. Boor & 


India-Rubber, G.-P. and Teleg. Works | k Mesars, Morri 
Quotations b Ше British Alan nien Co., Ltd. f › g. 


Ashby. Limited. 
Quotations | g Messrs. James & eee [Con Ltd. | Quotations | * Messrs. W. T. Glover г 4 One Lid. 


c Messrs. Thos. Bolton & Sons. OSSIS. kson essrs. P. Ormiston & 
supplied by 4 Messrs, F. Wiggins & Bons. supplied by] ? Rears. Belling g Lowe. supplied by Ё Meer. Tekanan an, Matiber & Oo Lue 
в Messrs, Frederick Smith & Co, j Messrs, Henry C, Yeo & Co, The Phosphor Bronse Company, b». 
. 4: Future £8 18 


» 
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THE PRODUCTION OF HIGH 
TEMPERATURES. 


A хок, and unexpected use for aluminium has been discovered, 
which adds one more proof that if a new substance can be pro- 
duced, a use will be found for it. Aluminium is not a new substance 
by any means, but it is new to commerce, for it is only within recent 
years that its production in large quantities has been commercially 
able. It is not a little remarkable in the newest application of 
the metal that, while the metal is so essentially a product of elec- 
tricity, its new duty is that of assisting the conveyance of electrical 
'uergy. 
| The discovery to which we allude is that on which Mr. Lange has 
just read a paper to the Iron and Steel Institute. The reducing 
power of alaminium has, of course, been known for many years. A 
metal so tenacious of oxygen will, if started down the path of 
oxidation, rob all surrounding objects of their combined oxygen. 
Again, a metal that requires the high energy of the electric arc to 
separate it from its combined oxygen, will obviously give up a high 
energy when again put to work to absorb oxygen. This absorption 
bas been brought under control, and made to serve as a means of 
producing high temperatures. ‘ 

To take one example only of how the reducing property of 
aluminium may be utilised, we may cite the mixture of finely 
divided aluminium and iron oxide. Chemically, the reaction may 
thus be formulated :— 


Fe, O; + Al, = Ala O; + Fe;, 


or metallic aluminium plus iron oxide produces metallic iron and 
oxide of aluminium. The iron oxide gives up its oxygen, aud the 
aluminium is oxidised to сіў. The operation may be conducted in 
acrucible lined with magnesite, which is exceedingly refractory. 
h this is first placed some of the iron oxide mixture. Next is 
added a good pinch of barium peroxide, or other oxide which will 
start the oxidation of the aluminium at alow temperature A little 
magnesium, amd, perhaps, a little calcium carbide, will assist, or 
ше of the nitrates or chlorates. The heat thus generated suffices to 
start the cOmbination of the iron aud aluminium mixture, and as 
this interactioxa proceeds, more and more is added, until finally the 
crucible contains metallic iron covered by aluminium slag. The 
temperature iss intense, and the light compels the use of darkened 
glasses. The slag сап be poured off and some idea gained of the 
temperature of the iron by pouring it on a mild steel plate or along 
the side of a mild steel bar, when it will be seen that the iron cuts 
lis way with ease, like hot water poured upon ісе. The temperature 
attained is, in fact, 2,900? to 3,000? C., or 1,000° above the hottest 
period of the Bessemer blow. 

Aluminium may thus, in a sense, be looked on as a means for 
“storing the temperature" of the electric arc, by which it was first 
raised from bauxite, into which it again figuratively descends. The 
temperature of the electric arc is thus capable of being locked up, 
carried to a distance, and yet free to carry on operations requiring 
an electric arc temperature, but for which it is inconvenient or 
practically impossible to apply electricity directly. In this regard 
vur attention may be perhaps most forcibly directed to the operation 
of mil welding. For this purpose a lower temperature is required 
than for reducing refractory metals, and the iron oxide may be diluted 
with sand, lime or magnesia. In this way temperatures can be 
regulated for various purposes, and for fairly low temperatures very 
crude aluminium of only 50 per cent. purity, made from bauxite, 
has a sufficient effect, and it matters very little how pure or impure 
the iron may be unless it is to form part of some structure. 

At lower temperatures, therefore, we may obtain but a sintering 
mags, whilst at high temperatures pure iron is obtained with a 
liquid alumina slag ; this slag, by the way, is carborundum, or 
artificial emery, with the advantage over emery that it has no com- 
bined water. In practice, however, it is at present thought better 
to use the high temperature reagents, but to use less of them, for low 
temperature work. 'The mixtures found best by Dr. Goldschmidt, 
of Essen, are two aluminium iron oxide mixtures, which cover most 
purposes. That for welding is called thermit P, and that for pro- 
dueing liquid iron thermit R. | E 

Mr. Lange goes on to describe the welding of a 7-inch girder 
tram rail. The rails were placed end to end and clamped in a way 
that enabled them to be drawn together exactly as in electric weld- 
ing. A sheet-iron form backed with clay was put round the joint 
and 15 kilos of thermit P was placed in the crucible. In 
two minutes the now molten contents were poured into the 
Junt box, care being taken that the protecting «inert slag should 
trst touch the parts and chill on them and protect them. In 
another two minutes the rail was adjudged to have arrived at a 
welding heat, and the clamp was operated and the weld effected ; 
the solid mass round the joint is easily knocked away while still hot, 
though it i8, perhaps, better to leave it for a time to prevent. too 
rapid cooling. The sheet-iron form can be used again. If it can 
be shown that the cost of the process is less than the now heavy 
cust of drilling bond holes, cleaning them, and putting in the bonds, 

which are expensive articles, this new rail welding system is likely 
to come into considerable use. 

Let us make a calculation of the mixture employed. We are told 
that about 33 Ibs. are required for a joint, of a pure mixture of iron 
oxide and aluminium, almost exactly one-fourth of which is 
metallic aluminium. Thermit is by no means such a pure mix- 
ture; it probably contains a good deal of the diluting agents, 
such as sand or lime. In place, therefore, of 8 lbs. of aluminium, 
probably not more than 5 lbs, are employed, and pure aluminium 
15 worth about 18. per pound. The iron oxide is surely cheap 
enough, for we suppose it may be simply ground up hematite 


ore or furnace scale, or, perhaps, well rusted borings. The 
product is probably worth saving, the alumina slag for the 
emery mills and the iron for the scrap heap. Euch pound 
of aluminium serves to produce 2 lbs. of iron, so that, on our 
assumption, the making of a rail joint ought to produce 10 Ibs. of scrap 
iron aud nearly 10 lbs. of carborundum. It appears to us that the 
labour ought to be very much reduced, especially if a better clamp 
than that illustrated by Mr. Lange was employed, such that it could 
be dropped on the rail, fixed and worked by the movement of one 
lever as it could easily be arranged to be worked, and removed with 
equal facility. An economy of thermit could be made if the hot 
iron knocked off previously made joints were piled round joints in 
advance of the welding work, so as to take off their chill. 

It certainly seems reasonable to expect a big reduction in cost, 
for, be it noted, we have said nothing of the saving in bolts, fish- 
plates, and the labour of making the mechanical joint apart from 
the electrical bonding. Of course, electric welding is excellent, 
but it cannot be secured without plant or current. 

The new system presents us with the temperature that cast- 
welding as hitherto tried fails to attain. Thus the huge lump of cast- 
iron must be left on the rail; in the new system the iron can be 
sold. Other applications of the process are the softening of spots 
on hard armour plate for the purpose of drilling holes for bolts and 
fixings. Steam pipes have thus been welded, pieces have been cast 
iuto broken cylinders, wheel teeth have been replaced. 

It does not seem to us out of the way to suggest that the process 
appears to be capable of being worked up successfully as a means of 
repairing a broken screw shaft at sea or of welding up any broken 
part that шау not be too large for such repair. We have, in fact, 
in a concentrated form а supply of intense heat energy. Metallic 
aluminium represents the result of a large electrical plant con- 
densed in a form to be carried in a keg. 

We may expect to see a very wide application of the process, 
even to such humble cases as the broken frame of a bicycle, round 
which a cast-weld could be made in the middle of a field remote 
from any workshop. 

Mr. Lange made further reference to the process for the pro- 
duction of various metals and its use in metallurgy. The paper 
may best be studied as a whole for this purpose, though for rail 
welding we think special mention may well be given it. 


SYSTEMS OF CURRENT DISTRIBUTION 
ON TRAMWAYS. 


At the International Tramways Congress at Paris, M. Van Vloten 
presented a paper on distribution systems. While it is not possible to 
fix on any oue system as the best for suburban lines capable of con- 
siderable extensions, é.¢., continuous, alternating, or polyphase, &., 
it may be possible to deduce the merits or demerits of each mode of 
distribution, supposing one central station in each case. 

1. When the line extends 8 to 10 km. froin the station, with a not 
too close service, preference may usually be given to ordinary distri- 
bution by continuous current with or without batteries. 

2. When the line extends 15 or 16 km. from the station, con- 
tinuous currents with up and down transformers and batteries present 
advantages. 

3. In certain special cases preference should be accorded to accu- 
mulator traction, when the line showd not extend beyoud 15 or 
20 km. from the power house. 

4. Continuous current distribution in series may be applied to 
still longer lines if water-power is available at a distance, but the 
system is not suitable for very variable service. 

5. For these reasons polyphase distribution, with transformer 
stations to feed continuous current to the lines, is suitable for linos 
of 20 to 30 km., and for heavy and variable traftic, while it possesses 
advantages in utilising a distant fall of water. 

6. Finally, direct polyphase distribution to polyphase motors 
with revolving fields, on the cars themselves, seems well adapted to 
regular railways ouly. 

The merits and demerits are thus summed up for various systems. 

(а) Ordinary 550 to 600-volt current, with feeders and return 
conductors, and one central station, has the merit of easy supervision 
from one centre, cheap labour, small reserve, large units, small cost 
per kilowatt-hour, security of service, good appearance of linc, 
especially with buried cables, motors well fitted for the work of 
traction, aud absence of danger. On the contrary, the cost of 
cables increases rapidly with distauce, and there are heavy losses of 
pressure, and daugers of electrolysis and strong earth currents, and 
heavy depreciation charges. 

(b) The same system, with accumulator sub-stations, helps to 
diminish the foregoing faults, especially on long lines, for accumu- 
lators enable the cable system to be calculated on the mean demand 
for current, aud not on the maximum, in addition to the possibility 
of night charging. = 

A separate lighting system can also be fed off the battery. 

с) The same system with several stations permits, when the 
stations are well chosen as to situation, the increase of leugth of line 
according to the number of stations. It reduces the feeder section, 
diminishes the losses aud the danger of electrolysis, and lighteus 
the charge of depreciation, but the multiplication of stations raises 
the price of energy, reduces the ease of superintendence, enhauces 
the cost of labour, and increases the reserve plant and the cost per 
effective kilowatt-hour and the depreciation charges of stations. 
Batteries have some of the evils of this system, which is only recom- 
mended where water powers are available along the line within 
easy distances. 
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(d) The same as (a), but with up and down transformers. The 
transformers compensate for feeder losses, and permit of the advan- 
tages of a single station with a reduced section of copper, while 
maintaining a good appearance of line and avoiding electrolysis. 
Transformers permit of the extension of the zone of action of an 
existing station without change of units. The system may be com- 
bined with the use of batteries. Against it is to be placed higher 
cost of the unit, and more complicated machinery. The system often 
possesses the advantages of the polyphase system, with sub-stations 
and converters. 

(e) The three-wire system, with rail as neutral, serves notably to 
extend the radius of distribution from a single station with small 
cost per unit and reduced copper. Electrolysis is suppressed, and the 
neutral or rail costs nothing, while there are advantages of appear- 
ance, and of feeding a lighting system with arc lights. But in spite 
of this the system has not spread in face of its inconveniences and 
the frequent difficulty of coping with unequal demands, together 
with inconvenient construction and difference of polarity of the 
two lines, added to great complication of switchboard details. 

(f) Con inuous high tension current and secondary step-down 
stations to 550 volts have the advantages of high tension distribu- 
tion, but the generators for continuous current are badly fitted for 
high tension and difficult to insulate, and their efficiency is slightly 
inferior to that of alternators and synchronous motors. Lines are 
costly to establish and more difficult to maintain than lines of 
alternating current at equal tension. 

(g) The series distribution (System Thury) possesses the possi- 
bility of long-distance transmission at high tension with great 
reduction of copper and the putting into line in the same circuit 
many motors distinct and independent, as well as many stations 
equally distinct to serve for light or power. 

The system offers the serious inconvenience of all systems of 
series distribution, namely, that the line loss is constant, no matter 
what the amount of work done, and the price of the unit is high 
when the duty is small and variable. 

(А) Accumulator traction is not suited except for fairly level 
lines. Itis cheap to instal on long lines of small traffic, being with- 
out conductors or posts. There are no dangers of electrolysis. The 
generators are small. Each vehicle is independent. Its rail 
adhesion is great, and there is an absence of danger. But the 
vehicles are heavy, wear and tear is great, the acid of the cells 
causes deterioration of trucks, &c., and disagreeable odours. 
Oversight and maintenance is difficult, while the batteries are not 
available beyond 15 or 20 km. without a recharge. This limits the 
distance worked from a single station. 

(т) The combined system with accumulators permits of working 
lines over 15 or 20 km., but the accumulators are still less easily 
cared for and more subject to deterioration by reason of being 
charged in the vehicle itself. 

(k) Monophase currents are not convenient for traction, be- 
cause of the motors not starting on load, and there is much copper 
needed in conductors, with low efficiency. 

(1) Diphase motors are impracticable, owing to the four conductors 
necessary. [Why four ?] | | 

(т) Triphase motors have the following advantages: large 
starting torque, high efficiency, constant speed at any load, rendering 
them suitable for heavy graces ; the power of returning current to line 
on down grades. They are difticult to regulate as to speed, and require 
a small air gap with all the consequences of this in respect of bearings 
and smal! permissible wear. 

Hence the triphase motor is best suited for level lines. It has no 
commutator, is very simple, and can use current at 1,000 to 4,000 volts. 

The inconveniences of high tension are those of insulation for the 
line, the use of two conductors of different potential with all the 
complication of points and crossings overhead, and the general 
esthetic objections. Then it is necessary to keep the voltage 
constant, because the motor speed varies as the square of the tension. 
There is often defective working due to the self-induction in the 
rails as third conductor and the many telegraphic and similar 
perturbations of serious moment, as well as public danger from high 
tension current. The advantage of transmission at high tension is 
great, and there is no electrolysis, but the system is unfitted for 
towns. The station may be placed where it can best obtain coal or 
water-power. : 

(n) The same system with transformers permits of high tension 
distribution and low tension feeding and reduces danger, but the 
efficiency is reduced by the transformation. А 

(o) Triphase currents may be transformed to continuous by 
synchronous alternators driving dynamos in continuous current sub- 
stations; or by low tension alternators with up transformers at the 
station and down at the sub-etations, with asynchronous motors and 
generators at sub-stations delivering continuous current; or high 
tension at the station, step-down transformers, asynchronous motors 
and generators at sub-stations delivering continuous current: or low 
tension alternators and up transformation at the station, with step- 
down and rotary converters at sub-stations ; or high tension at the 
station and step-down transformers and rotary converters at the 
sub-station. " 

All these systems offer the following advantages :—Continuous 


current motors on the cars; ordinary overhead work; suppression of - 


causes of signal apparatus derangement, as telephonic disturbances, 
&.; safety to the public and railway.servants; the power to use 
batteries; cheap primary distribution ; one central station; the 
ability to utilise a water-power; and the unification of the line with 
ordinary urban and suburban installations. 'The inconveniences 
are the reduced efficiency due to transformations ; the increase of 
copper in the low tension portions; the necessary supervision of 
the rotaries, which increases the cost per unit; the enormous 
plant, of a power, in all, much larger than that at the station. 

The last-named system, with high tension alternators and rotary 


converters, is that adopted by the Marseilles tramways. Before al] 
the rail potential difference had to be kept within 5 volts, and even 
within 1 volt near the termination of the submarine telegraph cables, 
as well as to avoid electrolysis. It was also necessary to proride 
elasticity of service and to forestall future extensions. The traffic 
could not be well foretold. 

In the conditions of Marseilles the cable sections that had bees 
adopted for continuous current did not meet the demands of the 
Post and Telegraph Department; hence the adoption of triphase 
current is admirably suited to the circumstances, permitting genera- 
tion at one large station on a large scale and at a low price. The 
triphase system is the very best in point of return current to the 
numerous sub-stations, each with its own network with smal! 
and harmless currents, and with short returns, permitting 
the demands of the authorities to be easily met. Extensions ap 
very readily be made, simply by adding to the sub-station 
Finally, with 5,500 volts, lines can be fed as long as 20 or 25 km 
The system is looked on as the only practicable system, uniting, в 
it does, economy of installation and of working, an avoidance of 
danger of electrolysis, and the power of easy extension, a теу 
desirable elasticity. Rotary converters can be coupled in parallel, 
as well as continuous current generators. 


(T'o be continued.) 


PHYSICAL SOCIETY. 


ORDINARY MEETING HELD. OCTOBER 96TH, 1900. 
Dr. Lope, President, in the Chair. 


Dr. SHELFORD BIDWELL exhibited some “ Experiments illustrating 
Phenomena of Vision." 


A paper “On THE CONCENTRATION AT THE ELBOTRODES IN 4 
SOLUTION, WITH SPECIAL REFERENCE TO THE LIBERATION OF 
HYDROGEN BY ELECTROLYSIS OF A MIXTURE OF COPPER SULPHATE 
AND SULPHURIC ACID,” was read by Dr. H. J. S. Захр. 


In this paper an equation has been derived for calculating the con- 
centration at the electrode of a solution of а single salt, from which 
the metal is being deposited under the conditions (1) that the sola- 
tion is contained in a cylindrical vessel bounded by the electrodes ; 
(2) that no convection currents occur; and (3) that the diffusion of 
the salt obeys Fick's law, and its transport values are constant, 
This formula can be made the basis for roughly determining dif- 
fusion coefficients. In the case of mixtures, it is possible to arrive 
at limits for the concentration, and it has been experimentally 
proved that hydrogen always appears at the electrode of an acid 
solution of copper sulphate, in which no currents of liquid ar 
taking place, between the limits of time for the concentration to go 
down to zero. The time which it takes for the hydrogen to appear 
can be calculated from an empirical formula, which is similar in 
form to the one used for a single salt. The great part played by 
convection currents in determining the ratio of the two constituents 
given off at the electrode of an acid copper-sulphate solution, has 
been shown by proving experimentally that artificial stirring causes 
hydrogen to disappear altogether in cases where it would otherwise 
have represented over 60 per cent. of the equivalents carrying tbe 


current from the solution to the electrode. 


The CHAIRMAN drew attention to the fact that no hydrogen was 
liberated until all the copper had gone, and said the formula for the 
concentration might be used again in further investigations. 

Dr. Donnan asked if the time at which hydrogen was liberated 
had been taken as the time at which hydrogen actually made its 
appearance in the form of bubbles, or whether any allowance bad 
been made for saturation. 

Dr. Sanp said the time was taken up to the appearance of 
bubbles. 


A paper by Dr. R. A. LEHFELDT ou “ ELECTROMOTIVE Foact 


AND Osmotic PRESSURE" was postponed until the next meeting 
which is to be held on November 9th. 


ELECTRICITY SUPPLY IN SMALL TOWNS 


Ат а meeting of the Incorporated Association of Municipal and 
County Engineers, held at Deal on September 14th last, a paper 93 
the above subject was read by Mr. H. Boot, M.IE.E., electri! 
engineer to the Tunbridge Wells Corporation. Tabulating а number 
of considerations to be taken into account in the preliminary steps 
towards laying down an installation, the author discusses them m 
detail—first naively remarking, however, that it is advisable to call 
in an expert to draw up a report. The author unreservedly їлїш 
the combination of lighting and traction stations under one roof an 
one management, but in order to get over the difficulty of ovet- 
lapping of loads, he puts forward the astounding suggestion tb» 
“during the hours of lapping load it might be advisable, 10 the (ам 
of small towns, to ‘horse’ the tramways!” We need not рош оч 
the utter impracticability of such a proceeding. Asan alternat 
Mr. Boot suggests the provision of sufficient storage capaci 
cope with the demand. This is infinitely more tical, and i5! 
advantages derivable from such a reservó, especially in the case ol 
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mall towns, are undeniably great, though we may add that it is 
м expensive a solution of the difficulty as would be the installation 
of sufficient generating plant to carry the maximum load. The 
аот points out that the works can be put down at a cheaper 
mte per kilowatt combined than separate, as the machinery 
in the case of a lighting works, would only be used a very few hours 
yer day, whereas if it were used for both purposes it would be almost 
in continual use, and the load factor would be improved. Quite so; 
but be i£ borne in mind that all the gain is on the part of the lighting 
wem, at the expense of the traction system. This, no doubt, is no 
vest matter in the case of a municipal undertaking, though it 
benefitsthe lighting consumers at the cost of the tramway passengers, 
and the latter are the more numerous, as well as the more diverse in 
«cial standing. 


Thesuthor reiterates his advice that “a good practical expert, . 


who ї ог has been employed in similar practical work, should be 
called in to advise on the selection of the site, the policy to be 
adopted, and the system used, afterwards engaging a resident 
manager to look after the commercial and technical sides of the 
undertaking, retaining the Consulting Expert, either by means of a 
percentage, or paying him an annual retaining fee. This arrange- 
ment enables small towns to obtain expert advice at a minimum 
expense.” Remembering that small towns are in question, we are 
inclined to believe that a still cheaper and more satisfactory 
system is that which is so often met with now—namely, the lease of 
the provisional order by the municipal authority to a company of 
good standing, under an agreement empowering the former to 
by the going concern at a definite price after it is firmly 
established on а paying basis. Almost invariably the direct current 
three-wire system is beyond question the most suitable, and to carry 

it into effect is a matter involving no higher engineering skill than 
is at the command of all such companies. | 

The author approves of the combination of destructors with 
dectricity works, citing Llandudno and Shoreditch as examples, 
ud states that the most satisfactory mode of working is to stoke 

wite of the boilers with coal, these acting “as a reservoir of steam ” 

ad steadying the pressure. | 

A table of approximate capital outlay is given for installations of 
various sizes, which we find to agree fairly well with the rough 
mle:—Capital cost = £5,000 + 1:5 х L, where Lis the equivalent 
number of 8-С.р. lamps supplied. 

For the benefit of members of the association who were not well 
up in electrical terminology the author offered explanations which 
we feel bound to criticise. “ Electricity is simply a form of energy 
existing in nature, which requires special machinery to set it in 
motion—the same way, as in coal, there is no energy or life, until it is 
burning. The measurement of electricity is composed of two factors. 
The product of the factors (when multiplied together) are termed 
‘watts,’ Either factor may be altered, and yet the amount of 
nergy would remain the same. For instance, one unit оў electricity 
called the ‘ampere,’ multiplied by 100 units of pressure called the 
‘volts, equals the energy which would be 100—or, it would equal 
100 units of current multiplied by 1 unit of pressure." (The italics 
e оштв) Now, every one of the above italicised expressions, 
taken literally, is perfectly erroneous. Moreover, while it is 
important to be accurate at all times, it is still more important to 
ase correct language before an audience of engineers who may not 
е sufficiently conversant with electrical terms to apply ће neces- 
‘ary corrections. 

The author gives some particulars of the water supply and cable 
"sem in use at Tunbridge Wells, followed by an explanation of 
the maximum demand system of charging and its effects. The 
development of a power load is advocated, as well as electric trac- 
Поп; the author also rightly points out the importance of public 


electric lighting to a small municipal undertaking, and approves of . 


the policy of laying mains throughout the area of supply in advance 
of the demand. 


THE COAL, QUESTION IN ENGLAND. 


(х considering the q mestion of the British coal supply, it is usually 
тераа: to make calculations on the basis of the amount of coal 
5 се be mined within the 4,000 feet depth, this being looked 
і limit of economical production. The factors which go to 
aA “дьа ате those of underground temperature, depth of shaft, 
ditions “rin winding the coal. When we view the enormous and 
ttd a ct winding of rubbish from the pits of South Staffordshire 
s hore wreckage produced by the withdrawal of so much 
say ont, = material, we feel disposed to wish that these pits at 
d =р much deeper so that this folly might cease, coal alone 
howe up and the shales left below. 

to bé inet Are we leave the question of future or possible depths 
Ith and perhaps overcome by the methods of ventilation 


An 3 
— aud the systems of mining and winding that the 


possibly a much age will surely produce, we may look forward to . 


the geologica more extensive supply being secured. A study of 
Jer the whol map of England and Wales will show that except 
aud that eiut oz Cornwall, most of Devon, the greater part of Wales 
forms the Peak“ ofthe millstone grit and mountain limestone that 
thire aud a et Derbyshire, the Moors of Lancashire and York- 
berland - ей. ады part of Westmorland, Cumberland, and Northum- 
surface of E on, excluding those portions, all the remainder of the 

gland and Wales is of more recent geological age than 


the coal formation. Speaking generally, the various geological strata 
are like the leaves of a book. Turn over page 1 and page 2 faces 
you, next comes page 5. There are notable exceptions to this order 
by sequence, but upon the surface along a line drawn from, say, 
Dungeness to Preston, occur with fairly regular sequence up or down 
the geological scale successive and conformably placed strata. If, 
therefore, to resume our simile of the open book we alight upon 
page 5, we may justify a certain confidence that the next page will 
be No. 7. Some years ago Messrs. Meux, the brewers of Tottenham 
Court Road, who saw that their brewery stood on page 1 and knew 
that page 3 was a stratum in which was usually found good water 
in other parts of the country, determined to find page 3 by boriug 
a hole right through pages 1 and 2. Page 3, however, when reached 
proved to be very poor and faulty and of no account economically 
ав а source of water, while page 4 was not there at all. Instead of 
page 4 the next stratum proved to be more nearly 24. In other 
words, the strata that outcrop on the line named above appeared to 
be missing: the borehole had, it was thought, touched the rocks 
which occupy a place below the coal measures, thus proving that 
coal, if it ever existed, had been swept away at some early age. The 
fact of these old rocks being found not merely at Messrs Meux's, 
but also at Kentish Town and later at Erith, points to the possibility 
of there being hidden away in some buried fold under South or East 
England more or less coal. This has, indeed, already been proved 
at Dover, and we believe it is not vet agreed among gevlogists whether 
the red rock found at the brewery was new red sandstone and 
not old red, in which case there would be an increased prospect of 
coal being found below it, the new red sandstone being at a higher 
level than coal. If in the sketch we represent by a ó the breadth 
of country along which the coal measures crop out, then will any 


vertical line as e f serve to represent a coal shaft. The coal may be 
worked at the point, g, where it actually comes up to the surface. 
It is so worked as well as by pitssunk ate f. But as geological 
knowledge and confidence have increased and appliances have im- 
proved, it has come about that the same seam that crops out at д 
has been proved at tbe point, x, which may be a long way 
beyond the boundary, b, that marks the surface limit of the coal 
measures. Similar reasoning tells us that the seam in all likelihood 
extends, it may be, to 4 or miles beyond even that point. In other 
words, wherever there is surface rock newer than coal, there is no 
reason why coal should not be found below at some depth. Of course 
faults and dislocations exist which render this agreeable prospect 
uncertain, as was proved in the case of London, which probably is 
carried by an underground range of hills that has really torn away 
or crumpled many of the leaves of our book of simile, "That coal 
probably exists under all the new red series is pointed out to us by 
the occurrence of the Dudley coalfield standing out in a large area 
of newer rocks, through which the coal measures have been up- 
thrust by the same agency that pushed up the still older Silurian 
rocks that now overtop the coal measures under Dudley Castle. 
Now the area of the surface of England that is occupied by 
the new red sandstone alone is much greater than the area of 
all the coalfields, while the areas of the next highest strata, 
the liassic and oolitic, are greater still, not to name the chalk 
area, Under much of this area there is undoubtedly coal at great 
depth, notably, too, the Nottingham coalfield is recognised as ex- 
tending to an indeterminate distance cast of the surface coal 
measures. Indeed, Shireoaks pit is itself situated on the permian 
or magnesian limestone some miles off the carboniferous area, 
while at Scarle, near Lincoln, carboniferous rocks were proved by a 
borehole at less than 2,000 feet. Thus the whole question of our 
coal resources is one of depth, and, of course, of production. 
Stanley Jevons endeavoured to make an estimate some years ago, 
but he arrived at figures far in excess of the since proved consump- 
tion. A late writer on the subject, M. Loze, finds himself unable 
to make positive statements. What the future may hold in the shape 
of improved methods we cannot foretell. Eventually, of course, all 
our coal must go, and eventually also must disappear the coal of 
every other nation. It is all a question of time when, if coal 
remains as now, the great source of warmth and energy, it will be 
exhausted—in far less time than the millions of years that were 

robably spent iu laying it down. In such case this earth would be 

ependent for fuel on its timber growth, and for its power on water 
or wind. 

Bearing on the question, we may cite the deep boring at Burford, 
in Oxfordshire, where coal measures were reached at a depth of only 
1,184 feet from the surface, while at Dover the coal measures were 
first touched at 1,113 feet, and the bad financing of the Kent coal 
schemes generally cannot, fortunately, wipe out the facts. At 
Culford again, iu Suffolk, bore-holes were made for water in the chalk, 
in the hope of finding the greensand below the chalk, and at 637 feet 
only, a rock was found that has been pronounced to be pre-carbonifer- 
ous, thus confirming the evidences of Meux's well, Kentish Town, 
Turnford, and other deep bores, which, while not proviug coal, have 
proved its possibility. As regards the temperature at great depths, 
there seems ample evidence to show that each 50 or 60 feet of depth 
may still be considered as marking 1? F., and should coal ever be won 
at depths beyond 4,000 feet, success will be achieved probably by the 
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full use of electrical coal cutters, electrical tramways in the mine, 
and copious local nir supply, the endeavour being made to use 
specially cooled air at the working faces, and ordinary ventilation 
in other parts of the mine. 

If coal is to be found at great depths, we may feel assured that 
the resources of civilisation are not yet so exhausted as not to 
devise a means of getting it out. In the annexed table are given 
the depths of a few of the principal deep borings, and the rocks in 
which they commenced at the surface, as well as the rock in which 
they finished: 
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AM Height $ А 
Surface | Formation 
formation, nds Locality. Depth. reached, 
Feet, 
London clay 6 Harwich T 1,098 | Carboniferous rocks. 

Do. 18 | Chatham Dockyard 965 | Jurassic. 

Do. G Crossness — . .. | 1,060 | ? Trias or? Devonian. 
Chalk ың 110 ! Ware .. es "M 842 Upper Silurian. 
London clay 110 | Cheshunt . 1,010 Devonian. 

Do, Bo | Tottenham Ct. Rd., | 1,146. | ? Devonian, 

е Meux's, 

Do. 183 | Kentish Town 1,302 | ? Trias or ? Devonian. 

Do. 17 Richmond 1,416 | ? Trias or ? Devonian. 

Do. 110 | Streatham .. | 1,041 Lower Jurassic. 
Chalk 898 100 Culford vs às G37 Pre-carboniferous slate. 
Middle lias.. ss Mickleton (Gloue.).. | 1.342 New red, 

Oolitic ; m Burford (Oxon) . | 1,184 Carboniferons. 
London clay 218 Winktield (Berka... | 1,234 Lower greensand, 

Do. üR Lonehton (Essex) .. | 1,006 Lower greensand. 
Lias.. Я ? Low | Searle .. - . 1.900 Carboniferous, 
London clay RO | stutton (Suffolk) .. чоя Palieozoic. 

Chalk vs и) Dover .. 24 1,118 | Carboniferous. 


E 

It is remarkable that while nearly all the above deep bores conr- 
mence in recent geological formation, they nearly all tinish in old, 
if not in ancient rocks, aud of those which finish in the Lower 
Greensand, there is no proof that at a little ereater depth the same 
old rocks might not occur. The south-east of England is, in fact, 
built on avery old foundation. The lesson drawn from the borings 
that surround Essex, at Harwich, Stutton, Chatham, Ware, and 
Kentish Town, is that there is an area of 500 square miles of Essex 
under which coal may be found. 

Since the above was written, an experienced geologist has ex- 
pressed his opinion to us that even the English coaltields are hardly 
touched yet. He beiieves coal will be worked at great depths 
under the triassic rocks and others, and thinks it quite probable that 
a genuine use of liquid air might thus be worked up. 


CURRENT SPECIFICATIONS. 


ANXNXIV.—LOWESTOFT EXTENSION PLANT. 


SUMMARY. 

Емен! of Coutract.—Seetion A.--Supply of two water-tube 
boilers, superheaters, extension of fuel economiscr, &c. Section B. 
—wNecessary pipe work as specitied and shown on drawing supplied. 
Section C.—One 250-Kw. steam dynamo, 

Gul of Loilers.—Kach to evaporate 5,000 lbs. of water per hour 
at a working pressure of 160 lbs. per square inch, with average coal 
aud cold feed. 

Fuel Econoiníser.—64 tubes to be added to existing 96-tube Green's 
ссопотівет. 

Lupe of Engine.—To be of the vertical compound self-lubricating 
enclosed type. 

Tupe of Dynamo.—To be of the multipolar pattern, suitable for 
working either as a shunt-wound machine at 460 to 400 volts, or as 
a compound from 500 to 540 volts at constant speed. 

Speed of Combination. Not to exceed 350 revolutions per minute. 

Qutput and Orerload.—To develop, as normal full load, 250 KW., 
and to be suitable for working without injury for periods of one 
hour at 25 per cent. overload. Dynamo to give, when working 
compound, 275 Kw. (500 amperes at 550 volts) at full load, and of 
working for periods of one hour to 312°5 Kw. without injury. 

Permissible Temperature Rise.—After six hours’ full load run 70° Е. 
above surrounding atmosphere measured by resistance method. 

(ruaranteed ‘Steam Consumption.—Not to exceed 34 lbs. per Kw.- 
hour at normal full load, working non-condensing with ordinary dry 
steam аё 150 lbs. per square inch pressure. Lowest guaranteed 
figures for three quarters and half load to be stated. 

Date of Completion.—'To be stated in tender for each section. 

Penalty for Late Completion.—1 per cent. of the contract sum per 
week. 


Terms of Payment.—80 per cent. as work proceeds, 10 per cent. 


on completion, 10 per cent. at end of 12 months’ period of main- ` 


tenance. 

Stipulations as to Removal of Foreman,—Satisfactory. 

Stipulation as to Wayes paid to Workmen.—Trade Union rates for 
work in the district, where the goods are manufactured, to be paid. 

Arhitration Proposals.— Satisfactory. 

Date for Receipt of Tenders.—November 2nd, 1900. 

This specification has been prepared by the consulting 
engineer to the Corporation, Mr. W. C. C. Hawtayne, 
M.I.E.E., and is another instance of the need for extension 
plant being ordered almost before the original station is well 
started. 

It will be noted that the size of nnit now proposed is 250 
KW., and that so far as the technical requirements are concerned 
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the specification is of a very open character, the principal 
limitation in the case of the steam dynamo being that the 
speed shall not exceed 350 revolutions per minute. 

The boilers must be of the water-tube type, a separate price 
being given for superheaters to be added if required. 

If the steam consumption guarantees are not fulfill 
within 5 per cent., the plant is to be liable to rejection in 
whole or part. 

The general conditions are, on the whole, of a very satis 
factory character, Tenderers may make offers for any com. 
plete single section, or, if they prefer, one offer for the whole 
of the work. а. the latter case it is well to bear in mind 
that the penalty for late completion of any one section i 
] per cent. of the total contract sum, not 1 per cent, of the 
price of thal particular section, 

The clause relating to wages paid to workmen reads a 
follows :— 

The contractor will be required to pay all men employed by him 
upon the works, the subject of this contract, the regular trades union 
rites of wages forthe class of work done by such men in foree at the 
date of his tender, and to observe the recognised trades union 
number of hours to be worked by them. 

We should prefer that the wording of this clause referred 
to rates agreed upon between the trades unions and the local 
associations of employers, as cases have occurred in which the 
trades unions’ demand for a certain rate differs from that 
usnally paid in the locality, and has not been made the 
subject of agreement with employers. 

The three clauses relating to strikes, maintenance and 
arbitration are of such a fair and reasonable character that 
they may be taken as models by other Corporations. While 
euarding the purchaser’s interests, they do not conflict with 
the rules which govern safe commercial practice, and вю 
may be accepted by contractors, They read :— 

Clause 20— 

Should the works be delayed by reason of any inclement weather, 
fire, or causes not under the contractor's control, or in case of com- 
bination of workmen or strikes or lock-outs occurring in the build- 
ing and engineering trades, and affecting the said works, due 
allowance shall be made by the engineer, and the contractor is to 
complete the works within such time as the engineer shall consider 
to be reasonable, and shall from time to time in writing appoint. 

Clause 31— 


The contractor. notwithstanding any reasonable or usual ne 
thereof by the Corporation or their agents, or any contracto 
employed hy them in working the station, shall be responsible for 
and shall effectually maintain and uphold din good substantial 
sound and perfect. condition, fair wear and tear excepted, all and 
every part of the buildings, plant, machinery, &c., or other works 
supplied or carried out by them for the period of 12 calendar 
months from and after the day of the date of the completion 
thereof, and handing over to the Corporation, provided alwavs that 
the contractor shall be only responsible during the said period of 
12 months for any defects arising from bad materials, workmanship 
and design, and not for any accidents which may be occasioned by 


` the negligence or incompetency of men in the employment of the 


Corporation, if they should otherwise than through the agency oi 
the contractor work the station during the said period. 


And Clause 33— 


Should any doubt, dispute, question, or controversy arise between 
the Corporation or their engineer as their representative, and the 
contractor touching the contract, or any matter in any way con- 
nected with the contract, or the operation thereof, or therights 
duties, or liabilities of either or .any party or parties in connectica 
with these premises, then either party may within 72 hours, but 00 
later, give to the other notice in writiug of the existence of such 
dispute or difference, and such dispute or difference may be referred 
to arbitration, which arbitration shall be deemed to be a sub 


mission to arbitration, within the meaning of the Arbitration Act, 
1889. ; 


— 


CARDIFF TRAMWAY PLANT, 


In our issue of the 19th ult. we criticised under the 
heading “Current Specifications,” the specification recently 
issued for electric traction generating plant by Mr. A. Ellis 
the Cardiff Corporation tramways engineer. We have sine: 
received a letter from Mr. Ellis dealing, in the following 
terms, with several of the points there mentioned :— 

„With regard to the first clause which yon discuss, viz. 
that including penalties for late deliveries, &c., I canno 
myself see that it can be very well misunderstood. 10 ih 
present case we are having fonr engines and four gener tors 
and the first two have to he completed by December Isi г 
year, the remaining two on January Ist and Februar: 1°. 
respectively, 1902. 


/f 
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« There being four engines and four generators, there will 
le no difficulty whatever in obtaining the price of each set, 
and should the first two sets, for example, not be completed 
lefore, say, January 180, which is four weeks late, 1 per 
cent, on the price of two generators per week will be deducted 
‘om the contract, and in the same manner with the 
remaining two generators. 

“The clause is not supposed, nor do I think it conveys the 
impression that the penalty is only to take effect after the 
final date, viz., February 1st. 

«T notice, on the other hand, that you do not give ns 
(гей for allowing a bonus to the contractors should they 
wmplete their work before the time specified. The bonus, 
like the penalty, will take effect in a similar manner." 

In our eriticism of the bonus and penalty clause referred 
w, we drew attention to the fact that the wording was “ one 
pr cent. on. the contract price," and made the, to us, 
reasonable assumption that, since in the tender one sum only 
vas given, it was Z per cent. of that figure which would be 
rated as the penalty or bonus amount per week, We are 
glad to find that the clause was intended to have a more 
liberal interpretation, since we think others fell into the same 
отог as ourselves, In order, however, to guard our readers 
wainst any possible misinterpretation on our part, we 
pünted the entire clause, that they might draw their own 
cuuclasions. 

We do not understand the reference to an omission on our 
pat to give credit for the offer of a bonus. 

Inour summary we stated :— 

“Bonus for Early Completion.—One per cent. of contract 
price per week ар to a maximum period of four weeks; 
and the paragraph in our comments commence :—* Coming 
ti the general conditions, we find that the provisions relating 
w penalty and bonus are not as clear as they might be, &., 
while in the reprint of the actual clause the portion relating 
t^ bonus is printed in italics to specially emphasise it. 

Mr. Ellis gives us his interpretation of the fair wages 
clause in the following words :— 

" You also warn contractors to be aware of the clause in 
the specification regarding standard rates of wages. 1 think 
this clause, likewise, is fairly clear, as it follows naturally in 
the case of engines and generators and boilers that the same 
wil not be executed in Cardiff, so in this case the employers 
rill not be expected to pay the Cardiff rate of wages, but 
àv mte of wages as agreed upon between employers and 
employés in the town where the plant is being manu- 
tatüred, 

“As regards local wages, these would only refer to con- 
tracts which are being carried out in Cardiff itself, sach as 
lnildings, &c.“ 

Vith regard to this, our comment was that if the above 
кав Intended, “it may be acrepled without in any way 
ДЕС the commercial risk of the contract.” 

"nce a reference was made to obedience to trade regula- 
inns, we suggested inquiry as to the extent of a contractor's 
walility under this head. | 

We are pleased to find that the arbitration clause to 
‘hich we felt it our duty to take strong exception has been 
aitbdrawn, and that it is intended in the final contract to 
"situte a new one. А copy of this has been sent to us, and 
зә note that there is provision in the case of disputes for 
erence to an independent arbitrator to be appointed by 
ме president for the time being of the Institution of Elec- 
inal Engineers. This is the principle for which we 
contended in onr criticisms, and it is satisfactory to find 
tat at the time of our writing, it was receiving the attention 
"f rhe Council. Mr. Ellis is to be congratulated on his suc- 
"е ш persuading his Committee to adopt a course which 
‘ul commend itself as fair and just to all parties, and at the 
“me time prevent any possibility of his being called upon 
'^ he counsel and judge of the same case. | 


Annual Dinner of the Institution of Electrical 
Engineers, —We are informed that the twelfth annual 
dinner of the Institution of Electrical Engineers will be 
us ш the Grand Hall of the Hotel Cecil on Monday, 
дыт 3rd, and we understand that the Commander-in- 
Jef, Lord Wolseley, is among the guests who have already 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


\ 
Compiled expressly for this Journal by W. P. Тномрвои & Co., Electrical Patent 
Agents, 822, High Holborn, London, W.O., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


18,298, ‘Improvements in electric couplings." C. B. Wiarkr&R. Dated 
Octoher 15th. 

18,887. “Improvements in electric fuses or cut-onts and indicating carriera 
for same.” W. Н. Woop. Dated October 16th. 

18,315. “Improvements in telegraphic codes." A. W. Grrery. Dated 
October 15th. 

18,347. ‘Switch apparatus for electrically-propelled vehicles," V. I. FERNY. 
(Allgemeine Electricituts Gesellschaft, Germany) Dated October Mth. 
(Complete.) : 

18,957. “Improvements in and in apparatus for taping insulated conductors,” 
G. E. H&yr-Dia. Dated October 15th. 

_ 18,372. “Ап operating device for the regulating mechanism of the electric 
ignition of explosion motors.” I, BcHRriNER and б, E. N. МіснА А. Dated 
October 15th. 

18,976. ‘Improvements in or relating to trolley poles for electric traction 
and power purposes.“ R. P. STRACHAN. Dated October 16th. 

18,471. "Improvements in electric are lamps." W. E. Prostry, H. M, 
DESCHER, V. L. Dovrorass and W. J. HoniNsoN, Dated October Lith, 
(Complete.) 

18,1498. Improvements in automatic guards or protectors for electric or 
other tramway cars," W. Dewar. Dated October 17th. 

18,529. “Improved electric heat generator.” L.Scunaww. Dated October 
17th. 

18,534. ‘Improvements relating to electrically operated clocks.” H. E. 
ANDERSRON. Dated October 17th. Complete.) 

18,557. “ Improvements in and connected with lightning arresters and high 
voltage guards or heating coils for telephonic purposes.“ II. OPPENHEIMKEM. 
Dated October 18th. | 

18,614. ‘Improvements in end play devices for rotary electrical machines.“ 
Tur British THoMson-HovetTon Company, LIMITED. (H. Geisenhoner, United 
States.) Dated October 18th. (Complete.) 

18,615. “Improvements in electro-magnetic blow-outs or fuse boxes.” THF 
BRITISH THomson-Houston COMPANY, LIMITED., (E. M. Hewlett, United States.) 
Dated October léth. (Complete.) 

18,616. "Improvements in electric controllers." Тнк BRITISH THOMSON- 
Horston Company, LIMITED, (F. E. Case, United States.) Dated October 18th. 
(Complete.) 

18,617. "Improvements in high potential electric ciren't-breakers.” THE 
BRITISH THOMSON-Hotsrox Company, LIMITED. (E. M. Hewlett, United States.) 
Dated October 18th. (Coinplete.) : 

18,618. “Improvements in electrical indicating and measuring instruments." 
Tug British Тномвох- Носятох CowurasNy, LIMITED. (L. T. Robinson, United 
States.) Dated October 18th. (Complete.) 

18,045. "Improvements in electric furnaces.” А. Pankrnm. Dated October 
18th. 

18,649. “Improvements in or connected with apparatus for making tubes of 
lend or the like, and for sheathing electric cables with lead or the like." Н. 
EpnMvNps, Dated October 18th. 

18.658. A new or improved system of, and apparatus for, secret eleetrio 
transmission." P. D. CHIMKEVITCH. Dated October I&th. 

18,681. “Improvements in electric fire alarms." H. SMT and R. Тном- 
LINSON. Dated October 19th. 

18,706. ‘Improvements related to electrically-heated laundry irons and like 
appliances.” J. HavEx. Dated October 19th. 

18,718. “ Improvements in magneto-electric ignition devices." W. BRECK. 
Dated October 18th. (Complete.) 

18,729. “Improvements in or connected with the generation of electricity.” 
J. G. LEMON and &. Pirit. Dated October 19th. 

18,741. Improvements on those systems of electric tramways and railways 
in which current is collected from two insulated conductors (positive and 
negative), such improvements being in connection with crossings and turn- 
outs." J.JoHNSTON. Dated October 20th. 

18,742. ** Improvements in electric lampholders." C. T. Bniscor. Dated 
October 20th. 

18,757. “Improvements in safety devices for the trolley poles of electric 
cars." C. R. BELLAMY, W. J. Turner, and D. R. W. HarpMan. Dated October 
20th. 

18,779. "Improvements in electrical circuit closers particularly adapted fcr 
use with the indicators of railway signals." C. CHEAI, and H. J. MILLNER. 
Dated October 20th. 

18,789. “Improvements in and relating to electricity meters." F. L. 
CATFENHUSEN. Dated October 20th. 

18,793. "Improvements in or relating to electric railways operated on the 
conduit system." W. CHAPMAN. Dated October 20th. 

18,794. “Improvements in insulators.” W. CHAPMAN. Dated Oc'ober 20th. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. Tompson 
and Co., 899, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
bam, price, post free, 9d. (in stamps). 


28,191. “Improvements ia eleotrio switohboarde." Е. М. Cowan and А. Sti. 
Dated December 12th, 1898. Switches and switchboards for central stations, for 
regulating transformers, &c. A series of vertical rails are bolted or otherwise 
secured to a wall, and serve as supports for bases or brackets carrying the bus 
bars. The front panels of the switchboard are hinged ina suitable V-shaped 
girder, supported in the rails so that they may be turned down for inspection, 
They are normally fixed by sorews. Desk-like plates are secured to the bottom 
of the rails, and helow are the lower panels. On the upper panels are m’ unted 
the main instruments relatiog to generators, and the feeders, &c., and on the 
desks and panels are fittings relating to the elds of the generators, to the 
exciters, and to the regulating appliances. In the case of alternating current 
switchboards, the synchronisers, Xc., are mounted on the top of the board, 
Plug switches are shown for eonnecting the generator with either one of the 
bus bars. Below each isa voltmeter, and next a single-pole switch, prefer- 
ably of the kind described in Specification No. 2,761, a.D. 1898. Below 
the switch is & cut-out having plug terminals, preferably of the type 
described in Specification No. 8,448, a.D. 1896. Certain of the вра'е con- 
tacta of this cut-out may be adapted for use in connecting up with the 
synchroniser by means of a double-pronged plug which is passed through the 
slots. The centre panel of the switchboard is fitted with a switch for connect- 
ing the two bus bars, and with a measuring instrument. It is also fitted witha 
switch for a regulating transformer, preferably of the construction described in 
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Specification No. 28,442, a.D. 1806. The synchronising transformers are mounted 
on the top, connection being made through the four legs which rest on terminals 
mounted on the panel. 9 olaims. 


28,334. “improvements in eleotrio ewitohes." W. G. Fergusen and W. G. H. Stu 
Dated December 13th, 1898. The switch is formed with a narrow circular 
chamber of insulating material in which is placed a quantity of mercury and an 
insulating disc fitting closely in the chamber and mounted on a spindle. The 
contact terminals are exposed within the chamber. When tbe circuit is closed 
it is indicated by a pointer on the spindle, but on turning the spind!e by the 
thumb. piece the disc displaces the mercury, so breaking the circuit. 3 clauns. 


28,343. "improvements in the manufacture and production of plates or elements 
for secondary ba or electrical accumulators.” С. Brault. Dated December 
18th, 1898. he material to be rendered active consists of a mixture of litharge 
with 10 per cent. of calcium sulphate, or other salt of an alkali or alkaline 
earth, and for negative plates 1 to 3 per cent. of the double chloride of platinum 
and mercnry, or of platinum chloride, or of mercury sulphate, is added to the 
mixture, which is then kneaded up with di-tilled water in a vessel through 
which a stream of ammonia gas is passed, or the kneading is effected with & 
solution of ammonia. The material is then dried and pulverised. A grid having 
triangular-shaped cross-bars with conical projections at their intersection, 18 
then placed in a mould and covered with the pulverised material described 
&bove, and then on this is placed & similarly shaped plate, formed with holes 
which fit over the projections, and the two are then forced together by pressure. 
The surface of the mould may be furnished with points or projections which 
form indents in the active material. The plate is then immersed for several 
hour; in acidulated water, after which it is dried. The plates in the battery 
are separated from each other by rods of glass, celluloid, or ebonite, or per- 
forated and corrugated sheets of ebonite or celluloid. 4 claims. 


26,361. ''improvements in galvanic elements or batteries." J. Wetter. (M. 
Mass.) Dated December 13th, 1898. Relates to dry batteries of the Leclanché 
type. The zinc electrode is made with a projecting tapered tang on which the 
binding post is fastened by pins. The zinc electrode is also covered on its 
inner side with a layer of asbestos. The carbon electrode is made with one or more 
openings leading into a central hollow part, which is filled with the electrolyte. 
In the upper part of this electrode is a vertical groove in which fits a shank 
projecting from the binding-post, which is fastened to the electrode by wire 
wound around both. The upper part of the electrode, with its attachment, is 
then eopper-plated. The absorbent and the electrolyte are enclosed in а porous 
bag. The battery is provided with a cover, in which is titted a tube ior the 
supply of the electrolyte. When not in use,a plug of bamboo or rattan is 
placed in the tube, and serves to permit the escape of gases. Another piece of 
bamboo also serves the same purpose. 2 claims. 


26,371. “Improvements in the metbods of, and apparatus for, controlliag the 
mechanism of floating vessels or moving vohioles." N. Tesla, Dated December 
18th, 1998. (Date under International Convention, July Ist) Relates to means 
for controlling from a distance the propelling and steering Mechan sm of tlont- 
ing vessels, such as ships, and movin vehicles, such as“ automobiles." The 
apparatus is too complicated for purposes of abridgmeut. 18 claims. 


26,401. ‘‘ improvements in bath apparatus for treatment with electricity and 
medicinal substances.” C. E. Schnee. Dated December 18th, 1898. Relates to 
improvements on the invention described in Specification No. 18,475 a.D. 1897. 
'To secure adjustmen each arm bath is pivoted upon & plate wh ch slides 
laterally on a plate fixed to vertically-adjustable racks secured by a cross-bar. 
An insulated seat free to slide backwards and forwards, is also made adjustable 
vertically ina similar way. The patient being in position with his arms in the 
bars and his legs in the baths and an electrie current may be passed through 
him in various ways according as it enters by one, two, or three of the baths. 
The conrse of the current nay also be entered by immersing three or two limbs 
only. Fifty different arrangements are described in ihe specitication. 7 claims. 


26,468. ''imprevemente iu collectors for oleotric tramways on tbo overhead 
cenduotor system.” R. Rainsford. Dated December lith, 1898. Relates to electric 
ra lways and tramways on the overhead system. The trolley pole is pivoted on 
the suppo:t and works over a curve guide between the springs. The wheel 
runs on a bar which can slide laterally on the rollers in the forked head of the 
pole. 6 claims. 


26,476. “ laprovemoute in galvanio batteries." C. E. Burroughs. Dated 
Deceinber 14th, 1898. Relates o dry batteries which may be of the Leclanche 
type. The depolarising mixture is enclosed in & wrapper around which the 
absorbent material for the electrolyte is packed so as to be uniform in density 
and with a comparatively smooth, regular, and level outer face. The electre- 
lyte is then absorbed by this material, after which the cylindrical zinc electrode, 
which may be made up of two or more ections, is laced around the material, 
and is of such a size ав to compre-s the same. A layer of saturated absorbent 
material is placed in the upper part of the ceil, and this is in turn covered by a 
fluid-proof diaphragm, a layer of dry absorbent material, a diaphragm similar to 
the first, and a layer of tar, wax, or the like. 10 claims. 


28,494. “im In ofectrioal switohes." A. Watson. Dated December 
15th, 1898, The object is to dispense with the cross-pin on which the operating 
handles of tumbler switches work. In one form, the lower end of the tumbler 
lever is forked or gapped, and embraces a ridge or projection on the contact 
lever which thus serves es a guide and prevents lateral displacement. The 
spherical part of the lever is sented in an open bearing. In a modification, 
the tumbler lever is orined with & projection taking in & slot formed in the 
contact lever. In a further modification, the lever carries a grooved r.:ller, and 
the tumbler lever may be flattened and work between parallel faces. 4 claims. 


8 to the — a t Ne battery 
proesnre, of secendary grids or 
plates.” E. J. Clark. Dated December 15th, 1898. A crucible, specially suitable 
or casting lead grids or plates for econdary batteries, has a cylinder witha 
piston operated by a lever or other suitable means. When the piston is raised, 
the molten metal passes through orifices into tbe cylinder, the descent of the 
piston forcing the metal through gates into chills or moulds, the casting taking 
place under pressure. The cracible may be applied generally to the casting of 
lead or other metals. 4 claims. 


28,627. “ vements in regulators fer electric car motors.” Н. Н. Lake. 
(H. 8. Maxim.) Dated December 15th, 1898. Relates to the automatic control or 
regulation of the v otors on independently-p'opelled cars of an electric train. 
A rod on cach vehicle is geared to the controller arm and is normally held in 
one position by the springs and piston in the cylinder secured under the 
vehicle. The bore at the centre of the cylinder is enlarged to permit flow of 
fluid, and the reduced ends check the motion. The rods are coupled through- 
out the train, so that forward or backward motion of any vehicle in relation to 
the others cuts off or increases the current by moving the controller. 4 claims. 


28,804. “improvements in telephonic or other switchboard apparatus." F. W. 
Franels. Dated December 16th, 1898 Relates to means for mechanically or 
automatically ejecting plugs from jacks in telephonic switchboards, &c. A 
piston is fitted within cylinder and has extens/on rods fitted to н со lar. Com- 

ressed air is forced in through the pipe, and the collar is forced against the 

y of the jack, so ejecting the plug. The valve controlling the air supply 
may be operated electrically or mechanically by the operator or subscr.ber, or 
when the subscriber replaces the telephone. Iu p ace of compressed air, other 
gas or fluid may be employed. 1 claim. 


28,816. ''improvements in electrico aro lampe.” R. E. B. Crompton and E. A. N. 
Pochia. Dated December 16th, 1898. Arc lamps, modified from those described 
in Specification No. 6.276, a.D. 1.97, and applicable for direct or alternating 
currents, with open or enclosed ares. The frame consists mainly of two plates 
connected at the middle, and carrying four tubes, two of which extend down- 


ward to carry an in-ulated yoke. The four tubes carry the regulating solenoids, | 


a dash-pot, a resistance choking coil, transformer, or other attachment, and u 
casing. The yoke carries tbe arc-enclosing globe, and the lower carbon holder, 
which is a split socket screwing into the yoke. The outer globe is carried by a 
hollow bolt and a lower yoke on two rods which slide in the long tubes; the 
bolt is threaded internally to engage a screw carried by mica washers in a ca 
screwed on the lower end of the lower carbon holder. The upper carbon is 
supported by a clutch on a central tube connected with cores within the 
solenoids and carrying the piston of the dask-pot at i's upper end. 8 claims. 


26,619. “Improvements in telephone switchboards or switching apparatus 
teleghone stations.” W. P. erm pes (F. F. Ahern.) Dated PL а 7 
1898. Switchboards are arranged so that the subscribers are represented og 
both answering and calling boards, not only by their line jacks but by subsidiar — 


jacks forming connections between the answering or calling boa ds. The 
apparatus is describ d with reference to diagrams and is too complicated iy 
purposes of abridgment. 18 claims. 


26,648. “* Apparatus for simultaneously actuating from one p point the controlling 
switches of the several electrical motor oars of a train.” mens Bros. 4 
Limited. (Siemens & Halske, Aktien Gesselisohaft.) Dated December 10, 198 
Electric locomotives and motor vehicles. Relates to means for simultaneously 
actuating from one point the controlling switches of the several electrical motor 
cara of a train. For this purpose, synchronously running auxil ary motors ot 
each car are coupled by electro-magnetic clutches toa shaft from whieh the 
controllers are actuated, preferably through springs and а ratchet hold р: 
device so as to give them step by step motions. The shaft is driven тош 
gearing at different speeds and directions for the on and off position, and the 
clutches are excited {rom any one of the hand switches, 2 claims. 


26.703. “ improvements in primary batteries." H. T. Harrison. Dated Deven. 

er 17th, 1898. elates to means for automatically feeding the electrolrte ot ds 
polariser to the cells of primary batteries. The invention is described as gd 
to cells, each of which is made up of two porous cells, each containing a carba 
element, and of à metal element placed between the cells. The cel's are dosi 
except where the pipes for the supply of liquid enters them. The liquid s 
supplied through a valve to a trough divided by partitions into аз many eo» 
partments as there are cells. The trough is preferably slightly tilted, or the 
partitions gradually diminish in height from the end where the liquid enters tp 
the other end of the trough, in order that the cells may not be short-eireuitei 
by conduction through the liquid. The gases evolved escape through a pi» 
and a pressure regulating trap or tank. The supply valve is kept open by the 
attraction of the solenoid, which is operated by the battery current, and в shant 
circuit is arranged which causes the valve to be closed when the last compart. 
ment of the trough is filled with liquid. This is effected by breaking the main 
circuit to the solenoid by means oí the electro-magnet, which comes iato action 
when the liquid rises in the last compartment of the trough above the contact 
80 as to shunt the resistance. 4 claims. 


26,723. ''New or improved device for indicating the frequency of an electric 
current or currents, the said device being applicable for signalling and indicating 
speeds and the like." W. E. Burnand. Dated December 17th, 1598 Relsis » 
means for indicating the frequency of electric currents which may be zue 
to various purposes such as speed indicating, telegraphy, signalling, &c. To 
current is sent through two circuits А, B, the former of which is but slighty 
self-inductive, but the latter strongly so by reason of the resistance with irm 
core. The variations in frequency will thus affect the current in the coil bet 
slightly, while causing that in the coil to alter considerably. The pointer ar 
other indicator carried by an armature is thus moved over a scale. In tele 
graphing the pointer is replaced by a disc moving under an aperture and marked 
with signs; the frequency is varied by altering the length of the action рогиоп 
of the contact spring on the vibrator of au induction coil. The current may act 
оп а beam of polarised light or on a suspended mirror. When nsed as a speed) 
indicator the rotating shaft is cansed to send the electric impulses, say, by 
carrying soft-iron arinatures which pass between the poles of a magnet. An air 
gap in the core prevents variations of tension from influencing the instrument. 
4 claims. 


26,738. ''Improvements in conduit Inspection fittings for electric wiring.” T. 
Taylor. Dated December 19th, 1898. Relates to providing the inspection -г 
openings with flat edges on which the flat flange of a stamped metal cover em 
be secured with red lead, &c. Slight projections in the fitting edge of the соте 
may be formed during stamping to give a spring action. Correspondiry 
ee may also be formed in the opening of the conduit or junction he. 

2 claims. 


26,747. ''improvements relating to the incorporation of metallic, and other szt 
stances in paper and fabrics for the purpose o! producing electrical elements therein.” 
С. Vallot and E. Pauze. Dated December 19th, 1898. Metallic and other s> 
stances are incorporated in paper and fabrics for the purpose of producer 
electrical elements therein. In the case of paper the metallic substances 
preferably zinc and copper, in a powdered or granular state, are sprinkled orer 
the mo st pulp by means of a suitable powder distributor. In the case of fabri 
metallic threads are woven in the ordinary way with threads of hemp, cote, 
flax, silk, Xc. 1 claim. 


26,769. “‘ improvements In and relating to electrioally operated clocks.” H.E 
Andersson. Dated December 19th, 1898. The main spring has one end attache 
to a drum itself frictionally attached to an arbor by a stronger spring, and bas 
the other end attached to the first going wheel is loose in the arbor. Ап 
armature loose upon the arbor is osc llated by electro-magnets, and an attache! 
weight, and drives the arbor in one direction by a pawl and ratchet wheel. The „ 
circuit is completed with each revolution of the escapement-wheel by contset of u 
a pin thereon, with a strip extending from an insulated collar on the anchor 
arbor. Between the electro-magnet and the free-work there isa second contact 
breaker consisting of a column of mercury in a tube which js divided by swivel 
ling mica-plate, tue tube and tt e spindle of the plate being contained in a hath 
of lubricant. An arm extending from the armature osc:llates the mics plate 
by playing in a fork on the spindle. Its movement is steadied by a flyer gear-c 
toa toothed sector. Striking mechanism :—The striking rack drops upon the 
snail when a cam on the minute hand arbor has made а lever shift it on its 
own arbor, so as to be clear of a rod which is movable to put the hammer unde 
the action of a pin wheel on the armature arbor. At the moment for striking 
the cam sets the lever free, and the st:iking rack is pushed back again, bys 
spring on its arbor. It consequently comes into gear with a pinion on tbe arms n 
ture arbor, and also moves the rod for the purpose above stated, while а ps 
upon it completes the circuit of the electro-magnet by touching a fixed mei»  , 
plate. When the rack has been turned back to its original position, tbe hr *l 
registers with a hole in the contact plate, but the last action of the electro | 
magnets is not impaired because the arm which plays in the fork of the inte S 
rupting switch keeps the circuit closed long enough by contact with з sprat 
strip. 8 claims. a 


26,789. “Improvements in and relating to electrical incandescence lamp.” 
V. I. Feeny. (Allgemeine Elektricitats Gesellschaft. Dated December 19th, 7^ — 3 
Relates to incandescent lamps. A lamp having an incandescing rod of a =! 
stance which conducts only after preliminary heating by auxiliary means #5 
described in Specification No. 19 424, д.р. 1897, is described. А bulb, apen 5: 

the bottom, is attached to a screw cap provided with a concentric conducting 

ring and tube. The rod is supported by wires attached to the ring and cap. 15: 
auxiliary heater is a surrounding wire connected similarly to the ring and tate ч 
The cap screws into a socket, which is carried by an insulator on extensions ^? 

a metal bobbin, and is connected by a winding on this bobbin with one suppi 
wire. The ring bears against a contact connected to the other 801197 
wire. An iron core is held by its weight or á spring against the tube, and = 
connects the heating wire in parallel with the rod until this is heated s 
conducts sufficiently to make the solenoid withdraw the core from the bube q 
thus breaking the circuit through the heating wire. The core al o closes Чм 
tube during the preliminary heating but when withdrawn it allows passage i 
air up through the bulb, the tube and holes in an insulated casing, to рете! ` 
deposits on the bulb, A cross-pin limits the movement of the core if the lam | 
i: removed from the socket. An outer globe is held up against stops on tx 
casing, by springs thereon, so as to admit air the *prings are pressed in t! 
studs when placing the globe in position. In a modification, the springs * 
replaced by similsriy-shaped piece of metal, which are pivoted and сагу 
screws bearing against the casing to hold them against the g obe, 7 claims, 


26,790. ''Current-conducting connection between slsctrical conductors.” V.L 
Feeny. (Allgemeine Elektricitats Gesellschaft. Dated December lib, 7*7 
Relates to a composition for connecting metallic conductors to boue- * 
are only conductors at a high temperature. A paste is made of а : 
oxides of certain rare metals, such as zirconium, yttrium, Cerium, thor. .' 


«i 


water, gum solution, or the like. This paste is packed round the. 


heated. The connection may also be made by coating the points о c 
with solu'ions of the salts of the metals referred to, У ciaims, 
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CONTINENTAL STEAM ENGINE 
PRACTICE. 


AN article in a technical contemporary by Mr. Wansbrough 
on the machinery at the Paris Exhibition is sub-titled ** Some 
British Observations at the Paris Exhibition," and deals 
with the engines in the various exhibits. The great glory of 
the steam engines at Paris is their paint. We fully agree 
with Mr. Wansbrough that all the foreign steam engines, 
except the blood-colonred one from Belgium, are better 
finished in dull black than the mere shop-painted engines 
from England, but we notice that the writer omits to state 
that the only engines which, throughout, have satisfactorily 
dispensed electricity to the big show, have been the British 
engines, and on one occasion, at least, all the engines were 
hors de combat except the British, on which the whole 


Exhibition for a time depended. We cannot, however, 


follow Mr. Wansbrough when he waxes enthusiastic over 


nickel plate, that tawdry decoration that ought never 
to be allowed on any piece of ironwork. But the author 
points out some things which may account for the Conti- 
nental engines having failed to give the continuous running 
of English engines, Foremost amongst these are the Con- 
tinental valve gears: it would be wrong to say that all are 
bad or complicated, yet we ourselves certainly did see at Paris 
some valve gears that were examples of what to avoid. They 
are cited by Mr. Wansbrough as an evidence of the vain seek- 
ing after a sharply defined cut-off corner on the diagram, 
which is as useless as it is expensive. It is unfortunate that 
the Corliss valve gave a good cylinder drainage so long before 
the general engineer realised the effect of good drainage, for 
the economy secured was attributed to the sharp corner 
given by the valve gear. 

We agree that Mr. Wansbrough is right in excepting 
the Collmann gear from adverse criticism. It is 
the Lefer gear that comes in for his severest censure. 
Most of the engines, outside France, have double-beat 
valves, some of whieh are quiet, many of which are noisy, 
but Van der Kerchove, of Ghent, suppresses valve seats 
altogether, and fits instead perforated or ported cylindrical 
liners, inside which rise and fall ordinary piston valves. 
There is no stop to the fall of the valve, that is, no defined 
stop, and the motion allowed is twice that of double-beat 
valves. The simplest valve gear in the whole Exhibition is that 
on Robey’s compound horizontal engine—the Richardson- 
Rowland trip gear; while a French engine—the 1,300-1.P. 
engine of Farcot—has plain Corliss gear. The 1,200-H.P. 
engine of the Fives-Lille Company is said to have a crew 
of five or six men to drive it, and we do not consider 
this too many for the amount of mechanism involved. From 
the illustrations given, there appear to be some very bad 
Continental designs of fly-wheels and cross-heads, which show 


that all are not yet superior to our own productions, while 
| D 
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there is much in the design that is bad in point of con- the unavoidable loss due to smoke prevention, whereas with aN 
venience. | sufficient draught, thick fires, and well-regulated air admis 


But apart from garish nickel, the finish of some of. the sion an economy would be realised. In respect of drauchta, 
Continental engines in dull black, and with Russian iron the Americans appear to be moving ahead of ourselreg | 
cylinder lagging, is really excellent. The dull black upon They often use fans, Here, where there is such)! 
already smoothed aud filled castings does not show up the tendency to cut down capital expenditure, this obvious 
irregularity of surface as does a bright oil paint. The capital economy is practically neglected. We need wi 
question remains: Does such high-class painting befit a 


follow Mr. Bryan in his descriptions of various applianos, 
steam engine? [t is at least satisfactory to know of the because the matter is so much one of principle, and it ought 
unique behaviour of the English engines,-in alone standing to be recognised as such. Perhaps we may not live to ge j 


up to their work. but unless power and heat are distributed electrically or by 


steam or hot water from some large central plant, we шу 

expect in time to find all fires discharging into а co mn n 

: f 5 T | 1 

SMOKE ABATEMENT. ue with a distant outlet. | Ae 


We are quite prepared to admit that if it is properly carried 
| | | out, there is some economy to be effected by preventing — ^7 
Охк of the earliest recollections we have upon the smoke smoke, but it is asking too much when Sir W. B. Richmond ни 
| | | | talks about compelling factory owners to save 25 per nr. 
and nephew—looking at their respective factory chimneys in fuel which they now wantonly waste. Half tb E 


and contending as to which had precedence in smoke: . TE ; . 
MUS Es | a burned is wasted, but it is not wasted in smoke, bnt in bit: 
production, the point of pride being the possession of the inefficiency and excessive air supply, and one of de — 
| | . | ded 
chimney throwing out the blackest volume. Matters have difficultas f smeke prevention is сор бй Ен 
improved to-day, but not so very much, nor is the question й 


| | be the want of radiating power of the transparent 
of smoke prevention much better understood than it was by gases. More to the point is tha. Tetter of the President 


of.the Smoke Abatement Society to the Times. He writes 
that 18 million tons of coal are annually consurfed in 
London, and he considers that two-thirds is wasted in het 
up the chimneys; а loss of £8,000,000 is thus endured ` 
annually, apart from the £3,000,000 for damaged furniture , 
and paint. He estimates a total annual loss of E12, 000, 000. 1; 
Much of this could be saved by more perfect combustion ch 
of fuel in central stations. It is a pity that producer gu В 
is so very dangerous as a poison, but we cannot see why it A 
should not be largely employed as our general heating ag. 


ше iss allowed is a little greater than А Was, pik the һе the heat produced when it is made could be wedto — 7 ; 
principle was understood years ago; moreover, engineer- т 


ing professors have been known to state that no heat could | 
be got out of the hydro-carbons of bituminous fuel, 
but, as scientific teachers, they should have pointed 
out = bituminous coal could not be burned smoke- ments within the realm of fact, and avoid mis-statements and 
lessly in a water-cooled furnace. We have lately | 

: | | | f | exaggerations. — 
called attention to certain water-tube boilers in which НЕ т 
the principle of lining furnaces with firebrick has .been | CE C EE 
accepted, but generally the water-tuhe boiler has been 


——— — л 


-question is that of two Lancashire cotton spinners—uncle 


Wye Williams £0 years ago. The wants of the community in 
the time of King Edward I. cannot have been very great 
when we read that the use of sea coal, as Northumberland 
coal was called, was prohibited on pain of death. We can 
hardly agree with the statement of Mr. W. H. Bryan, 
in an engineering exchange, that much progress has 
been made in smoke prevention. It scems to us that the 
greatest item is still neglected—that of the necessary 
temperature of ignition. Furnaces to-day are furnished 
with devices for air admission above the fuel, and perhaps 


ibe 
A asy 


heat water for distribution within a reasonable radius of — '. 
the producer. Unfortunately, producer gas, being largely cat- — 
bon monoxide, cannot be conveyed in cast-iron pipes. It is 
a.pity that smoke prevention people cannot keep their state- 


| | Institution of Electrical Engineers (Glasgow Loa! 
a sinoker, and many engineers who have no good word Section).—Mr. E. G. Tidd, the hon. secretary of this e- 


for any boiler except the water-tube, have grumbled at tion, has been sending out the local sessional card, ghowibg 


bituminous coal, whereas, as engineers, it ought to be their the dates of meetings. The opening meeting is to be 


s Vi Wednesday, November 14th, at 8 p.m., when a on 
aim to utilise the forces and products of nature for the use « E] 5 Supply " will be read by мт W. А. een 


and benefit of man. Their objection or inability to do this Corporation electrical engineer of Glasgow. The Committee 
has placed them in a position of obligatory beggars upon has secured the smaller hall in the Institution of Engineers 
and Shipbuilders’ Building, at 207, Bath Street, for the 


о г meetings, We are glad to learn that already sufficient 
smoke prosecution cases, as to which latter it has been sug- papers have been promised to provide important and interes 


gested that the economy of bituminous coal is such that itis ing discussions for the whole of the session. 
cheaper to burn it and pay fines than to order smokeless — 


Welsh. Smoke is a nuisance, though its prevention has The Faradian Club.—To-night the smoking concert y 
become too often the hobby of faddists. There are all this club is to be held at the St. James s Restaurant (Regen 


e | : | ? ; m. Mr. Robert 
sorts of devices for admitting air to furnaces at the 5 өк 22 5 with the 


time when gas is being driven off the fuel, but these are club there is to be a lecture at Faraday House on November 
of very little use unless the furnace is such as to prevent 30th at 8 p.m. by Prof. C. A. Carus- Wilson, Y 
* Swiss Polyphase Railways,” while on December 10th Mr. 
! 3 i J. S. Raworth, M. I. C. E., will lecture on “The Mehr 
clear at first sight, it is this that makes it necessary to Steam Engine.“ The club dinner will be held at the II. 


admit so very much fair; for this reason we hear of Florence on December 14th. - | 


Welsh coal merchants, or defendants in the police courts in 


premature cooling of the gases, Though not perhaps very 
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THE INDUCTANCE OF CONCENTRIC 
CABLES. ` 


By W. H. EVERETT, A. M. J. E. E. 


TAE absence of an external field in the case of concentric 
cables is, perhaps, apt to give rise to the idea that they have 
no inductance. It is true that there is practically no induc- 
tive effect on the outer conductor, but the interior field is 
not always negligible, as will be seen from the results given 
below. 

To calculate the inductance, we use the definition that the 
inductance is equal to twice the energy in the magnetic field 
due to unit current. The energy per unit volume can be 
shown to be н H?/8 ~ (if the permeability д is assumed to be 
constant), and hence, if н is known for all parts of the field, 
thetotal energy may be found by integration. In concen- 
tric cables the permeability is unity, except in the armour- 
ing, if this is used; and since H is zero outside the outer 
conductor, the armouring does not affect the inductance. 

[п a simple concentric cable, in which the outer conductor 
acts as return for the inner, there is no outside field, since 
the resultant current is zero. Between the two conductors, 
und also within the inner, there is only the field due to the 
inner, for the outer gives no internal field. The field 
between, for unit current, is 2/7, where r is distance from 
entre. Within the inner the field is 2 ги, if / is the 
mdius. Writing J for the radius of the outer, we find by 
integration that | 


b 
L = 2 log, = + 5 


in C.G.S. units per centimetre.* , 

The first term, arising from the field in the intervening 
dielectric, depends only on the ratio of the radii ; the second 
term, due to the field within the inner conductor, is obvi- 
ously independent of its radius. If the inner is a thin tube, 
instead of a solid conductor (as, е.у., in the Deptford mains 
approximately), the second term is zero. Also, a diminution 
in the second term will be caused by any concentration of 
the current in the inner towards the periphery.. 

The smallest value of L, if we assume now a solid inner, 

is $, viz., when the dielectric is of negligible thickness. In 
a cable for high pressures b'a may reach the value 3, or there- 
abouts, giving L = 3 say. 
. It is interesting to note that the inductance takes effect 
on the inner conductor only, so that if the two conductors 
are of equal section there will be a slightly greater total 
drop of pressure in the inner. | 

The inductance will be most noticeable in a cable of large 
section, because the current will be large, while the drop due 
to resistance with a given current density will be the same 
as in smaller cables. Take the case of a cable carrying 
1,000 amperes ; assuming the dimensions of the section to 
give L = 1, we find for the voltage drop per kilometre, with 
n = 50, 


21 LC = say 300 x 1 x 1,000 x 105/10? 
= 30 volts. 


, 

This would be about the same as the ohmic drop in the 
above case. In a cable for 100 amperes the inductive drop, 
5 L == I, would be only about one-tenth of the ohmic 

op. k 
The inductance of a concentric cable will practically in all 
cases be less than that of a pair of separate cables. The 
formula for the latter case is: 


L = 4 log, а “+ 1, per cm., in C.G.S. units, 


where d = distance between centres, and « = radius of each. 
The smallest value for L occurs when the conductors are 
nearly in contact, or d = 2 a, giving L = 3577. An ordi- 
nary value in practice would be L — 5, say, while ordinary 
values for concentrics are L = 1 or 2. Concentrics have the 
additional advantage that their inductance is unaffected by 
armouring. | | 


\ 


* This formula is given in Prof. J. J. Thomson's “Elements of 
the Mathematical Theory of Electricity andi Magnetism.“ 


Triple concentric cables are used both for three-wire 
single-phase and also for three-phase* alternating currents, 
In the former case the outer is preferably the neutral, and is 
usually of smaller section than the two inner conductors, , 
since it has only to carry the difference of their currents. 
By similar reasoning to that used in the simpler case above, 
we find that the inductance consists of three terms: there 
are two terms, as before, affecting the current in the inner- 

| b | 
most conductor, viz., 2 log — + }. (By a,b,c, we denote 
a T i 
the inner, middle, and the outer radii.) In addition, there 
А [М . ° 
is a term 2 log 75 for the interval between the middle 
i J 


and onter. The field in this part depends only on 
the difference of the two inner currents, and this term of the 
inductance will tend to reduce that difference. The effect 


will take place mainly on the current in the middle con- 


ductor, the inner being partly shielded by it. This effect 
will tend to interfere with good balancing. 

To vet an idea of the value of the lost pressure due to 
inequality of the two inner currents, assume the difference 
to be 100 amperes, and let c'b = 5/4, or 2 log ch = 4 
nearly. 

The volts lost per kilometre, if a = 50, will be 
v=?2rnL СЇ = вау 300 x J x 100 x 105/10? = 12 volts. 


The effect is, therefore, almost inappreciable, especially as 
the indnctive pressure is in quadrature with the currents. 

In a triple-concentric cable carrying three-phase currents, 
since the sum of the currents at any instant, taken in either 
direction, is zero, it follows that there is no external field. 
Within the intermediate conductor we have a field due to the 
inner current, giving the inductance 2 log фи + 5, as before. 


Between the middle and outer there is a field due to the 
algebraical sum of the currents in the inner and middle at 
each instant. If we write one as C sin 0, the other is 
csin (Ө — 120°), and their sum is c sin 0 + € sin (0 — 1209), 
which reduces to c sin (0 — 60°). 

This represents a current of the same amplitude as each 
component and intermediate in phase; as is also obvious 
otherwise, Since the back E. M. F. due to this lags 90°, its 


e 


—— 


Inductance in C. G. S. units per cin. 
— to 


бренд 


2 3 
Ratio bla 
Ета. 3. 


phase angle is 6 — 150°: and the component of applied 
E.M.F. required to overcome this has a phase angle of 30*. 
Take ch = 5;4, and p = 300, as before, and we have the 
reactance, 
Lp = 2 х 105 log 4 x p = 0015 per km., roughly. 
7 ³W6üAi т ыы нын ы ШЫ Ша ыз 
* Three-core cables are preferred for three-phase current.—Ebs. 
ELEC. Rsv. 
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The resistance per km. is about 0°05 for a conductor of sec- 
tion 0°5 square inch. By combining the reactance and the 
resistance, we find the impedance of the intermediate con- 
ductor, as shown in figs. 1 and 2. The angle between the 
vectors representing т, р and R is 80° in fig. 1 and 150° in 
fig. 2, as follows from the previous reasoning. The middle 


conductor will shield the inner to a great extent from the 


inductive action, and we shall assume that the whole effect 
takes place on the middle conductor. With this approximate 
assumption, it will be seen from the diagrams that in the 


Inductance in C.G.S. units per 


Ratio bla 
Fia. 4. 


cable considered—viz., a triple-concentric cable carrying 
three-phase currents, each conductor having a section of 
0:5 square inch—the voltage drop in the intermediate con- 
ductor may be increased 20 per cent. or so, if its current is 
in advance of the inner current as regards phase, and on the 
other hand, the drop will be decreased if the phase relation- 
ship of the two currents is reversed. This point may be 
worth bearing in mind when connecting up the mains to the 
bus bars. 

In order to facilitate the application of the formule, a 
curve is given (fig. 3) showing the value of 2 log, bia + 4 
in terms of bja. For comparison, a similar curve is given 
(fig. 4) for finding the inductance of a pair of separate 
parallel cables: the ordinates are the values of 4 log, ba + 1. 
The range of both curves is sufficient to include all cases 
likely to arise in practice. 


A COMPARISON OF 
ENGLISH AND AMERICAN PRACTICE IN 
CABLE MANUFACTURE. 


By J. WRIGHT. 


UU е 
Y 


A RECENT article by Mr. Maver, jun., in Cassier's Magazine, 


deals succinctly with the subject of high tension cable . 


manufacture and testing in the United States. This, in 
view of the-importance of the industry in this country, is 
extremely interesting, and a comparison of the various 
points enumerated in the article with those in vogue in this, 
the mother country, may prove of interest to readers of these 
columns. 

Primarily, the writer discusses the relative merits and 
demerits of aluminium as a substitute for copper in electrical 
conductors, the result of such discussion being that in view 
of the increased cross-sectional area of aluminium con- 
ductors necessary to procure the same conductance as an 
equivalent conductor of copper, this metal, although 
slightly less than one-half the market price of copper, is 
nevertheless at a disadvantage for insulated conductors in 
point of view of the extra sheathing and insulation required ; 
but that, on the other hand, it is eminently suited for bare 
overhead conductors, and has been to a limited extent 
employed for that purpose. | 

Another drawback to the use of aluminium which has, I 
think, deterred English manufacturers from employing it in 
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this connection is the difficulty of making an effective joint, 
there being at present no satisfactory method of soldering it, 
although several apparently satisfactory mechanical devices 
have been mooted for this purpose. Again, in considering 
the use of aluminium in overhead conductors, we must 
remember how few overhead lines, comparatively speaking, 
are at work in this country, and how even these are bei 
rapidly replaced by insulated underground circuits wherever 
possible, A consideration of this fact renders it dubious 
whether aluminium, despite its low market price, will ever 
successfully compete with copper for electrical conductors in 
this country. | 
The article then goes on to deal with the initial proces of 
wire manufacture by rolling and subsequent drawing of the 
ingot, the several stages being practically identical with 
those in vogue in England. A subsequent paragraph deals 
with the tinning of the conductor necessary before insulating 
in the case of a rubber-covered core as a protection from an 
excess of sulphur in the rubber compound, which w 
otherwise tend to attack the pure copper. | 
The next detail is a somewhat important one, as it dij 
with the moot question of solid conductor and 1 
According to the American practice, as described by Ж 
Maver, “when the diameter of the conductor does ng. 
exceed 0:257 inch in diameter (No. 2, Brown & Shar 
gauge) the conductor is usually solid; that is, it consisté &- 
one wire." This statement, if it be correct, indicate à 
lesser degree of flexibility in electrical conductors on the part. 
of our American cousins than would be tolerated here. Ii 
England No. 14 S. W. G., which is *08 inch in diameter, is 
usually considered the limit when dealing with insulated 
conductors. After this dimension has been passed, the con- 
ductor becomes stubborn and difficult to manipulate, and 
usually takes the form of a small strand of six conductors, 
laid up spirally around a centre straight conductor of m 
size. This method in the larger sizes of cable, is extended to 
19, 37, 61, 91, and even a greater number of strands, which 
Secure a commensurate degree of flexibility, and, while 
preserving the original conductive capacity of the conductor, 
tend to render it easier of manipulation, and less liable t 
injury than a solid conductor of equivalent carrying 
capacity. 4 
In America, as in this country, gutta-percha is never Wa. 
as an insulator for conductors in electric light and power 
circuits, owing to its low fusing point, which renders i 
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unable to withstand the temperatures frequently attained on | 


such conductors during overload. 

The remarks as to the treatment of raw rubber at the 
factory apply similarly in English practice. One recipe for 
compound rubber is cited, and runs as follows: “15 the 
Para rubber, 4:5 lbs. litharge, 6 Ibs. whiting, 4°5 Iba. blue lead, 
7 oz. sulphur.” The resultant compound is unknown to the 
writer of this article, and its quality is, therefore, beyond his 
individual criticism. These compounds, as Mr. Maver states, 
vary with every manufacturer, and may be included under 
the general heading of “ trade secrets.” 

We now come to the question of the application of the in- 
sulating material to the conductor, and here, again, we find 
distinction between English and American practice. 
primary method of rubber-covering a conductor in the State, 
according to Mr. Maver, consists in passing the conductor 
be covered through a machine similar to that used for gutte- 
percha work, #.6., the conductor, under moderate tension, В 
passed through the centre of a die which has a diameter 
equivalent to that of the covered conductor, the insulating 
material in a plastic state being forced out under pressure 
through the die, and around the conductor. As before 
mentioned, this operation requires the insulating medium to 
be in a very plastic state, and fon this reason alone it has 
been universally tabooed in this country, owing to the fact 
that such a quality of insulation, even in its natural 
unvulcanised condition, must necessarily contain a smaller 
percentage of pure rubber than that generally adopted in 
such compounds—a property which debars it from succesful 
competition with the high insulation compounds produced b 
the alternative process, The method described above is, 
believe, very generally adopted by Continental manufacturers 
as a cheap and easily maniprlated system of insulating 
cables and wires, but English manufacturers will have ner 
of it. 
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The alternative process, which is the one universally 
adopted in English cable manufacture, consists in passing 
the conductor, together with two strips or tapes of rubber, 
one above and the other below, between a pair of steel rolls, 
smi-circularly grooved to the finished diameter of the 
rubber-covered соге ; the peripheries of these rolls meet and 
form a cutting edge, which severs the excess of rubber at the 


point of completion of the insulating sheath, forming a 


longitudinal seam, which, depending upon the natural 
cohesion of freshly cut rubber surfaces, is sufficiently perfect 
a joint to withstand the strain of taping and ultimate 
vulcanisation, which secures it from parting. 

Another method adopted in this country with the larger 
daes of stranded conductors, consists in “lapping” the 
rubber, in the form of tape, spirally around the conductor, 
each successive layer covering the seam in the preceding one. 
A very perfect and homogeneous coating is secured in this 
manner, albeit the process is somewhat slower than the 
preceding one. 

After the first-mentioned method of rubber covering, the 
core is, according to Mr. Maver, drawn through powdered 
talc or mica. This apparently acts as a preventive against 
cohesion between contiguous turns of the core, taping, except 
with the larger sizes of conductor, being unnecessary with 
this method of covering. 

The object of the subsequent taping with a “ proofed” 
tape, as adopted by English manufacturers, is to temporarily 
hnd the insulating material and thus secure the longitudinal 
«am from parting during the vulcanising process. The tape 


álo serves another purpose in that it prevents contiguous — 


turns from adhering to one another by cohesion when wound 
ou the drum previous to vuleanisation. In exceptional cases, 
us, for instance, where a very flexible conductor, such as 
7940, is to be employed for the interior wiring of small- 
zunge fittings, no tape is specified, and the rubber-covered 
core is, in such case, coiled into a receiver partially filled 
with French chalk, embedded in which, it is subjected to the 
vulcanising process. This French chalk takes the place 
ofthe powdered talc alluded to in the American process, 
in that it prevents undue cohesion of the contiguous rubber 
surfaces. 

Asregards the actual vulcanising process, steam heat is 
universally adopted in this country, as preferable to any other 
process, 

teferring to paper-insulated cables, Mr. Maver discusses 
à practice which is now common to cable manufacturers 
af both countries, viz., that of allowing a certain amount 
of slack in the lapping of the paper strip, which allows 
contiguous layers of paper to slide over one another when 
ihe cable is distorted, and also permits free access to all 
parts of the impregnating medium, whether it be oil or other 
material, a condition impossible with tight lap. - 

The lead-sheathing of insulated cables is dealt with in 
detail, a diagram of a common type of lead press being 
added. In this process the American practice apparently 
corresponds with the English, but one important matter 
requires improvement, and that is the facility for changing 
dies. This matter of changing the dies in the press to suit 
varying diameters of core is with the existing types of lead 
press a somewhat laborious operation, and requires to be con- 
siderably simplified in order to avoid the loss of time which 
invariably attends this process. | 

A further detail, which is apparently common to both 
English and American manufacturers, is that of alloying a 
small percentage of tin (about 2 per cent.) with the lead, in 
order to render it slightly more rigid, and also to protect it 
from the action of acids and corrosive chemicals in the sur- 
rounding earth. 

No mention is made of the braiding process which is 
adopted by cable manufacturers to impart a finish, and, to a 
limited extent, mechanical protection to the insulated core. 
This is the slowest stage of all, and necessitates the instal- 
ment of considerable plant to cope with the supply of core 
from the other departments of the factory. 

With reference to the testing of insulated conductors, 
American practice again differs from English, probably 


owing to the fact that high voltages for power transmission 


and other circuits are more common in the States than in 
this country. Опе thing is, however, certain, and that is 
the present system of © guaranteed megohms per mile,” as 


indicating the insulating quality of a diclectric, measured by 
the well-known direct deflection method with a high voltage 
battery and sensitive galvanometer, is being rapidly super- 
seded by the “resistance of a dielectric to disruptive dis- 
charge" in terms of the number of volts pressure 
(alternating) which the conductor will stand when immersed 
almost 4» 10% in а tank of water connected to the remaining 
pole, or, if sheathed, with its metallic sheathing connected in 
place of the water. 

The English practice in this connection is detailed under 
the heading of “ The Testing of Modern Dielectrics at High 
Voltages,” in a previous issue of this periodical: it will 
suffice, therefore, in the interests attending a comparison, if 
we append a brief description of the American methods, and, 
to this end, we cannot do better than quote an excerpt from 
Mr. Maver’s own description :— 

„The pressure test varies with the length of time the test 
is to be applied. Thus, a cable designed io withstand a 
pressure of 500 volts may be subjected to a pressure of 
2,500 volts for one hour or to 4,000 volts for a few minutes. 
If intended to withstand a working pressure of 10,000 volts, 
it may be subjected to 15,000 volts for one hour or to an 
instantaneous pressure of 30,000 volts. "The high pressures 
for these tests are developed by means of an alternating cur- 
rent generator and step-up transformers. When the appa- 
ratus is ready, the wires leading from it are connected to the 
conductor, and to the lead cover of the cable respectively. 
In the case of rubber cables, these tests are sometimes 
applied before the lead cover is put on, the cable being im- 
mersed in a tank of water. The ends of the cable are, of 
course, kept out of the water. In this latter case, the wires 
run from the testing machine to thé conductor of the cable 
and to the water in which the cable is immersed. If the 
cable is defective at any point, or if the pressure is too great 
for the inherent puncture-resisting quality of the insulating 
material, the current will onp and puncture the cable. 

* At such high pressures it is obviously essential that much 
care should be exercised in making these tests. The lead is 
removed, in the case of rubber cables, for a distance of 
several inches from the ends of the cable, as, otherwise, when 
a pressure of 20,000 volts, or 25,000 volts is reached, the 
electricity will creep along the surface of the insulation (us 
it may be seen to do, also, on a sheet of thick glass sub- 
jected to high pressures), thereby reducing the tension of 
the current." 

A few particulars respecting the general dimensions and 
voltages adopted in some of the lighting and power mains 
of New York, and in the United States generally, serve to 
complete the original article, which, as before stated, has 
proved of absorbing interest to cable makers and users on 
this side of the herring pond. 


DEATHS FROM ELECTRIC SHOCK. 


FATALITIES from electric shock have been fairly numerous 
of late, and, as we suggested in our last issue, it may be 
thought necessary by the Home Office authorities to insist 
upon certain well-defined regulations which will tend to pre- 
vent similar occurrences. Whether any cast-iron rules 
would give an immunity from shock we are very much 
inclined to doubt, because no code of regulations would 
eliminate the human element, and sooner or later that spells 
negligence or carelessness. It is not too much to say that 
many of the accidents that have occurred in this country 
have been largely contributed to by the unhappy victims, 
and though sudden death is too heavy a price to pay for 
momentary aberration from duty, it is nevertheless a lament- 
able fact that had ordinary working rules been regarded 
many fatalities would have been impossible. 

It is of course satisfactory to learn that taking into 
account the number of persons engaged in handling 
dangerous electrical devices, fatal accidents are exceedingly 
few, but perhaps the most remarkable feature about -many 
of the recent deaths from shock is that they have occurred 
on low tension work. We would hasten to add, however, 
that such accidents have been almost wholly confined 
to private installations; at the same time, they serve to 
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demonstrate very clearly that what we commonly understand 
as low tension, is by no means free from danger ; indeed, we 
would go so far as to say that a shock from a circuit of 400 
volts would, to many peo; le, be almost as serious as one of 
2.000 volts. There might, however, be this difference, that 
whereas the former would, in some cases, only temporarily 
arrest the action of the main organs, the latter might destroy 
* tissue from which recovery would be quite impossible. In 
considering some of the recent accidents, one cannot 
altogether resist an uneasy feeling that proper treatment may 
not have been always resorted to. We suppose most people 
engaged in electrical work know that a person who has 
received a shock may be restored to consciousness by adopting 
the Sylvester method of treatment; but it is, nevertheless, 
surprising to find how many people there are who cannot 
apply it in the proper manner... Another unfortunate feature 
about electrical fatalities is that the local medical man who 
is called in is probably quite ignorant of the physivlogical 
action of an electric current on the human body, and he may 
not he sufficiently interested in the subject to do more than 
apply the usual perfunctory tests to ascertain whether 
life is really extinct. But it is worth while con- 
sidering whether the action of electricity on the body 
is so subtle that the ordinary tests may be rendered nugatory. 
In passing, we would observe—though without any intention 
of disparaging the medical profession—that, with a few 
prominent exceptions, medical men have not paid sntficient 
attention to the probable effects of electricity on the human 
hody. These effects are so widely divergent in their character 
that the ordinary layman has a right to appeal to the 
medical profession for assistance in elucidating some curious 
features which attend death by electric shock. 

The most recent fatality from electric shock occurred 
last month at the electricity works of the Blackheath and 
Greenwich Electricity Supply Company, which makes the 
second fatal accident since February last. It should 
be explained that these works generate high pressure 
two-phase alternating current, the difference of potential at 
the switchboard being 3,000 volts. The first accident. 
which was recorded at the time resulted in the death of a 
switchboard attendant, and a significant feature attaching to 
the incident was that the unfortunate victim had himself 
made all the connections on the board, and was, in fact, 
practically responsible for its construction. Therefore this 
accident could not have arisen from any ignorance as to the 
details of the board or from a lack of appreciation of the 
danger. The second accident, which has been recently 
investigated by a coroner's jury, occurred also at the switch- 
board, but the unhappy man who met his death was not 
engaged on the staff of the supply company, but was a 
carpenters mate who was assisting in the erection of a 
wooden rail, which was to be placed in front of the board. It 
appears that instructions were given that the men were on no 
account to touch the board, but as far as can be ascertained 
an attempt was made to remove certain bolts from the 
board, and in doing this the man for some reason or other 
touched a main terminal, and the other hand being earthed 
through the bolt the full effect of 3,000 volts was experi- 
enced, Here, again, we see the element of carelessness on 
the victim's part, but it should never have been possible for 
any stranger to have tampered with the board, and we are 
afraid a certain responsibility rests upon. the management of 
the station. It is extremely regrettable that such an accident 
should have arisen, and while ones sympathies must be 
extended to &he friends of the victim, one cannot wholly 
withhold them from the company or from the staff. 

The accident. however, suggests that the type of switch- 
board in use at Blackheath may have elements of danger in 
it: if these exist no doubt they will be remedied. It is 
not impossible to design a switchboard, which, while giving 
rapidity of operation, is practically free from danger ; there 
are scores of boards all over the country from which it would 
be practically impossible for a stranger to receive a shock 
unless he were bent on suicide. As a matter of fact, 
as far as possible, immunity from accident has to be pro- 
vided, and even the carelessness of workpeople must be 
guarded against. 

We are not suggesting that engineers do not make pro- 
visions against accidents, but it must not be forgotten that 
there are occasionally men employed in central stations who 


are ignorant, and oftentimes contemptuous, of the danger 
that-exists ; and though it might be impossible to give abso. 
lute immunity, still no effort should be spared to afford 
security against carelessness and ignorance. But another 
point of equal importance is, that all persons on the staff 
of electricity works should receive instructions in the method 
of restoring consciousness after shock ; the treatment cannot 
always be effectual, but it is the best aid one knows of at 
present, and the success that has followed an intelligent 
application of it suggests that it should be persevered in. 


CURRENT SPECIFICATIONS. 
XXXV.—KENDAL ELECTRIC LIGHTING. 


SUMMARY. 


Extent of Contract.—Complete equipment of generating station. 

Proposed Sistem.—Direct current three-wire, with a battery of 
accumulators to be used for balancing purposes. 

T'upe of Boiler.—'' Economic" ог dry back single-flued boiler of 
approved make. 

Number and Size. Two required, each to be capable of easily 
evaporating 2,500 lbs. of water per hour with hot feed, and draugit 
equal to $ inch of water with a consumption of best Welsh steam 
coal uot exceeding 1 lb. per 10 lbs. of steam from and at 2127 F. 

Working Pressure.— 150 lbs. per square inch. 

Boiler Feed Pumps.—One duplex type to deliver 800 gallons pet 
hour, and one motor-driven threc-throw pump to deliver 500 gallons 
per hour against working boiler pressure. 

Tupe of Eagines.—To be of some well-known first class make, 
and vertical quick revolution, compound enclosed type. 

Number and Size.—T wo required, each to drive a dynamo giving 
36 xw. as normal full load, or 43:25 Kw. for periods of one hou, 
with increase of normal speed not exceeding 10 per cent. 

Specified Speed. Not to exceed 380 revolutions per minute. 

Type of Governor.—To be of throttle valve type positively driven, 
capable of hand adjustment. 

Range of Governing Required.— Within 5 per cent. from full load 
to open circuit when load is thrown off. | 

Output of Dynainos.—At normal speed, rated full load to be 80 
amperes X 450 volts = 36 kw., each to be capable of giving up to 
500 volts at an increase of speed not exceeding 10 per cent. 

Overload Currcnt.—95 amperes for one hour. 

Permissible Temperature Rise. - After six hours’ normal full load 
run not to exceed 70° F. above surrounding atmosphere, the пей 
temperature beingmeasured thermometically. 

Specified Steam Consuinplion.—Not to exceed 38 lbs. per xv. bm 
when working non-condensing at normal full load and supplied 
with reasonably dry steam at 150 lbs. square inch pressure. 

Size of Traveller.—One overhead traveller to be supplied suitable 
for a working load of three tons and a span of 26 feet. | 

Main Switchboard.—To be suitable for two dynamos, cach feeding 
the outer conductors of a three-wire system, a battery of accumt 
lators, and two feeder circuits. ` 

Тире of Battery.—To consist of Tudor type cells L.A. 7 size. 

Number and Output.—240 cells to be supplied, the battery to be 
capable of discharging at the rate of 21 amperes for 10 hours, 
and then having a voltage across terminals of not less than 
440 volts. The normal maximum discharge not to exceed 55 amperes, 
but for periods of not more than half an hour the cells to be capable 
of giving without injury an emergency discharge of 90 amperes. 

Maintenance Guarantee.—The sum per annum to be stated at 
which the battery manufacturers will undertake the maintenance of 
the cells to 100 per cent. of rated capacity for a term of ten 
years. 

Lighting of Station. The generating station to be wired for $ 
points as scheduled. 

Specified Date Jor Coinpletion. Nine months from date of order 

Penalty for Late Completion.—£25 per week. 

Terms of Payment.—Seventy-five per cont. of value of wot 
executed on site and plant delivered on site during month until the 
balance of 25 per cent. of value of executed work equals 10 per 
cent. of total value of contract. Thereupon 90 per cent. of finished 
work until completion of contract; 5 per cent. of contract sum on 
Bent being put into continuous effective use; 5 per cent. six month 
ater. 

Stipulations as to Removal of Foreman.—Batisfactory. 

Stipulations as to Wages Paid to Workmen.—None. 

Arbitration Proposals.—Satisfactory. 

Date for Receipt of Tenders.—November 25th, 1900. 


This specification has been prepared by the consultirg 
electrical engineers to the Corporation, Messrs. Handcock 
and Dykes, of 1, Victoria Street, Westminster. : 

The Kendal Town Council certainly cannot be considera 
to be very sanguine as to the probable demand, since t^^ 
36-KW. generators and a small battery of cells formu Un 
whole of the plant now asked for. We think it 152177 
that a bolder spirit has not prevailed, for if the experict.: 
other towns is taken as any criterion, the demand will s : 
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overtake the rated output of the present plant, larger units 
will be necessary, and the present sets will be for disposal 
owing to the space they occupy being required for other sets. 
[t is not only very difficult to earn any real profit with such 
toy installations, but their relative cost is very high, 
and a large portion of the equipment—for instance, the 
pipework, boiler feeding arrangements, switch gear, &c.— 
requires to be practically remodelled when any large extension 
is required. We are aware that the engineers have done 
their best, and made provision for two extension sets in the 
design of the engine room, but, unless we are much mistaken, 
the demand will soon outgrow even this provision. 

It will be noticed that boilers of the dryback type 
are specified. We think that the engineers have acted wisely 
in thus indicating their preference for a type of boiler which 
has not met with the appreciation for country central 
electric lighting stations which its merits deserve. 

With regard to engines it is expressly stated that tenderers 
are at liberty to offer alternative types. 

The only technical point which we think needs special 
attention is the provision for cell charging: the method of 
cell charging proposed not being, in our opinion, the most 
suitable to employ, especially in view of the fact that no 
balancing arrangements other than the cells are provided for. 

Asum must be stated in the tender at which the cell 
makers are willing to undertake the maintenance of the cells 
fora period not exceeding 10 years, to the normal full capacity 
of the battery. 

The general conditions are, as a whole, acceptable, the 
dause relating to drawings being fair to both purchaser and 
contractor. 


It reads :— 


The drawings with the specification are to be considered binding 
as regards general scheme and arrangement of works specified, and 
all the measurements specially marked on the plans shall be rigorously 
adhered to. Where the engineers give their approval in writing to 
any particular appliance as complying with the specification and 
being approved by them, the drawings shall be considered binding 
only so far as indicating the relation of that particular appliance 
to the general scheme of the works as a whole. 

At the time of submitting the tender general drawings only of 
the special arrangements allowed for in the tender are required, 
bat the engineers may call for more detailed drawings if they con- 
sider them necessary before any specitied tender is accepted. 

After the tender is accepted, and before the work is put in hand, 
detailed drawings shall be submitted to the engineers for their 
reasonable approval. 

The contractor shall, at his own expense, supply to the engineers 
copies of the drawings necessary for the erection of the works under 
ihe contract, but shall not be called upon to furnish constructional 
details further than in the opinien of the engineers are requjred for 
the purposes of the contract. 

If the contractor shall be called upon to supply additional copies 
of the drawings,they shall be paid for at a fair price to be arranged. 
The engineers shall, in addition, have the right at all reasonable 
times to inspect any drawings of any portion of the plant contracted 
for at the works of the manufacturer. 

The contractor shall also supply two drawiugs or prints showing 
the diagram of and actual connections on the main switchboard, one 
being framed aud glazed to hang in engine room. - 


The penalty for late completion of the contract is £25 
per week, and this is to be exacted :— 


Unless the execution of the contract works shall hare been delayed 
by an unreasonable strike of the workmen, by excessive inclemency of 
weather affecting the work of the contractor, or by any circumstances 
over which the contractor shall have had no control ; provided that no 
such damage shall accrue as payable by the contractor to the Corporation 
after the time when the plant is complete and ready to be set at work. 


It would be well for contractors if some such saving clause 
as this were inserted into all contracts ; at present in many 
cages there is a disposition to make the contractor liable not 
only for preventable causes, but also for those over which he 
has admittedly no control. | 


. The clauses relating to disputes and their settlement leave 
little to be desired. T hey state :— 


M 

The engineers' interpretation of the specification and drawings in 
every case to be taken as decisive and final, as is also their decision 
as to the quality of materials and workmanship, subject only to arbi- 
(ration as herein provided. 

The engineers’ decision to be final in all the matters in this 
specification provided for, saving only that the contractor may, by 
teng noliec within six days to the Corporation, claim to have the 
тает submitted to arbitration as herein provided. 

In case any dispute shall arise between the Council or their 
engineers on their behalf and the contractor, cither during the 
progress of the works or after the determination, abandonment or 
reach of contract, as to the construction of the contract or as to the 
reasonableness of any charges or as to the withholding by the 


engineer of any certificate to which the contractor may claim to be 
entitled, then either party may give the other notice in writing of 
the existence of such dispute or difference, and claim to have such 
dispute or difference referred to the arbitration of two arbitrators, 
one appointed by each party, which arbitration shall be deemed to 
be a submission to arbitration within the meaning of the Arbitra- 
tiou Act of 1899, aud the award of the arbitrators or their umpire 
shall be final and conclusive, and no action shall be brought in 
reference to the matter except for the purposes of enforcing the 
award. 


"T "T 
We can only state that if all specitications were drawn up 


. ina similar manner to this one, there would be no need for 


the continuance of such a serial as this, for contractors would 
be able to accept contracts as offered, knowing that their 
own, as well as the purchaser's interests, were safeguarded in 
the provisions attached thereto, 


CORRESPONDENCE. 


Proposed Electrical Contractors’ Association. 


Has the proposal to form a contractors’ association been 
dropped? There cannot be any doubt that we cannot go on 


much longer unless we protect ourselves. not only against the 


action of manufacturers complained of by Mr. Leach, but 
also against the steadily increasing number of so-called 


_ electricians who set up in business as electrical contractors, 


because they have seen somebody wiring for electric bells, and 
cannot find a job in another employment. A further need 
for protection may be found in the clauses of every specifica- 
tion sent out by the consulting engineers, &c. Besides pro- 
tection, the object of the association would have to be a 
standardising of the work and materials, which presents less 
difficulties than it seems. This would tend to raise prices, 
which at present are simply ruinous, and to show the value 
of the combination to clients. 

As regards the test for admission, I should propose that 
for a period of, say, three months after formation of the 
association, every contractor who has been practising for at 
least 12 months should be admitted. After that time admis- 
sion would be gained on the recommendation of two members, 
or on proof that the applicant has been engaged in the trade 
for, say, three years. 

A list of manufacturers to be kept. Every member of 
the association to whose knowledge a case of direct supply 
to à customer at trade prices by.a manufacturer is brought, 
would be required to report to the Association, who would 
investigate the matter and boycott the manufacturer, if the 
the case is proved. 

A list of competent wiremen to be kept. References to 
go through the Association. All wiring to be done by 
registered wiremen, and not by joiners, &c. 

Materials, &c., should be standardised, but I prefer to 
leave details to a meeting or further discussion in your 
columns, 

A minimum price per light or per point might be fixed. 

A standard specification should be drawn up and tendered 


to. If specifications do not conform to same, no member of 


the Association to be allowed to tender. 

Consulting engineers who are contractors at the same time 
should not be recognised as such, and members would not be 
allowed to tender to their specifications. 

. À combination governed by rules, of which the above may 
be taken as a general outline, should fulfil its object, and I 
consider that our trade papers should take the matter up and 
receive applications of intended members until a meeting 
could be arranged. ; 

| A Contractor. 

[This matter is referred to in our “Notes” columns.— 
Eps, Bree. Rkv.] 2 


— — — 


Comparative Cost of 100-Volt and 200-Volt Supply. 


It would, I think, be a matter of general interest if some 
of your readers could give statistics, obtained in actnal 
working from meter and current readings, of the com- 
parative cost—before, and after, the chauge over—of 
electric lighting where consumers have been changed over 
from the 100 to the 200-volt street supply service. 

According to my own experience, I find that hitherto the 
cost after the change has, on the average, considerably more 
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than counterbalanced any rebate held out by the supply 
companies as an inducement to their customers to adopt the 
change, and this after entirely leaving out of account the 
extra cost of lamp renewals, the difficulty of getting satis- 


factory lamps of small candle-power, and the disadvantage ^ 


of not being able to use the miniature lampholders hitherto 
in use for decorative fittings. 
| С. Е. 


Transformers for Cable Testing. 


. With reference to Mr. Wright’s article on high voltage 
tests for cables which appears in your issue of October 26th, 
we see that this contains a statement to the effect that there 
is no transformer on the market specially designed to meet 
the requirements of such tests, 

We should like to point out that the special variable ratio 
transformer, of which we enclose an illustration, is designed 
for this purpose; it can be used in connection with any 
existing alternating current supply, and will give any voltage 
at its secondary terminals, between zero and the required 
maximum, by merely turning a handle: 

As the variation of pressure is absolutely gradual, that is 
to say, without sudden jumps, such as would occur if a 


Cowan-StTitt Parent REGULATING TRANSFORMER FOR A NORMAL 
OUTPUT or 20 H.P. 


Switch were used for cutting out sections of the winding, 
the advantages of this apparatus over any arrangement 
involving the continual running up and slowing down of 
an alternator will be obvious. 

Although we constantly wind these transformers for pres- 
sures of from 2,000 to 3,000 volts, it would, of course, be 
practically impossible to wind them for the very high pres- 
sures which are now frequently used for insulation teste, and 
they are consequently used in connection with special extra 
high pressure step-up transformers, preferably oil insulated, 
by means of which any voltage up to, say, 30,000 volte, can 
be obtained for cable testing, and for certain tests of insu- 
lating materials, 100,000 volts, or even more. | 


Cowans, Limited. 
Salford, Manchester. : 


ILEGAL. 


THe NATIONAL FREE WIRING COMPANY v. JONES. 


His Honour Judge Lumley Smith, Q.C., in the Westminster 
County Court on Friday last, had before him an action by the 
Nativual Free Wiriug Company, of Charing Cross Road, to recover 
461 from the proprietor of au hotel in Suffolk Street, Pall Mall. 


R 


ааа Ц 


ICAL REVIEW. [Vol 47. No. 1,198, Norm 9, un 


months, and Messrs. Dawson were now altering it at a cost of E 4 - 


a result of his management, the Fish Oil, &c., Company was 6 


There was a counterclaim for damages for bad workmanship and 
for loss owing tothe plaintiffs delaying the work. 

Plaintiffs’ case was that Mr. Jenkinson, their late manager p 
entered into a contract with the defendant to wire the place, put in T 
43 switches and 56 lights. There were continual complaints, all ` 
of which were attended to. The contract price was £52, and the е 
balance of the account was for extra fittings. The work had to be т 
done at times convenient to the defendant, and that was why it Hh 
was delayed in completion, and the best of workmen were nd 
employed though they were capable. On one occasion they fond 
a fuse blown, and that was said to be caused by someone tampering 
with it. The wire was patent lead-covered, and if the wall paper A 
was damaged by the oil from it they must bear the consequences. Ó; 

Мг. R. J. DRAKE, for the defendant, called evidence to suy $= 
that the work was very badly done, and there was great damage Au 
from fire. The contract to do the work to the satisfaction of the 1 
defendant and the insurance company had not been performed 4 11 
Instead of the work taking about a fortnight it occ pied fom ncn 


though that would not make a good job of the whole, only of th. 
worst portion.. The damage to the walls would cost quite £15. e 
put right. A number of guests were lost by the delay. His Hong 1 ^ 
found for the plaintiffs on the claim for the amount claimed, . 
for the defendant for £37, remarking that he was of opinion d- 
work was badly done. Each party would have costs on ор. BEN 
respective verdicts. >ы 4 


Lanc v. LAMPLOUGH.—VOLENITE, LIMITED. Nm. 
THE hearing of the action of Lang v. Lamplough, which has oong n2 ut 
pied Mr. Justice Mathew, sitting to try commercial cases in ШЕ ˖ W 
Queen's Bench Division, for several days, was concluded on Fridm - ^^ 
last. The claim was for £12,898 for goods sold and delivered, age. -<` 
the defendant denied liability, stating that he ordered the gos ^! 4. - 
for “ Volenite, Limited.” Ew E 
The case for the defendant, according to Mr. Lawson Walton, 
Q.C., who opened it, was that he did not dispute that the goods 
were delivered. He was, it appears, a chemist and an engineer t 
the Board of Trade. He was also employed by the Fish Oil and 
Guano Company, Limited, and whilst he was in the service of that 
company he invented an article called volenite. It was a substan 
from which, owing to its chemical composition, could be produced ` 
a perfectly water-tight composition suitable for, amongst othér ` 
things, electrical insulators. In due course a company, 
Volenite, Limited, was formed for the purpose of putting the mate 
rial on the market. The company was promoted by the Fish GA. 
and Guano Company, Limited, which obtained 40,000 £1 shares fr 
the patent. Mr. Lamplough received 2,000 shares. After" Volenie I. : 
was floated works were established, Mr. Lamplough being appoinig@ go": 
advising chemist at £300 a year. The management of the т 
however, proved unsatisfactory, and Mr. Lamplough was f 
appointed, practically, manager. Volenite, Limited,” bad. 
or no capital, and it became necessary to find further working ШЙ. 
and Mr. Lamplough found £10,000, for which he was personality 
responsible. In return for that the Fish Oil and Guano Сошр 
undertook to give him the option on £5,000 shares at £2 each. #4; 


t7. | 
i 


to рау 10 per cent. dividend, and its shares were quoted at M 3.: 
Volenite, Limited, was dealt in at 2}, although it had only ma . 
factured a few samples. Subsequently Mr. Lamplough, as gem 
for the company, entered into business relations with Mr. Lang, vo 
supplied the various goods which were the subject of the action  : 
and counsel submitted that Mr. Lamplough, in all these trans- 
actions, had only acted as business manager for the company. 

Mr. LAMPLOUGH was called, and gave evidence in support of 
counsel's statement, and other évidence was called to the effect that 
when Mr. Lamplough ordered thé goods in question, he was acing 
on behalf of Volenite, Limited. 

Mr. Rurvs Isaacs, on behalf of Volenite, Limited, contended 
that the company was not liable for the goods supplied tö Mr. 
Lamplough’s order, and that Mr. Lamplough Had entered into а 
contract to supply the goods in question on his own account. | 

Among other witnesses called was Lord Luraay, who said һе w 
formerly chairman of the Volenite Company. Mr. Lamplowe 
arranged with his bank foran advance of £10,000 to provide w 
capital, machinery, &c. They hoped to make a great profit. 

There was considerable argument on the points raised, and in fas 
end his LonpsurP said he would take time to consider his decis 


Mr. Justice MATHEW, in giving judgment on Monday, said it wa 2] 
an action brought by Mr. Lang, a merchant in the City, against te 
defendant, Mr. Lamplough, to recover a sum of about £13,000 far 4o 
goods bought and sold, or, in the alternative, damages for геа] to 
accept them. The goods consisted mostly of a substance or gum i 
called Ponteniack, which was worth about £20 per ton and W 
used for various purposes, such as the manufacture of electrical in 
lators. The defendant described himself as a chemist and enginett, 
and as an engineer he appears to have had a good deal to do with 
engineering and promoting companies. He appeared to have 

as manager to the Volenite Company, Limited, from October unti 
1899, when this action was brought against him with the Volenite 
Company as third party. It was alleged that in making the pur 
chases, which were the subject of the action, he acted as agent iot 
the Volenite Company, and was entitled to be indemnified by 7. 
On the original action an order was made on terms he need 5! 
mention, that execution should be stayed until it had і": 
determined whether Mr. Lamplough in his connection wit 


yal 47, No. 1,198, Novewazn 9, 1900.) THE ELECTRICAL REVIEW. 


181 


[Ыыы ыл лла л лал лл л ө ӨөӨөӨӨӨ————— 


ihe Volenite Company was entitled, as manager, to an indemnity 
for the claim of Mr. Lang. That he was entitled to such indemnity 
кы wholly denied by the company. That was the question of fact 
to deride, and it was not an easy one to solve. Before entering on 
sno material facts, it was necessary to refer to three limited com- 
s nes, First there wasa company established in Dublin—the Fish 
„ and Guano Company, Limited —and to that company Mr. 
Lumplongh was chemist and adviser. The company was formed for 
the purpose of extracting fish oil; it was assumed that that fish 
„l if extracted, would be valuable for a vast number of purposes, 
-it was an article for which there would be an extensive sale all 
vor England. The company was in existence for some years, and 
s astonishing result was arrived at that the £1 shares in the com- 
soy were sold in the market for £39. By what powers of engineering 
otherwise that was brought about he did not know. The shares 
wre not now of that value, but that was the condition of things in 
te year 1898, when Mr. Lamplough, being employed as their 
тешїї, aud making experiments, alleged that he had discovered a 
ау material, called volenite, which was to be. manufactured of 
anus ingredients, including fish oil, to be obtained [rom the F'ish 
0 Company. It did not seem that this volenite was ever manu- 
етед in any quantity, but such was the confidence in the product 
vod the patent that the shares in the company, after it was formed, 
cent toa premium of from 2 to 2} per cent. The nature of the 
vaterial he was not clear about, but it was intended to be an 
nsulsting compound, and to be used for steam jointing and for 
many of the purposes for which india-rubber or gutta-percha was 
sol The new company was formed, the main shareholders being 
oe Fish Oil Company. There were it appeared, 80,000 shares in 
he Volenite Company; 40,000 of those went to the parent company 
consideration of ite paternal solicitude, aud the remaiuing 
soo shares were to supply the working capital. The defendant, 
1: Lamplough, had 2,000 shares in consideration of his services 
„chemist and engineer, and then there was a new company, the 
sa Fibre Company, which had been promoted by a person named 
chr, who had taken out a patent for a new material analogous 
t Volenite, but made іп a different way. He must say that with 
aanl to these companies there was one characteristic—none of the 


сепа] they were born to manufacture was ever produced; but, 


vvertheless, they seemed to have had a more or less flourishing 
ie. Their shares were dealt in to some extent, and were of 
usderable value; but their existence was merely on paper. 
„to Volenite, some machinery was got, but nothing was 
не; as a consequence the shareholders began to be 
пену, and about the middle of last year the com- 
way discovered that it was practically insolvent—it had 
sbausted all its capital, and had no money. It was then that Mr. 
Lamplough appeared to have come to the rescue and offered to raise 
sme £6,000 for increased works, and £5,000 for working capital, by 
ing security at the bank. It was, however, thought that that 
vould not satisfy the meeting of shareholders which was shortly to 
e Leld, and that some evidence should be afforded of very large 
ers having been given by somebody. Mr. Lamplough put him- 
«If in communication with Mr. Cordner, who represented the Rhea 
ing Fibre Company, and a suggestion was made that an 
rier should be given by the Rhea Company to the Volenite Com- 
any, not for their own material but for the manufacture of the 
en mixture, the Volenite Company to have 10 per cent. profit 
"т the eost of production. Arrangements were made as to the 
зушепё of the money by instalments, and a correspondence which 
ok place was produced and read in Court. There were meetings 
» directors of the Volenite Company, and it was contended, on 
lf of Mr. Lamplough, that he was authorised by the Volenite 
company to buy the material for carrying out the order. On the 
‘ier side that was denied, and he had to decide which was the 
amet version. At any rate, there was a meeting of shareholders in 
ite, Limited, later, and the chairman, Lord Lurgan, 
dressed them. Опе did not attach much importance to such 
dees as а rule, but he must say that he had never 
countered a statement so wholly wanting in accuracy as the 
ent made by Lord Lurgan. The shareholders were told that 
"ders had been obtained for the manufacture of material worth 
era quarter of a million of money, and Mr. Langworthy was 
present. It was clear, at any rate, that Lord Lurgan did not make 
‘cear and careful statement of the arrangements between Mr. 
“agworthy and the Rhea Company; aud there was a stupendous 
gestion made as to the machinery required and the orders—a 
quarter of a million. His Lordship then went into the corre- 
""ndenee between Mr. Cordner and Mr. Lamplough, and Mr. 
Lang, the plaintiff. He said it appeared that the Volenite Com- 
pany was never informed of what had been done. Mr. Lamplough 
"übsequent]y wrote for the balance of his £10,000, and threatened 
= close the works. He said he was doing the best he could for the 
"mpany, but he required a little help, as he had been spending 
‘Te sums on material Then the company wrote that he had 
ed material without their authority, and the result was the 
“lon. Having alluded to the fact that the plaintiff had called no 
""nesses in support of his statement as to his alleged arrangement 
vith the company, and as to his having forwarded the plaiutitf's 
лиги notes to the company, he said he was constrained to 
Ume to the conclusion that the contract notes were not sent, 
and that no information whatever was given to the Volenite 
company аз to these transactious. Defendant said he made the 
purchases from Mr. Lang in good faith and on behalf of the 
venite Company, but why he made them he (his Lordship) could 
imagine. He was satistied that he did not act as the Volenite 
 ompany's agent, and he gave judgment, therefore, for the Volenite 
-ошрапу on that part of the case with costs. As to the action 
"wee Mr. Lang and Mr. Lamplough, counsel must consult 
«ether and mention the matter to him again. 


THE LONDON ELECTRICAL САВ Company, LIMITED. 


THE petition of C E. Foster and others for the compulsory winding- 
up of the London Electrical Cab Company, Limited, which was 
before Mr. Justice Wright last week, was again mentioned before 
his Lordship on Wednesday. Counsel for the petitioner now said 
that he was instructed to consent to his.Lordship's suggestion that 
a provisional liquidator should be appointed. 

His Lorpsuip accordingly made an order that the Official 
Receiver should be appointed provisional liquidator, and the 
question of costs was left over until a future sitting of the Court. 


THE RESPONSIBILITIES OF TOWN 
COUNCILLORS. 


Тнк Manchester City Council has been engaged during the 
past week in inquiring into certain allegations reflecting 
upon the chairman of the Electricity Committee, with the 
result that that gentleman has resigned his position as alder- 
man and councillor. Mr. Lloyd Higginbottom was not 
only chairman of the Electricity Committee, but had so far 
acquired the confidence of his fellow-citizens as to be 
nominated for the highest office the mnuicipality can bestow. 
When therefore Mr. Norbury Williams, one of the elective 
auditors for the city, issued to the ratepayers an address 
which constituted a personal attack on Mr. Higginbottom in 
regard to his relations with traders and the Council, it is not 
surprising that some sensation should have been caused in 
Manchester, or that some of the effects of the explosion 
should have been widely felt. Mr, Williams’s attack was 
somewhat discursive. He introduced the names of Messrs. 
Ferranti, Limited, and the British Insulated Wire Company 
without any other justification than that Mr. Ferranti was a 
director of the Wire Company, and that some directors of the 
Wire Company were co-directors with Mr. Higginbottom on a 
third company—the British Electric Works, Limited. He 
further suggested that the Electricity Committee sold current 
for motors at an abnormally low price, in order that Mr. 
Higginbottom's firm might have an increased business in the 
fitting of motors. But the most direct charge centred in 
the supply, for the electricity department, of some cranes 
which Mr. Williams alleged were made by Mr. Higgin- 
bottom's firm, and invoiced in other names. Mr. Higginbottom 
lost no time in appearing before the Council and, answering. 
the indictment. He held no shares directly or indirectly 
in Messrs. Ferranti or the British Insulated Wire Company. - 
The British Electric Works had submitted a tender to the 
Corporation, but he ruled it out. The suggestion regarding 
the low price of electricity was prompted by crass ignorance, 
and the inference that he had been instrumental in fixing 
low prices of current so as to make a profit in fitting motors 
was too absurd to consider. With regard to the cranes, Mr. 
Higginbottom explained his position as a maker of certain 
parts, described Mr. Williams's statements as “ quite 
untrue,” and characterised “the insinuation that his firm 
had done business with the Corporation under the cloak of 
other names" as “entirely lacking in foundation." An 
appeal to the Council to accept Mr. Higginbottom’s explana- 
tions was met by the appointment of a committee, 
which now reports that the circumstances referred to in con- 
nection with Messrs. Ferranti have no bearing on the 
subject of the inquiry ; the Committee is satisfied that Alder- 
man Higginbottom is not interested in the British Insulated 
Wire Company, and that neither the action of the British 
Electric Works, nor that of Alderman Higginbottom as its 
chairman, has been such as to give rise to any substantial 
cause of complaint, The imputation that Alderman Higgin- 
bottom was instrumental in reducing the price of supply for 
motors in order to promote his own business interests is 
absolutely without foundation. But with regard to the 
cranes the Committee gives instances of contracts undertaken 
by other firms for whom Messrs. Higginbottom & Mannock 
acted as sub-contractors. The aggregate amount of the 
contracts, where the prices are given, is £5,861, and of the 
sub-contracts £4,229, or nearly 75 per cent. The Com- 
mittee expresses the opinion that the action of Alderman 
Higginbottom with respect to these sub-contracts has been 
altogether improper. 

Following upon this report, Alderman Higginbottom sub- 
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mitted his resignation, which was accepted by the Council, 
and the present Lord Mayor is nominated for a continuance 
in office. 

During the course of the discussion, Mr. Higginbottom 
has received many expressions of kindly feeling, and many 
testimonials for his hard work and labour on behalf of his 
city, yet the justice of the Committee's decision and the 
necessity for his resignation of office, is. generally admitted. 
A Town Councillor, like a Member of Parliament; has many 
privileges, In return, he has one important restriction to 
bear in mind. He must not trade with his municipality. 
The proverb that no man can serve two masters finds 
expression in the Municipal Corporations Act of 1882 in the 
provision that a councillor shall be disqualified if he has, 
directly or indirectly, by himself or his partner, any share or 
Interest in any contract with, by, or on behalf of the Council. 
The development of Limited Liability Companies, the 
specialising of manufacturers, and the consequent system of 
sub-contracting for parts of large contracts have occasionally 
rendered the rigid exclusion from interest or profit a matter 
of some difficulty, but we trust that the existence of 
shareholding interests and the multiplication of sub-contracts 
have not been generally utilised to permit a type of trading 
which is contrary to law. It is to be hoped that the cases 
in question are peculiar. It must be obvious that compliance 
with the spirit of the Act is not attained when a town 
councillor can participate to the extent of something like 
75 per cent. in contracts of which only the balance of 25 
per cent. lies with the nominal contractor. 

It is satisfactory to note that the Committee finds no cause 
for censure in connection with the electrical concerns men- 
tioned. With regard to the British Electric Works, how- 
ever, something should be said, aside from the question of 
direct trading with the Corporation. Mr. Higginbottom’s 
connection with the company was entirely open and above 
board. There was no attempt at concealment. Mr. Higgin- 
bottom's bona fides, во far as regards that company and the 
Corporation, need not be questioned, aud yet it may be 
remarked that the connection was ill-advised. Before grant- 
ing that the Corporation suffered no ill, there may be some 
advantage in asking whether the company obtained any 
benefit from the connection? The inference to be drawn 
from the open way in which Mr. Higginbottom's name was 
advertised is, that the company saw some advantage from 
the connection, and we do not hesitate to say that any 
advantage accruing to the company carried with it a corre- 
sponding disadvantage to the Corporation. "The influence 
of a councillor and a committee chairman should be a potent 
influence, and it should be jealously guarded. 

The company in question dealt, or hoped to deal, rather 
with the public than the Corporation. 
the Electricity Committee has subordinates and the director 
of the limited company has subordinates. With the best 
intentions for fair dealing neither the one nor the other- can 
entirely controlthe operations of those subordinates, and it 
may be readily conceived how the combination of such 
offices might in the present push of business operate to the 
direct disadvantage of independent traders and the indirect 
disadvantage of the people of Manchester. 

On a careful review of all the circumstances, we can only 
arrive at the conclusion that Mr. Higginbottom retires from 
the Council and relinquishes the honour of the chair, because 
Mr. Higginbottom's views of the relation of public office 
and personal profit are too wide, and his interpretation of 
Acts of Parliament too narrow. His labours on behalf of 
his city may be considerable, but they must be set aside, as 
they have been set aside by the Committee. Doubtless his 
experience as. a manufacturing engineer has been of great 
advantage to the Electricity Committee, but it may be seen 
what a disadvantage it is to the community when, possibly, 
u political rival is enabled to make an unfounded charge 
yout motor rates, simply because the chairman of the 
Electricity Committee is engaged in fitting motors. Mr. 
Migginbottom considered it nonsense that his firm should be 
debarred from doing business with the citizens of Manchester 
because he was a member of the Corporation and chairman 
of the Electricity Committee. We can conceive the argu- 
ment being developed so as to show that the municipality is 
under a debt of gratitude to the electricity chairman who, 
us Mr. Higginbottom in his private capacity claims 


The chairman of 
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to have done, made a special study of electric hoist 
and fitted motors therefor, but the argument is ; 
dangerous one. The study and the fitting may be done 
by others. The reason why these occupations should 
not be combined with the holding of a public office, is tha 
they may raise conflicting interests. A citizen is under no 
obligation to accept public office ; but, having accepted it, 
he is under the obligation that he shall not derive any profit 
from trading with the community for which he is a trustee 
This is clearly understood and acted on so far as direi 
trading is concerned. The salutary lesson in the present 
case 1s that indirect trading is regarded as equally improper, 
Were it not so there would be no end to its insidious infu- 
ence, no limitations to its ramifications. 


BUSINESS. NOTES. 


Electrical Wares Exported. . 


WEEK ENDING Nov. 7TH, 1899. | WEEK ENDING Nov. бтн, 190 


Adelaide .. Value £180 Brisbane . Vale £3 
Alexandria .. 8 ig . 106 Buenos Ayres Uso ne we АЙ 
m Teleg. wire .. T 89 у Teleg. mat. $0 
Amsterdam.. we x ci b Calcutta „ | 
Antwerp  .. x ae "^ 90 Cape Town $e un AM 
Beira. d - vs а 15 Colombo Я bs 1 
Bombay  .. T vx ie 86 Copenhagen. Teleg. wire z 
Boulogne m TE 40 Durban s ie ae ae МВ 
Brisbane. Teleph. cable .. 890 East London ee “ose 1ó 
Buenos Ayres bes n .. 2,826 Teleg. mat. 8 
x Teleg. mat. 925 | Gibraltar ie Wb cies Be 
Calcutta Ke ee we 86 Gothenburg.. uk a wA. dép. D 
h Teleg. wire .. 404 T n Teleg. mat' 8 
Cape Town .. A is .. 377 Shanghai. OX И 
Channel Islands. 'Teleg. poles 1920 Hamburg. Teleg. mat... W 
Colombo. Teleg. mat. x 10 Hong Kong.. „ we" ax Ш 
Copenhagen. Teleg. wire ia 28 Liban i5 „ aes es de 
Demerara. Teleg. cable Я 448 Lyttelton e en eee | 
я Teleg. mat. .. ec 57 adras. Te'eg. mat. W 
Durban ae oe [EJ ee 141 Malta ee or ge ae 153 
9 Teleg. mat. .. .. 8,166 Nagasaki .. .. .. .. 9 
ED" Teleph. mat. .. . 160 New York k . A 
East London „ .. 257 Ostend „ dn s ER on A 
Gothenburg.. E .. 116 Penang. Teleg. mat. 113 
Hamburg .. Js 5:8 .. 121 Perth “ae . шй 
15 Teleg. mat. .. .. 485 Port Elizabeth  .. . є 
Hobart. Teleg. wire . 19 Port Said ..  .. . | 
Hong Kong. de ht vs 40 керге а = $: . | 
Teleg. mat. .. oe 24 Stockholm. Teleg. mat. 7 
Jamaica. Teleg. mat.» .. .. 14 Sydn M : „ MN 
Madras Js is с .. 244 Teneriffe. Teleg. cable, ёс. e 
Mauritius. Teleg. stores . 85 Tokio. Telephones .. . 9 
Melbourne 985 «s . 188 
Ostend Y 80 
Port Elizabeth Р is - 40 
Rangoon. Elec. mining machy. 1,000 
Rotterdam.. T ss S 175 
Shanghai "E — 
Singapore .. T " 87 
Stockholm. Teleg. mat. 167 
Sydney T He m 1,391 
„ Teleg. mat. ee - 76 
Tokio. Teleph. cable . . 1,278 
Valparaiso. Teleg. mat. . 114 
Wellington .. НЕ id ; 112 
Total. 415,974 Total .. T 


, Foreign Goods Transhipped. 


Brisbane. Teleph. appar. Value £65 
Pireus. Electrical goods is 28 


Total 808 293 
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Alleged Nuisance.—At the Lambeth Police Court las 
week, acting upon a requisition served upon them by the inhabitants 
of the district, the Lambeth Vestry summoned the South London 
Electric Supply Corporation, Limited, of Bengeworth Road, Lougt- 
borough Junction, before Mr. Hopkins, in respect of an alleged 
nuisance arising from the burning of refuse at their works Afe 
discussion, the summons was adjourned upon the understanding thst 
the burning of the refuse would be discontinued. 


Auction Sales.—In an advertisement this week will be 


found particulars of the sale by auction of an electrical engineer: 


business in South-West London.. 


Messrs. Wheatley Kirk, Price & Co. аге to sell by auction the | 


freehold works lately occupied by the Aluminium Company, . 
Oldbury, Birmingham; also the electric light and power plant at 
the same works, of which details are to be found in our advertis“ 
ment pages this weck. ' 


Catalogues’ and Lists,—Messra. Caird & Rayner. У 


Commercial Road, E., send us a copy of their very neatly-bood - 


descriptive catalogue of specially-designed apparatus for the pre 
duction and treatment of pure fresh water on land or at sea. Wi 
a series of excellent photographic and other illustrations, together 
with a good deal of letterpress, they place before the reader 
information regarding their evaporators, condensers, feed hester 
and pumps. Their apparatus is being employed in parts f. 
world where the available water is anything but pure, aud T. 
consequently, its treatment is an important matter in conet ^ 
with boiler feed. Their purifying apparatus is renderin: "^ 
useful service in a host of warships and vessels in the merai: 
marine. 
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The catalogue of the British Mannesmann Tube Company, Limited, 
interesting to electrical engineers, chiefly for the reason that it 
iaces before them particulars of their various designs of electric 
ight and traction tubular poles. What is particularly claimed for 
rem is that they are of great strength compared with their weight; 
‚ ja also considered that their smooth surface renders them specially 
^1 adapted for use in main thoroughfares where ornamentation is 
tial. The Mannesmann poles are employed in various English 
14 Continental cities for these classes of work. The company does 
ot confine itself to the bare pole part, but also carries out the scroll 
ork for tramway bracket arms, and arc lamp standards. Some of the 
signs shown in the lists before us are very neat indeed. The makers, 
ide ате known as manufacturers of boiler and stay tubes, and 
am tubes and fittings, well-casing tubes, and a large variety of 
der work th the same line. The catalogue before us particularises 
od prices many of these in tabulated form, and accompanies the 
«ils with excellent illustrations. : 

Lankenheimer's double-seated “ Victor" gate valves are manu- 
vtwed by the Lunkenheimer Company, Cincinnati, O., who have 
manches in various other American cities, and are represented in 
ndon at 35, Great Dover Street, S.E. These valves are being 
rely used for high pressure power plants, and are guaranteed for 
working pressure up to 175 lbs. per square inch. It is claimed 
at the seat rings, as well as the wedge disc, can be renewed when 
; In finishing the interior of the valve body, the portion 
bich receives the seat rings is threaded to the correct angle of the 
pers of the valve disc. The seat rings are threaded and faced off 
caught, and when screwed in place, they fit accurately to the tapers 
itae disc. This method is claimed to be superior to finishing the 


yes of the discs on the seats, after the latter are screwed in place, 


muse if the seats in valves constructed in this manner should 
come slightly unscrewed, they would not fit the disc tapers, and 
mevent could they be renewed. Either pattern of ' Victor” 
йт сап be packed under pressure; to do this the valve must be 
а оред. The disc is accurately guided in the body, so that it 
in bemoved freely, and the stem is relieved of all side strains, 
hich have a tendency to wear out the threads on the latter. It is 


uted that all parts are heavy, yet compact. This point will be appre- ` 


sted when comparison is. made with some other forms of valves. 
te trains on the connecting pipes (due to the weight of valves) 
e minimised, and also owing to their compactness, they are not 
lected to any extent by expansion or contraction. The joint 
tween the body and hub ража indestructible. It consists 
'gmoves cut in the top surface of the valve body, in which are 
wed seamless copper gaskets. A joint made in this manner will 
teak or wear ont. All wearing parts are made of best bronze 
mpesition, and the body and hub of close-grained hard iron. 
ху ае made in several forms, with either stationary or rising 
ms, A copy of the supplement to the — 

wkenkeimer 1898 catalogue of valves 
Ì engineering specialities is before -us. 
though only a supplement, it consists of 
et 200 pages of different valves and other 
‘ings, of which illustrations and certain 
tails are given. | 

Тш 1900 No. 1 catalogue of Messrs. 
ale, Loewe & Co., whose works at Berlin 
ire lem described in our last few issues, 
iewelent production conspicuous for 
ë admirable execution of the work of the 
"er and illustrator. The enamelled 
jet used throughout has been a great 
pto obtaining so good a result with the 
‘ures. The catalogue comes to hand 
a Mr. H. F. L. Orcutt, of Farringdon 
ai, the London representative. А great 
11у 0 machine and other tools and ap- 
wus for a hundred and one purposes are 
©! more or less in detail in the book, 
ch is handy sized, strongly bound, and 
sch appearance as to render it suitable 
weping on the desk or bookshelf. 

Wess, W. and J. George, Limited (late 
E Becker & Co.), of Hatton Wall, Hatton 
"ien E.C., have sent to us a number of 
її small lists, together with a well com- 
‘land printed catalogue of their physical 
amatus for teaching magnetism, frictional 
city, voltaic electricity, electro- 
faetism, thermo - electricity, electro - plating, X-ray work, &c. 
* catalogue is known as Part I. (170 pages), and Parts II. 
| HL deal with apparatus for teaching sound, light and heat; 
Practical physics, mechanics, pneumatics, hydrostatics and 
worology, To attempt to mention the contents of Part J. in 
al is out of the question in the small space at our disposal 


‘hese matters, but there are particularised a thousand articles: 


dee to teachers, students and experimentalists in the 
das indicated. A host of small and neat pictures are given of 
‘different items, also some views of the works at Birmingham, 
‘several interior photographs of the laboratories at the municipal 
111021 and other schools for which certain apparatus was supplied 


.essrs, George. 
‘ust No. 45) of Messrs. E. F, Moy’s Acme patent switches with 
"table contacts has been sent to us. | ~ 


\lessrs, John Gibbs & Son send us an illustrated list of their air 


‘yelling and ventilating fans (such as they have supplied for the 
“tating station of the Liverpool Overhead Railway Company). 
“se are di iven electrical dust-proof fans with enclosed 
“or, In the same list is shown their patent safety interlocking 
le: pole quick-break starting switch and resistance. 


The “Engineering Price List" autumn edition (1900) has just 
been issued from the press by Messrs. James Truscott & Son, 
publishers, of Suffolk Lane, E.C. This list, which is strongly and 
neatly bound in thick blue covers, is a book of reference or a com- 
prehensive engineering index made up of advertisements. There 
are both home and foreign editions, and these are circulated free 
among the chief engineers of electric lighting, tramway, and, in 
fact, all engineering works of importance. It has been published 
since 1893, and is a means of acquainting foreign and other buyers 
with the latest engineering productions. For shippers and export 
merchants it should be of service. | 

Circular No. 1,034 of the Westinghouse Companies contains 
description, with illustrations, of their direct-current engine type 
generators, 250 volts. 


The Clay Cross Fuel Economiser.— In the economiser 
made by the Clay Cross Company, of Chesterfield, the external 
form. is practically identical with the ordinary type with 
vertical cast-iron pipes, but internally it has some additions. One 
of these differences is that in a section of, say, eight pipes, the water 
is fed into the top of four pipes, down which it travelsto rise up the 
other four pipes. This is held to prevent that corrosion which 
occurs in all bottom-fed economisers about the lower two feet of 
each pipe if the feed is cold. Another addition is that of a number 
of discs on a rod hung inside the pipes and leaving only a small 
annulus past which the water must travel quickly. These baffles 


are considered to break up the flowing water and prevent the 


deposit of scale. Probably also the discs would serve as catchers of 
mud. A recent writer on economisers states that with fan draught 
economisers have even enabled the waste gases to be delivered at 
only 100° F. His rule for economisers is that each 10° added to the 
feed is worth 1 per cent. of fuel saved. He would allow 60 to 70 
pipes to a boiler capable of evaporating 450 to 500 gallons per hour, 


or four pipes to each ton of coal per ordinary week. A Lancashire 


rule is 96 pipes per boiler; another is one pipe to each З H.P. For 
chimney draught Mr. Rushto states that no economiser need 


be fixed unless the waste gases are at least at 450 F., and he 


would not reduce them below 300? F. 


The Stirling Water-Tube Boiler.—This boiler, to which 
we alluded some years ago, consists of a pair of transversely placed 
bottom drums in water connection with each other and connected to 
three upper or steam drums by four sets of nearly vertical small tubes. 
Of 12 rows of these tubes only two rows are straight tubes, and all 
the other rows appear to differ from each other Їп the curvature of the 
tubes or their length. It is thus necessary to keep in stock 16 
different patterns or lengths of tube, and this we consider a 
drawback. The furnace is not best placed for perfect combustion, 


but it has a large combustiontchamber, and there is no reason, if 

found necessary, why the firebrick lining should not be placed on 

the tubes next the fire instead of on the fourth row. On the whole, 

we look on the furnace as the better part of the desigu. Perhaps, 
we lay more stress than we ought to upon the large variety of 

the tubes, but this to us is the weak point of the boiler. In its 

smaller sizes the number of drums and of tubes is reduced. : 


Electric Organ.—An_ organ operated on the Hope- 
Jones ‘system has been fitted into the /Victoria Rooms, Clifton, 
Bristol. 


Electrical Work in Italy.—Mr. Bolton King has an 
interesting article on “ Тһе Position in Italy“ in the last issue of 
the Contemporary Review. The following are his remarks on 
electrical enterprise:—'' Before 1887 hardly any railway material 
was made at home ; now almost all is produced at Milan, Turin, or 
Savigliano, and some is exported. Still more remarkable is the 
development of steam engines and electrical machinery. The great 
works founded by the late Signor Tosi at Legnano export electric 
motor engines all over the world, chiefly to South America, but also 
to Berlin, Vienna, Cairo, Melbourne. With the exception. ot 
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dynamos, almost all the electrical plant for home use is made in 
Italy, and an American company is about to start at Milan the manu- 
facture of material for electric traction. There is a great develop- 
ment, too, in the making of mill machinery, agricultural implements 
and bicycles. The first motor car factory in the country has just 
been opened at Turin. Italian industry has two great assets its 
rivers and its artisaus. The rivers supply an almost unlimited 
quantity of energy forgenerating electricity. At present itis hardly 
tapped ; the amount of constant supply of energy is estimated at 
40,000,000 H.P., and of this not more than 2,000,000, at the outside, 
are used at present for any purposes. 
force is being rapidly utilised in North Italy. Many works, like 
the great steel works at Cornegliano, are driven exclusively by 
electricity. The Edison works at the waterfall of Paderno on the 
Adda supply Milan and Monza with 13,000 н.р. The generating 
station at Vizzola on the Ticino supplies 10,000 H.P. to the mills 
aud factories and clectric lighting of Legnano and its neighbour- 
hood. Electric lighting has an extension in Italy undreamt of 
here. Electric traction is shortly to be used on the 73 miles of rail 
from Milan to Arona, on the branch to Varese, and on the line 
from Lecco to Sondrio. There is talk of adopting it for the whole 
of the great trunk line that runs from Rome to Reggio iu Calabria. 
There are even beginnings of its adoption in agriculture. All the 
machinery, including ploughs, on Count De Asarta's farm at Tru- 
foreano is driven by electricity." 


Electrical Fire-Extinguishing Appliances,—The com- 
mittee of management of the cadet-ship Con ruh, moored in the 
river Mersey, has just had an adequate set of modern fire- 
extinguishing apparatus fitted throughout the vessel; electrical 
appliances have been largely adopted. A set of fire pumps, with 
direct sea feed, supplied by Messrs. Ernest Scott & Mountain, 
Gateshead, is driven by an electrical motor, which, with a storage 
battery and connections, was supplied by Messrs. Boothroyd, Hyslop 
and Co., Bootle. 'The pumps can be started at full speed by turning 
a switch, and willsupply water for three or four branches of hose. 
The supply of electricity will suffice for seven or eight hours' con- 
tinuous working. The pumps can also be driven directly by the 
steam engine which drives the electric lighting plant of the ship, 
but ordinarily there will be a sufficient supply of electrical power 
at command to meet all likely claims which may be made on the 
pumps. With the disastrous fires on the two Mersey training ships, 
Clarence, in mind, the committee of the Conway have changed the 
lighting system below decks. Oil lighting has been completely 
abolished and an electric light system adopted. "The dynamo and 
accumulators for this, which will suffice to supply about 200 
incandescent lamps, have also been supplied by Messrs. Booth- 
royd & Co. This supply of electricity can be used to work 
the fire-extinguishing pumps if desirable. The installation of the 
new fire-extinguishing and lighting machinery on the Conway has 
been carried out under the supervision of Mr. J. D. Young, of Messrs. 
Irwin, Atkinson & Young, consulting engineers. 


Improved Fan Blast.—Last Friday we attended a 
demonstration of the properties of a diverging discharge pipe 
applied to a centrifugal fan at Messrs. Capel & Co.'s gas engine 
works, Dalston. The discharge pipe, which is the invention of Mr. 
W. A. Granger, is illustrated in the figure below. It will be seen 
that from the outlet of the fan proper, the pipe expauds uniformly 
to a diameter nearly twice as great as at the com- 
mencement. The effect of this construction, as 
strikingly demonstrated in our presence by the in- 
ventor, is to increase the discharge of air without 
altering either the speed or power of the fan to an 
appreciable extent. Experiments were carried 
out with a parallel pipe of the same diameter as 
the orifice of the fan, as well as with the diverg- 
ing pipe; with the result that while the former 
maintained a pressure of 2 inches of water in a 
large box intended to represent a furnace, the n 
outlet from which measured 7 inches by 4 inches, 
the latter gave a pressure of 34 inches, or 75 per . 
cent. increase. When the aperture in the box was 
increased to 10 inches by 4 inches, or 43 per cent., 
the pressure with the diverging pipe fell to 2 inches. 

A curious feature of the invention is the fact 

that at the small end, 4, of the diverger a vacuum 

of 2 inches of water was found, while the pressure at the large end, B, 
and in the box was 3 inches. 

The importance of these results lies in the fact that with the 
same capital expenditure and driving power, from 30 to 50 per cent. 
more air can be moved in a given time; the invention is likely to 
be of, value in connection with forced-draught furnaces (a speciality 
of Mr. Granger's), and other purposes requiring air under 
pressure. 

The same principle has, we understand, been applied to water jets 
with even greater success. No doubt this is closely connected with 
the theory of the vena contracta ; but so far as we know, the latter 
has not previously been Applied to air blast. | 


The Institution of Junior Engineers,—The annual 
general meeting of this Institution was held on October 27th at 
the Westmiuster Palace Hotel, the retiring chairman, Mr. Basil H. 
Joy, presiding. There was a large attendance of the members. 


After the usual preliminary business, the Council's report on the 


work of the past year was presented and adopted. It stated that 
the net increase in membership had been 30, the membership roll 
now numbering close on 600. M. Gustave Ganet, of Paris, and 
Prof. W R. Dalby, of Loudon, had been elected honorary members. 
The Institution premium for the best paper read by members 
during the session had been awarded to Mr. E. W. Porter, 
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But this enormous mass of , 


- cut-outs to the Commissioners. ; 


Assoc. M. Inst. C. E., for his paper on “A Comparison of А.г 
Bridge Structures of Moderate Dimensions, and of Meal. ^^^ 
Determining their Working Loads." Seven meetings ha : 
held and 11 visits paid to works, apart from the visits am 
connection with the summer meeting at Neweastle-upon- ut 
Sunderland. Reference was also made in the repori D. 
fifteenth anniversary dinner, and to the conversazione. Э 
tution had been represented at the receptions given last Fagg 
the Société des Ingenieurs Civils de France in connection wji 
Paris Exhibition. The scrutineers reported the election 4 
following new оћсегв and members of Council: Chai 
Percival Marshall; Vice-Chairman, Mr. Ernest Kings 
Librarian, Mr. Lewis Rugg; Hon. Auditors, Messrs. Абак 
and A. W. Marshall; Secretary, Mr. W. T. Dunn ;, Mund 
Council—Messts. Louis F. Awdes, W. Rushworth Bec 
Norman Gray, and W. G. Wernbam; Messrs. W. B. Nen 
were re-elected chartered accountants. Mr. Joy inducted ai 
cessor into the chair. The proceedings closed with the gigi ^ 
ment of the visit on November 3rd to the Millbank Stree Ml — 
of the London Hydraulic Power Supply Company, sada 
inaugural meeting of the new session, when Sir Low 
Bart., F.R.S., would deliver the presidential address. m 
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Dissolution.— Messrs. F. C. Smith und J. W, N 
trading. as Smith, Roberts & Co., at Southport and ay 
Lancashire, electrical engineers, have dissolved рагшеп к 
John W. Roberts retires. 


London.—The Alliance Electrical Company u 
an engine and dynamo, switchboard, &c., for the Lambeſ 
works of the Strand District Board of Works. | 


New Edition.—Messrs. Whittaker & Co, i 
issued a second edition of Mr. W. Perren Maycocks S$ 
Wiring, Fittings, Switches and Lamps," which first $4 
appearance exactly а усаг ago. | = 


Perth.—Messrs. Hands, Limited, are to supply "d 


\ т , 

Rangoon.—A large rice mill has recently been efi 
with an electrical installation by the G.E. Co., of Schenemagy 
not long ago receiveda large contract for electric pom 
mission from the Mysore Government. On the other ME 
Oriental Telephone and Electric Company are very [ay 
electric light work just now, and amongst the installations $ 
in Burma are two mills in Rangoon which will be fitted fig 
with English machinery and material. ae 


Trade Announcements.—We are informed Uma ШЕ 
amalgamation has been effected between the Maxim | | 
and Engineering Export Company, Limited, of GB 
Street, E.C., and Messrs. Edwards & Barnes, engine 
Sanctuary Chambers, S.W. This step has been taken , 
firm to cope more easily with the very largo incressé wee 
during the last two years. The allied firms will, from O 
trade as the Maxim Electrical and Engineering Exporta 


. 
e 
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Limited, at 65, 66 and 67, Gracechurch Strect, E. C. MEE 
has engaged Mr. Howard T. Wright, who was man én 
and Barnes, to manage this department. The Maxims 
now have very exceptional facilities for procuring ТАЎ SAL 
the best market and of the highest quality. Itis making 296 
of central electric light and power station steam ig 
including condeusers, Berryman feed-water hesters, water 2 
steam and other pipe work, also economising plants to A 
cumstances where steam is used. А ^ 
Messrs. Evered & Co., Limited, have now further НЕБА 
showrooms for the exhibition of electric light бш Am 
Drury Lane, W.C., where a great display is given of K 
classes of art metal work iu brass, copper, hammeron 
autique silver. | м - 
We are asked to mention that the offices of M t EN 
Lindley & Co. (1899), Limited, of Sandon Engine Works, er 
near Manchester, are now on the telephone (No. 2,427 den ** 
Mr. Samuel Hartford, A. I. E. E., notifies us that baving 7 3 
his position as secretary of Messrs. W. T. Glover & А 171 
he has commenced business at Salford, Manchester, 35 4 
following firms. —The British Insulated Wire Compa? |.) 
Prescot; The Brockie-Pell Arc Lamp, Limited, les PE 
William Rickard, Derby; and Messrs. W. N. Ваші 


Musselburgh. 
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vr. Haydn T. Harrison, M.I.E.E., informs us that he has given 
up his consulting practice in order to take up the sale of certain 
qweislities. These include electrical measuring and recording in- 
ammenta manufactured by Messrs. Everett, Edgeumbe & Co., of 
Charterhouse Square; also street lighting specialities supplied by 
the Improved Glow Lamp Company. Many of the specialities to 
w reprsented by Haydn Harrison & Co. are Mr. Harrison’s own 
„vention and design, and they are up to date, and possess many 


povel features. 


2000-Volt Storage Battery.—We recently had an 
opportunity of inspecting a storage battery designed for the testing 
й electrical apparatus at high pressures up to 2,000 volts—in 
aps o£ 80 volts. The cells, which are of very small dimensions, are 
arnerted in sets of 40 elements, and mounted on trays; these are 
ymnged in cupboards, on either side of the switchboard, as shown in 
эп illustration, and can readily. be removed for examination, &c. 
The ewitch-gear consists of about 50 small two-way switches operated 
y insalating hand les, and so arranged, as in the familiar mercury-cup 
wands, that any number of the groups can be arranged either in series 
nw parallel as desired. Suitable stops are provided so that by no 
„ sable means сап the switches be set so as to short circuit any of 
de wells, A separate two-way switch at the top of the board con- 
ае battery either to the test terminals, or through alglow 
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р tothe charging terminals ; the battery is to be charged with all 
ee in parallel, off а 100-volt circuit, and the interposition of 
“mp provides at once the required resistance and an efficient safe- 
"ard against accident through throwing the battery in series on the 
(bet circuit. The whole equipment was made by Messrs. 

x Sutherland & Marcuson, of Chandos Street, W.C., the cells 
Shue Pip modified form of their patent accumulator. The special 
ae latter is its solidity of construction, the active 
hich ing held in place by thin ribbed plates of porous ware, 
dia н this type of cell particularly suitable for all purposes 
у m or portability and long life. There is practically no free 
: Ше ‘pace, so that disiutegration of the active material produced 
dee pes of the acid is eliminated, while the resistance of the 
б ы тЧу affected. The same firm has lately introduced а very 
es е variable resistance of the compression type, which gives 
А cae uniform variation over.a wide range, as well as a simple 
aa Ped for small batteries, which at once shows the direc- 
el the current, and provides a resistance to control its strength. 


ELECTRIC LIGHT AND POWER NOTES. 


— — — — 


Aberavon.—The T.C. has resolved to petition the 
B. of T. fora prov. order for the supply of electricity within the 
borough. Н 


Ashford.—Owing to the increasing demand for electric 
light, the Corporation contemplates extending the electricity works 
and plant at a cost of £13,000. 


Austria.—The Vereinegte Electricitiits Gesellschaft, of. 
Vienna, has secured a contract for the establishment of a municipal 
central electric lighting station in the town of Bendenz (Vorarlberg). 
Water power is to be utilised, the generating plant to be at first put: 
down, comprising three multiphase dynamos of 400 H.P. each. 


Batley.— Mr. Sandford Fawcett, inspector of the 
L.G.B., sat at Batley last week to hear an application of the T.C. 
for sanction to borrow £25,602 for the supply of electric light and 
power within the borough. It was shown that electrical energy 


was required for both purposes, sceing that the Corporation had in 


eontemplation the construction of tramways for connecting the out- 
lying districts with the centre of the town. These tramways had 
already been authorised by a provisional order, which was con- 
firmed in the last session of Parliament. Mr. Clirehugh is the 
electrical engineer. There was no opposition. 


Beverley.—At a special meeting of the Town Council 
last week it was resolved that application be made to the B. of T. 
for a prov. order to supply electricity within the borough. 


Bridge of Allan.—4A deputation from the burgh of 
Bridge of Allan has had an interview with a Sub-Committee of the 
E.L. Committee of Stirling regarding the introduction of the 
electric light to Bridge of Allan, with current supplied from 
Stirling. 

Bristol.— Last week the Electrical Committee considered 
the report of Sir Benjamin Baker on the question submitted to him 
as to the desirability of strengthening the foundations of the new 
electric station by cross walls, as proposed by the architect, Mr. H. 
Williams. The engineer recommended a modification of the plans, 
and that the foundations should be strengthened by buttresses 
instead of cross walls. In recommending this, he pointed out that 
the buttresses would involve less expenditure than walls, and would 
achieve the object in view. Mr. Williams undertook to carry out 
Sir Benjamin Baker's suggestion. 


Canterbury.—At a meeting of the Lighting Committee 
last week, it was decided to recommend the Council to apply for 
sanction to raise a further loan of £13,000 for the purpose of 
enlarging the electricity works and extending the plant. The total 
amount of the additional outlay will eventually be £21,000, but 
for the present it is proposed to carry out only a portion of the 
scheme. 


Chelmsford.—The Lighting Committee last week recom- 
mended the T.C. to pay the E.L. conipany’s account for public 
lighting during the last quarter, amounting to £266. The Finance 
Committee, however, complained of the unsatisfactory nature of the 
lighting service, and the report was referred back. 


Darlaston.—The Midland Power Corporation has notified 
the Darlaston D.C. of its intention to lay down a cable for an electr’ 
supply in Darlaston. 


Dewsbury.—A L.G.B. inquiry was held at Dewsbury 
last week by Colonel Marsh, an inspector of the Board, the Corpora- 
tion having applied for powers to borrow £4,500 and £3,000 to carry 
out extensions of their electricity works. There was no opposition. 
It was proved that new works were required, and that additional 
cables and other plant had had to be obtained; tbe latter of the 
two sums was required for extensions not yet asked for, but which 
the borough electrical engineer said would be needed before the end 
of 1902. 

The electricity works, which were opened in 1894, have already 
been considerably extended. The engine room has now been 
extended to 86 fcet long and 32 feet wide. Anew battery room has 
also been erected. There are three Lancashire boilers working at 
150 lbs. per square inch, and two of them are fitted with Sinclair’s 
mechanical stokers. A Green’s economiser and a Babcock and 
Wilcox feed water heater are fixed in addition to the necessary feed 
pumps. All the engines in use have been supplied by Messrs. 
Willans & Robinson, Rugby. The total indicated horse-power is 
now 1,045, as compared with 480 when the works were started. The 
generating plant originally was of 250 Kw. capacity. Now it is 500. 
A double-ended steam balancer of 30 Kw. has been recently supplied 
by Messrs. Crompton, and two sets of 110 kw. each by Messrs. Bruce 
Peebles & Co., Edinburgh. A motor-generator has also been added 
to the plant. The original battery consisted of 130 cells, having а 
capacity of 400 ampere-hours. An additional battery has been 
fixed of the same capacity. A new switchboard has been erected. 
and from this the mains are taken below the floor and fixed to the 
walls of a tunnel which runs under the whole length of the works. 
The supply pressure has been changed from 110 volts to 220 volts, 
this necessitating a great deal of re-arrangement and alteration of 
the generating plant. Important extensions have been made to the 
distributing cables. Under the original contract 5} miles of cables 
were laid. There have since been laid 13}? miles. The recent 
extensions have been carried out partly with a view to supplying 
the British Electric Traction Company with energy for trams which 
they propose to run in the district. There are two machines fixed 


————————————————————— ÉÁ mmc — ————— Д 


THE ELECTRICAL REVIEW. [Vol 47. No. 1448, Norman 6 in 


142 


suitable for this purpose, though they are at preseut used for 
lighting. Last year the works made a profit of £201, as against 
a deficit of £477 on the previous year's working. There are now 
192 consumers, as compared with 101 24 years асо. Mr. О. M. Jonas 
is the engineer. He took charge of the works in May, 1898, and 
since then the undertaking has made great progress. During the 
year ended March 31st last, the mits sold were 194,622, receipts, 
£4,031. The Brighton system of charging is in use. 


Dublin.— The E.L. Committce mects to-day to appoint 
an electric inspector. 


Dudley.—On the 5th inst., appropriately enough, the 
town of Dudley was illuminated with electricity for the first time. 
The sum of £33,000 has been borrowed to carry out the scheme, and 
a further amount of £10,000 is to be raised for wiring buildings. The 
price to private consumers is 6d. per unit for two hours per day, 
and 14d. afterwards, and the output is estimated at 270,000 units 
per annum. 


Falkirk,—At a special meeting of the T.C. on Monday 
evening it was decided to make application to the B. of T. fora 
prov. order for electric lighting, in view of the determination of 
two private companies to apply for prov. orders. It was pointed 
out that after obtaining the prov. order, the Council might 


negotiate with a company to supply electricity, if they did not do 


so themselves. Mr. Ronald (burgh surveyor) was appointed 
enginecr for the order. 


Faversham.—The T.C. has decided to apply to the B. of T. 


for a prov. order for electric lighting. 


Gloucester.— Having considered a report on the extension 
of arc lighting, drawn up by the city surveyor aud Mr. Bache, elec- 
irical engineer, the Electrical Supply Committee last week recom- 
mended the Council to erect eight lamps as soon as possible at an 
estimated cost of £400. Other extensions are to be carried out as 
opportunity serves, the whole cost being estimated at £3,000. The 
Council agreed to the proposal. 


Leigh.—Mr. G. W. Willcocks, inspector of the L.G.B., 
held an inquiry at Leigh last week into the application by the T.C. 
to borrow £5,000 for electric lighting extensions. The town clerk 
said the application was for sanction to a loan of 4&5, 000 to extend 
the feeders and distributors to thickly-populated districts. The 
electricity works were completed in January last. Sanction had 
been given to a loan of £10,216, but £10,546 had been expended on 
capital account up to the present time. The number of consumers 
at present was 67, and the number of private 8-c.r. lamps was 3,766. 
There was no public electric lighting at present. There was no 
opposition. 


Littlehampton.—The Highways and Lighting Com- 
mittee recently reported that a letter had been received from the 
North British Electric Supply Company, intimating their intention 
to apply for Parliamentary powers to supply electrical energy in the 
district. 


London. — BERMONDSEY. — The Vestry on Monday 
approved a drawing for arc lamp-posts, and resolved to issue adver- 
tisements inviting tenders for the supply of the standards for public 
lighting purposes. | 

Brixton.—It is по unusual event for an electricity works which 
has been saddled with a dust destructor to cut the connection with 
pleasure ; it is, however, a novelty for the destructor to be barred 
by order of the Court. At Lambeth police-court last week the 
Vestry summoned the South London Electric Supply Corporation, 
Limited, in respect of an alleged nuisance arisiug from the burning 
of refuse at their works. It appeared that the company, at the time 
they took over the electric lighting order from the Vestry, entered 
into & contract with that body, under which they agreed to take the 
household refuse collected by the Vestry aud destroy it in des- 
tructors which the company erected for the purpose, the heat gene- 
rated by the destruction of the refuse being used for the production 
of steam power for the electric lighting works. Subsequently an 
agreement was entered into by which the company were bound to 
pay the Vestry certain compensation in the event of the corporation 
refusing to continue to receive the parish dust. For some months 
past the inhabitants of the district surrounding the works have been 
complaining of the nuisance caused by the burning of the refuse, 
their complaints being under three heads—first, the smoke; 
secondly, the dust and ashes blown into the gardens and houses; 
and, thirdly, the stench arisiug from the combustion of the refuse. 
Finally, the inhabitants made a formal complaint to the Vestry, 
who thereupon instituted these proceedings. The complaint of the 
Vestry was that the Corporation had not taken the best practicable 
means of abating the nuisance and for preventing and counter- 
acting the effluvia. 

Mr. Wontner pointed out that the company were liable to a 
penalty if they did not take the Vestry’s refuse. What were they 
to do with their contract ? 

Mr. Hopkins: Tear it up and pay the penalties. 
has an electric light company to cause effluvia ? 

Mr. Wontner: I might as well retort by saying, What right has 
tte Vestry to force the company to burn their refuse?” The 
company had been doing their best to stop the effluvia by using the 
best possible means of consuming the dust. 

After some further discussion, the summons was adjourned upon 
the understanding that the burning of the refuse would be dis- 

continued, 
Ihe South London Electric Supply Corporation have decided to 


waive their charges for meter rentals in the case of all places of 
public worship. 


What business 


London Docks.—The new electric light installation f: 
lighting the London and St. Katharine Docks was inaugurated м 
week by the chairman, Mr. C. J. C. Scott, in the presence d, 
party of directors, including the chairman of the Works Comma 
(Colonel du Plat Taylor, C. B.), the manager (Mr. H. W. Willis. 
the engineer Mr. C. E. Vernon), the electrical engineer М; 


Stanley Bright, M. Inst. E. E.), the resident engineer, the apers i: be 
tendent and others. After switching on at the generating station, | prs 


which is situated at the Hermitage entrance to the London Det! С.ү 
the party visited the spacious wool warehouses, as well as the E = 
London Dock, and the several offices connected therewith Tat ^. A 
party also visited the St. Katharine Dock warehouses and qun! г, 
The illuminating power for lighting the above is equal to 4M]. ^ 4 
lamps of 8 с.р. each. The various stowages and show floor a en * 
adequately lighted for working throughout, and men were i Ae ^ 

in all the said warehouses, laying down wool for the present serieg 2 T 
of sales. Satisfaction was expressed by the warehousek ub Le 
the men generally with the brilliancy and uniformity of the ligt) ded 
The generating plant consists of three Galloway boiler with 1 -U! 
mechanical stokers, and three sets of Belliss-Crompton engines u. 


system with a pressure of 220 volts on either side of the mild; ^. 
wire. The mains are of hard drawn bare copper mounted u $i ас 

insulators, and are run over the warehouses. Тһе seating of u: - Fe 
and running of mains, wiring, &c., has been effected by the Jam . . a 
Committee's engineering staff. In addition to the warehomes dj - iv 
already mentioned, current is supplied to many of the other ram . . л 
houses at the docks. Vw 15 


Mitcham.—The P.C. has asked the Croydon RIC t >77 
obtain a prov. order for electric lighting at Mitcham. 


‘Neath.—At a meeting of the T.C. held last week. l p 
unanimously resolved to apply to the B. of T. for an E.L. prov ond о 
for the borough. € x" 


+ Ы +, 
- 
- 


New Power Schemes.—According to the Narl-Losm u т, 
Daily Gazette an important scheme for the electrical distribution ¢ . 
power for manufacturing and other purposes throughost ү к | 
Middlesbrough, Stockton, Hartlepool and Cleveland disi d 1! 
being arranged, and a Bill applying for the necessary Parliameg] ^ 57 
sanction will be introduced next session. The scheme, which N f. 
the support of many of the most influential manufacture in m f. n, 
district, will be on similar lines to the Lancashire, South Ж PO 


' 
— 


Durham District Power Bills, which were passed last session. 
A. A. Campbell Swinton, M. Inst. C. E., of Westminster, i 
engineer to the new scheme. 


Newport.—The Electricity Committee of the TC. M 5: 
recommended that a system of free wiring be adopted at Nepo- ^ "~: t 
under which the Corporation should undertake, where requested, i 
wiring of private houses and shops up to an expenditer en t 1 :. 
installation of private premises of £20, and above tatem Ii 
special cases. Local contractors are asked to tender for this xot idus 
and a sum of £2,000 out of a new loan is to be allocated to (9 ^ -zen 


E 
em. Sf 


Maus nes 
AU adi. 
E 


purpose. UOWW 
North Metropolitan District. With regard to Ú " 
proposal for making a joint application to Parliament for poves f- 


provide electrical energy for lighting and other purposes an gé =. .- 


ment has been drawn up and sealed by all the local authorities ss f. 
cerned, excepting Wood Green. At a recent meeting d È 
authority the agreement was submitted to be sealed; bit 1 — 5. 
Littler, C.B., Q.C., the chairman, refused to put it to the rote 4 
the ground that the agreement was illegal from end to ем. Ё 
Littler said it was a wild cat" scheme, and it was his duty 
prevent the sealing of an agreement which, if acted upon, wo% 
render each member of the Council liable to be surcharged A. 
a very animated debate, Mr. Littler consented to the sealing of € XCTI 
first four clauses of the agreement, and a resolution to tbi: > 

\' 


1] 


was carried. The matter has been submitted to the other aut 
which are now holding special meetings on the subject. A 


Otley.—The U.D.C. has resolved to instruc y. d c 
Wilkinson, of Harrogate, to report on the question of the ы С 
lighting of the town. D 


Paiguton.—At a meeting of the D.C. on Мой} E А 
chairman announced that Mr. Paris Singer had offered to uj dt. 
an electricity works to supply the central parts of the own. udi ton 
give the town the option of purchase within a reasonable Ші ` ;.. 
exactly the price it cost him. The Council cordially approved, af p К 
authorised the E.L. Committee to report on tbe matter. fore 


Perth.—At a committee meeting of Perth Polio (W6? 
missioners, a letter was read from the Secretary for Scotland е а 
senting to the city borrowing £43,000 for the electric lighting of À а 
city. Some time ago thé Commissioners sought perms | 
borrow £100,000, £50,000 being for gas purposes, and #00 н. - [| 
electric lightiag. The Secretary has reduced the electric ШКА А 
£7,000. " 


St. James's Palace.—The Chapel Royal 8 t d vm 
lighted in future by electricity. The installation is likes te M 


completed within the next fortnight. E 


Stafford.—The T.C. having applied for lave H“ 
£10,000 for purposes of electric lighting, Mr. H! , 
M. I. C. E., L.G.B. inspector, held a public inquiry last w= 7, С 
was no opposition to ће application. The town clerk sa 7 
mated population to date was 22,140, the annual assess 7 —— 
the borough for district rate was £70,332, and the ойшы |. ~ 


/ 


\ 
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on September 30th amounted to £253,604. The money required 
‘or the extension of the mains was £3,500, and for additional plant 
2 500. In the last six months they had generated more electricity 
rhau in the whole 12 months before. They had borrowed £20,000 
ler purposes of electricity, aud it had all been spent but £50; 
whilst £2,462 had been repaid. Mr. Pooley, manager of the gas and 
aletricity department, stated that the demand for electricity had 
nerensed enormously compared with the corresponding six months 
of last year, when they generated 33,369 Board of Trade units. In 
the same period of this year they had generated 100,733 units, an 
increase of over 200 per cent. One consumer alone was taking 
practically their total output of last year for charging accumulator 
wil. The present capacity of the plant was 198 kw. Their 
maximum load would this year be 170 Kw., so that they would be 
mnning very near to their total capacity. They had three engine 
dynamos of 66 Kw. capacity each; the one proposed to be added 
sould have a capacity of 200 ку. They also required about 4,600 
vards of additional mains. 


Todmorden.—At a meeting of the T.C. last week, a 
lengthy report was presented on electricity for lighting and motive 
power in the district. The Council decided to give notice of its 
intention to apply for a prov. order to supply electricity for all 
purposes within the borough. 


Walmer.—Last week the D.C. discussed the proposals of 
Messrs. Foote & Milne anent the lighting of the streets by elec- 
тону, from which it was gathered that on a capital outlay of 
(0,000, the purchase price at the end of five years would be 
ereased by £13,000. The Council decided to leave the matter in 
ite hands of the Electric Lighting Committee to confer with Deal 
authorities. 

Walton.—The D.C. has resolved to disapprave of the 
application by Edmundson's Electricity Corporation, Limited, to 


de B. of T. for a prov. order, and is considering the question of 
arhying for one itself. 


Wellington.—The U. D.C. last week decided to apply to 
the B. of T. for a prov. order to supply electricity for all purposes 
«thin the district; and Mr. T. L. Miller, of Liverpool, was 
anpointed consulting engineer. 


Wolverhampton.—<At a meeting of the T.C. last week 
tle EL. Committee's report, a summary of which appeared in the 
ait issue of the ELECTRICAL REvIEW, was agreed to. The addi- 
чода! outlay, required up to the end of 1902, to carry out the 
'^mmittee's recommendation, will include extensions to buildings 
vid additional engine foundations, estimated to cost £4,620; six 
H.P. steam boilers, with feed pumps and piping, economisers 
л] superheaters for 12 boilers, steam piping, &c., water storage audi 
-ftening plant, and induced draught apparatus for 12 boilers, 
estimated to cost in all £18,140 ; two 500-K w. steam dynamos, con- 
"sers and circulating pumps for four engines, travelling cranc, 
‘witchboards and storage battery for tramways, estimated to cost 
219,580; feeders, meters, distributors, &c., £15,000; making, with 
т overspent on the original loan, £1,602, а total cost of 
5,942. 

Wrexham.—Negotiations are in progress between Mr. 
Trentham, consulting engineer to Ње T.C., and the National 
E:eetrie Traction Company, as promoters of the electric tramways, 
"ith a view to the supply of clectricity for traction from the Cor- 
poration's electricity works. | ; 


 ——— —— 
ELECTRIC TRACTION NOTES. 


Cardiff—On Monday a joint meeting of the Electrical 
Tramways and Lighting Committees considered Alderman Carey’s 
‘tzzestion that the efficiency of both services would be improved 
aud economy to the rates effected by the two concerns being placed 
uder the control of one committee. The following resolution, 
proposed by Councillor Wm. Evans, was unanimously adopted: 

That, in order to avoid the necessity.for building a third power station, the 
"amways engineer and the electrical lighting engineer be desired to report 
-éparately as to how the power station (tramways) at Roath and the existing 
dation can be utilised for supplying additional current for lighting and traction 
V'irpo:es, the date when such current will be available, and the price thereof. 
| The T.C. last week considered the Tramway Committee's proposal 
5 allow Mr. Ellis, the traction engineer, to appoint his own deputy, 
* a salary of £225. By 16 votes to 4 it was resolved not to con- 
cat to this, and it was also decided to issue advertisements in the 
ordinary way. 


Dartford.—The U.D.C. held a special meeting on Fri- 
"d „at which it was resolved to obtain powers from the Board of 
rade to construct light tramways throughout their district. 


Dublin—The Recorder, at the City Sessions of Dublin 
lis week, awarded a decree of £50 to Mrs. Elizabeth Roberts, a 
Lure, who sued the Dublin Tramway Company for injuries sus- 
one by her by having been thrown off an outside car on the 
Jorth Strand Road, the horse having slipped, it was stated, owing 
о non-sanding of the tramway tracks by the company. The 
[corder said the non-sanding of the streets was a notorious danger 
to the citizens of Dublin. The Corporation and the Tramway Com- 
pany stood looking at each other, saying it was the other's business, 
and meanwhile down went the horses. He himself had to sell a 


pair owing to injuries they had received by slipping up. The 
period of the non-sanding unfortunately coincided with ther intro- 
duction of the splendid and swift servicetof;electric trams. + -< 


Germany.—The Ulm Electricitits Gesellschaft propose 
to establish services of electric road vehicles in those parts ?of'the 
town of Ulm not provided with tramways, to act as feeders to'the 
tramway system. 


Gourock.—The Corporation have accepted tenders to the 
amount of £25,000 for the laying of the track along the river front 
suitable for the overhead system. 


Holland.—A contract for the construction of a light 
electric railwav between Scheveningen, the Hague, and Rotterdam 
has been secured by Messrs. Siemens & Halske, of Berlin. The line, 
which is being built for the Zuid Hollandsche Electrische Spoorweg 
1% has to be completed and ready for traffic by August. 


The Lakes. — The Lake District electric tram scheme 
from Bowness to Windermere and Ambleside was only shelved for 
atime. The promoters now intend to try and meet the views of 
the various Councils as to road widening, so that they will be in a 
position to submit new plans and advertise a fresh scheme for the 
next session of Parliament. If the roads are widened to 30 feet, 
the objections of Lancashire and Westmorland County Councils 
will fall through. 


Liverpool.— A largely-signed memorial from property 
owners and residents in Seaforth, Liverpool (North), was submitted 
at the monthly mecting of the Waterloo District Council on 
Monday, urging the Council to usc every effort to .prevent the 
Liverpool Corporation from carrying an electric tramway along 
Seaforth Road, in connection with the Liverpool system of electric 
tramways. In the memorial it was said :—“ They (the electric cars) 
were not needed, and would be a source of great danger." Coun- 
cillor Beaver moved that the memorial be referred to the Tramways 
Committee. He said that in Liverpool a great number of memorials 
were presented against tramways being constructed, but after the 
tramways were made the people were very pleased with them. 
Finally, the memorial was referred to the Tramways Committee. 
The survevor reported that the contractor's account for the recon- 
struction of Crosby Road was £18,141 11s. 10d. Of this sum 
£3,670 9s. 9d. was for tramway track. 


London County Council.—The Council decided on 
Tuesday, subject to the Wandsworth local authority consenting to 
the proposed tramway from High Road, Tooting, to the county 
boundary at Waterfall Bridge, and agreeing to contribute one-third 
of the net cost of the necessary street wideninga, to apply to Parlia- 
ment for powers to widen Merton Road in connection with the con- 
struction of the projected tramway. 


Merthyr.—The Western Mail says that last week Mr. 
W. R. Sheldon was conducting an arbitration at the Inns 
of Court Hotel, London, upon a dispute between the British 
Electric Traction Compauy and the Merthyr Urban Distriet Council 
in relation to the new light railways. 


Mitcham and Croydon.—The Parish Council has 
passed a resolution asking the Croydon R. D.C. to make application 
for a provisional order for the construction of light railways in the 
parish. The Parish Council at first applied to the L.C.C. for an 
extension of their tramways, but were referred to the R.D.C. as 
being the local tramway authority. : 


Plymouth.—A report presented to the Electricity Com- 
mittee with reference to the breaking of one of the overhead wires 
on the Prince Docks tramways on 23rd ult. states that the accident 
occurred during the trial trip of one of the new cars. The Westing- 
house Electric Company have been informed that they will be held 
responsible for the damage, and for any claims that may arise in 
connection with the mishap. 


Rhyl.—The U.D.C. has placed orders with the makers 
of the boilers for additional machinery, in order that they may һе 
able to generate the electric current required for working the new 
tramway. The town clerk is to apply for the necessary additional 
loan to cover the cost, £15,000 having already becu granted. 


Vienna.—On the morning of the Ist inst,, at Vienna, a 
telephone wire broke and fell upon an electric tramway overhead 
conductor (500 volts). An elderly lady received a severe shock, and 
three people who incautiously or ignorantly went to her assistauce 
suffered likewise. Two of them had to be conveyed to hospital, the 
‘others being able to return home after treatment. 


West Bromwich.—The agreement between the T.C. 
and the British Electric Traction Company, whereby the latter are 
granted a 21 years’ lease of the tramway running through West 
Bromwich, has now been signed by both parties. One of the terms 
is that the present 1d. stages are to become 4d. stages. The other 
terms have been published in the ELECTRICAL REvIEW. 


Wolverhampton, — In the issue of the ELECTRICAL 
REVIEW of last week appeared a summary of an important report 
issued by the Tramways Committee of the Corporation. This report 
was adopted at the meeting of the Town Council on Wednesday. 

On 2nd inst, in the Chancery Division, before Mr. Justice 
Joyce, Mr. Thompson made an application in the case of the 
Wolverhampton Corporation v. the British Electric Traction 
Company, Limited. He said the case stood at present two ont of 
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the present list. He appeared for the defendant company, and the 
act ion was one for the specific performance of an agreement for the 
sale of certain tramways, and tlie substantial question in dispute 
was whether under certain Acts and provisional orders the defen- 
dant company were entitled to have running powers over certain of 
the Wolverhampton tramways. It was decided that the case should 
be taken on Wednesday, subject to any part heard case. 


Wigan.—The T.C. is to apply for powers to extend the 
tramways along the remaining unoccupied highways of the borough. 
The B. of zT. is to be asked to sanction the borrowing of £18,250 for 
the purposes of the undertakiug. 


\ 


TELEGRAPH AND TELEPHONE NOTES. 


Telegrams to the Far East.—Arrangements have been 
made for facilitating and cheapeniny tele egraphie communication 
with Her Majesty's Military and Naval Forces on active service in 
China. The Eastern, Eastern Extension, and Great Northern 
Telegraph Companies have undertaken to transmit telegrams to and 
from officers and men at half rates, that is, at 28. 9d. a word instead 
of 5s. 5d. 


Telegraphic EILCETTUDHORS and Repairs :— 


CABLES. INTERRUPTED. 
BOUTH AMERICAN :— 
ParáéMaranham  .. - $5 T .. March 1, 1900 .. d 
Ceará-Maranham ee oe oe ee ee Feb. 20, 1900 oe ee 
Paramaribo-Cavenne s ae i . . Oct. 6, 1900 es ies 
Barcelona - Guanta - Cumana - Portlamar - 
Carupano (Venezuela) oe se .. Nov. 1, 1900 


West INDIAN :— 
Mole St. Nicholas-Cape Haitien.. б> T 
AFRICAN :— 
At. Louis (Senegal)-Bathurst  .. ss .. Aug. 25, 1900 sie 
Zanzibar-Mombassa 5% ee is .. Sept. 29, 1900 HS 
Latakia-Cyprus ee oe eo ee ee June 20, 1899 ee ae 
LANDLINES :— 
CHINESE :— 
Tientsin-Pekin $a n - EN .. June 12,1900 .. 22 
Pekin-Kalgan.. as «a as as . June 14, 1900 oe 
Kalgan-Maimatchin oe ала > .. June 80, 1900 ae 
Tientsin, via Shanghai... T is .. June 16,1900  .. T 
Tientsin-Niuchwang ee oe oe ee June 18, 1900 ee oe 


"SOUTH AMERICAN:— 


Communications with all offices of Colombia 
beyond Buenaventura .. vs ri .. Janu 


REPAIRED, 


March 6, 1900 .. ee 


22,1900. . oe 


Ecuador landlines .. A Vs .. March 18, 1897 .. es 
Landlines south of Serena s .. July 30,1900  .. s 
Higuerote-Barcelona (Venezuela) . . . Oct 30, 1900 .. Nov. 1, 1900. 


Lundlines west of Bar ynisineto and Coro n Nov, 1, 1900 
Barcelona (Venezuela)-Ciudad (Bolivar) . Nov. 1, 1900 


Communication “via Hanekine" interrupted 


on Persian territory Feb. 24, 1900 
All lines connecting Cochin China with 

Thuanan  .. Oct. 72, 110 T 
Communications between Saigon and North 

Annam and Tonkin . - 


. Oct. 23, 1900 oe 
‚ Nov. б, 1900 2 
. Nov. 7, 1900 - 


Majunga-Tananarive . A 
Blagowestschensk-C habarosvk - 


Telephone Wires in Germany.—Operations have been 
commenced on the placing of all the telephone wires in Dortmund 
underground in place of overhead. 


Wireless Telegrapliyv.—According to the Times the 
practicability of utilizing Marconi's system of wireless telegraphy in 
connection with the mail packets running between Dover and 
Ostend was tested on 4th inst. with satisfactory results. The vessel 
selected for the demonstrations was the Belgian mail packet 
Princess Clementine, commanded by Captain Romyn. The installa- 
tion was fitted up in one of the private deck cabins on the star- 
board side. The receiving and sending wires were connected to the 
foremast, the height of which had been c 'onsiderably increased. The 
land installation was set up at La Panne, on the flat coast between 
Ostend and Dunkirk, the mast being about 130 fect in height. The 
distance between La Panne and Dover is 61 miles. The Princess 
Clementine left Ostend soon after 11 o'clock on Saturday night and 
arrived at Dover at 2.40 next morning. Capt. Romyn described 
the results as far bevond auvthing which the Belgian authorities had 
anticipated. A message was transmitted from Ostend to La Panne 
when the Princess Clementine left the Belgian port, and telegrams 
continued to be exchanged between the vessel and the shore at 
frequent intervals during the voyage to Dover. The messages 
were transmitted at the rate ot about 20 words per minute. 
Messages were exchanged right up to the time the vessel reached 
Dover. Before the Princess Clementine left Dover on Monday 
morning a wireless message was transmitted to Belgium stating the 
number of passengers on board. 

On Monday some further demonstrations of the value of wireless 
telegraphy were given on board the Princess Clementine while on 
her voyage from Ostend to Dover. For some time past the Marconi 
Company have had a station at Dovercourt, Essex, and when the 
Princess Clementine was about half way on her vovage the operators 
on board sent à message to the Dovercourt station. A reply was 
received asking the Prinerss Clementines bearings, which were 
reported. A number of other messages were sent during the 
jouruey. 

A press dispatch from Gibraltar says that wireless telegraph 
stations are to be established there and at Malta. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Belfast.—November 231d. Tenders are invited for sten 


pipes, pumps, condensing plant, boilers, mechanical stokers, «uer. 
heaters, coal and ash conveying plant, ‘and switchboard exten. 1 
for the Corporation electricity works. See “Official Noti 
October 12th. 


Bristo].— November 22nd. The Electrical Commi. 
wants tenders for an clectric travelling crane and condensing pian 
See “ Otlioial Notices“ to-day. 


Cardiff.— November 28th. The Corporation wants tn- 
ders fora 75-kw. motor generator, Tudor battery, lead coveri 
cables, and a 20-ton travelling стапе for the tramways undertaki v. 
See “Oficial Notices " to-day. 


Farnworth.—November 12th. The U. D.C. wants ta. 
ders for “free wiring.” Зеб Official Notices" November 2nd. 


Greenwich,— November 22nd. The Guardians wai: 
tenders for the electric lighting of the new workhouse now ert: 
See Official Notices“ November 2nd. 


Nalifax.—The Tramways and Electricity Commit“ 
wants tenders for various sized underground cables. Sec “Os. 
Notices " November 2nd. 


Harwich.—November 17th. Tenders are being invi 
for gas engines, dynamos, cables, battery, lighting and tri. 
switchboard, track laying, and traction equipment, &c. See “ota. 
Notices" November 2ud. 


Ilford.—November 12th. The U. D.C. invites tender 
for free wiring. Sce “Official Notices" October 26th. 


Kendal.—November 25th. The Corporation wante ter- 
ders for complete electric lighting station equipment (boilers, stew: 
dyuamos, battery, &c.); and for underground mains, meten si: 
services, See “Official Notices“ November 2nd. 


Lineoln.—November 15th. The Corporation wari 
tenders for a dryback marine-type boiler; a high speed engi: 
coupled to a С.С. dynamo; pump and motor and accessories. 


London.—November 10th. The Streets Committe f 
the Corporation wants to hire a mechanically driven dust cart S% 
„Official Notices” October 5th. 


London.—November 13th. The L. C. C. wants teri» 
for about 150 arc lamps (80 10—12 amperes and 70 5—6 am 
for the lighting of the Victoria Embankment and Wesim:- 
Bridge. See “ Official Notices " October 26th. 


London.—November 22nd. Tenders are invited for ti» 
wiring of the Central Finsbury Radical Club. See “Official Хоп 
to-day. 


Manchester.—November 9th. The Tramways C^ 
mittee wants tenders for the supply of cast-iron bases for trims:, 
poles. See “ Official Notices” November 2nd. 


Newcastle-on-Tyne. The New Tran- 
ways Committee wants lenders for arc lamp cables, telephone a 
pilot wires. Specifications from Mr. Charles Hopkinson, con. 
ing engineer, 26, Victoria Street, S.W. 


Stavanger.—January 2nd. Tenders are invited hr ti 
Stavanger Corporation for the establishment of electrical comm. 
cation or transmission of power from the Altesrig Wateriais io 
Stavanger, a distance of about 39 kilometres, in accordance v: 
the plans of a civil engineer named Schoien. Tenders mut т 
received by January 2nd, 1901. Further information may le 
obtained on application direct to Mr. E. Berentsen, British 5^ 
Consul, Stavanger. 


Stock port.—November 24th. The Tramways Commie 
wants tenders for the construction of permanent way, exer. 
bonding and paving, for about 24 miles of double and 2] те 
single track. Mr. J. Atkinson is the borough surveyor. 


Stockport.—November 24th. The T.C. wants ten) 


for the laying of permanent way for electric tramways. Alw t" 
the supply of 1,050 tons of girder rails, 90 tous of fishplates. ones 


Li 


of tie bars, various points, crossings, bolts and nuta, &c. See i 
“ Official Notices ” to-day. 
Stock port.—November 24th. The T.C. wants teal 


for the overhead equipment, and supply of rail bonds, for ~i 
sections of electric tramways. See “ Official Noaices " to-day. 


Walker.—November 12th. The U.D.C. wants t terii 


for the erection of a 2-unit Meldrum destructor, including b> 
steam pipes, &c. See “ Official Notices“ October 26th. 


West Bromwich.—November 17th. The Corer: 
wants tenders for wiring materials, motors, aud labour in wir. ^- 
lighting aud power installations. Sec “Official Notices tbo 7 


(Continu^d on page 753) 
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ELECTRIC TRAMWAYS IN SYDNEY N. S. W.) 


Вт ARTHUR C. F. WEBB. 
Tur development of electric tramways in New Nouth Wales 
has been very gradual, commencing in 1890 with a small 
experimental line from Randwick to Waverley, where there 
had been a steam line which had never been able 
to pay its way. 
the curves formed a severe trial even for electric traction, 


Its short-radius curves and steep grades on 


and, moreover, the traffic was small. The experiment was dis- 
continued, and eventually the material was taken over to the 
North Shore and re-erected as an extension of the cable 


tram, from the cable terminus to Middle Harbour. From 


extensions to supply the whole of the system! with’ power 
for electric traction, 

The power house is situated at Ultimo, close to the rail- 
way, from which a special siding is run, and not far from 
Darling Harbour, from which the supply of water for con- 
densing purposes is obtained. Ample provision is made on 
the site for future extensions, the building being arranged 
with the offices, &e., in front, and engine house and boiler 
house side by side behind the offices. The engine room is 
at present 100 feet wide and 100 feet long, and the boiler 
room 85 feet wide and the same length as the engine room; 
both are capable of extension longitudinally to an extreme 
length of 500 feet, The building is lofty and well-lighted, 
and in no way cramped, 


ULTIMO ENGINE Room (LOOKING FROM SWITCHBOARD GALLERY), 


that time until recently the application of electricity 
was confined to the north side of the harbour, lines being 
run to Mosman's Bay and Willoughby. 
Rose Bay line, an extension of the Ocean Street cable line, 
and finally the work was put in hand for a tramway down 
Sydney's principal thoroughfare, George Street, intended as 
a trial line to prove whether or no electric traction was suit- 
able for the tramway system as a whole, with an ultimate 
view of converting all the steam tramways to electric traction. 
Before the plans were far on the way it was practically 
decided by the Railway Commissioners that electric traction 
was the best and most economical system to adopt, and 
provision was therefore made that the power house then 
being planned for George Street only, should be arranged for 


Then came the 


The machinery at present erected is intended to provide 
power not only to the George Street and Harris Street section, 
but also to the North Shore lines and the Dulwich Hill, 
Newtown, and St. Peter’s lines. There are four sets of 
generators, each of 850 Kw. capacity, consisting of General 
Electric multipolar generators, direct connected to Allis com- 


The 


engines have 26-inch and 48-inch cylinders with a stroke of 


pound horizontal engines, arranged in two rows. 


+ feet, and run at 100 revolutions; they are made alternately 
right and left handed, so that one condenser may serve for 
two engines, The generators have 12 field-poles, the arma- 
tures being drum-wound in slots, and weighing about 21 tons 
each; the 20 feet fly-wheels are compound, the rims being 


reinforced with steel plates, and weigh about 40 tons. 
F 
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The boilers are also in two rows ; at present 14 are in- 
stalled. They are multitubular, of 300 U. P. each, 16 feet long, 
tubes of 4 inches diameter, 22 
of which are stayed, and 50 plain, and six stays are used in 
the steam space; the boiler settings are fitted with Alvés 
The circulating pumps are 
Blake centrifugal, and the feed pumps Blake three-throw 


and 7 feet in diameter, with 


patent hot-air economisers. 


plunger, all elec- 
trically-driven, and 
the air-pumps for 
Wheeler condensers 
are Blake  steam- 
driven. There are 
two travelling 
cranes, one over 
ach row of gene- 
rators, with a span 
of 48 feet: each 
motion is con- 
trolled bv a sepa- 
rate motor: Gene- 
ral Electric stan- 
dard 800 railway 
type are used for 
travelling and 
hoisting, and a 25 
H.P. General Elec- 
tric L.W.P. type 
for traverse, all 
motors being series 
wound with rheo- 
static control. The 
lifting capacity 
of the cranes is 30 
tons. 

The accumu- 
lators consist of 
900 K. 23, and 
300 K. 9, E.P.S. 
cells. 

The George Street 
and Harris Street 
lines are equipped 


Солт, ELEVATOR, ULTIMO. 


Railway Commissioners, span wire construction has been 
adopted principally on account of expense. 

The feeder cables for George Street are placed underground 
in Callender- Webber casing, laid partly under the footpath 
and partly under the roadway between the tracks, brick pits 
being employed for junction boxes, with cast-iron draw boxes, 
The brick pits are 4 feet x 3 feet and 5 feet deep and are 


drained into the 
sewer. A nine-way 
conduit is laid to 
the junction of 
Liverpool Street 
and George Street 
where the first 
feeder taps in; 
from there eight 
ways run, reducing 
to six. This con- 
duit carries five 
feeder cables for 
the George Street 
lines and two for 
the North Sydney 
lines, the five 
George Street feal- 
ing points being 
Liverpool | 
the Markets, Hun- 
ter Street, Bridge 
Street, and Circular 
Quay, A single 
line is also laid up 
Engine Street, The 
feeder cables for 
underground work 
are Callender's 
make, (45 square 
inch sectional area, 
with an overall 
diameter of about 
14 to 14 indes 
For extension line 
overhead feeders 


”, 


with centre-pole construction, except at one end of George 
Street, where the width of the thoroughfare did not admit of it. 
Mannesmann steel poles are used with iron brackets and cast- 
iron ornamental bases and fittings, set in concrete with a 
trachyte protective kerb, the track being laid with 7 feet 
centres. On the existing lines, when converted by the 


CAR BARN AT ULTIMO. 


have been run of © weather-proof " cable, 5,000,000 circular 
mils area. | 

The permanent way for the George Street and Harris Street 
line consists of 83-Ib. grooved rails, Vignoles pattern, laid шро? 
concrete with a wood-block road bed; all joints are bende! 


with Edison-Brown plastic bond. As a supplementary 
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return a copper cable of 0°45 square inch sectional area is 
laid between each track from Circular Quay to Redfern ; each 
cable is connected to alternate rails on either side. These 
cables are laid against the inner rails of their respective tracks 
and eross-connected every 60 yards, the connection between 
the cable and inner rail being made with a special gun-metal 
dip bolt which has а lug bent round and sweated to the 
cable, and is provided with a shank to pass through the web 
of the rail. А copper strip 14 inches x ү inch, having 
one end bent round and sweated to the cable, joins it to the 
outer rail, the other end being amalgamated and clamped to 
the web of the rail by a gun-metal bolt. The bolt-heads and 
nuts—also amalgamated—are slightly undercut to form a 


- 
еы" 


— „ та 


teceptacle for retaining a little plastic alloy. At the inter- 
section of George Street and Liverpool Street nine cables, each 
of 045 square inch sectional area, are joined to the rails as 
supplementary returns, and return to the power house at 
Ultimo by the same route as the feeder cables, a distance of 
about 2,700 feet, There are no supplementary returns 
along Harris Street, but each track is cross-connected every 
10 yards, and the tracks are connected together electrically 
every 100 yards. The whole of this cross-bonding is done 
with copper strips, 15 inches x 4*, inch, clamped to the web 
of the rail; at William Henry Street two cables, each of 
045 square inch sectional area, connect the four rails to the 
power house. The supplementary cables are all coated with 


Stockholm tar, and the joints between rails and copper 


Trips are served with a coating of P. and B. paint. The 
trolley wire is fig. 8 section having a sectional area of about 


“13 square inch, and is suspended by Billings & Spencer 


hangers. 
Several types of car are used; and the car which has been 
found most suitable for the work is described as a com- 


bination bogie or double dummy car," and the majority of 


the cars now being built are of this pattern, which 
may be seen in one of the photographs on page 


749. It has an end to end platform length of 36 feet, 
with a width of 6 feet 3 inches, and is carried on two four- 
wheeled bogies ; it weighs, when in full going order, about 
10 tons. It is constructed to seat comfortably 48 passengers, 
the accommodation being provided in a central compartment 
entirely closed in, open sided seats being arranged at each 
end. These open sided seats can be reversed so that 
passengers mav be better protected from wet weather. The 
under frame is of pitch pine, the car-framing of Tasmanian 
blackwood, with Kauri for ceilings, and panels of basswood ; 


SWITCHBOARD AT ULTIMO POWER STATION. 


the trucks are of the well-known Brill & Peckham con- 
structions. A trailer car is towed at busy times of the day. 
The traffic is already very heavy, over 150 cars being in use 
on George Street now, making a total of about 2,500 trips 
in and out during the day, and carrying over 100,000 
passengers. 


( To be continued. ) 


CUTTING STRUCTURAL IRON BY MEANS 
OF THE ELECTRIC ARC.“ 


By J. R. CRAVATH. 


Ir is now coming to be recognised—in Chicago at least— 
that under certain conditions the electric are affords the 
cheapest and most convenient method of cutting structural 


* American Electrician, 
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iron work or vault steel. In the reconstruction or alteration 
of modern office buildings, it sometimes happens that some 
of the steel girders forming the frame of the building must 
be cut to accommodate the necessary changes, and likewise 
the changes sometimes made in bank safety deposit vaults 
necessitate the cutting of the vault linings. Often the 
girders are in a place difficult to get at with saw or drill, 
and the cutting through of modern vault walls can only be 
done by annealing a spot, and then drilling it, and so on 
ad nauseam to the man doing the job and the people waiting 
for him to finish it. Under either of the conditions just 
mentioned, the electric arc demonstrates itself by far the 
quickest, most convenient, and economical method if current 
is available, 

A year and a half ago six 18-inch I-beams in the New 
York Life Building, Chicago, were burned off in one-tenth 
of the time that would have been required to saw them, the 
saving in time required to finish the job being one of the 
main objects of the contractors for the alterations in the 
building. The expense was also less than for sawing. 
Recently six 14-inch I-beams were burned off in a similar 
way in the Rookery, at Chicago. Numerous jobs of electric 
burning to accommodate new vault doors, and get at broken 
locks, have also been done. 

To do successful burning on structural steel a current of 
not less than 350 amperes should be used, though smaller 
currents will do the work, only more slowly. Vault steel 
is more fluid when melted, and does not clog as does struc- 
tural steel. The carbon with which the are is drawn is best 
about 1} inches in diameter, and is, of course, connected to 
the negative side of the circuit. A heavy aluminium band 
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SYDNEY TRAMWAYS: 


bolted around the carbon has been found to be the best 
method of attaching the conductor cable; to this band a 
wooden handle is attached. For resistance to steady the arc 
a sufficient length of No. 18 German silver wire to absorb 
all but 70 or 80 volts, at the required rate of current flow, 
wound on a wood frame and put in a pail of running water, 
is a cheap and convenient method, and the one usually em- 
ployed. 

When connecting up to do such work, it must always be 
remembered that since the positive side is connected to the 


structure to be worked on, the insulation resistance to ground 
of the source of supply should be investigated, and any 
grounds on the negative side of the supply circuit must be 
removed. When drawing from an Edison three-wire central 
station supply (in which case the neutral tis usually grounded 
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SYDNEY Tramways: BRISBANE TYPE OF Cam. 

intentionally or otherwise), the work should be done between 
the neutral and negative wires. To protect the eyes of the 
operator a sheet-iron box over the arc, heavily lined with 
asbestos, and having an insulated hole for the carbon, is 
generally used. Where it cannot be used, as in corners, a 
large sheet of thick asbestos board, with a hole through it 


— 


BOILER HoUsE AT ULTIMO. 


for the carbon, is substituted. The operator should always 
wear double dark glasses, and if he observes the simple pre- 
caution of never looking directly at the arc, there is no 
danger whatever. If he does look at the are for anything 
more than the briefest interval, he may be tolerably sure of 
a pair of very painful eyes the following night, even though 
he may feel no ill-effects immediately afterward. The 
cutting down by the arc is, of course, exceedingly rough and 
jagged, but for the purposes mentioned that is a small draw- 
back compared with the saving in time and labour. 
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ELECTRICAL PLANT AT THE SNEYD 
COLLIERY. 


THE economy resulting from the application of electricity to 
mining operations is fast becoming realised by owners, 
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SYDNEY Tramways: THE бт. Louis TYPE or Can. 


managers, and engineers. A very few years have had a 
marked effect in strengthening the belief that true economy, 
measured by pounds, shillings, and pence, and convenience, 
is to be found by applying proper methods of electric trans- 
mission of power to the various operations in and about a 
mine where an unfailing supply of energy is required. 


Various methods for utilising the electric current gene- 
rated at the surface and transmitted to the workings, suggest 
themselves to the electrical engineer who is called upon to 
devise a safe, reliable, and durable system. Of these may be 
mentioned the direct current supplied to multipolar motors, 
enclosed in tight cast-iron cases, to protect the miner from 


SYDNEY TRAMWAYS: COMBINATION BoGIE on THow Can. 


the danger of explosion caused by the ignition of the in- 
flammable gases from the sparks of the brushes. This serious 
drawback to the use of the direct current in places where 
gas is prevalent is wholly foreign to the induction motor, 
which has no brushes to give forth a spark, and which is a 
simpler and more mechanically perfect apparatus in every 


SYDNEY TRAMWAYS: GENERATOR AT ULTIMO POWER STATION. 


A recent example of the most modern electrical machinery 
plied to mining purposes is shown by the accompanying 


a 
photographs, which represent several views of the Sneyd 


Colliery at Burslem, Staffordshire. 


npany sec 
The company secured 


the services of. Dr. J. A. Fleming, who acted as consulting 
engineer, and the entire electrical plant was designed and 
constructed in accordance with his specifications. 


respect. This consideration alone, quite apart from the 
greater simplicity of alternating current generating apparatus, 
would be sufficient in cases of this kind to throw the balance in 
favour of the utilisation of an alternating current for driving 
the haulage systems and pumping machinery underground. 
The British Westinghouse Electric and Manufacturing 
Company received the contract for supplying and installing 
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the electrical and steam plant, and Messrs. Callenders sup- 
plied and installed the main cables connecting the generating 


plant to the various 
motors located at 
different points in 
the workings. 

Fig. 1 18. 8 
view of the 
coliery showing 
the coal tipples and 
shaft headgear. 
The generating 
plant and switch- 
board are located 
in one of the 
buildings shown, of 
which fig. 2 is an 
interior view. 

The generating 
unit consists of a 
Westinghouse 134 
inches x 12 inches 
Standard engine 
operating at 300 
revolutions per 
minute and sup— 
plied with steam 
at 75 lbs. per square 
inch. <A Westing- 
house 50-K w. threc- 
phase alternator is 
direct connected 
thereto, the two 
machines being 
mounted upon one 
cast-iron bedplate. 
А 2-H. p. 125-volt 
exciter is driven 
from the engine 
shaft by a link belt, 
and this machine 
supplies the exciting 
current for the al- 
ternator, with the 
exception of a small 
fraction of the total 
exciting current 
required, which is 
supplied from the 
commutator shown 
on the outside of 
the bearing of the 
alternator. This 
makes the unit 
self-regulating by 
allowing the neces- 
sary rangeof adjust- 
ment of the field 
magnet excitation 
to meet wide 
changes of load 
upon the alternator. 
This self-exciting 
current is derived 
through a small 
transformer located 
within the arma- 
ture, through the 
primaries of which 
part of the arma- 
ture current flows. 
The leads from the 
secondary of this 
transformer pass 
out through the 
shaft to the com- 
mutator, from 
which a 


continuous 
voltage is derived, thus any change in the load on the 
machine is immediately met by a corresponding change in 


the magnetic field. 
Westinghouse drum-wound type. 


ps 


Fic. 3.— МАІХ AND ТАП, HAULING GEAR, OPERATED BY A 20-H.P. WESTINGHOUSE 
TyPE “C” ALTERNATE CURRENT MOTOR. 


current at the required field 


being 15 inch, 15 inch, 15 


The armature is of the well-known 
The well insulated coils 


are secured in the 
slots by hard fibre 
wedges driven into 
grooves above the 
coils, and by this 
method all danger 
of displacement is 
avoided. 

The current leaves 
the  alternator at 
440 volts, 25 cycles, 
The switchboard, 
from which the 
alternator, exciter, 
and circuits are 
controlled, consists 
of a single maille 
pancl upon which 
are mounted three 
ammeters, one for 
each phase, a three- 
pole main switel, 
field plugs, and 
combination rheo- 
stat, The rheostat 
carries two concen- 
tric hand wheels 
shown on the board; 
the inner of the 
two governs the 
exciter shunt field 
current, and the 
outer the generator 
field. The swing- 
ing arm carries one 
A.C. and one D.C. 
voltmeter. The 
former can be used 
to read the potential 
difference between 
any two phases by 
means of the volt- 
meter plug, and the 
latter indicates the 
pressure of the ex- 
citing current, The 
main fuses are at- 
tached to the wall 
at the back of 
board asshown. TI 
switchboard is ar- 
ranged to allow 
for the i 


ting веб 0 
Same ес Шш 
the f SS 
The. di 
from 10 
room to the Sha 
is 150 feet, and the 
depth of the shaft 
is 1,860 feet. The 
cable is laid in à 
wooden trench to 
the shaft, and i 
supported at inter- 
vals of 25 fet 
through the shafi 
by wooden cleats 
3 feet long, whieh 
are secu to 
walls by T headed 
bolts. The main 
cable is Callender's 


three-core type, the sectional area of the conductors 
inch, | 
bituminised fibre wormed circular, taped and sheathed 


insulated with 
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vith vulcanized bitumen, taped, yarned, and armoured 
with lock coil steel wires, braided and compounded. 
This cable is proportioned for a current far exceeding the 
present load in 
oer to provide 
for future exten- 

sons to the plant. 
At the bottom 
of the shaft there 
is a junction box, 
frm which the 
branch cables lead 
of to the two 
Westinghouse 20- 
Ер, induction 
motors. -These 
cables have a 
sectional area of *08 
inch, 08 inch, 08 
inch concentric, and 
are insulated with 
yuleanised bitumen, 
taped, yarned, and 
armoured with a 
single layer of No. 
M galvanized wire, 
and com- 


pounded. These 


Westinghouse induction motor. 
1, and the motor runs at 720 r.p.m., which moves the rope 


The endless hauling gear is also operated by a 20-m.r. 
The gearing ratio is 48 to 


at a speed of 23 
miles per hour, 
meh motor is pro- 
vided with a double- 
throw switch for 
reversing the direc- 
tion of rotation. 
The hauling gears 
were supplied by the 
Uskside Engineer- 
ing and Rivet Com- 
pany. Thepumping 
plant consists of a 
30-H. P. Westing- 
house three-phase 
100-volt motor, 
which is geared to 
a » inches x 9 
inches three-throw 


single-acting ram 
pump, which has 


a capacity of 62 
gallons per minute 
against a vertical 
head of 780 feet. 


were supplied by 
W.T. Glover & Co. 
The total length 


JUnGDOnLF-THUN: 


of these branches is about 840 feet. 
Fig. 3 shows the main and tail hauling gear to which а 
Westinghouse inductio motor is applied. The main and tail 
wing gear operates a rope at a maximum speed of six miles 
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Іхрех To Pants :—m, 2 motors 
A, Co 
m, Hold-off catch; n, Cable duct. 


ELECTRIC LOCOMOTIVE. 


BurGDORF-TIIUN: 


The pump is from 
the Uskside Engi- 
neering Company. 
The simplicity of this installation cannot fail to strike 
those who appreciate the advantages of electric driving. 
When compared with other systems of transmission, such as 
compressed air, the advantages will appear in their true 


ELECTRIC LOCOMOTIVE, WITH САВ REMOVED. 


150 H.P., 750 volts; w, Common rheostat; c, Controller; в, Contact bows; т, Transformer, 18 kw.,750/100 volts; s, Fuse box 
rod between controllers; b, с, Air-compressor motor and automatic switch; f, Glow lamps; i, Switchboard; /, Device for hauling down the bows 


Buraporr-THuN: SECTIONAL PLAN AND ELEVATION OF LOCOMOTIVE. 


an hour upon drums 4 feet diameter. The drums are con- 
nected to the motor through a system of gearing, and friction 
clutches are provided as shown. The motor is of the standard 
Westinghouse three-phase induction type, operating at 100 
rolts. at 25 cycles at 720 r.p.m. It contains no rubbing 

aces except the two bearings, and is admirably adapted 
for ; service, as the wearing parts are reduced toa 


minim 


light. The comparative ease with which alterations and 
extensions can be made from time to time will be appreciated 
by engineers who have undertaken similar work on com- 
pressed air systems. 

F 4 


Friern Barnet.—The U.D.C. gives notice in the London 
Gazette of ‘its intention to apply for a provisional order. 
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THE BURGDORF-THUN POLYPHASE 
ELECTRIC RAILWAY. 


Translated from the Danish paper Jngeniéren by J. LEHMANN and 
W. Park. The original article was written by WILL. Runa, E.E., 
of the firm of Brown, Boveri & Co. 


(Concluded from page 697.) 
The Electric Locomotive.-—The locomotive has two axles, 
each carrying à maximum weight of 15 tons. The frame, 
bearings and brake arrangement are of similar design to those 
on the ordinary steam locomotive. Two electromotors, each 


—— 
. 


l. E. E. camp at Pretoria, second position. 
2. In hospital at Pretoria. 

3. Stacks of rations, Zand River. 

4. Exterior of Pretoria Electricity Works. 


ELECTRICAL ENGINEERS R.E. VOLUNTEERS. 


of 150 H.P., act on either end of a common shaft, the 
bearings of which are supported on the frame midway 
between the two axles. The bearings are provided with self- 
lubricating rings. The motor shaft carries two spur wheels, 
either of which by means of a clutch may be driven by the 
shaft. They act upon two other wheels fixed to another 
shaft from which the power is transferred to the axles by rod 
and crank. When the one pair of spur-wheels is acting, the 
gearing ratio is 1/1°88, corresponding toa speed of 22 miles, 
and when the other pair is in action the ratio is 1/3°72, giving 
а speed of 11 miles per hour. The diameter of the driving 


wheels is 48°5 inches, and the number of revolutions of the 
motor 300 per minute. | | 

The stator of the motor is bolted to the locomotive frame, 
By removing the exterior sheet cover, the rotor can be drawn 
out directly, and the stator itself can be removed without 
necessitating the removal of any other parts. The contact 
rings are easily accessible from the interior of the locomotive, 
The entire design of locomotive has been patented by 
Messrs. Brown, Boveri & Co. in connection with the 
* Schweizerische Locomotiv und Maschinenfabrik,” Winter- 
thur. 

To regulate the speed a resistance common to both— 


, 
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5. A military funeral. 
6. Sergeant Ruse. 
7. Park of engines in F,F, camp 


mechanically connected—is provided,. the contacte of which 
can be operated from either end of the locomotive by con- 
trollers of the type described above, which are connected w 
the resistance contacts by shafts and spur wheels, The loa 
motives are fitted with complete Westinghouse brakes the 
compressor for which is driven, as in the case of the motor 
cars, by a small separate motor. The speed is observed by 8 
recording tachometer. Besides the Westinghouse brake 4 
common hand brake is provided. At either end of the 
locomotive there is a place for the driver, equipped with ай 
apparatus necessary for regulating the speed and operating 
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the brakes. The locomotive thus never needs to be turned. 
Some dimensions are given below :— 


Number of axles 2i = 9 

Distance between wheels = 10 fcet 34 inches 
" 1 buffers = 25 feet 3 inches 

Number of motors = 2 

Total horse-power = 300 Н.Р. 

Voltage ... >в TT Зад = 750 volts 

Number of revolutions per minute = 300 

tatio of gearing | = 1/1:88 ог 1/3°72 


| 


Diameter of driving wheels 

Total weight  ... iud UT = 
Weight of the electrical equipment ... 
one motor , ғ 


481 inches 
29:6 tons 

10 tons 

4 tons 

11 or 22 miles 


|! 


n 


Speed 


wg 


The Current Collectors These present several novel 
features, and have been patented by Messrs. Brown, Boveri 
and Co. ‘They were designed to obviate the necessity of 
altering the position of the collector every time a car 
changed its direction of movement during shunting opera- 


tions, and are made to automatically jerk themselves into 


the required position whenever the car reverses its motion. 
Moreover, the comparatively high speed of 22 miles an hour 
makes itjimportant to have a special design, reducing, as far 
as possible, the heavy wear of the collector and conductors. 
For each wire two colleetors are provided, one behind the 
other. This arrangement is necessary on account of the 
sidings, one of the leads being here interrupted for a short 
distance when crossing the other, and ensures that one 
collector will be in contact with the wire before the other 
has left it, so that the current is never broken. 
The Rolling Stock,—This consists of :— 


2 locomotives for goods trains, each tare = 29:6 tons 
6 motor cars with 66 seats i = 32 » 
ltrailing car ,, 24 ,, j = 98 , 
2trailing cars „ 55 „ M — 14 25 
2 » 15 77 70 » n = 132 n 
2 75 n 40 77 77 see = 965 77 
combined passenger, post, and parcel cars, 

20 seats each, tare ees "T = 132 ,, 


In addition, there are a number of goods cars and a steam 
locomotive. The trailing cars are fitted with electric light 
and heating. The current is taken from the motor car or 
locomotive through flexible cables with contact couplings. 

Electric Lighting of the Stations.—All the stations with 
the exception of Thun are lighted by electricity. There aie 
on the average 18 glow lamps per station, and also six arc 
lamps at Burgdorf. The pressure is 150 volts, and is 
obtained by transformers of 10 Kw. capacity connected to 
the high pressure leads. They are contained in oil vessels 
and placed in the open air, supported by the two wooden 
poles, to which the reserve cut-outs are fixed as mentioned 
above. The railway was tested for the first time last 
summer with excellent results, and subsequent thorough tests 
and measurements have given extremely satisfactory results 
in every case. This will tend to show that the three-phase 
current, owing to its great simplicity and cheapness, will 
probably be adopted more and more for running electric 
railways, 


ELECTRICAL ENGINEERS К.Е. 
VOLUNTEERS. 


THE present instalment of views of our friends at the front 
were, with one exception, taken at Pretoria. The first shows 
the Electrical Engineers" camp in its second position near 
the Railway Telegraph Stores. Next comes a corner of one 
of the hospital wards, but which of the many hospitals it 
was, we are, unfortunately, unable tosay. No. 3 shows part 
of the huge stacks of rations which were accumulated at 
Zand River during the E.E.'s sojourn there. A view of the 
outside of the Electricity Works at Pretoria follows ; these 
works were operated by the E.E. Volunteers, We regret 
that our views of the interior of this station turned out 
failures, 

A sadder note is struck in the view which follows this— 
a military funeral in the cemetery at Pretoria. No apology, 
however, is needed for this reminder that not all our gallant 
friends passed safely through the perils to which they so 


willingly exposed themselves, not the least of which was that 
of disease. 

Next we have a portrait of Sergeant Ruse, on his arrival 
at Pretoria from Bloemfontein ; whether the gallant sergeant 
was bearded when he left these shores, we leave his friends 
to say. Lastly, we give a view of three traction engines, 
parked in the camp of the E. E. Volunteers. 


CONTRACTS CLOSED. 


(Continued from page 744.) 

London.—The Bermondsey Vestry on Monday had under 
consideration the undernoted tenders for the supply (Contract 
No. 5) of steam, feed, exhaust and drain pipes, feed pumps, water 
storage tank, and sundry ironwork :-— 


Thos. Howden & Sons.. sx са ks T ee £2,006 10 
John Spencer, Limited (accepted) - 85 .. 2,072 10 
Alton * Co. * ee ee ee ee ae 3,023 


Crompton K Co. ve oes ee es Е ае 3.292 

Babcock & Wilcox ae se ee se ee ee 8,453 

Alley & Maclellan xs i a "E ex e 00 4,500 

Hopkins & Sons МА “> . wa . 5,673 

The following tenders were also submitted for the supply and 

erection [Contract No. 6) of steam engines and dynamos, booster 
and balancer, and sundry electrical apparatus: 


8888 
282288 


With With 
Willans Belliss 
engine. engine. 
Thames Ironworks Co. .. £4,354 T 
Bergthe l & Young E 


With other tyre: 


£3,835 (Reavell) 
23.98 


39 

4,138 (Alley & Maclellan 
4, 100 (Reavell) 
^ 4,760 (Browett) 

1,420 (Reavell) 

4,495 (Scott & Mountain) 

4,764 (Browett) 

1,788 (Macdonald) 


24.530 


Crompton & Со. .. sa 4,906 4,727 
scott « Mountain.. xs ee zS 
D. Bruce Peebles & Co... 4,924 4,768 
J.D. Macdonald .. - - T 
Electric Construction Co. 4,942 4,730 
Westinghouse Co. a 5,409 5,109 
Siemens Bros. & С, is 0.345 - 


Mather & Platt .. — . 4,840 


5,000 (Scott & Mountain) 


The consulting engineers (Messrs. Kincaid, Waller & Manville) in 
a report presented to the Electric Lighting Committee, stated after 
au examination of the tenders :— 


The lowest tender, you will observe, is that of the Thames Ironworks Com- 
pany, for their own electric generators, combined with Reavell enyines, at 
£3,835. The same firm tender for their own generators combined with Willans 
engines, at £4,334. All the other tenders being considerably higher than this 
finn for Willans engines, you will probably not wish to consider the higher ten- 
ders, with the exception of that of Messrs. Bergtheil & Young, for dynamos 
combined with Reavell engines, at & price only a little higher than that of the 
Thames Ironworks Company. The Thames Ironworks Company are, as you 
are probably aware, a large firin situated almost in your neighbourhood. They 
have, of course, a very good reputation for ali work they undertake to carry 
out. Their experience in the manufacture of electrical machinery has not been 
so great as that of some of the other firms tendering, but having regard to the 
good reputation of this firm, we consider that hey can be relied upon to carry 
out any contract they enter into satisfactorily. Their tender with the Reavell 
engine is the lowest on the list of апу. The Renvell engine is a compra ively 
new one, much of the same type as that nade by Messrs. Willans & Robinson, 
which latter firin's engines have obtained a great reputation in this country, and 
have been turned out in very large numbers, 

This type of engine is necessarily somewhat complicated, and as i s efficiency 
depends so largely upon proper desigmng, and large experience of the results 
of the running of the engine after years of use, we cannot elass the type of 
engine made by Messrs. Reavell with those made by Messrs. Wil'ans and 
Robinson; and although there is a difference of £500 between the two prices, 
we think you will be better advised to pay tbe higher price nnd use the 
Willans engine. If you should, however, decide to use the Reavell engine, and 
compare the Thames Iron Works Company's price with that of Messrs. 
Bergtheil & Young, the latter firm, besides being somewhat higher than the 
Thaines Ironworks Company, quote for dynamos made by the Bergmann 
Dynamo Works. We are not acquainted with this firm of dynamo mannfae- 
turers and believe that they must be either a Continental firm, or one in the 
United States o America, in either of which enses you will see that it will be 
impossible for you to enforce the stipulation as to the trade union rate of wages 
which no doubt makes some difference in tue prices quoted by English makers, 
who must adhere to this condition set forth in he contract. 

In regard to this question of the Trades Union rates of wages, we must point 
ont to you that Messrs. Willans & Robinson state in their quotation to the 
Thames Iron Works Company that they take no exc: ption to the clause if they 
may assume that the minimum rate of ба. per hour paid to labourers applies 
only to the portion of the work done in London, and that their minimum rate 
for labourers in Rugby is £1 per week of 658 hours, which is 2s. per week higher 
than the usual rate paid for labourers in that distri t. Messrs. Reavell also 
object to paying a minimum rate of ба. per hour for labourers for work done at 
Ipswich, but, as in the case of Messrs. Willans & Robinson, do not object to 
paying it for the part of the work done in London. In fact the objection of 
both these engine makers seems to us to be due to imperfect reading of the 
labonr clause in the specification, which we take it is meant by you to refer to 
the union rate of wages paid in the locality in which the work is being done. 


After due consideration of the report of the consulting engineers 
the Electric Lightiug Committee recommended, and the vestry 
accepted, the tender of the Thames Ironworks Company, amounting 
to £4,334. - 


Glasgow.— Messrs. Lowdon Bros. & Co., of Dundee, have 
secured a contract for trolley standards for the Corporation. "These 
trolley standards are the firm's own manufacture, fitted with 
patent double-wound springs and their own specially-designed 
insulator gear, and arranged so that the trolley pole may revolve 
any number of turns without injury to the cable. Mr. George 
Balfour, one of the pariners of the tirm, has also designed and 
patentedia special arrangement for unshipping the trolley pole with- 
out drawing out the cable from the motor. It is stated in the 
Dundee Courier as worthy of note, that this. is the largest order for 
trolley standards that has ever been placed in one contract by any 
Corporation in Great Britain, 
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Cardiff.—The following is a list of the tenders received 
for the supply of electric tramway plant for the Corporation:— 


TABULATED TENDERS FOR SECTION No. 1 (ENGINES). 


—— — — 


— -—— — — — — — 4 "o ͤͤ ĩV—WA A ⁵ðↄ ↄæ A es hele Geen See ae 


4 


Ainount Guaranteed 
Name. | of ! efficiency 
tender. per cent. 
1. Messrs. Aon Frost & Co. 10,324 0 0 | 91 
2. „ R. W. Blackwell & co. .., 18,06 6 0 92 
8 i 8018 Marchant & Morley 132.408 0 0 | 90 
4 Уз Victor Coates x 12,400 0 0 | 88 
5. 59 Caledon A ав Co. vs 15,187 0 0 88 
6. 15 Dutilh Smith & Co e T .. 12,900 0 0 90 
1. i Dick, Kerr & Co. is xs — | — 
8 T Ferranti & Со. . vs РА .. 15,191 5 0 | 91 
9 šj Fowler & Co. V is m — | — 
10. m Gallowass, Ltd. or .. 12,754 0 0 | 88 
1l. „ Rick, Hargreaves & Co. 16,178 0 0 90 
12. з Metcalf & Co. e 11,205 0 0 | 90 
18. y Musgrave & Co. (accepted) Ra 14,508 0 0 | 91 
14. a Nell & Co. . 3 Р 20,994 0 91 
15. " Pollitt & Wigzell 15,906 0 0 90 
16. 3s Stewart & Co. “з 14,786 0 0 88 
17. a British Schuckert Co. .. 19, 018 0 0 98 
18. a Thames Ironworks Co. T a — 
19. з The Thomson-Houston Co, .. i^i 13,908 | 10 0 92 
00. „ J. G. White K co.. = x 
21. $$ Yates & Shaw vi 2 .. 12,670 0 0 92 
22. уз Воһеу & Со. BE AT Ke a 13,682 0 0 | 90 


' 


TABULATED TENDERS FOR SECTION No. 2 (GENERATORS). 


— ———— а ШЫ а re ee ба 


Amount Guaranteed 
Name. of efficiency 
tender. per cent. 
1. Messrs. The Anchor Electric со; £6,400 0 0 98 
2. НЕ Ashton, Frost — 2 6.799 0 0 98:5 
8. $5 Bergtheil & Young  .. 7,815 10 0 94 
4. $ The Brush Electrical Eng. Co. 8,208 0 0 91 
5. » Cole, Marchant & Morley és — c — 
6. 70 Crompton & Co... «x id ar 9,015 0 0 92 
1. " Dick, Kerr & Co. “a ats 7,600 0 0 94 
8. is Dutilh Smith 6,830 0 0 94 
9. " The Electrical Co. re — —- 
10. уз The Electric Construction Co. 8,810 0 O 93 
11. " The Genera! Electric Co. , T — -= 
12. " Galloway's, Ltd.. " 3s oe — — 
18. Fi Jackson Co. : 5 з 2 9,914 0 0 -- 
14. $5 Johnson-Lundell Co. .. oe " — = 
15. M Lancashire Dynamo Co. : . 7,000 0 0 — 
16. 5 Mather & Platt 8,715 0 0 98 
17. #9 The British Schuckert Co, 7,42 0 0 92 
18. " Biemens Bros. .. 10,218 0 0 91 
19. is Frank Suter & Co. : 6,378 12 0 93 
20. 10 Sunderland Forge Co. 12,458 0 0 90 
2]. 2 Thomson-Houston Co. 8,568 16 0 93 
22. » Thame: Ironworks Co. 8,874 0 0 93:5 
23. M J. G. White & Co. — = 
24. А Witting Bros. 6,800 0 0 91 
25. sy The Westinghouse Co. (necepted : 7,467 10 0 93 
26. T Bruce Peebles & Co. 7,027 10 0 93 


NAME Boilers. M cle 0 Conveyor. 

B. 

Messra. Arnott & Co. .. — — — — — 
„ Victor Coates 7 730 650 — 170 -- 
is Dick, Kerr & Co. — — — — — 
M Dutilh- эю — . — — — — 
з Evans 2,900 760 625 — 180 
„ Galloways 8,040 720 628 188 + 288 
уз Meldrum , | Own make ' Own make 705 — — 
» Musgrave (accepted) 2,959 | 086 595 16810 + 280 
„ Tinker 9.940 726 — == 
„ J. G. White — — = = e 
„ Yates & Thom 2s | 2,877 763 | 605 + 3908 + 28 
„ Dankes & Со. .. 9767 10 | — 623 14 + 286 

69419 | | 158100 


„ Vicars (direct: — 
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£135 7s. 6d.; 


the Telegraph Manufacturing Company, inside 
wires, £179. ~ 


Glasgow.—The tender of Mr. James M' Millan, Pon. 
Dundas Road, has been accepted for the girder work at Pinkston 
Electric Tramway Power Station, at £1,450. For the generating 
and sub-stations the following have been accepted: The St. Helens 
Cable Company, Limited, Warrington, connecting-up plant, £5,317: 
and Mtssrs. Mechan & Son, Scotstoun Iron Works, transformer 
connecting bars, £1,826. К 


London.—The Fire Brigade Committee of the London 
County Council received the following tenders for the electric 
lighting of the Redcross Street fire station: 


Barlow Bros. & Co., (accepted) . £70 
The Electric Lighting Corporation geb 
G. E. Taylor & Co. .. es is s ss . 830 
F. A. Glover & Co. .. vi T T a és . NI 
Tamplin & Makovski T es ps es e e 065 _ 
E. 8. Berry, Harrison & Co. vs "m T d .. 410 


N 


The following tenders were also received for the electric lighting 
of the Shepherd’s Bush fire brigade station:— 


Barlow Bros. & Co., (accepted) . .. £260 
The Electric Lighting Corporation . W 
F. A. Glover & Co. ^ "T 300 
G. E. Taylor & Со. .. ё% wu ^ш 810 
Tamplin & Makovski à m <a a . 88 
Berry, Harrison & Co. Е" s 27 ci cy S0 04M 


Plumstead.—At the final meeting of the Plumstead 
Vestry on 26th ult., tenders were accepted for a scheme of electric 
lighting in conjunction with a dust destructor, subject to a loan 
being rgised by the new municipal council. The tenders accepted 
were:—Meldrum Bros., destructor and setting for boilers, £7,385; 
Babcock & Wilcox, three water-tube boilers and fittings, £2,138; the 
same firm, electric lighting plant, £2,045; other tenders were 
accepted from the Whecler Condensing Company, Alton & Co. 
William Boby, Worthington Pumping Company, British Westing- 
house Electric Company, James White, Eclipse Brass and Copper 
Company, Carrick & Ritchie, Callender's Cable Company, British 
Electric Motor Company, and Johnson & Phillips. A suggestion 
thot the acceptance of the tenders should be left for the new couucil 
to deal with was not adopted. й 


Sheffield.—The Electric Construction Company 
secured the contract for two two-phase alternators and engines st 
£13,840, and for the alteration of the existing single-phase alter 
nators at schedule prices, 


SEcTION No. 3.— BOILERS, &c. 


: 
5 


Econo- Buper- 


EUN Bunkers: БЕРЕ heaters: tank. Pumps. 
B. IBB. 

-- 160 — : — 800 — 590 4 500 990 
e 150 | — 800 510 585 595 960 
139 + | 966 804 | - 690 620 560 970 
13110 + 917 762 512 558 698 895 
Ze — — 95 — 550 Б90 720 $80 

+ + | 968 800 580 566 581 . ей 
= + — 7,981 580 450 495 871 

131 0 0 917 0 0 


NoTE.—Messrs. Tinker's tender reduced £265 if Bennis stokers are used. 


In regard to Section 3, we should state that at last week's Council 
meeting, the tender of Messrs. Danks & Co., which had been 
originally accepted by the Committee, was withdrawn, and that of 
. Messrs. Musgrave accepted instead. The boilers, economisers, 
"superheaters, water-tank, and pumps, will be supplied by Musgraves, 
while Messrs. Vicars & Co. will supply direct, the stokers, conveyor, 
elevator, and bunkers. The figures marked with + indicate that 
they include both conveyor and elevator, whereas, others give 
separate amounts for these two items. 


France.— The French Post and Telegraph Authorities in 
Paris have just placed contracts as follows :—500 kilometres of tele- 
phone cable (2 conductors) and 80 kilometres ditto., (14 conductors), 
M. Grammont, of Pont de Cherny (Isère), at respectively 307,500 
francs and 148,800 francs. Messrs. Aborlard & Co., of Paris, 160 
kilometres of telephone cable (14 conductors) at 298,800 francs; 
La Société des Telephones, of Paris, 160 kilometres ditto. at 
299,840 francs. 


Glasgow.—The Telephone Committee have accepted the 
following tenders:—The International Electric Company, for post- 
office junction board, £292, and lightning and high voltage guards, 


FORTHCOMING EVENTS. 


Friday, Noweniber 9th.—At 5 p.m. Physical Society. (1) “ Electro- 
motive Force and Osmotic Pressure," by Dr.R. A. 
Lehfeldt ; (2) “ On Astigmatic Lenses," by K J. Sowter. 
(3) (a) “On a Phase- -turning Apparatus for use with 
Electrostatic Voltmeters."(5) “On a Method of Measuring 
Power in Alternate-Current Circuits.” (c) “ Noteon 
obtaining Alternating Currents and Vol in the 
same Phase for fictitious Loads,” by A. Campbell, BA. 
(4) “On the Refraction of Sound by Wind,” Dr. E. Н. 
Barton. 


Wednesday, November 14th.—At 8 p.m.—Institution of Electrics: 
Engineers (Glasgow Local Section). Meeting st 
Institution of Engineers and Shipbuilders, 207, Bats 
Street, Glasgow; paper on “Electrical Supply" t5 
W. A. Chamen. 

At 7.30 p.m.— Institution of Electrical Enginer: 
(Students' meeting) at 28, Victoria Street. Paper on 
“Overhead Line Material, by A. J. Ll. Hurst. 
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Friday, November 16th.—At 7.30 p.m. North-East Coast Institution 
of Engineers and Shipbuilders, second general mecting 
at Sunderland, paper on “ Liquid Fuel,” by E. L. Orde. 

At 8 p.m.—Institation of Mechanical Engineers. Ordinary 
mecting at Storey's Gate, S.W., paper on the “ Capacity 
of Railway Wagons, as affecting Cost of Transport,” 
by J. D. Twinberrow. 

At 8 p.m.—Electro-Harmonic Society. Concert at the St. 
James's Hall Restaurant, Regent Street. 


NOTES. 


To Electrical Contractors.—A number of letters have 
been appearing in our columns during the past few weeks, in 
which the writers have expressed the view that there is a 
necessity for electrical contractors connected with their parti- 
cular branches of the industry to band themselves together 
in order to have organised protection against certain 
undesirable influences which are at work inimical to their 
interests. The suggestions made so far favour the forma- 
tion of an Electrical Contractors’ Protection Association. 
We shall be glad if all among our readers who are interested 
in the matter will communicate their views to us, not 
necessarily for publication, but just to indicate to us the 
grievances under which they labour, and any steps they 
would advocate for remedying them assuming that such an 
Association were considered desirable. 


Eleetro-Harmonic Society.— The next concert of this 
Society is to be held on Friday next, November 16th, at the 
St. Jarnes's Hall Restaurant. In addition to it being a 
ladies’ evening, there are other attractions, which, we have 
no doubt, will lead to a very successful gathering. 
R. E. Crompton, who recently returned from South Africa, will 
preside, and we note that Nelson will render a couple of 
glassophone solos, while Roberts will entertain with humorous 
recitations. Lord Roberts's dispatches have frequently 
given evidence of dry humour. The Westminster Glee 
Singers will be there, and Miss Elsie Mackenzie and Mr. 
Izard are to take part in the programme. 


Royal Society.—Sir William Huggins, D.C.L., LL.D., 
has been recommended for élection as president of the 
Society at the anniversary meeting to be held on November 
80th. | 

The Royal Society's medals, which will be presented at 
the anniversary meeting, are the following:—The Copley 
Medal to Prof. Marcellin Berthelot, For. Mem. R. S., for his 
brilliant services to chemical science; the Rumford Medal to 
Prof. Antoine Henri Becquerel, for his discoveries in radia- 
tion proceeding from uranium; a Royal medal to Major 
Percy Alexander MacMahon, F.R.S., for the number and 
range of his contributions to mathematical science. 


Trials of Electrical Vehieles.—In connection with 
the Automobile Club's trial of electrical vehicles on 
Tuesday, the route was severe, and the roads were very 
heavy in mud. The * Powerful," entered by the British 
and Foreign Electrical Vehicles Company, carrying two 
passengers, covered 59 miles. The same company's 
“Columbia Stanhope” traversed 74 miles; their delivery 
van chose an easier route, going 7 miles, but failed to carry 
her three passengers all the way. Mr. Hart’s “ Toujours 
Contente ” travelled 34 miles with two passengers, and the 
National Motor Carriage Syndicate Joel” car carried two 
persons 37 miles. The Electric Motive Power Company's 
two cars ran 17] and 35 miles respectively, each carrying 
two passengers. The Canadian Electric Motor Company's 
“Still” carriage carried four persons 18 miles, and the 
Electrical Undertakings Car conveyed two persons 35 
miles. On Wednesday the hill-climbing trials between 
Chislehurst and Knockholt took place. 


Leeture.— Dr. Oliver Lodge lectured at the West- 


bourne Park Institute last week on * Modern Views of 
Matter." 


Major . 


and workmen. 


Personal.—Mr. J. Ferguson Bell, the late manager of 
the Stafford Corporation gas and electricity works, was last 
weck presented with a silver tea and coffee service, a hand- 
some salver, and a silver trav, by his friends and the staff 
Mr. Bell is now manager to the Derby Gas 
Company. | 

We observe from the Reriew of the River Plate that Mr. 
A. H. Preece has arrived out there to report on the various 
stations of the River Plate Electric Light and Traction Com- 
pany, Limited, and to advise what shonld be done to put the 
company on a sound footing again. 

The Newport Board of Guardians have appointed Mr. 
A. J. Evans electrical clerk of the works to superiutend the 
electric light installation at the workhouse. 

At Glasgow last week Mr. Andrew S. Dunn, the retiring 
electrical engineer and telegraph superintendent of the Cale- 
donian Railway, was presented by the staff of the department 
with a valuable gold lever watch, bearing a suitable inscrip- 
tion recording the regard and esteem in which lie has been 
held by the staff during his long connection with the depart- 
ment. Mrs. Dunn was presented with a silver afternoon 
tea service, a diamond and sapphire ring, and a pearl spray 
brooch. 

Mr. G. Swift, of the Electric Construction Company, 
Wolverhampton, has been appointed * shift engineer“ at 
the Blackburn electricity works, in the place of Mr. 
J. W. A. Benner, who has been appointed assistant engineer 
at the Accrington Corporation electricity works. 

Mr. Gilbert C. Vyle has accepted the appointment of 
assistant to Mr. A. Brooker at the General Electric Com- 
pany’s factory, Manchester; on terminating his servies 
at the National Telephone Company's factory, Nottingham, 
on Monday last, the staff and employés met together and | 
presented him with a handsome gold albert and seal and 
silver match-box as a slight token of their respect and esteem. 
Mr. G. C. Vyle is down in the prospectus of the current 
session of the Nottingham University College, under Prof. 
Hinton, M.A., as head of the telegraphy and telephony classes, 
This office he has resigned. 

Mr. J. W. Beauchamp has been appointed works manager 
at the Sheffield electric light department factory, Suffolk 
Road, at & salary of £200 per annum. 

Mr. 5. E. Britton, electrical engineer to the Barking Town 
U.D.C., has been appointed electrical engineer to the 
Motherwell Burgh Commissioners at £250 per annum. There 
were 48 applicants. 


Appointments Vacant.—The Portsmouth Corporation 
wants a telephone manager and engineer at £200 a year. 
An electrical mains superintendent at £150 per annum is 
wanted for Cardiff. An assistant engineer at £110 per 
annum is required for tbc Bolton electricity department. 
A junior assistant is wanted for the Belfast electricity 
mains department. A first-class jointer is wanted as mains 
foreman at Whitehaven. A chief assistant engineer is 
wanted for the Cardiff electric tramways at 4225 per 
annum. The Wigan Corporation is advertising for four 
engineers-in-charge at £104 per annum, a works foreman, 
engine drivers, stokers, and meter inspector. A resident 
electrical engineer at £200 per annum is wanted for the 
Barking electricity works. See “ Official Notices“ to-day. 


Royal Institution.—The annual course of Christmas 
lectures, specially adapted to young people, at the Royal 
Institution, will be delivered by Sir Robert S. Ball, F.R.5., 
Lowndean Professor of Astronomy in the University of 
Cambridge, whose subject is “ Great Chapters in the Book of 
Nature." The first lecture will take place on Thursday, 
December 27th, at 3 o'clock, and the remaining lectures will 
be delivered on December 29th, 1900, and on January Ist, 
3rd, 5th, and 8th, 1901. 


Institution of Civil Engineers.—The opening meet- 
ing of the eighty-second session of this Institution was held 
on Tuesday evening at Great George Street, Westminster, 
Sir Douglas Fox, the retiring President, in the chair. The 
chairman introduced his successor, Mr. James Mansergh, 
who assumed the chair and delivered his presidential 
address. 
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American Amenities.—Sandwiched between an article 
on “Trolley Trips“ and another on the “ Growth of Grass in 
Streets,“ in a recent issue of а New York paper called the 
Liectrical Review, is a dissertation on Technical Journals,” 
which for its calm self-satisfaction and elevation of spirit is 
in the highest degree worthy of its place of origin. Thus 
says our contemporary :—* It may be said truthfully that 
in no field of industrial activity are the technical journals 
so representative, so instructive, and so important to those 
engaged in the actual work, as in that of electricity and its 
applications ; and one may take a little justifiable pride in 
the fact that of all technical journals in the electrical field 
those published in the United States are the best. Our 
British cousins are a very close second, however, and con- 
sidering the state of development of the electrical arts in 
their country, are certainly more than creditable to their 
editors and publishers." 

We do not propose to enter into an elaborate comparison 
of the merits of British and American technical journals ; 
we prefer to let our work speak for itself. We are not во 
overwhelmed with admiration for American journals as is 
our American namesake, but we can, at least, credit the latter 
with knowing a good thing when it sees it, for on p. 397 of 
the same issue in which the British technical press is 
patronised we find an article on * Molecular Changes pro- 
duced in Matter by Electric Waves.” This article was 
written specially for us, and was published in our issue of 
September 21st; no intimation of its; origin, however, 
appears in our contemporary. We regret that we cannot 
return the compliment of the Electrical Review, New York— 
we cannot say that the methods upon which it is produced 
are by any means creditable to its editors. Unlike our 
modest namesake, we have never claimed the pre-eminent 
position in the world’s press ; but in the matter of honourable 
dealings we yield to none, 


The Coal-Eating Water-Tube Boiler.—The following 
appeared in the Pall Mall Gazette on Tuesday: —“ In the 
course of a debate last session on the demerits of the water- 
tube boiler as a steam generator for our larger warships, Mr. 
Charles Wilson, M.P., the head of the Wilson line of steam- 
ships, mentioned that he was sending his steamer, Martello, 
on a 7,000-mile trial trip, in order to test the comparative 
merits of tlie water-tube boiler and the old cylindrical boilers 
which had been taken out of the same ship. Mr. Wilson 
claimed at the outset that a saving in weight had been 
effected, as between the cylindrical and the water-tube boilers, 
of 100 tons. The Meri/elle’s trip has been completed, and 
we leirn that the results have been most unfavourable to the 
water-tube boiler (which is / the Belleville). The coal 
consumption of the steamer, to produce the same results as 
the old cylindrical boilers, was higher by 16 tons a day, so 
that she burned on the trip 448 tons more coal than she had 
burned on a similar trip with the cylindrical boilers. This 
represents so much more coal to carry on the voyage, and 
this 448 tons of extra coal completely swamps the economy 
of 100 tons in boiler weight saved. It is only fair to say 
that Mr. Wilson has a perfectly open mind on the question ; 
this test is an evidence of it." We need hardly remind our 
readers that we have from time to time laid stress upon this 
point, which is now so forcibly demonstrated by Mr. Wilson's 
tests, 


„Night Signalling.—Signalling at night time is carried 
out in the Navy almost entirely by the Morse code. For 
ordinary signals a hand lamp burning oil is used and the 
flashes made by mechanical means, a shutter which obscures 
the flame being alternately lifted and released at varying 
intervals, making long and short flashes As compared 
with the semaphore which is used by day, the Morse is 
tedious and lengthy, but when used in place of flags, where 
a single hoist of three or four flags conveys a complete 
message, there can be no question about the restriction that 
is put upon signalling at night time. An electric lamp at 
the masthead is often used in place of the hand lamp, the 
long and short flashes being produced by an ordinary Morse 
key in the lamp circuit, but the flashes are not sharp owing 
to the carbon filament taking an appreciable time to cool. 
This still further lengthens the time taken to transmit a 


message, and in cases of emergency this time is of consider. 
able importance. 

A system of coloured lamps was first introduced, | believe, 
by the Americans, and subsequently by the French and 
Germans, and experiments are now being tried in our ок 
Navy. The lanterns consist each of three lamps placed 
vertically, and shaded respectively with red, clear and green 
glass. These lanterns are hoisted at dusk, and are supposed 
to remain up all night ready for instant use. Suppose there 
are three in a vertical line, it will be seen that an enormous 
number of combinations can be made according to the par- 
ticular lamp that is glowing in each lantern. Thus they 
may each be showing red, or one may be showing a different 
colour to the other two; or, again, all may be different, 
By this means instant distinctive messages can be sent 
according to a code, There is a very great disadvantage, 
however, in the complicated circuit, for, of course, each lamp 
in the lantern must have a separate circuit, and this means 
a mass of leads at the masthead, which get foul of the 
rigging, and are a nuisance to stow away during the day- 
time. There seems to be an opening for a switch that 
could be put into a single circuit, and made to control each 
individual branch from it independently of the rest, and 
the idea is by no means impossible of realisation. 


The Pacific Cable Scheme. — Some remarks made on 
Wednesday by Sir J. Wolfe Barry, at the meeting of ihe 
Eastern Extension Telegraph Company, lend authority io 
the statement that the Telegraph Construction and Main- 
tenance Company are to receive the main contract for the 
Pacific cable. They will be found in our “ City Notes" 
this week. 


Late Letter.—We have received, too late for insertion in 
this issue, a letter from Mr. Н. Boot in reply to a critique 
which appeared in our columns last week. 


NEW COMPANIES REGISTERED. 


Richardsons, Westgarth & Co., Limited (67,599),— 
This company was registered on October 29th, with a capital of 
£700,000 in £1 shares, to acquire the undertakings of 'l'homas 
Richardson & Sons, Limited, Sir Christopher Furness, Westgarth 
and Co., Limited, and William Allan & Co., Limited, and to carry 
on the business of marine, electrical and mechanical engineers, 
boiler makers, founders, smiths, &c. The first subscribers (each with 
one share) are:—Christopher Furness, Kt., West Hartlepool; T. 
Richardson, Kt., Hartlepool; D. B. Morison, Hartlepool Engine 
Works, Hartlepool; Tom Westgarth, Middlesbrough, engineer: 
G. Westgarth, Coatham Redcar, accountant; A. Harrison, Seotia 
Engine Works, Sunderland, engineer; and W. B. Peat, З, Lothbury, 
E.C., chartered accountant. The number of directors is not to be 
less than three nor more than nine; the first are Sir Christopher 
Furness, M.P. (chairman), Sir Thomas Richardson (vice-chairman), 
W. J. Richardson, William Allan, M.P, Stephen W. Furness, Tom 
Westgarth and D. B. Morison; qualification, £1,000; remuneration, 
£2,500 per annum, divisible. Registered office, Hartlepool Engine 
Works, Hartlepool, Durham. | 


Railway Construction and General Development 
Company (Tasmania), Limited (67,614).—This company was 
registered on October 30th, with a capital of £100,000 in £1 shares, 
to acquire the business of the Great Western of Tasmania Railway 
and Electric Power Company, Limited, and to carry on the business 
of railway and tramway proprietors, electricians, engineers, con- 
tractors, &c. The first subscribers (each with one share) are:— 
M. E. Williams, Winchester House, E.C., solicitor: J. F. Seacombe. 
72, Lucas Avenue, Upton Park, Essex, accountant; C. F. Gillard. 
80, Winchester House, E.C., clerk; F. Grant, 140, Clyde Road, 
South Tottenham, clerk; E. R. Maunder, 80, Winchester House. 
E.C., clerk; R. E. Coombe, 7, Victoria Villas, Sirdar Road, Wood 
Green, N., clerk; D. S. Whitelaw, 357, Winchester House, FC. 
Secretary; and H. W. Rydon, Winchester House, B.C., solicitor. 
The number of directors is not to be less than two nor more than 
seven; the first are to be appointed by the subscribers; qualifies 
tion, £100; remuneration, £150 each per annum and £50 extra for 
the chairman, 
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Columbia Motor Car Company. Limited (67,6 15).— 
This company was registered on October 30th, with a capital of 
£1,000 in £1 shares, to manufacture, sell, let on hire and deal in 
electric motors, cycles, bicycles, tricycles, velocipedes and vehicles, 
and to carry on the business of electricians, engineers, smiths, wire 
drawers, tube makers, saddlers, rubber manufacturers, oil merchants, 
platers, K. The first subscribers (each with one share) are :—H. Н. 
Fox, 2, Brick Court, Middle Temple, London, solicitor ; J. Woodall, 
56, Oakley Road, Canonbury, N., clerk; E. Wallace, 56, Mornington 
Road, N.W., law stationer ; L. Rendell, 5, Hanover Mansions, 
Maddox Street, W., solicitor; J. B. Taylor, 40, Patshull Road, N.W., 
clerk; G. F. Seagrave, 69, Falkland Road, Harringay, N., accoun- 
tant; and J. P. Eldridge, 16, Marlborough Road, Bowes Park, N., 
shorthand writer. Registered without articles of association. 


Electrical Trades Supply. Limited (67,6 16).— This 
company was registered on October 30th, with a capital of £5,000 
in £1 shares, to carry on in Birmingham or elsewhere the business 
of electrical, gas, water and mechanical appliance manufacturers, 
motor car, cycle, vehicle, dynamo, motor, telephone, bell, elec- 
trolier, accumulator, lamp and fittings manufacturers, india-rubber 
merchants, chemical manufacturers, &c. The first subscribers (each 
with one share) are:—R. A. Marples, 68, Westminster Road, 
Birmingham, electrical engineer; J. Lockett, County Chambers, 
Corporation Street, Birmingham, incorporated accountant; A. 
Hirons, 34, George Street, Balsall Heath, Birmingham, telegraphist ; 
T. Assinder, 39, Larches Street, Sparkbrook, Birmingham, cashier ; 
A. Burt, 98, Nechells Park Road, Birmingham, accountant’s clerk ; 
R. A. Hemming, 41, St. Paul's Road, Birmingham, accountant’s 
clerk; T. J. Kennedy, 16, Edgbaston Road, Moseley, Birmingham, 
manager. Registered without articles of association. 


Electric Vehicle Company of Great Britain, Limited 
(67,618).—This company was registered on October 30th, with a 
capital of £1,000 in £1 shares, to manufacture, sell, let on hire, or 
otherwise deal with electric motors, cycles, and vehicles of all 
kinds, and to carry on the business of engineers, electricians, 
smiths, tube makers, wire drawers, platers, &c. The first subscribers 


(each with one share) are:—H. Н. Fox, 2, Brick Court, Middle 


Temple, London, solicitor; J. Woodall, 56, Oakley Road, Canon- 
bury, N., clerk; [E. Wallace, 56, Mornington Road, N.W., law 
stationer; L. Rendell, 5, Hanover Mansions, Maddox Street, W., 
solicitor; J. B. Taylor, 40, Patshull Road, N.W., clerk; G. F. 
Seagrave, 69, Falkland Road, Harringay, N., accountant; and J. P. 
Eldridge, 16, Marlborough Road, Bowes Park, N., shorthand writer. 
Registered without articles of association. | 


Kettle River Power Company, Limited (67,627).— 
This company was registered on October 31st, with a capital of 
£320,000 in £1 shares, to acquire all or part of the property, rights, 
shares, stock and securities of the Cascade Water-power and Light 
Company, Limited, incorporated by an Act of the Legislature of 
British Columbia in 1897, to adopt an agreement with the London 
and British Columbia Goldfields, Limited, and to carry on in 
America and elsewhere the business of suppliers of electric light, 
heat and power manufacturers and constructors of telephones, tele- 
graphs, cables, wires, lines, meters, works and conveniences, elec- 
trical and mechanical engineers, electricians, &. The first sub- 
scribers (each with one share) are:—QG. Kerr, 14, Estelle Road, 
Hampstead, N.W., accountant; A. R. Pearson, 64, Hurstbourne 
Road, Forest Hill, S.E., clerk; M. B. Winnall, Chipstead, Broughton 
Road, Thornton Heath, registrar; J. E. Oden, 34, Stanton Square, 
Lower Sydenham, clerk; A. P. Tosh, 27, Hilltield Avenue, 
Hornsey, N., clerk; W. Smith, 324, Stanstead Road, Catford, secre- 
tary ; and E. Hart, 30, Moorgate Street, E.C., chartered accountant. 
The number of directors is notto be less thau three nor more than 
seven. The subscribers are to appoint the first: qualitication, £250 ; 
remuneration as fixed by the company. Registered office, 3, 
Laurence Pountney Lane, E.C. 


British and Foreign Electrical Vehicle Company, 
Limited (67,650).—This company was registered on November 2nd, 
with a capital of £150,000 in EI shares, to acquire the business of the 
Leecoll Electric Battery Company, Limited (incorporated in 1899), to 
adopt'an agreement with Emily H. Maquay (administratrix of the late 
8. W. Maquay) and P. E. Vanderpump, and an agreement with 
8. A. Cobbett, on behalf of the Leecoll Electric Battery Company, 
Limited, and to carry on the business of electricians, mechanical 
and electrical engineers, motor car and launch builders, &c. The 
hrs& subseribers (each with one share) ате: —Е. W. Hart, Luton, 
Beds, engineer; B. H. Hart, Luton, Beds, bleacher; W. S. Jeal, 
134, High Street, Sydenham, S.E., engineer; A. Drury, 108, Shake- 
speare Road, Acton, W., clerk; A. Beckett, 94, Cambridge Road, 
Seven Kings, Ilford, clerk ; S. A. Cobbett, 14, Devonshire Square, 
E.C., secretary ; and S. J. Warner, 164, Lambeth Terrace, Lambeth 
Road, S.E., engineer. The number of directors is not to be less 
than four nor more than seven; the first are to be appointed by the 
subscribers ; qualification, £500; remuneration, £600 per aunum, 
and а share in the profits, divisible. Registered office, 14, Devon- 
shire Square, E.C. 


J. Wakefield & Sons, Limited (67,634).—This com- 
pany was registered on November Ist, with a capital of £21,000 
in £1 shares, to acquire the business of lamp manufacturers and 
brass founders carried on at Birmingham under the style or firm of 
“J. Wakefield & Sons,” and to carry on the business of manufac- 
turers of and dealers in gas and electric lamps, fittings and acces- 
sores, manufacturers of articles made wholly or partly of brass, 
copper, steel, iron or other metals, or of porcelain, earthenware, or 
glass, brass, iron, and steel founders, casters, stampers, piercers, 


platers, engineers, &c. 
are: Harry Wakefield, 34, Theodore Street, Birmingham, manu- 
facturer; Walter Waketield, 33, Westminster Road, Handsworth, 
Birmingham, surgeon; Miss Emily S. L. Wakefield, 33, Westminster 
Road, Handsworth, Birmingham; John B. Wakefield, 35, Tneodorc 
Street, Birmingham, manufacturer; Ralph W Wakefield, 38, Theodore 
Street, Birmingham, manufacturer; Mrs. Elizabeth A. Wakefield, 
51, Grosvenor Road, Handsworth, Birmingham; and Mrs. Maggie 
Wakefield, Davos, Chester Road, Erdington. 
directors is not to be less thun two nor more than tive; the first, 
are Harry Wakefield (chairman), and John B. Wakefield, qualitica- 
tion, 50U shares; remuneration as fixed by the company. 


cach. 
£157,500 is considered as paid on the remainder. 


The first subscribers (each with one share) 


The number of 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Chloride Electrical Storage Syndicate, Limited 


(35,389. —'l'his company's annual return was filed on October 16th, 
when 80,000 “А,” 30,000 * B," 100.000 ** C." and 12,500 founders 
shares were taken up out of a nominal capital of £262,500 in 80.000 


* A," 30,000 * B," 140,000 “С,” and 12,500 founders’ shares of £1 
£1 per «hare has been called up aud paid on 65,000 “ A," and 


Halifax and Bermudas Cable Company, Limited 
28,972). This company’s annual return was filed on October 11th, 
when the entire capital of £50,000, in £10 shares, had becu taken 
up and paid for in full. i 


. Johnson - Lundell Electric Traction Company. 


Limited (65,699).--The company's annual return was filed on 


October 26th, when 35,061 partly-paid, 1,131 fully-paid, and 15,950 
deferred (fully-paid) shares were taken up out of a nominal 
capital of £300,000 in 40,000 partly-paid, 4,000 fully-paid, and 
16,000 de erred (fully-paid) shares of £5 cach; £3 per share has 
been called up on 35,061 shares, resulting in the receipt of 
£102,380 10s. ; £2,802 10s. remains in arrears ; £85,405 is considered 
as paid on 17,081 shares. 


— —— — + — — —d 


SUPPLY STATION ACCOUNTS. 


THE supply of electrical energy at Leeds was 


Leeds in the hands of the company from the start, in 
Corporation May, 1893, to the end of August, 1898, when the 

‚ Electricity business was handed over to the Corporation. 
'  Aecouníts. As a result, the accounts issued deal with six 


months from October, 1898, to March, 1899, 
before а full financial year is reached. The comparison between 
figures for a winter period of six months and the following 12 
months is worth very little, and, although we have adopted our 
usual form of analysis, the rises and falls are to be regarded аз indi- 
eating as much the difference between a winters scason aud a 
winter with summer season as anything else. 

The extensions are proceeding rapidly. 


GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure £236,733" £307,022 £75,006; 
Number of units sold . 1,001,540 2,005,840 2,760 
Maximum load in Kw. 2,214 2,216 2 
Gross revenue £18,281 £36,221 PES 
Gross expenditure £4,178 ` £9,930 bu 
Gross profit T" i5 S. £14,103 £26,291 . ..ї 
Number of lamps connected 101,223 106,268 5,040 
Average price per unit sold 412d. 407d. — 05d. 


* Capital depreciated, £4,217, for old material sold. Net capital — £232,516. 
t Net capital. No useful figure. 

The revenue reached the substantial sum of £36,000 with an 
average of just 44d. per unit from all sources. There is little change 
in the figure. We suppose the Corporation will be able to reduce 
the charge before very long. 


REVENUE STATEMENT. 
1898. 1899. 


Gross. Per unit Gross. Per unit. Increase. 
Sale of energy .. £17,182 412d. £94,066 407d. — 05d. 
Meter rents : "n 832 20d. 2,159 26d. ＋ 06d. 
Sale of lamps, c.. ns 16 en vee єз is 
sundry .. а 251 06d — 064. 


— — — S] —— —— o 


Gross revenue ... £18,281 4:384. £36,221 4 33d. 


The costs being, as stated, between dissimilar periods, cannot very 
well be discussed, but it will be seen that “oil, waste,” is on the 
down grade—'04d. for this item per unit is a good testimonial to 
Mr. H. Dickinson, the engineer. ‘The enhanced price of coal must 
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be felt very acutely by works situated in positions where a year or 
two ago very cheap fuel was available. Works costs of under łd., 
aud total costs under 114. are remarkable performances. Leeds, 
again, has not the advautage of much street lighting. One only 
represents the public arc lighting, and the sales on this account 
amounted to 1,000 units last ycar. 


Cost OF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Grose. Per unit. Increase. 


Coal .. zm TED £780 19d. £2,592 31d. ＋ 12d. 
Oil, waste, water and engine 
5 pna 284 07d. 361 Odd. — 03d. 
Salaries and wages incurred | 
2 Reneration and distri- 953 23d. 2,099 »25d. + 02d. 
ution ; 
Repairs and maintenance ) 
of buildings, engines, 478 11d. 1113 „13d. + 02d. 
boilers, dynamos &c. f A 
Works cost £2,495 60d. £6,165 73d. +1834. 
a 
Rent, rates and taxes 322 ‘08d. 890 ‘Lid. ＋ 03d. 
Management expenses, 
salaries of managing engi} ‚ 1,045 25d. 2,223 97а, + 02d. 
neer, secretary, clerks, &c. 
G zm eral i : 
charges, station & . = pe 
printing, law кн Де and j 316 ‘O7d. 652 »O8d. + ‘Old. 
Insurance u 


Other expenses 
Total costs ... £4,178 


—— ——— —— — H—] —— — — 


* October, 1898, to March, 1499. Six months only. 


The gross profit of £26,000 has to provide over £12,000 for 
interest and nearly £6,000 for sinking fund (to which no previous 
contribution was made). The £8,000 odd difference is the surplus, 
and a handsome figure it is from a sale of only 2,000,000 units. 

It would -be an advantage if the Leeds Corporation would issue 
the accounts in the Board of Trade form. Modifications of this form 


are seldom improvements. " 
PROFIT STATEMENT. ` 
1898. 1899. 
Interest on loans .. .. ... .. eo 26,256 £12,473 
Binking fund for repayments .. 5 ees 5,316 
Net profit carried forward T 7,847 8,502 


Gross profit ... 414,103 £26,291 


THE accounts for last year of the municipal 


Yarmouth electricity supply at Yarmouth are pleasant 
Corporation reading, inasmuch as they show that a net loss 
Electricity of over £50 has been turned into a net profit of 
Accounts. considerably over £400. The condition of affairs 


disclosed is better than might have been antici- 
pated, and it is interesting to note that in 1897 the net loss was 
£437, while last year the net profit was exactly the same figure. 
This equals 35d. per unit sold, so it is a considerable change. The 
capital expenditure last year was more than double that of the 
previous one. The units turned out in excess of 1898 are rather more 
than the increase in 1898 over 1897, while the extra load is 
slightly less, showing an improving load factor. 


GENERAL STATEMENT. 


1898. 1399. Increase. 
Total capital expenditure £35,723 £40,265 £4,642 
Number of units sold 243,669 299,179 55,010 
Maximum load in kw. ... . 207 . 819 52 
Gross revenue £5,165 6,457 £1,292 
Gross expenditure... £3,206 £3,818 £612 
Gross profit m ish £1,959 £2,689 £680 
Average price per unit sold. 4984, 5*01d. + 08d. 


The following figures showing the position of affairs in the last 
three years are instructive:— ` 


Units Public Units. Total Maximum Net 

generated, lamps. Private. sold. load. profit. 
1897 .. 271,420 69,240 120,760 190, 000 213 — £437 
1898 ... 333,731 78,500 165,169 243,669 267 — £57 
1899 ... 410,959 81,259 217,920 299,179 319 + £437 


In 1897 there were 72 public arc lamps, there are now 77. The 
revenue per unit, curiously enough, shows atendency torise. From 
all sources the figure per unit has gone up nearly „d. 


REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit. Gross. Per unit. Increase, 
£5,002 4934. £6,238 501d. + 08d. 
163 16d. 202 16d. ‘00d. 
ЕЕ "t 4 004. dui 
13 ‘Old. ＋ 01d. 
56,457 5'18d. + 09d. 


Sale of energy .. ee 
Meter rents 

Sale of old material 
Sundry fees, &c. 


Gross re venue . £5,165 509d. 


The costs are steadily coming down, and with the exception of 
“coal” and “management salaries,” in which there are slight 
increases, and “oil, waste, &.,” which is unaltered, all the items 
show a drop. The changé is shown by the figures given :— 


1897. 1898. 1899. 
Works cost ... 2:56d. 2:43d. 9:854. 
Total cost 3:34d. 3:16d. 306d. 


“Wages” and “repairs” are particularly moderate for a small 
station, and we congratulate Mr. Gordon Bryant, the borough elec- 
trical engineer, upon these results. The works are obviously 


assessed much higher than before; in 1897 the sum of £66 covered 


everythiug under this head. E 

Under “ wages" we have included the cost of attending, trim- 
ming, and repairing the public lamps, as the details are not given. 
Excluding this addition to the station wages, the figure is £468, 
which works out at 375d. per unit. 


Cost oF PRODUCTION. 


1808. 1899. 
Gross. Per unit. Gross. Ber unit. Increase. 
£1,311 1:29d. £1,687 1:350. +064. 
318 31d. 379  *81d. 004. 


Coal], and unloading same.. 

Oil, waste, water and engine } 
room stores. 

Salaries and wages incurred ) 
in generation and distri- 
bution, and attending, - 598 59d. 646 
repairs, renewals of public 
lainps and carbons. 

Repairs and maintenance of 


| 52d. 
buildings, engines, boilers, 245 24d. 214 


17d. 


дулатов, 40. 
Works costs 


.. £2,472 2:43d. £2,926 235d. 
Rent, rates and (axes — .. 169 17d. 200 16d. — 014. 


Management expenses, 
salaries of managing engi- 435 43d. 563 

5 соса 5 &c. 
stablishment charges, sta- 
tionery and printing, law 130 13d. 129 
charges and insurance 

Other expenses 


— — — — —— — —— — E 


Total costs .. £3,206 316d. £3,818 3:064. 


In the profit шешеп it is shown that a part of last year's 
surplus is devoted to wiping out the deficit in 1898, a small sum is 
put aside to cover possible bad debts this year, and the remainder 
is carried forward. In 1898 the financial charges absorbed £2,016, 
and last year took £186 more, or £2,202. 


PROFIT STATEMENT. 


1898. 1899. 

Interest onloans .. T s i T £1,029 £1,141 
Sinking fund for repayments ...  ..  .. næ 987 1,061 
Net profit carried to cover last year's deficit ых we 57 
б T" cover bad debts in 1900 in 9 

» forward Vs T ‘ie ne —57 371 
Gross profit £1,959 £2,639 


- CITY NOTES. 


Eastern Extension, Australasia, and China Telegraph 
Company, Limited. 


Sır Јонх WorrE Barry, K.C.B. (chairman), presided on Wednes- 
day afternoon at Winchester House, Old Broad Street, over the 
fifty-fourth half-yearly ordinary general meeting of the above com- 
pany, and, in moving the adoption of the report, said that that 


being the first time that he had had the pleasure of meeting the 


shareholders as chairman, he wished to bespeak from them every 
consideration in his arduous duties of representing the company. 
They ought also to recognise the great services of the late chair 
man, the Marquis of Tweeddale, who was, they were glad io say, 
continuing his work on the board. The gross revenue of the com- 
pany had amounted to £313,000, against £324,000 in the cor 
responding period of 1899, which on the face of it appeared to 
indicate a decrease of £11,000. That was only an apparent 
decrease, for, on the contrary, there had been an increase amount- 
ing to about £5,000, and the reason why the figure appeared to be 
a decrease was that during the half-year they had reccived less by 
£16,200 than they bad last year in consequence of the termination 
of the Australian subsidy. Оп the other hand, they were relieved 
from the payment of £25,545 in former years, which was applied to 
sinking fund to deal with the termination of the subsidy. They 
had, therefore, only contributed in the present year £7,583, and 
were really a great deal better off than they were as far as the 


traffic of the cables was concerned. When the debenture debt was 


paid off, as it would be in the course of the present year, the revenue 
account would be: benefited to the extent of about £18,000 per 
annum. The working expenses had amounted to £108,660, as 
against £107,266, an increase of £1,304. That increase was accounted 
for by the contribution to the pension fund, which had been 
remodelled in accordance with the arrangement which had bee 
made, and certain expenses connected with negotiations which had 
taken place in the half year. They were in a position to pay 
£62,500 in the usual dividends, and were able to transfer £100,000 


“MO o 
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tu general reserve, and £5,000 to reserve fund in connection with 
the removal of the head office, and there remained a balance 
of £16,832, which was carried forward to next account, as 
avainst £13,000 carried forward in the previous half-year. 
4s they were aware, the unissued balance of 50,000 shares of the 
company's share capital was allotted a few months ago to the 
shareholders at а premium of £3 per share, or £13 each, the 
cbiect being to provide funds towards meeting the company's 
financial obligations in connection with the Cape-Australian cable 
contract. The whole of the shares were taken up, and an official 
settlement aud quotation had recently been obtained. The 
shares. now stood at about £1 premium, and after December 
3ist next they would rank pari passu with the old shares 
in to dividend. It would be seen from the report 
and accounts that the Tasmanian duplicate cable was partially 
renewed during the half-year at a cost of £13,239, and that the 
general reserve fund had been debited with this amount. The work 
was carried out by means of the company’s local resources, other- 
wise it would have entailed a much larger expenditure. The advan- 
tage of keeping an adequate supply of spare cable in the Far Kast 
was clearly demonstrated during the recent outbreak of troubles in 
China, when owing to the intermittent working of the Chinese 
landlines between Shanghai and Peking, submariue cable communi- 
cation was urgently required by the Allied Forces to enable them 
to communicate with their Governments. Fortunately this company 
and the Great Northern Company had accumulated large stocks of 
table at Singapore, Hong Kong and Shanghai, and, having ships on 
the spot, they were able to promptly meet the requirements, not 
only of the British Government in connection with the Wei-hai- 
Wei, but of the general public and foreign Governments. Had they 
not been so fortunately situated at this critical juncture, the strong 
position which'they now occupy in China might have been seriously 
imperilled. After the many statements that have recently appeared 
in the newspapers respecting the all-British Pacitic cable, they would 
no doubt expect him to make a few remarks on the subject. The 
latest important development was the public invitation for tenders, 
which had to be sent in not later than August 14th last; and, 
aithough the result had not yet been officially announced on this 
side, the Premier of New South Wales had informed the Parliament 
cf that Colony that the Imperial Government had recommended the 
axeptance of the Telegraph Construction and Maintenance Com- 
pany’s tender—amounting, with cost of stations, apparatus, main- 
tenance ship, &c., to nearly two millions sterling. This was for a 
single line of cables, and included only one maintenance ship. A 
Bul had accordingly been passed through the New South Wales Parlia- 
ment, authorising the Government to bear their share of the proposed 
expenditure. - They understood that a similar Bill would have to be 
passed by the Victorian Parliament before the tender can be 
amepted; and, as the new Victorian Parliament was expected to 
meet next week, we assume that in a very short time the Pacific 
able Committee would be in a position to conclude a contract for 
the manufacture and laying of the cable. In any case, however, 
two years at least must elapse before the cable could be opened for 
trafic; and, with its enormously long stretch between Vancouver 
aad the Fanning Island (3,671 nautical miles), the cable would 
necessarily be a very slow one. Consequently, with their vast net- 
work of cables, and the additional facilities which the new Cape- 
Australian cable could afford, they did not fear the result of the 
threatened . competition. As regards the tariffs, they had 
already arranged to reduce—on a standard revenue basis 
—down to 2s. 6d. a word, or 6d. below the minimum 
tarif which they understand the Pacific Cable propose to accept. 
The tariff to South Australia and the other contracting colonies was 
reduced on May Ist last from 4s. 9d. to 4&, and as the standard 
revenue has been maintained, there would be a further reduction on 
January 1st next of 6d., making the rate 3s. 6d. per word. Should 
the standard revenue still be maintained, the tariff would be further 
reduced to 38. on January 1st, 1902, and to 2s. 6d on January 1st, 
1903. The first section of the Cape-Australia cable, viz., between 
Durban and Mauritius, was expected to be laid early next year, aud 
the whole line ought to be completed and opened for traffic by the 
end of 1901. 
The Marquis of TwEEDDALE seconded the motion for the adoption 
of the report, and it was carried. . 
It was also agreed, on the motion of Mr. Joun NREwT ON, that 
a vote of thanks be passed to the Marquis of Tweeddale, and that it 
be left to the board to recognise his services in any way they thought 


proper. 


Brisbane Electric Supply Company, Limited. 


Tue eighth half-yearly report of this company was presented at the 
meeting held on September 20th. It states that the position of-the 
company has considerably improved, and that the improvement is 
uot merely on paper, but has taken the more tangible form of reduc- 
tin of liabilities—the bank overdraft having been reduced by nearly 
£1.200, and the sundry creditors having been reduced by over £700 
while the assets of the company have not altered materially since 
the annual meeting in March last. “At that time the benefits 
expected from the removal from Edison Lane to Ann Street, and 
frum the expenditure in new plant, had not yet accrued, and the 
profits were balancéd by the heavy writing off of the discarded 
E-iison Lane plant. But this half-year shows clearly the advantage 
derived from the new station, and the hopes expressed at last 
meeting have been fully justified, particularly in regard to works 
cost per unit, which is a little over half the amount incurred at 
Edison Lane. The business is still expanding and fresh customers 
c ming in every week, so that the new 50-kw Parker set by the ss. 
Поа, due this month, will be at work none to soon to cope with the 


load. The output for the half-year was 125,000 units (equivalent to 
250,000 per annum), and the revenue for the same period from all 
sources was £2,933 (equivalent to £5,800 per annum." 


The West India and Panama Telegraph Company, 
Limited. 


THE directors’ report for the half-year, to be presented at the 
meeting to be held on 15th inst., reads :— 


The directors submit the accounts for the six months ended June 30th, 1900. 

The amount tocredit of revenue is £27,737 17s., against £30,020 10s. Rd. for the cor- 
responding half-year of 1899, and the expenses have been £21,731 116. 10d., against 
£21,492 98. Bd., leaving a balance of £6,006 5s. 2d. The directors must express 
their regret at this inadequate result, whieh is attributable to low rates and the 
continued unsatisfactory condition of West India trade. To the profit of 
£6,006 bs. 2d. forthe half-year there ів to he added interest on invest nents 
amounting to £2,737 12s. 7d., making, with £279 6s. Fd. brought forward from 
last account, a total of £9,023 4з. 5d. co the credit of revenue. The cumulative 
dividends for the half-year on the first and second preference shares amount to 
£11,769 12s., and towards meeting these dividends a further sum of £2,746 78. Td. 
is required. It was pointed out in the last half-yearly report that there was & 
substantial increase over cost in value of the investments of the reserve fund; this 
is still fortunately the case, and the directors again recommend that the cumula- - 
tive preference dividends be paid, and thatadividend of 6d. por share (free of 
income-tax) be paid on the ordinary shares, and for this purpose the sum of 
£6,000 has been transferred from the reserve, leaving £953 11а. lld. to be carried 
forward to the current half-year's account, This will still leave the value of the 
investments greater than their cost, as shown in the accounts. In the last 
report the directors stated that they had addres:c the Secretary of State for the 
Colonies, pointing out the position of the company, and asking for Imperial nid. 
Totbat application a reply from Mr. Chamberlain was received, expressing 
regret at his inability to recommend a grant to the compeny from the Imperial 
funds. Аз this grant would have been in the nature of aid to West India com- 
merce, by enabling the company to maintain its existing low tariffs, the direc- 
tors, feeling that the company hada strong claim upon the Government, laid 
before Mr. Chamberlain further statements regarding its position, the origi- 
nating causes of it, the great value of the system to the Imperial Government 
and the Colonies, and solicited a reconsideration of the company's appeal. To 
these further communications a reply from Mr. Chamberliun was received on 
the 26th ult, stating that, after full consideration and consultation with the 
Lords Commissioners of the Treasury, he regrets that he cannot reconsider his 
decision. The directors will have to carefully consider this decision, with a 
view to taking future action in the interests of the company. A copy of the 
correspondence with the Colonial Office is enclosed herewith. The company's 
duplicate system, comprising 24 cables, of a total length of 4,639 knots, con- 
tinues in good working order. 


Prospectuses. 


THE list of subscriptions to the Electrical Power Distribution Com- 
pany was to close yesterday. The issue consisted of 12,980 £10 
ordinary shares at £1 premium, and was offered on behalf of the 
British Electric Traction Company and the Brush Electrical 
Engineering Company by the Electric and General Invest- 
ment Company. ‘The nominal capital is £300,000 in £149,800 
ordinary, and £150,000 preference, and £200 deferred (£1 shares), 
and of this there is already issued and paid up £20,000 ordinary 
and £200 deferred. The position of the deferred shares is that 
after the ordinary have received 10 per cent., one moiety of the 
surplus profits available for distribution goes tothem. The deferred 
share rights may be extinguished within 10 years for £10,000 cask. 
They are held by Messrs. E. Garcke, W. L. Мардер, J. S. Haworth, 
and R. P. Sellon. 

The company was formed iu 1898 with & nominal capital of 
£20,200, the whole of which has been paid up, for the purpose of 
securing and working concessions for electrical power distribution. 
The prospectus stated :— 

In many of the industrial and other districts of the United Kingdom there is 
wide scope for the supply of electrical energy for lighting, tramways, light 
railways, and other power purpo:ees, Considerable economy can be effected in 
the generation of electricity by combining the supply for these various purposes, 
and an agreement has been made with tbe British Electric Traction Company, 
Limited, under which that company will, whenever possible, co-operate wit 
this company and take electrical energy for their tramways and light ао 
from the power stations of this company. The operations of the company will 
comprise the construction and working of electric power distribution under- 
takings in various localities, the promotion and acquisition of powers for such 
undertakings, and the supply of electric energy in bulk to other authorised 
undertakers. These operations may be carried on by the company itself or 
by means of associated companies formed for the purpose. From these and 
other sources the directors believe that large profits will be realised. The 

olicy of the directors will be to reserve to the company a substantial interest 

n each associated undertaking, and they will use their influence and well. 
known experience in electrical work to ensure economical administration. 

The prospectus contained particulars of various electric lighting 
and tramway powers which have been obtained for the county of 
Durham (the County of Durham Electric Power Supply Act, 1900); 
the North Metropolitan District (Electric Power Supply Act, 1900); 
the county of Surrey, and other places. 

Numerous contracts have been entered into, and particulars of 
these are given with the prospectus. The directors of the company 
are J. S. Raworth (chairman), W. L. Madgen (managing director), 
C. S. Hilton, R. P. Sellon. The secretary and offices are:—G. J. 
Somerville, Surrey House, Victoria Embaukment, W.C. 


— 


Another company which has this week been before the public, and 
whose list closed yesterday, is Messrs. Richardsons, Westgarth 
and Co., Limited, marine and electrical engineers, boiler makers, 
&c. The company, with a capital of £700,000 and £350,000 44 per 
cent. perpetual debenture stock, is to amalgamate and concentrate 
under one management the businesses of Thomas Richardson and 
Sons, Limited, of Hartlepool (the sole representatives in this 
country of Brown, Boveri & Co., of Baden’; Sir Christopher 
Furness, Westgarth & Co., Limited, of Middlesbrough; and William 
Allan & Co., of Sunderland. £200,000 ordinary shares (EI), and 
£150,000 6 per cent. preference (£1), and £100,000 debentures, have 
been applied for by shareholders and directors in the amalgamating 
companies, aud the remainder has becn offered for public sub- 
scription. The issue will provide £200,000 in cash for working 
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capital and extensions. After 8 per cent. bas been paid on the 
ordinary capital, the residue of the protits each vear will be held in 
reserve until £100,000 is accumulated, and tbis amount will remain 
primarily for the security of the preference shareholders. 


The London United Tramways Company, whose enterprising 
undertakings are by this time familiar to most people in the elec- 
trical world, has this weck been offering for subscription £350,000 
4 per cent. first mortgage debenture stock. So far, upon the elec- 
trical equipment of the tirst sections to be taken in band, and the 
equipment of the Chiswick generating station, and so on, the expen- 
diture has been over £200.000. This is for 16 miles of route, of 
whieh 11 are now about to be put into operation, the other five 
being expected to be finished by next summer. A further outlay 
upon these sections will be incurred, amounting to about £300,000, 
making a total capital outlay of £800,000, which will be a security 
forthese debentures. The cconomy and other advantages from 
electrical working are expected to lead to large profits. The list 
. closed on Tuesday. 


Stock Exchange Notices.— The Committee has appointed 
special settling days as under:—Tuesday, November 13th. Davis 
aud Timmins, Limited.—20,000 vendors’ ordinary shares of £1 each, 
fully paid, Nos. 27,001 to 47,000. Pearson Fire Alarm System, 
Limited.— Further issue of 4,300 shares of £1 each, fully paid, Nos. 
140,001 to 140,300. Willans & Robinson, Limited.— Further issue 
of 10,000 ordinary shares of £5 each, issued at £3 per share pre- 
mium', £2 paid (of which £1 is capital, aud £1 premium), Nos. 
90,001 to 100,000; and 10,000 6 per cent. cumulative preference 
shares of £5 each (issued at £1 per share premium), £2 paid (of 
which £1 is capital, and £1 premium’, Nos. 70,001 to 80,000, and 
has also ordered the undermentioned securities to be quoted in the 
Official List: — City of Buenos Ayres Tramways Company, Limited. 
—Further issue of 20,000 sbares of £5 each, fully puid, Nos. 135,001 
to 155,000. Willans & Robinson, Limited.—Further issue of 10,000 
6 per cent. cumulative preference shares of £5 each, fully paid, Nos. 
60,001 to 70,000. 


Bristol Tramways Company. — Тос directors have 
elected Mr. George White chairman of the company. Mr. Samuel 
White takes Mr. Low’s seat, and succeeds Mr. George White as 
managing director of the company. Mr. J. Clifton Robinson, C.E., 
was elected to the vacancy created by the death of the late Mr. 
William Butler, and Mr. Henry F. Cooper (who has been assistant 
secretary or some years) has been appointed secretary to the 
company. 


The New Zealand Electrical Syndicate. Limited.— 
Warrants for the half-ycar’s interest on the 6 per cent. first mort- 
gage debentures, and for the half-year’s dividend on the 7 per cent. 
cumulative preference shares have been posted. 

British Electric Traction Company.—The interim 
report just issued states that an interim dividend on the ordinary 


shares a 6 per cent. per annum for the half-year ended September 
30th will be paid on December 221d 


Kidderminster and District Electric Lighting and 
Traction Company.—The transfer books and register of members 
will be closed from 7th to 15th inst. inclusive. i 


e 


TRAFFIC RECEIPTS. 


Tbe Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending November 3rd, 1900, were £205; corresponding period last year, 
£189 ; increase, £16. Total to date, £19,086 ; corresponding period lust year, 
£19,061; increase, £25, . 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending November 2nd, 1900, were £2,897 78. 4d.; corresponding period lust 
year, £3,189 7s. 8d.; decrease, £242 10s. 4d. 


The Central London Railway.—The receipts for the week ending November 3rd, 
1900, were £6,564; previous weck, 46, 102; increase, £463. Total receipts 
to date (14 weeks), £71,062. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending November 4th, 1900, were £1,936; corresponding week last year, 
41,045; increase, £891. Total to date, £28,394; corresponding period last 
year, £17,344; increase, £11,0 0. Miles open, 1900, ; 1899, 33. 


The Cork Electric Tramways and Lighting Company.—The receipts for the 
week ending November Ist, 1900, were £381 33. Id.; corresponding week 
last year, £353 15s. 1d. ; increase, £30 8s. Od. Total to date, £18,261 18. 3d.; 
corresponding period last year, £16,766 lis. 84.; inorease, £1,491 6s. 7d. 


The Dover Corporation Tramways.—The receipts for the week ending 
November 3rd, 1900, were £187 17s. 2d. ; corresponding week last year, £175 
235. lld.; increase, £12 3s. 3d. Total to date, 49, 214 4s. Odd.; corre- 
sponding period lust year, £8,818 17s. 10d.; increase; £425 6s. 24d. Miles of 
track open, 8. Car miles run, 1900, 4,968; 1899, 4,756. Number of cars, 11. 


The Dublin United Tramways Company.— he receipts for the week ending 
November :nd, 1900, were as follows :—D. U. T. Co., horse cars, £26 Us. 9d. ; 
ditto, electric cars, £8,465 16s. 9d. ; D. S. D. Co., electric cars, £705 128. 10d. ; 
total, 23,197 128. 44; corresponding week last ycar—D. U. T. Co., horse 
cars, £207 98. 10d.; ditto, electrio cars, £2, 71 13s. 4d. ; D. 8. D. Co., eleo- 
tric ears, £692 Ss. 6d.; total, £3,071 118. &d.; increase, £526 Os. 8d. ; 
aggregate to date, £56,914 14s. 7d.; aggregate to date last year, £77,818 
178. 5d., increase, £9,100 17s. 24. The mileage worked is 44 miles elec- 
trically, 1 mile by horses, as against 35 miles electrically, 9 miles by 
horses, for the corresponding period last year. 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
November jth, 1900, were £1,561; corresponding week last year (includes 
date of embarkation of luth Hussars for South Africa) £1,873; decrease 
4312. Total from July Ist, 1900, £80,455; ditto corresponding peri 
lust year, £29,077; increase, 4778. Miles open, 6°57 chains, 


: : o otatiou 
were lustily offered in market overt, and at one time the quo 


STOCKS AND SHARES. 


Wednesday Evening, 

AFTER our own election, the American. The polling across the 
herring pond has so greatly engaged the attention of Stock 
Exchange operators on this side that they have found time t; 
devote to little else besides securities likely to be affected by it 
result. The Anglo-American telegraph market has benefited t» a 
small degree, the “B” stock more particularly, the price having 
risen 1 per cent., and, as we pointed out a fortnight ago, possess a 
fair chance of further improvement. The majority of changes in 
the telegraph department are in the upward direction. Electricity 
supply shares are almost unaltered, and in the railway section thy 
tone is heavy. 

Two promotions of peculiar importance to those interested in 
electricity. have been made during the week. Last Saturday tle 
London United Tramways Company announced an issue of 
£350,000 4 per cent. First Mortgage Debenture stock at par. The 
prospectus reads excellently, and the premium of 3 to 5 per cen, 
established by the market seems to us to be fully justified. As the 
stock is redeemable at 105 in 1920, we do not anticipate any further 
advance in price until the Money Market becomes easier. The 
second issue to which we refer is the Electrical Power Distribution 
Company, Limited, which appealed for £129,800 in ordinary share 
capital. The shares of £10 each are offered by the British 
Electric Traction Company and the Brush Electrical Engineering 
Company at a premium of £1 each, the calls being spread 
over a period of eight months. A “cleaner” prospectus has no 
been published for some time, there being no waive clause, the 
agreements set out at.length, promotion moncy frankly stated, and 
80 on, 

We have heard some alarm manifested at the way in which 
capital is now being invited for the purposes of supplying power for 
electric traction and the like. Critics object, for instance, to this 
new Electrical Power Distribution Company, with its nominal share 
capital of £300,000. But these gentlemen appear to overlook the 
wide scope there exists in Great Britain for such undertakings 
Let the objectors look at the capital outstanding for traction 
enterprises in England, and see how it compares with that of 
similar companies in New York, Berlin, Paris and other centres, iu 
America or on the Continent. This country is only just awakening 
to the possibilities of the new haulage power, and capital must 
surely be forthcoming to develop it. 

From buying up all the Electricity Supply Debentures 
in the market, investors have gone on to similar secantus 
in the telegraph list. There appears to be a growing demand iot 
these stocks, and as many of them are on a fairly cheap level, i 
valid reason can be assigned why the purchases should net spread 
still further in this market. As regards stocks other than pre 
Ordinary, there is an advance in Anglo “В,” as we have already 
observed, and a corresponding shrinkage of 1 per cent. in Easter 
Telegraph Ordinary. We do not suppose that the latter has any- 
thing to do with the company’s generous reduction in the tariff rates 
for relatives of soldiers serving in the Far East. Indo-Europea: 
shares—amongst the most solid of their elass—are £1 higher, * 
ing the dividend deducted on October 26th, and a little more into 
the bargain. E 

Determined attempts were made early in the week to К smash i 
the price of National Telephone shares. Lines of 500 and 100 
fell to 43. It was quickly realised that these were mainly ^ 
taćtics, and the price advanced to 432, with hardly а share pet 
hands. National Telephones have not been the centre of 80 Te 
dramatic excitement for a long time. United River oen ae 
phone new shares are 3135, £3 10s. paid, which is about t pen 
price, proportionately, as those of the old. The Consolidates 
phone squabble has simmered down for the time being: 

All shareholders in the Cape Electric Tramways VE * 
make a point of attending the meeting next Wednesday uin 
aráinst the unlimited power which the « iirectors propose jd лей 
themselves in making the new issue of sla ares. We "T since 
to the matter last week, and are glad to вє=е that ow = Mail, aud 
been followed by the Westminster Gazeé #2, bY the 2e A {hat the 
the Financial News. We do not for one moment pica ч of its 
Cape Electric Board would make апу bing и E on only ®* 
powers, but the precedent which it thin Жз o! pip 
regarded as a dangerous one for shareholc ers зе ? poi ‘unced v 

The Electric Railway market is irregre JAF, but prO" ral 
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ness became evident in City and South London ou t үү, 


of а small seller, who only got 54 for һа 5 deep rice. | 
keep up well, their “ C. I. V. traffics helping Y А the Per * 
5s. has brought the Preferred Halves into line 8 prep. 
The issue of the Baker Street and Watosrioo vex aud there 9^ " 
imminent. The share capital will be £2, 350,00. ‘ 

borrowing powers for nearly £1,000,000 ener’ 
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Stock 


Business done 


А à Closing Closing uring 
Present or Dividends for : 
bans RAE Since) cho Jast threo your. | GOL Biat, „aber ia. | ovat th 
1897. | 1808. 1899. Highest. | Lowest. 
110,900 | African Direct Telegraph, 4 95 Debs. e s .. |99 —103 | 99 —103 . - 
195,000 | Amazon Telegraph 5 Y Debs., Nos. 1 to 1, 250 Red. төз .. | 85 — 90 | 85 — 90 wii 
876,520 | Anglo-American Telegraph ... Stock) 3 £3 9s.| 73/6 | 52 — 54 52 — 54 524 | ... 
3,069,240 Do. do. 6 95 Pref. Stock| 6 6 Ф | 96 — 98 97 — 99 993 | 964 
3,062,940 Do. do. Deferred Stock| ... |188. a" 7s. | 104— 108 104— 102 | 10,,| 10g 
44,000 | Chili Telephone, Nos. 1 to 44,000 5 | 4 3 3 7 3 — 33 ais p^ 
10,000,0008| Commercial Cable 100 8 8 5 | 8 165 cue 165 —175 ee s 
1,563,07 Do. do. Sterling 500 yonr 4 4 І Deb. Stock Red. |Stock e | .. 101—103 101 —103 103 | 1014 
16,000 | Cuba Telegraph ъй „1017 V 8 5 7 | 64— Чха) 63— 71 711 
6,000 Do. 10% Pref. 10 |10 10 & .. | 144— 154xd| 144— 154 ids 
12,931 | Direct Spanish ыгар. 8 s 5 4 4 4%] 34— 44 34— 4} 
6,000 Do. do. са Pref. ... 5 10 б . | 9 — 10 9 — 10 
30,000 Do. do. 43 50 is .. [100 —10495 100 —104 %| ... 
60,710/| Direct United States Cable 20 | 34% | 38% | 3 95 | 103— 10$ | 104— 103 108 
111,000 | Direct West India Cable, 44 % Reg. Deb. 100| .. |... 99 —102 | 99 —102 e de 
4,000,000 | Eastern Telegraph, Ord. Btock ni Stock 7 5 7 Ф 7 % 149 —154 |148 —153 1503 149 
1,795,000 Do. 3h Pref. Stock e 100 | ... T 99 —102 98 —101 s oa 
1,432,268 Do. Mort. Deb. Stock Red. ... Stock| 4 s .. |118 —118xd|113 —118 1131 | 113 
250,000 | Eastern Extension, 3 and China Telegraph ... | 10 |7 7917 % | 142— 15} | 14j— 15} 1576 14i 
6.700 Do. 5% (Aus. Gov. Sub.) Deb., 1900, red. 226 100 5 % m га 
i drgs., reg. 1—1 049, 3, 976—4 326 
96,600 Do. do. Bearer, 1,050—3 ‚975, 4,327—6, 400 | 100 | 5 vee es wee — 
$20,000 Do. 4 % Deb. Stock ... Stock 4 114 —119 114 —119 
Eastern and South African Telegra h, 4 Mort. Deb. - ET 
300,000 Nes Pre $5 i Deb. } 100 99 —102 [100 —103 
200,0007 Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25 | wai A 100 —10395,99—10295xd, ... is 
180,227 | Globe Telegraph and Trust ... 10 ste 54 519, 104— 11 104—11 10i3| 1011 
180,042 Do. do. 6 Pref. n 6 6 .. [15 — 154 | 15 — 154 158 | 151 
160,000 доа Telegraph, of Copenhagen 10 95 124 31 — 33 31 — 33 - n 
and Bermuda Cable, 44 18 Mort. ` Debs., ER = 
84,300 ее 20 ma) 100 |... |... |... 98 —101 |98 —102 |... |... 
17,000 | Indo-European Telegraph  ... 25 |10 & 10 95 10 % | 48 — 52ха| 49 — 53 512 | 50} 
100,000?| London Platino- Brazilian Telegraph, 6 % Debs. 100 | 6 is .. |103 —106 [104 —107 "n us 
72,680 | Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 . LC ue [53s te i— 2 1— 4 dei six 
86,492 Do. do. do. 5 % Pref. , Nos. 1 to 86, 492 114 4 5 2— 1 — 1 ТТ 85 
490,000 | National Telephone, 1 to 490,000  ... БЕ 516 6 5 44— 48 43— 48 41% 43; 
15,000 _ Do, 6 Cum. 1st Pref. 10 | 6 6 6 13 — 15 13 — 15 bus its 
15,000 Do. 6 % Cum. 2nd Pref. ... 10 | 6 6 6- 13 — 15 13 — 15 js га, 
250,000 Го. 5 % Non-cum. 3rd Pref., 1 to 250,000 5 | 5 5 6 5 — 5i 5 — 54 5% 
2,000,000 Do. 34 % Deb. Stock Red. Stock 34 34 34 96 — 99, | 96 —99 974 | 964 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171,504, fully paid 1165 5 5 $— làxd| g— 13 i| 2 
100,0007| Pacific and European Tel., 4 % Guar. Debs., 1 to 1 000 ... | 100 | 4 ф 27 100 —103 [101 —104 ake bus 
11,839 | Renter’s.. EN 8|65 5% 5 „ 7 — 8 7 — 8 T is 
8,381 Submarine Cables "Trost Cert| ... И . (125 —130 [126 —131 1264 | ... 
58,000 | United River Plate Telephone " 5 5 16% 17%] 4$— 54 | 4$— 52 d ot 
16,639 Do. do. 5 Y Cum. pret. Nos, 1—16, 639 5 .. P dis 44— 52 44— 5 " ide 
179,947 Do. do. 5 % Debs Stock "T 104 —107 |104 —107 m 5 
200,000} West African Telegraph, 5 Y Debs... 100 | ... ies 98 —101 | 98 —101 m E 
30,008 | West Coast of America, Nos. 1—30, 000 and 59, 0711—53, 008 24 E К i— 1— " 33 
150,000 Do. do. 4 % Debs., 1—1 ,500 gua. by Bras. Sub. Tel. | 100 M 100 —103  |100 —103 xis не 
889,731 | Western and Brazilian Telegraph 4 % Deb. Stock Red. ... Stock $a 89 — yai ae 
930 | Western Telegraph, Ltd., Nos. 1—207,930 . ..1 0179 7 7 Ф | 144— 15 144—15 li 144 
75,000 Do do. 5 % Debs. 2nd series, 1906 100 | ... ies 103 —106  |103 —106 s "Mj 
88,321 | West India and Panama Telegraph .. ..| 10| à 2% | 895 $— 1 g— H| .. 
94,563 Do. do. do. 6 % Cum. 1st Pref. ... | 10 6 ae 64— 71 61— 74 : 
4,069 Do. do. do. 6 V Cum. 2nd Pref.... 10 6 6— 7 6— 7 е 
80,0007 Do. do. do. „6. % Debs, Nos. 1 to 1,800 | 100 | 5 105 —108 |105 —108 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19, 761| 5 4 6 „ 6 5 7 — 8 7— 8 T à 
12,000 Do. do. 7 Cum ‚ Pref... 5 7 ids Й 84— 94 81— 93 sis RET 
50,000 | Charing Cross and Strand Electricity Supply 517 8 19 Ф| 94— 104 93— 104 10 99 
20,000 Do. do. do. do. 44% Cum. Pref. 5 .. s e| 51— 6 51— 6 is " 
$4,000 Chelsea Electricity Supply, Ord. 5 % 16%16— 61 | 6— 6 65 68 
150,000 Do. do. Ф Deb. Stock Red. ... Stock 44 M . |110 —113 110 —113 111% | 1114 
60,000 | City of Londen) Electric Lighting, Ord. 40,001—100,000... | 10 |10 6 4% 81— 81— 9 98 
,000 Do. 6 V Cum. Pref., 1 to 40,000 . 10 | 6 6 . | 124—198 13 — 133 134 133 
400,000 Do. 5 J Deb. Stock, Scrip. (iss. at £115) all paid | ... | б N .. 195 —130 [125 —130 m 8 
40,000 County of n: & кып Prov. Elec. Ltg., Ord. 1—40,000 | 10 | nù | nù 4 = 84— 9 84i— 93 94 9 
20,000 Do. 6 % Pref., 40,001—60,000 10 61% |6%| ... |11 — 12 | 11 — 12 е * 
200000] Do. agr Deb. Stock Prov. Certa (all paid) Rd. . M M 108 —111 [108 —111 " 
28,100 Каш» . Corp., Ord. Shares „~| 515957 9. 44— 5 5 4 fy 
75,000 do. 44 % 1st Mort. Deb. Stock. 100|.. —— 101 —104 [101 —104 " 
0 Р Electric Supply Corporation, Limited, Or. 3| .. T 11— 23 | 12— 2} t 
Do. do. do. do. 6% Pref. 5| . |6% 44— 44— 5 bis 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. Stock. ... [100 —102 |100 —102 E: NE 
85,000 Metropolitan Electric Supply, 101 to 62,500 55: 10 m 5 E 5 Y | 134— 144 | 134— 144 13!3| 134 
220,0007 Do. 44% First Mortgage Debenture © Stock | из —115 |112 —115 n e 
220,000 Do. 34% Mort. Deb. Stock Red. . 97 —100 | 97 —100 983 | 984 
6,452 | Notting Hill Electric Lighting Et 6 15 — 16 15 — 16 Ж кы 
40,000 | St. James’s and Pall Mall Electric Light, Ord. ... 5 170 T T 15 — с 18 15 — 16 158 | 15,5, 
20,000 Do. do. 7 J Pref., 20,081 to 40,080 8— 9 p nad 
12,000 | Smithfield Market Elect. Supply, | Ота. ... 2— 2 
50,000 Do. do. 4 % Deb. йк, д 85 — m 85 — 95 
65,000 | South London Electricity Supply, Ord. M 106 21— 34 | 24— 34 " a 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. 5 12 J 12 J 13 9 12 — 13 | 12 — 13 121 123 
Subject to Founders Shares, Quotations on Liverpool Бося Exchange. 
Unless otherwise stated all shares are fully paid. Dividends paid in deferred share тегел рео te being nsed as capital, 
eie дааа е e latter of one year and the first рагі e next 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 
Present s | Stock Dividends for Closing owing 
Ed vam site| toast tires ear, | Фолна | quete 
1 1897. | 1898. | 1809. Dott 
20,000 | British Aluminium 7 % Cum. Pref. . zd AO qo us Esca]. des 9 — 10 9 — 10 
300,000 Do. do. 5 % 1st Mort. Deb. Stock Red. . (Stock)... s .. | OL — 95xd | 91 — 95 
30,000 | British Electric TEHO е 10 6% 13 — 14 13 — 14 
50,000 Do. do. Cum. Pref. 10 Р? 12 — 13 12 — 13 
200,000 Do. do. Perpetual Debenture Stock ... Stock 120 —123 
85, ‘0001 TBritish Electric Works Ce Ord. £1 shares, 50,001—135,000 | ... #— 2 
50,000 f Do do. 6 Cum. Pref., 1—-50, 0 œ ... | .. 9— 3 
500 Do. do. 4} % 1st Mort. Deb. 100 97 — 99 
40,000 | British Insulated Wire Ord., Nos. 1 to 40,000 . 5 15 [4 15 Ф 20 `% 8 — 12 
27,500 Do. do. 6% Cum. Pref. Nos. 1 to 27, 000 . 5 6} 
105,731 | Brush Elecl. Enging., Ord., 1 to 90,000 ея 2 f TE 6 7 14— ц 
105,731 Do. do. Non- -cum. 6 Ф Pref., 1 to 90, 000 2| 6 2— 24 
125,000! Do. do. 44 % Perp. Deb. Stock a Stock з 506 —111 
125, 000 Do. do. 44 % Perp. 2nd Deb. Stock Stock . . 1102 —104 
20,000 | Callender's Cable Construction shares, Nos. 120, 000 5 124% 15 % 15 5 * ni 134 
20,000 Do. do. 5 % Cum. Pref. ; "T 5 54 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... 8 ock i 110 —114 
213,533 Central London Railway, Ord. Shares ..| 10 s .. | 10 — 104 
61,033 Do. do. Pref. half-shares .. 5 ios „е s A 54 
71,447 Do. do. Def. do. 5 54 
855,000 | City and South London Railway  ... Stock 14% 24% 14% 8 — 61 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60, 000 . 10 6 
32,098 | Crompton & Co., Nos. 14 32,098 5 55 3 6 [4 719, ^ 4} 
Do. 5 J 1st Mort. Reg. ebs., 1 to 900 o 
100,990 £100, and 901 to 11,000 of £50 red є) "| ~ | ~ 99—102 
99,261 | Edison & Swan Utd. El. Legt., “ A" shares, £3 pd. 1 to 99,261 5 6 @ 6 6% 1$— 2ł 
17,189 Ро. до. до. “A” Shares, 01—017,139 5 6 6 6 * 34— 43 
344,023 Do. do do. 4% Deb. Stock Red 100 e. . | 90 — 92 
112,100 Electric Construction, 1 to 112,100 ... oi 2| 6 $ 6 6 % 2— 
25 000 Do. do. 7% Cum. Pref., 1 to 95, 000.. 2| 7 7 . | 22— 34 
140,300 | Do. do. 4% Perp. 1st Mort. Deb. Stock Stock; ... uae . {102 —105 
9,600? Greenwood & Batley, 7 Y Cum. Pref., 1 to 9,600 ... 10| 7 7 7 10 — 11 
30,000 | Henley's (W. T.) Telegraph Works, Ord. ds : 5 | 12 14 15 124— 133 
30,000 Do. do. do. 44 % Pref. ... 5| 7 7 js 5 — 
50,000 Do. do. | do. 43 Mort. Deb. Stock. Stock 43 5, .. 108 —112 
50,000 | India-Rubber, Gutta-Percha and Telegraph Woks. ..| 10 | 10 10 | . | 20 — 21 
300,000 Do. . do. do. 4 % 1st Mort. Deb. . . | 100] .. "T we | 99 —102 
37,500 Liverpool Overhead Railway, Ord. ... 7 А 10 3} 31 32 ei— 9 
10,000 if Do. do. Pref., £10 paid 10| 6 b b 122— 134 
37,350 Telegraph Construction and Maintenance ... 12 | 15 15 15 36 — 40 
150,000 Do. 4 95 Deb. Bds. Nos. 1 to 1,500 Red. 1909 100 101 —104 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 Ra 5 8 [4 12 С 104— ni 
20,000 Do. 5 % Cm. Prf. Nos. 1 to 20,000... 5 51— 
540, 0001 Waterloo and City Railway, Ord. Stock .. | 100 3 * 3 v, 94 — 


t Quotations on Liverpool Stock Exchange. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 
Brompton and Kensington, 44 96 e тоео of £100, 108—106. 


National Electric Free Wi 
r and yee 
* do. 


* From Birmingham Share List. 


CHEMICALS, &e. 


» 12/6 p 
eotrio 1210 Pd.) , Ord., 163—173. 


Pref. (£10 pd.), 10—104. 


| 


а Acid, F per owt 
a n itric А рег owt 
а „ Оха . per owt 
O n- REN . peroewt 
a Ammoniao, 8 per cwt 
а Ammonia, Менке (crystal) .. per ton 
r ton 
а Bleachin powder T per ton | 
a Bisulphide of Саев $4 per ton 
a Borax 3 sos per ton 
3 Bensole 480 УАЙ per gal. 
).. per gal. 
Copper Sulphate per ton 
Nitrate per ton 
„ White Sugar per ton 
» Peroxide .. .. рег ton 
" Methylated Spirit per gal. 
a Naphtha, Solvent oe at 160° С). рег ч 
a Potash, Bichromate, in casks.. per Ib. 
a „ Caustic (15/80%) per ton 
а „ Bisulphate s per ton 
a Bhe per owt 
a Sulphate of Magnesia . А r ton 
a Sulphur, Sublimed Flowers . per ton 
а » ae .. per ton 
a Lump .. T .. рег ton 
a Soda, Caustic ‘white 70%) ., per ton 
а „ Crystals per ton 
a „ Bichromate, easks per Ib 
METALS, &c. 
b Aluminium Wire, in ton lots.. per ton 


eet, in ton lots 
p Babbitt’s metal ingots.. 


per to 
с Brass (rolled metal to 12) basis per E 


„ Tube (braz * 
A (solid. 8 

„ Wire, basis є 

E Copper Tubes (brazed) 
(solid drawn). 
à Copper Bars (best selected) . 


6 
€ yn 
e 


— 


per ton 


per lb. 


per ton 


a Messrs. G. Boor & Co. 


supplied by 


JE The British Aluminium Co., Ltd, 


d Messrs. F. Wi 


Messrs. Frederſek 8m Smite rts ©: 


Messrs. Thos. eee & & Bons. 


This week. | Last week. . ino. or Deo. METALS, &o, ( continued.) | 
| | 
JE 6/- | ‹ 2 per Sheet ic 92 T ton: £86 £86 oe 
29]. 27 g Сор Rod ae @e ee в Dor toll £86 £86 * oe 
82/- 82/- | € „ (Electrolytic) Bars рег toni 283 10 £86 10 » 
5/8 5/6 | e ü i Sheets per ton £92 £92 T 
89/- | 89/- | i ё [T] [T] d per ton £85 10 £85 10 ve 
£83 10 £3310 | Ге „ 8 H. C. Wire per Ib 924. : 
£80 £980 | Jf Ebonite Rod. : per lb - {- T 
£1 27 „ Sheet. per lb 6j- 72 i 
£15 £15 nu German Silver Wire per lb 1/6 . 
£17 10 £17 10 | | h Gutta-percha fine. . perlb 6 8/8 ve 
77 77 | k India- rubber, Para fine per lb. | 4/- to 4/1 4;- to ЗЛ T 
5/6 , 5/6 | i 4Iron, Charcoal Sheets  .. per to £18 £18 T 
£95 425 „ Рік (Cleveland warrants).. Per ton 65/8 64/5 10d. ine 
425 £25 | | 4 ,, Forgings, according to візе per ton m £11 | From 411 " 
£81 £81 4 , Вотар, heavy.. P per ton, 70/- to 72/6 | 70/- to 72/6 "А 
EU n 10 | | € , Wire, galvanised No. 8 per ton 20 E " PET A 10n, det. 
rn d. g 99 [1] Sheet per £19 £19 oe 
94 £ m Manganin Wire No. 28 per lb 8/- 8j- 3 
285 £85 g Meroury m " m .. perbot 895. £926 |% 6d. de 
64/- 64/- d Mica (in original en small .. per Ib. 8d.to9d. | 8d.to9d. T 
£4 10 £4 10 d „ ey medium per lb. | 1/9 to 2/9 1/9 to 2/9 
£6 £6 d per lb. 8/3 to 7/8 8/8 to 7/8 
£5 10 £5 10 p Phosphor Bronze, p! Inin cast per Ib. 11 01/4 | l/ltol4 
£5 25 p rolle ia per Ib. 1/1t01/4 171 4014 
£10 15 £10 15 p T . per lb. From 1/8 From 1/8 . 
„. d Колу PAP e PE ed 
А ` pP Silicium Bronze Wire per А . to T 
ar Steel, ape sop d'ngtodesc'p'n рег ton, From £15 r3 £40 
рса" Bio | ае 
| | £132 to 
| g Tin, block i» - per ton. { £193 2182 10 } 
£994 { g »9 foil . . per lb. 27 - 
£191 £191 zun „ Wire, Nos. 1 to 16 per lb 1/9 1 
£80 to £145 £80 to £150 | gp White Anti- friction Metals — 
7 7 | „White Ant" brand. per ton, £40 to £70 ae e a 
184. | 1 FJ Yarns, Cotton, Single 101b. vndis per Ib. 9 à 
: d. | e ae Flax, 6 lea. . per lb. d. ; id. ux. 
; | i | 1 »  Hemp,8 ply 10 Ibs. per lb. . d. e 
IId. 1 18: ji Russian, 10 lbs. per lb. d. 
lid, | 18. | j Jute, 180 Ibs. rove per ton £14 10 £14 10 
£86 £86 | |. Zino, Su- t. (Vielle Montagne ond.) о en £2326 | £234 5 nett. > ка. be 
| 5 ri d N Tele, Pdr k MINE. Morris Ashby, Limited 
essrs. James вреаге. " . m Messrs. W. T. Glover 4 Co. 
| supplied by Messrs. Jackson & Till. — bp n Messrs. P. & Sons. 
1 Messrs, Bolling & Lowe. J| o Messrs. Johnson, Matthey & Co., . 
| j Messrs, Henry O, Yeo & Co. p The Phosphor Bronze Company, Lx 


{ Unless otherwise stated all shares are fully paid. Ў 


Kensington and Knightsbridge Eleotrio Ligh 
id) 13—18; 
ntvures 


T. Parker, 0 (fully paid), 17 


lst Preference Cumulative 
02—105. TT ae 1899, on Ordinary Shares 


Bank rate of discount 4 per cent. July 18th. 1900). 
MARKET QUOTATIONS, Wednesday; November 7th. 


tin Shares 26 (tally 
Ж 5 (ally pai н-ң. De 


"This week. Last week. Ine. or De“ 


- 


- 
— 
n 


juge ger ae yn ae 


—— nel 


- 


VoL4z No. 1,198, Novmuza 9, 1900] THE ELECTRICAL REVIEW. | 763 


METAL MARKET. Fluctuations in October. 
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“ithorising th e application to the B. of T. for à prov. order 
Из district. Cuncil to supply electric light and power within 


ELECTRIC TRAMWAYS AT GRIMSBY AND 
CLEETHORPES. 


THE Great Grimsby Street Tramways Company are making rapid 
headway towards the completion of their electric tramway for 
Grimsby and the neighbouring sea-side town of Cleethorpes, 
Throughout Grimsby the old track has been taken up, and new 
double track laid with heavy girder rails, which are bonded with 
Neptune copper bonds ready for electric traction. A new line of 
tramway las been constructed from Victoria Street to the Old 
Market Place, vid George Street, Osborne Street, and Bethlehem 
Street, in order, by this route, to provide a duuble line throughout, 
it being impossible to put down double line in the narrow part of 
Victoria Street. Further extensions are also provided for in the 
company’s Act of Parliament. 

The current for the tramways in the borough of Grimsby will be 
supplied from the electric power station, now being completed by 
the Corporation of Grimsby. 

For the purpose of supplying curreut for the tramways in Clee- 
thorpes, a power station is being erected on a plot of land 
abutting on Pelham Road, Cleethorpes, and a tramway depot 
is also being erected on adjoining land. The cugine room is 
48 feet wide by 80 feet long, and 24 feet high to the roof 
plate. Adjoining this is the boiler house of a similar size, but 
19 feet high to the roof plate, and at the extreme rear there 
will be the coal store 66 feet in length by about 31 feet in width, 
to which there will be a railway sidiug from the Great Central 
Compauy's Cleethorpes line. The battery, room, for the purpose 
of electric lighting, will be in front of the engine house, and will 
be 25 feet wide by 45 feet long, and 15 feet high to the roof plate. 
The chimney shaft in connection with the power station is of sufti- 
cient size to be used not only in connection with the boilers, but 
for a refuse destructor as well, should the local authority decide to 
erect one on the adjoining land. The shaft is 140 feet in height 
from the ground level to the cap. The buildings are being con- 
structed of local bricks, faced with red stocks, which will also be 
used for the external face of tlie chimney shaft. The engine room 
internal walls are faced with glazed bricks in three colours. The two 
engiues are built by the Robb Engiueering Company, Limited, 
Amherst, Nova Scotia, Canada. They are of the Robb-Armstrong 
automatic cut-off, tandem compound, side-crank ty pe, and are capable 
of developing 250 1. H.P., with 125 lbs. initial pressure when cutting 
off at about 3 stroke in the high pressure cylinder, aud running at a 
speed of 200 revolutions per minute. There are two Wheeler 
Admiralty surface condensers, each with 400 square feet cooling 
surface, and mounted on a combined air aud circulating pump 
with stecl cylinders. The two boilers are of the Lancashire 


_ type, fitted with Galloway cone tubes, and are 28 feet long 


and 7 feet 6 inches in diameter. The switchboard consists of two 
generator panels, one total output panel, one feeder panel, one 
Board of Trade panel, and one station lighting panel, tall being in 
black enamelled slate. On the top of each panel will be mounted 
an eflicient lighting arrester. There are two compound non-con- 
densing pumps, manufactured by the Blake & Knowles Steam Pamp 
Works, London, the steam cylinders of which are arranged tandem- 
wise, with the high pressure steam cylinder inside. There is also a 
Green's economiser, having 96 tubes, fitted with new patent 
improved gearing. There are two standard direct-coupled genera- 
tors, having a rated capacity of 150 xw. 

The line in Cleethorpes consists of two miles of double track, part 
of which is now in course of construction. "Throughout, the centre 
poles for carrying the overhead equipment are to be 30 feet in length, 
and constructed to stand a test of 750 lbs. The terminal poles are to 
be capable of withstanding a strain of 1,500 lbs. In addition to the 
feeder cables there will be a three-core pilot and telephone cable 
running over the entire length of the line. The contractors for 
the power station and depot are Messrs. Wilkiuson & Houghton, of 
Cleethorpes; the track is being constructed by Mr. C. L. Duke, of 
Plymouth, and Messrs. Dick, Kerr & Co., Limited, London, are 
the contractors for the electric plant, overhead constructions, 
feeders, cables, &c. 

Mr. John Glenn, C.E., of London, is acting as the tramway 
company's engineer, for the erection of the buildings, the laying 
of the track, and the putting down of the steam and electrical 
plant. lt is proposed to have the whole of the lines ready for 
electric traction early in the new year. 


—— —u—— 


RECENT AMERICAN STEAM ENGINE 
PRACTICE. 


PracticE in steam ecnginecring in America, as with ourselves, 
has probably changed to meet new conditions rather than pro- 
gress towards improved economy. Mr. Stanwood diseusses late 
developments in Cassiers Magazine. He states that there is а 
tendency to reduce shaft lengths, er, rather, the distance from the 
centre line to the end of the main bearing in side-crank engines, by 
cutting down the length of the crank-pin, shortening the hub of the 
crank to two-thirds the shaft diameter, and making the crauk-pin 
without a collar—an old method in English practice--aud the main 
bearing box without flanges. These cut down the distance named 
from.25 to 33 per cent. Framing is made heavier, and cross head 
pins are enlarged to stop the cutting to which their small movement 


—_ £228 
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of oscillation renders them subject. The obviously necessary 
increase of the diameter of centre-crank engine shafts to that found 
necessary on side-crank engines, especially where all power goes 
from one end as in direct-connected dynamos, has been undertaken, 
we are told, but we do not hear that steps have been taken to avoid 
placing the generator at the end opposite from the fly-wheel. 
Either this should be done or we ought to be told less about the 
terrific stresses in engines for traction work. In order to prevent 
uneven bearing stresses two bearings are preferred, and have led 
to very clumsy shafts. Some engines are now made with a central 
rope drum to drive arc machines, and two side shafts driven by a 
globe-bearing crank-pin, these shafts carrying each a generator. 

The self-oiling Ball engine.is simply an enclosed horizontal 
engine with splash lubrication. А vertical Ball engine is illustrated 
in which the shaft bearings are fixed in jaws opening laterally into 
the main framing. Thus the main shaft is removable laterally by 
taking off the main bearing caps. Such a method of construction, 
while eminently convenient, renders necessary a sound connection 
between the caps and the frame, otherwise the engine frame 
must be made too much like the jaws of a shearing machine. Such 
a connection does not appear, however, to be provided in the engine 
illustrated. i 

The Buckeye Company have adopted a peculiar double piston 
valve, which consists of an outer valve that works in a shell or 
seating forced into the valve chamber casting in a manner identical 
with that employed by a well-known Lancashire firm this 40 years 
or more. This main valve, of which there is one to each end of the 
cylinder, exhausts over its outer ends, and admits steam by ports 
cut through its body, these ports being controlled by an inner piston 
which acts as a cut-off valve, on the lines of the Meyer double slide. 
The whole device is a combination of the old English form of piston 
valve with a still older cut-off, that was employed in Lancashire in 
conjunction with the old D valve, the only difference being, that the 
cut-off valve in the old D was, of course, flat. This Buckeye valve 
should prove good, but it might have been simplified by rejecting the 
inner piston and giving to the one piston valve the partial rotation 
for cut-off that distinguished its English prototype. 

For the bedplate of the Reynolds-Corliss engine much is claimed. 
It consists of a whole-framed bed to carry the main bearing, 
with a raised end or hood to attach to the bored guide-piece that 
connects the hood to the cylinder. If good design is beautiful, this 
design must be far from good, for it is ugly to a degree, though it 
probably lends itself to economy in the workshop. Mention is 
made of Rockwood’s compound engines, which rival triple-expansion 
engines in economy, operating with 25 to 35 expansions, and being 
thoroughly jacketted and fitted with liberal re-heaters. They use 
steam at 160 to 180 lbs. pressure, have a cylinder ratio of about 1 to 
7, and use 12 lbs. of dry steam per r.H.P.-hour. 

Probably Mr. Rockwood looks after the drying very well, and is 
alive to the fact that compounding in every degree, even to the 
sublime third, is only one way of combatting cylinder effects, which, 
if abolished, would seem to call on us to abolish our faith in com- 
pounding. 

A pumping engine constructed by the Nordberg Company, of 
Milwaukee, has developed 162 foot-pounds of work (? indicated) 
from 1 British thermal unit. This engine is vertical, of the quadruple 
expansion type, and has receivers and re-heaters after each of the 
first three cylinders, as well as jackets; it has also a series feed- 
heater, each section of which receives steam suocessively from onc 
of the intermediate receivers. The result is a feed at 311? F., and 
an approximation to a Carnot cycle of events. 


THE SYNCHRONISATION OF 
ALTERNATORS COUPLED IN PARALLEL. 


[Condensed translation of the second and third parts of a paper 
entitled “A Study of the Transmission and Distribution of 
Energy by Alternating Currents,” read before the Société Inter- 
nationale des Electriciens by M. Maurice Leblanc. ] 


(Continued from page 581.) 


MODIFICATION IN THE METHOD OF CONSTRUCTION OF INDUCTION 
MACHINES. 


The secondary circuits of the induction machine cau no longer be 
closed on themselves, but must be connected with the externul 
apparatus, capable of furnishing the E.M.Fs. necessary to ensure 
the apparent diminution of the coefficient of self - induction. 
Although that brings no serious complication, as we have attached 
great importance to the fact that the secondary circuits of induc- 
tiou machines, being closed on themselves, dispense with movable 
contacts, it appears to us useful to describe forthwith an arrange- 
ment allowing of both the primary and secondary circuits being 
fixed, and in which only intermediary circuits, closed on them- 
selves, will be movable. 

This arrangement is represented in figs. 9, 10, and 11. It 
requires the employment of two distinct machines, A A, B B, 
assemb'ed ou one base, around the same axis, оо (see fig. 2). Fig. 9 
represents two half-sections made by a plane normal to the axis, 
one through machine a a, the other through machine B в. 
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The machine, a A, is composed оё: — 
1. A crown of fixed iron plates, С c, carrying the primary wini 
of a single-phase induction machine. We have supped this 
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2. A movable crown of iron plates р р. Close to the peripheral. 3 :< 
of this crown are arranged the copper bars b b, insulated from egy. ks 
lj d 


iron and regularly placed around the axis of the machine "ond 
ends of these bars turned towards the outside of the system SEA ~=: ; 


* . 


"az yv y FP в ® Ie n 12. 1s Me 15. 6 nob 19-20 en m 


Юе. 11. ы. 


7. ШИ" 3i 
por 8 12! SOME 


secured electrically aud mechanically by & circle i on {үздү 

which they аге fitted. Their other extremities ovable cru“ 

secured to the ends of the bars belonging 10 the m 

the machine B B, as will be explained later. 
The machine, в B, is composed of :— 


ing either serena 
1. A crown of fixed iron plates, E Е, CAITJ ing 
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identical circuits regularly displaced with reference to each other 
or an armature Winding like that of continuous current machines. 
This winding may still consist of bars arranged in a circle, as repre- 
ented in figs. 9 and 10. "A 

3. A movable erown of iron plates F F. The circuits carried by 
this crown are formed and arranged like those of the crown D D. 
In particular the numbers of bars of which each is composed are 
| = connections between the ends, which are turned towards the 

interior of the machine, of the bars belonging to the two movable 
crowns, D D and F F, are made in the following manner:— 

Suppose in order to fix our ideas that the windings of the fixed 
owns, C C and Е F, are for four poles, and that the movable crowns 
se each furnished with 48 bars, as represented on figs. 9 and 10. 

Consider the free ends of 24 consecutive bars belonging to the 
town D D, and the free ends of 24 consecutive bars belonging to the 
crown F Р. 

Upon fig. 11 же number the ends of the bars of the crown D D, 
1 3, 3—24, and the ends of the bars of the crown F F, 1’, 2’, 39'—24. 
We connect, as we see on that figure, 

the free end of bar 1 to that of bar 24' 

2 23’ 

9? ?») )» 77 › 

» 77 3 79 79 22 

3? 73 7; 77 ј 
In this manner if the bars 1, 2, 3—24 are traversed by alternating 
currents of the same frequency, but whose strengths may be 


1 
24 
Haveme the bars 1, 2’, 8’—24’ will present differences of phase 
seeding in inverse order. 

It follows that if the first currents develop a field turning іп a 
ertain direction with reference to the surface of the crown D р, the 
sond will develop a field turning in the opposite direction with 
reference to the surface of the crown F F. 

Under these conditions the circuits of the crown o С, will serve 
‘tthe primary of the machine a A, and the circuits of the crown 


acessively displaced by r of a period, the currents which 


>», for its secondary circuits. These instead of being closed on 


themselves will deliver alternating currents in the circuits of the 
movable crown F F. 
^o the machine B в, whose secondary circuits will be formed by 
(ose of the crown E E. 

Our generator will thus be formed by the union, upon one base, 
snd around the same axis, of two induction machines mounted “in 
ande.“ 

Such а machine requires, for the same frequency of currents 
wnerated, a speed only half that of an ordinary machine; that is 
‘say, that with the same tangential speed we shall be able to give 
i development twice as great to each of its elements, which isa 
vusiderable advantage in itself 

Put the principles upon which such a machine operates being 
centieal with those of an ordinary machine furnished with rings 
ind brushes for collecting or delivering the current, and these last 
ng more easily represented, we shall suppose, in what follows, 
‘at we have always to deal with them. 


ETHODS OF ARTIFICIALEY DIMINISHING THE COEFFICIENTS OF 


SELF-INDUCTION OF THE SECONDARY CIRCUITS OF AN INDUCTION 


MACHINE. 


tis known that a condenser, placed in a circuit traversed by an 

‘ernating current causes an apparent diminution of the coefficient 
Alt- induetion of that circuit. 

The apparent energy that a given condenser can absorb is pro- 
tional to the frequency of the currents which traverse it. Con- 
~juently, by making use of these apparatus, we lose all the 
сташаре resulting from the diminution of the apparent energy 
essary for the excitation of our generators, obtained by exciting 
еш with the currents of lower frequency which traverse the 

uced circuits of these machines. 

lt is not the same if we use condensers of the electrolytic 
“©; we may consider these last as ordinary condensers, 
1 enormous capacity, which break down when the effective 
maintained between their terminals exceeds 1:4 volts, 
‘are all able to spontaneously reconstruct themselves. But if 
‘ci capacity is very great, or rather, the quantity of energy that 
"у are able to store with a given volume and weight, their 
m is very great also, while that of ordinary condensers is 
г11010е. 
ihe efficiency of these apparatus increases when they are traversed 
7 currents of lower frequency. They are quite useless when we 


‘sh te nse them, for example, to split single-phase currents of the 


ial frequency, but are very convenient 1n our case, where we are 
ig with currents of only one quarter the frequency. 

it is snfficient, in order to make good use of them, for them to be 
“versed by currents whose density does not exceed that of currents 
—rging accumulators. Under these conditions they do not heat, 
“withstanding continued usage, and they give a good return. 


(To be concluded.) 


THE NICLAUSSE WATER-TUBE BOILER. 


“E have recently had а good deal to say on water-tube boilers in the 
ivy, with special reference to the Belleville boiler, the principles df 
'hich we have steadily and persistently denounced as inimical,to 


These circuits (F F) will serve as the primaries : 


the safety of the British Empire. "Though the Niclausse boiler is 
also of French origin, and is not calculated to produce smokeless 
combustion of bituminous coal, we can at least admit that its tubular 
construction and arrangements are safe. Its tubes are constructed 
on the principle of the Field tube, that is, with an outer tube with 
one end closed and the other delivering into a chamber, and con- 
taining an inner tube fed at its other end from another chamber, and 
delivering at its lower end near to the closed end of the outer tubes. 
The tubes are inclined, and there is thus afforded a free entry of 
water to the tubes, and a free delivery from them into an uptake 
chamber. The two currents are separated, and there is a reason- 
able expectation that circulation will establish itself and vigorously 
continue. Thus the Niclausse boiler should be safe, though we fear 
it must inevitably be smoky as arranged, in spite of the lining of the 
furnace sides with brick. 

In the development of the boiler the tendency has been towards 
a reduction in the size of the tubes. Originally they were made 
with tubes of 4 inches (actually 100 mm.), while marine boilers were 
made with 34-inch tubes (82 mm.). The larger tubes have now been 
given up, and the smaller size substituted, with great improvement 
in the facility of handling and removal. In small warships the 
tubes are only 40 mm., aud this isthe size in the French torpedo 
cruiser, Fleurus, a vessel of 4,000 H. p., and in the 7éméraire, of 1,500 
H.P., a trial from this type showing a combustion of about 82 lbs. 
per square foot for as much as 10 hours at a time. The peculiarity 
of the boiler is the method of fixing the tubes. They are not 
expanded пот are they screwed in, but аге coned and pushed into 
coned holes, the tube being thus coned into both front and back 
plates of the headers, while the internal tubes are held in the back 
plate and supported freely in a central plate that divides the header 
chamber into up and down-comer sections. The outer tube is eut 
away where it passes through the up-comer, and the iuner tubes are 
cut away in the down-comer so as to afford ingress and egress 
rcspectively. 

All tubes are identical, and all joints metal to metal, and it is 
claimed that repairs are easily made, so that a tube is said to be 
removed in 90 seconds and a whole section may be changed in 
30 minutes. 

The steam drum extends across the boiler, aud the headers con- 
nect iuto it below, so that the up and down-comers are drowned, 
but there are extension cones to keep the inlet and outlet openings 
apart, or other means are taken to give this effect. There have 
been several vessels of the French Navy fitted with the boiler, and 
some of the Spanish ships were so fitted. А trial was intended of 
one in the British Navy, and the Seagull is supplied with the boiler, 
but no proper trials have, we believe, been made. If the Belleville 
boiler owes its adoption to Mr. Goschen, we may hope that it will 
disappear with him, and that the future of our navy may be in the 
hands of those who will adopt no boiler that has not been proved 
suecessful. We say this with a full recollection of the great 
and glorious tests of the Powerful and Terrible, and also in view 
of their sequel in the utter condemnation of the Europa. 


THE COMPULSORY SUPPLY OF 
ELECTRICITY. | 


THE legal liability to supply electricity to all comers within their 
district (this being the consideration “ раа” to the public by all 
electric supplies companies in return for Parliamentary powers), is 
formulated in Sec. 27 of the Electric Lighting (Clauses Act), 1899. 

Sub-Sec. (1) of that section provides that the undertakers shall 
furnish an adequate supply to every consumer within 50 yards of & 
distributing main of the undertakers in which they are required to 
maintain, or are maintaining, a supply of energy for the purposes of 
general supply. The necessary lines, &c., must be laid by the under- 
takers, subject to the following conditions:—(1) The cost of all 
electric lines laid on the premises of the consumer, and (2) the cost 
of so much of such connecting lines as it may be necessary to lay 
for a greater distance than 60 feet, are to be borne by the consumer, 
if the undertakers so require. 

It should be remembered that there are two kinds of mains 
through which electricity may be supplied by undertakers; (1) 
those mains which must be laid in accordance with the special 
order within two years of its commencement [See Sec. 21, Sub- 
Sec. (1) of 62 & 03 V., c. 19], and (2) those which may be laid at 
the requisition of owners and occupiers in accordance with Sec. 24 
(1) of the Act. The supply of electricity through all such mains to 
the premises of any consumer is apparently compulsory. 

According to the Regulations for Ensuring a Proper and 
Sufficient Supply of Electrical Energy," published by the Board of 
Trade in 1895, * No change shall be made in the pressure of the 
supply to any premises which at the date of these regulations are 
supplied with energy by the undertakers ekcept with the consent of 
the consumer." 

Each owner or occupier requiring a supply of electricity must 
(by Sec. 27 (2) ), (a) serve a notice upon the undertakers specify- 
ing the premises to be supplied, the amount required, and the date 
upon which the supply is to commence ; (5) if required contract to 
receive and pay fora supp'y of energy for a period of .at least two 
years of such an amount that the payment to be made shall not be 
less than 20 per cent. per annum on the outlay incurred by the 
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undertakers in providing electric connecting lines in accordance 
with this section; (c! if required, give security for the payment to 
the undertakers of all monies which may become due to them in 
respect of lines and energv. 

The outlay incurred by the undertakers in providing electric 
lines will not often be large, seeing that the mains usnally run 
along the street, and the whole expense of laying connecting wires 
on his own land falls on the consumer. The giving of security 
ensures continued payment to the undertakers should the premises 
come into other hands. " 

A further provision with regard to the giving of security may Бе 
found in Sub-See. (3), which provides that the undertakers may at 
any time, by giving seven days’ notice, require the owner or occupier 
to give security for monies due and to become due. 

It is useful to notice that incoming tenants are not liable to pay 
arrears of rents unless thay have expressly undertaken to be во 
liable. Thus, by Sec. 39 of 34 and 35 Vict., c. 41:—“ In case any 
consumer of gas supplied by the undertakers leaves the premises 
where such gas has been supplied to him, without paying the gas 
rent or meter rent due from him, the undertakers shall not be 
entitled to require from the next tenant of such premises the pay- 
ment of the arrears left unpaid by the former tenant, unless such 
incoming tenant has undertaken with the former tenant to pay or 
exonerate him from the payment of such arrears.? 

A question sometimes arises whether the owner or occupier of the 
house in question is properly chargeable with the rent. In the case 
of Westminster Electric Supply Corporation v. McCall and Macintosh 
[ELECTRICAL Review, July 30th, 1897, p. 151], the company had ar- 
ranged to supply current to McCall. He paid his aceount from time to 
time in the ordinary way, and then sublet to Macintosh, duriug whose 
tenancy the company was unable to obtain any payment. Even- 
tually, and as the result of an action brought by the company against 
MeCall and Macintosh, his Honour Judge Lumley Smith decided in 
favour of the company, holding Macintosh, the sub-teuant, liable to 
pav for the supply and all the costs of proceedings. 

The owner or occupier must not use any form of lamp or burner, 
or the energy supplied in such a manner as to interfere unduly or 
improperly with the efficient supply of energy to any other body or 
person by the undertakers. If he does so, the undertakers may dis- 
continue to supply energy to his premises. [See Sub-Sec. 4., Sec. 
27. | 

The above provision must be qualified by reference to Sec. 18 of 
the Act of 1582, which provides that undertakers shall not be 
entitled to prescribe any special form of lamp or burner to be used by 
any company or person, or in any way control] or interfere with the 
manner in which electricity supplied by them is used. 

Undertakers need not supply energy unless they are reasonably 
^atistied that the electric lines, &c., therein are in good order aud 
not calculated to afflict injuriously the supply to other persons 
[Sub-Sec. 5.] 

All differences arising under the section are to be determined by 
arbitration. 

The maximum power which may be demanded by a consumer is 
defined very literally in Sec. 28 of the Act. Should the consumer 
desire any alteration in that maximum, he must give one month's 
notice to the undertakers and bear the expense of all alterations 
himself. Differences between the undertakers and occupicrs as to 
what constitutes ' reasonable consumption on the premises" are to 
be determined by arbitration. \ 

The supply of electricity to public lamps is provided for in 
Sec. 29. All lamps within 75 vards from any distributing main 
of the undertakers must be supplied with such quantities as the 
local authority may*require to be supplied. Default in supplying 
electricity to public lamps involves the payment of a penalty not 
exceeding 40s. for each lamp, aud for each day an which the default 
occurs (Sec. 30, 1). , 


PENALTIES FOR FAILURE TO SUPPLY. 


When undertakers make default in supplying energy to any 
owncr or occupier of premises to whom they are under obligation to 
supply energy, they become liable to a daily penalty not exceeding 
408. (Sec. 30, 1). | 

The penalty is here incurred by improperly cutting off or discon- 
tinuing the supply of electricity [Commercial Gas Company v. 
Scott, 44 L.J. 171; 10 L.R Q.B. 400; 32 L.T. 765; 23 W.R. 874]. 
It would seem from this case that the undertakers are liable to 
penalties (a) if they refuse to supply electricity at all; (b) if they 
refuse to supply it at a particular pressure. Save possibly by indict- 
ment, there is no other remedy open to the consumer. He cannot 
bringanaction against the company (see Clegg v. Earby Gas Company 
(1896) 1 Q. B. 592; 65 L. J. Q. B. 339], where Wills, J., said at 
p. 594 “In my opinion this is one of those cases where the principle 
applies, that, where a duty is created by statute which affects the 
public as the publie, the proper remedy if the duty is not per- 
formed is to indict or take the proceedings provided by the 
statute." [See also Sheffield Waterworks Company v. Wilkinson 
and Corbidge, 43 J. P. 703.] | 
-If the undertakers make default in supplying energy in accor- 
dance with the Board of Trade regulations, they are liable to the 
penalties thereby inflicted [Sub-Sec. 3]. 

The penalties referred to here are those contained in R. 8 of the 
Board of Trade Regulations, 1895. 

Penalties inflicted in accordance with this section are not to 
exceed in the aggregate £50 a day unless the undertakers have been 
guilty of wilful default. No penalty is inflicted if the Court are of 
Opinion that the default was due to inevitable accident force 
meyrure, or was of a slight or unimportant character. [See Sub- 
Sec. 4.] 

As to what constitutes inevitable accident, reference may be 
made to the Irish case of the Sun Insurance Company v. The Cor- 


poration of Dublin (noted in the ELECTRICAL REVIEW, December ith 4 
1898, p. 859). There the breakdown was due to a defective eats 
which, when laid down, was the best known to the trade. It had given 


satisfaction for four years when it was discovered that, owing to vast „ 
some unaccountable chemical action, the rubber was destroyed, Тм ME 
magistrate accepted the.engineer's evidence that the failure vu фы % 


to unavoidable accident, and dismissed the summons without costa dst 

The expression force majeure is equivalent to tha Aet of | 
God. For the purpose of limiting the liability of a commo 
carrier, this term has been defined to mean not merely ay 
accidental circumstance, but something overwhelming Oakley t. 
Portsmouth, &c., Steam Packet Company, 11 Exch. 623; 25 L. J 
Ex. 101, per Martin, B.), which could not happen by the ider eee 
vention of man, as storms, lightning and tempesta. Ferd. 
Pittard, 1 T. R. 33 per cur.), and which "could not have bees 


prevented by any amount of foresight and pains and саге reasonably n 
to be expected from" the carrier. [Nugent r. Smith, 1C P. D puo 
441.] „ ' V ae 
| qam us 
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THE UNIONS OF STATE EMPLOYÉS “=... 

3 7 RNC EEEN t Lows n 
SPEAKING at a General Committee meeting of the London bu ae 


of. the Postal Telegraph Clerks’ Association, Mr. С. Н. Garland aid “71: 
he wished to speak ou а most important topic. There wasnomoe ^ ^ 7 
interesting figure in the modern political arena than M. Milemd — " ч 
the French Minister of Commerce, Industry, Posts and Тее шк m 
A socialist, and the author of the famous St. Mandé programme, bz: 
spoke as the voice of the French intellectuals. Naturally his aiten — 777 
to the Ministry was watched with interest by all State empor .. 
Speaking on October 7th, he had told the miners iu Lens his view 
on the utility and functions of trades unions, There was he mid, “ 
an epoch when even the community of suffering was denied to the ' ^ 5 = 
proletariat. But iu 18 14 the Empire, in the foolish hope of making 7 
the workmen forget that political liberty was the first пека f 1 


1 


, condition of all other liberties, granted them the right to combine.“ Cid 


and struggle. This was a sacred right, upon which no Government 

would dare to lay its hand, for it was the supreme recourse of the 

worker in his need. But how dangerous was the exercise of this " 
right. Master aud workmen alike suffered, and victory was dearly © — 
won in all cases. When all good spirits were occupied in securing. тше 
peace between different nations, how wise and logical it would  — zii 
to devise means of preventing war between children of the sm “ii ting 
nation. He looked to arbitration to effect this, and perswaly ^ zs b 5 
leaned towards compulsory arbitration. But arbitration presup сидр 
posed organised corporations of the workers, which could depote e 
representatives, and contract in the name of the corporation. He льщ 
had on all occasions, and by every means at his disposal, urged the саг 
workers to organise. He had been accused of organising social wat * idt 
on the one hand, and of sacrificing his principles on the other. Nexbet t, 
was true. He believed wage service to be no more eternal tha * . N., 
slavery, and believed that property must assume a social form. ВЕЙ ут, 
was neither by the way of violence nor of hate that the proletariat ea 
would reach emancipation. He would conquer by making himself T9 amne 
each day more capable, by disciplining himself, by raising himsel — :;.. 
He would conquer by incessant and laborious effort. It was the o. 


ec p 
duty, the true rôle of Government to aid to its utmest this beneficent |o, 
evolution. He would neglect nothing that would smooth the waf , 
of the worker on the pacific and fruitful route of their emancipation. ,, 
In a subsequent interview with him (Mr. Garland), M. Millerand . SN 
said that he believed that the amelioration of the conditions of State : 
employés, like that of other workers, depended mainly on themselves, 

and the work and functions of unions would play a large part in the - 
working out of their salvation. In England trade unions were X 

well known and understood that no difficulty existed in the Pur 
way of the formation of unions of State employés. In Frane, Е с 
however, the state of public opinion was not пуй, 7 
advanced, and unions, even outside the State, were ni 9 ^. ^"^ 
well understood. He thought, therefore, that the time W = 
not yet ripe for such unions, but believed they would vii NIE 
a useful purpose when the condition of public opinion permitte © co. 
their formation. He believed that such a state of public cinen 
was beginning, and the French were becoming accustomed to We — " *: 
idea of State employés unions through the existence of und“ | 
among the employés of the State tobacco and match factories The "ni 
postmen. were even now forming a trades union, and no interfereace E 
had taken place. He believed the use of their votes Vy thettr .— =a 
ployés of the State as a means of obtaining ameliorations in tb 
conditions, was a legitimate use. He thought some disincbe? с: 
should be made between the civil rights of a State employéandthe =~. 
employés of private firms; but, although he believed 18 the b 
nationalisation of industries, he ventured no opinion on the | 
deprivation that would result to the workmen in the varie S сыы 
dustries. He thought that by the.time the State was the un ME 
master, there would be no need for unions or the exem * >` T 
civil rights to obtain ameliorations. He gave по opm. >: 
on the suggestion that during the transitional pened : E 
would be well to give this safeguard to the workmen. e: — 
Union of Postmen referred to by M. Millerand was a true m NUS 
union, whose functions were the promotion of economic meastr® ^ de 
favour of the members of the Union. It proposed that the exe 

tive of the Union should act as intermediary between the muse 

and his staff and the postmen, and one of its rules gave powe ү 

the Union to give monetary assistance to the members of oth! 
trades unions on strike. The Union would severely test the dix 
puted right of combination among the French postal staf. | 
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OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible, Free use of fictitious names, ꝙc., 
way be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
tka views which he may express.) - 


Р No. 27. 

„ELECTRICAL ENGINEER” writes: “In this district considerable 
damage has been occasioned by the sinking of the ground beneath 
the highways, owing to mining operations. Electric and other 
mains are seriously interfered with, and in some cases actually 
broken, by the withdrawal of support. I shall be glad to have 
tte opinion of your legal correspondent as to whether the company 
shich owns the electric mains in question have any, and if so, what 
nght of action against the mine owners.” | 

% * Thescmewhat novel query put forward by “ Electrical Engineer,” 
is one which must affect large districts in the North of England. It 
was decided in the case of Normanton Gas Company v. Pope (52 ' 
LJ., Q.B. 629; 49 L.T. 798) that owners of minerals under gas pipes 
are bound to give them proper support, but, on the other hand, are 
entitled to compensation under the Gas Acts for the limitation of 
wer.thereby imposed upon them. The same principle was applied 
te electric lighting mains by the Act of 1882, Section 38 of which 
provides that :—“ Nothing in this Act shall limit or interfere with 
the rights of any owner, lessee, or occupier of any mines or minerals 
ling under or adjacent to any road along or across which any 
cleetric line shall be laid to work such mines and minerals.” On 
the ame principle, owners of mines would be entitled to compensa- 
twa for any such support that might be required for electric lines 
nde Section 17 of the Electric Lighting Act of 1882. 

The above opinion is based upon the assumption that the company 
in question are not the highway authority. If they are, they have 
1remedy for damage done to the highway. This right is preserved 
ty Section 47 of the Highways and Locomotives Act, 1878 [see 
Attorney-General v. Conduit Colliery Company (1895), 1 Q.B. 301 ; 
33 J.P. 70]. 


No. 28. 

“Sera Tuomas ” writes:—'' A joint stock company is formed with 
sa authorised capital of a certain amount, part of the stock being 
eazeribed for and being either wholly or in part paid up. An 
wue of debentures is contemplated, which together with the sub- 
&ribed stock is not as large as the authorised capital. Have special 
lowers to be obtained for the issue of the debentures ?" 

„ “Seth Thomas” appears to assume that the amount of deben- 
tas which a company can issue has some relation to its authorised 
capital. The issue of debentures by a company depends upon the 
powers conferred by the memorandum of association. “There is 
un doubt,” said Lord Selborne, that where there is not an express 
prohibition against borrowing in a case of a company or a society 
wctituted for special purposes, no borrowing can be permitted 
«ооё express authority unless it be properly incident to the 
“arse and conduct of the business for its proper purposes [Black- 
tara Soc. v. Brooks, 22 Ch. D. 61,70]. To put it shortly, a com- 
ray may, subject to the restrictions in its articles, borrow all such 
"ims аз it may require. There is no limit fixed by the Companies 
Act as to the extent of the borrowing powers of a company, nor are 
auy directions given as to the manner in which those powers are to 
w exercised. 


No. 29. 


"EsemEER" writes:—''I shall be, glad if you will be kind 
‘nough to supply answers to the following legal queries: (1) Where 
3 nominal 100-volt pressure is contracted for, what variation of 
turce would be considered as constituting a breach of contract, and 
lat remedy would be open to the person contracting to receive the 
"Ippy? (2) Where it was understood that the current supply 
“vuld be available during the usual lighting hours,’ what exact 
‘terpretation should be given to the term usual lighting hours?’ 
1 Where the current is supplied by contract, and not by meter, 
“id on the understanding that certain candle-power lamps ouly 
004 be used, would the consumer be justified in changing his 
amps for a lower voltage of the same candle-power, to correspond 
*.th the drop in pressure occurring on the supplying mains? " 

„ In answer to the first question put by Engineer," we would 

*fer him to the Board of Trade Regulations for 1895. It is pro- 
"ded by Regulation B (7) as follows: —“ The variation of pressure 
* апу consumer's terminals shall not under any conditions of the 
"plv which the consumer is entitled to receive exceed 4 per cent. 
‘tun the declared constant pressure." The remedy is also provided 
vy these regulations. Thus R. B (8) provides that if the under- 
‘axers make default in complying with any of these regulations as 
to supply, they shall, subject to the provisiohs of the order, be 
Able on conviction to a penalty not exceeding £5 for every default, 
sad to a daily penalty not exceeding £5." 
. With regard to Question 2, the decision of the point seems to 
‘epend upon a variéty of circumstances. Thus in London “usual 
-:zutiag hours" would include the times when artificial light is 
‘dered necessary by thick fog, and the time of sunrise and sunset 
vould also be taken into consideration. 

We might add that a contract based on usual lighting hours is 
-nsatistactory in the extreme. 

3. So long as the lamp used by a consumer has no prejudicial 


light, and certain o'her rays or waves, and in the inunuiucture of the same.“ 


effect upon the"general supply, it seems that a consumer may employ 
any lamp he chooses. By Section 18 of the Electrie Lighting Act, 
1882, it is provided that the undertakers shall not be entitled to 
prescribe any special form of lamp or buruer to be used by any 
company or person, or in any way to control or interfere with the 
manner in which electricity supplied by them under the Act and 
any license, order, or special Aet, is used. Provided always that no 
local authority, company, or person shall be at liberty to use any 
form of lamp or burner, or to nse the electricity supplied to them 
for any purposes, or to deal with it in any mauner so as to unduly 
or improperly interfere with the supply of electricity supplied to 
any other local authority, company, or person by the undertakers, 
aud if auy dispute or difference arises between the undertakers and 
auy local authority, company, or person entitled to be supplied with 
electricity under this Act, ог any license, order, or special Act as to 
the matters aforesaid, such dispute or difference shall be determined 
by arbitration. 

Provided he does not come within the four corners of the above 
section, we see no reason why Eugineer" should not use any form 
of lamp he may desire. 


NEW PATENTS AND ABSTRACTS OF 
| PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
Agents, 822, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


ү] 


18,806. ‘Improvements in ‘trolleys’ and junction frogs’ for use on elec- 
tric railways aid tramways.” D. B. Foster, G. P. GissoN, and H. Fosri&. 
Dated October 22nd. i 


18813. "Improvements in electric locomotives." B. Hopkinson. Dated 
October 22nd. 
18,816. Improved electrical indicator for use with nlternating-current ap- 


paratus," C. L. CLARKE. Dated October 22nd. (Complete.) 

18,820. ‘Improvements in electric arc lamps.“ H. BREMER, Dated October 
22nd. ; | 
18,834, ‘*Improvements in voltmeters.” N. Vasinesco-KanreNn. Dated Octo. 
ber 22nd. 

18,855. ** Improvements in connection with electrically driving machine tools 
or other mechanism.” T.HumpaGrE and ErrcvcLic MANUFACTURING COMPARY, 
LiMrr&b, Dated October 22nd. 

18,865. ‘Improvements in apparatus for the production of electrical oscilla- 
tions." J. A. FLEMING and MancoNi's WIRELESS TELEGRAPH CUMPANY, LIMITED, 
Dated October 22nd. 

18,874. ‘A revolving centre-piece for two-storey electric cars.” 
and E. Scorr. Dated October 23rd. 

18,889. A new or improved electrically operated billiard marker." V. Horr, 
Dated October 23rd. 


W. H. Dons 


18,898. “Improvements in electric recording instruments for motor cars.“ 
P. Sixo En. Dated October 23rd. 

18,904. Improvements in or relating to thermo-electric ba'teries." W. J. 
CrawrorD and T. B. Turkey. Dated October 23rd. (Complete.) 

nr “ Electric meters.” Т. A. EnpisoN, Dated October 239rd. (Com- 
plete.) 


18,2921. “Improvements relating to electric furnaces.” G. BENEDICKs. 


Dated October 23rd. (Comple:e.) 


18,924. ‘Improvements in electric switches.“ W. Н. CHIPPERFIELD and 
E. S. Соок Dated October 23rd. | 

18,025. “Improvements in electric switches," W. Н. CHIPPERFIELD and 
E. S. Cook. Dated October 23rd. 

18,984. ‘Improvements relating to electric incandescent lamps." R. 
TriMMEL. Dated October 28rd. 

18,910. “ Improved means for the electrical illumination of the dials of ships’ 


telegraphs and for similar purposes," EVEKSHED & VIGNOLES, LIMITED, aud 5. 
EVERsHED. Dated October 23rd. 

18,967. ‘Improvements in electric incandescent lamps." R. B. RANSFORD. 
(A. W. W. Miller, United States.) Dated October 28rd. (Complete.) 

18,975. ‘*Therme-electric generator." W. L. Wise. (M. J. Wightman, 
United States.) Dated October 23rd. 

19,050. “An improved electric-circuit closing thermometer.” 
Dated October 24th. 

19,058. ‘Improvements in electrical brakes for railway cars.“ F. C. 
NEWELL. (Date applied for under Patents, &e., Act, 1883, Section 108, March 
28th, 1900, being date of application in United States.) Dated October 24th. 

19,071. ** Improvements in and relating to a magneto-clectric generator with 
governing arrangements for ignition purposes on motor cars, stationary gas and 
oil engines, and other purposes." F. T. Reip and W. SHEPHERD. Dated 
October 25th. 

19,072. “Improvements in electric accumulators.” 
October 25th. 

19,076. Improvements іп or in connection with the means for electrically 
lighting miners’ safety andsimilar lamps.” J. C. Besr. Dated October 25th. 

19,095. “Improvements in or applicable to electric ceiling roses, electroliels 
and the like.” C. W. WarriNG, JUN. Dated October 25th. 

19,099. “An improved electrode for accumulators of electricity." 
Dated October 25th. Complete.) 

19,118. “Improvements in secondary electrical batteries, accumulators." 
P. SriEeNSs. Dated October 25th. 

19,119. "Improvements in or connected with the electro-deposition of metals 
or metallic alloys." G. E. VAUGHAN. (H. Koegel, Germany.) Dated October 25th. 

19,150. “Improvements in electric light lampholders with shade carriers.” 
А. Н. McNaveHTr. Dated October 26th. | 

19,151. ‘Improvements in trolley-heads for overhead conductors of electric 
railways.“ R.J. UngcrHanr and Н. бооруп. Dated October 26th. 

19,163. “ А frictionless balance for weighing gravitational electric and other 
forces," W. "1 номѕох, Baron Kelvin of Largs. Dated October 26th. 

19,107. “Improvements in and relating to e'ectrical resistances variable by 


F. Cossor, 


G. J. Grass. Dated 


J. MYERS. 


J. T. ARMSTRONG and E. A.Goppin. Dated October 26th. 
19,183. ‘Improvements in and connected with electrical 
switches.” E. G. Hancourt. Dated October 2th. 


pushes and 
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19.213. Improvemonts in dynamo-electric machines and motors, and in 
means for regulating the same.” L. B. ArxIN SON. Dated October 26th. 


19,220. “Improvements in unions or connections for electric light pedants 
and other fittings.” H. Hirstand J. H. CoLLINGS. Dated Oct ber 26th. 


19,223. “Improvements in or relating to e'ectrical ignition devices for 


explosion engines." Z. Wirt. Dated October 26th. 

19,227. ''Acrial or wireless telephony." C. Apams-RanpaLL. Dated October 
27th. 

19,238. ''Improvements in or relating to machinery or apparatus for coverin 
electric cables, wires and other cores.“ I. I. Векмрак and B. Kerr. Date 
October 27th. 

19,251. “Improvements relating to arc lamps.” A. Ок Prypt. Dated 
October th. Complete.) 

19.268. “Improvements in rheostats.” I.. Клмм. Dated October 97th. 

19,280. “Improvements in electric arc lamps.“ THE JAN DUS Анс LaMP AND 


ELECTRIC Company, LIMITED, J. M. GorHam, and А. D. Jones. 
от. 


Dated October 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


— — — 


Copies of any of there Specifications may be obtained of Messrs. W. P. T'HOMPSON 
and Co., 822, High Holborn, W.C., and at Liverpool, Manchester, and Birming- 
bam. price. post free, 9d. (in stamps). 


26,629. ‘‘improvements in current collectors for electric traction.” E. Penning- 
барий. Dated December 16th, 1898. Relates to electric railways and tramways 
on the overhead system. The bow or frame is built np of spring members aud 
carries a series of contact rollers on a hollow perforated spindle containing 
lubricant. The rollers fit together with coned end bushes and intermediate 
ball bearings. 1 claim. 


26,806. ''improvements in steam or electrio aftor-steoring gear for ships." 
W. B. Thompson. Dated December 2010, 1899. Relates to steam and electric 
steering gear placed at the stern of the vessel. Оп the rudder head is keyed a 
quadrant grooved to contain a toothed rack connected to the quadrant by 
springs. A pinion on a vertical shaft gears with the rack. On the thaft is also 
keyed a worm wheel in gear with a worm rotated by a steam engine as shown, 
ог by an electri. motor. The steam engine is controlled by a reversing-valve 
actuated by a bell crank. The horizontal shaft is rotated bv a hand-wheel or 
by a chain on the pulley. It carries a wo:m in gear with a wheel on 
the shaft, and thus, when rotated, moves endwise to rock the bell crank and 
act te the starting valve. 4 claims. 


26,886. ''iImproved means for manufacturing metalllo ribbon espeolaily applie- 
able lor battery eleotrodes." The Porous Accumulator Company, Limited, and J. C. 
Howell. Dated December 20th, 1898. Relates to the method described in 
Specification No. 90,127, a.D 1897. for producing metal ribhons particularly 
adapted for making the plates of primary ard secondary batteries, the ribhons 
being made by helically cutting a tube while it is revolving on a mandrel. This 
invention consists in the use of a lathe similar in action to a screw-cutting lathe 
for producing these helical ribbons. 6 claims. | 


26,030. ‘Ар automatic telephone exchange and means relating thereto.” Е 
Preismann. Dated December 20th, 1898. Relates to an automatic telephone 
system in which each subscriber is provided with a contact board, at the central 
station, having contacts for all the other subscribers. Each board is provided 
with right and left handed screws, and driving arrangements for placing the 
movable contact over the requi ed connection, after which the magnet at the 
top of the board is excited, thereby lowering the contact on to the contact The 
magnets are provided with escapen,ents on their armatures so as to drive the 
screw sbafts. The lowest magnet is first operated, and when the side magnet 
is operated, aswitch au omatically breaks the ircuit of the lowest magnet, and 

‘aces the top magnet in circuit. The top magnet operates a jointed paral- 
Icom eie to the contact when that contaet has reached the desired 
4 claims. 


‘improved overhead electrical wire bolidor.” 


position. 


27,063. F. Foy. Dated 


December 22nd, 1898. Holders for ove: head wires, such as are used in electric ; 


railways, tramways, &c., are constructed with hooked gripping-pieces which draw 
the wires so far out of the straizht as to leave the lower edge of the gripping- 
piece in lite with the wire. When two insulated sections of line are to be sup- 

rted by one holder, the block and gripping pieces are each divided by an 
insulating layer. Cross-over holders are also described. 4 claims. 


27,074. “improvements in incandescent аго electric lamps." W. E. Irish. Dated 
December, ad, 1898. Two hollow carbons enclose loose rods of zirconia, thoria, 
magnesia, lime, or other refractory material which becomes a conductor at & 
high temperature. These rods sre in contact permanently. When current is 
first supplied an arc is formed between the carbons and heats the refractory 
rods, so that these become conductive. The rods are aft rwards kept incan- 
descent by the current flowing through them, the arc ceasing. The rods may be 
round or flat, oro + section. One carbon may be solid, the opposed refractory 
rod abutting against its end. Ina modification solid carbons are surrounded by 
a tube of the refractory material. claims. 


27,097. ''improvementse in are lamps." H. R. Othesen. Dated December 
22nd, 1898. Relates to arc Jamps. Carbons are carried by holders hung by 
links from pivots placed between two plates, so that the point of contact of the 
carbons remains in a fixed position relatively to the plates as the carbons 
shorten. The outer links are prov ded with weighted or spring-actuated arms. 
The carbons are separated to strike an arc by a plate of refractory material, such 
as kaolin or n supported by а vertically-movable rod which carries an 
mature and is lowered by a series electro-magnet when current is supplied to 
the lamp, in oppostion to the action of weighted or spring-pressed levers. The 
arc renders the plate incandescent. 4 elaims. 


orien. 4% Etborlo steering apparatus for controlling from a distance the stesrin 
© 

arloas. ated December 28rd, 1898. Relates to wireless electrical means for 
steering ships and other vessels and torpedoes from the shore. The shore 
a; paratus consists of a make-and-break cylinder rotated by clockwork, a 
battery, and & transmitter. The cylinder is composed of an insulating tube, 
the two having equi-angular intermeshing projections. One contact piece is 
movable along the cylinder to vary the relative lengths of the periods of make 
and break, and the other is stationary. The vessel's apparatus consists of a 
Marconi coherer in circuit with a battery and relay which makes the circuit 
through a decoherer and an electro-magnet actuating the valve of the steering 
cylinder. . When the cylinder make the circuit the armature is attracted and 
compressed air or other fluid is admitte! to throw the rudder over in one 
direction. 
by а spring to reverse the valve and throw the rudder over in the other 
direction When the periods of make and break are equal the rudder is put 
over equally in both directions, and as a result the vessel travels in a straight 
line, but by varying the relative lengths of make and break the vessel can be 
steered to either port or starboard. 4 claims. 


27,268. ‘improvements in connection with alternate current аго lamps and 
lanterns." W. М. Mordey ard И. Bevis. Dated December 24th, 1898. Rela es to 
arc lamps. In order to reduce the production o noise by an alternating current 


lamp of any construction it is completely enclosed, or any necessary airways аге 
restricted and lengthened or muffled, and all parts liable to vibrate are 
supported, covered or lin.d with substances such as asbestos or rubber. 
Asbestos packing is placed between the globe and lamp frame and casing. 
А hand-regulated lamp, with or without an arc enclosing g:obe and cover, may 
be monnted in a box for stage lighting. The box is lined with sheet iron and 
asbestos, air spaces being left between the sides of the box ana iron. The Jamp 
is carried by a narrow plate which is adjustable along grooves in the top of the 
box. The box may be carried by horizontal pivots on a forked support, the 
vertical stem of which can be turned on & stand. 2 claims. 


torpedoes and other floating bodies electrically." L. Varioas and C. J. 


When the circuit i- broken the armature is released and retracted . 


27,269. “ Improvements in and connected with apparatus for measuring electricity 
H. G. Kundelmann, C. E. Francois, and C. R. Louberg. Dated December 24th, I 
Energy and quantity meters, periodically measoring and adding power or earrent, 
are actuated by special controlling currents sent through one supply main and 
the earth by a time switch, as described in Specification No. 94,833, A. p. 1277; 
this system is now extended to motor meters, and coin-freed switeh meten 
means for indicating the passage of excess current and registering the duration 
of such currents being also provided. Clocks may be driven by the periodie 
currente, although the period may be changed ғо as charge different rates during 
different hours of the day. A motor meter for use on such a system has [ie 
counting gear pivoted and held against a stop by a spring, so that it is normally 
out of gear with the ordinary worm on the motor spindle, The counter carries 
an armature, and is attracted by an electro-magnet so as to gear with the spindle 
while the controlling current may be changed when a different rate is to ba 
charged. 6 claims. 


27,320. “improvements in and relating to electric motors and method of 
controlling same.” $. Y. Heebner. Dated December 27th 1898, According to this 
system of control, the motor is started as а two-pole machine, with all its бей 
coils in series with each other, and is subsequently changed to a multipolar 
machine with all its field coils in parallel, the armature resistance being in the 
meantime reduced and the number of its poles increased. A two-pole mu 
can be formed by using two opposite coils, or by so connecting the coii tist 
two of them give a common North pole and the other two а common South уу, 
while a four-pole machi^e is formed by reversing the connections of two of the 
coils. The armature is furnished with two windings connected to separas 
commutators, each of which is provided with four brushes. At starting. the 
four field coils and the two armature windings are all connected in serie: 
secondly, two of the field coils are put in parallel, and the other two also im 
parallel, the first pair being in series with the second; thirdly, one of the 
armature windings is cut out; fourthly, the two armature windings are 
connected in parallel with each other; fifthly, one pair of the field coils is 
reversed, the two parts of the armature are put in series with each other, and: 
the four brushes on each commutator are brought into action, wh n the motor 
works as a four-pole machine. At the sixth step, the two parts of the field are 
changed from series to parallel; atthe seventh, one-half of the armature is 
cut-out; and at the eighth and last step, the two halves of the armatare are 
connected in parallel. No external resistance is employed for controlling the 
speed. 8 claims. 


27,334. ''Improvements In telephone receivers.” P. M. Justice. (A. T. tw 
Dated December 27th 1898 Magneto receivers are arranged with the 100083 
set іп a screw collar by means of the block and clamping-screw. The . 
collar engages for adjustment with the screw thimble and has screws атар 
to bear on the thimble flange. The magnet does not come in contact with tte 
case at any point. 2 c'aims. 


27,335. ''Improvements In telephone transmitters." Р. M. Justice. (A, T. 
Nye.) Dated December 27th, 1898. А microphone is built up with one electrode 
attached to the diaphragm and having rotatably secured thereto the casing far 
containing the carbon granules. The second electrode is fixed in a bracket 
carried by the casing, and has a washer closing the cavity for the carbon. The 
casing has the cavity eccentric, во that, on rotation, the carbon granules move 
on each other to obviate packing. 2 claims. 


27,336. '"'Improvements In apparatus for use in telephone exchanges.” Р.М, 
Justice. (A. T. Nye.) Dated December 27th, 1898. Relates to the arrangement 
of jacks and annunciators in telephone switchboards, by which the calling 
signal, such as a lighted lamp, is shunted and released on making the plug eon 
nection, but is free to act as a clearing out signal. The frame carries s plag 
socket and signal, such asa lamp on its face, and the electro-magnet lack 


Springs on its back. The armature of the electro-magnet has a contact arm far 


c osing the signal circuit and a release spring. When attracted the arms 
is held by a latch until the plug is inserted. The plug is provided with а ree 
which allows the annunciator to work while the plug is in position, and io té 
released by the withdrawal of the plug. The magnet is shunted by the pleg 
circuit when the plug is inserted 4 claims. 


27,370. ‘improvements in the automatic regulation of monophase or polyphase 
alternators.” R. B. Ransford. (Soolete Sautter Harle et Cle.) Dated December 
28th, 1898. Relates to the automatic regulation of monophase or polyphase 
alternators to constant potential. The application of the system to & three 
phase alternator is described. The exciter is driven synchronously wis ts 
alternator, and its armature winding is supported by three conductors with 
alternating currents of comparatively low potential from a secondary стщ 
common to two transformers. The primary circuits of these transformers sre 
in one case connected in series with the alternating-current mains, and in the 
other case across the mains. The exciter may be geared to the alternator, or й 
may be driven entirely by the alternating currents supplied to it. 2 claims. 


27,390. “Improvements In coln-freed apparatus for electric and fluid meters." 
C. D. Abel (Societe Anonyme Continentalo pour ia Fabrication des Comptenres a Gaz et 
Autre Appareils.) Dated December 28th, 1898. A horizontal fork jointed юа 
crank on the rock shaft of a switch, and resting upon a fixed pin is drawn 50 85 
to close the circuit when a disc having a recess to engage a pin on the lower 
arm of tne fork, is turned after prepayment. Owing to a notch the fork hooks 
itself on the fixed pin, and frees itself from the dise, which is turned pre- 
portionately to the payment. A spring wound up to the same extent reverses 
the disc at a rate depending on the operation of an escapement anchor by the 
electric meter. Eventually а pin on the disc lifts the fork, and the cirezit 5 
opened by a spring acting on the crank. The coin in a pocket which is turned 
by a handle disengages a detent from a notched wheel and then turns u. 
З claims. 


27,453. "Improvements in electric motors." H. Leitner. Dated December 
29th, 1898. The field-magnets carried by the shaft are built up of iron lamist, 
cut so as to present six poles, three of which are wound with insulated wire 
coils, the ends of which are connected through a bore in the shaft to 170 
collecting rings. The armature is composed of iron lamine, serrated inside 
and outside to receive the winding, and held between two side frames consect 
together by bolts and supported by ball bearings on the shaft. The arms 
winding is connected in the ordinary manner to a commutator, upon which 
bear brushes carried by holders fixed to the shaft, and electrically connected ® 
a second pair of collecting rings. Either the field magnets or the armatyr 18] 
be made to revolve, or both may revolve in opposite directions. According № 
the provisions! specification the motors are particularly adapted to the poy 
sion of vehicles. 1 claim. 


27,526. “improvements in thermo-electrical building bricks or blocks.” 4. 
Matthias. Dated December 30th, 1898. Bricks, archstones, flagstones, 804 the 
like for the walls oí houses exposed to the sun, the ceilings of workshops heated 
by gas, &c., are made hollow and fitted with thermo-electric elements. The 
bottom of the brick exposed to the heat is completely closed by the elements, 
which are formed into points at their other ends. Each pair is insulated from 
the next by portions of the brick itself or otherwise, and the points are com 
nected by metal bands, while one pairof diagonally opposite corner elemen™ 
has terminals carried through the bricks and joined to those of the next. Tbe 
points are in through passages which, when the bricks are laid together, 007 
continuous passages. А current of cold air is drawn through these passages © 
cool the points of the elements. 2 claims. 


27,686. ''Improved direct-coupled driving arrangement for electric antomotors. 
E. Egger. Dated December 31st, 1898. The field or frame of the electro-mowt 8 
attached to the fixed wheel axle or to the frame of the vehicle, and the АТБАШ 
is connected with the wheel or vice cersa. A band brake drum may als bë 
attached to the wheel hub. 2 claims. 


27,593. ''Improvements in systems of train control for electrically -propalied 
vehicles. The British Thomson-Houston Company, Limited. (F. E. Case) Dv 
December 3156, 1898. Relates to those systems of train control in which matt 
controllers aʻe used, and the present inven ion consists in the use of a sede 
separable controller which may be transferred to any part of the train and pw 
in co nection with the control system by connection boards or couplings. #9 
thus replace a number of controllers. Thissystem may be used with other tres 
master controllers. These connection boards also serve for electrically couplia 
the carriages on the train. 9 claims. | ` 


"A 


T EX E 


ELECTRICAL REVIEW. 


NOVEMBER 16, 1900. 


i No. 1,199. 


Vou. XLVII. 
E UT TEENS PAGE 
Prof. Perry's Inaugural Address ... 769 
The Telautograph (illustrated) 771 
Glasgow Tramways 772 
The Electricity Works of bns centers) (continued) 772 

Electro-Chemistry (concluded) ... | T тт 773 
Current Specifications. —X X X VI. 774 

Wireless Telegraphy with Repeaters 775 
Correspondence :— 

Electricity Supply in Small Towns... - T e 776 
Combined Tenders ... gx "RN "E FTE 
National Wiring Company v. Tonis: 777 
Transformers for Cable Testing 777 
Continental Steam Engine Practice.. " 777 
Comparative Cost of 100-volt and 200- volt Supply 778 
Water-Tube Boilers . iin . . e. 778 
Fetish Worship xs "em ет e. 779 

Enclosed Electric Motors (ill THO M 779 

Otr Legal Query Column á 779 

Legal j 780 

Žraness N otes 780 

Electric Motor Car Trials айча) 785 
D» Works of Ludw. Loewe & Co., Berlin (Aus.) (сой йин). 788 

Electric Tramways in Sydney (N.S. W. ) (Ulustrated) (concluded) 790 

Electrical Engineers К.Е. Volunteers (illustrated) — ... We 492 
City Notes ө - a bur 798 
Trafe Receipts — ... 800 
Stocks and Shares. 800 
Share List of Electrical Companies 801 
Market Quotations ... " i 802 
Institution of Electrical Naser — 

Prof. Perry’s Inaugural Address 803 
Electrical Equipment of a Cold Store (illustrated) 805 
Prof. C. A. Carus-Wilson's mE on the Burgdorf-Thun 

Railway РЯ д T 958 diss .. 806 
New Patents si m T 807 
Abstracts of Published à Specifications -— ae 808 


THE 


INIVERSAL ШЙ DIRECTORY 
1900 


H. ALABASTER, GATEHOUSE & CO., 
4, Ludgate Hill, London, Е.О. 


— — — — 


THE ELECTRICAL REVIEW. 


Published every FRIDAY, Price 4d. 
The Oldest Weekly Electrical Paper. Established 1872. 


TO BE OBTAINED BY ORDER FROM ANY NEWBAGENT IN TOWN OB COUNTRY. 


Telegraphic Address: AGEEKAY, LONDON." 

Telephone No. 983 Holborn, 

ALL Letters should be addressed to the Proprietors, H. Alabaster, Gatehouse & Co, 
ADVERTISEMENT RATES ON APPLICATION. 

The “ Electrical Review” is the recognised medium of the Electrical Trades. 


Code, А B C. 


SUBSCRIPTION RATES—In Great Britain, Post Free per Year, 19s. 6d. 

all other countries, per Year, £T 10s. ui dida * 
BINDING.—Sabscribers’ numbers bound, including case, for 4s. each volume, 
CA8EB.—Cloth Cases for Binding can be had, price 2s. 6d. each. 

в completed faye to hold from Ng ia 2 E т шараш until the volame 

inding, can yn t i A 
by Pen Gn Gree Ep сад om the shers, Prioe 6s., or Free 
tga Ya T8. — hin. York: D. VAN кых, 
UYE 

на Дау ФАА Tina, 22, Rue de la Banque. Вегі 
Cheques and Postal Orders (on Chief Office, London), to be wade peyable 

Mr. Н. ALABASTER, 4, Ludgate Hill, E. C. T е Ы 


93, оа сы 5 


PERRY'S INAUGURAL 
ADDRESS. 


PROFESSOR 


THE title of Professor in these days may mean anything or 
nothing. By some people it is regarded with awe, by others 
with derision, but when followed by the words “ John 
Perry,” it never fails to awaken the warmest feelings of 
affection and respect. 

Presidential addresses are not open to discussion, bnt ' 
probably no other sort of literary production ever meets with 
more vigorous criticism in the Press, 

Prof. Perry, in his address to the Institution of Electrical 
Engineers, has not hesitated to speak his mind very freely, 
and although in all probability he will be quite as freely 
criticised, he has such a stronghold on the goodwill of the 
entire Institution and of very many outside it, that he runs 
no risk of having to read any remarks which would cause 
him the slightest annoyance. 

As one reads the President's breezy address one can 
scarcely help wishing that for once he had cast aside the 
orthodox form, and given us in lieu thereof a lecture on the 
“ new mathematics.” The old school of mathematics calls 
forth Prof. Perry's strongest expressions of contempt. He 
says “ As for the man who does understand electrical pro- 
blems, he remembers that there was a something called a 
study of mathematics at his school, that be passed certain 
examinations with much difficulty and tribulation, and that 
the subject had no real meaning to him even when he was 
supposed to know it, and he now hates the sight of any- 
thing that locks like mathematics. I tell you, gentlemen, 
that there is only one remedy for this sort of thing, just as 
the antiquated method of studying arithmetic has been 
given up, so the antiquated method of studying other parts 
of mathematics must be given up;” and yet, only two 
minutes previously, he says, “I feel a sort of degradation 
every time that I hear a clever old member of this Institu- 
tion sneering at mathematics ;”’ but obvionsly the clever old 
member was only sneering at the antiquated mathematics, 
and he will be among the first to bless the name of Perry, 
who aims at making our mathematical tools as sharp and 
handy as those of the pattern maker. 

But he does more than that; the tools he is providing 
us with are not merely sharp and handy, they are instru- 
ments of precision; he is the Whitworth of our wits, and 
the sooner we recognise that our wits require tools quite as 
much as our hands, the sooner shall we give our progressive 
President carte blunche to provide them. 

We have amongst us many a “born engineer" whose 
brain is a sort of self-acting slide rule; he sees, as it were, 
the end from the beginning, and is scarcely conscious of his 
mathematical processes, but the mathematical processes are 
there, though he cannot display them on paper with an 


exhibition of the orthodox symbols, but, tn partnership with 
D | 
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Perry, the thoughts of these men would crystallise into 
definite recognisable shapes, and would appear as clear and 
convincing to others as they now do to their authors. 

We often hear and read of * Applied Mathematics," but 
mathematics cannot be bought by weight ready applied: 
they can only be applied bv the exercise of brains, aud 
usually it takes more brains to apply than to acquire 
mathematics. 

Although Prof. Perry is во active and helpful in trying 
to improve this imperfect world, and in stimulating and 
equipping others for the same task, the goal of“ perfection“ 
has no charms for him. „Of all ideas, surely that of 
having reached perfection is most hateful: the idea of exact 
knowledge, that nothing is unknown, that there is no need 
for thought and therefore that to think for oneself is a 
ain.“ No doubt Prof. Perry is right, but it seems rather dread- 
ful that we should go on toiling towards a goal which, after all, 
is undesirable. Probably the man who, with great labour 
and at the risk of his life, reaches the summit of the Jung- 
frau, feels a sense of intense disappointment when he realises 
that the best thing he can do is to come down again; and yet 
there is no danger whatever of the world becoming perfect, 
because the very state of perfection would involve new 
imperfections. Imagine a world in which all women were 
perfect, and consequently all alike; it is obvious that, in spite 
of certain charms which that world would undoubtedly possess, 
it would be deadly dull, and therefore, in some respects, less 
perfect than the one we live in. But this idea brings us at 
once to an elucidation of some of the troubles with which 
the learned Professor occupies himself. He has much to say 
against erroneous opinions on the subject of science, 
theory, and mathematics, but surely he would have nothing 
to say on these heads if our language were perfect, and the 
names attached to those ideas were not more or less 
ambiguous. 

It is this ever-recurring ambiguity, or insufficiency of 
expression, that leads to nine-tenths of the talking and writing 
of which this nineteenth century is so full. The English 
language is replete with quagmires and pitfalls. Words 
derived from pure sources have been gradually corrupted by 
popular interpretation, until we need a distinctive mark to 
indicate whether the word is to be accepted in its pure sense 
or in its degraded sense, | 

The President, like so many others who have gone before 
him, has endeavoured to define the profession of electrical 
engineering, and although, from one point of view, he 
has succeeded, yet it is quite probable that it will have to be 
bound up with other definitions before the description is 


complete. One cannot help feeling that the Professor's 


— “engineer” owes his principal qualifications to Nature, for 
he says, Тһе engineer must be a real man; he must 
possess individuality and the power to think for himself." 
Training may do a little towards producing this result, but 
not much more than a dressmaker can do towards improving 
a bad figure. 

Prof. Perry seems to recognise this view of the question 
very thoroughly, for he says : “ A man, who is permeated by 


theory, whose theory is so much a part of his mental 


machinery that it is always ready for practical application to 
any problem, he is the real engineer; eighty per cent. of the 
men who pass examinations in mathematics, mechanics, and 
electricity have very little of this theory. Fifty per cent. of the 


writers of letters in the engineering journals in which mathe 
matical expressions oceur have almost nothing of this them 
in their possegsion. It is unknown to foolish men." | 
One can scarcely resist the conclusion suggested by Prd, 
Perry, that only one in five of our engineering studenta à 
built of the stuff suitable for producing engineers. [t is als 
quite evident that the “theory” which Prof. Perry com- 
mends is not the theory which is so often spoken of wit 
contempt. It is altogether a superior article. It take 
into consideration every factor of the problem. Of як} 
theory it is impossible to form a too exalted opinion, prod 
that the almost equal claims of practice are not lost sigh d. 
It is quite natural that professors should take a somewl 
one-sided view of the profession of an engineer, but in ever- 
day work it is only in the case of some highly specialised 
men, such as that, for instance, of the late Dr. Hopkinson, 
that the purely professional side can be dissociated from the 
practice of those things which are commonly covered br the 
general name of business. | 
Now, the“ business of an engineer is nearly as complicted 
as the purely theoretical side of it. This“ business” requis 
both time and perseverance for its acquisition, and it is asad 


fact that many intelligent and earnestseekers after engineering 


fame have grown disheartened, and have failed, simply 
because at the outset they did not realise what a sea of 
drudgery they would have to wade through before their 
excellent theoretical attainments would become marketable 
commodities, 

In our opinion, with all respect to Prof. Perry, it 5 
important that youths should take their workshop training 
early, It enables them to weigh up the position before their 
ideas of life become crystallised, and, moreover, it ensure 
their acquisition of not the least important part of ther 
training at a time when they are not in a position to exercise 
that part of their will (if it may be so called) which is 
influenced by idleness and the love of a pleasant life. 

There is, of course, a great deal to be said on both sides 
of the question, but when once it is realised that i 


thoroughly practical training is absolutely essential to the ` 


making of an engineer, the desirability of doing that which 
is necessary now, instead of putting it off to a more co 
venient season, will more strongly than at present commend 
itself to parents and other guardians of youth. 

Apart from the difficulty of coaxing nature into providing 
us with first-class raw material for the manufacture o 
engineers, the one great difficulty consists in this, that there 
is 80 much to learn and so little time to learn it in. 


The Motor Car Emancipation Act.—The fourth anni 


versary of the inauguration of the Locomotives on Highways 
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Act of 1896 was celebrated by a tour from London te . 


Sonthsea and back. The tour was organised by the Ante : 


mobile Club, and extended from November 10th to 121b 
A large number of vehicles took part in the гїп, but nearly 
all were driven by petrol, only two electrical ones being ente 
The Mayor of Portsmouth and a reception committee 
received the party at the Town Hall steps; the committe 
afterwards decided to which vehicle should be awarded th 
cup presented by Mr. Alfred Harmsworth for the one hich, 
on its arrival, looked cleanest and smartest. The silver c 
was won by Mr. Henry Edmunds, for his Daimler car, and 
it was handed to him by the Mayor at the dinner held € 
Saturday evening at the Esplanade Hotel, Southsea. 
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THEa TELAUTOGRAPH. 


ok weeks ago we were invited to be present at a demon- 
stration of a new writing telegraph, but on our arrival we 
found that the invitation was somewhat premature; owing 
to certain considerations connected with patent rights, or 
rites, we were unable to do more than see the instrument at 
work. 

[ast week, however, we were informed that the objections 


o publication were removed, and we had the pleasure of 
ewmining the details of the telautograph without the 


cover on. 

Compared with the numerous attempts, many of them 
of exceeding ingenuity, which have been made to construct 
an instrument capable of reproducing simultaneously a true 


fv simile of the handwriting of a distant operator, the new 


form of the telautograph appears to us to constitute an 
immense step in advance. The principle is practically the 
ame as that of Prof. Elisha Gray’s original instrument, but 
-ihe mode of carrying it into effect has been greatly 
improved. 

The transmission line must, as before, consist of a com- 
plete metallic circuit, provided with an earth connection at 


DIAGRAM OF CONNECTIONS. 


tach end. The transmitter is combined with the receiver in 
ach instrument, the former presenting externally a portion 
of a roll of paper upon which the outgoing message is 
Written, and the latter a similar paper surface, nearly vertical, 
upon which the incoming message is recorded. A telephone 
of the usual table pattern, resting upon crutches at the side 

the instrument, forms part of the apparatus, and may be 
oo with the telautograph, but not at the same 


The connections of the transmitter and distant receiver 
are shown in the above diagram, it being understood, of 
course, that both sets are installed at each station. The 


arms of the rheostats, C С, are connected by a pair of 
light links with universal joints to the point of the 
pencil. Thus, every movement of the latter, in whatever 
direction, causes one or other, or more often both, of the 
arms, € c, to move through a corresponding angle, inserting 


more or less resistance in series with the line wires 8. and 4 


respectively. At the distant station these wires are connected 
through two “swinging coils,” р р, to earth, the circuit 
being completed through the two local batteries in series and 
the earth plates. The coils, D р, are of very light construc- 
tion, and oscillate between the poles of two electro-magnets 
with fixed iron cores, exactly similar to the electro-magnetic 
system of a d'Arsonval galvanometer or а “ moving-coil ” 
voltmeter. : | 

The spindles of the coils carry arms, to the ends of which 
are attached two very light links carrying a small inking 
point at their lower end—the system being, therefore, quite 
analogous to that at the transmitting end. The coils 
respond instantly to the varying currents flowing through 
them, faithfully reproducing with the pen the motions of the 
distant writer’s pencil. : 

It is a treat to sce this operation in progress, the pen 
writing quickly, hesitating as the writer ponders over his next 
word, dotting its /'s and crossing its /s, and darting into the 
ink-well when necessary, as though impelled by an invisible 
hand; and, indeed, so it is! | 

We have, however, but touched upon the subject as yet. 
It remains to be explained how the pen is lifted off the paper, 
and supplied with ink, how attention is called, and so on. 

Considering the diagram more in detail, it will be seen 
that when a message is in course of transmission, current 
flows from battery a through a switch H and wires 1 and 2 
to the rheostats B B, thence through the brushes and arms 
€ с, to the line wires, 3 and 4, operating the coils, D D, as 
described above; passing through the relays, E' and E, the 


current goes through the battery, Z, to earth, and во back to 


the home station. 

An induction coil, F, with vibrating contact breaker, is 
controlled by the slight vertical movement of the platen, G, 
which is pressed down by the pressure of the pencil and 
completes the primary circuit through contact 5 (shown on 
its side for clearness). This causes alternating currents to 
pass through the condenser, I, to line 4 and by wire 6 to line 3, 
Owing to the great self-induction of the coils, D D, and 
relays, E' and E, at the receiver, these alternating currents 
pass principally between lines 3 and 4 by wire 7, condenser I., 
small relay K, and wire 8, causing the relay, K, to operate 
the pen lifter, M, by interrupting a local current through 
wire 9, contact 10, and wire 11; by this action the pen is 
allowed"to come in contact with the paper. The relays, £’ 
and E, are operated by the weakest line currente, E' con- 
trolling the paper shifter P, and opening the local circuit 
through m when the instrument is not in use. The relay к, 
in conjunction with Е’, controls the signal bell N ; for this 
purpose the transmitter is fitted with a push key, not shown 
on the diagram, which breaks line 3, and puts the battery 
A direct to line 4, thus allowing a local current to pass 
through contact 15, wire 12, contact 13, and wire 14 to bell 
N. "The lever, o, at the transmitter is operated by the 
pencil, and is mechanically connected with a paper shifter. 
Its. movement also operates a contact at 17, thereby 
breaking connection with the lines when it is pushed in the 
direction of the arrow, and actuating the paper-shifting 
apparatus at’ the receiver. The + and — signs indicate 
terminals which are connected to the respective poles of the 
local batteries, A and 7. 

The paper shifter, P, at the receiving end consists of an 
electro-magnet with two armatures; one, a small one, 
actuates a little clutch which seizes the paper, while the 
other pulls it forward a set distance, exactly equal to the 
amount of feed of the mechanical paper shifter at the trans- 
mitter. At the end of the feeding stroke the movement: of 
the armature causes a high resistance to be inserted 
in the circuit of the electro-magnet, so as to reduce 
the current to a very small value. The electro-magnet con- 
tinues to hold up the armature as long as the main circuit 1s 
complete. The writing space allows of three or four lines 
5 inches wide being written without interruption ; the pencil 
is then pressed against the V-notch in the lever 0, causing 
it to operate the mechanical paper-shifter in the writer’s 
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instrument and to break the circuit at H. This drops the 
armature of the paper-shifter, P, and as the lever, 0, springs 
back and closes the circuit the armature is again pulled up, 
feeding the paper forward at the distant end. The act of 
breaking the circuit, as mentioned 
above, also causes the pen to dip in the 
ink-well. 

The telephone connections are of 
the usual kind and need no description. 

We should add that when the instru- 
ment is done with, the pencil is pressed 
into a cup on the top of a press- 
button, which puts the two local 
batteries in opposition, thus  pre- 
venting them from ruining down. If 
this is not done, an alarm bell rings 
when the hand is taken off the desk. 
The resistance of the line may be, say, 
300 ohms ; that of the swinging coil is 
185 ohms, of the relays, Е’, E, 20 ohms, 
and of the rheostat 7,000 ohms. The 
last is a very neat device, consisting 
of a large number of thin German- 
silver sections, built up like a 
commutator, with paper insulation ; 
coils of fine wire form the con- 
nections between adjacent sections, and 
the whole constitutes a very neat 
and compact appliance. А light 
steel brush slides over the polished 
surface of the rheostat with negligible 
friction; no difficulty whatever is felt in writing or 
sketching, as is evidenced from the samples appended. 

The company works under a license from the Post Office, 
and is authorised to instal the apparatus on Post Office tele- 
phone circuits, and on any private line. 
the telautograph—its silence and simplicity, the possibility 
of transmitting signed instructions, &c., and the saving of 
time—all these, and others, are sufficiently indicated by the 
word itself, * writing at a distance.” 
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GLASGOW TRAMWAYS. 


A GREAT deal has been said and written from time to time 
in connection with the Glasgow Corporation tramways, by 
way of wonder and admiration at the financial results of 
municipal working therein exemplified. 

Every year, so it is said, a substantial net revenue balance 
has been shown ; and this, if so allocated, would, of course, 
make a handsome contribution from the tramway undertaking 
to the general rate. 

Perhaps very few individuals, if asked, could say—taking 
the country over—either what has been done or what should 
be done with net revenue balances of this kind from a muni- 
cipal undertaking ; and in reply to the first of these points, it 
may, therefore, be worth while reminding our readers that the 
Glasgow tramways have not paid over any surplus revenue 
whatever towards the relief of the general rating, or, indeed, 
made any payments whatever for the benefit of the ratepayers 
generally, excepting an annual contribution by the Tramways 
Committee to the “common good" of amounts com- 
mencing at £9,000 and rising up to £12,500 (and in the 
future £15,000) as a sort of wayleave for use of the streets. 

It seems to have been the rule, since the Corporation took 
over the tramways, for the net revenue balances to be put to 
reserve fund, which now amounts to a sum of £169,492. 
The Tramways Committee, which has already spent some 
£389,402 on reconstruction work for electric traction, now 
proposes to utilise the whole of this reserve fund for com- 
pleting the present network and for meeting losses on 
realisation of horses and rolling stock. The Committee has, 
in addition to this reserve fund, unexhausted borrowing 
powers to the extent of £308,205 ; but as they have over- 
spent on capital account about £244,801, they will only 
have a gross amount of about £233,000 to pay for every- 
thing involved in the adaptation and conversion of the 
present system. 
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The total indebtedness of the Glasgow municipal tramway dli» itema: 


undertaking will then amount to not less than £2,560,000, . de fifteen! 
assuming the full borrowing powers are exercised, as semg - mires 11 
probably advisable and necessary. Nen. Pan 
` The mileage for this expenditure it is not easy to state ot M e The | 
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even to estimate, as it will, of course, depend on the onteide з 


extensions that are actually built; but for the реа 


expenditure the mileage is approximately 83} of single track yar «vini 
and the capital outlay about £16,000 per mile of зш c the hg; 
track, assuming that попе of the new borrowing powers Es ilc th 
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THE switchboard is constructed entirely of incombusiptez- ug 5 
The iron framework is covered on the side facili... "` 
the machinery room with panels of white marble, which c 
carry the instruments, the wooden handles of the вт 
and the wheels of the exciter rheostats. The division d 8.9 tbi 
panels corresponds to that of the circuits, so that e 2 ke ink” ar 
machine or each feeder has its special panel. EN I" apak 

The board is 26:01 metres long, and comprises н Bin, хо 
panels, All parts in contact with high tension are placed . 
out of reach of the hand or behind the board ; particularly | 


worthy of notice is the arrangement of the high tesso a». A : ү 
switches, placed at the top of their respective panels 200.4... " un 
worked from a distance by a double wooden handle, acu Sy; i's 
оп a chain by means of a toothed wheel. The cham woe, | AR Wo 
a second wheel keyed to a spindle, which carries eight cut ы бщ 
tacts on solid insulators. These eight contacts engage к, ony, 
copper jaws, and can be released by a rotation of the saf al. * Cn 
porting spindle. By this means eight breaks can ће 04 " Y Gri 
two in each conductor. To stop all chance of par d. us 
between the jaws these are separated by thick slabs of ЖЕТ 

The switch-fuses placed behind the board each consist dà x ec] 


fuse in a thick porcelain tube; the whole is carried on the a ма Чы, 
between two jaws, which makes the apparatus гепота? Au. "une, 
and permits of their being used as circuit breakers and beg M, Са, 
replaced with ease. M 
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All the usual operations are done from the side facing the 
machinery room ; behind the board is a passage 1:25 metres 
wide, to Which access is only allowed to the chief engineer, 
or under his surveillance. 

The scheme has been made as simple as possible; yet the 
requirements of the distribution made it necessary to adopt 


ко alternating systems, one at 2,750 volts for the under- . 


ground network, the other at 5,500 volts for the overhead 
ine, The board is thus divided into three parts :— 

1, Continuous current. 

2. Alternating current, 2,750 volts. 

3. Alternating current, 5,500 volts. 

1. Continuous Current.—This section comprises 6 panels, 
arranged as follows, commencing from the right—Panels 1, 
2, 3, 5, 6, corresponding to the exciters. Panel 4 serves for 
the lighting and power circuits of the works. 

2. Alternating Current, 2,750 Volts —Panels 7, 8, 9, 10, 
11,15, 16, 17, 18, 19, 20, carry the apparatus of 11 alternators 
at 2,750 volts: panel 12 feeds a group of transformers of 
1.000 KW., 2,750 to 5,500 volts, which permits of the two 
ystems of distribution being connected. Panels 18 and 14 
are for the underground feeders. 

All these panels are connected by a system of bus bars 
m ring form, and provided with switches. This arrange- 
ment permits of the current being broken in any panel with- 
out it being necessary to stop the supply. 

A third bar to one of the underground cables also permits 
of the output being split into two parts. The alternators 
au, as required, be switched to-one or the other system, 
iepending on the position of the switches. It is thus pos- 
ible to separately feed the larger part of the power circuits, 
ind also obtain an increased lighting service. 

3, Alfernatiny Current, 5,500 v. Panels 21, 22, and 
23 correspond to alternators Nos. 12, 13, and 14. Panel 24 
s reserved for the fifteenth generator. Panel 25 is similar 
to panel 12; it receives the current at 5,500 volts of the 
transformer station, Panels 26 to 34 are for the 5,500-volt 
overhead feeders. The bus bars of the 5,500-volt system 
are also in ring form, with switches at intervals. 

Each alternator has an ammeter in each phase, one volt- 
meter, and one synchronising lamp. Station voltmeters indi- 
ate the voltage of the bus bars; also two voltmeters on low 
«nsion pilot lines allow the voltage to be regulated according 
i the load in the town. 


TRAVELLING CRANE. 


The handling of large pieces of machinery, either for 
weetion, for examination, or for repairs, is effected by means 
of a winch on the travelling crane, made ‘by Messrs. Faesch 
and Piccard, of Geneva. The lifting can be effected by 
hand or by means of a motor of 9 H.P., fixed on the bed of 
the winch, The gearing is of the “ sun and planet“ type. 

The capacity is 30,000 kilos.; the speed of lifting with 
the motor is 27 metres per hour, and by hand only 1:5 metres 
per hour, The movements both of the traveller and of the 
winch are controlled by special gearing, moved by an endless 
chain, and entirely by hand. "The speed of the traveller is 
v6 е рег minute, and of the winch truck 1 metre рег 
minute, 

The chain for lifting carries a hook for 30,000 kilos., and 
there is another hook capable of lifting 15,000 kilos. The 
lifting speed of this second hook is, of course, double that 
referred to above, 


FEEDERS. 

Underground Lines. No. J. As the transmission of elec- 
‘eal energy from Chèvres to Geneva is оп the two-phase 
dem, the feeders are two in number, each with four con- 
ductors, The total distance is 5,825 metres, and it is 
livided into five sections, of which the ends are brought 
uto sub-stations. The construction of this line is original, 
‘ud was the idea of M. Graizier, chief electrical engineer, It 
“masts of a trough of concrete, in which the four conductors 
се in bitumen couerete and kept at a fixed distance 
E inis other by special bricks placed 0°5 metre apart, 
Having each two channels in which the conductors are 
e Fhe bitumen conerete is a mixture of bitumen pro- 

ved by the distillation of oil heated to 200°, and small 
gravel completely desiccated. 


n order to make it more plastic, the bitumen is mixed. 


when hot with a certain proportion of vaseline ; thus pre- 
pared, it may be said to constitute a stable compound, which 
fills up the interstices of the gravel and fills the trough 
whilst surrounding the conductors. The mixing with the 
gravel was effected on the site in boilers, and the concrete 
was run, whilst hot, into the trough immediately after the 
laying of every section of the conductors. The whole is 
covered with a layer of concrete and with a cover of cement. 
Each conductor comprises seven copper cables, each of 
these consisting of seven strands of 00036 metre diameter, 
the section of a cable being, therefore, 70 square milli- 
metres, and of a conductor 490 square millimetres. The 
division into five sections as aforesaid by sub-stations permits 
of the easy discovery of possible faults in the line. The 
sub-stations also contain the necessary transformers for 
converting to low tension the energy required along the 
line of route. The sub-station at the end of the line also 
includes the switchboard for controlling the different 
circuits of the town. 

In spite of all the precautions taken, certain foreign 
matter got into the bitumen at times, or even a little 
moisture, particularly when the line was being laid in rainy 
weather, and this necessitated some repairs during the early 
periods of working. 

No. 2 Гане. — This was completed in 1897 by the laying 
next to the first line of four lead-covered armoured cables, 
each of 2 x 150 square millimetres section. 

Overhead Lines. The consumers on the left bank of the 
Rhóne are fed by a feeder comprising four wires, each of 
97:5 square millimetres section. "Those on the right bank 
are served by a feeder, also of four wires, each being 28 
square millimetres in section. 

In the course of construction of these lines and their 
branches, many small existing installations had to be 
bought out. 

The development of the feeders and their extension is 
shown by the following table :— 


Тоталі, LENGTH OF FEEDERS IN METRES. 


1896. 1897. 1898. 1899, 
Underground 18,552 33,801 35,771 38,298 
Overhead 10,425 37,311 43,145 43,145 
Total 28,977 71,112 78,916 81,443 


The output of the Chevres installation has becn as 
follows :— 


1896 i" Lu ... 1,342,362 xw.-hours. 
1897 -- a ... 3, 669,876 " 
1898  ..  .. 9,517,262 И 
1899 E ... 28,066,483 н 


The principal users of energy are factories for the manu- 
facture of carbide of calcium and chemicals, various works, 
the tramway company, and the lighting service of the town 
and of many communes. | 


( To be concluded. ) 


ELECTRO-CHEMISTRY. 


Tut INTERNATIONAL CONGRESS OF APPLIED CHEMISTRY 
AT PARIS. 


(Concluded from page 617.) 
Iv our issue of October 19th we gave a complete list of 


the papers and addresses presented at the International 


Congress of Applied Chemistry in Paris up to July 25th, 
referring, in some instances, to their main points. We will 
now refer briefly to the remaining papers, which were 
read before the Electro-Chemical Section during the last 
three days, namely, the 26th, 27th, and 28th. 

M. A. Minet, in his report upon * Electro-chemistry in 
1900,” showed the actual condition of the electro-chemical 
industries in France and in other countries, His report was 
divided into three parts. The first was purely historical. 
In the second part he gave the names of the various electro- 
chemical works in France and in other countries, showing 
their situations and the amount of power being used in 
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of which 93 are in France, and may be classified as 
under :— | 
Refining of copper 
"^ Electro-plating dis т pii 
Electro-metallurgical (by dry methods) 
Carbide of calcium M -— т 
Carborundum 
Chlorate of potassium T 
Soda, chlorine, and derivatives ... 
Ozone » "T Ki T - TT сез 
Manufacture of materials and of special apparatus for 
electrolysis... е е = Е dis 
Carbons for electrical wor 
Manufacture of primary batteries 
Manufacture of accumulators "T bus dis 
Manufacture of special dynamos for electro-chemistry 

The last part was devoted to a review of the various works 
bearing on the subject. 

M. Peyrusson read a paper upon an electrolyser which auto- 
matically produces a uniform and regular action during 
electrolysis. 

M. Clerc communicated а report upon © Electric furnaces 
and the production of metals and alloys in. the electric 
furnace," in which he mentioned his own researches upon 
the production of ferro-chromium. 

M. Lebeau gave the results of his researches upon “ The 
industrial preparation of silicon.” He has produced by the 
reduction of silica with carbon in the electric furnace 
silicon of 98 per cent. purity, and claims that his method 
of production is capable of being industrially applied, and, 
moreover, that good silicon would find a ready market for 
the manufacture of ferro-silicon in the steel industry. 

M. Palmaer read a paper upon * The utilisation of motive 
forces in Sweden," in which he said that that country pos- 
sessed already four works manufacturing calcium carbide, 
two chlorate of potassium, and one potash and chlorine. 

M. Zenghelis made a communication upon “ The varia- 
tions of electrical potential during chemical reactions,” in 
which he discusses Nernst’s formula for the calculation of 
potential when a sheet of metal is placed in a solution of 
its salt at a known temperature and concentration, and also 
a method, similar in principle, by which he estimated the 
quantity of sugar present in urine and which he found 
approximated to 1 per cent. | 

M. Hubon described The preparation and properties 
of acetylene black," which he regards as an industry capable 
of development. 

M. Hollard demonstrated “The principles of electrolytic 
analysis and the analysis of commercial copper," when hc 
separated several metals by means of fractional electrolysis. 

M. Marie described“ A method for the electrolytic reduc- 
tion of lead from its insoluble compounds,” in which he first 
precipitates the lead as sulphate or chromate, and then dis- 
solves in nitric acid in presence of ammonium nitrates; he 
then electrolyses this solution, and obtains the lead upon the 
cathode. 

Dr. Max Leblanc discussed his ** Proposition for the desig- 
nation of the fundamental electro-chemical units." He 
recapitulated the work which has been done in Germany and 
Russia, and recommended the following definitions :— 

1. Conduclivity.— A body possesses unit conductivity 
when a column of 1 square centimetre cross-section and 
1 centimetre length has a resistance of 1 ohm, 

2. Molecular conductivity is the conductivity as above 
defined, divided by the number of gramme-molecules dis- 
solved in a cubic centimetre of solution. 

3. The concentration equivalent is the number of gramme- 
equivalents dissolved in a cubic centimetre of solution. 

4. The dilution equivalent is the reciprocal of the concen- 
tration equivalent. 

5. The conduction equivalent is expressed by 
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n 
where K is the electric conductivity (specific), and u is the 
concentration equivalent. 
б. The ionic velocities are expressed in centimetres per 
second for a difference of potential of 1 volt per centimetre. 
It was finally decided that the question of the adoption of 


these or other definitions should be discussed at the Physical 
Congress. 


zinc-alkali-nickel accumulator.” 

M. Paul Lacroix gave a lecture upon © Apparatus for the 
* Héleogene’ system of Capelle-Lacroix " for the production 
of acetylene gas by the slow feed of water into a generator 
containing carbide of calcium. 

М. Javal showed an acetylene generator of his own desir 
which contained also an automatic purifier. 

M. Hubon asked what conditions the consumers can 
demand from the manufacturers for the supply of calcium 
carbide. 

М.М. Moissan, Gall, Lunge, Bullier, Lacroix, Hubo. 
Strauss and Lebeau were appointed to hold a commission t; 
inquire into and consider the limiting amounts of impurities 
which should be allowed in commercial calcium carbide and 
acetylene. 

M. Christomanos described a very curious experiment 
showing “The action of magnesium in burning on th: 
surface of marble” which produced a reduction and a black 
deposit to a very remarkable depth in the marble. 

M. Siedmann showed, in the name of M. Otto, sone 
ozonizers, being the designs of the latter. 

M. Stock described his researches corroborating М. 
Moissan’s upon the silicides of boron. 

M. Moissan presented a paper on his Recent Heels 
on the Properties of Fluorine,” mentioning the action «| 
fluorine and hydro-fluoric acid upon glass, and the producto: 
of ozone by the action of fluorine, upon water. This lecture 
was accompanied by experiments, one of the most interesting 
being the liquification of fluorine. 

M. Defacqz read a report оп “ The methods of analysis of 
commercial aluminium.“ 

M. Fischer presented a report upon ће “ Preparation of 
tetra-sulphate of lead, of the double salts of the alkalis, and 
of the tetravalent salts of lead.” 

MM. Meslans and Camille Poulenc showed * An industrial 
apparatus for the preparation of fluorine.” 

M. Guichard described “ The preparation and melting 
of molybdenum,” which he obtained in the electric furnace 
by the reduction of natural bisulphate of that metal. 

M. Lebeau, in the name of M. Moissan, communicated 
paper upon *Phosphide of calcium,” and afterwards 
described his work on “ The arsenides of the alkali earths.” 

M. Macé showed “ An apparatus for the production of 
acetylene of his own design. 


CURRENT SPECIFICATIONS. 


XXXVI—NEWCASTLE-ON-TYNE STREET LIGHTING. 


SUMMARY. 


Scope of Contract.—The supply and erection of 200 arc lamps for 
street lighting. P 

Туре of Lamp.—10-ampere direct current are lamps to burn 1019 
serics on a 500-volt tramway circuit. ; 

Number of Hours of Burning. Each lamp to burn not less the 
36 hours without recarboning. 5 

Class of Carbons.—The carbons to be so proportioned that рош 
and negative are of equal length, and burn at same rates. 

Method of Suspension.—134 to be fixed in suitable frames on the 
tops of tramway poles placed centrally in respect to the rails, and 
66 on brackets secured to the tops of side suspension poles. _ 

Types of Frames and Brackets.—To be either similar in design ©! 
equal in value to the design shown on the drawing issued with the 
specification. . 

Type of Substitutional  Resistance.—4A suitable substitutional 
resistance to be provided with each lamp capable of being аш 
matically switched into circuit when, from any cause, the lamp fails 
to maintain its arc. 

Other Resistance.—One line resistance to be provided for es! 
circuit of 10 lamps. ‚ 

Switches and Fuses to be Supplied.—Two switches and fuses to х 
supplied for each of the 10 circuits, one switch and ione fuse ben? 
placed in the lamp-posts nearest the ends of the circuits. 

Cables to be Supplied. All connecting cables between resistano™ 
and lamps and between adjacent lamps on the same circuit. These 
latter cables to be drawn into conduits provided and laid by '* 
Corporation. | 

Class of Insulation.—To be either insulated with india-rubber арс 
then sheathed with lead, or insulated with vulcanised bitumen and 
manufactured by Messrs. Callender's Cable and Construction tom- 


pany. 


PET | 
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„ares. Spare parts as specified to be supplied. 
peor 7 of Completion.—All brackets to be fixed in five 
months, and the work completed in eight months from date of 


ш? for Late Completion.—Power reserved to Corporation to 
hive work completed by other parties at contractor’s charge. 

stipulations as to Removal of Forcman.—Satisfactory. 

Nipulations as to Wages paid to Workmen.—Noue. 

Arbitration Proposals.— Unsatisfactory, see comments below. 

Specified Terms of Payment. —60 per cent. on delivery, 20 per cent. 
en eompletion, 15 per cent. on satisfactory completion of tests, 5 per 
cent. 12 months later. 

Date for sending in Tenders.—November 21st, 1900. 


The specification for this work has been prepared by Mr. 
Charles Hopkinson, M.I.C.E., and it is expressly stated in 
the general conditions that he may act through his partners, 
Messrs. Hopkinson & Talbot, or through the resident 
engineer, Mr. Le Rossignol, appointed by the new Tramways 
Committee of the Corporation. 

The work required to be done is the supply and erection 
of 200 double-carbon 10-ampere arc lamps in frames or on 
brackets fixed upon the poles employed in the overhead equip- 
ment of the tramways. i 

It will be remembered that there are two companies 
supplying electrical energy under Parliamentary powers 
in the borough of Newcastle-on-Tyne. By private 
wmangement sanctioned by the Corporation a division has 


dern made of the city, and each company appropriates as its 


ern area of supply one portion. Neither have been able to 
хеше any extensive contract from the Corporation for street 
lighting, and consequently the local authorities have taken 
advantage of the introduction of electric trams owned and 
worked by themselves to arrange for the public lighting by 
means of arc lamps on the lines of route. The energy will be 
supplied from the Corporation power house. The lamps will 
le arranged in 20 circuits of 10 lamps in each between the 
nearest feeding point to the commencement of the circuit 
and the rails, one of the requirements of the specification 
being the careful bonding of the earth potential ends of the 
10 circuits to the rails. Substitutional resistances capable of 
teing automatically switched in should the lamp to which 
it ів connected fail, are to be supplied with every lamp, and 
in addition a line resistance with two switches and fuses for 
each circuit. 

When completed this will form one of the most extensive 
ems of public lighting by means of arc lamps in this 
юшту supplied from a tramway power station not supply- 
ing energy for private lighting. 

It is specified that the whole of the work, except glass 


 Rlbes and cables, shall be maintained against defective 
' Workmanship and material for 12 months, and the cables for 


a period of five years after they are first used. As this is 
contrary to the recommendations made in the recent circular 
sued by the Cable Makers’ Association, we expect that 
there will be a general refusal on the part of the cable manu- 
facturers to comply with this requirement. 

Dealing with the general conditions, we have the usual 
stipulation that :— 

The general and detail drawings, together with the specification 
aud these conditions, are the data upon which the contract is 
founded ; and no errors, omissions, or discrepancies herein shall in any 
vay annul or invalidate the contract; and each of the said drawings, 
‘pecifications, and conditions respectively shall be taken and con- 


trued according to its true intent and meaning, although every part 
uf the work may not be delineated or described therein. 


While it is agreed that :— 


The Corporation will afford to the contractor all reasonable 
facilities for the convenient execution of the work so far as the 
‘ame shall, in the opinion of the engineer, be consistent with the 
‘ine progress and management of the electric works of the Corpora- 
tion, and with the terms of the contract. 


Ав at present drafted in the clause dealing with the matter, 
the power of the engineer to vary the amount of the work 
to he done is unlimited, and some ‘tenderers may prefer to 
limit this within certain degrees, say, 20 or 30 per cent. of 
the scheduled quantities, 

The following clause deals with the liabilities of the con- 
tractor reapecting accidents :— 
ee contractor shell take the risk of, and be answerable for all acci- 
7 a damages, personal, consequential, or otherwise, that may occur 
ee progress and until the expiration of the period of main- 

"mance defined by the specification attached hereto, aud shall repair 


ч 


and make good the same from time to time as soon as possible at his 
own cost and charge, and shall indemnify and bear the Corporation 
entirely harmless therefrom, unless the engineer shall be satisfied that 
the accident arises from a known cause other than « defect of construc- 
lion, workmanship, or material, in which case the cost shall be borne by 
the Corporatwn. 

It will be noticed that the contractor is to be held liable 
for any accident which may occur not only during the time 
his employés are engaged in erecting the lamps, but for the 
whole of the 12 months period of maintenance, unless they 
can convince the engincer that the fault is not due to 
defective workmanship. We do not consider it fair to thus 
throw the onus of proof upon the absent contractor ; the 
accident may be due to carelessness or negligence on the part 
of one of the employés of the Corporation, and may not be 
detected. The contractor has no means of discovering the 
cause of the accident, and ought not to be held responsible 
unless it can be proved by the Corporation that he was to 
blame. . 

The following clauses are thoroughly satisfactory if, by 
the word “ dismiss,” is meant that the person shall be re- 
moved from doing any further work in connection with this 
contract. 

The contractor shall employ at his own cost and charge a com- 

petent foreman, through whom the engineer may convey the neces- 
sary instructions with reference to the due and proper progress of 
and the manner of executing the work, and to ensure efficient 
control and superintendence. 
. The contractor shall employ in and about the execution of the 
work only such foremen, agents, and workmen as are careful and 
skilled in their various trades and callings, and the engineer shall 
have full power to object to and dismiss any person employed by 
the contractor in or about the streets who shall, in his opinion, 
misconduct himself, or be incompetent for the due and proper per- 
formance of his duties, and the contractor shall, without delay, 
replace any person so dismissed. 

The want of any provision for referring any possible dis- 
pute to the arbitration of an independent authority is the 
principal fault in this specification. It will be seen from the 
wording of the clause reprinted below that all disputes must 
be settled by the engineer himself :— 

In the event of any difference of opinion, doubts or disputes arising 
respecting the true intent and meaning of the drawings or specifications, 
or these conditions, or the contract or any part or parts thercof 
respectively or respecting the quality of the materials, matters and 
things to be supplied by the contractor, or the execution of the work 
or any part or parts thereof respectively, or respecting any other 
matter or thing whatsoever arising out of or incidental to the contract, 
the same shall be and are hereby referred (o the engineer, whose award, 
order and decision shall be final and binding on both parties, and the 
submission hereby made shall not be revoked by either party hereto. 
and may be made a rule of any Divisional Court of Her Majesty's 
High Court of Justice, at the instance of either party to the contract ; 
and either party to the contract may instruct counsel to appear and 
consent to such rule on behalf of the other party. 

The meaning of the above is quite clear, the engineer is to 
be sole judge and at the same time counsel in his official 
position representing one of the parties to the dispute. 
It is not only unfair for the Corporation to place 
their responsible adviser in such a difficult and 
delicate position, but it is unjust to the contractor 
who is debarred from having his presentation of the case 

‘considered by an authority absolutely independent of the 
other party to the dispute. We trust that ere the contract is 
finally signed, the attention of the Council may be drawn to 
this manifestly unsatisfactory clause, and that meanwhile all 
tenderers will make a stipulation in their offer that it be 
amended on the lines agreed upon between the Electrical 
Plant Manufacturers’ Association and the Municipal Elec- 
trical Association. 


WIRELESS TELEGRAPHY WITH REPEATERS. 
THE INCONVENIENCES OF SUCCESSIVE GUARINI RELAYS. 
By E. GUARINI лхр LIEUT. PONCELET. 


We know that, in a polarised relay, the armature is 
attracted by its core directly the first traces of a current 
traverse the coils of the relay. As soon as the armature 
has moved over it can close a local circuit, bi. But 
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between the exact moment when the circuit, P, of the coil of 
the relay is closed at м, and the moment when the circuit is 
closed by the contact of « and б, sufficient time must elapse 
for the armature, A, of the relay to perform its stroke. If 
the circuit, P, is suddenly interrupted at M, the armature of 
the relay at once moves away from its core, and the circuit, Pl, 
is interrupted at the very moment when the armature of 
the relay begins its return stroke. There is thus a delay in 
the closing of РІ, and this delay is equal to the duration of 
the stroke of the armature of the relay, whereas at the 
time of breaking there is no delay. 

This being understood, let 4 be a transmitting station, R a 
Guarini relay, and в a receiving station, Let— 

S the duration of a signal at the station A, 7.e., the 
duration of the depression of the Morse key (short for a dot, 
and long for a dash); 

^, the duration of the stroke of the armature of the 
relay at the station R. 

"=f the duration of the stroke of the clectro-magnet of the 
relay at the registering station B. 

We get :— 

1. T — / — (T P) 
for the duration of the registering of the signal at в. If there 
are м relays between A and в, formula 1 becomes: 

„CCC 

In order that the register'ng may be conveniently effected, 
it is necessary that :— 

т> о, оі > +» +1 + О +h. 

In short, if T O or / = H TT e T.. . . + {+ Р, 
the registering commences at the moment the signal ceases 
at A, and when, at each relay and at the receiver, the arma- 
tures of the electro-magnets leave their core. The signal 
will, therefore, not have time to be registered at B. 

If T < o the signal will cease at A before it has been 
repeated to its destination ; if the signal has arrived, for 
instance, at the relay faim, it will not go beyond, for 
the end of the signal will coincide with the end of the 
working of the relay /n 

The term in brackets in formula 2 increases with the 
number of relays ; we must, therefore, increase at the same 
time the term /, if we wish to retain a certain value for T. 
A large number of relays, therefore, fatally increases the 
duration of a message. One of the first conditions of the 
employment of successive Guarini relays is the reduction of 
the terms Л, , &c., i.e., the perfection of the polarised relays. 
For this reason one of us has had some polarised relays 
constructed that are sensitive to 544 ,th of an ampere. Ав 
the distance of the armature of the relay from its stop 
and consequently the duration of the stroke of the arma- 
ture can be made extremely small, we can reduce the 
terms f, &c. 

In the long lines of an ordinary telegraph system we must at 
each signal wait for the establishment of the permanent state in 
the line. In the case under consideration the line no longer 
exists, but is replaced by the induction coil. The latter 
possesses a time constant just as a long wire does, but the 
cause is different—it is self-induction, not capacity. The 
question is, therefore, to see how to reduce the term f. 

We propose to return to this subject again shortly. 


CORRESPONDENCE. 


Electricity Supply in Small Towns. 


I am obliged for your kindly criticism on my paper read 
before the Association of Municipal and County Engineers, 
but take exception to some of your comments. 

The question of “ horsing " tramways during the hours of 
lapping load is not my suggestion, but is one propounded by. 
Mr. Robert Hammond, and is, I think, worthy of con- 
sideration, as people who live in small towns know that most 
of the jobmasters would be delighted to find occupation for 
their horses during the hours of darkness, and would be 
willing to negotiate with the tramway authorities for their 
use at a very small cost; the tramway authorities would have 
to provide no stables, food, or horses. 
aware that trailers, or cars without the motors, would have to 


Of course, I am. 


be used ; but this again resolves itself into the question as to 
whether in small country towns, where the visitors use the 
trams during the daytime, and nof during the hoursof darknes, 
whether a less frequent service would not be sufficient during 
these hours? Anyhow, I do not see the impracticability of 
such a proceeding, although I admit that only in certain 
cases and under certain conditions would it be profitable tp 
do so. No great point of this method was made in m 
paper. 

Then, again, you say that by the combination of tram- 
ways and lighting, “The gain is on the part of the lighting 
system, at the expense of traction." I do not agree with 
you here, and I think you will find that my opinion is 
backed up by all the well-known “ unbiased” engineer, 
One of the special claims set forth in a company jus 
launched, viz., the Electrical Power and Distribution Con- 
pany, is that electricity can be supplied for all purposes at a 
much cheaper rate than it can be supplied for lighting only, 
The men who have sanctioned such a statement are Messrs 
Garcke, J. S. Raworth, S. Hilton, W. L. Madgen, &с, 

1. I would point out to you that the staff employed ai the 
electricity works when tramways and lighting are combined 
is about half of what would have to be employed if the works 
were separate. 

2. The handling of fuel, the cost of water, the ex of 
cleaning, &c., is much less when dealing with it on a law 
scale, than it would be if the works were separate, anl 
(separate) arrangements had to be made for the handling of 
fuel and the use of water. 

3. The nuisance caused by the establishment of works 
can be centralised, instead of being in two places. If you 
read my paper carefully, you will notice that the one proviso 
is that the works must be situated in a suitable spot for both 
purposes. Of course, if the lighting works are not situated 
in a suitable spot, then it does not comply with the conditions 
I lay down, and, under these circumstances, it may be better 
to have separate works. I should much like to hear your 
argument in justification of the point that “All the gain is 
on the part of the lighting system, at the expense of the 
traction.” | 

With regard to the question of being literally correct, I 
admit that your criticism is right, but [ was never one for 
* splitting straws,” and I had not forgotten the fact that I was 
reading a paper before a body of engineers, who were accus- 
tomed to take the language not absolutely literally, but 
could quite understand what I meant when I stated that 
“There was no (apparent) energy in coal, until it was 
burning." This, of course, does not bear upon the practical 
value of the paper, and therefore I am not anxious to take up 
more space than is necessary in answering same. 


Horace Boot, 
Borough Electrical Enginer, 
Tunbridge Wells, 
November 7th, 1900. 


[We cannot agree with Mr. Boot that the idea of 
*horsing? electric tramways, whether his own or Mr. 
Hammond's, is practicable. It is costly enough to mainta 
а stud of horses when they belong to the tramway under- 
takers ; the delighted jobmasters would want a fair (7?) profit 
on the use of their horses, and difficulties innumerable 
would arise between the parties as to terms, compensation 
for injuries, &c. Again, a large stock of hors cam 
would have to be kept; these would be sandwiched 
in between such motor cars as were retained in 81710, 
reducing the average speed of the cars to half its normal 
value. To maintain the ordinary service, therefore, woul 
call for twice as many cars with drivers and conductors. The 
heaviest load on a tramway system comes between 1 and? p.m.. 
just when the lighting load is heaviest—visitors пойт" 
standing—and at this time it would be handicapped 1 
halving the speed. 

As for the question of combination, so often discussed, . 
quite agree that on this system electricity can be supplied f 
all purposes at а much cheaper rate than it can be supple 
for lighting only. But our point is that it will not thus be 
supplied for fraction at as cheap a rate as it can be suppliel 
for fraction only, We have on previous occasions pointed 
out that the staff may be reduced by combining the two 
functions in one station, though we doubt whether it could 
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| be cut down to half, and we have supported the combination 
in the case of small towns. The fact remains, however, that 


while the 


station load factor is improved as compared with 


that of a lighting station, it is not nearly so good as 
the traction load factor alone, and the reduction in 
дай isaccomplished by placing the small day load of the 
lighting system in charge of. men whose most important 
duy by far is to attend to the traction load. In fact, the 
Kaff of the traction system is not materially reduced; the 
min is practically confined: to the lighting service. 

As regards the energy in coal, we have only to say that 
the word“ apparent " did not appear in the original paper. 
bs. Eure. REV. 


Combined Tenders. 


It is with interest that I note your editorial on the 
abore subject in the issue of October 26th, which I have 
only just seen, on account of my absence on the Continent. 


I fully 
le moet 


agree with you that the stand you take should 
beneficial to buyer as well as to seller. As a 


кг of dynamos, I am often hampered by having to 
furnish a complete plant, consisting of steam engine, piping 
insome cases, dynamos, &c., and, as you rightly state, the 
cketrical part is comparatively small to the total, but still the 


electrician 


has to furnish something he does not make, 


simply because the public has been accustomed to inquire of 
the electrician for the complete plant. 


Asam 


atter of course, nobody would furnish machinery 


and take the responsibility of same without being paid for 
it: and if, therefore, the dynamo builder has to furnish 
the plant, he has to make a profit on the steam part, and 


: A 
Nee VOPR, 
[ have 
companies 


just been told that in Germany the electrical 
have agreed not to furnish a steam engine with 


a plant without adding 5 per cent. of profit to same. 


This i8 a 


very good idea, as not only does it put every- 


body on a fair basis, but it also gives the buyer the 


ulvantage 
9 Jer cent, 


of buying it himself without paying the additional 


From the buyer's standpoint, however, it may seem that 
œ only wants to hold one man responsible in case of the 
plant not coming up to its requirements; but if he is dealing 
Wh responsible firms, there should be no difficulty what- 
wrer in settling the point as to who is to blame if anything 


к Wrong, 


| remember a case where a plant was*erected consisting of 
4 compound dynamo and a high-speed horizontal engine. 
When the motor load was put on all the lights went down, 


and when 


the load was taken off up went the lights. The 


engine builder insisted that the dynamo was not properly 
compounded, and the electrician claimed that the engine did 
Wt regulate properly. The dispute was, of course, easily 
titled, and the engine, which did not govern as guaranteed, 
жаз taken out and replaced with one that did. 

| dare say that if a dispute should.arise in a case where 


the engine 


and dynamo were furnished separately by different 


‘ontractors the same could easily be settled by arbitration. 


| repeat, 


what I said in an article on this subject which I 


“Tote some years ago for the Electrical Review in New York, 


"i, that I do not see why a dynamo builder should furnish — 


tam engines апу more than a coach builder should furnish 


horses, 


Novemb 


We beg 


against Jo 


the 9th inst. 


| Ch. Leven. 
ef 12th, 1900. 


National Wiring Company v. Jones. 


to draw your attention to the report of our case 
nes, which appears in your paper for week ending 


12 reporter has apparently not taken down the proceed- 
A accurately. Mr. Jenkinson, our late manager, is stated 
i ave said that the best workmen were not employed, 

ough they were capable. What Mr. Jenkinson did say 


Was that, 
obtained, 


the men employed were the best that could be 
Mr. R. J. Drake (should read Digby) is also 


stated to have said that there was great damage from fire. 
There never has been a fire, and the light has been constantly 
in use for over two years. 

As such an erroneous report is likely to do our business 
harm, we shall be obliged if you will put matters right in 
your next issues | 


The National Electric Wiring Company, Limited, 
W. B. Cowrna, Manayer and Secretary. 


Transformers for Cable Testing. 


With reference to Messrs. Cowans! letter in your last 
issue, I must say that in making the somewhat sweeping 
statement referred to, I was unaware of the existence of the 
special design of regulating transformer described by them, 
but, from the description given in their letter, I should 
imagine that ıt is admirably suited to the requirements of 
high voltage testing, and I must congratulate Messrs. 
Cowans upon their enterprise in thus supplying a long-felt 
want by the introduction of a device which will, I trust, 
meet with the success it deserves. 

J. Wright. 


Continental Steam Engine Practice. 


.In view of your leading article in last week's issue, 
entitled ‘Continental Steam Engine Practice," I shall 
esteem it a favour if you will kindly allow me, in justice to 
the firm I have the honour of representing, to make a few 
remarks in reference to the statements made therein. | 

Our 1,000-н.Р. “ accelerated speed” engine, which was 
exhibited at the Paris Exhibition of this year, ran withow! 
the slightest mishap throughout the seven months during 
which this Exhibition was open ; also on those days on which 
our engine was held in reserve whilst other engines were 
running, the management of the Exhibition electric supply 
invariably had recourse to our engine to take the place of 
others which were obliged to shut down through one fault 
or another. Doubtless your informant may have been 
unaware that the different engines exhibited had to take 
turn-about for the service, and the impression may have 
been given that those engines which were held in reserve 
were incapable of running, whereas this was by no means 
the case. | 

It may also be of interest for your readers to know that 
the high finish given on certain Belgian engines is not put 
on for exhibition purposes, nor is it confined to the external 
parts. The material, the workmanship and the design, are 
of the highest possible standard throughout. It will be a 
revelation to some unacquainted with Belgian steam engine 
practice to learn that of the thousands of engines supplied 
by my firm throughout Europe, not one of these engines 
has ever been erected at the works, and the first time that 
the parts are put together is on the site prepared for the 
engines to run definitely, and they are invariably ready for 
continuous running a few minutes after starting up. 

Were your readers able to glance into the order books of 
the leading British iron and steel producers, they would dis- 
cover that only the very highest grades were asked for by the 
leading Belgian engine builders, and also that enormous 
quantities of these grades were being continually shipped 
from this.country to Belgium. 

I also 5eg to state that, as municipal engineer to the 
Brussels municipality during a period of four years, I was 
able to get a complete insight into the working of six 
600-H.P. condensing engines manufactured by the firm I now 
represent, and during the whole of that time we never had 
the slightest mishap to any one of the engines in question. 
It is on account of my experience with these engines under 
actual running conditions, that I was induced to undertake 
the interests of this firm in England. 


J. Pullar Phibbs, 


English Representative for Messrs. 
Carels Fréres, Ghent, Belgium. 
E 
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Comparative Cost of 100 Volts and 200 Volts Supply. change over from the 110-volt to the 220-y 


olt Тобагу on 
the networks (as early as December, 1895), pressure or 


Referring to a Note in last week's REvirw asking some- 
one to publish actual figures relating to the charges to con- 
gumers, before and after increasing the pressure of supply, I 
have much pleasure in enclosing a list, as Junbridge Wells 
was the first town giving an alternate current supply, to 


Horace Boot, 
Borough Electrical Engine 


Tunbridge Wells, 
November 12th, 1900, 


110-volt charges. | 220-volt charges, | 2 
2 mud sb Re чылын ны наны ышына ес En = - GINE MER CC | 
Consumers’ No. March. June. | Beptember. | December. March June September, December, f — 
— — —— — — | 
£ s d. £ s. d | £ в. d. £ s. d. E s d £ s d £ s. d. Sats Fetis| 
2 7 16 0 214 4 | 3 4 3 9 1 9 5 4 8 112 0 1 8 4 1199 ] 
4 . 13 4 0, 415 4 6 2 4 15 13 10 14 611 4 6 9 5 6 3 M99 Vol 
6 .. 12 5 9 317 0 43 8: 916 4 81510 340 219 7 316 $ ‘eat 
11 us 3 16 5 3 9 7 2 15 10 314 8 | 310 9 2 b 0 216 1 519 f n? 
12 e| 759 501. 319 4 644 910 9 014 0 360!'699 ый 
37 e| Mik 6 | 674, 615 4 11 17 7 9 14 10 212 3 5 13 3 | 10106 jn 
39 ез 315 2 115 6 2 1 11 з 8 5 3 123 115 6 18 0 240 DIS 
57 — 519 1 275 | 217 7, 5150 4 19 10 2 5 6 1161 424 the 
62 ki 2 ll 5 11 1 | 016 8 26 2 4 2 6 012 6 019 6 017 6 viri 
63 Р 412 7 212 4 3 1 6 4 10 2 4 8 8 112 O0 2 14 2 $12 0 А 
64 sia 115 0 0 12 6 | 013 0 210 0 2 13 10 012 6 012 6 15 0 Пер 
65 те 13 17 2 5 3 10 3 15 6 15 6 3 10 0 7 2 18 0 3 12 1 10 19 
67 T 9 7 1 214 5 3 4 8 9 0 0 11 4 1 3 2 6 0-0 9-1 100 
71 A 218 2 015 0 211 0 4 0 0 414 4 115 6 118 9 4M n 1940 
72 - 10 7 7 6 011 5 16 10 11 4 7 12 19 4 6 0 6 4 5 10 9 9 6 
73 к 3 10 10 213 1 3 18 3 13 3 2 16 11 2 1 0 311 8 413 9 
74 25 9 11 7 5 18 3 1 7 0 9 11 6 12 0 0 3 14 3 4 4 10 9165 —— 
TT ; 4 9 5 О 15 10 014 6 4 3 5 4 7 5 0 15 6 016 0 б 7 0 
82 ~ 5 6 4 2 2 2 2 5 6 36 8 | 413 0 200, 117 5 216 | 
85 413 0 214 0 117 2 5 011 4159 | 211 0 92 6 1 515 6 "pep p 
83 616 5 3 3 7 215 0 515 2 5 9 10 2 1 9 21k G 413 6 Е 
93 23 11 4 11 7 6 10 13 4 16 14 8 14 19 10 | 10 3 9 10 6 0 26 16 6 
95 ; 3 1 2 012 6 1 611 110 2 314 9 | 113 0 | 1 14 4 6 6 у 
98 . 514 6 114 4 7 7 3 81 7 429 115 0 | 212 0 456 ^ 
101 | 2 710 012 6 | 012 6 119 0 117 7 0 12 6 | 012 6 9 12 ( n» 
102 812 2 3 7 0 498 1 8 19 10 815 7 370 $4 1 8 6 z 
104 — 516 218 4, 114 8 | 3915 6 216 4) 317 6] 11455, 193 
106 15 15 6 6 8 7 746! 1 31 16 0 770, топ 960 
107 „ 85 6 5 17 511 13 14 4 31 3 9 23 19 0 8 14- 0- 1 814 0 I 
109 1 9 1 1 311 | 017 6 | 135 2 113 6 2 © 0 148 1 119 0 
110 5 4 3 19 2| 114 7 | 311 1 311 7 119 O0 2 910 à NU | 
111 6 1 7 015 0 017 5 512 7 5 4 8 014 0 017 2 313 | a" 
112 5 6 10 23 14 21610 | 5 2 1 414 9 211 0 216 0 2 12 . 
114 6 4 0 118 65 11710 | 315 5 3 1 3 111 6 015 0 20 3 ' 
116 2 9 4 017 1 106; did 210 7 016 3 160 153 (E. 
5 6 ee. ˙ i 
| 
1 
NUMBER оғ UNITS CONSUMED. Water-Tube Boilers, | 
"T mE | тете We notice in your issue of 9th inst., under the heading | 
3 o | „The Coal-Eating Water-Tube Boiler," an extract fr he p 
í I | d ' (^ M ; : ^ Р ants file 
Consumers’ No. | March. June. | Sept. Dec. March. June. | Sept. | Dee. Pall Mall Gazelle of 6th Inst., in which statements CN v 
— = — „ eee ee made reflecting very unfavourably on the performance of Ube y 
9 307 104 124 370 204; 59 32 5 four Babcock & Wilcox patent water-tube marine bim р 
1 лр | 2554 E „ | 698 with which the steamship Martello has recently been fitis. ai 
6 501 141 157 384 343 | 120 111 146 As the statements are totally incorrect, and if allowed v g 
11 132 19 91 137, 120 78 100 | 236 pass unchallenged, calculated to create a very wrong Ш- 
ds E Nw ds 35 s | M | Ss ч pression as to the advantages of our type of water 
d Da e C marine boiler, we trust that you will publish a letter on : РЯ 
39 145 65 78 141, 139 66, 71, 148 : , ` o des Thos. Wilm 
ЭГ 233 89 110 225 194 86 78 260 subject from the owners of the vessel, Messrs. 1 pi iS 
62 ! 97 37 28 87 160 17 | 34 | 30 Sons & Co., Limited, which also appeared in the Pal Ji 
5 | p | p | E | 15 x E | e 4 Gzelte of 8th inst., and of which a copy is hereto attache: 
0 ) ( 92 | ) / ‹) 2 8 
65 539 192 135 602, 391 106 | 134 | 622 Babeock & Wilcox, Limited. 
67 369 111 | 124 388 | 480 224 210 506 Vorember 12th, 1900. Eu 
71 | 106; 20 92 15 183] 76 | 72 | 184 | | 
72 405 231 223 ! 441 | 510 233 163 545 ~ " 
73 131 | 96 113 | 134 | 101 70 | 216 [cory.] |, 
74 378 231 44 374 471 203 | 161 | 608 dpa |! 
82 202 | 74 | 81) 125, 177 | 72 66 86 Extra Special Edition, November 8th, 1900. Ч 
85 7 , 16 31! 92^ 82 22 ; ; i | 4a fih ini 
88 | 5 | Es | i | a | с in 98 | EU Sir, —We notice a paragraph in your issue of thi 6th — 
93 e | 440 4 | | 657 587 | : un 4C | 10 1 referring to our ss. Martello, in which you state that this 799 | 
95 1 | 1 | re p | 1 | n | 5 | 3 burnt 448 tons more coal on her voyage since being fitted = t 
UR CCC 5 | 95 E uu iube boilers than she did previously with ordinary cylin" | 
101 90 7 9 73 70 5, 16, 98 1 wp eem herfümtvow* 21 
104 193 106 59 143 102 | 106 | 55 113 | 18 18 quite Incorrec : e coal consumption on er — ; 
106 ^ 621 | 247 278 691 | 645 286 283 662 with water-tube boilers being 100 tons less than the avene ^ ў 
107 1 F on Es Thr i208 | 2n | ai p three years with ordinary boilers, and the speed is 172 0% 
109 47 37 25 38 58 72 52 69 faster. scc 
PS = й a ий E ү a We think, in courtesy to us, you should have given us i 
110 303 53 64 134 136 73 04 227 31 foi ` N. hich 
111 233 14 24 2147 201 | 19 26 264 opportunity of verifying your figures before publishing them, vi^ 
112 208 | 77 108 199 184 | 97 107 135 we shall at all times be pleased to do, and we should be mi^ 
114 243 | 70 145 | 117 | 8 не 111 obliged by your letting us know how уот got this mos i 
116 93 2 м | X m | 47 curate information. The ship is now on her second voyage, and ™ 
* | D 


have every reason to believe that the performance will be up’ 
We may add that nine of our steamers are ütted with Mes 


- - — 


Yol 6. No. 1,199, Моушивив 16,1900] THE ELECTRICAL REVIEW. 779 


" ———————— —n— — ä—ç ааа ааа ааа аа ааа ааа ааа а ааа ааыа ыа ED 


Babcock & Wilcox’s water-tube boilers. We had one ship fitted with 
Belleville boilers, but our experience was so disastrous that they 
wore replaced by the ordinary boilers. 
For THos. WILSON, Sons & Co., LIMITED, 
(s) CHARLES H. WILSON, M.P., Chairman. 


The Editor, Pal! Mall Gazette. 


[We have great, pleasure in inserting these letters. There 

was no indication in the note that the Babcock boiler was 
referred to, Our last issue had just gone to press when the 
etra special of the Pall Mal! appeared, so that it was 
impossible to print it along with the original paragraph.— 
Eps, Burc. REv.] 


Fetish Worship. 


How very apposite was Prof. Perry's linking of England 
and China in his presidential address to the I. E. E.; for is 
& not true that on the one side the Chinese object to the 
introduction of railways in their neighbourhood as likely to 
disturb the ancestral spirits, and so disturb their free worship 

c the same, and on the other, certain professors object to 
the introduction of electrical tramways in their neighbour- 
. bod as likely to interfere with their worship of magnetic 
тй! 


November 12th, 1900. 


F. J. 


ENCLOSED ELECTRIC MOTORS. 


Тик illustrations which we give herewith show the appearance and 
ction of the “ Bull " motor, which is being manufactured by 
Anglian Engineering Company, Limited, of Stowmarket. It is 


SIDE VIEW, BRUSHES EXPOSED. 


claimed that the design of this motor embodies many features of 
great value; every part is readily accessible—the armature can be 
Vühdrawn from either end, the field magnets can be removed with- 


out disturbing other parts of the machine, and large covered hand- 
holes afford easy access to the brush gear. 

The general type of construction is shown by the cross-sectional 
view. The armature is of the usual form, drum wound. The field 
magnet core is hollow, so as to afford a larger cooling surface, and 
in the ventilated type a slot is cut in the pole face, as shown, to 
admit cool air to the armature surface, besides reducing distortion of 
the field. The brush-holders are arranged for radial carbon 
brushes, with a long and uniform spring feed, and the brushes can 
readily be renewed when necessary. An unusual feature is the fact 
that the frame is cast in onc piece; almost all the machining on 
it can be done in a lathe, reducing the cost to a minimum. The 
large cooling surface enables the temperature rise to be kept down, 
and the motor is said to run continuously with an overload of 25 per 
cont., or for a short time, of 50 per cent., without injury; sparking 
is also absent from no load up to 25 per cent. overload, and the 


— 
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CROSS-SECTION OF MOTOR. 


brushes do not require shifting. Means are provided, however, for 
shifting the brushes from the outside, in order to vary the speed 
over a range of 10 to 15 per cent.; this also entails no sparking. 
Particular attention has been accorded to the automatic lubrication 
of the bearings, to enable the motor to run for long periods without 
atteution. 

Special labour-saving machinery has been installed for the manu- 
facture of the parts of the motor to stock sizes; low speeds and 
low prices are aimed at, and the machines are wound series, shunt 
or compound as desired. 

Dynamos of a type, similar to that of these motors are also made 
by the company, either two-pole or multipolar; and electric 
pumping plants are a special feature of their business. 


OUR LEGAL QUERY COLUMN. 


Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, c., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy oj 
the views which he may express. | 


No. 30. 


. * PERPLEXED ” writes: —“ Will you be good enough to inform me 


whether the local authority have any power to repay money paid to 
them under the following circumstances :—The occupiers of a house 
have for the last three years paid an electric lighting rent esti- 
mated according to the register of their meter. It now transpires 
that the meter has, for some considerable time, been ‘lying like a 
gas meter,’ and that the unfortunate occupiers have been paying to 
the undertakers a sum largely in excess of that to which the latter 
are lawfully entitled. Can the undertakers be compelled to repay 
all or any part of the meter rent charged in excess? Please quote 
authority. Of course, the rate has been demanded, and would it 
make a difference that the amount was paid under the impression 
that the occupiers were legally liable.” 

9,* We are not aware of any case exactly on all fours with that 
put by our correspondent. The register of a gas meter is primá facie 
evidence of the quantity consumed, and two justices may settle the 
difference (Gas Light and Coke Company v. Cresswell, 97, 1 J.P., 
699). An importaut difference is made with regard to an electric 
lighting meter, the register of which affords conclusive evidence. Thus 
Clause 54 of the Electric Lighting (Clauses) Act of 1899, after 
declaring that in case of dispute the electric inspector must decide 
whether the meter is or is not in proper order, provides that the 
register of the meter shall be conclusive evidence of the value of 
the supply; but it is important to notice that the accuracy of a 
meter which was sworn to be perfectly correct bv a Government 
inspector, was successfully disputed at Wandsworth Police Court, 
July, 1887 (see Wandsworth and Putney Gas Company v. Rye, 31 
Bol J., 633). 
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Another fact which appears to militate against our correspondent’s 

chance of success is this—money paid under mistake cannot be 
recovered. In the old case of Marriott v. Hampton, the plaintiff, 
who had lost a receipt, paid the defendant twice over in respect of 
the same transaction. He sought to recover the amount paid under 
mistake, but it was decided that he could not do so. 
@ We read of a similar case in connection with a water rate. The de- 
fendants, who were the sanitary authority at Burnley, had demanded 
from the plaintiff, and the plaintiff had paid a water rate of £8 
158. 4d., such rate being calculated on the “gross rental" of his 
premises. The plaintiff, contending that such rate ought to have 
been assessed on the “rateable value " only, brought an action in the 
County Court to recover the difference overpaid. The defendants 
had no power to distrain for rates, but they had power to stop the 
water supply for non-payment; they had not stopped it, nor had 
they threatened to do во. It was decided in a Divisional Court that 
the payment was a voluntary one, and could not be recovered 
(Slater v. Burnley 59 L.T. 636; 36 W.R. 831). If not conclusive 
upon the point under discussion, this case is strongly opposed to the 
interests of our correspondent. 


No. 31. 


" WoopsTOCK " writes:—'* Could you please answer me the fol- 
lowing in this week's Review :—The Parish Council are desirous of 
lighting the town by electricity. How can the present authorities 
obtain the power? Only part of the parish is in the lighting 
area. The clerk says we аге to get urban powers. Is this 
so? The gas is a monopoly, and is very unsatisfactory. Please let 
me know at once, as we want to take immediate steps." 

% With all respects to ‘ Woodstock," his somewhat meagre 
statement of fact renders it difficult to formulate a very definite or 
very satisfactory reply to his query. 

Assuming, however, that the Parish Council wish to have powers 
to light their own parish, it would appear that they must proceed in 
the manner prescribed by the rules which have been enacted by the 
Board of Trade (see Board of Trade Rules, 1890). For us to 
prescribe the proper application of those Rules, we should be 
informed (a) whether there is any local authority, company, or 
person authorised to supply electricity in the parish or any part 
thereof; (b) whether there are other local authorities having control 
over any part of the parish; and any other facts. If Woodstock“ 
will throw some further light on these points, we shall endeavour to 
answer him more fully next week. 

[N.B.—We would take this opportunity of observing that 
although it is expedient that queries should be concise, they should 
be so drawn as to give our legal correspondent enough information 
to enable him to give a satisfactory answer]. 
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LEGAL. 


THE ATTORNEY-GENERAL v. THE NATIONAL TELEPHONE 
COMPANY, LIMITED. 


THE action of the Attorney-Gencral v. The National Telephone 
Company, Limited, which concerns the rights of the latter to break 
up the streets in the jurisdiction of the London County Council, 
was down for hearing before Mr. Justice Wills and a special 
jury on Monday. Mr. Dickens, Q.C., and Mr. Daldy, were 
counsel for the Crown, and Sir Edward Clarke, Q.C., Mr. Joseph 
Walton, Q.C., and Mr. Roskill, for the defendant company. 

Mr. Daupy, in opening the pleadings, said the Attorney-General, 
on the relation of the London County Council, was the plaintiff, and 
the National Telephone Company, the defendants. -The action was 
brought to restrain the defendant company from breaking up the 
strects within the jurisdiction of the London County Council for 
the purpose of laying down telephone wires without their consent. 
The action was brought on two grounds—tirst, that under the Telc- 
graph Acts they had no right to do what they had done; and, 
secondly, that they were creating an obstruction by breaking up the 
streets. The defendants said they were not acting under the Tele- 
graph Acts at all, and that what they had done was no obstruction. 

Sir EDWARD CLARKE said a short correspondence had taken place 
between the solicitors to the partics to which, in the interest of the 
public time, he ought to call attention. This was one of 
two sets of proceedings brought against the National Tele- 
phone Company—one by the Postmaster-General in the interests 
of the public, and the other by the Attorney-General 
on the relation of the London County Council. They both 
substantially involved the same question, namely, whether an 
injunction should be granted, and they both involved very serious 
questions of law as well as complicated questions of fact. The 
information of the Crown came on first, and was before the Courts 
some time ago, and the telephone company submitted to terms under 
which they were restrained from doing any work for the purpose of 
extending the existing system of the company under the streets of 
London, and the whole object that could be achieved by success in 
the litigation now before his Lordship had been completely fulfilled 
in the terms arrived at in the other action; and under the circum- 
stances his clients had written an open letter to be used in Court, 
and to the defendants’ solicitors, which he would read. Counsel 
then read the letter, which suggested that it would be worth while 
considering the position as between the parties. The result of the 
previous action, which was to restrain the defendants from breaking 
the surface of any streets within the jurisdiction of the County 


Council for the purposes of laying underground wires wing 
obtaining the authority of the Postmaster-General, carried all thy 
the County Council could require, and it was suggested that it va 
be a useless waste of money to go on with the present aia u 
present. The reply to the letter stated that the plaintiffs’ 8 licim 
would, if a similar judgment to that given the former case was ү. 
sented to, be prepared to put an end to the present procedi 
He (Sir Edward Clarke) said he could not consent to that, bn 
there would be litigation which could not in any case stop the 
but would be taken before another Court. He submitted, howere 
that it would be a waste of public time to go on at present, Keile 
that what was asked for bad been secured by another action. 
Mr. Dick ENS agreed that it would not be advisable to enter iu: 
any long litigation at present, but his difficulty was that he himt f „ 
had an opportunity of seeing the members of the Highways Co . . 
mittee, and he should like to do so before consenting ошу. · 
arrangement. РЕ 
Mr. Justice WILIs said he did not at the present moment que j 
appreciate the difficulty of the defendants giving the same ію. 4 . · ~ 
[ T 


ie 


taking as they had given to the Postmaster-General. It was ох 
likely the Postmaster-General would allow them to break ap the 
streets without they obtained the sanction of the County Corneil 
Sir EDWARD CLARKE said he could not consent to come under the 
terms of any injunction yet, as there were important legal question | 
which he should want to raise. He suggested that the scin 
should stand over generally with leave to apply to restore it no 
Mr. Justice Wits said that perhaps the defendant emp сш 
would give an undertaking not to do anything in coutraventinof =. 
the order obtained by the Postmaster-Gencral without giving due ' +% 
notice of it. ды 
Sir EDWARD CLARKE said his clients were quite premit -x` 
undertake that no action should be taken of that kind if the mater 
stood over generally. = 
Ultimately it was agreed to allow the action to stand over fut а 
fortnight, counsel arranging to consult their clients inthe meattim. 2 . SiH 
After that they could, if necessary, go on with it. Ns 
| iir Gow 
7S Vane EL] 
уз 4 d 
1 E 
THE RecoRpING TELEGRAPHS, LIMITED. — 
IN the Companies Winding- up Court on Wednesday, before Mr zm Mar 
Justice Wright, the petition of Messrs. Segrue & Co., Limited, fr f. - — Deut, 
the compulsory winding-up the Recording Telegraphs, Limitel., 1ш. 
was again down for hearing. A E 
Mr. JENKINS, Q.C., said the petition was by а creditor. At the’ “l: 
time the petition was presented a voluntary winding-up was on. L Lay 
templated, and pending the hearing of the petition it was rewlred- `: 
upon. His clients were now in another position, and he bad set -~ 
now any materials on which to ask for a compulsory order, notwith e 
standing the voluntarily winding-up, although they might like ore 2x 4 d. 
His friend, Mr. Neville, who appeared for other petitioners, sid л. 
the last occasion he could get materials, and as soon as he did so be ЛАН, 
would supply them to his (Mr. Jenkins) clients. They had not ye, ` 1 lists — 
however, received such evidence, and he, therefore, asked fors. Хешу; 
further adjournment. . ee Brine 
Mr. NEVILLE said, on behalf of a number of creditors, be sid СС 
for a compulsory order as against a supervision order. He 
for an adjournment, in order that copies of his evidence migit le f gry 
supplied to Mr. Jenkins, and also to the company. COS а, 


DN 
OI ttr 


His LonsHIP adjourned the further hearing of the petitim{#s ~ ац; 
week. "SR Th 
nu 

"Te 

„ 

rs 

BUSINESS NOTES. 1 ee T 

du 

Auction Sales.—Full particulars are given in E a 
advertisements this week of the freehold land and vom sé С ts 
electric light and power plant at Oldbury, which Messrs. ] dg. 
Kirk, Price & Co. will offer for sale on December 5th. Cue 
€ il: 

Bankruptcy Proceedings.—Mr. C. Bennett Hames — 4 5, 


whose name will not be unfamiliar to our readers, appeared on ath 
inst. before the Registrar, at the Wandsworth County Court, for te uu. 
purpose of undergoing his public examination in bankruptcy. Th Сс, 
receiving order was made in October last, and the totallinbuité — 5, 
were stated by the debtor to be about £7,500. The assets were 2, 
The debtor attributed his insolvency to liability incurred in ME 
of a guarantee given in connection with the reconstruction oi be 8 
Medical Battery Company, Limited, and to law costs. ^d 
by the Official Receiver, the debtor said that from 1881 to 1948 be CI { 
was managing director of the Medical Battery Company, Limit 
at a salary of £2,000 per annum. For years past his wife had mii 

household expenses out of her private means. He originated dle 
Medical Battery Company 20 years ago, and a year later it aBn? ~, 1 
a limited liability company. Debtor, his wife, anda few hui . 
friends held shares. There was no public allotment. Thebuik* ~... 
was carried on most successfully until November, 1892, and fen 0 i 
1890 to 1892 a profit of £15,000 to £16,000 was made aut. Tr 
profits were put back into the company during the prosponus Je — 8 
He retained about £1,000 for personal expenses. Litigation au RN 
entirely ruined his business. The examination was adj ie 
till the 22nd inst. | DESC 
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Electrical Wares Exported. . 
WER expine Nov. 14TH, 1899. | WERE Epnine Nov. 13TH, 1900. 


Alexandria . . Value £756 Amsterdam .. Value £155 
Ar;cterdam .. En 75 .. 901 Barcelona А * 25 
Antwerp. Elec. fuses .. .. 802 Bombay : $a 181 
basskok. Teleg mat. 25 95 " Teleg. mat 121 
B. ten. Teleg. cable .. 10,675 Calcutta 2 e 1,267 
Rarlogne . . ee 65 Cape Town.. 83 
Brishane .. ов "m ,. 183 Channel Islands xs 280 
Reanos Ayres. Teleg. mat. 50 Chris'iania. Teleg. wire 55 
Calcutta v " ee 146 Colom yi is 841 
Cape Town... sx 85 .. 468 Copenhagen. Teleg. wire 12⁵ 
сю немиеһ zo is ee 17 urban Ке es " 215 
Christiania. Teleg. wire 68 Emden. Teleg. mat. 57 
Colom ne a v" 85 Gothenburg.. m 9 8 e» 23 
Durden ax 88 9⁵ Halifax. Teleg. cable. .. 6,000 
¿haltar o. x T ae 20 Hiogo. Teleg. cable . 770 
i. thenbarg. Teleg. wire 24 12 Launceston EP vix 441 
Hamburg. Teleg. mat... . 40 Madras А ЭР els is 26 
Hou; Kong os e 68 Melbourne .. - s .. 1,787 
hic. Teleg. cable А . 145 Montreal .. as as .. 20) 
Launceston, Elec. moto . . 118 Monte Video. Teleg. mat. 165,728 
Гесиод... 85 ws 24 Ostend i T ae .. 170 
Madeira n. 6i n аа 18 Otago ee r 57 
Marseilleg .. .. m ea 69 Penang $ e es m 47 
Melbourne S T .. 128 Riga .. 2 és сж .. 256 
„  Teleg. wire . 974 Rio Janeiro. Lig éx . 175 
Моше Video е 25 . . 100 эз Teleg. mat. .. 7,157 
Ostend wee s я .. 221 Santos. Teleg. mat., &c. А 85 
Perth х " .. 584 Shanghai. s "e 150 
lieus s s 16 Singapore .. “% vs .. 206 
Port Elizabeth 279 Stockholm. Teleg. mat. . . 401 
Hert Said .. 2 А 98 Sydney Fa as ЗЕ, .. 1,819 
*aztanderf .. T = .. 108 „ Teleg. mat. . 360 
*t vetersburg. Teleg. mat. 38 Wellington .. ТТИ .. 312 
Shanghai .. 80 Ps 12 a Teleph. mat. 200 
tcckholm. Teleg. mat. .. 148 Yokohama .. ge А . 135 
Buy wk iu .. 186 А Elec. dynamos .. 2,850 
We.tington Bet, Hao жш dB „  Teleg.cable .. . 7,596 
„ Teleph. mat. . 860 
Yokobama .. ee ‘ 1,096 
6 Teleg. mat. .. 244 


" Telephones .. = 860 
Total £20,464 Total sé 


Foreign Goods Transhipped. 


Ad: aide. Teleph. mat. Value £111 Bangkok. Elec. amps Value £178 
Саге Town. Telephones .. ‚118 Bt. Petersburg. Elec. light fittings 11 


.. £184 


Total oe £224 Total 


Books Кесеітей. —“ Manual of Electrical Undertakings, ” 
t Е. Garcke. London: Donington House, W.C. 

"Tie Theory of Commutation,” by C. C. Hawkins, M.A., M. I. E. E. 
Ludon: George Tucker. 28. 6d. 

“La Theorie des Ions et lElectrolyse," by A. Hollard. Paris: 
G varré and C. Naud. 1900. 5 francs. 

“The Process Year Book for 1900,” edited by W. Gamble. 
Loudon: Penrose & Co. ‘ 

“Report of the Board of Education,” 1899-1900, Vols. I., II. and 
* E Eyre & Spottiswoode. 6d., 1s. За, and 3s. 6d. 
spectively, 


_{atalogues and Lists.—A pocket folding circular of the 

iagdon-Davies single-phase alternate current motors has been 

txd, in which are given prices and speeds of standard and special 
От speed pattern motors. 

4 supplementary list of electrical supplies has been published by 

eur. A. Vandam & Co., giving details of new goods introduced 

Ei the issue of their catalogue in October 1898. These include 

, c" Dania" dry cells, and a variety of ceiling roses, cut-outs, 

“itches, and wall plugs. The “Victoria” dwarf enclosed arc lamps, 


Which аге made in two types, one for operating singly without: 


transformer on alternating current circuits, and the other for direct 
torrent, are also described. | 
2 sms Neville Bros., of Liverpool, in their September, 1900 list, 
ES details and illustrations of a number of electricians’ tools 
E they are supplying. These include Mann's slot-clearing 
8 chine, automatic feed coil winding machines, electric drive ditto, 
1 armature disc, segment, and ring automatic notching 
ividing machines, the “ New Jersey ditto, automatic tissue 
ao machine for papering sheet iron for armature discs or 
dais е discs, dynamo makers’ presses, and other tools of the 
c character for dynamo, motor, and other electrical work. 
meet 1 patent water-softening apparatus forms the 
у, Vald a well-printed and illustrated list which is sent to us by 
р. Due Hansen, of Great Tower Street, E.C., who is the 
Pn 155 the United Kingdom. It is claimed for this softener 
tiap y olutely reliable, is perfectly automatic in its working, 
s 1 construction, is easily attended to, and is cheap both 
ih the w aud in working expenses. Ordinary chemicals, mixed 
"tg wa ape precipitate the hard substance, no secret compounds 
The Bruun-Lowener softener ie made in five different 
ie eere varied requirements, and in the list to which we 
id nad these are described and notes of dimensions 
Printed ini. are given. Testimonials emanating from users are 
pants i Tus followed by some pages of statistics of the various 
Ир of w vir capacities, which have been supplied to a score 
Cong, works, factories, &c., in England aud to great numbers 


o1 Contin . f 
forth, ental engineering works, gas works, breweries and so 


T ; 
d a ternational Pneumatic Tool Company, Limited, of Palace 
txir portable » and Chippenham, have brought out a catalogue of 
U^ use of air ee tools, for which are claimed economy in 
The tools des. ightness of weight and simplicity of construction. 
rat an tla therein are “Little Giant” piston air drills; 
ttl for E01 drills with compound gear, allowing high 
kureng o. e illing and low spced for large drilling; pneumatic 

Pecially adapted for chipping, calking and beading flues, 


reversible double spindle boring machines, reversible flue rolling 
machines, pneumatic motor chain hoists, pneumatic blow off cocks, 
and a variety of parts and fittings for the various tools. There are 
numerous illustrations of the machines, some showing them at work. 

The British Westinghouse Electric and Manufacturing Company, 
Limited, have issued their circular No. 1,035, which describes the 
Westinghouse 124 tramway motor. 

A pamphlet describing their new water-level apparatus, intended 
for asylums, hospitals, and large institutions, has been brought out 
by Messrs. Gent & Co., of Leicester. By means of this indicator 
engineers or superintendents may see without leaving their offices 
the exact quantity of water in a reservoir, whether the pumpiug is 
done regularly, and also obtain antomatic weekly or daily diagrams 
showing the exact depth of water at any moment. The installation 
consists of a transmitter at the reservoir, a receiver indicator, or 
recorder in the office or engine room, with a battery and the 
necessary wiring connections. The list before us gives a brief 
description of the apparatus and explains the fixing. | 

Two circulars аге to hand from Mr. James Dickson, of Gray’s Inn 
Road, describing the "Ideal" incandescent lamp guard, and the 
“Tieciton” dynamo brush. 

A list of the Wagner Electric Manufacturing Company, of St. 
Louis, U.S.A., gives details of their type “К” ammeter and type 
"F" wattmeter. " 

The "Hatfield" pump is manufactured solely by Messrs. Merry- 
weather & Sons, Limited, of Long Acre, who own the patent. The 
company’s water supply department has issued a good pamphlet 
giving particulars of the pump, which derives its title from Hattield 
House, the residence of the Marquis of Salisbury, where the pump, 
driven by an electric motor, is used for domestic water and fire 
protection purposes. Illustrations viven in the list before us show 
the pump driven by electric motors, also gas and oil engines, and 
there are many effective sketches relatiug to its application in water- 
power lighting plauts, mining, and other work. A reprintis given of 
a brief extract from a paper read before the Institution of Mining 
Engineers, iu June of this year, by Mr. Emerson Bainbridge, M.P., 
M.I.M.E., describing the chief features of the Hatſield“ pump for 
underground service. 

The Doe Portable Electric Light and Power Syndicate, Limited, 
of Cannon Street, E.C., send us one of their general battery lists, in 
which extracts are given from reports upon the battery prepared by 
the late Dr. Hopkinson, Mr. Parshall, and Profs. Houston and 
Kennelly. 

The B.T.H. Co.'s pamphlet No. 77 contains a description of their 
magnetic blow-out automatic circuit breakers. No. 78 deals with 
horizontal edgewise instruments. 


Directory.—A new directory has been issued by Messrs. 
Hazell, Watson & Viney, Limited, of London (68.). It is entitled 
" Directory and Statistics of Electric Lighting aud Traction Works,” 
in operation or projected in Great Britain and Ireland. "The editor 
of the work is Mr. C. S. Vesey Brown, A. M. I. C. E., the Lincoln 
Corporation electrical engineer. The book is presumably to be 
issued as an annual, the present edition being for 1990—1901. It. 
is divided into several sections:—I. Electric Lighting; II. Electric 
Traction: III. Light Railways; and there are others dealing with 
applications for powers, lists of officials, and so on. The priucipal 
features of the existing works are brietly given, and altogether 
there is much useful statistical information contained in the book. 


East African Rubber.—Mr. Vice-Consul Marsden's 
report to the Foreign Office on the trade of the East African 
Protectorate, contains the following comments on rubber: —'' Rubber 
shows an advance of 40 per cent. on the previous year, but is still 
far below what it should be, and what the country is capable of 
producing. Tnis is due in a large measure to this industry being 
left to take care of itself, and no properly disciplined or organised 
effort made to assist it. In times of drought and bad harvests the 
natives fall back on the rubber-collecting harvest to kcep themselves 
from starvation, but in times of plenty the industry is more or less 
neglected, and only vines which grow in those places casiest of 
approach are tapped, and ia many cases ruined by being cut to the 
ground instead of tapped. I can only refer to the remarks made last 
year on this subject, and which I again repeat, with, if possible, 
greater emphasis, uuder the conviction that there is money for the 
private individual and for Government if the industry were more 
systematically worked." 


Exhibition Souvenir.—We have received from Messrs 
Witting Bros., Limited, a handsome souvenir of the Paris Exhibition 
in the form of an album of photographs of the Exhibition buildings 
and of Messrs. Wittiug's exhibits therein. Most of the former, it 
need hardly be said, are very beautiful, while the latter are 
technically more interesting. No letterpress is appended to the 
photographs, so that we cannot enter into particulars; suffice it to 
say, that the number and variety of the exhibits, including electric 
railways, induction motors, large direct coupled alternators, &c., are 
well shown by the views which are comprised in this collection. 


Foreign Electrical Plant.—There was an unusually 
large quantity of forcign electrical goods and apparatus imported 
into this country during October last, the total for the month being 
returned at £174,524, as compared with £97,107 in September, aud 
£148,317 in August last. The aggregate imports for the ten months 
ending with October last are returned at a value of £969,923, or 
close on a million sterling. 


Liquidations and Dissolutions —The Coventry Gas 
Fittings, Electrical, and Engineering Company met at Birmingham 
on 12th inst. and passed resolutions in favour of a reconstruction 
of the company, and it was decided that it be wouud up voluntarilv, 
with Mr. T. M. Datfern as liquidator, a new company to be formed, 


— 


— — 


— 
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to be called the New Coventry Gas Fittings and Electrical En- 
gineering Company. A committee of shareholders was appointed 
to assist the directors in carrying out the reconstruction scheme. 

Messrs. R. F. Read and A. A. Jenkins (Read & Jenkins, electrical 
and mechanical engineers, Bristol) have dissolved partnership. Mr. 
Jenkins will attend to debts. y 

Notice is given of release of trustee (Mr. G. S. Barnes, Carey 
Street), in re Chitty Dynamo and Motor Company, Limited, of 
Willesden. 


London County Council. — The Council at the meeting 
on Tuesday resolved to granta loan of £1,142 to the Hampstead 
Guardians for the installation of the electric light at the workhouse. 

The report of the Parliamentary Committee contained a reminder 
that the Council had decided to apply in the next session for general 
powers for doubling single lines of tramways with the consent of the 
Board of Trade. In this connection it had been suggested to the 
committee that general powers should also be sought to enable the 
Council to construct passing places in conjunction with the existing 
lines of trumways, short junctions between tramways with a view 
to affording facilities for through trattic, and small cross-over lines 
where required. 1t appeared desirable in the public interest that 
the Council should have powers to carry out «mall works of that 
kind without having to obtain Parliamentary powers in each case, 
and on the recommendation of the committee it was resolved to 
authorise them to apply for general powers on the above-mentioned 


. basis. 


It was decided to approve plans submitted on behalf of the Tele- 
graph Construction and Maintenance Company, for the erection of 
a building to be used for the manufacture of cables at Enderby's 
wharf, River side, East Greenwich. E 


New Indicator Movement.—Mcssrs. Julius Sax & Со, 
are just introducing a new self-replacing pendulum indicator which 
is a considerable improvement on the forms hitherto in use. Its 
peculiar features will be seen from the illustration, Unlike the old 
type, the movement is a horse-shoe magnet, having two poles, and 
the spring is so arranged that there is an almost entirely closed 


magnetic circuit. The force of attraction is, therefore, so great that 
the movement will swing for as much as two minutes. The effect 
of the current is first to close the circuit of the movement, and then 
that of the bell, so that less battery power is needed, and there isa 
more decided ring, the arrangement acting asa sort of relay. Every 
part of the indicatoris made in Messrs, Julius Sax's own works, and 
the cabinet work is both substantial and well finished. 


New Works.—We understand that Messrs. Rosliug, 
Appleby & Fynn, Limited, of Bradford, are shortly to commence 
building operations for their proposed large electrical engineering 
works to be erected at Thornbury. At these works, which will be 
used for the manufacture of dynamos, motors, &c., the tools and 
equipment generally are to be on the most modern principles. 


Partnership.—We are informed that Mr. A. H. Gibbings, 
М.1.Е.Е., and Mr. C. A. Baker, MI. I. E. E., have entered into partner- 
ship as consulting engineers, and that the name of the firm will 
now be Messrs. Gibbings & Baker. Mr. Gibbings's successful career 
at Bradford is familiar to our readers; Mr. Baker has recently 
returned from Russia, where he has been responsible for the carry- 
ing out of a large coutract in St. Petersburg, having prepared all 
the plans and specifications for an electric light and power station 
of 10,000 U. P., as well as advising generally on all points connected 
with the electrical equipment of the undertaking. 


Refuse Destructor.—A refuse destructor on the Horsfall 
system has just been put in operation as the last function of the 
Strand District Board of Works, a body which is now absorbed in 
the City of Westminster. The destructor is situated at Shot Tower 
Wharf, on the south side of the river near Waterloo Bridge. It 
consists of six cells or furaaces, cach having a grate area of 42 
square feet. The rubbish or refuse is brought in by carts upon a 
high-level platform, and is from there tipped directly into the 
destructor, the carts being fitted with a rack and pinion for the pur- 
pose. In this way no handling of the refuse is needed. The six 
cells are placed back to back, three in each of the two rows. The 
furnaces are below the tipping deck or charging floor, but extending 
above the floor 15 a feediug chamber which is common to both rows 
of cells, and which thus divides the tipping deck into two parts. 


- 
E 


mt 
on — 
{ = ' 
* 


othe del. 
re 

From this chamber the refuse falls to the furnaces. In the St i <. T 
installation little effort has been made to utilise the waste heat fry Mee” 


the burning refuse. There is, however, a water-tube boiler pg e 
between the cells and the dust chamber. This will supply stay 


for the forced idraught, for the electric lighting of the works, and (gl, 27 
working the mills which are to be erected for crushing clinker pg (2° " 


mortar, concrete, paving slabs, &c. к re Ce 
The Horsfall Destructor Company, Limited, writes to the Ти qc! ` 
stating that the plant was designed to treat 12 tons of refuse r 1 


cell per day. The whole plant is intended to deal with 80 md Il! 
refuse in 24 hours. е 


Trade Announcements,— Owing to increased окне |... 
Messrs. A. Vandam & Co. have been obliged to move into lg 
premises. They have secured a new and convenient warben 
of six floors at 15, Gerrard Street, Soho, W., where they wif 
be enabled to carry larger stocks. . 

The United Alkali Company, Limited, of Liverpool, have e ected 
а plant at their Sullivan Works, Widnes, for the таппаи df 
carbide of calcium, which is with them a new industry, and they 
are now open to supply the market. The Carbide Department $ 
under the management of Mr. Joseph Bastick, electrical engines 
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ELECTRIC LIGHT AND POWER М 
P ` E j — e 
Ts: | Же | - ккан of c 
Accrington.—The Т.С. is applying for powers а perm 4) 
£1,511 for electric lighting purposes. E vie anal 
Alfreton.— Notice of the application of the U. -I. 
a provisional order is filed in the London Gazette. ^ res n 
Barmouth.—Ataspecial meeting of the D.C. Mr. Abrahani.. ys enigs 
reported that he was negotiating with a strong company in E land тшу is 
with a view of leasing the Council's right to supply the town wit M 
electricity. . E GUN 


E Eg pros, (ИЧ 


Bridgend (Glam.).—The U.D.C. has for a long ti iir d 
being;trying to transfer its prov. order toa company, without succta — - 
The.B. of T. has now intimated that presuming the transfer wi 


not be proceeded with, it proposes to revoke the order іо, т, Te 
Further communications are to be opened with the Board. rd ent М 

Brighton.—At the Т.С. meeting on Friday the Lightinfe- « aui 
Committee reported that the borough engineer had recommenda: 5 oni) 


that 107 arc lights should be placed along the tramway routa 
These would displace 150 incandescent electric lamps and 48 gi 


Ewer ity Cons 
" Hi d the mee 


lamps. The cost of maintaining 107 arcs, estimated at £20 198 MP ' the year 
each, would be £2,210, as compared with £825 for incandeseB:idi sn, 
electric and gas lamps, an increased cost of £1,385. The сари ite mung 


cost of the arc lamps, approximately £60 each, would be 26,40 
which, at £35 each, £3,745 would be chargeable to the surveyo 
department for posts and labour of erection, leaving £2,655 at 
cost of the electrical apparatus. The cost of the might 
considerably lessened if it were thought advisable to utilise: - ы 
tramway posts in conjunction with the arc lamps where р Ш imi 
The T.C. adopted the Committee’s recommendation, and remi. — 

that application should be made to the Local Government B 
for sanction to the borrowing by the Council of £6,440 for ee, 
of 15 years for the purpose of street lighting. The resident t "ois, 


neer reported as to the advisability of making a special tarf 8. "2 0 
the supply of electricity to churches, that he had carefully za, "9" 
sidered the question, and feared that if the Committee gave WM seus: p; 
in this respect and allowed churches an all-round special tate, f cu 
would break down the principle of charging by maximum den = P. 
which had proved itself in the past to be the only satisfactory Tm 


round method of charging, and establish a precedent which oa MA 
surely lead to no end of trouble from other classes of consum... 
who would think, and not without reason, that they were equa 


entitled to consideration for special terms to meet their individui 

cases. If churches held meetings and used light on weekmig LIT 
they could not, in fairness, expect any better terms than auf ff, . 
class of consumer. It was different, however, if they t 5e d зу, idi 
light on Sundays than week nights, which was most probable 9 ©] 


they were then in a position to meet their requirements witt i 
апу way clashing their Sunday maximum demand with (сова 


week-day maximum load on the station. This also applied to ott 

classes of consumers who were willing to use their demand at оё ATi. |) 
hours throughout the week than the usual lighting hours "eua 
class of consumer, who used energy during these ordinary А >, 
weck-day lighting hours, should certainly be charged on the лай — 
mum demand system, which was really the fairest all round to Ñ ur 


consumers as a whole, and also to the departmeut from s 

business point of view. The following suggestion might, юе “ 
overcome the difficulty :—All churches which agreed to pay u — i... 
creased meter rental of £1 per annum might have their demas 


tar 
indicators short circuited on Sundays, and thus have their we 
based on the week-day maximum demand, which, іп all probabit TT: 
would be so much less than their Sunday maximum as to nat? 


very material difference in their annual accounts. This prises 
if they would accept it, ought also to be extended to all Фр s. 
classes of consumer who on week days were willing or likely t EM. vU 
a supply only at other than the ordinary hours of lighting. ЭЖЖ vifo 
an arrangement would meet perfectly the requirements of Pre 
offices of morning dailies, and such like, and those who ag 
this method of obtaining their supply would, for au extra rent 
£1 per anuum, be provided with a time switch which would 


^ 


b 
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„мшу prevent the demand being registered except during the 
usual lighting hours. The advantage of the above suggestion Was, 
“at while strictly adhering to the correct principle of the maximum 
jemand system of charging, it fully met the requirements of 
Jambes midnight and daily users of electrical energy. In con- 
„lusion, therefore, he would strongly advise no departure from the 
osent system of charging, except on lines similar to those he had 
indicated above. The Committee approved the recommendation 
ptained in the report. A letter was read from the Westminster 
Supply Company, requesting the support of the Committee to the 
application of the company for an alteration to the proviso to 
Conse 6, Section B., of the Board of Trade regulations of March 
4th, 1896. It was resolved that the town clerk should write to the 
Roard of Trade, in support of the application, so as to provide for 
au appeal to the Board in eases in which an alteration of the 
standard pressure in a whole district was prevented by the refusal 
feguseut by s small proportion of the consumers in such dis- 
(nct. 

(anterbury.— The T.C. has instructed Mr. Hammond 
t» proceed with specifications, &c., for extensions of the electricity 
works. 


Cardiff.—A proposal of Alderman Carey's, that the 
Lighting and Traction Committees should be amalgamated, has been 
discussed by the members of the two Committees without material 
"sut, The engineers of both systems have been asked to report 
vu the present aud future capabilities of the existing station and of 
Ше one under construction. 


Doleelly, — The C. D.C. has decided to institute 
uyuities as to the cost of carrying out a scheme for supplying elec- 
tric light tothe town. A Manchester syndicate has already made a 
proposal to the Council. 


Dukinfield.— The new municipal buildings are to be 
‘ited up with electric light. The contract has been secured by 
Vers D. Firth & Son, of Manchester and Dukintield. This is the 
t4 practical step which has so far been taken in connection with 
the new joint municipal enterprise. 


Gorton.—The D.C. is becoming anxious as to the possible 
" vocation of its prov. order next June, and has set inquiries on foot 
i to the probability of obtaining a supply of electricity from 
Stretford. | 


Halifax.—The T.C. has decided to make а rew 
«parture with regard to the Electricity Department. Hitherto 
‘ie electricity works and the gasworks have been controlled by 
n: committee, but, owing to the enormous development of the 
demand for electricity consequent on the extension of the tramways, 
‘was decided at the meeting on Friday last, when the various 
onmittees for the year were reconstituted, that the electricity 
-epartment should be separated entirely from the gasworks section 
ind төм to the tramways department, under the control of one 
committee, 


Hampton Wick.—At a meeting of the U. D.C. last 
“ek it was decided to consent to the application of the Richmond 
селе Light and Power Company for a prov. order for the 
emet, The Council will have the right to purchase on the follow- 
mg conditions :— 
^ At any time before the expiration of 42 years the Council may purchase 
27 paying such a sum as will produce, at 34 per cent., a perpetual annuity of 
" pec Cent. upon the capital expended by the company. 
purchased within 10 years, the Council shall pay in addition a sum 
equal to a dividend of 5 per cent., less the aggregate of any dividends declared. 

^ At е expiration of 21 years the Council may purchase on paying the 
‘ue of the undertaking plus the valye of the goodwill. 

‘he company will supply, from its Richmond generating station, 
current for private consumers at 6d. per B.T.U., and will maintain 
publie lamps at £3 per annum, inclusive. Previous negotiations 
vith the Kingston Corporation were entertained, but the Corporation 
quotation was 84. per unit. 


Hampton (Middlesex).—On Tuesday the U. D.C. 
ec notice of two forthcoming applications for prov. E.L. 
orders for their district, viz., by the Richmond Electric Light Com- 
joy and Edmundson's Electricity Corporation, Limited. 


llindley—The U. D.C. has filed notice ‘of intention to 


«ply for a provisional order. 


 Mendon.—' The D.C. has passed a resolution asking 
. G. B. to sanction а £36,400 loan for electricity works. This 
мий does not include cost of site, which has not been settled, and it 
ouly for the compulsory area laid down in the prov. order. Mr. 
Robert Hammond is the consulting engineer. | 


: Holyhead.—The experts who examined the flow of water 
‘ough “Pont Lasinwan,” with a view of utilising it to generate 
oe have guaranteed sufficient power to provide for 3,000 
F. lamps. 


| Keighley —On Friday last the Mayor laid the memorial 
“one of the electricity works which are now in course of erection. 
| пе works, which are estimated to cost £34,600, will include oftices 
aud engineers’ rooms, engine and boiler houses, and battery room. 
“te machinery will consist of three steam dynamos of 800-H. b., but 
""ommodation is to be provided for 3,000 н.р. without altering the 
1 room. Space is provided for six Lancashire boilers. The 
опу network will be laid оп the three-wire direct current 
" tem, with à supply pressure of 230 volts. Mr. J. M. Smyth is the 
“rough electrical engineer, assisted by Mr. H. Chilvers. 


Limerick.—The T.C., which recently failed to obtain 
the sanction of the L.G.B. to a loan of 222,000 for electric lighting 
purposes, has obtained an extension of the prov. order for 12 months 
from now. 


Llandilo.—The C. D.C. has applied to the L. G. B. for 
leave to borrow a sum of £3,500 in connection with the electric 
lighting scheme. 


Manchester. — At a meeting of the Electricity Committee, 
held at the Town Hall on Weduesday afternoon, Dr. Bishop was 
elected chairman, aud Councillor John Phythian deputy chairman. 
Dr. Bishop took an active part in the movement which led to the 
appolutment of a sub-committee of the Electricity Committee to 
inquire into the management of the electricity department. Mr. 
Wordingham, the chief electrical engineer, has intimated his inten- 
tion not to renew his engagement, which expires in March next. 
This has been treated by the committee as a resignation, and duly 
accepted. 


Mansfield (Notts.).— The T.C. last week resolved to 
promote a Bill in the next session of Parliament embodying powers 
to supply electricity for lighting and traction purposes. 


Mountain Ash (Glam.).—Mr. R. Hammond has been 
engaged by the U.D.C. to report on the question of electrical supply 
in the district. 


Normanton.—The C. D. C. recently decided to oppose 
the application of the North British and Northern Counties Electric 
Supply Companies for a provisional order to supply the town with 
electric light, aud to make application for au order themselves. 
Since then, however, circumstances have arisen which make other 
arrangements desirable. А «special meeting of the Council has been 
held to mcet a deputation from the United Kingdom Tramway, 
Light Railway, aud Electrical Syndicate, Limited, of Westminster, 
who have a scheme in hand for connecting Normanton, Castleford, 
Pontefract, and Nottingley with electric tramways and clectric 
light: the proposed area will include Altofts, Whitwood, 
Fryston, Featherstone, Sharlston, Streethouse, Snydale, and Warm- 
field. It is iutended, says the Leeds Mercu ‘u, to form a sub-com- 
pany, to be named the West Riding Company, and the oflices will 
be at Leeds. The maximum rate for the tramway will be 1d. per 
mile for ordinary passengers and 4d. per mile for workmen’s cars, 
aud the maximum price for lighting is to be 4d. per unit for public, 
and 6d. for private use. The syndicate will also undertake the 
conveyance of goods by nieht. At the special meeting of the 
Council the scheme was warmly supported, conditionally that on the 
consent of the other authorities being obtained, the work will be 
proceeded with on liceuse pending the granting of the provisional 
order. 


North Metropolitan District.— Last April the Edmon- 
ton D.C. passed a resolution to apply to the B. of T. for a prov. 
order to supply electric light. At à meeting on Tuesday, the chair- 
man stated that at a conference of delegates of the Councils inte- 
rested in the joint scheme. the opinion was expressed that the Bill 
which is being promoted would be strenuously opposed, and the 
fact that the Council was acting iudependently in seeking an order, 
was likely to be advanced as a reason why the Bill should not pass. 
The Council unanimously agreed to rescind the resolution. 


Oban.—On 3rd inst. it was agreed to recommend an 
application for a prov. order for the clectric lightiug of the town. 


Pickering.—The U.D.C. has passed a resolution assente ` 
ing to an application to the B. of T. bv an electricity supply com- 
pany for an order empowering it to establish works for supplying 
electricity in the district. 


Pontypridd (Glam.).—Mr. R. P. Wilson, of West- 
minster, has been selected as consulting electrical engineer to the 
U.D.C. to report upon an electric light scheme, and a prov. order is 
to be applied for by the Council. 


Rathmines.—Much dissatisfaction is expressed by the 
ratepayers on account of the large outlay for electric lighting, 
which already exceeds the original estimates (£50,000) by £20,000. 

The D.C has adopted a recommendation of the E.L. Committee 
that a third steam dynamo should be obtained, at an estimated cost 
of £7,500, on account of the numerous applications for electricity 
supply. 


Roundhay.— The Roundhay and District Electric 
Lighting Company notify thcir intention to apply for a provisional 
order. 


Saltburn.— Reporting upon the proposed purchase of 
the electric light installation, Mr. Urwin stated that he could not 
recommend the Council to purchase from the Assets Company at 
the sum of £10,000, but at £8,000 it might have been advisable. It 
was agreed to ask the Assets Company if they were prepared to 
accept the latter amount. 


Sheftield.—The electrical engineer, Mr. S. E. Fedden, 
has preseuted a report to the E.L. Committee on the are lightiug 
of the Leeds markets; 80 enclosed alternating arc lamps of the 
" Reason " type are used, and 40 are on order for new buildings. 
The Markets Committee pays 34d. per unit, and Mr. Fedden states 
that the results are highly satisfactory. Mr. Fedden has also drawn 
up a report on his Continental tour, from which we propose to make 
a few extracts next week. 
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Shrewsbury.—The T.C. is extending the street lighting 


with arc lamps. 


Swindon.—Mr. G. J. Churchward, J.P., M.I.M.E., 
M.I.C.E., the first mayor for the newly formed borough, is taking a 
deep interest in the movement for getting an electric light installa- 
tion in the town, and this will be one of the first undertakings the 
new Council will have in hand. 


Royton.—Preliminary steps are being taken by the D.C. 
for laying down an electric lighting plant and constructing 
tramways. 


Teddington.—The U.D.C. have instructed Mr. J. E. 


Edgcombe, electrical engineer to the Kingston Corporation, to pre- 
pare a scheme for electric lighting in pursuance of the Council's 
application for a prov. order. The Kingston Corporation have 
consented to this on Mr. Edgcombe receiving a fee of 50 guineas. 


Thornhill.—4A letter has been received by the Thornhill 
D.C. from Messrs. Bennett & Ward-Thomas, Manchester, intimating 
that a syndicate intends to apply to Parliament next session for 
powers to supply the Council’s area with electricity. 


Trowbridge.— At a special meeting of the U.D.C. on 
Monday, it was unanimously decided to apply to the B. cf T. fora 
prov. order. At first only the principal business streets will be sup- 
plied, for which purpose it is proposed to lay down a plant capable 
of serving 3,600 8-c.P. lamps burning at one time, or a total of 5,400 
B-C.P. lamps fixed. Only a small portion of the town (requiring 
eight arc lamps) will have public street lighting at the outset. · 
Provision will be made for extension down side streets and into the 
residential quarters. Mr. David Stevenson, who is advising 
the Couneil, estimates the capital cost at £17,000; working cost, 
including management, &e., £1,227; allowance for interest, depre- 
ciation, and sinking fund, 54 per cent. on £17,000, £935—total 
£2,162. He estimates the total revenue at £2,274 14s. (including 
£1,890 from lighting, £250 from motors, aud £70 from meter 
rentals), showing a net profit balance of £112 14s. "This result the 
engineer expects to be realised two years after the borrowing of 
capital and commencing to lay down the works. 


West Bromwich.—The E.L. Committee of the T.C. 
report having had before them 64 applications for the appointment 
of borough electrical engineer, and recommend that Mr. J. H. Wray, 
of Blackpool, be appointed to the position, at a commencing salary 
of £250 per annum. 


West Hartlepool.—The T.C. has approved а recom- 
mendation of the E.L. Committee that Mr. J. G. Steel be appointed 
one of the assistant electrical engineers, and that the sub-committee 
interview Messrs. C. H. Robson (of Huddersfield) and C. Follenfont 
(of Bradford; and appoint one of them to the other vacant post. 


Whitley and Monkseaton,—Notice is given in the 
London Gazette of an application by Mr. А. G. Robson, A. W. Dixon 
and J. A. Jeckell for electric lighting powers for the Whitley and, 
Monkseaton districts. 


Wigan.— In a report to the E.L. and Tramways Com- 
mittee of the T.C., Mr. H. C. Bishop, electrical engineer, states that 
he has received applications for 9,000 8-C. p. lamps, and promises 
for 6,000 more, in addition to the tramway requirements. He 
recommends that orders be placed at once for two more steam 
dynamos, although those at present on order have not yet been 
delivered. Special stress is laid on the importance of opening the 
works at an early date; the temporary plant, which has been in use 
for 11 months, is fully loaded, and it was suggested, and approved, 
that Mr. Bishop should visit the works of the various contractors 


who are behindhand, and see what can be done to hasten matters. 
i 


Wimbledon.—At a special meeting of the U.D.C. last 
weèk it was decided to apply for Parliamentary powers to supply 
electrical energy, apparatus, and fittings to neighbouring districts. 


Worthing.—At a meeting of the E.L. Committee last 
week, Alderman Patching asked the chairman if he could explain 
to the Council what a “ milking booster” was. Councillor Raffety 
replied that he understood from the engineers that they occupied 
the same position to electric lighting work that champagne occupied 
in reference to a dinner. We cannot say whether the reference is 
to their “fizzy” effect on accumulators, or to the rejuvenation 
consequent upon their use. 


ELECTRIC TRACTION NOTES. 


Aberdeen.—The Tramways Committee convener stated . 
- that some time ago the committee had decided to ask Messrs, 


M'Elroy & Grunow, and Johnstone & Londale if they would be 


prepared to put tna section of a contact system as an experiment 


in Aberdeen, He intimated receipt of a letter from Johnstone and 
Londale saying that they were to put down an experimental line in 
England. Mr. Wilkic said, however, that M'Elroy & Grunow, who 
had come over from America, were waiting in the Town House and 


were prepared to put down a line in the city. Messrs. M'Elroy and 
Grunow were called into the committee room, and explained their 
system in detail, and submitted a report, stating that they wer 
prepared to lay at their own expense—600 yards double track; 
their system, and allow it to be put to all the tests applicable to 
tramway traffic. If it were not considered satisfactory to the Town 
Council, they were prepared to remove the line at their owu 
expense. If the Council agreed to retain the track, they wer 
prepared to hand it over for £1,400. The committee unanimously 
agreed that the firm should have an opportunity of putting down 
the experimental line from the foot of Constitution Street to the 
Bathing Station and Promenade, a distance of 600 yards. The 
system will be in operation by the beginning of May next. 


Brighton.—The Tramways Committee reported to the 
last meeting of the T.C. the receipt of a letter from the Board of 
Trade, stating that they approved provisionally of the system of 
traction proposed to be employed on the Corporation Tramways 
subject to any requirements which might be considered necessary on 
the inspection of the completed works. The plans showing the pro- 
posed mode of construction had been returned duly endorsed on 
behalf of the department, but the board were advised that the rails 
were rather shallow. 


Bournemouth.—A B. of T. inquiry was held on Tues- 
day by Mr. A. P. Trotter, respecting an application of the Corporation 
for sanction to botrow £174,750 for the construction and electrical 
equipment of the tramways authorised by the Corporation Tramways 
Order, 1900. The town clerk (Mr. J. Druitt, jun.) and the бото 
surveyor (Mr. F. W. Lacey) represented the Corporation, and Yr. 
E. M. Lacey (of Messrs. Lacey, Clirehugh & Sillar) was in atiend- 
ance, representing the engineers for the scheme. Mr. A. E. Frams 
Francis opposed the application on behalf of the owners of property 
proposed to be taken for the purposes of a generating station. Mr. 


. E. M. Lacey explained the plans to the inspector, and stated among 


other items that the longest run from the depót would be two miks 
—to the County Gates—and that the highest gradient was under 
lin 14. The inspector said that for auything over 1 in 14 the 
railway department required slipper brakes. He was not quite яте 
of the limit, but he thought it was somewhere about 1 in Н. The 
town clerk said that the Poole and District Electric Traction Com- 
any bad a light railway order to construct a tramway from 
urnemouth to Poole, and it was in course of being laid. The Christ- 
church and Bournemouth Company had powers in their order last 
session to construct a tramway on the east. The two companies had 
running powers over the Bournemouth main line from east to west. 
The opposition to the position of the power station having been 
heard, the question of repayment of loan was mentioned. The 
inspector said that the statutory terms were for repayment of the 
amount borrowed for the permanent way and buildings 30 years, 
electrical equipment 20 years, and cars 15 years. When was it pro- 
posed to commence ? The town clerk said that if the Corporation 
did not complete the works within two years from. August last the 
other companies would have the power to step in and constract the 
line. As soon as the Corporation got sanction they would at once 
proceed with the work. The inspector then went. to visit the various 
sites. fo y 
The gauge throughout will be 3 feet 6 inches. The total length of 
lines already authorised is:—Double lines, 3 miles 57 chains: 
single lines, 6 miles 514 chains. The system is the overhead 
trolley. It is proposed to erect a generating station and 
car sheds in a vacant plot of land situated at the jme 
tion of Southcote and Vale Roads, known as the Cumberland 
Estate, together with a piece of land, already in possession of the 
Corporation, adjacent. Electricity will be generated by three 
256-K w. traction generators. Steam will be provided from thr 
Lancashire boilers 30 feet long. Estimate No. 1, for traction station, 
is £30,734, including £7,000 for buildings and £7,950 for traction 
generation. Estimate No. 2 is for cars and cars depót, £30,800. It 
includes 38 41-passenger double-deck cars complete, £22,800; one 
саг depót for 40 cars, repair sheds, &c., £5,200; fees and contr 
gencies, £2,800. No. З Estimate, for the track and permanent жау, 
is £85,006 19s. 6d. The cost of the double lines will be £12,269 17. 
a mile, and of the single lines £4,776 5s. a mile. No. 4 Estimate is 
£23,430 for overhead equipment. 


Cardiff.—The Western Mail says that in consequence 
of the action taken by Alderman Sir Thomas Morel, who at a recent 
meeting of the Corporation objected to tramway rails being obtained 
from America, the Dowlais, Ebbw Vale, and Cyfarthfa steel and 
iron companies have announced their intention of tenderiug when 
the next contract comes out. Only 1,000 tons have as yet been 
ordered out of 7,000 to 8,000 tons which will eventually be 
required. 


Crewe.—The T.C. is about to make application to the 
Light Railway Commissioners for an order to carry out 8 scheme 
of light railways in the borough, and this will be worked in c 
nection with the electric light undertaking. 


New Malden.—At a special meeting on Tuesday the 
U. D. C. decided not to oppose the Bill of the London Сш 
Tramways, Limited, after hearing the personal explanation 4 
Mr. Clifton Robinson, who agreed to slight modifications of th 
original plans. 


Pontypridd.—The D.C., who came to an атап 
with the British Electric Traction Company prior to their first put- 
lication will now apply for permission to construct a light railway 
from Treforest and Cilfynydd to their boundary at Havod, which 
is about a mile from Porth, the entrance to the Rhondda Valley. 


(Continued on page 793.) 


each cell should be run down to 1:8 volts before being 


charged for the first run, as many owners maintained that 
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е Ovr readers may remember that some weeks ago ап 


announcement appeared in the ELECTRICAL RkvrEW con- 
T cerning certain trials of electric motor cars, to be made 


f within 50 miles of London, under the auspices of the 


tb | 
Ж Automobile Club. 
be conditions were briefly these :— 


Esch ear must be provided with a driver, whilst the 


› 


Cars Nos. 1, 2, AND 8. 


club provides a judge to accompany the car. Instruments 
are to be provided so that the judge may take obser 
during the run. 
| No repairs are allowed to cars during the trials. 
Any ear not completing its first day's trial is prevented 
j from further competing in the final. 
E. The vehicles were supposed to have arrived by 6 p.m. on 
Monday, the Sth, to be charged at the station of the Chisle- 
hurst Electric Supply Company, in which neighbourhood the 
F chb bad finally decided to run the trials, but it was early 
oi Tuesday morning before the last car put in an appear- 
- ance, It was found impossible to comply with the rule that 


EI 


rations 


their cells never discharged lower than 2 volts, 
Thirteen 


gives the amount of charge the owners requested should be 


cars were entered in the following list, which 


supplied to them :— 


seana nem 


м Me 


Cars Nos. ll, 12, AND 13. 


The Leecoll Electric Battery Company. 


No. 1.—One car, 224 volts 200 amperes for 2 hours. 
ә 
97 * LET „„ ED „„ И ИЛ 
* 7 * 192 57 э ? 
i$ 343 5 128 „ 535 y + 
, , И , , 
А 6 7? 99 77 77 9? = 
"IN, T 128 „ 7S „ 
The National Motor Carriage Syndicate. 
No. 8.—One Joel car, 100 volts 20 amperes for 10 hours, 


Carl Oppermann. 


No. 9.—One Oppermann car, 100 volts 25 amperes for 7 hours, 
Е 
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The Electric Motive Power Company. 
No. 10.—One car, 100 volts 42 amperes for 5 hours. 
97 11 )) )) 50 ” 99 
The Canadian Electric Motor Company. 
No. 12.—-One car, 100 volts 20 amperes for 10 hours. 
The Electrical Undertakings Company. 
No. 13.—One сат, 100 volts 20 amperes for 10 hours. 


The entry of the Leecoll Battery Company was evidently 
with the object of testing cars of various foreign makes fitted 
with Leecoll batteries, but numbers 5, 6, and 7, failed 
to put in an appearance. No. 9 was also withdrawn from 
the competition at the last moment, owing to the sad fatal 
accident which befell Mr. Oppermann's eldest son on the 
previous Saturday. 

The cars having received their full charge during Monday 
night, started on Tuesday morning, at intervals of about 
15 minutes, in the direction prescribed by the club. Rain 
had fallen to make the roads in the worst possible state for 
hill elimbing, whilst a strong wind blew the whole day. 


Bi o» 


= 
Bs 2 л 


suceeeded in moving his heavy vehicle up the remaining 
portion of the hill. The judge seemed to have pus 
doubts as to his permanent seat upon the car during th 
playful manœuvres of its jehu. The motors responded 
well to the abnormal rush of current put through them, 
which was 60 amperes each at 130 volts. à 
Hill climbing was now at an end, and two miles mon 
by way of St. Paul's Cray Common, brought the first 
day's official run of 344 miles to an end at the charging 
station. | y 
No. 1, “The Powerful,” availed itself of the e 
optional run allowed by the club, and altogether miis. 
61 miles without any apparent effort. The cells dis 
charged 275 ampere-hours, although they are only supposed 
to contain 270 ampere-hours, the E. M. F. falling phe. 
A few particulars of these new cells may be of interest to 
our readers. They derive their name from the patentee, 
Messrs. Lee & Collis. The battery carried by the 
* Powerful " consisted of 60 cells, one half being above the 
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other half of the number. Each box is of ebonite, ат 
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Lupw. LoEweE & CO.—Fid. 10.—THE MACHINE HAI. L. 


The direction taken was through Perry Street to Foot’s 
Cray, on to Swanley and Farningham, along the high road to 
Maidstone, to Wrotham and Borough Green, to Ightham, 
and through Seal on to the * Bat and Ball," Sevenoaks 
station, until the high road was struck after passing along 
the Riverhead Road. 

Turning sharp to the right up the long Poll Hill incline, 
the cars faced home through Green St. Green, and keeping 
to the right were soon in Orpington. 

After passing through the village and turning to the left, 
пр a short, but very steep hill of 13 in 100, the drivers 
found that a longer and almost as steep incline of 12 in 
100 awaited them. 

Being almost at the end of the run, this hill caused con- 
siderable trouble to many of the competitors. 

No. 1 was undoubtedly saved by its driver, whose mani- 
pulation of his car was throughout the admiration of all. 
Finding himself in a tight place, he reversed his motors, and 
running the car heavily against the bank at the side of the 
road, took advantage of the rebound to assist in starting 
forward; by putting his levers to full speed ahead, he 
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1l 
measures 92 inches x 7i inches x 115 inches deep outside. 
The weight of each cell complete, with electrolyte, is 56 Ils. 

The normal terminal pressure of the battery is 145 
volts, and the yield is claimed to be 12 watt-hours per Ib 
of gross weight. 

Each cell, when fully charged, gives 2°55 volts on open 
circuit. e 

The positive element is of ordinary lead peroxide 
sealed up in a porous pot similar to a Leclanché cell, the 
pots being about 11 inches long x 1} inches diameter, Teo 
of such pots are joined up in parallel to a backbone of lead, 
and three similar sets form one cell, all, of course, joined up 
to a common terminal. The negative pole consists of fine 
copper wire gauze, on which zinc is deposited; this sur- 
rounds the outer pots, and is drawn in tightly between 
each porous pot. It is insulated entirely from the pots by 
rods of glass at short intervals. The makers claim that by 
reason of this construction it is impossible to short-cirenit 
the cells by any amount of jolting. f 

The normal charging rate of the cell is 150 amperes, 
the normal discharge 90 amperes, although there seems 
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to be nothing to prevent heavier discharges for short іп- 
tervals, as buckling is impossible. We have already 
mentioned that in coming up the Orpington Hill at 
the end of the official run on the first day of the trials, a 
current of 120 amperes was taken out of these cells. 
The makers do not object to a heavier charging rate, as 
will be seen by the rates published with each car on the 
entry list. It is also claimed that short-circuiting of the 
cells is no detriment to their life. Considering that these 
batteries were made up.in a hurry at the London works in order 
to take part in the trials, the results must be considered 
very satisfactory. There are small defects, no doubt, at 
present, which seem to be rather, mechanical than anything 
else. 

The charging of the cells in so short, a time is undoubtedly 
agreat advantage, and it would seem that this type of cell 


may hav? a great future before it ifor traction and other 


purposes. 


works into an inside spur wheel of about 24 inches diameter, 
fixed to the car wheel. 

The motors are of special design, and we are not allowed 
at the present time to say more than that they are of the four- 
pole type. 

The controlling switch enables changes to be made in the 
motors, as well as putting them in parallel and in series. 
The cells can also be put in parallel or series. A great 
advantage is the recuperation of the cells when going down 
hill : the motors then become generators, which has the 
double advantage of acting as a powerful brake. In one 
instance, during the trials, these motors were giving back 
60 amperes, at 150 volts. 

No. 2, Mr. Hart’s “ La Toujours Contente" hardly main- 
tained the reputation its name would lead one to suppose it 
possessed. When coming towards опе, it somewhat resembles 
a, torpedo destroyer on wheels, or possibly it might be regarded 
as a snow plough. It strongly objected to the hills on the 
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Lupw. Loewe & Co.—Fia. 11.—TuHE Power House. (See page 788.) 


‚ We should like to see something better than the loose 
india-rubber cover to the cell and the bands of rubber 
Which are intended to check the splashing of the acid. 
All new inventions, however, must have a beginning, and 
We look forward with much interest to future developments 
of this battery. 
The * Powerful " car is the manufacture of the Krieger 
1рапу, in Paris, and its construction is worthy of note. 
It is built probably for experimental purposes only, and 
accommodates only two persons, although it might easily 
carry four. 

There are two tiers of cells, as already explained, the top 
set being removed during the charging of the battery. 

е front wheels are separately driven through spur gear- 
ing by two motors ; these are suspended on heavy springs, 
and are below the axle of the wheels. By this arrangement 
Ше starting current is reduced to a minimum, and the 
motion at starting is perfectly easy. T'he pinion of the motor 


first day, and was consequently prevented from taking 
further part in the trials. 

This car was taken out again upon a non-official run, and 
showed wonderful speed when it was allowed to sprint; 16 
was unfortunate, however, once more in puncturing a 
tyre near Dunton Green Station. 

No. 3, of Austrian make, also failed to negotiate the hills, 
which was no doubt accounted for to some extent by the 
ereasy nature of the roads. 

No. 4, a large delivery van, was entirely unsuited to the 
class of country, and only fit for parcels delivery in towns. 

No. 8.—A small phaeton for two on light roads. 

No. 10.—4 four-wheeled dog-cart. The motor was burnt 
out on the first day's run, through calling upon it to do more 
than it was constructed for. 

Nos. 11, 12, and 13 were all of similar construction. 

The first day's trial was the severest test throughout the 
week, the second day, Wednesday, being left to Nos. 1, 8, 
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11, 12, and 13, which started once more on greasy roads 
at about 11 o'clock, upon a route differing from that of 
the previous day, passing through Orpington, Cudham, 
Knockholt, Stonehouse, and back у Orpington to Chisle- 
hurst after climbing several steep hills. This run of 30 
miles was not considered by the drivers to be nearly so 
severe as on the previous day, especially as the roads were 
in better condition ; all five cars therefore availed them- 
selves of the optional runs permitted under the rules of the 
Automobile Club, of seven additional miles. During the 
evening rain again descended heavily, which promised badly 
for the morrow. 

On Thursday the same cars went out, and No. 2 
accompanied them as far as Dunton Green, where the sccond 
mishap already mentioned occurred. 

The course was 20 miles, in much the same direction as 
on the first day—through Farningham, Swanley, past the 
* Bat and Ball," Sevenoaks, to Dunton Green, and home 
by way of Orpington. 

On account of the bad state of the roads on Tuesday, the 
committee decided 
that the test of dis- 
tance was not «a 
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determined that 
Friday's run should 
be ona less hilly 
route; the direction 
chosen being from 
Chislehurst to 
Sidcup, Eltham, 
through Blendon to 
Bexley and back to 
Sidcup. This was 
to be repeated as 
often as the driver 
thought fit, and 
then he was to re- 
turn to Chislehurst. 
No. 1 completed 69 
miles, No. 13 384 
miles, whilst each 
of the other three 
cars completed 
about 30 miles. 

No. 1 was the 
only car of any 
novelty which com- 
pleted the trials. 
We regret that No. 
2 was disqualified so 
early in the tests, as 
the construction of 
the car was dis- 
tinctly new, and it had points of interest, which we should have 
liked to have seen thoroughly tested. The motors are 
enclosed in the discs of the wheels, as will be seen in the 
illustration of this car on page 785. 

The trials as a whole will form food for the minds of 
electric car manufacturers to digest. So far as the design of 
British cars is concerned, we seem to be where we were when 
autocars were first allowed in the streets, which, after 
all, is not long ago, but our Continental neighbours, who 
had some years’ lead of us, have certainly made greater 
strides in the right direction, for which we give them every 
credit. 

Had the nature of the country over which the trials were 
to take place been known, several cars which were entered 
would have been replaced by more suitable ones, one car 
(No. 4) being merely for delivery of goods in towns. 

A worse time of year could scarcely have been selected 
for the tests ; the rain falling every night made the roads in 
the worst possible state. 

The observers’ reports on each car throughout the trials 
will no doubt be published by the Automobile Club, when 
the cost of running can be calculated. 

If we take the case of No. 1 car, which took in 70 units 
before her 61-mile run, the cells being previously run down, 
and taking the car at 2°25 tons when fully equipped, to 
Which should be added the weight of two persons, we have 
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150-kw. GENERATORS AT RUSHCUTTER Bay. 


10 1 i к | 
- X == '5l unit per ton-mile.  Assumi | 
s: : ) pe ssuming that 3d, pe 
unit is paid for current, the cost of running comes to 1520, 
or slightly over 15d. per ton-mile. 


THE WORKS OF LUDW. LOEWE & (0, 
BERLIN. | 


(Continued from page 110.) 


THE power house of the establishment also supplies 
to the works of the Union Elektricitiits Gesellschaft, which, 
indeed, use the bulk of the output. The system of cop. 
ductors employed was shown in that portion of this ai 
which appeared on October 26th ; these are carried by insi- 
lators of; porcelain on cross bars between two poles, oron 
brackets projecting 
from the va 
Current is distr: 
buted at 500 voli 
Particula] 
noticeable is 
arrangement of the 

, Water tanks, whieh 
are built at abo 


the two 
the tanks enci 
the chimneys and 
making use of th 
for this double duty 
in a novel and, we 
believe, | 
manner. The sys- 
tem was to us quite 
a novelty in water 
towers, and pro- 
bably calculation 
would show that 
the stability of the 
chimney is no worse 
but n better. 
Quo The capa- 
9 н city of the power 
Pe Vl station, of which 
C суз. we give an Ш 


view in fig. 
1,525 KW. 
is one unit of 100 
kW., two of 800 
KW., and one of 525 kw. distributing power at 500 volts 
as well as one unit of 300 kw. and 110 volts for mcan- 
descent lighting. "There are six water-tube boilers, à 
1,560 square feet, of heating surface on the Gehre wie 
two of 3,120 square feet each (Babcock & WIe). + 
steam pressure is 170 lbs. per square inch. Each engine Р 
direct coupled to its dynamo. There are three vertical triple 
expansion engines of 500 I. U. p. each; they run at 100 
revolutions per minute, and were built by the Görlitzer 
Maschinenbau-Anstalt in Gorlitz. These cylinders am 17 
inches, 28 inches and 46 inches, with a stroke of 373 mele 
There is a compound Corliss 850 r.H.P. vertical engine by 
Allis, at 100 revolutions per minute, with 21-inch an 
42-inch cylinders x 42-inch stroke, and a tandem horizont: 
125 H.P., 250 revolutions per minute, by Macin and 
Seymour. All the dynamos are multipolar compound; 
large one has 10 poles, and so has the 300-KW. fightin: 
dynamo, д 
There are two independent switchboards, one for inc 
descent light distribution, with one generator panel four 
2-circuit feeder panels, and the other for the 500-volt 
distribution with four generator panels and nine feeder 
panels, and one arc light panel, the arcs being im series 
five on the 500-volt mains. E 
The lighting watt-hour meter has 2,500 amperes — 


and each of the eight circuits has a separate meter. Ea 
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panel has its automatic circuit-breaker and two double-pole 
switches. 

The arrangement of the: power board is such that the 
generators can be paralleled, and any generator, or group of 
generator, can be 
connected to either 
of the two sets of 
bus bars. This 
prevents the works 
from being affected 
by the serious fluc- 
tuations in the test- 
ing work of the 
Union shops. The 
power feeder panels 
have each an 
automatic cut-out 
and double - pole 
double-throw switch 
for connection to 
either set of bars. 

Distribution of 
power and light is 
effected on the two- 
wire system, with 
separate feeders to 
each building, all 
of which are pro- 
vided with a cen- 
tral switchboard. 
The main cables are 
supported as above 
stated, the poles 
being of iron. The 
engine room is 
commanded by a 
l0 -ton traveller. 
There are 45 
motors of a total of 637 H.P. in the works. The foundry 
isa building brought wholly from America. 

There are two cupolas grouped together: they discharge 
into a common chimney through a spark chamber. The 
iron is run out into a receiver in which it is stirred or mixed, 
and thence run into the ladles. The charging floor is above 
the running floor and is well provided with all necessary weigh- 
ing apparatus, «е. There are two bays of 230 feet and two 
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of 97 feet, all being 49 feet wide. Six cupolas are to be 
installed when the foundry is complete and able to secure 
outside work also. They will have a capacity in pairs of 
two 10,000, two 8,000 and two 4,000 lbs.: 15-ton cranes 
can be ultimately fitted, but so far there are cranes of 3, 5 
and 10 tons. Cleaning rooms are provided and the foundry 
includes also the pickling and tumbling apparatus. It is 
the intention. that, when the foundry is complete, it shall 

equal in quality to the remainder of the works, 
replete with machine moulding plant and doing such 
Work that its products shall require the minimum of 
machining, it being one of the aims of economical manu- 


SYDNEY Trams: SwrrTCHLOALnD AT RUusHCUTTER Bay. T] 
e 


facture to remove as little stock as possible. This is 
only possible with good patterns and good moulding. The 
foundry is as well supplied with wardrobes and lava- 
tories for the men, as the other departments, and in addition 
has shower baths. 

The large cupolas 
are of such size that 
the charging floor is 
21 ft. above ground; 
the inside diameter 
is 40 inches, the out- 
side diameter 63 
inches. Air blast is 
supplied at 123 
ounces by an electric 
fan which absorbs 
37° amps. when 
run at 2,350 revs. 
The average daily 
melt varies from 
14,500 to 25,500 
Ibs., and the various 
sizes of cupola are 
used accordingly. 
About 0°15 per cent. 
of silicon. is lost 
in the cupolas, and 
sulphur increases 
about 0*06 per cent. 
in the process. 
Special attention is 
given to the mixing 
of the irons. Thus 
the calculation of 
the cupola charge 
for July 6th last 
was madeas follows : 
previous day 
certain weights of very-thin, thin, medium, and 
heavy castings were melted, and their analyses of Si., S., 
and С, were made: from these was deduced the percentage 
of these important elements in the scrap for July 6th,namely, 
2°30 per cent. of Si. and 0:115 per cent. of N. 

Then for the mixture for thin castings; in this case the 
silicon is wanted to be 2-4 per cent. plus the loss found in the 
cupola of 0:1 per cent., making a total of 2°50 per cent. of 
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silicon. To secure this result there was melted for July 6th 
for thin castings 30 per cent. of the scrap of July 5th with 
its remaining 2°29 per cent.; 17 per cent. of Alabama II. 
iron containing 3°32 per cent.: 18 per cent. from the 
Aguese pile 42 : 15 per cent. of Clarence, and 20 per cent. 
of English hematite. This works out at 2:1996 per cent, 
of silicon. The sulphur in the mixture was respectively, *115, 
029, 012, 037, 104, or "06794 per cent. Analysis taken 
in the middle of the heat showed 2:29 of Si., and 125 of S., 
or a loss of 0°21 per cent., and a gain of *057 per cent. 
Similar calculations and mixings are made for other sorts of 
castings. The very thin having 2°63 of Si., and 119 8. 
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while the heavy castings from the large cupola had 2°29 per 
cent. of Si., and 0°087 per cent. of S. 

Medium heavy castings are desired to run to about 2°39 
per cent. of Si. of which 2:14 is left in the castings. All 
iron is analysed as it comes to the foundry by drilling 10 
pigs in each car-load or 20 pigs out of a barge-load of 200 
tons of foreign iron from Hamburg. The coke also is 
analysed, and various sands and loams are properly binned, 
and mixtures fixed for various purposes, as dried moulds, 
cores, and soon. When complete the foundry will be as 
interesting a department as any there is, 
and we commend the metliods followed, 
especially the differentiation of the iron 
for thin, medium, or heavy castings, and 
the mixing of the charge as run from 
the furnace in a special vat before run- 
ning it to the ladles, thus ensuring per- 
fect homogeneity. In ordinary foundry 
practice, the suitability of the iron is 
fixed by the judgment of the foundry 
man, who arranges to cast light 
articles and heavy articles at different 
periods of the melt, the more refractory 
iron coming down later. This skill is 
not to be despised, but it is rarely 
available, and chemical analysis and 
method can always take its place. 

The testing department and chemical 
laboratory are engaged at present in thie 
chemical and physical examination of the 
iron castings, steel and oils used in the 
works, and there are in course of gradual 
establishment fixed specifications of 
materials as experience and investigation 
show what is the best for the work. For 
example: below are given the chemical 
and physical specifications worked to in 
the foundry in mixing iron for light ma- 
chinery castings as referred to above. 


CHEMICAL SPECIFICATIONS FOR LIGHT MACHINERY CASTINGS. 


A.—Mixture for thin B.— Mixture forcast- C.—Mixture for cast- 
castings underlómm. ings of an average ings 80 to 50 mm. 


thickness. thickness of 20 n.m. ' thick. 
— | 
| | i 
| Limits Analyses] Limits | Analyses Limits Analyses 
| allowed. desired. | allowed. | desired. | allowed. desired. 
| 
Silicon . 945—265 | 2:55 2:80— 2:50 2:40 2:15—2:85 2:95 
Sulphur .|0:07—0:10 | 0:08 0:07—20:10 0-09 | 0:08—0:12 0:10 
Manganese.. | 030—070 0410 , 030—070 0°40 | 0:80—070 | 0:40 
Phosphorus 0 70—1:00 0:90 0•50—0·90 0:70 0:40—0:80 | 0°60 
Combined | ; | 
carbon . | 0:30—0:50 0°40 0°30 —0-50 0°40 | 0:30—0:50 ` 0 40 
Graphite. 290—820 . 310 2·90—3˙20 330 ` 290—3820 3:00 
| 


TIME. 
SYDNEY Trams: CURRENT CURVE ON FEEDERS FROM ULTIMO TO NORTH SHORE. 


All stock, pig-iron, scrap, &c., is analysed, and charges are 
calculated as above, allowing for loss of silicon and increase 
of sulphur, By this method of mixing cupola charges, 
silicon may be kept within 0°10 per cent. of the desired 
amount, sulphur within 0:015, and the other elements within 
desired limits, 

(To be continued.) 


ELECTRIC TRAMWAYS IN SYDNEY (N.S.W) 


By ARTHUR C. F. WEBB. 


(Concluded from page 747.) 
Ir is singular that the first electric lines were all feeders to 
cable lines, tirstly, to the North Sydney cables, and secondly, 
to the Ocean Street line. н 


The Rose Bay line, which, a; 


SvbxEY Trams: SG Nai, Posts. 


formerly mentioned, is an extension of the Ocean Street 
cable line, is laid along a road which is particularly uncom- 
fortable for any kind of mechanical traction, and it is 


doubtful if anything else but electric traction would work 


economically, as it is not only uphill and down dale, bit it is 
as crooked as a dog's hind leg into the bargain. The lineis 
at present only 1] miles in length, but 53 per cent. of the 
distance is composed of curves, the grades go up to lin 
11, and it is quite the usual thing for the steepest grade to 
occur on the curve of shortest radius. The load is also a 
peculiar one, as the present terminus of the line, Rose Ваў. 
is not only a popular holiday resort, 15,000 people having 
been carried on one holiday, but it is also extensive 
patronised on hot nights, so much so, that 
the night load curves might almost le 
utilised as a recording thermometer. The 
time table gives a 20-minute service from 
7.30 to 2 p. m., followed by a 10-minute service 
till 10.20, and then reverts to a 20-minute 
service till midnight, with a  »-minute 
interval on Saturday and Sunday afternoons 
and holidays. An extension is now in court 
of construction along the shore of the bay 
to the other side, known as the Dover Road 
extension, with an ultimate view of continu- 
ing out to South Head. 

The generators, two 150-Kw. Generi 
Electric six-pole machines running at 4" 
revolutions, are driven from the cable engine 
at the Rushcutter Bay power house by mean: 
of counter-shafting and belting. А batter 
of 240R. 9 type Chloride cells is provided 
for use in case of stoppage of the cable line. 
These generators also supply power for an 
electric pumping station used in connection with the sewerage 
system, a description of which is given later. The switch- 
board is of standard General Electric pattern, with twe 
generator panels, an accumulator panel, and two feet 
panels. 

Poles at the side of the road with brackets are used for 
the overhead construction, with two overhead lines, one fer 
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down cars and the other for up, the second overhead line 
being used instead of a feeder ; the track is a single line with 
three turnouts. The feeder cables from the power house are 
of Callender’s lock-coil type, laid direct under the footpath. 
The track is laid with 83-lb. rails bonded with plastic bonds. 
To complete the return to Rushcutter’s Bay where the gene- 
rators are situated, the two inner rails of the cable tramway 
are similarly bonded, and the whole length of the track cross- 
bonded every 80 yards with Bryan bonds. A test made 
after the track had been laid 10 months gave the resistance 
of rails from the end of the line to the power house, distant 
1 mile 70 chains, as 0°058 ohm, the cable track being laid 
with 86-Ib. rails. Some views on this line were shown in 
our issue of February 24th last. North Sydney, a 
thickly-populated suburb, or collection of suburbs on 
the north side of the harbour, is served by lines of ferry 
steamers running from the city to various points. From 
Milson’s Point until recently a cable tram carried a large 
proportion of the traffic up the hill to Ridge Street, from 
which point the electric service commenced running to Gore 


Milson’s Point to Ridge Street (double) 1 mile 30 chains 
Ridge Street to Middle Harbour (Spit Road) 2 miles 26 „ 


Spit Road to Mosman's Bay ... T 64 ~ 
Neutral Bay to Military Road а TT 03: 3 
Ridge Street to Willoughby ... ES НЕ а o4 
Willoughby to Gore Hill  ... > 4; Lule 90  , 


The Military Road or Middle Harbour line, the first 
constructed on the North Shore, is single track, — with 
90-Ib. steel rails with 35-lb. guard rails on ironbark 
sleepers 9 inches x 44 inches and 8 inches long, laid on 
good ballast and spaced 2 feet х inches centre to centre, the 
gauge being 4 feet 84 inches. The gradients are severe 
and numerous; from the power house to the terminus 52°6 
per cent., and on the return journey 46:3 per cent. of the 
distance consists of rising grades, the total lift being 104 
feet on the former.and 91 feet on the latter; the level track 
throughout only amounts to 2 per cent. The steepest grade 
is 1 in 16°6 or 6°03 per cent. for a length of 198 feet, and is 
on a curve of 1,527 feet radius. The longest gradient is 
1 in 28 for a length of 1,026 feet. There are 19 curves on 
the road, the sharpest having a radius of 1035 feet and an 
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Hill, Willoughby, Military Road, and Mosman's Bay, the 
latter line also running down to the harbour shores and pick- 
ing up the passengers from another line of ferry steamers. 
Until lately all these North Shore lines have been supplied 
with power from generators driven by the cable engines, 
the power house being at Ridge Street, but recently the 
Milson's Point cable line has been converted to the electric 
system, and power is supplied for the whole of the North 
Sydney service from the new main power house at Ultimo 
by means of submarine fceders laid under the harbour from 
Dawes Point to Milson's Point. The North Sydney service 
is а heavy one, inasmuch as the ground rises steadily from the 
shores of the harbour until it reaches a height of about 300 
feet at the terminus of the Gore Hillline, so that a heavy 
load comes on as each ferry steamer comes in and discharges 
its load of passengers. This applies equally to the Mosman's 
Bay and Neutral Bay line just completed. Overhead con- 
struction is used throughout, partly span wire and partly 
side poles with brackets. There are 7 miles 54 chains of 
line now opened for traffic at North Sydney, comprising 
3 miles 66 chains of track: 


are of 132 feet, while the flattest curve has a radius of 2,640 
feet and the longest curve has an are of 264 feet; at one 
portion of the road a reverse curve occurs of 132 feet radius, 
165 feet are with 66 feet of straight. Side pole construction 
with brackets is used throughout, except where the route is 
over a portion of the old cable line; here span wires are used, 
the poles being placed 120 feet apart on the straight. On the 
line.from Milson's Point to about 20 chains beyond the old 
power house, which is all double track, span wires are used. 

The Mosman's Bay line, though short, is very severe both 
in the way of curves and of grades, as the road rises all the way 
from the water's edge, and consequently there is a very small 
percentage of either level or straight road, the average grade 
throughout the line being 1 in 18 and the ruling grade 1 in 
12, which is on a curve of 24 chains radius; of the whole 
distance 25 chains are ona grade of 1 in 13 or over. The 
line is laid with 60-Ib. Vignoles rails, bonded partly with 
Edison-Brown plastic bonds, and partly with a cable bond 
constructed of 19/14 copper cable, made solid at the ends, of 
semi-circular section, and expanded into the rail with a semi- 
circular tapering pin. 
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The Willoughby section is laid with 60-lb. Vignoles rails 
bonded with plastic bonds, and the Gore Hill with 83-Ib. 
rails, also bonded with Edison-Brown bonds. The Milson’s 
Point section still has the old 42-Ib. rails laid 14. vears ago 
for the cable road, and is bonded temporarily with a cable 
bond, having an additional 19 14 cable laid as a return and 
cross bonded; it is intended to relay this permanent way 
shortly, 

The old main switchboard at the Ridge Street power 
house is converted into a feeder board, a pair of main feeders 
of 500,000 circular mils section being laid direct. from the 
Ultimo power house % George Street to Dawes Point, thence 
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l. Government Buildings, Pretoria. 

>. Military Bakery at Pretoria, formerly a jam factory. 
3. Lanyman Hos »ita!. 

4. EE's and their Kaffir assistants. 
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by armoured submarine cable of Callender’s make to 
Milson's Point, and from there overhead by“ weatherproof "' 
cables to Ridge Street. There are three battery stations, one 
at Ridge Street, comprising a set of R.9 Chloride cells, one 
at Spit Road, consisting of 215 K.19, E. P. S., and 20 R.9, 
Chloride cells, and one at Willoughby, of 238 Chloride cells. 
A new Tudor battery is now under order for Ridge Street, 
and should shortly be in place. At both the Spit Road and 
Willoughby feeder stations there are boosters, composed 
of a Parker moter running at 920 revolutions per 
minute, connected by means of a flexible coupling 
to a Parker series wound generator giving 100 amperes 
at 50 volts; automatic switching appliances are 


provided to prevent damage in case of the failure of the 
motor, blowing out of battery cut-outs, &c. The Willonghby 
feeder station is situated at the bottom of a dip about 73 
chains from Ridge Street. The cells at Spit Road serve to 
assist the Mosman’s Bay tram as well as the Spit Road and 
Military Road and Neutral Bay lines. А curve is attached 
showing the periods at which the battery is being changed 
and is discharging, and it shows very clearly the times at 
which the Mosman’s Bay ferry boat comes in, the batteries 
giving their heaviest discharge to assist the cars in mounting 
the hill. 

A further extension of the North Sydney system is now 


5. Corporal Stone (now 2nd Lieut., R.F.A.). 

6. E. E.'s in Pretoria Electricity Works, 

7. The C. I. V. Camp at Pretoria. 

8. Boers who plotted to assassinate Lord Roberts, under guard, 


VOLUNTEERS. 


in progress from the Spit Road down to what is knowns 
the Spit, from which a cable ferry runs across | 
Harbour and carries the vehicular traffic to Manly. Йі 
probable that this will eventually be continued right onde 
Manly at an early date. 

The total length of track on all the Sydney tramwa 
systems consists at present of 39 miles 28 chains of 
track and 17 miles 65 chains of single track. Of these 10 
miles 54 chains of double track and 9 miles 15 chains of 
single track are now working electrically, and by the end of 
the year it is anticipated that there will be a further addition 
of 6 miles 56 chains of double track and 4 miles 61 chains 
of single track, 3 
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ELECTRIC TRACTION NOTES. 


(Continued from page 784.) 


Paisley. — A poll of the ratepayers took place on 
Saturday, 3rd inst., on the question of who was to work the new 
electric tramway system in Paisley. The question has been fought 
out with great bitterness by both parties. There are 13,081 voters 
on the municipal roll, and the figures were :—For a private com- 
pany, 3,616 ; for a Corporation Bill, 2,022; majority, 1,594. Provost 
Mackenzie, who acted as returning officer, on announcing the 
figures, said that he was sorry that the general poll was small, but 
he was pleased that the ratepayers had given such an emphatic 
verdict on this important question. Everyone must now bow to 
their decision, and it would enable the Town Council to go forward 
with coufidence aud take united action in the matter. Mr. W. M. 
Murphy, of Dublin, is at present the only private party in the field 
with a tramway Bill. The Town Council are, however, considering 
the matter, and they may eventually lease the system to some of 
the firms with whom they have already had correspondence. 


Scarborough.—A private company has intimated its 
intention to promote a £120,000 tramway scheme for the town. 


Spen Valley.—The Light Railway Commissioners have 
submitted the Spen Valley Light Railway (Extensions) Order to 
the Board of Trade for confirmation. 


Surbiton.—The U.D.C. on Monday decided to make a 


provisional agreement with the London United Tramways, Limited, 
and not to proceed with their own Tramway Bill. The company 
proposes to pay a wayleave of £300 yearly for tive years, and £500 
a year thereafter, to pay all the Council's Parliamentary costs, and 
to provide £500 to be speut by the Council for public improve- 
ments. The company also promises to run trams every four minutes, 
and to grant facilities for workmen’s fares, &c., averaging jd. a mile. 
If the company fail to get powers for the adjoining Kingston dis- 
trict, they will connect the Surbiton system with the already sanc- 
tioned Middlesex system by way of Hampton Court Bridge. 
Negotiations had also been entered into by the Council with the 
Kingston Corporation; the latter could not offer an annual way- 
leave nor a contribution for public improvements, but they offered 
a share of the profits of the line when constructed. Mr. Engelbach, 
a member of the Council, reported that he had, on his own initia- 
tive, taken a postcard poll of the ratepayers with the following 
result:—Against tramways, 726; in favour of tramways, 615; 
ueutral, 69, unsigned, 53, forgeries, 84. 


West Bromwich.— At the meeting of the Town Council 
last week the General Purposes Committee reported that they had 
now arranged terms with the South Staffordshire Tramways (Lessee) 
Company, by which the tramways, when acquired by the Corporation, 
should be leased to the company on specified terms. These terms 
have already appeared in the ELECTRICAL Review. The Mayor 
intimated that the Corporation intended to obtain possession of the 
tramways as early as possible. 


Wimbledon.—At the meeting of the U.D.C. on Wednes- 


day it was decided to promote an Improvement Bill in Parliament 


for a number of objects, including the construction, working, and 


leasing of about four furlongs of electrical tramways from Wimble- 
don railway station to the Tooting boundary, at a total estimated 
cost of £28,000. Mr. R. S. Bond said that the L.C.C. and the 
Croydon and Merton authorities would assist Wimbledon in their 
scheme. This line, if constructed, will approach withiu 15 furlongs 
of the intended extension of the L.C.C. system to Tooting, and the 
desirability of constructing a connecting link has been already dis- 
cussed by the L.C.C., the Finance Committee of which reported that 
the estimated cost of the link would be £39,250. The L.C.C. Com- 
mittee added the following to their report :— 


The annual charge for interest and repayment of capital would be 22,50. 
We are unable to go into the ques‘ion of the probable financial results of this 


exten ion without further information, but it appears to us that except as a 


connecting link with the proposed Wimbledon tramways, the Council could 
not, on financial grounds, be recommended to construct it. We presume, 
therefore, that it would only be carried out in the event of the Wimbiedon 
scheme beiog proceeded with. 


Willenhall.—At the meeting of the Urban District 
Council on Monday, Mr. T. Hulse drew the attention of the 
members to the case pending between the Wolverhampton Corpora- 
tion and the British.Electric Traction Company. He moved that 
the clerk be instructed to write the British Electric Traction Com- 
pany, offering to render them what assistance they could. The 
people thought that the Council should have supported Wolver- 
hampton, and not have come to terms with the Traction Company. 
Wolverhampton Corporation refused, however, to offer any terms, 
and they wanted Willenhall to buy the Willenhall section of the 
trams from the tramway company, and then sell to them at no 
advance whatever. Mr. Hulse thought that the best interests of 
the town had been served by coming to terms with the British 
Electric Traction Company, who had offered to extend the tramlines 
to Walsall Road Schools, and to connect Willenhall with Bilston, 
Wednesbury, and Darlaston. Mr. J. H. James seconded the resolu- 
tion. Wolverhampton, he remarked, had laid the blame upon 
Willenhall, but the cause of the disconnected service lay with 
Wolverhampton. Two deputations from that Council had waited 
upon the Wolverhampton Corporation, and were most anxious to 
come to terms, but could get nothing, not even the promise of an 


improved service. He said that the best interests of the town were 
beiug served, and that no effort would be spared to secure a better 
service and a permanent benetit to the town. The resolution was 
carried unanimously. 


TELEGRAPH AND TELEPHONE NOTES. 


Brighton Telephones. — The "Telephone Committee 
has reported to the T.C. that a letter had been received from Mr. 
A. R. Bennett, of Glasgow, stating that his usual arrangement with 
Corporations was to act as consulting engineer for the telephone 
system on a commission of 5 per cent. on the actual capital outlay, 
and his out-of-pocket expenses, but no commission to be paid on 
any excess expenditure over the estimates. He kept an eye on the 
work during construction, and provided samples of the forms and 
books necessary for starting a telephone exchange business, and 
keeping telephone accounts. He also advised as to the appoint- 
ment of a competent manager and other officials, and, in fact, did 
whatever was within his experience as a telephone manager 
and engineer to make the undertaking a success. If the. 
Telephone Committee simply asked for the preparation of a 
scheme, with estimate, for the establishment of a 2,000-line municipal 
telephone exchange system in the Brighton area, his charge would 
be 50 guineas and out-of-pocket expenses, but the 50 guineas would 
be merged into the commission should the scheme be proceeded 
with under his care on the terms set forth above. Mr. Bennett's 
offer to prepare a scheme and estimate for 50 guineas was accepted. 
A letter had been received from the town clerk of Hove stating the 
Council thought it expedient to formally notify to the Postmaster- 
General that they objected to the application ; but since then they 
had given the matter their consideration aud had been advised on 
it, and as a result they had instructed him to inform the Postmaster- 
General that they did not propose to offer further opposition to the 
application. This only affected the bare question of includiug the 
borough of Hove in the proposed area, and left all questions of inter- 
ference with the streets and other property in the borough a matter 
for further consideration. | 


Hartlepool Telephones.—The Finance Committee of 
West Hartlepool Corporation have engaged the services of an expert 
to report upon the desirability and cost of installing a municipal 
telephone service in the town. Similar action is likely to be taken 
in Hartlepool. ` 


The Telegraph Wire Export Trade.—Although better 
than September, last month proved to be relatively a quiet one as 
regards the exports from this country of telegraph wire and appa- 
ratus connected therewith, The value of the October shipments is 
returned at £114,253, as compared with £80,248 in September last, 
and £369,243 in October, 1899. Taking the 10 months ending with 
October last, the year, has, however, been an unusually active one, 
the aggregate shipments having attained a value of no less than 
£2,583,729, as contrasted with ouly £1,100,580 in the sorresponding 
period of 1899, and £936,721 in the first 10 mouths of 1898. 


Telegraph Rates to India.—Sir Edward Sassoon has 
sent to the Times (November 14th) a copy of correspondence which 
has passed between himself and Lord George Hamilton during the 
past six weeks. Sir Edward says that although five months ago, 
Mr. Hanbury announced that the 1s. 6d. reduction on India cable 
rates was on the point of coming into force, the matter still appeared 
to hang fire, and he suggested that it was urgently necessary that 
this reduction should be no longer delayed. He earnestly urged 
* the bringing into force of the 2s. 6d. rate as soon as may be, with 
the understanding that the question of an ultimate reduction will 
be taken up and delibcrated on at leisure.” In reply to this, Lord 
George Hamilton forwarded a сору of a memorandum which had 
been drawn up, giving “a succinct and intelligent account of the 
obstacles to be overcome before the rates between India and Europe 
can be cheapened.” This memorandum is printed along with the 
correspondence. In Sir Edward's remarks to the Times, he observes 
that it seems passing strange that while substantial reductions have 
been successfully effected upon trans-Indian messages to Australia 
and the Far East, the high rate to India must remain unchanged 
owing to the apparently insuperable barrier presented by the neces- 
sity of gaining the assent of Russia and Germany." Again, he says, 
“It will be an unpleasant surprise to many to discover to what an 
extent the business community of the Empire has been rendered 
subservient to the good will and pleasure of foreign Governments 
and private companies, aud how the Indian Government Telegraph 
Department officials have allowed themselves to fall blindly iuto 
such a positiou that they have to surrender any right to advance 
the interests of the public, whose servants they ате.” . . . . The 
telegraph convention appears to be a convenient shield behind 
which the companies protect themselves from competition, while, 
on the other hand, they themselves disregard its provisions by 
entering into private bargains with the Governments concerned, as 
is shown in the memorandum. The only means of emancipating 
ourselves from this medieval thraldom would seem to be by starting 
an independent land and cable route, apart from the territories and 
lines of the Governments and companies at present interested. 
Some such scheme, feasible in character, and which may be 
expeditiously carried out at a comparatively modest cost, I hope to 
have the honour of laying before the Departmental Committce aud 
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the Indian Government. The consent and close co-operation of 
the latter would, of course, be indispensable to the launching of such 
an enterprise.” 


- 


Таетаршс ш F and Repairs :— 


INTERRUPTED. REPAIRED. 


AFRICAN :— | 
St. Louis (Senegal)-Bathurst  ..  .. 
St. Louis (Senegal)-Teneriffe " 
Zanzibar-Mombassa A" 
Zanzibar-Aden ка m 

Soutn AMERICAN :— 
Paré-Maranham  .. - — - 
Ceará-Maranham .. vài - " 
Paramaribo-Cayenne í 
Barcelona - Guanta - Cumana - 

Carupano (Venezuela) T 

West INDIAN :— | 

Mole 8%. Nicholas-Cape Haitien.. T 


Havre-Waterville "m os 


ee Aug. 25, 1900 ee oe 
. Nov. 11, 1900 .. e 
. Sept. 29, 1900 

.. Nov. 9, 1900 


. March 1, 1900 
. Feb. 90, 1900 Nov. 13, 1000 
Oct. 6, 1900 : 


"Por йш: 
: . Nov. 1, 1900 Е ei 


.. March 6, 1900 Nov. 18, 1900 
. Nov. 8, 1900 


Latakia-Cyp:us .. June 20, 1899, 
LANDLINES:— 

AFRICAN .—- 

Mujunga-Tananarive.. аа - Ws .. Nov, 6, 1900 kx - 

CHINESE :— 
Tientsin-Pekin eo ee ee oe .. June 12, 1900 ee ee 
Pekin- Kalgan.. ee ee ee ees ГЛ June 14, 1900 ee ee 
Kalgan- Maimatchin T "T T .. June 80,1900  .. ae 
Tientsin, via Shanghai  .. T T .. June 16, 1900 са 
Tientsin-Niuchwang oe oo ee ee June 18, 1900 ee ee 


SOUTH AMERICAN :— 


Communications with all offices of Colombia 

beyond Buenaventura .. ав .. January 2, 1900. . © 
Ecuador landlines .. vk z .. March 18, 1897 .. - 
Landlines south of Serena М В .. July 90, 1900 .. с 
Landlines west of Barquisineto and Coro .. Nov. 1, 1900 е 
Barcelona (Venezuela)-Ciudad (Bolivar) . Nov. 1, 1900 


West INDIAN :— 


Landline to Беи 8 and PREIS de 
Tanamo oe ee T 


All lines connecting Cochin China m 

Thuanan .. . Oct. 28, 1900 .. ‘a 
Blagowestschensk-C habarovsk —.. Nov. 7, 1900 . Nov. 9, 1900. 
Communications between Saigon and North 

Annam and Tonkin Oct. 23, 1900 - 
Communication “via Hanekine” interrupted 

on Persian territory  .. Че " . Feb. 24, 1900 ot 


Nov. 12, 1600 


Wireless Telegraphy. Russia is taking up the question 
of wireless telegraphy with remarkable energy, and the successful 
results of the Popoff system have induced the Minister of Marine 
to further extend its use. Only last week (says a Dail: Mail mes- 
‘sage from St. Petersburg) 200 complete pieces of apparatus were 
shipped to Vladivostok and Port Arthur in order to fit out the 
Russian warships in the Pacific with wireless telegraphy, and 
further, to connect the two towns mentioned by means of stations 
along the Korean coast, 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Belfast.—November 23rd. Tenders are invited for steam 


pipes, pumps, condensing plant, boilers, mechanical stokers, super- 
heaters, coal and ash conveying plant, and switchboard extensions 
for the Corporation electricity works. See “Official Notices” 
October 12th. 


Bermondsey.—l'ecember 3rd. The Vestry invites ten- 
ders for 71 cast-iron arc lamp columns, arc and incandescent lamps, 
automatic switches and fittings. See “Official Notices" to-day. 


Brighton.—December 6th. The Council invites tenders 
for points, crossings, sole-plates, manhole covers and gulley-grates, 
tic-bars, fish- bolts, &c., for the electric tramways. Sec 
Notices” to-day. 


Brighton.—December 13th. The Council wants tenders 
for the construction of permanent way including bonding, &.; 
paving all tramway tracks with wood, &c. Бес "Official Notices" 
to-day. 

Bristol.—November 22nd. The Electrical Committee 


wants tenders for an electric travelling cranc and condensing plant. 
See “ Official Notices“ November 9th. 


Cardiff.—November 28th. The Corporation wants ten- 


ders fora 75-Kw. motor generator, Tudor battery, lead covered 
cables, and a 20-ton travelling crane for the tramways undertaking. 
See “ Official Notices" November 9th. 


Greenwich, — November 22nd. The Guardians want 
tenders for the electric lighting of the new workhouse now чен: 
See “ Official Notices" November 2nd. 


Halifax.— The Tramways and Electricity Committee 
wants tenders for various sized underground cables. See Official 
Notices " November 2nd. 


Halifax.—November 27th. The Tramways Committee 
invites tenders for the supply of 36 tramcars, trucks, motors, and 
electrical equipments for same. See “Official Notices.” {оо zx 


Official. 


Harwiech.— November 17th. Tenders are being invited 
for gas engines, dynamos, cables, battery, lighting апі traction 
switchboard, track laying, and traction equipment, &e. See “Official 
Notices” N ovember 2nd. 


Hendon.— December 31st. The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-xw, 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works, See Official Notices" to- day. 


Kendal.—November 25th. The Corporation wants ten- 
ders for complete electric lighting station equipment (boilers, steam 
dynamos, battery, &c.); and for underground mains, meters and 
services. See “Official Notices November And. 


London.—November 22nd. Tenders are invited for the 
wiring of the Central Finsbury Radical Club. See “Official Notices’ 
November 9th. 


Neweastle-on-Tyne.—November 21st. The New Tram- 
ways Committee wants tenders for arc lamp cables, telephone and 
pilot wires. Specifications from Mr. Charles Hopkinson, ¢ consult- 
ing engineer, 26, Victoria Street, S.W. 


Oldham.—November 27th. The Electricity Committee 
wants tenders for an extension switchboard for supplyi ing current to 
the tramways. See “Official Notices” to-day. 


Shoreditch.—November 20th. The Vestry is inviting 
tenders for various steam raising and electric gener: iting plant for 
the new station, of which particulars were given in our “ Official 
Notices " November 9th. 


Stawanger.—January 2nd. "Tenders are invited by tle 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may le 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Stockport.—November 24th. The T.C. wants tenders 
for the laying of permanent way for clectric tramways. Also for 
the supply of 1,050 tons of girder rails, 90 tons of fishplates, 25 tons 
of tie bars, various points, crossings, bolts and nuts, &. See two 
“Official Notices " November 9th. 


Stockport.—November 24th. The T.C. wants tenders 
for the overhead equipment, and supply of rail bonds, for six 


section of electric tramways. See “ Official Notices” November 
9th. 


West Bromwich.—November 17th. The Corporation 
wants tenders for wiring materials, motors, and labour in wiring for 
lighting and power installations. See “Official Notices " November 
9th. 


CLOSED. 


Aberdeen,—The Tramways Committee is ordering 12 
electrical cars and a number of equipments for existing horse cars 
from the British Westinghouse Company. 


Liége.— lenders were opened last week by the municipal 
authorities of Liège for the supply of 20 trailing cars for the electric 
tramways in that city. Ten tenders were receiv ed, of which no les 
than seven emanated from German firms. The lowest offer was 
that of the Gotha Wagon Works Company, of Gotha, Germany, 
who quoted 3,0623 fraucs per car. No English firm competed. 


Worthing.—On the report of Messrs. Burstall & Monk- 
house, the E.L. Committee has accepted the tender of Mes. 
Oliver & Co. for arc lamps, at £850 17s. 


FORTHCOMING EVENTS. 


Friday, November 16th.—At 7.30 p.m. North-East Coast Institution 
of Engineers and Shipbuilders, second general meeting 
at Sunderland, paper on Liquid Fuel,” by E. L. Orde. 

At 8 p.m.—Institution of Mechanical Engineers. Ordinary 
meeting at Storey's Gate, S.W., paper on the “ Capacity 
of Railway Wagons, as affecting Cost of Transport, 
by J. D. Twinberrow. 

At 8 p. m. Hlectro-Harmonic Society. Concert at the St. 

James's Hall Restaurant, Regent Street. 

November 2ist.—At 8 p.m. Society of Arts. Fim 

ordinary meeting; opening address by Sır Join 

Evans, F.R.S, | 

Thursday, November 22nd.—At 8 p.m. Institution of EE 
Engineers. “Telegraphs and Telephones at the Paris 
Exhibition, 1900," by Johu Gavey, member 


Wednesday, 
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Friday, November 23rd —At 5 p.m. Physical Society. Agenda: 
` (1) “The Anomalous Dispersion of Carbon,” by Prof. 
R. W. Wood; (2) “The Liquefaction of Hydrogen," 
by Mr. M. W. Travers; (3) “On the Refraction of 
Sound by Wind," by Dr. E. H. Barton. 


At 7.30 p.m.—Institution of Junior Engineers. Joint 
meeting with the Architectural Association at 9, Con- 
duit Street, W. Paper on “ Тһе Use of Rolled Joists 
in Construction," by Mr. A. T. Walmisley, M. I. E. E. 


Thursday, November 29th.—Extra meeting of the Institution of 
Electrical Engineers, in the rooms of the Institution 
of Mechanical Engineers. Paper by Mr. W. E. 
Langdon, on “The Supersession of the Steam by the 
Electric Locomotive. " 


NOTES. 


The Proposed Electrical Contractors’ Association. 
—We have received several further communications relating 
to the above matter, and we shall be glad to receive others 
from those whose interests are affected. We may make a 
selection from these for publication in our next or a subse- 
quent issue. 


Unregistered Patent Agents.—In a letter which 
appeared in the Times of October 18th, it was pointed out 
that an individual who had received fees in respect of no 
less than 553 inventions had confessed to misapplying the 
money. His modus operandi was to correspond with 
American inventors and then obtain remittances from them 
for the purpose of obtaining British protection. In spite of 
this fraudulent dealing he is. still recognised at the Patent 
Office, and continues to practice as a patent agent, the 
absence of his name from the register of patent agents 
affording him protection against the officials of the Patent 
Office. 
jurisdiction which the recognised members of а great 
profession can exercise over those who fraudulently 
encroach upon their hunting grounds. In the medical 
profession the doctors have no jurisdiction over quacks, 
unless they hold themselves out as entitled to use certain 
titles implying that they are registered. The same 
principle applies to patent agents. Thus the Patent Act, 
1885, Sec. 1, (1) provides for the registration of patent 
agents, and under that Act no person is entitled to , describe 
himself as a patent agent, whether by advertisement, by 
description on his place of business, by any document issued 
by him, or otherwise, unless he is registered under the Act. 
Any person who knowingly describes himself as a patent 
agent, without being registered, is liable, on summary con- 
Viction, to a fine not exceeding £20. These provisions 
would seem, at first sight, to afford sufficient protection 
against unregistered patent agents. Acting, however, upon 
the same principles which are applied in the case of quack 
doctors, the Courts have refused to convict, unless they are 
satisfied that the accused has actually held himself out as a 
patent agent. Thus the use of the term “ patent expert" 
by an unregistered person has been held not to amount to 
this offence. [Graham v. Eli, 15 R.P.C. 259.] But an 


agent practising bond fide prior to the passing of the Act is . 


entitled to be registered in the ordinary way. (Patents 
Act, 1888, Sec. 1, (3)). The difficulty in these cases is to 
devise some means whereby the offending party can be “ got 
at.“ The Patent Office Library is open to all; an un- 
authorised agent can give advice to clients with perfect safety 
in the recesses of his office ; but where, as in the case 
mentioned by the Times correspondent, the gentleman in 
(question 1s ** recognised" by the Patent Office, there surely 
ought to be some means devised whereby the public could be 
safeguarded from any repetition of his fraud. 


Royal Society.—AÀmong the papers down for reading 
yesterday was ** Argon and its Companions," by Prof. Ram- 
вау, F.R.S., and Dr. Travers. 


We have here another instance of the very limited 


The Pacific Cable.— We drew attention last week to 
Sir J. Wolfe Barry’s remarks to the meeting of the Eastern 
Extension Telegraph Company regarding the contracts for 
this cable. Upon further consideration, we are inclined 
to the belief that the matter has not yet been decided. It 
seems but within the bounds of reason that the announce- 
ment would be made in London if it were so. There appears 
to us to be an “ internal contradiction" in what Sir J. Wolfe 
Barry says, for he mentions a ship, stations, &c., whereas 
the tenders were for cable only, neither instruments, station 
houses, repairing ships, or anything of that sort being asked 
for. A tender for the use of a vessel fitted to supplement the 
present sounding lines was asked for, but that was the only 
thing outside the cable pure and simple. Also it seems to us 
that the amount of the tenders exceeds the anticipated sum, 
and therefore the money voted by the Colonies is insufficient. 
This calls for a supplementary vote, so that the matter is 
incomplete as yet. The statements which have been circu- 
lated up to the present appear to be little, if anything, 
more than mere rumours. The Sydney Morning Herald 
for September 26th contained the following paragraph, which 
lends authority to our opinion :— 

MELBOURNB, Tuesday. 

Neither the Premier nor the Postmasicr-Geueral has received any 
message from the Imperial authorities confirming the information 
received by the Queensland Government to the effect that a tender 
has been accepted for laying the Pacific cable. The Premier thinks 


it strange that the Imperial authorities should accept a tender before 
consulting with the contracting Colonies. 


The same paper also published the following :— 


Pacrric CABLE.—The Postmaster-General stated that he had no 
new infurmation to give last night regarding the proposed Pacitic 
cable. He gave notice, however, that he would move to-day in the 
Legislative Assembly :—“ That this House will, on its next sitting 
day, resolve itself into a committee of the whole to consider the 
expediency of bringing in a Bill to enable the Government of New 
South Wales to join with certain other Governments in the cost of 
construction and maintenance of a cable across the Pacific Ocean, 
and for purposes consequent upon and incidental to such object." 


How a light at Pipon Island came to be mixed up with 
the Pacific cable, we fail to understand, but the following 
note from the Sydney Daily Telegraph for September 27th 
will serve to show how the confusionists are at work :— 

NOT THE PACIFIC CABLE. 
TENDER FOR A LIGHTHOUSE. 

BuisBANE, Wednesday.— The Government has received a further 
cablegram from the Agent-General clucidating the previous cable- 
gram which had announced the acceptance of a tender for the 
Pacitic cable. It has transpired that there was an error as to the 


tender. The one accepted was for the erection of a light at Pipon 
Island. | 


Obituary.—lIt is with unfeigned regret that we have to 
announce the death, on the 9th inst., after a very few weeks’ 
illness, of Mr. E. Davis, the founder of the company of 
Davis & Timmins, Limited. We remember the business as 
far back as 1879, when it was established in Bowling Green 


Lane, Farringdon Road, and ever since have held its 


managing director, now deceased, in the greatest respect. 
The funeral took place at St. Mary's Catholic Cemetery, 
Kensal Green, on Tuesday last, when the departed was borne 
to rest, surrounded by many friends who in life had the 
pleasure of knowing him. Of the workpeople, nearly all of 
whom were present at the ceremony, and who exhibited a 
great deal of genuine feeling, many had commenced as boys 
and had grown up to manhood in his employ. Handsome 
wreaths were laid upon the coffin, the workpeople contri- 
buting some very beautiful tokens of their affection for one 
who had ever been a friend to them. 

We regret to learn of the death on November 7th of Herr 
Johannes Hausmann, engineer-in-chief to the well-known firm 
of Felten & Guilleaume, of Mulheim am Rhein. After 25 
years' active lifein connection with the electrical industry, he 
was about to enter into a well-earned retirement. It was 
willed otherwise, however. 


Will.—It is stated in the daily press that the estate has 
been valued at £114,710 17s. 8d. gros& and at £109,993 
128. 8d. net of Mr. John Robert Jefferies, of St. Helen’s 
Lodge, Ipswich, and of _Ransomes, Sims & Jefferics, 
Limited. 
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Electrical Engineering at the Paris Exhibition.— 
Prof. Ripper, M. I. C. E., delivered the opening lecture to the 
Sheffield Society of Engineers and Metallurgists on Monday, 
dealing chiefly with engineering at the Paris Exhibition. 
In referring to the great strides electricity had taken during 
recent years, he pointed out that all the power required in 
the Exhibition was electrical, every conceivable machine and 
appliance requiring movement being driven by electric motor 
receiving current from the central supply. He was much 
struck with the size and weight of the engines compared 
with the power produced, and it was a relief to him to turn 
from these massive Continental engines to look at the small 
Willans in the small British section. Here was an engine 
whose power was at least equal to any engine in the Exhi- 
bition, weighing about one-third that of its Continental 
rivals, and occupying about one-fourth of the floor space of 
the horizontal engines. With regard to the size of the 
units at the Exhibition, compared with our own British 


practice, the problem of electrical power generation has been 


solved somewhat differently in this country. If there were 
to be a great electrical exhibition in England at the present 
time, giving the same total electrical output as at Paris, 
and if it were made to illustrate current practice during 
the last few years, we should have gathered together 
the finest collection the world has ever seen of high-speed 
engines, that is, high revolution engines, whose power 
would be great, but whose weight would be about 
one-third, and floor space one-fourth of that of the 
large horizontal slow-speed type, which appeared to be most 
universal throughout the Continent. The small high-speed 
engines had suited the conditions which it had to meet in 
this country, especially the cost per square yard of floor 
area, and the type of engine reflected the conditions which 
had been demanded of it, namely, large power in small space. 
On the Continent, the question of space occupied by an 
engine appeared to be of secondary consideration. A further 
reason for the large unit of power on the Continent was the 
fact that the average area over which the electrical energy 
was supplied was much larger on the Continent than had 
hitherto been the case in this country, but there was no doubt 
that with the rapidly growing demand for electricity over 
extended areas in this country, much larger units,would be 
introduced. Already this demand was being anticipated 
among mill engine builders, and even by some of our marine 
engine builders, who were now extending their business to 
include electric central station work. It would not be found 
necessary, he thought, in future to go to America or any 
other country to supply central station engines, as was the 
case а short time ago. The quick revolution engine 
makers were also now making engines in much larger sizes 
than was previously the case. 
——— 


Personal.—We are informed that the Council of the 
Tramways and Light Railways Association have appointed 
Mr. Norman Thompson, B.A. (Cantab), A.I.E.E., as secre- 
tary of the Association, and that his offices are at Clun 
House, Surrey Street, Strand. : 

Mr. Harold Firth, of Shipley, has been appointed head of 
the Electric Lighting Department of the Great Eastern 
Railway, Liverpool Street, London. 

The Postmaster-General has appointed Mr. Thomas Mason, 
the chief superintendent of the Special Telegraph Arrange- 
ments Branch, to be traffic manager for telegraph business 
in the United Kingdom. This is an entirely new depart- 
mental post. | 

Corporal Douglas F. Colson, R.E. Electrical Engineers 
Volunteer Corps, who is the son of Mr. Alfred Colson, engi- 
neer-manager of the Corporation gas and electricity depart- 
ment, received a hearty home welcoming from the people of 
Leicester on Tuesday last weck. Corporal Colson was taken 
prisoner at Leewspruit in June last, and was subsequently 
released and put over the Natal border. He sustained 
injuries to his right hand, followed by blood poisoning, and 
was invalided home from Pietermaritzburg. He was received 
at Leicester station by many of the officials and men of the 
gas and electricity works. 

Mr. J. C. Steele, late of Sunderland, and Mr. C. Follen- 
fant, of Bradford, have been appointed to the posts of 
assistant engineers in West Hartlepool. There were 60 
applications in all. 


Supply Station Accidents.— This week there have 
occurred three more fatalities in connection with public 
electricity works. At Newport (Mon.) an assistant engineer 
met his death from shock while performing switchboard 
duties, and at a Cheltenham sub-station a fitter was killed 
on Tuesday while making a joint. 

Ав we go to press a report comes to hand of yet another 
accident. The victim in this case was an assistant engineer 
at the Metropolitan Electrie Supply Company's station at 
South Street, Marylebone. He died from the effecta of a 
shock received on Tuesday morning whilst making connec- 
tions at the switchboard. The verdict declared by the jury 
at the inquest held yesterday (Thursday) was as follows :— 
Deceased died from the effects of electric shock through his 
hands coming in contact with the electric current of a 
switch when he was changing the current. Death was due 
to accidental causes. "The jury would recommend to the 
immediate consideration. of the company the necessity of 
protecting the metal switches in such a manner that a 
similar occurrence could not happen again. 

We shall refer to these fatalities at greater length next 
week. | 


Institution of Electrical Engineers.—The following 
is a list of the meetings arranged by the Manchester section 
of the Institution, to be held at the New Physical Laboratory, 
Owens College. 


November 18th.—At 7.80 p.m. Prof. Arthur Schuster, F.R.S. “Some Phe 
nomena of Electric Sparks. (Illustrated by experimen's.) | 

November 27th.—Hardman A. Earle, M. I. C. E., М I. E. E. Relative Advan. 
tages of Direct- current and Three-phase Distribution for Small Installations.“ 

ecember 1lth.—F. B. Behr. Proposed Manchester and Liverpool Express 

Railway.” (Lantern slide illustrations.) 

January 29th, 1901,—8idney H. Short. Direot-current Generators.” 

February làth.—Dr. John T. Nicolson. “The Training of Electrical Engl. 
neers.” 

February 26th.—G. A. Grindle, M.I.E.E. “The Use of Storage Batteries ia 
Connection with Electric Tramways.” 

March 12th.—John S. Raworth, M. I. C. E., M.LE.E. “ Тһе Adaptation of the 
Steam Engine to the Generation of Electrical Energy.” 


We are informed by the secretary that an extra meeting of 
the Institution will be held in London, by kind permission, in 
the rooms of the Institution of Mechanical Engineers, at & 
p.m., on Thursday, November 29th, when a paper will be read 
by Mr. W. E. Langdon, vice-president, on ‘ The Super- 
session of the Steam by the Electric Locomotive.” 

The Newcastle section of the Institution held ite first 
annual dinner at the County Hotel on 7th inst., Mr. A. W. 
Heaviside, presiding over a company of 60 members. 
Among the toasts was “The Newcastle Local Section," 
this being proposed by Prof. John Perry, F.R.S., and 
acknowledged by the chairman in an address covering 
numerous topics relating to the electrical profession and 
industry. | 


- Electrically-Driven Fans in the U.S. Navy.—The 
Globe Naval correspondent says that in the report of the 
U.S. Naval Constructor, Mr. W. Capps, on the battleship 
Alabama, as compared with the Kearsaye, the author 
advises the use of electrically-driven fans for ventilation. 
The ventilation of the A'earsage is said to be much more 
satisfactory than that of the Alabama, this condition bang 
attributed largely to the use of electric fans in the Aearsaye. 
The report says there can be no possible question as to the 
results obtained in the two vessels, and as the vessel venti- 
lated by electrically-driven fans proved itself so much more 
satisfactory, it is strongly recommended that electrically- 
driven be substituted for steam-driven fans in the future. 


Building Trades’ Gift to the Nation.—The chairman 
of the Building Trades’ Gift (homes for disabled soldiers) 
anhounces the receipt of a number of valuable contributions 
in money, collected primarily in the provinces. Among 
these contributions are:—£500 from the Birmingham 
Master Builders’ Association; £200 from the Building 
Trades of Walsall; £65 from the Manchester Master 
Builders’ Association ; £47 from the Nottingham Master 
Builders’ Association. Of recent London contributions, 
Messrs. Holloway Bros. have presented 50 gnineas, while 
their workmen have collected 25 guineas, and Mess 
Perry & Co.’s workmen have sent 33 guineas, All the 
above contributions, it will be observed, are the result of à 
close co-operation between the masters, manufacturers, and 
men of the trades concerned. 
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110 v. 220-Volt Supply.—A very interesting commu- 
nication from Mr. Horace Boot will be found in our 
« Correspondence columns this week, giving the comparative 
charges before and after the change-over from 110 to 220 
volts. Particulars are not given as to the number of lamps 
installed in each case, and this may have been altered 
during the periods considered ; any change, however, would 
most likely be an increase. Nevertheless, on adding up the 
respective amounts, we find that the total units consumed in 
one year are :—At 110 volts, 28,579 : at 220 volts, 25,034. 
What is still more surprising is the fact that the total revenue 
in the first instance was £761 6s. 10d.; in the second, 
£652 8s. 8d.—a reduction of no less than £108 18s. 2d., 
or over 14. per cent. ! Surely this constitutes a new and 
powerful argument to induce consumers to accept the change. 
Weshould be very glad if Mr. Boot would kindly supplement 
his valuable contribution by a few particulars as to the system 
and rate of charging in the two cases, and, if possible, as to 
the corresponding cost of the supply. 


British v. American Manufacturers.—A correspon- 
dent signing himself South Africa" writes to the Times 
as follows :—“ I can give you another illustration of the way 
in which the indifference of the British manufacturer drives 
trade into foreign hands. I recently applied to a maker in 
London for quotation for some thousands of wood boxes, 
specifying the size, and the nature and weight of the con- 
tents they were to carry. The British manufacturer asked 
for particulars as to the thickness of the wood and declined 
to quote without this information. While obtaining the 
necessary details from abroad, I at the same time sent the 
inquiry to America, and received a reply by return mail, 
quoting prices for boxes and estimated strength to carry 
the contents specified, although stating that the thickness 
should have been given. The result is that America will 
probably get the order. I see the two rivals sitting side by 
side at a dinner table. The Yankee at once ‘goes for’ the 
repast and satisfies his needs. The Britisher finds himself 
short of a knife or a spoon, calls for the missing article, and 
will not commence his meal until he gets it, and when at 
last it comes the dinner is all consumed. Surely the British 
manufacturer must be losing his appetite for trade.” 


Prof. Forbes and Niagara.—The Master Electrical 
Contractors' Association, of Dublin, were entertained by 
Prof. Geo. Forbes last week with an account of the Niagara 
Falls electrical utilisation. The scheme, and the power 
station equipment, were described, and the effects of the 
undertaking in the enormous development of electrical in- 
dustries, and in other ways, were mentioned. The lecturer 
added that the century now closing had been described ‘as 
the age of steam and steel; that about to dawn would be 
known as the age of aluminium and electricity. At the 
conclusion of the lecture the Lord Mayor made some com- 
ments upon the Dublin Corporation electricity scheme. He 
remarked that on Monday, November 12th, the Corporation 
would accept a contract for laying cables over the whole 
city at a cost of £113,000, and the electric lighting of 
Dublin would be completed in 12 months. 


Correetion.—The article on “The Growth of Poly- 
phase Systems,” printed in our issue of November 2nd, con- 
tained certain statisticsregarding German installations ; these 
we inadvertently omitted to mention first appeared in article 
form іп the well-known Elektrotechnische Zeilschrift of Berlin, 
a translation &ppearing in one of our engineering exchanges. 
Those of our readers who wish to go further into the subject 
should refer to the issue of that journal for July 5th last. 


The State of the Steel Industry.—It is stated that 
the Welsh steel manufacturers and workmen’s representatives 
have jointly agreed to discontinue the payment of 10 per 


cent. advance on standard wages rate conceded recently. 


The trade is in a most unsatisfactory state, and several steel 
works have stopped. It is said that the reason of this state 
of affairs is, that American bars are being imported at 
ruinously low prices. 


Society of Arts.—The arrangements for the forth- 
coming session include the following :—November 21st : 
Sir John Evans's opening address, December Sth : Prof. 
Н. S. Hele-Shaw on * Road Traction." We have already 
mentioned Prof. Fleming’s series of four Cantor lectures on 
* Electric Oscillations and Electric Waves," commencing on 
Monday, November 26th. After Christmas there will be a 
paper by Mr. F. B. Behr on ** The proposed high-spced elec- 
trical * Monorail’ between Liverpool and Manchester ;” Mr. 
Alexander Siemeng оп “ Patent Law Reform." In March 
(11th, 18th and 25th) there will be a course of three lectures 
by Major P. Cardew on Electric Railways." © Alloys” 
will form the subject of four lectures by Sir W, C. Roberts- 
Austen on April 22nd and 29th and May 6th aud 13th. 


Electrical Development in Japan.—-The Times cor- 
respondent at Vienna has just been delving into Austrian 
official data regarding the economic condition of Japan. 
From his observations we gather that the water-power 
available for utilisation in connection with electrical 
engineering schemes is almost as extensive as the water- 
power of Norway. The iron and electrical industries are 
stated to be undergoing very vigorous development, This 
we have understood for some time past, but 1t is a revelation 
to us to learn that “Japan already possesses nearly 400 
electric power works,” and that “the electric light has been 
introduced into almost all the important towns.” There 
are further stated to be some 20 electric tramway lines now 
working, while new ones are constantly being projected, 
and many are at present in course of construction. What 
meaning the writer wishes to convey when he refers to 
* electric power works" we do not know, but if there are 
400 electric power works of any kind in Japan, electrical 
development there has been proceeding at a far greater pace 
than we imagined. Certainly it is a remarkable record for 
* beginners," as the writer terms the Japs. We are inclined 
to believe that there is an error in the figures. 


Belleville Boilers.—H.M.S. Hermes, new cruiser, which 
has only been employed on the North American station for 
‚12 months, has been ordered home to pay off in consequence 
of the state of her Belleville boilers. Her deck is said to be 
lined with defective boiler tubes. 


Otium eum Dignitate.—One of our views of the E.E. 
Vols. this week conveys the impression that some of them 
were taking a well-earned rest. It is, of course, absurd to 
suppose that either in South Africa, or in this country, is 
such a thing as a cigarette or a shilling shocker so much as 
thought of during business hours in an electricity works. 


Appointments Vacant.—A mains superintendent is 
wanted at £100 per annum by the Scarborough Electric 
Supply Company, Limited. А cable jointer is wanted at 
West Ham. Кее “ Official Notices" this week. 


Leeture.—On 6th inst. Mr. J. Brown delivered an address 


to the Belfast Natural History and Philosophical Society 
on “Some Matters Electric.“ 


NEW COMPANIES REGISTERED. 


Electric Lighting Boards (British Manufacturing 
Company), Limited (67,722).— This company was registered on 
November 8th, with a capital of £75,000 in £1 shares, to adopt 
an agreement with the Electric Lighting Boards, Limited, to acquire 
the beuefit of certain existing inventions relating to luminous 
advertisements and electric lighting boards, and to manufacture and 
deal in the articles which can be manufactured and dealt with in 
connection therewith. The first subscribers (each with one share) 
are :—W. G. Gadsden, Lyveden Road, Tooting, S.W., gentleman ; 
A. Tibbits, 19, Gordon Street, W.C., solicitor; H. L. Pring, 34, 
Cambrian Road, Rick mond, aceountaut; W. Brittain, Pinner Wood, 
Pinner, solicitor; J. W. Stickland, Christwell, 19, Riggindale Road, 
Streatham, S.W., solicitor; E. Newroy, 21, Fitzroy Square, W., 
accountant; and A. H. Lister, 38, Tavistock Road, W., architect. 
The number of directors is not to be less than three nor more than 
seven; the subscribers are to appoint the first ; qualitication, £100 ; 
remuneration, £100 each per annum (£150 for the chairman) and a 
share in the profits. 
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Founders’ Syndicate, Limited (67,664).—This com- 
pany was registered on November 5th, with a capital of £60,000 in 
£10 shares, to construct and equip electric tramways and railways, 
to build, manufacture, and deal with steamboats, launches, car- 
riages, vans, cycles, velocipedes, motor cars, flying machines and 
vehicles, and to carry on the business of electricians, electrical and 
mechanical engineers, founders, smiths, wire drawers, tube makers, 
saddlers, rubber manufacturers, oil refiners, platers, japanners, iron- 
mongers, carriers by land and water, contractors, &c. The first 
subscribers (each with one share) are:—F. Howard, 65, Digby 
Road, Brownswood Park, N., clerk; F. Hopkins, 29, Heron Road, 
Herne Hill, S.E., shorthand writer; О. W. Bollon, 431, Liverpool 
Road, N., clerk; C. M. Murphy, 31, Victoria Road, Chelmsford, 
clerk; H. J. Taylor, 40, Greville Road, Walthamstow, N.E., clerk ; 
H. Hill, 182, Leander Road, Brixton Hill, S.W., accountant; and 
R. M. Albery, Bowery Farm House, Wraysbury, farmer. The 
number of directors is not to be less than three nor more than 
eight; the subscribers are to appoint the first; qualification, 
£100; remuneration, £50 each per annum, and £50 extra for the 
chairman. 


Medical Battery Company, Limited (67, 755).— This 
company was registered on November 10th, with a capital of £5,000 
in £1 shares, to acquire the business formerly carried on by W. 
Willmott, and to provide for and carry on the treatment of discase 
by means of galvanic, electric, and magnetic appliances and other- 
wise. The first subscribers (each with one share each) are:—W. 
Willmott, 26, Queen's Road, Leytonstone, E., electrician ; H. Perry, 
70, Pevensey Road, Forest Gate, clerk; A. T. Ellis, 31, Gt. St. Helens, 
E.C., articled clerk; J. H. Stuart, Westleigh, East Ham, E., civil engi- 
neer; G. C. Baldock, 6, St. Ann's Road, Burdett Road, Bow, E., clerk; 
W. H. Butterfield, 51, Sydney Road, Hornsey, N., clerk; and H. 
Forbes, 18, Malden Road, Watford, Herts., shipbroker. 'l'he number 
of directors is not to be less than two or more than five. The first 
are W. Willmott and others to be appointed by the company. 
Remuncration, 5 per cent. of the net profits, divisible. 


. CITY NOTES. 


The Cape Electric Tramways, Limited. 


THE fourth ordinary general meeting of the shareholders of this 
company was held on Wednesday at Winchester House, Sir Charles 
Euan-Smith, K.C.B., in the chair. 

In proposing the adoption of the report, the CHAIRMAN said it 
was a great pleasure to the board to feel that on this occasion they 
could again honestly congratulate the shareholders upon he result 


of the operations of the corapany during the year under review.. 


These should certainly prove to the shareholders that the antici- 
pations of increasing success, which were expressed to them last 
year, had been fully justified. As they would have seen by the 
balance-sheet, they had for the year under review, after fully pro- 
viding for all debenture interest, paid them 9 per cent. interest on 
their capital, as against 64 per cent. in the preceding year. They 
had been enabled to carry the unusually large sum of £20,000 to 
the credit of their reserve funds, as against £8,000 in the pre- 
ceding year, and they now recommended the payment of a further 
bonus of 3 per cent. on the share capital, which would absorb 
£12,000. They further proposed to carry forward the sum of 
£12,000 to the credit of next year’s account. From that, however, 
certain moderate payments had still to be made. When they con- 
sidered the troublous times which had ruled in South Africa during 
the last year—and that in consequence thereof many first-class enter- 
prises in that country had had either to submit to a very con- 
siderable reduction in their usual dividends, or, indeed, to forego 
them altogether—the balance-sheet of their company must certainly 
be regarded as representing an extremely satisfactory position. As 
to the further payment of the 3 per cent. on the share capital 
which now awaited their sanction, the board had recommended 
that that should take the form of a bonus, instead of the final divi- 
dend, as they recognised that some of the causes that had been in 
operation to swell the receipts during the past year, owing to the 
incidents of the war, could not be regarded as in themselves of a 
permanent character, and they had deemed it better to be on the 
safe side in thus acting. This they could easily understand; they 
felt, however, that in the future they might confidently look for- 
ward, with the restoration of peace, to future development of fresh 
sources of income. The receipts for the four months, since the 
annual accounts were closed from July to October, had amounted to 
£14,450. The company might be, therefore, certainly regarded as 
still making progress in the public favour commensurate with the 
efforts which they always made, and intended to make, to meet all 
public requirements. In the Cape Town system they had carried 
nearly three million more passengers than they did in the pre- 
ceding year, while in the Port Elizabeth system, which, of course, 
was much smaller, they had an increase of over 400,000. As 
regarded the action which was brought by the Eastern Telegraph 
Company, Limited, against the company, it was with great satis- 
faction that the board received the news that a full bench of judges 
of the Supreme Court in Cape Colony had, in the month of February 
last, given a unanimous verdict in their favour; but, as stated in 
the report, an appeal against that decision had been lodged before 
the House of Lords, and, until that had been decided, nothing 
further could be said in regard to that important question. 

Dr. RurHERFOOnD Harris seconded the motion, and the report 
was adopted. 


The CHAIRMAN, in proposing a resolution increasing the capital of 


the company by the creation of 100,000 additional ordinary shares 
of £1 each, said it was the intention of the board whenever the 
capital was ssued to offer it to the existing shareholders pro ruta 
at such premium as the financial position of the company might i 
the opinion of the board warrant. It was not proposed to ше 
more than 40,000 shares, which would amount to one in ten being 
offered to every existing shareholder on the basis of his present 
holding. 
The resolution was unanimously agreed to. 


West India and Panama Telegraph Company, 
Limited. 


Mr. W. ANDREWS (chairman) presided on Wednesday over the 
forty-seventh ordinary general meeting of the above company, held 
at Winchester House, E.C., and in moving the adoption of the report 
said he did not intend to go much into detail. The expenses ha 
increased by £240. There was a decrease on general charges of 
£1,043, but on the other hand, repairs to cables and landlines had 
cost £1,282. The directors could not control those repairs. The 
receipts were £27,737, against £30,929, a decrease of £3,191. Of 
this decrease traffic receipts accounted for £1,233, subsidies for £984, 
and exchange for £453, and one or two small items made up the 
remainder. They therefore seemed to have about bottomed the 
decrease of the traffic account. The most important matter really 
was to consider the policy of the company, and what had been 
taking place in recent times. The shareholders had had the corre- 
spondence that had been exchanged by the company with the 
Colonial Office. The directors had thought that they were entitled 
to more consideration from the Government than the Government 
seemed inclined to show. The company showed that the present 
unsatisfactory financial position of the company was brought about 
by the introduction of a competing line of traffic to and from 
Jamaica, and the West Indies generally. This competing cable was 
worked at artificially low rates, which were only made possible by 
the Government subsidy. The traffic for messages by this new line 
was actually fixed by Parliament, and since the Spanish-American 
war, when traffic had assumed its normal dimensions, the trafic of 
those competing lines was only one-half of the revenue, while 
the other half came from Government subsidies. Without the 
assistance of the latter those companies could not pay ош 
of messages their statutory debenture obligations or sink 
ing funds or dividends. That proved, therefore, that the 
original stimulated demand for lower tariffs for West Indian tele- 
graphic communication was not practicable, because of the paucity 
of business. It also proved that the introduction of the lower rate 
for telegrams between Jamaica and Europe was not the natural 
result of fair competition by any company, but was originated by 
Parliament and rendered possible only because of the subsidies 
given by Government. It was consequently a Government produs- 
tion and not a company production, but as a consequence the outery 
throughout the West Indies for further reductions between Jamaica 
and this company’s stations became so great, and the company were 
so strongly urged to assist West Indian commerce, and the promises 
of support were so great, that the company made large reductions. 
Well, they knew that the support promised was not forthcoming. 
and the business had gone from bad to worse. They approached 
the Colonial Office with a view to getting subsidy, believing that a 
continuation of the low rates would aid West Indian commerce, 
and, at the same time, benefit the company. The Treasury, as they 
were aware, viewed the application for aid with disfavour, but the 
directors believed that their case was a proper one for Imperial aid. 
No doubt the Treasury wished to do right, but they must try and 
convince them that justice was on the side of the company. A great 
deal had been made of an all-British cable between Jamaica and 
the other West Indian islands. As a fact, the company had already 
drawn the attention of the Government to the fact that with their 
duplicated cable they were in a position to give an all-British cable, 
embracing Demerara as well as the other British West Indian 
islands. However, the directors were glad to know that there were 
grounds for believing that there would be a revival of the trade 
of the islands. Under those circumstances the directors could not 
feel that this was just the moment to raise rates. Just as trade 
appeared to be budding and likely to blossom and bear fruit, it did 
not seem quite the time to nip it in the bud by raising rates. Whe! 
they felt inclined to do was to urge the shareholders to hold ther 
ground for the present in the situation in which they were places, 
and to allow the directors to be guided by circumstances, and they 
would do their utmost in all directions for the benefit of the 
shareholders. 

Mr. Н. Ногмев seconded the motion for the adoption of the 
report. 

‘Considerable discussion ensued in which the action of the Colonial 
Office was severely commented upon, and suggestions were made 
that the rates should be at once raised, while one shareholder 
thought they might offer to sell the cable to the United States or 
Germany. 

Mr. Epwarps moved an amendment to the effect that the reser'e 
fund should be utilised to pay off the mortgage debentures, thereby 
effecting a saving of £900 a year, and further, that it was not to the 
interests of the company that proxies should be sent out by the 
board before the meeting. 

The CHAIRMAN said the reserve fund was of vital consequence to 
the company, and, in fact, that such an amendment was moved 
showed the importance of the board sending out proxies, for other- 
wise the shareholders present, by a scratch resolution, might cart 
a proposal in ignorance of its effect on the company. 

The amendment found no seconder, and the report was adopted 
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Walker and Wallsend Union Gas Company. 


Ox 9th inst. an extraordinary general meeting of the shareholders 
of this company was held at the offices, Mitchell Street, Walker, to 
раз a resolution sanctioning the creation and issue of new stock 
for the purpose of raising additional capital authorised by the Com- 
pany's Electric Lighting Act, 1899, and the Electricity Capital Act, 
1900. Col. Crawford presided. 

The following resolution was passed unanimously :— 


That the company create and issue the whole of the ordinary shares remaining 
unissued in the electricity capital of the company, authorised by the Walker and 
Wallsend Union Gas Company's Electric Lighting Act, 1899, and raise £25,000, 
part of the additional capital authorised by the Walker and Wallsend Union 
Gas Company's Electrieal Capital Act, 1900, by the creation and issue of new 
ordinary or preference shares of the nominal amount of £10 each, or of new 
ordinary preference stock as the directors may from time to time determine 
and that the directors be hereby authorised irom time to time to dispose of 
such shares or stock in such manner as the directors shall think advantageous 
to the company, 


The CHAIRMAN stated that the electricity works at Walker were 
rapidly approaching completion. 


The British Electric Traction Company. 


Tae interim report, to which we briefly referred last week, reads as 
follows :— 

“The directors have decided to pay an interim dividend on the 
ordinary shares on December 22nd next (being six months after the 
Jast payment of dividend) at the rate of 6 per cent. per annum for 
the half-year ended September 30th on account of the dividend 
for the financial year ending March 31st, 1901, which is at the same 
rate per cemt. per annum as the interim dividend paid last year. 
Satisfactory progress continues to be made by the company and its 
associated companies, and the aggregate traffic reccipts on the 
various lines in operation show a considerable increase. 

“New LINES OPENED FOR TRAFFIC, &c.—Swansea Improve- 
ments and Tramways Company.—The tramways (54 miles) owned by 
this company were opened for traffic by electric traction on June 
j0th, 1900, and are working satisfactorily. The receipts have 
increased by about 60 per cent., while the expenses of working have 
been relatively reduced. Potteries Electric Traction Company, 
Limited.— This company is now working 244 miles by electric trac- 
tion, and a further 4} miles are ready for working. The traffic 
receipts on all the lines are satisfactory. Dudley, Stourbridge and 
District. Electric Traction Company, Limited.—Since the date of the 
last report 34 miles of lines have been opened for traffic by electric 
iraction, and a further 5 miles will be opened as soon as the Board 
of Trade have given their certificate. The traffic receipts are satis- 
factory. Dudley and Wolverhampton Tramiways.—The section of 
the line from Dudley to Sedgley, 24 miles, has been reconstructed, 
aud was opened for traffic by electric traction on October 3rd, 1900. 
Kidderminster and District Electrice Lighting and Tract on Company, 
Linited.—The electric lighting supply under the order tranferred 
from the Kidderminster Corporation was commenced in August. 
Tynemouth Electric. Traction Company.—The lines (4 miles) owned 
by this company are practically completed, and will be opened for 
traffic as soon as the Corporation are ready to supply the current. 

“ADDITIONAL POWERS OnrAINED.—Light railway orders granted 
subject to the approval of the Board of Trade:—Durham and 
Brandon, 2$ miles; Jarrow aud South Shields, 3} miles; Morley 
and District, 7 miles; Spen Valley (Extensions), 9 miles; Barnsley 
Extensions), 4} miles. South Staffordshire.—The two light railway 
orders granted by the Light Railway Commissioners (7 miles) have 
been confirmed by the Board of Trade. J ellinghorongh.—An Act 
of Parliament has been obtained for the construction and working 
of tramroads in this district (19 miles) Peterborouygh.—-The order 
granted by the Light Railway Commissioners (54 miles) has been 
confirmed by the Board of Trade. The Poole and District Electric 
T raetion Company, Limited, has obtained an Act of Parliament for 
the construction and working of tramways (39 miles) in Christ- 
church and Bournemouth, subject to the provision that if within a 
certain period the Corporation of Bournemouth under powers 
granted them construct that portion of the line within their 
borough, the company’s power to construct it shall cease, but they 
“ball be entitled to running powers. The Kidderminster and Dis- 
‘ret Electric Lighting and Truction Company has been granted a 
light railway order for an extension to Bewdley (44 miles), subject 
to the approval of the Board of Trade. The Gateshead Tramarays 
трапу. — Тһе light railway order (24 miles) granted by the Light 
Railway Commissioners has been confirmed by the Board of Trade. 
The Wigan Tramways Company, Limited. The application 


lor a light railway order for extensions has been 
granted in part i(4 imiles) by the Light Railway Commis- 
zoners, subject to the approval of the Board of Trade. 


South Staffordshire Tramways (Lessee) Company, Limited, has 
Obtained a lease of the whole of the lines of the South Staffordshire 
Tramways Company as from February Ist, 1900. The Rothesay 
Tramways Company, Linited.—The provisional order granted by 
the Board of Trade authorising the reconstruction of its lines for 
clectric traction and extension of tenure has been confirmed by 
Parliament. Weston-Super-Mare and District Electrice Supply Com- 
pany, Limited.—lhe provisional order authorising tramways (34 
miles) granted by the Board of Trade, has been confirmed by Parlia- 
ment. Leamington and Warwick Tramways and Omnibus Company, 
Limited.—The provisional order granted by the Board of Trade 
authorising (inter alia) the reconstruction of the company's tram- 
ways within the borough of Warwick has been confirmed by Parlia- 
ment, The Electrical Power Distribution Company, Limited.—The 


Bills promoted in the last Session of Parliament for the supply of 
electric energy in bulk in the County of Durham and North Metro- 
pao areas bave both been passed, and the Acts of Parliament 

ve received the Royal assent. The Board of Trade has approved 
the transfer to the company of the following electric lighting orders 
from the authorities who obtained them:—Hertford Local 
Authority; Lewes Local Authority. The following electric 
lighting provisional orders granted by the Board of Trade have been 
confirmed by Parliament :—Banbury ; Jarrow; Sevenoaks ; Sheer- 
ness; Staines, Egham and Chertsey; Wallington; Wellingborough. 

“The applications for light railway orders at Blyth and Winder- 
mere have been withdrawn for the time being. The Light Railway 
Commissioners declined to grant the order applied for in respect of 
Kingston and Surbiton.” 


J. G. White & Co., Limited. 


THE first (or statutory) general meeting of this company was held 
at the oftices, 22a, College Hill, E.C., on 7th inst. 

Mr. J. G. WHITE chairman of the company) presided, and, 
according to an official report, stated that the company was 
organised on July 10th last, and that the present proceedings were 
of a formal nature, to comply with the Companies’ Acts. He was 
very pleased to be able to state that the progress of the business 
since the date of formation had been very satisfactory. The com- 
pany had considerable work in hand, and some very large contracts 
iu prospect. 


Dublin and Lucan Electric Railway Company. 
AN extraordinary general mecting of this company was summoned 


. for November 12th to consider resolutions authorising an application 


to be made to the Privy Council for powers to raise £3,750 in 5 per 


cent. cumulative preference shares of £10 each with corresponding 


borrowing powers for £1,250, and also for an amendment of the 
company's order in Council, so as to enable preference sharebolders 
to vote at general meetings, and to reduce the quorum of meeting of 
directors from three to two. Nothing was done, as the necessary 
quorum of sharcholders was not present. 


Prospectus. 


THE investing public have this week been invited to subscribe for 
£2,385,000 share capital in the Baker Street and Waterloo Railway 
Company. "That figure represents the total of the nominal capital, 
and is made up of 66,000 £10 4 per cent. preference shares, and 
172,500 ordinary shares (£10) In addition the company has 
borrowing powers amounting to £794,000. As has been the case 
with certain other electric underground railway schemes, 3 per cent. 
interest is to be paid half-yearly during construction. The length 
of the railway is about 5 miles 2 furlongs, and will be on the Great- 
head twin tunnel principle as usual. Starting at the Elephant and 
Castle, on the South, it passes Waterloo Station, thence under the 
river, up Northumberland Avenue, Charing Cross, the Haymarket, 
Regent Street, Portland Place, Regent’s Park, Baker Street, Mary- 
lebone Station (the terminus of the Great Central Railway), and 
Edgware Road, to Paddington Station. The site for the necessary 
depót and generating station is about a quarter of a mile to the 
South of Waterloo Station. The stations will be placed at or near 
the following pointe, viz:—- 

Elephant and Castle (connecting with the London, Chatham and Dover, and 
City and South London Railways). 

Waterloo (connecting with, the South-Western, the Waterloo and City, and 
South-Eastern Railways). 

Thames Embankment (connected by a subway with the District Railway). 

Charing Cross (connected by stairs and lifts with the pavements in Northum- 
berland Avenue, Trafalgar Square, and the Strand, wi hin a short distance of 
the Charing Cross Station of the South Easte:n Railway). 

Piccadilly Circus. 

Oxford Circus (connecting with the Central London Station), 

Baker Street (connecting with the Metropolitan Railway). 

Marylebone (connecting with the Great Central Terminus). 


Edgware Road. 
Paddington (connecting with tha Great Western Railway). 


A large portion of the land required has been already purchased, 
and satisfactory arrangements have been concluded for the greater 
part of the remainder. The works between Waterloo and Baker 
Street, which are being constructed by Messrs. Perry & Co., are in 
full operation, and this section will be completed and opened for 
traffic independently of the rest of the line. The engineers report 
as to the progress of the works to date is quoted in the prospectus. 
The speed of the itrains will be about 13 miles an hour, including 
stoppages. The entire distance between the Elephant and Castle 
and Paddington will be accomplished in about 25 minutes, as 
against about an hour-and-a-quarter by omnibus. 

The line will serve four of the declared largest centres of traffic 
in London. The prospectus states that: —“ Unlike the railways 
running East and West, which carry chiefly à morning and evening 
traftic, this line, running as it does through the most important 
shopping districts in London, and near to the Government offices, 
clubs, large hotels, and many theatres and other places of amuse- 
ment, as wellas serving important business centres, and also tapping 
one of the most densely populated artisan districts in London, will 
doubtless carry a large and continuous traftic throughout the day and 
з great part of the night. There are exceptional facilities for inter- 
communication with otherlines.  Asto the working expenses, the 
engineers of this company, judging by the cost of working other 
electric railways, estimate that the total working expenses of the 
line, allowing for 300 trains each way on week-days and 150 trains 
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each way on Sundays, may be taken at £100,000 a year. On the 
basia of the results of the Central London Railway, which has been 
open for several months, with an increasing traffic, the directors 
estimate the balance of profit at more than sufficient to pay dividends 
of 4 per cent. on the preference and 6 per cent. on the ordinary 
shares. 

The carrying capacity of the line with the trains proposed will be 
more than adequate for the estimated traffic; the number of trains 
can be considerably angmented, and the length of the stations will 
also allow of an addition of one-half to the length of the trains, with 
a consequent proportionate increase in their earning power, so that 
ther^ will be ample provision for a large growth in the traflic. 

Contracts have been entered into with the London and Globe 
Finance Corporation, Limited, for the acquisition of the necessary 
land, the construction of the works, and the equipment of the rail- 
way with all its appurtenances, including working plant and 
sufficient rolling stock for a three-minute service, complete in all 
respects as authorised by the company's Acts, to the satisfaction of 
the Board of Trade and of the company's engineers, for the sum of 
£3,096,000, payable as to £2,322,500 in cash or shares, and £773,500 
in debenture stock bearing 4 per cent. interest. The Corporation 
undertake all risks aud contingencies of every kind in connection 
with the construction of the railway and works; they will provide 
for all Parliamentary, legal, engineering, administration, and other 
expenses whatsoever during construction; will maintain the line 
for one year after its opening for public traffic, and will pay to the 
company the sum of £50,000 for working capital. In addition to 
this sum there will be available for the general purposes of the 
company £83,000 from the authorised capital unappropriated. The 


London and Globe Finance Corporation has disbursed to date in 


regard to the railway the sum of £654,705 10s. 7d. 

'l'he directors are T. J. Hare (chairman), Marquess of Dufferin and 
Ava, Quinton Hogg, Major-General C. S. Hutchinson, Sir Algernon 
West. The engineers are Sir Benjamin Baker, W. R. Galbraith, and 
R. F. Church. Secretary and offices, E. B. Read, 17, Victoria Street, 
Westminster. 

The list ofgsubscriptions closed on Wednesday. 


Stock Exchange Notices.—Application has been made to 
the committee to allow the following to be quoted in the Official 
List :—Kensiugton and Notting Hill Electric Lighting Companies 
4 per cent. debenture stock. The committee has appointed a special 
settling day as under:—Wednesday, November 28th, British 
Electric Traction Company, Limited. Further issue of 10,000 6 
percent. cumulative preference shares of £10 each, fully paid, 
Nos. 110,001 to 120,000; and 15,000 ordinary shares of £10 each, 
fully paid, Nos. 75,001 to 99,000, and same are also to be quoted in 
the Official List. 


Telegraph Manufacturing Company.— The directors 
announce an interim dividend at the rate of 8 per cent. per annum 
for the half-year ended September 30th, payable 1st prox. 


London United Tramways.—The letters of allotment 
of the issue of E350, 000-4 per cent. first mortgage debenture stock, 
were posted on 9th inst. 


Electrical Power Distribution Company, Limited. 
—Letters of allotment for the recent issue of shares have been 
posted. 


“ 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending November 10th, 1900, were £170; corresponding period last year, 
£182; decrease, £12. Total to date, 219,266; corresponding period last year, 
£19,248; increase, £18. 


The Bristol Tramways and Carriage Company,—The receipts for the week 
ending November 9th, 1900, were £2,940 16s. 8d.; corresponding period last 
year, £2,997 19e. 6d.; decrease, £57 Эв. 8d. 


The Central London Railway.—The receipts for the week ending November 10th, 
1900, were £5,699; previous week, £6,564; decrease, £865. Total receipts 
to date (16 weeks), £76,761. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending November 11th, 1900, were £1,848; corresponding week last year, 
£1,082; increase, £766. Total to date, £30,242; corresponding period last 
year, £18,427; increase, £11,815. Miles open, 1900, 42 ; 1899, 83. 


The Cork Electrio Tramways and Lighting Company.—The receipts for the 
week ending November 8th, 1900, were £382 12s. Id.; corresponding week 
last year, £374 16s.8d.; increase, £7 15s. 10d. Total to date, £18,048 18s. 4d.; 
corresponding period last year, £17,141 10s. 11d.; increase, £1,502 28. ба. 


The Dover eae Tramways.—The receipts for the week ending 
November 10th, 1900, were £185 7s. 74d. ; corresponding week last year, £171 
14s. Id.; increase, £18 188. Total to date, £9,479 lls. 8d.; corre- 
sponding period last year, £8, lls. 114. ; increase, £438 198. 9d. Miles ot 
track open, 8. Car miles run, 1900, 4,970; 1899, 4,688. Number of cars, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
November 9th, 1900, were as follows:—D. U. T. Co., horse cars, £28 Os. 54. ; 
ditto, electric cars, 23,61 38. 3d.; D. S. D. Co., electric cars, £751 12s. 11d.; 
total, £4,290 168. 7d; corresponding week last year—D. U. T. Co., horse 
cars, £265 188. 4d.; ditto, electric cars, £2,723 18s. 5d.; D. 8. D. Co., elec- 
tric cars, £710 17s. 3d.; total, £3,705 14s. Od.; increase, £585 2s. 7d. ; 
aggregate to date, £91,205 lls. 2d.; aggregate to date last year, £81,505 
9s. 2d.; increase, £9,700 2s. Od. The mileage worked is 44 miles elec- 
trically, 1 mile by horses, as against 35 miles electrically, 9 miles by 
horses, for the corresponding period last year. 


The Liverpool Overhead Railway Company.— The receipts for the week ending 
November llth, 1900, were £1,541; corresponding week last year (includes 
date of embarkation of Gordon Highlanders for South Africa), £1,684; 
decrease, £143, Total from July let, 1900, £81,926; ditto corresponding 
period last year, £31,961; increase, £635. Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening, 

Stock markets generally are dominated by the speculation in the 
department allotted to American railroad descriptions, and the 
activity therein has not yet spread any further. It is hoped in the 
Stock Exchange that the Yankee boom may prove the precursor 
of better business all round, as it has frequently done in former 
years, but the wish is, of course, the thought's parent. The electrical 
sections, however, cannot greatly grumble at the week's perform. 
ance, as a good dealis doing in supply shares, while the excitement 
over Americans has had a hardening effect upon the prices of those 
telegraph companies whose lines run to the States. The new pro- 
motions, of which we have given particulars in our last few reporis, 
have donethe market little good, so far as the introduction of fresh 
business is concerned. There is, for instance, no benefit derivable 
at present from dealing in the shares either of the Electrical Power 
Distribution Company (which a leading Liberal paper, with 
unconscious humour, announced as the “Electoral” Power 
Distribution), or of the Baker Street and Waterloo Railway 
descriptions. 

We briefly alluded to the advent of the latter undertaking last 
week, before the prospectus was made public property. The doci- 
ment has since been issued, and the subscription list closed to-night, 
Wednesday. As a new means for relieving the congested traffic of 
the metropolis, the company deserves a cordial welcome, but we 
consider that it will be more beneficial to travellers than to share- 
holders. The prospectus estimates a probable 6 per cent. dividend 
on the Ordinary shares, basing its figures on those of the Central 
London Railway. But seeing that the conditions of the two cater- 
prises must, of necessity, be widely different, the comparison hardly 
seems to hold good. Those who have sent in applications for shares 
may do worse than reconsider their action while there is yet time. 

The only noteworthy change in the supply list has occurred in 
Notting Hill Electric shares, which were marked down 10s. ona 
sale at the exceptional price of 144. This is exceedingly low, but 
the seller insisted upon unloading his shares, and the quotation was 
marked down accordingly. Chelseas are unchanged, the seeming 
refusal of the shareholders to take up the new issue not having 
affected the price of the existing shares. The time for applying for 
the lately-offered new Chelseas was extended for several days—not 
a very strong course of action at any time, unless there is a pecu- 
liarly good reason for it. Charing Cross Preference, issued at 5}, 
are 58, and it is worth remembering that their reception was an 
extremely cold one at the time they were offered. A good deal d 
business is being done іп Westminsters ; the price of the new shares 
is now 12, half-a-sovereign less than those of the senior issue. 

We have already alluded to the rise in Anglo-American Tele- 
graph securities, which is due to the heavy business the company 
is now securing in connection with the activity in American rails. 
Anglo “ A ” has enjoyed the largest proportionate rise, and dividend 
anticipations are brightening up. Our favourable commente upon 
the “ В” stock, as an investment, аге borne out by another rise this 
week of a point in the price of the Preferred. Commercial Cable 
Debentures are 1 per cent. better, but Direct United States shares ate 
unchanged. The Eastern group show no alteration; new Chinas 
are quoted at 7 middle. 

West India and Panama Telegraph shares are down i, on Mr. 
Chamberlain's second refusal to recommend an Imperial grant to 
the company’s funds. We understand that the board have by no 
means abandoned the hope of obtaining a Government subsidy, 
despite the two rebuffs, and they certainly deserve credit for their 
efforts on behalf of the shareholders. Submarine Cables Trust cet- 
tificates have dropped the advance they made last week. The 
Telegraph Trust shares are perhaps a thought harder. 

As an investment of the next-to-gilt-edged type, we would draw 
attention to the 4 per cent. Debentures of the West Coast of 
America Telegraph Company. The bonds are guaranteed, both as 
to principal and interest, by the old Brazilian Submarine Com 
pany—now the Western Telegraph Company. They are repay able 
in January, 1917, or earlier, at 110, upon the company giving 4 
quarter's notice. Somehow or other these Debentures have 
the attention which they deserve, and can now be bought at 10°, 
or thereabouts. Against their advantages there has to be set the 
difficulty of negotiability, the market in them being a very limited 
one. 

While the fall in City and South London Ordinary stock i 
stayed, weakness has developed in the price of the shares, which 
has been put down 10s. The Tube varieties are а good market 
the undivided in particular being in favour, and marking & rise. 0 
course, as the dividend time draws near, some slight appreciation 
is sure to come on that account. 

National Telephones, after being a dull market, firmed up agam. 
and are better on the week. The Country selling of British Insr 


lated Wire shares has ceased, and the price has recovered £1 since 
we last wrote. 
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96,900 African Direct Telegrat h, 4 % Debs. 
119,700 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. 


822,700 | Anglo-American Telegraph ... ... Stock 3 $ £3 9s.| 73/6 | 52 — 54 53 — 56 
3,088,540 Do. do 6% Pref. n. . Stock 6 6% 69,|97—99 | 98 — 100 
$,088,540 Do. do. Deferred 5s E ves .. 1188. 95|£1 78. 104— 10$ | 10§— 11 

44,000 | Chili Telephone, Nos. 1-to 44,000  ... vus Vs e| 5614 $ 3 4 $ 3 — 33 3— 3 

13,333,300$| Commercial Cable xà 5% m 2. ... 1100 | 8 8 8 165 —175 |165 —175 
1,589,496/ Do. do. Sterling 500 year 4 % Deb. Stock Red. Pad oes .. |101 —103 102 —104 
16,000 | Cuba Telegraph "s i m те M ..| 1047 8 7 7i 6à— 7 
6,000 Do. 10% Pref...  .. .. .. 10 10 7 10 . | 144— 154 | 144— 154 
12,931 | Direct Spanish е кар, us "n t is "^ 5|4 4 49% 35— 4} 3à— 44 
6,000 Do. do. Cum. Pref. ... v EM 5 |10 ia i: 9 — 10 9 — 10 

30,000 Do. do. 43 Debs. es. | 500 . [100 —104 J 100 —104% 

60,710 % Direct United States Cable ... ..... | 20 | 34% | 38% | 3 % | 104— 103 | 104— 102 
120,000 | Direct West India Cable, 44 % Reg. Deb. sii .. | 100 T vis 99 —102 99 —102 
4,000,000 | Eastern Telegraph, Ord. Stock jux iss .. Stock 7 951 7 Ф 7 % 148 —153 |148 —153 
1,826,888 Do. 34 % Pref. Stock ... . 100 ses .. | 98 —101 98 —101 
1,432,268! Do. 4 % Mort. Deb. Stock Rede. Stock 4 s . 113 —118 113 —118 
250,000 | Eastern Extension, Australasia, and China Telegraph 10 | 7 7%17% m= 153 142— 15} 

50,000 Do. a 250 ‚001 to 300,000 (iss. at £3 pm. all pd.) £3 pd. 10 es is 617— 74 
320, 0007 Do. 4 % Deb. Stock ... Stock 4 95 ssi S 114 —119 114 —119 

Eastern and South African Telegra b, 4 Mort. Deb. T И 

300,0007 { Seg aph, 4% 3 me EE 100} .. |... . |100 —103 |100 —103 
200000! Do. 4 % Reg. Mt. Debs. (Mauritius Bub.) 1—8,000 25 | ... |... |... | 99—10295xd| 99 —102Y, 
180, 227 Globe Telegraph and Trust ... ... | 10 | 44 5k 5195 | 104—11 104— 11 
180,042 Do. do. 6% n i 10 6 6 .. | 15 — 154 15 — 154 
150,000 Great Northern Telegraph, of Copenhag 10 10 124 31 — 33 31 — 33 

Halifax and Bermuda Cable, 15 ist Mort. рев, j E Е 

84,300 mee e оњ Red.) 100). |. .. | 98 —101 | 98 —101 

17,000 | Indo-European Telegraph .. 25 |10 @ 10 % 10% | 49 — 53 49 — 53 
100,000 London Platino-Brasilian Telegra h, 6 Ф Debs. 100 | 6 . 104 —107 104 —107 

72,680 | Montevideo Telephone, Limited, „Nos. 1 to 72, 680 .. Ll — | 21 i— i 

86,492 Do. " do. 5%, Pref., Nos. 1 to 86,492 1|4 4 5 — 1 1 
590,000 | National Telephone, 1 to 590,000  ... 516 6 5 44— 4 4i— 4i 

15,000 Do. 6 % Cum. Ist Pref. 10 6 6 6 13 — 15 13 — 15 

15,000 Do. 6 % Cum. 2nd Pref. 1016 6 6 13 — 15 13 — 16 
250,000 Do. 5 % Non-cum. 3rd Pref., 1 to 250,000 515 5 6 5 — 5 5 — 5 

2,000,000. Do. 3% Deb. Stock Red. Stock 34 33 34 96 —99 96 — 99 
500,000 Do. Deb. Stock Red.. n 100 | ... ies p — . 101 —104 
171,504 | Oriental Telephone nur Elec., Nos. 1 to 171, 504, fully paid 1/5 5 5 — 1 í— 14 
100,000?) Pacific and European Tel., 4 % Wn Debs., 1 to 1,000 . 100 | 4 sse . . |101 —104 101 —104 

11,839 | Reuter's. eo] 8]|5 5% | 5 7— 8 7— 8 

3,381 Submarine Cables Trust : - xis Cert.) ... ix 126 —131 {125 —130 

58,000 | United River Plate Telephone be: 55 16% |7 95 | 4t— 52 423— 
16,639 Do. do. 5% Cum. pref. Nos. 1—16,689 | 5| ... "d 44— 54 44— 53 
23,361 Do. do. Nos. 16,640 to 40,000 a pd. 5 31— 31 = 
179,947 Do. do. 5 r4 Debs. . tock 104 —107 |104 —107 
171,000 | West African Telegraph, 5 % Debe... 100 98 —101 98 —101 
30,008 | West Coast of America, Nos. 1—30, 000 and 59, 051—589, 008 24 — 2 — 
150,000 Ро. do. 4 % Debs., 1—1,500 gua. by Bras, Sub. Tel. | 100 100 —103 [100 —103 
207,930 | Western Telegraph, Ltd., Nos. 1—207,930 . 10 7 7 7 95| 14—15 144— 142 
75,000 Do 5 % Debe. 2nd series, 1906 100 108 —106 [103 —106 
348,777 Do. do. 4% Deb. Stock Red. 100 102 —106 — 
88,921 | West India and Panama Telegraph .. ste sat ..| 10] 8 2% | #% d- 1 i— 3 
94,563 Do. do. do. 6 Cum. ist Pref. ... 106 71 B4— 71 

4,669 Do. do. do. 6 Ф Cum. 2nd Pref.. 10 | 6 6— 7 5 — 7 

100 5 105 —108 105 —108 


380.0007 Do. do. do. 5 95 Debs., Nos. 1 to 1,800 


ELECTRICITY SUPPLY COMPANIES. 


19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., uel) 5 4 6 „ 6 V 7— 8 7— 8 , 
12,000 Do. do. 796 Cum. Pref... | 5 7 "i . | 8— OF | 8), — 9 | .. | 
50,000 Charing Cross and Strand Electricity Supply ... " 5 7 8 9 92— 10 94— 103 |... ai | 
20,000 do. do. do. 449 Cum. Pref. | 5 . | 56$— 6 54— 6 59| ... | 
34,000 *Chelaa ыкы Supply, Ord. 5 6 6 % 6%| 6— 61 | 6 — 6 676 68 ! 
150,000 Do. do. V, Deb. Stock Red. ... Stock 44 ... 110 —113 [110 —113 = D 

70,579 | City of London Blectric Lighting, 40,001—110,579... | 10 10 4%| 81— 93 | 8)— Al 

40,000 Do Cum. Pref., 1 to 40,000 10 6 б .. |13— 134 13 — 134 | 134 1938 
400,000 5 Deb. Stock, Scrip. (iss. at £115) all paid а 8 .. {125 —130 125 —130 127 ы 

40,000 байды, of Dond, & ваш Prov. E ес. Ltg., Ord. 1—40,000 | 10 | n4 ^i 4 % i 8)— 94 | 84— A 94| 83 

20,000 De 6 % Pref, 40,001—60,000 10 6 % 6% .. 11 — 12 | 11 — 12 
200,000 agr Deb. Stock, Prov. Certs (all paid) Rd... | ..| .. |... |... 108—111 108 —111 1094 | 1091 

35,500 кашаюу с Corp, Ord. Shares SQ] 51595795... | 4— 5 44— 5 je: 

76,000 44 % 1st Mort. Deb. Stock. 1000] 25 |... 101 —104 [101 —104 1021 
110,000 idol Electric Supply Corporation, Limited, Ord. ... 3 P ы 14— 2} 1j— 2} 

49,840 Do. do. do. . 695 Pre. | 5 |695 . | 44— 54 | 44— 54 44 
250,000 Do. ds do. 4% Ist Mt. Db. Stock Rd. Stock.. ... 100—102 |100 —102 TNI ыз 

85,000 | Metropolitan Electric Supply, 101 to 62,500 it 10 | 6 5% 5 %| 134— 144 | 13 — 14 132 | 13} 
220,0007 Do. 44% First Mortgage Debenture 5 Stock PEE: .. 112 —115 [112 —115 е i 
250,000 Do. 312 Mart Deb. Stock Red. . Stock ids ... | 97 —100 | 97 —100 98 | 97 

6,452 | Notting Hill Electrio V tins E se we] 1016 6 7 15 —16 | 144— 154 | 14 

10,000 | St. James's and Pall Mall Electric Light, Ord. .. 5 144195 (144% 14495 | 15 — 16 15 — 16 15% 157 A 

20,000 Do. do. 7 J Pref, 20,081 to 40,080 5174 17% 17 8— 9 |8— 9 вн! 84 
150,000 Do. do. 34 * Deb. Stock Red.. 100 e .. | 99 —101 . — * 

12,000 | Smithfield Market Elect. Supply, Ord. — ... „ i ..]2—24 | 2— 4 

50,000 Do. do. 4 % Deb. su — Aw] 100] Sees M .. 85 — 95 | 85 — 95 

65,000 | South London Electricity Supply, Ord. fee 5 24— 34 24— 33 wee m 

70,900 | Westminster Electric Supply, Ord., 101 to 80,000... ...| 512% 12% 113 49:12 — 13 | 12 — 13 122 | 123 

* Subject to Founde tations on Liv Stock Ex 
J rs Shares. Quota erpoo m 


Unless otherwise stated all shares are fully paid. deferred тапшы. prona ы 
Dividends marked | are for à Year consisting of the latter parl of one year and she Али par the 


8 тй cee Share List. 
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MARKET QUOTATIONS, 


CHEMICALS, &o. This week. | Last week. Ino. or Deo. METALS, &o, (continued.) - This week. | Last week. Ino. or Dec. 
а Acid, 5 per owt. zl 5/- 9 Copper Sheet "T T per ton £86 £86 és 
a per сті. + 23/- 9 » А " per ton £86 £286 i 
4 „ Oxalic . per owt rn^ 82/- € „ (Electrolytic) Bars per ton £88 10 £83 10 
Ф „ Sulphuric "T .. рег сиё 5/ an € n - . per ton £92 £93 
a Ammoniac per owt. 89/- J- s p ” Rod . perton| £8510 £85 10 
2 Ammonia. Maristo (crystal) . per ton £88 10 £88 10 в еа H.C. uod per Ib. 
. per ton £80 £80 / Ebonite Roà eo ee oe в рег lb. * i - 
ы Bleachin powder per ton £7 £7 | E Sheet . per lb. 5 57 
a Bisulphide of Carben .. per ton #15 £15 п German Silver Wire per lb. 6 1/6 
a Borax T . per ton £17 10 £17 10 h Gutte-percha fine . perlib. 8/6 8/6 
а Bensole (90%) .. per gal. 7/- 77. h India- rubber, Para fine per 1b. | 3/11 to 4/1 4/- to 4/1 dec. 
O „ 999: s per gal. 5/6 5/6 p Charcoal Sheets per ton £18 £18 vi 
a Copper Sulphate . per ton £925 £25 i Pig (Cleveland warranta) .. per ton 64/5 65/8 10d. dec. 
a itrate per ton £25 £25 1 кр e perton| From £11 £ Я 
а „ White Sugar per ton £81 £81 4 „ Sorap, ee per ton 70/- to 72/6 | 70/- to 73/6 ex 
a: м 15 Ne rit 4 .. per о “ы i i - $ „ Wire, palvanined No.8 .. рег ton £11 15 Р. 15 " 
: ethy per gal. 7 10 to 
Барра, Solvent (90%, at 160 0). per fal. . 6 5/6 g Lead, English Ingot X .. perton| £17 15 { £17 12 6 } 5s. inc. 
а Po Bichromate, in casks.. per А ща. 9 » n .. per ton £19 £19 m 
. » Caustic (75/80%) . per ton & , m Manganin Wire No. 98 .. per lb 8 / 8/- ET 
: „ Bisulphate . per ton #35 £85 gM m .. Per bot. £926 -£9 5 3s. 6d. dec 
a Shellac . per owt. 6⁴ / 64 / d Mica (in original oases), small .. per lb. 8d. to 94. | 8d. to 94. "я 
а Sulphate of Magnesia .. per ton £4 10 £4 10 d „ CM » medium per 1b. 1/0 to 3/9 1/9 to 2/9 i 
a Sulphur, Sublimed Flowers . per ton £6 £6 d K .. Por lb. B/8to 7/8 | 8/8 to 7/8 га 
a „ DM 8ч .. рег ton £5 10 £5 10 p Phosphor Bronze, plain castin per lb. | 1/1 to 1/4 1/1 to 1/4 vs 
а 97 L] ы ев ә ө рег ton £5 £5 p 998 rolled bars & per Ib. uo 1/4 1 to 1/4 ee 
a Soda, Counter (white 70%) .. perton 210 16 £10 15 p , ” "pem per lb. m 1/8 1/8 А 
a „ stals .. i .. per ton £8 23 о Platinum per os. £8 18 £8 18 T 
a „ Bichromate, casks per lb. 23d. 934. p Bilicium Bronze Wire per Ib. 1034. to 1/1, 103d. to 1/1 - 
: Steel, Magnet, вос та to desc'p'n per ton| From £15 | to £40 T 
| " ” n bars £58 ss 
METALS, &с. | g Tin, bio per кюп { £131 to | 21820 || дїк 
b Aluminium oe ш ton lots.. per to £224 Д „ foil T per lb 9/- 9/- 28 
b heet, in ton lots per ton n | £191 £191 | wire, Nos. 1 to is per lb 1/9 1/9 vs 
p Bona eli metal api iro b per [3 £80 to £160| £80 to £145 | p White o Anti - friction Metals — — 
е Brass (rolled me per А ч ” bran ton £40 to £70 , £40 to 
е „ Тобе (brazed per 100. 104. J Yarns, Cotton ingle 10 101b. vndis рес Ib 924. id 
€ n » (solid drei per iby ; ` j нь Best Е per lb. 
e Wire, basis " ] А . " Best Flax, 8 ply 10 lbs. per lb 
е Copper Tubes (brazed) per lb. 11:4. А Russian, 10 lbs. per Ib. A 
(solid drawn) .. per lb. па. па. i n Jute, 180 Iba. rove per ton 414 10 £14 10 
2 Copper Bars (best selected). per ton £86 £86 Zinc, Sh't. (Vielle Montagne pnd. ) per ton) £28 2 6 £239 6 
a Messrs. G. Boor & Co. f India-Rubber, G.-P. and eng З d k Messrs. Morris Aahby, Limited. 
Quotations b саев British шшщщ Co., Ltd. Quotations { мешт 7 James & i Quotations m Messrs. W. T. Glover & CO., Lid. 
supplied by | 4 Messrs. Thos Bona. supplied by dtc ag ee supplied by я Messrs. Р. Ormiston à Sans 
esars, T. W & Bons. easrs. Bolling & Lowe. — Johnson, Mattbey ё Co» Lit 
e Messrs, Smith &. Co. j Meam, — Yeo & Oo. Lu. 
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SHARE LIST OF ELECTRICAL COMPANIES.—Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 
Present Dividends for СІ 10 Closing | Business done 
Issue. НАМЕ. the last three years. | Tov. Zeh. Quotation Nov Ө 
1807. | 1998. | 1809. Ша шша 
20,000 | British Aluminium 7% Cum. Pref. . e а к? 9 — 10 9 — 10 P e 
300,000 Do. do. 5 95 1st Mort. Deb. Stock Red. es |... 191 — 95 91 — 95 uL. ass 
45,000 | British Electric Traction iss = - 6 96 13 — 14 134— 14} 143 | 13} 
50,000 Do. do. 69% Cum. Pref. a m 12 — 13 12 — 18 127 12 
350, 000 Do. do. 5 % Perpetual Debenture Stock $a yis ТАЗ *. 120 —123 |120 —123 122 |1914 
85, 000 tBritish Electric Works Co., Ord. £1 shares, 50,001—135,000 js. s és f— 3 8— 1 m 
50,000 T Do do. 6% Cum.Pref., 1—50,000 bis ae T 85 +— 1 ü—-i 
500 | Do. do. 4} * 18% Mort. Deb. 97 — 99 97 — 99 
70,000 | British Insulated Wire Ord. 15 J 15 J 20 % 1 — 103 | 104— 114 
70,000 Do. do. 6 % Cum. Pref. 61 51— 6} 
90,000 | Brush Elecl. Enging. Ord., 1 to 90,000  ... $ PH 6 $ — 1g 16— 14 
90,000 Do. do. Non- cum. 6 % Pref., 1 to 90,000 6 21 2 — 2} 
125,000! Do. do. 44 % Perp. Deb. Stock 5 = еро —111 106 —111 
108,710 Do. do. 44 % Perp. 2nd Deb. Stock TA 103 —105 103 —105 
30,000 | Callender's Cable Construction 8 „Nos. 1—30,000 124% 15 5 * 15 5 X 1—.— 134 124 — 133 
40, 000 Do. do. 65% Cum. "T 5— 5 
90,000 Do. do, 44 9 1st Mort. Deb. Btock Red а е р iio —114 |110 —114 
206,997 | Central London Railway, . Shares ist e vad 98 10 — 103 104 — 10 
78, 708 Do. do. Pref. half-shares .. ee 5 — 53 5 — 5h 
78,703 Do. do. Def. do. "NI 5 — 555 5 — 51 
855,000 | City and South London Railway  ... us 14% 24% 14% 54 — 54 — 58 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60, 000 . TEN zn 5 — j 44— 5 
54,000 | Crompton & Co., Nos. 15 000. ponas d 6 % 74%, 341— 4 34— 4 
Do. 5 о g. о 
100,000 £100, and 901 to 11, 000 of £50 red ove eee vee 99 —102 99 —102 
99,261 | Edison & Swan Utd. El. Lgt., “A” shares, £3 pd. 1 to 99,261 6 & 6 6 12— 2ł 12— 2} 
17,139 Do. do. do. “A” Shares, 01—017,139 6 6 6 $! 3à— 4i 34— 41 
344,023 Do. do. do. 4% Deb. Stock Red . € A .. | 90 — 92 90 — 92 
100,000 Do. do. 5% 2nd Deb. Stock Prov. Certs. all р. 928 cs . | 96 —100 o 
112,100 | Electric Construction, 1 to 112,100 ... 6 7 6 Ф 69 2— 23 2 — 2 
25,000 | Do. do. 7 Cum. Pref., 1 to 25,000.. 9 7 7 : 22— 3} 22— 3} 
182,500 Do. do. 4% Perp. 1st Mort. Deb. Stock we | ose ... 02 —105 |102 —105 
9,600? Greenwood & Batley, 7 % Cum. Pret., 1 to 9,600 .. 7 7 9$ 7 10 — 11 10 — 11 
30,000 | Henley's (W. T) . Works, Ord jud cg 12 14 Ф 15 124— 134 | 124— 134 
90,000 Ро. do. 43 ore "T 7 7 кё 51— 5 51— 
50,000 | Do. do. — 4à Mort. Deb. Stock... 44. 108 —112 [108 —112 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works 10 10 ... | 20 — 21 203— 214 
300,000 Do. do. do. 4 % 1st Mort. Deb РА s ^A X 99 —102 99 —102 
$7,500 Liverpool Overhead Railway, Ord. ih gii 31 34 32 8j— 9 815— 94, 
10,000 |f Do. do. Pref., £10 paid бй is 5 5 5 122— 131 | 13 — 13} 
37,350 | Telegraph Construction and Maintenance ... is 15 15 15 36 — 40 36 — 41 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 . se |] . 101 —104 |101 —104 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 8 Y 12 J 104— 114 103 — 114 
20,000 Do. do. 5 $ Cm. Prf. Nos. 1 to 20,000.. А ae ко 54— 5% 54 — 52 
540, 0007] Waterloo and City Railway, Ord. Stock p 2 з Y 3 $! 92 — 95 92 — 95 
t Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY shea 
Brempton and Kenstngton 4 % I Debentures of £100, 108—106. Kens and Knightsbridge Electric Ligh tive 8 ee (om 45 (tally 
7 Oldham, Ashton, and mad Hyde Electro (2 (216 pA ота, 169-19. ntares, 102-105. Dividend, 1809, on Ordinary Gi HAC A CORN 
эшан! . (£10 ра.), 10—104. "T, Parker, 210 (fully paid), 173. ^ oe 
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INSTITUTION OF ELECTRICAL ENGINEERS. 


D 
i INAUGURAL ADDRESS 


By Prof. Јонк Perry, M.E., D.Sc., F.R.S., President. 


Iy this address I mean to put before you this simple question: Is 
electrical engineering to remain a profession or is it to become a 
tmde? Is this Institution to continue to be a society for the 
advancement of knowledge in the applications of scientitic principles 
to electrical industries, or is it to become a mere trades union ? 

Or course, at the present time the outside public are willing to 

membership of this Institution as a symbol of something 
more than the membership of a mere trades union. During the 
early growth of any trade, even such a trade as that of the plumber, 
it was really a profession. And a common trade may suddenly 
become a profession, if it suddenly begins to develop, as, for 
example stonemasonry of 100 years ago suddenly developed into 
civil engineering. Electrical engineering has been developed 
rapidly, so that in the past it has certainly been a profession and 
not a trade. | 

Again, we are an institution of engincers, and the general public 
are willing to class us with other engineering institutions—for 
example, the Institution of Civil Engineers. Now the title 
M. Inst. C. E. is a professional distinction which represents in civil 
engineering what F. R. C. S. does in surgery, or M. R. C. P. in medicine. 
We owe a great deal to our association with, and recognition by, 
tbe Institution of Civil Engineers; our meetings are held in its 
roms; many of our members are also its members; our proceedings 
are modelled on its proceedings. 

Now this older Institution, governed by the best thoughts of the 
best British engineers, has laid it down that its associate members, 
that important class from which the higher class is mainly fed, 
dal] have passed certain specified examinations in pure and applied 

science. : 

Iam not now suggesting that we ought to adopt this science 
eumination method of admitting any kind of members to our 
Institution. I до not believe in the wholesale adoption of methods 
of working from another society. I am asking you early in my 
address to remember that this greatest of all professional enginecring 
institutions, governed by practical men full of common sense, 
knowing the wants of their profession well, insists upon a knowledge 

ol science in its new members. If this recognition of science did 
uot exist anywhere else in the whole world, I say that its recog- 
nition by such а thoroughly good professional society as that of 
the Civil Engineers ought to recommend it to all professional 
societies. 

In Germany an enormous stride has recently been made in the 
raising of engineering degrees to rank with the highest University 
honours. There is hardly one engineer of eminence in Switzerland, 
France, or Germany who has not passed with honour through the 
clases of one of their great science universities.“ In Great Britain 
within the last 15 years not only have great engineering schools 
heen established in all the manufacturing towns, but even in Cam- 
bridge University there is one of the best schools of civil, 
mechanical, and electrical engineering of which I know anything. 

Before we think of imitating the Institution of Civil Engineers, we 
ought to reflect on certain fundamental distinctions between that 
Institution and our own which at first sight seem to make us less 
professional, ` 

There is'a well-known unwritten rule of the Civil Engineers to 
which there Are only few exceptions, that no contracting railway or 

гош engineer can acquire the title of M.Inst.C.E. I think myself 

at it is a pity to draw a hard and fast line between consulting 
cugineers and contractors. No doubt it simplifies the labour of the 
council in its selection of candidates, but it gives rise to anomalies. 

15 man who was once a civil engineer because he served a pupilage 

| E his clever father, and who now is nomiually at the head of 
з father's large practice, the real engineering work being done hy 

ы clever employés, this man may be a member. A contracting 

шыш who shows marvellous ability uot only in rectifying the 
duh es of the designer of a large bridge or tunnel or reservoir 
: ukment, but shows the power of Lord Kitchener in directing 

1 9 85 of thousands of men 80 that no man need be idle, and the 

анас Боев on like clockwork, and is finished well in the 

1 15 bee of time, this man is ineligible. Now, in our Institution, 

iene recognised from the very first that manufacturers and 

Tors and their employés may belong to the very highest ranks 

of their profession. Of ; rho: 81 

receive the profit n. course, I do not mean men who simply 
obtain ord Profits of businesses, or even men who merely work to 
formally 5 themselves. I mean men who are not mercly 

mean 11 m reality, manufacturing or contracting engineers. I 
methods еу 9, In dealing with standardised things, design new 
Шеп Who im quick, good, cheap production of such things. I mean 
subordinates: Те old forms of things, possibly through their paid 
man Who mis t m ean by a manufacturer fit to be a M. I. E. E. a 
wider outlook us as his own manager, and who, perhaps, has a 

an on mere managerial duties. So long as a con- 


— 


1 
„ 1 understan А E 
"пату пек d also that the great unions of manufacturers in 


work to ut to make facilities for giving a year of real factory 
stem. 1 3 Polytechnic students, thus perfecting the German 

apan we found great success in requiring students to 
eland it er in real shops, their winters at college. In 
"lOrter factory Т, be that we shall prefer to let apprentices have 
kor instructio ber than workmen, their masters being responsible 


. 


ing given in theory. 
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tractor or manufacturer is really au engineer, we know that we add 
to our strength with the addition of every such member. 

But consider a contractor who only uses ordinary types of 
machines or electrical plant in well-known ways, surely he can 
hardly be said to be in the profession at all. Surely the one thing 
that differentiates us from mere tradesmen is, that we do not follow 
mere rule-of-thumb methods; we think for ourselves, we weigh 
advantages and disadvantages. If every new installation required 
the same treatment as existing oues, the engiucer would degenerate 
into a tradesman, and it seems to me that the electrical engineer 
ought to have a special fear of such degeneration. 

In railway and harbour and river and sanitary engineering, in 
every new job there are new difficult ies to be dealt with. An engi- 
neer who designs many undertakings, and sees them carried. out, 
must be a thoughtful man; he cannot help keeping himself 
acquainted with engineering principles, and so he is a professional 
man. So ап architect finds that each new job requires all his ex- 
perience. Every case that comes before a real physician or surgeon 
requires a somewhat different treatment from any old case. Every 
case brought before a barrister requires the exercise of all his past 
experience, In every case a profession implies the necessity for the 
exercise of all one's past experience, because the work one has to 
do is never the same as any work one has ever done before. And 
when I say past experience, I really mean certain general principles 
which one has always in one’s mind, principles derived from all that 
one has done, or scen, or read about. 

Electrical engineering is in a curious position. It owes its being 
altogether to scientific men, to the laboratory and desk work of a 
long liue of experimenters and philosophers. Even now the work 
going on in a laboratory to-day becomes the much larger work of 
the engineer to-morrow. When at length the laboratory experiment 
is utilised in engineering, we sce that there is no other kind of 
engineering which so lends itself to mathematical treatment and 
exact measurement. Most of the phenomena dealt with by the 
electrical engineer lend themselves to exact mathematical calcula- 
tion, and after calculations are made, exact measurements may be 
made to test the accuracy of our theory ; for a completed machine, 
or any of its parts, can be submitted to the most searching electrical 
and magnetic tests, since these tests, unlike those applied by the 
mechauical engineer, do not destroy the body tested. 

Contrast this with the calculations it is possible to make in other 
kinds of engineering. The pressure of earth agfinst a revetment 
wall is probably 200 or 300 per cent. greater, or 50 fo 70 per cent. 
less than what we imagine it to be in what some limited men call 
theory. We use factors of safety 5 or 10 or more on all kinds of 
iron structure calculations, because we are aware of our ignorance 
of a correct method of dealing with the problems. The civil engi- 
neer nevcr has exactly the same problem as has already been 
solved. In tunnelling, earthwork, building, &c., in making rail- 
ways and canals, he is supremely dependent on the natural con- 
ditions provided for him: the configuration of the surface of the 
ground, the geological formation, the structural materials available 
in the neighbourhood. The story of how the engineer has to study 
the endlessly different ways of interaction of water and sand and 
gravel istold by the troublesome bars at the mouths of rivers all 
over the world, by the ditliculties of coast and river-bank protec- 
tion, by the failure of sea walls and piers. But why should I make 
a catalogue of the different kinds of work done by civil engineers ? 
Every one of them needs the exercise of general scientific principles 
due to much experience. 

Now of all such natural difficulties, the cousulting or contracting 
electrical engineer is greatly independent. Give him a source of 
power and tell him what is to be dune; whether he is to light a 
town or & building, whether with arc or incandescent lights; 
whether he drives a stamp mill near a mine or a pump, of a 
machine tool, or a spinning frame, the electrical part of the work 
is carried out in much the same way. Natural conditions affect him 
mainly in the cost of transport of his materials, and the cost of 
labour. He can make in an easy way the most careful calculations 
as to the best arrangement of his conductors and machines to give 
maximum economy, and except for this easy caleulation his work is 
that of a mere tradesman. He is practically independent even of 
the weather. There are, indeed, some of us who grumble that this 
easy caleulation is not made easier still, who prefer to make arith- 
metical guesses rather than exact calculation, because, perhaps, we 
like to see a little uncertainty introduced into the problem to make 
it more like a problem in civil engineering. І want members to sce 
clearly that as time goes on, as our electrical engineering work gets 
more and more cut and dried, the man who loses the power to 
caleulate, who loses his grip of the simple theory underlying our 
work, must sink more and more into the position of a mere trades- 
man who has no longer the right to call himself an engineer. 

An electrical engineer must have such a good mental grasp of the 
general scientific principles underlying his work that he is able to 
improve existing things and ways of using these things. It has 
become the custom to call this /4eory, and I suppose I must follow 
the custom. I should prefer to call it science*® or knowledge. Do you 


> What Fulstatf said of the word “occupy " we have to say of the 
word “science.” It is used by many people out of its proper mean- 
ing, and then condemned, so tbat one is getting afraid to use it. In 
Prof. Fitzgerald s splendid inaugural address to the Dublin Section 
of this Iustitution, he says: “As has recently been pointed out to 
me by Dr. Trouton, it would be impossible to say the same contemp- 
tuous things of knowledge as are said of science. In Germany the 
word used, ‘ Wissenschaft,’ is the one corresponding to our word 
‘knowledge,’ and there nobody of any sense could say that ' know- 
ledge is all humbug,’ as is here often said, and still oftener thought, 
of science.“ 
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remember Huxley's definition of Science? Science,“ he said, is 
organised common sense”; and this is really what I mean. Well, 
calling it theory, the man who is permeated by theory, whose theory 
is so much a part of his mental machinery that it is always ready 
for practical application to any problem, he is the real engineer. 
But you must not mistake me in this matter. Eighty per cent. of 
the men who pass examinations in mathematics, mechanics, and 
electricity have very little of this theory. Fifty per cent. of the 
writers of letters in the engineering journals in which mathematical 
expressions occur have almost nothing of this theory in their 
possession. It is unknown to foolish men. Books alone, lectures 
alone, experiments alone, workshop experience alone cannot teach 
this theory. Tbe acumen of a Q.C. may actually prevent a man 
from acquiring it. A man may have much of this theory, although 
he may never have listened to lectures, although he may dislike the 
sight of a mathematical expression. I have known men who might 
be called illiterate to possess much theory. I have known many 
men who might be called good electricians who are almost wanting 
in the theory necessary for the electrical engineer. 

I am speaking only of theory. Ofthe other qualifications for an 
engineer I need not here speak ; they are present to the minds of 
all of us. A man may have any amount of knowledge; he may 
know how to apply his knowledge, and yet he may not be able to 
apply the knowledge from a want of enginecring character. 

The engineer must be a real man; he must possess individuality, 
the power to think for himself. He must not be like a sheep, 
knowing only enough to follow the bell-wether Over and over 
again in the last 30 years have some of us given our students much 
the same sort of advice that Baden-Powell gives to scouts in that 
excellent little book of his. If any of you have not read that 
book you ought to buy it at once, and you will there find that if a 
man is to think for himself he must possess all kinds of knowledge, 
he must be constantly picking up new kinds of knowledge. 

Nobody can limit the value of auy kind of knowledge, but still 
one may say that certain things are probably more important than 
others. ‘To gain what we call “theory” a good general education 
is most kelpful—mathematical knowledge is very helpful; laboratory 
and workshop experience are extremely helpful. There is one 
qualification which the electrical engineer must have, and without 
which all other qualifications are useless, and if a man has it no 
other qualification is supremely important, and this absolutely 
indispensable qualitication is that a man shall love to think about 
and work with electrical things. He must like these not because of 
the money he can make through electrical contrivances, nor even, I 
think, because of the name he may make before the world—this 
would be mere liking or cupboard love which has no lasting quality. 
So long as we have men in this country who bave the true love for 
scientific work of which I speak, so long shall we have a real pro- 
fession of electrical engincering, for such men are always scheming 
new contrivances and improving old ones and utilising the services 
of all helpful people, and especially of capitalists. When we have 
reached a state in which nobody schemes new things because the 
existing things are perfect there will no longer be a profession of 
electrical engineering. Of all ideas surely that of having reached 
perfection is most hateful ; the idea of exact knowledge, that nothing 
is unknown, that there is no need for thought, and therefore that to 
think for oneself is a sin. 

And so, although we are all agreed that much standardisation in our 
contrivances and methods is absolutely necessary for- our competi- 
tion with other nations, we must follow the Americans in this 


matter and take care that it does not destroy invention. Of course, 


when things are really standardised, when we have our perfect 
Mauser rifle or dynamo or locomotive or traction engine or elec- 
trically-driven stamp mill, a Boer can buy or even manufacture them 
if he has money, and he can use them as well as, or possibly better 
than, we can. But he is not an engineer. He uses things after 
the engineer has done his work upon them. А stoker, а common 
engine driver, the guard of a train, these are not engineers. You 
must have noticed that the American engineers, who surely deserve 
the character of being practical idealists above all other engincers, 
are the men who are most imbued with the notions of standardisa- 
tion which lead to cheapness of manufacture, and they are also the 
men most alive to the necessity of occasional extensive scrapping of 
types of machinery when they become even a little antiquated. 

Our chiefs, the men who run us all, our real men at this Institu- 
tion, may be called practical idealists. They have imagination, and 
judgment, and individuality. They have the imagination and 
enthusiasm of inventors, and yet they are more than inventors, for 
they can estimate the worth of their own inventions, and control 
their imaginations. They are ready to receive all new ideas, they 
welcome all new things, and yet they are not carried away. They 
are radicals, and yet they are conservatives. They have what Mrs. 
Beecher Stowe called faculty. 

A strong imagination well under control, surely it is the greatest 
of, mental gifts. I look around me and wonder how many of us 
really have it, and how many of us are only dull music-hall loving 
men, who scorn novels and poetry, who live utilitarian, material lives, 
whose aim is merely to make money through electricity, who love 
it not for its own self, who cherish their 'tuppenny-ha'penny-worth " 
of theory because it is sufficient for their immediate wants. Why, 
even the writers of Jeading articles in the daily papers can talk of the 
wonders of electricity, and what may yet come to pass, and yet we, 
who make machines, and use them, and switch the marvellous thing 
on and off, and take all sorts of liberties with it—we are like Cali- 
bans, oblivious of the wonders of the fairy isle—like soulless priests 
making a living iu the temple of Isis—like Aladdins who rub our 
lamp only to get the necessaries of life. 

Twenty years ago some of us were laughed at for our optimism, 
and yet everything that we declared then to be doable has now 
actually been done by engineers, except the thing which was 


then and is now declared to be the stpremely important 
thing, namely, the electric consumption of coal. We say now, aswe 
said then, The applied science of the future lies invisible and small 
in the operations of the men who work at pure chemistry and 
physics.” And think of the wonderfully rapid rate at which 
laboratory discoveries have been made in the last 11 years, and 
how as the years go on they become more and more numerous; and 
yet many of us plod along with our work seeking no farther than 
our noses. A year is now more pregnant with discovery than a 
hundred years used to be, and yet the protective stolidity of our 
ancestors is upon us, and we think of the latest discovery as if it were 
really the very last that can be made. А thousand men am 
measuring and tryiug new things in laboratories all over the world. 
Some of them plodding and soulless ; others of them with imagina. 
tion and clearness of vision. Do you think that nothing is to come 
from all that work ? 

And is it not one of the most important functions of the engineer 
to do as Mr. Marconi has done, to convince capitalists ignorant of 
science that if the successful laboratory experiment is tried on the 
large scale it must also be successful? And are we going to lesre 
all this pioneering work, with all its possibilities of great gain, 
albeit with possible loss, to foreign engineers, when in most case 
the scientific discovery has been made in England? Are we s 
lacking in the hope and faith which are born of imagination and 
science? And must we in the future as in the past have to rely 
upon the influx of the clever foreigner like Sir William Siemens? 
Must we, Boer like, always depend upon our uitlander population, 
Fleming and German, Hollander, Huguenot and Hebrew, for the 
development of our natural resources ? 

Some of the best engineers I know аге so exceptional, that on 
must class them with geniuses; they have faculty and character, 
and so they have become engineers even under the most unfarow- 
able circumstances. They have passed through ordinary sebooh 
and yet developed common sense. They were pitchforked into 
practical work, and their liking for the work as well as some curigus 
kind of instinct led them to pick up all sorts of knowledge which 
have become part of their mental machinery. They continue to 
pick up new kinds of knowledge when these become necessary for 
their professional work. Unfortunately these men do not realise 
how exceptional they are, and they advise boys to go direct from 
school into works. They forget that the other 99 per cent. of men 
treated in the same way as themselves can only become the hewer 
of wood and drawers of water to real engineers. ‘Treated in this 
way, average boys are just like so many sheep: they learn just what 
seems absolutely necessary and no more; their acquaintance with 
the scientific principles underlying their trade is a hand- te- 
mouth knowledge, which becomes useless when their trade under 
goes development. 

In 1867 I was an apprentice, and when in the drawing office aud 
pattern shop I remember well how I was chaffed for studying such 
a non-paying, non-practical subject as electricity. When I published 
my first electrical paper in 1874 before the Royal Society, and even 
for some years afterwards, the real students of electricity in England 
could be counted on the fingers of one's hands. Many of u 
remember the first Gramme magneto machine that came to this 
country, a scientific toy, in 1874. How many engineers dreamt that 
a great new branch of engineering had been started? Even іл 1878 
engineers were asa гше quite ignorant of electricity, and since then 
every year, although newspaper writers have talked largely of the age 
of electricity, the men actually engaged in electrical industries hsre 
acted as if the greatest of changes were not perpetually going on ш 
it. To be left behind, or to become camp followers, children of 
Gibeon, this is the usual fate of the men who scorn theory. lu 
1882—4 we used to have to pay men £200 and £300 a year because 
they had a slight knowledge of electrical matters. 1n1884—6the& 
very men were not worth 20s. a week, they were weeded out of the 
profession and their places were taken by men of better knowledge. 
Two or three years after, these better men were again found to bave 
been weeded out, because men of still better knowledge were 
available. And so it has gone on ever since. Men learn just enough 
to get posts; they settle down in these posts and scorn theory. 
They actually forget what little theory they once did posses 
They know a great deal about existing machines, but presently 
they discover that improvements have been going on, М! 
that they no longer have a right to say that they belong to the eugi- 
neering profession. In every year one has told men, You will ® 
left behind. See A and B and C. I told them three years ago 
when their names were in everybody's mouths, that they would be 
left behind, like their predecessors, and they laughed. Now] tell 
you, and you laugh, and you also will be left behind. Ye, ! 
know that you get a good salary or large fees, and your head touche 
the sky. Nevertheless, because you neglect theory and the simple 
mathematics by means of which theory is made available in practical 
problems, you will have to take a back seat presently, for our pr^ 
fession is in its early youth, and is growing rapidly.” 


(To be continued.) 


Extension of Patent.—Application is being made hj 
the British Aluminium Company, Limited, for a grant of new 
letters patent, or a prolongation of term of No. 7420, dated — 
21st, 1887, granted to A. C. Henderson, of London, for “ап impro“ 
process for the preparation of aluminium, aluminium bronze, 40 
alloys of aluminium by electrolysis.” 
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ELECTRICAL EQUIPMENT OF A COLD STORE. 


Тик undertaking of the Birmingham Cold Storage, Limited, 
is devoted entirely to the cold storage of hops. It has a 


greater capacity for such goods than any other in this 
country, and ів also the largest cold store of any Kind driven by 
electricity. It is situated in King Edward’s Place, Birming- 
ham. Provision has been made for extension, and when 


Fia.gl.—THE ENGINE Room. 


this is completed, there will be accommodation for 14,500 
pockets of hops. | 

The refrigerating machinery in the basement consists of 
two independent ammonia compressors driven from a counter- 


shaft by means of two 35-B. H. P. electric motors, and arranged 


ю that either motor can drive either compressor. 
In an adjoining building is a deep well, with treble barrel 


.* pumps driven by another electric motor arranged in a corner 
: of the compressor room. 


The pumps deliver 
> mto a tank in the roof, and provide an ample 
: supply of water at an almost constant tempera- 
tare of 54? К. summer and winter. An 
engineer 's shop for carrying out repairs is also 
atoated in the basement, and the various machine 
tools can be driven either from the main com- 
pressor countershaft or from an independent 
electric motor according to circumstances. The 
ar-cooler is situated on the top floor directly 
underneath the condenser, and consists of two 
series of expansion coils standing in a brine tank, 
the whole being enclosed in an insulated chamber 
vith the main delivery and suction air trunks at 
end. The coils are so arranged that they 
may be worked either separately or together. 
Brine from the tank is sprayed over the refri- 
gerator coils by means of one of Messrs. 
les * Bon Accord" belt-driven centri- 
pumps. | 
very room in the store is provided with both 
suction and delivery air trunks, which, it may 
be noted in passing, have a total length of 
nearly half a mile. Air is drawn from the rooms 
and forced through the air-cooler back to the 
rooms again by means of a belt-driven Black- 
man fan capable of circulating 1,800,000 cubic 
feet of air per hour. 

The brine-cireullating pump and Blackman fan are driven 
from a countershafft by means of a 7} B. f. p. electric motor, 
as shown in fig. 3. 

‚ the ammonia condenser, which is of the atmospheric type, 
is mtuated on the roof, the water being pumped up from 
à well. The condenser is also arranged with two sets of coils, 
which may be used either separately or together. The plant 
throughout has been arranged in duplicate, and the pipe 


connections have been made in such а manner that 
any portion of one half of the plant can be worked in 
conjunction with any part of the other half; as the com- 
pressors can be driven by either motor it will be readily seen 
that а total breakdown is practically impossible. 

The electric motors are of the inverted bi-polar type, with 
slot wound armatures, running at 600 revolutions for the 
25 H.P. size and 800 revolutions for the 74 H.P. motors. 
The commercial efficiencies were specificd at 92 per cent. and 
87 per cent. respectively, which figures were in 
both cases exceeded. 

The larger motors are fitted with overhung 
fly-wheels, weighing about 4 cwt. each, the driv- 
ing pulley being between two bearings; these, 
as well as the commutator bearing, are provided 
with continuous lubrication by means of specially- 
designed ring oilers. 

All the motors are shunt wound, and fitted 
with carbon brush-holders of special design, the 
* brush " consisting of a dense carbon block 
bearing radially on the commutator, and fed up 
by an adjustable spring and lever. АП the 
motors run sparkless up to 50 per cent. overload, 
and within these limits it was not found neces- 
sary to shift the lead of the brushes. 

The main switchboard is arranged for 440 volta 
on the three-wire system, in anticipation of the 
conversion of the corporation supply, but at 
present is connected for 220 volts two-wire 
supply. Each motor is controlled by two 
gpecially-designed single-pole switches made by 
Messrs. Hodges & Todd, Ltd., who also sup- 
plied the whole of the instruments. There are 
also Sturtevant motor starters for the two large 
motors, fitted below the switchboard, and in 
convenient positions near the smaller motors 
theré are shunt ,resistances inserted in the field circuit to 
regulate the speed exactly according to requirements, inde- 
pendently of the varying voltage of supply. 

The wiring of the cold store has been run in wood casing 
in the cold rooms, and in“ Simplex " tubing in the engine 
room ; the whole of the wires and cables have Callender's 
vulcanised bitumen insulation. 

The whole of the buildings, refrigerating and electric 


Fic. 2.—Motor DniviNG WELL Pumps. 


machinery, have been carried out according to the speci- 
fications and drawings prepared by Messrs. Harrap and 
Duffield, of Budge Row, E.C., while Mr. John Hewett, B. A., 
was responsible for the electrical work. ; 

. The electric motors were supplied by Messrs. Turner, 
Atherton & Co., Ltd. (successors to John Turner & Son), 
of Denton, and the wiring and switchboard work were ex- 
ecuted by Messrs. P. C. Middleton & Co., Ltd., of Aberdeen. 
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ELECTRICAL EQUIPMENT OF л Corp Store —FiIG. 3.—MoTOR BRINE 
CIRCULATING PUMP, AND DRIVING GEAR FOR” FAN. 


We are indebted to Ive and Cold Storage, 
for the above details, and also for the loan 
of the accompanying blocks. 


PROF. C. A. CARUS - WILSON'S 
PAPER ON THE BURGDORF- 
THUN RAILWAY. 


By E. K. SCOTT. 


AT the last meeting of the Institution of 
Mechanical Engineers, Prof. C. A. Carus- 

Wilson read a paper on “ Polyphase Electric 

Traction," in which he gave the results of 

tests carried out on the Burgdorf - Thun 

three-phase electric railway. This line, it 

wil be remembered, is unique, in that 
it is a normal gauge railway, connected with 

the Swiss railway system, and carrying 

ordinary traffic. Its own rolling stock is 

propelled by three - phase motors, which 

receive current from overhead trolley wires, 

they, in turn, being fed through trans- 

formers by a 16,000-volt feeder line from 

the Kander water-power station. 

The paper is very fully illustrated with 
line drawings of the apparatus, and with 
reproductions of the curves given by the 
recording instruments, &c. 

The two most important points in con- 
nection with railway working are frequency  . 
of train service and punctuality. The first 
is governed by the question of whether 
trains are worked by separate locomotives 


higher speeds, but because it will be possible 
to give improved service to the smaller towns 
by running short trains, or maybe single 
cars, at frequent intervals, instead of as at 
present running cumbersome trains driven 
by steam locomotives at intervals of several 
hours. With regard to punctuality, Prof, 
Carus-Wilson points out that the breaking 
up of railway traffic into smaller unita 
would have a marked influence on the 


‘punctuality, because the more continuous 


and uniform movement of the traffic would 
enable the employés of the line to be mew 
uniformly occupied. The infrequent атты 
of long trains with large numbers of pe 
sengers, and corresponding quantities d 
luggage, gives place to frequent arrivals of 
single cars, thus enabling the existing staff 
to handle the traffic with greater prompt- 
tude and facility, especially when temporary 
increases of traffic have to be met. Punctu- 
ality is, however, also governed by the 
influence of increase of traffic on the асай 
running speed of the trains, particu 


on lines where the grades are at all consi 


able, and in this polyphase motors show @ 
great advantage over the continuous-curremt 
motors, because they run at practically constant 
speed, entirely independent of load or grade, 
The series-wound continuons - current 
motor, as generally used for electric traction, 
has a large reduction of speed with heavy 
loads. Thus a case is given in the paper where 
a 16-ton car, running light, has a speed of 24 
miles an hour, whereas when hauling seven 
16-ton trailers, the speed dropped to 15 
miles an hour, there being also ап exu? 
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as in steam traction, or whether each unit ELECTRICAL EQUIPMENT OF a COLD STORE.—FIG. 4.—SWwITOHROARD. 


of a train has its own propelling power, 


as is possible only with electric traction, If ever electric drop in speed when mounting a gradient. Оп the other 
railway working replaces steam on a large scale, the change hand, the experiments on the Burgdorf-Thun line showed no 
will come not во much because of more efficient working and appreciable variation of speed when the load on the motor 
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ar was increased from 32 to 68 tons, and only 2 per cent. 
all when a ö0-ton train ran from a level up a grade of 1 in 
40. A railway equipped with polyphase motors Me 
temporary increase of traffic without influenciug ^ 
appreciable degree the scheduled speed, the only‘px 
to this statement being that an increase of load afferts-the 
time of starting. In order to settle this point, Prof. Carus- 
Wilson made very elaborate acceleration teste, for a detailed 
account of which the reader is referred to the paper in 
neation. | 

"n happens that the South Side Elevated Railway at 
Chicago, which is equipped on the Sprague multiple unit 
8 compares very nearly, as to size of сагв, &c., with 
the Burgdorf-Thun Railway, and in Table I. are given par- 
ticulars of tests made on the two railways. / It will be seen 
that the continuous-current equipment can get up a speed of 


ee — se 


South Side Ele- | Burgdorf-Thun Rail- 
vated Railway, | way. 


Name of railway 


/ Chicago. | 
System ... | Continuous current Three-phase current. 
Voltage. 600 | 750 
Control ... T os Series parallel Rheostatic. 
Motors on each motor 2. | 2 
сат. | 
Weight of motor T 1,600 kg. = 1°56 tons 
Diameter of driving 33 inches 1050 mm. = 40 inches 
wheel. 
| 65 spur - , | 664 mm. | 
Сиг ratio pi 1 22 pinion ~ 2°95 | 224 mm. ^ AM 
Horse-power of each 52 H.P. at 500 volts 64 H. p. 
motor. 
Number of poles pki 4 8 
Total weight of motor 19 tons 32 tons 
car. 
Number of passengers.., 40 66 
Weight per passenger... 1,050 lbs, 1,070 lhs. 
Max speed miles por 24 : 24 
hour, : 
Weight of train per 9:5 tons 8 tons 
motor. 
Acceleration, feet per 0°95 117 
second per second, 
Time to full speed, 37 30 
seconds. | 
Max. xw. input per. 75 53 
motor. 
Watt-hours per ton 39:5 45'1 
Watt-hours per motor... 375 | 361 
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motors use 87 per cent. of the energy used by the three- 
phase motors, while the three-phase motors get up full speed 
in 81 per cent. of the time taken by the continuous-current 
motors The reduction of energy in the continuous-current 
motors is due to the use of the series-parallel controller. 
Comparing the maximum power input in the two cases, it 
will be seen that whilst the continuous-current motor takes 
dd the three-phase takes 53 Kw., or only about 70 per 

In connection with the quicker getting up to full speed 
of the polyphase motors, it is interesting to note that this 
may be partly due to the fact that the magnetic circuit of 
the polyphase motor is entirely constructed of charcoal iron 
of high permeability, whilst cast-steel forms a considerable 
portion of the magnetic circuit of a continuous-current 
motor, and it thus takes some little time to acquire its 
magnetism, 7 | 

The regulation of speed of the three-phase motor is, of 
course, entirely rheostatic, with resistances in the rotor circuit, 
Whereas with the continuous-current motor, regulation is 
partly by resistances, and partly by arranging the two motors 
in series or parallel.. The superiority of the continuous 
motor in this respect of series paralleling has been somewhat 
overstated, seeing that it is only for speeds less than half the 
full speed that the motors can be put in series. Again, the 
amount of acceleration which is possible, without incon- 
venience to the passengers, may be very considerable if there 
is no change in the rate. For example, in switching from 
series to parallel, the current is often allowed to droop before 
taking on the parallel position, and there will thus be a 
change in the rate of acceleration, which is very noticeable 
to the passengers. An expert motorman usually makes the 


change at the right moment, but, of course, there is always 
the possibility of his not hitting it off. On the other hand, 
with plain rheostatic control there is never any doubt, the 
acceleration rate must be absolutely gradual until full speed 


is reached. 


In regard to the ability of the three-phase motor to 
take overloads, Prof. Carus-Wilson points out that the 
* breakdown " load of a well-designed motor is usually 14 
times to twice the rated maximum safe-working load, a 


limit which would fairly cover any temporary overload in 


practice. As a matter of fact, the polyphase system admits 
of the whole installation from generator to motor being 
worked without any kind of safety or automatic cut-out, 
even fuses being dispensed with if suitable generators are used. 
Under these conditions an interruption in the train service, 


. due to overload, is far less likely to oceur than with the con- 


tinuous-current system, where safety fuses and automatic 
cut-outs are essential. . 

In conclusion, the writer cannot do better than quote 
Prof. Carus-Wilson’s summing up. He says: “ Тһе ‘tests 
described were made with the object of ascertaining the 
ability of polyphase motors to get up speed under ordinary 
conditions of railway service, and the economy obtainable in 
so doing, when compared with that observed with the best 
continuous-current motors, The results of the testa go to 
show that polyphase motors are admirably adapted to 
getting up speed, and that the acceleration can be maintained 
uniform up to full speed. A comparison of the results with 
those obtained with one of the best and most complete con- 
tinuous-current eyuipments, shows that there is very little 
difference between the two in economy of starting. The 
continuous ourrent motors have a slight advantage in the 
amount of energy expended, while they occupy a longer time 
in reaching high speeds, and require larger maximum power 
inputs than the polyphase motors,” 

“Altogether, Prof. Carus-Wilson's paper is most interesting 
and instructive, and the Institution of Mechanical Engineers 
is to be congratulated on having had so valuable an elec- 
trical communication read at one of its meetings. 
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NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


` NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвои & Co., Electrical Patent 
Agents, 8292, High Holborn, London, W. C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


19,294. Тһе B.B. improved mt storage battery or accumulator for 
storing electrical energy." Н. K. P. BARHAM and E. N. Bambpury. Dated 
October 29th. 

19,831. An improved process and means for the production of electro- 

· depositing of high relief and undercut designs." G. RosELIEB and B. DELLA. 
GANA & Co., Ltp. Dated October z9th. 

19,884. “Improvements in automatic switches." W. E. WII so“. Dated 
October 29t 

19,971. “ Improvements in starting switches for electric motors." E. Norrie, 
Dated October 80th. 

19 “Improvements in and connected wich electric arc lamps." F. R. 
Вольрмлх. Dated October 80th. 

19,886. “Improvements in automatic time switches.“ С. H. Orrorp and 

S. JEvons. Dated October 30th. 

19,898. “Improvements in apparatus for сесии treating air gases and 
gaseous mixtures." R.J. YARNOLD. Dated October 80th. 

19,894. “ Improvements in lampholder switches for electric lighting." G. H. 
Снакр. Dated October 80th. ( Complete.) 

19,895. ** Ап anti-vibration base-frame for motors, dynamos, and other 
machinery.” G. MippLETOoN. Dated October 30th. 

19,416. Improvements relating to telephone call recorders.” Н. D. STROUD, 
Dated October 30th. (Complete.) 

19,133. Improvements in electric arc lamps,“ C. ScHusrkR. Dated 
October 80th. (Complete.) 

19,444. A in arc lamps." G. C. Marks. (Continentale Jandus 
Electricitäts A. G. Société Anonyme, Belgium.) Dated October 30th. 

19,443. A new or improved method of controlling the action of electro- 
motors." С. A. CARU8-WiLsON. Dated October 30th. 

19,449. “A new or improved method of controlling the action of electro- 
motors," C. A. Canus-WiLsoN. Dated October 30th. 

19,151. "Improvements in and relating to electrical condensers.” G. P. 
MANSBRIDGE. Dated October 30th. 

19,470. Improvements in electric switches.” Crompton & Co., Ltp., and 
8. L. Ввохток. Dated October 31st. Я 

19,471. “Improvements in electrical switches." Crompton & Co., LTD., and 
H. W. W. Dix. Dated October 81st. 

19,482. “Improvements in electric ignition for internal combustion motors.” 
W. J. CRossLEY and C. J. ATKINSON. Dated October 81st. 


19,486. Improvements in electric clocks." F. W. LRAXE. Dated October 


81st. 


19,494. Improvements in slot wedges for dynamo-electric machines.“ THE 
Внтіян Тномвох-Носчтон Company, LIMITED. (Н. G. Reist, United States.) 


. Dated October 81st. ( Complete.) 
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19,495. ‘Improvements in үн of electrical distribution." Тнк BniTISR 
THomson-HovsroN Company, ІлмітЕр. (W. Le R. Emmet, United States.) 
Dated October Slst. (Complete.) 


19,496. Improvements in induction electric motors." THE BRITISH THOMRON- 
HocsroN Company, ІлміІТЕр. (C. P. Steinmetz, United States.) Dated October 
814. (Complete.) 

19,497. ‘Improvements in automatic circuit-breakers for electric cireui s." 


Тнк British Тномвох-Носвтох Company, LIAIT KD. (E. M. Hewlett, United 
States.) Dated October 31st. (Complete.) 


19.4989. Improvements in circuit breakers for eleotric currents." THE 
British THOMSON-Hovston Company, LimitEp, (E. M. Hewlett, United States.) 
Dated October 81st. (Complete) 

19,499. “Improvements in systems for controlling electric motors and 
electrically propelled railway trains.” THE British Тномкох-Носвтох Сом: 
pany, LIMITED. (Е. E. Case, United States.) Dated October 31st. (Complete.) 


19,500. “Improvements in electric switches.“ Tug British THOMSON- 
Houston Company, Limiten, (E. M. Hewlett, United States.) Dated October 
81st. (Complete.) 

19,506. “Improvements in electric arc lamps." F. J. Green. Dated 
October 31st. (Complete.) 

19,500. ‘Improvements in the manufacture and production of solid ends on 
wire ropes, electrica] conductors end the like." T. J. МсТівнь. Dated 
October 30th. 

19,511. “ Improvements in dynamo-electric and electro-dynamic machines.“ 
J. H St. Н. MAWTSLEV. Dated October 31st. 


19,512. "Improvements relating to electric circuit-breakers or switches." 
H. H. Lace. (MeElroy-Grunow Electric Railway System, United States.) 
Dated October 818t. (Complete.) 


19,516. “An improved device for regulating engines for driving electrical 
dynamos and the like." J. К. Frixart. Dated October 3166. 


19,554. “Improvements in and решш to combined telephone and sound 
tele graph apparatus." C. E. LJUNGMAN. ated November lst. Complete.) 


19,570. “Improvements in or relating to overhead trolley wiresor conductors 
for electric traction overhead electric cables or the like." A. W. HANCOCE, J. 
LrkicHToN, and R. HackiNc. Dated November Ist. 


19,576. “Improvements in electric switches, and in ship's telegraphs, ен 
signalling apparatus, and the like." А. І. A. C. D'AKkLINCOURT. Da 
November lst. 


19,588. ' Improvements In automatic electrical switches, and circuit breakers.” 
J. BookEB and P. SUMNER. Dated November 186. 

19,594. “Improvements in alternating current transformers or economy coils.“ 
J. L. Davies. Dated November Ist. 

. 19,595. "Improvements in or connected with arc lamps.” 

Dated November lst. 

19,612. “Improvements in or relating to the renovating of electric incan- 
descent lamps A.J. Восіт. La Saymar Ommium Industriel D'Electricite 
Societe Anonyme, France.) Dated November Ist. 

19,616. “Improvements in electric railway cars or vehicle trolleys.” G. 
. Prescotr. Dated November 2nd. 


19,628. “ An improved gas tight fuse, and unction box for electric cables.” 
P. J. E. KENNEDbY and H. C.Reapinu. Dated November 2nd. 


J. L. DAVIES. 


19,658. А new and improved process of insulation of electrio wires or 
cables.“ M. Hankin. Dated November 2nd. 
19,672. "Improvements in wireless telegraphy and in apparatus therefor.” 


E. PiLsovpskrv. Dated November 2nd. 


19,674. "Improvements relating to electric railways working оп the surface 
contact system." Н. H. Lake. (W. M. Brown, United States.) Dated 
November 2nd, (Complete.) 


19,736. “Improvements in de-cohering apparatus for wireless telegraphy.” 
J. ZENNECK and Prof. Braun’s Telegraphie Geselschaft mit Be:chrankter 
Haftung. Dated November 3rd. 


19,737. “Improvements in signalling by means of electric waves.” J. 
ZENNECK and Prof. Braun's Telegraphie Geselschaft mit Beschrankter Haftung. 
Dated November 8rd. 

19,754. “Improvements in and relating to key sockets for incandescent 
electric eri О. D. Lucas, T. Н. MansH, and A. VaANDAM, Dated November 
8rd. (Complete.) 

19,759. ‘Improvements in electric traction systems." W. AITKEN. 
November 8rd. 


pe ' Improvements in electric resistances.” W.Pirr. Dated November 


Dated 


. 19,766. ‘Improvements connected with overhead trolley poles used in 
electrical traction.“ W. E. RowLaANps. Dated November 8rd. 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


| Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 838, High Holborn, W. O., and at Liverpool, Manchester, and Birming- 
ham, price, post free, 9d. (in stampe). 


7,764. An Improved apparatus tor the eleotro-degosition of matais.” J.H. Hope. 
' Dated March 81st, 1898. Relates to electro-plating in рем of the barrel 

type. The hexagonal barrel is provided with one removable section, for charging 
and discharging the articles to be plated, and with a screw plug inanothersection 
for draining offthe liquid. Inthe barrel there is carried by wood blocks in such 
a manner as to be exsily removable a central cylindrical or bar anode which is 
covered by a non-conducting gauze, such as canvas. A number of longitudinal 
. conduciing strips are secured to the inside of the barrel, and are connected 

together at each end by connecting‘ rings. The barrel is carried by external 
, shafts which are rotated by any means. The connecting ring holding the con- 
ducting strips is connected by a bolt passing water-tight through the end of the 
barrel, and by a wire and conducting plate toa bolt which is electrically con- 
: nected with the conducting periphery of & non-conducting rotating drum upon 

which the brush contact bears. ‘ihe brush contact is connected to the negative 
wire. The anode is similarly connected to the other wire. The provisional 
specification states that nickel, copper, brass, gold, and silver, may be deposited 
by the use of the apparatus. 4 claims. i 


9,807. electric aro lamp." J. T. Tsohleret. Dated Apr 26th, 1898. 
The upper carbon of a clutch lamp is carried рта tube which slides in a sleeve 
and on a rod secured to the frame. A clutoh bored to slide freely on the tube 
carries the core of a shunt solenoid and is supported near the core by a spring. 
Feeding is effected by the core and clutch being drawn down until the clutch 
rests on the sleeve and frees the tube. An adjustable screw limits the upward 
movement of the clutch. The lower carbon is carried by a tube which slides 


through an insulating sleeve and is hung by a cord passed over pulleys to the 
tube. 2 claims. 


11,320. "'improvements in adjustable oord reeis fer electric leads aud ether 
similar purposes.” . H. Sturge. Dated May 18th, 1898. An automatic cord 
reel consists of a loose bobbin through which the cord is passed and which is 
connected to a supporting tube by a coiled spring. The tube is screwed into a 
projection in one half of a spherical case and locked by a nut. Cord guides are 
secured between the parts of the case. Before the cord is applied the bobbin 
18 turned on the tube to wind the spring sufficiently to support the weight 
which is to be supported and the bobbin is then held temporarily by a screw 
engaging an arm of the tube till the cord has been passed through a hole in the 
bobbin. The apparatus is applicable for taking up flexible leads sup- 
porting electric lamps and for other purposes. 1 clam. 


12,731. “Improvements relating to electric telegraphs.” A. 
June Tth, 1898. P able circuits on Meere do working are provided with man 
iis and condensers in series with the cable and artificial cable, Т 
ay be of any type. The transmitter, preferably of the form describe 
Ron 5,508, 1894, or 11,069, 1894, is shunted by an inductance, baih 
ted to the arm of a balancing rheostat. In a modified arrangement 
id of the receiver and transmitter may be reversed, the chunt bei 
pid the two halves placed between the cable and earth алй the 
8] line and earth. In the provisional specification the rheostat is stared 
to be wound partly with inductive and partly with non-induotive resistances 
The artificial cable may also be partly formed of alternating sections of cos. 
densers and inductive resistances. 5 claims. 


12,784. “improvements in electrical rheostats and resistances.” L, J. Siok. 
Dated June Bth, 1898. A resistance is made оү coiling metal strip into а heliy 
and forming this into a larger helix, which again may be formed into a still larger 
one. The helix thus formed may be carried by two terminals. In the gesad 
coiling a flexible insulator may be used as a core which may afterwards he 
coiled with the wire on it to form a large helix, or the coiled wire may be laid {a a 
helical groove in a fluted insulating cylinder, and mounted in а casing whig l 
provided at one end with a rotatable switch, and a number of contact nuda 
These are connected by metal strips laid in the flutings of the cylinde ví 
different parts of the helix. 5 claims. 


18,309. “Improvements in or relating to hammers ог tappers actuated electrically.” 
C. Turnbull, jun, Dated August 26th, m Vibrating electrically-actuated hammen 
for striking bells, tor dentists’ use, ĉc., are so constructed that the magnet к 
tinues to be excited until the armature carrying the hammer is arrested bythe 
magnet or bya stop. The invention is shown applied to a bell. The hamus 
is attached to the armature by aspring. The circuit is arranged, and is broken 
between the contacts by the continued movement of the hammer owing to із 
inertia after the armature has been arrested. 2 claims. 


18,476. ‘‘ Electric meters." В. J. B. Mills. (T. A. Edison.) Dated Aug sith, 
1998. Relates to quantity meters. А rezistering electrolytic meter has а beam 
supported on knife edges and provided with a weighted arm. It carries at its 
ends, by knife edges and ivory insulating rings, the inner electrodes of two cell. 
These are preferably circular. The outer electrodes are supported clear of the 
containing jars by rods permiting centreing, and are connected together. Tbe 
two cells are used in series, so that one inner eiectrode becomes lighter athe 
other becomes heavier, and the beam thus tilts until а finger on ìt release: s 
of the two arms of an escapement of weight-driven counter, and engages the 
other. A crank on the escapement shaft at the same time rocks a forked sst, 
arm which moves from one of two contact springs to the other, thus revera 
the current through the two cells, $» that the movement is repeated at intervals 
The contact surfaces are gold plated. The main circuit through the meters 
by a parallel resistance, half of which is in use at one time, the movable elec- 
trodes being connected respectively to the middle of the main resistance and 
to the switch arm, and the two springs to the ends of the main resistance. A 
temperature compensating spool is in circuit with the cells. Copper or amal 
gamated zinc electrodes may be used in sulphate solutions, or silver electrode: 
in nitrate or cyanide solutions, or in hydrochloric acid, depositing metal, gr 
forming and reducing chloride of silver on the electrodes. A layer of paran 
oil, or other stable inorganic non-miscible liquid is placed on the solution 
prevent evaporation or creeping. Connections with the movable electrodes 
and switch arm are made by flexible non-elastic metal strips to avoid #071406 
contacts. The glass jars are coated externally with amyl-acetate collodion, by 
repeated dipping and drying, to prevent leakage if they crack; the supporarg 
wires of the movable electrodes are protected similarly. The parts are snp 
ported by the back of a box having a front with a window to show the counter 
dials. A lamp is connected between the amius by a thermostatic strip when tha 
temperature approaches freezing point. The meter may be used for measurag 
alternating current, this being passed through a resistance strip reduced 3 
cross-section at a part where a thermopile is attached to it; tbis is provided 
with middle and end connections, by which a proportional continuons current 
is obtained in either direction for the electrolytic cells, 8 claims, 


18,522. “Ап improved electrolytic apparatus for the production of alkali.” Ӯ. 
Thomson. Dated August 30th, 1898. Relates to making alkali оу the electrolysis 
of sodium chloride or other salt, using a moving mercury cathode. A shallow 
trough has a central dividing partition, and a number oí low transverse per 
tions and barricades. Passages are made under the partition so that the tam 
Jayer of mercury, which covers the bottom of the trough, can circulate, The 
trough may be slighteinslined from the inlet to the outlet. Brine is introduced 
into one cell and water into another above the mercury. Carbon anoles бё 
used in the first cell which is provided with a gas-tight cover 10 collect the 
chlorine given off. In this cell sodium amalgam forms. In the other cell the 
amalgam is decomposed, mercury re-forming, and alkali and hydrogen being 
liberated. This cell is provided with a corrugated iron cover, supported in the 
water just above the mercury on glass or eathenware supports (which may be 
the tops of the partitions and barricades), and metallically connected with 
mercury in the trough. This mercury is connected with the negauve 
electrode and communicates with thc mercury in the other cell. 5) 
this means the decomposition of the amalgam is facilitated. The mercuty 


in the last pool is slightly deeper than the others, is raised by a шегше 
ally-operated lad e and delivered to a trough from which it flows back 10 б: 
first pool. To Mischarge the apparatus, conical rubber corks, which ри 9 


holes bored upwards through the bottom to the passages are withdrawn. Трек 
corks аге all carried by a transverse bat, which can be raised and lowered 
within guides, so that all the corks may be withdrawn or repl:ced simi 
taneously. 1 claim. 


18,652. “Improvements relating to motor trucks for electric and other railway? 
or tramways, and to driving gear therefor.” G. J. Capewell. Dated Angus ЭА, 
1898. Relates to trucks or under frames for electric or other railway or tram 
way vehicles, and to the driving gear for connecting the motor to the wheels. 
The under-frame consists of two rectangular parts held together oe 
passing through elongated holes so as to allow a certain freedom of morem? 
of the two parts of the frame about the pin. Hach half of the frame i5 *77 
ported on an axle driven by an electric motor through friction gearing <r 
shaft of the motor is provided at opposite ends with friction wheels whicà ^^ 
be made to gear with friction wheels on the axle, giving two ratios © m 
sition. The motor is mounted on a framework which is capable о! з 77 
horizontal movement towards and away from the axle and also o A 
oscillatory movement about a vertical axis so as to bring either pair of iuge 
wheels into gear. The frame is pulled away from the axle by springs 5, 
either end can be moved towards the axle by a bar with тейге 
ends, engaging inclined faces on the framework. The bar may be шо {р 


either direction by a lever forcing one or the other pair of friction wheels cit 
gear. ‘lhe object of the double hinging of the base of the motor із to сап ы 
friction wheels to jamb more closely together as the tractive eene n 
creases. The tangential force at the point of contact of the rich =i = 
tends to turn the motor about one or other of the pivots according to Hi -— 
tion of driving, the effect in either case being to bring the shaft о! the peo 
nearer the axle. Each axle may be provided witn two pairs of wheels 7 
pair being ordinary flanged wheels for running on the usual rails, and t^* het 
being flangeiess, and formed witha flat tread for running оп а spec « ПА 
These wheels are built up of à number of discs of wood held together by im 
plates and provided with a tread of cushioning material. The track M t 
flangeless wheels is formed of flat timbers set outside and а li tle 1087 

the ordinary rails. The truck is retained on the track by side wheels enasr * 
side rails, which may also serve as electric conductors, being protected in d. 
case by a shield. Lifting is prevented by wheels running under the side ТЫ 
The side rails are supported by bent angle irons attached to sleepers P 
between the main rails intermediately to the ordinary sleepers. 9 claim 


18,582. ‘‘improvements in Induction motors." R. Belfield. (8. 6. en 
Dated August 30th 1898. In an induction motor, the rings or Plates 7, 
connect together the ends of the conductor bars forming the seconde? = 
are furnished with radial blades which produce nir currents for the рату 
ventilation. The laminated cores of the primary and secondary mem" ae 
provided with ventilating-channels, those of one member being in te 10 

lane as those of the other. Alternate blades on the connecting па" с, 
ormed with projections, which engage with shoulders on the outer ag 
portion of the spider. The conductor bars are connected to the rings b! . 
provided with spring washers to permit of expansion, 4ciaims. 
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SUPPLY STATION ACCIDENTS. 


Iv two recent issues we had occasion to comment upon 
the Blackheath fatality. We may perhaps be allowed 
to again return to this, as there is another phase of the 
question beyond that already dealt with. 

In any case the report that an accident has occurred at 
Cheltenham, the account of a death by shock behind the 
switchboard of the Newport Corporation works, and the 
inquest upon the assistant who was killed at the Manchester 
Square station of the Metropolitan Company, punctuate 
and emphasise anything that may be said. 

As every engineer who is fit to hold a responsible position 
in a station knows all about the Dangerous Trades Com- 
mittee of the Home Office, it is hardly necessary to go 
into detail and rake up ancient history. At the same time, 
while Prof. Perry is urging upon engineers the importance 
of mathematics as affecting the professional side of their 
work, we should like to call their very serious attention to 
the quasi-legal side which is closely concerned with the 
financial and commercial aspect of their vocation, and to 
remind them that while Acts of Parliament and Blue-books 
are not expensive to buy, it may prove rather expensive and 
damaging not to have bought them and read what is con- 
tained therein. Thus in the inquest on the body of Arthur 
Robinson, aged 18, who was killed at the Blackheath. 
Works, it appears in the evidence that the resident engineer, 
after the inquest on the body of a previous victim, received 
a copy of certain regulations which had been drawn up by 
the Dangerous "Trades Committee of the Home Office, but 
admitted that he had not read them all! 

As we said a fortnight avo, men of little education are only 
too prone to get careless and foolhardy, to ignore or even scoff ' 
at rigid instructions issued with the sole intent of ensuring 
their safety and guarding against such accidents, but as every 
engineer knows this it is obviously the duty of responsible 
persons to insist upon the due observance of recognised safe- 
guards. Mixing high and low tension cables caused a fatal 
accident at Southampton ; allowing а nail to be driven into 
a casing containing a high tension conductor had the same 
result at Bristol. | 

The Home Office suggestions boiled down amount to 
something like the following :— 

'* (a) Never allow any work to be done on, about, or behind 
a high tension switchboard by a workman of any grade 
save under the supervision, continuously exercised, of a 


‘technically-qualificd and responsible officer. 


(0) Guard all live parts from accidental contact and 
remove all earthed metal work out of reach or cover it up. 

(c) Cover the floor in front, behind, and about all high 
tension gear with good rubber matting of reasonable thick- 
ness, put in insulating platforms on oil insulators where 
necessary, and insist upon all spanners, knives, screw-drivers, 
and other tools having insulating ebonite or rubber moulded 


sheaths over the handles. 


— — — — 
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(7) Provide rubber gloves and require them to be worn 
wherever possible (and do not expect three pairs to last 
three years, as in one case we once heard of). 

Our contention is that these safeguards are quite reason- 
able, and if provided and efficiently maintained, switchboard 
accidents would be reduced to a mere fraction of what has 
been the rule in the last ten years. Of course, even trained 
men will sometimes forget themselves, as when a shift 
engincer attempts to pick up the end of a live cable (which 
he himself has connected up) by the copper conductor, and as 
a result practically proves the value of rubber mats, while 
learning a lesson he will not forget in a hurry; but «s 
accidents %%“ happen in the best managed stations, proper 
tools and matting are required to rob them of the greatest 
danger, and—as we have forcibly urged before—the staff 
should all be practically acquainted with the Sylvester 
method of artificial respiration. 

At Blackheath, the carpenter’s boy lost his life through 
hisown foolhardiness and ignorance, while the defect was lack 
of supervision and noneappreciation of potential danger. At 


Newport, a Mr. T. W. Griffiths was engaged upon tighten- - 


ing up a nut or terminal at the back of the switch- 


board, when he apparently slipped, and his knee came . 


into contact with a terminal of one polarity, while his 
hand or spanner touched live metal on the other pole 
or earth. As Mr. Griffiths was trained at the University 
College, Bangor, he was a skilled man; he held a responsible 
position, and must have known full well the danger he ran in 
working in proximity to charged metal-work. Here is a case 
where gloves ought to have been worn, and had the deceased 
. been во equipped, he probably would have escaped. The 
‘Home Office desires to make the chief engineer of a works re- 
sponsible for the actual use of gloves. While, as we once said, 
this is unreasonable, we do think that educated men should 
take obvious precautions, although we are well aware from 
extended experience how very disagreeable it is to work in a 
cramped position for any length of time with hands encased 
in rubber gloves. 

We condole with Mr. Copland, the resident engineer of the 
Newport works, on this sad fatality, but would impress upon 
all those who, with Prof. Perry, claim membership of a 
* profession," the necessity for surrounding the essentially 
dangerous work in station or on mains, for electric lighting, 
traction, or power supply, with all the safeguards which fore- 
thought, skill, and experience can suggest, as it must be the 
* officers who want educating most." 

The accident at Cheltenham occurred in a sub-station, and 
it is not yet clear whether the attendant who suffered was 
the victim of a severe shock or not. He was engaged in 
connecting up some transformers for testing purposes and 
apparently fell upon a live transformer, but this was or had 
been covered with a rubber mat. Underground sub-stations 
are places where a workman is in great danger owing to the 
confined space, and we consider supervision the only safc- 
guard. A skilled engineer would insist upon the use of insu- 
lating mats or platforms, and would arrange for the work to be 
carried on so that should an accidental contact be made, the 
workman could not even then close the high tension circuit 
through himself or get between a live conductor and earth, 

The Metropolitan fatality is only too much like that at 
Blackheath. An assistant presumably came into contact 
with a switch thinking it “dead,” or in carrying out his 


work caught hold of a connection. He was connecting m 
cables to the board and “would not wear gloves” altho 7 
he caught hold of the metal-work of a switch with both hud DU 
There is a saddening monotony about the accounts of sw, 
accidents, and the means of preventing their recurrence gen 

to be embodied in the paragraphs (a), (b), (c) and (d) in: 
mentioned. Managers and chief engineers may expect tun 
made personally responsible for the employment of protectin 
devices, should the public be horrified by a repetition of gud, 
fatalities at shoré intervals. We know all the difficulties, ba 

in the twentieth century public opinion will require stepe to te 
taken to efficiently protect employés against sudden death fron 
shock, and it would be better that this should be done willing; 

and at once than by the force of legislative enactments 


In the description which we give this 
week of the very interesting installation st 
Ardross Castle, we have an Шиш  .- 
of what may be done with a small water-power. Tul а 
tiny stream of less than two nriles long should be capebk d 
supplying so extensive an installation as that at Ardrow is 
remarkable, and the possibility of a failure in the suppl 
during either dry or frosty weather would have appeared st 
least likely. The success of the installation confirms the on. 
sulting engineer's opinion of the value of the little stream. Ne, 
question, however, whether so small a source of water would 
be found to be adequate in the majority of cases, and the 
development of such a power is eminently a question for an | 
experienced expert to decide. The Highlands of Scoiland 
abound with small water powers, similar to that described, 
but unfortunately the opportunities of developing them ах 
rare, on account of their remoteness from any residence o 
village where the electricity might be utilised. Wer. Е 
however, the power is conveniently handy as in the instal- ..- 
lation described, it may prove of very substantial value, and 
a Source of considerable profit to the owner, apart from all 
considerations of luxury and convenience. 


A Castle 
Installation, 
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THE knotty questions which are sil 
brought before the Court of Appeal in or- 
nection with the Act of 1897, вете (0 
show that its meaning is not yet properly understood by the: 
who are affected by its provisions. Among those which hure 
recently been heard by the Master of the Rolls and be . 
colleagues, that of Ferguson v. Green is the most exu ~~ 
ordinary. As our readers are doubtless well aware, the Ad 7C 
only applies to buildings over 30 feet high or upon wlidis . 
“scaffolding” is used in connection with the reper ( ү. 
demolition thereof. What then is a scaffolding ? Jn the 
case of Ferguson v. Green, the applicant for compensation 
was a plasterer who, in order to facilitate his work in the 
interior of a house, had constructed a platform by means Ф 
two trestles across which he had placed some loose boards — ^ 
The arbitrator before whom the case came in the б 
instance, decided that this was not a scaffolding, and diat. к 
therefore, the workman was not entitled to succeed. The 
Court of Appeal said this was right. But when we lock al 
а case of Maude v. Brook, which was heard early this ye. 
we find that upon a precisely similar state of facta, the atc 
trator had held that such an érection us a scaffolding, up? 
which he awarded compensation—and was upheld br de 
Court ,of Appeal. We have before now adverted to d. 
anomalies which have arisen in the practical applicasot L 
this Act, but this one appears to surpass al! others which haie 
come to our notice. 


Workmen's 
Compensation. 
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PRACTICAL METHODS OF OVER. 
COMING THE VIBRATIONS CAUSED BY 
MOTORS. 


By SHERARD COWPER-COLES. 


AmorT two years ago the writer's attention was drawn to 
the question of finding some means for running motors, 


dynamos and motor transformers in upper floors of buildings 
without causing any noise and vibration, as several actions 
had been brought against tenants of flats and offices for 
using noise by the running of motors. 


A number of experiments were tried, using felt, rubber 
buffers and washers, cork, and felt interleaved with lead, 
Placing the motor on a thick bed of sawdust or coffee husks 
от юше similar soft and comparatively elastic material was als, 


experimented with. None of these methods were found to 
entirely remove the nuisance, but only to reduce it. 

Placing the motor on springs, as shown in fig. 1, was then 
(пей, and this was found to be entirely satisfactory. The 
machine was not bolted to the floor, but the wood frame on 
which it was placed was merely allowed to rest on the 


*prings, suitable recesses being cut to prevent lateral move- 
ment, The experiments were first of all made on а 1}-н.р. 
motor, run at a speed of 1,450 revolutions per minute, used 
for driving light machinery in a room over some resi- 
dential flats and offices, on a badly constructed wooden floor. 
This machine was mounted on springs as shown in fig. 1, and 
\ heavy weight was placed on the motor, so as to counteract 
the pull of the belt. The motor has been running 
daily, and not a single complaint has been received since this 
stem was adopted. Heavier motors have been mounted ав 


shown in figs. 2, 3, 4 and 5, and small motor transformers 
are suspended on springs, as shown in fig. 6. 


Since writing the above, the author's attention lias been 


called to a paper read at the Engineering. Conference of. the 


Fic. 5. 


Institution of Civil Engineers held in May, 1897, when Mr. 
James Swinburne read a short paper entitled “Should Gene- 
rating Plant be mounted on Springs?“ Reference is made 
to a small dvnamotor which was mounted on springs and 
placed on the top floor of a house: no particulars аге given 
as tothe method adopted, but the cure was ап effectual one, 


LÀ 


Mr. Swinburne mooted the idea of mounting dynamos and 
motors on springs in an article which appeared in Jndus/ries 
in 1892. Mr. W. Beaumont has done some good work in 
connection with this subject, and has introduced his “ vibro- 
motor principle, which is simple. If a gear wants to 


wobble, let it wobble. ` 


THE POSSIBILITIES OF ELECTRICAL SMOKE 
DEPOSITION. 


By J. WRIGHT. 


A RECENT “leader” on smoke abatement, in a previous 
issue of this journal, suggests a back reference to some of 
the earlier experiments in the direction indicated by the title 
of this paper—a subject which has been hardly, if at all, 


touched upon during the intervening ycars. 


In a city like London, where smoke 1s, to a great extent, 
responsible for the thick, murky fogs which so often come 
upon us during the colder seasons of the year, oue would 
have thought that ere this some cheap and reliable method, 
at least possible with the larger smoke-producing establish- 
ments, would have been perfected and universally adopted. 
The improvement of smoke-consuming furnaces has, per- 
chance, influenced its introduction ; nevertheless, the small 
percentage of these furnaces which has been adopted, points 
to the necessity for a more popular process which will tend 
atleast to minimise the enormous quantity of smoke which 
daily pollutes the atmosphere in our great cities and towns. 

In a paper read before the Royal Institution of Great 
Britain on Friday, May 28th, 1886, Prof. Lodge discussed 
this subject theoretically and experimentally. "The paper 
was founded on Dr. 'Tyndall's well-known experiment, which 
consists in holding a heated body in the path of a sunbeam 
or ray of light from some other source, when a dark, dust- 
free space is produced in its neighbourhood. The popular 
theory with regard to this experiment is, that the dust 
particles are consumed in the immediate neighbourhood of 
the heated object, and that the space surrounding it is, in 
consequence, rendered invisible owing to their absence. The 


. incorrectness of this theory was proved in 1881 by Lord 


Rayleigh, who found that, on reversing the experiment by 
D 
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holding a cold body over the beam of light, a similar result 
was obtained in the shape of a descending dark plane in the 
neighbourhood of the object. 

Lord Rayleigh's suggestion was that the dark space might 
be due to the curvature of stream lines produced by the 
moisture in the air and centrifugal force. That this theory 
was also an incorrect one was proved in turn by Prof. Lodge, 
who produced the dark coat on the concave surface of a half 
cylinder of red-hot copper. Here, according to Lord 
Rayleigh's stream curvature theory, the dust ought to be 
thrown towards the concave surface of the half cylinder, the 
curvature of that surface being negative. 

The theory arrived at by Prof. Lodge as the result of his 
^ investigations was, that the dust particles were retained out 
of contact with the surface of the warm body by a species of 
molecular bombardinent of their own surfaces, 

The facts arrived at by experiment were as follows :— 

1. The dark plane becomes visible over a cylindrical 
thermometer bulb indicating a temperature only half a degree 
warmer than air. 

2. The dark coat becomes just visible round a body 1? 
hotter than nir; at 2? it is distinct, and at 5? it is fairly 
thick. 

3. The coat enlarges with diminished pressure, and narrows 
when the pressure is increased. 

4. In hydrogen the coat is thicker, and in carbonic acid 
thinner than in air. | 

5. If volatile smoke, like volatilised camphor, is used, the 
coats become thicker, though less sharply defined. 

6. Round a rod of camphor in ordinary smoke, the dust- 
free coat is extra thick, owing to the extra bombardment of 
evaporation, | 

7. Round cold bodies the coat is practically absent, 
especially on the top of the body, and if the cold is too 
great, no descending dark plane is formed, only a bright 
one. 

8. Liquids containing solid powder in suspension (e.j., 
dried ferric oxide in water) form a very narrow dark plane 
over a moderately warm cylinder; but the thickness of the 
plane is во slight, that it is difficult to observe, and it gets 
thinner with increase of temperature, instead of thicker, as 
in the case of gases; hence the experimental rod in a liquid 
must be only gently warmed. 

It is a well-known fact that cold bodies in a warmer, 
dusty atmosphere, have the dust bombarded or deposited on 
them. Instances of this may be seen on the ceiling of a 
room over a hot water pipe, gas jet, or even an incandescent 
electric lamp. : 

Another theory advanced by Prof. Lodge, and one which 
ultimately led to the discovery of the smoke-dispersing 
qualities of electrified air, was that the latter became elec- 
trified in passing over the surface of a solid body, and in 
some manner expelled the solid particles contained in it. In 
order to test this theory, a suspended body was electrified in 
an atmosphere artificially charged with smoke. Whilst the 
potential was low, about 100 volts, little effect was produced 
beyond the widening and narrowing of the dark space by 
positive and negative charges of clectricity respectively. On 
raising the potential, however, to some thousands of volts 
by means of an influence machine, to such a point that a 
brush discharge was possible, the dark space was suddenly 
and rapidly widened, and the smoke being diffused, was 
deposited on the sides and bottom of the containing vessel. 

The best effects were produced when the conductor took 
the form of a point, and the smoke was deposited like a map 
along the direction of the lines of force. "The explanation 
of the phenomenon is as follows :— 


The smoke particles become electrified by induction and | 


- are attracted to one another, and also to the opposite pole, in 
a similar manner to iron filings in the vicinity of a magnet. 
A similar effect is obtained with vapour or damp smoke, 
which is condensed in the form of mist or fine rain. 

There are one or two difficulties to be overcome in the 
application of this process to practice. One is the natural 
draught in an active chimney or flue. This difficulty could, 
however, doubtless be overcome by experimental practice, in 
fact, it has been effected, though in a somewhat inefficient 
manner, by a system of pointed conductors fitted at the top 
of the chimney, and surmounted at a short distance above 
by a cap or dome of electrified wire gauze or netting. This 


method has been found to assist the draught, and also 1 
condense some, though not all, of the smoke, 

Another plan suggested by Prof. Lodge is to suspend з 
sheet, or sheets, of wire netting, provided with numer 
points, or barbs, longitudinally along a flue, or chimney, and 
to oppose an opposite conductor on the walls of the chamber 
in the shape of a series of points. 

Another somewhat serious difficulty lies in the matter of 
insulation between the two poles, owing to the deposition on 
the conductors of soot and smoke particles. | would sugges 
to obviate this a protective insulating sleeve extending over, 
though not actually touching, that portion of the conduci: 
nearest its point of support for some few inches from the 
latter. This would at least protect the actual fixture from 
deposit, and, as to the extremities of the conductors, the 
natural draught would probably assist in keeping them clear, 
at least for a certain period, of excessive deposition. 

A development of such a process as that herein discuss 
for the minimising of smoke nuisances is bound to cone 


,sooner or later, and would, no doubt, be cordially welcome! 


by the victims of a pea-soup fog as well as those indi 
viduals and companies who are at present enjoying tle 
luxury of a periodical fine at the instigation of certain smoke 
abatement committees. 


THE IMPERIAL PHYSICO-TECHNICAL 
INSTITUTION IN CHARLOTTENBURG. 


— — — 


By HENRY S. CARHART. 


THROUGH the courtesy of Prof. Kohlrausch, President of 
the Reichsanstalt, and the Curatorium or governing body of 
the Institution, the writer was accorded the privilege o 
working in the Physikalisch-Technische Reichsanstalt as a 
scientific guest during the last few months of 1899. 

The Reichsanstalt is situated in Charlottenburg, a uh 
of Berlin just beyond the renowned Thiergarten. The 
buildings eccupy an entire square, the larger part of which, 
valued at 500,000 marks, was the gift of Dr. Wemer 
Siemens. In making this gift, which was offered in land 
or money at the option of the Government, Dr. Siemens 
declared that he had in mind only the object of serving his 
fatherland and of demonstrating his love for science, to 
which he avowed himself entirely indebted for his rise in 
life. The gift was made as a stimulus to the Government to 
establish an institution for physical research. | 

The general plan of the Reichsanstalt was adopted m 
1887, and an appropriation of 868,254 marks was mur 
and spread over the budget for three years The main 
building for the first or scientific division was complete! u 
1893. The second, or technical division, was housed in à 
portion of the Technical High School till the buildings for 


this division were completed in 1897. All departments of 


activity of the Reichsanstalt are now accommodated on the 
square facing on March Strasse in Charlottenburg. They 
include the division for pure scientific research. mechanical 
measurements of precision, electrical measurements and ir 
struments, the measurement of large direct and alterna! 
currents and electromotive forces, the optical department, 
the department of thermometry, the department of pyromety, 
and the department of chemistry. To these, as auxiliaries, 
should be added the power plant and the workshop. — — 
The two divisions into which the Reichsanstalt is divide! 
correspond to the two paramount objects which the founders 
had in view, viz., research in pure science, and the cultiva- 
tion of precision in the technical applications of science 
All the applications of science rest on the foundation of pur 
scientific discovery. The creation of new and impr 
methods and instruments for physical measurements requie 
the most exhaustive and painstaking investigations as а [77 
liminary to a steady and confident advance. The prac 
value of research in pure science is no longer in questio" 
The wise founders of the Reichsanstalt made no mistake 11 
coupling an institution for the promotion of technical |" 
. e ], 


* Abstract of a paper presented at the 146th mecting ol the 
American Institute of Electrical Engineers, New York, Берет 
26th, 1900. President Hering in the chair. 


a 
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«sion with one for the prosecution of research in physical 
science. 

The chief officer of the Reiclisaustalt is the President, and 
the most distinguished physicist of the realm is sought for 
this position. Helmholtz was taken from the University in 
егіп to become the first incumbent of the office; after his 
death, in 1894, his successor as professor of physies in the 
University, Prof. F. Kohlrausch, became his successor as 
President of the Reichsanstalt. 

The President, who is at the same time director of the 
first division, is held responsible for the successful work of 
the Reichsanstalt. All other officials are, therefore, subordi- 
nate to him. 

The specific duties of the President may be briefly enume- 
rated, He must lay before the Curatorium, at its annual 
meeting, the following :— 

1. A report on the work executed in both divisions. 

3, The plan of work for the undertakings to be carried 
ont during the ensuing year. 

3. Propositions relative to the money to be expended for 
sientifie and technical work; also for salaries and remune- 
rations, 

4. Propositions relative to the rank of permanent asso- 
ciates and assistants; also relative to the bestowal of places 
t» work in the Reichsanstalt as scientific guests. 

He takes a vote on the propositions in З and 4, and reports 
the conclusions of the Curatorium to the Government for 
approval. It is also the duty of the President to sign 
vouchers for all payments, and he is held responsible for the 


proper expenditure of the money appropriated for the main- - 


nance of the Institution. 

The different functions of the two divisions composing 
the Institution are defined in rather broad terms. It is thie 
duty of the first division to carry ouf physical investigations 
requiring more uninterrupted time on the part of the 
chserver, and better accessories in the way of instruments 
1nd local appliances, than private individuals and laboratories 
of institutions for teaching as a rule can offer. These investi- 
gations shall be carried out partly by officers of the Anstalt, 
and partly, under their oversight, by scientific guests and 
voluntary workers. By scientific guests in general are meant 
the holders of scientific positions in the German Empire, 
who wish to prosecnte scientific researches, the plan of which 
they have submitted, and for which they have not at home 
the necessary appliances. They must be recommended by 
the State in which they reside, and must be accepted by the 
Curatorium. 

Young men may be accepted as voluntary workers who 
lave proved their ability by scientific publications. They 
will undertake researches which have been determined upon 
ly the Curatorium or the Director; or they may investigate 
subjects which they themselves suggest, and which appear to 
the Director to be practicable and worthy of execution. The 
“entific results obtained must be published only at the dis- 
creton of the authorities of the Institution, who reserve also 
the right to publish them in the researches of the Reichsan- 
salt. Provision is made that voluntary workers shall not 
nse the Institution for private ends, nor to obtain patents. 

The second division of the Reichsanstalt is placed under a 
l'irector, who is subject to the higher authority of the Presi- 
dent. Sneh a Director was considered necessary, on account 
of the special work of this division, as well as because of 
the intimate relations into which it is brought with many 
persons engaged in industrial pursuits. He should therefore 
uot only be a scientific man, but shonld, at the same time, 
lave some technical knowledge of the applications of science. 
Under the Director are placed the permanent beads of the 
sih-divisiong of the technical department, one having the 
"veright, of thermometry, one of optics, two of electricity, 
and one of mechanical measurements of precision. Along 
with these, and of the same rank and compensation, is the 
lirector of the workshop. Under him, at present, are eight 
mechanics, and the shop is provided with the finest tools for 
the execution of the most exact work required by the Insti- 
tition, The annual expenditures for 1889 were as follows: 


1. Expenditures for salaries and labourers .. 
2. Miscellaneous articles, experimental work 
and care of buildings те Ж 


206,604 М. 


127,000 „ 


— 


Total 333,604 M. 


The receipts for calibrating instruments, testing’ mate- 
rials, verifying standards, and the like, now amount to 
about 40,000 M. annually. This sum should be deducted 
from the yearly expenditures, leaving a net sum of about 
300,000 M. 

In round numbers, the Reichsanstalt has cost $1,000,000, 
and the annual appropriation for its maintenance is 875,000. 

A very pertinent inquiry is, what are the results of all 
this expenditure? Might not more good be accomplished 
by State aid to some existing technical school or university ? 
In the memorials to which reference las already been made, 
Prof. von Helmholtz and Dr. Werner, Siemens pointed out 
the advantages likely to accrue to Germany from the main- 
tenance of an Imperial institution for research, which should 
at the same time assume the cognate fuuction of fixing and 
certifying standards of mechanical and physical measure- 
ments. 

Attention was drawn to the fact that other countries, 
notably England, had enjoyed great renown in science 
because of the brilliant researches and discoveries of some 
of her scientific men, who had the good fortune to be possessed 
of leisure and large private means, and the scientific spirit to 
devote them to investigations demanding both as a sine qua 
non, These conditions the memorialists declared were lacking 
in the fatherland. Her scholars, who had the enthusiasm 
and the capacity for exact scientifie investigation, possessed 
neither the private fortune to devote to it, nor the uninter- 
rupted time for the execution of the work. They were to 
be found among the men engaged in teaching, but their 
professional duties absorbed their time to such an extent 
that only an inadequate residue remained; and even that 
little was divided into fractions too small to admit of the 
sustained and continuous attention which any important 
investigation demands. 

It was further pointed out that if the Government would 
supply the conditions favourable to scientific discovery, the 
men could be found whose work would reflect great credit on 
the State, while the interaction between pure science and its 
applications to art and manufactures would put Germany in 
the forefront of scientific renown and of the intelligeut appli- 


. cation of science to useful purposes. 


It was further urged by Von Helmholtz that the brilliant 
investigations of Regnault and other French physicists 
many years ago should now be repeated with the superior 
methods and instrumental appliances available at the pre- 
sent time. These investigations drew the attention of the 
scientific world to France, and made it the focus of scientific 
interest, Her instrument makers, even up to the present, 


have reaped a rich reward in foreign orders for instruments 


made eminently desirable, and almost indispensable by these 
distinguished French investigators. 

Other problems, too, needed solution, problems forced to 
the front by modern requirements and discoveries. The 
applications of electricity, for example, present new ques- 
tions for science to answer, while the interests of the con 
sumer at the same time call for some form of control by the 
State of the instruments employed in fulfilling contracts, 
The very units in which such measurements are made need 
to be authoritatively settled—a task demanding the highest 
manipulative skill in experiment, and the most refined 
appliances which experience can suggest and money pur- 
chase. 

The German Government admitted the force of these con- 
siderations and made splendid provision, both for pure 
science and its technical applications, by founding the Im- 
perial Institution at Charlottenburg. The results have 
already justified in a remarkable manner all the expenditure 
of labour and money. The renown in exact scientific 
measurements formerly possessed by France and England 
has now been largely transferred to Germany. Formerly 
scientific workers in the United States looked to England 
for exact standards, especially in the department of elec- 
tricity. Now they go to Germany. So completely has the 
work of the Reichsanstalt justified the expectations of its 
founders, and so substantial are the products of this already 
famous Institution, that other European nations are follow- 
ing Germany’s example. Great Britain has already made 
an initial appropriation for a national physical laboratory 
to be organised on a plan similar to that of her Teutonic 
neighbour. Mr. R. T. Glazebrook, who has long served as 
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Secretary of the Electrical Standards Committee of the 
British Association for the Advancement of Science, has 
been appointed Director, and has entered on his duties. The 
new Institution will absorb the old Kew Observatory, and 
other buildings will be added at once for the extension of the 
functions of this Observatory, so as to include the larger 
enterprise contemplated in the establishment of the new 
National Laboratory, 
(To be continued.) 


CURRENT SPECIFICATIONS. 


XXXVIT.—BRISTOL ELECTRIC CRANE. 


SUMMARY. 


Karten’ f Contract. -Supply and erection at Avonbauk electricity 
works of one electrically-worked crane. 

Working Loud of Crane.—15 tons. 

pproriincste SNpan.—M feet 9 inches. 

Test Load.—One and a quarter times normal full load. 

Total Vertical Litt,—45 teet. 

Clearance from Centre of Rails to Engine. Room Wall.—9 inches. 

Clearanee trom Topof Running Roils and Lowest Portion of Roof.— 
9 feet 9 inches. 

Speed of Longitudinal Travel.—50 feet per mint te. 

Speed of Transverse Mot/on.—20 feet per minute. 

Hoisting, Slow Specd.—12 tons, 4 feet per minute. 

Hoisting, Quick Specd.—-3 tons. 18 feet per minute. 

Sustem of Working.—One motor of Siemens or other approved 
make, semi-enclosed type. 

Voltage of Cireuit. —500 volts. 

Siriteh Gear.-—An approved starting switch and resistance, and 
minimum release. 

Mechanical (earing.—Vo be so arranged that crane may be worked 
by hand power for all motions when desired. 

AUernative Oner.- -An alternative offer for a three-motor crane 
may be submitted i 

Npecitied Dide of Completion. une 21st, 1901. 

wenaltu for Late Campletion.— -£50 per week. 

Speettcd Terms of Payment,—-Forty per cent. of contract price 
on delivery of the whole of the materials, 40 per cent. on comple- 
tion, 20 per cent. 12 months later. 

Linath of Period of Mainfenance,—l'welve months from date of 
complet ion. 

Stipulations as to Removal of Foreman. —Natisfactory. - 

Stipulations as to Wages Paid to Workmen.—Acceptable. See 
comments below. 

Amount of Surety demanded from Coutractors.-—Two, to be jointly 
and severally bound with contractor iu sum of £200. 

Arbitration Iron. Limited. See comments below. 

Date for Reecipt of Tenders.—November 22nd, 1900. 


The specification before us has been prepared by Mr. 
Н. Faraday Proctor, A. M. I. C. E., M. I. E. E., the city elec- 
trical engineer of Bristol, and asks for the supply and erec- 
tion at the Avonbank electricity supply station of one 
15-ton electric travelling crane. 

The span is 47 feet 9 inches, the total vertical lift 
15 feet, and the test load 1] times the normal load. 

Although offers are asked for one motor capable of work- 
ing the three motions, hoisting and longitudinal and trans- 
verse travel, it is open to tenderers to quote as an alternative 
for three-motor cranes. 

It is expressly stated that only tenders from crane manu- 
facturers will be considered, the motor mentioned in the 
specification being of Messrs. Siemens’ semi-enclosed type, 
though this latter may be **of other approved make.” 

Many of the gencral conditions are of such a character 
that they may be accepted by the contractor without unduly 
iucreasing the business risk of the contract, but in several 
particulars modifications may fairly be asked for. 

Powers are reserved by the following clause to the engi- 
neer to extend the due date of completion, should any 
unavoidable cause have delayed the work. 

This is only reasonable, though in some specifications 
the wording of the clause is such that no alteration i8 per- 
missible. - 

The contractor shall commence the erection of the crane and 
other goods covered by this contract not later than June 1st, 1901, 

. aud he must complete the whole of the works by June 21st, 1901. 


Provided always that if any «general strike or other unavoidable 
cause shall, in the opinion of the engineer, hare unduly delayed or 
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impeded the contractor in the completion of the contract, it shall}, 
lawful for the engineer to grant an extension of time, if he shall think 
fit, without affecting the validity of the contract. 1$ the engineer, iz 
exercise of any power vested in him by the contract, shall subst. 
tute another date, in writing, for the completion of the works, the 
contractor shall complete the same by, or before, the snbstitated 
date, as though the same had been originally inserted in the com 
tract. Should the contractor fail to complete the works at tb: 
times and in the manner specified in the contract, / shall pay lo thy 
Corporation, by way of liquidated deinages, and not as a penalty, the 
зит of £50 per week for each and every week during which the work 
remain incomplete. 


Another good feature is the manner in which the con- 
ditions as regards maintenance are stated. The onus of proof 
of fault on the part of the contractor is thrown on the 
Corporation, and results of acts of wilful carelessness on 
the part of the servants of the Corporation are expres 
excluded from the operation of the clause, As worded, it 
reads :— 


The contractor shall, for a period of 12 months after the due of th 
engineer's certificate of completion, maintain the work aud keep il w 
perfect repair. If, during this time, any defects of materials or 
workmanship should appear, or if the efficiency of the work should 
in any way deteriorate, the contractor shall forthwith make guod 
such defects or deterioration at his own cost, and to the satisfactio 
of the engineer. 

In the event of the eontractor failing to comply with the йр 
lations of this clause, it shall be lawful for the Corporation to make 
good апу defects and deterioration, and deduct the cost of ths fom 
any money due, or to become due to the contractor. Yori шү, 
that the contractor shall not be liable for da mage to the work uf ler am. 
pletion, and during the period of maintenance, if such damag mhall 
have been caused by fire, or by any wilful act, or neglect of the sroti 
of the Corporation, or by fair wear and tear. 


If any part of the materials supplied are found to be 
unsuitable, it is open to the Corporation to make use of the 
rejected parts on paying 5 per cent. per annum of their ож 
price. This power is contained in the following stipuh- 
tion :— 


If the work, or any part thereof, fails to pass the standard of tes 
specified, the engineer may totally reject such work or part thereof, 
and the contractor shall submit to a deduction being made from his 
contract price according to the schedule of prices hereto annexed, 
or, where the rate is not contained in the schedule, according to th 
estimate of the engineer, in respect of such rejected work, the inter- 
tion being that it shall be lawful for the Corporation to obtain, 
without additional cost, the particular work from another party if 
the present contractor shall fail to carry out any works, or part of 
works, in strict accordance with the specification. /л the 
the Corporation rejecting the works, materials, or plant supplied, or ав 
portion of such works, materials, or plant, they shall have power t 
retain and use them, paying for such use the sum of £5 per ent. per 
annum upon their value, until such time as they can substitute atha 
suitable works, materials, or plant in place thereoy. 


# real Vy 


Sub-letting is forbidden except by express permission of 
the engineer :— 

The contractor shall not underlet or sub-contract with апу pera 
or persons for the execution of any portion of the work without the 
written consent of the engineer, nor shall he assign the eoim 
without the written consent of the Corporation. 

The clause relating to wages to be paid to workmen maj 
be accepted by any firm of high standing. It reads :— 

The contractor shall pay his workmen the rate of wages generali; 
accepted as current for a competent workman in his trade, under s 
penalty of £50, or under pain of forfeiting the contract, af the 
option of the Corporation. 
and may be considered ав an interpretation of the fair wags 
clause, which should be acceptable to all parties. 

One curious stipulation reads :— 

In case the terms of the contract are not duly performed, the 
party failing to perform the same shall (in addition to amy other 
liability under the contract) pay to the other party а penalty 
of £l. 

We wonder that more of those municipal engineers vi^ 
either hold or have held prominent positions in the Muni- 
cipal Electrical Association, do not adhere to the wording 8 
agreed upon between the representatives of the Municipal 
Electrical Association and the Electrical Plant Маш 
turers’ Association. | 

The arbitration proposal made in thse specification 
limited in its application, several importan® points, epee. 
any relating to the correct interpretation of the specifica 
being left to the sole decision of the engineer. The actus 
wording is :— 

If any dispute ог difference (ercelusive of all «putestions whs 


aret 


powers of, or which are to be determined by the cine) shall ar 
under this contract between the Corporation aud the ag ciu 
upon any matter whatever arising out of this corstract, such 9979 


ux 


- 
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ut difference shall be referred to an arbitrator, and this contract of 75 lbs., the pipes for a higher pressure, On these are placed iron, 
Hall for such purpose be a submission under the Arbitration Act, copper, galvanised perforated iron or earthenware trays, or trolleys 
1889." which contain the material to be dried. After the door, which is 

у ; 8 fitted with an india-rubber joint, has been closed, a high vacuum 
while the phrasing of the model clause is : of at least 28 inches of mercury is created by means of an air- 


In esse any dispute or difference shall arise between the purchaser, pump, whilst exhaust or live steam passes through the heating 
or his engineer on his behalf, aud the contractor, either during the shelves or pipes. At a very moderate temperature of the material 
progress of the works, or after the determination, abandonment, or to be dried—about 95° F. (35° C.)—the water іп the corresponding 
breach of the contract, as to the construction of the contract, or as to vacuum begins to evaporate briskly out of the substances, and the 
the reasonableness of any extra charge, or as to the withholding by latter dry rapidly. The charging of the chamber is simple, and its 
the engineer of any certificate to which the contractor may claim to working clean aud reliable. The temperature may be regulated by 
w entitled, then either party may, within 72 hours, but not later, valves in the steam pipes. As to the steam consumption, we 
vive to the other notice in writing of the existence of such dispute understand that this is very small As a rule only 1:2 lb. of heating 
ur difference, and such dispute or difference may be referred to steam is required to evaporate 1 lb. of water out of the previously 
arbitration, which arbitration shall be deemed to be a submission to heated substance that is to be dried. This includes the motive 
arbitration within the meaning of the Arbitration Act, 1889. power for the air-pump, where the exhaust steam from the air-pump 


А ; engine is used for heatin oses. Such au economical consump- 
We consider that to be of real valu e the operation of an tion of steam is only posible by drying under vacuum. Summed 
arbitration clause should be unlimited, and tenderers no up in asentence, Herr Passburg claims for his system that it is a 
doubt have stipulated to that effect. rapid and economical method of drying material for electrical manu- 
facture, at a very low temperature. The dryers for india-rubber and 
chemicals used for vuleanising are made for a capacity up to 3 tons 
of rubber per 24 hours. A drying chamber of No. 5 size, which 
2 | eccupies only 8 feet x 6 feet 6 inches x 8 feet, will dry 2 cwt. in 
| f - one or two hours, or 14 tons of wet rubber in 24 hours. Size No. 9, 
VACUUM DRYING APPARATUS which is for dynamos, motors, large anchors, bobbins, and such like 

work, is shown in our illustration. 
An important factor with this drying system is the combination 
Tur patent vacuum drying apparatus, of which Herr Emil with the apparatus of a testing arrangement, which tells exactly 
Маршу, of Bruecken - Allee, 33, Berlin, has long made a when the drying process has been terminated. With the manufac- 
speciality, is very largely used by Continental manufacturers of ture of cables this is especially important, as the expensive un- and 


ables and electrical machinery, and au effort is being made releading of an insufficiently dried cable cannot occur; in a similar 
to bring it more prominently before the attention of similar way it also refers to motors and dynamos, where not unfrequently 
frms in this country. These dryers are employed in a very the copper under the insulation has oxidised through the latter not 
lage number of chemical and explosive factories in Europe, having been sufficiently dried before being impregnated, and it is 
ind, judging from the number of repeat orders received, the therefore of the utmost importauce that the iusulation should' be 
ervice they have rendered has been more than satisfactory ; as absolutely dry as possible before being dipped. ^s this is only 
but we are concerned chiefly with their application in the electrical ^ possible under vacuum, which process is again quite independent of 
manufacturing industries, and a few circulars which are before us climatic influences, the vacuum dryers have proved to be an impor- 


contain not only brief descriptive notes and illustrations, but also a list -tant acquisition to electrical manufacturers. 
of come of the more important electrical factories and electricity 
works which are using the apparatus. Such firms as the Union 
Electricity Company, of Berlin, the Helios Company, Messrs. 
B Boveri & Co., pads Siemens & Halske, and the ооа | 
ectricity Company, of Berlin, are among the Continental cable, 

dynamo, and motor factories, and Messrs. Felten & Gilleaume, ELECTRIC SHOCK FATALITIES. 
and Messrs. Pirelli & Co. (Milan), are listed among the india-rubber : 

works where Mr. Passburg's machines are at work. The English Tue NEWPOR' " 
wers include the India-Rubber Company, of Silvertown; Mr. HE NEWPORT ÁCCIDENT. 

leidor Frankenburg, of Manchester; Messrs. Reddaways, of AN adjourned inquest was held at the Town Hall, Newport (Mon.), 
Manchester; Burroughs, Wellcome & Co., of London; and on Friday last, touching the death of Mr. Thomas William Griffiths, 


Electromotors, Limited, of Manchester. No doubt as the dryer electrician at the Newport ciectrical works, whose death occurred 
becomes better known, its usc in this country will rapidly extend, on Monday afternoon, November 12th, under circunistances which 
particularly among the large number of dynamo and motor makers are shown by the evidence hereafter. The Mayor of the borough 
Md cable manufacturers. It is made of cast or wrought- was on the bench with the Coroner, as well as two factory inspectors 
ima of various sizes and construction, according to the (Mr. Augustus Lewis and Mr. T. O. Edwards) repre-euting the 


particalar class and extent of work for which it is required. Home Office. 

: FRED. ARTHUR WATKINS, switchman at the works, said: The 
deceased was one of three electricians in charge of the works under 
Mr. Copland, the manager. The accident happened on Monday, 
November 12th, at 3.55 p.m. Deceased was behind the switch. 
board, where he had gone after receiving a telephone message from 
one of the jointers on the mains. Mr. Griffiths asked witness to 
hold up the cable, which he was going to connect on to the circuit. 
The current had been stopped at No. 4 panel to allow the men outside 
to work on the cable. No one was allowed to go behind the board 
unless some one in authority went with him; it was necessarily a 
daugerous place. Deceased should have had india-rubber gloves 
on; they were kept on a table in the switch room. Не was con- 
travening the regulations of the works in not putting them on. 
India-rubber insulating mats were laid the whole length of the 
switchboard, and there was pleuty of room for four or five men 
standing abreast. Deceased had misplaced a spanner, and was 
crouching in front of No. 4 panel, and said, Where's the spanner? " 
The next thing witness saw was a flash and decensed rolling over on 
his back. There was no smell of burniug. Witness did not see 
clearly what he touched, but he must have come in contact with 
some live terminals. From what he saw afterwards, he thought his 
left kuce must have touched a terminal When witness saw what 
had happened, he went to the top of the switch room steps and 
shouted for help. One or two others came up and tried artificia] 
respiration. A notice showing diagrams from the ELECTRICAL 
REVIEW illustrating modes of artificial respiration was hung up in 
the room, and attempts were made for 35 minutes to promote 
respiration. A medical man was sent for at once. There was 
more than 4 feet clear space between the switchboard and any 
wall. 

In answer to the chief Home Oftice inspector, WrrNEss said a type- 
written letter was fixed up in theswitch room warning persons not 
to make connections or do switch work without the aid of gloves 
| and mats provided for that purpose. Witness did not have gloves 

: on. The only other person behind the board was a pupil. 
һе apparatus is designed to remove the water thoroughly, rapidly, PERCY CHARLTON, a student at the Newport electricity works, 
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jd at low temperature from materiale, bringing about a great said he went behind the switchboard to see some gear which had 
тше in time, fuel, cost of plant, and working expenses. been tested. He saw deceased working with a spanner on a terminal 
The apparatus consists of a cast or wrought-iron chamber, or of the dead panel. Witness saw a flash reflected along the panels, 
‘tinder, which is closed hermetically at опе or both ends by doors. and noticed deceased spring up into the air and fall on his back. 
de apparatus contains a number of closed steam or heating shelves He groaned a little, and doubled himself up. Witness ran after 


' pipes, arranged one above the other, or round the sides of the Watkins and shouted for help. and then pulled deceased away and 
yer. The shelves are, as a rule, made strong enough for a pressure straightened his legs out. 
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ARTHUR HAROLD FELTON, one of the electricians in charge, said 
he was called after the accident to help the deceased. A little piece 
of scorched cloth, corresponding with a rent in the knee of deceased's 
trousers, was seen on the live terminal. 

In answer to the Home Office representative, Witness said the iron 
door leading to the back of the switchboard was not necessarily 
kept locked, but anyone going behind would have to speak to the 
electrician in charge. He should also consult the log sheet kept in 
front. Witness did not always wear gloves when working behind 
the board, and said he did not think he should alter his practice 
after the accident. Of course, if au accident occurred, he would 
have himself alone to blame. A man could work better without 
than with gloves. 

CHARLES DALZIEL CoPLAND, borough electrical engineer, said he 
had been in charge of the works since 1895. He went to Newport 
as Mr. Hammond's local engineer in 1894, and ever since then he 
had had an intimate knowledge of the station. Deceased was 
employed at the works in 1896 as ап electrician to take charge. He 
had had a previous short experience at Leeds. Witness had worked 
without gloves just in the same way as the deceased. 

The Coroner: Familiarity has bred contempt then? 

WiTNEss: Well, not that exactly. With india-rubber gloves one 
must be quite sure that they are perfect, or else there may be more 
danger than working with the open hand. A hole as big only asa 
pin will admit current. He should, however, expect anyone working 
at the terminals, alive or dead, to wear gloves. He did not think 
anything could be done to make a switchboard less liable to acci- 
dent without still more complicating matters. No doubt the 
deceased was in an unsteady position whilst crouching down to con- 
nect the circuit terminal with the earth main, but he did not think 
the suggestion of Mr. Lewis representing the Home Office) of raising 
the working place so as to allow of a man working in a standing 
position was practicable, because it would involve raising the plugs 
too high for practical purposes. The switchboard was designed and 
supplied by Fowler's, of Leeds, and he thought it was the best 
hoard of the sort that could be made. There had never been a 
serious accident at the works before. There was по doubt that if 
the deceased had worn gloves he could not. have got the fatal shock. 
He was an experienced man. 

The result of the post-mortem examination made by Dr. Vines and 
Dr. Macormack was stated. by the latter gentleman. The heart 
was dilated and the blood dark, but the left side of the heart was 
contracted. The lungs were healthy. The liver was very much 
enlarged. Further examination of the heart and liver showed that 
both were n a diseased condition; with the organs in this 
state a very slight shock would kill him, and he was even 
liable to die at auy time. He considered that, having regard to the 
Huid state of the blood, the cause of death was an electric shock 
acting upon a diseased heart. It was difficult, however, to say 
whether the deceased fell and then fainted, or fainted first and then 
fell against the live terminal. The immediate cause of death was 
paralysis of the heart. The deceased, with such a heart and liver, 
would not live long 1n. any case—probably not more thau two or 
three years. 

After the Coroner had delivered an address, the jury returned a 
verdict that death was due to paralysis of the heart, caused by an 
electric shock. ‘They exonerated the officials of the works from all 
blame, and considered that Mr. Copland, the chief electrical engi- 
neer, had taken all necessary precautious, but they thought that in 
future the management should see that gloves were worn. 


Тик MARYLEBONE ACCIDENT. 


On Thursday last week Dr. George Dauford Thomas, coroner for 
Central London, held an inquiry at the Marylebone Coroner's Court 
into the circumstances attending the death of Rowland Herbert 
Peckworth, aged 22 years, an assistant electrical engineer, who died 
from an electric shock whilst at work at the Metropolitan Electric 
Supply Company's works at South Street, Marylebone, on Tuesday 
morning, 13th inst. Mr. G. Blenkensopp, H M. Inspector of 
Factories, watched the case on behalf of the Home Office. 

REUBEN PEcKWoRTH stated that the deceased, his son, had 
been in the employ of the Metropolitan Electric Supply Company 
as assistaut electrical engiueer at their works at South Street, Mary- 
lebone, for 18 months, aud he enjoyed excellent health. On 
Tuesday morning he received a telegram informing him of the death 
of the deceased, and he afterwards heard that the deceased was 
engaged at the works iu pytting in a switch at the switchboard, 
when his hauds, by some means, came into contact, with the current, 
aud his death was instantly caused. 

Guys BRANDEN, а switchboard attendant in the employ of the 
Metropolitan Electric Supply Company, stated in amswer to 
questions by the Coroner, that men engaged at the works were 
lastructed as to their duties aud what precautions it was necessary 
to take. Gloves were provided for use in the work. On Tuesday 
inorning at seven o'clock witness went to the works and found the 
deceased there, at work. At half-past eight he and the deceased 
were engaged in connecting some large cables with the switch. 
Deceased would not wear gloves but would use insulated handles, 
and if such were used the work could be done with perfect 
safety. He turned round and saw the deceased falling, he then 
noticed that. deceased had received a shock, he evidently, instead of 
taking hold of the insulated handle, having taken hold of the metal 
work with both hands, the result being that the current had passed 
through him. He pulled him away by taking hold of his coat. 
Means were at once used to restore hiw, but without avail. A 
doctor was called and it was found that be was dead. 

A JUROR asked if there was any likelihood of witness receiving a 
shock iu pulling the deceased away ? 


The Witness said that there was if he had attempted ty py) 
him away by the hands, and therefore he took hold of him by the 
coat. | 

By the Coroner: There was no doubt but that the de 
took hold of the switch thinking at the time that it was not charel 
Deceased could see by a lamp overhead whether the curreyt wa 
on or off. 

The Сокохен said that deceased must have by mistake taken | 
of the metal and got a current through it. 

ARTHUR Wyatt, superintendent of the South Street sayy 
stated that the deceased had been an assistant for 18 months aod 
he was well acquainted with the duties and regulations with regan 
to what precautions it was necessary to take for safety. There wa 
at the works a large switchboard, aud there were certain connection. 
with it, in fact, over a dozen. The connections could be made with 
perfect safety if the deceased took hold of the insulated janie 
The switchboard itself was insulated. Deceased went on nen 
duty and bad been at work all through the night receiving come 
from the station at Willesden. Witness went to the works vou 
half-past nine on Tuesday morning and then found that the devs 
was dead. The deceased had evidently intended to make a conic 
tion and he took hold of a switch with both hands, evident s ann 
forgotten that the switch was fully charged, and the result was thu 
the current passed completely through him. Had deceased word 
above his head he would have seen whether the current was ou or 
not hy the pilot lamp. At the time of the accident the volg was 
1,000. In reply to the Coroner, the witness said that he exami. 
the machinery and found nothing amiss with it. The work гш 
deceased was doing was similar to that which he would d 
day. 

By the Facrory INSPECTOR: There was 
deceased touching the metal if his hand slipped. 
posed metal on the switchboard. 
by the handle all was safe. 

Dr. Joun PoLLOCK Simpson stated that he was called toe th 
deceased, and fonnd him dead. The hands were both destro ei 
clearly showing that electricity had passed through the body tr 
onc side to the other, and death was caused instautly from shoes. 

REGINALD Topp, chief engineer to the company, siid thsi 
the ordinary precautions were taken for the safety of those eune 
at the works, and to спар e anyone to see whether the curet wa 
on a switch, there was a pilot lamp above. It was evident ths 
this instance deceased took hold of the switch by the metal pori 
with both hands, thinking the current was off. He would сое 
whether it was possible for some method to be adopted by wiu 
similar accident could be avoided in the future. The switch ve 
constructed so that it should be used by ene hand only, aud to pre 
vent the hand slipping from' the insulated handle on the bare mita 
there was a flange at the end of it. 

GEORGE BLENKINSOPP said that he had visited the works, wiu 
found that there was certain metal on the switchboard that was 
exposed. In 1896 а Royal Commission made a number of mo 
mendations, one being that with regard to switchboards a. me a 
work should be insulated or means taken to make it impos 6: 
workers to touch it. The recommendations of the Comnuttee ov 
up to the present not been put in force by the Home UNS 
authorities. 

The Coroner said that he should not advise the jury to rect 
mend in their verdict any particular kind of protection to be taxe 
because they, as laymen, might recommend something that ш + 
unsuitable. They had better leave it to the company to find out w5 
was the best method to adopt. | 

The jury returned a verdict that the deceased dieu 102 1 
effects of shock from electricity arising ata time when the iex 
hands came in contact with the electric current of a switch wii i 
was changing the current, and that the death arose from ac 
causes. The jurors would recommend to the immediate cous0 
tion of the company the necessity of protecting the use 
in such a manner that a similar occurrence cannot happen шип 


nothing to 
There v 
If the switch was taken h 


THE AUTOMOBILE CLUB TRIALS OF 
ELECTRICALLY-PROPELLED VEHICLES 


Tuk Automobile Club of Great Britain has don 7 
service to the electric vehicle industry of this cousin 
inaugurating the trials which we described m 
last issue, and the best thanks of those interesu 
due to the Club and to the judges and o^ 
who gave much time and patience, as well as te | 
secretary of the Club for his able orgauisation under "n 
difficult circumstances. The results obtained uii 77 
disadvantages must be accepted as proving the ргис! 
of electrical propulsion on common roads. 
in every way established the commercial utility ù 
clectro-mobile once for all in this country. The ^ 
distance run on rough roads and through hilly os 7 
on one charge, the ease of control. their ren 
smoothness ip running, absence of vibration, and ei 
electric energy, make the electrically-propelicd canes 
assured success. 


4 


` 
^ 


Yol 47. No. 1,200, Моувивив 23,1900.) THE ELECTRICAL REVIEW. 


817 


One of the conditions (7) was that the place of assembly 
and routes were not to be made known to the compctitors 
until shortly before the trials. This was an unusual condi- 
tion, and is believed never to have been previously made 
imperative in the trials of petrol cars. [t is difficult to 
understand the reason for such precaution, and certainly it 
had the very great disadvantage of not letting the public or 
those interested know where to view the carriages % route. 

The station chosen, as our readers have already been 
informed, was Chislehurst : the stables and yard in which 
the carriages were assembled quickly became a quagmire, 
owing to the extremely wet weather and heavy traffic. 
The station engineers, however, did their very best to make 
everybody comfortable, but the mud rendered it impossible to 
vive proper attention to the cars. 

The conditions hitherto applied to petrol cars are not 
altogether suitable for electric cars. When petrol cars 
stop the engine still continues to work, whereas the opposite 
is the case with electric cars. 

Аз to the conditions of the trials, the charge taken by 
each carriage was recorded each day. The method of 
observation during the runs by noting the time and current 
taken every five minutes was open to question, and was 
certainly not strictly reliable, as it did not take iuto 
account the intervening reading. As an example, when 
going downhill a mile could have been run in the five 
minutes, and no record taken of the small current used. 
The mean of tle readings are useful as a guide, taken 
with the drop of voltage during the run, and the total 
watt-hours could he calculated from a curve of the same 
battery discharged at approximately: the same rate as 
during dhe trip. The results, however, when they are 
made known, will doubtless be instructive. 

Another condition was that all stops on the journey other 
than for traffic, or without reasonable cause, should be taken 
as running time. This, however, would make any calcula- 
tion of watt-hours per ton-mile impossible. It was stated as 
a reason for this condition that electric batteries recuperate 
during stoppage. This is not exactly correct ; a stop docs 
allow the depolarising gas to pass off, and the battery starts 
fresh with all possible E.M.F., but this is an advantage 
inherent to electrically-propelled vehicles, and is a most 
useful feature at the end of a long journey. 

The route chosen for the first day’s run was over exceed- 
ingly hilly country, with long gradients of 1 in 40, 1 in 20, 
aud short hills of 1 in 10; the route bristled with notice 
boards—“ Caution to cyclists, this hill is dangerous.” In 
the whole 35 miles there did not appear to be five of 
level road. Two expert cyclists who followed the cars on 
this day, described it as “mountain climbing and mud 
pushing,” and stated they would rather cycle the 50 odd miles 
from London to Brighton than the 35 miles chosen, and this 
was the generally accepted opinion. The weather was 
unpropitious; it was raining and cold, and the roads were very 
heavy in places; as a consequence, anything like long distance 
runs, or good average speed was impossible. The speed down 
hills had to be repeatedly checked for fear of side-slip. In spite 

of all this, five of the seven carriages that started ran 
practically the whole distance. One carriage ran nearly 
60 miles, and a smaller vehicle 37 miles on one charge. 

The second day's run was taken as a hill-climbing test, 
and all the five carriages did the distance, two of them 
running about five miles in addition. 

The third day’s run was about 30 miles on the same roads 
as the first and second days’ trials ; four of the five carriages 
did the distance, and the other one had trouble with its 
chain gearing owing to clogging of bearings with road sand. 

The fourth and last day’s run was optional, but four of 
the carriages did long journeys. 

Ou the whole, under the more than ordinary difficulties, 
the four days’ successive spins were made with an aggregate 
of about 600 miles for the five vehicles, or an average of 
about 30 miles per day for each vehicle with hardly a 
mishap. 

It will be interesting to-compare these with some 
experimental trials of electrically-propelled vehicles recently 
made in America. The figures given of these trials, as the 
result of many runs, varied from 25 watt-how's per ton-milc* 


* Reduced to English weight. 


on slight down grades, to 200 watt-hours per ton-mile on 
slight up grades over very rough road, cobble and macadam ; 
the average results obtained on streets of New York with 
some gradients of 1 in 40, being 100 watt-hours per ton- 
mile (English ton). The cost of 100 watt-hours per ton- 
mile at 3d. per unit, comes out at two-thirds of Id. 
In a recent ruu of an electric carriage from London 
to Brighton, 53 miles, on one charge, through very hilly 
country, but with good roads, the journey was made at an 
average speed of 10 miles per hour for 150 watt-hours per 
ton-mile, which, at 3d. per unit, is practically $d. per ton- 
mile, an allowance of 25 per cent. being added for loss in 
charging. This result agrees with the figures obtained in 
New York, and tends to contirm the faveurable opinions 
formed as to the future of electrically-propelled vehicles. 

One of the most interesting features in the Club trials 
was the recuperation, or charging the batteries, down steep 
hills; on some of the hills as much as 25 per cent. of the 
maximum current taken in ascending, was returned when 
descending the other side, and this was taken advantage of 
by several of the demonstrators. 

The experience gained by electric carriage builders during 
the trials was worth all the cost and vexation, such experi- 
ments tending to develop a most promising industry. 

We would suggest that tests in the future should be 
arranged by a joint committee of the Club and the com- 
petitors. The time, place, and routes chosen should be made 
public some weeks beforehand. 

The trials should be real efficiency trials, somewhat as 
outlined below :— 

1. Vehicles divided into classes and countries. 

2. Electriral.—KElectrical efficiency points for :— 

lst day.--Three short runs 1 to 2 miles in three speeds of 3, 6, 
and 12 miles, with self- recording meters. 1. On level roads. 2. 
Grades 1 in 40 to lin 80. 3. Grades 1 in 10 to 1 in 20. Nine 
runs in all; each competitor at his very best. 

2ud day. Long run without limit as to distance, reasonable stops 
allowed, into the country and back, starting from a centre in London. 
Take readings every 2 minutes, and drop ia volts, and gradients 
measured to compare with first day's tests. 

3rd day.—Run of 30 miles from London to suburbs. 
as before, &c. 

4th day.—30 miles in London streets. 
note being taken of control. 

The motors and batteries should be tested as to suitability 
and efficiency. The system of control and circuit should be 
considered. 

З. Mechanical. —Mechanical efficiency in pounds per ton- 
mile to pull carriage on level roads, This to enable 
accurate calculations being made. Design of carriage and 
comfort of passengers. Construction of carriage, method of 
placing motors, batteries, &c. Gearing. Brakes. Steering 
arrangement. Weight and proportion of battery and motor to 
carriage ; proportion of whole carriage to useful carrying 
capacity. 

The committee might elaborate these points, and the trials 
would then give sufficient data to enable the proportions of 
battery weight to load-carrying capacity to be determined. In 
the recent trials one carriage weighed 24 tons and carried two 
passengers, while another carriage weighing only about 16 cwt., 
also carried two passengers, Of course the larger carriage 
made longer distances, but the why and wherefore must be 
reduced to rule. The best gearing, motors, batteries, and 
system of control could be more nearly determined, and 
inuch interesting data as to road friction, windage, power 


Readings 


Readings as before, special 


required for inclines, &c., could be arrived ut, and would 


be most acceptable to the new industry. 


CORRESPONDENCE. 


Comparative Cost of 110-volt and 220-volt Supply. 


When we were supplying at 110 volts on the networks, we 
were charging on the '"number-of-lamps-installed " basis 
£e, during the winter quarters a consumer had to use 
eight units per 8-C. P. lamp installed per quarter, and during 
the summer quarters two units per 8-C. P., making in all 
20 units per 8-C. P. lamp per zunum to be charged at 6d. ; 
any units over and above were charged at 3d. With the 
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220-volt supply we are charging on the maximum demand 
basis, the price being 64. for the first hour and 3d. after- 
wards. 

AVERAGE PRICE PER Unit: CHARGED, 


110 volts. 220 volts. 
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I enclose a few instances showing the average price 
obtained when charging on the above systems, which may 
be of interest to your readers. 

Horace Boot, Lerouyh Electrical Engineer. 

'Tanbridze Wells; // 19/5, 1900, 
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Cable Testing (Transformers for). 


І write to point out that a method exists—and the neces- 
sary plant, also—which, for the purpose above-mentioned, 
cannot be beaten either on the score of prices, simplicity, or 
efficacy, 

So simple is the method to which I refer, and so few, I 
presume, are those interested in the matter, that I will not 
tuke up your space with diagrams or illustrations. 

I have already had the pleasure of going into this method 


with engineers, who have promptly expressed their satisfac- 


tion by ordering the necessary plant. 

If Mr. Wright, or others, who are looking for cable 
testing plant. care to communicate with me at Globe Works, 
Harrow Road, London, T shall be happy to. go into the 
matter with then also, 

A. F. Berry. 

November 20st, 1900. 


Aluminium Jointing. 

In the review of Mr. Wm. Maver's article which appeared 
in the October number of our magazine, Mr. J. Wright in 
the current issue of the ELECTRICAL REVIEW, states :— 
* Another drawback to the use of aluminium which has, I 
think, deterred English manufacturers from employing it in 
this connection is the difficulty of making an effective joint, 
there being at present no satisfactory method of soldering it, 
although several apparently satisfactory mechanical devices 
have been mooted for this purpose.” 

It may interest you to know that this difficulty has now 
been solved in America. A few weeks ago we had an 
Inquiry from a firm of optical instrument makers, who asked 
us whether we knew of a satisfactory solder for aluminium, 
and on making inquiries, we found that in America, a Mr. 
Richards was manufacturing a solder which had proved very 
successful. We obtained some for our correspondents and 
asked them to let us know what results they had, and in 
reply they informed us as follows :—** We have received the 
sample of Richards aluminium solder and the pamphlets, 
and we are pleased to tell you that for the first time we have 
heen able to successfully solder aluminium, This metal may 
now become extremely useful.” 

We are at a loss. to understand why this solder has not 
been introduced into this country, but if Mr. Wright would 
care, we would obtain some of this solder for him, which he 
could test for himself. E 
For the Editor, ('esster's Magazine, 

E. G. King. 
Viet 15th, 1900. 


Once Bitten —. 


Tshould be much obliged to have your opinion in regard 
to an experience of mine. A few weeks ago I was one of the 
selected candidates, six in number, to appear before the 
Electric Light Committee of a certain town of Erin, and was 


London Electric Supply Cor- 


informed that my second-class fare would be paid. T accord- 
ingly accepted the invitation, undertook the railway journey 
оп а cold, wet morning, leaving home аё 9.0 am. After, 
most wearisome time in the train, | was treated to a variety 
entertainment on the briny, and after passing safely throug) 
some other critical ordeals, I duly arrived at this mest 
important town of ; 

The next morning the other five candidates and myself 
were interviewed, and, fortunately for me, I was not the suc- 
cessful candidate. I was told to forward my expenses to the 
clerk, as the Committee did not require us any further, 
After a long wait at this large town, and an even more 
impressive variety entertainment—in a full gale—on the 
briny, and later a long wearisome railway journey, l—or 
Me was left of me—arrived home cold, weary, and sad at 

eart. 

A few days later I forwarded my expenses, as requested, 
but received, after waiting several days, a cheque for my 
railway fare only, with a polite intimation that no other 
expenses could or would be allowed. 

I should like to know, Mr. Editor, whether anyone else 
has had a similar experience, and would strongly advise all 
my brother engineers to take warning by my case, and never 
cross the briny to “Old Erin" without having in writing 
a distinct understanding that all out-of-pocket expenses will 
he paid. Of course, this warning does not apply to England, 
where these matters are more justly and even generous!) 
dealt with. 


One of the Six, 


— — — — 


THE LONDON ELECTRIC LIGHTING 


AREAS. 


A PROPOSAL of great moment, affecting the areas of supply of 
electricity undertakings within the -metropolitan area, is fore- 
shadowed for the coming session of Parliament. The Board o 
Trade is the promoter of the application, which is published in la«t 
Tuesday's London ‘‘azelte. The following is an abstract :— 

To provide for the alteration and readjustment of the areas of 
supply of electricity within the administrative County of London or 
any parts detached therefrom under the London Government Act, 
1899, as authorised by the Acts and Orders made by Parliament and 
the Board of Trade, 80 as to make the boundaries of those several 
areas co-terminous so far as may be with the areas of local 
government fixed by the London Government Act, 1899, and the 
Orders in Council authorised by and made under the provisions ei 
that Act. 

To alter and readjust to such extent as may be found necessary 
or expedient for any of the above purposes, or as Parliament 
may prescribe, the boundaries of the existing areas of supply of 
the authorities and companies set forth in the schedule hereafter 
appearing, either by extension or limitation of those areas, and 
for any of those purposes to vary, amend, extend, repeal, or alter 
such of the provisions of the Acts and Orders mentioned in the 
said schedule as may be found necessary or deemed expedient. 


SCHEDULE. 


Acts and Orders under which the several 
areas are fixed, 


St. Pancras (Middlesex) E.L. Order, 1883. 
Hampstead (London) E.L Order, 1892. 
Shoreditch €.L. Order. 1892. 
( Whitechapel District E.L. Order, 1892. 
. Limehouse District E.L. Order, 1900. 
Mile End Old Town E.L. Order, 1900. 
" " | St. George-In-the-East Е L. Order, 1900 
Hackney Borough Counc Tu 
Stoke Newington Boro' Council ; Hackney E.L. Order, 1898. 
Hammersmith Borough Council Hammersmith E.L. Order, 1993. 
Islington Borough Council Islington E.L. Order, 1893. 
Poplar Borough Council. ' Pop'ar District E.L. Order, 1998, 
Battersea Borough Council Battersea B.L. Order, 1896, 
Fulham Borough Council .. Fulham E.L. Order, 1897. 
Southwark Borough Council .. Newington E.L. Order, 1897. 
Barnes U.D.C. "T a .. Barnes E.L. Order, 1898. 
Hornsey U D. C. ee .. Hornsey E.L. Order, 1898. 
Bermondsey Borough Council Bermondsey E.L. Order, 1899. 
Bethnal Green Borough Council Bethnal Green B.L. Order, 1899. 
Lewisham Borough Council .. Lewisham District E.L. Order, 1899. 
Chelsea Electricity Supply Com- Chelsea E.L. Order, 1886. 
pany, Limited 
Brompton. and Kensington ) | 
Electricity Supply Company, - House-to-House E.L. Supply Order, 18:9, 
Limited ) 


Authority or Company. 


St. Pancras Borough Council .. 
Hampstead Borough Council .. 
Shoreditch Borough Council . 


Stepney Borough Council 


1889. 


poration, Limited London Electric Supply Corporation, E.L. 


53 Electric Supply Corporation E.L. 
(Metropolitan) Order, 1890. 
Metropol tan Electric Supply Company (Mid- 
London) L. Order, 1839. 
Metropolitan Electric Supply Metropolitan Electric Supply Company (West 
. Company, Limited | London) L. Order, 1889. 
| Metropolitan Electric Supply Company (Рай 
: dington) L. Order, 1890. 
Notting Hill Electric Lighting | Notting Hill E.L. Order, 1889. 
mpan ; Limited . пое Hill E.L. Order, 1895, 
Crysta ace District Electric Crystal Palace a: d District E.L. Order, 189. 
upply Company, Limited Crystal Palace District E.L. Order, 18%. 
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City of London Flectric Light- Southwark E.L. Order, 1891. 
ing Company Limited 
South London Electric Supply Lambeth E.L. Order, 1892. 


Corporation, Limited 
County of London (North) E.L. Order, 1892. 
Southwark E.L. Order, 1892. 
Wandsworth F.L. Order. 1892. 
8t. Olave E L. Order. 1895. 
County of London and Brush | Camberwell E.L. Order, 1896. 
Provincial Electric ** St. Saviour's District E. L. Order, 1896. 


Company, Limited. County of London (Eas!) E. L. Order, 1897. 

i County of London (Northern Extensions) EL. 
Order, 1897. 

| Holborn and St. Giles E. L. Order, 1898 (No. 1). 

| Battersea E L. Orde . 1900. . 

Blackheath and Greenwich Dis- ( Blackheath and Greenwich District E.L. 
trict Electric Light Company, - 8 1-97. : 
Limited. ackhenth and Greenwich District (Exten- 

sion) E.I.. Order, 1899. 

To provide for the extinction, variation, or alteration, so far as 
may be found necessary or expedient for any of the above purposes, 
of any of the existing powers, authorities, rights, privileges and 
duties of the several authorities and companies mentioned in the 
foregoing schedule over orin relation to any portions of their exist- 
ing areas of supply which may be detached or taken away under the 
provisions of the Bill, and the conferring of new powers and the 
extension of existing powers, rights, privileges, and duties in the 
case of any area of supply extended under the provisions of the Bill 
beyond the area of supply as now authorised. 

To eonfirm, or provide for the confirmation by the Board of Trade 
of any arrangements as between company and company which may 
be made by any electric lighting companies within the administra- 
tive County of London for the purpose of making their areas of 
supply co-terminous so far as may be with the areas of local govern- 
ment fixed by the London Government Act, 1899, and the Orders 
ш Council authorised by and made under the provisions of that 
Act, and to enable such companies to enter into agreements for the 
said purpose. 

To make and enact all such provisions as may be necessary or 
expedient for enabling authorities and companies supplying or 
uithorised to supply electricity within the administrative county of 
Loudon or any parts detached therefrom under the London Govern- 
meut Act, 1899, to make temporary arrangements and enter into 
tracts and agreements for temporary purposes, and to have effect 
tor a limited period only relating to the supply. of electricity or any 
other matter or thing in any way incidental to or connected with 
such supply, and to confer upon the Board of Trade all necessary 
powers for enabling them to sanction, alter, or disallow any such 
contract or agreement. 

To confer all such other rights, powers, and privileges as may be 
necessary or convenient for the purposes aforesaid, and to vary or 
extinguish existing powers, rights, and privileges which would in 
шу manner impede or interfere with any of the objects of the 
iutended Act. 


LEGAL. 


Марказ ELECTRIC TRaMWays Company, LIMITED, ELECTRIC Cox- 
STRUCTION COMPANY, LIMITED, v. COOPER AND OTHERS. 


іх the Chancery Division of the High Court of Justice on Thursday 
last week, this case came before Mr. Justice Cozen -Hardy, the chief 
pont involved being whether the first mortgagees — debenture 
bolders—who were in possession by their trustees, were entitled to 
‘he whole amount which had been advanced and expended by them 
ou the Madras Electric Tramways Company's undertaking, in 


priority to the second mortgagees. The facts sufficiently appear 


from the following judgment :— 

Мг Justice Cozens-Harpy, in giving judgment, said that the 
real question at issue was who were entitled to a sum roughly of 
£80,000, which represented the purchase money of the Madras 
‘Tramways undertaking, and in what priority that sum was to be 
paid out. There were several claimants. In the first place there 
were the trustees, who claimed their costs, charges, and expenses, 
which were not disputed, and therefore must be paid, and then there 
vere several persons who claimed a 6 per cent. charge in priority to 
everyone, and they claimed for the full amount of the advances 
which had been made. These claimants were the plaintiffs in the 
uon, the Electric Construction Company. There were also first 
debenture holders, the Construction Company being some of the 
ürst debenture holders, but not quite all. They were 5 per cent. 
debentures, besides which there were second debentures, half 
1 which were held by the plaintiffs, and the other half 
ò the British Electric Traction Company. The facts 
of the case were shortly as follows:—The Madras Tramways 
Company, which was now in the course of winding-up, borrowed 
money by means of the issue of a 5 per cent. debenture, and there 
Үз а covering deed to which Sir Daniel Cooper and Mr. Bartlett 
were the trustees. These gentlemen, as trustees, had, under the 
“rms of the covering deed, power to take possession of the con- 
œm onthe happening of certain events, which happened in 1895. 
[n short, default was made by the Madras Company, and the trustees 
catered mto possession. ‘They had power to carry on the business, 
which they did, and in doing so spent large sums of money. One 
ot the trustees was a director of the plaintiff company, and the 
эме! procured for the purpose of carrying on the business was 

rnished by the plaintiff company. This went on for some time, 
until in 1897 there had been a very large sum of money advanced, 

Us under these circumstances the state of things was this:— With- 
ut the concurrence of the first debenture holders, no prior charge 


could be given, except by means of the requisite majority ascer- 
tained at a meeting called under the terms of the debentures. The 
Madras Company might get a first charge in priority to the charee 
of the first debenture. A transaction took place in 1897, by which 
the Madras Tramways Company, the Construction Company, and the 
debenture holders and the trustees all came together in the sense 
that they arrived at a certain bargain, the terms of which were 
contained in а deed of January 13th, 1897. That deed was made 
between the Madras Tramways Company of the one part, 
the Construction Company of the second part, and the 
trustees of the third part. Among the recitals of that deed it was 
provided that interest should be first charged on the undertaking of 
the property both present and future in priority to the principal 
money and the interest secured by the debentures. The meaning 
and effect of that charge was that it was a charge which gave the 
Construction Company an absolute first security upon all the 
property, and the Tramway Company gave them interest at the 
rate of 6 per cent. on that charge. The validity of that charge was 
not, and could not, be disputed. On the face of the deed it was 
plain that the only relation of debtor and creditor which subsisted 
was that between the Madras Tramways Company on the one hand 
and the Construction Company on the other. The Construction 
Company did not lend the money to the trustees, but the contract 
was that they should advance to the Madras Tramways Company, 
and the latter had to give a first charge in priority to all other 
charges at the rate of interest of 6 per cent. per annum. Although 
the plaintiff company were under no obligation to lend the Tram- 
ways Company further moneys, they did lend very large sums in 
addition. Upon what terms did thev lend these further moneys ? 
They were advanced upon the condition that they should be part 
of and subject to the security given by the mortgagors for 
these further advances carrying 6 per cent. interest. That 
system of advance was practically made, and that security was 
absolutely beyond question until the moment arrived in November, 
1898, when the plaintiff company had notice that the Madras 
Tramways Company had done what they were perfectly at liberty 
to do, namely, issue a second debenture to the defendants, the British 
Electric Traction Company. He (the learned Judge) thought that 
he must find that the terms of the bargain were set out in the deed 
referred to, and that he could not, and ought not, to consider what 
might have been the rights of the parties if the money had been 
advanced by the plaintiffs to the trustees independent of such a 
deed. In the result, he must hold that any advances made by the 
plaintiff company subsequent to November 25th, 1898, when notice 
was given of the second mortgage, were postponed to the second 
mortgagees' claims. | 


WOLVERHAMPTON CORPORATION v. THE Britisn ELECTRIC 
TRACTION COMPANY. 


In the Chancery Division on Thursday last week, Mr. Justice Joyce 
had before him the case of the Mayor, Aldermen and Burgesses of 
Wolverhampton v. British Electric Traction Company. It had 
reference to the running powers enjoyed within the borough of 
Wolverhampton by the company running the train service to and 
from Sedgley and Dudley, the Corporation having taken powers to 
purchase the undertaking within the borough limits. The issue 
depended chiefly on the construction of Section 17 of a Provisional 
Order of 1880, as follows: —“ If at any time hereafter any tramways 
are constructed or purchased in the borough of Wolverhampton hy 
the Corporation of that borough, the promoters shall, if required by 
the Corporation, and if duly authorised by provisional order, or by 
Act of' Parliament, make and maintain, at the joint expense of the 
promoters and the Corporation, all necessary and convenient junc- 
tions and communications between the tramways of the promoters 
and the tramways of the Corporation, and the Corporation and the 
promoters shall respectively, if empowered by Parliament, and so 
required, grant to each other running powers over their respective 
tramways, upon such provisions and terms as to compensation and 
otherwise, as shall be settled" by mutual] agreement or by the Board 
of Trade. . 

Mr. Warmington, Q.C., Mr. Hughes, Q.C., and Mr. Underhill 
appeared for the Wolverhampton Corporation, and Mr. Free- 
man, Q.C. and Mr. F. Thompson for the defendaut company. 

The action was brought for specific performance of a statutory 
contract, by which the British Electric Traction Company were said 
to be under liability to sell the portion of the tramway in question 
within the borough limits to the Wolverhamption Corporation. 
Originally the rights to construct the tramway were obtaiued by 
promoters under the Provisional Order of 1880. The undertaking 
passed in 1393 to the Dudley aud Wolverhampton Tramway, 
Limited, and last year was acquired by the defendants in the pre- 
sent action, who took over whatever rights and privileges their 
predecessors enjoyed. The Wolverhampton Corporation also in 1899 
obtained an Act of Parliament giving them power compulsorily to 
purchase the tramways within the borough limits, the sum paid in 
consideration to be agreed upon. On September 20th the Corporn- 
tion gave notice to the defendants of their intention to purchase, 
but the value could not be agreed upon, and Sir F. Bramwell was 
appointed arbitrator. A purchase price of £4,250 was, however, 
agreed to before the arbitrator sat, aud that sum was accordingly 
made his award. On April 5th, 1900, the defendant company wrote 
that on receipt of the purchase money the deed would be eugrossed, 
but subsequently that letter was withdrawn by telegraph, and the 
defendants refused to complete the contract for purchase and sale 
unless the Corporation gave them running powers over the portion 
of the line to be acquired by the municipality. In defence it was 
pleaded that the Corporation refused to grant the mutual running 
powers to the defendants to which they claimed to be entitled by 
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Section 17 of the Provisional Order of 1880, and being apprehen- 
sive that the Corporation would sever the portion sold from the 
remainder of their undertaking, they accordingly refused to com- 
plete the contract. By way of counterclaim they asked for a 
declaration by the Court that on conveyance of the tramway in 
question to the Corporation the defendants became entitled to 
running powers over the Corporation’s line. 

Mr. WaRMINGTON opened the case, observing that it resolved 
itself into the construction of Acts of Parliament. Subject to a 
small point about certain parcels, it would be agreed that the sub- 
stantial question was this: The defendant company said that they 
were entitled by statute to running powers over that portion of the 
tramway which was the subject matter of the contract. The Cor- 
poration denied that. He then went cxhaustively through the various 
provisional orders and Acts of Parliament relating to the Wolver- 
hampton tramways, summarising his argument into two contentions. 
First, that the defendants were sceking to apply Section 17 of the 
Order of 1880 to a subject matter wholly foreign to that section. 
It was a section introduced into the provisional order for the pro- 
tection of the local authority against the promoters. It was nota 
section which gave additional powers to the promoters, but sub- 
jected the promoters to certain liabilities at the request of the Cor- 
poration. His second point was that in the Tramways Act of 1899 
the same idea was carried forward, because Sub-Section 4 of Section 5 
of that Act provided Nothing in this Order save only this section 
provided shall authorise the promoters to exercise any powers 
withiu the borough of Wolverhampton.” What the defendant com- 
pany were actually seeking was to have running powers on a tram- 
way within the borough, not by this Act of 1899, but by the Act of 
1880, although the provision of the last Act was that they shall only 
have such powers as are “by this Act conferred." That was followed 
and confirmed by the Corporation’s Borough Act of 1899, which 
provided by Section 54 that as soon as the acquisition authorised 
by Section 5 of the Tramways Act of 1899 had been carried out, 
the Provisional Order of 1880 should cease to apply thereto. There- 
fore he submitted that the contract was by statute, and that the 
Corporation were entitled to specific performance. 

Mr. FREEMAN, for the defendants, said the only point he was 
concerned to argue was whether his clients had a right to the running 
powers they claimed. He submitted that Section 17 was inserted 
in the Provisional Order of 1880 not wholly or principally in the 
interests of the Corporation, but in order to secure for everyone 
concerned, and the public, that continuous means of transit should 
be preserved from outlying places like Dudley and Sedgley into the 
heart of the borough of Wolverhampton.“ Its object was, that the 
Corporation should give necessary facilities, so that passengers 
should under no circumstances be enforced against their will to 
alight at the borough boundary merely because it stood at a par- 
ticular point. On a fair reading of the section, what was to take 
place was this:—If the Corporation had constructed & tramway 
within the borough, and someone outside had brought up a tramway 
to the other side of the borough boundary, then the promoters, if 
so required by the Corporation, should make the necessary junctions 
and communications to join up the two lines. In this case the line 
within and without the borough boundary was in actual physical 
continuance, and it did not, he submitted, lay within the 

wer of the Corporation to say that because they did not require 

he promoters to do that which was impossible, viz., make junc- 
tions and communications, because these, iu fact, were already made, 
therefore the second part of the section which related to running 
powers did not arise. The language was plain, that if the Corpora- 
tion was so empowered—as, in fact, it was so empowered—and was 
required by the promoters—as it had been required—to- grant 
running powers, then the Corporation “shall” grant such powers. 
Apart from the legal obligation, the arrangement was absolutely 
fair, because the company running trams over the Corpora- 
tion's lines would receive only the cost of so running, and the profits 
would go to the Corporation. It would be a gross public inconvenience 
if either party was entitled to cut arbitrarily the already existing 
line, or to stop the through running of the trams. 

Mr. THompson followed on the same side. 

Mr. WARMINGTON replied on the arguments, observing that his 
learned friends had endeavoured to persuade his Lordship to decide 
on what they believed to be the interests of the public, rather than 
on the words of the Act of Parliament. This was a special clause 
for the benefit of Wolverhampton only, and not for the benefit of 
the public as apart from the interests of the borough. The duty 
cast upon the promoters was the making of communications with 
something else, not with nothing else. Here there was nothing else. 
It was clear that the section contemplated a joining up of a Cor- 
poration’s tram]inc, and an independent undertaking by promoters 
outside the borough, and to get over the difficulty, the defendants 
had been driven to argue that part of the tramways of the pro- 
moters ceased to be part of tbe tramways of the promoters, and 
became other tramways when purchased by the Corporation. An 
Act of Parliament could do a good deal, but except in very clear 
words, it could not make such a change as that. 

Mr. Justice JovoE intimated that he would consider his judg- 
ment. 


THE NATIONAL TELEPHONE COMPANY v. GULLIVER & Co. 


IN the Westminster County Court, on Monday, the case of the 
National Telephone Company v. Gulliver & Co., came before his 
Honour, Judge Lumley Smith, Q,C., and a special jury, and was a 
claim for £17, a year's telephone rental in advance from Messrs. 
Samuel Gulliver & Co., wine merchants, of Argyll Street, W. The 
defendants counterclaimed £20 damages against the plaintiff com- 


pany for failing to carry out their contract to give a telephone 
service. | 


Mr. Compton Smith was counsel for the plaintiffs, and My. 
Minton-Senhouse for the defendants. 

It appeared from the case for the plaintiffs that an ordingr 
agreement was entered into in 1898 under which defendants’ work 
at Belvedere Road, S.E., and their premises at Argyll Street were 
connected with the company’s service. The rental was to be 217 4 
year in advance, dating from the date of the completion of the 
service—December 12th. There was a difficulty at first, and the 
company consented to make a rebate by starting the year from 
February 14th, 1899. The first year’s rent was paid, and defendanta, 
when the next amount was due, February 14th, 1900, wanted the 
annual date altered to April Ist. That was not done, and it жы 
necessary to sue for the year's rent, in advance, payable on 
February 14th last. There was a deal of correspondence, defendants 
were cut off,” and decided to fight the company “tooth and nail, 
and go toa higher Court if necessary. The contract was for five 
years. | 

On the counterclaim a mass Of evidence was called to the effect 
that the plaintiff company never had supplied a complete service, 
Under the first clause of their agreement they were to erect and 
maintain, in good working order, the subscriber's exchange line and 
instrument,” and under the second clause, they were to repair and 
restore the line, and use every endeavour to speedily restore com- 
munication in the event of breakdowns. Defendants’ telephone 
used to ring up every five minutes “ for nobody,” and when required, 
was found not to be in order. .  — 

To rebut this, evidence was called by the plaintiffs to the effet 
that every care was taken to attend to any complaint at once, and 
give the defendants the best service possible in telephonic and ele. 
trical knowledge. 

Counsel on both sides addressed the jury, and Mr. Сомртох Sym 
pointed out that the contract early set out that the conditions wer 
"subject to the performance by the subscriber of the conditions 
herein named.” Defendants did not perform them, because thes 
did not pay their rent—one of the conditions—so plaintiffs wer 
justitied in stopping the service. On both sides the case was re 
garded as one of importance. 

The jury found on the claim for the plaintiff company, and on 
the counterclaim for the plaintiff company, the latter by the Judge: 
direction. ; 

Judgment was given accordingly. 


CHAMBERLAIN & HOORHAM v. THE BRADFORD CORPORATION. 


In the Chancery Division on Tuesday Mr. Justice Kekewich had 
before him the ease of Chamberlain & Hookham, Limited, t. the 
Corporation of Bradford by way of appeal by the plaintiffs from a 
decision of the taxing master as to the principle on which the costs 
in the aetion should be taxed. 

Mr. FLETCHER Мооттом, Q.C., who appeared in support of the 
appeal, said that the action was one brought by the plaintiffs 
against the defendants for alleged infringement of а patent for an 
electric meter by which the amount of electricity supplied conld be 
measured. The action was tried before Mr. Justice Farwell, who 
decided in favour of the defendants. When the matter came before 
the taxing master, he decided that the defendants, being a public 
body, were entitled to have their costs of the action as between 
solicitor and client. As a matter of fact, the real defendants were 
the Thomson-Houston Company. The Bradford QCorporaticn were 
only nominal defendants, the fight being really between the 
plaintiffs and the Thomson-Houston Company. That being so № 
contended that the case did not come within the provisions df 
Section 1 of the Public Authorities’ Protection Act, 1893. А 
the letting out of the meters by the Corporation was ошу a 
permissive act by the terms of their provisional order, the Public 


‚ Authorities’ Protection Act did not apply, and the Corporation 


were only entitled to have their costs taxed in the usual way. 
Mr. Moulton submitted that the Public Authoritics’ Protection Act, 
1893, was never intended to apply to such a case as the present. 
There was a great difference in a public body being “compelled” 
to do something. by reason of its provisional order, and being 
“ permitted " to do it. In this case the defendant Corporation were 
by the provisional order “ permitted " to let out the meters. He 
submitted that all the Corporation were entitled to was to have the 
costs taxed in the same way as ordinary people. 

Mr. A. J. WALTER having followed on the same side, 

His LoRpsHIP, without calling on Mr. Bousfield, Q.C., (with him 
Mr. Grey) for the defendants, in giving judgment, said he had not 
the slightest doubt about the point raised. The defendant Cor- 
poration were empowered by their Act of Parliament or provisions 
order to maintain electric power, and, among other things, to let 
out meters for hire. In those circumstances he thought the case 
came within the terms of Section 1 of the Public Authorities’ Pro- 
tection Act, 1893, and that the taxing master was right in holding 
that the Corporation were entitled to their costs as between solicitor 
and client. The appeal must be dismissed with costs. 

Leave to appeal was granted. | 


CROMPTON & Co., Limrrnp, т. ALBRIGHT. 


Tus case, which was believed to have an electrical interest, was in 
the list for hearing before Mr. Justice Farwell, in the Chancery 
Division on Wednesday. 

Upon the case being called on, Mr. Rearmatp Bray, Q.C., stated 
that the parties had come to terms, and his Lordship wonld net be 
troubled to hear the case. 

His LonpsuriP: I suppose the parties are sui juris? 

Mr. Bray said that they were. 

His Говоѕнір: Very well. 
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_PULVERMACHER v. MOTT. — shares, andjif they weretrealised there might bejsomething’ for the 

; in the Westminster County Court, the case of shareholdors. ~ =- оо 1 -- 4 00 
ee Е Mott was tried by his Honour Judge Тасі; His}Lorpsuip granted the supervision orderinskedi for, and iaaĩd 
Smith QC.,and was an action brought by Messrs. Pulvermacher it would be best to limit the powers of the committee of inspection 
wd Co, Limited, of the Galvanic Establishment, 194, Regent to the dealings in connection with the realisation of the assets of the 
Street, London, W., to recover four guineas, the balance of the price company: 
of a galvanic belt, from H. Mott, a cycle maker, of Oxford. 

Plaintiffs’ case was that in September a “galvanic concentrated Tu 
combined belt was sent to defendant at his request. The price i 
was five guineas, and he sent a guinea on account, and agreed to pay 


— 


the remainder by instalments. Some months after the belt came ARC LAMP NOVELTIES. 
back by post with a request that a portion of the guinea should be 
returned. 


The defendant said he had paid so much for medicine that ho WE recently had the pleasure of visiting the Gilbert Aro Lamp 
asked to be allowed to pay by instalments for the belt. After Company’s works at Chingford, and examining the Apparatns! pro- 
wearing it for a time he began to suffer from headaches, and he duced therein. "The pirer deTrésistance tis, of course, the ате lamp, 
became 80 bad that he laid in bed unconscious. 

Mr. Noan MITCHELL, managing director of the plaintiff com- 
‘pany, denied that defendant’s illness could be the result of wearing 
tie belt. Many thousands were worn. They generated oxygen 
und hydrogen in the muscles, He produced a book entitled, “What 
Galvanism, Nature's Chief Restorer of Impaired Vital Energy, Has 
Dune, and is Doing,” a copy of which was handed tothe judge, who 
proceeded to ask many questions, in answer to which the witness 
ssid galvanism produced oxygen and hydrogen through the circula- 
tion, the liquid matter, the blood, the moisture and the nerve 
matter. 

His HosovB : Not the bladder? 

Wrrxrss: Noth! ag to do with the bladder. 

His HoxovR: The liver? 

WrrNESS : The liver, kidneys, muscles and stomach. 

In auswer to further questions, he said concentrated meant 
there was battery every half inch, and went on to speak of cells. 

His Honour: How do you spell cells ? 

WITNESS: С-ө-1-1-8. He went on to say the belt would cure, not 
canse, headaches, and called attention to а copy of a letter in the 
took mentioned, in which it would be seen a belt was supplied to 
the late Charles Dickens, the novelist. 

His Honour said it was an order, but Dickens could not be cross- 
examined about it now. He then quoted from the book a line about 
"curative efficacy in all the ailments flesh is heir to," referring to 
ml vanism. 

Wrrxess said that did not include fever, and said they did not 
undertake to cure anyone. The belts lasted about 18 months, or 
until the zinc was eaten away. Defendant required it because he 
was low-spirited, irritable, and over-worked- He drew attention to 
the testimonials in the book. 

His Honour said one on page 75 was certainly a good one. The 
writer said :—“ For three years I was a victim to the unspeakable 
horrors of melancholia ; so desperate did I consider my plight, that 
more than once I made attempts on my life.” Coulda person hang 
himself with one of these belts ? 

Witwess said they could not. Did not know how much they cost 


to make. Could not say whether they cost half a guinea. This was Complete End- post gear, fixed by 50—80 hour lamp; four 
not a question of four guineas, but whether plaintiffs must stop their two bolta through teak block iiai серо 
EA plan, and so deprive many of the great benefit of these Fia. 1. Fra. 2. 


The DEFENDANT said it was represented to him that the belt | | 
woulddo him good. It did not, and he returned it. He hoped the with its various modifications: but the company’s operations 


judge would say he had paid enough. include a variety of other work, such as transformers for constant 
His Honour said defendant filled up the form in the book stating current and constant pressure, choke coils, switch gear, &c. | 
what he was suffering from, and he was sent this belt as being опе The principal features of the lamp are its substantial construction 


likely to cure him. He said it did not: but, so far from doing him and simplicity. Unlike the great majority of modern arc lamps, 
gcd, it otherwise affected him. He thought the legal position was 
that the warranty was that the belt should do him good, and he was 
entitled to say he would pay so much as it had been no good to 
him. He (the judge) thought he had paid enough, and he should 
give him judgment, but without costs. 


MrERCIER'S Patent, LIMITED, v. THE New FLIxT COLLIERY 
Company, LIMITED. 


Tats case, which came on at the Manchester Autumn Assizes, was 
anaction to recover the amount of an account for work done. 

The case for the plaintiffs was that they carry on business in 
Collier Street, Salford, and that they entered into arrangements 
with the defendant company to put into their colliery at Flint an 
electric light and telephone installation, and provide certain 
machinery. The defendants had made a payment on account, but 
they refused to pay the balance, on the ground that the work was 
Dot exécuted efficiently, and that the prices charged were excessive. 
The amount now claimed was £120. 

The jury gave a verdict for the plaintiffs, with £90 damages. 


REcORDING TELEGRAPHS, LIMITED. 


THE petition of Messrs. Segrue & Co., Limited, for the compulsory 
Winding-up of the Recording Telegraphs Company, Limited, 
Was again before Mr. Justice Wright in the Companies’ Winding-Up 
Court on Wednesday. 

COUNSEL said it was a creditor's petition, and it had stood over | 
[rom time to time with a view of amending the petition. There had Fia. 3. 
been a voluntary liquidation, and it had been agreed that they 
should take a supervision order. 

Mr. ASHTON CBoss, for the company, assented, and also to a it is a clutch lamp, but is essentially of the focussing type; one 
committee of inspection composed of two creditors and one share- might have supposed that almost every possible form of clutch had 
bolder He said the assets of the company consisted largely of already been made use of by arc lamp inventors, but Mesers. Gilbert 
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have evolved a form oftclutchjunlike'lany§welhave ever previously 
met with. Success has only been attained by inexhaustible patience 
andtexperiment, together with many years’ experience both in the 
making and using of arc lamps, and the mechanism of the present 
lamp has been 12 years in'perfecting. | 

The clutch, however, is by no means the only interesting feature 
of the lamp; the upper carbon rod is entirely dispensed with; the 
lower rod is of rectangular section, and slides freely in a single long 
guide; there is a false bottom to the lamp, with a free circulation of 
air between the real and the false, to keep the mechanism cool. 
The carbon holders are very simple, and self-centring. 

The general appearance of the mechanism is shown in one of our 
views, fig. 7—which, by the Way, represents a double-carbon open arc 


Enclosed A. C. lamp, 


complete with trans- Lamp pon 5 Choke coil. 
former to run off 200 b 91 smg 7 ins. di 

volts. about Sins. x Tins. diam. 

FIG, 4. Ес. 5. Fia. 6. 


lamp, carrying 6 feet of carbon, and burning 50 to 80 hours, accord- 
ing to the current density in the carbons, although it is of ordinary 
dimensions and practicability. The backbone of the single lamp 
consists of a stout brass tube carrying a pulley at the upper end, 
and the double base at the lower end. A flat copper cord rmm- 
ning over the pulley connects the upper carbon holder, a split 
mass of metal, weighing about 2 lbs., with the top end of the lower 
rod. The upper holder swings freely inside the tube, the carbon 
being steadied by a guide hole in the lower base close to the arc. 
In trimming, both the carbons are rapidly clamped, lining up almost 
automatically ; the operation, as we proved, being quite easy, 
even when the carbons are 18 inches long. The controlling gear 
consists of double solenoids supported by the central tube, and 
acting on U-shaped cores; these are connected with a rocking beam 
pivoted on the central tube, and operating the clntch. The 
piston of the dash-pot is connected directly with the iron core, 
so that no strain comes on the pivots. Thereis no other mechanism. 
For parallel working a series-wound double solenoid suffices ; 
for series working on moderate pressures (up to 500 volts}, a 
shunt-wound double solenoid is used. For series working on high 
pressures a single serics-wound solenoid is added, which, however, 
lifts its core off the end of the rocking beam, and holds it up out of 
the way while the lamp is burning, itssole function being to release 
the clutch and allow the carbons to run together when the current 
is not flowing. The current with these lamps can be varied at will. 


By substituting the U-shaped core for the ordinary straight соге, · 


and two short solenoids for the single long one, the makers have 
found it possible to exert a much larger controlling force witha 
smaller expenditure of power, and much less copper; at the same 
time a powerful strike and retrace have been obtained. The last 
mentioned feature is of considerable importance ; the full retrace is 
obtained with a current only 15 per cent. above the normal, and ina 
few seconds from striking the starting current is within that value. 
This point we verified with an Evershed ammeter, on a circuit of 
six 10-ampere arcs in series. 

The clutch in this lamp necessarily acts downwards; it consists 
mainly of a flat frame, which is supported from the rocking beam 
by & single link at one end. The frame turns freely on a pivot 
screwed into the link, and is pressed upwards by a small flat spring, 
fixed to the link in such a way that when the clutch is depressed 
in striking the arc the grip on the rod is greater, while, when 
approaching the feeding point, the tension of the spring is relaxed. 
The grips consist of a serrated edge and a flat self-adjusting 
brass button; these grip the flat sides of the carbon rod so long 
as the clutch frame is horizontal, but release it when the 
frame is tilted by an adjustable stop The feed takes place by 
imperceptible degrees, producing no appreciable change in cither 
the current or the light. As there is only one carbon rod, obviously 
there is only one rod to clean, and there is ouly one fitted guide, so 
that the possibility of sticking is remote ; moreover, current is led 
by flexibles direct to the carbon holders, so that the rod cannot be 
pitted by sparking. 

The absence of a top rod enables a much greater length of carbon 
to be used than is usual, while, nevertheless, the lamp over all is 
shorter; even the lamp to which we have already referred, contain- 
ing six feet of carbon, is shorter than most ordinary patterns. 

While no pains have been spared to perfect every detail of the 
lamp proper, the exterual arraugemeuts have not been neglected. 
The cover is of artistic proportions, and the globes of new and 


graceful shapes; in some cases the latter are split, a novel dey quA US 
rendering the carbons readily accessible. Fig.3isa separate e 
of the hood for attachment to a post ; the conductors ingde the Ко 
are securely clamped, and the central hook is rigidly fixed ig e ies 
insulator. The hood is made in two parts, telescoping, 80 that the PEE 
lamp can readily be hooked up and the connections atterwan, 3E. EES 


made with the leads coiled in a loose spiral; the hood is the VE . 
adjusted, as in fig. 2, and the result is a weatherproof, vent ws 
and flexible connection of small dimensions. There is no chance gf N 


the leads working and becomiug damaged inside the post, B 

Figs. 4 and 8 show alternate current lamps complete with с=т 
transformers, ready for coupling up direct to а 200-volt cirai- | 
These trausformers are made by the firm, and are so devised with ` head: 
definite rate of magnetic leakage as to need no separate choking Bose 
coil, while they are well ventilated inside. By leaving projecting di — ize” 
loops in the secondary winding, it is easy to adjust the ratio d 
transformation to suit local conditions. The transformer which we | 
illustrate in fig. 5, minus its cover, is of a type intended for 
inclusion in the base of a post. 

A complete set of switch gear is also standardised by tha 
company; this is shown in fig. 1. It consists of a 
short-circuiting switch, a neat fuse, an automatic cut-out, and two BUSI 
extremely simple disconnecting switches, all carried on porcelain 
slabs, and mounted with the regulating and compensating reus 
ances, also on porcelain, on a teak block, which is bolted inside the 


|| 


and neither the heavy gales nor the vibrations of the trolley Mili 7 
upon which they are mounted appear to affect them. E. m 

A neat little choking coil of a modified Hedgehog type is WI = = 
subject of fig. 6; in this case also, as in the tras Wan. 
projecting loops of wire are left in the outer layer, to provide Mea. 
necessary adjustment. 


post. The whole is very simple, compact, and inexpensive. Electric: 

The whole of the arc lamps on the Blackpool Esplanade wet Йэ 
repla ed by double carbon lamps about two years ago, working ig "ni 
series, with rectitied currents; the current can be altered at | BS 
from 12 to 6 amperes, without affecting the working of the h d РИ 


former for ашу" “®%® „ р 
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Mechanism of 50-80 hour double carbon 
lamp. 


Fra. 7. 


Besides open arc lamps for direct, rectified, and alternating c. 
rents, Messrs. Gilbert have devised enclosed lamps for D.C. 
A.C. with great success. A peculiarity in these, and their А.С. И 
generally, is the avoidauce, as far as ible, of cored Carun qu 
which, they say, are the chief cause of dirty globes Two ' 
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are Dever uscd in their lamps; sometimes not even one. 
‚ this means "blueness" of the light is minimised, and the 
deney of the lamp increased. They have, in fact, by a simple 
«oe. found it possible to burn enclosed alternating arcs with 
+» solid earbons quite steadily, without fear of pumping such 
sally occurs under these conditions. Also, the clutch has 
орохо to be effective on circuits with a frequency as low as 
15 ~ рег second. 
\mongst other installations, a large number of series alternating 
| mps have been installed at Harrogate. 
other novelties which we saw were a neat automatic cut-out for 
protect the shunt coil, a trigger being released by the 
owing of a fuse, and cutting the lamp out of circuit: a simple 
pensator for two lamps in series off 100 volts A.C., each lamp 
ug practically independent of the other, and taking 45 volts; а 
ple rectifier with large air-gaps and other special features, &c. 


BUSINESS NOTES. 


Electrical Wares Exported. 


Week ENDING Nov. 2187, 1899. WEEK ENDING Nov. 20TH, 1900. 


\ielnide .. T .. Value £42 ' Amsterdum.. .. Value £197 
candria .. Pt: „ ТОЭ Auckland .. s T . . 321 
sterdam .. - на .. 442 Bombay - bx - .. 883 

E Teleg. mat. З 45 | " Teleg. wire .. 301 
Telephones T 50 | Buenos Ayres - T .. 72 

intwerp, Elec. fuses .. .. 302 | ” Teleg.mat. .. 690 
lona, Teleg. cable „ AT Calcutta. M ке .. 615 
элу .. zt T $a: M Onpe Town .. $a x eO 0 04 
Teleg. wire b^ 29 | Christehurch - е4 in 81 

ane, Te eg. wire * 25 Constantinople .. " one 162 
поз Ayres ЕЗ 0225 | - Teleg. wire 83 
Teleg. mat. ie 1 Durban ss - is 214 

tta o 75 122 | East London e" 85 .. 134 
Town еә 810 | Genoa TM E с a 40 
abo i 2"4 | Gibraltar .. = т T 29 

,  Teleg. apparatus 55 Halifax. Teleg. cable.. . . 7817 
penhagen Ау "M T 26 |, Hamburg js is T 18 
„ Teleg. wire ‚‚. 294 | vi Teleg. mat. .. . 400 
nerara. Telephones T 30 Hiogo. Teleg. cables. .. 683 
tan. Teleg. mat.. «.. 1,5 5 | Lyttleton .. = T .. 270 
sast London bs Ар 263 Mauritius . EN и i 68 
À Elec. tramears .. 472 Melbourne .. af 5а 985 
ur 95 ot e 173 Ostend ee © - . . 1,25l 
the burg ‘ ме " 67 | Otago.. - ay em .. 182 
" Teleg. wire .. 19 | Port Chalmers .. - es 15 
lax, Teleg. cable .. .. 49,000 Port Elizabeth  .. - . 996 

amburg .. — .. * p& | | Rio Janciro.. = 24 .. 80 

| ‚ Teleg. mat. oe, 200 | КА Teleg. mat. . 41,147 

"nz Kong. РА Es .. 183 | Singapore .. ўн а (3 

lasta E RÀ i4 9% | 8уа еу ks » ‚з .. 675 

Teleg. mat. - .. 566 Trinidad ©з Em - 7 
bourne өзө ae sia 10 | Valparsiso .. -- € .. 78 
Teleg. mat. se. 110 Weilin.ton.. s i e 125 
n lp ^ a T „% 96 | lokohama .. T" T 1,633 
“nd us а M sů ^ | Teleg. cables .. 8,835 
22 
nd f oue 65 
"Elizabeth .. ia .. 114 
Taueiro, Teleg mat. А 775 
Eto 2 . 810 


+ Telg.mat, ..  .. 70 
илл... i А sè: 87 


*rrapore, Te eg. mat. T 60 

скло, "Teleg. mat. .. 186 

| ey „в ee ee ee 817 
elungton ve “+ 

То%а! . £58, 114 


Total "T £28,221 


— 
E 
23 
=I 


Foreign Goods Transhipped. 


Teleph mat, Value £49 | Barbadoes. Teleph. appar. Value £30 


bankruptcy Proceedings,—At a sitting of the London 
'&ruptey Court, held on the 15th inst., Thomas William Greaves 
William George Randall, lately trading as T. W. Greaves and 
“ectrical engineers, &c., at 230, East India Dock Road, and 6, 
zou Street, Greenwich, attended for public examination upon 
"Uus showing liabilities £562 9s. 10d., and assets £15 118. 9d. 
debtor Greaves stated that having previously been employed as 
dean, he commenced business on his own account in March, 
^, with a small capital, at 19, Kirby Street, Poplar. Two years 
е ue removed to 230, East India Dock Road, where he traded 
ical engineer and cycle manufacturer. Shortly after- 
“us пе Was joined by a partner with £150 capital, but the latter 
“Tea in June, 1898. Then in January, 1899, witness,-at a con- 
ze outlay, acquired other premises at 6, Nelson Street, Green- 
|, where, as well as at East India Dock Road, the business had 
"c been carried on. In December, 1899, Mr. Randall became a 
“er in the business, which, after allowing for £125 capital, 
ght in by him, was then insolvent to the extent of £300. A 
vd of dissolution of partnership was executed last February, 
Fi which witness agreed to assign his interest iu the business to 

: ‘all, and to take over the liabilities existing prior to the 
“‘cership, he himself receiving a sum of £40, and remaining as 
чает at Greenwich. The dissolution, however, was nct gazetted, 
Жн Ше creditors of the firm officially notified, and having 
777168 decision recently given in legal proceedings iustituted 
"st them, the deed was considered as inoperative. Their 
re was caused partly by losses sustained in connection with the 

c promises and on contracts, but more directly to sudden 

2 off in trade, to stoppage of credit consequent on an injurious 
"It, and to extreme pressure by creditors, and resulting legal 
uses. He knew a year ago that he was insolvent, but did not 
consult his creditors because he hoped, by continuing, to 


if 


recover a sound position and build up a successful business. The 
debtor Randall was also questioned, and admitted that he had 
recently defended a creditor's action, and one of the pleas put for- 
ward was that of infancy. The examina ion of both debtors was 
ordered to be concluded. 

Notice is given of release of trustee (Mr. J. Bowling? in re 
Frederick Metcalfe, electrical engineer, of Leeds. 


Dissolutions and Liquidations.—A meeting of Nalder 
Bros. & Co. (in liquidation) will be hcld on December 20th, at 101, 
Southwark Street, S.E , to hear an account of the winding up from 
Mr. F. B. O. Hawes, the liquidator. 

A meeting of Cuttriss, Wallis & Co., Limited (in liquidation) will 
be held on December 19th, at Leeds, to hear an aceount of the 
winding up from the liquidator. 


Catalogues and Lists, — Messrs. Holden & Brooke's 
"three best steam traps," each for a special service, are shown on 
a postal card, which they are now circulating amony the trade. 

The Birmingham Electrical Fittings Company have issued a post- 
card which can hardly claim to be the usual size, being about 
12 inches by 9 inches, giving illustrations, prices, &c., of their 
standard“ Clip type ” distribution board, 1900 pattern terminal 
type ditto, and special high voltage ditto. | 

Lists and detailed drawings of the Sinclair No. 1 patent high 
pressure steam boiler and patent superheaters have come to hand 
from Mr. George Sinclair, of Albion Boiler Works, Leith. The 
superheater list gives some details of tests made by Prof. Kennedy, 
44 years ago at the Edinburgh electricity works, where the Sinclair 
superheater is employed. The sectional coloured drawings illustrate 
its application (1) to Lancashire boilers, (2) erected on the top of 
main tlue, (3) suitable for a range of boilers ditto, 4 to a dry backed 
marine boiler (as at Edinburgh’, (5) in the smoke box of a marine 
boiler. 

А batch of small leaflet catalogues has reached us from the 
Genera] Incandescent Arc Light Company, of First Avenue, New 
York. Their G.I. incandescent lamps, clectric-coutrolliung devices, 
tailleur junction and coupling boxes, Paragon fan motors, bi-polar 
motors trom , to H. P. , automat ie maguetic circuit breakers, Wright 
discount meters, G.I. radial voltmeters and ammeters, push button 
switehes, enclosed arc lamps (of several types’, aud Bergmann lamps 
are all described. A couple of leaflets give instructions for finding 
and correcting troubles in enclosed arc lamps, and for connecting, 
adjusting, aud operating L 3 lamps for D.C. multiple series work. 
The lists are fully illustrated. 

From Mr. J. P. Phibbs, who is the representative in Great Britaiu 
(Wool Exchange, E.C.', of the Socidté Auonyme des Ateliers 
Carels Freres à Gand Belgique), we have reccived a well illus rated 
pamphlet of the engines (Sulzer systeme, which are manufactured 
by that company. ‘These eugiues were mentioned in our “ Corre- 
spondence " columns last week. 

Messrs. Mather & Platt. Limited, of Salford, have just issued a 
pamphlet describing their electrically-driven pump, which is con- 
sidered to be a distinct departure from the ordinary electrical 
pumps in that its output is varied by regulating the struke 
of the plungers, which arrangement permits the speed of the 
motors to remain constaut. It is frequently the case that with 
motor-driven feed pumps resistances are employed to alter the 
motor speed, and in that way alter the pump output so as to obtain 
a required variation in the discharge of water. This method of 
necessity absorbs a large amount of power, and thus reduces the 
efficiency of the comb nation. Messrs. Mather & Platt's special 
type of pump allows, as mentioned, for the stroke of the plungers to 
be readily varied by hand while the machine is running. The 
pump consists of three cylinders mounted radially on a frame at 
angles of 120 with each other, the pluugers being driven from a 
common crank-pin by connecting rods in the ordinary manner. 
The crank-pin is arranged ecceutrically on a disc fitting into a 
recess in a toothed wheel, which engages with a pinion on the 
motor shaft. The rotation of this disc, which causes the desired 
alteration of the stroke, is obtained by gcars situate in the hub of 
the wlieel, and operated by a suitable hand lever conveniently 
arranged. An indientor is fixed to the stroke varying attachment, 
which shows the length of stroke, and therefore the corresponding 
output of the pump at the time. То change the stroke, all that is 
required is to raise the hand lever until the indicator shows that 
the desired amount of water is beiug discharged, whereupon the 
lever is released. The lever can be operated directly in the manner 
described, or from a distance by suitable connections, and iu the 
latter case is particularly adapted for use with hydraulic accumu- 
lators, when it can be readily attached to and controlled by the 
ram. The main frame work, cylinders and valve boxes are of cast- 
iron, and the plungers, bushes, and glands of gun-metal; the mild 
steel connecting rods drive the plungers through the medium of 
ball and socket joints, which are readily adjustable. The gland 
flanges are not rigidly attached to the bodies, but аге designed to 
accommodate themselves in case of the gland nuts being tightened 
unequally, thus preventing undue friction оп the plungers. One of 
the principal features is the arrangement of the valve boxes, which 
are easily removable, and in which the valves themselves are readily 
accessible, The motor is of the firm's enclosed steel-clad type, in 
which the windings are: entirely protected from injury ; the open- 
ings in the end plates сап be covered with gauze if desired, and 
this, while not interfering with the ventilation, permits of the 
motor and pump being used in coal mines and other places where 
protection against fire is of the first importance. The list before us 
gives details of weights, dimensions, &., of three standard xizes. 

The B.T.H. Co 's list, No. 79, describes the Thomson astatic instru- 
ments for continuous current switehboards, 

Messra. (tilentfield & Kennedy, Limited, of Kilmarnock, have sent 
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us a circular relating to “Ashley’s patent pump," which is made by 
them for use in wells, boreholes, &c. There is no bottom valve used 
in the pump, and a single bucket, in which are mounted both the 
suction and delivery valves, is the only working part. This bucket 
reciprocates in the ordinary way up and down in the working 
barrel; thus when the bucket is lifted out of the rising main for 
examination or repair, no inaccessible working part is left behind. 
The makers therefore claim that the pump is provided with perfect 
accessibility to, and improved arrangements of, the working parts. 
The other claim set up is that it is quicker running, aud sketches 
are shown to explain that any desired area whatever can be given 
to the suction valves by merely adding to their number. When 
required the pump can be constructed to work double-acting, i.r., 
with a plunger attached, thus forming a bucket and plunger pump. 
Although the pump has not, we understand, been ae upon the 
market, a considerable number have already been made for bore 
holes and wells from 6 inches to 204 inches in diameter. 


Cults.—Sheriff Burnet, Aberdeen, has issued an inter- 
locutor in the action in which thc trustees of the late Mr Johu 
Cameron, contractor, sought to interdict P. C. Middleton & Co., Ltd., 
electrical engineers, from so working their engines in the electric 
station at Cults (a suburb of Aberdeen) as to cause annoyance to the 
neighbouring feuars. His Lordship finds that the noise of the 
working of the engines is such as to cause pursuers material dis- 
comfort and annoyance, and that the noise tends materially to 
diminish, and has diminished, the value of their properties. He 
thinks the pursuers are, therefore, eutitled to decree sought. As, 
however, the defenders desired an opportunity of considering the 
possible adoptiou of remedial measures, his Lordship delays pro- 
nouncing interdict in order to give them such opportunity. Healso 
grants leave to appeal. 


High Voltage Keyholder.—We have received from the 
International Electric Company particulars of their new high 
voltage keyholder, the main features of which are high insulation, 
as the switching movement is entirely enclosed by the china body, 


impossibility of arcing, and that switching on and off is donc in 
one direction only. When the handle is turned to the left, the 
switch remains inoperative. The size of the holder is not larger 
than that of a low voltage keyholder. The accompanying figures 
serve to show the general appearance of the device. 


Fire,—A fire occurred at Doulton's pottery factory at 
Burslem, on Monday night, doing considerable damage. 


Fire Prevention.—4At the forthcoming Building Trades 
Exhibition there will be a special section devoted solely to fire- 
resisting materials, methods of construction and appliances. This 
section, which will form the first collective exhibit of its kind, is to be 
organised by the executive of the British Fire Prevention Com- 
mittee, who are anxious to obtain for this trade the importance and 
recognition of an independent department of building construction. 
A separate hall has been set aside for the fireproofing exhibits and 
the spacc has been very carefully set out, so that there will be the 
possibility of a thoroughly practical display on the part of the 
firms interested. A special sub-committec is being formed by Mr. 
Edwin O. Sachs, the chairman, in conjunction with Mr. Frederick 
R. Farrow, who presides over the Commercial Section of the British 
Fire Prevention Committee, and it is proposed to issue invitations 
to the lending authorities on fire protection, &c.. throughout the 
country to participate by attendance ind. ^ nerwise in the Ebxhibi- 
tion iu question. The whole of the bus! vss arrangements will bc 
iu the hands ot Mr. Montgomery, of Essex Street, Strand, the 
organiser of the Buildiug Trades’ Exhibition, but all questions of 
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scientific interest and practical display will be in the hands @ 
Fire Prevention Committee, with the view of making the $ 
thoroughly useful to the architectural. surveying and engin 
professions, as well as to the local authorities aud insurancg 


panies. The Fire Prevention Committee will themselves f ym! 
hibiting a model of their testing station, &c. | б. 

London County Council.— The íollowing той 15 
motion were proposed by members at Tuesday's meeting. N TL 
Baker: That, in view of the desirableness of no louger withh@ sí 
from North and East London the advantages of ee traf pat 
traction, and of the importance of providing a complet: and ў ja 
system of electric tramway iutercommunieatiou betweeg 10 W. о 
different parts of the metropolis, the Highways Committee roli 
structed to ascertain from the North Metropolitan Tramways grs at 
pany at what price they will surrender the lease now held frd [3509 
Council, which expires in July, 1910. The Council passe | 
motion. By Mr. Parker: That the General Purposes Committe The 
sider the best manner of bringing before the new Borough Cd А 0 T C 
the imperative necessity of making subways under, at least, 2 ent 
leading thoroughfares of the metropolis to contain all the gq p ie 
water pipes and telephone and telegraph wires ; and, if neces ib 
summon a conference to formulate some comprehensive sche 5 » 
remedying the scandalous aud ever-increasing inconvenie "S E 
pedestrian, omnibus, and mercantile traffic caused by the of b Yu 
tearing up of the footways and road ways for the purpose of inj SIRE 
or removing thc pipes, wires, &c., above referred to. 

Smoking Concert.—The first of a series of sg иш E 
concerts organised by the Bradford Corporation Electricity MENS 
ment was held on the 16th inst. at the Queen Hotel, M beve ш, 
Chattock, chief engineer, presiding. iius 4 

Tramway Track Construction.— Catalogues TM 
contents are in any way connected with the construction $e industry 
manent ways for tramways are calculated to be serviceable te evant 
who are taking part in the electrical equipment of traction + ade 
This remark is especially applicable to the revised list of "i imila 
Askham Bros. & Wilson, Limited, of Sheffield, on account ‹ aa Bill: 
very close connection with so many of the electric tramway t ET 
already equipped in this country. At the prevent momeg ten 
have a large number of tramway material contracts executi 
these include the Croydon, Liverpool, Huddersfield, Leeds, SI lun 
Manchester, and Bristol lines, and there are few tramway х пе 
iu operation in England which do not include something ‹ таң 
of Messrs. Askham Bros. & Wilson's manufacture, while А-Т 
nection with the important system of the London United T Sie 
Company, their points and crossings are used. Some of am] С 
Askham's work has been described in the course of Erei „ Pan 
Review articles on new English trolley systems as they hag LIE 
opened, but we may briefly outline the contents of the a М-4у 
which is under our immediate notice. Marshall's patent аф ir pom 
"fixed" aud movable points can be adapted to any sel eerie pon 
tram rail. The movable points are for use on tramway јх sim. 
cross-over roads, and во on, and they contain no complicatd 2 
ensure an easy run through the points, are readily renewed Te Té 
allow of tongue bending or breaking, nor deal roughly y Met to lie 
springs. They are made in crucible steel, the tongue being i omer 
steel and so fitted that it cannot work loose; at the same Ш The | 
movable points provide for efficient drainage. Many speci ti pal 
special track construction are illustrated in the list. They "ші ра 
compound crossings fitted to movable points, compound @ [~The 
crossings, automatic fixed points to suit a Vignoles rail, ope T: nine 
and fixed points to suit a Bul] head rail, angle, level, ам d 7 
junction crossings, loops, cross-overa, and passing places of 
of descriptions. The special work caried out at` the entra Л, 
number of depóts, or car sheds, are shown in some cae Thea pr 
photographs of work during construction are given H {тд 
towns. At Leeds and Sheffield, this work was somewhat е Stn of 
The “Stag” brand quality of crucible cast-steel is use “балч 
points and crossings, and it is now pretty well mow 
English tramway managers and engineers. Marshall’s pate Ni — 
or sole plates (steel) are fitted with patent lock nuts, and! "бш 
patent escape or drain rail is already familiar to our res Api 
bars, car wheels, crucible steel tires, engine and car spring 4-4 
layers’ tools, drilling clamps, traversing screw jacks, and ig 
of general tools are included in this very timely catalogue. Pin 

Trade Announcements,—Messrs. Pyke, Harris vtt 
Ltd., of Prince's Mansions, S.W., have been appointed Lon "E Shon, 
for Messrs. Johu Gibbs & Son’s (of Liverpool) ventilating В pe "ош 
including their extremely ећсіеп and well-designed ele ring 
driven ventilating fan. They have fans on show at their XE Ligh 
The fans are stated to be constructed on scientific princ! p 
from data arrived at by many years’ experience and expt mi. the 
In their price lists the actual performances of the fans are “i Litas 

The General Electric Company, Limited, have added 
branches in Manchester, Glasgow, Birmingham, Newcas a 
Dublin, a further one at East Wharf, St. Mary Street, Card us Ek 

i M: " { 
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© Bangor. — Thie capacity of the present station lut Ney 
fully taken up, the Council intends to provide an additi? Yan, 
dynamo of 290 xw. at a cost of £2,500, thus doubling the c du 
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Barnsley.— The T.C. has resolved to seek power to 
borrow £20,000 for additional electric plant. : 


Blairgowrie.—Owing to the lapse of the time for giving 
notice of intention to apply for a prov. order, the proposal before 
the Police Commissioners—to obtain an electric lighting order and 
lease it to Messrs. Crompton & Co., Limited —has had to be deferred 
till next year. 


Bray.—The new electrical engineer, Mr. Thomas 
Tomlinson, B.E., who took over the station on 5th inst., recently 
re to the U.D.C. that the principal running plant was working 
over its load, that the reserve plant was not of sufficient capacity, and 
that the Council should refrain as far as possible from taking on 
new consumers until.the portion of the plant which it has been 
decided to introduce was in working order. The report was 
adopted. 


Bristol.—The Electrical Committee has resolved to 
recommeud the T.C. to rescind the resolution of February 27th, 
1900, relating to the appointment of an architect for the super- 
structure of the electricity works, in .view of the reports of Sir 
W. H. Preece and Sir Benjamin Baker. It will be remembered 
that the Council insisted on the appointment of a professional 


architect; Mr. Alderman Pearson, chairman of the Committee, 


resigued in consequence of this, but was induced to reconsider the 
atep. 


Caledonian Electric Power Company.—The neces- 
sary notices have been given for the incorporation of a company 
with the above name, with powers to generate and distribute elec- 
trical energy, both in bulk and generally for power and other pur- 
poses, throughout the large and important manufacturing district in 
the West of Scotland that includes the whole of the county of 
Renfrew, the industrial portion of the county of Lanarkshire, and 
portions of the counties of Dumbarton, Stirling and Ayr. The City 
of Glasgow is exeluded from the operations of the proposed scheme, 
which is upon similar lines to the Lancashire, South Wales and 
Durham Power Bills of last session. Mr. A. A. Campbell Swinton, 
M.Inst.C.E., is engineer to the scheme, which has the support of 
leading manufacturers of the district. 


Cheltenham.—The Т.С. has resolved to wire small 
houses for the electric light on the system of repayment spread over 
a series of years. | 


Chesham.—The D.C. has resolved to apply for a prov. 
order for lighting Chesham by electricity, and to engage Mr. 
Hawtayne to pre a preliminary scheme, and report to the 
Council, at a fee of 25 guineas. | 


Cleveland.—Application will be made in the next session 
of Parliament for powers to establish an undertaking for the distri- 
bution of electric power over the Stockfon, Middlesbrough, Cleve- 
land, and West Hartlepool districts. - 


Crieff.—The T.C. has resolved to apply to the B. of T. 
for a prov. order to light the town with electricity ; it is proposed, 
on obtaining the order, to lease it to a company. 


Cults.— The рш lighting by electricity was inaugu- 


rated last week, and gave great satisfaction. 


Dorking.—The U. D. C. has resolved to transfer its 


electric lighting prov. order to а company, and has asked certain 
firms to tender. 


Foots Cray.—The Bromley R. D.C. has adopted a reso- 
lution to apply for a prov. order authorising the supply of electricity 
for public and private purposes within the parish of Foots Cray, and 
within that portion of the parish of Chislehurst known as the Lower 
Borough in the district of the U.D.C. of Chislehurst. | 


Guisborough. — The U. D. C. is in negotiation with 
the Northern Counties Electrical Supply Company with regard to 
ihe company's application for a prov. order. 


Inverness.— At a meeting of the T.C. last weck, 
Treasurer Ross proposed that the Town Chamberlain be instructed 
to pay Mr. Craven, the electrical engineer, as already offered ‘and 
accepted, 24 per cent. on the estimated cost of the now abandoned 
electric lighting scheme, with £59 for outlays, being a total of £734 
for work after appointment. The motion was carried. 

The T.C. has received a letter from the solicitor of. the North of 


Scotland Electric Light and Power Company, renewing his offer of 


August last to take over the Council's prov. order. The company 

now offers to pay to the Council the sum of £1,000, and to take over 

us е liabilities to Mr. Craven. The Council is considering 
e matter. 


Lewes.—The Electrical Power Distribution Company 


has placed a contract for electricity works buildings with Messrs. 
Field & Co. 


Limeriek.—A deputation from the Corporation has 
waited on the L.G.B., with the object of inducing the Board to recon- 
sider its decision with regard to the proposed loan of £22,000 for 
electric lighting purposes. 

Llangollen.— The U.D.C. has resolved to apply to the 


B. of T. for a prov. order for electric lighting. 


London,—ManYvLEBoNsE.— The Borough Council has 
decided to call a statutory meeting to take the necessary steps to 
apply for a prov. order to éupply electricity in the borough. — 

NDON E.— The Bridge House Estates Committee has 


кш a scheme for widening the bridge, and lighting it with elece 
icity. 

Court oF Common Соохси,. — Last week the Streets Committce 
submitted a scheme for the testing of all electric meters for use in 
the City, under the direction of the electric inspector, at the expense 
of the City of London Electric Lighting Company add the Charing 
Cross and Strand Electricity Supply Corporation, the electric 
lighting undertakers cach to refund, in addition to the other 
expenses, a sum of £200 per annum to the Corporation in respect of 
the inspector’s salary. The committee recommended that Mr. 
Voysey's salary should be increased from £350 to £500 per annum, 
ofl which sum £400 would under the proposed arrangement be 
refunded to the Corporation. The recommendation of the com- 
mittee was approved. 


Manchester. — The new Electricity Committee has 
appointed Dr. Bishop as chairman. Dr. Bishop was instrumental 
in bringing about the reccnt inquiry into the working of the elec- 
tricity department. 


Mexborough.—A L. G. B. inquiry was held on Tuesday 
relative to an application by the U. D. C. for power to borrow £18,000 
for electric lighting. 


Newbury.— Preliminary arrangements are in progress for 
making an application to tlie B. of T. for powers to establish electric 
light works in the town by a London company. 


Newport (Mon.)—The Electricity Committee of the 
Newport Corporation, and the Lighting and Traffic Committee, arc 
to be dissolved, and a new committee formed to deal with electric 
lighting, power aud traction. 


Northfleet.—The U.D.C. has decided to apply to the 


B. of T. for a prov. order for electric lighting. 


Ormesby.—The U.D.C. having inquired whether the 
Middlesbrough Corporation could supply electricity in bulk, was 
recently iuformed that the Corporation had not the necessary legal 
powers to do во. 


Penistone.—The Rural Council has received a circular 
from the Yorkshire Electric Power Syndicate, Limited, setting 
forth that a scheme was being prepared for the supply of electric 
energy. | | 


Pocklington.—The U.D.C. is considering the question 
of electric lighting. i 


Provisional Orders.—The London Gazelle for November 
16th contained the following notices regarding provisional orders :— 
Applications to be made by the Felling U.D.C.; Northwood Electric 
Light and Power Company for powers fcr lighting Northwood and 
Ruislip; Wellington (Salop), application by U. D. C.; Ilkley, 
Middleton, and Denton, application by A. H. Gibbings; Beverley, 
application by the Corporation; Neath, application by the Cor- 
poration; Notting Hill Electric Lighting Company, powers to 
acquire land and construct generating and transforming stations in 
Kensington borough; Northfleet, application by U.D.C.; Aberavon, 
application by Corporation. | 

Notices regarding the following applications for powers appeared 
in the Gazette on November 20th :—Lyndhurst (Lyndhurst Electric 
Lighting and Traction Company, Palace Chambers, S. W.); Rhondda, 
(U.D.C.); East Middlesex (joint board of the Edmonton, Enfield, 
Southgate, Tottenham, and Wood Green Councils); Ebbw Vale 
(U.D.C.); Chesham (U.D.C.); Royton (U.D.C.); Ross (John Parker, 
Hereford); Faversham (Corporation); Abertillery (U. D. C.); 
Burgess Hill (U.D.C.); Metropolitan Electric Supply Company 
(extension of powers to Paddington borough, laying new cables 
from Willesden into London, &c.; Lichfield (Corporation); 
Teddington (U.D.C.); Widnes (Corporation); Llangollen (U.D.C.). 


Rowley Regis.—On Monday, at a meeting of the U.D.C., 
the General Purposes Committee reported that they had made an 
investigation of the prov. order obtained in 1898 by the Midland 
Electric Corporation for Power Distribution, Limited, for the supply 
of electricity for motive and lighting purposes within the district 
of the Council. The provisions for purchase by the local authority 
were not satisfactory, and the Committee recommended that the 
Council should proceed to obtain a prov. order of their own. It 
was proposed that the clerk should ascertain the terms of the com- 
pany, and in the event of these being unfavourable the clerk under- 
take to apply for an order. This was agreed to. 


Sheffield.—In an interesting report of his tour on the 
Continent Mr. S. E. Feddeu, the city electrical engineer, recently 
laid before his committee his observations, chiefly directed, of 
course, to the development of alternating current machinery. At 
the Paris Exhibition, polyphase motors of all sizes were at work for 
all purposes, but few single-phasers being secu. The Bremer arc 
lamp, in which carbons containing 20 to 50 per cent. of metallic 
salts are used, receives favourable notice, but the street arc 
lighting of Paris is said to be “ not very good." At Strassburg Mr. 
Fedden was interested in a polyphase motor which he found working 
in the pouring rain, without any sort of cover. The charge for 
energy for lighting in that city is over 6d. per unit, and for power 
24d. Coal is very expensive, and the works cost comes out at 
1'43d., in spite of the very heavy motor day-load. Comparing the 
direct and alternating current machinery sections of the Schuckert 
Electrical Company’s works at Nuremburg (where 8,000 men are 


 employed)—each of which is driven by motors of its own type—Mr. 


Fedden found little difference between the adaptability and 
working of the two systems, though the А.С. motors could put up 
with rougher usage aud less attention than the D.C. 
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More than half the load of the Nuremburg electricity works 
consists of single-phase motors, no less than 1.100 н.р. being con- 
nected, and the motors ranging from à to 50 н.р. These give 
entire satisfaction, aud but little variation of pressure occurs. The 
Price for lighting in Nuremburg is 8d. to 9d., for power 234. per 
. unit, and coal costs as much as 1d. per unit. 

At Messrs. Brown, Boveri & Co.'s works Mr. Fedden saw a device 
of peculiar interest to Sheflield manufacturers — the working of 
power hammers by compressed air, the compressor being driven by 
a polyphase motor. | А 

Single-phase motors were to the fore again at Frankfurt, 
4,000 H.P. out of a total capacity of 9,000 1. P. consisting of such 
motors. 
noteworthy, its working being extremely simple апа satisfactory. 


Another motor was used to automatically maintain water under“ 


pressure for working a hydraulic lift. 

The Helios Company iuformed Mr. Fedden that the bulk of their 
new work is pulyphase. It is interesting to note that the two alter- 
. nating stations at Cologne are unable to run in parallel, on account 
of the difference in the wave-forms of tbe alternators used. 

The conclusions at which Mr. Fedden arrives are that his scheme 
for converting the Shetlield single-phase system to polyphase is fully 
justified, and that the Continental stations are designed on liberal | 
and comprehensive lines, worthy of careful consideration by British 
engineers. 


Selkirk. —The T.C. has resolved to oppose the applica- 


tion by the North British Electricity Supply Company for a prov. 
order to supply electrical energy within the burgh. 


Shannon.—Refore the Chancery Division of the High 


Court of Justice in Dublin on the 13th inst. an application was 
heard by the Master of the Rolls that the sum of £7,708 in consols, 


and £153 13s in cash, the amount of the Parliamentary deposit 


lodged on behalf of the promoters of the Shannon Electrical Power 
Bill, 1900, should be transferred to the names о the depositors, one 
of whom was Baron Rothschild. The Bill successfully passed the. 


House of Commons, but was rejected by the Committee of the House 


of Lords. The Master of the Rolls granted the application. 
Skipton.—The U.D.C. has resolved to apply to the 


B. of T. for a prov. order for electric lighting. 


Smethwick.—The British Electric Traction Company, 
Limited, have now arranged terms with the Council for the supply 
of electricity for lighting and power purposes to the borough. T'he 


Council insisted upon onc uniform charge for electric lighting, and 


this has been acceded to. Mr. J. Q. Aldridge, the expert called in 


by the Council, has expressed a favourable opinion upon the agree- | 
- ment. 


South Shields.—A syndicate has been formed for the 
purpose of erccting an aerial bridge across the Tyne between North 
and South Shields; a Bill will he promoted ın Parliament next 
session with a view to seeking the necessary powers. The proposed 
bridge is to be 200 feet high, with a clear span of 640 feet; it will 
be crected on the principle of a platform suspended by cables, and 
will be worked by electricity supplied by the Corporations of Tyne- 
mouth and South Shields. 


Southend.—At a meeting of the T.C. last week the 
borough engineer submitted a report on the subject of electric 
lighting. He advocated a direct current three-wire system with 
arc lamps for street lighting. The estimated cost of installing the 
arc lamps would be £1,460, and of the whole undertaking £36,030. 
The Light Railways and Electric Lighting Committee recommended 
that the report be adopted and that application be made for 
borrowing powers for £36,030, besides £4,000 for making provision 
for such additional cables as might be required for extensions of the 
lighting area. The report was adopted. 


 Stroud.—The Gaslight Company is going in for a 
number of new powers, including provisions to enable the company 
to apply for powers under the Electric Lighting Acts. 


Standish-witl-Langtree.—4A report on the electric 


lighting question is being furnished to the Council by Messrs. Lacey, 
Clirehugh & Sillar. 


Thornley.—The village of Thornley has been lighted 
with 50 electric lamps erected by the Parish Council, who have. 
entered into an arrangement with the Weardale Iron and Coal Com- 
pany for a supply of current from the colliery. 


Tunbridge Wells.—An exhaustive report on the Tun- 
bridge Wells electric light undertaking has been issued by Mr. 
Horace Boot, the borough electrical engineer, in which he states 
that during the 12 months under review the total expenditure was 
£5,170, and the total income £8,493 0s. 5d. Allowing £201 16s. for 
bad debts, and 3 per cent. each for capital and redemption funds, 
the profit works out at £764 12s. 104. To a company the profit 
available for distribution would be £3,120. 


West Ham.—The Board of Guardians has received 
notice from the L.G.B. that it is prepared to sanction a further 
expenditure of £1,875 on the electric lighting of the West Ham 
Union and schools, bringing the total expenditure up to £6,500. 


Worthing.—According to the West Susser Gazette, there 
were no fewer than 106 applicants for the position of resident 
enginecr to the Worthing electric lighting works. 


Yorkshire Power Schemes.—Among the Parliamentary 
Bills of the coming session, says the Leeds Mercury, is a measure for 
the incorporation of the South Yorkshire Electric Power Company, 


A single-phase motor working an elevator was particularly ` ` 


which proposes to establish generating stations, and to supply eles. 
tricity within an area defined by a line drawn from a point near 
Bolton Abbey through Doncaster. and by way of Whitley Bridge 
Low Egborough, Burn, and Brayton, to Selby, where it turns at the 
pay-bridge to the mouth of the Wharfe, and thence back to Bolton 
Bridge. 

Another company, which has been registered under the name of 
the Yorkshire Electric Power Syndicate, Limited, proposes to supply 
electricity in bulk to local authorities and others throughout the 
southern or manufacturing portion of the West Riding of the 
County of York. The portion of tne West Ridiug included in the 
scheme is that lying south of the Rivers Wharfe and Quse, and the 
turnpike road from Bolton Bridge through Elsack and Skipton to 
Foulridge оп the Lancashire boundary. The area is about 18% 
square miles, with a population of about 24 millions. lt contains 17 
municipal and county boroughs, 119 urban districts, and 22 mm 
districte, including such important industrial centres as Leeds 
Bradford, Keighley, Halifax, Todmorden, Brighouse, Huddersield, 
Dewsbury, Batley, Morley, Pudsey, Wakefield, Ossett, Barnsley, 
Sheffield, Rotherham, Doncaster, Pontefract, Goole, ёс. The for 
mation capital has been fixed at £10,000, and the whole of this bas 


already been more than offered, though the concer has thus far not 


been submitted to the public, having been organised solely by s 
number of large manufacturers and colliery owners, who believe not 
only that the undertaking will prove a financially sound oue, but 
that some such scheme is of the highest importance both to iow 
authorities and to industrial concerns generally. Mr. Arthur 


Greenhow Lupton, of Leeds, is chairman of the directors, and has as 


. colleagues on the board Mr. Robt. Armitage, Brown-Bailey Steel- 


works, Sheffield; Mr. A. Currer Briggs, Whitwood  Colleris, 
Normanton ; Mr. Joseph Crowther, Marsden Mill Compauy, Нм. 
derstield; Mr. Robt. Hudson, Gildersome Foundry, Leeds. Wr 
Charles Letch Mason, The Hollies, Leeds; and Mr. Е. Priesimay, 
‘Messrs. J. Priestman & Co., Bradford. 

Of the 158 authorities mentioned, there are at present ouly 11 
having works established and supplying electricity, seme of them 
on only a very small scale, and none on a scale sufficient to attempt 
general power supply. Three have works їп progress, while in 18 
other cases, though provisional orders have been, or are being secured, 
no further steps have been taken towards carrying out the power 
thus obtained. ! 

. Power will be supplied from four main generating stations, each 
serving an area some 16 miles in diameter. Though not yet def- 
nitely decided upon, these will probably be located in the vicinity 


of Rotherham, Methley, and Mirfield in the colliery area, and м 


Bingley in the manufacturing area. | 

The proposed minimum capital of the Parliamentary Company is 
£3,000,000, with power to issue debentures for a further £1,000.00, 
this being the same as in the Lancashire scheme. The syndicate 
have secured the services of Mr. A. H. Gibbings, late electrical 
engineer to the city of Bradford, and Messrs. W. T. Presslaud and 
John Sturgeon, who promoted the Lancashire scheme, Mr. Sturgeon 
having also had experience in connection with the Niagara power 
works. | 


ELECTRIC TRACTION NOTES. 


Beckenham.—4At a meeting of the C. D.C. last wes 
letters were read relating to a proposal to establish a light min) 
between Beckenham, Penge, the Crystal Palace, and Croydon, ands 
tramway betwcen Penge, Beckenham, and Bromley Common. The 
matter was referred to the Works Committee. 


Berlin.— The Morning Post Berlin correspondent states 
that the introduction of electric tramways on a large scale in Berlin 
has not been effected without an attendant loss of life. Accorcing 
to an official report just issued, 28 people were killed and 82 peop!‘ 
severely wounded in the months of July, August and September и 
consequence of tramway accidents. "This, as the Municipal Counc 
has remarked, exceeds the German list of casualties in China Iii 
widely complained that the electric tramway companies entras © 
the control of inadequately trained drivers and conductors thos 
enormously heavy accumulator wagons, the continual rumbling 0i 
which now imparts its characteristic sound to Berlin street Ше 
These wagons are extremely difficult to manage, and scarcely а ds’ 
elapses without a collision in some quarter of the town. The cov 
pany assert that the many casualties are chiefly due to the careless- 
ness of the public—an excuse which has given rise to much iron 
laughter in the Berlin Municipal Council. Unfortunately, & 
President of the Police appears to resent the interference of th 
Council in a matter which he regards as his own prerogative. 40 
Council, however, has now besought the magistracy—notc 10 
circumlocution of a municipal system which has to divide 29 
functions with the State police to petition the President of Pous 
to adopt remedial measures with the utmost expedition.” | 

The writer of the above dispatch, while mentioning that ™ 
battery cars are the chief cause of the accidents referred to, оте 
to refer to the announcement which was recently made rec 
ing the proposal to abandon accumulators and employ the overs 
trolley in their place. 


ra 


Clydebank.—The Commissioners intend to apply to the 


Secretary for Scotland for a provisional order for the consiric 


of tramways, and to the Board of Trade fora provisional ordet t€ 


supply electric lighting. 
(Continued on page 833.) 
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THE AUTOMOBILE TRIP TO SOUTHSEA. 


Last week we mentioned that in the Automobile Club's run 
from London to Southsea and back, the Harmsworth silver 
cup was gained by Mr. Н. Edmunds's Daimler car. Mr. 
Edmunds, as the principal partner in W. T. Glover & Co., 
and as à Member of the Council of the Institution of Elec- 
trical Engineers, is thoroughly well known to all in the 
electrical profession and trade, and we have thought that our 
readers would be interested in seeing a photograph of the 
car, although it is not an electrical one. 
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Mr. Edmunds ran two cars down to Southsea, and No. 78, 
which we illustrate standing before the Town Hall, Ports- 
mouth, was awarded the cup on account of its smart appear- 
ance at the conclusion of the journey from London. Both 
of the cars were 6-H.P. Daimlers, but the ** Antrona," which 
had on board Mr. and Mrs. Edmunds, the Mayor (Mr. 
Alderman Emanuel), and Mrs. Staplee Frith, 


DELE - 


was successful. 


ELECTRICITY AT ARDROSS CASTLE. 


Em Ж. E 
А PRIVATE installation of unusual interest has recently been 
completed at Ardross Castle, in Ross-shire, some 30 miles 
north of Inverness, The whole work has been carried out 
to the and under the supervision of Mr. Walter P. 
Adams, M. I. E. E., of London. 


Special points of interest are that the installation is 


4 
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entirely dependent upon water-power for driving the dynamos, 
and that large use has been made of electricity for heat- 
ing purposes. As the lamps, motors, heating apparatus, &c., 
are in all equivalent to some 3,000 8-c.r. lamps, the installa- 
tion is of the magnitude of a small town undertaking. 

The water supply is taken from the Tollie Burn, which 
runs behind the Castle, about a quarter of a mile distant. The 
stream is quite a small mountain torrent, the total collect- 
It 
rises in a range of mountains with unpronounceable Gaelic 
‚ ИТ and Doire 


ing area available being only about two square miles. 
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Leathann—and is fed by numerous springs which ensure a 
good flow even the driest summer weather. From 
observations taken over the past two years, it is calculated 
that the water supply is sufficient for a plant of double the 


in 


capacity of that now in use. 

The Tollie Burn is tapped about 14 miles above the 
Castle, and the water is in a lade through a fir 
plantation to a small lake, which, being artificial, generally 
goes by the euphonious name of “ The Dam." This lake is 
of sufficient capacity to supply the installation in summer for 
three wecks without inflow, and it also supplies the Castle 
with water; in fact, it was originally constructed for this 


'arried 


purpose some 40 years ago. 

From the Dam a pipe line has been constructed to the tur- 
bine house, which stands on the bank of the Alness River, over 
3,000 feet distant. The pipes are 10 inches inside diameter, 


cast-iron socket and spigot, and are buried in a trench 
F 
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about 3 feet deep. The total fall from the Dam to the tail 
race is 285 feet. Provision has been made at both ends for 
a second line of pipes. 

The turbine house is a simple four-walled building 
standing 20 feet above the river, with. room for two more 
generating sets similar to those already installed. The tail 
water is taken straight down in cast-iron suction pipes into 
a large pit, from whence it is discharged through 20-inch 
earthenware pipes into the river. 

Two exactly similar sets of turbines and dynamos are in 


| 
| 
| 


THe TurRBINE HOUSE. 


use, one being sufficient for all ordinary requirements. The 
turbines are of Gilbert Gilkes & Co.’s well-known Vortex 
type, giving 25 B. H. P. each at 1,200 revolutions per minute, 
They are provided with centrifugal governors, regulating by 
hydraulic means the admission of water to the wheels by 
opening and closing the guide blades. After being in use 
for some months, these governors began to give trouble, and 
upon examination, it was found that the small inlets to the 
hydraulic cylinders and valves were getting choked with an 
impalpable peaty deposit; this difficulty has been met by 
fixing a special pressure water filter, through which all water 
used for the governors and valves has to pass. It is remark- 
able that the deposit finds its way to the turbines, as. the 


ARDROSS CASTLE. 


inflow and outflow of the dam are at extremes of the basin, 
about one-sixth of a mile apart, and there appears to be 
an ample settling ground for all such deposit. 

The dynamos are coupled direct to the turbines, and there- 
fore run at 1,200 revolutions per minute; they have an out- 
put of 80 amperes each at 220 volts. They are overcom- 
pounded, so that at no load 200 volts is obtained, and at full 
load 220 volts. They are provided with carbon brushes, and 
the oiling arrangements are designed for continuous running. 
The necessity for continuous oiling arrangements will be 
realised when it is understood that the plant is required to 


run all night without attention. For several reasons it was 
not thought desirable to employ accumulators on the instal. 
lation, and so the plant has to be kept running night and 
day, with only occasional stops during the day: it has bem 
in use for over a year, and has fulfilled these requirements 
admirably. 
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ALNESS RIVER IMMEDIATELY BELOW THE TURBINE HOUSE. 


All the mains, with one small exception, are run on poles 
with oak cross-arms and white porcelain oil insulators, As 
a protection from lightning, barbed steel wire is carried on 
the top of the poles and earthed. Magnetic lightning 
arresters are fixed at the ends of all lines. On the same posts 
are carried telephone wires, both lead and return, which are 
crossed in the middle of each run to neutralise induction. 


Pez 


SMALL LOCH FROM WHICH WATER SUPPLY IS TAKEN. 


An insulated return is necessary, as the negative Өй 
light leads are earthed throughout the installation. 

Nearly the whole of the overhead wires are | 
through plantations of fir and hard wood, and so are mo 
conspicuous. A short length of underground cable is 
in the neighbourhood of the new Church for crossing the 
road. 

From the turbine house to the Castle two pairs of 19/16 
bare copper cable are run on oil insulators. The poles for 
the overhead construction were provided on the estate, which 
abounds in beautiful fir plantations. From the Castle a par 
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of overhead mains, of 19/16 bare copper, are run to the estate 
farm and workshops, and some distance from the Castle a 
branch from these, also of 19/16 cables, is carried to the 
Church, 700 yards away. A smaller pair of mains is run 
from the Castle to the stables, 200 yards distant. It will 
thns be seen that the two sets of mains between the turbine 
house and Castle are feeders, and the pressure is maintained 
at 200 volts at the Castle. Altogether 1} miles of feeders 
and distributors have been run. 

Before referring 
to the switchboard 
and automatic 
appliances, it will 
be necessary to give 
ageneral description 
of the installation. 

Inthe Castle some 
$50 lights have been 
installed, and the 
wiring throughout 
has been done on 
Mavor & Coulson’s 
concentric system ; 
the distribution 
boards, however, 
have been made 
specially, and have 
switches and cut- 
outs fitted for every 
circuit, mounted ou 
enamelled slate 
bases and enclosed 


in polished teak 
cases with glass 


fronts. The two 
feeders are brought 
to two main distribution boards in the kitchen 
corridor, and from these, circuits are run to nine sub- 
distribution boards. A voltmeter and recording ammeter 
are fixed near the main boards, and also an automatic alarm, 
which rings loudly if either one or both of the dynamos are 
overloaded. The necessity for this will be seen when it is 
stated that the total current taken by the lamps and radiators 
is 240 amperes, and the total capacity of the dynamos is 160 
amperes. It only comes into use cecasionally, but is, never- 
theless, very neccs- 
sary. The bell rings 
at 90or 180 amperes, 
thusallowing a small 
overload with one 
or both machines. 

Thegeneral light- 
ing of the Castle 
calls for little special 
comment: but the 
whole installation 
provides a most 
striking instance of 
the immense im- 
provement that the 
Introduction of 

ic lighting 
kes in a country 
house Before 
electricity was 
installed, the light- 
ing was done with 
oil - gas and oil 
lamps, and the large 
roms with dark 
ceilings were very 
gloomy and depressing at night; the present lighting is 
a most striking improvement. 

The lighting of the ball-room and dining-room is note- 
worthy. The ball-room is of noble dimensions, and very 
like that at Balmoral; it is said to have cost some £30,000. 

12-light fittings are suspended from the roof, 
and down the sides 10 three-light pendants are hung 
from the hammer-beams, the effect being brilliant and most 
pleasing, 


SLUICE AND PEN-TROUGH AT THE HEAD OF THE PIPE-LINE. 


GENERATING SETS. 


All these fittings were specially designed by Perry & Co., 
and are made in oxidised brass. An electric piano is used 
in the ball-room, which created quite a sensation amongst 
the local people when first introduced. It is certainly 


uncanny to see the piano playing by itself with the keys 
rising and falling as if operated by invisible hands. 

The lighting of the dining-room is a great contrast to 
that of the ball-room, in that the fittings are of a very simple 
character. 


The ceiling, however, is very elaborate and 
massive, and any 
fittings sufficiently 
bulky to attract 
notice would have 
been out of place ; 
18 lamps have, 
therefore, been 
spaced in the mould- 
ings, and a general 
distribution of the 
light has been pro- 
duced with excellent 


effect. 
The installation 
at the Castle is 


rendered unique by 
the large use which 
has been made of 
electricity for heat- 
ing. Some 26 bed- 
rooms, as well as 
sitting, linen, and 
brushing rooms, are 
fiited with electric 
radiators; these have 
proved to be most 
valuable in the sav- 
ing of labour in cleaning fire-places, and in the carrying of 
coals; the saving of coal, also, is considerable, as its 
ordinary cost delivered at Ardross is in the neighbourhood 
of 30s. per ton. 

The rooms heated vary iu size, and the radiators have 
been wound accordingly, the current taken varyiug from 
3 amperes to 12. The larger are provided with three 
switches, by which J 5, 1, and full heat can be obtained; 
they are of Crompton & Co.’s make, and the greater part 
were made to a 
new pattern at the 
desireof Mr. Adams. 
Two of these can 
beseen in the switch- 
hoard photograph, 
and it will be noticed 
that the ugly stud- 
ded plate has been 
replaced with one of 
an ornamental 
design. Though 
heavy, these radi- 
ators can be ver 
easily handled ; 
the old “47А” 
screen radiator made 
by Crompton and 
Co., was the only 
screen radiator of 
similar proportions 
made by this firm 
until the introduc- 
tion of the Ardross 
type described 
above. All the heat- 
ing apparatus in the Castle is fed from safety disc wall 
sockets, the only kind regarded by the engineer as safe at 
200 volts, for the large currents taken. 

In addition to the radiators, a large cupboard, outside 
the dining room, is heated electrically, and a waterheater has 
been fitted into the hot water supply system. 

The installation at the stables and laundries calls for no 
special note, except perhaps that provision has been made in 
the coach house for charging an electric motor car. 
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At the farm a ló5-B.H.P. motor has been installed for 


driving the farm and estate machinery; this comprises a 
thrashing machine, chaff and root cutters, oatcake crusher, 
straw blower and. elevator, winnowing machine, &c., a large 
circular saw, and a quantity of wood-working machinery. 
A very heavy fly- 
wheel has been fitted 
for use with the saw, 
but notwithstanding 
this, it has been 
found necessary to 
provide an alarm 
bell, which rings 
automatically near 
the sawyer when he 
is feeding too fast. 
The starting switch 
is provided with 
slow worm gearing 
and handwheel to 
prevent the load 
being put on or 
taken off too fast 
for the turbine, as 
the hydraulic 
governors of neces- 
sity cannot cope 
with sudden large 
alterations. Some 
of the shops at the 
Farm are lighted 
electrically. 

Not the least in- 


teresting part of the MAIN SWITCHBOARD AND Two 


installation is the 

new Church. This was completed last summer, and, 
in addition to being lighted by electricity, it is fitted 
throughout with electric heaters. This is the only Church 
within our knowledge that is heated by electricity. 
Nearly all the radiators have been designed by Mr. Adams, 


BALL Room. 


as also was the special switch. The nave is provided with 
22 small radiators fitted along the side walls at regular 
intervals under the seats ; in the floor, four large heaters 
have been fixed under ornamental cast-iron gratings, and two 
more have been fitted in the platform behind the minister's 


chair; a wall radiator by the pulpit апа а large ornamental 
'ast-iron case radiator under the west window complete the 
equipment in the nave. The castle pews are in the restr 
recess at the east end, and are heated by a wall radiator on 
one side, and on the other side under the seats are two small 
radiators similar to 
those on the walls 
of the nave, The 
vestry is provided 
with a large port- 
able screen radiator, 
The total current 
required for the 
radiators is 80 am- 
peres at 160 volts, 
and the speeial 
switch, to which re- 
ference has been 
made, is. required 
first to turn on the 
lights in series with 
a resistance absorb- 
ing 40 volts; itis 
left in this position 
when light only is 
required. If. the 
heaters. are needed, 
the circuits control- 
ling them are 
switched in one by 
one by turning the 
handle, and when 
the last circuit but 


„ Anbnoss ” TYPE RADIATORS. one is turned on 


the series lamp re- 
sistance is short-circuited ; in this position 20 amperes We 
absorbed by the lamps and 60 amperes by the radiators. Өй 
moving the switch to the last contact the lights are turned ont 
and the remaining radiators turned on. The various contacts 
of the switch are provided with carbon sparking pieces, 


AUTOMATIC STARTING APPLIANCE. 


It will be seen from this general description of the inst 
lation that the plant and switching apparatus have to meds 
most unusual set of conditions, and, in addition to this й 
owner specially desired that so far as possible the plant 
should be automatic and require a minimum of attention 
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For general lighting purposes one dynamo is sufficient, 
but when heaters or motors are brought into use the load 
mus up to 150 amperes. As the man in charge cannot be 


constantly in attendance at the turbine house, it was 
necessary to devise automatic arrangements to start the 
second turbine and couple it to the mains when the load on 
therunning dynamo exceeded 80 amperes. 

The illustration on the opposite page will help to demon- 


AMPERES 


9 10 n 


The thin line (January {th) is an ordinary week-day curve in cold winter weather when the 
family was in residence. The other curve is a Sunday diagram in cold weather when the 
Castle was occupicd. The chief part of the load in the latter case is due to the Caurch-heat- 
ing apparatu« and Castle radiators. During the night the load is maintaiued at the points 
where the diagram ceases, 


strate how this is accomplished. A hydraulic sluice controls 
the admission of the water to the turbine, and the piston of 
this is caused to rise and fall by an equilibrium valve, which 
admits pressure water above or below the piston. When the 
valve is up the sluice is raised, and the turbine starts; when 
the valve is down, water is admitted to the top of the 
cylinder, the sluice is closed, and the turbine stops. The 
equilibrium valve is operated by an electro-magnet, through 
which the whole of the current from the running dynamo 
passes. When this reaches about 90 amperes, the armature 
of the magnet risés, and the valve with it. The turbine 
then starts. The gear seen above the hydraulic cylinder has 
recently been added to close the guide blades as the turbine 
&ops; without this the turbine starts with too great a rush. 

On the switchboard, in addition to the ordinary switches 
and iustruments, coupled three and two-way switches are 
fitted for coupling the dynamo leads and feeders so that 
either machine may be run regularly, and the second started 
and coupled to the mains when necessary. Two Crawley 
automatic switches are fitted, one for each machine; these 
have been specially designed to meet the very unusual con- 
ditions they are required to fulfil. 

Both machines are excited from the running dynamo, and 
the two pairs of feeders are joined at the Castle. 

When one machine is running, it is working on one set of 
feeders, over which a fall of potential of 20 volts takes place 
at 80 amperes. When the current exceeds 80 amperes, the 
second machine starts, und as it reaches a little over full 
speed, the Crawley automatic operates, and couples the posi- 
tive brush to that of the first machine, and a trifle later 
couples it to the second positive feeder through a third auto- 
matic switch, which immediately couples the second negative 
feeder in parallel with the first. The two machines and the 
two feeders are then in parallel, and the current is equally 
divided; by these means the compounding of the dynamos and 
the fall of potential in the feeders is always in adjustment. 

When the total current supplied to the feeders falls to 40 
amperes, the equilibrium valve spindle falls, and the second 
dynamo stops. 

At the moment of coupling and uncoupling there is a rise 
and fall in the volts of only 5 per cent. The whole 
apparatus answers admirably. 

The switchboard is so arranged that the plant can be run 
with or without the antomatics, and so that either machine 
can be used for the Castle, Church, or farm machinery 
separately or together. | 

When the plant was first installed, the condensation on 
the metal work on a cold day was considerable, and most 
troublesome, and a small stove was fitted in the turbine 
Louse. It is found, however, that two electric radiators are 


PANCEN of the 
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much more handy and serviceable, aud the sweating is 
entirely done away with. These radiators also help to steady 
the turbine at very light loads. 

The recording ammeter, to which reference has been made, 
is so connected that all current used in the installation ix 
registered, and some most interesting records have been 
obtained. The drum is of large size, and gives a chart for 
each day. From the nature of the diagram it is quite 
easy to distinguish what apparatus has been 
in use, and the motor records are valuable 
in that they show very distinctly how 
many hours the various machines have been 
in use, | 

Some records taken last Christmas, when 
the family was in occupation, indicate the 
extensive use that is made of the radiators. 

As an illustration, we give a few notes 
demand of January 3rd. The 
circular saw and other machinery were 
running from 12.0 until 3.0, and a varying 
demand was made during these hours; at 
3.20 the load rose to 65 amperes rapidly, and 
continued to rise until 6.20, when it had 
reached nearly 90 amperes. It then declined 
slowly until 11.0, and continued steady 
at 70 amperes throughout the night. At 
6.90 next morning the servants rose, and 
the load began to inerease again, reaching 
100 amperes at 9 am. The total con- 
sumption for the 24 hours was 320 
On Sunday, January 7th, the consumption was 250 


12 tam. 


units, 
units, 

This autumn has furnished some remarkable diagrams; the 
weather has been cold, and considerable use has been made 
of the radiators. The curves taken on Sundays are very 
imposing now that the Church-heating installation is in use. 
Two, taken recently, show a demand of 310 and 320 B. O. T. 
units respectively. The daily demand, of course, varies at 
different times of the year, but rarely falls below 50 units. 
and when the family is in residence it rises not infrequently 
to over 300 units. During the year the installation has 
been running some 35,000 B.O.T. units have been used, 
and the works costs come to about 55d. per unit, a result 
probably not obtained in any other installation in the country. 
and, moreover, a result not attained in even the largest town 
installation. Seeing that the family is only in residence for . 
a few months in the year, this is additionally remarkable, 
and were the Castle occupied for the whole year the costs 


would be less than Id. per unit. 


FEBRUARY 14TH, 1900; WBEK-DAY. 
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This diagram shows а portfon of the day load when the farm machinery was 
in use. On that day several different machines were used, and each gives a 
characteristic diagram. The family was not at the Castle when this diagram 
was taken, and this accounts for the small load after 5 p.m. 


A word or two in conclusion with regard to the effect of a 
severe frost upon the flow of water will perhaps prove of 
interest, The Castle, as we have indicated, is some 30 miles 
north of Inverness and on the east coast: it is, therefore, 
subject to severe winter weather. In addition to this the 
whole of the collecting area lies at an elevation of -between 
800 and 2,200 feet above sea level. A spell of severe weather 
was experienced in the early part of this year, when the 
temperatures at 500 feet above sea level ranged between 
9° F. and 87° F. for a fortnight; during this time an 
average of 100 units was used per day, aud the Dam 
remained full throughout. To produce this result the flow 
must have been nearly double the minimum summer flow. 
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ELECTRIC TRACTION NOTES. 


(Continued from page 826.) 


Central London Railway Extension.—The Central 
London Railway Company gave notice on Monday of a Bill to be 
presented to Pafliament in the coming session, to enable them to con- 
struct a double line from the Bank station to a new station to be made 
under the Liverpool Street staiion of the Great Eastern Railway 
Company. А small extension is also proposed to be made at 
Shepherd's Bush. The extensions will be constructed in the form 
of “loops,” and thus do away with “crossing over" at the termini, 
which causes more delay than was originally expected. When the 
extensions are completed it will be possible (says the Times) to 
increase the frequency of the service somewhat. , 

Colne.—On Thursday last week an inquiry was held by 
Mr. P. Boulnois, inspector of the L.G.B., into an application by the 
Colne Corporation for sanction to borrow £39,000 for electrical pur- 
poses. The Corporation proposes to make provision for supplying 
electrical current for the purpose of working the Colne and Trawden 
Light Railway, which is to be constructed by Messrs. Greenwood 
and Байсу, of Leeds. It is intended to work the railway as a 
continuous line from Trawden to Colne, by way of Nelson, Brierfield, 
Burnley and Padibam, a distance of 12 or 14 miles. 


Dublin.—The Clontarf (Co. Dublin) Urban District 
Council had before them at their last meeting the resolution passed 
by the Council authorising the United Tramway Company to con- 
struct tramlines from Fairview Corner to Ballybough Bridge, on 
their carrying out certain works and paying a certain annual rental. 
This was tinally adopted, but the chairman of the Council com- 

lained that the Tramway Company had had rails laid down 
yetween Gardiner Street and Abbey Street for the last 18 years, but 
no trams had ever been run over the track. A resolution was passed 
calling on the Tramway Company to give a service along Gardiner 
Street, Beresford Place and Abbey Street, as such would be a great 
convenience to the people of the Clontarf suburb. 


Dundee.— There was half an hour's delay in the electric 
car service on 12th inst., due to a trolley arm catching a guard wire, 
which fell, causing a short circuit. 


Edinburgh.—Several additional nails have been driven 
in the coftin of cable traction, for on 12th and 13th there were three 
stoppages in the service. ‘hat on the 13th was due to a broken 
gripper, and the line was clogged for an hour. 


Electric Haulage on Canals.—According to the report 
of the Compagnie Générale de Traction Electrique sur Voies Navi- 
gables, of Brussels, the company's system of electric haulage on canals 
is now in service between Vergenal and Ruysbroeck, a distance of 
22 kilometres, on the Brussels—Charleroi Canal, the results being 
considered satisfactory. The company has secured concessions to 
supply current for electric lighting purposes to 11 localities on the 


line, and is negotiating similar concessions in a number of other 
places. 


Hendon and Finchley.— The Charing Cross, Euston 
and Hampstead Railway Company are seeking for powers, in the 
next Parliamentary Session, to extend their proposed line from 
Hampstead to Golder's Green, Hendon, near the cross roads. In 
connection with this, a company will be incorporated to lay down 
an electric tramway under the Tramways Act, to act as a fecder for 
this extension. There will be two lines of tramways, one from 
Golder's dreen to the Tally Ho Corner, Finchley, and the other 
from Golder’s Green to Hendon village. If these schemes are 
carried through, the much-felt want of direct communication 
between Hendon and Finchley and the West End will be supplied. 


Liverpool.—Mr. S. W. Higginbottom, M.P., was re- 
elected chairman of the Electric Power and Lighting Committee at 
the first meeting of the Committee since the Liverpool municipal 
elections. Speaking of the work of the Committee, Mr. Higgin- 
bottom said that very important work had been done by the Com- 
mittee during the past 12 months, and it was expected that there 
would be a considerable extension of it during the next 12 months. 
This would include the provision of additional machinery at the 
Pumpfields and Lister Drive stations. 

Another new electric car route, that between Breckfield Road and 
Castle Street, Liverpool, was opened on Sunday last. The cars will 
run every seven aud a half minutes. Arrangements are in progress 
for continuing the main lines in James Street across the entrance to 
George’s Dock, which comes into the possession of the Corporation 
of Liverpool on December 1st, so that a second direct main approach 
to the Pierhead terminus may be obtained. 


Manchester.— At a meeting of the Tramways Committee 
on 12th inst., Councillors Boyle and Wainwright were re-elected 
chairman and vice-chairman respectively. A report was submitted 
re the progress of the electrical equipment of the tramways. It 
Was arranged some time ago that the electricity department should 
provide the energy for the trams, aud arrangements were then made 
for building two new generating stations, one in Stewart Street, 
Bradford, and the other in Bloom Street. There is now some 
fear that neither of these stations will be ready to supply the 
electrical energy for the trams so soon as required. The matter was 


discussed at length by the committee, and among the suggestions 
that were made was one to offer premiums for accelerating the work. 
A special sub-committee was appointed to confer with the Ele. 
tricity Committee on the subject. 


Nottingham.—A trial was made on Friday night of one 
of the new electric cars intended for use on the section between the 
Nottingham Great Market Place and Sherwood. Ou board wer 
Mr. Arthur Brown (city engineer), Mr. H. Talbot (city electrical 
engineer), Mr. J. Aldworth (manager of the city tramways, Mr, 
Rogerson (assistant electrical engineer), Alderman Brownsworl 
(chairman of the Corporation Tramways Committee , and several 
others, including a number of employés of the contractors, Messrs. 
Dick, Kerr & Co., whose representative, Mr. Willams, drove 
the car. 


Pontefract.—The T.C. met specially on 15th inst. to 
consider the proposals of the United Kingdom Tramway, Light 
Railway, and Electrical Syndicate, Limited, to establish a system 
of electrical trams in and between Normanton, Whitwood, Castleford, 
Glass Houghton, Pontefract, Purston, aud Featherstone, and also to 
supply electric light and energy within those areas. The scheme 
received the unanimous approval of those voting, subject to the 
terms in the agreement being satisfactory. 


Tramway Powers.— Tuesday's London (iazelle con- 
tains numerous notices regarding new powers for which applis- 
tion is being made to Parliament. These include the following, 
relating to tramways :—Gosport Electric Tramways (Urban Electric 
Supply Company); Lyndhurst Light Railway (Lyndhurst Electr: 
Light and Traction Company); Bournemouth Corporation Tram- 
ways; Burton-on-Trent Corporation tramways and light railway: 
Bury Corporation tramways; Handsworth U.D.C. (tramway working 
and leasing powers); Hyde Corporation tramways; Chester Cor- 
ин tramways; Wrexham (National Electric Traction Com 
pany). 


Radcliffe—The D.C., having obtained a provisional 
order for the construction and working of electric tramways 
in the district, are pushing forward with the scheme, and“ 
L.G.B. inquiry is to be held shortly. The Bury Corporation have 
approached the Council, as they wish to run to Whitefield лі 
Radcliffe, and suggested that Radcliffe should lay a permanent way 
and give Bury running powers over it on terms to be hereafter 
settled. The policy of Radcliffe Council, however, is to retain 
powers over their district, and they have offered to enter into an 
agreement with Bury if reciprocal powers are granted. Un ih: 
other side of the town an effort is being made to connect Radcliffe 
with Farnworth, and the two Councils are negotiating with Litte 
Lever on the matter. The suggestion is that Little Lever shout 
obtain a provisional order, construct the line, and lease it to tbe 
other two authorities, Little Lever to keep the line in repair, and 
Radcliffe and Farnworth to attend to the equipment. The соч of 
the Radcliffe scheme is foreshadowed at £80,000. Included in this, 
however, is the electric lighting scheme, and land for the establish- 
ment of the necessary plant has just been obtained, but building 
operations have not yet commenced. 


Scarborough.—The New General Traction Company, 
Limited, which is connected with electric tramway systems in 
various parts of the country, has promoted a company styled the 
Scarborough Electric Tramway Company, with a capital oi 
about £150,000, which, it is understood, is already practically 
assured. The scheme which the company proposes fot 
Scarborough is a comprehensive one, and is estimated to involve 
an outlay of £120,000. The plans, which have been prepared, show 
an outer and an inner circuit embracing all the principal parts © 
the borough, and extending over a route of about eight miles, vit: 
about 12 miles of rails. The Corporation is to be approached t 
secure its approval of the undertaking. The company is under 
stood to be willing, at its own expense, to maintain the streets aiong 
which the lines are laid, and also to light the new Marine Drive 
with electricity during that period of the year when the італ а" 
runniug. 


Victoria-Putney Underground Electric Railway— 
The London News Agency states that there is a possibility the * 
по very distant date an electric underground railway will be œn- 
structed between Victoria and Putney. А Bill embodying (^ 
scheme will shortly be placed before Parliament. We read in t 
Times that inquiries have already been made in the district, o 
behalf of a firm of solicitors, as to the ownership of the proper; 
under which the proposed new railway is to be constructed. 
line would be called King's Road Electric Railway.” The s> 
gested line of route is under King's Road, on the Middlesex side. 
beneath the bed of the river to Putney, where it would рохе 
under Brewhouse Lane and the Putney Baths to the cast 907 el 
High Street as far as Montserrat Road, where the terminus won 
situated. It is the intention of the company to егесі a gener 
station near to the terminus, in addition to a passenger 
Several of the tradesmen and property owners haye been «77 
with statutory notices informing them that their property 7, 
required, and the ground landlord of several shops in High 517 
has received notice that all the premises between No. 67 and No. A, 
at the corner of Montserrat Road, will be taken over. 


Wrexham.—The National Electric Traction Coumpan 


registers its intention to apply to the Board of Trade for (rmv 
powers in the London Gazette. 
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TELEGRAPH AND TELEPHONE NOTES. 


Canadian-English Cable.—We read in the New York 
Electrical World that the Canadian Dominion Government hopes to 
have a short direct cable laid between Scotland and Belle Isle, on 
the Labrador Coast of Canada, vid the north of Ireland, thus giving 
Canada a new cable line to Great Britain. 


Egyptian Telephones.—A telephone line is shortly to be 


erected between Alexandria and Cairo. 


New Cable to Shanghai.—A Reuter dispatch dated 
Berlin, November 16th, says that the cable steamer Von Podbielski 
‘arrived at Wusmey on 15th inst., and was proceeding to Tsin-tau to 
lay the Tsin-tau Shanghai cable. A later dispatch stated that the 
steamer was overdue at Shanghai. 


Telegraphic Interruptions and Repairs :— 


CABLBS. INTERRUPTED. REPAIRED. 
AFRICARE :— 
8t. Louis (Senegal)-Bathurst ee ee Aug. 35, 1900 ee 
Bt. Louis (Senegal)-Teneriffe .. Nov. 11,1900  .. 
Zanzibar -Mombassa * T .. Sept. 29, 1900 
Zanzibar-Aden ës we .. Nov. 9, 1900 


.. March 1, 1900 .. 


Paramaribo-Cayenne ES" se M .. Oct. 6, 1900 
Barcelona - Guanta - Cumana - Portlamar - 
Carupano (Venezuela) АТ ... .. Nov. 1, 1900 ʻi 
Falmouth-Bilbao ee ee os ee * Nov. 19, 1900 
Havre-W aterville d ee ee Nov. 8, 1900 
Latakia-Cyprus .. June 20, 1899 
LAXDLINBS:— 
AFRICAN :— 
Majonga-Tananarive .. Nov. 6,1900 .. E 
Sours AMERICAN :— 
Communications with all offices of Colombia 
beyond Buenaventura .. «s РА .. Jan 29, 1900.. 
orlandlines .. ee ©» .. Maroh 18, 1897 .. 
Interior of Colombia landlines .. ; Nov. 19, 1900  .. d. 
dlines south of Serena $3 “в .. July 90, 1900 .. Nov. 19, 1900 
Landlines west of Barquisineto and Coro .. Nov. 1, 1900 МЕ РЕ 
Barcelona (Venezuela)-Ciudad (Bolivar) .. Nov. 1, 1900 
West INDIAN :— 
Landlines to Baracoa, Guantago and Sagua de 
Tanamo T P nidis vi .. Nov.12,1900 .. 
Landlines between Puerto Plata and San 
Domingo Git АЕ =e m . .. Nov. 20, 1900 
Dominican landlines .. Nov, 21, 1900 
Caumer :— 
Tientsin-Pekin ө ee June 12, 1900 
* “э ee ә ee ee June 14, 1900 ee ° 
Kalgan-Maimatchin . June 80, 1900 .. .. 
Tientsin, via Shanghai s .. June 16, 1900 as 


Tientsin-Niuchwang `; .. June 18,1900 .. 


All lines connecting Cochin China with 
Thuanan НА н $e "m " . . Oct. 28, 1900 
Oommunication between Saigon and North - 
cine pala Tonkin 0055 ee  .. Oot, 98, 1900 .. T 
Saigon-Bang OK. е • ee ae . ae Nov. 16, 1900 ee Nov. 16 1 
Communication “via Hanekine” interrupted iid 
14 ee se Feb, 24, 1900 


on Persian territory — .. А ey e 
[* We are informed that the interrupted section is the Teneriffe Coast cable. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Belfast.—November 23rd. Tenders are invited for steam 


ipes, pumps, condensing plant, boilers, mechanical stokers, super- 
eaters, coal and ash conveying plant, and switchboard extensions 


for the Corporation electricity works. See “Official Notices” 
October 12th. 


Bermondsey.—December 3rd. The Vestry invites ten- 
ders for 71 cast-iron arc lamp columns, arc and incandescent lamps, 
1 switches and fittings. See ‘Official Notices" November 


Bexhill.—December 10th. The U.D.C. wants tenders 


for water-tube boiler and pipework, and one 150-Kw. steam dynamo. 
See “ Official Notices” to-day. 


Birkenhead.—December 4th. The Corporation wants 
tenders for switchboard and instruments for the tramways power 
station, Craven Street. See "Official Notices " to-day. 


Blackpool.—December 17th. The Corporation wants 


tenders for the supply of arc lamp carbons and oils for one year. 
See “ Official Notices " to-day. 


Brighton,—bDecember 6th. The Council invites tenders 
for points, crossings, sole-plates, manhole covers and gulley-grates, 


tie-bars, fish-bolts, &c., for tho electric tramways. See Official 
Notices” November 16th. i 


Brighton. — December 13th. The Council wants tenders 
for the Coustruction of permanent way including bonding, &c.; 


paving all tramway tracks with wood, &c. бее “Official Notices" 
November 16th. 


Cardiff.—November 28th. The Corporation wants ten- 
ders fora 75-kw. motor generator, Tudor battery, lead covered 
cables, and a 20-ton travelling crane for the tramways undertaking. 
See Official Notices" November 9th. 


Copenhagen.—January 3rd, 1901. "The Corporation 
invites tenders for three 530-K w. dynamos, switchboards, &с. See 
“ Official Notices " to-day. 


Halifax.—November 27th. The Tramways Committee 
invites tenders for the supply of 36 tramcars, trucks, motors, and 
electrical equipments for same. See "Official Notices." 


Hendon.—December 31st. The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-Kw. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works. See Official Notices" November 16th. 


Kendal.—November 25th. The Corporation wants ten- 
ders for complete electric lighting station equipment (boilers, steam 


dynamos, battery, &c.); and for underground mains, meters and 
services. See Official Notices November 2nd. 


Mauchester.— December Ist. Tenders are wanted for 
twelve workmen's electric cars. See “ Official Notices " to-day. 


Newington (Southwark). — December 3rd. The 
Electric Light Committee of the Southwark borough, wants tenders 
for the erection of back E. M. F. cells at the electric light station. 
See “Official Notices " to-day. 


Oldham.—November 27th. The Electricity Committee 
wants tenders for an extension switchboard for supplying current to 
the tramways. See “Official Notices" November 16th. 


Partick.—December 4th. The Commissioners want ten- 
ders for electricity meters, demand indicators, and fuses. See 
* Official Notices " to-day. 


` Portsmouth.— December 7th. The Corporation wants 
tenders for permanent way construction and underground feeders 
for the electric tramways ; also for overhead electrical equipment., 
Sce two “ Official Notices " to-day. 


Stavanger.—January 2nd. "Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on applieation direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Stockport.—November 24th. The T.C. wants tenders 
for the laying of permanent way for electric iramways. Also for 
the supply of 1,050 tons of girder rails, 90 tons of fishplates, 25 tons 
of tie bars, various points, crossings, bolts and nuts, &c. Sce two 
“ Official Notices " November 9th. | 


Ntockport.—November 24th. The Т.С. wants tenders 
for the overhead equipment, and supply of rail bonds, for six 


sections of electric tramways. See “Official Notices" November 
9th. 


Tyne.—November 30th. The Tyne Improvement Com- 
missioners want tenders for the electric lighting of the Northum- 
berland and Albert Edward Docks, including everything but the 
generating plant. Sec our Official Notices” to-day. 


West Ham.—November 30th. The Council wants ten- 
ders for two 25-в.н.р. oil engines, two 15-Kw. dynamos, battery and 


switchboard for the Dagenham Hospital, Essex. бее Ofticial 
Notices” to-day. | 


CLOSED. 
Dublin.—The Electric Committee of Dublin have been 


considering the tenders for cables required under the new electricity 
scheme. "Three firms tendered :—Messrs. Siemens Bros. & Co., of 
Westminster, at £103,237 12s. ; the St. Helens Cable Company, at 
£108,039 18s, and the British Insulated Wire Company, at 
£109,447 10s. 8d. The tender of Messrs. Siemens had been practi- 
cally accepted, when it was discovered that a trifling little mistake 
of about £10,000 had been made, raising the amount to £113,637 
12s. Mr. Hammond now advises that the tender of the British 
Insulated Wire Company be accepted, but it is being asked why 
this should be, if the St. Helens Company can do the work 41,400 
cheaper. Mr. Hammond says in this connection, that the firm being 
of recent origin, he should hesitate before placing with them a con- 
tract of such magnitude. 


London.—The London County Council have accepted 
tenders from the following tirms for the supply of engineers’ goods 
and electrical stores during the ensuing year:—J. Dickson, M. 
Wilson & Co., Pyke & Palmer, Buck & Hickman, J. Russell & Co., 
Turner & Hudson, Edison & Swan Company, Heaton & Smith, and 
Simon, Berry & Co. 


Woolwich.—Owing to the rapid extensions since the 
Woolwich Electric Light Company has been taken over by Messrs. 
Edmundsous, a second 250-Kw. turbo-dynamo, complete with surface 
condenser, air and circulating pumps, has been ordered from 
Messrs. C. A. Parsons and Co. 
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Tunbridge Wells,—The Council has accepted the tender 
of Messrs. Callender & Co. for the supply of high aud low tension 
electricity cables, with the exception of the twin public lighting 
cable, Messrs. W T. Heuley's tender being accepted for this only. 
The tenders submitted were as followa:— 


Low Tension ELECTRICITY CABLES. 


Name of firm. 081 | 06 | l- 15 2 Twin 
| o£ ов. a. 8. d. £ s. 4 8. E s. d. £ s 
B it. Insul. Wire Co., 135 0 0 | 193 0 0 246 0 832 0 384 0 0|65 0 
Callender & Co. . 108 0 0 168 0 0 228 0' 296 0:354 0 0: 70 0 
W.T Glover & Co. 114 11 8175 0 0 237 10 312 10 889 11 8 | 68 15 
Henloy & Co. 106 à 0; 165 17 6 229 5 305 0 875 15 0 4 10" 
Johnson & Phillips. 107 00 166 0 0 731 0,312 0 378 0 0 | 50 0 
J. Litt uer ..10211 0 16410 0 228 6 306 10 375 1 0 25 10 
Pollaud « Co. . 16 80,185 6 0 | 256 8 336 17 409 15 0 78 4 
Siemens Bros. & Co. 109 0 0 161 0 0,222 0 | 295 0 354 оо 60 0 
St. Helens Cable Co. 11510 0 173 0 0, 218 0 811 0 373 0 0 66 8 
Western Electric Co. 116 0 0 160 0 0 | 280 0 296 0 | 362 0 0 62 0 
l 
* Accepted. Prices per 1,000 yards 
HigH Tension ELECTRICITY CABLES. 
“034 05 ‘1 


| 
| 


Name of firm. BE 
i 
| 


s. d £ s. d 4 s.d £ s. d. 

Brit. Insulated Wire Co. | in 0 0 164 0 0 210 0 0 200 0 0 
. F 113 0 0 1231 0 0 176 0 | 267 0 0 
T. G over & Co. . 118 15 0 137 10 0 191 13 4 272 18 4 

"m inley C. ii 113 10 0 129 12 6 178 2 6 2660 0 0 
Johnson & Phil: dps 116 0 0 пм 0 0 188 0 0 271 0 0 
J. Lit Auer. 11510 0 130 0 0 171 0 0 950 0 0 
Polland & Co. - à 1634 0 . 212 6 0 250 19 0 321 17 0 
Siemens Bros & Со. . 116 0 0 130 0 0 175 0 0 257 0 0 
St. Heiens Cahle-Co. . 12:10 0 140 0 0 190 0 0 276 0 0 
Western Eiectrie Co. | 121 0 0 110 0 0 186 0 0 903 0 0 


— ———— — — — <. = — — —— — — . — — — -— 


Prices per 1,000 yards. 


Durban (Natal). We are indebted to our South African 
exchange, Industries, for the following list of tenders which were 
submitted to the Durban Corporation for the electric tramway 
scheme. As has been already stated in our columns, the successful 
tenderers were '--- 

Messrs. Macartney, McElroy & Co, Limited, of London, for Part 
“А,” £16,994 10x. 10d., and Part B," £18,600, making a total of 
£35,594 10s 10d., while 

Messrs. Dick, Kerr & Co., Limited, of London, secured Part“ C“ 
for £26,240 10s. 10d. 

The total contract amounted to £61,835 Os. 10d. It is divided 
iuto :— Part “ A," Poles апа overhead equipment ; Part '' B," Elec- 
tric motor cars; Part C," Steam and electric generating plant. 


- — — — - — — — o——— —9—— 


— —— — — — MÀ — 


Sunderland. — The T.C. at their last meeting accepted 
the recommendation of the Tramways Committee that the con- 
tract for 24 motor cars of the top-seat type, together with track 
cleaner and traverser, for which tenders were recently invited, be 
awarded to Messrs. Dick, Kerr & Co., Limited, at a price of £675 
per car. All of these cars will be equipped with standard air 
brakes. 


London.—The Asylums Committee of the London County 
Council have accepted the following tenders in connection with the 
central station, for the supply of water and the electric light at 
Horton asylum :—Boilers, engines, апа dynamos, the Edmundson 
Electricity Corporation, £17,825; pumps and pumping machinery, 
R. Warner & Co., £1,674 108. ; water softening plant, Doulton & Co, 
£1,269 12s.; and fencing, Turner, Limited, £602 10s. 


FORTHCOMING EVENTS. 


Friday, November 23rd —At 5 p.m. Physical Society. Agenda: 
(1) “The Anomalous Dispersion of Carbon," by Prof. 
В. W. Wood; (2) The Liquefaction of Hydrogen,” 
by Mr. M. W. Travers; (3) "On the Refraction of 
Sound by Wind," by Dr. E. H. Barton. 

At 7.30 p.m.—Institution of Junior Engineers Joint 
meeting with the Architectural Association at 9, Con- 
duit Street, W. Paper on “The Use of Rolled Joists 
in Construction," by Mr. A. T. Walmisley, M.LE.E. 

Saturday, November 24th.—At 10.10 a.m. The Institution of Elec- 
trical Engineers (Students' Section). Visit to works 
of Messrs. Siemens Bros. & Co., Limited. 

Monday, November 26th.—At 8 p.m. Society of Arts, Cantor 
Lectures. Electric Oscillations and Electric Waves,” 
by Prof. John Fleming, M.A., D.Sc., F.R.S. Four 
Lectures. Lecture 1.—Electric Oscillations.—The 
production of electric oscillations—The factors deter- 
mining their frequency and energy—Secondary oscil- 
lations—Magnetic, thermal and other effects produced 
by electric oscillations. 

Tuesday, November 27th.—At 7.30 p.m. Institution of Electrical 
Engineers, (Manchester Section). Meeting at Owens 
College, address оп “ Relative Advantages of Direct 
Current and Three-Phase Distribution for Small 
Installations," by H. A. Earle, M. I. E. E. 

Wednesdays November 28th.—At 7.3» p.m. The Institution of 
Electrical Engineers (Studeuts’ Section). Papers to 
be read:—“ Single-phase Geuerators at the Pans 
Exhibition" by J. T. Irwin, and “ Polyphase Gene- 
rators at the Paris Exhibition” by C. N. Nettley. 


———— — — o S — — — — Á— ÀÀ——À 


Time of | | 
Tenderers. completión No. Part ** A." Part B.“ Total“ A“ &“ B.“ Part C." Total contract 
in months. | | 
B d £ & d £ & 4 | £ в. d.i | £ 8. 4d. 
Lowdon Bros. & Co., Dundee — | 1 | 17,287 0 6 15,905 0 0 33,192 0 6 | 21,337 О 0 | 54,400 0 0 
» » - m — 2 — 16,015 0 0 | 33,302 0 6 — — 
Reunert & Lenz, Durban & Johannesburg 10 to 12 1 16, 427 13 3 | 18,300 0 0 | 34,727 14 3 | 22,850 О 0 56,577 0 0 
i : : 2 | EN | 22,150 0 0 | 38,577 14 3 | 23,000 О О | 61,177 0 0 
J. G. White & Co., New York & London 9 to 11 1 19,883 1 2 | 18296 0 0 38,179 1 2 | 22,209 0 0 | 58,000 0 0 
И ” » 2 = ‚18120 0 0 | 38,003 1 2 22,209 0 0 57,824 0 0 
R. W. Blackwell & Co., Ltd., London 10 to 12 1 | 19,241 6 3 | 21,702 6 8 | 40,913 13 4 | 20,417 10 0 | 59,862 17 9 
Й „ И 2 = 23447 5 2 42,688 11 10 | 20,417 10 0 | 61,777 16 3 
: 5 „ 3 = | 21,702 6 8 | 40,943 13 `4 | 24,017 10 0 | 63,362 17 9 
«„ 4 - | 23,447 5 2 42,688 11 10 | 24,017 10 0 | 65,107 16 3 
Macartney, McElroy & Co., Limited, 12 to 14 | 1 16,994 10 10 18,600 0 0 | 35,594 10 10 | 25,255 0 0 60,849 10 10 
London (aecepted A & B) н 2 — 18,820 0 0 35,814 10 10 25,255 0 0 61,069 10 0 
Brush Electrical Engineering Co., Ltd., 12 fob. 1 18,947 12 0 23,498 0 0 42,445 12 0 24,175 0 0 66,620 12 0 
London f } London 12 — 22,376 0 0 — — — 
Crompton & Co., Ltd., London 16 to 19 1 21,332 13 3 20,397 0 0 41,729 13 3 25,798 0 0 67,527 0 0 
Siemens, Ltd., Durban 11 to 18 1 25,379 0 0 19,534 12 0 44,913 12 0 23,742 0 0 | 68,500 0 0 
: „ „„ 2 23,008 0 0 | 19,534 12 0 | 42,542 12 0 23,742 0 0 | 66,129 0 0 
Dick, Kerr & Co., Lon. (accepted €) 8 to 11 1 22,096 0 0 22,424 0 0 44,520 0 0 26,240 10 0 | 70,598 0 0 
is "a 5 2 — 23,165 0 0 42,521 0 0 — 
„э ы WEEDS E - | = m | 21,379 10 0 | 65,598 0 0 
Hubert Davies * Spain, Durban ... 10 to 12 1 18,457 6 9 | 24,226 0 0 | 42,683 6 9 26,628 о 0 | 69311 0 0 
T "n -— E 2 — 22,730 0 047.187 6 9 =- — 
ы коо dun ie » | 3 — 8 Alternative Tenders from 24,010 0 0 66,693 0 0 
|! to] 30,723 10 0 | 76,704 0 0 
Reiners Von Laer & Co., Port Elizabeth 15 | 1 25,446 2 10 : 24,972 0 0 | 50,238 2 10 | 21,600 0 071,838 0 0 
British Schuckert Electric Co., Ltd., Lon. — 1 i 26,839 17 0 21,950 0 0 | 48,789 17 10 | 28,725 0 0 | 75,500 0 0 
„ == 2 | om ' 21,620 0 0 | 48,550 17 10 а a 
Hamilton. & Co., Port Е lizabeth . -— — 25,446 0 0 | 24,792 0 0 | 50,288 0 0 | 28,650 О о | 78,100 0 0 
Witting Bros. „Ltd., London, on behalf of ' | | 
Electricité & Hy draulique, Charleroi.. — | — 125,368 0 0 26,300 0 0 151,668 0 0 | 26,350 0 0 178,018 0 0 
George Hill & Co., Manchester . == — 26,626 14 0 23,050 0 0 | 49,076 14 0 A 
Mather & Platt, Ltd., Manchester Не — — | ! — 23,176 0 0 
Davey, Paxman & Co., Colchester — | l , — | — — 23,452 15 0 -- 
T " Not stated. | 2 a | —- | — 27,001 10 0 — 
Clayton Engineering & Electrical Con- | | | 
struction Co., Ltd., Hyde, Manchester | Not stated. | — | - | 24313 1 6 
D. Stewart & Co., Glasgow — — | — | 27,568 10 0 
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Thursday, November 29th.—Extra meeting of the Institution of 
Electrical Engineers, in the rooms of the Institution 
of Mechanical Engineers. Paper by Mr. W. E. 
Langdon, on “The Supersession of the Steam by the 
Electric Locomotive. " 

Institution of Electrical Engineers (Dublin Section). 
Conversazione at the Royal Dublin Society. [This 
will take the place of the meeting aunouuced for the 
22nd inst., which was postponed from that date.] 

Friday, November 30th.—At 8 p.m. Institution of Junior Engi- 

` neers. Inaugural Meeting of 20th session, West- 
minster Palace Hotel, Sir Lowthian Bell, Bart., F.R.S., 
delivers the Presidential Address. 

Saturday, December Ist- At 2.0 p.m. and 3.0 p.m. The Institution 
of Electrical Engineers (Students’ Section). Visit to 
Generating Station of Waterloo and City Railway. 

Thursday, December 6th.—Rontgen Society Meeting, paper on 
“ Stereoscopic Fluoroscope and new Mercury Break," 
by Mackenzie Davidson. 

At 8 p.m.—Civil and Mechanical Engineers! Society 
Meeting, paper оп * Valve Gears and Valve Diagrams," 
by Prof. R. H. Smith, M.I.E.E., &c. 

saturday, December 8th.—At 3 p.m. Visit of Iustitution of Junior 
Engineers to the London United Tramways Com- 
pany's electric generating station at High Road, 
Chiswick. 


NOTES. 


The Use of Röntgen Rays.—At an inquest held at 


Hastings on 16th inst., there were certain statements made 


regarding the use of Röntgen rays in the diagnosis of a 
fractured thigh. The deceased, a widow lady of 68 years 
of age, had written a letter stating that she had suffered 
great pain and anguish from a sore caused by over exposure 
to Róntgen rays. It seems that whilst the patient was being 
attended by Dr. H. R. Mansell, Róntgen rays were twice 
applied under the circumstances recorded in the evidence, 
which was as follows :— 


Dr. Roberts, of Hastings, stated that when called in on July 7th 
deceased had a sloughing wound on the stomach, 7 inches by 3j 
inches, with a considerable amount of inflammation surroundiug it. 
He thought it probable it was attributable to Röntgen rays. The 
cause of death was exhaustion from the effects of shock from the 
two injuries, fractured thigh and Röntgen rays. He had read of 
eases repi rted of dermatitis being set up by Röntgen rays. He had 
never before heard of a sloughing wound after Röntgen rays. At 
the post-mortem examination it was found that the body was wasted. 
He eould not give the date when Mrs. Wilson lost her reason, 
because she varied, but he thought it was about a month before she 
died. He did not think asloughing wound of this size would cause 
wasting sufficient to bring about death. 

Mr, A R. Ticehurst, surgeon, of St. Leonards, said the sore might 
have been caused by Röntgen rays or something else, such asa hot- 
water bottle. 

Dr. Mansell said deceased consented to have Röntgen rays used 
on her thigh. He consulted Mr. Blomfield, who said he thought he 
would have to give 35 minutes’ exposure. He gave Mr. Blomfield 
directions to take two plates, one of the affected side and another 
of the right side, which was unaffected. On the following morning 
he visited Mrs. Wilson, who was very well in every respect, and 
who never complained of any inconvenience whatever from the 
application of the rays. He showed the photograph to other 
doctors, and it was not considered satisfactory. It was suggested 
that one should be taken of the centre of body. This was taken 
on April 27th, Mr. Blomfield saying it would take 35 minutes or a 
little longer 

Mr. J. H. Blomfield said he had taken photographs by Röntgen 
rays for various surgeons. On the first occasion he gave 35 minutes’ 
exposure for the first plate and 45 for the second. On the next 
occasion he allowed 45 minntes. If he had had the later pattern of 
apparatus it might not have taken so long. On both occasions, in 
reply to his questions, Mrs. Wilson said she was not at all in pain, and 
quite comfortable. With an up-to-date machine he would give an 
exposure of five minutes. 

Dr. H. Lewis Jones, medical officer in charge of the Electrical 

Department at St. Bartholomew's Hospital, stated that, having 
regard to the instrument and the part.of the body photographed, he 
considered there had been a proper exposure. The risk of an 
X rays’ barn was always present in long exposures. In reply to Mr. 
Saunderson, who represented deceased's relatives, Witness said 
the latest way of taking these photographs with up-to-date machiues 
was to give as short an exposure as possible. Не had given a 
+) minutes’ exposure, but the usual one was seven or eight minutes. 
He had never come across a case in which a burn from the rays 
caused death. Machines like Mr. Blomfield's were used all over the 
соту. 
. Toe jury returned a verdict to the effect that the deceased met 
Ler death from shock and exhaustion following the accident, and 
irom the effects of the Röntgen rays on a weakened system, and no 
blame attached either to the medical man or the photographer. 


were to some extent taking the lead. 


Foreign Trade Competition.—Mr. J. M. Rennoldson, 
who presided on Saturday night at the annual gathering of 
the Newcastle and District Association of Foreman Engineers 
and Mechanical Draughtsmen, referring to the question. of 
competition, said (according to a 7%% summary) that 
foreign competition was already setting in, and he was 
afraid that they might feel it in the time to come a good 
deal more than they had yet done. Materials had been 
forced up to an abnormal price, and the price of coal had 
reached a figure which it had never reached since the early 
seventies, at the time of the great coal famine: the cost 
of the finished article had been pushed up in consequence. 
During recent months they had seen steel landed from 
America in thousands of tons, and also from Germany. 
From being the first manufacturing nation in the world, we 
began to find now that other nations were creeping in, and 
If we were to combat 
successfully this competition, it would be necessary not only 
for the proprietors of works aud capitalists to put their 
hand to the plough and be diligent as to their adopting the 
best class of machinery and the best known methods of 
manufacture, but it was necessary that they should be sup- 
ported in their endeavours by associations such as he had the 
honour of addressing. Unless they had an administrative 
body in their works composed of their draughtsmen and 
managers and their leading foremen. who had studied 
economy and every possible means of producing work in the 
most economical and efficient manner, they would never be 
able to compete successfully with those great nations that 
were now competing with them. He had not a word to suy 
against trade unionism so long as it was kept within its 
proper limits. There were many ways in which trade 
unionism could be beneficial to its members: but when it 
put down its foot and said to a workman that he was not 
to do his best for himself and his employer, it was slowly 
and surely strangling the industrial life of this nation. He 
was convinced that the success of America was mainly due 
to the freedom which existed amongst American workmen, 


Telephone Stations for High Tension Installations. 
—QOn the 17th inst. Dr. Puluj gave a demonstration of his 
new safety telephone station for high tension installations, 
He pointed out the dangers which the users of telephones 
would incur if conductors carrying high tension currents 
should accidentally come in contact with the telephone wires, 
The fuses at preseift fitted protect the apparatus, but not the 
persons using it, since sufficient electricity will pass before 
the fusion takes place to cause serious injury. Pu'uys tele- 
phone station is so constructed, that complete protection is 
given against currents at a tension of several thousand volts. 
One or both wires of the telephone shown ut the demonstra- 
tion were connected to the terminals of a transformer, whose 
tension was 3,000 volts, yet no disturbance beyond a weak 
humming sound in the telephone was produced. The current 
was regulated so that the current from the transforiher 
heated the fuse to redness, and yet the telephone could be 
safely taken in the hand. The telephone stations that have 
been constructed after Puluj's design are for a power trans- 
mission &tation near Prague, working with a tension of 2,000 
volts. For this information we have to thank the bankers, 
J. G. Selig, of Prague, who have been entrusted with the 
development of the invention. 


Dr. Fleming's Leetures.—Dr. J. A. Fleming writes to 
us as follows :—'* My attention has been drawn to the fact 
that the dinner of the Institution of Electrical Engineers 
has been fixed for Monday, December 3rd, and this is the 
same date as that announced for the second lecture of my 
Cantor Course at the Society of Arts on “ Electrical Oscilla- 
tions.” Under these circumstances, some who desire to 
attend the lectures have asked me if it would be possible to 
have the date of my seoend lecture altered. and Sir Henry 
Wood, the Secretary of the Society of Arts, has kindly 
consented to change the date from Monday, December 3rd, 
to Tuesday, December 4th. You would greatly oblige me 
by making this announcemeut in your columns, so that any 
who desire to attend the lectures may he saved from dis- 
appointment by coming to the rooms of the Society of Arts 
on the wrong evening." z 
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Horsing Electric Tramways.—The following letter 
came to hand too late for insertion in our Correspondence " 
columns :—** I notice that Mr. Horace Boot, in his letter to 
you, states that the question of horsing tramways during the 
hours of lapping load is not his suggestion, but i8 one * pro- 
pounded’ by me. ‘ Propounded' is a weighty word, and I 
should like to have an opportunity of stating that six years 
ago, before the Incorporated Association of Municipal and 
County Engineers, I read a paper on ‘Electric Street 
Tramways,’ consisting of some 1,200 lines of print, in which 
the * propounding ' referred to was accomplished within the 
compass of 11 lines as follows :— 

There is a third plan which the writer has lately been consider- 
ing, and which might, indeed, prove the most economical method 
of dealing with the overlappiug difficulty, viz., the Aorsing of the 
tramcars during the time of the top lighting load. 

In conversation with a leading provincial jobmaster, the writer 

finds that iu many cities horses are jobbed out io do purely light 
day work, and that it would be a boon to the jobmaster to be offered 
employment to which they could be put during the evening. As 
doubtless the members of the Association have the control of the 
horses belonging to their respective local authorities, it will be useful 
to gather their opinion upon this point. 
It wil be noticed that I simply took the opportunity of 
inviting the members of the Association who had control 
of horses to give their opinion. I may add that those 
opinions were unanimously adverse to the idea, and I have 
from that time to this not considered it within the range of 
practical politics, and therefore I naturally do not- desire to 
be treated as one who is anxious to see ib carried out. 
During the past six years one has certainly learnt that the 
running of tramways eleetrically is an industry of such vast 
importance that one can afford to have special plant for it, 
and not to fall back upon horse flesh at any time of the 
day.—RonBEnT HAMMOND.” 


The Metropolitan Railway and Electric Traction.— 
Tuesday's Yorkshire Daily Post contained the following 
very important announcement :—“ Notice was published 
yesterday of the intention of the British Westinghouse Elec- 
tric and Manufacturing Company, Limited, to bring in a 
Bill next session to enable them to undertake the electrifica- 
tion of the Metropolitan and Metropolitan District Railways, 
and to suspend the running powers of the London and North- 
Western, the Great Northern, the Midland, the South- 
Eastern, and London, Chatham, and Dover, while the pro- 
cess of conversion from steam to electricity is being effected.” 

The Westminster Gazette of Wednesday contained the 
following relative to the same subject: —“ If we read the 
Erpress aright, Sir William Preece has told it that the 
Metropolitan directors will on Saturday week open tenders 
they have received for converting their line into an electric 
railway. Amongst the tenderers named are Mather & Platt, 
the Brush Electric Company, Crompton & Co., Thomas 
Parker & Co., and Dick, Kerr & Co., representing England ; 
the Thomson-Houston Company and the Westinghouse 
Company, representing America ; the Allgemeine Electricitat 
Gesellschaft, Siemens Brothers, Schuckert & Co., and Felten 
and Guilleaume, representing Germany; and the Breguet 
Electrique Company, and MM. Hutin and Leblanc, repre- 
senting France. There is a hint that because of the lack of 
specifications the tenders will have to be made all over again, 
so that the electrification is not just yet.” | 

We do not know how far these statements may be accurate, 
but we are in a position to say that the Earl's Court elec- 
trical experiment is at an end, and the train is no longer 
running. It is confidently hoped that the work of installing 
electric traction will commence with the new year. 


Marriage.—On October 11th, at St. Thomas, D.W.I., 
Mr. Charles Burr Cruickshank, M.A., A.G.T.C., chief elec- 
trician, West India and Panama Company's Cable ss. 
Grappler, was married to Hermine Marie Louise, eldest 
daughter of Gabriel Anciaux, Esq., Brussels. 


Boiler Tube Burst.—A boiler tube burst in the boiler 
house at the Sardinia Street station of the Metropolitan 
Electric Supply Company а few days ago. A young man 
named Albert Shirley, who was in charge, was frightfully 
scalded, and was at once removed to a hospital. 


Light Cure.—Reuter’s Copenhagen agent quotes from 
the Hlektroteknish Tidsskrift, of Copenhagen, to the effect 
that a Danish electrical engineer has invented an electrical 
lamp which will cause a considerable advance in the thera- 
peutical treatment with light followed by the Danish Prof, 
Finsen, The lamp has been tested at Finsen's Hospital for 
treatment with light in Copenhagen, and has been proved to 
produce in an especial degree those chemical rays which are 
necessary for the purpose. 


The Institution of Electrical Engineers.—The Man- 
chester Section held their first meeting on Tuesday last week 
in the lecture theatre of the new physical laboratories at 
Owens College, Dr. Edward Hopkinson presiding. There 
were about 100 members and visitors present to hear a 
lecture by Prof. Schuster on “ Some Phenomena of Electric 
Sparks.” The next paper will be read by Mr. Hardman H. 
Earle, and the subject will be “ Relative Advantages of 
Direct Current .and Three-phase Distribution for Small 
Installations.” 


The Rivers of Norway.—When the coal supply of 
Europe is exhausted, happy will be the country that has 
plenty of water-power. Norway will then be one of the 
happiest, as may be learnt from the excellent liule 
pamphlet Les Rivières de la Norvège,” by G. Saetren, 
Director-in-Chief of the Administration of Canals of the 
Kingdom of Norway. The principal watershed of Norway 
lies quite close to the western seaboard, with the result that 
the longest rivers flowing south-east are five to six times the 
length of the rivers flowing west. For the same reason all 
the great waterfalls are on the west, some in that quarter 
having a perpedicular drop of over 400 feet. There are ako, 
however, numerous waterfalls on the rivers on the east side, 
which are already considerably utilised for tlie production of 
power, in some cases for the generation of electricity. 
An excellent map is published with the pamphlet showing 
clearly by different colours the extent of each river valley. 
The courses of all the principal rivers are described in detail, 
their volume and the fluctuations of their flow. Such a work 
as this should be published for every civilised country, so that 
engineers. might be able to determine the most suitable 
situations for power stations and estimate roughly the amount 
of the power available. 


Institution of Junior Engineers.—The list of paper: 
for the 1900-1901 session contains the following :— 
February 8th, “Electric Power Supply in the Metropolis,” 
by Mr. Louis Е. Аже, Mem., of London; March Is. 
* Shield-Driven Tunnelling,” by Mr. A. Woodroffe Manton. 
M.Inst.C.E., Mem., of London; May 8rd, “ Electric 
Traction,“ by Mr. Frederick S. Pilling, A. M. I. Mech. E. 
Mem., of Devonport. 


Obituary.— The death is announced of Prof. George 
Frederick Armstrong, who has, since 1885, occupied the 
chair of Regius Professor of Engineering at Edinburgh 
University. f 


The Institution of Civil Engineers. — The next papers 
for consideration after next Tuesday's meeting will be:— 

1. “The Signalling on the Waterloo and City Railway,” and 

2. “ Note on the Signalling of Outlying Siding Connections,” hy 
Alfred Weeks Szlumper, M. Inst. C. E. 

3. “Signalling on the Liverpool Overhead Railway," by Stepben 
Butler Cottrell, M.Inst.C.E. 


Presentatior.—On Wednesday last week Mr. G. M. 
Harriss was presented with an appreciative address by the 
members of his late staff at the Bray electricity works 
where he was until very recently chief electrical engineer. 
Mr. A. G. Hiscock, the chief assistant, presided, aud Mr. T. 
Tomlinson, who has taken Mr. Harriss's place, was sk 
present. 


Electrical Engineers R.E. Volunteers.—The Norhan 
Castle left South Africa for England on 17th inst., having ot 
board seven officers and 42 N.C.O.'s and men of the BE 
Corps. It is announced that sanction has been given to th 
corps of Electrical Engineer Volunteers for their borrowing 
£6,000 from the Public Works Loan Commissioners for the 
construction of headquarters buildings. 


Appointments. Vaeant.—A superintendent of mains is 
ranted for the "Worcester electricity undertaking at £120 
ze mum. Ап engineer-in-charge is required for Newport 
ketricity works at 458, per week. A switchboard attendant 
is required for the Leyton electricity works. The Middles- 
brngh Corporation want an assistant electrical engineer at 
£104 per annum; also a jointer. A jointer is wanted for 
Colchester. The Bethnal Green Guardians want an assistant 
engineer for the electricity plant. бее “ Official; Notices 


this week. ' 


— 


Lecture.—On 14th inst. Mr. H. A. Mavor lectured on 


“Electric Power" at the Weaving, Dyeing, and Printing 
College, Calton, Glasgow. 


—ñ— •—ä n 


SUPPLY STATION ACCOUNTS. 
Ir the accounts of the Bolton Corporation 


Bolton electricity department are closely examined, it 
Corporation will be seen that they are particularly favourable 
Electricity ^ both on the engineering and financial sides. 
Accounts. Mr. A. A. Day, who has succeeded Mr. Arthur 
Private supply, Ellis, will find it difficult to materially better 
5 the results shown. A large increase has been 


made in capital expenditure, in output and in 
profit, these being probably attributable to the traction load. A 
comparison between the last two years will show that private con- 
amers have, however, all along been the mainstay of the business, 
and the public lighting is almost at a standstill. 


Year, Generated. Traction. Private. Public. Tota!. 
1898 560,375 said 406,306 10,329 416,635 
1399 . 1,174,478 255,000 559,406 10,386 824,792 


The growth of the undertaking is made evident from the figures 
above, and is also proved by those set out below :— 


GENERAL STATEMENT. 


1898. 1899. Increase. 

.. Total capital expenditure £67,253 117,590 £50,337 

.. Number of units soli ww. 416,635 824,792 408,157 

Number of lamps connected 43,740 56,705 12,965 
Maximum load in amperes. Ex- 

cluding tramways кже 640 -— 

Grow revenue... AA £7,942 812,087 £4,145 

Gross expenditure vis 3,406 £6,184 — 2,778 

Grote profit MESS 4,536 25,908 1,367 

Average price per unit sole .. 402d. 8:994, — 80d. 


There are now 61, 500 yards of main laid to which 751 consumers 
are connected, and 56,705 8-c.P. lamps or equivalent are supplied, 
The receipts from sale of energy have fallen by +4. to just over 
did., while other reductions have brought the total receipts from 
all sources down to about 34d., over 1d. less than in 1898. 


REVENUE STATEMENT. 
1899 


1898, . 
Gross. Per unit. Gross. Per unit. Increase 


Bale of energy £6,987 402d. £11,081 3:22d. —-80d. 
Meter rent 219 12d. 296 09d. — 03d. 
Supply of lamps, 40 736 43d. 410 21d. — 22d. 


£7,942 4:574. 819,087 3:52d. —1-05d. 


Gross revenue 


The coal bill is the only item in the costs sheet with a plus mark. 
ds 5 favourable figure of 48d. has now become 78d., 
m * economies in all the other items swamp this charge, and 

ve works cost practically unaltered and total costs at 14d., or 
hearly 1d. less than before. 


Cost oF PRODUCTION. 


1898. 1899. 
Gross, Perunit. Gross. Per unit. Increase. 


Coat 
Oil, wasio, ef n; „. £838 48d. 22,695 °78d. +304. 
р [от end engine) 347 20d. 400 12d. 064 
in zen and wages incurred ) | 
tion and distri- 1,086 63d. 1,384 40d. — 23d. 
and maintenan | 
bollera, dying ёш 180 11d. 373 11d. 004, 
- 5 cost £2,460 1424, £4,852 1:414. — 01d. 
Management ^ “SS. 249 14d. 417 12d. — 02d. 
Deer of ging en “6 
tionery ang оВагвев, ata- 
ote and aura, law | 231 13d. 305 09d. — 044. 
жолу, 66 ‘04d. —-04d. 
To — — — — — — РТРК 
tal costs eee £3,466 1°96d. £6,184 1:804. ты 16d 
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The financial charges have been more than met by the enhanced 
gross profit, and now amount to 1:3d. per unit. The profit as surplus 
is about £250 grenter than in 1898, and represents a sum of £1,451 
(or 42d. per unit). Of this £1,000 has been transferred to the credit 
of the rates, and the difference or £451 has been placed to the 
reserve fund. | 

| Prorit STATEMENT. 


1898, æ 1899. 
Interest on loans and overdraft. 1,599 £2,440] . 1:34 
Sinking fund for repayments 1,732 2012] ^. vp 
Net profit carried to reserve fund 205 451 = ‘42d. p. n. 
5 »" credit of rates 1,000 1,000 А 
Gross profit £4,536 £5,903 


CITY NOTES. 


Aron Electricity Meter, Limited. 


THE report of the directors to be submitted to the third ordinary 
general meeting to be held at Winchester House on Thursday 


December 13th, at 3 p.m. reads as follows:— 


The directors have the pleasure to submit second &coounts of the company, 


. duly audited, for the term of one year ending September 80th, 190) The 


directors are high!y gratified with the result of this year's working, which marks 
a considerable 'urther improvement on the previous satisfactory progress. The 
balance to credit of profit and loss for the year ending September 80th, 1900, 
amounts to 228,915 0з. 10d. To this is added the amount of £2,5% 18s. 11d. 
carried forward, making a total of £26,487 14s. 9d. The directors propose to 
deal with the above available sum of 225.437 148. 9d. as follows, wh'ch ia in 
accordance with Clause 5 of the memorandum of a sociation of the company :— 


£7,498 15s, 2d. for dividend of 6 per cent. per annum on the preference 
shares, of which an interim dividend of £8,746 17s. 7d. 
was paid on April 1st last; 

980 6 5 bonus to prefe-ence shareholders, of which it is proposed to 
carry £855 16s. 10d. to the credit of preference shar - 
holders for next year, and to declare an additional 4 per 
cent. per annum for the present year, thus making a 
total dividend of 64 per cent. on preference shares ; 

15.000 0 0 for dividend of 12 per cent. on ordinary shares; 


£98,474 1 7 leaving an amount of - 
2,963 18 2 to be carried forward to next year. 


£26,487 14 9 


The business of the company continues to prosper, and the outlook is brighter 
than ever. The Aron meter is being adopted in the principal central stations 
in the United Kingdom, the Continent of Europe, and the Colonies, and this has 
necessitated the adoption of means for the extension of manafactaring 
resources. The company has successfully competed at the present Exhibition 
in Paris, and has obtained the Grand Prix, which i the highest award. Two of 
your directors, Messrs. R. E. B. Crompton, M.I.C.E., M.I.E.E., and Hugo Hirst, 
NI. I. E. E., retire from office by rotation this year, but being eligible offer them- 
selves for re-election. Messrs. Price, Waterhouse & Co. have acted hitherto as 
auditors, and offer themselves for re-election. 


Мг. Garcke’s Directorships. 


STATEMENTS having been circulated among the shareholders of the 
British Electric Traction Company, commenting on the number of 
companies of which he is a director, Mr. E. Garcke has also 
circularised the shareholders of the B.E.T. Co., explaining his 
position. He says: — The statements referred to are entirely 
misleading. All the companies of which I am a director are — with 
only one exception—associated companies of the British Electric 
Traction Company, in which that company has very large interests. 
I am a director of these companies in virtue of my position as 
managing director of your company, and by the instruction of your 
board. Whatever fees or remuneration I receive from any of these 
companies are paid over to the British Electric Traction Company. 
The fact that it is necessary for the business of the British Electric 
Traction Company to be carried on mainly by means of separate 
companies has already been fully stated to the shareholders in the 
annual reports. Those companies are in the nature of departments 
of your business, and it is the wish of your board that I should for 
a time, atany rate, share both the к and the satisfaction 
of establishing these companies on a successful basis. Prior to the 
formation of the British Electric Traction Company, I was a director 
of several electric lighting companies, e.g., the County of London 
Electric Lighting Company and the Chelsea Electricity Company, 
but when, last year, my work as your managing director became 
heavy, I voluntarily resigned my directorships on all companies not 
directly associated with the British Electric Traction Company, with 
only one exception. The exception is the Electric and General 
Investment Company, of which I have been a director since its 
formation 10 years ago, and I have retained my seat on that board 
at the request of your chairman.” 


Stock Exchange Notices.—Applications have been made 
to,the committee to appoint a special settling day in and to grant a 
quotation to—Blackheath and Greenwich District Electric Light 
Company, ILtd.— Provisional certificates for £100,000 44 per cent. 
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first debenture stock. The Committee has also been asked to 
appoint a special settling day in—Notting Hill Electric Lighting 
Company, Ltd.—Further issue of 2,200 ordinary shares of £10 
each, fully paid, Nos 10,001 to 12,200. The committee has further 


been asked to allow the following securities to be quoted in the 


official list: Calcutta Tramways Company, Ltd.—-£250,000 44 рег. 


cent. first debenture stock 

Applications have been made to the committee to appoint а 
special settling day in and to grant a quotation to— British Electric 
Traction Company, Liniüted.— Further ssue of 10,000 6 per cent. 
cumulative preference shares of £10 each, fully paid, and 15,000 
ordinary shares of £10 each, fully paid. The committee has 
ordered to be quoted in the Official List:—Hove Electric 
Lighting Company, Limited.—11,000 shares of £5 each, fully paid, 
Nos. 1 to 11,000. 


The Western Telegraph Company, Limited.—An 
extraordinary general meeting of this company will be held at 
Winchester House on Monday next, at 11.30 o'clock a.m., to confirm 
the resolution passed on October 30th, altering Article 110. 


The Direct West India Cable Company, Limited.— 
The trustees for the debenture holders will receive offers of deben- 
tures for purchase on December 4th at the offices, 33, Old Broad 
Street 


The Halifax and Bermudas Cable Company. 
Limited.—'l'he trustees for the debenture bolders will receive 
offers of debentures for purchase on December 4th, 1900, at 33, Old 
Broad Street. | 


The City and South London Railway.—The ("ty 
Press states that in connection with the Angel extension of this 
railway the company are offeriug 10,000 new ordinary £10 shares 
at £5 10s. 


Baker Street and Waterloo Railway Company.— 
Allotments for over £1,000,000 were posted on Saturday. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The rece pts for the week 
ending November 17th, 1900, were £156; corres; onding period last yoar, 
417 decrease, £6. Total to date, £19,413, corresponding period last year, 
£19,415; decrease, £2. 


The Bristol Tramways and Carriage Company.—The receipts for the week 
ending November 16th, 1900, were £2,860 7s. 5d.; corresponding period last 
year, £4,897 13s. 3d. ; decrease, £2,037 58. 10d. 


The Central London Railway.—The receipts for the week ending November 17th, 
1900, were £5,406; previous week, £5,tiv9; decrease, £293. Total receipts 
to date (16 weeks), 482.167. Miles open, 6. 


The City and South London Railway Company.—The receipts for the week 
ending November I&th, 1900, were £1,864; corresponding week last year, 
£1,046 increase, £820. Total to date, £22,108; corresponding period last 
year, £19,173, increase, £12,635. Miles open, 1900, 42 ; 1509, 94. 


The Cork Electric Tramways and Lighting Company.— The receipts for the 
week ending November 15th, 1900, were £351 Hs. 9d.; corresponding week 
last year, £359 14s. 5d.; decrease, £8 5s. 8d. Total to date, £18,995 2s. Id.; 
corresponding period last year, £17,001 5s. 4d, ; inoroase, £1,493 168. 9d. 


The Dover Corporation Tramways.—The receipts for the week ending 
November I7ch, 1900, were £170 118. 114d.; corresponding week last year, 
£159 88. Od.; increase, £11 Зв. 114d. Total to date, £U,60U 38. 744.; corre- 
sponding period last year, £9,149 198. 11d. ; increase, £450 3s. 84d. Miles of 
track open, 1900, 8; 1899, 3. Car miles run, 1900, 4,917 ; 1899, 4,786. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week ending 
November 16th, 1900, were as follows:—D. U. T. Co., horse cars, £26 8s. 2d.5 
ditto, electric cars, £8,319 Os. 104.; D. S. D. Co., clectric cars, £657 118. 6d. ; 
total, £4,032 168. 6d; corresponding week last year—D. U. T. Co., horse 
cars, £144 16s. 3d. ; ditto, electric cars, £2,405 18s. 8d.; D. 8. D. Co., eleo- 
tric cars, £699 198. 6d.; total, £3,090 148. Od.; increase, 4342 18. Gd. ; 
aggregate to date, £95,284 65 Rd.; aggregate to date last year, £85,196 
108. Gd.; increase, £10,041 10s. 2d. The mileage worked is 44 miles elec- 
trically, 1 mile by horses, as against 36 miles electrically, 8 miles by 
horses, for the corresponding period last year. 


The Liverpool Overhead Railway Company.— The receipts for the week erding 
November 18th, 1900, were £1,553; corresponding week last year, £1,488; 
iuorease, £115, Total from July Ist, 1900, 488,549; ditto corresponding 
period last year, £32,799; increase, £760. Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening. 
ALTHOUGH general expectation a week ago pointed to a rise in the 
Bank of England rate before Christmas, the threatened stringency 
would appear to be somewhat in the nature of a bogey, judging 
from the easing tendency of the Money Market. Capital becomes 
more easy to borrow every day, aud this being the case, investment 
stocks and shares are benetitingallalong the line. Consols and Govern- 
ment stocks, it is true, show little tendency to advance, the reason 
for their dalliance being the apprehension that is felt with regard 
to the issue of another heavy war loan after Parliament assembles 
next month, But the markets with which electrical undertakings 
are concerned, have already felt the genial influence of cheapening 


money, and there has been this week a fresh impetus given to the 
buying of high-class Debentures in the supply companies. We har, 
for instance, of £3,000 Metropolitan Debenture, £3,500 St. James’ 
Debenture, and other similar amounts being bought оп а single day: 
large lines, these, for the limited market in which they were bought, 
The quotations are unchanged to outward appearance, but the price 
are really better than they look, while the floating supply of stock is 
becoming exhausted. 

As regards the prices of the Ordinary shares of the Electricity 
Supply undertakings, the principal feature is the comparative wal 
ness of Metropolitans, after some strength had been displayed u 
the end of last week. The selling is due to the eternal вум» 
between the company and the Marylebone authorities, some of ож 
who have been re-elected to office beginning to harass the Men. 
politan Electric, as they vowed they would do last spring. Chelsea 
are a good market, tbe shares having quite recovered from tly 
weakness they exhibited when the announcement of new Prefer 
ences was made. We may add that the new shares are all plasd 
now, and that being во, it is not unlikely that a modest advance in 
the Ordinaries may take place. Charing Cross new Preferences ar 
58, i.e., 10s. premium on the issue price of 52. 

Marked flatness has developed in the market for the Faser: 
Telegraph descriptions. Eastern Ordinary stock is down 5, Eastem 
Extension shares 10s, which is equal to 5 per сеш. The pre 
Ordinary stocks of the parent company have also suffered lt 
“China” Debentures are maintained at 1163. Careful inquiries i 
the Stock Exchange go to show that the decline is attributable t 
the fact that a large seller of Eastern Ordinary came on the marke 
early in the weck. The buyers were shy, and the jobbers did wt 
care to be saddled with a heavy amount of stock in times so quiet 
Eastern Extensions were marked down in sympathy, and the ret- 
lessness spread even to Globe Telegraph and Trust shares, the 
Ordinary falling back 58. On the other hand, a much more cheerful 
tone is still the distinguishing mark of Anglo-American descrip- 
tions. The Deferred (“A”) stock reflects the feeling to the largest 
extent. 

Western Telegraph shares are not so good, but it must be observed 
that the price is now ex bonus as well as dividend. The company's 
new Debenture stock is 102—105. West India and Panama shares 
are coming into favour again, and are nearly par. The Preferences, 
which may offer some margin for a rise, are unaltered. The marke! 
in them is a very narrow one. 

The report of the British Westinghouse Company, lately out, bas 
directed attention to the Preference shares of this concern, sud 
helped them to strengthen to £5. From the document referred to, 
it would appear that the company is still in the running so far s 
tenders for electrifying the Metropolitan Railway are concerueü 
Another interesting report out this week is that of the Aros 
Electricity Meter. The Ordinary shares are to have a dividend 
making 12 per cent. for the vear, and the Preference will get u 
extra 3 per cent. over and above the 6 per cent. that is their leza 
due. Notwithstanding this, the Preference shares are no bettet 
than 1— i. 

Those of our readers who withdrew their applications for Baker 
Street and Waterloo Railway shares upon our hint last Friday wil 
note with interest that the pre-allotmeut premium has now turned 
into a small discount. 

The Rail and Tram Share Syndicate, Limited, of 69, Kin 
William Street, has been inundating investors with offers to pur 
chase shares in four electric traction companies. This gener 
syndicate dates its offer October, 1900”; most of the cirruian 
reached their addresses on November 17th. It bids 13 for Britis 
Electric Traction shares; the shares are a mere 15s. higher on de 
market; the othér bids were of the same description. Se» 
ventures succeed in attaining their ends by sheer audacity, bat e 
hope that the Rail and Tram Share Syndicate has now discovered 
that the system does not always pay. : 

Indefatigable as ever, the London United Tramways Compadf © 
promoting а Bill in Parliament whereby it seeks for powers 10 ш: 
pletely network the South-Western suburbs of-the metropolis wito 
light railways. No fewer than 19 new extensions are projected. The 
company evidently means to put into rapid use the money that d 
raised a fortnight ago by way of Debenture stock. The price 9 - 
stock in the market is quoted 3 to 5 premium. 

National Telephone shares, after their slump, are picking к 
again, and the Ordinary have recovered tp 44. There are vet 
number of professional “bears” out of them, and the knowlsdes 
that this is so steadies the price considerably. Other еры 
descriptions are marking time. 

The electric railway market is irregular, Central Londons best 
good, while City and South Londons continue very weak. u к 
stated that tenders for the electrifying of the Metropolitan ! 
are to be opened on December Ist, but the anouncement bas НУ 
duced no effect in the market. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Dividends for аав UAE. аР 
МАМЕ, the last three years. Lor. ice dener; lat, November Bist, 
1897. | 1898. | 1899 Highest. | Lowest. 
96,900 | African Direct та h, 4 % Debs. уз yes 99 —103 99 —103 S эз 
119,700 | Amazon Telegraph Debs., Nos. 1 to 1,250 Red. T .. | 85 —90 85 — 90 Sas sue 
822, 700 Anglo-American dde. s pu X та 53 — 56 | 53 — 56 |. 55 | ... 
3,088,540 Do. do. 6 % Pref. 6 % |98 — 100 | 98 —100 | 100 | 98} 
3,088,540 Do. do. Deferred 180 Ал; #1 78. 104— 11 | 10#— 111 11 | 10 
44,000 | Chili Telephone, Nos. 1 to 44,000 45 3 — + 3 — 33 -— jos 
13333,2008 Commercial Cable à Ф 8 % 165 —1734 |165 —175 ккө Nu 
1589496] Po. do. Sterling 500 year 4 І Deb. Stock Red. Stock .. 102 —105 102 —104 | 1034 | 1024 
16,000 | Cuba Telegraph M e» 1017 8 7%| 6&— 75 | 64— 74 68 | ... 
6,000 Do. 10 % Pref. 10 |10 % 10 .. | 144— 153 | 144— 154 | . 
18,991 с a Telegraph ... ET -— 5 4 4 4 * + iei 34— 4} 585 m. 
6,000 do. n Cum. Pref. ... 5 10 "A 9 — 10 ies T 
30,000 Do. do. Debs. 50 M T 109 100 —104 Ф| ... 85 
60,7101 Direct United States Cable eu 20 34% 34% 3 % | 104— 102 | 10}— 102 10444 
120,000 | Direct West India Cable, 44 J Reg. Deb. 100 . | 99 —102 | 99 —102 For NN 
4,000,000 Eastern Telegraph, Ord. S к? ох 7 % 7 % 7 95 148 —153 |143 —144 149 | 147 
1,826,888 Do. 2 Pref. Stock 25 .. | 98 —101 97 —100 97 ess 
1,432, 268/ Do. Mort. Deb. Stock Red. ... Stock 4 ix .. |113 —118 |112 —116 1134 | 112 
250,000 | Eastern Extension, 3 and China Telegraph 10 7 7% 7 9% | 142— 151 144— 143 15 145 
50,000 Do. n 250,001 to 300,000 (iss.at £3 pm. all pd.) £3 pd. 10 $us "S 64— 7} 64— 7 6, ... 
320,000: Do. 4% Deb. Stock ... % Stock 4 96 114 —119 114 —119 is 
Eastern and South African Telegraph, 4 % Mort. Deb. = 
300,000: Р АН 105 100 „ |100 —103 100 —103 
200,000“ Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 25 | acs is .. | 99 —102% | 99—102% ah iis 
180,227 | Globe Telegraph and Trust ... 10 | 44 53 5195 | 104— 11 101— 10ł 104 | 103 
180,042 Do. do. 6% Pref. 10 | 6 6 *. | 15 — 154 | 15 — 154 154 153 
160,000 Great Northern Telegraph, of Copenhagen 10 10 123 —. | 31 — 33 31 — 33 325 | 314 
84,300 Halifax and Bermuda ое 113 rare. Debs., | 100 | .. EL | 98 —101 99 —102 
17,000 | Indo-European Telegraph 25 10 10 Ф 10 P" 49 — 53 49 — 53 N т? 
100,000: London Platino-Brazilian Telegraph, 6 % Debs. . | 100 6 тя .. |104 —107 104 —107 105} | 105 
72,680 | Montevideo a ae Limited, Ord., Nos. 1 to 72, 680 . Iu uds — | 2$ i— 3 4— Ir Ras 
66,492 Do. do. 5 % Pref., Nos. 1 to 86,492 1|4 4 5 — 1 4— 1xc| .. ski 
590000 National Telephone, 1 to 590,000 "T 25 516 6 5 4i— 44 | 48— 48 43 4118 
15,000 Do. 6 % Cum. 1st Pref. 10 | 6. 6 6 13 — 15 13 — 15 T o" 
Do. 6 % Cum. 2nd Pref. ... 10|6 6 6 13 — 15 13 — 15 nie dis 
Do. 5 % Non-cum. 3rd Pref., 1 to 250,000 515 5 6 5 — bi 5 — b ЭР е 
Do. 34 % Deb. Stock Red. | Stock, 34 34 34 96 — 99 96 —99 974 | 96 
Do. 4 % Deb. Stock Red.. 100 ЕТ eed . . 101 —104 101 —104 103 101; 
Oriental Telephone and Elec., Nos. 1 to 171, 504, fully paid 15 5 5 5 8— 1$ í— 1i bs ER 
Pacific and European Tel., 4 % чш Debs., 1 to 1,000 ... | 100 | 4 sas .. 101 —104 101 —10% 485 ЕЯ 
Reuter's . dis 8 | 5 5% 5 Ф — 8 7— 8 7 - 
Submarine Cables Trust jus Cert. ... i .. |125 —130 125 —130 125 ; 
United River Plate Telephone -— 5 5 6 7 | 4$— 52 | 41— 5 4$ |... 
Do. do. 5 95 Cum. pret. Nos. 1—16, 639 BU ose sue vis 54 5 — 654 TR wise 
Do. do. Nos. 16,640 to 40,000 £3 pa. БШ ae 5 = 31-98. xu 
Do. do. 5 Y Debs. . Stock! ... | .. |... |104 —107 104 —107 „ 
West African Telegraph, 5 % Debs... 100 | ... *. | 98 —101 98 —101 100} | 99} 
West Coast of America, Nos. 1—30, 000 and 53, 01.83, 008 2232 n — 1 — E xax 
Do. do. 4 95 Debs., 1—1 500 gua. by Bras. Sub. Tel. | 100 ^ ... |100 —103 100 —103 1005 | ... 
Western Telegraph, Ltd., Nos. 1—207,930 . A 10 7 %17% 7 Gj 144— 141 | 14 —144 144 | 14} 
Do do. 5 Debs. 2nd series, 1906 100 wa .. 103 —106 103 —106 ss i 
x Do. А-А 1 oes Stock Red. га е 100 % ix 102 -—105 102 —105 ТЕ ж 
est India ап таш elegraph ... ae s ..| 10) £ 2 й i— i S гав 1 H 1 
Do. do. do. 6 % Cum. 1st Pref. ... 10 6 pus M 64— "i — 71 7 64 
Do. do. do. 6 % Cum. 2nd Pref.... 10 6 ; 85 5 — 7 5 — 7 з ” 
Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 . 105 —108 105 —108 107 
ELECTRICITY SUPPLY COMPANIES, 
| ! | ! і ) 
19,661 Brompton & Kensington Elec. Lt, Sup., Ord 101 t019,761 | 5 i495 6 % 6% 7— 8 | 7— h)). 
12,000 do. 7 "С um. Pret... 5 7 | К | 94 | 81— 93 m 
50,000 | Charing со and Strand Electricity Suppi 2s 5 7 8% 9 92 — 103 93 — 103 | 104 | .. 
20,000 Do. do. do. do. 44% Cum. Pref. Бу... | m "C б 6 54— 6 | 58 
34,000 Chelsea Electricity Supply, Ord. :. 5 6 6% 69% 6— 6 61— 6; 64 61 
150,000 Do. do. Deb. Stock Red. ... Stock 43 es | 110 —118 |110 —113 "hu ee 
70,579 | City of е Electric Lighting, Ord. 40,001—110,579... | 10 10 6 47 8k 98 | 9 — 10 9,41 91 
40,000 Do. 69 Cum. Pref., 1 to 40,000 . 10 6 6%; .. 13 — 134 138 — 133 
400,000 Do. 5% Deb. Stock, Scrip. (iss. at £115) all pad. | 5 e | .. 125 —130 [125 —130 E 
40,000 iid of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | në | nil 4 841— 9j 81— 93 з 
20,000 Do. do. do. 6 % Pref., 40,001—60,000 | 10 | 6 % (625 11 — 12. 11 — 12 " 
200,000 Do. “т Deb. Stock, Prov. Certs (all paid) Rd. . 108 —111 108 —111 |... ve 
35,500 Edman eons Corp., Ord. Shares... " 5,595179 44— 5 11 4 
75,000 do. 44 J 1st Mort. Deb. Stock.. | 100| .. pis 101 —104  |101 —104 ae "i 
110,000 Tonica. Electric Supply Corporation, Limited, p es 3 г 14— 23 | 1j— 24 jM 
49,840 Do. do. do. do. 6% Pref. 5 6 * 44— 54 44— 53 ms 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. |S ... 100 —102 |100 —102 Ки 
85,000 | Metropolitan Electric Supply, 101 to 62,500 ... 10 A 5 % 5 Y 13 — 14 |13 — 14 13 
220,0002 Do. 44% First Mortgage Debenture е Stock u —115 112 —115 1194 | ... 
250,000 Do. 34% Mort. Deb. Stock Red. . 97 —100 97 —100 99 974 
6,452 Notting Hill Electric Lighting = 10/69 144— 154 | 144— 15 m us 
40,000 | Bt. James’s and Pall Mall Electric Light, Ord .. б 170 i T = — E 15 — 16 163 | .. 
20,000 Do. do. 7 % Pref., 20,081 to 40,080 8 — 9 9 | 8; 
120,000 Do. do. 34 % Deb. Stock Red. A 100 —103 | 101} | 100; 
12,000 | Smithfield Market Elect. Supply, Ord. 106 2 — — 2 2 — 9 € T 
50,000 Do. do. De b. 100 | ... 85 — 95 85 — 95 
65,000 | South London Electricity Supply, i 85 |... Зр 24— 3 24— 3 $i [ә caus 
79,900 | Westminster Electric Supply, Ord Ord., 101 101 to 80,000. 5 12 12 9 13 X 12 — 13 12 — 13 123 123 
* разва. to Founders Shares. Quotations on Liverpool Stock Ex А 
Dees сони на ted all are fully | Dividends paid in deferred share warran being as capital, 


V the latter 


o the next, 


Business done 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


NAME. 


20,000 | British Aluminium 7 % Cum. Pref.. 


I 


300,000 | Do. do. 5% 1st Mort. Deb. Stock Red. 
4! 5.000 | | British Electric Traction Р " 
50,000 Do. do. 6 % Cum. Pref. à 
9: 50, 000 | Do. do. 5 % Perpetual Debenture Stock ... 
85 0002 British Electric Works Co., Ord. £1 shares, 50,001—135,000 
50, 000 ft Do do. 6 L3 Cum.Pref., 1-4 50,000 ia 
500 if Do. do. 44 95 1st Mort. Deb. 
70,000 | British Insulated Wire Ord. ... 
70,000 | Do. do. 6 95 Cum. Pref. 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000 
90,000 | Do. do.  Non-cum. 6 21 Pref., 1 to 90, 000 
125,000? | Do. do. 43 % Perp. Deb. Stock 
108,710 Do. do. 44 96 Perp. 2nd Deb. Stock 
30,000 | Callender's Cable Construction shares, Nos. 1—30,000 
40,000 Do. do. 5 R, Cum. Pref. à 
90,000 | Do. do. 44 95 1st Mort. Deb. Stock Red 
206,297 | Central London Railway, Órd. Shares i 3 
78,703 Do. do. Pref. half-shares ... 
78,703 | Do. do. Def. do. 
855,000 | City and South London Railway T 
37,500 | Do. do. VE shares Nos. 22,501 to 60, 000 . 
54,000 | Crompton & Co., Nos. 1 to 54,000 en 
| Do. 5 B Ist Mort. Reg. Debs., 1 {о 900 of 
100,000 | pas and 901 to 11, 000 of £50 red 
99,261 | Edison & Swan Utd. El. Lgt., A“ shares, £3 pd. 1 to 99,261 | 
17,139 | Do. do. do. » m. Shares, 01—017,139 
344,023 | Do. do. do. ; Deb. Stoc k Red 
100,000 | Do. do. 595 2ud Di i Stock Proy. Certs. all pd. 
112,100 | Electric Construction, 1 to 112,100 ... r 
25,000 | Do. do. 3, Cam: РтеЁ „140 25 5 000.. 
182,500 | Do. do. 4 % Perp. 1st Mort. Deb. Stock 


9,6007 Greenwood & Batley, 7 of Cum. Pref., 1 to 9,600 ... 


30,000 | Henley's (W. T.) Telegraph Works, Ord. ... 

30,000 | Do. do. do. ik Fel. 
50,000 Do. do. do. 44 Mort. Deb. Stock.. 
50,000 | India-Rubber, Gutta-Percha and 20cm Works 

300,000 | Do. do. do. 4 % 1st Mort. Deb .. 
37,500 Liverpool Overhead Railway, Ord. ... T. 

- 10,000 f Do. do. Pref., £10 p: aid 
37,350 | Telegraph Construction and Maintenance ... 

150,000 | Do. 4 95 Deb. Bds. Nos. 1 to 1,500 Red. 1909 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 
20,000 Do. do. 5 95 Cm. Prf. Nos. 1 to 20 ‚000. 
540,000? Waterloo and City Railway, Ord. Stock ^ 


t Quotations on Liverpool Stock Ex xc hange. 


LATEST PROCURABLE QUOTATIONS OF eeu NOT OFFICIALLY QUOTED. | 


sere the last three years, | Quotation | 
10 1807. | 1898. | 1899. eae 
Stock} ... | .. | .. 1 — 83. 
10 | | 6 96 134— 144 
10 | d 12 12 
Bid . | 120 —123 
m te v #— à 
wa} | = | [ин 
5 15 %| 18 * 20 9| 101— 113 
Eo tu . | 5$— 64 
21-8 9 0 6 | 18— 13 
2| 6$, 6%| 6% 2— 24 
Stock! ш. | on | 11008 3 
Stock .. | .. 103 —105 
5 124%) 15 15 J 15 5 % 12— "a 
9 че? 
S ock| ... | i18 ides. 
10 . 104— 10% 
ER р 5 — bk 
4 | геа 
A MAR) Ше 5 — 
Stock 13 23 11% 54 — 85 
TON Nd зы 2 | 44— 54 
3 | | 6 Y 74%| 31— 4 
| | 
Gel] xu pousser D DOR 
| | 
5| 6%] 69| 6 lj— 2} 
X. 6% 6 5 6 31— 44 
raid ar = 90 — 92 
100| .. | 1. sme 962300 
E GR OF bo 
Stock} .. | .. | .. |102 —105 
10| 7% 7 7 7 10 — 11 
5 12 V 14 4 15 95| 121— 134 
5 7%) 7% .. | 531— 58 
Stock 43% | .. 108 —112 
10 10,2, 10 % .. | 204— 214 
100] „ | Lu d wd] Bode 
10 ME Sjo 32%| 815— 9у% 
10] 69] 5.7 5- |13 —— 198 
| а ie ba AE - 101 —104 
Ei wenn 8 %| 12 %| 104— 114 
5 51— 
100 1890 ъз oot 


Closing s 
Duot 4 


р Эч Ist. = Eur! \ 
9 — 10 Inc: 
91 — 95 4 4 
ae n Mi 


I 
S t 
| | 
L. 
TY 
ts б 
=- иис 


тан 1 
97 — 99 — 
1041— 111 


106 BEIM do 
103 —105 105 
124— 133 
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10—11 | 
1241— 131 
53— 


= за у Са 
= 2 


— 

Y 

| 

— 
IS tui DES 


Brompton and нке A ре + pr rue of £100, 103—106. pr and Knightsbridge Electric Lig tive 6 £8 uly 4 Ordinary Shares £6 (fully 
National Electric Free Wiri р 50 15 54. ora p )12— 13; 1st Preference Cumulative £5 Mund , 61-7. De кь 
Oldham, Ashton, and те Electric 1216 pd ‚ 164—174. tures, 102—105. Dividend, 1899, on Ordinary = Max 
Do. Pret. (210 pd.) 10 108. T. Parker, £10 (fully paid), 173. 71 v 
* ee — — Share List. Bank rate 0: discount 4 per cent. (July 19th, 1900). р 12 
— — — — — — —— eä— — de астача — — SS pe tu pe е — Re MEG Pug — RD E — ——— —Ó— É—— É— " * á 
| 45 
: MARKET QUOTATIONS, Wednesday, November 21st. | 45 
Ce ————— Te лы а ысмы ыы aici 1 
CHEMICALS, &c. | This week. ЕЕ Last week. Dos d Des or Dec. | METALS, &o, (continued.) | ty 
„5 i 
а Acid, Hydrochlorio «. wm nr | sg | g Copper Sheet  .. per ton { 1а 
а se „+ рег с LI е = | g .. * „о .. 4 "n 
a » Oxalio per ot 82/. | 32/- | | à + (Electrolytic) Bars i$ oat ton | тәй, 
у br x per cwt 5/6 | 5/6 | EE" $ Sheets .. per ton E А 
а — Магі (crystal) . Bor - E NM META р H.C. wire per Ib 7 ern 
per ton 480 20 | -. | f Ebonite Rod 5 * 
а Bleachin powder T .. рет ton £7 | £7 T | 1 Sheet per lb А С 
а Cen e of UNES : S per tn | Ju. | Р | A | rh rare е чайы рег b de 
. 90 „„ | 7% | i Lp лаар Pars tind * I " 
a per gal. | 5/6 5/6 Ў i Iron, Charcoal Sheets .. per ton BEN 
a Сор r Pate al per ton £25 | £25 | А i „ Pig (Cleveland warrants).. рег ton ue 
Аа. Nitrate per ton £25 | £25 А i ,, Forgi йүз, according to size per ton ‘ty 
a „ White Sugar per ton | £31 £31 А | i Ea .. per ton * 
a si bd lated Bpteit Ф a val, uc ы * | A V as ire, galvanisod No. 8 per ton died 
a Me . н . à 
a Naphiha, Solvent (90% at160°0). per gal. | 5/6 зма ‘ g Lead, ngon Ingot рек жш е % 
а mate, in r Ib. s ^ " = ЭИ _. 
4 a SN i ces (15/8091) De Ns | £u ги | ; m Manganin Wire No. 28 95 per Ib. * 
a hate ad r ton ‘ g Me wr i» r 
a Shellac ч : per A 64/- 64/- | "T d Mica (in original cases), small .. nas lb. M 
a Sulphate o of Magn nesia per ton | £4 10 £4 10 ‘ 4 j Р » medium perlb : 
a Bulphur, Sublimed Flowers . per ton | £6 £6 | | d „ $e „, large .. per Ib . 
ы » aaa ered s per = 15 ae £5 ee | LE коне 1аїп — = D к 
а Boda, Caustic (white d W) . per ton 21015 £10 15 | | P uon * „ Strip&sheet per Ib | | 
én n o Platinum ‘ roz _ 
ы А chromate, casks .. — Ib. 22d. 22d. | P Silicium Bronze Wire ced Ib M 
| | | i Steel, Magnet, ace’d’ng to dese’p'n per ton | 
| | n ” in bars . h 
METALS, &c. | | | | J Tin, block . per ton k 
b Aluminium Wire, in ton lots.. per ton #294 £994 — | | 9 „ foil es. per 2 
b Sheet, in in ton lots per ten £191 £191 | j wire, Nos. 1tol6 .. per lb 
p Babbiit's metal í he mE 15 bas per to 2^ | £80 to e15 sac £150 | p White NS rr eit геа — ge 
c Brass(rolled me 8 | Whi per ton 
(^ 3 (brazed) ‘ Eb | 1d. | 1 i vam р ta fia. b'ndi’s per lb і 
; is ire, nis drawn) i- 1 | а В i j а = 3 ply 10 lbs. Men lb 
с Cippor Табеин c De | boi Ui „C 
soli wn per , ^ * rove А 
d Copper Bars (best selected). per ton | £86 £86 | | & Zino, 88 t. "Vielle Montagne ond. ) — 
a Messrs. б. Boor & Co. P на f India-Rubber, G.-P. and Teleg, Works 
Quotations e british Aluminium So., Li. | Quotations | @ SIOBSTS. James "pense ' | Quotations 
: с Messrs. Thos. Bolton & Sons. | h Messrs. Jackson & Till. 
supplied by & Mun F. W Ed fons. supplied by | į Messrs, Bolling & Lowe. supplied by 
e Messrs, ok Smith & Co, | 1 Messrs, Henry О, Yeo & Co, 
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INSTITUTION OF ELECTRICAL ENGINEERS. 


INAUGURAL ADDRESS 
By Prof. JogN Perry, M.E., D. Sc., F.R.S., President. 


(Concluded from роде 80A.) 


REMEMBER that I do not now refer to the few exceptional heaven- . 


born engineers who, in spite of bad training, do manage somehow 

to pick up the necessary knowledge. I speak of the average men, 
many of whom are now living in the same old fool's paradise. They 
know enough for present needs; they scorn the simple principles 
which underlie allour work; they scoru the easy mathematics by which 
these principles are most readily employed in practical problems. 

They will have their reward. 

Just think of what is occurring at the present time. In England 
we have cheap coal, and it can be carried easily. In Switzerland 
and other couutries where there is no cheap coal the water- 
power had to be utilised and power had to be transmitted great dis- 
tances electrically. This needed high voltage, and as it is difficult 
to get high voltage with direct current machines, alternating cur- 
rents were used, and on account of motor troubles multiphase work- 
ing has been introduced. What a revelation it was to almost all of 
us that visit of a year ago to Switzerland! We saw enormous 
schemes of lighting and traction and power. We saw electric 
trains driven by distant waterfalls sandwiched in among ordinary 
trains keeping proper time on working railways. We had known 
that there were great schemes carried out in Germany and America 
and other countries, and yet all the machines were quite unfamiliar 
tous. Wewere very much like what engineers of 1870 would have 
heen if suddenly brought into a generating station. ls it not a fact 
that some of us, said to be eminent and thought to be practical, 
asked questions and made remarks which showed that we did not 
know the most elementary principles of three-phase working. Is it 
then any wonder that the traction schemes now being developed in 
England, on lines that are certainly not the best for this country of 
their adoption, are altogether dependent on the use of foreign 
electrical machinery and employ foreign electrical engincers? I 
am not putting this altogether fairly, for municipal procrastination 
has prevented. our development, and yet I am not putting it 
altogether unfairly. We know too little theory. 

Tam afraid that just now we are iu a rather tight place. I would 
give something to know how we in this room are goiug to get 
acquainted with modern electrical engineering. Our usual way of 
learning is by actual handling of things. But if the millions of 
pounds’ worth of machinery coming to Englaud every year is all 
foreign and is used mainly under foreign superintendence, our usual 
method of study is made very difficult. Truc there are American 
and German, aud indeed English publications which would give a 
kuowledge of the theory, but not, I think, to the average English 
electrical engineer. I know of many men 25 to 40 years of age who 
seldonrcome to our mectings, and who say they are silent in dis- 
cussions because they cannot be understood ; perhaps these men wil 
find a way to save us all from being left behind. There is much 
more that I might say in this connection. An individual English- 
man may be left behind other Englishmen, and all English electrical 
engineers may be Jeft behind the rest of the world, but all electrical 
engineers of the world may even be left behind other appliers of 
science. It is not merely that the incandescent mantle of the gas 
engineer is improving and necessitates improvements in our fila- 
ments, but in spite of the flourishing conditions of our factories 
just now, I could give many other illustrations of how we shall all 
suffer if we do not kcep adding to our knowledge. Twenty years 
ago, When giving some lectures in Clerkenwell to workers in the 
then flourishing watch trade, I ventured to prophesy the decay of 
that trade. But I am afraid that the case of Jonah and Nineveh is 
the only one in which prediction of disaster led to reform. I 
го on no prophesy therefore, because it might harden your 

earts. 

Much of the evil we suffer from is due to our average young men 
being pitchforked into works where they get no instruction as soon 
as they leave school. If ordinary school education were worth the 
name, and if schoolmasters could be brought to see that we do not 
live in the fifteenth century, if boys were really taught to think for 
themselves through common-sense training in natural science, things 
would not be so bad. But the average boy leaves an English school 
with no power to think for himself, and with less than no knowledge 
of natural science, and he learns what is called mathematics in such 
a fashion that he hates the sight of a mathematical expression all his 
life after. 

And what is the result? English engineers do make a wonder- 
fully intimate acquaintance with the machines and tools that they 
Work with, but when it comes to the manufacture of new things they 
doitby fitting and trying, by quite unnecessary expenditure of 
money, through trial aud error. A machine is made and tried, 
and then another better one, until a good result is arrived at. 
And this method did well enough iu the past, and would do 
well enough in the future, if only we had not to compete with 
foreigners who can really calculate. It is not all smoke: there 
15 а real danger in this foreign competition unless we mend our 
ways. There is an absolute necessity for great change in English 
ways; but there arc so many people interested in the 
maintenance of old methods of working; so many people 
who think they will lose their bread and butter if a change 
takes place; so much capital, scholastic and other, invested in our 
old machinery, that it takes a catastrophe to produce changes, 
Much of the streugth and weakness of England has always lain in 
her conservatism. We have been talking of standardisation of 


machinery lately, so I may say that things have been standardised 
in England fora long time. Now, to get all the good effect of 
standardisation, it is occasionally necessary to go in for wholesale 
scrapping, and it is this scrapping part of the business that we dis- 
like in England. We here all know that the District and Metro- 
politan Railways might have been worked electrically years ago, 
just as easily as they will be when we are allowed to begin upon 
them, but, of course, the scrapping of a lot of steam locomotives 
was а serious thing. The loss of experience to English electrical 
engineers, because of this hatred of scrapping, is leading to other 
incaleulable losses. I understand that the whole generating and 
line plant—the whole machinery of the Boston tramways—has been 
Scrapped several times since they first were driven electrically. 
Japan has scrapped all her old civilisation, just as France did. 
During the century now dving, Germany has made the most sweep- 
ing changes in her law and school legislation, and, indeed, in every- 
thing England and Spain and China, how they differ in this 
respect, even from England's own colonies. 

Of course it may be said that English customs have grown during 
centuries; they are well tried, and there is no pressing need for 
sudden alteration. I «uite agree, but unfortunately this very per- 
fection and fitness of our customs have bred in us a want of 
flexibilitv, so that in cases where a sudden change is really neces- 
sary, we are disinclined to make the change merely because it isa 
change and for no other reason. 

No one has ever heard me speak of the decadence of England. 
When the greatness and the wealth, the manliness and the strength, 
the healthiness and good life of England are shown forth to the as 
yet ignorant world in all their magnitude there will be some 
astonishment. But it is our duty to keep up our high standards. 
We must change what is bad when we know it to be bad, and not 
let bad things® continue to exist, parasitic growths, maintained 
because on the whole we are strong and healthy. You will perhaps 
think that this is a very serious exordium when I tell you that I 
have introduced it all on account of the state of mathematics in our 
profession. I feel a sort of degradation every time that I hear a 
successful, clever old member of this Institution sneering at mathe- 
matics. There isa plausibility about his statements; he himself 
has been very successful in life without much help from mathe- 
matics; but indeed his sneer is doing a great deal of harm to the 
younger members who admire his success, who forget that he has 
succeeded in spite of, and поё. because of, his neglect of mathe- 
matics. 

Our knowledge of electrical phenomena must be quantitative to be 
of practical use ; we must be able to calculate. Mathematics is 
the science of calculation, and we must therefore be able to employ, 
and we all do necessarily employ, less or more mathematics every 
hour of our professional lives. The draper and the grocer and the 
housekeeper merely need arithmetic. Everybody now knows 
some arithmetic. Everybody can add and substract and multiply 
and divide, and keep accounts in some simple sort of way. This is 
due to the fact that arithmetic is no longer taught in the old Greek 
method with its 27 independent characters (for our 10 figures), the 
study of which required a lifetime, so that only old men could do 
multiplication, and they not only needed many hours to do one 
easy bit of multiplication, but declared that if the art were not 
practised every day it could not be remembered. Reading and 
writing and ciphering are now taught to everybody. It used to be 
that only learned men and philosophers could read, write and com- 
pute. You will remember the charge that was brought against one 
of Shakespeare’s characters, who was said to possess mere bookish 
theory without practical knowledge. “ Ара what was he” 
“ Forsooth a great arithmetician.” Nowadays, when everybody can 
compute, we should say of the possessor of mere bookish theory, 
* Forsooth he knows the calculus." , 

For in medieval times things were taught in such a way that 
only a few men had a chance of knowing how to read, write, and 
cipher. We have been compelled to change all that, the pedagogue 
has by compulsion given up his medieval methods of teaching in 
these things, although in all other matters he retains them. But a 
time has come when we see that ciphering is not enough mathe- 
matics for us to be familiar with, we need a little algebra, we need 
co-ordinate geometry, we need the differential and integral calculus. 
The pedagogue tells us that we must follow the orthodox course of 
study, which takes many years; and some of us, many of us, who have 
followed the orthodox method find that we have spent so much time 
and mental power upon it and its thousands of unnecessary tricks 
and contrivances and philosophy, that we can take in no more ideas. 
We cannot utilise our inathematics on engineering problems because 
we are too old and tired aud blasé to comprehend these problems. 
Nevertheless we are the only people who know mathematics, and so 
we publish volumes of unmeaning and useless disquisitions on 
problems that we do not understand. Or we know just enough 
mathematics to be able to show our ignorance to experts, but quite 
enough to impress engineers with our knowledge; and we know 
just enough about engineering problems to show our ignorance to 
engineers, but quite enough to impress mathematicians, and what 


we publish is merely as the crackling of thorns under a pot. 


As for the man who does understand electrical problems, he 
remembers that there was a something called a study of mathe- 
maties at his school, that he did pass certain exuminations with 


? Such as our wretched system of weights and measures. Oh, 
young America and Australia, is it wise to waste a year of every 
child's life, and years of the life of every business man, merely 
because we do it in England? You get many of your pedagogues 
from us, aud of course they say that without ewts., qrs., and lbs., 
aud Latin declensions, and Euclid, the miud caunot be trained. 
Do you believe them, or arc you with open eyes making a great 
sentimental sacrifice ? 


— yr а 
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much ditficulty and tribulation, that the subject had no real mean- 
ing to him even when he was supposed to kuow it, and he now 
hates the sight of auything that looks like mathematics. 

I tell you, gentlemen, that there is only one remedy for this 
sort of thing. Just as the autiquated method of studying arithmetic 
has been given up, so the antiquated method of studying other parts 
of mathematics must be given up. The practical engineer needs to 
use squared paper. What is the use of telling him that he has 
taken an unauthorised way to the study of co-ordinate geometry, that 
he cannot approach it except through Euclid and modern geometry 
and geometrical conics aud algebra and trigonometry. He says 
the youngest child can be made to understand diagrams on squared 
paper. 

So, again, the idea underlying the calculus is one that every child, 
every boy, every man possesses and uses every day of his life, and 
there are useful methods of the calculus that might be taught quite 
quickly to boys, and which it would be a pleasure to boys and men 
to use continually in all sorts of practical problems, but, of course, 
the subject of the differential and integral calculus is one that must 
come at the end of a long course of what is, to the average boy, 
utterly uninteresting and unmeaning mathematics. Indeed, the 
average boy never reaches the subject, whose very names, differen- 
tial and integral calculus. are enough to drive him frantic. 

Yes, the schoolmasters say that we must follow the mediteval 
rules of the game, and all sorts of fine things are said about them, 
but as a matter of fact we only need to bring a little common sense 
to bear upon schoolmasters. At present most of us stick to our 
urithmetic asa safe and well-tried friend. We compute after the 
manner of the draper and grocer and housekeeper. In finding out 
what i- the best size of conductor, or armature winding or core, or iron 
and winding of a tield magnet, we calculate by mere arithmetic for 
one size and then for another; perhaps we have weeks of arith- 
metical computation before we tind the right size of thing to use, 
aud we cannot frame general rules. And some foolish person who 
knows a little mathematics, works at the problem (as we ought to 
be able to do but are not) and he frames a general rule and we 
laugh at it, and sneer at mathematics because he has probably left 
out of account the most important consideration. We know that 
the result is wrong, but we cannot say why it is wrong. 

Then there are some far-reaching, labour-saving ideas that we 
simply cannot get into our heads gt all—we cannot comprehend 
them. Am I sinning against the rule as to good comradeship which 
exists here, if 1 say that some of us are ignorant of the most funda- 
mental fact regulating economy in arranging sizes of conductors ? 
Suppose we find the total cost of installing a conductor of a certain 
length, using 1 square inch section of copper. We do the samc 
thing fer other sizes, and we plot total cost and weight of mere 
copper on squared paper. I do not care what system we adopt, if 
it is the same system for all sizes, and if we buy our materials 
from the same mauufacturers, and use the same kind of labour, our 
points will lie very nearly in a straight line on the squared paper. 
Hence increased cost will be proportioned to increased weight of 
copper, and, indeed, increased total cost will be like the mere 
increase in the co«t of copper, taking a slightly higher price of 
copper per ton. Some of us, ignorant ої the elementary mathe- 
matics involved in the problem, think that the mistake has been 
made of assuming that the cost of an installed conductor is merely 
the cost of the copper in it, and, of course, he must feel that it is 
too absurd a mistake not to be laughed over. With an elementary 
knowledge of mathematics his mistake would be impossible, and 
without such a knowledge, the ‘clever electrical engineer is con- 
stantly discovering mare's nests in the investigations which he 
criticises. 

I know of long misleading accounts of the results of good experi- 
mental observations, which might have been described in & few 
clear words by the aid of elementary mathematics. I know men 
who spend, on a particular problem, 10 times the amount of worrying 
thought that would enable them to master the easy mathematics that 
includes ull such problems. Quite recently one of our most 
eminent members declared to me that he had not really grasped the 
reason for small economy at à power statiou when there is a small 
load factor until he studied the common-sense mathematical form 
which has been given in a recent publication. And yet he is a man 
who has heard much, and read much, and talked much on this 
*ubject. 

Every electrical engineer has a correct idea of how a transformer 
acts, or how the E.M.F. in one of the coils of an armature of a 
direct current or other generator, or, let us suy, a rotary transformer, 
changes during a revolution, and how the E.M.Fs. of all the coils 
ure combined to produce currents in the external circuits. But 
through how much mathematical tribulation must most of us have 
passed from our state of ignorance to our present state of know- 
ledge! Itis no wonder that we are disinclined to the study of a 
new phenomenon which seems as if it might lead us through the 
like tribulation. The tribulation is least because it i- suffered only 
once if we first learn the Calculus method which underlies all our 
work: it is greatest if we get it up in a completely new-looking 
form in every new problem. I speak now of what is most difficult 
in our study, for there is thought required in applying the Calculus 
method. Thus, for example, in multiphase work at the present 
time the best mathematicians wonder how it is possible for easy 
calculation to be made in such a subject. What we want just now 
is that an electrical engineer acquainted with three-phase current 
phenomena should be 80 much a master of ordinary easy mathe- 
matics that he has a chance of discovering a very simple way of 
putting the matter before us. At present calculation i« easy but 
tedious, and, indecd, repellant; but I am perfectly certain that a 
competent man might quickly invent methods of calculation which 
are not only easy, but short and thinkable. Mathematicians with 
the requisite electrical knowledge, again, may be lacking in 


sympathy and humour. I know a book of more than 300 large 
pages on ordinary alternating currents, and all the information in it 
is given far more simply in two pages of another book with which 
some of you are acquainted. Possibly, just now, mathematicians 
who are electrical and who have common sense have too much other 
work to do, and we must wait their leisure. 

The fact is, mathematics ought to be the natural language of the 
electrical engineer, and at present it is a foreign language; we 
cannot read or write or think init. We are at the beginning of our 
development, like monkeys whose necessities have increased faster 
than their power of speech. 

Some of you are aware that a new method of teaching mathe- 
maticshasrecently been introduced in nearly all the evening classes in 
science schools throughout the country.” Iwish I could say that there 
was a prospect of its being introduced in all schools, for it seems to 
me that this would lead to the result that all young men entering 
works would be masters of that kind of calculation which is most 
important in electrical engineering; not merely a few men having 
this power, but the average men, just as average men can read and 
write. 

I am addressing engineers, men who utilise the results arrived at 
by scientific workers, men whose profession is applied science. But 
surely if we are to apply the results arrived at by scientific men, if 
the laboratory experiment of to-day is the engineering achievement 
of to-morrow, we ought to be very much alive to all that is going on 
in the scientific world. 

All men ought to be far more alive to the importance of scientific 
work. On the psychological side, it is perfectly exasperating to me 
to see how few are the men who know that Darwin has given a key 
to almost all the great philosophical problems of antiquity, and that 
there is a great mental development accompanying the more evident 
engineering development now going on in the world. Again it is 
the fault of our methods of education that all our great men, our 
most important, most brilliant, best educated men, our poets and 
novelists, our legislators and lawyers, our soldiers and sailors, our 
great manufacturers and merchants, our clergymen and school- 
masters, should remain so ignorant of physical science, the applica- 
tion of which by a few men not ignorant is transforming all the 
conditions of civilisation.+ But of all men just think what it means 
for engineers to be ignorant of science, or neglectful of its new 
developments, and of all engineers think what it would mean if 
electrical engineers sinned in this way. 

Except ours, all other branches of industry have taken thousands of 
vears to grow. "There were bridge aud hydraulic and sanitary and 
harbour and river engineers in ancient Rome, and such engineers 
existed thousands of years before the first papyrus was written in 
Egypt. But no Assyrian tile or Egyptian hieroglyphie or relic 
from a tomb indicates that telephones or electric motors or electric 
lights existed before our time. No gradual improvement in our 
methods of conquering nature led up from small beginnings in our 
electrical engineering. Our profession has not grown during 
thousands of years of time like other professions. It has sprung 
suddenly, full grown, from the new spirit which is going to rule the 
souls and bodies of men, the spirit of research in pure science. 
The new spirit puts knowledge, mere knowledge of nature, as its 
highest aim. The scieutific student knows that all sorts of good 
must come to mankind from his studies; all sorts of scientific know- 
ledge are sure to be utilised by engineers, but in the pursuit of 
science the usefulness and utility of the result are of no importance. 
And are we—we who have received the first-fruits of the labours of 
scientific men, we the first-born spoilt children of the great parent 
of all that is to come, we who form the foremost files of the present 
time—are we going to turn upon our beautiful young mother and 
say she is useless and ugly, and she hinders our money-making, 
and that we are willing to kill her for the sake of the burial fee? 
Thank God that is the spirit of only a few of us. Have we not asan 
Institution gone to great expense in the publication lof Science A> 
stracts in partnership with the Physical Society. That publication has 
been and continues to be of the very greatest value to all students of 
pure and applied science who read our language, for it tells them 
the results of all the scientific work now being done in all parté 
of the world. And even if some of us do not read that useful 
publication, do we not know that it is there to read if we like? 
Do we not kuow that it is a symbol of our redemption from the 
yoke of the Philistine? It is one of many signs that, in answer to 
the question which I have asked in this address, we can truthfully 
say that we are professional men, that our profession has promise 
of enormous expansion and improvement, and that we are not mere 
tradesmen. 

I am afraid that you will think that I have a personal interest 
in putting before you the claims for consideration of the pursuit of 
pure science, because you know that T am trying to defend Kew 
Observatory from imminent danger. In truth, I have no interest 
in this matter unbecoming a president of this Institution. For 
two years I have been trying to reason with traction engi- 
neers. Like many other electrical engineers, these gentlemen 
desire to use uninsulated recurn conductors. If they do so near 
a magnetic observatory certain records of terrestrial magnetic 
disturbances are quite spoilt. At Potsdam this sacrilege has been 


forbidden. At Washington, Toronto, Capetown, and most other 


important places, the magnetic records have already been rendered 


* See summary of Lectures on Practical Mathematics; also the 
Science and Art Directory and the Reports of Examiners on the 
Science Examinations of 1899 and 1900, all published by the 
Education Department, South Kensington, S.W. The forms now 
advocated in mathematical and seience teaching are all clearly 
described in a paper read before the Society of Arts in January 
1880. 

т See articles in V of July 5th aud August 2nd. 
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useless, Prof. Riicker and I were asked by the other members of 
the Committee of the Royal Society which was in charge of the 
Kew Observatory to defend Kew, and with the help of Her 
Majesty's Treasury, we thought we were able to insist upon the use 
of insulated returns in all undertakings authorised by Parliament 
where harm was likely to be inflicted on Government observatories. 
[may say that the scheme designed by Mr. Clifton Robinson for 
using an insulated return conductor in the working of the tramways 
of the London United Tramways Company, in consequence of our 
action, was a thoroughly good scheme, which it gave one satisfaction 
to look at, not ugly and not expensive. It seemed to me a fit 
scheme for any tramway system, however complex, in which over- 
head conductors are used. You are aware that for an electric rail- 
way or for a tramway where a conduit is employed, it is in every 
way better, and is in a large scheme actually cheaper to use an 
insulated return. We felt, therefore, very happy, for magnetic 
observatories seemed quite safe from interference. We were, how- 
ever, mistaken, for the only clause which we have been able to get 
inserted in all Parliamentary authorisations of undertakings, leaves 
it to the Board of Trade to substitute other methods of protection 
rhan the insulation of the return conductors in cases where these 
other methods seem to be sufficiently good for the protection of 
laboratories and observatorics, and this is why the Board of Trade 
appointed the committee which met on October 31st, probably for 
the last time. 

Prof. Rücker, Prof. Ayrton, and I have made many tests on the 
magnetic disturbances produced by tramways and railways, par- 
ticularly by the Stockton tramways and by the Waterloo and City 
Railway, and we have had many meetings with the traction 
engineers, but nothing has yet been decided. 

І mention this matter, which has given great anxiety to scientific 
men, because I am afraid that some of you may think when you 
hear of it that I have been acting against the interests of the elec- 
іпса! industry. І beg to assure you that I have been acting iu your 
best interests. As an electrical engineer I ought surely to regret 
the use of uninsulated returns even if we leave Kew Observatory 
out of account. Suppose we do not now insulate our returns. 
Electricity will certainly return by gas and water pipes, and the 
amount of harm done to those pipes is merely a question of time. 
Because of the ignorance of legislators and gas and water companies, 
nothing is said just now, but will nothing be said at the end of 10 or 
20 years when pipes are found to be eaten away everywhere? And 
if by a slight increase of expense, or rather, as I think, actually no 
inerease of expense, but merely a little increase in inventiveness and 
common sense on the part of electrical engineers, this evil may be 
entirely prevented, surely it is in the interests of all of us that 
insulated returns should be insisted upon. But even if we do not 
insist on insulating the returns in all systems, surely something may 
be said for the giving of this protection on lines near such a 
magnetic observatory as Kew. Even the magnetograph records 
now being made have been continuous for 45 years, and if Kew is 
interfered with no sum of money can compensate for the inter- 
ference; for if the Observatory were removed the future observa- 
tions would have no link with the past. 

Àn engineer in this room declared that it seemed to him an 
injustice to hamper the progress of electric tramways “ for the sake 


of making observations that never have given, and never may give, 


to the world any important results." Now, it is not so much on 
secount of Kew that I object to this sort of observation, as to its 
general spirit of antagonism to scientific research. 

There is no doubt that the answer to the old question which 
Gilbert might have asked 300 years ago, * What is the cause of 
terrestrial magnetism ?" is very jealously hidden from us by 
Nature. The earth probably contains much iron, but its great 
internal heat seems to forbid our imagining the iron to be magnetic. 
Ihe assumption that a negative electric charge on the rotating 
earth will explain things, requires such an enormous charge that 
this assumption has been discarded. There are annual and diurnal 
variations of a fairly regular kind; there are storms which have 
some relation to the Aurora Borealis, to sun-spots and to earth 
currents. There are small sudden changes which seem to occur 
almost instantaneously all over the earth. Observations of these 
things may be useless from some points of view, but cientific men 
have been and continue to be willing to give up time and much 
money for this object. Utilitarians had to be cajoled through 
superstition to allow observations of the stars to be carried on in 
ancient times, and we have no such cajolery to offer. We simply 
say that it has been through this sort of useless-looking method of 
working that all our progress in science has come. 

Engineers descended from men who sneered at Cavendish and 
Franklin and Volta and Oersted and Ohm and Faraday, are you 
who utilise the results of the work so sneered at, and pile up 
fortunes in consequence of it, are you the men to sneer at and 
ridicule the scientific work of the present day because it seems to 
you useless ? 

Tell us a better method of observation; vive us better sugges- 
“ons as to what these magnetic phenomena may mean ; but the past 
record of scientific observation enables us to laugh at you when you 
"^y that magnetic observations may never give the world any im- 
portant results. Was Nature ever so open, and yet во closed about 
а secret аа she is about this one of terrestrial magnetism? Was 
there ever one whose revelation promised so much? How very 
little we know of electricity and magnetism !* Does the mere motion 
of the earth, taking no account of electric charges at all, cause it to 
be magnetic? Almost anything is on the cards. Surely I need not 
аэ бм cupidity, but it is quite possible that our knowledge 
of th ret may enable us to tap a tremendous store of Nature's 
energy. 

Gentlemen, this is not a trades union, and it is not a society for 

the furtherance of pure scientific research, but it is a society of 


professional men who recognise the past services of scientific 
observers with gratitude and respect, aud hope for greater ones in 
the future. And shall it be said of us that our gratitude is not 
greater than that of Judas, to whom, indeed, 30 pieces of silver was 
doubtless a large sum; that “we have given our hearts away a 
sordid boon ; " and that as to our future hopes we are willing to sell 
our birthright for a mess of pottage. 


TRAMWAY WORKING COSTS ON THE 
LEEDS CITY TRAMWAYS 


THR following return shows the receipts and working expenses o 
electric, steam, and horse cars for the year ended March 25th, 1900: 


ELECTRIC TRAMWAYs. 


Total electric car receipts .. £63,436 10 
Total mileage ... . 1,205,812 miles. 


5 


Receipts per mile . dus 12:62d. 
Working expenses... = 7974. 
ANALYSIS OF WORKING EXPENSES. 
Expenses 
£ s d per mile. 
Drivers wages " "a m 5,657 8 7 112d. 
Conductors’ wages is - ке 4124 611 82d. 
Generating station expense— £ s d. 
Depot men's wages .. 1,130 7 11 
Oil — — T 155 13 6 
Coal ... е . 2.374 12 0 
Sundries 343 7 10 
44,04 1 3 
Less amount from Lamp 
Committee 456 5 0 


Battery stat ion expenses T € 4. 89 2 9 01d. 
Electric car shed expenses 


Materials for repairs and car maintenance 2.427 17 9 48d 
Wages of car washers and depot men ... 3.284 13 2 65d. 
Depreciation on motor and trailer cars... 2.349 10 6 46а. 
Electrical engineers’ salaries ... "T — 614 7 7 120 
Road maintenance proportion 2 ... 4,000 O í 'Gud. 
Compensation, damage. and personal injuries 630 15 12d. 
Management and general expenses as per 
detailed statement appended — ... . . 4,145 17 8 82d. 
Office rents proportion) е iu . 73 14 11 ‘Old. 
Payments to Army Reservists’ wives ps 51 2 2 ‘Old 
Repairs to Kirkstall depot half^ ... . 44 9 10 ооа. 
Total expenses Em £30041 3 4 597d. 
Cost of generating current, per Board of Trade unit. 82d. 


* This does not include interest on capital and sinking fund, or depreciation 
on electrical plant other than cars.) 


'l'orAL MILES RUN BY ELECTRIC AND TRAILER CARs. 


Motors wi i ww. 1.052.444 
Trailers ... б ies 153,368 


Total miles 1,205,812 


The consumption of current, per motor car mile, is '917 unit. 
The consumption of current for each trailer car mile is 458 unit. 


DETAILS OF MILEAGE. 


Motor cars - oe iis f 1,052,444 
Trailer cars (mileage taken as half) аб 76,084* 
Total miles at 917 anit per mile 1,129,128 


(*Halve the trailer mileage and add to the motor mileage, and reckon the total 
: at 917 unit per mile.) 


Total generating station expenses, £3,547 16s. 3d. = 75d. per mile. 


NuMBER OF UNITS GENERATED FOR YEAR ENDED 
Marcu 25th, 1900. 


Total units я ivi soe 1,095,231 
Less supplied to are lamps, shed- 
lighting, &c. — idi € 59,682 


1,035,549 


Total cost, £3,547 16s. 3d. 


STEAM TRAMWAYS. 


Steam car receipts... € £23,697 5 10 
Total mileage ... жа 468,760 miles. 
Receipts per mile T 12:13d. 
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ANALYSIS OF WORKING EXPENSES. 


£ 
Repairs ses 5,253 
Fuel “ы 3,278 
Drivers’ wages 2.410 
Conductors’ wages я ... 2,226 
Rent of offices Proportion) T mu 75 
Engine boiler insurance -- | 57 


Compensation—Damage and personal i injuries 186 


Maintenance of roads (proportion)... 1,000 
Do. cars do. (half) " 2,220 
Depreciation on cars do. (half; ... 638 
Do. engines 1,350 
Management and general expenses.. hys ... 4,145 
Repairs to Kirkstall depot half! ... T 44 


Total expenses £23,248 


* 


C Exclusive of interest on capital or sinking fund 


HORSE TRAMWAYS. 


Horse car receipts 
Total mileage 
Receipts per mile 


439.522 10 1 
990,182 miles. 


ANALYSIS OF WORKING EXPENSES. 


£ 
Horse keep—Corn, hay, and bran . 14,072 
Bedding - T TT 632 
Wages . 4,913 
Utensils and sundries pe" 411 
Horse shoeing and veterinary services 1,660 
Drivers’ wages 5,226 
Conductors’ wages 4,357 
Foremen and tip-boys' wages B . 1,429 
Rent of stables and offices . se Те 447 
General repairs to depots, &c. x. ue АТ] 


Gas and water " 489 
Compensation—Damage and personal i injuries 54 


Maintenance of roads proportion) e. 345 
Do. cars do. 2,220 
Do. harness is T 342 
Depreciation on cars . к? e. 638 


Management & general күн (proportion: ) $, 145 


Horse renewal account ез c 2,907 


Total expenses £44,816 


(` Exclusive of interest on capital or sinking fund 


Expenses 
s. d. per mile. 
10 5 2:69d. 
16 2 1:67d. 
5 4 1:43d. 
14 7 1144. 
9 2 03d. 
9 3 02d. 
15 6 09d. 
0 0 51d. 
10 0 113d. 
10 0 32d. 
0 0 69d. 
17 8 212d 
9 10 '02d 
7 11 11)90d.? 
charges.) 
9 57d. 
Expenses 
s. d. per mile. 
10 5 3˙41d. 
5 2 12а. 
12 2 1:194. 
6 3 09d. 
10 9 40d. 
13 2 126d. 
7 6 104. 
14 10 34d. 
9 2 10d. 
12 10 11d. 
1 6 114. 
5 6 01d. 
12 4 ‘оха. 
10 0 53d. 
5 11 08d. 
10 0 '15d. 
17 8 100d. 
10 0 71d. 


15 2 10 74. ы 


charges.) 


DETAILS OF MANAGEMENT AND GENERAL EXPENSES. 


Rates . туз 
Licences 
Insurance (Buildings; 

Insurance (Workmen's) 

Taxes (Income) 

Salaries (Office) 

Salt, gravel, &c. 

Printing, stationery, and adv ertising 
Cost of telephone service ... 
Drivers’ and conductors’ uniforms 
Iuspectors', &c., wages 

Electric light... 


\ 


Total for whole system 


Proportion (1) to horse, steam, and electric 


Proportion of reuts—Horse haulage 
Do. Steam do. pss 
Do. Electric do. ei 


Repairs to: Headingley көр iis 
Repairs, general T 
- Gas and water 


£ 8. d. 
2,631 1 9 
181 19 6 

105 16 1 

236 18 9 

664 2 9 
2.18119 3 
1,936 10 11 
434 17 9 

74 13 2 

E R97 7 4 
.. 2,998 4 11 
94 0 10 
£12,437 13 0 


. £4,145 17 8 


- 447 9 
А 75 9 
73 14 1 


£596 13 3 


4 в. d 
23 0 2 
448 12 8 
489 1 6 
4960 14 4 


THE BALANCE OF TRADE IN 


ENGINEERING. 


Our esteemed contemporary, the Street Railway Journal of America, 


in its last issue dealtiwith the position occupied by various countries 


in electrical engineering. At the outset, we would observe 1 
there is steadily growing amongst manufacturers in this country a 

great feeling of discontent as to the unfair conditions under which 

the English manufacturer competes with the rest of the world. Ta 

other words, many openly and boldly question whether free trade 

after all is so good a thing as it appeared to be 30 years ago. One 

can quite understand manufacturers who export their products to 

foreign countries being somewhat resentful at having to pay heavy 

duties upon goods which they know can be shipped by fori 

makers into this country without paying a farthing duty, More- 
over, the senseless system adopted in foreign countries by which 

the gross weight is subject to duty naturally makes 
somewhat discontented. 

To take an iustance, if a paper maker sends his products abroad 
he is not charged on the exact weight of paper, but bas to pay duty 
also on the wooden case or iron hoops or whatever packing i 
employed. Such a system hardly encourages substantial packing. g 

To return, however, to our own particular industry, our contem 
porary observes that for the past 15 years engineers on both side of 
the Atlantic have been busily engaged in working up apparatus for 
electric lighting, traction, and power transmission. There has leen 
a marked tendency in electrical engineering for methods and 
systems to shift backwards and forwards from one country to 
another. The system of direct-connected engines and dynamos 
was brought to its highest pitch of excellence in this country, while 
our friends on the other side multiplied their stations and nsed 
belt-driven plant to a very great extent, buf with the development 
of multipolar dynamos came low speed; this gave the Americans 
an opportunity of taking up direct coupled sets, and they were not 
slow to develop this particular type of elec trical machinery. Bet 
iu estimating the value of the practice in the two countrie. i 
should not be forgotten that the great development of electric ligii- 
ing in this country was based on high-speed direct-coupled plani, 
and in this respect English practice has always differed from tst 
of the United States. There is no doubt that the large multipolar 
machine, as made in America, is a very excellent piece of work, Ий 
while some Americans have been somewhat inclined to sneer at the 
multipolar machine designed in this country, it should not be for- 
gotten that it is much more difficult to build the armature of а 
multipolar machine for high speed working than for low speed, and 
we do not think that the best of our American friends would have 
done a great deal better than some of the English manufacturer 
Our contemporary observes that at the present time Americans lead 
the world in the building of colossal direct-connecting generating seis 
while the more conservative engineers abroad are still clingingto beli 
and rope-driven apparatus. We need hardly observe that this state- 
ment is entirely without basis as regards this country, and probably is 
not intended to apply to it. We would not fora moment grudge 
credit to American engineers, and we сап add our tribute to that 6i 
our contemporary in complimenting the Americans on their develop- 
ments in polyphase apparatus, 

Both in the induction motor and in the rotary converter the 
Americans have taught electrical engineers some very valuable 
lessons; but again we would observe that the conditions obtaining 
on the other side lend themselves to the development of such 
machinery ; there has certainly not been the same opportunity for 
utilising this apparatus in England as has prevailed in otber 
countries. Our contemporary mentions that the initiation and 
development of engineering methods abroad have not met а promp' 
response in America; and only slowly and even grudingly bare 
other improvements been recognised, whether the original invention 
was American or foreign. 

It gives as an example of this the slotted conduit tramwsy, 
whioh has been developed to a considerable extent in Europe, Wl 
we are not inclined to agree when it says that polyphase motor 
have been taken up and have become one of the recognised me Њой 
for operating railways of the suburban types. ‘There are 9 
excellent examples of polyphase tramways in Europe, but there an 
not half-a-dozen systems in operation. As an example of a pract!™ 
which has become almost the standard in Europe, our contempom) 
instances the grooved rail, which American engineers have To 
liked, nor do they like to-day, but yet it has forced й 
into widespread use. It is by no means an easy task to est imaié 
the value of. the work contributed by any country in electrics! 
engineering. It goes without saying that one country can leari 
much from another; but though various systems and details have 
been and will be transported from one place to the other, it may d 
accepted generally that the conditions of a country determine t Р 
very great extent not only the particular systems ‘but ihe types © 
plant. There is one remarkable instance where the Americans 341 
taken advantage of what has been done in this country. Wet 
to the use of accumulators. Some of the very earliest electr’ 
lighting works erected in this country were considered incon plete 
unless they had a battery of accumulators. They frequently &** 
no end of trouble, but in spite of mechanical defects and compat 
tive inefficiency, it was recognised by central station authorities 05 zi 
& battery rendercd the very greatest service in meeting the ре 
conditions that surrounded an electricity supply system. For 
neers on the other side were extremely chary of adopting accom’ 
lators, but the persistent way in which they were used in this 
country apparently convinced them that some advantage m 
attach to their use, and eventually they made their app 
two or three American systems; they have since increased i unn 
at a most astonishing rate. When Americans fake up 3 | 
they do so with a vigour and a thoroughness that is almost 5 * 
to the cautious Englishman. We have at times lamented tb: ^^^ 
what slow progress made in this country, but it has se 
been the fault of the engineer; legislative obstacles and th 
niggardly support of the capitalist have been mainly responsibie i 
the unfavourable position we occupy in electrical engineer's. 
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APPARATUS E FOR THE 
DETECTION AND REGISTRATION OF 
ELECTRICAL VIBRATIONS.* 


By A. C. POPOFF. 


Tar contents of the present paper, in its main features, formed the 
subject of a communication at the April meeting of the Physical 
Section of our Society. This communication is now supplemented 
with the results of experiments with my apparatus, carried out at 
the Institute of Forestry by Mr. A. Luboslavsky, together with cer- 
tain experiments made with the object of elucidating the pheno- 
menon on which the arrangement of the apparatus is based, and 
ihe conditions of working of the apparatus. 

At the beginning of the present year I was engaged in the repro- 
duction of certain experiments of Lodge f on electrical vibrations, 
with the view of performing them at my lectures, but the first trial 
showed me that the phenomenon underlying the experiments—the 
amount of resistance offered by the metal filings under the influence 
of electric vibrations— was very variable. In order to reproduce 
the effects it was necessary to try various combinations. Finally 
I arrived at a form of apparatus for the observation of electric 
vibrations which is suitable both for lecture purposes and for 
recording the electrical disturbances which occur in the atmosphere. 
At the same time I made a few experiments with the object 
of throwing light on the fundamental phenomenon, but. I 
should explain that this in itself was not the object of my investi- 

ions, 

Em the year 1891 Branly discovered tbat thin films of metal 
spread over glass, ebonite, &c., and also metallic powders, possess 
the power of instantaneously changing their resistance to electric 
curreuts, if discharges from electric machines or induction coils take 
place in their neighbourhood. | 

Not so markedly, but yet sensibly, the resistance of the powder 
varies if a current from a large number of cells be momentarily 
passed over it. The resistance under the influence of discharges 
generally decreases, although there are exceptions; a thin film of 
platinum (platinised glass) sometimes increases in resistance. 
These properties of the powder are maintained if it be placed in a 
non-conducting liquid, such as Canadian balsam (Branly) or even 
in such nearly dry media as collodion and gelatine (Minchin),§ or in 
gutta-percha  (Appleyard),! mechanical vibrations restore the 
particles to their previous condition of high conductivity. 

Minchin, and afterwards Lodge, applied these propertics of 
metallic powders to the detection of Hertzian тауз,@ and Bernad- 
sky ** has recently described experiments closely resembling those 
of Hertz. 

As to the cause of the phenomenon, Branly supposes at the 
moment of the discharge all the particles of the powder lying in 
close proximity to each other, but without actually touching, become 
charged like condensers, and by reason of their mutual attraction, 
approach each other, and make better contact. 

In fact, the diminution of resistance, due to electric vibrations, is 
of that kind and degree which may be produced in the powder by 
pressure. Minchin, assuming that in his experiments the mobility 
of individual particles was decreased, and thcir sensitiveness dimi- 
nished by the drying up of the gelatine, explains the diminution 
of resistance by molecular movement, by the changes in the 
arrangement of the molecules subjected to electro-magnetic dis- 
turbances. n 

Lodge having in view the previously-known facts that the scpa- 
rate drops in a jet of liquid, and even those in neighbouring jets, 
unite with each otherjf under the infiuence of weak electric forces, 
aud having regard to the analogous phenomenon of the dissipation 
of fog and smoke by electrification, believes that it is possible to 
explain in a similar way the diminution of the resistauce of powders 
under the action of electric forces. Lodge supposes that adjacent 
particles when, in addition to molecular attraction between them, 
they are acted upon by electric force, definitely unite with each 
other, and give rise to the phenomenon which, in physics, is desig- 
nated by the word *'cohesion." Subsequently, in his lecture on 

the“ Work of Hertz," he used, among others, the phrase “it is a 
singular variety of electric welding" to characterise the electric 
mechanism of the phenomenon, that is, he compares the connection 
formed in the powder to an electric weld. For my part, I agree 
with the latter view of Lodge, attaching, however, greater import- 
ance to the word weld" than he does. _ 

I understand more especially by the word “weld” (svarivanie) 
the possible formation in the powder of continuous metallic fila- 
ments along the lines in which the discharge takes place, 30 that the 
power of different metals to weld, understood in the literal sense, 


* Translation of paper from Russian Physical and Chemical 
Society's Journal for January, 1896. 

t О. J. Lodge, the Work of Hertz." 

; E. Branly, Comptes Rendus, Vol. схі. and exii. 

$ G. M. Minchin, the Phil. Mag., Vol. xxxvii. 

R. Appleyard, ibid., Vol. xxxviii. 

* Vide paper referred to above. ^ 

1% Wied. Ann., Bd. 55, 599, 1895. | 

tf O.J. Lodge '* On the Sudden Acquisition of Conducting Power 
by a Series of Discrete Metallic Particles," Phil. Mag., Vol. 37. 


consists in'"atcertain correlation depending on the sensitiveness of 
the powders, as will be evident from the experiments about to be 
described. А 

I first of all desired to give such a form to the coherer that it 
might have practically constant sensitiveness. To do this, in 
accordance with the above views of the phenomenon, it is necessary 
to try such an arrangement of the parts of the circuit containing 
the filings. as would increase the chances of an arrangement of the 
metallic tilaments in the direction of the current. The best results 
were obtained with the following combinations :— 

1. Inside a glass tube, about 7 centimetres long, and 1 centimetre 
in diameter, are stretched two parallel wires passing through corks, 
and so arranged as not to touch each other. The filings are so dis- 
posed in the tube as to only partially till it. This form of coherer 
is very suitable for experiments with an insensitive galvanometer 
and discharges froin an electric machine. The amount of resist- 
ance can be regulated by sloping the tube, so that in the vertical 
position the powder adds the pressure of its own weight. 

2. Iron filings, hanging in the shape of a pencil from a small straight 
magnet, and supported by a metallic plate or cup. In this case the 
filaments of filings are already formed by the magnetic forces, and 
the electric discharge only imparts conductivity to them. A similar 
form, as I have since learnt, has been successfully used for purposes 
of measurement.* 

3. The most successtul form of coherer, having high sensitiveness 
and sufficient constaucy, was made in the following way :— 

Inside a glass tube were pasted two strips of platinum foil, a B 
and c p, along nearly the whole length of the tube ‘vide fig.). One 
foil is brought out to the external surface from one end of the tube, 
and the other from the opposite end. The platinum strips are placed 
with their edges about 2 millimetres apart and have a width of 
8 millimetres. 

The inner ends of the strips в and c do not extend to the corks 
which close the tube, so that the powder placed in the latter may 
not, by penetrating under the cork, form continuous conducting 
filaments, unaffected by vibration, as has been the case in some forms. 
The length of the whole tube is from 6 to 8 centimetres, with a 
diameter of about 1 centimetre. Fig. 1 represents a diametral 
section of the tube. 

The tube, when in use, is placed horizontally, so that the foils are 
in its lower half and the metallic powder completely covers them. 
Better results arc, however, obtained in this case if the tube is not 
filled more than half full. 

In all the experimenta, both the degree and the constancy of the 
sensitiveness were influenced by the size of the granules of the 
metallic powder and by the nature of the material. The best results 
were obtained with iron powder, known in commerce under the 
name of "ferrum pulveratum”; iron known under the name of 
"ferrum hydrogenio reductum” offers too great а resistance; 
coarser grained filings give for a time much greater sensitiveness, 
but are not constant. Fairly satisfactory results are obtained with 
copper powder prepared by precipitating powdered copper oxide, 
heated red hot, in methylated spirits. Metallic filings freshly cut 
are not suitable, their surface having much too small a resistance. 
The existence of a thin film of oxide, visible to the eye, is indispens- 
able for a sharp variation of the resistance. 

The first aud third forms of the instrument were used by me in 
the experiments, and I think these experiments furnish certain 
arguments in favour of the views I hold on the nature of the pheno- 
menon. 

Desiring to obtain greater uniformity in the formation of the 
powder, I substituted small shot for the filings; but it appeared to 
offer too great a resistance, and did not show sensitiveness, even to 
powerful discharges produced in the immediate ncighbourhood of 
the tube. The surface of the shot had a shiny, black appearance. 
I cleaned the surface by shaking up the shot in a vessel, the sides 
of which were covered with glass paper; then the shot, when 
placed in the tube with the wires, offered a resistance of 10,000 
ohms, but under the influences of the discharges the conductivity 
fell, that is, the resistance of the tube increased to 100,000 ohms. 
Another kind of shot, the surface of which had the appearance of 
graphite, wave the better conductivity, and its resistance always 
varied in the direction of diminution. | 

The first kind of shot contained antimony, and had a high melt- 
ing point; the second kind was of almost pure lead. 

Having obtained such results with shot, I took for the experi- 
mental powder powdered antimony. Like other freshly prepared 
powders, it possesses very great conductivity, but, becoming 
oxidised by heating, it acquires peculiar properties in relation to 
the discharge; its condition was quite unstable; the resistance 
during discharges sometimes increased, sometimes decreased. It 
appeared, therefore, that the conductivity aequired by the powder 
under the influence of electrical vibrations disappeared during the 
following discharge. Only very energetic discharges in the imme- 
diate neighbourhood of the powder gave uniform results; that is to 
вау, a diminution of resistance. These experiments, and also the 
experiment with platinum films (Branly), and the complete insen- 
sibility of powdered carbon to the discharges (Lodge), taken in 
conjunction with the experiments of Spring on the weldiug of 
different metals ў at low temperature, point to the idea that in 
powders under the influence of discharges a union takes place 
between the particles of the same character, and from a similar 
cause to that which takes place in Spring’s experiments on the 
welding of metals. Antimony showed itself incapable of welding - 


° Report in No. 1 of Zhurn. ltussk, Phiziko-Khimich. Obshchestva 
17, 1895. 
E W. Spring, Zeitschrift für Physikalische Chemie, T. XV., p. 65, 
94. 
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at temperatures below the melting point: platinum welds with 
difficulty, and only at very high temperatures; and carbon welds 
only in the electric arc. At the moment of discharge, the adjacent 
particles may become heated; that is, they may acquire a con- 
siderable increase of kinetic energy, notwithstanding the very small 
energy of the discharge, since this energy is, momentarily, confined 
toa very small volume of the substance and, as thermal energy, is 
slowly dissipated. 

To verify the above views, I also made an experiment with oxide 
of copper;"the powder of granular oxide of copper was placed 
between two silver coins, and compressed for greater conductivity : 
it"proved to be, as anticipated, insensible to the discharge ; at least, 
its resistance:did not vary more tban 0°5 per cent.; the nature of 
the variation in my experiments could be ciearly observed. Ifurther 
tried a powder of copper pyrites (sulphides of copper and 
iron) pand a iproduct known in metallurgy by the name of 


| Fic. 1. 
“white stone," which possesses the essential properties of 
fused sulphide of copper, that is, it is easily fused, but is 


at the same time brittle, and of crystalline structure. These 
powders manifested sensitiveness in a tube with the platinum foils, 
Their resistance decreased, but the amplitude of the variation, other 
things being equal, was considerably less; their resistance varied 
by two to three times its value under the action of such discharges 
as would cause a variation of 10 to 100 times its value in the con- 
ductivity of iron filiugs subject to their influence. 

The negative properties of platinised glass and antimony powders 

seemed to me intelligible from this point of view ; weak junctions 
might be destroyed by a spark, or even by mechanical forces, 
accompanied by energetic vibrations in the pulverous mass. In all 
probability the negative properties may be increased by considerable 
oxidation of the surface even in the copper and iron powders, since 
under these conditions the formation of continuous metallic fila- 
ments will be difficult and further oxidation possible. 
f! The description of these experiments being limited, I omit 
various attempts to arrange the apparatus with sufficient constancy 
of sensitiveness with a small number of contacts (small chains, 
combinations analogou to microphones, &c.). 

With such forms of the apparatus, a sensitiveness may be obtained 
considerably greater than that of the tubes with filings, but I was 
unable to obtain constancy of sensitiveness. In concluding my 
remarks on the fundamental effects, I should also mention recent 
works relating to the subject. ` 
Aschkinass“ found that a grating formed of thin tinfoil varied 
in resistance 2 per cent. under electric vibrations, and it seemed 
necessary to attribute to the electric vibrations the power to modify 
the structure of the conductor, at least, in the superficial layer; 
but Нарат and Mizuno: dispute this view, and trace the effects 
observed by Aschkinass to the discharge path alone, as was the case 
in the phenomenon examined by us. 

Having obtained a satisfactory oonstancy of sensitiveness by the 
use of the tube with platinum foils and iron powder, I set before 
myself another problem, namcly, to make such combinations that 
the union between the filings produced by the electrical vibrations, 
could be instantly destroyed automatically. 

Such an arrangement, indeed, would be advantageous, seeing that 
it would respond to successive vibrations. 

After some attempts to utilise the movement of the frame of a 
d'Arsonval galvanometer for tapping the tube containing the 
filings, I succeeded in devising simpler and more effective means. 
Instead of the galvanometer, I used a telegraph relay and ordinary 
bell, both for testing the effects of the electric vibrations on the 
filings and for destroying the conductivity of the latter. With this 
was combined the apparatus which I am about to describe. 


(То be concluded.) 
p — 


Reduetion of Capital.—The Second Division Glasgow 
Court of Session last week granted a petition by the Mirrlees- Watson 
Company, Limited, 45, Scotland Street, Glasgow, asking authority 
to resolutions proposing a reduction of capital. The company was 
incorporated in July, 1889, with a capital of £500,000, divided into 
50,000 shares of £10 each. The Company took over the business of 
Messrs. Mirrlees, Watson & Co., mechanical engineers, Glasgow, and 
acquired the patent rights of Homer Taylor Yaryan in connection 
with evaporation and distillation. The patent right held by the 
company in the British Yaryan Company, Limited, have not proved 
of the value that was anticipated, and stood in the balance-sheet 
much above their value. The reduction of capital is to £125,000, 
and is effected by cancelling £375,000 of the existing capital. 


* E. Aschkinass, Verb. Phys. Gesellsch zu Berlin, Jahr. 13, No. 4. 
т Н. Haga, Wied. Anr., Band., 56, 571, 1895. 
+ T. Mizuno, Phil. Mag., V. 40, 497, 1895. 


PHYSICAL SOCIETY. / 


ORDINARY MEETING HELD NOVEMBER 91x. 
Pror. A. W. REiNoLp, F. R. S., Vice-President, in the Chair 


Dr. R. А. LEHFELDT read a paper on “ ELECTROMOTIVE Force jx; 
OSMOTIC PRESSURE.” A 


This paper is an attempt to explain the difficulty in the inter. 
pretation of the ordinary logarithmic formula for the EMP 
between а metal and solution, pointed out by the author at t. 
Dover meeting of the British Association. An expression for the 
E. M. F. of a concentration cell is obtained thermo-dynamically npon 
the assumption that the electrolyte is only partially dissociated. е 
partition is used which is permeable to water but not to the alt or 
its ions, and the conclusion follows that the E. M. F. depends not o 
the osmotic pressure of the metallic ions, but on that of the solution 
as a whole. A graphical representation is given plotting cand: 
pressure against dilution, assuming Boyle’s law to hold, and it i; 
shown that the E.M.F. is not proportional to the integral / pdy 
but to the converse integral / v dp. Assuming, further, that th: 
osmotic pressure changes according to Van der Naals's equation, the 
E. M. F. is greater than that calculated from Boyle's law. If the electro. 
lytic solution pressure is calculated from the integral / Р dy, it comes 
out 10! atmospheres ; but if from the converse integral, the valu 
obtained is about 20,000 atmospheres. A comparison between actua 
E. M. Fs. and those derived from the equation given by the autho 
should afford, if the formulais correctly deduced from the assumption: 
made, a measure of how far the osmotic pressure deviates from that 
indicated by Boyle’s law. Experiments upon concentration cells 
have been made by Helmholtz, Wright and Thomson, Mor, 
Lussana, and Goodwin, but as their work was performed upon ei: 
with migration of ions, the calculation of the osmotic pressum is 
rendered uncertain by the introduction of the transference ratio 
Accordingly the author has measured the E.M.Fs. of cells without 
migration, using zinc as electrodes, and chloride and sulphate of 
zinc as salts. The E.M.F. was measured by the compenastiou 
method, using a Post Office box, through which a current was sat 
by an accumulator. The accumulator kept up a constant potential 
difference, and was standardised daily by means of a Clark cell. 
The experimental results agree with the calculated over the range 
ceuti- to deci-normal, showing that the deviation from the value 
given by the logarithmic formula is accounted for hy the 
incomplete dissociation of the salts. The osmotic pressures 
are then calculated from the E.M.Fs., and the values of 
P v plotted. They show irregularities due to the combined 
effect of the decreasing dissociation of the salt and the 
increasing departure from Boyle's law. Dividing the produet 
P v by van't Hoff's factor, determined from conductivity, values an 


obtained showing variations similar to those observed in the 


behaviour of gases when subjected to high pressure. 

Mr. WHETHAM said there was one form of membrane which ii 
quite permeable to water and yet does not allow either salts or tht 
ions to get through. He referred to the free surface of the solutis 
itself. The water being volatile can get out, but the salt cannot 

Dr. DonNAN said the author seemed to have discovered things wel! 
known; for instance, the integral / v їр is generally taken as prò- 
portional to E.M.F. He expressed his interest in the explanation 
of the difficulty in the logarithmic formula. 

Dr. LEHFELDT, in reply, said Goodwin had used the integr 


/ v dp, but had not made any numerical calculations by means of il 


Mr. A. CAMPBELL then read the following papers :— 


(a) “On 4 PHasE-TURNING APPARATUS FOR Use witH ELEC 


TROSTATIC VOLTMETERS.” 


Electrostatic voltmeters are particularly insensitive at the lower 
parts of their ranges, the divisions closing in very much toward 
the zero point. When measurements of small direct curren 
potential differences have to be made it is an easy matter to add t 
the voltage to be measured a constant voltage large enough to bring 
the deflection to an open part of the scale. If the small voltage ^^ 
be measured is an alternating one, it is necessary that the auxi? 
voltage should alternate with the same frequency and be in pha 
with it. The apparatus described enables the phase of the auxiliary 
voltage to be turned until it agrees with the one to be measured 
The phase difference referred to is not the time lag, but the sng:€ 
whose cosine is the power factor, and may be called the power 2. 
The method is to get two independent equal voltages, ©) ам U 


differing in power phase by E ‚апа to add together suitable fractions 


of these, such as vi sin ф, v; cos G. The resultant is equal to Tı 
but with the power phase turned through . The unknown smal! 
voltage is connected in series with an auxiliary voltage and à 9* 
meter, and the phase of the latter voltage is turned unti tht 
maximum deflection is obtained. 


(b) “Ох A METHOD or Мклвсвіха POWER Is ALTERNATES 


CURRENT CIRCUITS.” 

The circuit on which the power is to be measured is connected à 
series across the supply circuit with a «mall non-inductive resi 
By means of a transformer the small voltage on this resistance =" 
be transformed into one whose power phase is т behind the vots 
on the resistance. This is added to the voltage on the circuit t " 
measured, and then reversed and added again. ‘The differt ^ 
the squares of these effective resultants is shown to be equs) © ^ 
constant into the power to be measured. If there is апу dea 
current it must be measured separately by a Weston voltmeter" 
other suitable instrument. 


OUR 


a 
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(o “Nore ом OBTAINING ALTERNATING CURRENTS AND > VoL- 
TAGES IN THE SAME PHASE FoR Fioritious Loans.” 


When testing instruments for the measurement of large amounts 
of electrical power or energy, it is usually desirable to do so by 
means of fictitious loads, . e., by applying to the instrument under 
test current and potential difference representing the required load. 
In order to obtain a fictitious non-inductive load with alternating 
currents, the potential difference and current should be in the same 
phase. The current for the instrument under test is got by meaus 
of a transformer worked оп a 100-volt circuit. The potential dif- 
ference in the same phase is got by allowing the current to flow 
through à non-inductive resistance, and increasing the voltage at 
the ends of the resistance to the required amount by meaus of 
another transformer. 

The Society then adjourned until November 23rd. 


OUR LEGAL QUERY COLUMN. 


Questions addressed to the Editors for insertion in this column should 

be as brief and concise as possible. Free use of fictitious names, фс., 

be made. Answers are furnished by a duly qualified lawyer, 

but the Editors cannot undertake to be responsible for the accuracy oj 
the views which he may express.) 


No. 32. 


"WoopsrOCK" writes? :—“ Thanking you for your kindness in 
answering my query last week and also for stating what you require. 
In answer to (a) there is no person nor authority supplying electricity 
in any form in the parish and only the private installation in the area; 
(b) There is the rural district council, but the parish council are 
the lighting authorities, but for only part of the parish, the part 
which they require to light, the other is not rated. It is only a 
small town, and would only be a small installation. Could you also 
state how and where we should have to get the order? ” 

„ Seeing that the parish in question is in the district of a rural 
district council, it appears to be a rural parish within the Local 
Government Act, 1894 (56 & 57 V.,c. 73, Section 1). The rights and 
powers of a parish council are defined by that Act. The combined 
effect of Sub-sections (1) and (7) of Section 7 of the Local Govern- 
Act is that the parish council may adopt the Lighting and Watch- 
ing Act, 1833, which provides that the lighting of the parish may 
be effected by gas, oil, or otherwise, The "otherwise" appears to 
include electric light, and I therefore assume that the parish 
council in question are armed with the necessary powers. 

The following steps must be taken by a local authority desirous 
of obtaining a provisional order for the supply of electricity within 
their own area :— | 

1, А resolution must be passed at a special meeting held after 
one month's notice. The notice must be given in the manner in 
which notices of meetings of such local authority are usually given. 
[Electric Lighting Act, 1882, Section 3, Sub-section 6.] 

2. On or before July 1st notices must be given by promoters to 
the local authority of any district proposed to be supplied. Thus, 
in the case now before us, notice must be given to the rural district 
council if, as we understand, the electric light is to be supplied in 
any part of their district. [E. L. A., 1882, Section 4 (1).] 

3. During October and November notices must be published by 
advertisement describing the application for and the objects of the 
provisional order. A copy of the advertisement, together with map 
of district, must be deposited on or before November 30th with the 
Board of Trade and the clerk of the peace, &c. The contents of 
this notice are described in Rule XIII. of the Board of Trade regu- 
"TR ue in September, 1899 [hereiuafter referred to as 

4. There must also be deposited in thc Private Bill Office, aud 
with the Clerk of the Parliaments, duplicates of plans, &c. [Stand- 
ing Order 39 of the House of Lords, and Standing Order 39 of the 
House of Commons.] 

5. On or before December 21st a memorial for the provisional 
order must be lodged with the Board of Trade together with a 
draft of the order, [See R. xiii. B.T.R.] 

6. A provisional order shall not be granted by the Board of 
Trade until after the expiration of n periód of three months from the 
date of the first publication of the public advertisement, nor until 
opportunity has been given to all parties interested to make repre- 

sentations or objections to the Board of Trade with reference to the 
application. 

7. On January I6th Parliamentary agents or solicitors must be 


prepared to prove compliance with the Electric Lighting Acts and . 


the Board of Trade rules by this date; and the proofs must be com- 
pleted on or before February 22nd. [Rule xvii.] | 

The foregoing outline of procedure may prove uscful to our 
correspondent, but we would recommend him to procure a copy of 
the rules (which can be obtained for a few pence from Messrs. 
Eyre & Spottiswoode) before taking any decisive step. It is worthy 
of remark that he will apparently be unable to procure an order 
this year; but it should be pointed out that there is no provision in 
any of the Electric Lighting Acts to prohibit any body or person 
from supplying electricity independently of Parliamentary authority. 
We might add that we do-not understand the clerk's advice where 
he said that urban powers were necessary. 


_ * "Woodstock's" query in last issue was :—‘ The parish council 

are desirous of lighting the town by electricity. How can the 
present authorities obtain the power? Only part of the parish is 
in the lighting area. The clerk says we are to get urban powers. 


„ 


Is this во? The gas is a monopoly, and is very unsatisfactory. 


M 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P, Tompson & Co., Electrical Patent 
Agente, 822, High Holborn, London, W. C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. | 


> 
19,782. ‘Improvements in metal or composition sheathed insulated cko- 
tricity conductors," D. RoBERTS. Dated November 6th. 


19,822. © An improved conduit for electric cables and the like." О. C. 


Stmuetns. Dated November ith. 


19,824. ‘Improvements in and relating to printing by telegraphy.” J. 
Burry. Dated Novemberóth. (Complete.) 


10,329. An improvement in electrical locking apparatus for railway signals,” 
G. H. JELFs. Datcd November Sth. 


19,896. “Improvements relating to electric call apparatus." M. J. BUXBAUM, | 
Dated November 5th. : 


А PAS “ Improvements in electric fuses.” O. L. Praen. Dated November 
th. 


19.852. “Improvements relating to electric lamps." 
November 5th. 


19,858. Improvements in electrical switches.“ 
vember 5th. 


19,877. Improvements in printing-telegraph machines." А. L. SHEPARD. 
Dated November 6th. 


19,900. “Improvements in and connected with electric punka-motors 
H.SPvHL. Dated November 6th. (Complete). 


19,902. ** Improvements in joint-boxes for distribution of electric current 
from concentric or other cables." F. E. Hammonp. Dated November 6th. 


W. FELsci, Dated 


W. Sumner. Dated No- 


124 
• 
, 


19,910. “Improvements їп ог relating to overhead trolley wires or conductors 
for electric traction, overhead electric cables, or the like.” A. W. Hancock, 
J. LEIGHTON, and R. Hackixg. Dated November 6th. 


19,922. Improvements in overhead electric fittings.” P. T. J. EsTLER and 
F. KLEINSTEUBER. Dated November 6th. 


19,934. “Improvements relating to the mounting of electric bells.“ C. 
WoirTEQUAND. Dated November 6th. (Complete.) 


19,46. ‘Improvements іа incandescent electric lamps.“ W. P. THompson. 
(A. Sinding-Larsen, Norway.) Dated November fth. (Complete.) 


19,948. ‘Improvements in and relating to automatic switch-systems for 
telephone lines." J. P. Peurson. (Date applied for under Patents, &c., Act, 
1883, Sec. 108, April 10th, 1900, being date of application in Sweden.) Dated 
Noveruber 6th. 


19.951. Improvements in or relating to dry core cables, arid the like electri 
conductors." G. E. Hrvr-Di4. Dated November 6th. ' 


19,987. An improved electrical connection or bond for application to railway 
or tramway rails." W. R. Sykes, A. H. JouNsoN, and C. J. Cooxr. Dated 
November "ith. 


19,988. Ап improved insulating rail joint for railways or tramways which 
offers considerable resistance to currents of electricity." W. R. Sykes, A. H. 
JOHNSON, and C. J. Cookk. Dated November 7th. р 

19,999. Telephone transmitter of the sounds of rifle fire, maxim йге, pom- 
pom fire, and Long Tom fire, with the noise of its shell in progress, and its 
ultimate bursting.” A. J. C. Jackson. Dated November 7th. 

20,016. “Improvements in and connected with switches or keys in electric 
lampholders.“ H. OPPENHEIMER, (Action Gesellschaft Mix & Genest, Ger- 
many. Dated November Tth. à ; 

20,044. “Improvements relating to the manufacture of insulating material.” 
С. F. NaFZGER. Dated November 7th. | ' 

20,019. “ 1 none in the manufacture of elements or plates for elec- 
trical storage batteries.” J. M. RicHakpsun and Н. RaMssorrowx. Dated 
November 7th. 

20,110. “A safety swinging arm for carrying overhead electric wires.” 
H. G. THoMas. Dated November 8th. 

90,112. ‘Induction electric telephony and telegraphy.” J. R. Quain. Dated 
November 8th. 

20,185. “Improvements in the control of electrically-propelled vehicles or 
trains.“ E. H. TvrLkn and A. G. Hansagp. Dated November 8th. 


20,146. “A sound strengthening appliance for telephone stations." F. 
OrrENDEK and L. Коокк, Dated November 8th. 

90,158. “Improvements in or relating to magneto-electric and other ignition 
devices," J. RipLEX and G. Gigsox. Dated November 9th, 

20,177. Commutator or collector for eleotrieal purposes." E. BATAULT: 
Dated November 9th. 

20,179. “Improved construction of electric arc lamp." 
RaTHBONE, and C. B. King, JUN. Dated November 9th. 

30,186, “An improvement in air brakes controlled electrically, and by air 
pressure." C.D, ABEL. (Siemens & Halske Aktien-Gesellschaft, Germany.) 
Dated November 9th. (Complete.) ee 

20,197. “ Improvements in the construction of metal troughs for laying 
electric mains.’ M. lLacuman. Dated November 9th, 

20,200. '* Improvements in or relating to electrolytic cells." J. H. Nuse and 
A. Мкннү. Dated November 9th. E 

20,201. “ Improvements іп or connected with apparatus for covering electric 
conductors with insulation.“ G. E. HEyrL-Di^. Dated November 9th. 

20,214. “Electric lighting cane." T. Вкасмалхк. Dated November 9th. 
(Complete.) ` ‘N 

20,231. Improvements in electrical connections. 
November 10th. 

20,255. “A new or improved fitting or accessory for electric oeiling roses and 
the like.” W. G. Stones. Dated November 10th. 

20,256. “Improvements in or relating to swinging brackets for electric 
lights and the like." A. J. Вост. (K. M. Seifert & Co., Germany.) Dated 
November 10th. 

20,281. ' Improvements in connections for electric mains.” C. D. BURNET., 
Dated November 10th. 

20,277. Improved means for supporting the osmium filaments of electrio 
incandescent lamps." O. Ixnay. (The Oesterreichische Gasgluhlicht und 
Electricitats Gesellschaft, Germany.) Dated November 10th, | 

20,285. ‘Improvements in chains for suspending е1е©$тоПегв, electric lamps 
and the like.“ E.FLETCHkER. Dated November lOth, 


E. R. Smita, J. J. 


R. Е. HALL. Dated 
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ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W, P. Тномрвох 
and Co., 823, High Holborn, W. O., and at Liverpool, Manchester and Birming- 
bam, price, post free, 9d. (in stampe). 


18,300. ‘‘lmprevements relating to the regulation eleotrometive feree.” 
N Rowe. Dated Avante 96th, rtg (Date claime EN International Con- 


vention, January “7th, 1898.) Relates to the regulation of electromotive force, 
particularly that supplied bya stationary transformer, the primary being supplied 
with alternating currents. A switch for cutting out sections of the primary is 
combined with an inductive regulator arranged to prevent sudden апо» їп 
the electromotive force. The switch base had two circular contacts, and seg- 
mental contacts connected to the segments of the transformer. The regulator 
has its fixed coils connected across the working circuit, and its coils are supplied 
st intervals from the mains through a switch. The regulator makes one 
revolution for each quarter revolution of the switoh, and for one half of a revo- 
lution the coils are short-circuited. 2 claims. 


18,667. “Improvements relating to motor-truoks fer electric and ether rall- 
ways.” 6. J. Capewell. Dated August 30th 1898. The axle-truck has a pair of 
centra! traction wheels running upon the single rail, each wheel having a motor 
arranged on each side of it and concentric with its axle. A third axle carries 
small wheels which run between retaining-rails. Thetruck frame consists of two 
vertical side plates which are brought together at the ends to reduce atmos- 
pheric résistance, and two vertical central plates which form recesses for the 
traction wheels, and are joined together by plates and are connected to the side 
plates by plates. The frame is closed at the top by plates and at the bottom by 
covers which are hinged. The plates have bottom plates carrying springs for 


supporting the platform plate. 4 claims. 
18,688. “ vemente in systems for the energy of 
. An alternating current induction 


ourrents into mechanical energy by means of in 
(B. G. Lamme.) Dated August 30th, 1: 
motor is provided with ineans for securing a variable speed with & large starting 
torque, for obtaining n constant speed with less than the rated load, and for opera- 
ting the motor at different speeds without апу substantial variation in torque. 
The invention is particularly usefnl in connection with motors employed for 
crane or elevator work. The primary member of the motor is supplied with a 
variable electromotive feroe by means of transformers, the secondaries of which 
are divided up, and provided with switehes for varying the number of sections 
incircuit. In one form the switcbes are intended to be actuated by hand, but 
they тау be actuated automatically, as the load of the motor varies, by means 
of solenoids in the primary circuits of the motor. For securing constant torque 
with variable speed, choking coils are inserted in the primary circuits of the 


motor. 8 claims. 
18,684. “im nts in controllers for electric motors." Н. P. Davis. Dated 
August 30th, 1888. (Date under International Convention, April 25th, 1898.) 


Relates to apparatus for controlling the power and speed of electric motors, 
particularly railway motors of large capacity. 'The switch for varying the re- 
sistance in circuit with the motors is separated from the switch for varving che 
connections of the motors, and the two switches are connected by gearing so 
that the operation of the resistance varying switch will, at the proper time, 
cause the second switch to alter the connections of the motors from series to 
parallel and vice rern. In order to reduce sparking, the resistance is divided 
into a number of sections, and a portion of each section is cut in or out simul- 
taneously as the operating handle is revolved. Reversing and cut-out switches 
are also provided, and these are connected by interlocking devices with the 
switch for varying the connections. In the form of apparatus employed for con- 
troling a pair of motors the operating shaft carries by means of radial arms 
four contact brushes which move over sets of resistance contacts. A step-by- 
step movement is ensured by а lever pivotted to one of the arms and engaging 
with notches in a fixed ring. The shaft, by means of segmental bevel-gearing, 
operates a shaft at right angles to it, and the latter is geared to the spindle of 
the contact from which varies the connections of the motor. The reversing switch 
is actuated through segmental gearing from a shaft and is connected with the 
central switch by interlocking gear, which prevents movement of the latter 
during reversal. The switch for cutting out one or other of the two motors ig 
similarly actuated from & shaft and also interlocks with the switch. After the 
motors have been changed from series to parallel, their fleld-magnets are 
shunted through resistances by a further rapid movement of the switch com- 
municated to it from the shaft by additional bevel gearing. A modification of 
the controller for use with four motors is also described. In this form a com- 
bined cut-out and reversing switch is employed on each side of the switch 
which varies the motor connections. 4 claims. 


10,013. кеенен in telephonic systems and apparatus.” J. E. Kingsbury. 
(The Western Electric Company.) Dated August 30th, 1898. Relates to improve- 
ments in telephone systems such as described in Npecification No. 8,222, A.D. 


1995. At the subscriber's station a high resistance microphone having about 
one-third the usual amount of carbon granules may be employed, an ordit ary 
receiver being connected in a loop circuit with a condenser. 
arranged at a shunt across the receiver or in earthed cirouits forme a shunt to 
earth. The arrangement of the lever contacts and the induction coil circuits 
are varied to suit the different circumstances. The current is supplied from a 
central station generator arranged across the loop and having impedance coils 
on either side connecting it to the loop. When a dynamo charging secondary 
cell is employed, the interruptions of the current are deadened either by the 
insertion of impedance coils in the generator mains, or by making the armature 
with a large number of sectors, so that the interruptions would form a very 
high note. 22 claims. 


18,630. “ electric wires 
as weed A. Shiets. 


Dated August Bl et, 1808. Couplings for use on railway vehicles. Each half- 
coupling consists of a coating having a corrugated extension, and within ап 
insulating base carrying a contact spring or springs. A tubular extension is 
‘fitted on the base, and a rubber or like ring to serve as а cushion. One wire is 
connected through the spring contact, and the other through the metal part of 
the coupling. The appliance is an improvement upon the coupling described in 
Bpecitication No, 8,748, a.p. 1892. 1 claim. : 


. 88,407. "improvements in electric tramways on a road contact system." W. Н. 

man. Datel November fth, 1898. Electric railways and tramways ona 
road contact system with mechanically-operated switches. Treadles or a con- 
tinuous flexible strip lying in the grooves of the ordinary or additional rails are, 
depressed by the wheel flanges and act through studs, counterweighted levers, 
Sollen. and springs to raise the contact studs. Jn the raised position, & collar 
on the stud completes the circuit at the spring contact from the fecder. The 
lower part of the stud may act as a dash-pot in tbe socket, and the stud is sur- 
rounded by insulating material. 3 claims. 


23,603. ''improvemeste in devices for contro! the Моп of electric 
meters.” Н. Н. Lake. (Н. See.) Dated November 8th, 1898. Switches for con- 
trolling the duration and direction of the motion of electric motors for various 
purposes, such as steering and manceuvring ships, the training of guns froin а 
distance, turning the turrets on ships, railway and other signals, elevators or 
hoists. The contacts are too complicated for abridgment without reference to 
a drawing. 4 claims. 


23,010. ''Improvemonts in inenlaters for incandesence electric lamps." H. Н. 
Lake. (A. Н. Spenser.) Dated November 8th, 1898. Relates to incandescent 
lamps. A holder having a casing and а metal socket to carry and connect a 
screw-capped lamp, is provided wtih a hard rubber or other insulating sleeve 
tcrewed on the socket. The sleeve covers the exposed parts of the socket, an 
the cap of the lamp, and it is provided with a shoulder to hold a reflector 
against the casing. A washer may be interposed between the shoulder and the 
rellector, or between the shoulder and the casing when no reflector is used, 
The sleeve may have its ends alike, so that either may be inserted in the holder, 
or the outer end may be enlarged. The use of the holder as a wall socket is 
mentioned, 8 claims, 


The bell may be 


* 


23,620. ‘Improvements in a mothed aad eystem fer and 

electric ." The Britieh Thomson-Hedston rd, (C. M. 
Dated November 8th, 1898, A dynamo-electric generator is constructed with 
two or more independent armature windings which are connected in series with 
the load; this is divided into a corresponding number of parts, each part being 

_ inte ed between two windings. The field winding of the generator is ala 
inclu in the series, and switches are provided for short-cirouiting it or parta 
of the load. Each part may be a series of aro lamps; the highest normal 
difference of potential between any two parts of the whole armature is that dne 
to any one ding. The invention is N to open coil armatures, and 
the current produced may be automatically constant by a solenoid shifti 


the brushes round the commutators во as to take it at the difference of potential 
required by the load. 10 claims. 

23,630, “ а a method and apparatus fer generefiag sad 
tribution » The British T Limited, (C. ML 


electric energy. ч h 
Green.) Dated November 8th, 1896. A multipolar generator is provided with a 


tator ents are connected ether. 
with the load, which is divided into a corresponding number of parts, each 
connected between twe sections of the armature. The field winding is also ir 
cluded in the series, and switches are provided for short-circuiting it or parte d 
the load. The current generated may be kept oonstant by an ordinary aay 
matic regulator shifting the brushes round the commutators. 4 claims. 


patie electric e aa f 88e onip дое C 
е { „ 
Green) Dated November &th, 1898. A generator is providet vin two or mote 


armatures carried on one shaft by magnetic fields common to them, and oop. 
nected by independent commutators and brushes in series with the load, тей 
is divided into a corrésponding namber of parts, each connected between two 
armatures. The field windiug is also included in the series, and switches are 
provided for short-circuiting i$ or parte of the load. The currents generated 
pee ie kept constant by an ordinary au shifting the brushes. 
с a 8. 
23,632. “| in electric brakes fer slectric railway cars and eer 
meokanions.” The British Thomson-Henston Limited. 
(F. Е. Case.) Dated November Sth, 1898. Relates to electrio brakes which are 
especially adapted for electrically-propelled railway vehicles, as the brake shos 
is applied to the outside of the wheel, leaving the space between the wheels free 
for the motors. A ring is attached to the wheel, or the web of the wheel is face 
for the break shoe to bear upon. The shoe is formed as a closed ring with the 
winding placed in an eccentric groove, and it is provided with Jugs which engage 
Jugs on the frame in which the journal box is mounted. Ап L-shaped bat 
secured to tbe journal box supports the brake shoe, and & ring attached to the 
wheel engages a flange on the shoe to limit the size of the air gap. The bars of 
the truck frame rest on the journal box as ueual. 10 claims. 


23,033. 1 | in electrio aro lampe." The British Thesen - Mensen 

АЕ В (C. E. Harthan.) Dated November 8th, 1808. A frame of an 

enclosed arc lamp. is attached to a flanged metal bell which is hung by en in- 
sulated eye-bolt and & loop, from a hook on a ceiling plate or other suppon, 
rovided with terminals. The frame carries side tubes and a connecting pus 
be plate is insulated by providiog holes in its ends with mica or other . 
ings, within which meta) bushings are secured by expanding them over washers; 
the bushings are placed on the side tubes, and secured by hollow screws, The 
upper part of the lamp is sutroupded by an ornamental casing, consisting of a 
corrugated cylinder, two cornices, and an upper part surroundmg the supports 
and the ceiling plate. The cornices are made alike, by spinning each in two 
parts which overlap. The upper casing is in two parts hinged together at one 
side to permit removal; they overlap the upper cornice and above this are con- 
tracted and contain a metal cup which surrounds the bolt and prevents heating 
of the ceiling plate, &c. Air passes through the lower cornice and holes into 
the cylinder, and escapes between the a qud cornice and upper casing. A 
switch projects through the upper casing. resistance consisting of helically- 
coiled wire, is placed in notches in porcelain strips, which are secured ot 
asbestos packing, in grooves in the bell by lags on the bell and a metal ring. 
The upper turns of the resistance form a loop which may be more or less short 


circuited by a movable clip. The lower end of the resistance may be connected - 


to any of the several loops on the solenoid, to t the lamp for different cur 
rents. The regulating tube fastens into the bell where it is connected with two 
dash-pots,and at its lower end it carries an open frame giving acess to the upper 
carbon. The clutch operates by contact with a plate which is supported in a 
definite position by perforated lugs resting loosely on projections on rods. The 
plate is slotted to receive the middle of the olutch. It is formed with a bent 
lug and a hook at the opposite side, to support the cap for tbe arc-enclosing 
globe, so that if, in trimming, the cap is disengaged from the globe and lux, it 
still hangs from the hook. Тһе outer globe rests on a cup carried by a nut on 
a screw, which is supported by a bar and rods within the side tubes. These 
rods are normally held up by hooks on а pivoted yoke ; the hooks are formed so 
that before they can be disengaged to lower the globe itis necessary to unscrew 
the nut and raise the bar and rods. 27 claims. 


27,699. “ prevents ta electre- aniio brakes for raltway vehicles sad 
ether purposes. с. , Da December 3let. 1898. Relates to 
improvements |n the electro-hydranlic brakes described in Specification 
No. 27,122, A.D. 1896. Тһе accumulator is automatically recharged 
after the brakes bave been applied. The pump is actuated by a bell 
crank, the arm of which is looped at the end and carries a roller or 
disc held in a central position by springs. This roller or disc engages 
with a spiral cam on an axle of the vehicle. When the accumulator is {nila 
stop actuated by the piston rod engages а finger on the bell crank and holds it 
out of engagement with the cam. At the same time the cop leather џпсотег s 
passage so that the reservoir and accumulator communicate. In a modified 
arrangement the pump is continuous]y operated by an eccentric, and tbe 
charging of the accumulator is stopped by lifting the suction valve of the pum 
This is effected by the piston depressing & lever within the rescrvoir which 
a second lever acting on the valve. The plunger of the brake cylinder is made 
in two parts, united by & spring so that the pes can move independently of tbe 
other, which is connected to the rigging. The forward end of the cylinder oom. 
municates through а passage with a pipe leading to the reservoir, while the rear 
end communicates by a passage with the casing of a tap, which normally places the 

assage in communication with a pipe leading to the accumulator. By rotating 

he tap the end can be put in communication with the reservoir to render the 
brake inoperative. The supply of fluid from the accumulator to tbe brake 
evades is controlled by a valve held on its seat by an electro-magnet, When 
the current through this magnet is stopped the brakes are applied. To release 
the brakes the valve is opened by exciting the magnet so that the contents of 
the chamber flow back through the pipe to the reservoir. The brakes are 
manipulated by a switch on the engine, but are applied automatically in event 
of the breakage of a coupling or damage to the brake itself. Wear of the brake 
blocks is compensated for by a ring made in halves clasped on the plunger by 4 
spring. The ring allows the plunger under the brake pressure to move ont 
Misi through it to take up the wear of the blocks, but prevents its return. 

claims. 

27,613. “improvements tn electric twee holders.” C. Howard. Dutcd December 
Sist, 1898. 1he fuse wire, which is led in through perforations, is fitted 188 
dished plate or cup filled in with cement or the like and covered with a Flas 
mica, or like transparent cover which may be luted on by cement. The сор 
secured to the base which is fitted with terminal contacts by a screw and 4 not 

claims. 


27,641, “1 in detachable amd swiveling оооло light mitinge.” 
J. F. Wakelin and б. J. Westen. Dated December Bist, 1898. A metal case 8 
screwed to the bracket, and contains an insulator support two or more 
sockets connected with the supply wires and switches. Holders for the 

and shade. or reflector are at edto a metal case, which is secured to 
fixed part by a coupling ring either screw-threaded or with a bayonet- 
joint. The case contains an insulator supporting pins, which are connected v 
the lampholders, and fits the sockets. e shade holder may be detschable. 4 
hinge may be interposed between the case and lampholdere, to allow Ше 
lamps to be turned through & small angle; the provisional speciticalicn 
mentions the use of clamping-nuts оп the hinge. 9 claims. 
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brought to recover compensation for unlawful picketting. - 
The long arm of the law, through the medium of an injunc- 
tion granted against the union itself, would have been able 
to reach the members in their private capacity, by making 
the union liable as a whole. Fully alive to their danger, the 
delegates at the Trades Union Congress decided to seek, and 


have now obtained, a reversal of Mr. Justice Farwell’s 
decision, and trades unions are once inore enabled to adopt 
their old tactics. 


The discussion in this case, when it reached the Court of 
Appeal, was purely academical. The strike was over, and 
the matters in dispute between the parties had long reached 
& State of quiescence ; but the principle involved stretches 
far beyond the limits of the case which was before the notice 
of the Court. It amounts to this: Are trades unions 
entitled to bring to bear upon the settlement of disputes 
between master and servant all the weight of their corporate 
authority, their immense influence проп the working classes, 
and last, but not least, cheir inexhaustible resources, without 
fear or restraint ? This question the Court of Appeal have 
been compelled to answer in the affirmative, It may be of 
interest to discuss a few of the statutes and legal principles 
which have conferred this immunity upon trades unions. 

The three important Acts relating to these bodies were 
passed in 1871, 1874 and 1876. "These Acts legalise the 
usual trade union contracts, and proceed to establish a 
registry of trade unions, which gives to each union an 
exclusive right to the name in which it is registered. They 
authorise a union to own a limited amount of real and an 
unlimited amount of personal estate, through the medium of 
trustees, * for the use and benefit of the members thereof.” 
Officers and treasurers must be provided whose duty it is to 
make annual returns to the registrar of the assets and 
liabilities of the society. The misappropriation of the 
society’s funds can be restrained by injunction. In spite of the 
many indications afforded by the above description, a trade 
union is neither a corporation nor an individual nor a partner- 
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| ship between a number of individuals ; and there is no section 


` 


in any of the Acts which empowers a trade union to sue or 
to be sued in its registered name, nor is there any provision 
which in so many words constitutes it a corporation so that 
it may be sued as such. Indeed, the presumption is that 
the Legislature never intended a union to sue or be sued, for 
by Section 9 of the Act of 1871 it is expressly enacted that 
the trustees of a trade union registered under the Act or any 
other officer of the union who may be authorised to do so by 
the rules, may bring or defend any action in any Court 
touching the property of the union. But Mr. Justice 
Farwell argued as follows :—“ Although a corporation and 
an individual or individuals may be the only entities known 
to the common law who can sue or be sued, it is competent 
to the Legislature to give to an assocjation of individuals, 
which is neither a corporation nor a partnership nor an 
individual, a capacity for owning property and acting by 
agents; and such capacity, in the absence of express enact- 
ment to the contrary, involves the necessary correlative of 
liability to the extent of such property for the acts and 
defaults of such agents.” 


The Court of Appeal, however, has upset this judgment. 
* Whether this ought to be so or not," said the Master of 
the Rolls, * is one thing which I have not to inquire into ; 
whether it is so, that is, whether the union can be sued in 
the manner proposed, is another matter, and this J have to 
decide, In my judgment a trade union eannot 


be sued.” 


Seeing that the law is thus settled, unless, indeed, the 
House of Lords over-rule the Court of Appeal, it is interest- 
ing to consider the enormous powers which are placed in the 
hands of the unions. It practically amounts to this, that 
the Legislature has authorised the creation of numerous 
bodies of men, capable of owning stupendous wealth, 
and of employing servants and agents, who may use 
that wealth, through the medium of their servants 
and agents, without the slightest responsibility for the 
wrongs which may be done to third parties. 
words of Mr. Justice Farwell * They will be at liberty to 
disseminate libels broadcast, and to hire men to reproduce 
the rattening methods which disgraced Sheffield 30 years ago, 
and their victims will have nothing to look to for damages 
but the pockets of the individuals, usually men of small 
means who acted as their agents.” 


It has been said that trades unions are, upon the whole, 
organs for good, and we feel convinced that the better 
class of trade associations will hesitate long before they 
exercise a tithe of the power which has thus been placed in 
their hands, But instances are not wanting to show that 
unfair dealing does exist in certain unions, even between 
members themselves, and cases have arisen in which the 
union has shown itself only too glad to trade upon the 
somewhat shadowy nature of its legal obligations. We know 
of one case in which the rules of a union provided that the 
money accruing from the subscriptions of members should 
be applicable in various ways for their benefit. They also 
purported to regulate the affairs of the trade and provided 
that any journeyman binding his son in a “ foul shop” 
should be fined and not be entitled to any benefit until the 
fine was paid. The plaintiff was charged with having 
broken the rnle. He denied it, and refused to pay the fine, 


‘cipate in the benefits of the union, the Court refusi y 


The prima facie meaning of user would seem to be putting it 


To use the 


ment by user, the plaintiff must show that the defendants 


and in a subsequent action whereby he songht to fani. (о 
interfere, on the ground that agreements between mente : on 
of a union cannot be enforced! Here the union y a 
apparently made no inquiry into the merits of the my | - К 
claim ; and had sheltered itself behind the fact that the a 
agreement was not binding. If such methods are wd — 7 
as between a union and its members, we tremble to think o ^7 
the means which may be employed when the unfortunste ` 
employer comes upon the scene. 


C. SIN 


Ir is a matter of common knowledge < 51. 
that a patent grant confers upon the 77 
patentee the sole right to “make WM. 
exercise, and vend,” the patented invention, for в eran . 
period. The meaning of the words “make and ved" s 
reasonably clear, but what constitutes “user” of an invention: Ө б 


What is User 
of a 
, Patent? 


into practice, as for example where a man fits his bicycle with 
a patent tyre, but the legal interpretation of the term caris 8 . 
us further than this. It seems that any dealing with à . 4: 
patented article comes within the terms user, so as to IR 
render the offending party liable to an action for infringe- 
ment, The recent ease of .the British Motor Syndicate, ' 
Taylor, furnishes an interesting example. Ther le 
defendants had purchased certain articles which wer in- i 
fringements of a patent belonging to the plain, ~ 
Not knowing that these articles were infringements the | 
defendants sold some of them to manufacturers in this country — 
and transmitted others to the Continent for sale. Inall?i — 
infringing articles were disposed of by them. The plaintiffs 
sued for damages and recovered £8 in respect of eh 
article. Mr. Justice Stirling said: “What the defendants — 
did was to carry these articles out of the United Kingdom ~~ 
with a view to selling them—that is, with the object d 
turning them to profitable account. Ву so doing the r 
defendants attained two objects—first, they prevented ue. D 
operation of the order contained in the judgment where | 
these articles had been declared to be infringements, for le 
delivery up and destruction of infringing articles; amd, = 
secondly, they actually obtained the benefit of the pa i 
of sale.” Mr. Justice Stirling’s decision was confirmed byte , 
Court of Appeal. Relying upon the case of Minter v. Williams. 
which had decided many years ago that mere exposure for e 

is not equivalent to sale, the defendants had argued that ts 


Jut 


. were not liable, but the Court of Appeal overruled that case ud , 


declared that the defendants’ should be mulcted in damages . 
It should be observed that acts of mere passive user are oft 
sufficient to constitute infringement. So, where the defen- | 
dants had acted as carriers through England of bottles of be: 
which were sealed with a capsule manufactured in Scotland. с, 
which capsule was an infringement of an English pl), “i: 
they were held liable in damages. But to establish inn" т 


were using the article for the same purpose which he intende A 
to put it to. In the case of Higgs v. Goodwin the palet! wi 
was for a method of precipitating the animal and vert 
matter in sewage water, so as to make the same applicable te Hh 
agricultural and other useful purposes. This теш rr? um 
achieved by employing calcium hydrate. Тһе defend — j 
a Local Board of Health, having first treated these! — 7: 
filtration, deodorized the resulting liquid by adding c 
hydrate. This was held to be no infringement, 9 
defendants only aimed at purifying their sewage. 
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w Ay analysis is made for sulphur, silicon, and combined 

„ carbon every morning from each mixture of the preceding 

L day's cupola melt, and from these analyses are made the 
> glght corrections necessary to keep the mixtures inside limits 

lb а we have already more fully detailed. 

j, Daily physical tests of the iron are made as follows :— 

E fue Test.— Test bars 25 mm. round x 250 mm. 
IV рор are cast in green sand and turned down in the middle 
lí. to 15 mm. round x 100 mm. long, with a gradually increas- 

ing diameter at each end as shown in fig. 12. 
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Fic. 12. 
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The tensile strength of the A and B mixtures runs from 

22.500 Ibs. to 25,000 lbs. per square inch. The C mixture 

. gives us between 24,000 and 26,000 lbs. per square inch. 

- Transverse Test.—Made with bars 26 mm. square, with 

-. gupporta 300 mm. apart; load in centre. The A and B 
mixture gives from 2,100 lbs. to 2,800 lbs. breaking 
kad. The C mixture has a breaking load between 2,400 
ad 2,600 Ibs. The deflection of A mixture averages 0'10 
inch, B 0°09 inch and C 0:08 inch. 

-- Contraction Test. — The 26 x 26 mm. bars used for 

_. transverse test are cast in the shape of an iron frame exactly 
19333 mm. long, and these bars measured for contraction 
by means of u wedge scale as per fig. 13. 


Fra. 13. 


The average contraction of the different mixtures runs as 
follows ;— 


The desired contrac- 
tion is 0°8% 


Mixture A runs from 0'8% to 0'9% 


1 B. „ 09% to 1:09 The desired contrac- 
| tion is 0:996 
» С: 4 „ 10% to 115 The desired contrac- 


| tion is 1:095 
(hdl Block.—Chill blocks cast in green sand as per 
sketch are used in order to measure the tendency ` possessed 
by the mixtures to chill (fig. 14). 
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Fig. 14. 


These chill blocks are broken through the thick and 
wedge-shaped portions and the depth of chill measured. It ів 
found the A iron gives from 0 to 0*5 mm. chill, B iron about 
"ә mm., and C iron averages 1 mm. The A and B irons 
‘re not allowed to exceed 0°75 mm. chill, and the C iron 
must not exceed 1*5 mm. chill. 

Nrinkage Test.—This test shows the tendency of the iron 
to shrink or pipe in cooling. An iron mixture with a 
'cudency to shrink will form a shrink hole at point x on 
24. 15. The fluidity of the iron is measured by noting 
the length of the fluidity strip cast on the shrinkage test. 

_ Machineability Test,—The above three mixtures cover all 
lines of work very well. Ifa casting docs not fill the con- 
ditions when made from one mixture a change is made to 
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- & softer or harder mixture. 
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For very heavy castings а 
mixture containing about 2:00 silicon. is employed, other 
elements remaining the same as in mixture C. 

Apparatus for Showing the Relative Hardness of Metals.— 
The object is to make a diagram that graphically shows the 
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relative hardness of two metals at a glance. The apparatus 
for this purpose can be applied to any light sensitive drill 
press capable of driving a J-inch twist drill. 

The drill is forced down by means of a weight and cord 
on a quadrant. On the other end of this segment arm is a 
small segment which by aid of a cord rotates the drum 
exactly in proportion as the drill bores into the metal. "This 
drum is held in tension by means of a spring. There is 
a pencil slide mounted on a bracket, the pencil travelling in 
a vertical direction exactly in proportion to tle number of 
turns of the drill. Now, if the spindle turned and did not 
feed, there would be a vertical line, and if the spindle were 
to feed one inch per turn, there would be a horizontal line. 

It is calculated that with soft cast-iron with a given pres- 
sure, a feed of 0:0037 inch per revolution of spindle is 
obtained, and the pencil rises an amount equal to 0°01735 
inch. A diagonal line is thus drawn automatically, of which 
the height represents the number of turns of the drill, and the 
horizontal distance represents the amount of feed. In using 
the apparatus the pencil is allowed to travel the full height 
vertically. This is equal to 161°5 turns; then the hori- 
zontal distance is measured and 4 relative value obtained. 
A standard drill and standard piece of iron are used, and the 
ratio calculated for the wear of drill. 

On the accompanying diagram, fig. 16, 1 mm. measured 
on the vertical line is equal to 2:308 revolutions of the 
spindle. There is always measured off 70 mm. after the 
drill has penetrated under the surface, 70 x 2'808 = 
161:56 revolutions. 

4°6 mm. measured on the horizontal line represents 1 mm. 
depth in test pieces. The standard drill is a flat drill made 
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Fig. 16, 


from tungsten water-hardening steel and drills a 10 mn. 
hole. 
The standard piece of soft cast-iron is a dry sand casting 


9 inches x 1 inch x 40 inches. A number of these bars aru ` 


all cast from the same iron. This iron when drilled with 
the standard drill newly sharpened requires 11°46 revolutions 
to drill 1 mm. deep, equal to 64:6 mm. on the horizontal ' 
line. Every time the drill is used to test the hardness of a 
piece of iron, the standard iron must also be drilled, and the 
ratio found for wear of drill. For example, if the standard 
iron gives 56 mm. on horizontal line, then the ratio is 
64°6 


-= = 119. 


56 : 
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A harder iron gives, say, 48° mm. on horizontal line, 
therefore, 90 x с 15°32 revolutions to drill 1 mm. 
0 
Divide 15°32 by the ratio 1°15, and the result is the 
number of revolutions required to drill 1 mm. deep 
compared with the standard iron is equal to 13:32. The 
soft iron gives 69 mm. on the horizontal line, therefore 


161956 x 4'6 10°77 
———————-—— = 10°77, and = 9°38 
69 d 1:15 , 


the number of revolutions required to drill 1 mm, deep com- 
pared with 11°46 for standard iron. The ratio is not 
allowed to exceed 1°30. The drill is sharpened on a fixture 
always to the same angle and clearance. 

There is thus a clear and determined attempt to find out 
exactly what an iron will do when cast into machine parts, 
and where such a system is carried out, with both manufac- 
turing facility in sight and a proper regard to the durability 
of working surfaces, the result must be good. It is not 
claimed. that these things are yet in full swing, but. the 
Intention is there and is in process of being carried out. 

There remain to be mentioned a few other items, notably 
the apprentice school. Free instruction is given in the 
company's time to all apprentices, and no restrictions are 
placed on them as to leaving. The subjects taught 
are mathematics. drawing, elementary mechanics, and 
chemistry. Attendance is not compulsory, but all without 
exception do attend, — There is also a system of medical 
attendance, and an accident ward in which, at the timo of 
our visit, one of the workmen had obligingly, but uninten- 
tionally, offered himself as an example; we hoped it was nota 
serious case, The sick and pension system we need not here 
discuss, because it is based on the German law, and must 
receive authoritative endorsement, it being, we believe, the 
German custom to allow such independent provision to be 
made, sub‘ect to authoritative sanction and approval of the 
details generally. | 

Our description has already gone beyond the intended 
length, but we have merely sketched very briefly a few details 
of these fine works in order to point out to those of our 
manufacturers and engineers who are still content to proceed 
along old limes, that competition is being worked along 
very different lines from formerly. When in the Paris 
Exhibition recently we saw in the building of a State of 
Eastern Europe a machine tool that looked well at a distance, 
On going up to examine it we found that the working 
parts had actually been polished up with emery cloth. "This 
is not the sort of competition that comes to-day from either 
America or Germany, and while the general work of neither 
country is up to the standard of this Berlin shop, the fact 
remains that this shop exists, and that it is largely 
an illustration of improved American practice ; indeed, it is 
frecly said by Americans to be ahead of anything in America, 
where the system of manufacture has been so keenly pushed 
on similar lines. It is a curious fact that the whole of the 
maple floors came from America, where this wood is plentiful ; 
it is the best wood for floors because it does not splinter up 
und will even stand things being dragged over it. Most of 
the tools аге American also, and curious! y enough are employed 
to manufacture other tools of stouter*proportions to suit 
European idcas and materials. Our illustrations are suffi- 
cient to show the general style and quality of the shop 
arrangements, We are indebted to Mr. Orcutt, the London 
representative of the firm of Loewe, for considerable 
assistance in preparing the foregoing description 
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AXXVIIL—HENDUN ELECTRICITY SUPPLY. 
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SUMMARY. К. 
Estent of Contracl.—Yquipinent: of complete electric lighting 
Stem divided into nine sections as follows -=r Boiler house 
plant: euvine house plant.: (e. condensing plant and pipework; 
? * ко Е А 
„ емеге travelling craue: 67^ switchboard and instruments ; 


hae Aaccumulators; (g) supply mains; (Л) meters; (i) workshop 
€qutpment, 
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Туре and Number of Boilers.—Three to be supplied of Тапса} 
type, each of 30 feet long by 8 feet diameter. 

Output of Boilers. Hach to be capable of evaporating 6,500 Ibs g 
water per hour when working with natural draught with feed wats 
at a temperature of 60° F. 

Working Pressure.—150 lbs. per square inch, but boilers to 1, 
suitable for workiug up to 180 Ibs. per square inch. 

Superheaters.—Not required. 

Mechanical Stokers.—'To be of Bennis, Meldrum, Proctor от othar | 
approved type worked by an electric motor. 

Boiler Feed Pump.—To be of “Weir” single-cylinder direct. 
acting long stroke or other approved type. Two pumps to |, 
supplied, each capable of feeding the whole of the three boiler: 
above mentioned. 

Fuel Economiser.—One 96-tube Green's fuel economiser io |, 
fitted. 

System of Working.—Direct current three-wire system with 31) 
volts between middle wire and either of outers. 

Number of Steam Dynamos.—T wo, each consisting of one stear 
re of 150-&w. output, directly coupled to two dynamoe each c 

д Kw. 

Type of Engine.—V ertical compound, with two or three om 
specified, but any standard type, if in use in equal or larger size for 
central station work, will be considered. 

Specified Specd.—Not to exceed 440 revolutions per minute. 

Permissible Variation from Uniform Rotation of Fly-whe L—4 per 
cent. per revolution at half load. 

Permissible Permanent Variation in speed. between No Load and Full 
Load.- -Not to exceed 5 per cent. 

Type of Dimamos.—Direct current shunt-wound bipolar machines 

Position of Dynamos.—Both to be placed on same side of engine 

Rating of Dynamos.—To give as normal load 75 gx. at any 
voltage between 240 and 300 volts, and to work up to 3% volte 
at increased speed. To give as emergency load for two hours 10 yc 
cent. on above output. 

Permissible Temperature Rise.—Not to exceed 60° F abon 
surrounding atmosphere after 10 hours’ full load run. 

Steam Consumplion Guarantee.—A bonus of £100 will be paid by 
purchaser for every pound of steam by which the consumption à 
full load is lower than 28 lbs. per xw.-hour, working condensing 
with 150 Ibu. pressure, and a penalty of £100 per complete pound ci 
steam inflicted upon contractor for every pound of steam by whic! 
test exceeds 30 lbs. per xw.-hour. 

Output of Motor T'ransformer.—To receive current on motor sid 
at 480 to 540 volts, and to develop on dynamo side 16 Kw. at 16 
volts. 

Speed of Motor T'ransforiner.—QOptional with contractor. 

Lupe of Condensers.—Two of Messrs. Körting's Class B ejecur 
coudensers,'each condenser to deal with exhaust steam of one engine 
and maintain a vacuum of ?4 inches. 

Type of Circulating Hui. Two to be supplied of centrifuga! 
type, to be driven by the same electric motor, aud each to be capabi 
of lifting 30,000 gallons per hour through a vertical height of 4 
fect. The motor is to be suitable for working both at full load at 
the same time. | 

Water-Cooler.—A suitable water-cooler of a type to be chosen by 
contractor, and approved by purchaser, to be supplied. 

Type of Crac, To be of overhead hand-travelling type, suitab 
for 34 feet span, and fora working load of 10 tons. 

Switchboard.—To be arranged as specified, suitable for four 
dynamos, one motor transformer, six three-wire feeders, and one set 
of accumulators. 

Capacity of Battery.—To be suitable for maintaining a discharge 
of 80 amperes for 10 hours, without the terminal voltage of the 
battery falling below 540 volts. 

Class of Cable Insulation.—To be of impregnated fibre, paper, ù 
other approved material, lead-covered, and in some cases st 
armoured. 

System of Laying.—To be in most cases laid solid in earthenwar: 
or iron troughing. 

Lengths of Cables. To be of scheduled lengths and sizes. 

Туре of Meters.—One hundred to be supplied of a type approred 
by Board of Trade for direct current 240-volt circuits. Meter | 
be of 5, 10, and 20-ampere sizes as specified. 

Specified Dates of Completion.—'These are stated in each section. 
aud are generally on basis of completion of work within 10 month 
of date of awarding contracts. 

Penalty for Late Completion.—One-quarter per cent. per week 
during first month, one-half per cent. per week during second mont! 
three-quarters per cent. per week during third month, aud one рет 6 
yer week during fourth and subsequent months. 

Specified Terms of Payment.—On nearly all sections — 80 per ven’ 
of value of work executed on site as work progresses, 10 per co 
опе month after work has been taken over by purchaser, 10 [e 
cent. uine months later. 

Length of Period of Maintenance. Ten months from date of takin: 
over plant except in the case of cables where period is five yest 
the cost of maintenance for one ycar being included in cable pri 
and for the other four years to be quoted as an extra. 

Stipulations as to Removal of Foreman.—Satisfactory. 

Stipulations as to Wages paid to Workien —Nonc. 

Amount of Surely Demanded from Contraclors.—T ice My prc 
value of contract. 

Arbitration Proposals.—Satisfactory. 

Late for Receipt of l'emdcis,— December 31st, 1900. 

This specification lhas been prepared by Mr. Rote 
Hammond, M.LC.E., the consulti ng electrical engineer t 
the Urban District Council. ` The work to be done is to b 
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divided into nine sections, and it 1s open to any contractor 
to make offers for any number of complete sections. 

The Lancashire boilers are to be fitted with mechanical 
stokers. Two complete steam dynamos are required, each con- 
sisting of a 150-KW. steam engine, having mounted on one 
side two 75-k Ww. dynamos. Опе of these machines is to be 
placed on either side of the three-wire network, und a margin 
of capacity is to be allowed in the machines to permit of 
their being worked at normal output and 25 per cent. 
higher voltage for cell charging. Only one motor trans- 
former is specified for cell-charging purposes, and as far as 
possible the auxiliary plant in the station is to be driven 
electrically by motors of the enclosed or partially enclosed 
type. 
le steam consumption guarantees are severe, and we 
fear that there is little probability of any bonus being 
earned by contractors. In the maintenance proposals for 
cables, the course suggested in the circular recently issued 
hy the Cable Makers’ Association has been followed, viz. :— 
The cost of maintenance for one year is included in the 
cable price, and for the four succeeding years a separate price 
is given. 

A similar course is adopted with the battery, the stipula- 
tion being made that the full specified capacity of the cells 
must be maintained for the stated sum per annum for a 
period not exceeding 14 years. 

The whole of the specification has been prepared with 
great care, the requirements are clearly specified, sufficient 
latitude is allowed in many cases to contractors to permit 
them to offer standard apparatus, and the exhaustive tests 
on completion demanded are fully described. 

The following are some of the principal features of the 
general conditions of interest to intending contractors :— 

Great stress is laid upon the importance of an early inter- 
view after the award of the contract between the consulting 
engineer to the Council and the duly authorised representa- 
tive of the contractor in order to settle details, and also agree 
upon the interpretation of obscure points in the specification. 

Clause 15 relating to the supply of extru drawings is fair 
to both parties. | f 

If claims are made by third parties for damages for patent 
infringements, the contractor reasonably enough has the 
right 

To conduct all negotiations for the settlement of the same, or 
any litigations which may arise therefrom. 

We have often had reason to complain in these articles of 
the powers claimed by many engineers to vary the work 
included in the contract to any degree. Mr. Hammond 
limits his powers under this head as follows :— 

Provided also that, unless with the consent оў the contractor, the 
al sum of money seb out in the contract shall not be affected by 
such alterations, amendments, omissions, or variations ѓо lhe cwtent 
7 more than 10 per cent. 

In like manner the power to reject material after inspec- 
tion as unsuitable for the purpose must be exercised within 
14 days of such examination. The clause reads :— 

The engineer shall have full :liberty, during the manufacture, (o 
tet all or any materials, plant or workmanship, which in his opinion 
5 A es in aecordance with the said contract, tender, specification, contract 
79100108, and these general conditions, or are defective for any reason 
ны tever, provided that, if notice of any such rejection be not sent to 
„ within 14 days after the grounds upon which it is 
' ed have come to the knowledge of the engineer, Ae shall not be 
entitled to reject the said materials, plant or workmanship on these 
ag The satisfactoriness or otherwise of the tests at maker's 
regi ы Pas way release the contractor from his obligation to 
бшу other Каен ie completion stipulated for in Clause 39, or from 

gations under this contract. 

ao Clause referring to the powers of the engineer to object 
a Ep of the contractor only asks for his removal, 
чайны 8 unconditional dismissal from the service of the 
[gen Г, а demand often made in municipal contracts. 
may be j F ai the wording to any consultants who 
fio: n doubt as to the fair limits of their powers in this 


rej 


— 


shall constantly employ at least one competent 
carryin superintend the erection of the plaut and the 
ni at of the works. The said superintendent shall be present 
| с during workiug hours, and shall be prepared to receive 
© to time orders and instructions from the enyiucer or his 


Шу , 
absence or ed representative. The said superintendent, in the 
Sentative he contractor, shall be considered to be his legal repre- : 


The suid superinteadent, if objected to by the engineer, on account 
of incapacity, misconduct, or negligence, shall be removed by the cone | 
tractor, and the contractor shall, within 48 hours after receiving formal 
objection in writing, repluee him with another superintendent, evin- 
petent to fulfil his duties, | 

The engineer shall be at liberty to object to any person employed һу 
the contractor in the execution of the works who shall, in his opinion, 
misconduct himself or be incompetent or negligent, and the cun- 
fractor must at onec remove the person so objected to, and, if necessary, 
replace him bya satisfactory person, 


All claims made during the progress of the work under 
the Workmen’s Compensation Act, 1897, are to be settled 
by the contractors for the respective sections. The penalty 
for late coinpletion is in excess of the maximum amount of 
1 per cent. of the contract price. per month suggested in the 
model clauses drawn up jointly by the Municipal Electrical 
Association and the Electrical Plant Manufacturers’ Asso- 
ciation. ‘The clause reads :— 


In case the contractor shall fail in the due performance of his con- 
tract by and at the times stipulated in the preceding clause, the engineer 
shall, in writing, certify the fact of such failure, then the contractor 
shall pay to the purchasers, as and for agreed liquidated damages, 
during the first month of the delay, 5s. per £100, during the sccond 
month 103s. per £100, during the third month, 158. per £100, and 
during the fourth or any subsequent month, 20s. per £100 of the «ross 
amount of his contract for each and сести week which may have elapsed 
between the appointed time and the actual time of completion, the 
said damages to be reckoned only on the cost of such portion of the 
plant that cannot be used beueticially in consequence of the delay. 


The penalties to be enforced in case the plant does not 
comply with the guarantees are often very loosely expressed, 
and a great deal of trouble often arises from this cause. 

There can be no doubt as to the powers reserved to the 
purchasers in this case, for it is expressly stipulated that :— 


If any portion of the completed plaut fails to pass the specified 
“tests on completion," the engineer may totally reject such portion 
of the plant, and iu the latter eveut, the purchaser shall have the 
option of :— 

(a) Giving the contractor a further period in which to fulfil his 
contract; or ' 

(6) Themselves replacing the defective portion by purchase from 
or contract with any party or parties. 

(c) Returning the defective portion of the plant, and recovering 
the sum or sums paid on account of same. 

In the event of (a), the plant so supplied shall be deemed to be 
supplied under the contract, and shall be subject to the terms of the 
specitication, tender, and general conditions. 

In the event of (b), no further sum beyond that already paid to 
the contractor in respect of such portion of plant shall be due or 
payable by the purchaser to the contractor in respect of such defec- 
tive plant, but the contractor shall repay to the purchasers any sum 
paid by them in respect of such portion of plant; and the con- 
tractor shall also pay to the purchasers any loss or damage to which 
they may be put by reason of the purchase or replacing of fresh 
plant by them ; the inteution beiug that if the contractor shall fail 
to supply plant in strict accordance with the specification, it shall 
be lawful for the purchasers, at their discretion, to obtain, without 
additional cost to them, the plant from any other party or parties, 
or to so arrange for the execution of the work as they may deem 
desirable, and that the contractor shall be liable for any loss suffered 
by the purchasers in consequence of such failure. , 

In the event of (c) if the defective plant be required by the 
purchasers for beneficial use, they shall be entitled to make usc of 
the same or a reasonable time sufficient to enable them to obtain 
other plant to replace it, the contractors being allowed a reasonable 
sum for the use of the same. 


The only other clause to which attention may be directed 
is that relating to arbitration where it is stated that ло reser- 
ions are made as to the matters which may be referred to 
the final decision of an independent party. This is as it 
should be, and in view of the care bestowed upon the pre- 
paration of the specification, there is, in our opinion, very 
little likelihood that there will be need to make use of this 
provision. 


Electric Motor-Cars at the Cycle Sliows,.—At the 
Stanley Show the British and Foreign Electrical Company is exhi- 
biting a Creanche electric voiturette, also the Columbia phaeton and 
the "Powerful" car all fitted with Lecoll accumulators. The last 
named vehicle took part in the recent Automobile Club trials of 
clectrical cars. At the National Show the Automobile Manufacturing 
Company show a Cleveland electric Stanhope, while Mr. E. W. 
Hart, of Luton, exhibits three electrical cars — the “Toujours 
Contente " :Lohner-Persche), which teok part iu the recent trials; 
a four-seated car fitted with two motors, and a light car for ladies’ 
use, all fitted with Lecoll cells. 
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THE' IMPERIAL PHYSICO-TECHNICAL 
INSTITUTION IN CHARLOTTENBURG.* 


By HENRY S. CARHART. 


(Concluded from paye 814.) 


Іт would not be just to form an estimate of the success of 
the Reichsanstalt without taking into account its scientific 
publications. These are numerous, and of great value. 
Most of the reports of work done are made public, with 
official sanction, in various scientific and technical journals. 
During the past year 30 such papers have been published. 
The detailed accounts, however, of the most important 
undertakings thus far completed are contained in three 
quarto volumes of investigations, Among those contained 
in the first two volumes may be mentioned papers pertaining 
to thermometry, aud to units of electrical resistance. 

Four papers of exceptional value relate to normal 
standards of electrical resistance. They are: the probable 
value of the ohm according to measurements made up to the 
present time, the determination of the calibre correction for elec- 
trical resistance tubes, the normal mercury standard ohm, and 
the normal wire standard ohm of the Reichsanstalt. When one 
recalls that the ohm as a practical unit of measurement is 
defined in terms of the resistance of a specified column or 
thread of mercury, it will readily be seen that the work done 
at Charlottenburg in this particular field is fundamental in 
character, and of the most universal importance. 

In passing, it is worthy of remark that all the standard 
resistances designed and constructed at the Reichsanstalt are 
carefully compared with the mercurial standards carly in 
"ch year. The methods employed in these comparisons, and 


the forms of the standards, are original with the Reichsan- | 


stalt. The new forms and methods admit of a combined 
accuracy and convenience not previously attained. 

In addition to the work done in electrical resistance, the 
investigation of the silver voltameter, and the clectromotive 
force of standard Clark and Weston cells, has been highly 
productive of useful results for the other two fundamental 
electrical measurements. Much remains to be done in this 
latter direction, for the electromotive force assigned to the 
Clark and the Weston cell, even in the latest report of the 
Reichsanstalt, is derived from measurements by the silver 
voltameter, while the clectro-chemical equivalent of silver 18 
in doubt to a greater extent than the electromotive force of 
the Clark cell. 

Perhaps the best indication of the valuable work of the 
Reichsanstalt is to be found in the annual “ Thitigkeits- 
bericht.” This report of the year’s activity is published in 
the “ Zeitschrift fiir Instrumentenkunde,” and the reprint 
for 1899 forms a pamphlet of 25 large, closely-printed pages. 
The following abstract will convey some impression, though 
an imperfect one, of the extent of the work accomplished :— 


First (РнүвісАІ) Division. 


I. Work in Heat.—Determination of the density of water betwecn 
0? C. and 40° C. 

Determination of the pressure of water vapour at low tempera- 
tures. 

Determination of the pressure of water vapour near 50? C. 

Investigation of thermometers for temperatures between 100° and 
200" C. | 

Investigation of the nitrogen thermometer with a platinum-iridium 
bulb for very high temperatures. | | 

Investigation of thermometers for low temperatures. 

Determination of the thermal and electrical conductivity of pure 
metals. (These determinations are to be extended down to the 
temperature of liquid air and up to 1,000° C.) | 

Investigations with the Fizeau-Abbe dilatometer. 

Investigation of the transmission of heat through metal plates. 
II. Work in Klectricity.—Comparison of the normal wire resist- 
ances of Divisions I. and II. 

- Determination of the capacity of an air condenser. 
[! Comparison of the standard cells of Divisions I. and II. 

Determination of the conductance of water solutions with a higher 
degree of accuracy than has been attained hitherto, especially with 
very dilute solutions. 

III. Work in Light.—Investigation with electrically-heated black 


bodies. 


* Abstract of a paper presented at the 146th meeting of the 
American Institute of Electrical Engineers, New York, September 
26th, 1900. President Hering in the chair. 


Proof of Stefan's law between 90° and 1,700° absolute tempen- 
ture. 

Determination of the relation between the intensity of light and 
the temperature. É 

Measurement of radiation in absolute measure. 

Determination of the distribution of energy in the spectrum ui 
black bodies. 

Determination of the distribution of energy in the spectrum «t 
polished platinum and other substances; also their reflective power 


SECOND (TECHNICAL) DIVISION. 


+ 

I. Work of Mechanical Precision.—Investigation of the errom of 
length and of the division of 300 scales, tubes, &c. 

Coefficient of expansion of 18 bars, tubes, and wires. 

Verification of 86 tuning forks for international pitch. 

Construction of a new transverse comparator. 

Study of the variations of angular velocity of rotating bodice. 

II. Electrical IWork.—Calibration of direct current apparatus, 183 
pieces. , 

Calibration of alternating current apparatus, 58 pieces. 

Examination of other electrical apparatus, 76 articles. 

Examination of accumulators, primary elements, and switches, 37 
articles. 

Examination of insulating and conducting materials and carbon, 
23 articles. 

Installation of storage cells for a current of 10,000 amperes. 

Installation of small storage cells for an electric pressure of 20,000 
volts. 

Installation of alternating current instruments for measuring 
potential difference up to 500 volts, and current up to 100 amperes. 

Examination of 29 samples of alloys for specific resistance and 
temperature coefficient. 

Examination of 126 samples of insulating materials with an eksc- 
tric pressure up to 800 volts. 

Verification of single resistances, 123 samples. 

Calibration of 33 resistance boxes, compensation apparatus du, 
containing 1,153 single resistances.. 

Comparison and verification of 133 standard cells—111 Clark and 
22 Weston elements. 

Determination of the ratio Clark 15° C., to cadmium 90? C., and 
Clark 0° C. to cadmium 20° C. with a large number of standard 
cells. ` 

Examination of 21 samples of dry and storage cells. 
Calibration of 15 galvanometers to measure high and low tempem- 
tures with thermal elements. ' | 

Magnetic examination of 25 samples of iron and steel. 

Investigation of the difference between the continuous aud the 
discontinuous magnetisation of steel. 

Investigation of the influence of repeated heating on the magnetic 
hardness of iron. | 

III. Work Relating to Heat and Measurement of Pressure.—Cali- 
bration of 18,777 thermometers. . 

Examination of four safety appliances and benzine lamps. 

Calibration of 317 thermal elements. 

Veritication of nine manometers and 22 barometers. 

Testing of 190 samples of apparatus for petroleum investigations. 

Testing of 3,210 samples of safety rings and plugs. 

Testing of 22 samples of indicator springs. 

IV. Work in Light.—Testing of 149 Hefner lamps for photo 
metric purposes. 

Testing of 189 incandescent lamps. 

Testing of 143 gas and other lamps and adjunct appliances. 

Investigation of the relation between the temperature of sugar 
solutions and their rotary power on polarised light. 

Investigation of quartz plates for the examination of sugars. 

Determination of 100 points in the normal Ventzke scale for 
sodium light. 

Especially careful collection of sugars from Germany, Austria, 
France, Russia, and North America for the investigation of specific 
rotatory power. 

V. Work in Chemistry.—Continuation of the study of the solu 
bility of important salts. 

Electrolysis of platinic chloride and the migration of the ions. 

The quantitative determination of metallic plntinum. 

Investigation of liquids for use in thermometers to measure low 
temperatures. 


V.—A LESSON FOR Us. 

If Germany has found it to her scientific and industrial 
advantage to maintain the Reichsanstalt, and is proud œ 
what it accomplishes; and if Great Britain is so imp 
with the success of the Institution that she has decided te 


‘imitate it, it is surely the part of wisdom for the United 


States to move in the same direction, Some of the reasons 

for making this effort one does not need to go far to seek. 
In the first place, the scientific interests to be served ar 

certainly as great as in any other country in the world 


Original work of a high order is now done in many Americal 


Universities; but the difficulties under which Universit 
instructors prosecute research are even greater here than 1 
Germany, and we are still compelled to go to Europe for 
most of our standards. As a result, inventions of an almo 
purely scientific character originating, here have been am 

to perfection in the Reichsanstalt, and Germany gets the 
larger part of the credit. I need only instance the Weste" 


- e 


sandard cell, which has been so fully investigated at the 
Reichsanstalt, and the alloy manganin," which the same 
Institution employs for its standard resistances after a search- 
ing inquiry into its properties. Both of these are the inven- 
tion of Mr. Edward Weston, one of the Past-Presidents of 
this Institute. Jo long as there is no authoritative bureau 
in the United States under. Federal control, and presided 
aver bv men commanding respect and confidence, we must 
continue “to utilise the far superior standardising facilities 
of other Governments.” The establishment of a national 
institution for physical and technical purposes cannot fail 
to foster a vigorous and healthy growth in science, to which 
we already owe so much of our national prosperity and 
renown. | 

In the second place, Congress should be stimulated to take 
action because of national pride. It is not creditable for a 
capable and self-reliant nation to continue to depend on 


foreign countries for its standards of measurement, for the 


certification of its instruments, and for the calibration of its 
normal apparatus for precise work. The first day the writer 
spent at the Reichsanstalt he was consulted with reference 
to an extended correspondence between the director of the 
technical division and the officials of the Brooklyn Navy 
Yard relative to the calibration of a large number of incan- 
escent electric lamps for use in our Navy department. 
The spectacle of a Government bureau going to a foreign 
Imperial Institution for standards in an industry whose 
home is in the United States is a humiliating one. Yet the 
proceeding was entirely proper and justifiable, because there 
is in this country no standardising bureau for the purpose 
desired. Are the representatives of the American people 
villing to have this state of affairs continue ? 

Again, the higher interests of the industrial utilisation of 
wientitic knowledge require the establishment in Washington 
of an institution similar to the Reichsanstalt, and in no 
{етее inferior to it. We are an inventive people, and may 
justly claim renown in the prompt and efficient utilisation 
of the discoveries in physical science. It is highly impro- 
bable that a practical limit has already been reached in the 
field of applied physics. We are not estopped from making 
further discoveries. Still, it may be affirmed with conti- 
deuce, that the most important and promising work to be 
done, except in the rare instances in which genius makes a 
brilliant discovery, will consist in the more perfect adapta- 
tion of known physical laws to the production of useful 
results, It is precisely this field which has not been exten- 
‘sively cultivated, as yet, in the United States. We have 
explored the surface, and presumably gathered the largest 


посев and the most brilliant gems. To increase the out- 


put we must now delve deeper and scrutinise more closely. 
To drop the metaphor, what will be required for future pre- 
eminence is the more intensive and exhaustive study of the 
scientific conditions in the industrial utilisation of physical 
laws, This study will require the best talent of our 
technical schools, aided and supported by an authoritative 
national institution, itself far removed from patents and 
commercial gains, but jealous of our national renown and 
eager to co-operate with manufacturers for the sake of 
national prosperity. | 

. Germany is rapidly moving toward industrial supremacy 
in Europe. One of the most potent factors in this notable 
advance is the perfected alliance between science and com- 
merce existing in Germany. Science has come to be 
regarded there as a commercial factor. If England is 
losing her supremacy in manufactures and in commerce, as 
many claim, it is because of English conservatism and the 
failure to utilise to the fullest extent the lessons taught by 
science ; while Germany, once the country of dreamers and 
theorists, has now become eminently practical. Science 
there no longer seeks court and cloister, but is in open alli- 
ance with commerce and industry. This is substantially 
the view taken by Sir Charles Oppenheimer, British Consul- 
General at Frankfurt, in а recent review of the status and 
prospects of the German Empire. 

The Reichsanstalt is the top stone of Germany’s scientitic 
edifice. It has also contributed much to her industrial 
renown. The German Government sees with great clearness 
that the Reichsanstalt justifies the expenditure made for its 
maintenance, not by the fees received for certifications and 
calibrations, but by the support it gives to the higher 
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industries requiring the application of the greatest intelli- 


‘gence. In this connection it should be thankfully acknow- 


ledged that the services of this imperial establishment are 
placed at the disposal of foreign institutions of learning with 
the most generous liberality. The charges for calibration 
are only about one-fourth the expense incurred in making 
them, but the support thus given to German makers of 
instruments of precision, by increasing their foreign orders, 
is deemed a sufficient return for the services rendered. 


THE ELECTRIC MOTOR-CAR PROBLEM. 


How to reduce tlie cost of running electric motor cars to a 
half or a third of its present amount, is the problem 
that has to be solved before we can hope that the least 
objectionable of all the self-propelling vehicles will be 
economically successful. 

Dr. Luxenberg, who discusses this interesting question in 
the Centrulblatt fiir Accumulatoren und Elementenkunde, says 
the problem can be successfully solved, even with the present 
means at our disposal. Many have hoped to find the solution 
in the invention of an accumulator whose weight per unit of 
energy shall be half that of the present lead accumulator. 
Hitherto they have hoped in vain, and the invention does 
not yet appear to be in sight. | 

Three possible ways have been suggested for improving 

the mechanical efficiency of electric motor cars. (1) Re- 
ductiou of the weiglit of the vehicle by careful construction, 
use of the best materials, and lightest design. (2) Re- 
duction of the fraction of the resistance to traction due to 
friction of the axle bearings, by the use of ball bearings. 
(3) Reduction of the fraction of the resistance to traction 
due to the rolling friction of the wheels of the vehicle, by 
increasing the diameter of the wheels. 
. Dr. Luxenberg estimates the possible reductions of traction 
resistance that are likely to be obtained by these three 
methods, and comes to the conclusion that the last method 
is by far the most hopeful. 

Any reduction of weight which is to be effected by the 
improvement of the construction of the carriage cannot 
possibly lead to much increase in the efficiency of the electric 
motor car, because the weight of the carriage is only about 
30 to 50 per cent. of the total weight when the carriage is 
loaded with battery, passengers, and luggage, and the car- 
riages as at present constructed are not capable of much 
reduction in weight. A two-horse landau, for example, 
with four places inside and two places on the coachman's 
seat, weighs empty about 450 kilogrammes (990 lbs.) An 
electric car of similar capacity weighs about 750 kg. (1,550 
lbs.) The excess weight of 300 kg. is chiefly made up of the 
weight of the motor 100 kg., the gearing 50 kg., the steering 
apparatus, controller, measuring instruments and other ac- 
cessories 50 kg.—total 200 kg.; so that there is really only 
an excess of 100 kg. in the weight of the electric carriage 
body over that of a similar horse carriage, this being 
due to the greater strength required for the extra load of 
batteries, &c. "This 100 kg. excess weight ig, however, only 
5 per cent of. the total weight of the fully loaded car. Dr. 
Luxenberg is of the opinion that no improvement can result 
in more than 5 per cent. reduction in the mechanical parts 
and a corresponding 5 per cent. in the weight of the battery, 
i.e., 5 per cent. of the weight of the empty carriage, which is 
only a reduction of 34 per cent. to 4 per cent. in the total 
weight of tlie loaded carriage. 

Somewhat better results are to be expected from the 
reduction of the friction of the bearings by the use of ball 
bearings. With well constructed bearings with rubbing 
surfaces the coefficient of friction is 0-1. Thus only 10 per 
cent. of the weight of the carriage is required to overcome 
the friction of the bearings; and the greatest possible 
saving of energy that could result from the use of ball 


- bearings would be about one-tenth of the energy consumed 


per unit of the total weight of the carriage. The output of 
the battery would consequently be reduced by one-tenth and 
this would result iu a reduction of about 6 per cent. in the 


total weight of the loaded car. The total reduction in the 


consumption of energy would thus be about 16 per cent. 
D 


» 
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The best results to be expected from the combination of 


the first two methods we can see from the above calculations 


would be a reduction of 4 + 6 = 10 per cent. in the total 
weight of the car, and a reduction of 4 + 16 == 20 per 
cent. in the energy consumed. This result, though not to be 
despised, would not be sufficient to make the electric motor car 
an economical vehicle. Our only hope, therefore, is in the 
third method, the increase of the diameter of the wheels of 
the vehicle. 

Rolling friction or resistance is of the nature of a couple, 
with a constant arm depending on the nature of the rolling 
surfaces. Ifa is the angle of an incline which will cause 
the vehicle to run at a constant speed, f the arm of the 
а of rolling resistance, and r the radius of the wheels, 
then 


"TE | 
tana ==. (1) 


If T is the resistance to traction, and w the weight of the 
vehicle, then 
Tr—wWf 
/ 
E 


les, T 


The energy, E, consumed in traversing a given length, L, 
of road is 


Е == TL = ——, (3) 


It is evident from these equations that the resistance to 
traction, and the energy consumed in traversing a given 
length of track are, ceteris paribus, inversely proportional to 
the diameter of the wheels of the car. The calculation 
applies strictly to a horizontal track, but in a long run over 
a hilly country, the up and down gradients will counter- 
balance each other, if braking is not necessary, and the same 
may be said of the effect of head and stern winds. 

An electric motor car, with wheels 100 cm. in diameter, on 
n street of medium quality has a resistance to traction 
amounting to 3 per cent. of the total weight. The energy 
consumed per ton (French) kilometre in propelling this car 
will therefore be 


З x 1,000 x 1,000 x 9*8 
100 x 3,000 


If this car is driven by a battery of 44 cells, i. e., about 
82 volts mean working pressure, and is propelled at a speed 
of 16 km. per hour (10 miles per hour) over a track 80 km. 
(50 miles) in length, then a current of 16 amperes for 
5 hours will be required. A solid Planté battery of 44 cells 
of this capacity will weigh about 500 kg., i.e., 50 per cent. 
of the total weight of, the car. 

If в is the weight of the battery, it is proportional to E 
in equation (3): and when the diameter of the wheels are 
100 cm., then B = + w; equation (3) can then be put in 
the form, 


= 8? watt-hours. 


B 50 
— = | 4 
W D ч 
If w is the weight of the car without the battery, then 
J 
W Be p 
: 50 
В к= ee; 5 
Nu D — 50 ( ) 
. 50 ) 
W = (B + f) = 2 | ————— 1 
ки) | 5 — 50 Tt) 
D 
E 
D — 50 (6) 
tana = 200, 
T =W (апа = ES 08 (7) 
D — 50 


Since г" 18 practically independent of the diameter of the 
wheels p, the only variable factor in the formula for the 
weight of the battery, and the resistance or the energy con- 


sumed per unit length of track is 5— 5 a curve for these 
9 


three quantities can thus be drawn from this factor. The 


curve for the total weight of the car can be drawn from 
equation (6). 
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Mean diameter of the wheels in cm, 


DIAGRAM OF AN ELECTRIC Motor Car (WITH PLANTÉ Batreny 
FOR 80 к.м.) 


EXPLANATION OF THE DIAGRAM. 


No. of | 


| | 
the | Quantity indicated by | ^g Value of the 
diagram. diagram line. [+ dau text ordinate unit. 
. . 
1 Total weight minus battery T 100 kilogrammes 
3 | Weight of the battery  ... B | " 
4 | Total weight of vehicle ... wW | н 


Coeflicient of resistance ... 


t3 


p tan a 0'3 in per cent, 
r 


Energy per ton kilometre | 8 in watt-hours 
0'1 in ampere-hours 
Resistance of the vehicle... w tan a 6 in kilogrammes 
Energy per kilometre 16 in watt-hours 
X 0:2 in ampere-hours 


ww м 


The question now arises, whether dynamical disadvantages 
and difficulties of construction are associated with vehicles 
having wheels so large as 120 or 150 cm. diameter. Con- 
structive difficulties only arise when these diameters have 
been exceeded, the principal difficulty being in designing the 
steering gear, so that the load оп the steering wheels is not 
reduced. To prevent a vehicle with high wheels tilting over, 

the battery must be placed as low as possible. Since there 
is no room for it between the steering wheels, it must be 
placed further back; this is objectionable, inasmuch as it 
reduces the weight on the steering wheels and causes slipping 
in turning curves on slippery roads. To avoid this dis- 
advantage, the distance between the axles must be increased. 
As a consequence of this increase the breadth of the wheel 
track must also be increased to prevent the vehicle turning 
about the vertical axis passing through the centre of gravity. 


4 
The distance between the axles should never exceed 3 of 


track breadth; and since the maximum permissible track 
breadth is 150 cm., the maximum permissible distance 
between the axles is 200 cm. 

Dr. Luxenberg's experience has shown that the following 
diameters of wheels can be used without any of the above 
mentioned disadvantages :— 


— ꝛ— —— — 


туре. таа. | NETS 
Ст. Cm. Cm, 
Two-seat car "T 120 160 110 
Four-seat car s 130 | 173 | 120 
Six-seat сат 8 140 187 | 150 
Omnibus ... 150 | 200 | 130 


— DG mm 


sos —ͤ—ͤ‚—. —. 
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This table shows that much larger wheels can be safely used 
in electric motor cars than in horse carriages. The sizes 
given exceed the usual sizes in electric motor cars by about 
10 per cent. : and this, an examination of the diagram will 
show, results in а saving of 45 per cent. of the energy of 
propulsion. 
By taking advantage to the utmost of the three methods 
of improvement discussed above, the energy consumed in an 
metor car can be reduced to (100 — 20) x 55 
= 45 per cent. of what is consumed in the present vehicles 
made after the model of horse carriages. All the wheels of 
dectric cars should be of the same size. 
Dr Luxenberg concludes that electric motor cars made 


0 1 зэ з 4 05 6 7 в 9 í 
RATIO OF POLE WIDTH TO PITCH 


Form factor curves for uniformly distributed winding of various widths 
without fringe. 


Fia. 12. 


Ourves of x for uniformly distributed winding of various widths 
without fringe. 


Fia. 14. 


with the wheel dimensions given in the above table, to run 
э0 miles at 10 km. (6 miles) au hour, can be made to com- 
pete successfully with horse vehicles. In order to compete 
with petroleum motor cars, the wheels would require to be 


250 cm. to 800' cm. diameter. This would require quite a. 


different design of car from the present, but he does not 
consider that it is beyond the power of engineering science 
to solve even this problem. 


THE EMF. OF ALTERNATORS ON OPEN 
CIRCUIT. 


By C. C. HAWKINS. 


(Concluded from page 694.) 
THE results which have been tabulated in the preceding 
article are based on the assumption that the ficld-system is 
due to a number of poles of alternate sign. In their 


practical use it must be borne in mind that they are not applic- 
able to magnet fields of the “inductor” type, although it 
is only with such fields that large ratios of pole-width, and 
especially the case of a pole equal in width to the pitch, can 
be practically realised. In the “ inductor” type of field the 
fringe of lines entering the armature between neighbouring 
poles of like sign, although not leakage inthe proper sense of 
the word, is not usefully cut by the armature coils ; so far 
from adding anything to the net average or effective 
E. M. Fs., it always reduces them, since even in the case of 
a single slot per phase it acts differentially and opposes the 
main field. 

So far we have dealt with the single-phase alternator 
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Form factor carves for uniformly distributed winding of various widths 
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Curves of x for uniformly distributed winding of various widths 
with fringe. 
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only, and when there are two or more slots, these have been 
assumed to be spaced out equally over the whole pitch. The 
two or more slots of one phase may, however, also be arranged 
so as to fall within a portion only of the pitch: thus Tables 
VI.—X. give the figures obtained with and without fringe 
for two slots separated by a distance of one-sixth or by one- 
fourth of the pitch—the former results being specially 
applicable to three-phase, and the latter to two-phase, although 
both may also be applied io a single-phase alternator, Such 
cases occupy intermediate positions between the single slot 
and a winding covering uniformly the same proportion of a 
smooth armature core. Other arrangements may also be 
employed, such as three slots in each phase separated by one- 
ninth of the pitch in three-phase alternators, or by one-sixth 
of the pitch in two-phase alternators, and as the number of 
slots per phase is thus increased, the values approximate to 
those obtained with analogous widths of a smooth winding, 
which mav next be considered. 
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TABLE VI.—Ner AVERAGE E.M.F. WITHOUT FRINGE. 
наро ee e cc PU uU qu ee WC ETT S282 I uL Se ye UT арага азса сарае К 


| Ratio of pole-width to pitch. БЕ 
Two slots per pole and per phase. og era, re ДА з Каа ШШ: ns fiue mee eec ri E 
CE 
| ET 
One-sixth of pitch apart ale 2 1°2 16 + 
One-fourth 5 5 E ie :2 4 6 8 1 | 12 1'4 | 1:5 15 15 VAL 
| ! COM 
55 Bee ч. Bae ee 86 NR Spee et eae ete ылу. m 
Y i *Y | р a 
TABLE VII.—ErrkcrivE E.M.F. wrrnovr. FRINGE. dt 
Si D QM ECC ME ues NGC INE MN GES (Ona IDEE 5 Jet 
One-sixth of piteh apart ae d 447 683 932 1195 1:29 | 1:44 | 1:57 1:692 | 177 ^ v aU 
One-fourtng „ 5„ "TO 447 632 836 1905 1:225 | 1338 1:516 161 1672 17732 — U 
rc ND MERO FP FCC б “ШЕ! 
TAE УП„—Конм Factor WITHOUT FRINGE, e d 
| TP 
One-sixth of piteh apart se. 0:935 | 171 | 1:55 1406 1:29 | 1:9 112 1:058 1061 10 ` ud 
One-fourth „ „ es .. 2335 | 158 | 1393 1:31 | 1225 | 115 ! 108 1072 | 115 15 т к 
| | i S i ы. Ө 
| M ШВ 
TABLE IX.—VALUES OF K WITHOUT FRINGE. EET 
2. Е н зе S | | Dur 
One-sixth of pitch apart jus eios. ema» 171 1755 1:403 1:29 ‚12 | 1°12 1:058 , 983 91 S Tt 
One-fourth 2 " 5 Wen. D Ad 153 1393 1°31 1:225 115 | 1:08 1:005 93 "wh v E 
par Е 
| : ik K 
TaBLE Vla.—NetT AVERAGE E. M. F. with FRINGE. 
— УНАН iram | | : E: 
One-sixth of pitch apart = she 52 686 856 1:02 1:2 1:364 | 1:501 1662 | 196 1666 а 
One-fourth - " € bos '017 | 68 842 1 1178 139 14434 1:465 1482 13 | es 
J ³o Ai ð d ³ Las 5 
, ғ . | | ELI 
Tapuk VIIa.—ErrkcrivE E. M. F. WITH FRINGE. | mee ie 
One-sixth of pitch apart. 685 7884 108 124 1:384 | 152 1:64 | 173 18 182 „ 
One-fourth ^, „„ 655 842 | 104 142 135 148 | 16 | 166 ' 1704 ole „ =P 
ы зацы ышын ды ĩ РЕ ыйа ы шый Let | 23 A 6 і EE 
E å „ 
TanLH VIIIA.— Fon FACTOR WITH FRINGE. xm 
] 
| | | | 
One-sixth of pitch apart Lay ... 335 1:235 | 126 | 172165 1151 | 1115 1:09 | 1:068 | 1:085 1091 iut 
One-fourtn „ 5„ Ps . 19265 1238 | 1335 | 12 | 1148 | 111 1115 | 113 | Ll 115 — 
TannkE IXA.— VALUE OF K WITH FRINGE, oe 
dE ce КЕЕ | | | 
One-sixth of pitch apart IT we | 1315 | 1:26 1:238 119 1:13 | 1085 | 1:05 1005  :966 91 xt. 
One-fuurth — „ „ p^ „ 124 12 1:193 115 1102 | 1:058 1:02 905 915 6 
— 3 PS Pe ы D MEER OS: E MNT xu. d ia 
| d. 
Tase X.—Rario or Махімем TO. ErrectivE E. M. F. with FRINGE. | e 
— n 
NEN IC S GIN | NN “65 pv po 
[ [| 4 
One-sixth of pitch apart e . 184 | 204 | 1:85 | 1:61 | 1:442 | 1:315 | 1:22 1155. 111 | 11 : i 
One-fourth „ „. 1.755 1˙8 1815 | 1604 | 148 | 135 , 125 1205 , 1174 15 t) 
ↄœ—»œ— ͥ — — OE es et ы A le tects eR ees i eet 2 
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changed to y for the coil and x for the pole. Hence, in 
Tables XI.—XIII. the horizontal column for any width — ; 
In armatures with a smooth surface, the winding of each ratio of coil is the same as the vertical column for the sme : 


> II.—SwoorH-StcnrFACE ARMATURES, 


coil is distributed uniformly over a certain portion of the ratio of pole. But, when the fringe is taken into account | 
periphery which may be expressed as a fraction of the pitch; this no longer holds, since the curve of E. M. F. with, 2.4.3 = 
a large number of phases differing little from each other coil-ratio of 5 and a pole ratio of 1, is not identical with T 
have therefore to be compounded, in contrast to the slotted that for a coil-ratio of *1 and a pole-ratio of 5. p^ UM 


armature, in which, with its grouped winding, a small The E.M.Fs. for any width of coil, or any number of 5: 
number of sharply distinct phases are compounded. The inductors may also be reduced to their corresponding vus . 
advantages and disadvantages of “uniform” and “ grouped” per inductor so as to be directly comparable with the results 
distribution are precisely the same, and the ope gradually for a single inductor. It is then more evident that in the | 
passes into the other; thus the hypothetical case of a single cases without fringe the net average E.M.F. per indudiet { 
inductor of zero width yields exactly the same theoretical coincides with that of the single inductor, until the width — 
result as a single closed slot in a toothed armature, and the of the coil exceeds the interpolar gap, and thence eradials 
value of its form factor, K, and ratio of maximum to diverges more and more as the differential action increases and T 
effective E.M.F. may be obtained from the first lines of Ње E. M. F. is lowered. When the fringe is taken into account, B 
Tables III., IV., and V., while similarly the 50 slots of the there is always some differential action, and the net avem? — 
toothed armature were regarded as practically equivalent to E.M.F. of the coil per inductor is always less than that af 

a winding distributed uniformly over the whole surface of a the single inductor.. But whether the average E. M. Fs. 0 


smooth core. | | the coil and single inductor coincide or not, the «бейт d 
When the fringe is neglected it will be found that the E. M. F. of the former, in proportion to its number of i Ў 
curve of instantaneous E. I. F. with any coil-ratio , and ductors, is invariably less than that of the latter, the race i 


any pole-ratio y is the same as the curve with the ratios of the two for any'one width of coil rising as the pole is 
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increased, but reaching a maximum with a particular width 
of pole aud thence decreasing.” 

When the figures for the form factor or for K are plotted 
as a series of curves in one diagram, as in figs. 12—15, the 
rmnsition from the concave curve for zero width of coll to 
the convex curve for a coil as wide as the pitch may be con- 
veniently followed. Thus, when the fringe is neglected, the 
curves for K are concave so long as the interpolar gap exceeds 
the width of coil, but when it is less become convex. In 
the curves with fringe taken into account, the same 
changes may be traced, but each is transferred to a 
smaller pole-width. In the curves relating to the ratio 
of the maximum instantaneous E.M.F. to the effective 
E. M. P., the points of inflection in the fringeless curves 
are now rounded off, and again are shifted to smaller 
pole-widths, while the values for any particular width 
of coil are in general reduced. Thus, with a coil equal in 
width to the pole and each equal to half the pitch, the 
maximunt E.M.F. is 14 times. the effective E.M.F. as com- 
aed with 1°73 times when the fringe is omitted, and in 
veneral it may be said that the E. M. F which the insulation 
withstands in a smooth armature with normal proportions of 
coil and pole does not exceed in actual machines some 14 
times the effective E.M.F. 

The error in the estimate of K when the influence of the 


* When the fringe is neglected, then whatever the coil-width, the 
ride of the effective E. M. Fs. of the coil per inductor and of the 
ие inductor is always the same for a pole of half the pitch as 
for pole equal to the pitch, and the maximum value of the ratio 
is never reached with a pole less than 75 of the pitch. Thus with 
~il-widths of 10, 20, 30 and 40 per cent., the maximum ratio occurs 
with pole-widths of 91, 85, 80, and 78 per cent. respectively ; for 
емет widths of coil the pole giving the maximum decreases but 
slightly, the lowest value being 75 per cent. in the case of a coil 
equal in width to the pitch. With the fringe taken into account, 
the same principle applies, but the maximum ratio is reached with 
maller pole-widths, varying from 75 in the case of a 10 per cent. 
wil to ‘55 in the case of a 100 per cent. coil. 


fringe is not calculated has the same characteristics as in the 
slotted armature. For any particular coil-width, it increases 
as the pole-ratio is reduced, but as the width of coil is 
increased the divergence of the curves becomes less and less. 
Thus while the error in the case of a toothed armature with 
one slot per pole amounts to nearly 15 per cent. with a 
normal pole-ratio of 6, it is reduced in а &mooth-surface 
three-phase alternator in which the coil ratio is 333, to 10 
per cent., and in a two-phase or single-phase alternator with 
a coil-ratio of 5, to 74 per cent. 

With reference to the best proportions of coil and pole in 


_ single-phase alternators, it is sometimes stated that these are 


obtained when the coil and pole are of equal width and each 
is equal to half the pitch, the reason assigned being that 
differential action is then entirely avoided. There must, as 
a matter of fact, be some differential action due to the fringe 
in any actual machine, but even if this be neglected the 
ground for the adoption of some sach proportions hardly 
seems to be correctly stated. For a given frequency, normal 
flux-density in the air-gap, length of armature core and pitch, 
the E. M. F. of the alternator is proportional to K уу, where 
r is the ratio of the coil and y that of the pole. The weight 
of armature wire is roughly proportional to 7, and the total 
weight of iron in the field-magnet and armature to y. If 
differential action not only within the fringe but under the 
faces of opposing poles is then to be avoided at any price, the 
width of the coil must not exceed the interpolar gap, and 
with this limitation K 7 / is a maximum when г = y = 5. 
Differential action is, however, only an exaggerated case of 
difference of phase, and as this is necessarily admitted in the 
smooth armature with appreciable width of coil, the effect of 
increasing . or y or both still further should be considered. 
If the coil be made equal to the pitch, then with the same 
percentage loss over the armature the output is increased 
10 per cent., the cost of the armature wire alone being 
doubled and all else remaining unaltered ; while if the pole 
is also made equal to the pitch, the total cost of the machine, 


TABLE XI.— FORM Facror or UNTTORMLY DisrRIBUCTED WINDING WITHOUT FRINGE. 


Ratio of pole-width to pitch. 


Ratio ol coft-width |—-  — -- ee a po ke S 5 N 
to pitch. | | | | | 
1 ? 3 41 5 6 7 | '8 9 1 
; | | | ! 

| ! | 2:58 2-04 172 1.512 137 125 | 1165 109 104  , 1018 
BLU xs 2:04 1:825 1611 LH | 19318 | 122 114 | 107 L038 ү 1036 
[ET А 1°72 161 149 137  . 12360 | 118 1109 | 1062 1:08 1:054 
EX d 1512 ^ 14 137 | 1295 | 1721. 114 | 100 — L07 1 107 ' 1071 
5 . 1.37 1318 1265 | 121 | 116 | тїї 100 108 | 1086 10088 
- M. | 122 118 |^ 114 111 ! 11305 | 1101 171 | 1101 ' 1105 
|o s | 1300 | TH 1109 109 | 1:095 1.10! 1109 ! 1115 | 1119 ' 1101 
2. — i 1092 1:07 1:002 ' 1°07 1:085 11 | 1115 1125 1133 11136 
99. . 10 1038 105 107 1.086 1.101 1119 | 1133 1145 145 
3: xL | 1018 1036 1054 | L088 , 1105 1.121 | 1136 | 1106 
р шышы Шеше ы омы: + ек ]ùðù dd . кысы „ыш дый 
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"TABLE XII.—VALITES OF Kk FOR UNIFORMLY DISTRIBUTED WINDING WITHOUT FRINGE. 
| 


—  ——— — 


! : | 
| | 2°58 2°04 172 1512 ^ 137 1:35 | 1:165 1:092 1:035 | ‘968 
Osh tes 2:04 1:825 161 | 144 | 1318 122 | rH 1:07 11 932 
о эш 1°72 1°61 149 1.37 1:205 118 1109 1-04 975 897 
A ш 5 1:512 144 137 | 1395 131 114 | 107 | 1905 936 857 
5. 1°37 1:318 1265 | 121 1:156 1:092 1:032 ‘965 895 7 c8 
B hs 2 1:326 1-22 118 1.14 1092 1045 ! 985 016 8⁵ 775 
2 р 12165 114 1109 107  |' 1032 985 926 ‘866 ME 81 
P ш 1:092 107 1-04 | 1005 | 965 916 866 1 75 682 
и uns us 1:035 1:01 975 336 895 rr 8 75 695 633 
9 86s 932 897 | 357 82 T. 731 om 633 | 578 
Eu NE бы ↄ EN ea aX co НАШИ ete ыз махы кысы" ls aos ЕЕЕ Кын "m 
4: 
TaBLE XIII.—Rarro саа E. M. F. FOR UNIFORMLY DISTRIBUTED WINDING WITHOUT FRINGE. 
Effective E. I. F. 
l i i i | 
3:88 9:45 191 | 165 146 133 | 12925 114  ' 107 1:032 
2:45 2°74 2065 | 1735 | 152 1300 | 1255 | 1165 | 11 1:07 
194 2:065 2°24 1:825 1:58 1415 i| 129. ; 12 114 1:115 
1:65 1735 1:825 193 | 165 1460 1-333 | 124 1185 | 1165 
146 1:52 1:58 165 | 1782 1522 1385 | 1295 134 | 1225 
. | 133 1:365 1415 | 1465 | 102 159 1.45 1362 |, 131 1.29 
. |. 1225 1'255 1:29 1:333 1:385 145 | 154 144 139  , 1366 
5 114 1166 12 1:24 | 1:295 1362 ! 144 1:54 148  ' 14062 
— | 107 11 114 1185 | 1-24 1:31 1399  ' 148 16 155 
| | 1:032 1:07 1115 1165 | 1925 1:29 1366 r i 1732 
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| ERE SACER. 
TABLE XJA.—Form Factor or UNIFORMLY DISTRIBUTED WINDING WITH 1 GI cr 
Ratio of pole-width to pit cn. 
Ratio of coil-width : | | - —— — 
to pitch. | | 28 — 
1 ре: 3 4 5 8 18 
| | [чм 
1 1495 | 1365 1:305 1233 117 112 : т 03 
2 1375 | 1:325 1:97 1:22 116 1111 ^ | 10038 
3 1:325 1:28 1:24 119 1:145 111 NZ: 53 
ч 1328 | 1235 1:204 1:165 114 1113 85 103 
5 1:208 | 1176 116 114 1125 1115 c 09 
6 1135 | 1128 1:122 1:116 1112 1:108 — 
7 1105 | 1103 14 11 1:102 1105 
8 1082 1083 1:085 1`09 1102 1113 
`9 106 DO? . ' £078 1:093 1:105 1117 
10 | 1:059 | 1065 | 108 1:095 1108 1121 
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TABLE XIIa.—VaLUEs or K FOR UNIFORMLY DISTRIBUTED WINDING WITH FRINGE. 
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1 1415 | 1:36 | 1:295 1225 | 116 | 1112 1:06 1035 | 
2 1:355 13 | 195 119 1135 | 109 1:05 1008 | 
3 1:995 | 126 | 121 1:162 rii | ° 1075 1:025 E oct 
4 1°22 120 | 117 1125 1:083 1°05 1 955 
5 148 [144 | 1115 1:09 1:046 1'015 967 й. NL 
6 1075 | 1062 | 105 103 1 963 92 8 220 
7 1015 | 101 | 996 ‘976 ‘944 ‘91 87 '837 
'8 '947 | 945 926 906 88 843 803 764 
9 ‘871 87 | 86 ‘841 812 78 7745 707 
1:0 404 | 8 | ‘79 77 745 | 716 685 654 
| | Í $ =ч» фе. 
, Maximum E.M.F MOM 
АВТ: ЖОАН: £— ааа ЦИ JN ' d F. 
TABLE XIIIA ATIO re tivo E. II F. Fon UNIFORMLY DISTRIBUTED WINDING 0 WITH ig. 
| | | di o P 
1 | 249 21 177 1.57 | 1405 |-198 13, ар 
2 2:16 2'105 1835 | 1901. |. 1495^ 1 1:99 155 
3 1:87 1'88 185 | 185 1468 | 133 1:245 182 
4 167 | 17 173 168 1:505 136 1278 1218. 
5 1:53 155 158 16 1525 | 1406 132 1˙265 
6 | 1418 144 147 1:49 1:499 149 1:39 134 . 
7 1:349 1:36 1:382 141 1°43 145 1:45 149 ^ | 
8 13 1:32 134 1:365 1:395  |.- 144 149 151 
9 1265 1:28 1:295 1:325 136 | 1418 1476 | 1.535 
10 1:2: 1:24 1:27 1:295 1:34 | 1405 147 ФБА 
| — SLT 
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| 
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iron and copper, is doubled, but the output is also doubled. 
In fact, the product x уу has its maximum value when both 
coil and pole are made as wide as possible. Other and more 
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3'0 


to 
0 4 2 3 4 65 6 7 68 @ 1 
RATIO OF POLE WIDTH TO PITCH 
Ratio Egle E. H F. for uniformly distributed winding of various widths 
де without fringe. 
Fia. 16. 


complicated considerations in reality decide the question. 
The pole-ratio must not be made too large owing to the 
excessive leakage that then takes place between the adjacent 
pole-edges, neither must it be made too small, since the 


exciting coils wound on the small ae 
tionately reduced in weight or lower 
same way the inductance of the armatz 
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AN AUTOMOBILE SHOW IN NEW YORE. 


For the first time in the United States (says the New York Zlectrical 

7210) the automobile has had an adequate representation at а 

popular show, given under the auspices of the Automobile Club of 

America at Madison Square Garden. The show began on Saturday 

evening, November 3rd, to which at least eight or ten thousand 

ople flocked. The same excellent attendance was maiutained all 
the week, and “society " also took most kindly to the new “event” 
in the winter programme. In every respect the show must be 
declared an emphatic success, most gratifying to the members, 
nearly all of whom have given their time and services freely to the 

work of organisation, judging, &c. 

Up on the roof, in the space oceupied in the summer months by 
the roof garden, is a huge structure with stiff grade, built for the 
purpose of showing what hills the automobile can tackle with ease, 
celerity and safety. This runway is 200 feet long, and at one point 
53 feet above the tile floor. It is 8 feet wide, and laid on scantling. 
It is in four sections, running from 20 per cent. grade up to 434. 
At least, that is what is said; the writer has not measured the 
grades himself. But the spectacle of the tilted vehicle is most 
impressive and convincing as it negotiates these rapid declivities 
and stiff hills. 

The work of preparation for the show has been chietly in the 
hands of a committee, and much credit is due to ita members, Messrs. 
4. R. Shattuck, А. C. Bostwick, C. F. Chamberlain, C. J. Field and 
E. 8, Schwarzkopf, to whose names may be added that of the 
energetic new secretary, Mr. Malcolm W. Ford. The technical 
committee, as follows, has also had many duties to perform during 
the week :—C. J. Field, chairman; Prof. Elihu Thomson, Dr. S. 8. 
Wheeler, T. C. Martin, Alex. Fischer, Prof. R. H. Thurston and 

Carleton Macy. This committee has also enjoyed the aid of Mr. 

R. A. Fliess, E.E., and a great deal of excellent work has been done 

during the week by the new assistant secretary, Mr. F. W. Touscy. 

Many members of the club have also been active throughout. 

One great feature has been the availability and general use of the 
track. Afternoon and evening it has been full of vehicles moving 
along usually at the regulation rate of eight miles an hour, but at a 
spielously higher speed whenever the course was а bit clear. 
When it is stated that some 200 different kinds of vehicles are ou 
hand, and that pretty nearly all of them have been out on the 
track, some idea of the variety and animation of the spectacle may 
be formed. 

This part of the programme has been varied throughout the week 

by brake and obstacle contests on the track between the various 
vehicles in their own classes, and then all types together. Along 
abont 400 feet of the soutn side of the track in the Garden these 
tests have been in progress all the week. The braking contests have 
been determined on speed and distance within which the vehicle 
can be halted. The interest in that is, of course, chiefly technical, 
but important to everybody. In the obstacle tests there is some 
little fun, The obstacles have not been made heavy, so that there 
isa minimum of risk in colliding with them. Rows of barrels are 
zigzagged across the track, and the vehicle, having been started by 
pistol shot, is timed. After negotiating the sharp angles compelled 
oy the first set of barrels, the driver finds himself in a short, narrow 
lane formed by the wall of the track on one side, and a light rail 
fence on the other. He steers through this into а “ pen” or cul de 
кы, which he can only leave by neatly reversing, unless he wants to 
snock down one of the three sides. Having backed safely into a 
clear space to the right, he comes ahead again only to encounter a 
curving alley of barrels, at the end of which stands the timekeeper. 
it is evident that here is a chance for some pretty work, as well as 
opportunity for impressing the public with the great ease with 
which automobiles can be handled in a crowded street. The scale 
of the judges is 20 for time, 20 for the barrels, 20 for into the 
"pen," and 40 for reversing out of it. The vehicle itself has, of 
course, something to do with success in such a contest, but evidently 
tne best combination is a clever ‘‘mobler” with a light machine. 
It is noticeable that some of those who were clean in their record as 
to hitting the obstacles, sacrificed their chances of the diploma by 
taking the route very cautiously and slowly. 

The attendance on the last day ran up to some 12,000, and at all 
times was quite remarkable. There was no hunting for sensations 
от souvenirs, but a demand for information and prices that all the 
representatives and salesmen present could not half meet. A great 
many sales were made during the week, and many more will result 
directly from the show. 

À great feature of popular interest during the week, to the public, 
^ousisted in the various trials and competitions on the 20-feet 
circular track. The finals in the braking and obstacle competitions 
were both won by an electric automobile against steam and gasoline. 
The braking contest was won by the Riker Motor Vehicle Company; 
distanees, 14 feet 64 inches in 6% seconds, and 15°11 in 63, from 
speed estimated at over 10 miles an hour. In the obstacle contest 
the diploma was won by the Baker Electric Company, of Cleveland, 
in 244 and 303 seconds. 

There was also an interesting little charging plant for electric 
vehicles on exhibition in the back of the Garden. It had one or 
two quite useful features. The unit was composed of a 1}-н.р. 
zasoline motor direct connected to a small shunt-wound gencrator of 
- JO watts capacity. The arrangement starts automatically on throw- 
ing in the circuit breaker, the generator starting as a motor, its 


supply of current coming from the battery in the vehicle to be 


charged. When the gasoline motor reaches speed the relief cock is 
closed and the dynamo begins to charge the battery. A voltage cut- 
vut is placed on the switchboard which is designed to operate when 


the batteries have become fully charged. The fuel valve of the 
gasoline motor is also closed on the opening of the circuit breaker, 
во that the stopping of the plant із entirely automatic. These units 
are self-oiling, use either gas or gasoline, and are built for any 
capacity, and are wound for any voltage. 

The demand for a vehicle of greater mileage capacity and a higher 
rate of speed than normal has been met by the Electric Vehicle 
Company with its Mark XIX Special. The novel appearance of 
this automobile is due to the extraordinary amount of battery 
carried—-64 cells, instead of 44, as usual. The mileage capacity on, 
one charge is 85. The controller speeds are 5, 95, and 17 miles per 
hour. By operating a foot press, a fourth speed, 23:4 miles per hour, 
is obtained from the accelerator. The vehicle, while not strikingly 
esthetic, has a field of usefulness that is very considerable on 
account of its wide radius of action, and“ looks a thoroughbred.” 

Of course, there were many vehicles other than those propelled 
by electric motors on exhibition. Jn fact, by actual count, there 
were at one time during the week some 226 vehicles of different 
makes and design collected under and on the roof of the Garden. 
Of these 70 were electric, 73 were steam, and 81 were gasoline. It 
must be understood, however, that even the large number of vehicles 
noted does not include all those shown at the Garden during the 
week, for nearly all the exhibitors had a number of vehicles in 
almost constant operation on the streets of the city, taking out their 
friends and customers. A number of the exhibitors also added to or 
changed their exhibits during the course of the week, so that in all 
probability some 300 or more vehicles were brought to the attenfion 
of the patrons of the show at ditferent times. 

Some technical notes on the show have been compiled by R. A. 
Fliess, E.E., from which we learn that there were cight exhibitors 
in the electric automobile class, aggregating all told some 70 
vehicles of many different styles. Of these over 45 are stationary 
exhibits on the main floor of the Garden, and they illustrate very 
forcibly to those who remember the automobile and cycle show 
held under the same roof less than 10 months ago the great 
expansion that has taken place in this new field of industry in that 
short time. 

To be sure, no very radical improvement can be noticed in 
running gears, motors, or other mechanical features, nor could any 
such improvement have been seriously expected, for the reason that 
the purely mechanical features had already been so fnr perfected at 
the time of the last show that only minorimprovements in them were 
necessary. There is, however, a marked improvement noticeable in 
the general design and finish of vehicles, taken asa whole. The 
lines of the carriage and wagon bodies in the newer designs are 
much more graceful and are more satisfying to the eye, while the 
chopped-off—or where is the horse ?—appearance closely associated 
with some of the earlier styles is in many cases no longer present. 
The manufacturers, it would seem, are at last beginning to take 
advantage of the esthetic possibility of the horseless vehicle with 
good results, and a number of refinements have been incorporated 
in the latest productions which should add materially to the comfort 
and luxury of electric automobile locomotion. 

A number of new styles have been added to the already long list 
that has been on the market for the past vear. Chief among these 
is the piano-box " runabout which has been put on the market by 
several manufacturers to supply an iucreasing demand for a light, 
graceful, and neat electric vehicle, capable of accommodating two 
persons, and which can be purchased at a moderate and reasonable 
cost. Many advantages are claimed for the vehicles of this style. 
Among the more important ones, that of decreased weight for the 
same passenger carrying capacity would seem to possess the most 
virtue. The decreased weight, reducing the wear on the tyres, thus 
lowers appreciably the total charge to, the vehicle for an item of 
expense which in the heavier style of electric vehicle is at the 
moment very considerable. Decreased weight also makes it pos- 
sible to use a lighter weight storage battery for practically the same 
mileage capacity on one charge. This reduces the depreciation and 
repair charges on the battery, as well as the first cost and renewal 
charges, each of which is a large item in the heavy styles of electric 
vehicles. The ability in this style of vehicle to fill the cells of the 
battery with acid without the necessity of removing them from the 
vehicle is another advantage claimed, as well as the accessibility of 
the batteries in case repairs are necessary. It is a style of vehicle 
that should meet with popular favour at once. 

It is quite noticeable that the tendency seems to be more and 
more toward the use of solid wood wheels and solid rubber tires, 
especially for allelectric vehicles designed for commercial purposes. 
A very few of the vehicles exhibited are equipped with wire wheels 
aud pneumatic tires. These pneumatic tires are, however, used on 
the lighter pleasure carriages: but when the weight of these becomes 
great, solid tires secm to be in order. The one exception noticed 
to this general tendency is in the heavy hansom cabs aud broughams 
with which New Yorkers arte now very familiar. These are fitted 
out with 4-inch pneumatics. 

It is to be regretted that a practice which cannot be too strongly 
condenined is still in evidence at this show—though, to be sure, to 
a much less marked degree than formerly. The practice referred to 
is the very short-sighted oue indulged in by some manufacturers of 
claiming a much greater mileage capacity on one charge of battery 
for their vehicles than they can accomplish under ordinary circum- 
stances with any reasonable length of battery life. In this way the 
prospective purchaser is misled and—provided he becomes an owner 
—is in time disappointed. The dissatisfaction felt by him with his 
vehicle will soon make itself felt in his neighbourhood aud must in 
time react on the electric vehicle industry as a whole. On the 
other hand, if the manufacturer would give figures which are within 
the average mileage radius of action of his vehicle under ordinary 
circumstances, the purchaser would undoubtedly be much pleased to 
find some day that he could actually get more distance out of his 
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vehicle in case of necessity than he had supposed possible, and his 
pleasure at the discovery would certainly be of benefit to the 
industry. This tendency, which was at one time very bad, is now 
much improved, especially among the larger and older firms. 
The worst transgressors at present are the newer and smaller 
concerns. 

The practice of using an underslung battery in connection with 
commercial vehicles, such as publie cabs, delivery wagons, stages, 
&., is gaining ground, and would seem to be a step in the right 
direction. 

In the spider stanhope exhibited by Strong & Rogers, of Cleve- 
land, Ohio, its single motor is placed close to the right-hand rear 
wheel--not in the centre of the carriage, as in most other makes 
employing a single motor, The object is to eliminate the weaken- 
ing effect of the divided shaft, which is necessary when using one 
motor, which drives through a single gear wheel fastened to the 
rear axle. А system of bevelled gears are fastened tothe right-hand 
rear hub, which revolves concentrically with, but independent of, 
the rear axle. ‘This system of bevel gears meshes with a second 
system connected to the main driving gear, which is keyed to the 
rear axle, as is the left-hand rear wheel. By this means the solidity 
of an unbroken rear axle is obtained while driving through the rear 
axle with a sinele motor equipment. Several other manufacturers 
obtain the same end in a slightly differeut way. The Kensington 
automobile also has its single motor fastened close to the right-hand 
side of the rear axle. The object sought is the same as with the 
Strong & Rogers carriage mentioned above. In the Kensington 
automobile a double reduction gear is used between the motor aud 
the shaft, which, it ie claimed, permits of a more economical motor 
construction, due to its higher speed. 

The General Electric Company exhibits an electric hydrant, 
which is designed to be used by electric vehicles that are in need of 
replenishing their batteries. The hydrants are to be placed at con- 
venient points. They operate on the “ penny-in-the-slot " machine 
principle. When a vehicle needs a charge. all the operator has to 
do is to run up to the hydrant, put a suitable charging plug in one 
of the four receptacles designed to receive it, and then drop a 
25-cent piece in the slot and wait. There are four receptacles. each 
of which is numbered. No. 1 represents a charging current of 20 
amperes, No. 2 a charging current of 30 amperes, No. 3 a charging 
current of 40 amperes, aud No. 4 a charging current of 50 ampercs. 
Provision is made, by means of a push button, by which the charging 
plug can be taken out of any one receptacle, and placed in any 
other without cutting off the current supply paid for. The supply 
is about 2:5 xw.-hours, and when this has been furnished, the current 
is automatically cut off, and no more cau be obtained until another 
25-cent piece has been put in the slot. 

In connection with this charging hydrant, or Electrant,” as it is 
called, au interesting point is brought out forcibly. That is, that of 
the eight makes of electric vehicles exhibited, but three use charging 
plugs and receptacles that are similar.” The other five use specially 
constructed plugs, each of a different design, and none of which 
could be used in the receptacles provided in the hydraut. It would 
scem as though all electric vehicles should have a standard charging 
plug receptacle fastened somewhere in circuit. This would eliminate 
the necessity of providing several ditferent styles of charging plugs 
at the different chargiug stations as they spring up. To most 
persons uniformity would seem to be desirable. It is to be hoped 
that the manufacturers will get together and decide upon onc 
standard form 

Of the eight exhibitors of electric vehicles, the Riker Motor 
Vehicle Company, of Elizabethport, N.J., had the largest number of 
vehicles on exhibition on the openiug night. This company occu- 


pies two spaces in different parts of the Garden on the main floor, 


and shows one vehicle in the loan collection of the Automobile Club 
of America in the annex. It also has several vehicles in the space 
which is provided as a repository for vehicles that are to be used on 
the track which encircles the main exhibition floor. In all, the 
company exhibits some 18 to 20 vehicles. This exhibit includes a 
light runabout, and two victorias of a style already familiar. There 
is a station cab for public service, which has an underslung battery 
equipment, and a square-front brougham for private use. An ambu- 
lance is also shown. Also an emergency wagou, which is provided 
with a sand box and conducting tubes arranged to guide the sand 
from the box to and under tbe back wheels. In this vehicle, which 
weighs some 6,400 lbs, and has a speéd of 12 miles an hour, the 
sand box arrangement will probably be found a very serviceable 
adjunct. Close to the emergency wagon is а 20-passenger omnibus 
of very handsome design, and near by a 4-ton truck. A 2-ton truck 
and a piano box runabout are stored in the space at the back of the 
Garden for use on the track. The Riker racing machine, which won 
the Blanchet Cup in the 50-mile all-America race last spring, is 
shown in the annex. The company also exhibits a break with scat- 
ing capacity for 12 people besides the operator, which, it is claimed. 
has a speed of 12 to 14 miles per hour. One of the newest and by 
far the most clegant electric vehicles shown at the show is the 
Victoria de Luxe” of this company. It is a beautiful example of 
the carriage builders’ art aud its lines are the most iesthetic that the 
writer has yet seen embodied in a horseless vehicle. The body is 
supported on its own separate springs, and it is suspended from 
these springs by straps, as in the familiar horse-drawn Victoria of 
the same style. The battery, which is divided into two sections, 
is carried on springs which rest on the running gear. Thus the 
body of the vehicle is entirely separate from the running gear, bat- 
tery, or driver's seat. This gives it all the lightness and ease which 
would he possible in a horse-drawn body, and at the same time the 
luxuriously steady motion not possible of attainment with a horse- 
drawn vehicle. The Riker Company has made no perceptible 
chabee in its well-known mechanical features. 

The next largest exhibit of electric vehicles is made by the Elec- 


tric Vehicle Company, of New York. This company exhibits soy, 
15 vehicles in one space, including two delivery wagons with unde. 
slung batteries, a straight-front brougham, an extension-fnint 
brougham, a cabriolet and a rear-foot victoria. This latter is oy 
of the newer creations of this company, and їз a very pleasing |). 
ing vehicle Besides the above, the company also shows а ра 
such as New Yorkers are familiar with, a theatre bus а ji. 
four-passenger surrey, а small victoria, a runabout, a wagonette azi 
a touring car. The latter, it is claimed, has a possible milas 
quite beyond any which it is possible to obtain with the standar 
designs. It has a very long battery box and seating capacity ior 
but two people. This company also has several vehicles in the jy. 
of the Garden for use on the track. 

The National Automobile and Electrie Conipany, of Iudianapolis 
has the third largest exhibit of electric vehicles It shows, jp ali 
seven different styles in its stationary exhibit, and ke Ds several 
other vehicles in the back of the Garden for use on the track, ТЫ: 
company, which is one of the latest to enter the commercial feld, 
makes a strong showing for such a young aspirant for automobile 
honours. It exhibits three runabouts, a stanhope, a park trap, 
combination delivery, and a four-passenger break. All its velice 
are equipped with but one motor, whose curves indicate very hish 
efficiency. Its light road wagon, equipped with a 4-H». motor, for 
which 88 per cent. efficiency at normal load is claimed, shows, per 
haps, the greatest variation in design. Its weight is approximately 
1,000 lbs., and it has no reach. The body is carried on a system oi 
X and elliptical springs. The driving is accomplished through th: 
front and rear elliptical springs, it is claimed. The result is a w 
easy carriage, especially on rough ground. ‘The construction is 1 
light and simple. The front axle is hollow, and the motor is spring 
suspended, aud drives from both ends of its shaft. The dienen 
and band brake are both on the armature shaft, and are proc 
from dirt and moisture by the same case as is used to protect і» 
motor, А rocker plate is used in connection with the rear À sprig 
support, which gives flexibility to the system. A novel way 0 
lubricating the motor bearings is employed. A chain is usd 
instead of the usual metal ring so much employed in stationary 
motors. The advantages claimed are those of less space occupies 
and more positive action. The back axle is solid, aud the рат 
cases are made of heavy sheet metal, so arranged as io be easily 
removed for inspection. They are made adjustable, to alow tà 
substitution of different sized pinions. This company also provo 
au electric brake of a very ingenious construction. In fact, sat 
emergency switch, locking device and electrical brake, ont 
The handle which operates it is conveniently placed within а i 
inches of the controller haudle, and things are so arranged that the 
handle works up and down in a perpendicular plane. 19 001 
the brake the handle is pushed down past one, two, three or fu 
notches, as circumstances demand. When the handle oll eh 
down to the first position the current is cut off from the motor, 1 
matter in what position the controller handle is. Hence, the pr 
position serves as an emergency switch. There is 4 к pom 
in the top of the handle which, if turned with the handle «ён 
position, will effectually prevent the vehicle froma being tas "97 
left in the street unattended. Pushed down past the first n^ i 
the second position, the switch throws the arm:iture ot t° “rt 
in series with a resistance. The motor then acts as а бупш 37 
tends to retard the vebicle. Before the electric brake handie н 
be pushed past the first to the second position, duni o 
troller handle must be brought back to its zero positio. — 3 
is so steep that the vehicle reaches too high a speed е iu a 
tric brake handle in the second position, it can be pushe io gn 
the third position. With the arrangement of the уы" Aly dbe 
position, more work is done by the dynamo, And n handle 
speed of the vehicle is retarded. If the third position * 7 


does not cut the speed down to that desired, the fourth one ! 
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available. With the electric brake handle in the ошер exer 
is claimed any hill may be descended in perfect safe T tel by 


course, Without wear on the brake shoe or brake band 0 
the toot, one of which kind is always provided. Waverley elec- 
The American Bicycle Company, manufacturer 0 n ows a four 
tric vehicles, exhibits five electric vehicles. Tt 9577. ajon 
„ «3070 DUIL Use 
passenger brake, four-passenger surrey, road Wagon“ tyle pisno 
delivery wagon and a six-passenger brake. The ne“ a very Des 
box road wagon, just turned out by this company 0 lbs, and i 
little vehicle. It is said to weigh less than 1,0": 
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equipped with a 2-H.P. six-pole motor. Its batte ry ШЕ is said 
cells of 30 ampere-hour capacity, the total weight | which #8 
to be 360 lbs. The cost of such a vehicle is but 5/95 reach, 820 


: Mp" е А » . * 4hout à 
. great point in its favour. This vehicle is built without je vehicles 


the back axle is of a somewhat new design in 
though in a general way similar construction may ve 
several of the light vehicles exhibited that use stean nicle is tht 
pt wit 
use of a brake rod to connect the foot brake att ob wire nP 
— g 
band. This seems better practice than to employ а 25... 
T i tns: u 
" . < е deta! 
interesting little point which shows the refinement 00 induett 
beginning to be introduced into the horseless wehe e 
В А А : à n this yt d 
light up the dial of the volt and ammeter used ; the left 107 
the operator on it closes the circuit and lights the lar py meal.“ 
pressure is removed the circuit is opened automatic Junger "1, 
2 * А ө A teu av | | tb 
switch. This little road wagon is one of the style ““, , ayle at 
show, and it is to be hoped that this style will be ves 
sively, as it makes a very neat and desirable little tra] ` 


8 . . . . м те 
power. А good point which is incorporated in bhs 
> ә = : chic! 
as is done by several firms with their lighter ee 
nel fl 1% 
В M . 5 ich 15 ц" 
the arrangement of the little incandescent light whic! 
The switch is so arranged that a slight pressure © When !2° 
а spiral spring suitably placed with respect to the P veti 
* * * Qpe* * € get - 4 AD" 
is making its appearance for the first time on a Jar nloited €" 
Taw york 
, nd New 
: P АЈ ЕУ пп 
The Woods Motor Vehicle Compauy, of Chicago 
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exhibite five vehicles. It has, however, a large number of vehicles 
of various makes in the back of the Garden for use on the track. 
It shows n stanhope, station wagon, runabout, brougham and victoria. 
Its victoria is a very fine specimen of the carriage builders’ art, the 
iron work on the reach being an especially good piece of work. 
This company shows no new designs. Those exhibited are already 


К of the smallest and lightest, but by no means the least 
interesting of the electric vehicles exhibited, is the little piano box 
read wagon made by the Baker Motor Vehicle Company, of 
Cleveland. This little vehicle has a carrying capacity of two 
persons and weighs complete but 550 lbs. it is said. The battery 
-quipment is 10 Willard cells, which are placed out of sight under 
the seat. The battery is divided into two trays of five cells each, 
aud the vehicle has two speeds of six and 12 miles an hour. A 
3-н.р. motor is used of high speed, and the power is transmitted to 
the rear axle hy means of a chain and sprocket. The arrangement 
ofthe frame is very closely approximate to that used, and now so 
familiar in the light steam runabouts seen so often on our streets. 
The Buffalo Electric Carriage Company, of Buffalo, N.Y., exhibits 
three of its Buffalo stanhopes, and has one in the back of the 
Garden for use on the track. The particular features of interest in 
this carriage are two. The first is the use of wood reaches, which 
it is claimed add elasticity to the movement of the carriage. The 
reach is made of hickory, and it is claimed as an advantage of this 
eoustruction that it can, if necessary, be repaired by any country 
hiacksmith. The second feature in this vehicle is the use of a con- 
struction which uses no tubing. The motor is hung as in two of 
the other makes already noted, close to the right-hand wheel, the 
object being the same as before, namely, the use of a solid rear 
axle. | 
Taken as a whole, the first annual automobile show held under the 
auspices of the Automobile Club of America is a very great success. 
It has shown that an art, which but a few years ago was practically 
known, has sprung up and that it has been developed into a 
«rong and rapidly expanding department of industry which in a few 
years bids fair to rival some of those many years older. It is, how- 


ever, noted by the N.Y. Sun that even while the Automobile Show ` 


was in progress a movement was on foot among the manufacturers 
to do away with such affairs in the future. Attempts will be made 
to form a federation among the makers, possibly an organisation 
similar to a board of trade, with an agreement not to patronise 
shows after a given date. The reason for this step is to be found in 
the experience of bicycle manufacturers, who for years were heavily 
mulcted by show promoters in various cities. So long asa few of 
the leading makers engage spaces at a show all the others fecl 
ebliged to be represented. In consequence of this, shows have been 
a heavy drain on cycle makers. It is expensive to hire space in a 
hall for a week, pay for decorating and lighting the booth, for 
transporting the exhibits to and fro, and, more than all, to distract 
the attention of principals and employés from their regular duties for 
10 days. The plan formulated by a few and in which an effort to 
t all others to join will be made, is to start a big train of automo- 
"iles around the country next March. The train will visit all cities 
ol consequence and remain from one to three or four days in each, 
inorder that the natives may inspect the automobiles aud have 
them explained to them. It will be a peripatetic show that will 
‘over the whole country and it is thought will accomplish more 
with no greater expense than going into one show after another. 
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LONDON COUNTY COUNCIL. 


Тив Fire Brigade Committee reported, at a meeting of the London 
County Council on Tuesday, that there was on exhibition in the 
bby a specimen of the direct current telephone devised by Com- 
mander Wells, and which is in future to be used in cases in which 
the owners of buildings may be permitted to place them in com- 
munication with the Fire Brigade. 

“nderground Electric Railways.—On the motion for the reception 
of the report of the Highways Committee, Mr. Leon referred to the 
Pills now being promoted for the construction of underground elec- 
ric railways in London. He said it was time the county had some 
-eneral system which would render underground traction more 
seful to London, and he suggested that the Highways Committee 
поша act as the guide of the Council as to what steps should 
е taken in the matter relating to the private schemes. In reply, 
Чг. J. W. Benn stated that the Council had very little control over 
пе underground electric railways. Of course the Council could 
ppose any of the Bills in Parliament, on the plea that some general 
ystem should be settled before the lines were decided upon. That 
vas an important matter, and he did not know whether the High- 
‘avs Committee could take the initiative in that direction. The 
nairman, however, promised to make inquiries into the matter, and 
f anything could be done he would report to the Council on a future 
сгазіод. 

Eletric T'ruinways.—Mr. Boulnois asked the chairman of the 
liehways Committee what would be the cost of the experimental 
мех proposed for South London in the Committee's report sub- 
.itted that day, and whether the Finance Committee had reported 
u the question. In reply, Mr. Benn stated that the estimated cost 
f the experimental lines had already been placed before the 
ouncil in the report submitted by Prof. Kennedy. The amount 
as approximately £15,000 per mile of single and £30,000 per mile 
f double track, and the Finance Committee had approved those 
ti mates. 


The report of the Highways Committee reminded the meeting 
that the Council is authorised by the London County Tramways 
(Electrical Power) Act, 1900, to adopt and use with the consent of 
the Board of Trade electric traction on the tramways which have 
been or shall be acquired by the Council, or which shall be con- 
structed by the Council under the powers of any Act of 1900. The 
report proceeded to state :—“ The London County Tramways Act 
of 1900 authorised, among other things, the reconstruction, for elec- 
trical traction, of the tramways between (a) Westminster Bridge 
Road and Upper Tooting Road (the reconstruction in this case to 
be carried out within two years from January 156, 1901), and (b) 
Kennington Park Road (at its junction with Kennington Road) and 
the terminus in Blackfriars Road, near the bridge; and we think 
that the reconstruction of these lines, and also of the lines connected 
therewith between (c) St. George's Circus and the terminus in 
Waterloo Road, should be first proceeded with. Dr. A. B. W. 
Kennedy, the expert electrical engineer employed by the Council, 
has prepared aud submitted to us a description and drawings of the 


underground conduit system of electrical traction which he has 


devised, and recommends should be adopted, for the three lines of 
tramways; and, after full consideration, we have approved the 
system. We are of opinion that the reconstruction of the three 
portions of line above specified should be commenced with as little 
delay as possible. The first step necessary to be taken with the 
view of attaining this object, is for the description and drawings to 
be submitted to the Board of Trade for its approval, as required by 
the Acts; and that the Councils of the Metropolitan Boroughs of 
Lambeth, Southwark, and Wandsworth, which, as the road 
authorities concerned, are interested in the matter, should each be 
supplied with a copy of the description and of the drawings, in 
order that those bodies may, in accordance with the Acts, have an 
opportunity, should they or any of them so desire, of making any 
representations to, or of asking to be heard by, the Board of Trade 
with regard to the proposed system." 

The Committee submitted recommendations to this effect, and 
these were adopted without discussion. 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


Sır W. Н. PREECH might well express his delight at the 
crowded audience which mustered in the hall of the Institu- 
tion of Civil Engineers on Thursday of last week to listen 
to Mr. John Gavey's paper on * Telegraphs and Telephones 
at the Paris Exhibition, 1900." Opening the discussion, 
Sir W. H. Preece said it did his heart good to see such an 


assembly gathered to listen to an address on telegraphic | 


matters, and considering that every seat was occupied and a 
number of late comers had to line the walls, the comment 
was fully justified. He wondered if young members of the 
Institution ever read the earlier volumes of the Proceedings. 
By doing so they would be saved from many troubles. 
He referred to the papers previously submitted to the 
Institution on the exhibits at the Munich, Vienna, 
Paris, Philadelphia, Vienna, and other Exhibitions, 
and hoped that every advantage would be taken of 
progress in other countries; we are not yet behind 
our foreign competitors, but should be if we did not 
look out, a remark appreciated by the older members present. 
He reminded his hearers that the growth of a business 
depended upon the growth of a capacity to conduct that 
business, and this was true, not only of telegraphy, but of 
traction, and all branches of clectrical industries. Twenty- 
three years had elapsed since the telephone was brought 
over to this country. Was the telephone industry now in a 
flourishing condition ? The National Telephone Company 
was trying to maintain a difficult position; municipalities 
were trying their hands at the business, while а “ small 
department," called the Post Office, was also doing some- 
thing, and had a good opportunity, if only that it had a 
broad back to bear the greatest possible abuse. In the 
paper Mr. Gavey referred to the City of Mexico, where 
eight companies were at work. Sir William envied the 
position, as here the difficulties were bad enough, with only 
three competitors. If any business should be managed by 
one concern, it was that of telephony. He was afraid 
that he would not see what he longed for, the carrying of 
a telephone into every house. 

Mr. Roberts criticised the Exhibition catalogue and the 
attendants’ knowledge of the exhibits they were at the 
Exhibition presumably to explain, and wanted Mr. Gavey to 
state the most marked improvements he noticed in telephonic 
and telegraphic apparatus. Mr. A. W. Heaviside wanted 
data of the Delany multiplex telegraph, and of the Row- 
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land’s system, and discussed the carbons used in micro- 
phones. Mr. Dane Sinclair criticised the common battery 
system of telephony, which was ably defended by Mr. J. E. 
Kingsbury, who thought there were no conditions known to 
telephonists that the central battery system did not meet. 
One or two general references were made to wireless tele- 
grapliy, particularly as to the details of the Slaby and D’ Arco 
system mentioned in the paper. 

Mr. Gavey, in his reply, urged that his paper should be 
considered as suggestive rather than as stating too definitely 
What improvements were made or shown, and was of 
opinion that very marked improvements in our methods 
of telegraphy were looming in the immediate future, the 
Morse system not being quite up to our modern require- 
ments. In telephony he considered that no other improve- 
ments were possible than in detail, but during the last four 
or five years the improvements had amounted to a 
revolution. 

The Poulsen microphonograph came in for a general 
round of flattering comments. Nir W. H. Preece charac- 
terised it as the greatest novelty at the Exhibition ; a very 
marvellous thing based on beautiful principles, but he 
had not seen it at work. He thought nothing 80 
marvellous as these curious changes of motion and shape 
which sometimes are called electric and at others magnetic. 
Mr. Dane Sinclair claimed to have gone one better. than Sir 
William, as he had seen it at work and knew all about the 
pretty and wonderful thing. It gave a record so clear that it 
could not be compared with any other apparatus ; the message 
was received back absolutely pure. If it gave us a telephonic 
relay it passed out of scientific to practical and commercial 
interest, and then the heavy conductors, thought necessary 
for telephony, would no longer be required. Mr. W. J. 
Hammer thought the name of the apparatus was telephono- 
graph when he saw it in Berlin. He noticed that the 
objectionable scratching of the phonograph was entirely 
absent, and that it gave most perfect reproduction, and was 
superior to anything yet made in the way of a talking 
machine. Prof. S. P. Thompson bore testimony to the 
extraordinary goodness of the combined telephone and 
phonograph, but it was called the telegraphone when he met 
with it. 

The references to the electrical units proposed by the Paris 
Congress were directed to the terms gauss and maxwell. 
Sir W. H. Preece doubted if the latter would come into prac- 
tical work, but the former might, while Prof. S; P. Thompson 
thought the profession had been endowed with a great boon 
in the gauss, as instead of talking of "18 hung up in the air, as 
it were, one could say 18 gausses. On the other hand, he 
did not see that the term maxwell was any easier to use 
than * magnetic line," and megaline was more convenient 
than megamax well. 


CORRESPONDENCE. 


+ 


Precautions against Electric Shocks. 


The recent fatal accidents due to electric shock, naturally 
raise in our minds questions as to the efficiency of the 
measures adopted to prevent such recurrences, and we are 
apt to examine more closely (for a time at least) the 
advisability of improving on such precautionary methods. 

Since the introduction of high pressure systems of gene- 
rating electricity, the principal safeguards against accidents 


among the staff have been the provision of rubber gloves 


and mats, with special injunctions for their use when 
handling charged metal. Fatalities have, however, occurred 
which have thrown blame on the victim, the switch-gear and 
the gloves alike, with subsequent improvement to the switch- 
ing arrangements, perhaps, but with little effect on the staff 
or the gloves. 

In many cases the use of gloves is considered to be suffi- 
cient protection, but there are instances when their use 
is impossible and also a real danger. When making any 
alteration in a hurry, the gloves render the operation most 
awkward and difficult to accomplish, the screwing on of a 
small nut, for instance, which can hardly be felt. with the 


gloves. The very nature of the latter makes the fingers all 
“thumbs,” and ofttimes drives the electrician to casting 
them aside, with a determination to chance his luck withoy: 
any protection whatever. This can only be realised |y 
those who have to make use of gloves, and who are better 
acquainted with some of their faults. When working with 
sleeves rolled up, the handling of a long spanner, with, 
glove on the hand, is no safe operation. The spanner js 
more readily used by being grasped about the centre 
(especially if it be a double-ended one), and the tightening 
of a nut will, with every movement, bring the end of th 
spanner in dangerous proximity to the elbow or forearm. J 
is a small circumstance, and is easily passed unnoticed, but з 
man’s life will hang in the balance during the operation, 
which he may consider himself performing with safety. The 
use of gauntlet gloves will no doubt be suggested as a way 
out of the difficulty, or working with the coat on. The 
latter suggestion goes for very little, as the Newport accident 
has shown ; moreover, when working behind a switch gear, 
the confined nature of the operations is not conducive to the 
wearing of superfluous clothing, especially as eireumstanos 
prove that such clothing affords no protection. 

Again, when using gloves, the close texture of the rubber 
confines the perspiration (increased by reason of the danger 
involved) of the hands to such a degree that the interior of 
the gloves becomes quite wet. Consequently whatever in- 
gulation they may afford, the moist state of the hands 
increase the liability to shock should the rubber become 
pierced or be defective. When a man is in a hurry he hes 
no time to examine gloves for defects, such as pin holes, thin 
places, &c. ; he snatches up the nearest to hand, thinking 
only of his particular duty, and is heedless of his danger. 
These are the occasions when accidents occur and are the 
least preventable. 

Probably the best evidence against the use of gloves is 
that recently given by a witness in the Newport case, when 
a statement was made to the effect that a man could work 
better without gloves, and that he (witness) would hold this 
opinion unchanged in spite of the accident, and shoul 
continue to act up to it. The hidden danger in their ux 
has, no doubt, brought many other clectricians to a similar 
conclusion. | 

Dangers of a like nature lurk in the employment of 
rubber mats. Such contrivances are useful only in ins 
lating from earth, so that on a double-pole board they are 
worse than useless. With single-pole gears they on? 
protect the soles of the fect from earth contact, othe 
portions of the body being liable to touch a wall or girde 
especially as the mat gives a false notion of insulation from 
earth. It is under these circumstances that а man is “sok. 
Similar arguments apply against insulated platforms. 

It will be gathered from the above that the usual pre- 
cautions prove in general practice but snares which catch ir 
а most unexpected manner even skilled men, and the questi 
naturally arises, What other methods can be adopted 0 
protect electricians? That such methods are possible + 
little examination will show. The use of double-pole gar 
is certainly a great source of danger, as the proximity d 
metal parts having great differences of potential increases 
the possibility of shock from falling against the gear. Ths 
difficulty can, however, be got over quite easily by mak» 
the board single-pole, i.e., earthing one pole and carrying o! 
all switching arrangements on the other, A carefully 
insulated platform is rendered necessary by this arrange- 
ment which need, however, present no obstacles. | 

A greater source of danger is a combination of double-po" 
connections and a passage nt the back of the board. lis 
here that the trouble mostly occurs. А man has humi] 
elbow room to work, while under his nose are terminals and 
contacts having great potential differences between the 
The effect on a fellow's nerves is not to be lost sight 
and a little consideration will show that any mans nite 
nervousness will not be improved under the circumstaics 

However, as with the double-pole difficulty, so wit? U 
connections at the back. They are no longer neces) 
Switch-gears can now be obtained which have no rear соаг 
tions whatever, and experience with this class of Set "* 
shown that older methods are no longer justifiable on grounds 
of safety. At the same time, such boards must be handle 
under current at times, and a word may be said ler “ 
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insulated tools in carrying out the necessary adjustments. 
These can take the shape of insulated spanners (most 
sommonly used tool) which are preferably of the “box” 


type, as the hands can be kept clear of the gear when un- 


yewing, and the nuts will be found to wedge themselves 
in the * box," so that no gloves are necessary to remove or 
replace such nuts or screws. A carefully insulated floor will 
then give ample protection for the use of insulated tools. 
similar methods can be adopted in sub-stations where 
hivh-pressure metal has to be handled. | 
‚ Happily, fatalities are of rare occurrence, and improvements 
are being more and more effected towards absolute safety 
from shock, but such improvements should be taken every 
advantage of by engineers, who, perhaps, in thinking they 
can continue as they have done heretofore without accident, 
are really endangering the lives of their assistants, and 
casting cold water on laudable efforts at rendering high 
pressure veneration a safe operation, When facilities are 
offered for such a purpose, no effort or cost should be spared 
in embracing them, and when this is done the days of 
fatalities from electric shock will be left far behind us. 


W. E. Warrilow. 


[ note “there is a saddening monotony” about one 
portion of inquiries into fatal accidents, as the result of 
trie shock, viz :— The person who has unfortunately lost 
his life, according to the evidence, is invariably to blame. 

Considering (in some provincial H.T. supply stations) the 
bad equipment of sub-stations and street transformer tanks, 
and the fact that high and low tension cables are, in many 
sages, drawn into one box, I often wonder there are not more 
fatal accidents. 

| know of an instance which came under my notice a few 
months since, where a H.T. concentric cable, and six or eight 
ow tension cables were drawn into one box; the H.T. cable 
was feeding a transformer some 10 yards from the draw-in 
ox, Eventually the transformer was fed from another 
«nme. Instead of this H.T. cable being disconnected from 
the primary terminals, it was cut in the draw-in box ; the 
ong length drawn out, the short length from draw-in box to 
"mary terminals of transformer left in, with end of cable 
"truding into draw-in box. 

Workmen were frequently sent to this box to connect and 
disconnect portions of the low tension network. 

Eventually a workman received a shock from this end of 
^e П.Т. cable, which fortunately did not result fatally. 

The engineer was aware that this piece of cable had been 
left in. 

1 consider that all sub-stations, &o., should be periodically 
visited by inspectors appointed by the Board of Trade. 


Distribution. 


Your leader under the head of “Supply Station Acci- 
lenta ” has appealed to me very strongly, as it must have 
‘one to any of your readers who are responsible in any way 
or the working or design of switchboards for high voltages. 
"o much has been learnt in recent years, and so many 
"iprovements made in the design of such switchboards, that 
t is truly awful to know that fatal accidents on them 
repeatedly occur. 

Why are boards allowed to exist with death-traps at the 
"buck " * Where there is not sufficient room for even опе 
пап to work safely, supervision is certainly difficult and 
“volves terrible responsibilities. The chances of a workman, 
or even a technical person, touching metal parts (which 
always look so harmless) are very great indeed. It is wrong 
to have exposed metal parts at the back, but worse to have 
‘hem also unshielded on the front. | 

We cannot do without high tension switchboarda, but we 
san :—( 1) Abolish the “ backs" ; (2) have no metal frames 
war H.T. conductors; (3) shield all connections and 
ugs; (4) and yet make them visible from the front. 

Mr. Ferranti showed the way several years ago. 

Safety in switchboard work is possible. It involves very 
careful design, with scrupulous attention to even the smallest 
‘tail or connection; probably increasing the prime cost, but 
ша additional value can in no way be compared with the 


life of the poorest man. I hope, therefore, that your timely 
warning will not only impress those actually working 
in central stations, but those Councils, Committees, and 
Engineers who have the responsibility of selecting the plant. 
It should also impress British designers, and induce them 
to simplify and safeguard their work, which would also pre- 
vent the importation of central station appliances from other 
countries where life is perhaps cheaper than our own. 

In conclusion, [ would point out that where old dangerous 
switchboards exist, the only safe remedy is to replace them 
entirely. The process of patching up and shielding would 
further endanger life and make the cure worse than the 
disease. 

Henry W. Clothier. 


Aluminium Soldering. 


With reference to Mr. King’s letter in your last issue, on 
the subject of aluminium jointing, although not directly 
interested in the manufacture and jointing of aluminium 


` conductors, I should nevertheless be interested in experi- 


menting with the composition named, and should esteem it 
a favour if Mr. King would kindly obtain a sample for me, 
which I will try and report upon in due course. 

The subject of successfully soldering alumininm is an 
important one, and, if satisfactory, will tend to widen the 


field of application of this uscful metal. 
. Wright. 


Electrical Vehicle Trials. 


Although the electrical vehicle trials recently undertaken 
on the initiative of the Automobile Club of Great Britain 
were the means of bringing together a good many com- 
petitors, there are very many points in connection with them 
which are open to criticism and the serious consideration of 
every one really interested in the electrical vehicle industry 
—not only interested ina transitory way, but especially of 
those who, whilst thoroughly believing in the practicability 
and ultimate general use of such vehicles, desire that they 
should only be put to such uses as they are really suited for. 

That such a district as Chislehurst «ропа have been 
chosen is alone a matter of great surprise, as no enginecr 
who is thoroughly conversant with the electrical accumulator 
or secondary battery could conscientiously recommend a 
person residing in this or any similar district to use an elec- 
trical carriage, without pointing out the very heavy expense 
entailed in the upkeep of the batteries resulting from the 
very heavy discharges necessary to propel the vehicles on 
account of the condition of the roads and the steepness of 
the hills. 

Of course in summer time and dry weather the deteriora- 
tion of the plates would not be so serious, but one wants a 
carriage in winter time as well as in summer. 

Although many of the vehicles entered got through the 
trials in a very satisfactory manner, no useful purpose can 
possibly be served by forcing a car over the hills at Green 
St. Green and Knockholt, and what would be the 
condition of the batteries if these tests were continued daily 
for, say, only 20 days? To give an illustration of the 
difference in the demand upon. the cells when used as they 
should be used at somewhere about their normal discharge 
rate and under such conditions that the up-keep of a set of 
cells shall not reach a prohibitive sum, but shall be within, 
say, £20 per annum, a small electrical carriage, seating two, 
was taken over the same roads a few days ago—that they 
were in & worse condition than on the davs of the trials 
may be admitted, as there had been continuous wet weather 
for some five or six days since that time. 

The weight of the carriage complete is 19 cwt., of which 
the cells weigh 74 cwt. The two passengers weighed 24 cwt. 
Now this carriage takes 23 amperes at 80 volts when run 
on a level hard road, aud travels at 13 miles an hour; but 
when run on the route F., of flat (sir) or nearly flat road, the 
average consumption of current was 45 amperes, the maximum 
being 70. | 

That there was one continuous half-mile of flat road is 
open to doubt, and to those who may be unacquainted with 
Chislehurst, but who know London, it may be pointed out 
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that on the following day the same car was driven up 
Pentonville Hill, Islington, and the maximum current taken 
was 58 amperes, the average being 45, and the speed eight 
miles an hour. This will give one a fair idea of what some 
of the flat (sir) roads were like which were chosen for these 
trials. No alterations or adjustments of any description were 
made to the car or the battery, which was charged at Chisle- 
hurst, and during the run over the route the car was in 
perfect order—no hot bearings, no sparking brushes, nor 
any other defect, only that of the bad roads to account for 
the large output required. 

The car was driven from London % Camberwell, Den- 
mark Hill, Half Moon Lane, College Hill, Crystal Palace, 
down to Penge, through Bromley, Swan Hill, Bickley and 
Old Chislehurst Hill to the Bull's Head. On this last hill 
the current taken was 95 amperes. 

Many thanks are due to the club and to those gentlemen 
who, at very great personal inconvenience and discomfort, 
undertook the varied duties in connection with the trials; 
but why the probable competitors were kept in the dark as 
to the routes and district chosen until the eleventh hour, and 
were not consulted, as was the case when the 1,000-mile run 
for the oil motor vehicles was arranged, is a matter which 
perhaps may be explained at a later date, although it has 
been suggested by а суше that the absence of the public 
from the trials was a matter for congratulation, in view of 
the rumours one hears of the friendly aid of the horse 
required by some of the competitors. 

If there are to be trials in the future, and it is earnestly 
hoped that this one is only the first of many, let them be 
arranged so as to be carried out under those conditions which 
the true friends of this growing industry can safely advise— 
under such conditions as can be carried out day after day 
without ruining the batteries, and on good roads, whether 
wet or dry does not matter much, as long as they are hard 
(and your tires do not pick the road up, as they pass over it, 
in lumps), and in London to be preferred. 

For town use alone the field is large enough to recommend 
their use, for long country drives it is a mistake. There are 
too many difficulties in the way, such as the charging of the 
cells and consequent loss of time whilst this is being done, and 
the fewness of charging stations—although this latter difficulty 
will be removed as time goes on, and when, as on the 
Continent, nearly every little village has its own electric 
lighting station. 

Carl Opperman. 


Once Bitten Я 


Having seen the letter signed * One of the Six " in your 
issue of November 23rd, I wish to say that having had the 
misfortune to be also “one of the six," I can thoroughly 
endorse what your correspondent says. 

Like him I crossed the Irish Sea, having been told that 
my second-class fare would be paid (which I supposed meant 
my out-of-pocket expenses), and if I am not very much 
mistaken, your correspondent and myself came back together, 
and I well remember the variety entertaiument he refers to. 

Like him I received a cheque for my second-class fare 
only, and did not get even this until three weeks after 
my return. It seems to me that it is hardly fair for 
engineers (who are never blessed with too much of the good 
things of this world) to be invited to attend a meeting of a 
governing body who wish to appoint an engineer, and be 
out of pocket by the transaction, although they attend 
altogether for the convenience of that governing body. 


Another of the Six. 


110-volt v. 220-volt Supply. 


With reference to the interesting data given by Mr. Boot 
on the above subject, I would be glad if he would give some 
particulars a8 to the cost of production extending over the 
same periods as in his other tables. 

Of course, it is evident that the saving to consumer by 
changing the method of charging would be very considerable, 
as the rebate point would only be reached under the old system 
when a lamp (8-c,P. = 30 watts) had burned 533 hours in 
the winter half-year and 133 hours in the summer half-year, 
Whereas under the“ maximum demand” system the rebate 


point will be reached when a lamp has burned 182} hour i 
each half-year, če., from January Ist till June Joch. a 


from July 1st till December 31st. pe 
: T. H. McMurray, m 

Belfast, November 26th, 1900, PN 
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Vibrations caused by Motors, ЕЕ zed 

We are extremely obliged to your correspondent, Vt. co 


Sherard Cowper-Coles, for his article in your last week's is: m 
re “Vibratory Movements in Electric Motors.” As we ye | un 
now placing our “‘anti-vibration”’ frame on the market his 


remarks have come just at the right time. а 
Middleton Bu, ^ i 

Chelsea, S.W. кај 
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HawkEs v. THE Leyton URBAN Dis RIOT Согчсп. E 

IN the Court of Appeal on Tuesday, before the Lord Chief Justice 1 
and Lords Justices Rigby and Vaughan Williams, the ce of . 
Hawkes v. the Leyton Urban District Council came on for bearing RM 


on appeal by the defendants from an order of Mr. Justice Buckley, 
who had granted the plaintiff an injunction restraining the dele. — 
dants, their servants and agents from carrying on their electric erg — 
works at Leytonstone so as to cause a nuisance by vibration a BUS] 
noise to the plaintiff as owner and occupier of premises in Catha! 

Road, Leytonstone. The defendants admitted that there had been 

noise and vibration, but pleaded that since alterations at the work ^. 
the nuisance no longer existed. The plaintiff, however, alleged 23 
that the noise and vibration caused by the engines was still suficient | 


to establish a case of nuisance, and Mr. Justice Buckley being of the , ned 
same opinion, granted an injunction, which the defendants now i. 
sought to have discharged. те: 

Mr. H. TERRELL, Q.C., who, with Mr. Dibden, appeared in sip | set 
port of the appeal, said the defendants, as the local authority, bd, [tri 


under the Electric Lighting Acts, the duty cast upon them of estab . M 
lishing electric lighting works for the neighbourhood of Leyton Ба 
and they had, in fact, established very considerable works, th 
whole of the streets of Leytonstone being. now lighted by clec 
tricity. The advantages of the clectric light were so soon appreciated 
in Leytonstone, nearly everybody requiring to be supplied with the 
electric light, that there was thrown upon the works very extn- 
ordinary labour in providing an adequate supply. In the fr« 
instance, the defendants worked their machinery by means of gas | 
engines. Theoy commenced with two engines, increased the number ` xep | 
to four, subsequently added another pair, and ultimately ther hd 
eight gas engines at work. With all these engines, however, they .. - 

were not able to cope properly with the inordinate amount of lgtt 

required, and they accordingly erected a steam engine as à sort of ben 

stand-by. In the working of gas engines something occasionally А 
goes wrong, and there ensued what was called “ back-firing." i 

Lord Justice RiGBy : What is back-firing ? , 

Mr. TERRELL said it was an explosion at the wrong side of the 
piston. At times, ‘especially on Saturday nights, when the electric 
light requirements were very great, this back-firing took place, and 
they were unable to take off the engine at once or the supply would 
have been insufficient. ; 

The Говро CHIEF JosTICE: Is it your case that back-firing mt — 
take place ? Loy 

Mr. TERRELL said it was not. In the case of all gas engines i 
regularly worked there would be instances from time to time of о ыг 
back-firing, but the moment it occurred it was usual to take off tht ., 
engine. In this case he admitted that until 1899 the engines were” 
at times over-worked, and they were not able to take off the engine 
on which back-firing occurred. | | E. 

The Lorp CHIEF Justice: I suppose the decision against 59 ^... 
was both on the ground of noise and vibration. | 

Mr. TERRELL said that was so. The plaintiff's premises wer " d 
some 200 feet away from the works. He was a horse dealer, xd . 
had a residence there as well as some stables. His case shortly wa, 
that it was only occasionally that there was an explosion, and th! . . "vd 
therefore no injunction ought to have been granted; and, furtbe, . 2. ч 
that under all the circumstances the injunction was far e , 
wide, and that it ought to have been limited to the use of partial ' | : 
gas engines, so as to obviate the nuisance caused by bet. hs: 
firing. It was also part of his case that alterations hal oo 
been effected which would do away with the noise and vibes > 
complained of. When the action was commenced the defendat x 
were in course of erecting steam plant which, to a great extent 
would obviate noise and vibration, but in the Court below if Pes 
pointed out to the learned judge that as the explosions wer outs RE 
intermittent, and not continuous, the case was not one fur # E. 
injunction in the very wide terms in which it was granted. il der 
injunction, as it now stood, would apply to any machinery ешр} OM 
by the defendants, steam or otherwise, and whatever they die SUM 
hereafter the plaintiff might turn round upon them and 1 s- , 
them on a motion to commit. At the present time two addito Te 
steam engines were actually at work, and two more were 00 bec 
premises, and would be set to work in the course of a few wee ES 

The Lorp CHIEF JUSTICE: Are these steam engines only tobe 
standbyes ? ; E 
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Mr. TERRELL said it was proposed to work the steam engines as 
the main plaut, but the gas engines would be worked as a sort of 
auxiliary plant. Of course, in the event of back-firing occurring, 
they would at once be able to take off the engine. | 
Lord Justice Riuny: Ав to the terms of the injunction, you 
apparently suggest that the case as to the gas engines should be 
determined first, and that iu the event of any complaint as to the 
„team engines, there should be a separate trial. | 

Mr. TERRELL said that was his point. The matters were entirely 
«parate, and would necessitate the calling of distinct expert evi- 
deuce. He was perfectly willing to let the injunction go if it was 
limited to the noise and vibration caused by the back-firing of the 
m engines, but in по case ought the injunction to be continued 
in the very wide terms in which it was granted. His main 
runt, however, was that where there was merely temporary, and 
wt a continuing noise, it was not the practice of the Court of 
Chancery to grant an injunction. | 

The Lorp CHIET Justice: You cannot contend that electric 
lighting stations must be a nuisance. They are all over the place, 
and no doubt have cured their nuisances. You must make out that 
there is not a nuisance to justify us interfering. 

Mr. TERRELL: I say it was only temporary and occasional, and 
due to extraordinary circumstances. That is the whole poiut. 

Ou Thursday the Lord Chief Justice, after hearing further argu- 
nent, gave judgment. He said that the terms of Mr. Justice 
Баск1еу:ѕ order were too wide; the order should be limited to one 
retraining the defendants from carrying on their business so as to 
cause nuisance to the plaintiff by the use of gas engines. Defendants 
were not, however, allowed the costs of the appeal. 


BUSINÉSS NOTES. 


“Universal Electrical Directory (1901). —We are 
ibed to announce that, in order to publish on January Ist, the 
itt date for receiving new matter for advertisements has been 
wd for Thursday, December 5th. Those who have not already 
Шей their requirements are asked to note this date. Matter 
revived after the 5th can only be dealt with in the addenda. 


Electrical Wares Exported. 


Wzzk ENDING Nov. 28TH, 1899. | WERE ENDING Nov. 27TH, 1900. 


Adelaide Value £75 Adelaide. Teleph mat... Value £500 
Alexandria. > E . 264 Alexandria .. = Е ae 18 
Arsterdamm - es 25 Amsterdam К 107 
Сатредоев ., _.. - T 20 Beira. Teleg. mat. 150 
buos Ayres. Teleg. mat. 742 Bilbao és zi 102 
alana —.. - is 296 Bombay РА v 425 
„  Teleg. wire 204 Buenos Ayres UE 22 84 
Aix Town. oe ^ .. 810 " Teleg. mat. 81 
Lristiania. Teleg. wire Fe 81 Calcutta .. e ge .. 860 
ziom vs ч . 217 Cape Town .. BUS 
-ipenhagen.. Teleg. wire. 49 Christchurch : is . 223 
UAR ,, 0. КИ .. 169 Colombo. Teleg. mat. .. .. 101 
ам London a s ys 74 Copenhagen. Teleg. wire .. 141 
"гоа. Teleg. wire se 70 Durban E 22 e 201 
кла Kong... os 8 5 .. 145 East London. Teleg. poles 259 
" Teleg. mat. .. a 8 Fremantle .. ee 5 "s 12 
-üeton. Teleg. mat... . 79,910 Gibraltar... is 828 : 16 
ша .. ee cs . 0 | Hamburg. Teleg. mat. 800 
‘adras S 88 | Karlskcona. Teleg. wire .. 107 
«оште КЕ 141 Lisbon. Teleg. mat. 9 40 
„ Teleg. wire 1,001 Manila ac = $e 21 
* York . i: 24 Melbourne .. © S: ee 51 
wend a 116 $5 Teleg. mat... 805 
Aca 14 Montreal T. m .. 150 
n Chalmers .. .. ꝗ ⁊. oe 210 Nagasaki 2 xir 4 60 
n Teleg. mat. 2,710 Newoastle .. T us E 32 
! rt Elizabeth ae ee 977 Ostend ae ee ee 1,098 
% Janeiro.. e s 21 Port Elizabeth  .. s .. 158 
t Helena. Teleg cable 136,000 Port Said n 2x : 125 
anghai. Teleg. wire .. 187 Rosario “> ste ^ 457 
Ткароге ,, 55 ЯЕ Rotterdam. Teleg. wire A 59 
^-knolm. Teleg. mat. 45 Bhanghai А 8 185 
Idne yen ra 459 Singapore e. 88 
„ Teleg. wire 588 Stockholm. Teleg. wire a 16 
“о. uus. we ЭЯ 80 | Sydney ss bs «x 979 
„ Teleph. cable 1,412 Trieste zs x E T 23 
nidad ee ee Wellington os ee ee es 25 
edington w А 41 | Yokohama .. .. 88 
" Teleg. mat.. 478 
Total es £149,580 Total T 28,314 


the Ardross Castle Installation.—With reference to 
article which we published last week regarding this interesting 
‘allation, we omitted to mention that the makers of the switch- 
«rd apparatus and electrical parts of the automatic appliances were 
‘de by Messrs. Nalder Bros. & Thompson. The working out of the 
luis of the automatic appliances necessarily involved a good 
in of thought and trouble, and the success attained is largely due 
Messrs. Nalder's care in design and construction. т 


\uction Sales.—Messrs. Wheatley Kirk, Price & Co., 
Zneering valuers, auctioneers, &c., have sent us a catalogue of 
‘lr sale by public auction, of electrical and other modern plant 
" machinery, to be held at the works lately occupied by the 
“шию Company, Oldbury, near Birmingham, on December 5th. 
Lives plates prepared from photographs of the machinery, also 
; 'ductions of indicator diagrams taken from the engines them- 
*. As a catalogue of a sale by public auction of engineering 
ant and machinery, we believe this to be unique, and it should 
үүт яв a reliable guide to intending buyers. 

A «irs. P. Huddleston & Co. will, on December 6th, offer for sale 
auction at the Pendleton Electrical Works, Pendleton, Man- 
‘ter, the stock and plant of an electrical arc lamp manufacturer 
1. V. James and Mills). Particulars will be found among our 

‘ertisemente. 
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two circuits. List No. 16 is devoted to electricity meters. 


Bankruptcy Proceedings. — The first meeting of 
creditors was held on 26th inst. at the Bankruptcy Court under the 
failure of Frederick Lamplough, consulting chemist and euginecr. 
The debtor in May, 1897, acted as consulting engineer to the Fish 
Oil and Guano Company, Limited, who were about to promote the 
Volenite Company, and contracted to erect special machinery. ‘he 
Volenite Company, Limited, was formed in 1898, and the debtor 
Was appointed as its consulting chemist. He purchased £3,000 
shares, and was given a further £2,000 as payment for his services, 
whilst in July, 1899, he agreed to finance the company. „Ап action 
was subsequently brought by a creditor of the company, and the 


` Court held the debtor to be liable for the debt on the ground that 


he had agreed to finance the company. The failure is attributed by 
the debtor to his liability for the debts of the Volenite Company, 
and to other causes. Mr. C. J. Singleton is to act as trustee aud 
wind up the estate in bankruptcy, assisted by a committee of in- 
spection. 


Dissolution.— Messrs. A. G. Adamson and G. С. К. 
MacLennan (Adamson Bros., electrical engineers, Christopher 
Street, Finsbury) have dissolved partnership. Mr. Adamson con- 
tinues he business under the same style, and will attend to 
debts. 


Catalogues and Lists, —Mr. W. Boby, of Union Court, 
E.C., sends us several lists of the “Chevalet” heater-detartariser 
and condenser, which, by the aid of drawings, explain the principle 
of the system. We understand that the apparatus is now employed 
in a large number of English electrical works, including the follow- 
ing:—Brompton and Kensington Electricity Supply Company, 
Messrs. Siemens Bros., Limited, Charlton; St. Pancras Vestry Elec- 
tric Light Works, Chelsea Electric Light Company, Folkestone 
Electric Light Works, Bromley Electric Light Company, New- 
market Electric Light Company, Blackheath and Greenwich Elec- 
tric Light Company, Bury St. Edmunds Electric Light Works» 
East Ham, Eastbourne, Reigate and Beckenham Electricity 
Works, Messrs. Reavell & Co., Ipswich, Valparaiso Electric Light 
Works. 

The B.T.H. Company’s pamphlet, No. 80, just issued, describes in 
their usual attractive manner the slow and modcrate speed motors 
of the M.P. type. The features of construction are given and the 
parts shown by means of excellent blocks. 

Messrs. W. T. Henley’s Telegraph Works Company have issued a 
book, the general get-up and binding of which are very pleasing. | 
It is issued with a view of placing before customers and 
friends and the trade generally an account of sume of the work 
which has been carried out by this well-known firm at their North 
Woolwich works during the last 50 years. The photographic 
pictures show the landing and buoying processes of the laying of 
shore-end cable. A list follows of telegraph cables which they have 
made and laid in all parts of the world ; also names of corporations 
and companies for which they have furnished and laid underground 
electric light and power cables. This latter brauch of work was 
taken up in 1882, until which year telegraph cables had demanded 
exclusive attention. As most of our readers are awarc, the business 
has gone ahead steadily and surely since then, enlarging the scope 
of its operations and carrying out an enormous amount of work. In 
telegraph cable manufacture their customers have included the 
British Post Office, National Telephone Company, and Australian 
and other Colonial and foreign Governments. From 100 hands 20 
years ago to over 1,000 to-day is one indication of the extent of 
the development which has taken place. Some photographs of the 
works showing exterior and interior views, also the clectrical test- 
ing room, are very well reproduced, and they add interest to the 
book. 

Messrs. Holden & Brooke have sent us one of their latest 
“abridged temporary ” catalogues of steam-users’ specialities. There 
is a good deal of new matter, several new specialities being illus- 
trated. Some original tables contain information which has not 
been previously published regarding the choice of injectors. The 
Sirius, Premier, Giffard and other injectors are described, also 
steam dryers, grease separators, feed heaters, pumps, valves, and 
80 on. 

Some new lists have just been brought out by the Electrical 
Company, Limited, of Charing Cross Road. No. 9 is devoted to 
illustrations and tabulated data and prices of single, double, and 
treble-pole knife switches, three phase reversing switches, multiple 
contact switches, maximum current cut-outs, high tension 
switches for 5,000 to 12,000 volts. No. 13 describes lightning 
arresters and sundry safety devices. Rapid” fuses for pressures of 
550 volts and up to 6,000 volts; Slow“ fuses with carbon lightning 
arresters for protection against “ сгеерасе " and atmospheric dis- 
charges, and combination boards with “rapid” and “ slow” fuses for 
It opens 
with general remarks on meter systems, following with a recital of 
the advantages of oscillating direct current watt-hour meters, a note 


of the prices and weights, &c., anda description of railway, switch- 


board, testing, battery, and street lighting meters. A number of 
very clear diagrams are given of connections and dimensions of 
direct current meters of various capacities from 75 to 2,000 amperes ; 
instructions for setting and starting certain meters are included, 
also apparatus for their calibration. Direct current time checks 
likewise have a place in this useful list. The arrangement of the 
letterpress and illustrations is eonvenient. 


Fire.—Mr. R. Jenkins informs us that the recent fire at 
the works of Messrs. Joseph Sankey & Sons does not affect the out- 
put of stampings for electrical purposes, this branch of the works 
being entirely separate, aud at least half a mile away from the scene 
of the fire. 
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Electric Lighting and Tramway Powers.—Last week 
under Electric Lighting and Traction Notes," we gave particulars 
of a few of the applications which have just been made to Parlia- 
ment and the Board of Trade for powers. The London (Gazette for 
November 23rd contained the following further notices :— 

Electrice Lighting.—Foot's Cray (Rural District Council); Car- 
narvon and District (applicant, E. W. I. Peterson, of London); 


Trowbridge (U. D.C.); Dover (purchase of the Dover Electricity ` 


Supply Company by the Dover Gas Light Company); Lowestoft 
(Corporation exteusion of powers“; Aberdare Electric Lighting 
Company ; Mausfield (various, including electric light and destructor, 
Corporation); Southend-on-Sea (Corporation, extension of powers) ; 
St. Austell (St. Austell and District Electric Light and Power Com- 
pany); Hoddesdon (U. D.C.); Ware (U.D C^; Dorchester (Corpora- 
tion’; Workington {,Corporation) :: Hampton (U. D.C.); Tredegar 
(C. D.C.); Mitcham (Croydon R. D. C.)]; Houley (U. D.C.). 

Electric Tramways and Light. Railirays - Eccles Corporation; 
Finchley and Hendon (new company); Blackburn Corporation 
‘various powers), Kingston-on- Thames; Tyneside (new company); 
Willesden (U.D.C.); Wigan (Corporation); Bradford (Corpora- 
tion); Bolton (Corporation); Lowestoft (Corporation); Dartford 
(U.D. and R.D. Councils); Swindon (Corporation); ‘London 
County Council (new lines and street widenings) ; Kingston-upon- 
Hull (Corporation); Smethwick (Corporation); Blackpool (Cor- 
poration, various powers): Birmingham (City of Birmingham 
Tramways Company); Cheriton U. D. C.“: Littleborough U. D.C.“; 
Stalybridge, Hyde, Mossley and Dukinfield Joint Board, tramways 
and electricity); London United Tramways Company (new lines in 
London, Middlesex and Surrey“; South Lancashire South Lanca- 
shire Tramways Company’; West Riding (United Kingdom Tram- 
ways, Light Railway aud Electrical Syndicate: ; King’s Norton and 
Northfield U. D. C.): Scarborough ‘new company,, East Cowes 
(U. D. C.): Crompton C. D..); West Cumberland new com- 
рапу,; Halesowen (U D.C.); Liverpool Corporation extensions); 
Worcester Worcester Tramways, Limited, ; Folkestone Corpora- 
tion’: Leeds Corporation“. 

Electric Raihrays.—Victoria, City and Southern Electric Railway 
(to run underground between Victoria, Cannon Street and 
Peckham); Islington and Euston (underground electric railway); 
Charing Cross, Euston aud Hampstead, No. 1, extension to Golder's 
Green; No. 2, extensions to Highgate and Victoria; Metropolitan 
and Metropolitan District Railways, and portion of the L. & S.W. 
Railway (application by the British Westinghouse Company for 
certain powers necessary for working by electricity); Manchester 
and Liverpool Electric Express Railway ; Central London Railway 
‘new railways, loop lines, Hammersmith, and under G.E.R., Liver- 
pool Street station); City and Brixton Railway (extension of 
time); City and South London Railway (subway powers to Agri- 
cultural Hall; extension cf time, &c.); Metropolitan District Rail- 
way (conversion to electric traction, and raising additional capital 
therefor). 

Electric Powcr.—South Yorkshire Electric Power Company; 
Yorkshire (West Riding, new company): Derbyshire and Nottingham 
(counties of}, electric power (new company); Cleveland and Durham 
County Electric Power ‘new company“. 

Numerous applications are given inthe (azetle of the 27th inst. 
These we shall mention next weck. 

Correction,—Last week's entry “ /Zosport Electric Tramways 
(Urban Electric Supply Compaiy)” should have read (lossop. Ав 
a matter of fact, we understand that the Gosport District Council 
bas made arrangements for purchasing the local tramways for 
transfer to the Electrical Power Distribution Company, who will 
supply energy for operating them from the lighting undertaking for 
which the provisional order has been obtained by them. 


Personal.—The New York Electrical Review says :— 
“Мг. A. K. Baylor, who for some years was prominently connected 


with the electric railway department of the General Electric Com- 


pany, and later was manager of the British Thomson-Houston Com- 
pany, of London, has established an export business in American 
electrical apparatus with New York offices in the Bowling Green 
Building, New York city. Mr. Baylor has also recently formed, at 
Manchester, England, the British Electric Car Company, Limited, 
which proposes to manufacture electric railway cars in the rough 
upon the designs and lines which have proved so successful in the 
United States, and to finish them in accordance with the demands 
of European purchasers and operators." 


Trade Announcements.—The business of Mr. Isidor 
Frankenburg has been formed into a limited liability company, 
witha nominal capital of £250,000, one half of which is in 5 per 
cent. preference, and the other half in ordinary, all £10 shares. For 
33 years Mr. Frankenburg has been an india-rubber and waterproof 
manufacturer, and more recently has also manufactured electric 
cables. It isnot proposed to make an issuc to the public, it being the 
intention of the vendor that the business shall remain in the hauds of 
his family and employés. The first directors are Mr. Isidor Franken- 
burg and his sons, Mr. Merton and Mr. Ralph Frankenburg, and it 
is iutended to appoint further directors from the chief employés of 
the firm. "The consideration for the business is paid entirely in 
shares, and the vendorleaves the whole of the capital of the business 
in the concern. 

Mr. ‘Thomas S. Rice, M.I.Mech.E., of Aldermary House, 60, 
Watling Street, E.C., has been appointed London agent for the 
Rankine Patent Fecd Water Filter Company, Limited, of Liverpool, 
whose specialities include their compound double filtration and 
other types of filters applicable for electrical installations. These 
filters are fitted and at work in a number of the electricity supply 
works throughout the United Kingdom and abroad. 

The British Griffin. Chilled Iron and Steel Company, Limited, 
have removed their oflices from the offices of the New York Car 
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Wheel Works at 18, St. Swithin's Lane, to the Cannon Street Building. 
139, Cannon Street, and 20, Abchurch Lane, E.C. 4 

Mr. Wm. Glenny Keagey, who has acted as secretary of the Britis, 
Griffin Company since its organisation a vear ago, to take over thy 
business of the New York Car Wheel Works in chilled casting: 
railway and tramway wheels in England aud the Colonies hy 
severed his connection with the English company, and continues the 
London offices of the New York Car Wheel Works at 18, St. Swithin 
Lane, E.C. 

Messrs. Н. M. Salmony & Co., Limited, British representatives of 
E. A. G., late W. Lahmeyer & Co., of Frankfort a-M, inform us ttai 


‚а contract for generators and motor-dynamos for the Charing 
- Cross and City station has been given to Messrs, Lahmever The 


switchboard will be provided with Messrs. Lahmeyer's patent 
switching gears, which are arranged in such a manner that no high 
tension current is on the main board itself. By this arranyemen 
safety to human life is ensured. Even the instruments recording 
the high tension current are connected in such a way, that ther ca: 
be handled with perfect safety, as no high tension current reaches 
them. Messrs. Salmony also have other important work ou hawd 
for Lahmeyer apparatus. 


ELECTRIC LIGHT AND POWER NOTES. 


— 


Aberdare.— The D.C. has refused to assent to the electro 
lighting scheme of the Aberdare Electric Lighting Company, 
Limited. 


Aberdeen.—The E.L. Committee of the T.C. has accepte! 
the tender of the Johnson-Lundell Electric Traction Compsny, 
Limited, for a 420-Kw. set, at £3,990, for the Dee Village station. 


Armidale (N. S. W.). At a Council meeting a letter was 
read from the Crompton Electric Company, owners of the Sande 
water-power electric works, asking if the Council was prepared t 
give permission to allow them to erect poles in the streets of th 
municipality for the installation of the electric light to busines 
places. The Council owns the local gas works, which it has worse: 
at a profit, and the feeling amongst aldermen is that if the 
Crompton Company desire to instal electricity they should te 
prepared to purchase the gasworks. This is quite a novel vies 
of the matter for a municipality to take. 


Ashton-under-Lyne.—The Electricity Committee hu 
appointed Mr. Appelbee, chief electrical engineer of the Cardif 
Corporation, to a similar position at the Ashton electricity works 
The Committee is about to greatly develop the electrical plant, avd 
has increased the salary of the engineer to £350 per annum. 


Barnsley.—The T.C. has decided to apply to the L. G.. 


for leave to borrow £20,000 for extensions of the electric lightxg 
plant. 


— 


Beckenham.—On November 22nd the new combine — 


scheme of electric lighting and dust destruction, which las bes 


carried out by the U. D.C., was inaugurated in the presence of №. }- 


T. C. Cole, J.P., the chairman, and members of the Couneil Th 
scheme has been carried out at a cost of about £40,000, under the .: 
direction of Mr. R. P. Wilson, and Mr. J. A. Angell, the Councils 
engineer. Mr. G. A. Flower was clerk of the works. A network 
some 15 miles of low tension, and 144 miles of high tension cabis | 


has been laid. The Council has made an arrangement with the `I 


British Insulated Wire Company to work the scheme for бте rear 


The Council will raise the whole of the capital required, and the ~- 


contractors will pay the sinking fund and interest on the capila.. 
The contractors, during the five years, will destroy the whole of тж. 
house refuse, and will receive the revenue from the sale of electro 
energy during the period of the contract. At the end of five rest 
the Council will take over the undertaking, without paying à: 


premium or consideration beyond the initial contract price. 1 


Blackpool.—The Electric Lighting and Tramways Lon- 


mittee of the T.C. has been made into two Committees, with all te ' 


former members on each. 


Brighouse.—The electricity works of the Corperatios” 


having proved inadequate to meet the demand, Messrs. Lacy, 


Clirehugh & Sillar have prepared a scheme for the constrocttes $~ 


new works, combined with a refuse destructor, at an estimated o 
of over £20,000. This has been adopted by the Corporation. | 

Brighton.—The T.C. has passed the recommendation» «| 
the Lighting Committee, published in our issue of 15th inst, 10 07 | 
effect that consumers requiring supply during slack times may — 
a time switch installed to cut out their demand indicators at © 
times. 


East Cowes.—The D.C. does not intend to oppose Uw h 
application of the Edmundson Electricity Corporation for а р. 
order for electric lighting in the district. 


Festiniog.—A committee of the U.D.C. has been аттаса: 
for the supply of the outer portions of the district with ekar- h 
energy by Mr. Osborne Yale, the Council to furnish all pisni pr^ 
wires, &c, while the central district is to be supplied © 
by Mr. Yale’s appliances. 

Goole.— The U. D.C. has decided to apply to the B.si 1 


for a prov. order for electric lighting, chielly for the sis d 
protecting the municipal gas works. 


ааа ин" 


Vol. 47. No. 1,201, Жоукмвив 30, 1900] THE ELECTRICAL REVIEW. 


869 


ИННИИ на 


Hove.—The Hove Electric Lighting Company has 
decided to reduce meter rents, and to reduce the price per unit sup- 
plied at 220 volts to 7d. aud 4d., the charge for supply at 110 volts 
remaining at 8d. and 4d. 


Leeds—The Lighting Committee is about to lay mains 
extensions iu 14 streets in the centre of the city, and in the Beeston, 
Hunslet, aud New Leeds districts: also to build two trausformer 
chambers in Roundhay Road and Vicar Lane. Various other road- 
ways are to be opened for laying tramway feeders. 


Lichfield —The City Council has decided to apply to 


the B of T. for an electric lighting prov. order. 


Maidstone.— The L.G.D. has sanctioned the borrowing 
of £34,565 by the Maidstone T.C. for electric lighting purposes. 


Wexborough.—An inquiry was held last week by Mr. 
F. EL Tulloch, L.G.B. inspector, into the application of the U.D.C. 
for leave to borrow £13,400 for electric lighting and £4,600 for a 
refuse destructor. Great interest was taken in the matter by the 
ratepayers, a large number of whom were present. There was little 
ipposition. 

\ewark (Notts).—At a meeting of the T.C. on Monday 
ast, the E.L. Committee recommended the Council to purchase 
certain sites for a total sum of £1,200; and that Mr. Vesey Brown 
should be instructed to prepare plans and specifications of electrical 
works, There were two schemes proposed. One of them would cost 
about £16,000, and it was estimated that the expenditure per 
annum, including repayment of capital, would be £2,115, aud the 
icome £2,000, leaving a deficiency of £115. On the other scheme, 
the proposed expenditure was £27,000, aud this would produce an 
me of £4,115, leaving a balance in favour of the authority of 
£1,053. The motion was agreed to unanimously 


Vottiugham.— The revenue from the Corporation elec- 
tricity undertaking during the past year produced a gross profit of 
£9,673, the sales of current amounting to £18,222. In spite of the 
introduction of electricity, the gas undertaking produced a gross 
proüt of £77,347, of which £24,000 went to the relief of rates. 
гое electricity undertaking yielded £2,000 towards the reduction 
of the general district rate. Those who agree with us in objecting 
to the appropriation of large profits in this way, in place of reduc- 
поп of charges, will no doubt be interested in this instance. 


Qmagh—The C. D.C. has obtained a report on the 


dation of water-power for the supply of electricity. The report 


recommends the employment of а fall about three miles from the 
town, augmented by steam-power when the load exceeded the 
water-power available. An alternative scheme provides for a gas- 
iriven station in the town. 


Peterborough.—On Friday last the T.C. considered 
‘he appointment of two pupils of the electrical engineer at the 
electric light station. It was stated that the premiums to be paid 
vere t3 go to the engineer, and the Corporation were to pay the 
salaries. The suggestion led to strong opposition, but eventually 
the report recommending the appointment of the pupils was 
carried. 


Ryde.—The T.C. has sent back for further consideration 
а recommendation of the E.L. Committee to the effect that Messrs. 
Kincaid, Waller & Manville be authorised to obtain tenders for the 
purpose of carrying out the electric lighting scheme prepared by 
them. 


Sandown,—A public meeting has passed a resolution 


by a large majority in favour of the proposal to use electricity for 
street lighting in the Council’s district. 


Selkirk.—At a recent special meeting of the Com- 
missioners the draft agreement with Messrs. Crompton & Co., 
relating to the electric lighting of the burgh, was considered and 
approved of. 


 Stirling.— The Police Commission has resolved to apply 
‘or powers to borrow money for the purposes of wiring consumers’ 
premises for electric lighting, and for acquiring and hiring-out 
motors, &c. 


Thornhill—The D.C. have under consideration offers 
тот three companies to light the township with electricity. These 
“ompanies are the West Yorkshire Electrical Syndicate, the 
^orthern Counties Electricity Supply Company, and Messrs. 
Bennett & Ward-Thomas, of Manchester. The first two companies 
are about toapply to the Board of Trade for orders, and the appli- 
“sion of the West Yorkshire Syndicate will be supported by a 
local deputation. 


Transvaal.— During the sittings of the Concessions Com- 
mission at Pretoria the concession of the Rand Central Electric 


LL on А " ° 
“ower Company was inquired into. Mr. Lance appeared for the. 


company, and stated that, it being an English company, the 
“irectors were all in London. The company instructed him to 
adhere to the terms of the concession. They claimed no exclusive 
tights, had never claimed the right to lay mains in Johannesburg. 
but were content to deliver the energy to the municipality at a point 
vutside the town, to be conveyed through municipal mains. They 
vould be satisfied if the concession were allowed to stand. If 
amended, they would like to be consulted as to the proposed amend- 
"vut. Mr. Gorrison, general manager, who was examined, said 
there was & company formed on similar lines to theirs, called the 
General Electric Power Company. They only claimed the right to 
20 over Government ground, and not private property, without the 


Ф 


consent of owners. (Plans of company's workings were put in, also 
balauce-sheets.) They had no Raad resolution, they were working 
under the Gold Law. The line as it stands had been approved by 
Government Commissioner. The scheme was not vet complete ; 
they would extend the line as far as Krugersdorp. No objection 
was entered. The sitting was adjourned.—Alfrican Aicciewu. 


Walton-on-Thames,— Messrs. Edmundson’s Electricity 
Corporation have withdrawn their application for a prov. order for 


this district, in consequence of the threatened opposition of the 
U.D.C. 


ELECTRIC TRACTION NOTES. 


Austria.—A company is now in course of formation with 
a capital of £280,000 for the establishment of an electric railway 
between Vienua aud Pressburg. 


Belgium.—4A project for joining Brussels and Antwerp 
by means of an electric railway is at present under the consideration 
of the Government. An underground station is to be built in the 
Place des Palais, Brussels (opposite the King's Palace), and on 
leaving the tunnel outside the city, the line will run nearly parallel 
with the line of the State railways to Antwerp, stoppiug in the 
Ceutral station of the State railways administration. The length of 
the line will be about 25 miles. 


Bexley and Erith.—The Bexley CU. D.C. are applying 
for Parliamentary powers to lay down a system of electric tramways 
at Bexley, Kast Wickham and Crayford, and in the borough of 
Woolwich. The Council also apply for powers to widen various 
streets and to supply electric light and power along the tramway 
route, and to places both in and without their district. 


Birkenhead and Wirral (Cheshire).—A scheme is 
under consideration by the General Purposes Committee for the 
construction ot au electric tramway system to join the new Wallasey 
electric tramways, aud to proceed through the north-west part of 
Wirral, connecting Leasowe, Meols, Hoylake, Little Calder, 
Frankby, Greasby, and Upton, joining the Birkeubcad: new electric 
tramways system near Bidston. Roughly. the scheme would meau 
the construction of a svstem in the form of an clongated oval, 
measuring about 5 miles on its longest axis, and requiriug about 12 
miles of track. This scheme would meet a long felt want, by providing 
ready communication between Leacombe and Birkenhead, and 
would much facilitate travelling between the places named and 
Liverpool. ‘The construction would be carried out by a company 
formed for the purpose. 


Brussels.—The administration of the tramcar service 
“ Nord-Midi," in Brussels (5, Boulevard du Jardin Botanique), are 
open to receive tenders, to be considered at ап carly date, for 
replacing their present horse cars by an “accumulator” service. 
The itinerary is 14 miles, all paved. and nearly in a straight line, 
practically level. From 24 to 30 passengers to be accommodated by 
each car. 


Ceylon.—We read in the Ceylon Standard that the Legis- 
lative Council has resolved to appoint an expert to report on the 
proposal to use electrical traction on the Uda Pusscllawa Railway. 


Dartford.— The Dartford District Light Railways Order 
came before Sir Courtenay Boyle at tho Board of Trade on 
27th inst. The order was practically agreed to in 1897 by the Light 
Railway Commissioners, but subsequently a question arose regard- 
ing interference with a certain recreation ground. Sir Courtenay 
Boyle suggested that the parties meet in conference and try to 
arrange matters. The promoters’ engineer suggested the construc- 
tion of a light iron viaduct to carry the railway over the recreation 
ground. 7 


Dewsbury.—Notice is given that all objections to the 
confirmation of the Light Railway Commissioners’ order for the 
construction of electric trams in the Dewsbury district must be 
lodged with the Board of Trade on or before December 6th. The 
British Electric Traction Company have made an offer to the 
Dewsbury and Batley Tramways Company (steam traction) for the 
purchase of their undertaking, but, up to the present this has not 
been entertained. 


Electrical Omnibuses in France.—Services of electrical 
omnibuses are, it is reported, about to be started between Clermont 
aud Crevecœur and between Breteuil and Beauvais, in the French 
Department of Oise. 


Folkestone.—The Corporation recently proposed to 
apply for a Tramway Bill for an undertaking to cost in the neigh- 
bourhood of £100,000, but a poll of ratepayers has reversed this 
decision. 


Frauce.—The construction of a tramway worked by 
mechanical traction between the Gare dt Vaugneray aud the 
borough of the same name, in the Department of the Rhone, is at 
present under consideration, 

M. Joseph Monin, 91, Rue Miromesnil, Paris, is authorised to con- 
struct a narrow gauge electric railway for the transport of mineral 
products from Paimpol Ile de Villaiue? to the.Gare de Manron 
Marbihan). 
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Italy.— The Mediterranean Railway Administration have 
under consideration the establishment of a line between Rome and 
. Naples (190 miles) to be worked by electricity. It is calculated 
that the duration of the journey will be reduced from five to three 
hours. . 

A contract has been made between the town of Cómo and the 

Société Helvois for the concession of the Cómo electric tramway. 


Kingston-on-Thames.—On Wednesday last week a 
meeting of ratepayers was held for the purpose of considering 
resolutions authorising the Corporation to apply for Parliamentary 
powers for а tramway scheme, and also to authorise opposition to 
the Bill promoted by the London United Tramways, Limited, so far 
as it affects the borough. The hall was filled to overflowing, and 
the proceedings were one long succession of disorderly interruptions. 
Councillor T. Lyne, chairman of the Tramway Committee, had to 
sit down half-way through his speech, but Mr. A. W. Homersham, 
who opposed the motion, was able to make one or two points. Dr. 
Finny, who was received with the singing of “ He's a Jolly Good 
Fellow," supported the motion, and wound up by producing a 
telegram which he had received that afternoon, reading: “ Refrain 
from imeet ng, and 500 preference debentures sic are dependable." 
This led to a scene of wild enthusiasm at first, and the Doctor was 
cheered to the echo, but when it became apparent that the telegram 
was not signed, the cheering changed to hissing. Mr. W. M. 
Wilkinson, a solicitor, then jumped upon the platform and denounced 
the telegram as a forgery. Ultimately the resolution was lost by a 
large majority, but one authorising the Corporation to oppose the 
company's Bill was passed, after which Councillor Lyne, on behalf 
of the Tramway Committee, demanded that a poll should be taken. 


Leamington and Warwick.—The British Electric 
Traction Company has concluded an agreement with the share- 
holders of the Leamington and Warwick Tramways and Omnibus 
Company, Limited, for the purchase of their undertaking, and the 
Corporations of Lcamington and Warwick have approved the over- 
head system. The existing tramway is a horse-worked line 
three miles in length. "The capital of the company is £15,850, and 
there are 4 per cent. debentures amounting to £4,600. The working 
expenses (horse traction’ have been 8:64d. per car mile. The B.E T. 
Company is to buy out existing shareholders at par. "The track will 
have to be dismantled, a new track laid and equipped, and an electric 
power station erected and fitted. The payment to the existing 
share and debenture holders will be about £21,000; the laying of 
the new track, equipment and power station will represent at the 
least a further £29,000. On this basis the new company will have 
to earn dividends on а capital of £50,000, as compared with the 
£21,000 share and debenture capital of the existing company. 


Liverpool.—Alderman Petrie has been re-elected chair- 
man of the Tramways Committee of the Liverpool City Council, and 
Alderman F. Smith, vice-chairman. When the cross-lines now in 
course of construction are completed, the Committee hope to run a 
service of cars right round the city as a “belt " service. The Com- 
mittee have got rid of between 2,000 and 2,500 horses during the 
past 12 months, through using electric, instead of horse traction. 
They now hold about 1,100 horses, most of which will shortly be 
sold. The returns for five week's working from October 7th to 
November 10th show the following totals:—Receipts, £42,623 
11s. 5d., as against £35,004 3s. 44d. last year; passengers, 8,708,459, 
as against 6,542,847; mileage, 929,780, as against 761,159; vehicles, 
horse cars and "buses, 75; electric cars, 221; total, 296, as against 
horse cars and "buses, 250; clectric cars, 49; total 299, in the 
corresponding period of 1899. 

Two accidents in working the new electric car system at Liver- 
pool are reported. In one case a car on the Green Lane route ran 
into a herd of cattle which had debouched upon the track at right 
angles, from a side lane. One beast was killed and others were 
badly injured. Inthe second case, a car descending the Everton 
Village incline, failed to slow sufficiently to avoid colliding with an 
ascending car. Both cars were damaged, but the passengers escaped 
without serious injury. i 


The Metropolitan Railway and Electric Traction.— 
The attention of the directors of the Metropolitan Railway Сот: 
pany has been drawn to a Parliamentary notice which has been 
advertised of a Billto be deposited by the British Westinghouse 
Electric and Manufacturing Company, Limited, for the next session 
of Parliament, from which it appears that powers are to be sought 
by that company, in connection with the substitution of electrical 
kor steam traction, on the systems of the Metropolitan and District 
Railway Companies. With the view of preventing any misunder- 
standing, the directors of the Metropolitan Railway Company 
announce that the notice referred to has been published without 
their consent and without any previous consultation with them upon 
the subject. | | 


Middlesex.—The Middlesex С.С. have adopted the report 
of their Parly. Comtee., in which it was stated that they had given 
caroful consideration to the resolution of the Ccil. as to the purchase 
of the tramway undertaking in the county, and had resol ved 
that it was not desirable at present to promote a Bill or to insert 
the necessary Parly. Notice of a Billfor their purchase. 


Manchester.—It was decided on 19th inst. at a joint meet- 
ing of the Electricity and Tramways Committees, to at once take steps 
to appoint an expert, whose duty it should be to see the whole 
tramway scheme carried through to a successful end as rapidly as 
possible. The -present position of the tramways undertaking is 
stated by a Manchester paper as follows:—Everything that the 
Tramways Committee themselves cau do is being done, under the 


direction of Mr. D. Boyle, the chairman, and with the enthusiast: 
co-operation of Dr. Bishop, the new chairman of the Electricity 
Committee. Five hundred men are engaged on the recorstructior 
of the permanent way, and this number will be doubled next spring. 
when it is hoped to reconstruct the straight track at the rate of two 
miles per week. Of the 430 cars ordered in January last, 190 sre 
now under construction, and a large number will be ready for 
delivery in a month's time. As previously stated, the frst route 
to be opened will be Cheetham Hill Road, Bury New Road, 
and Rochdale Road. It is hoped that the energetic ао 
on the part of the Tramways Committee will enable them to be is 
a position to take over the Stockport Road and the Hyde Road lines 
soon after the middle of next year. The Moss Side and Withington 
lines will follow, and afterwards the Ashton New Road, Ashton 014 
Road, Oldham Road, and other lines. Everything, however 
depends upon the Electricity Committee. As Mr. J. M. М.Е 
general manager, has pointed out in a report to his committee, the 
construction of a large electric tramway system, revardiless of th. 
source of supply, is like building a solar system and leaving out th: 
sun. With the assistance of an expert, and with both Committe: 
concerned working harmoniously and energetically together, it i: 
hoped that, although the original dates for taking over certain por- 
tions of the system cannot be adhered to, the limit of time allowed 
under the agreement for completing the conversion will not be es. 
ceeded. On Saturday last the Committee visited London ard 
interviewed five well-known experts. They also sent a deputation 
to Liverpool. It appears that preliminary arrangements for ils 
appointment of an expert were made in London. It is stated tha: 
his duties will be as follows :— 

(1 To exercise general supervision over the present station in Dickr-- 
Street; (2) to supervise the completion of Bloom Street station; (3) to т: 
take the erection at once of the new large station in Stuart Street, Brad. 
(4) to report upon the prospects of the Electricity Committee being abs 
supply the power for running the cars on the Cheetham Hill, Bury New Rosi 
and Rochdale Road routes, and devise means for so aiding the Dickinson Row 
plant that the routes can be dealt with satisfactorily; and (5) to devise, i! 
called upon, the overhead and car electric equipment for the new tram system 
Practically, the new expert will have supreme control of all] the tramway, 


traction, and lighting arrangements of the electricity department until tb 
present difficulties have been overcome. 


Nottingham.—tThe city engineer, Mr. А, Brown, con- 
fidently hopes that the electric tramcars will be available for public 
traffic over the Sherwood-Great Market Place route—the first com- 
pleted section of the electric tramways scheme for the city—in th 
course of the next few days. On Thursday in last week the 
Board of Trade inspection of the route was made by Mr. Trotter 


and unlike the official trial on the previous Friday night cvery- 


thing passed off successfully. 


Sheffield.— Electricity has now taken the place of hore 
traction on the Brightside route of the city tramways. 


South Lancashire.—Notice has been given by the Sout) 
Lancashire Tramways Company of their intention to apply to 
Parliament for powers to construct eight lines of tramways whic! 
will connect Ashton-in-Makerfield and Warrington, Worsley 
Hulton, and Farnworth and Bolton and Darwen; also from Pres% 
through Huyton and Roby to join the Liverpool electric car system 
at Broadgreen; this extension will be in addition to the lines for 
which powers were obtained last session, for constructing an exten- 
sive system of electrical tramways in the districts of Earlestow:. 
Leigh, Tyldesley and Eccles, having connection with the Manchester 
system. The lines for which powers have been obtained, and “т 
which they are about to be sought, comprise 133 miles of electri 


. track. The lines already sanctioned in the South Lancashire arca 


comprise 88 miles of track, the St. Helens lines 22 miles, and th 
uew lines for which powers are to be sought, 23 miles 5 furlongs 


Spain.—Senor D. Luis Rouviere, of Barcelona, is th 
author of a scheme for the construction of an electric railway from 
Lerida to the French frontier. The necessary electrical energ 
would be generated by means of the utilisation of water-power © 
the route. 


TELEGRAPH AND TELEPHONE NOTES. 


African Telegraphs.— The Chronicle Berlin corre 
spondent states that the Estimates for 1901 contain an item ~ 
£10,000 towards the expense connected with the beginning 
telegraph line which will connect Dar Es Salam, in German КЇ 
Africa, with Lake Tanganyika. This line will eventually join tb 
Cape to Cairo wire. At present, however, it is only intended 1 
push on with the line to Mpapua, a distance of about 270 mi- 
from the coast. | 


_ Brighton Telephones.—4A sub-committee of the Tel 
phone Committee has been appointed to look out a suitable «i6 | 
telephone offices, and to report. 


The New Anglo-German Cable, —A dispatch fr 
Berlin states that the Post learns from a well infurmed source ti 
owing to the unfavourable weather usually prevailing at this tim 
the year, the new Anglo-German telegraph cable cannot be | 
before the spring. The work of manufacturing the cable, which ^ 
been entrusted to a German firm, is proceeding rapidly. 

The Pacitic Cable.—The Sydney Daily De 
October 22nd stated :—“ A message has been received from 1 10! 
by the Premier with reference to the Pacific cable, It is of a ^ 
fidential nature, and, according to Sir William Lyne, of a siisi 
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{оту character. A motion by Mr. Crick has been on the business 

ег of the Assembly for some time for the House to go into Com- 
mittee to consider the expediency of bringing in a Bill ‘to enable 
the Government of New South Wales to join with certain other 
Governments in the cost of construction and maintenance of a cable 
across the Pacific Ocean, and for purposes consequent upon and inci- 
dental to such object.“ It is posible that the Postmaster-General 
will shortly be able to proceed with this Bill.” 


Russian Telephony.—The Electrical World of New 
York prints a dispatch from St. Petersburg which says that the 
telephone systems of the Russian cities, hitherto operated hy the 
State, were to be sold at suction on November 20th. It was 
understood that the St. Petersburg municipal government would 
bid for the local franchise. 


Sunderland Telephones.—The Highways Committee 
has been considering the question of acquiring and controlling the 
telephones of Sunderland municipally. It was decided to approach 
Mr. A. R. Bennett and ascertain what his charges would be for 
advising the Council on the matter. 


Telegraphic Interruptions and Repairs :— 
CABLES. INTERRUPTED. REPAIRED. 
Аувісди Bt. Louis (Senegal)-Bathurst .. .. Aug. 25,1900  .. T 
8t. Louis (Senegal)-Ten eriffe .. «i .. Nov. 11, 19000 ss 
Zanzibar-Mom + Ps .. Sept. 29, 1900 


Zanzibar-Aden S .. Nov.9,1900 .. Nov. 26, 1900 
Sours AMNERICAN— Pará-Maranham .. March 1,1900  .. xs 

Param&ribo-Cayenne .. T: .. Oct. 6, 1900 .. Nov. 91, 1900 

Cayenne-Pinheiro.. .. Nov. 26,1900 .. es 


Barcelona - Guanta - Cumana - Portlamar- 
Carupano (Venezuela) ze: АР .. Nov. 1, 1900 
Falmouth. Bilbao ee ee °@ ee ee Nov. 19, 1900 


Havre-Waterville .. .. .. . Nov. 8, 1900 ` `. Nov. 23, 1900 


Latakis-Cvprus s s m .. June 20, 1899 
New York-Cap Haitien ee oe oe Nov. 26, 1900 os 
LANDLINES:— 


ArBICAN—Majunga-Tamanarive .. .. . Nov. 61900  .. 
BovrH AxxRICAN— Communications with all 


Ecuador landlines vx X "NE 
Landlines west of Barquisineto and Coro.. Nov. 1, 1900 
Barcelona (Venezuela)-Ciudad (Bolivar) .. Nov. 1, 1900 


West Ixpian—Landlines to Baracoa, Guantago 


and Sagua de Tanamo.. a2 i .. Nov. 12, 1900 
Landlines between Puerto Plata and San 
Domingo City .. ke be s .. Nov. 20, 1900 .. s 
Doininican landlines «s si .. Nov. 21, 1900 .. Nov. 21, 1900 
Cunzgm—Tientsin-Pekin .. vs be .. June 12, 1900 855 
Pekin-Kalga.. . ee ee ee e June 14, 1900 ee ee 
Kalgan-Maimatohin ee se ee June 80, 1900 
Tientein, via Shanghai .. 805 ae June 16, 1900 
Tientein-Niuchwang ee ве ое . June 18, 1900 в 
All lines oonneoting Cochin China with 
Thuanan .. 20 x T ss . . Oct. 28, 1900 
Communication between Saigon and North ` 
Annam and Tonkin .. .. Oct. 28, 1900 


Communication “ela Hanekine" interrupted 
on Persian territory .. 26 si .. Feb. 24, 1900 .. ex 
Wireless Telegraphy.—A New York exchange says 
that the French War Department has decided to devote $80,000 to 
secret experiments with wireless telegraphy with a view to 
perfecting its campaign applications. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aberdeen.— December 22nd. The E.L. Committee wants 
tenders for storage batteries. See Official Notices to-day. 


Ayr.—December 7th. The Tramways Committee wants 
tenders for overhead work, poles, brackets, section boxes, &c.; also 
underground work (feeders and other cables, conduits, trenching, 
&c.) for the electric tramways. Бес Official Notices” to-day. 


Bermondsey.—December 3rd. The Vestry invites ten- 
ders for 71 cast-iron arc lamp columns, arc and incandescent lamps, 


nete switches and fittings. See Official Notices" November 


. Bexhill.— December 10th. The U.D.C. wants tenders 
lor water-tube boiler and pipework, and one 150-K w. stcam dynamo. 
See “Official Notices" November 23rd. 


Birkenhead.—December 4th. The Corporation wants 
tenders for switchboard and instruments for the tramways power 
station, Craven Street. See Official Notices" November 23rd. 


Blackpool.—December 17th. The Corporation wants 
tenders for the supply of arc lamp carbons and oils for one year. 
see “Official Notices November 23rd. 


. Brighton.— December 6th. The Council invites tenders 
lor points, crossings, sole-plates, manhole covers and gulley-grates, 
tie-bars, fish-bolts, &c., for the electric tramways. See Official 
Notices" November 16th. 


Brighton.— December 13th. The Council wants tenders 
for the construction of permanent way including bonding, &c.; 
paving all tramway tracks with wood, &c. See “Official Notices” 
November 16th. 

Bristol.—December 20th. The Electrical Committee 
Wants tenders for induced draught plant, steam and electric pumps, 
wud water-softening plant. Sec Official Notices " to-day. 


Buxton.— December oth. The E. D.C. wants tenders for 
wiring the Town Hall. See Official Notices“ to-day. 


Copenhagen.—January 3rd, 1901. The Corporation 
invites tenders for three 530-K w. dynamos, switchbourds, &c. See 
* Ofticial Notices“ November 23га. 


Harrogate.— December 25th. The Corporation wants 
tenders for two Lancashire boilers, with economiser and fittings, 
See Official Notices " to-day. 


Hendon.— December 81st. The U. . C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-K W. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works. See “Oficial Notices" November 16tb. 


Leeds.—December 10th. The Markets Committee invite 
tenders for the purchase ot belt-driven electric lighting plant, now 
at the Kirkgate Market, comprising one pair of Robey’s 30-8.H.P. 
gas engines; one pair of dvnamos, made by Mr. Harding Churton, 
each 180 amps., 110 volts, 850 revolutions, including belting, water 
tanks, lamps, switchboard, and fittings, For further particulars 
apply at the City Eugincer's office, Municipal Buildings, Leeds. 


Leigh.—December 17th. The Electricity and Tramway 
Committee wants tenders for mains, and for 1,000 220-volt incan- 
descent lamps. Sec two “ Official Notices“ to-day. 


Manchester.— December 1st. Tenders are wanted for 
twelve workmen's electric cars. See “ Ofticial Notices" November 
23rd. 


Newington (Southwark). — December 3rd. The 
Electric Light Committee of the Southwark borough, wants tenders 
for the erection of back E.M.F. cells at the electric light station. 
See “ Otticial Notices" November 22rd. 


North-Eastern Railway.— December 10th. The direc- 
tors want tenders for the undermentioned articles during the six 
months ending June 30th, 1901 :—-(1) Telegraph apparatus; (2) Tele- 
graph wire aud line stores. Forms of tender on application to 
Mr. Graves, Telegraph Department, York. 


Paraguay.—January 15th. The municipality of Asomp- 
tion, Paraguay, is inviting tenders for the electric lighting of the 
town. Bond, £600. 


Partick.—December 4th. The Commissioners want ten- 
ders fot electricity meters, demand indicators, and fuses. Sec 
** Official Notices" November 23rd. 


Portsmouth.—December 7th. The Corporation wants 
tenders for permanent way construction and underground feeders 
for the electric tramways ; also for overhead electrical equipment., 
See two Official Notices " November 23rd. 


_Rathmines.— January 11th. The District Council 
wants tenders for Lancashire boiler, 300-x w. steam dynamo, con- 
densing apparatus and pipework, switchboard extension, mains, aud 
public lighting (incandescent). See “ Official Notices" to-day. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Nwindon.— December 24th. The Corporation wants 
tenders for the supply of three high speed triple-expansion steam 
dynamos, balancer, and motor-generator for electricity works. See 
„Official Notices“ to-day. 


Tyne. — November 30th. The Tyne Improvement Com- 
missioners want tenders for the electric lighting of the Northum- 
berland and Albert Edward Docks, including everything but the 
generating plant. See Official Notices“ November 23rd. 


West Ham.—November 30th. The Council wants ten- 
ders for two 25-B.H.P. oil engines, two 15-kw. dyuamos, battery aud 
switchboard for the Dagenham Hospital, Essex. Sec “ Official 
Notices" November 23rd. 


CLOSED. . | 
Belfast.—The Gas and Electric Committee have placed a 


contract for cast-iron pipes with Messrs. R. Laidlaw & Sons. The 
tenders for plant for the electric station have been referred to the 
engineer for report. 


Bristol.— The Electrical Committee has accepted the ten- 
der of the E. P. S. Company for batteries at Temple Back; also that 
of Messrs. Higginbottom & Mannock for a travelling crane at Avon- 
bank, theirs being the lowest submitted. 


Glasgow.—Messrs. Lowdon Bros. have secured the 
contract for the wiring and other appliances required in connection 
with the electric lighting of the Graud Avenue at the Glasgow 
Exhibition. 


Hastings.—The Gilbert Arc Lamp Company, Limited, 
Chingford, have received a contract for au extension of open type 
arc lighting tor Hastiugs Corporation. 


872 


THE ELECTRICAL REVIEW. [Vol 47. No. 1,201, Novxunxn 30, 1900, 


Devonport.—The following tenders have been recom- 
mended by the Electricity Works Committee for acceptance by the 
Council Ir. Charles Furness is the borough electrical eugiucer :— 


Section A. Buildings exclusive of chimney and flues (9 tenders), 
Mr, A. н Cole 25,133 
Section D.--2 vertical engines a tenders), Part 1, З. 2. de . 
Ferranti .. 8,200 
Section D.— Part 2, 2 generators, balancer (23 tenders), battery, 


booster ага motor, E ectrie Con:truction Company, (23 

tenders) .. "T T M - x "m " .. 8,659 
Section DD. Part З, switchboard, Electric Construction Com- 

pany, tsubieet to certain deductions (11 tenders) T . 2,922 
Section E. Storage battery (7 tenders), A-shinore, Benson 

Pease & Co. 2,60 


Section Е. le- ton crane (7 tende rs), Higginbottom & Mannock 326 
The following tenders were recommended for acceptance :— 


Babcock & Wilcox, two hailers and mounting3 £1,950 
Bennis & Co., stokers and automatic umen: Р - РР 535 
Green & Son, economiser .. " is ss 8 id 440 
Glentield & ha 'nnedy, tanks and meter "d a TA x 271 
Mnther & Platt, grease filter 25 wi EM pa ; 70 
Carruthers & Co., valve chest “© ©» T ad - 60 


London,—The London County Council on Tuesday had 
under consideration the following tenders received for the supply of 


are lamps for the lighting of the Victoria Embankment and 
Westminster Bridges :— 


Gilbert Arc Lamp Company - £2,209 18 6 
he initernativ e э (accepted) 2,515 0 0 

New Century Fre "EM сори А 2,330 0 0 
Crompton & Co. з E 2, 3 0 0 
Oliver & Co. .. - "m Ps МР c% 2,010 11 6 
"T s (alternative) . x 25 е К as 2,676 2 0 
Veritys, Limited Pu i m $a ex 2. 9 12 0 
Genera! Ele etric Company à Es ja - as 83.0 0 0 


In a report on these tenders the Highways Committee mentioned 
that the Gilbert Arc Lamp Company had submitted two modified 
proposals iu addition to its tender in accordance with the speciti- 
cation. Those proposals were for the use of (1^ split globes at a 
cost of 30s. each extra, for the parapet lamps: and 2) specially long 
carbons at an extra cost of 50s. each, for the kerb lamps. The 
engineer stated that split globes were not specified as they were not 
in general use; but that the adoption of them would facilitate the 
trimming and cleaning of the lamps, and that the extra cost would 
be about £105. As regarded the second proposal, the engineer stated 
that probably a eousiderable saving would be effected in the cost of 
trimming, although some loss might arise from breakage through the 
use of such long carbons, and that the extra cost if the proposal 
were adopted would be about £200. The engineer was of opinion 
that the advantages to be gained by the adoption of both proposals 
would justify the increased expenditure: and ou the recommendation 
of the committee the Council accepted that company's tender for the 
«um of £2,515. 


FORTHCOMING EVENTS. 


Friday, November 30th.—At 8 p.m. Institution of Junior Engi- 
neers. Inaugural Meeting of 20th session, West- 
minster Palace Hotel, Sir Lowthian Bell, Bart., F.R.S., 
delivers the Presidential Address. 


At 8 p.m.—The Faradian Club. Lecture by Prof. C. A, 
Carus-Wilson on “ Swiss Polyphase Railways.” 
Saturday, December 1st.—At 2.0 p.m. and 3.0 p.m. The Institution 
of Electrical Engineers (Students' Section). Visit to 
Generating Station of Waterloo and City Railway. 
The Society of Model Engineers. Annual CORN ETEAZIONG, 
Memorial Hall, Farringdon Street, E.C.: 


Lectures and Demonstrations.—A lecture by Mr. Macfarlare 
Gray, M. I. Mech. E., on“ Power!“; Mr. Olaf. F. Bloch will give 
a chemical demonstration on“ Expldsives" ; a lecture by Mr. 
E. L. Pearce, entitled“ Induction Coil Experiments“; a 
pecu demonstration of glass blowing by Mr. T. Bolas, 


Tuesday, December 4th.—At 8 p.m. Society of Arts, Cantor 
Lectures. “Electric Oscillations and Electric Waves,” 
by Prof. J. A. Fleming, M.A., DSc., F.R.S. Four 
lectures. Lecture II.—'' Electric Resonance.” The 
free period of vibration of an electrical system—Tuned 
or resonant circuits.—Damping of oscillations—Good 
and bad radiating circuits—Electric resonance as a 
phenomenon in optics. 

Wednesday, December 5th.—At 7.3) p.m. Institution of Elec- 
trical Engineers. Meeting of Students’ Section. 
Papers to be read:—‘ Bipolar Machines,” by Mr. 
R. 1. Pearson; " Multipolar Machiues at the Paris 
Exhibition," by Mr. C. T. Stephenson. 

At 8 p.m.—Society of Arts. Third Ordinary Meeting. 
* Road Traction,” by Prof. H. 8. Hele-Shaw, LL.D., 
F.R.S. Sir Alexander Binnie will preside. 

December 7th.—At 4.0 p.m. Institution of Electrical 
Engineers. Students’ visit to the Electrical Stan- 
dards Laboratory of the Board of Trade, 8, Richmond 
Terrace. Whitehall. 


Friday. 


Thursday, December 6th.—At 8 p.m. Röntgen Society. Meeting 

at 20, Hanover Square. Mr. J. Mackenzie Davidson, 

M.B., will give an exhibition and description of his 

Stereoscopic Fluoroscope and a New Rotary Mercure 

Break. 

January 3rd. —Mr. А, W. Isenthal: A paper. 

Arrangements are being made for an evening devoted to X ray 
work during the late military operations; an Exuwibit ion even. 
йар (smoking, &c.), as last sess:on ; and a '* Di cussion” етер. 
ing, subject: “X Ray Therapeutics ; " and Mr. J. Cadet 
promises a paper on **8 me X Ray Improvements.” 

At 8 p.m.—Civil aud Mechanical Engineers’ Society 

Meeting, paper on * Valve Gears and Valve Diagrams," 

by Prof. R. H. Smith, M.I.E.E., &c. 

Saturday, December 8th.—At 3 p.m. Visit of Institution of Junior 
Engineers to the London United Tramways Com. 
pany’s electric generating station at High Road, 
Chiswick. 

Institution of Electrical Engineers. Students’ visit to the 
Manchester Square station of the Metropolitan Elec. 
tric Supply Company. 

December 1ith.—lInstitution of Electrical Engineers 
(Manchester Section). Meeting at Owens College, 
Manchester. 


Tuesday, 


| Wednesday, December 12th.—At 8 p.m. Institution of Electrical 


Engineers, (Glasgow Section). Meeting at the Institu- 
tion of Engineers and Shipbuilders, Bath Street. 

Thursday, December 13th.—At 8 p.m. Institution of Electrica! 
Engineers. Meeting at the Institution of Civil Engi- 
neers, Great George Street, S. W. 

Friday, December 14th.—At 8 p.m. Institution of Mechanical 
Engineers, Storey’s Gate, S.W. Power Gas and 
Large Gas Engines for Central Stations,” by H A 
Humphrey, Northwich. 


NOTES. 


Whats in a Name ?—A curious confusion arose at the 
meeting of the Institution of Electrical Engineers on 
November 22nd, with regard to the recording telephone 
invented by Valdemar Poulsen. This marvellous instru- 
ment (which we fully described in our issue of October 12th) 
is rightly called the K telegraphone ” ; but Mr, Gavey gave 
it as the “ mierophonograph," and was solemnly corrected 
by Mr. Hammer, who said it was the ** telephonograph " : 
Prof. Thompson, with his customary regard for accuracy of 
nomenclature, gave the correct appellation. Mr. Dane 
Sinclair had another version—the **telophonograph." s 
matter of fact, the telephonograph, which also was described 
in our issue of October 12th, but briefly, is the invention of 
Mr. E. O. Kumberg, associated with Mr. Higgins, of the 
Exchange Telegraph Company, and consists of a real com- 
bination of a phonograph and telephone. We are unable to 
call to mind any instance in which the electrical Press of 
London has pooh-poohed” the telegraphone, as stated by 
Mr. Dane Sinclair; we certainly never did so. Will Mr. 
Sinclair kindly give details, when he next has occasion to 
criticise our contemporaries ? 


„A Dangerous Thing, —Our contemporary of the 
jealous complexion is given to passing on the contents of 
the technical electrical journals sour comments which are 
not always evidence of superior knowledge. For instance, 
we were some time ago gravely corrected for speaking of 
boosters driven by shunt-wound motors—because, saic 
Mentor, the shunt-wound motor is as much part of the 
booster as the dynamo! Has our amiable critic never 
seen a booster driven by a steam engine or by a turbine: 
The kind of criticism, however, more favoured by, ano 
more within the capacity of, our revered contemporary, 
verbal criticism; and a supposed error in our issue 4 
16th inst. is seized upon with a triumphant flonrish—" “ 
course / is meant, but the misprint makes terrible not- 
sense of the article.” The article in question is that 
M. Guarini and Lieut. Poncelet on ** Wireless Telegraph 
with Repeaters,” and the authors, having explained tiy 
they had reduced the time required for the mechanic 
operation of the relays to an extremely small valu 
remarked that the time constant of the induction e 
causes delay, through prolonging the depression of ù 
sending key—that is, the time /, as printed. Ve sw 
ultra crepidam ; our Mentor would do well to confine hi 
attention to orthography, and to let technical matters slone. 
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Machine Tools,—The Daily Chronicle says that the 
Technical Instruction Committce of the Sheffield Corpora- 
tion recently made a special grant of £1,200 to the 
University College, Sheffield, for the purpose of acquiring 
modern machine tools. Prof, Ripper, principal of the 
school, has established a machinery department in which his 
pupils will be able to study the most modern types of 
machine tools in the world’s markets. The proposal to in- 
troduce tools of foreign manufacture has met with opposi- 
tion on the part of local manufacturers, but the department 
considered that it is of the greatest importance that the 
young mechanics of Sheffield should have an opportunity of 
becoming acquainted with the most approved methods of 
machine shop practice. In the equipment of the new depart- 
ment, accordingly, nationality has not been taken into con- 
sideration, but a careful selection has been made of the best 
tools, both European and American. As regards the 
nationality of the various tools Great Britain is decidedly in 
the shade, Germany and the United States having secured 
the majority of the orders. It is quite possible that those 
dissenting local manufacturers might learn a useful wrinkle 
or two by taking a course in the new machinery department. 


Return of Electrical Engineers Volunteers. We 
understand that the group of gentlemen who organised the 
send-off dinner at the Prince’s Restaurant in February are 
arranging for (as far as may be possible) the same hosts to 
give a welcome-home dinner in the same restaurant. The 
date, as at present fixed, will be Monday, December 17th, 
and any alteration (if any be necessary) will be announced. 
Mr. Henry Edmunds, of 2, Queen Anne’s Gate, is hon. 
treasurer, and will be glad to receive the names of gentlemen 
who wish to act as hosts in place of any of the original hosts 
who may be unable to attend. The subscription of each 
host, covering the cost of his own dinner, inclusive of wine, 
will be two guineas. 

The E.E.R.E. Volunteers propose to entertain the South 
African Detachment to a dinner and smoking concert at the 
Trocadero, on Saturday, December 15th, Mr. H. A. Barrett, 
Sapper, is acting as hon. sec., and communications should be 
addressed to 13, Victoria Street, S. W. 


American Automobile Shows.—With the close of one 
automobile show. in New York another began at the Grand 
Central Palace. There elaborate preparations for a 10-day 
show, opening on Wednesday evening, November 14th, had 
been made. The Palace Show was not a duplicate of the 
Garden Show. It afforded room for many vehicles that 
were on view for the first time. 

The Electrical World makes the following editorial com- 
ments on the claims of the electro-mobile :— 


That electrics are well to the front must be the firm opinion, we 
think, of every one who has visited the Madison Garden show. In 
ease of control by man or woman, in cleanliness, in absence of 
odour, heat, vapour, and jar, they are unapproachable; and while 
all the other types have undeniable merits, it is clear that the 
electrics are in the competition to stay, sure of public approval and 
patronage, particularly in the cities. While we prefer a substantial 
vehicle ourselves, we must confess to a strong feeling in favour of 
the light new piano box” electric automobiles so much in 
evidence at this show, with lessened weight of battery and a 
marked diminution in price. For these a large range of customers 
awaits, to whom with increasing facilities for charge, a new 
pleasure opens up denied to them under the old régime of the horse. 

Manufacturers report themselves as pleased with the result, 
although they took action wisely to check the growing tendency to 
increase the number of automobile shows. "They would soon bank- 
rupt themselves if they did not put a sharp limit on that form of 
expense. There are other ways of reaching the customer, and 
the vital question is how to create and fill the demand. From per- 
sonal investigation we can say that a large patronage is to come 
from a portion of the community very much in evidence at the 
show, but not yet reached, namely, the people of moderate means 
who have never felt able to keep their carriage“ in the cities. So 
far.automobiles have been built for fashionables and iudustrials, 
but in stage lines and in low-cost vehicles a field without limit is 
opening up. We venture to believe that more automobiles can be 
sold in this country, for example, to private users, on the instal- 
ment plan, than pianos, and the number of pianos thus disposed of 
runs into more hundreds of thougands than any automobile manu- 
facturer has yet set down in his.calculations. 


Birkbeck Institution —The annual distribution of 
prizes and certificates to students attending this well-known 
Institution took place last Wednesday evening. Sheriff 
Sir W. P. Treloar presided, and Lord Kelvin performed the 
ceremony and addressed the meeting. 


American Impressions.— Mr. R. W. Allen, of Queen's 
Engineering. Works, Bedford, has just returned from a 60 
days’ tour in the States, and in a letter to the Zimes of 
yesterday he has written his impressions, from which we 
make the following extracts :—“ I visited most of the prin- 
cipal electric construction companies, engine builders, tool 
makers, locomotive works, steel works, and electric power 
plants, and in every case and everywhere I saw how far and 
away advanced they are over us in methods of construction, 
design and magnitude. One electric power station in New 
York alone has 66,000 H.P., and their success is due to thie 
extraordinary care and attention which are given to every 
minute detail, not one point being missed . . . . Unless we 
radically alter and improve our system generally, we shall be 
left far behind. . . It is not only in engineering we are 
behind ; it is the same story in many branches of industry. 
.. If the British employer would only admit that he is 
beaten, endeavour to reorganise and make a fresh start, I 
believe we might yet hold our own and regain much of the 
lost foreign trade." 


An Electrical Engineers Slander Case.—Lord Stor- 
month Darling, in the Court of Session on Tuesday, approved 
of issues for the trial of an action in which Francis Teacue, 
burgh electrical engineer, Paisley, sues Dr. William Russell, 
52, High Street, Paisley, for £1,000 damages for alleged 
slander. The defender is a meinber of Paisley Town Council, 
and one of the members of the Electrie Lighting Committee. 
The pursuer avers that at a meeting of the Electric Lighting 
Committee on September 24th, 1899, the defender used 
language which represented that the pursuer was an agent 
for the sale of electrical lamps, and obtained a royalty 
thereon, and that with a view to earning the royalty, he 
refused to discharge his duty as a servant of the Town 
Council, and declined to connect an intending consumer's 
electric lighting installation unless the consumer agreed to 
purchase the lamps in which the pursuer was interested. 
The statement is said to have been a malicious invention. 
The defender denies the slander, and pleads privilege. 


Reply to “Н. J. S."—No harm whatever is done by 
drilling a small hole in the porous pot of a Leclanché cell 
to allow the solution to saturate the interior more quickly. 
'The sole object of tbe pot is to hold the depolarising agents 
in position against the carbon element. For ringing an 
electric bell, we have found a plain carbon and zinc in sal- 
ammoniac solution entirely satisfactory in every way without 
any depolariser. 


Lectures.—On Saturday evening Mr. W. A. Chamen, 
the city electrical engineer, gave a popular lecture in the 
Corporation Galleries on ** The Municipal Electric Service," 
Bailie W. Maclay, chairman of the electricity department, 
presiding. Mr. Chamen gave a history of the electric supply 
in Glasgow from its commencement, and showed a large 
number of lantern slides. А 

Sir William Preece lectured at the Owens College оп 
Monday evening on * Intercommunication by means of 
Electricity.” | 


On 28th inst., at the City of London College Science | 


Society, Mr. W. J. Tennant read a paper on ** Wrinkles in 
Patent Law and Practice.“ 

On Wednesday night Mr. S. A. Stammwitz lectured on 
„Wireless Telegraphy " (with experiments) at the Shore- 
ditch Wesleyan Mission, Hackney Road. 


Personal.—Mr. Appelbee, chief electrical engineer of 
the Cardiff Corporation electric lighting station, has been 
appointed to a similar position by the Ashton Electricity 
Committee. 

Mr. Wm. Sillery has been appointed resident electrica] 
engineer at Wrexham. 


Electrical Treatment of Lead Poisoning. — The 
decision of the Governors of the North Staffordshire 
Infirmary to introduce into their institution an electrical 
equipment for the treatment of lead poisoning cases has 
taken definite shape. Subscriptions have been got together 
for installing apparatus for electric baths, X ray apparatus, 
&c.; certain rooms have now been allocated, and 
authority given for the work to be done. 
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The Cheltenham Accident.—On the 21st inst. the 
inquest was held on the body of Richard Edwards, electrical 
jointer, in the employ of the Cheltenham Corporation, who 
met with his death at the Manchester Street sub-station of 
the electricity works in that town on 13th inst. The Home 
Office was represented by Mr. Maitland and Mr. Pendock. 
The evidence was to the effect that deceased was engaged in 
testing transformers at the sub-station. He was last seen by 
a fellow workman in the act of inserting a fuse in one of 
these transformers—which was, of course, dead,“ but no 
sooner had his companion turned his back than he heard a 
cry, and, turning round, saw the deceased in a sitting 
posture on a “live” transformer, which stood close to 
where Edwards was working.» This latter transformer, it 
should be explained, was covered by an india-rubber mat— 
a complete protection against contact with the “live” 
metal—but in his fall the deceased appears to have dis- 
arranged the mat and exposed a portion of the transformer, 
and it is supposed that some part of his body came in con- 
tact with the current, which was sufficient to cause instant 
death, the pressure being 2,000 volts. A post-mortem 
examination was made by Mr. Powell, surgeon, who found 
the organs of the body healthy, and who gave it as his opinion 
that death was due to paralysis of the heart, the result of a 
shock such as might be occasioned by electric current. — The 
jury returned a verdict in accordance with the medical evi- 
dence. They added a recommendation to the effect that the 
electrical engineer and the Corporation would consider 
whether some better and more efficient steps might be taken 
to protect machinery of this kind, so as to prevent a similar 
accident in the future—The Mayor (Alderman Norman) 
remarked that anything which could be done in this direction 
should be done. 


Prof. Fleming's Cantor Lectures.—The first of the 
course of Cantor Lectures on “ Electrical Oscillations and 
Electric Waves" was delivered by Prof. J. A. Fleming on 
Monday night. Numerous experiments were shown. 


Fatality.—The explosion at the Metropolitan Electric 
Supply Company's Sardinia Street station, to which we 
referred last week, caused the death of a stoker. The evi- 


dence at the inquest showed that a seam of a boiler tube had : 


given way, and deceased was severely scalded. He was 
admitted to King's College Hospital able to stand and to 
talk, but numerous burns were found on the body, and he 


died the next day from shock. The inquest on 22nd inst. 


stood adjourned. Mr. Reginald Todd said he thought that 
there was an original defect in the weld of the tube, which 
had become weak to bursting point by natural deterioration. 
The jury returned a verdict of * Accidental death," and 
exonerated the makers of the boiler from all blame. 


Students’ Section of the Institution of Electrical 
Engineers.—A special visit for student members who are 
not attending any of the Technical Colleges in London will 
take place at 4.0 p.m., on Friday, December 7th, to the 
Electrical Standards Laboratory of the Board of Trade, 8 à 
Richmond Terrace, Whitehall. Mr. Ll. R. Lester is the 
hon. sec. of the Students’ Section. 


The Institution of Electrical Engineers.—The 
Conncil of the Institution of Electrical Engineers has 
arranged, with the kind permission of the Institution of 
Mechanical Engineers, that if the discussion on Mr. Lang- 
don's paper read last night had to be adjourned, a second 
extra meeting should be held, also at the Institution of 
Mechanical Engineers, оп "Thursday next, December 6th. 


New Journal.— We are informed that a new monthly 
journal will shortly make its appearance. It will be known 
as the Klectro-Chemist and Metallurgist, and the office of 
the paper will be that of Messrs, Sherard Cowper-Coles & Co., 
Limited, 82, Victoria Street, S.W. 


Wireless Telegraphy. — Receiving and transmitting 
Instruments on Marconi’s system will be installed at the 
Essex Manufacturers’ Exhibition, in aid of the Essex 
disabled soldiers, to be held at the Shire Hall, Chelmsford, 
on December 12th, 13th and 14th. 


NEW COMPANIES REGISTERED. 


Claud Hamilton (Aberdeen), Limited (4.662).— 
This company was registered at Edinburgh on November ith, 
with & capital of £5,000 in £1 shares, to acquire and carry on the 
business of electrical engineers and contractors carricd on at Aber- 
deen and Inverness by P. C. Middleton & Co., Limited. The sub- 
scribers (each with one share) are:—Claud Hamilton, 247, St. 
Viucent Street, Glasgow, electrical engincer; Alex. Ferguson, 234, 
W. George Street, Glasgow, chartered accountant; G Watson, 
53, Bothwell Street, Glasgow, naval architect; David Alexander, 
247, St. Vincent Street, Glasgow, electrical engineer; R. Clement 
Boyd, 82, W. Regent Strect, Glasgow, writer; James Y. Collie, 
25, Union Street, Aberdeen, advocate ; and P. C. Middleton, Elstree 
Forest Road, Aberdeen, electrical engineer. The number of 
directors is not to be less than two nor more than four: the first arc 
Claud Hamilton, J. Y. Collie, Alex. Ferguson and P. C. Middleton; 
qualification, 150 shares; remuneration as fixed by the company. 


Imperial Electric Supplies Company. Limited 
(67,681 '.—Тһіѕ company was registered on November 5th, witha 
capital of £50,000 in £1 shares, to adopt an agreement with G. 
Bargate, G. S. Hertslet, H. W. Knott, E. P. Harvey and J. L. Bell, 
and to carry on the business of electricians, electrical and general 
engineers, manufacturers of electrical and other apparatus, tool 
makers, and manufacturers of motors, switches, transformers, 
sockets, circuit breakers, meters, lamps, &. The first subscribers 
(each with one share) are:—G. te. Constitutional Club, W., 
gentleman; G. S. Hertslet, 22, Linacre Road, N.W., gentleman; 
R. I. Browne, 17, St. Olaf's Road, Fulham, S.W., retired; E. Bird. 
5, Gray’s Inn Square, W.C., solicitor; H. Edmonds, 20, Beechfield 
Road, Catford, accountant; H. G. Powell, Hillside, Highgate Road, 
N.W., accountant ; and W. T. Wills, 127, Lumley Buildings, S.W., 
clerk. The number of directors is not to be less than two nor more 
than seven; the first are G. Bargate, G. 5. Hertslet, H. W. Knott, 
and E. P. Harvey’: qualification, £1,000; remuneration as fixed by 
the company. 


William Douglas, Limited (4,664).—This company 
was registered in Edinburgh on November 7th, with a capital of 
£1,000 in £1' shares, to acquire the business carried under the style 
of William Douglas, 11, Picardy Place, Edinburgh, and to carry on 
the business of telephone and electrical engineers in all its branches 
and departments. The first subscribers (each with one share) аге: 
—W. Douglas, 11, Picardy Place, Edinburgh, electrician; W. 
Macintosh, 11, Picardy Place, Edinburgh, electrician ; Mrs. Isabella 
Douglas, 20, Leopold Place, Edinburgh; Miss Ella Douglas, 20, 
Leopold Place, Edinburgh; James Douglas, Abbey Street, Edin- 
burgh, clerk; James McCall, Abbey Street, Edinburgh, engineer; 
and A. Wright Gilchrist, 9, Alexander Street, Partick, gentleman. 
Registered without articles of association. 

Limited 


General Electric Company of Ireland, 
(2,509).—This company was registered in Dublin on November 15th, 
with acapital of £2,000 in £1 shares, to construct, purchase, lease, or 
otherwise acquire any tramway or tramways in the Counties of 
Dublin and Wicklow, or in the vicinity thereof, and to carry on the 
business of electricians, electrical and general engineers, &. The 
first subscribers (each with one share) are:—Vere Ward Brown, 
Balnagowan, Rathmines, merchant ; John Chambré, Mesgril House, 
Dublin, merchant ; 0 M. L. Joynt, 66, Northumberland Road, 
Dublin, B. L.; W. R. McTaggart, Deepwell, Blackrock, Co. Dublin, 
cycle manufacturer ; L. R. Oswald Sealy, Rathclaren, Bray, Co. 
Wicklow, gentleman ; Harry Maginn, 101, Phibsboro' Road, Dublin, 
clerk ; and R. M. Hennesey, 31, Foster Terrace, Ballybough Road, 
Dublin, clerk. The number of directors is not to be less than two 
nor more than seven; the subscribers are to appoint the fint; 
qualification, £50; remuneration as fixed by the company. Regis- 
tered office, 22, Nassau Street, Dublin. 


Perfect Light Company, Limited (67, 776).— This 
company was registered on November 13th, with a capital of 
£25,000 in £1 shares, to adopt an agreement with the Scott -Snell- 
Phillips Syndicate, Limited, and M. Lachman, and to carry on the 
business of electricians, manufacturers of electrical and lighting 
apparatus and lamps of all kinds, &c. The first subscribers each 


with one share) are: — A. I. Ellis, 26, Tytherton Road, N., merchant; 


T. Thomas, 65, Moorgate Street, E. C., tailor; M. Lachman, 22, 
Palace Court, West, engineer; C. S. Snell, Culver Park, Saltash, 
Cornwall, engineer: S. A. Howell, 16, Paternoster Row, EC. 
solicitor ; А. C. Snell, 6, Winsham Street, Clapham, S. W., artist: 
and F. A. Snell, 57, Leathwaite Road, S.W., engineer. The numler 
of directors is not to be less than three nor more than five. The 
first are C. S. Snell, C. W. Phillips and M. Lachman. 


French Electric Lighting Boards, Limited (67,510). 
—This company was registered on November 15th, with a capital 


of £4,000 in £1 shares, to acquire from E. P. Sachs the benefit of 
certain existing inventions relating to electric lighting boards fur 


luminous advertisements or otherwise. The first subscribers teach 


with one share) are:—J. Feil, 53, Klondike Road, Balham, S. W., 
secretary ; C. Broointield, Dashwood House, E.C., gentleman ; 8. C. 
Whittle, 40, Carlingford Road, West Green, N., accountant; F. E. 
Mardon, Dashwood House, E. C., clerk; W. E. Bennett, Dashwood 
House, E.C., clerk; B. Blewitt, 22, Grove Road, Wanstead, articled 
clerk ; and W. Brider, 43, Appach Road, Brixton, S.W., clerk. Тїш 
number of directors is not to be less than two nor more than five; 
the subscribers are to appoint the first; qualification, £10; remu- 
neration, £100 each per annum (£50 extra for the chairman) and a 
share in the profits. Registered office, 7, Pall Mall, 8.W. 
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Ross Electric Light and Power Company, Limited ‘Mather & Platt, Limited (60,387).— This company’s 
67,825).— This company was registered on Nov. 16th, with a capital annualreturn was filed on October 24th, when 32,505 preference and 
of £8,000 in £1 shares, to carry on in the Urban District of Ross, 40,000 ordinary shares were taken up out of a nominal capital of 
Hereford, the business of an electric light and power company in £775,000 in 37,500 preference and 40,000 ordinary shares of £10 
all its branches. The first subscribers are:—J. Mackay, Reay each. £10 per share has been called up on 21,705 preference and 
House, Bodenham Road, Hereford, contractor, with 100 shares ; 2,500 ordinary shares, resulting in the receipt of £242,050. 10,800 
C. Allmond, Mitre Hotel, Hereford, licensed victualler, with 100 preference and 37,500 ordinary shares are considered as fully paid. 
shares: J. Parker, 14, Nelson Street, Hereford, civil engineer, with AEQ: 
100 shares; A. Johnson, The Highlands, Hereford, civil engineer, 
with 50 shares; E. C. Gurney, 12, High Town, Hercford, grocer, 
with 50 shares; H. Southall, The Craig, Ross, gentleman, with 10 
shares; and F. W. Wintle, Bank Offices, Ross, accountant, with 10 
shares; The number of directors is not to be less than s jd 
more than seven. The first are J. Mackay, J.P. (chairman), E. C. 
Gumey, C. Allmond, and A. Johnson, J. P.; qualification, £50. SUPPLY STATION ACCOUNTS. 
Registered office, 8, St. Mary's Street, Ross, Hereford. : —— 


Whittaker Bros, Limited (67,858).— This company THE accounts of the Blackpool Corporation 
was registered on November 20th, with a capital of £7,000 in £1 Blackpool form an imposing volume of statistics relating 


shares, to adopt an agreement with J. H. Whittaker and B. W. Corporation to that famous northern watering place, and 
Whittaker to carry on at Derby, Kidderminster, and elsewhere the Electricity not least encouraging is the section dealing 
business of an electric light and power company (including tele- Accounts. with electrical matters. Although the capital 
graphy and telephony), to construct, maintain, and deal with cables, Private supply, expendit : di | idl | 
wires, lines, accumulators, lamps, works, &c., and to carry on the publie lighting ` n e the 
business of electrical and other motor car manufacturers, electrical and traction. Increases in output, in connections and in load 
and general engineers, launch builders, &c. "The first subscribers are most substantial last year compared with 
each with one share) are: —W. W. Jenkins, 65, High Street, Dudley, the preceding financial period. When dealing with the accounts 
manager; T. G. Marsh, 206, Wolverhampton Street, Dudley, for 1898, we mentioned that the extensions in hand in March of 


merchant; J. H. Wythes, 59, High Street, Dudley, decorator and : : К | : 
plumber; F. E. Clark, Brooke Street, Dudley, brick manufacturer ; hat year w aad estimated to cost £40,000, and further extensions 
W. Builder, Greenfield Avenue, Stourbridge, traveller; Mrs. M. L. proposed might amount to a similar sum. "The position attained is 
Jenkins Brooke Street, Dudley;.and F. J. Marsh, 206, Wolver- indicated by the following figures :— 

hampton Street, Dudley, agent. 'lhe number of directors is not to | 


be less than three nor more than seven; the first аге W. W. GENFRAL STATEMENT. 


Jenkins (chairman), J. H. Whittaker, B. W. F. Whittaker, and T. G. 1898. 1899, Increase. 
Marsh; qualitication, £200. Total capital expenditure .. £102,002 £117,544 £15,549 
А | : f І Number of unit " e 7 8,56 78 
Lyndhurst Electric Lighting and Traction Com- 5 V 
À | К l Number of lamps connected — ... 60,200 48,000 17, 800 
pany, Limited (67, 854).— This company was registered on Maxi load i И , дк 
November 20th, with a capital of £500 in £1 shares (250 founders’), ARATA UUN POR UN ы Шы 950 1,300 350 
to construct or acquire, equip and word railways and tramways, to Gross revenue £14,284 £18,408 24,214 
supply electricity for light, heat, power, and other purposes, and to Gross expenditure... БИ n 47,162 10,535 23,373 
carry on the business of 5 electrical and En engi- Gross profit M Б 27.122 27,963 £841 
neers, promoters, financiers, &c. 1e first subscribers (each with : ; "e. Pr E 
one 1 are: — R. G. Fudge, 38, Beecroft Road, Brockley, secre- ee sold „ 87914, 3˙56d. 05 
tary; G. Elkin, 27, Mill Hill Road, Acton, clerk ; J. T. Down, 137, Over 1,000,100 units were sold, distributed as follows :— 


Clapham Road, S.W., clerk; J. F. Moreno, 20, Dalrymple Road, 
S.E., gentleman ; E. Atkinson, Rosebank, Jowey, Cornwall, gentle- р 
man; T. Williams, 21, Suffolk Street, Pall Mall, S.W., hotel pro- Private 


Year. 1898. 1869 
.. 523,412 at 8d., 5d., 24d., 726,860 at 8d., 7d., and 2d. 


prietor; and C. J. Wharton, Palace Chambers, Westminster, con- and 2d. per unit. per unit. 
sulting engineer. Table *A" mainly applies. Registered office, Public . .. 164,922 at 8d. and 2d. 193,053 at 8d., 7d., and 2d. 
Palace Chambers, Bridge Street, Westminster, S.W. per unit. per unit. 

Rawlings Brothers, Limited (67,908).—This com- Tramways... 181,850 at 2d. perunit. 228,651 at 2d. per unit. 
pany was registered on November 24th, with a capital of £100,000 The public lighting now represents 200 arc lamps (an increase of 
in £l shares, to carry on the business of electrical and general 54), and 264 incandescent lamps, while private consumers number 
engineers, builders, decorators, manufacturers of, and dealers in, 990. The total units generated reached 1,427,607 units. The 


electrical accessories and instruments, wire, cable, and line manu- Рту ; 
facturers, suppliers of electricity for the purposes of light, heat and length of mains is about 60 miles. The revenue account shows an 
motive power or otherwise, bicycle, tricycle, aud velocipede manu- increase of nearly £3,000 in the item for sale of energy, but the 
facturers, motor car and carriagé builders, machinists, fitters, mill- price per unit has fallen to just over 34d., a reduction of gd. We 
M d wire с, 1 1 ыз е . suppose that consumers are now beginning to realise the utility of 
saddle ers, japanners, &c. e.first subscribers (each with one — 

share’ ate: —J. J “Rawle, 82, Gloucester Road, South Kensington, me demang aC leet Ob Method of агаш. 


engineer; W. R. Rawlings, 82, Gloucester Road, South Kensington, REVENUE STATEMENT. 
electrical engineer; R. T. Smith, 61, Carey Street, W.C., solicitor; . 1898 1899. 
H. 8. Rawlings, 141, High Road, Chiswick, electrical engineer; Gross. Per units, Gross. Per unit. Increase. 


F. Rawlings, Carr Villa, Gartmoor Gardens, Wimbledon Park, S.W., Sale of energy E14, 165 391d. £17,055 356d. — 35d. 
engineer; G. W. Rogers, 29, Southdown Road, Wimbledon, S.W., Meter rents, ko. we 7 а А "E 
manager; and C. Rawlings, 58, Tranquil Vale, Blackheath, S.E., Attending and repairs pub- 


electrical engineer. The first directors are J. J. Rawlings, W. R. 15 ur n zn | 
Rawlings, and R. T. Smith; qualification, £2,000. бш айлы шоо “in T es 1,872 29d. + 29d. 


Street lamps, and profit 
on sales of lamps, &c. 


Other receipts .. ..  .. 119 ‘03d. 71 Old. — 02d. 

Gross revenue ... £14,284 3:944. 818,498 3·86d. — 08d. 
| In 1898 the costs fell by 22d. compared with 1897. Owing to 

OFFICIAL RETURNS OF ELECTRICAL increases іп “ coal" and “repairs,” the total cost has now risen by 
COMPANIES. half the amount of the previous reduction. These items are 


certainly liable to increase in a station at work for some years and 
| subject to the market fluctuations, which are being scriously felt 
Typewriting Telegraph Corporation, Limited throughout the country. As a result, works costs now stand just 
mo) eta башы gota pais dade S filed on 5 over 1#d., and total costs at 23 d., satisfactory figures still. Mr. 
en 5 з m it ; = i 1 
£100,000 in 21 5 Us [per 5 e 662 Quin has kept management expenses down, as will be seen in the 
aud 18. per share on 7,138 shares. 410,910 Os. 6d. has been paid, 
inclading £908 158. prepaid. £186 128. 6d. remains in arrears. Совт OF PRODUCTION. 
£29,851 is considered as paid on 29,851 shares. 1898. 1899. 
Gross. Per unit. Gross. Per unit Increase, 


Windermere and District Electricity Supply Com- So. .. £2,011 554. £3,353 70d. +17 d. 
pany, Limited (41,461).—This company’s annual return was filed Oil, waste, water and epee) 788 22d. 1,101 931, + Old. 


room stores. 
1,614 45d. 2,086 °44d. — 01d. 


summary. 


on September 25th, when 5,000 preference and 2,663 ordinary shares Salarios and wages incurred ) 


were taken up out of a nominal capital of £50,000 in £1 shares. m generasion and in ale 

5,000 preference). £5 per share has been called up on 3,040 prefer- unon, 

ence and 1,497 ordinary, and 10s. per share on each of 231 ordinary ООР inoa TONo, | 1,092 30d. 1,961 »41d. + 11d. 
‘hares, resulting in the receipt of £22,800 10s. £14,475 is con- dynamoe, &c. ) 


sidered as paid on 1,960 preference and 935 ordinary shares. Works costs. .. £5,505 152d. £8,501 1*78d. + 26d. 
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Rent, rates and taxes. 339 ‘09d. 478 -*10d. +014. 
nagement expense 
аза of managing engi | 928 26d. 974 "20d. — 06d. 
neer, secretary, clerks, &c. 
General establishment 
priming. law obarges and! 365 10d. 542 11d. +0ld. 
Other осоне. s> as 25 014. 40 014. 00 
Total costs .. £7,162 1:984. £10,535 9*90d. + 22d. 


The financial charges in 1898 amounted to £4,545; these now 
absorb £6,787, equivalent to 1:494. per unit sold, or an increase of 
£2,242, which is not covered by £841 larger gross profit, and the 
net protit, therefore, falls to £1,176, which has been placed to the 
credit of the local rate. A separate suspense account, totalling 
£14,039 for replacement of rubber insulated cable, has been liqui- 
dated as regards £9,470 by sums transferred from the general dis- 
trict rate, leaviug £4,569 to be met within the next three years. 


PROFIT STATEMENT. 


1898. 1899. 
Interest on loans. a ia £2,605 Bo 2 VU 
Sinking {und for repayments .. 1,940 } £6,787 = 1424р. 
Net profit carried forward 2,577 "T 
" - n to credit of rates 1176 = ‘246d. P. u. 
Gross profit £7,122 £7,963 


— 


CITY NOTES. 


British Westinghouse Electric and Manufacturing 
Company. 


THE first annual meeting of this company was held on Friday last 


at Cannon Street Hotel. The report, which was submitted for 
approval, read as follows :— 


The directors have pleasure in presenting their first annual report and balance. 
sheet for the period from July 10th, 1899, to July 31st, 1900. In addition to the 
orders and contracts taken over from the vendors, amonnting to £279,000, orders 
have been received and contracts have been entered into since the incorpora- 
tion of the company amounting to £550,000, thus bearing out the expectation 
expressed in the prospectus as to the development of the business. The net 
profit for the period under review, exclusive of the amount guaranteed by the 
vendors, is £10,777 78. Td, after providing for expenses of management, 
directors’ fees, and all othe r charges, which is considered satisfactory, considering 
that the works at Trafford Park are stiil in course of construction. Out of this 
profit, supplemented by the guarantee, the dicectors distributed an interim 
dividend on the 6 per cent. preference shares in May last, amounting to 
£7,551 23, calculated on the amounts paid up to January 3156, and now recom- 
mend the payment of a final dividend for the six months ending July 3lst, 
amounting to £15,000, making 6 per cent. thereon for the whole period. ‘The 
directors are pleased to report that the works at Trafford Park, Manchester, are 
making good progress, the agreement for the purchase of the land having been 
concluded, the plans forthe entire works having been prepared by Mr. Thomas 
Rodd, of P ttsburg, U. S.A., from information and drawings supplied by the 
American Westinghouse Electric and Manufacturing Company under their 
agreement, and the principal contfacts for the construction work baving been 
placed. The requisite connections between the works and the principal rail- 
ways have also been completed. In view of the large staff which will neces- 
sarily be required in connection with the works, a number of young English 
engineers have been sent to serve an apprenticeship in the works of the American 
Companyat Pittsburg. By this method of forming the staff the directors believe 
that the principles of manufacture, which have been so successfully worked 
out in the United States, will be reproduced in the works at Manchester. 
Arrangements are being made to provide suitable dwellings for the operatives 
to be employed in the works, in which the men and their families will be well 
housed at reasonable rates with great advantage to the company. "Technical and 
commercial managers have also been appointed, and are making themselves 
familiar with the approved methods adopted at he works at Pittsburg, whicb, 
as is weil known, are equipped with the most modern plant and appliances, and 
where about 7,000 men are employed. The directors intend to establish branch 
Offices in the more important mannfacturing centres, and they have recently 
opened an office in Manchester, at Haworth Buildings. No. 5, Cross Street. In 
July this company took part in the Electric Traction Exhibition at the Agri- 
cultura] Hall, Islington, and at the close of the Exhibition the car and track 
shown by the company were purchased by the London County Council for their 
experimental work at Camberwell. Pursuant to the provisions of the special 
resolution passed and confirmed in August, 1*99, empowering the directors to 
appoint any qualified person an additional director, the board have to report 
that they have appointed Mr. Lukach and Mr. Kobbé to be directora of the 
company. The appointments do not require confirmation by this meeting. 
Under the Articles of Association no directors retire from office at this meeting. 
The board appointed Messrs, Delo tte, Dever, Griffiths & Co, the first auditors of 
the company, and they will be proposed for re-election. At the conclusion of the 
ordinary general meeting an extraordinary meeting will be held, for the purpose 
of making a slight alteration in one of the Articles of Association. This is pur- 
suant to a promise given to the Stock Exchange when the special settlement 
and quotation were granted for the preference shares. 


The Hon. В. Сг,ЕпЕ Parsons, M. I. C. E., presided in the absence 
of the chairman (Mr. C. W. Benson), who had been ill for some 
months. In moving the adoption of the report, he said that Mr. 
Westinghouse was in America, and he was at present going through 
the plans and specifications for the equipment of the Manchester 
factory. Their sales for the financial year amounted to £550,000, 
which was au eminently satisfactory turnover, more particularly as 
iu the prospectus they stated that the turnover during the previous 
year was £256,000. They had considerably more than doubled the 
turnover. In October last they made sales to the amount of 
£32,550, and up to the present date for November they amounted to 
£31,890, so that the position was being maintained. That was 
merely trading with machinery procured from the American Com- 

any, but when the Manchester works were completed they would 
ook forward to the trade being very much larger. They had also 


absolutely in view, and hoped to secure within the next very few 
days, another £40,000, and they were preparing tenders further for 
sales which they had every reason to expect they would secure, for 
£104,000. Although the company was handicapped by obtaining 
the machinery from America, with freights aud other charges 
against them, they were already doing a very large business, Some 
of them might have said that, with the great turnover, why was д 
that the net profit was only £10,777 ? The position of the company 
was a peculiar one. Although the American company had been 
trading here for some years, aud had made a considerable position 
for itself, this concern wasa very different one. ‘They were expend- 
ing at a very rapid rate; their company would have a staff of from3,000 
to 5,000 men. They had to gradually put together a staff to manage 
the concern; they had engaged highly paid officials, and had to 
carefully train them. They could not prepare to furnish their 
works with an efficient staff for nothing. Various delays had 
occurred in the completion of the works. Those delays had occurred 
through no fault of theirs. The works would not be completed in 
the time that was anticipated. The board had had the matter care- 
fully in view, and had approached the American Company, who were 
guarantors, to make up the deficit on the 6 per cent. preference 
shares, and had asked them whether they would continue their 
guarantee until the works were completed. They had received a 
telegram saying that the matter was under most careful con- 
sideration. Various reports had reached the directors’ ear 
to the effect that they had abandoned the construction of the works 
at Manchester. They had prepared plans showing the properties 
secured and the general arrangement of the different departments 
from which they would gather that the rumour was not true. The 
plans showed land upon which they had their eye for extension 
purposes, also land upon which they might build dwellings for their 
operatives (negotiations on this point are proceeding with the Trat. 
ford Park Dwellings Company). It was just as important to house 
operatives properly, economically, &c., as to introduce labour-saving 
machinery in works. The cottages would be lighted electrically, 
heated by means of gas from a centre, and supplied with water. In 
these ways they hoped to be able to attract a high-class labour, and 
reap the fruits in connection with the shops’ turnout. As to staf, 
they had selected in this country a number of young engiueers who 
had received the highest possible training in technical colleges, anc 
they had gone to America, to the Pittsburg works, where they were 
undergoing a careful training in every branch of electrical engineer- 
ing. They wished to make the concern an English company, and 
to employ, as far as possible, English engineers; but at the same 
time it was necessary, at all events at first, to obtain a certain 
number of American engineers, who had been carefully trained for 
years back, to start the business properly in England, and to ran it 
until they had obtained properly educated English engineers whe 
were up to the newest practice in American shops. The com- 
pany had been.started principally with English capital (two-thirds). 
In order to keep the English trade up to the mark it was necessary 
not to sit down and say that English manufacturers are good 
enough, but to import the best, if they are better, and to raise the 
standard of English manufacture up to the highest possible point. 
That was the whole object of this company—that is its whole aud 
sole object. He proceeded to show the scale upon which the work 
at Manchester were being started. There were shops for the pur 
pose of turaing out every class cf electrical machinery, one for 
steam engines and for gas engines of large size. The large shop 
will cover eight acres. The heavy machinery will be constructed оп 
the ground floor of the works and the smaller machinery will ie 
constructed on the floors above. ‘The large machine shop is laid out 
in such a way that the machinery, as it comes from the iron 
foundry, the steel foundry, and the brass foundry, will be passed 
into the machine shops and come out the finished article on the 
other side. Coal supply would come from the Wigan district along 
the canal. There will be steam generating plant, and also a gas 
engine generating station side by side, and they would be in the 
actual position to ascertain what are the relative advantages of their 
large gas engines and steam engines, and to make any tests required. 
During the past year at the Agricultural Hall, Islington, they 
showed their complete system of electric tramway traction which 
would be suitable for the streets of London—not for the ceutre of 
London, but for the streets especially to the south of the rive 
where there are over 100 miles of tramway now run by horses. 
Before long they expected to be in a position to submit a complete 
proposal for the electrification of the lines on the south side of the 
river. In regard to the electrification of the Metropolitan under 
ground railways, they had been considering this important mattor 
for some months past. It was a complicated matter, and it occurred to 
them that in order to assist the railway companies various requir 
ments in the shape of Parliamentary powers were absolutely neces- 
sary. Within the last two months the companies had invited lead: 
manufacturers of electrical machinery to submit schemes for carry- 
ing out that great work. The directors of this company found thsi 
in order to submit as complete a proposal to those compauics аз 
possible, it was absolutely necessary to apply to Parliament fir 
powers for doing certain things in connection with the running 
those railways. Those powers which they have asked for cou«* 
in this—that they should present a proposal to supply the entire 
outfit of electrical machinery, rolling stock, &c., of those compass 
at a given figure; that the payment for this work would be eitr? 
in the shape of Lloyd's bonds, which bonds carry a first lien ur.’ 
a company's property. These bonds would be issued to the ^ 
iracting parties on the certificate of the engineers of the railwar: 
and would be negotiated by this compauy in any “> 
they might think fit. Another proposal which they intended tò 
submit, and forwhich they had asked Parliament to sanction power 
was to lease the sites for the generating stations, for which thos 
companies had secured Parliamentary powers: to erect on too 
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sites the necessary generating stations; to lay the necessary con- 
ductors to the lines in question ; to supply the rolling stock, and all 
that was necessary for carrying on the traffic; that they should 
receive from those companies something in the shape of a guarantee 
upon the receipts of those companies; and this would be, prac- 
tically, in the form of a contract with those companies, not inter- 
fering in any way with the preference, debenture, or any other 
shareholders. Before presenting this application to Parliament, 


they took the opportunity to mention the matter to the chairman of 


the Metropolitan District Railway, and communicated with the 
chairman of the Metropolitan Railway; but, unfortunately, he was 
ill Their whole and sole object in presenting this application to 
Parliament was with the view of Deing in a position, if those 
companies thought fit to entrust the company with the contract 
for the electrification of these railways, to carry out that contract 
without hindrance and without delay. Their proposals and action 
bad been entirely straightforward. It was not with a view to 
hamper the companies in any way; it was merely to be pre- 
pared when the time came, and the Westinghouse proposal was the 
one that was thought to be mostadvantageous. Possibly, it might 
not be во; and then, naturally, the application to Parliament would 
be inoperative. With regard to the expenditure which is necessary 
upon the works at Trafford Park, an issue of 25,000 £5 preference 
shares will shortly be made, and although they were fully under- 
written, the board would have much pleasure in doing their utmost 
to secure the allotinent of shares to any existing preference share- 
holder. 

Mr. Sheriff JOSEPH LAWRENCE seconded the motion. 

SHAREHOLDERS asked for an approximate date for the completion 
of the works, and also how the Metropolitan railways contract could 
be carried out if the works were delayed. 

The CHATRMAN replied that they were certainly behind hand with 
the works. The reason was, that they were anxious to place the 
contract for the steel works and other portions with English firms. 
Many hundreds of tons of steel were already delivered. The con- 
tract was enormous, amounting to about 12,000 tons of steel for the 
principals. ‘The rest of the work would proceed very rapidly, and 
"possibly by the end of next year we shall be in a fair way to 
commence work, but I do not think much before that." АП the 
machinery that they would require for the Metropolitan railways 
would be manufactured in America. 

The resolution was carried unanimously. 

The thanks of the meeting were given to the Executive Com- 
mittee, the auditors re-elected, and the chairman thanked in the 
usual way. 


Southern Electrical Installation and Wiring 
Company. | 


Tur annual meeting of this company was held last week at Hastings, 
Captain Colville presiding. The report stated that the installation 
business of the company, as distiuct from the free wiring depart- 
ment, might be considered satisfactory, when increased cost of 
labour and material is taken into account. It was diflicult to tran- 
sact free wiring business during the first nine months’ working, but 
definite progress is now being made. The balance on the revenne 
account amounted to £390. Interest on the preference capital 
absorbed £126. £264 remained, out of which the board recom- 
mended that 5 per ceut. to September 30th be paid. The report 
was adopted. In future there will be only one managing director 
instead of two,'and one less director than hitherto, thus reducing the 
expenditure. 


Prospectuses, 


Dura the course of last week from time to time copies reached 
our hands of a so-called “Private and Confidential ” Prospectus, 
bearing the date Wednesday, the day of November" (зіс); 
we have reason to believe that these have been scattered broadcast 
throughout the country. 

The prospectus is accompanied by a large illustrated sheet of 
Press cuttings, with the title “The British Electric Street Tram- 
ways, Limited,” in large letters across the front page; the illus- 
trations represent work done by other companies, such as 
the British Electrie Street Tramways, Limited, no doubt would 
like to do—the Central London Railway, for instance; Blackpool 
tramways, as they appeared before the conduit system was 
abandoned ; Bradford. Corporation trams, &c. The views include an 
impracticable “grand culvert system,” with a tiny tram rail 
spen conduit—the culvert being built under the tramway to accom- 
modate pipes, wires, &c.! The cuttings are gushing eulogies of 
electric traction, extracted from the daily Press and similar sources. 
We cull the following weighty opinion :—“ What а funny place 
England is!” said a little 10-year old American girl to her mother 
the other day. “Why, they actually have horses in their street 
cars!“ 

The prospectus itself is similarly embellished with extracts from 
the Daily Mail, the Echo, &c. The new concern is entitled 

“The British Electric Street Tramways, Limited. 
Construction and Maintenance Company (Parent)." 

The sting is in the tail. 

The nominal capital is £300,000, divided into 30,000 shares of 
£10 each, of which one-third is for working capital Every 10 
shares subseribed carry the right to apply for one £10 share in 
"The Founders’ Syndicate, Limited." The latter is to have a 
capital of £60,000, in 6,000 shares of £10 each. Its object is to 
irm new companies and promote Bills in Parliament for new rail- 
way and tramway undertakings, which the former company will 


have the first option of building and constructing. The Founders’ 
Syndicate might appropriately be called the mother-in-law of the 
“ parent” company. 

An imposing list of first subscribers is given, headed by Mr. 
Hiram Maxim. The advisory electrical envineers are Mesars. Preece 
апа Cardew. Amongst the directors are Mr. Thos. Parker, “ elec- 
trical engineer, Metropolitan Underground Railway," &c, and 
Messrs. Gordon Hunter and H. G. Thomas, directors of the Electric 
Tramways Construction and Maintenance Company, Limited. 

The company is formed to construct and work lines of electric 
railways aud tramways, to take over and electrically equip old 
tramways and scll them to new companies, and so on. For these 
purposes the company will acquire the business which has recently 
been commenced, iu connection with the construction of electric 
motors, accumulators, and other apparatus, under the superintendence 
of Mr. E. T. Parker, and known as the Electric Street Car Manu- 
facturing Syndicate, Limited, near Wolverhampton. Much is made 
of the success of the concern of Messrs. Thomas Parker, Limited, of 
which Mr. Thomas Parker was formerly managing director; we 
are informed, however, that Thos. Parker, Limited, has nothing 
whatever to do with the British Electric Street Tramways Company, 
Limited, and has no interest whatever in its promotion. The over- 
head system to be acquired by the company is said to have so many 
advantages "that it only requires to be understood to be widely 
adopted.” No details are given, except that “the wires are safety 
wires" and “instantly become ‘dead’ wires in falling or in 
breakage.“ It is a good plan to put them up so that they don't fall. 
“The grand culvert system,” to which we have already alluded, 
and “ wireless trams,” in which “the rail drives the car," ie., inside 
pegs, connected by hidden wires, touch a wire suspended under the 
car, à la surface contact, are also displayed in large type. 

Certain agreements which are referred to in the prospectus— viz., 
(1) between Mr. Holroyd Smith and the vendor company (the 
Electric Tramways Construction and Maintenance Company, 
Limited); (2) between the latter company and the Electric Street 
Car Manufacturing Syndicate, Limited ; (3) between Thos. Parker 
and the vendor company; and (4) between the vendor company and 
the British Electric Street Tramways, Limited, are printed at 
length on the backs of the application forms for shares in the 
British Electric Street Tramways and the Founders’ Syndicate. 

The first mentioned is dated February 14th, 1900, in the pro- 
spectus, but appears as February 14th, 1899, in the reprint. It pro- 
vides that the Electric Tramways Construction and Maintenance 
Company shall purchase from Mr. Holroyd Smith, for the sum of 
£55,000 in shares, and subject to the appointment of the vendor 
consulting engineer to the company at a commission of 5 per cent 
on the cost of works carried out, certain patents aud models 
specitied in schedules which appear to have been renumbered and 
attached to the agreement which we have numbered i4). Three of 
these patents were taken out in 1893-4, five in 1599, two in 1900 
(March and July; these appear to have been taken out after the 
agreement was signed); others, dated 1856, 1893 and 1895, are 
included, with the qualification that they “have, or may have 
expired.” The models are:—Model of conduit as first used at 
Blackpool; model of conduit as now used at Blackpool (sic); models 
of switch-box for closed conduit, controlling switch, &c., samples of 
clamps, conductors, &c., photographs and drawings. 

Agreement No. 2, dated October 6th, 1900, provides that the 
Electric Tramways Construction and Maintenance Company, Ltd., 
shall purchase from the Electric Street Car Manufacturing Syndi- 
cate, Limited, the business and goodwill of the latter company, the 
patents, &c., referred to in the first agreement and other patents 
&., owned by the latter company, two acres of land and the 
buildings (works) thereon, and other eight acres apparently not 
built on. The purchase price is £24,000, of which £10,000 is to be 
in cash, and the remainder in shares in a company to be formed by 
the purchasers, The business was to be taken over at once,and worked 
by the purchaser company, which, however, was not bound to spend 
more than £300 on it up to December 31st next. Unless the pur 
chase money is paid in full by February 15th next, the vendor may 
resume possession of the works. | 

Agreement No. 3, dated October 6th, 1900, sets forth that Thos 
Parker, senior, agrees to act as consulting enginecr to the Electric 
Tramways Construction and Maintenance Company for three years, 
at a remuneration of £500 per annum, and one-teuth of the divi- 
dends or bonus paid to the shareholders. 

Finally, Agreement No. 4 provides for the purchase by the British 
Electric Street Tramways, Limited, from the Electric Tramways 
Construction and Maintenance Company, Limited, of the contracts 
made in agreements Nos. 1 and 2, the sole benetit in London and 
Middlesex aud half the benefits elsewhere of contracts entered into 
by the vendor company, for the consideration of 20,000 fully-paid 
£10 shares in the capital of the purchaser company. The same agree- 
ment provides for the formation of the Founders’ Syndicate, 
Limited, with a capital of £60,000 ; these shares are to be purchased 
by the vendor company at a premium of 50 per cent., if so desired 
by the holders within one month of the date of allotment, and are 
thus artificially at a premium. The purchase of the business is to 
be completed on or before February 15th, 1901 

The Electric Street Car Manufacturing Syndicate, Limited, was 
registered on December 3rd, 1897, with an authorised capital of 


| £25,000, and has therefore existed for nearly three years. The 


Electric Tramways Construction and Maintenance Company, 
Limited, was registered on December 8th, 1886, with a capital 
of £250,000, of which, according to Garcke’s Manual, £55,507 has 
been issued—only 507 shares, however, having beén paid up to 
the extent of £1 per share. 

We have set the above facts before our readers to enable them to 
form a just estimate of the new flotation. It will not be ditlieult. 
The value of the patents—some of which, by the way, never got 
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beyond the provisional protection stage, at which they were 
dropped—together with that of the business and works of the 
Electric Street Car Manufacturing Syndicate, Limited (which has 
been working for less than three years, with a capital issued of 
£17,230) is to be set against £200,000. 

When such an astounding proposition can be put before the public, 
how can the electrical industry flourish? We can only hope that not 
200,000 pence will be subscribed towards this preposterous demand. 


Тнк list of applications closed on. Wednesday in an issue of 
£400,000 43 per cent. first debenture stock in the Brisbane Electric 
Tramways Investment Company, Limited. The share capital is 
£750,000. The proceeds of the issue will go to pay off the existing 
debentures and other debts and liabilities of the Brisbane Tram- 
ways Company, Limited, and in the construction and equipment of 
certain extensions, The present length of the lines is upwards of 
33 miles of single track and the extensions represent an additional 
124 miles. 

The gross receipts and mileage run of the existing lines have been 
as follows:-- 


Receipts 

Receipts. Miles run. per mile, 
1896 (horse traction) т £26,600 ae 803,400 - Rd. 
1897 (partly electric traction) $4,000 866,200 ae 93d. 
1598 (partly electric traction) 52,E00 ¥,297,700 805 97d. 
1899 (wholly electric traction) . 75,100 1,756,400 р 1044. 
Six months to June 30th, 1900 .. 46,664 1,096,000 i 10id. 


Western Telegraph Company. Limited,—An extra- 
ordinary general meeting was held on Monday at the offices, 
Winchester House, when the resolution passed at the meeting on the 
30th ult for altering a clause in the articles, was unanimously con- 
firmed. 


L| 
Stock Exchange Notices.— The Committee has been 
asked to allow the following securities to be quoted in the Official 
List:—City of London Electric Lighting Company, Limited.— 
Provisional certificates for £200,000 44 per cent. second debenture 
stock. 


Cape Electric Tramways.—Holders of share warrants 
to hearer are entitled, on or before 5th prox., to subscribe, at 30s. 
per share, for their proportion of the new issue of 40,000 £1 
ordinary shares. The time for subscription to holders resident in 
South Africa is extended to January Ist, 1901. 


Eastern Extension Telegraph Company.—An extra- 
ordinary general meeting of this company was held at Winchester 
House on Thursday, last week, Sir John Wolfe Barry presiding. 
The resolution whien was passed at the meeting held on 7th inst., 
gltering certain articles of association, was unanimously confirmed. 


TRAFFIC RECEIPTS. 


The Blackpool and Fleetwood Tramroad Company.—The receipts for the week 
ending November 24th, 1900, were £162; corresponding period last year, 
ring pee £8. Total to date, £19,575 ; corresponding period last year, 

Г, 1 . 


The ae ыргылыш ber ff 5 for the week 
ending November 23r , were £2, "8. 6d. ; correspondi riod last 
year, £2,650 5. 9d. ; increase, £53 128. 9d. | ЕЕ 


The Central London Railway.—The receipts for the week ending November 94th, 
1900, were £5,755; previous week, £5,406; increase, £849. Total receipts 
to date (17 weeks), £87,921. Miles open, 6. 


The City and South London Railway Company.—The receipte for the week 
ending November 25th, 1900, were £1,849; corresponding week last year, 
£1,035 ; increase, £814. Total to date, £38,957; corresponding period last 
year, £20,509; inorease, £18,448. Miles open, 1900, 42 ; 1899, B}. 


ЫШ 
The Cork Electric Tramways and Lighting Com y.— The receipts for the 
week ending November 22nd, 1900, were £324 lis. 10d.: oorresponding week 
last year, £856 0s. 9d. ; decrease, £81 8s. 11d. Total to date, £19,819 185. 11d. ; 
corresponding period last year, £17,857 6a. Id.; increase, £1,462 7s. 10d. 


The Dover Corporation Tramways.—The receipts for the week endi 
November 21th, 1900, were £162 198. 24d.; corresponding week last Scar 
£158 4s. Od.; increase, £4 88. 24d. Total to date, £9,762 15s. 10d.; corre- 
sponding period last year, £9,308 3s. Па. ; increase, £454 118. 11d. Miles of 
track open, 1900, 8; 1899, 3. Car miles run, 1900, 4,977 ; 1899, 4,791. Number 
of cars, 1900, 11; 1899, 11. 


The Dublin United Tramways Company.—The receipts for the week endin 
November 28rd, 1900, were as follows:—D. U. Т Со, horse cars, £22 12s. ede 
ditto, electric cars, £8,127 19s. 2d.; D. 8. D. Co., electrio cars, £684 10s. 10d. ; 
total, £8,885 2s. 6d; corresponding week last year—D. U. T. Co., horse 
cars, £169 198. 0d.; ditto, electric cars, £2,726 148. 10d.; D. 8. D. Co., elec- 
trio сагв, 2674 98. 2d.; total, £8,571 8s. Od.; inorease, £268 19s. 6d. ; 
aggregate to date, £99,078 9s. 2d.; aggregate to date last year, £85,768 
12s. 10d.; increase, £10,304 16s. 4d. . The mileage worked is 44 miles elec- 
trically, 1 mile by horses, as against 86 miles electrically, 8 miles by 
horses, for the corresponding period last year. 


The Live Overhead Railway Company.—The receipts for the week endin 
November 25th, 1900, were 1,525; corresponding week last year, 21,475 
lucrease, £48. Total from July Ist, 1900, £85,074; ditto corresponding 
period last year, £34,276 ; increase, £708, Miles open, 6°57 chains. 


- — M -- 


STOCKS AND SHARES. 


Wednesday Evening. ` 
BUSINESS in the electrical sections is again becoming active, aud 
investors are pinning their faith to the supply companies’ shares 
with more and more confidence every week. A large trade is being 
done in the Preference shares, while the demand for Debentures, of 
Which we have written several times lately, shows no sign of abate 


ment. It cannot be said that the market has benefitted mach by 
external influences, because the condition of the Czar’s health bas 
thrown a check over the investment markets generally. Moner, 
too, is inclined to be dearer now that the Bank of England has the 
market in its own hand, so that the healthy strength displayed by 
the electricity supply department is due to purely intrinsic reasons 

We are able to announce that arrangements are now nearly com. 
plete for the emission ofa fresh Preference issue by the Edmundson’s 
Electricity Corporation: The shares will bear interest at the rate of 
6 per cent. per annum, and will probably be offered at £5 5s. esch, 
pro rata to existing shareholders. We may remark that new issus 
in the market are frequently the signal for a fall to take plac 
in the price of the current shares. HEdmundson’s have not yet 
receded. Those who get the offer of the coming Preferences should 
embrace it without delay. The privileged ones who declined their 
right to apply for new Chelseas at 6 may now see these shares 
standing at 64, while the many who thought that £5 2s. 6d was 
too dear for new Charing Cross Preference are watching with env: 
the shares at their present price of £5 12s. 6d. 

City of Londons have come gamely to the front this week after 
the period of deflection that followed so quickly upon the heels of 
that little boom in the shares. Buyers of the Ordinary bave bec 
abundant, and the Preference shares are 5s. better. Beyond this 
there is little change in the official prices, but buyers now find that 
they have to pay the top figures in the majority of cases, instead of 
effecting their purchases at the middle. Asregards the Provincia) 
descriptions, Bournemouth and Poole Ordinary are 13, the Prefer 
ence 104, while Oxford Electrics are 6 for the £5 shares, and Folke- 
stone Ordinary, 5. Hove Electric—that excellent little company 
—boasts a quotation of 8 for its £5 shares, fully paid. 

Telegraph stocks are dull, under the lead of the Eastern 
securities. Eastern Ordinary has fallen another 3 points, making 
8 per cent. in the fortnight. It appears that the «seller t6 
whom we alluded last week has a large amount of wh 
the Stock Exchange euphoniously calls dead stock," 
stock which has to be realised for a deceased person's executor 
The block is being absorbed by degrees, but meanwhile 
it drags down the price. Eastern Extensions are also bein 
liquidated for the same account, and both classes of shares are ñe. 
lower, the Debenture stock also shedding a point. West African 
5 per cent. Debentures, on the other hand, are better by reason ol 
the attention now being devoted to“ jungle“ companies. If the 
West African mining market in the Stock Exchange really means 
business, the Telegraph Company should be considerably advantaged 
thereby. 

In the American telegraph group, the Anglo stocks are rather 
duller in consequence of the great storm that has raged round New 
York this week, which has, it is feared, damaged the Anglo Com- 
pany’s landlines. Directs are unaltered, noris there any fluctwatior 
in Submarine Cables Trust. 

We may safely take it for granted that at least 75 per cent. of 
our readers holding shares in electrical companies have received s 
prospectus of the British Electric Street Tramways, Limited. 
Whoever drew up that document deserves undying gratitude for 
his contribution to the amusing literature of the day. The pub: 
are asked to subscribe £300,000 to a venture which is to take over а 
small business near Wolverhampton, together with various inven 
tions and patents, as to whose value no word whatever of offici! 
estimate is given. For these valuable assets the vendors ask the 
paltry sum of £200,000 in cash or shares. The prospectus is accom- 
panied by a sort of supplement containing various photographs of 
electric trams and an incorrect sketch of a train on the Centri 
London Railway. While we yield to none in our belief that 
immense future lies before electric traction, it is difficult to imagini 
that there can be anybody simple enough to apply for shares i 
such a company as the one whose prospectus lies before us. 

Turning to the electric railway market, a further decline has bec 
noted in City and South London Stock. The attempt of the com- 
pany to raise more money by an issue of £10 shares at 5} ha 
demoralised the quotation, and dealers in the market shake their 
heads sorrowfully over the price at which the shares were offers! 
It is now cheaper to buy the stock in the open market than to app}; 
for the new shares, although the price at which the latter wer 
offered was supposed to provide a small bonus to stockholder 
Central Londons (undivided) are also easier on pessimistic fore- 
casts of the dividend by a daily contemporary. Baker Street an 
Waterloo shares are now at a discount. 

There will shortly be issued the prospectus of an import 
traction undertaking under the title of the South Ian 
Electric Traction and Power Company, Limited. The share capit 
will be £850,000, and Debentures to the extent of £750,000. Nev 
issues of Debentures are being made by the Brisbane Tramways ani 
the Dublin Tramways Companies, but the market in these is very 
limited. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


SION Business done 


Closing Closing during 

Present Divicen is for - а 

Issue. кыны Share the last three years. | wovemberzist| Mov. Bh. November id 

rc Басды == = = i esce MIT EIS xs RE CIT EE BENE fer ee ae a | 
1897. | 1898. } 1899. Highest. | Lowest. 
96,900 | African Direct Telegraph, 4 % Debs. mi T .. | 99 —103 99 —103 A 

119,700 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. ds ast . | 85 — 90 85 — 90 ies 

822,700 | Anglo-American Telegraph ... Stock 3 % | £3 9s.| 73/6 | 53 — 56 53 — 56 ad "M 
3,088,540 Do. do. 69 Pref. Stock 6 % | 6 % | 6 %| 98 —100 98 — 100 | 100 | 99 
3,088,540 Do. do. Deferred 18s. % £1 p 102— 114 | 104— 11 11 1013 

44,000 | Chili Telephone, Nos. 1 to 44,000 3 4%| 3— 33 3 — 35 34. 
13,333, 3 Commercial Cable - 8 8 8 7 165 —175 165 —175 D 
1,589,496 Do. do. Sterling 500 year 4 4 % I Deb. Stock Red. * 102 —104 102 —105 | 103 
16,000 | Cuba а" m 105 7 Ф 8 7 % 63— 74 64— 72 m 
6,000 Do. 10 95 Pref. 10 10 % 10 144— 154 | 144— 154 
12,931 | Direct Spanish Telegraph  ... К" vii 5 4 4 4 [4 34— 4} 34— 44 
6,000 Do. do. 10 % Cum. Pref. ... 5 10 зай ios 9 — 10 9 — 10 fox 

30,000 Do. do. 43 95 Debs. 50 | ... |... |... 100 —104 9 100 —104%] ... |... 

60,710/| Direct United States Cable 20 | 34% | 34% | 3 % | 103— 109 | 103— 102 | 10,4) 10} 
120,000 | Direct West India Cable, 44 Reg. Deb. 100 |... ни 99 —102 99 —102 en us 
4,000,000 | Eastern Telegraph, Ord. Stoc Ез Ses Stock 7% 7 96 7 [4 143 —148 140 —145 146 | 140 
1,826,888 Do. He Pret. Stock 8 ion 100 Te кз 97 —100 97 —100 98 97 
1,432,268? Do. Mort. Deb. Stock Red. - Stock, 4 95 baie . . {112 —116 112 —116 114 112 
250,000 | Eastern Extension, ЕЕ АА and China Telegraph ...| 10 7 % 7 7 % | 144— 14} | 14 — 114 144 | 14 

50,000 Do. 3: 250, 001 to 300,000 (iss. at£3pm.allpd.)£3pd.| 10 ай "m 64— 7 61— 061 Gt] on 
320,000! Do. 4% Deb. Stock ... Stock 4 96 114—119 113 —118 m 

Eastern and South African Telegraph, 4 % Mort. Deb. с: 

300,0001 Re fea 650 a 0) 100 100 —103 100 —103 
200,000 Do. 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,0 000 25 .. = .. | 99—102% 99 —102 | ... © 
180,227 | Globe ев and Trust 10 | 44% | 54% | 54% | 101— 10% 104— 102 | 108 | 104 
180,042 do. 6 % Pref. 10 | 6 P 69, | .. | 15 — 153. 15 — 153 | 154 | 15} 
150,000 Great N. Northern Telegraph, of Copenhagen 10 10 12196 31 — 33 31 — 33 311 

CCC ens 100 | .. |... |... 199 —102 | 99 —102 

17,000 | Indo-European Telegraph  .. 25 10 $ 10 Ф 10 95 | 49 — 53 49 — 53 «Ss 5k 
100, ,0007 London Platino-Brazilian Telegraph, 6 % Debs. ... 100 | 6 iss .. |104 —107 104 —107 " s 

72,880 Montevideo Telephone, Limited, Ord., Nos. 1 to 72, 680 EI^ sae 575 i— ёха i— 4 ds - 

86,492 Do. do. do. 5 y^ Pref., Nos. 1 to 86,492 14914 5 2— 1ха — 1 T а 
590,000 | National Telephone, 1 to 590,000  ... 516 6% 15 „ 48— 48 49— 43 xd EM 

15,000 Do. 6 % Cum. 1st Pref. 10|6 6 5 6 V 13 — 15 |12 — 14 . 

15, 000 Do. 6 % Cum. 2nd Pref. ... 1016 & 6 & 6 & 13 — 15 12 — 14 124 s 
250,000 Do. 5 % Non-cum. 3rd Pref., 1 to 250,000 515 5 6 5 — 5} 5 — 54 5 oa 

2.000, O00! Do 34 % Deb. Stock Red. M Stock 34% | 34% | 34% | 96 —99 96 — 99 93 | 96 

,000 Do. 4 95 Deb. Stock Red.. 100| .. | .. | . 101—104 101 —104 | 103 | 1014 

171,504 | Oriental Telephone and Elec., Nos. 1 to 171, 504, fully paid 1 | 5 @ 5% 5 2— 13 í— 14 pi e" 
100,000/) Pacific and European Tel., 4 % iip Debs., 1 tol 000 ... | 100 4 si .. 101—104 |101 —104 $e 
11,839 | Reuter's .. ag 85 5 5 | 7— 8 7 — 8 76 
3,381 Submarine Cables Trust те Cert.) ... "m .. 1125 —130 125 —130 ze 

58,000 | United River Plate Telephone "T 5,59295,1695, 7 | 4$4— 5 44— 5 e 

16,639 Do. do. 5 Y Cum. pref. Nos. 1—16, 639 Dd uw — iis 5 — 54 5 — 53 £s. 

23,361 Do. do. Nos. 16,640 to 40,000 єзї рі, 5 pi sed die33 lui 341 
179,947 Do. do. 5 PA Debs. . Stock .. |104 —107 П104 —107 106 
171,006 | West African Telegraph, 5 Y Debs... . 100 .. |98 —101 | 99 —102 M 

30,008 | West Coast of America, Nos. 1—30, 000 and 53, 021—523, 008 22 - Р i— { — ^ d 
150,000 Do. do. 495 Debs, 1—1,500 gua. by Bras. Sub. Tel. | 100 | ... | .. | .. 100 —103  |100 —103 . 
207,930 Western Telegraph, Ltd., Nos. 1207, 930 : 10179 77 7 95 14 —144 14 — 143 148 | 14 

75,000 Do do. Debs. 2nd series, 1906 100 |... Pu ... |103 —106 103 —106 Ds aes 
348,777 Do. do. Deb. Stock Red. ; 100 fae ae 102 —105 102 -—105 сез 

88,321 | West India and кай Telegraph ... s ..] 10| 2 2% | 895 — 1 i— 1 i 

34,563 Do. do. do. 6 Cum. Ist Pref. ... 10 6 ios 64— 74 64— 74 644 

4,669 Do. do. do. 6 % Cum. 2nd Pref. ... | 10 | 6 5— 7 5 — 7 E 

80,0007 Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 105 —108 105 —108 

ELECTRICITY SUPPLY COMPANIES. 
| 

19,661 | кошип a & кено Elec. Lt. Sup., Ord., 101 to 19, [| 514 6% 6% 7— 8 | 7— 8 T. iss 

12,000 do. 7 J Cum. Pref... 5 7 x: .. | 84— 94 84— 93 | .. i 

50,000 | Charing с and Strand Electricity Supply .. 5 7 8% 9 Ф 92 — 102 95— 104 10 93 

20,000 Do. do. do. do. 4496 Cum. Pref. 8 е — 6 — 6 e ‘as 

34,000 |*Chelsea ey Supply, Ота. ... 5 6 6 [4 6 Ф 6$ 62— 7 63 635 
150,000 Do. do. o6 Deb. Stock Red. . Stock, 44 110 —113 110 —113 — js 

70,579 | City of London "Electrio Lighting, Ord. 40,001—110, 579... 10 10 6 Ф 4 % 9 — 10 9 — 10 92 | 91 

40, Do. 6 95 Cum. Pref., 1 to 40,000 . . 10/6 6% 13 — 134 13 — 14 134,| 133 
400,000 Do. 5% Deb. Stock, Scrip. (iss. at £115) all paid | ... | 5 е: 125 —130 195—130 127 

40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | n4 | nil 4 Ф B4— .94 84— 94 9 А 

90,000 Do. do. do. 6 % Pref. 40,001 —60, 000 10 6 * 6 W . 11 — 12 11 — 12 ем 
200,000 Ро. 44 % Deb. Stock, Prov. Certs (all paid) Rd. . T. ee s . . 108 —111, 108 —111 - 

35,900 | Edmundson's Elec. Corp., Ord. Shares СЕ ise 5 5 7 - 44— 5 44—— 5 - 

75,000 Do. do. 44 % 1st Mort. Deb. Stock. 100 | ... ise .. [101 —104 [101 —104 H 
110,000 | London Electric Supply Corporation, Limited, Б vds 3 fe А т 12— 2} 12— 23 T 

49,840 Do. do. do. do. 6% Pref. DT. oe. 186-95 1 ws 44— 53 44— 54 ia 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. |Stock, ... s *. |100 —102 100 —102 P. ae 

85,000 | Metropolitan Electric Supply, 101 to 62,500 ... 10|6%!5%!5%|13—14 1124— 134 131 13 
220,000: Do. 4495 First Mortgage Debenture Stock . 4 .. 112 —115 112 —115 on ТИ 
250,000 Do. 34% Mort. Deb. Stock Red. e. Stock 8 .. | 97 —100 97 —100 987 

6,452 Notting Hill Electric Lighting be 10 6 6 * | 7 144— 154 ‚| 144— 154 | 148 

40,000 | Bt. James’s and Pall Mall Electric Light, Ord. 5, 5 pe 144% 144% | 15 — 16 15 — 16 15} 

20,000 Do. do. 7 % Pref., 20,081 to 40,080 517 7% 7 8— 9 8— 9 ; 
150,000 Do. do. 34 % Deb. Stock Red. 10; .. ' ..-.| .. 100 —103 100 —103 dt 

12,000 | Smithfield Market Elect. Supply, Ord... 5 2— 2 | 2— 24 | .. 

50,000 Do. do. Deb. 100 85 — 95 |85 — 95 

65,000 | South London Electricity Supply, rd us " 5 21— 34 | 24— 33 a | sah 

79,900 | Westminster Electric Supply, Ord., 101 to 80,000.. 5 12 J 12 9, TE % |12 — 13 12 —13 | 128i 194 


* Bubject to Founders Shares. 
Unless otherwise stated all shares are fully paid. 


otations on 5 pr ок Exchange 


Qu 
| Dividends paid in deferred share warrants 


Dividends marked § are for с year consisting of the latter рагі of one year and the first part 0 


зщ used a as capital, 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


| N Dividends for | ing 80 3015 : 
leue інв | езі three years. | шы. | ori. 8 
Highest | Lowe 
20,000 | British Aluminium Cum. Pref. . 9 — 10 9 — 10 es 5 
300,000 Do. do. lst Mort. Deb. Stock Red. 1 — 95 91 — 95 91 oe 
45,000 | British Electric Riu я 134 — 144 134— 144 1 1 
50,000 Do. do. 6 95 Cum. Pref. iss "m vee are 12 — 13 12 — 13 12$ | 124 
350,000 Do. do. 5 % Perpetual Debenture Stock КР - sist .. {120 —123 120 —123 р; m 
85, 0007 T British Electric Works Co., Ord. £1 shares, 50, 001 — 135, 000 e Ж 8 5 18 — ts Ys— з m 
50,000 } Do do. 6 % Cum. Pref., 1—50,00  .. a— à i— 8 
500 |t Do. do. 44 % 1st Mort. Deb. TT 97 — 99 97 — 99 
70,000 | British Insulated Wire Ord. ss wey 5 15 [4 15 `9, 20 [4 104— 11% 10 — 11 
70,000 Do. do. 6 96 Cum. Pref. T " PN b 5$— 64 53— 63 а 
90,000 | Brush Elecl. Enging., Ord., 1 to 90,000 Ses К 2 TE 5 $ 6 Ф 18— 138 18— 11 13 
90,000 Do. do.  Non-cum. 6%, Pref., 1 to 90,000 iva 2] 6 69 2— 2 2 — 2} 2760 2 
125,000! Do. do. 44 Ф Perp. Deb. Stock V Stock .. |106 —111 106 —111 8 ds 
| 108,710 Do. do. 44 95 Perp. 2nd Deb. Stock ... [Stock 103 —105 103 —105 — T 
30,000 | Callender's Cable Construction shares, Nos. 1—30,000  ... 5 124% 15 5% 15 5% PB 134 | 124— 131 TW. MN 
40,000 Do. do. 5 % Cum. Pref. oe 5 54 51— 51 5 5} 
90,000 Do. do. 44 96 1st Mort. Deb. Stock Red .. [S ock| ... ET s ТЕ —114 110 —114 CT 55 
206,297 Central London Railway, Shares ЧР ..]| 10| .. iia .. |10$— 102 10 — 104 10% 10} 
| 78,703 Do. do. Pref. half-shares ... T sis 5, .. Se m" 5 — 5 5 — 52 59 5 
78,703 Do. do. Def. do. л 980 ik 5 5 — 5 5 — 54 ól | .. 
| 855,000 | City and South London Railway " ... [Stock 14% 24% 12% 54 — 58 52 — 56 | 55 52 
| 37,500 | Do. do. Ord. shares Nos. 22 ‚501 to 60, 000 . „ 10 a 41— 53 44— 54 ы ы 
| 54,000 | Crompton & Co., Nos. ^ 54,000 3 Е d 1 3| ... 6 L4 715 34— 4 34— 4 
Do. 5 95 18 Mort. e 1 to 900 0 
100, 000 £100, and 901 to 11,000 of £50 red oe sx s xs 99 —102 99 —102 б ; 
99,261 | Edison & Swan Utd. El. Let., “ A” shares, £3 pd. 1 to 99,261 5 6 7 6 6 | 1g— 21 1$— 2} 2 
17,139 Do. do. do. “А” Shares, 01—017,139 ... 5 6 6 6 Y 32— 44 34— 44 
344,023 Do. do. do. 4 96 Deb. Stock Red ... | 100 és ves "m 90 — 92 90 — 92 
100,000 Do. do. 5% 2nd Deb. Stock Prov. Certs. Rad ae 100 us . . | 96 —100 96 —100 
112,100 | Electric Construction, 1 to 112,100 2| 6 $ 6 6 %| 2 — 21 2 — 2} 
25,000 Do. do. j Cum. Pref., 1 to 25 000. ax 2 7 7 — 2 31 22 — 3 Y 
182,500 Do. do. Perp. 1st Mort. Deb. Stock. Stock a .. {102 —105 102 —105 104} 1 
9,6007| Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 ... ‚| 10] 7 ф 7 7 10 — 11 10—11 
30,000 | Henley’s (W. a теперь Works, Ord. ius T S 5 | 12 14 15 124— 133 124— 13] 13 1% 
30,000 Do. do. 44 % Pref. 5| 7 7 888 51— 5 51— 58 5} 
50,000 Do. as do. 44 Mort. Deb. Stock. Stock 44 des * 1108 —112 108 —112 
50,000 | India-Rubber, Gutta-Percha and Telegraph oo .. | 10) 10 10 . | 204— 213 | 21 — 22 214 
300,000 Do. do. do. 4 96 1st Mort. Deb .. ... | 100 i $i Vi 100—103 100 —103 101 
$7,500 |tLiverpool Overhead Railway, Ord. T *. 1084 3} 32%| 8t§— 97, 8} 
10,000 t Do. do. Pref., £10 paid ai e| 10] 5 5 5 13 — 133 | 134— 133 i 
37,350 | Telegraph Construction and Maintenance ... s | 12 |15 15 15 37 — 42 37 — 42 40 | 3% 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 ... | 100 © 101 —104 101 —104 ds 
20,000 | Telegraph Manufacturing, "P Nos. 1 to 20,000 ... = 5 .. 8 9% 13 9 104— 114 | 10§— 114 1019 ... 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20, 000. 5 эз 51— 5 53— 52 53 3 TP 
540,0001| Waterloo and City. Railway, Ord. Stock... . . 100 ... 3 v 3 E 92 — 95 92 — 95 .. sis oo 
t Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully paid. [^s i 
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THE SYNCHRONISATION OF 
ALTERNATORS COUPLED IN PARALLEL. 


[Condensed translation of the second and third parts of a paper 
entitled “A Study of the Transmission and Distribution of 
Energy by Alternating Currents,” read before the Société Inter- 
nationale des Electriciens by M. Maurice Leblanc. ] 


2 


(Concluded from page 765.) 


A 5ІМРІЕ method of generating the E. M. Fs. of lower frequency 
that must be developed between the ends of our secondary circuits is 
the employment of ordinary continuous current machines, furnished 
with commutators, whose field-magnets are excited by alternating 


currents of convenient frequency. In fact, the E.M.F. developed 
between the brushes of such a machine would be, at each instant, 
proportional to the strength of the field current, and consequently, 
would have the same frequency and the same phase. 


The speed of rotation of this dynamo, and the strength of the 
flux that would be developed in it, being independent of the 
frequency, this machine will work as well as if it had been required 
to furnish continuous currents; its dimensions will, therefore, be 


very small, if we only require it to furnish real energy, or very little 
&pparent energy. Finally the frequency of the currents which 
traverse the armature being low, there will be no trouble with the 
commutation. We are thus led to add to our generator two small 


-as we like. 


continuous current dynamos exactly alike. Each of the two 
secondary circuits will be connected with one of the armatures of 
these machines. 

The currents which traverse the two secondary circuits being 
naturally 3 a quarter of a period, each of them will be 
convenient for exciting the field magnet of the continuous 
current machine whose armature will be traversed by the other 
current. 

We have represented in fig. 12 a dynamo whose armature, A А, 
consists of a Pacinotti ring furnished with a commutator c c, upon 
which the two brushes a and 8 bear at opposite ends of a diameter. 
The line x y is a diameter passing through the contacts of the 
brushes. | 

The field-magnet, 11, consists of a second Pacinotti ring with 
its teeth turned radially inwards, concentric with the first ring. It 
is furnished with two windings represented diagrammatically in 
fig. 12, the first winding by continuous lines, and the second by 
dotted lines. 

A current passed into the first winding will develop a flux follow- 
ing the direction of the line x y. A current passed into the second 
winding will develop a flux in a direction perpendicular to the line 


c3. The exciter with which it will be convenient to furnish our 


generator will be composed of two such machines, coupled upon the 
same axle, as represented in fig. 13, so that one pulley can turn the 
two simultaneously. | 

The diagram fig. 14 represents the connections that it will be con- 
venient to make between the secondary circuits of the generator 
aud the several circuits of the exciters; s aud c represent the two 
circuits of the generator. a and a’ are the two armatures of the 
exciter, and a 8 their brushes. -y and y’ are the field circuits of the 
exciter dynamos developing flux in the direction of the line z y. 

тапа Y are the field circuits of these dynamos developing flux 
perpendicular to the line 2 y. ` 

In order to prevent the currents of frequency (а + n w) developed 
in the secondary circuits of the generator passing through the 
exciter, we impose on these two circuits of the generator other 
secondary circuits closed on themselves, and consisting, for example, 
of a squirrel cage. Under these conditions the field which turns 
with reference to the secondary circuits with the speed (a + n w) 
will not be able to acquire any appreciable value. 

The electromotive forces of the same frequency developed in the 
circuits 8 and c will therefore be very small, and a fortiori the 
currents that they will pass into the exciter will be small, the im- 
pedance of the latter for frequency (a + n w) being very great. 

Call 11 = asin2w (a — nw) t and i = a соз? т (а – љо) 
the strengths of the currents issuing from the circuits s and c which 
traverse the exciter. : 

The qurrent whose strength is ij in traversing the circuit J, will 
develop a magnetic field, equal, but of contrary sign to that which 
it will develop in traversing the armature a. The operation will 
go on, as if the apparent coefficient of self- induction of that 
armature was 0. 

But the circuit 1 being traversed by the current whose strength is 


ig d cos 2 т (а - љо! 


the E. M. F. produced by the rotation of the armature a will be 
equal to k асов 2 T (a — пш) f, K being a coefficient depending 
upon the speed of the armature, its dimensions, and the saturation 
of its iron core. 

We can arrange the magnitude and the sign of the coefficient k 
We shall, therefore, be able to arrange so that this 
E.M.F. may be a quarter of a period in advance of the current ù. 

Note that the circuits s and c, including their extensions, have a 
coefficient of mutual induction 0. Each of them including one of 
the circuits I or 1’ will have its coefficient of self-induction increased 
by a quantity ^, which will reduce the action of the dynamo whose 
armature it traverses, to that extent, these circuits, therefore, will 
have only à small number of coils, the others being increased. That 
will present no inconvenience in the matter of commutation, since 
the inductive reaction of each armature will be directly destroyed 
by the action of the circuit з or 3’, which is connected to it. As to 
the influence of the variatious of the flux which will be produced 
by the short circuiting of the coils by the brushes, it will be very 
weak because of the low frequency of these variatious. It will be 
rendered completely negligible by giving plenty of contact surface 
to the commutators, and by joining these last to the sections of the 
armature by connecting wires having resistance. 

We have just said that in order to oppose the production of the 
superfluous flux turning with reference to the secondary circuits of 
the generator, we should arrangea magnetic screen around these 
circuits. It is necessary to be careful that the screen is not of too 
low resistance, or it may begin to demagnetise the circuits con- 
nected with the exciter. | 

The author then proceeds to show that :— 

1. If the machine is already constructed, we can always arrange 
an exciter that will allow the machine to furnish wattless currents 
to the network across which it is connected when the frequency of 
the slip varies between certain limits, 8; and 85. 

2. We can à priori take any values for the frequencies, 81 aud Bo, 
aud determine, in consequence, the section of the wire of the 
windings closed on themselves and the power of the exciter. 

We have supposed, it is true, that the resistance of the secondary 
circuits connected to the exciter was nil in comparison with that of 
the circuits closed on themselves. "This condition is not necessary, 
but the resistance of the circuit connected to the exciter must 
always be small compared with that of the circuit closed on itself. 
If they were equal, for example, it would be found that the equation 
of the second degree, which gives the values of Вапа 8;, had imaginary 
roots. That is due to the demagnetising action of the circuits which 
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are closed on themselves. It will be easy, moreover, to fulfil the 
condition, the resistance of the circuit connected to the exciter 
being 0, by modifying the exciter which has been described. 

We arrange two circuits upon its field - magnets, one of 
x coils, the other of м coils, developing magnetic fields in a 
direction perpendicular to the line of contact of the brushes. The 
circuits of N coils will always serve for the passage of currents 
which will be in quadrature with those that traverse the armature. 
The others will be in series with it. SERA 

1. In this manner the armature traversed by a curreut whose 
strength is | 
i = asin 2 r (a — n c) f, 


will be subject to the action of a magnet having N coils, traversed 
by a current of strength 
— iy = — % сов 2 T (a — m в) {, 

and N“ coils traversed by a current of strength 

11 = asin 2 т (a — n w) t. 

2. The armature traversed by a current whose strength is 

i = a cos 2 T (a — nw) k, 
will be subject to the action of a magnet having N coils traversed 
by a current of strength E 

ù = «a sin 2 m (a — nw t, 
and N“ coils traversed by a current of strength 


22 = a cos 2 жа — n ) Ё 


In practice, the two circuits of x coils will be traversed by currents, 


whose strengths are 
. ь \ 
| i = a cos 2 т (a — nw) (, 
and 
ù = a sin 2 r (a — nwt, 


but in directions opposite to each other. The coefticient of 
mutual induction of the two cirenits will always be 0, and nothing 
will be changed from that which has been stated before. 

But the presence of the two circuits of coils will allow us to 
develop in the two armatures of the exciter E.M.Fs. of the same 
phase as the current strengths which traverse them. 

It will be easy to arrange so that these E.M.Fs. render the 
resistances of the circuits artificially nil. It would not be necessary, 
however, to render them negative, tor the exciter would then 
excite itself, and would transform the asynchronous generator into 
an ordinary alternator. 


APPARATUS FOR THE 
DETECTION AND REGISTRATION OF 
ELECTRICAL VIBRATIONS.* 


By A. C. POPOFF. 


(Concluded from page 846.) 


THE accompanying diagram (fig. 2) shows*the arrangement of the 
parts of the apparatus. The tube containing the filings is supported 
horizontally between the terminals, Mand N, by athin watch-spring, 
which, for greater elasticity, is bent at one of the terminals into a 


zigzag. Over the tube the bell is placed so that when it is actuated 
it will give slight taps with the hammer on the centre of the tube, 
which is protected from breakage by an india-rubber ring. A good 
plan is to mount the tube and the bell on a vertical board. The 
relay, n, may be placed in any convenient position. 

The action of the apparatus is as follows: A current from a 
battery of 4 to 5 volts constantly circulates from the terminal, P, to 
the platinum foil, 4, then through the powder contained in the tube 
to the other foil, B, and through the coils of the relay back again to 


„PP T Ad ³ AAA UE 


* Translation of paper from Russian Physical aud Chemical 


Society’s Journal for January, 1896. 


the battery. The strength of this current is insufficient to attract the 
armature of the relay, but if the tube, a B, is exposed to the action 
of the electric vibrations the resistance instantaneously decreases, 
and the current increases so much that the armature of the relay is 
attracted. Atthis moment the circuit from the battery through 
the bell, normally interrupted at the point c, is closed and the bell 
begius to act; but the tapping of the coherer tube immediately 
reduces its conductivity again and the relay breaks the bell circuit. 

In my apparatus the resistauce of the filings after vigorous shaking 
becomes about 100,000 ohms, and the relay, with a resistance of 
about 250 ohms, attracts the armature with a current of from 5 to 10 
milliamperes (according to the adjustment)—that is, when the 
resistance of the “whole circuit falls below 1,000 ohms. Aftera 
single shock the apparatus responds with a brief ring; under the 
continuous action of the discharges the coils respond with sufficient 
frequency on account of the bell strokes occurring at approximately 
equal intervals. 

The sensitiveness of the apparatus may be indicated by the 
following experiments :— . 

1. The apparatus responds across a large auditorium to the dis- 
charges of an influence machine if a thin wire about 1 metre long 
and placed parallel to the direction of the discharges is attached to 
п point А ог в, in order to increase the energy acting on the 

lings. 

2. When connected with a thin vertical wire 2:5 metres long the 
apparatus responded in the open air, at a distance of 210 feet, to 
the vibrations produced by a large Hertzian vibrator (plates 40 centi- 
metres square) with sparks in oil. 

3. Placed in a closed zinc case, the apparatus did not respond to 
the discharges generated in its immediate neighbourhood, not even 
to sparks passing between the zinc case and the knob of the elec- 
trical machine; but if an insulated wire, connected with one of the 
points A or в, be led out of the case with its end projecting 10 or 15 
centimetres, the apparatus responds to vibratións produced by a small 
Righi, Lodge, or similar transmitter at a distance of 3 to 5 metres, 
lengthening the external part of the wire considerably increases the 


. sensitiveness. 


4. The apparatus is very sensitive to discharges between con- 
ductors in direct metallic connection with the circuit containing the 
coherer tube. Thus if we connect the point a or B with the rod of 
a discharging electroscope, the apparatus responds to every dis- 
charge of the leaves after the electroscope has been charged with 
300 volts. Direct discharges from the disc or knob charged by a 
dry pile of about 500 volts electromotive force actuate the bell, 
the energy of the charge being less than 5 ergs. 

9. The apparatus responds to the spark formed at the moment oí 
breaking an independent circuit, if this circuit is metallically con- 
nected with that containing the filings; as, for example, if we close 
a Grenet cell by a wire from terminal to terminal, and connect one 
terminal with the point a by a short conductor. If the interrupted 
circuit contain an electro-magnet the action of the spark which 
occurs on breaking the circuit may be transmitted to the apparatus 
through a very long conductor. Self-induction and capacity in the 
conductor transmitting the vibrations doubtless considerably 
diminish the transmitted energy. For this reason the sparks pro- 
duced on the interruption of the bell. circuit at the points c and D 
act but feebly on the coherer; even the spark at р is of no im- 
portance, since at the moment when the conductivity of the filings 
is destroyed contact із made at the point р. For this reason the 
arrangement of the parts of the apparatus, as shown above, appears 
to be the only possible one. With other arrangements failure may 
easily result, seeing that the conductivity destroyed by the motion 
of the hammer might be restored by the action of the sparks pro- 
duced in the apparatus itself, and the bell wonld ring continuously. 

6. The apparatus when inserted instead of the telephone in one 
of the disengaged lines at the central station, did not respond 
either to the rings orthe speaking currents on the neighbouring 
lines, although these were clearly audible in a telephone if it was 
inserted instead of my apparatus. Sometimes it responded to 
certain rings indicating the end of a conversation, and at the 
moment of hanging up a telephone in its place on one of the 
neighbouring lines; but at those instants rapid vibrations may 
have been generated in the circuits by the formation of sparks. 

7. Apparently the apparatus is also sensitive to slow discharges 
passing through the filings, but only when the energy is consider- 
able. Thus, the apparatus responds to rapid movements of an 
electrified ebonite rod in the neighbourhood of the conductors of 
the apparatus; but slow movements have no effect on it. The 
current generated in the secondary of an induction coil, on breaking 
the primary circuit during a discharge through the filings, either 
directly or with a condenser successiyely inserted in this circuit, 
always acts on the filings, producing sufficient decrease of resistance. 
but the current produced in closing the primary circuit acts more 
feebly and irregularly. An effect of this kind, moreover, agrees with 
the hypothesis adopted by me above. The apparatus is actuated 
by the discharge from the knob of an influence machine through a 
wet string about 1 metre long, suspended from one of the points 
A or B, if the string be, moistened with acidulated water, bat doe: 
not respond if it be moistened with distilled water. 


time - The filings are therefore more sensitive to rapid vibra- 


tions for the same amount of energy. 
An instrument possessing so much sensitiveness may serve fer 
various lecture experiments on the electric vibrations, and il 
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enclosed in a metallic case may be easily adapted to experimenta 
on electric rays; in many similar experiments the apparatus, as 
arranged by me, possesses too much sensitiveness. But thanks to 
the fact that the relay may vary in sensitiveness within certain limits, 
we may by varying the number of cells, easily obtain the desired 
degree of sensitiveness. 

Another feature of the apparatus, which may give further 
interesting results, is its ability to indicate the electrical vibrations 
which occur in a conductor connected with the points a or B (sec 
diagram), in the case where the conductor is exposed to the action 
of electro-magnetic disturbances in the atmosphere. Forthis purpose 
it is sufficient to connect the apparatus protected against all other 
action—to an aerial conductor placed at a distance from telegraphs 
and telephones, or even with a lightning conductor. Each vibration 
exceeding in intensity a certain limit, will be indicated by the 
apparatus, and even recorded, as, each time the relay makes contact 
al ће point c (fig. 2), a recording electro-magnet may be brought 
into action, in addition to the bell. For this purpose one end of its 
coil is connected at a point between c and р, and the other to the 
battery terminal P; that is, the electro-magnet is joined up in 
parallel with the bell. 

Experiments with the apparatus in connection with aerial lines of 
considerable length are sure to give more or less interesting results. 
I happened to be one summer in the Ural for a cure,“ and far from 
other telephone lines, and during that time if one took the telephone 
in one's hand distinct rhythmic sounds could be heard, and also very 
frequently, the hissing, whistling, and crackling of a discharge. As 
evidence of the character of the phenomenon occurring on this line, 
although these sounds were heard in winter as well as in summer 
‘I observed them from May until September), the interference with 
transmission of speech was not great in the former case, but in 
summer communication was sometimes rendered difficult by it. 

Experimental trials of the recording apparatus in connection 
with a lightning conductor were carried out last summer by 
M. A. Luboslavsky in the Institute of Forestry at St. Petersburg. 

On the Institute building, among other appliances designed for 
the observation of the direction and force of the wind, a small 
wooden mast was erected, at the top of which was fixed an ordinary 
lightning rod point. This point, by means of a wire running down 
the mast and then stretched across the courtyard on insulators to 
the Meteorological Cabinet, was connected.to the point a of the 
apparatus (fig. 2). The point B was connected, in common with 
other meteorological apparatus, to a conductor which was put to 
earth by means of the water pipes. The recording portion con- 
sisted of an electro-magnet, tothe armature of which was connected 
a stylus from one of Richard Fréres’ registering instruments, and of 
a cylinder by the same firm, giving a weekly record. 

With this arrangement the apparatus responded with a ring, and 
а mark, each time the current was sent by the anemometer, during 
the observation of the direction and force of the wind, these effects 
being due to the fact that the system of conductors is in connection 
with the apparatus through the common earth wire, and electric 
vibrations are excited at the moment the current is interrupted. 


In order to distinguish these marks from others produced by 


atmospheric electricity, the observers, when such signals were given, 
made a note of the circumstance on the cylinder; these extraneous 
effecta on the apparatus, however, were allowed to continue asa 
check upon its accuracy. 

The experimental apparatus, though not perfectly satisfactory, 
was brought into use in the latter part of July (new style) and 
afterwards, during the last days of August (new style), and gave the 
following results :— - 

July 30th.—According to records of principal Physical Observa- 
tory, thunderstorm from 10.40 to 11.40; by record of the observa- 
tory of the Institute of Forestry, thunderstorm about 1 o'clock in 
the day. The apparatus gave a series of marks, running together, 
and following each other for the space of 40 minutes in the interval 
between 12 and 1 o’clock. 

August 21st (N. S.)—At the principal Physical Observatory the 
records states: thunderstorm from 4.50 to 5.50 p.m., nearest approach 
3 seconds at 5.17, and thunderstorm from 8.37 to 9.10 evening— 
nearest approach at 8.40. Storm noted by the observers of the 
Institute of Forestry, and registered by the apparatus in a serics of 
marks following each other uninterruptedly from 4.50 to 8.50 p. m.; 
during the night the apparatus recorded a few more marks. 

August 23rd (N. S.)—Apparatus gives an interrupted record com- 
mencing at 1.15 and lasting 25 minutes, and another record after 
9 p.m. continuing for 1 hour 20 minutes. : 

No notes of a thunderstorm or rain were made by the observers 
of the Institute. 

August 25th.—The apparatus records:—5.45 a.m., duration 20 
minutes, marks at 9.10, at 10.0, nearly uninterrupted record from 
10.25 a.m. to 7.45 p.m. On this date rain was noted up to mid-day 
at 1 o'clock and in the afternoon. According to the statements of 
the student observers the apparatus rang for 5 or 10 minutes ata 
time during the whole day. 

M. A. Luboslavsky was absent that day. According to his obser- 
vations the day was sultry with a large amount of cumuli. At the 
principal Physical Observatory there were no notes of a storm. 

August 26th.—Marks recorded: 9 a.m. and 12.5 p.m. ; after the 
latter observation, the glass tube containing the filings broke; at 
12 p.m. rain was noted by the observer. | 

The apparatus was again brought into use at the end of September 
(old style), with a modification of the registe?ing mechanism. The 
weekly cylinder was replaced by a 12-hour one, and the record was 
made ona telegraph slip wound on the cylinder. The speed at 


э The line extended for a distance of 15 versts (10 miles? from 
West to East along a spur of the Ural Mountains in the Bogoslovski 


which the slip moved was 23 mm. per hour. It wa3 easy to dis- 
tinguish clearly on the slip the strokes following each other. The 
apparatus stood in its former position, unprotected from the action 
of the meteorological apparatus, in which electric currents were 
used, and from the effects of occasional discharges during work in 
the physical cabinet. If, therefore, the record of the apparatus be 
examined from hour to hour, it may be ascertained beyond doubt, 
that only part of the indications are produced by itmospherie dis- 
charges. The marks recorded in the period of time between 
11 p.m. and 7 a.m., are. however, not open to doubt, as duriny that 
time the cabinet in which the apparatus is pla’ Сапа all the 
neighbouring rooms of the building are closed. The apparatus gave 
indications of this kind for example, on October 6th, at 12.45 p.m. 
and 5 a.m. | | 

In this period may be noted the 24 hours from September 24th 
to 25th. September 24th was Sunday, and the cabinet was closed. 
On this date there were indications at 8.51 a.m. and at 5, 5.45, and 
6 p.m. ; at 5 a.m. in the following day, and at 9.25 a.m. - Indications 
were expected on September 24th. I and M. A. Luboslavsky 
were at that time in St. Petersburg, and M. Luboslavsky 


having called my attention to the gathering clouds, similar 


in shape to thunder clouds, remarked that it would be in- 
teresting to know whether the presence of these clouds would be 
indicated by the apparatus. Later in the evening of that day there 
was very heavy rain having the character of summer showers In 
the middle of October the experimeuts were discontinued in con- 
sequence of certain indispensable alterations iu the experimental 
apparatus. The battery of four Leclanché cells, used up to this 
{ше in the experiments, became exhausted. At the present time 
ei apparatus is again in operation with a battery of six Meidinger 
cells. 

During the experiments with the apparatus in the summer period 
it was necessary for safety to join up a lightning arrester in 
parallel with the coherer tube. 

It may be useful if I add a few remarks on the adjustment of the 
apparatus. The bell must be adjusted so that the hammer may. 
have as great an amplitude of vibration as possible, and the coherer 
tube must be placed at such a height that it barely touches the 
hammer when the latter is in the position of rest, and does not 
follow it by the action of the springs. Only under these conditions 
will the instrument respond with precision, with a brief ring after 
each separate shock. 

In view of the results obtained in the experiments described 
above, the desire may perhaps be expressed that those persons who 
are interested in the observation of thunderstorms will give the 
apparatus a more extended and careful trial. | 

In conclusion, І may express the hope that my apparatus, when 
further perfected, may be used for the transmission of signals to a 
distance by means of rapid electric. vibrations if only a source of 
such vibrations can be found possessing sufficient energy. 


THE AMERICAN ELECTRO-THERAPEUTIC 
| ASSOCIATION. 


Tre tenth annual meeting of the American Electro-Therapeutic 
Associntion was held in the Academy of Medicine, New York City, 
September 25th, 26th, and 27th, 1900, under the presidency of Dr. 
Walter H. White, of Boston, Mass. | 

The report of the Committee on Electrodes was presented by Dr. 
Charles R. Dickson, of Toronto, Chairman ; several new electrodes 
were submitted for inspection by Dr. Walter H. White, Mr. R. G. 
Brown, E.E., of Brooklyn, N.Y., and Dr. C. R. Dickson ; the recom-. 
mendations of the committee in regard to the standard dimensions 
of connections, and the manner of marking bipolar electrodes were 
adopted by the Association. 

Rev. Newman Lawrence, of Stapleton, Staten Island, read a paper 
on “ Electro-Therapeutic Sins," scoring vigorously the use of elec- 


tricity by those who did not understand it, the fraudulent character 


of so-called electro-magnetic body appliances, and the testimonial 
evil. A discussion on “Electricity in Tuberculosis and Present 
Modes of Treatment,“ was taken part in by the following: — Dr. 
S. A. Knopf, of New York, spoke on the “ Etiology of Tuberculosis, 
its Course and Termination." Dr. M. J. Brooks, of Stamford, Conn., 
dealt with The Modern Treatment of Pulmonary Tuberculosis.” 
te Electric Light as a Therapeutic Agent," was presented by Dr. 
Charles O. Files, of Portland, Me. “Electric Light; its Physio- 
logical Action and Therapeutic Value in Tuberculosis of the Throat 
and Lungs," was the subject of Dr. Wolff Freudenthal of New York. 
Dr. Egbert LeFevre, of New York, gave a “ Report on the Practical 
Value of Grotte's Method aud of Others who Advertise Cures." The 
report was not of a favourable character. А committee was 
appointed to investigate the method of M. Grotte, consisting of 
Drs. William J. Morton, Robert Newman, and Emil Heuel, of New 
York. Dr. J. Griffith Davis made a Plea for the Better Applica- 
tion of Electricity in Diseases." 

Some New Appliances for X Ray Work.—Mr. E. W. Caldwell, 
E.E., of New York, brought out an improved stand and holder for 
the X ray tube, discarding the rigid clamp for a spring; an 
iugenious shelf for supporting the arm in any position and steady ing 
it there; a device to keep the limbs in the same relative position in 
taking radiographs of the hip joint; and a suggestion to interpose 
a thin sheet of celluloid to prevent injury to the plate by the 
moisture of the person’s body. 
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Combined Electrisation, or Galvano-Faradisation.—By Dr. А. D. 
Rochwell, of New York. Among the advantages of combined treat- 
ment over the use of either current alone, he instanced the more 
powerful excitation of contractile fibre cells, greater stimulation of 
waste and repair, stimulation of osmosis, increase of heat production, 
and especially its value in local spasmodic conditions and the con- 
trol of the symptoms of exophthalmic goitre. 

Cleanings in the Field of Electro- Therapeutics,.—By Dr. Charles О. 
Files, of Portland, Me. Several suggestive cases were alluded to. 
During a double amputation of the thigh about an hour after a rail- 
way accident, the patient suddenly developed symptoms of severe 
shock to such an extent that he appeared to be dead; the prompt 


application of galvanism with one pole to the epigastrium and the 


other to the base of the brain revived the patient almost immedi- 
ately ; electrisation had to be resorted to at short intervals for three 
weeks to avert collapse; the patent completely recovered. Every 
surgeon who bad seen the case during the first fortnight had given a 
practically hopeless prognosis. A second was a most gratifying 
improvement following electricity and massage in a case of incipient 
tuberculosis Electricity was a most valuable ally as au hypnotic, 
and in many inveterate cases of facial neuralgia persisting after 
operative measures for relief. 

Discussion on Electricity in Ginecology, and the Present Reluctance 
of Gynecologists to use Electricity: The General Office Work of a 
Gynecologist.—Dr. Fred. H. Morse, of Melrose, Mass., outlined the 
value of electricity in diagnosing the presence of deep-seated pus; 
in metritis, endometritis, subinvolution, uterine displacement, 
ovarian neuralgia, painful menstruation, electrical treatment was 
most satisfactory ; in acute inflammatory conditions electrical treat- 
ment was not contra-indicated, but special care wasrequisite then; a 
reliable battery, amperemeter, апа a good high tension faradic 
battery were absolutely essential; asbestos cloth made a capital dis- 
persing pad. 

The Morton Wave Current—A Valuable Addition in Electro- 
Therapeutics.—In the absence of the author, Dr. W. B. Snow, of 
Atlanta, Ga., this was read by Dr. C. R. Dickson. The wave current 
was unique in many respects ; thus, it was administered from but 
one side of the generator, the alternations were of charge and dis- 
charge, though of high potential it could be passed to and fro 
through the body with little discomfort ; the patient received general 
electrisation ; the surges of the current passing through the tissues 
of the body, it permitted the use of the highest possible electro- 
motive force; it was readily controllable; the constitutional effects 
were marked lowering of arterial tension, lessened frequency of the 
heart’s action, and increased volume of pulse, increased oxidation 
and metabolic activity, marked diminution of nervous irritability, 
with sense of drowsiness, and a sense of fatigue if the treatment was 
too prolonged; it was indicated in all atonic conditions, chronic 
menstrual disorders, uncomplicated neuralgias, sciatica, sprains and 
bruises, and many other conditions. 

The Nervous Disorders Peculiar to IWomen—Dr. G. Betton Massey, 
of Philadelphia, dealt chiefly with the relation of neurasthenia to 
these disorders, and the frequent need for well-regulated and properly 
directed activity as opposed to the notion of rest. 

Use of the Continuous Current and Electrolisis.—Dr. Robert 
Newman, of New York, outlined his successful use of electricity for 
many years in a large tange of cases, including the absorption of 
pelvic exudates, prolapsus uteri, fibroid tumours. i 

Spark-Gap Currents, viz., Franklinic Interrupted, Static Induced, 
and Wave Currents.—By Dr. William J. Morton, of New York. 
The wave current, or “displacement current,” presented more 
advantages than either of the others, it embodied all that could 
be obtained from an electrostatic machine in current form for 
therapeutic purposes; it was of especial value in neurasthenia 
and all cases where it was desired to improve the general nutrition. 

On Methods of Generating and Transforming Electric Currents for 
Therapeu ic Uses, by Mr. Charles T. Ch ld, E.E., technical editor of 
the Electrical Review (N. V.), was, in his unavoidable absence through 
illness, delivered by Dr. C. R. Dickson from Mr. Child's manuscript. 
The officers and a large number of the members of the New York 
of Electrical Engineers were present on invitation. The direct Society 
current was a special case of the alternating current, in which the 
frequency was reduced to zero; the maximum of pressure for 
therapeutic use was 60 or 70 volts; the battery, though it had 
recently celebrated its centennial, was still far from perfect; the 
so-called dry battery was only useful for small currents and for 
short periods; for motors and cauteries, storage batteries were the 
best. High pressure currents were reduced for therapeutic use 
by employing a shunt around a resistance such as coils or lamps; 
а machines generated potentials up to several hundred thousand 
vo | 

Value of the Cataphoric Method in Cancer.—By Dr. G. Betton 
Massey, of Philadelphia. The method consisted in driving the 
salts of mercury into the cancer by cataphoresis with heavy electric 
currents; the patient being etherised and placed on a large leaden 
plate covered with heavy pads, constituting the negative electrode, 
the positive being a tube of gold with amalgamated tip through 
which mercury was injected; 300 or 400 milliamperes of current 
were used, sometimes for two hours or more. An inodorous slough 
separated in one to three weeks. Eleven out of 37 casés had been 
successful ; in 22 the treatment had been begun too late. The treat- 
ment was not intended to take the place of the knife, but was very 
applicable to early manifestations, particularly carcinoma of cervix 
uteri, and before metastasis. 

The Causes of Some Cases of Neurasthenia and their Treatment.— 
By Dr. Francis B. Bishop, of Washington, D.C. A systematic 
quantitative analysis had showed quite commonly a diminution of 
the daily quantity of urea and an excess of phosphates; muscular 
tissue seemed to be the chief seat of the metabolisin; exercise in- 
creased the output of urea; the object should be to promote 


chemical changes by muscular exercise, which ordinarily was fol. 
lowed by fatigue, and such cases were already fatigued, therefore 
he used electricity, beginning with a mild galvanic current to 
stimulate the cells of the brain and spinal cord, followed by general 
galvanisation, and then by general faradisation ; lastly, about 15 
minutes in the ozone-eage with static spray. 

X Ray Photography.—By Dr. E. R. Corson, of Savannah, Ga 
Unless the X rays were powerful enough to penetrate the bone, 
details could not be properly brought out. Mere length of spark 
did not indicate the efficiency of apparatus. By increasing enor- 
mously the number of interruptions, the quantity of current passing 
through the tube was augmented, aud efficiency proportionately 
increased. А coil giving a spark of only 8 or 10 inches and all the 
current the X ray tube could stand, was recommended ; also the use 
of a hydrochinone developer. All negatives, no matter how strong, 
should be intensified after development; this gave sharp contrasts, 
showing no flesh. 

Electricity in Brain Failures.— By Dr. D. R. Brower, of Chicago, 
Ill. The frequency of cerebral neurasthenia was to be attributed 
to the almost universal condition of unrest, keenness of competi- 
tion, drifting away from the authorities of the past, and not a little 
to "young America” and the “new woman." It was frequently 
associated with disorders of the intestinal tract, or with dilatation 
of the stomach; daily séances of intra-gastric electrisation lasting 
five minutes, carried out by the patient himself three or four hours 
after a meal, with attention to diet, with intestinal faradisation by 
the physician, galvanisation of the brain, and bulbar galvination, 
followed by static insulation, were recommended. 

Electro-therapy of Jnsanity.—By Dr. Alfred T. Livingston, of 
Jamestown, N.Y. The author had been using electricity in the 
treatment of mental disorders for about 19 years. The calmative 
effect of the galvanic current in some cases was very marked; the 
treatment was founded on the theory that insanity was dependent 
largely, in the first instance, upon circulatory changes in the 
brain. An earnest plea was made for larger medical staffs in 
insanity hospitals, and the better treatment of insanity in the earlier 
stages. i ° 

Dr. Ernest Wende, of Buffalo, was elected President for the 
ensuing year. 
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INSTITUTION OF ELECTRICAL ENGINEERS 


^ 
TELEGRAPHS AND TELEPHONES AT THE PARIS 
EXHIBITION. 


By J. Qavey, M.Inst.C.E., M. I. E. E. 
(Abstract of Puper read November 22nd, 1900.) 


Тнк successive Universal Exhibitions that have been held in Paris 
since the year 1878 may not inappropriately be regarded as mile- 
stones along the road of progress in telegraphic and telephonic 
industries, for each in its time has not only afforded unrivalled 
opportunities for the study of new work, but collectively they offer 
eonclusive evidence of the value of the various discoveries or fresh 
departures that have been made from time to time in various fields 
of research, and the degree of success that has been achieved br 
past inventors and workers may usefully be laid to heart by those 
engaged in similar efforts at the present moment. Thus, for 
example, glancing back at the reports of the Paris Exhibition of 
1878, there will be found in the list of telegraphic exhibits the 
Hughes type-printing, the Baudot multiple, the duplex, the quad- 
ruplex, the Wheatstone, and other systems which have achieved 
permanent success, as is forcibly illustrated by the State telegraphic 
exhibits of working apparatus in the 1900 Exhibition, in which they 
all appear as instruments in daily use. On the other hand, many 
apparently promising inventions which were prominent in the 1873 
and in successive exhibitions have either dropped out of sight 
altogether or are still in the course of development—so far, at al! 
events, as actual practical use is concerned. 

Class 26 in the catalogue includes telegraphs, telephones, and 
phonographs, and I propose to deal with the sub-divisions in this 
order. Further, I may add that in the brief review that I have 
undertaken of the exhibits in this class, I propose to dwell only on 
those which, show considerable novelty, or which illustrate the 
progress made during the last decade, rather than to attempt ап 
exhaustive description of the class as a whole. 

Under the head of telegraphs there are three distinct systems о! 
telegraphy which deserve special mention, each exhibiting consider- 
able merit from the scientific point of view, although possibly they 
may be unequal from the practica! standpoint. They are designed 
either with a view of increasing the amount of traffic which can be 
carried by a telegraph circuit, or of abolishing the transcription s 
the receiving instruments necessary with Morse methods; but they 
are based on very different principles. 

Rowlands Multipler.—The Rowlands Telegraphic Company, ti 
Baltimore, Maryland, exhibit an apparatus of the multiplex type of 
working which will admit of eight messages being sent simal 
taneously, four in each direction. The apparatus was at work in th 
Exhibition, and we were told that satisfactory results had beer 
obtained over a distance of 600 miles of actual line in Ameria. 
This is in excess of the mileage over which we have been able t 
work in this country with Delany's multiplex. 

(A modification of the multiplex system has been designed tr 
Mr. Pollock, of the General Post Office. The arrangement consists 
in dividing the commutators into two concentric series, one for 
transmitting and the other for receiving, and mounting them « 
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that one series may be revolved relatively to the other by a variable 

adjustment; by this means it is possible to arrange that the 

receiving contacts shall lag behind the transmitting ones for exactly 

the period taken by the current in traversing the line. This method . 

is still under experimental trial, but it is at present only adapted 

for Morse signalling.)  - 

The Rowlands apparatus has the following promising charac- 
teristics :— 

Messages are transmitted from several sets of keyboards of the 
typewriting character, and any typewriting clerks should, with a 
little practice, be able to manipulate them. The messages are 
received on instruments which print them in ordinary type on a 
long roll of paper, which is perforated at convenient intervals to 
facilitate division when the received messages are printed. 

The electrical apparatus consists of an alternate current dynamo 
as the source of power, from which a continuous series of electrical 
undulations traverse the circuit when no printing signals are being 
sent. 

The synchronism between the receiving apparatus and the alter- 

nating currents, on their arrival from the distant office, is provided 
for by means of a small continuous current motor, to which is 
rigidly geared a little alternator, both fixed on a shaft in the same 
axial line as the main driving shaft of the receiver. A circuit in 
which are two condensers, which are alternately charged and dis- 
charged from a battery by the to-and-fro movement of the main 
relay tongue actuated by the received alternations, is so connected 
up with the alternating motor on the receiver, that when the 
received undulations from the line and those due to the local 
alternator on the receiver are in unison, only a continuous uniform 
beat is heard in a telephone used as a synchronising detector. The 
speed of the receiving alternator is varied by the insertion of resist- 
ance in the motor driving it until this result is arrived at. Once 
attained, synchronism is maintained automatically by the local 
alternator acting either as adynamo or motor, according as the speed 
of the shaft tends to advance or recede. The main driving shaft on 
which the printing mechanism is mounted is revolved by a second 
independent motor, and by suitable adjustments of the resistance 
in this motor circuit the correct speed is arrived at. This done, then 
so long as the two shafts run with absolute uniformity a little jockey 
wheel connected to the first rides on a small insulated point in a disc 
attached to the second. Ifthe main driving shaft lags, the jockey 
wheel makes a brief contact which reduces the resistance in the circuit 
of the driving motor, thereby increasing its speed, whereas if it 
advances a second contact is made which energises an electro- 
magnet and establishes a magnetic brake by the generation of eddy 
currents in a copper disc revolving between its poles. The syn- 
chronisimg of the two sets of apparatus, therefore, is a relatively 
simple matter; and as the receiving apparatus is synchronised so as 
to run in unison, not with the disturbing disc at the forwarding end, 
ont with the retarded currents which arrive at the receiving end, 
there is no reason to doubt the possibility of working for much 
longer distances than is possible with the original Delany system. 

Geared to the shaft of the sending alternator is a distributing 
commutator with 52 segments, and four groups of 11 consecutive 
segments are connected each to a set of 11 levers actuated by the 
trausmitting keys. The odd segments serve other purposes. A 
second series of four equal segments are connected each to one of 
the four sets of keys, and these acting on a special electro-magnet 
on the keyboards admit of any depressed type key actuating the 
corresponding levers at the right periods only. 

When no type keys are depressed, the alternator sends a con- 
tinnous series of undulations to line, whilst the depression of a key 
by actuating two out of the 11 levers on the keyboard causes two 
half waves, always with a complete undulation between them, to 
be cut off, and this suppression of current actuates the receiving 
apparatus. 

The receiving relay has two tongues: one, already referred to 
above, serving to establish and maintain synchronism; the other 
actuating either the printing relays or those for shifting the paper. 
Each of the four type receivers has 11 electro-magnets in the local 
circuit of the second tongue of the line relay, each electro-magnet 
being connected to a segment of the receiving commutator which 
corresponds with, and revolves in synchronism with, the main com- 
mutator on the transmitting dynamo. When no signals are being 
sent, the currents from the line relay pass through the local relays 
in such a direction as to keep the tongues against the spacing side, 
bat the omission of two half-waves causes the tongues of the two 

corresponding relays to drop over to the marking side, and this 
acts on the electro-magnets, which print the corresponding letters, 
or which shift the paper, as the case may be. | 

A revolving cylinder with a transverse mark, оп the transmitting 
key boards, keeps the typewriter at the far end informed of the 
position of the receiving roll, and advises her when to advance it 
vertically and shift it horizontally so as to commence a fresh line. 

It is stated that each operator can send at the rate of 30 words a 
minute, so that with duplex arrangements a speed of 240 words 
-nould be obtained, with the advantage that the messages are 
Jetached from the receiving instruments in a condition to be sent 
out for delivery, without the necessity for transcription that the 
xisting method of multiple Morse working of course involves. 

Aferenmrdiers.—Monsieur Ernest Mercardier, of Paris, exhibits his 
multiple telegraph system, in which it is said that 24 messages can 
c sinaulíaneousl]y transmitted over one circuit, 12 in each direc- 
It is based on the harmonic system of telegraphy, one form 
f which was devised by Elisha Gray many years ago. Mercardier's 
3cthod, however, is not a copy of Gray’s, as by the use of telephone 
eceivers snd transmitters combined in various ways he has designed 
п absolutely independent method. 

As transmitters, Mercardier uses electrical vibrating reeds of a 
Kuen character, and as receivers he uses a combination of a 


telephone and a microphone, the latter sending out a powerful 
series of undulations into the local circuit; these undulations are 
selected by suitably designed telephones, which ouly respoud to 
the vibrations to which they are tuned. 

The method, therefore, is a Morse method pure and simple, in 
which, so far as the operatiug is concerned, the telegraphist uses a 
Morse key for signalling, and the receiving telegraphist uses tele- 
phones as sounders. I learnt, whilst in Paris, that the apparatus 
had, in the course of certain trials, worked satisfactorily between 
Paris and Bordeaux, but it requiresa metallic loop for thoroughly 


satisfactory working. 


Virág and Pollak.—Messrs. Virág & Pollak exhibit their photo- 
autographic telegraph apparatus, in reference to which so much has 
appeared in the public press.“ 


TELEPHONES. 


The advance in telephonic practice has, on the whole, been 
greater than in the branch of telegraphs devoted to the transmission 
of public messages. The invention and perfection of the manu- 
facture of dry-core paper insulated cables has resulted in the more 
important of the telephonic administrations, both in the Old and 
New Worlds, undertaking the substitution of metallic in place of 
earth circuits for telephonic intercommunication. With the means 
at their command at an earlier period telephone engineers were 
practically restricted to overhead work at thcir large exchanges, 
and although they realised the disadvantage of earth circuits, 
few of them could face with equanimity the doubling of the huge 
number of overhead wires necessary for metallic loops. Now a 
dry-core cable which will serve 200 subscribers may be drawn into 
a 3-inch pipe, and in the course of a few short years an carth 
circuit telephone will be a thing of the past. Not only has this 
resulted in a silent and undisturbed subscriber's circuit, but it has 
admitted of the introduction of improved telephones and improved 
switching arrangements. With an earth circuit a low power micro- 
phone had necessarily to be used in order to diminish the disturb- 
ance on neighbouring wires, for obviously the greater the current 
emitted, the vreater the mutual induction, but with metallic loops 
improved telephones of the granular type have been generally 
introduced. The placing of the wires underground has likewise 
admitted of increasing the number of subscribers connected to 
each central switch, and this has led to improved methods of 
automatic signalling. 

There is, perhaps, one point in modern telephone work which 
may here be referred to with advantage, and that is the general 
tendency in the direction of the introduction of automatic sig- 
nalling in modern exchanges. When first the Post Office opened 
its local exchanges in the provinces Sir William Preece insisted on 
the need for this method, in order not only to simplify the work of 
the subscriber, but to ensure the sending of a ring-off signal to in- 
dicate the close of a conversation. 

At that date automatic signalling could only be effected by the 
use of primary batteries at the subscriber's office, and objection was 
taken to the method on account of the alleged expense of these 
batteries. Given, however, the necessity for maintaining a couple 
of speaking cells at each subscriber's instrument, the extra cost 
involved by the addition of two or three more cells for signalling 


purposes was not so great as was imagined, for a considerable por- 


tion of the total maintenance cost arose from the loss of the men's 
time in locomotion. The principle has, however, spread, and most 
modern installations at present comprise some method of automatic 
calling and clearing signals. The diminution in the work thrown 
on the operator by the use of a well-designed method of signalling, 
which reduces the speaking to the mere words, Number, please,” 
"through," or "busy," is highly advantageous in respect both of 
economy of working and of facility of manipulation. 

Central Battery Telephone Switches.—A central battery automatic 
signalling exchange switch, exhibited by the Western Electric 
Company, illustrates the system that is being rapidly extended 
throughout the whole of the United States, and which has been 
adopted by the British Post Office in London, by the National 
Telephone Company in some of its centres, and by the Belgian 
Administration in Brussels. The system has been described recently 
by myself and others, and space forbids a complete technical 
description, which would demand a separate paper for due con- 
sideration. Forthe purpose of discussion, however, it may be stated 
generally that the advantages claimed in favourof the system are 
broadly of the following character :— 

1. The generation ef current in an economical manner at the 
central exchange for speaking and signalling purposes. 

2. Uniformity in the character and volume of articulate speech 
owing to the speaking current being always necessarily maintained 
at the point of highest efficiency. 

3. Economy of maintenance owing to the absence of primary 
batteries, and the reduction of the parts liable to get out of order at 
the subscriber's office to the minimum. | 

4. A complete system of automatic signalling which reduces the 
need for the operator’s intervention to the lowest degree. 

5. The use of small glow lamp signalling indicators which admits 
of each indicator being placed in immediate proximity to the jacks 
or cords to which the indications refer. - 

6. The possibility of using coloured lights to indicate special 
rights, such as toll rates, tlat rates, deposit accounts for trunk con- 
versations, &c. 

7. The use of a telephone meter for registering the number of 
conversations initiated by toll subscribers. This method is not 
necessarily contined to central energy switches. 

Postel-V inay Switches. — The French firm of Postel- Vinay exhibited 
a system recently introduced at the newest of the Paris exchanges 


è See ELECTRICAL REviEw, October 19th and 26th, 1900. 
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near the Avenue Breteuil, the most striking feature of which is a 
remarkably small and well-designed automatic indicator which 
can be placed immediately over the jack for working the june- 
tion circuits. A set of these is shown on the table, but I think that 
signalling lamps are, on the whole, preferable to electro-magnetic 
indicators. 

Siemens Nals. The firm of Siemens & Ifalske also exhibit a 
flat board of considerable capacity with certain details of signalling 
which are of interest. Time docs not admit of a general descrip- 
tion, but there is one point of novelty to which 12ference should be 
made---that is a combined local subscriber's jack and indicator. The 
call is indicated by the appearance of a sinall dise at the mouth of 
the jack. The disc is attached to the extremity of the armature of 
a Hughes electro-magnet. It is held in position by the magnetism 
of the core, is released by the reversing action of the current 
indicating the call, and is restored to its normal position by the 
mechanical insertion of the answering peg. It is, of course, again 
held in position by the permanent magnetism of the retaining 
electro-magnet. 

Ахап, an ingenious method of automatic ring-off is provided by 
means of a local battery joined throuch the indicator at the 
exchange, the effect of which is neutralised by an opposing polarisa- 
tion cel! at the subseriber's office, which is in circuit when the 
speaker's telephone is off the hook. At the close of the conversa- 
tion, however, aud on the restoration of the telephone, this second 
cell is eut ont of circuit, the local battery in the exchanve actuates 
the indicator and the connection is severed by the operator. 

It may be observed that Messrs. Siemens & Halske in their 
descriptive pamphlet specify the following conditions for satis- 
factory exchange working :— 

1. The exchange should possess the greatest possible facilities for 
accommodating new subscribers, hence— 

(a) The jacks must be as small as possible, yet not so small as to 
impair their insulation and durability. 

F (%) All other parts must also be very small and compactly built 
(the indicators are placed out of reach and are self-restoring). 

2. To economise expenditure for working, fitting and space, the 
manipulation required must be reduced to a minimum, so that one 
operator may attend to as many subscribers as possible. To achieve 
this | 

(a) The indicators must be self-restoring, and the operator 
speaking apparatus must be placed in cireuit automatically. 

(^) The clearing signal must be perfectly certain in its action, and 
must not depend on the subscriber. 

Party-line  T'elephones.—Several forms of party-line telephone 
circuits have been designed and exhibited, te., arrangements 
designed -to serve several offices on one circuit. These are used 
largely on light railways to provide communication between the 
headquarters and the various stations on a circuit, each being called 


by a step-by-step arraugement at will, without disturbing the 


others. The step-by-step switches which are placed at cach oftice 
are actuated by battery currents of one polarity, and when these 
switches are in the position indicating the number of the office 
required, а reverse current is used for ringing up the“ Wanted“ 
subscriber. A needle on each of the dials indicates the number 
of the office that has been called, and by so doing it further 
announces the fact that the line is engaged. 

There were likewise one or two automatic telephone switches 
which provide for subscribers to a small telephone system 
obtaining connection with other subscribers without the inter- 
vention of a switching operator. So far these systems have a 
limited use where a service designed to provide for special conditions 
is required. 

A neat little switchboard for private use was shown by the 
“Société par Actions du Bureau Electrique," in which con- 
nection between any two lines is effected by~pressing a button, 
which makes the necessary liue contacts and remains depressed 
until, on the receipt of the ring-off signal, it is released by 
giving it a quarter revolution on its axis. It then springs back 
automatically into the position of rest and restores everything tQ 
the normal condition. The use of pegs and cords is thereby 
dispensed with. 

Carbons for Microphones.— he manufacture of carbon granules for 
microphones has received considerable attention. These appear in 
two forms—one the irregular granule that has so far been most gene- 
ral used in this country, the other consisting of small spheres 
varying in size from ordinary dust-shot to tke „th of an inch in 
diameter. There appears to be little to choose between the two forms 
of granules for microphone purposes. 

I observed great diversity in the details of construction of tele- 
phones and microphones exhibited by French firms. The State 
Administration compels subscribers to provide their own telephones, 
and these may be purchased at will from any one of a number of 
manufacturers who comply with the specification of the Adminis- 
tration. The result is that a very large number of local manufac- 
turers have sprung up throughout the country, each exhibiting a 
special telephone which differs in some local detail from all others. 
The result, from an exchange point of view. is not good. "The 
speech from different subscribers varies materially according to the 
type of instrument used, and none of these local inventions are 
better than the ordinary type of felephone in use in this country. 

As illustrating various modern methods of laying underground 
conduits for telephone and power circuits, the cement duct. system 
designed. by Mr. Hultman, of. Stockholm, was exhibited iu the 
Swedish section, and the Belgian Administration showed in their 
State Pavilion a section of the single duct built-up system, which 
they have laid in Brussels. Both these methods are in use in this 
country; the Hultman system having been very largely used by the 
National Telephone Company, whilst the single duct built-up 
method has been adopted by the Post Office for its London tele- 


phone system. The Hultman system is, perhaps, the cheaper of the 
two, whilst, on the other hand, the built-up system is, I consider, 
the stronger and more reliable. 


WIRELESS TELEGRAPHY.- 


There are four exhibits of wireless telegraphy in the exhibition, 

Post Office System,—An illustration by means of coils of the Pos 

Office electro-magnetic method originated by Sir William Pre. . 
appears in the Post Office exhibit. | 
| Dieretet and Popof.—Monsicur Ducretet exhibits his Нел, 
system, which it is understood he designed in conjunction кїї 
Monsieur Popoff, the Russian inventor, and which-has been adopts 
in the French Navy, and, it is believed, in the Dutch. There was 
nothing to specially distinguish it from the Marconi system in tis 
country. 

Visi and D'Arco.—The Allgemeine Elektricitäts Сезе 
exhibits a system designed by Slaby and D'Arco in Berlin, and tiis 
deserves a little consideration, as the inventors have replaced r:e 
usual vertical insulated wire, so well known in connection with wir- 
less systems in this country, by a vertical cage, the upper end of wth 
is connected to earth.* 

Poulsen Microphomograph.—Perhaps the invention of the greate; 
scientific interest is the Poulsen microphonograph, by which a ic 
phone conversation can be permanently recordedon a steel wire ad 
reproduced at any time. 

At present this invention is in the early stage of scientific di- 
covery. It may be used by a telephone subscriber to гесогі а" 
important communication, and it promises to afford means of obtuit- 
ing a telephone repeater, a problem which has been before the les. 
trical world for the last 12 years, and which so far has not b». 
solved in a satisfactory manner. А telephone repeater wei. 
increase the range of telephonic speech and decrease the cost oi 1.5: 
lines. The president of one of the American telephone compa: 
some time ago offered publicly а reward of $1,000,000 for a (огоц т. 
satisfactory telephone repeater, but the money has not vet bu: 
earned. 

Telephone Hirmondo.—Amongst the miscellaneous exhibits is ct: 
by the “ Telephone Hirmondo ” which provides news and musica! 
transmission alone, but without telephone intercommunication, in 
the city of Buda-Pesth. Technically there is very little infonnativy 
to be derived from the exhibit, which is rather statistical thir 
technical, but I was rather surprised to learn that the number “! 
subscribers to the system had increased from 3,750 on January 1-t 
1895, to 7,560 on January Ist, 1900, all the wires being overlie 
In practice items of news are spoken into the main transmit:z 
telephones at the central station every quarter of an hour, and su 
items are repeated until a fresh batch is started. So far itis ал 
electrical substitute for an evening paper combined with a theatro- 
phone installation. 

I came across a novelty in telephone administration. In ti: 
capital of Mexico they have absolutely free trade in telepho: 
exchanges, which may be erected by any body or company with the 
sole proviso that there must be intercommunication between te: 
systems. There are eight separate companies at work, with as 
aggregate of 4,000 subscribers, the average rate of payment buig 
124 francs per subscriber per month. 

At the meeting of the Electrical Congress various papers wer 
read which have been or will be published. A committee was lik-- 
wise formed to considered the question of units, and some miia: 
proposals were brought forward, which would have involved ал 
entire change in the existing methods of electrical measureme:' 
The whole subject was very keenly debated, and anything iu 1 
nature of a radical alteration was outvoted. The commit 
restricted itself to giving definite names to two of the ext 
units, which up to the present had been known as the “C.G.S. uit 
of magnetic field," and the C. G. S. unit of magnetic flux.“ Tu~ 
propositions were then submitted to a meeting of the oa. 
delegates, and were practically carried unanimously. А further 
proposition was submitted to the delegates to the effect that cv- 
trical energy was property, and that its theft should be punisis’ .: 
by law. This was also carried. In Great Britaiu existing Acts c 
Parliament define electrical energy and provide against its theft. 
but in certain countries it has beeu argued that electricity салп 
weighed, and that no punishment can be inflicted for stealiu; `t 
hence the above resolution. 
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INSTITUTION OF ELECTRICAL ENGINEERS 
(MANCHESTER SECTION). 


RELATIVE ADVANTAGES OF DIRECT CURRENT 
AND THREE-PHASE DISTRIBUTION FOR SMALL INS. AL 
LATIONS. 


By HanpMaxN A. EARL. R, M. I. C. E., M.LE.E. 
ead Tuesday, November 27th, 1900.) 


WHEN accepting an invitation to read a paper before this Insti- 
tion, I was for some time in doubt as to what subject 1 . 
choose; none was particularly uppermost in my mind as one zi 
which I wished to discourse, but 1 came to a decision while trv. 
ling abroad; the question covered by the title of ту paper -~ 
brought most prominently before me, owing to the сотре Сос an- 


* See ELECTRICAL REVIEW, August 31st 1000. 
ү See ELECTRICAL REVIEW, October. 12th, 1900. 
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different statements I met with, with regard to the relative advan- machines for direct current three-wire distribution, from sub-stations 
tages of three-phase and direct current machinery for small and dealing with larve powers, and feeding over a considerable area; 
medium sized installations. Owing to this it occurred to me that a but it is more than probable that in the future 400-volt lamps will 
comparison between the two systems would be of interest and be available, which, with a two-wire distribution, would render the 
likely to give rise during its discussion to points which would be a two first-named machines unnecessary, and eliminate the cost of the 
guide forthe future. Competition is not always, especially in some centre wire. As polyphase and monophase machinery lives on the 
countries, carried on on strictly commercial lines, and I have price of copper, it can be fairly assumed that every saving in this 
experienced instances where a competing firm, finding it could not respect will take away their livelihood and reduce their utility. 
secure an order for direct current machinery, has offered polyphase Where lighting constitutes the largest proportion of the load, the 
machinery as an alternative, singing its praises at great length, set- copper required is proportional to the watts per candle taken by the 
ting forth advantages without number, and naturally ignoring the incandescent lamps, any reduction, therefore, in this respect, is of 
other side of the question. This is not as it should be, but with great importance ; lamps are, I understand, shortly to be put on the 
inexperienced purchasers, with no one to guide them, it is at times market, consuming 2 watts per candle, or even less, and every 
En. advance in this direction is, I again hold, to the advantage of direct 
I have found the title I first adopted for my paper somewhat too current, and will enable it to cover a wider field, for who will use 
limited in its scope, and have briefly considered questions which high voltages and transform down, if they can' use low with equal 
relate to the distribution from sub-stations, as well as that of the economy, or include complications when they may be omitted ? 
choice of machinery and distribution for small installations. All auxiliary machinery and apparatus has only one object, and that 
Thetype of machinery and the system to be adopted for supply is to reduce the price of the mains, or, as I have seen it stated, 
aud distribution are, in the case of large plants, most carcfully con- the vain endeavour to cheat Ohm's law out of its due tribute of 
sidered; simplicity of design, first cost, and subsequently economy, copper. 
being among the most important of the many factors. There are some who blindly champion alterngging and polyphase 
In the case of small installations, however, such as are put down systems, call commutators excrescences, and quote experiments, 
to supply light and power for mills and factories, the question is whichclaimtoshow that polyphase machines weigh a mere fraction of 
not infrequently decided irrespective of theoretical considerations. direct-current machines. A statement in Herr von Dobrowolsky's 
The purchaser in England is very usually in the hands of the remarks in the discussion on a paper read by Herr Gürges in 1892, was 
consulting engineer, but in countries where this commodity does quoted in the first edition of a book, and has again appeared in the 
not exist, he is often guided by the persuasive power of the seller, second edition, namely, that a certain multipolar continuous current 
and sometimes by fashion. For the lowest price may mean but machine gave 11,000 watts, but that when a three-phase armature 
little as regards cheapness when there is no specification. ‘There Was run in the same fields, it gave an output of 33,000 watts. I 
ие many ways of preparing a low tender; and the omission of doubt this test being one which one could consider upon a com- 
something in one which is included in another, the adoption of mercial basis. On turning, however, to the paper in question, I 
different voltages, various groupings of lamps and motors, different find that Herr von Dobrowolsky also said: An alternating current 
speeds for generators and motors, may give one system an apparent machine is so totally different in its construction to a direct-current 
advantage over another which it does not in reality possess. machine, that such comparisons cannot be fairly made, and that it 
Many firms have, up to the present, given their chief attention is equivalent to saying that a spoon has an efliciency of 100 per 
to direct current work, and this has met the wants of the smaller cent. when used for soup, but only one of 50 per cent. when used 
installations as well as those of the greater portion of the large for cutting. 
central stations. Single-phase supply at high voltage, with distri- _ Notwithstanding all this the polyphase system is at the present 
bution from transformer stations, has competed keenly with direct time the most satisfactory solution of long-distance transmission, 
current, but lamps of higher voltage, together with three-wire dis- and will be utilised more and more to transmit large powers into 
tribution, have given the latter a long lease of life, and enabled the centre of towns, and to cope with the mam difficulties which 
it to be employed for large areas without undue loss ora prohibitive present themselves, but the chief point I desire to raise is, whether 
cost of copper. the distribution from the sub-stations should be by polyphase or 
We have seen 50-volt, and subsequently 100-volt lamps in regular direct current, and whether for smaller installations one system 
we for large installations, but now 200 up to 230-volt lamps are offers such advantages over the other as to warrant a preference 
quite the accepted standard, and this higher pressure has so largely being given. 
reduced the first cost of copper, that in many stations where the Notwithstanding the existence of several eminent advocates of 
use of alternating currents was formerly warranted, direct current single-phase machinery I do not propose to consider it, nor have I 
machinery is being put down, and even in some instauces the alter- had to deal with it in connection with the competition I have 
nating current machinery is being taken out. Running and driven experienced, especially abroad. - 
balancers, together with feeder boosters, are required as auxiliary With regard to the two remaining rival systems the commutator 
Бослі, PRESSURE ON THE Lamps. EQuaL POWER TRANSMITTED. EqUAL Loss IN THE LINE. 
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seems to be the red rag of polyphase exponents, but any trouble 
that has been experienced on this behalf is merely a passing night- 
mare, and has only occurred with machines of large power running 
at high speeds, in connection with which considerable experience 
is required and very high class workmanship demanded in order to 
enable carbon brushes to maintain good contact on a surface 
running sometimes as high as 40 miles an hour; this difficulty has 
been experienced by most of us, but is being rapidly overcome, and 
in a short period it will be a thing of the past. It is, however, much 
to be desired that the high engine speeds which have been saddled 
upon us for plants of 1,000 horse and upwards, may in the future 
be reduced some 20 per cent. 

With refercnce to the comparatiye weights of direct current and 
polyphase generators, we may take as a good example of the latter 
one of the 32-pole three-phase generators, built for the Central 
London Railway, which has an output on full load of 850 xw. 
at 94 revolutions; this machine has a weight of 37 tons, or with 
exciter, xay 39 tons. As an example of a large direct current traction 
and lighting generator, we may take one of & number of 10-pole 
machines, now being built at Salford Ironworks, having an output 
of 900 xw. with fixed lead, and running at 95 revolutions per 
minute. This machine has a weight of 45 tons, or correcting for 
the increased output, it equals 42 tons: this machine could, however, 
have been built lighter as a shunt generator, with the compound 
windings omitted, and with the smaller range of voltage then 
necessary, the magnets would have been lighter, and probably with 
advantage more in number; the weight would then have been 
practically identical with the polyphase generator, with which it 
has been compared. 

With regard to the weights and prices of still larger generators, 
I have compared a 1,400 Kw. X cos ¢, polyphase generator running 
at 93 revolutions, with a direct current one of the same output, and 
for the same speed, the former with exciter would weigh approxi- 
mately some 64 tons, and the direct current generator approximately 
the same. Comparing the prices of the above machines, the poly- 
phase has the advantage and is approximately some 12 per cent. 
cheaper to build, this being chiefly due to the cost of the com- 
mutator on the direct current machine. 

'l'here is, however, one point which cannot be passed by unnoticed 
and that 18 the small safety clause attached to the output of the 
polyphase machine, namely, cosine ф, what 15 this? Why it meaus 
that on an inductive load this apparent 12 per cent. advantage is 
wiped out, and may even, and very probably will, put the boot on 
the other foot, but more of this later on. 

With regard to smaller sizes of 200 to 400 xw.,I do not find 
that there is much difference, in fact, the figures I have tend to 
show that the advantage is on the side of direct current, but I will 
not press this point. 

Respecting the weights of the two types of motors, the poly- 
phase type with squirrel cage rotor is considerably lighter, but the 
large motors of 50 to 100 H.P., with wound rotors, weigh about the 
вате. 

Comparing the price at which the smaller sizes are sold, the poly- 
phase have an advantage of about 5 per cent.; but figures I have 
carefully examined for motors from 10 to 100 H. P. with wound 
rotors show a good average of 10 per cent. in favour of continuous 
current, when compared with polyphase motors imported into this 
country, and the cost of importation does not amouut to 10 per cent. 


Considering uext the cost or weight of mains, the advantage is on - 


the side of three-wire direct current distribution, as may be seen 
from the table given on page 887. 

In the above table it is assumed that the various systems arc for 
incandescent lighting as well as for power, and that the voltage is 
limited by the lamps, the circuits being so arranged that cach lamp 
can be switched on singly. | 

As regards the voltage, column 1 gives the virtual volts between 
any two wires when lamps of the same pressure, namely, 200 volts, 
are employed on each system, but this figure may certainly be taken 
exception to in the case of the alternating systems, for it must not 
be forgotten that their maximum voltage is the “2 times their 
working voltage, or 1:41 times as great. And this cannot be lost 
sight of when taking into consideration the questions of insulation 
and risk from shocks. I have, accordingly, given in column 2 the 
maximum voltage between any two mains on this basis. 

There is also another point to be borne in mind in connection 
with the mains for polyphase systems which contain many motors, 
aud that is for equal loss they must be increased in section at least 
10 per cent. above that given in the table, and required for con- 
tinuons current systems, in order to allow for the loss due to watt- 
less currents, and this figure may have to be still further increased 
to 20 per cent. or even more should many of the motors be put 
down to deal with very variable loads; in fact, the section of the 
mains in the table must be increased in the inverse ratio of the 
power factor of the system, taking into consideration both motors 
aud lamps. 

In the comparison, a third or common wire has been included, 
where necessary, to fulfil the condition of individual control, but 
the systems are assumed to be in balance, i.e., there is no loss in the 
centre wire, which has been taken in all cases as 25 per cent. of the 
weight of an outer. 

It is seen that continuous current three-wire systems are only 
beaten by one, namely, in the case of tbe three-phase star with 
common return, but then the saving by having only three wires 
iustead of four to fix and insulate, would cancel this small difference, 
not to mention the better regulation which can be obtained with 
continuous current machinery. 

With regard to this small difference of onc, the three-phase star 
has, moreover, no right to it, for it is entirely eliminated, and the 
tables are turned, by what I have said respecting the loss due to 
Wattless currents when motors are used; and the threc-wire direct 


current system is then found to be at least 10 per cent. the best oi 
all, as regards the weight of copper. 

From the way I have drawn the diagrams of the three-phase star 
circuits, it can readily be seen why, when lamps are used, the fourth 
or common wire is necessary to maintain proper regulation o 
voltage on the lamps, for without it the system would becom- 
parable to a continuous current two-wire system with three lamp: 
in series. 

Turning next to the question of running motors upon the circuits, 
the points to be considered are— 


(1) Starting torque. 
(2) Regulation of speed. 


(3) Constancy of speed. 
(4) Efficiency, 


Polyphase motors are essentially constant speed machine. and 
the speed of the smaller sizes is high, the arrangement of the wind 
ing is limited, and in this respect they do not so readily lend the: 
selves as continuous current motors do, to windings by which an) 
desired speed can be obtained; various ingenious methods have tr 
adopted to meet the requirements, which are more or less satis‘s 
tory, but there is still considerable room for further development 

1. Starting Torque.— A continuous current motor, even wher 
shunt wound, exerts its full torque, with a small increase of current 
over the full load current, and is capable of satisfactorily dei: 
with any work for which it may be employed; small three-phw 
motors with squirrel cage rotors, starting with full torque, requ) 
a momentary rush of current approximately equal to 24 times th 
full load current. This is an undesirable feature, and to obviate г 
motors of larger powers are started up with a resistance in th 
rotor circuit; this minimises but does not remove this defect. 

This behaviour would prevent a three-phase power installs 
being arranged so that all motors may start up with the generator 
With respect to this, I arranged a power installation of 850 
in a large spinning and weaving mill abroad, in which are incluis 
some ten compound wound continuous current motors, placed lor: 
distances apart, and ranging from 220 to 30 н.р.; in this installatiot 
all the motors can start up simultaneously with the generator, o: 
practically full load, the starting current required being not more 
than some 50 per cent. in excess of the full working current. 

In cases where the running torque is constant, but where арла! 
starting torque is required, series wound continuous current motor 
offer the best solution. 

I have one case especially in my mind, in connection with a ру: 
phase installation ina cotton mill, where a large number of шот 
of 8 B.H.P., with squirrel cage rotors, were put down, each to mn a 
line shaft driving 24 narrow looms ; in this case trouble was exper 
enced in starting up, belts coming off, or the motors, especially | 
Monday morning, when éverything was stiff, refusing to start at . 
Larger motors were in some instances put in, and in others fast «u 
loose pulleys were added; a 7 н.р. direct current motor would w^ 
done the same work, and have given better results. 

One method of increasing the torque of polyphase motors, v 
starting, is to increase the voltage on the stator by means: 
booster transformer. | 

Anothor method is to alter the connections of the stator wind 
from star to mesh; this increasing the pressure in the ratio of 173 
Another arrangement is to change the connections of the stator 
from series to two sets in parallel. 

The requisite starting torque can, however, be obtained fron 
direct current motor, whether shunt or series wound, without siy = 
these devices. 

2. Speed Regulation.—The regulation of speed, either of © 
tinuous current or of polyphase induction motors, is effected 
somewhat similar means. 

The speed of an ordinary shunt-motor сап be varied in three ws) 
either by inserting a resistance in the armature circuit, by aite! 
the voltage of supply, or by varying the strength of the fields. 

Like shunt or series direct current motors, polyphase motn 
except the smallest sizes, require a resistance to be inserted in ': 
rotor or revolving windings to keep the starting current wi 
bounds, merely by the use of such a resistance any desired vanst 
of speed can be obtained with either type; with this metho 
regulation, however, the input remains practically constant, s ` 
is therefore too wasteful to be adopted where a high avm 
efficiency is imperative throughout the whole range of speeds 

A direct current motor running on a three-wire system witii 
voltages available, combined with regulation of the field, =» 
made to yield a very high mean efficiency, equalling 83 per cesi 
the whole of the working range—that is, for some 66 per cent o 
speeds—and an average of 75 percent. throughout the whole гот. 
Weakening the field by introducing resistance into the stator ar 
of a polyphase motor increases the slip and the motor runs siot“ 
but as the field supplies the rotor current in the same manne 
the primary of a transformer supplies the secondary, the torque : 
off very rapidly. 

By doubling the number of poles in the stator winding tht ‘P 
сап be halved; this necessitates, however, an inconvenient nu: ' 
of windings, increases the complications of the switch, &. s 
rather impracticable. 

Considering the various devices as a whole, one cannot tti ^ 
drawn to the conclusion that the direct current motor on s і 
wire system, with two voltages available, or on a two-wire S= 
with double wound armature, together with the provision for $ 
field regulation, is the simplest and most desirable, for itg” 
variations of speed most economically, and it can be easily 9173 
so that there is no jump whatever between one speed and аз 
Three or four instances have come to my notice where pow 
been trausmitted toa works from a considerable distance 07 
phase current, but in connection with which motor-generater 
been added to supply direct current to motors теште. 
operated through a large rauge of speed at a high mean e 
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3. Constancy of Speed under Varying Loads.—In this respect a 
shunt wound continuous current motor acknowledges no superiority 
to the polyphase, the slip on the latter increases with the load, but 
shunt wound motors are available which can maintain constant speed 
from no load to full loa4. 

Fortramway work a polyphase motor will maintain a more con- 
stant speed when climbing hills than a series wound continuous 
current motor, but as this is at the expense of current, a high speed 
on the level and a slower speed on hills seems more to be desired, 
and likely to reduce the maximum current demanded from the 
station. 

4. Ejicieney.—I have compared the efficiencies of direct current 
motors which have been most accurately tested, with figures which 
I consider are fairly representative of what can be obtained with 
polyphase, and give the comparisons below. 


34 6 10 25 50 100 B. H. b. 
Direct current 8295 ... 85% ... 86% ... 919 ... 9295 ... 92% 
Polyphase ... 75% ... 80% ... 84% .. 88% ... 9095 ... 91% 


‘his shows a large superiority for direct current motors of small 
power, and a small advantage on the larger sizes. 

The power factors of polyphase motors, as far as any published 
figures go, as well as those which are obtained from various makers, 
vary more widely than seems at all necessary, and in order to 
obtain a fair average, I dotted all the power factors I could get 
upon a sheet of paper, and then drew a curve through the lot, aud 
I give you below the readings which resulted from this curve. 

Power factor for polyphase motors on full load :— 


N H. P. 5 10 15 25 50 100 
P. F. “© Gee TIN uuu. SBR? 2. OBS. 25 RO ^ as — 7S8 


With regard to the above, it is needless to remark that the power 
factor of con tinuous current motors is unity 

Having considered how the various operations are effected for 
changing either the speed or torque or both, lets us consider the 
conditions umder which motors have to work; these may be divided 
under four h eads and stated as follows :— 


1.) Constant speed with constant torque. 
2.) » s variable „ 
3.) Variable A constant „ 
4. T a variable „. 


Constant Speed with Constant T'orque.—This condition 13 one which 
exists, when motors are used to drive lengths of shafting, from 
which again are driven a considerable number of small machines, 
such as are found in a cotton mill, or a large machine shop; in this 
instance the load is fairly constant, possibly not varyiug more than 
some 10 per cent.; it is in such cases that a polyphase motor is at its 
best, and endeavours to rival the shunt wound direct current motor, 
which, however, is just as good for the purpose, or probably a little 
better. 

Constant Speed with Variable Torque.—This second condition 
occurs in cases where large portions of the load are being frequently 
thrown on and off; the shunt wound motor is all that can be desired 
as regards speed on such work, and the current taken is in fair 
proportion to the load. The polyphase motor is also satisfactory as 
regards speed, but the current is high on the lighter loads; a con- 
siderable percentage is certainly wattless current, but it adds up the 
cR losses, and at the same time decreases the capability of the 
geuerator for useful work, and this is a point which must be borne 
in mind when comparing a polyphase generator with a direct 
current one. 

We have seen how a power factor less than unity for the motors, 
necessitates an increase in the size of the mains, and this acts ina 
similar manner upon the generator. If the current were in phase 
with the E.M.F.—that is, if the power factor were 1, in place of 
averaging, say, '85—the polyphase generator could do 174 per cent. 
more work than it would be able to do under the latter condition. 
But, again, with many motors working on a system, a power factor 
of 85 cannot always be relied upon, and one of 75 or even lower 
may have to be reckoned with. We see from this that the tirst cost 
of an installation may be considerably increased by this considera- 
tion, and, besides this, the wattless currents exercise a very bad 
effect on the regulation of a three-phase machine, very much more 
so than if the currents were in phase, necessitating very much 
heavier windings on the magnets to deal with a low power factor 

than a high one. 

Variable Speed with Constant Torgue.—The third condition is met 
with very frequently, for instance, when driving callenders, paper- 
making machinery, and in pumping, &c. To meet it with poly- 
phase motors the regulating switches are more complicated, and to 
effect many changes of speed the groupings of the winding become 
many in number and efficiency is sacrificed; in this respect the 
continuous-current motor is more easily managed and will yield a 
higher mean efficiency. 

Variable Speed with Variable Torque.—The fourth condition is 
especially present when driving calico printing machinery, an eight- 
colour machine for instance may be utilised for printing any desired 
number of the eight colours; the torque increases practically iu 
direct proportion to the number of rollers in use, the speed of 
printing the goods at the same time varies in accordance with the 
number of colours being printed, and with the class of work the 
machine is doing. 

for this class of work a very even turning moment is necessary ; 
one must be able to run up to any desired speed without jumps or 
jerks, and the contemplation of a three-phase motor arranged for 
high efficiency at all speeds and to comply with the requisite con- 
ditions, is not a taking one. 

I have heard the point raised that for factories where there is 


much inflammable dust about, a chance spark from the commutator 
might set the place on fire, but perfectly satisfactory eutirely en- 
closed direct current motors are at work, not considering the thou- 
sands on tramcars, but also in factories of all descriptions: fire-proof 
gauze covers are also employed for motors, these do not exclude all 
ventilation, and render the motor quite reliable even where spirit 
vapours are present. 

The facility for the use of batteries on direst-current systems із 
one which must receive careful consideration. These are continually 
improving in quality, give excellent results iu the hands of those 
that understand them, and offer great advantages, both ax a stand- 
by, and as regulators; they can, therefore, frequently be utilised to 
assist direct-current supply, and at times to effect considerable 
economy, whereas a three-phase battery has yet to be invented. 

Polyphase motors appear specially suitable for long lines of 
railway where considerable distances are travelled without a stop at 
a uniform rate of speed, and where crossing points which would 
complicate the conductors do not exist, for beyond a comparatively 
limited distance high voltage must be used. and then, whichever 
System is employed, transforming apparatus is necessary : in such 
in«tances polyphase supply, with polyphase motors on the train, 
would not call for rotating transformers, stationary transformers 
along the line being the simplest and cheapest arrangement. 

Such a system, is, however, unsuitable for use in towns, with 
frequent stops and a very variable rate of speed: besides this, I ani 
sure that it would create a great commotion among the inhabitants 
of a town not 100 miles away, if it were proposed to erect two 
trolley wires in place of the one, which to sume already appears 
distasteful. Judying from what some of the larger firms on the 
Continent are doing with respect to polyphase machinery, I under- 
stand that, although they have given it the very greatest attention, 
they find that the volume of their direct current work exceeds that 
of the polyphase. 

1 have endeavoured to consider the chief points which should 
guide us in the choice of a svstem for use for the smaller installa- 
tions. 

In cases where lighting alone is required, the first vost of poly- 
phase or direct current would appear to be very similar: the sim- 
plicity of the latter system both as regards the wiring and the regu- 
lation of the voltage, to my mind, gives direct current thé prefer- 
ence. | 
Where a number of motors are on the circuit for whatever purpose 
they may be required, and whether the system includes iighting or 
not, I consider that direct curreut shows a very decided advautage 
except in a few very special cases: moreover, the use of batteries is 
all but excluded with polyphase systems, even for a night load, and 
this is frequently of considerable importance. I have, doubtless, to 
some minds, left unsaid many things I ought to have said, and to 
others said many things І ought not to have said, but this may be 
more an advantage than otherwise, for it will admit of those short- 
comings being criticised during the discussion, and may cnable me 
to fill the gaps and correct my errors. 


ELECTRIC FURNACES.’ 


THE employment of the electric furnace has made rapid advance 
within the last few years, and we find to-day a large number of 
forms in practical use. It will be of interest, therefore, to study the 
different types which they represent and the progress made in their 
construction. 

The forms in use to-day have been derived, for the most part, 
from the form of crucible of Siemens and Hutington or from the 
Moissan furnace. 

Moissan Furnuce.—This furnace is characterised by the employ- 
ment of the electric arc as a source of heat only aud not as au 
electro-chemical agent. By its means temperatures are attained in 
excess of those from any types previously used. The highest 
temperatures attainable by furnaces other than the electric type are 
limited to about 1,800’; the blowpipe with illuminating gas and 
oxygen gives 2,000“; with the Moissan furnace temperatures 
certainly exceeding 3,000" are possible. 

In this apparatus the are plays between two horizontal carbons 
extending into a narrow chamber hollowed out of a block of quick- 
lime. А cover of the same material closes the furnace, and reflects 
the heat from the arc upon the material to be treated, which is 
placed beneath the carbons. The calorific action of the curreut ig 
thus clearly separated from its electrolytic action. The arrange- 
ment also prevents any impurities of the electrodes from inter- 
mingling with the substances melted. 

As a result of the feeble conducting power of the material used, a 
thickness of the dome of only 30 millimetres is sufficient to allow a 
fusing of its lower face, with the production of the Drummond 
light, while the exterior face of the dome remains cool enough to 
haudle. | 

Stewens Furnace.—This furnace is designed along other lines. 
The first Siemens furnaces were intended for fusing metals, and 
cousisted each of a crucible of refractory material, with double walls 
of an insulating envelope, aud receiving the electric current at its 
base. <A vertical clectrode, placed abuve the crucible, served a3 the 
second conductor. ‘The material introduced in the crucible took the 
place of the intermediate conductor, and the clectric are played 
between the electrode and the material itself. The automatic recu- 


* Abstract of a paper read before the Paris Electrical Congress of 
August 18th—25th, 1900, by Mr. Keller (Nestern Electrician). 
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lation of the arc is obtained by a shunt solenoid, placed in the circuit 
and producing a displacement of the electrode. 


INDUSTRIAL FURNACES. 


Cortes Furnace.—In 1885 appeared the Cowles furnace, with 
which were made the first applications of electricity to the reduction 
of oxides. ee. 

In this apparatus one end of a chamber of refractory material is 
made of aconducting substance and constitutes one pole. The other 
extremity of the chamber is clo:ed by a graphite crucible, forming 
the other pole. : 

In 1887 the Cowles brothers took out a new patent on an electric 
furnace in which the charge was introduced in a continuous 
manner. 

Héroult Furnace.—The Héroult furnace, applied first to the 
reduction of alumina by copper, is based upon the same principle as 
thatiof Cowles. The copper is introduced into the furnace in the form 
of granules. The current melts the metal betwecn the two elec- 
trodes. The alumina is then poured in, and one obtains an alloy of 
aluminium and copper. : 

Froges Furnace.—The factories of Froges and of Neuhausen have 
employed the Heéroult furnace in the manufacture of aluminium. 
Ou the appearance of carbide of calcium the same furnaces served 
for the manufacture of this substance. . 

The special furnace designed for this latter purpose, and which 
is called by the name of Froges, is composed of a vertical electrode 
capable of an up-and-down movement, in a chamber whose base 1s 
carbon, and which is mounted upon rollers. This chamber con- 
stitutes the second electrode. The walls are double and of an 
insulating material The carbide is taken out to cool through an 
opening in the lower part of .the furnace, aud when the operation 
is finished the movable furnace is temoved and exchanged for 
another. 


MODERN APPLICATIONS. 


The appearance of carbide of calcium was a signal for the 
designing of electric furnaces of great efficiency and of continual 
operation. These forms may be classified as: First, those based 
upon the Moissan and Siemens furnaces, called arc furnaces ; second, 
those based upon the Heéroult type, called resistance furnaces ; 
third, those modelled after the first Cowles furnace, called superficial 
resistance furnaces or incandescence furnaces. 

Arc furnaces may be classified as follows: Single-arc furnaces 
with two movable electrodes: single-arc furnaces with one movable 
electrode ; furnaces with several arcs. 

Single-arc Furnaces with Two Movable Electrodes.—The two elec- 
trodes are the more often placed in an inclined position and capable 
of being thrust into a chamber of refractory material. The material 
to be treated is placed about the arc, being introduced at the top of 
the furnace. 

To this type belong the Patin furnace, that of the Deutsche 
Gold und Silberscheide Anstalt, for the production of calcium 
carbide, and the Street furnace for the production of graphite. 

Single-Are Furnaces with One Movable Electrode.—The movable 
electrode is ordinarily placed vertically; the fixed electrode is 
placed horizontally or inclined, and is built up of an assemblage of 
carbons called the “ sole.” 


The material is introduced at the upper part of the furnace, and 


the arc plays tirst between the movable electrode and the sole, then 
between the fixed electrode and the molten material The tension 
employed in this type of furnace varies from 50 to 60 volts. 

To this category belong the electric furnaces of the Société des 
Carbures Métailique, shown at the Exposition, and the systems of 
. Siemens & Halske, Schuckert, &c. 

Furnaces with Multiple Arcs.—'These are only variations of the 
two preceding types. They are employed to distribute the calorific 
action of the arc over greater surfaces, and not merely at the point 
of emission of the arc. 

To this type belong the Gin and Leleux furnace, those of Bertolus 
or Memmo, Nicolai,Bovy, &c. "The first of these has been employed 
for the manufacture of calcium carbide and of phosphorus; it con- 
tains four pairs of carbons, four arcs in a single chamber, and its 
sole has a helicoidal movement below the arcs. 

The Bertolus furnace, employed in the factories of Bellegarde, 
uses a three-phase electric current and three arcs, by means of three 
movable carbons inclined and placed above a common sole connected 
or not connected to the dynamo. 

The Nicolai furnaces are composed of a metallic crown, covered 
with carbons and forming one pole; the other pole consists of 
several electrodes placed circularly and given a movement of rota- 
tion above the fixed metallic crown, upon which the material to be 
treated is spread. 

In all these furnaces the temperature seems to vary with the 
current intensity. 'lhe potential employed being almost constant 
for a given application, it follows that in powerful furnaces the 
temperature is too high in the arc itself. The employment of 
multiple ares only imperfectly remedies the chief fault of the use 
of the electric arc, which is that it produces at a certain point a 
great volatilisation of the material and sometimes a dissociation of 
the substances obtained. 

The movable electric arc behaves badly at best; its resistance is 
made endlessly variable, and its temperature is either too low or too 
high. The manufacture of calcium carbide, especially, is practically 
impossible with this type of furnaces. 

It should be remarked that, the electric arc being inductive, its 
employment as a resistance on an alternating circuit provokes a lag 
of current which represents a considerable drop of potential. 

Resistance Furnaces.—These furnaces are built as the preceding, 

ut arranged o work only at low tension. The electric work is 


represented by Joule's formula, and the temperature obtained, for a 
given power, is a function of the cross-section of the electrodes. 

In furnaces based upon this principle the fusion is quiet; the gas 
resulting is not blown violently out of the furnace, as is the case 
with the electric arc. | 

With these furnaces, in the manufacture of calcium carbide, an 
electromotive force of only 20 to 25 volts is required. 

In the furnaces of Gin and Leleux the movable electrode serving 
to regulate the tension is built up of carbons of different conduc- 
tivities, and is sometimes 800 millimetres on a side. 

Furnaces with Superficial Resistance.—In this type the electrodes 
do not of themselves permit the passage of current. It is necessary 
at the start that the electrodes be united by some conductor, like 
powdered carbon. This conductor is then carried to a high incan- 
descence by the current and forms a bed of fusion upon which the 
material to be reduced is placed. This type of furnace allows us to 
utilise in one chamber a greater power than any other, for this 
power, for & given current, varies with the displacement of th 
electrodes—a displacement which is easy to regulate. а 

To this class of furnaces belong the Cowles furnace and other 
more recently designed, using two groups of electrodes. 

Direct-current machines were originally the only source of energy 
used for electric furnaces, but now we utilise single-phase and poly- 
phase alternating generators. The first electric furnaees using 
direct currents, and in which electrolytic action took place, have 
been designated as electrolytic furnaces,jin distinction from thue 
known as electrothermic furnaces. 


ALTERNATING CURBENT F'UBNACES. 


The employment of alternating currents for furnaces hàs been 
greatly extended, because it ensures a better mechanical working, 
the alternating current machines suffering less than others from the 
sudden variations of resistance which may be produced in the 
electric furnace. Moreover, the electrolytic action of continuous 
currents, often very objectionable, is obviated, and the two elec- 
trodes are equally consumed, by the use of alternating currents. 

With an alternating single-phase current the furnaces can lx 
placed in series or in parallel, like any ordinary resistances. - But 
since, when put in series, the stopping of one furnace will throw 
the whole battery out of action, we rarely place more than two 
furnaces in series on the same circuit. Arc furnaces perform better 
in quantity than singly, as sudden variations are then avoided. 
Incandescence furnaces, with their great regularity of working, 
may, on the other hand, be used advantageously when connected in 
series. : 

Furnaces with Polyphase Current.—The Bertolus furnace was the 
first of this type, using, as we have seen, three electrodes connected 
to the three terminals of the generator, with a common sole. The 
two-phase current has been utilised in a similar manner. Bu 
generally the different phases of polyphase currents are used sepa- 
rately in furnaces operating as single-phase furnaces. The employ- 
ment of polyphase currents allows a considerable economy in copper 
in the feed circuits. i 


ELECTRODES. 


The difticulty of obtaining electrodes of sufficient dimensions and 
convenient form for a long time limited the size and power of fur- 
naces. The consumption of these electrodes constitute an 
important element in the economic production of calcium carbide. 
The carbons of high conductivity making up the electrodea, are 
burned in contact with the air, because of the excessive tempera- 
tures, and it is now sought to shield these from the air, and ceol 
them by a circulation of water about the parts exposed. In the 
latest forms of Gin and Leleux cold air is substituted. 


. VOLTAGE AND CURRENT STRENGTH. 


Low tension currents of 8,000 to 10,000 amperes are frequently 
employed. As it is impracticable with these heavy currents to us 
circuit breakers, the movable electrode of the furnace serves for this 
purpose. 

The manufacture of carbide of calcium requires potentials of 5 
to 60 volts. The fusion of bauxite for the manufacture of artificis! 
corundum requires 50 volts; that of iron ores requires only 20 volte, 
on account of the high conductivity of the vapours given off. 

In superficial resistance furnaces, because of the arrangement ‹! 
the electrodes, which allows the introduction of a great quantity of 
5 to be fused, the potentials may be carried as high as 80 tv 
100 volts. 


CONCLUSION. 


According to recent estimates, the power utilised in electr: 
furnaces to-day represents a total of nearly 230,000 H.P., of which 
the manufacture of carbide of calcium consumes 185,000; that of 
aluminium, 27,000 ; that of copper, 11,000; and that of carborundum, 
2,000 H.P. In France alone over 60,000 н.р. is consumed in ii? 
calcium carbide industry. 

The joint manufacture of phosphorus and calcium carbide in бе 
electric furnace has been attempted during the last year; aud, 
very recently, that of vanadium and of ferrochrome, in the works 
of Savoie. 

Great advance has been made of late in the mode of construct: 
of electric furnaces. Thus the output from резер for the manui 
ture of calcium carbide, which wes only 3 kilogrammes рег kilows 
per 24 hours in 1897, is to-day, jn the Gin and Leleux furnace, б? 


logrammes. This represents a ‘thermal efficiency for this furnace 
of about 76 per cent, 
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OUR LEGAL QUERY COLUMN. 


Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, ꝙc., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


No. 33, 


“E. О. W.” writes:—“ A reply to the following inquiry would 
oblige. Within what time from the appointment of a liquidator 
ought the shareholders of a limited liability company, which is 
being wound up, to be furnished with accounts, and if they are not 
then forthcoming, what is the remedy ? 

„It is provided by Section 142 of the Companies Act, 1862 
that as soon as the affairs of a company are fully wound up, the 
liquidators shall make up an account showing the manner in which 
such winding-up has been conducted, and the property of the com- 
pany disposed of, and thereupon they shall cal] a general meeting 
of the company for the purpose of having the account laid before 
them, and hearing any explanation that may be given by the liqui- 
dators. It is also provided in the Companies Act that if the 
winding-up is not concluded within one year after its commence- 
ment, the liquidator must, within 30 days from the expiration of 
such 12 months, and at subsequent intervals of six months, send to 
the Registrar of Joint Stock Companies a sworn statement with 
respect to the proceedings in and position of the liquidation. This 
statement contains the items of receipts and payments, and gives 

iculars of the total liabilities, the value of outstanding assets, 
and the probable duration of the winding up, with reasons for any 
delay in its termination. Any default in sending this statement 
renders the liquidator liable to a penalty of £50 a day. As to the 
remedy of any shareholder, it is competent for any shareholder to 
apply to the Court under Section 138. The Court may then deter- 
mine any question arising as to the conduct of the liquidator. 


——————É 


SYSTEMS OF CURRENT DISTRIBUTION ON 
TRAMWAYS. 


(Continued from page 724.) 
AMERICAN exporienco of efficiencies is quoted as follows for different 
systems with the motors on full load :— 


Per cent. 
Large low voltage tripliase generator 95:5 
Large high voltage triphase generator 95 
Large up-step transformers ; - 97:5 
High potential continuous generators 92 
High potential continuous motors 90 
Btep-down transformers eus 97 
Low tension synchronous motors 95 
High tension synchronous motors 94 
125-volt continuous generators 92 
Rotary converters —  ... кош 93'5 


With а line efficiency of 90 per cent. the overall efficiency for 
continuous currents will be 69'3 per cent., and for triphase currents 
as follows (see р. 724, paragraph o):— 

System (a), 71 per cent. 
„ (B,726 „ 
„ C)). 749 „ 
77 (8), 76:2 37 
” (e), 77˙7 » 


While only approximate these figures give an idea sufficient to 
show that system (e) with high tension triphase currents, step-down 
transformers, and rotary converters will give the best efficiency, 
and for this and the other reasons detailed this is the system 
chosen for Marseilles. | 

THE FALK JOINT. 


The Falk joint was the next subject before the Congress in a 
paper by Mr. Fischer Dick, who had tried the joint in Berlin and 
preferred it after an experience with other joints. He concludes 
that the Falk joint has freed engineers from much thought in 
connection with line maintenance and the effects of the wheels. 
By the Falk system no doubt is felt that great savings may be 
effected. 

There are said to be 40,000 Falk joints in Chicago; they have also 
been used in Lyons, Havre, Marseilles, Paris, Rouen and Nice, and 
8,000 have been made in Berlin. The cost per joint at Havre is 
given for all expenses, and including carriage and 4 f. royalty, at 
20 f. 30 c., while at Lyons the cost was 20 f. 10 c., and in the United 
States it has been done for 10 f. This did not cover all expenses, 
however. The cost of fish-plates and labour in connection there- 
with is, of course, entirely saved by using the Falk joint. 'The 
number of failures is small. The maximum was 5 per cent. 
in St. Paul and Minneapolis in macadam and paving, and nil in 
asphalte; it was 1 per cent. in Milwaukee; 0°25 in Chicago, and 
but 0°08 in Paris. 

All joints are cast in Berlin, but in Minneapolis an ordinary joint 
is placed about every 300 metres. In Berlinall joints are welded. 


* 


The Com e Francaise de Tramways has welded some rails all 
the of the line, and with Vignoles rails at each length of 
250 m. an ordinary joint to ease the effects of expansion and 


contraction. It is particularly noticeable how good is the hold of 
rails in asphalte, only one case of failure having occurred in Berlin, 
and none in St. Paul, though many went in macadam. 

The conductivity of rails thus welded is practically equal to that 
of the rail itself. There need be no further bonding unless asa 
measure of prudence to guard against possible breakage. Conduc 
tion as well as strength is entirely a question of the proper cleaning 
of the rail ends before casting. Contraction in Berlin amounts 
to 35 or 50 mm. per 100 m. Breakages usually occur soon after 
casting and others are caused by frost at a later period. The Falk 
joint is a means of adding years of life to old ways of which the 
joints have become bad, while new rails thus jointed will 
have an incomparably longer life than ordinary rails. The joint 
stops the noise which occurs when a car runs over the rail, though, 
of course, it cannot do so if already the rail ends are bad 
by long usage. Thus in Berlin there is still noise at welded joints 
which had had two years’ previous wear. ‘Traction is, of course, re- 

educed by the cast joint, as also is maintenance. The casting does 
not heat the rail head to a point that causes permanent softening. 
A disadvantage of the Falk system is admitted to be the inconveni- 
ence of casting a few joints only at a time, because the cupola must 
be made to melt more metal than can be utilised. It is remarked 
that the new Alumino-Thermique system of Goldschmidt may be 
tried on such cases. It seems to us that if this new system will do 
what it appears likely to do, it will quite replace the Falk system 
either for Falk joints or for actually weldiug the rails into truly 
continuous lengths requiring no bonding. Welding is an undoubted 
improvement, for somehow the fished joint never seems to be suo- 
cessfully made, though we do not believe there is a real necessity 
for this. Our experience of the kind of concrete commonly 
used for tramway track is that the stuff is often little better than 
stiffened mud, into which rail ends very quickly hammer hollows, 
A really well-fished rail joint with a stiff under plate on sound 
conorete would last much longer than the joints as usually made. 
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NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900, 


Compiled expressly for this journal by W, P. Тномрвои & Co., Electrical Patent 


Agents, 822, High Holborn, London, W. O., and at Liverpool, Manchester 
and Birmingham, to whom all inquiries should be addressed. 


* 


20,311. Improvements in electrical cushions for tables and the like.“ 
О. T. BAN Ra. Dated November 12th. 

20,357. “Ап improved self-contained portable electric lamp." J. McHarpy, 
Dated November 12th. - 

20,862. “Improvements in renewing the filaments of electric incandescent 
lamps." С. Howanp. Dated November 12ch. (Complete.) 

20,383. “ Improvements relating to alternating current induction motors." 
B. G. LAMME. (Date applied for under Patents, &., Act, 1888, Section 108, 
Apn Laith, 1900, being date of application in United States.) Dated Novembe: 
12th. 

20,884. ‘Improvements relating to systems of electrical distribution." 
B. J. LAMME. (Date applied for under Patents, &c., Act, 1888, Section 108, 
Apul 14th, 1900, being date of application in United States.) Dated November 
12th. 

20,439. “Improvements in electric fire alarms.” О. FREYMANN. Dated 
November 18th. : 

20,466. Improved electric apparatus for exploding mines.“ 
VIGNOLES, LIMITED, and 8. Evkk&HED, Dated November 18th. 

20,471. 1 in or relating to connectors for electric wires and 
the like.” J. R. Jones. Dated November 13th. (Complete. ) 

20,493. Improvements in and appertaining to distributing boards for elec- 
trical circuits.” A. M. TAYLOR. Dated November l4th. ` 

20,507. Improvements in sparking plugs for electrically-fired internal oom · 
bustion engines.“ R. F. HALL. Dated November l4th. (Complete.) 

20,522. “Improvements in high- potential line switches for electric currents." 
THE British THOuSsONR-HOUSTUN Company, LIMITED. (E. M. Hewlett, United 
States.) Dated November I4th. (Complete.) | 

20,540. Improved device for indicating the movements ої а mariner's com- 

. C. D. ABEL. (Siemens & Halske Aktien-Gesellschgft, Germany.) Dated 

ovember 14th. i 

20,558. Improvements in and relating to combined telephone and electrio 
bell circuits.” IHR BERLINER TELEPHONE MANUFACTURING COMPANY. (J. 
Berliner, Germany.) Dated November 14th. (Complete.) 

20,573. “Improvements in electric controllers." W. H. HARTIEI. p. 
November 14th. 

20,576. “Improvements in apparatus for SERA шв by wireless telegraphy." 
J. A. FLEMING and MaARCONUS WIRELERS ELEGRAPH Company, LIMITED. 
Dated November 14th. 

20, 590. Certain improvements in carriers for portable electric cables in 
combination with holder for lamps." К. Вмітн. Dated November 15th. 

20,631. “Improvements in automatic electric carriages and appliances for 
the transport of light goods or traffic.” Н. Duss and L. LAFFITTE. Dated 
November 15th. 

20,707. “ Electric exercising machine.” M. B. Ryan. Dated November 16th, 

20,757. Improvements in apparatus for generating pulsative constant 
electric currents.” E. VAN HAANEN. Dated November 17th. 

20, 758. Improvements in machines for N constant electric cur- 
rents.“ E. VAN HAANEN. Dated November 17th. 

20,761. * А new method of constructing electrical cells of the Leclanché 
type.“ D. F. B. Cores. Dated November 17th. 

20,704. ''Improvements in shade fittings for incandescent electric lamps." 
A. A. GUEST. Dated November 17th. 

20,765. “Improvements in or relating to electrio lampholders." C. W. 
Kemp. Dated November 17th. 
20,778. “Improvements in electric arc lamps.” J. A. Hrany. Dated Novem- 

ber 17th. (Complete.) 

20,779. "Improvements in electric aro lamps.” J. А. Heaxy. Dated Novem- 
ber 17th. (Complete.) 


EVERSHED AND 


Dated 
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90,797. ‘Improvements relating to sound-magnifying appliances for tele- 
phones, phonographs, and the like.” O. Rixen. Dated November 17th. 

90,400. Manufacture of a primer for producing ignition by electricity.” R. 
KAN DIL. ER. Dated November 17th. 

90,808. “Improveinents in or connected with electrical burglar alarms.” 
J. Н. Ркхмікатох and V. YATES. Dated November lith. Complete.) 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. Р. THOMPSON 
and Co., 829, High Holborn, W.C., and аё Liverpool, Manchester and Birming- 
bam, price, post free, 9d. (in stampe). 


83,634. ''Improvements in gevernore for alr cempressers driven Ву elsoctrie 
metors." The British Thomson-Houston Company, Limited. (9. Н. Libby and W. Р. 
Potter.) Dated November kth 1898. Relates to pneumatic governors for air 
compressors driven by electric motors, and consists of means for controlling the 
electric motor automatically by a switch arrangement actuated by mechanism 
sensitive to var:ntions in air pressure. The switch contacts mounted for 
oscillator y movement on iron fingers, but insulated frem the shaft, make or 
break contact with the fixed brushes according as the motor requires accela- 
rating or retarding. The forked arm to which is hinged the piece is rigidly 
mounted cn the shaft and through the binged piece imparts the motion of the 
piston to the shaft. The arm and spring act on the piece and tend to keep the 

тесе in that position in which the arm is stopped by the projection on the base. 
The main piston and cylinder are for actuating the switch, and are related to 
the auxiliary piston and spring-pressed plunger. A rod having a collar and 
screwed at one end into a nut to which a spring is attached, presses against the 
piston. The pin acted on by the springs server as a valve between the 
auxiliary cylinder and the main cylinder. On the right side of the casting is 
mounted a strainer to prevent dirt from entering the governor from he pressure 
pipe connecting the governor with the air receiving tank. Above the switch 
mechanism the coil of the blow-out magnet is placed, receives current fiom a 
pait of the contac:s оп the switch mechanism, and energises the magnet for 
mterruptirg tbe ares formed when the circuit is interrupted between the 
stationary brushes and the movable contacts. For preference, a direct con 
nected series motor, which may be belted, should be used. 10 claims. 


23,666. ‘Improvements in submarine cable telegraphs.” W. L. Wiss. (А. C. 
Crehore and G. 0. Squier.) Dated November Bth 1898, Relatesto mprovements 
in the class of telegraphs described in Specification No. 6,787, a.p. 1897, in which 
sinusoidal or other similar currents are employed. The message is sent by 
means of a perfcrated strip in which the two rows of single perforations are во 
formed as to allow а half phase current to pass. 4c!aims. 


23,624. “Improvements in or relating to the utilization of Hertzian and similar 
radiations and apparatus therefor.” L.H. Walter. Dated November 9th, 1698. 
Relates to the utilisation of Hertzian or like radiations, the transmitter and 
receiver being so arranged that the latter is not operated by unauthorised 
radiations, The transmitter emits radiations іп a pre-arranged order, and the 
receiver is only operated by such radiations, a“ safety“ appliance being con- 
nected with the receiver, which is tet back to zero on receipt of false signals. 
The induction coil with spark рар is excited by a battery when an electro- 
magnet ix energised by a current sent to it from the codal transmitting device 
operated by the key. On depressing the key contact is made and the magnet is 
energised, attracting its armature and withdrawing a stop from a recess in a 
disc, which is then free to rotate under the action of a spring. The disc carries 
a second disc fitted with contacts arranged in any desired number and order. 
The econtacts touch a contact and hence sigr als are sent in the desired order, 
In the recciver is the coherer adapted to complete the circuit around an electro- 
magnet. A disc cairying contacts similarly disposed to the contacts on the 
second disc and caused to rotate synchronously with it by means ofatpring 
when itis released by the first signal, a stop being withdrawn from a recess. 
The contacts are insulated from the disc. When the impulses are received in 
the true codal order, the electro-magnetic device is operated, and the contact 
brought against the contact to close the local circuit. Should an impulse other 
than & codal one arrive at the transinftter, the electro. magnet is energised 
through the circuit and the pawls disengaged from the ratchet-wheels. The 
contact is then returned to zero by the spring. 9 claims. 


23,668. “improvements in aad relating to the electrica! propalelon of tramwa 

oars, raliway ca es and the like by a road contact system.” D. Roksrtson, jus. 
Dated November 10th, 1898. Relates to electric railways and tramways on a 
road-contact system with electro-magnetic switches. Current from the main 
conductor is supplied to the slider on the vehicle through one tet of road 
contacts and switches which are actuated by a current of low potential from а 
second conductor through a tecor d row of road contacts and a slider. These 
contacts are alternately connected to the conductor and to the actuating coil on 
the switch. This coil pulls down a tubular plunger and thereby raises the 
mercury to complete the circuit between the projecting terminals connected to 
the supply conductor and the read contact studs as shown in section. The 
plunger is protected hy insulation, and may be solid instead of tubular; otber 
means than the subsidiary conductor may supply current for actuating the 
Switches. 5 claims. 


23,706. “improvements in the manufacture of dynamo brushes." J. C. 
Leissing. Dated November 10th, 1898. The brushes of dynamo-electric 
machines are made out of fine wire gauze of tuitable material, such as phosphor 
or sodium bronze, which js cut into strips diagonally with the wires, and 
flattened out by passing the strips between rolls or the like. 1 claim. 


22,760. Improvements in el amio relays for use oa telephone and 
telegraph lines." 8. d. Brown. Dated November Tien 1t98. Relays for tele- 


graph and telephofie working are cons ructed as gencrators in which the 
inductive effect is neutralised by dividing the magnet poles into pairs, and so 
crossing these that pairs of reversed poles are obtained and no current 
generated in the armature. The pole-pieces are further provided with a series 
of coils connected to line and earth; any line current disturbs the magnetic 
neutrality, and the armature currents produced actuate the local relay circuit. 
The provisional specification desciibes arrangements for using a unipolar 
generator, the low potential currents obtained being passed through a trans- 
former. 8 claims. 


23,820. “improvements in apparatus for measuring the phace difference of 
alternating eurrente aud idie currents.“ Br. J. Tama aad М. К. Kaldegg. Dated 
November lith, 1898. Relates to an apparatus for indicating difference in 
phase of two alternating currents of equal frequency by the angle through 
Which a pointer deflects, is constructed iu sections. It is applicable also for 
measuring wattless current supply through it and frequency. It consists of 
stationary coils set at right angles to each other, and preferably wound on 
spherical supports to produce uniform internal magnetic fields in which 
another coil turns. The movable coil is hung from a pivoted pointer, movable 
over a dial, and is of fine wire connected to mercury cups or wire spirals with a 
two-pole two-way switch, by which it can be connected either to the ends of a 
low resistance, inserted in & conductor carrying & main current, or to con- 
ductors for a second current. The main current also passes through the 
stationary coil and through the primary of an air-core transformer, The 
stationary coil has two windings, one of thick wire connected to the ends of the 
main resistance and the other ot thin wire connected with the secondary of the 
transformer through an adjustable resistance by means of the magnetic fields 
of the Btationary coils are made equal in intensity and 90° different in phase. 
The windings of the other stationary coil are both normally connected by а 
spring-actuated switch. When the movable coil is connected with the main 
resistance, and the variable resistance is properly adjusted, opening and closing 
of the switch produces_no deflections. The amount of the adjustable, resistance 


is a mea ure of the frequency of the currents. When the movable coll is sip- 
plied with another current from the conductors, the deflection of the needle 
measures the phase difference of the two currents, If the movable coil is сал- 
nected between two mains conveying the main current &nd is turned back v 
gero by a torsion spring and pointer, tbe angle of turning of the pointer 
measures the idle current flowing in the circuit. 8 claims. 


23,821. "Improvements in and relating to coin-freed telephones." А. E. Gillespie 
and J.G Dated November llth, 1898. Telephones. In private instr 
ments it is arranged that one payment shall enable a subscriber to nss the in- 
strument a definite number of times. A number of double-wound electio 
magnets bearing armatures upon sliding frames are wired up in parallel in the 
ringing-up circuit and in the telephone circuit respectively, between pairs of 
bar terminals. In one circuit, the parallels of the second and following electro- 
magnets include the first and following armatures, and in each of these 

arallels there is a key mounted in a bridge which is part of the armature frame, 

n the coin action and coin-discharging mechanism, the coin weighs down the 
first key to complete the circuit, and this key, in moving with the armature 
frame, is tilted by posts so as to make the coin roll off and drop to the second 
key. With the reversal of magnetisation by a current in the te ephone circuit, 
the first armature is detached bya spring and re-set, while, when the subscriber 
has spoken off, he rings off, thus causing the second armature to be attracted 
and to drop the coin to the third lever, leaving the armature, however, attract 
until demagnetisation is effected from the exchange. 7 claims. 


83.927. "Improvements in the art of electric dyeing and in apparatus therefor.” 
G. D. Bartow. Dated November 12th, 1898. Relates to electric dyeing silk, woul, 
cotton, and other fibrous substances, furs, leather, and other materials, whether 
raw or manufactured, such as hats and buttons of ivory, bone, hors, &@. The 
articles or materials are treated in & vat, preferably of porcelain, in which are 
placed two electrodes preferably of carbon or carbonaceous material and lesd 
Guide rollers are arranged to immerse the material which is passed throngh hs 
means of two feed rollers. To produce а double immersion, guide rollers msy 
be arranged over the centre of the vat. The vat contains a solution of sodien 
chloride, sulphuric acid, the dye and water, which may be heated by onlinary 
means or by the electric current, a reheostat being arranged to regulate the 
current. or dyeing brown or black, the dye is heated before immersing the 
fabric, &c. Insulating screens may be placed between the electrodes, of fbs 
vessel may be conducting and formed one electrode. Н claims. 


23,868. “improvements in electric Instruments. " The British 
Thomson-Housfon Company, Limited. (E. Thomson.) Dated November l4th 1998, 
Current and energy meters. Two independent measuring instruments sre 
attached to one base, and have needles moving over adjacent scales, so that ап 
observer may make readings of both simultaneously. They may measure volts, 
amperes, or watts, and may be of any construction. An instrument me&suring 
volts and amperes is described. Needles carried by two shafts move over scale 

later, the graduated parts of which sre visibie through openings іп а cosing, 

ach shaft carries a copper disc provided with coils. These move between the 
ends of two pairs of bar magnets, supported astaticaliy near tbe shafts by 
clamps, which also carry the shaft bearings and insulated plates. The coils are 
connected e'ectrically and controlled by flat spiral springs attached to the shaft 
and to pins on the insulating plate. The coils of the voltmeter are connected 
in series with high resistances wound on bobbins attached to the base. Those 
of the amperemeter are connected to the ends of a resietance-carrying the 
current to be measured. 9 claims. 1 


27,838. “improvements In electric aro lamps." А. W. Arter. Dated December 
81st, 1-08, Solenoid regulating mechanism is modified from that describes їп 
Specification No. 13,804, a.D. 1898. The carbon holders are connected by cords 
or racks directly with opposite sides of a large wheel which is supported Бу а 
frame pivoted and an inclined spring The pivot is carried by brackets withm 
& large slot in the wheel. The wheel may be weighted to compensate for tbe 
varying difference in weight of the carbons when continuous current is used 
The spring may be replaced by a weight and cord acting on an eccentric pulley, 
A cord is attached to and wound on а part of the wheel of sma!) diameter, and 
is connected directly or by a lever with the core of a series or differential 
solenoid on the side of the wheel axle opposite the heavier upper carbon holder. 
The spring is of such strength that the solenoid core lowers the wheel and 
frame bodily about the pivot to strike the arc, the pull of the cord on the smal! 

rt 5 balancing the pull of the upper holder оп the other side of the wheel. 

claims, 


1893. 


3,311. “Improvements in or relating to аго la " W.P. Thompson. (C.J. 
Toorrieg, United States.) Dated February Lith, 1009. Consiste in making tbe 
arc enclosure of a transparent part. The heat radiating surface of which shall 
be as small as possible, and of a heat-retaining part which is comp sed of a 
non-heat-conducting material for the purpose of obtaining a high temperatare. 
The non-conducting part completely encloses the upper carbon and part of the 
operating mechanism. 21 claims. 


3,681. “I in telephone systems." L. M. Ericsson. Dated Februsry 
17th, 1899.. Consists of a reversing apparatus for effecting the connection о 
the main line leading to a central exchange with any one of the subscribers 
circuits attached to the switch apparatus, which reversing apparatus is provides 
with a wire coil connection with the main line and of electro-magne's, by tde 
aid of which the subscriber’s circuits are connected with the main line, and the 
coils of which are respectively coupled in a corresponding subscriber's cirenit. 
The arrangement of the reversing apparatus consists of a fixed permanen! 
magnet, between the pole shoes of which is located a wire coil carried by а 
rotatable frame and coupled in the main line from the central exchange, each 
subscriber's magnet being connected to a permanent magnet, one pole o 
which is in contact witha piece of iron serving as an armature, and acted on br 
a constant force produced by a spring or the like. 5 claims, 


8,944. “improvements in metallic conduit for electric wires.” E. T. Greer 
пен. Dated Apri) 17th, 1889. (Date applied for under Section 103, Act 199, 
December 12th, 1898, being date of first application in a foreign country) 
Consists in a metallic conduit vented radially in al! directions throughont it 
length, so as to permit free circulation of the atmosphere and prevent case 
produced by short circuit from collecting and causing an explosion. 2 claims. 


12,184. me-electric generators.” J. N. Smith and W. A. Johaston. D: 

June 10th, 1899. Consists essentially, first, in the multiple method of connec- 
tions, and second, in making the machine of the two circular field-ooil type. 
The armature is provided with a plurality of projecting teeth or poles ands 
plurality of coils on each pole connected to one another ^ series. 5 claims. 


12,193. “I ements in cut-outs for electrical pu " T. Taylor. Dated 
June 12th, 1899. Relates to and an improvement on Specification 28,7, ol 
1896. Through the material of the insulating or non-conducting base of the 
cut-out a pair of open-ended passages are formed through which the fuse wim 
ps in proceeding from one terminal to the other for the parpose 2 
engthening the fuse without enlarging the cut-out. 2 claims. 


13,431. “An | t in brush-holders for eioctrio machines." J. Berks. 
Dated June 28th, 1899. Consists of a ring or other suitable piece fixer оп a 
insulated part connected to the holder proper by two or more pairs of links aed 
an adjustable helical spring. 1 claim. 


13,732. “ in storage batteries." С. E. Lee. Dated Jo; жі 
1899. Consists of a series of self-centred cylindrical like battery unite, ces 
consisting of а central positive element, with a surrounding арргохишы® 
cylindrical negative element with а common containing cel! having an electro 
in which all the units are immersed and a series of conductors whereby аЛ 
the positive and all the negative elements are connected to their respec 
central termini. 5 claims. 


13,802. “improvements in multi-rate electric meters.” The British Thom. 
Houston Co., Ltd. (E. Themson and F. P. Cox, United States.) Dated Jniy {ш 
1899, Relates to electric meters and consists of the adaption of any well ра 
form of meter to a more equitable method of registration than ordinary, by © 
necting to a ordinary watt or other meter resistances, or otber rabe rary re 
means over the contacts of which a switch arm is moved by а cam drives 57 
clockwork mechanism. 11 claims. j 
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ELECTRIC RAILWAY STANDARDS. 


ONE of our correspondents this week—whose signature is not 


one that can be lightly passed over—draws attention at a very 
appropriate moment to a consideration of the most vital 
importance to the British Electrical Engineering industry, 
As the opening of the new century draws nearer, £o, too, there 
is dawning upon us a new era in railway working, aptly 
styled by Mr. Langdon in his recent paper ** The Super- 
session of the Steam by the Electric Locomotive.” That, 
paper is dealt with elsewhere in this issue; onr present 
purpose is to consider, not whether the change can be made 
—of that we are satisfied —but / it should be carricd 
out. | 

Owing to the enormously rapid progress of electric tram- 
way, enterprise in America, where it was free to expand 
unfettered by those vexatious limitations formerly imposed 
upon such projects in this country, and, to a less extent, on 
the European Continent, it was practically inevitable that, 
when we were allowed to go ahead, American practice should 
exercise a very large influence over our nascent systems 
of electric tramway construction. Moreover, owing in 
great measure to the apathetic attitude of our leading elec- 
trical firms, and to the energetic policy of the large American 
agencies, it has come to pass that the standards in vogue in 
the United States have become unalterably incorporated in 
our tramway systems, although every detail employed 
in tramway work can now be obtained of British manufac- 
ture. In some respects there is nothing to be said against 
the American methods, but, on the other hand, as we have 
previously pointed out, many objectionuble features have 
been thoughtlessly adopted, greatly to our disadvantage. 

Now, in the matter of electric railways, the case is entirely 
different. We can boldly claim to be the pioneers in electric 
railway construction, both underground and overhead, and 
no country has gained a lead over us such as obtained in 
the case of electric tramways.. If we display the energy that 
is necessary for the maintenance of our commercial pre- 
eminence, we shall not allow ourselves to he Sursum ped d in 
this respect. 

We stand, as Mr. Tyler points out, on the very verge 
of an immense departure from long-established systems ; 
at no distant date our- railways will be worked entirely 
by electricity — first the busy networks of suburban 


districts, then important local lines between large neigh- | 


bouring towns; finally, perhaps, the great trunk mains. It 
is supremely essential that this great work shall not be ham- 
pered and thrown back by the too hasty adoption of unsuitable 
systems and apparatus; the greatest care and forethought 


must be exercised to ensure that every step shall be forward, 
and none backward, To this end we must approach the 
question with open minds, ready to weigh impartially, and 
with the utmost deliberation, all possible means of carrying 
ont the conversion. 

On Monday last the Joint Electric Traction Committee of 
the Metropolitan and Metropolitan District Railway Com- 
panies opened the tenders submitted to them for the elec- 
trification of their railway systems; upon them an immense 
responsibility devolves. Whatever choice of system they 
may make is certain to exert the greatest influence upon the 
future development of similar undertakings, and it is for 
this reason that we have thought it neceasary to insist on 
the moral of Mr, Tyler's warning, and to point out the 
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supreme importance of this, the first, conversion from steam 
to electricity in this country. 

In the first place there can be no doubt that we must cut 
loose entirely from electric. tramway methods, There is 
absolutely no parallel between the two cases: yet it is more 
than likely that some propositions will be made, more or less 
based npon tramway practice. A tramear runs on the public 
roadway, common to all kinds of traffic: stops at frequent 
intervals—in some cases at the nod of a would-be passenger; 
never attains a high speed: never (in. this country) goes far 
from its base. A railway {тап on the other hand, ri ns over 
private property, from which all other traffic is exeluded : 
stops at far longer intervals, and only at set stations; attains 
the highest possible speed. between stops, and must cover 
long distances. 

Now, the standard 500 volts of tramway practice is quite 
unsuitable for railway work. The distance of transmission 
is greater, as well as the distance between suecessive trains, 
so that the line is longer, aud the copper less usefully 
employed; the power to be transmitted is far greater, there- 
fore also the current, unless higher pressures are utilised. 
The capital outlaid on distributing mains will be one of the 
most important factors in the case of an electric railway, and 
it mus! ће kept down to the utmost. 

Further, the series parallel method of control has been 

wlied on for economical working in starting cars; but in 
stopping them, the kinetic energy stored up is dissipated in 
friction. This will never do for railway working. We 
would here point out that it is useless to adduce the Central 
London Railway as a case in point to the eontrary, The 
circumstances are entirely different. The gradients of the 
C. IL. R. were carefully chosen, so as to immensely aid the 
economical starting and stopping of the trains, with wholly 
admirable results ; but the gradients of existing underground 
railways, and of all surface railw ays, cannot be alter ed—they 
must be taken as they are. Now, if the system of control 
in use on the Central London Railway were adopted on a 
surface railway, the locomotives would be found to be far too 
small, and the current at starting would sometimes be four or 
five times the norinal—for trains often have to start and get 
up speed on up-grades. Moreover, the heavy existing ro ling 
stock must be utilised, and the retardation-gradients, by which 
so great a saving of energy is accomplished on the C. I. R.. 
would be absent. We have, then. a heavy train to be started 
quickly and brought up to a high speed, thus storing up an 
amount of energy quite out of proportion to the amount 
spent in overcoming friction ; for successful working on, say, 
‘a suburban line, the greatest possible proportion of this kinetic 
energy must be restored to the system. This can be done by 
converting the motors into dvnamos pro tlem., delivering 
power to the lines, not merely at high speeds, hut down to 
the /, possible (пх before friction braking becomes 
necessary. Means are available for this purpose, some of 
which our readers are already acquainted with, while others 
are as yet unpublished. 
_ Again, such a method of collection must be adopted as may 
be readily applicable to crossings and sidings of the most 
‘complicated description: it is of no use to say “ Use steam 
locomotives for shunting " —if the train, or æ single locomotive 
annot be electrically propelled throughout any network of 
sidings, the system is not fit for adoption. 

The use of the three-wire system, as applied on the City 
and South London Railway by Mr. MeMahon, or some 
modification thereof, must be seriously taken into considera- 
tion, and it will probably ke found to be necessary to insulate 
the lead and return. conductors throughout their length— 
but not on account of the magnetic observatories. 

The three-phase system, we maintain, is entirely uusuit- 
able for suburban traffic, on the score, not of starting torque 
or power factor, but of energy conservation. With the 
frequent stops and starts inherent to such traffic, the waste of 
energy in getting up speed and the impracticability of 
restoring energy to the line in braking would be fatal to an 
alternate current system, Be it remembered that induction 
motors can only act as generators when running at а уйе 
speed than that of synchronism, and without an efficient 
rariable speed gear this condition cannot be obtained while 
the train is slowing down, 

For main line traffic the threes > phase system is, how- 
ever, admirably adapted—indeed, tliere appears to be no 


other means of electrical propulsion nearly so suitable fy 
this purpose, with long runs at constant speed and fey 
Stops. 

Returning to the main question, we foresee a danger thy 
the engineering aspect of this most important unde TRA 
with especial reference to the Metropolitan railway 
he subordinated to financial operations, Already there y. 
ominous signs of such transactions. We hope the tta 
will be dealt with on broad lines, and with the deter yy. 
tion to discover the best possible solution—otherwia т 
vocable and lasting 1 injury will ensue to tlie develop, ment of 
electrical railway engineering in this country, 


ACCOMPANYING the present. issue, mader 
will receive our annual sheet of electric 
tramways and railways in the Uni 
To give particulars of the many other systems 


Electric Tramway 
Statistics, 


Kingdom. 


which are about to be equipped, or where work has just fen 


commenced, would occupy во much space as to make the lit 
of unwieldy proportions ; we have, therefore, for the ma 
part, confined ourselves to lines which are in actual орт 
tion. We take this opportunity of expressing our indebted: 
ness to tramway managers, electrical engincers, and other 
who have so readily come to our assistance in the compilation 
of this table, and we trust that they will find the muterial d 
some value for reference purposes, It will be observed thar 
the present sheet contains a good deal more data relating to 
costs per car-mile and ratio of expenses to receipts thau it 
was possible to include. in our last list, published 12 montis 
ago. It is such figures as these that tell very forcibly in 
clearing away any apathy which may still exist amoug 
tramway authorities in regard to the subject of eletne 
traction. We know for a fact that the information given 
under these headings in our 1899 list was employed as uvery 
successful weapon by some. With the disappearance of the 
Birmingham lines from the list, there also disappears, for the 
time being, at any rate, the only battery system of її 
this country has latterly been able to boast. This section 
is now changing to overhead trolley, therefore all English 
electric tramways now in operation are on the trolley metho. 
Twelve months ago we recorded the fact that the London 
County Council had voted large sums for surface contact und 
underground conduit. tramways. How terribly bound up 
our latter- day civilisation is with red tape and legislative 


} 


4 


requirements, is realised when one repeats that, what we wid | 


last year, practically represents the position of things to-day, 
[t is true that at last the Council's expert engineer bss 
specially devised an underground conduit system, which ba 
been approved by the Highways Committee, but this 
even yet to be submitted to the Board of Trade, and to 
local authorities whose districts are affected under the pr 
posed schemes. Perhaps early in the next century practical 
work will actually be proceeded with. In the promotion v 
new schemes for electric tramways and underground mi 
ways, there has recently been great activity. The т of 
the promoter in connec tion with underground electric lines 
for London amounts practically to a boom. 
are very numerous, but so far they are on/y projets 
They have yet to pass through many an ordeal bée 
very serious thought need be paid to them. Is № 
not a danger of overdoing the thing? The 
trical equipment of a hundred odd miles of tramway in Natl 


— = 


The new project , 


coming ehe- | 


London, the- conversion of the Metropolitan undergrad, 


and the construction of a number of other electric tum дев 
these all indicate that it is now becoming generally realised 


* 
that in electricity is to be found a solution to the modit 


traffic-handling problem in crowded cities. Electrical e£ 
neers have endeavoured to drive this truth home for mit! 4 
day; the progress they sought has come all too tardily. M* 
that it has really come, English electrical engineers Ях 
do all that is within their power to ensure tlie adoptiot" 
" nglish work and English machinery and materia). “, n 

tle closing of the old century they must buckle their iei 
the tighter for a hand-to-hand encounter with (ontive 
and’ American rivals, They cannot afford the humilis 
of being worsted in the contest. Having found their feck 
let them stand against all comers. 


+ 
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SOME NOTES ON THE DESIGN OF LARGE 
ALTERNATORS.’ 


Bry A. HEYLAND. 


Tae principles underlying the construction of modern types 
of large alternators of the fly-wheel class, are nowadays quite 
by ddinite, and a reference to the collection of large machines 
m, exhibited atthe Paris Exhibition by nearly every electrical 
m firm of standing in the world, illustrates how the design of 
x gueh generators has been standardized, for there is not a 
c! single machine among the collection that shows any im- 
portant novelty. But, although this is certainly the case, 

"а yet the writer cannot agree with a certain well-known 
| electrical engineer, who has stated that all the alternators 

"^ exhibited are practically identical, for an examination of the 
; details of these machines shows that there are great differ- 

' ences in the actual design. Machines having the same 

j rating, under the same conditions of service, differ widely 
with regard to weight and dimensions, showing that the 

* materials used in their construction are utilised to better 

* effect in some cases than in others. А 
j The two 3-phase alternators exhibited at Paris by Messrs. 
t Electricité & Hydraulique (of Charleroi) and designed by the 
writer, differ widely from other alternators exhibited, not so 
mch in external appearance, as in their electrical design 
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classes, viz., those in which stability of the stationary arma- 
ture frame is increased by radial arms in tension ( Brown- 
Boveri type), and those in which the armature frame takes a 
U-shaped form, the machine being consequently of large 
external diameter, but of small width. “The machines 
exhibited by the writer's firm belong to the latter class, the 
form in question being of considerable advantage where 
space is very limited, as, for instance, between the cylinders 
of two-crank engines: moreover, the construction itself is 
more of the nature of a fly-wheel construction. 

The two alternators referred to above differ hut slightly: 
each machine is of 750 kw. and is driven by а horizontal 
two-crank engine, the alternators and exciters being mounted 
between the cylinders. The alternator exhibited in the 
French section (hereinafter called Alternator No. 1) vene- 
rates a current of 200 amperes per phase at 2,200 volts per 
phase and 50 cycles when running at 94 revolntions per 
minute, while that exhibited in the Belxian section (hereinafter 
called Alternator No. 2) generates the same amount of cur- 
rent at 2,200 volts per phase, but at 127» cycles, it running 
at 80 revolutions per minute. Both the machines have star 
connected armatures with hole windings, the field coils being 
wound with copper strip in each case. 

Fig. 1 gives a good idea of the construction and general 
arrangement of each of these machines: it represents a por- 
tion of Alternator No. 1. That the distribution of the 
building material is excellent may be seen when the weights 


: DE’ Seat 
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» and performance. So far as the writer knows, no machines 


2 Of the type in question have hitherto been built having such 
: &inall pressure drops: by ‘ pressure drop“ is meant the fall 
in pressure per phase at full load at constant speed and ex- 
»-citation—one of the most important points connected with 
the design of large alternating current generators. In other 
Tespects, too, the tests which have been made on these 
machines clearly demonstrate that the principles underlying 
the design of such machinery, as laid down by the writer 
some time ago, are those which it is necessary to adopt if 
the best results are to be obtained. The excellent. results 
obtained with the alternators in question аге due, firstly, to 
various electrical details which will be discussed below, but 
principally to the Aigh maynelic saturation in the poles ; 
combined with very small magnetic leakage—or rather, 
with a very small increase of magnetic leakage from no load 
to full load. | 
Fly-wheel alternators can be broadly divided into two 


* These notes have special reference to tests made on the alter- 
nafots of 1,000 E. ff. P., éxhibited by The Electricité et Hy- 
draulique, Limited, of Charleroi, nt the Paris Exhibition. 


are considered. Thus, with this machine, the weight of the 
complete fly-wheel is 20:2 tons (copper 4,100 Ibs,), and that 
of the armature and frame is 22 tons (copper 1, 100 lbs.), 
thus making a total weight for the complete machine, with- 
out the shaft or bearings, of 42:2 tons. This gives a weight 
of 126 lhs. of total material per kilowatt, of which 775 Ibs, 
is copper. The 1,000 f. n. P. Weyher and Richemond com- 
pound engine driving this generator has, with the above fly- 
wheel, a variation of angular velocity in one revolution at 
constant load not exceeding 075 per cent., the kinetic energy 
м v? ; : 

of the fly-wheel, C 2h being 6,340,000 foot-pounds, 

A noteworthy feature of these generators is the con- 
struction and dimensions of the field poles : these latter are 
bolted directly to the rim of the magnet wheel without 
being let in in any way, as is frequently done, in order to 
decrease the magnetic resistance between the two surfaces ; 
there is no reason for such a construction with these machines, 
as the magnetisation of the iron is carried to a very high 


value, and the paths for the lines of force are very short, so 
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that the air resistance has but a small influence ou the 
magnetic resistance. The poles themselves (the pole shoes 
are cast with them), are unusually short, in order to minimise 
the magnetic leakage between them ; moreover, the leakage 
path is still further lengthened, owing to the tact that the 
poles are of comparatively small sec tion, the reduced section 
being possible on account of the high flux density in the 
poles, and on account of the high permeability of the cast- 
steel employed. 

As already stated, the armature windings are carried out 
in closed slots, the depth of these slots being made small, 
in order to reduce as much as possible the magnetic leakage 
that occurs in the teeth between them ; the closing of the 
slots, on the other hand, of course, has the effect of causing 
considerable magnetic leakage of the flux from the poles 
across the slot bridges, which, with these machines, аге 
about f th inch deep, but it must be remembered that this 
leakage will not alter much with the load. If the slots 
were open, the leakage field would depend on the magnetic 
resistance of the gup across the slots, and it would vary with 
the: ampere-turns of excitation, and consequently, would 
change with the armature current. But, owing to the fact 
that these br idges are present, there is at every load a strong 
leakage across "them, to such an extent that already at no 
load (with excited magnets) the bridges are saturated, and, 
therefore, the magnetic resistance is constant, 

The air-gap lengths (iron to iron) are respectively 0395 
inch and 0'315 inch in Alternators Nos. 1 and 2, the 
diameter of the armature bore being 236 inches in cach 
аве. On account of these large air-gaps, it is a somewhat 
difficult matter to obtain the high flux densities in the poles, 
Whose use is advocated by the writer, without an unduly 
large excitation, For smaller machines, where relatively 
smaller air-gaps are permissible, it is easier to apply these 
principles, the flux density being perfectly easily obtained 
with normal field excitation. However, an examination of 


the figures given below relating to the two alternators in 
question will show exactly what can be attained in practice. 


: Е 


INDUCED E.M.F. PER PHASE IN 


eo 129 
O EXCITING "CURRENT "UN. AMPERES 
Fia. 2. 


Fig. 2 gives the no load characteristic (magnetisation 
curve) of Alternator No. 1; it will be seen that an exciting 
current of 127° amperes is necessary in order to obtain the 
normal voltage of the machine, 2,200 volts per phase. At 
70 volts (the pressure at the terminals of the field winding) 
this excitation represents 9 KW., or 1*2 per cent. of the full 
load output. The point indicating the normal voltage of 
the alternator will be noticed to be well over the knee of the 
curve, and after this point the voltage changes comparatively 
little with the excitation, and the E.M.F. of the alternator 
will vary but little with increasing load. 

In order to determine the actual fall of pressure of_ these 
machines from no load to full load, the short-circuit current 
curve was experimentally obtained їп each case. The 
terminal voltage of an alternator under short circuit is, of 
course, zero, and on account of the low resistance of 'the 
armature windings, the pressure required to drive the full 
load current through the short-circuited armature ngainst its 
ohmic resistance is insignificant. Consequently the current 
circulating in the windings is practically wattless, and with a 
given field excitation, it attains such a value“ as to 


* The actual value of tho short-circuit curront at a given excita- 
tion depends to a minor extent upon the form of the pole shoes, and 
on the ningnetic leakage of the field system. 
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produce un equivalent (and opposing) armature йш, whig 
balances the flux of the field system produced by the excitin 
ampere-turns, The resultant of the impressed flux (due 
the ampere-turns on the field system), and of the oni; 
flux (due to the reactive ampere-turns of the armature), is à 
actual flux existing in the armature iron corresponding. tod 
short-circuit current, and is, of course, of small value. It me 
be regarded as being made up of two fluxes in quadratu 
one (quite insignificant) corresponding to the small prae 
required to drive the short-circuit current, against the ohm 
resistance of the windings; the other, a larger flux oo 
sponding to the inductive E. M. F., and this latter flux ih | 
true leakage flux of the armature. A little consider 
will therefore show that the short-circuit current gives t 
relation between the ampere-turns on the field magnets s 
those on the armature, or what is the same thing, iter re 
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the relation between the field current and the armature q 
rent. Jt is, therefore, a straight line, as shown in fig 
which represents the actual short-circuit current curv 
Alternator No. 1. 

The magnetic leakage of the field system need по 
separately known for a given alternator, as it is, already 


cluded in the magnetisation curve, being present practid ч E Mi 
to the same extent at no load. But. in order to cale hix: 
what increase of field excitation is necessary for the altern T c 
from no load to full load, it is necessary to know the amc 97 : 
of the leakage flux in the armature, for, owing to the 1 9 5 
that the magnetic leakage in the armature increases with s 
current in the latter, i& of course necessitates an increas iT. e 
the field excitation. Эу у 
For the generators in question the amount of the leal = 
fluxes ‘of the armatures was experimentally found in n] 
following manner, the leakage flux in each case being E tas 
termined in terms of the E. M. F. corresponding to it. В o 
generator was loaded up to the extent of 100 ampere b 
phase upon a full inductive load, the pressure at the term е UM 
of Alternator No. 1, under these conditions being 2,140 "Nl 
per phase, aud the excitation 150 amperes. The pressure с | 
sponding to this excitation is, (from the no load characteris чм 
2,380 volts, this being the pressure per phase actuallyg * 
duced in the windings of the armature. As the ext m 
load is (practically) purely inductive, the excitation fo ч 
induced pressure is the sum of the excitations for the {ет " 
pressure, and for the inductive E. M. F. of the armature. | i 
this case, the induced pressure is 2,380, the terminal M 
sure 2,140, and the excitation corresponding to the Ra 
ductive E. M. F. is easily found as below, giving, by si > Ir 
subtraction of the excitations and pressures, the value in ЫШ 
of the inductive E. M. F. representing the magnetic le me 
of the armature. mM B 
(To be continued.) Er 
| E 
А | 
Pal. 
Tine 
ELECTRIC TRACTION IN ITALY. cr 
In the current number of the Engineering Magazine, & 
Enrico Bignami rubs in the usual indictment of B 25 
»lowness in adopting improvements, by showing, E 
ee 
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consciously, the marked contrast between the &maller towns 
and cities of this country in regard to electric traction 
development, аз compared with his own country of Sunny 
Italy, which we are perhaps inclined to look on as a poor 
one-horse affair. 

Not only, however, are all the leading Italian towns pro- 
vided with their electric tramway lines, but a great develop- 
ment of bond fide electric railiray work has latterly begun, 
with lines many miles in length, but with a by no means 
frequent service. | 

Amongst the principal Italian. urban tramway systems we 
find the following :— 


Florence, one mile of tramway per 6,000 inhabitants. 


Genoa j - 2,600 » 
Milan 57 29 5,900 77 
Rome 77 79 15, 000 » 
5 Turin 3) 7? 8,000 77 
Leghorn " е 14,000 " 
Naples ^ ^" 55,000 „, 
Palermo „ s 25,000 n 
Catania тА s 5,000 ^ 
Spezia » " 2,000 5s 


Hulf-a-dozen others are also mentioned, but no details are 
viven of the length of lines, so that they cannot be compared 
qute similarly. Of course, the above figures are by no 
means altogether indicative of great progress, though, on 
` the other hand, some of them seem to show much greater 
mileage per unit of population than we have reached in this 
country. А i 

It is, moreover, only right to remember that the three 
places showing least mileage—Rome, Naples and Palermo— 
are old cities with narrow streets that render almost im- 
possible the working of tramways on an extensive scale, 

Leghorn, too, has only just lately opened its electric 
wamways ; but one may fairly expect to see a very great 
increase during the next few years in this and other cities as 
the conditions become more favourable. 


Whilst acknowledging in many cases the great mileage 


mperiority of Italy and of other Continental countries in 
пага to electric tramways, it is, however, very doubtful 
whether equally great superiority could be claimed for the 
thoroughness and solidity of the work carried out. 

Board of Trade regulations, and the national tendency 
(mach intensified by the action of local authorities) towards 
arishing money on heavy construction work, do not con- 
Ine to greater margins between total expenses and receipts, 
ind may, therefore, in many cases, prevent early development of 
xorly paying extensions, We must, however, console our- 
elves with the thought that if we haven't so much mileage 


s other countries, what we have got is, perhaps, of a better 


шашу. 

One of the most interesting features about the Italian 
Tramway systems is the large number of them that are 
perated by means of water-power, involving the use of 
ugh pressures, and, as a rule, the generation of polyphase 
urrents. | | 

At Milan, for instance, the transmission is at 13,500 volts, 
hree-phase, over 13 miles; everyone knows of the Tivoli 
orks, which supply current for the lines at Rome— 25,000 
olta alternating, over 18 miles. For some of the Turin 
nes there is а transmission of about 20 miles, and although 

13 not, strictly speaking, in Italy, we may also mention in 
ux connection the line at Lugano (5,000 volts three-phase, 
ver 73 miles). 

Finally, there is the electric railiray (of which a good deal 
is been lately heard) now being equipped between Lecco 
id Sondrio, with a total length of 65 miles. About 
5% H. P. is available at a water-fall 15} miles from Sondrio; 
wrent is to be generated at 20,000 volts, three-phase. А 
ansformer station every 6 miles or so will serve to give the 
orking pressure of 3,000 volts. If this line can be worked 
‚а reasonable figure, we ought soon to see some develop- 
euts in this country, where there must be scores of even 
orter lengths working a “shuttle” service of a much 
"ser nature, and where, therefore, electric traction onglit to 
ow much better results. Railway managers might do worse 
ian combine business with pleasure by a brief trip to Italy 
ı his connection! 


THE ELECTRICAL WORKING OF MAIN 
LINE RAILWAYS. 


By ERNEST KILBURN SCOTT. 


-— 


Mu. LaxGpox is to be congratulated on ко ably forwarding 
the crusade against that itinerant engine and boiler—the 
modern steam railway locomotive.” 

With the enormous development of electric. street; traction 
and the successful working of real electric railways in 
America, Switzerland, and in London, the feeling has grown 
that it is merely a question of time when electricity will be 
applied to the working of main line railways. Financial 
data were, however, required to present a case to railway 
directors and shareholders, and Mr. Langdon’s paper is an 
effort to fill this want. Coming, as it does, from one who 
has been connected with the Midland Railway for many 
years, and being data directly applicable to that part of the 
Midland Company’s line between St. Pancras and Bedford, 
the particulars are all the more valuable. 

A notable fact about. steam railroading statistics is, that 
although there have been years of time in which to collect 
and tabulate data, yet that which is available, when compared 
with what electrical engineers can present in their work, is only 
scrappy and approximate, It is the nature of electricity to 
be accurate, and once let it get a grip on heavy railroad 
work, and we shall know to the second place of decimals 
just where we are. Of course, in applying electricity to 
existing main line railways, a number of new points come 
into prominence, and not the least important of these is the 
question of the picking up of current. The liability to 
floods would appear to make it impossible to collect current 
from a third rail laid along the sleepers, for although some 
lines are not troubled with floods, yet the system eventually 
adopted would need to be applicable to all railways. That 
the conductors will have to be above ground seems a neces- 
sity also, because of the impossibility of fencing off the 
whole of a main line railway. Then there is the question of 
how to carry the conductors. Are they to be trolley wires 
supported by span wires, or are they to be wires or rails 
mounted on posts at the side of the road? It is interesting 
to note that Siemens & Halske have recently made elaborate 
experiments on a three-phase locomotive picking up current 
with bow trolleys from three conductors at the side of the 
roadway. The collection was very good at 37 miles an 
hour, and at voltages ranging from 500 to 10,000, the 
sliding contacts working best at the higher pressures, It is 
hopeless to expect that our Board of Trade will ever allow 
overhead conductors to carry current at 3,000 volts, as is being 
done on the Colico line in North Italy, now being equipped 
by Ganz & Co. Yet there is much to be said for the 
system, as it allows of the heuvie t traffic being worked 
from trolley wires of about the same section as is used for 
tramways. The method used on this line, by which the 
train automatically switches current on to the section imme- 
diately ahead, is a valuable feature, which may probably be 
eventually adopted on all railways whatever the voltage. 

In looking through Mr. Langdon’s figures, it appears that 
he has based his estimates on a system similar to the Central 
London, in which rotary converters are employed to deliver 
continuous current at 600 volts to locomotives. The Central 
London Railway has been a remarkable success, but, in con- 
sidering what are the reasons for this, it is well to dis- 
criminate between the various factors. It would be as 
unreasonable to give all the credit to the very fine civil 
engineering work, as it would be to say the purely electrical 
part of the work is the sole cause of success. 

Leaving out the question of the advisability or not of 
hanling trains by separate electric locomotives, it says much 
for electrical working that even Mr, Langdon's figures make 
out such a good case. It is certain that better figures can 
be given by adopting three-phase throughout. 

In calculating the efficiency, Mr. Langdon allows 10 per 
cent. loss in the rotary converters. Again, the cost of tlie 
five sub-stations and their equipment is put down at £80,000, 
or 17 per cent. of the total capital outlay, whilst the wages 


the Electric Locomotive,” read before the Institution of Electrical 
Engineers, November 29th, 1900. 


Mr. W. Laugdon's paper оп “ ‘The Supersession of the Steam by 
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of the five assistant engineers, &C., at the sub-stations is 
£5,472, or nearly 15 per cent. of the total estimated cost of 
generation and distribution of current. The sizes of these 
percentages show that any simplifying of the sub-station 
part of the system would make a very considerable improve- 
ment in the showing for electricity. Dispensing with 
rotary Converters and the accessory apparatus for starting up, 
also the continuons current switch gear, besides having 
shorter cables and smaller buildings, would probably reduce 
the £80,000 by oue half. Again, in the attendance at the 
sub-xtations there would be a great saving, because the 
working of the Swiss polyphase railways has shown that 
step-down transformers can be very well left to look after 
themselyes. For 50 miles of line the five assistant sub- 
station engineers could probably be reduced to two, and they 
would be more in the nature of clectrical-way engineers 
whose duty it would be to assist the permaneut-way 
inspectors, 

In comparing the working of a main Ii ie railway in which 
in the one case the transformer stations are fitted with 
rotary converters and their necessary step-down transformers, 


"and in the other case the sub-stations are fitted wita three- 


phase static transformers only, it is obvious that on account 
of there being practically no attention required in the latter 
сазе, the sub-stations can be placed at much more frequent 
intervals and thus give a better service. For instance, Mr. 
Langdon suggests in his paper that the retary converter 
sub-stations shall be at intervals of 10 miles, but on the 
Buredorf-Thun Radway it was found that without incurring 
uudne expense the static transformers can be placed at 
intervals of only 1˙2 to 2H miles apart. 

Again, take the question of output of the transfor ners in 
any one station. The rotary converter is a synchronous 
piece of mechanism, aud as such the extent to which it can 
be suddenly overloaded is distinctly limited. Therefore, in 
deciding ou the size of the rotary converter it is absolutely 
necessary that the rotary should have an output equal to the 
maximum that will ever be taken, and this in inclement 
weather. would of course be very much greater. than is 
required under average conditions, Now, it must be remem- 
bered that the trains on these main lines do not run at two- 
and-a-half-minute intervals, or at ten-minute intervals, as do 
the traius on certain London underground lines, but that 


there are, let us say, only 16 trains per 24 hours, as given in 


Mr. Langdon's paper. Assuming one train at half-hour 
intervals going past any particular sub-station, then the 
large Capacity rotary Converter is only taking its load for a 
few minutes every half hour, the rest of the time being 
simply spent in running round doing nothing. Now, it is 
well known that in any ordinary dynamo or alternator if the 
full load is only on fora moment or so during extended periods 
quite a small machine may be put in, for between periods it 
has time to cool down, This will not do, however, for a 
syuchronous machine such as a rotary converter, because, as 
mentioned above, the question of an overload stopping the 
apparatus has to be reckoned with. 

The condition of affairs if we equip each of the sub-stations 
with three-phase static transformers only, is very different, 
as the apparatus would, on open circuit, be wasting only a 
very small fraction of what is required to keep the rotaries 
running, to say nothing of the power and accessory apparatus 
required to bring them up to synchronism. Static trans- 
formers working under the conditions mentioned above, will 
take large temporary overloads, and therefore, in deciding on 
the outputs of the various units in the sub-stations, this fact 
can be taken into account, with the result that the three- 
phase equipment comes out very much cheaper. | 

Punctuality is not the least of the advantages which would 
follow from the application of three-phase traction, The 
raison (etre of Che Buredorf-Thun line is that it forms a 
junction to four main lines leading out of Berne, and the 
fact that it never fails to enable passengers to make connec- 
tion is an object lesson to some of our home railways. The 
gradients are extremely severe—at one point being 1 in 40, 
and yet, whatever the load, the speed is practically constant 
throughout the whole of the 21 miles’ run. It is about 
5 per cent. below 10 kilometres an hour going up, and about 
the same percentage above 40 when coasting down the 


gradients, because, of course, in coming down the motors 
return current to the liue. 


It is significant that some existing steam railways are 
already seeking powers to work sections of their lines by du. 
tricity. During the Parliamentary Session of 1900 th 
following railways applied for such powers:—Bray and 
Enniskerry Railway, Wicklow: Knott End Railway, Lan- 
cashire ; Mersey Railway; Metropolitan District Railway, 
South-Eastern and Chatham and Dover Railway; Vile of 
Rheidol Light Railway ; and the Wirral Railway. 


REVIEWS. 


Les Devharges Hlectriques duns les Gaz. Translated from 
the English, with Notes by Louis BARBILLION, аш a 
Preface by CH. ED. GUILLAUME. Paris: Gauthier- 
Villars. 1900. 

The original English edition of ** Electrical Discharge in 
Gases" was reviewed in these columns on its publication, 
and ve expressed at that time our great appreciation « 
Prof. Thomson’s fascinating work. Its translation Ши 
the language of a country in which so much work has her 
done during recent years in the study of radiations was to 
be expected. The French edition has several very valuable 
features of its own, We have recently printed a transl- 
tion of M. Ch. Ed. Guillaume’s extremely interesting 
Preface on the discoveries of Becquerel, Mme. Curie. 
and G, C. Schmidt, of the radiant properties of uranium 
and thorium, and of the new hypothetical elements 
radium, polonium, and actinium. M. Louis Barhillion, th 
translator, has added a number of notes on recent problems 
in connection with the subject. The additional matter may 
tempt many who already possess the English book to har 
this translation as well, 


Traite de^ Magnetisme Terrestre. Par E. Mascant, Menlo: 

de PInstitut. Paris: Gauthiers-Villars. 1900. 

In his Preface to this book the author writes,“ When in 
1882 the Government decided, on the proposal of Admiral 
Лопе, Minister of Marine, that France should take part in 
the international Polar expeditions, the Commission formed 
by the Academy of Sciences to organise the Cape Hom 
expedition employed me to give a course of lectures to navil 
officers on the instruments and methods used for observing 
terrestrial magnetism. I have been repeatedly asked for 
copies of these lectures, of which but a small number were 
printed, and I have since had occasion to complete them 
in lecturing on the same subject at the College de Fram 
and the Ecole Superieure de Marine.” 

The principal chapters are on the elementary theory af 
the electro-magnetic field, on the properties of magnets, a 
the field of the earth and magnetic charts, on observation 
instruments and portable instruments for observing ur 
magnetic elements, on the periodic variations and their res 
tions to other phenomena, such as auroras and earth eur 
rents, and, lastly, a chapter on the errors and regulation 4 
ships compasses, It is an admirably comprehensive Шаш 
to put into the hands of ships’ officers, and an ev 
example of the French gift for writing treatises. 


. - } 
Injectors : Their Theory, Construction and Working. bs 


W. W. F, PtuLEN. Second edition. Manchester: ТЕ | 


Technical Publishing Company. 1900. 

The injector is a curious instrument at first sight, an © 
looked on as somewhat of a paradox. It is useful for" 
purposes. Опе of these purposes is the feeding of boire 
the other is that of serving as an excuse for the free aw“ 
the mathematical pepper box which is much in evidene ? 
the opening chapters of this book. 

We fear that the mathematics are of little uw * 
most men, who need to know or wish to know the print? 
on which the injector works. Much of tlie darkness 90 (9 
subject exists because of the neglect in men's minds & V? 
atmospheric pressure. They overlook the fact that om’ 
exhaust steam has a pressure equal to the aumospher, а 
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that this steam will rush into a partial vacuum at a high 
velocity. The injector thus acts simply by virtue of the 
mixing of one fluid at a high velocity with another fluid at a 
low velocity but at a low temperature. The second fluid 
condenses the first and produces the effect of a vacuum, and 
the conjoined streams move forward with a mean momentum. 

The various questions relating to injectors are well 
explained, and the author passes on to the historical portion 
of his subject and brings it down to date, expluining the 
many forms of injectors, also the exhaust injector which 
more than all others puzzled the unthinking, and is still far 
too little known, The various forms of restarting devices 
are shown, and the illustrations of the book are excellent. 
We ought, in fairness, to say that the mathematics are 
really of а simple order, but as in other books of the same 
author, like certain species of caterpillar, they have put on 
the *terrifying" aspect. As with fans, centrifugal pumps 
and electrical generators, one injector may be put in series 
with another to secure its working against higher pressures. 


Ме Vehicles and Jlotors, By W. Worsy BEAUMONT. 

Westminster: Archibald Constable & Co. 1900. 

This is à huge and elaborate book, well printed and very 
well illustrated, but it is not exactly an engiucering work, 
It vives very full details of mechanism, but very little on 
principles. A reader of the book who had searched through it 
—а man of some considerable experience in cars—remarked 
that-he had only learned one thing in searching through it 
for information, and that was that Daimler motors com- 
pressed to 45 lbs. We look in vain for any information on 
the chemistry and properties of petrol. No information 
appears on the indicator diagram of the petrol motor not a 
single diagram is even illustrated as an aid to the maker of 
à new petrol motor which shall tell him if he has improved 
ou past records, and generally there is a great paucity of 
information outside mere mechanics aud construction, 
There is some practice, too, but we look in vain for any 
hint to the unfortunate user of a car that he should not 
look for new belts, but should stipulate that his vehicle be 
supplied with an old supple belt just removed from a lathe 
or other machine, well stretched by some months of work 
and thoroughly softened. Usually the belts are new, they 
slip and squeal and are most troublesome and unsatisfactory. 

The motor car industry has been one of the most fraudu- 
ently conducted of businesses. In its recent rise from 
obscurity, it went down from Jerusalem to Jericho, and has 
never fairly recovered tone. There is much that is to be 
deplored in the present conduct of business, and there are 
large numbers.of cars sold of most deplorable construction. 
Many come from Germany, uud are clearly made to sell, but 
uot to give satisfaction. We hear of cars sent home to pur- 
chasers that cannot be started again after the seller’s expert 
has left them. 

Much trouble appears to arise with the carburators, and, 
indeed, the vagaries of a car are innumerable. There is 
itle in this book to help us to arrive at any idea of the 
trne power of the petrol motor, The author appears satis- 
hed to use the words “stated horse-power,” or“ claimed horse- 
power." Is the stated horse-power to be added to ‘our old 
nominal steed? What with the nominal, the indicated, the 
brake and the electrical horse, we might have been spared 

this new colt, the“ stated horse "-power, or the * declared ” 
horse-power, on which we find some very curious figures 
hased in Table XVI. Thus, if a man buys a certain motor 
var and it does not come up to his expectation, he may be 
wld that it is based on the mean of about а score of other 
makers? cars, We find nothing said upon brake horse-power. 
Yet some recent experiments seem to show that the 
brake horsepower of a petrol motor is very far 
below the declared horse-power, aud that while a horse may 
do several horse-power without “a bustin of hissclf," the 
declared. power of a ear is much above the actual, which may 
account, for so much uphill creeping. 

There is far more engineering. information afforded upon 
steam than upon petrol vehicles. Here we find figures of 
cylinder aizes, grate and heating surface, and so on, items 
vuly paralleled, so far as we can see, in one table as regards 


petrol cars. This is a pity, because the petrol car. has a 
future, and is too little understood. The industry, it is true, 
is spreading, but it is doing so in a false atmosphere, and in 
the hysterical surroundings of races and promotious, ill calcu- 
lated to give happy results, 

The book before us consists therefore chiefly of the 
contents of catalogues, with excellent added drawings, with- 
out dimensions, however, or scale. Under the heading of 
„The Best Vehicle," we are told there is none, which reminds 
us of the consular report on certain islanders’ manners and 
customs. Credit is given historically to Hancock and to 
Gurney, who did much in steam carriages 70 years ago or 
more. The after history of road vehicles is well illustrated, 
and seems to show that the men of that time were ав good, 
or better, engineers than those of to-day. 

Research is made in Chapter. III. into the question of 
power and frictional losses and lubrication. Reference is 
made to the effect of ball and roller bearings, and they are 
much praised. We caunot accept that roller bearings reduce 
the starting effort te 24 per cent. of that with ordinary bear- 
ings. It is all a question of starting velocity—of accelera- 
tion, and the entire abolition of friction cannot abolish the 
natural laws connected with mass acceleration, which has 
nothing whatever to do with friction. ö 

Road resistance is dealt with in Chapter IV., while gravity 
effects are dealt with in Chapter V., air and wind resistance 
in Chapter VI. 

In Chapter VII. we find an account of the modern petrol 
vehicle, beginning with Daimler, and deseribing this and 
many other cars and their various details with considerable 
fulness. Ignition apparatus has a chapter to itself. 

There is mneh of interest in the book, which represents 
an immense labour of compilation, if not much original 
study. The would-be inventor may learn something of past 
attempts, and the would-be purchaser or user can find out 
something of the anatomy of his car. We could. wish it 
were as саху to vive rules for the discovery of the many 
painted oft sold vehicle of the type that we believe is 
often paltued off on the unwary, 
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NATIONAL PHYSICAL LABORATORY. 


Tne following report on the work of the National Physical Labo- 
ratory was presented to the Royal Society at their meeting ou 
November 30th :— 


STATEMENT 48 TO WORK TO BE UNDERTAKEN IN THE YEAR, 
OcrORER Ist, 1900, TO SEPTEMBER 30TH, 1901. 


Under this head it may be useful to give a brief summary of the 
investigations which, in the opinion of the Sub-committees appointed 
to draw up suggestions as to work, might be usefully undertaken. 
At the same time it must be pointed out that until the new Бнз 
are available, few, if any, of these investivations can be carried out, 
For the present it seems best to develop the work which has been 
carried on at Kew for some time past, rather than begin new experi- 
mental work. 

Thus the testing work will go on, and in some respects be extended, 
The Committee have received communications from the Board of 
Agriculture with regard to the testing of certain apparatus used in 
the dairy industry, while the director has been in communication 
With various firms as to the testing of burettes, flasks, бе. It is 
hoped that it may be possible at once to take up this work. 

The Laboratory has now conveniences for platinum thermometry ; 
as one result of the director's visit to Berlin, it appeared desirable 
to have a comparison between the high temperature scale in use here 
and that employed at the Reichs-Anstalt. Thanks to the courtesy 
of President Kohlrausch and the officials of the Reichs-Anstalt, 
arrangements for this are now in progress. The work with the саз 
thermometer will continue, and the Committee hope, during the 
year, to have Sir A. Noble's instrument in order as a standard of 
temperature. 

The fact that the B.A. standards have been placed in the Labora- 
tory renders possible some necessary work on electrical units, in 
particular the construction of mercury resistance standards. Pre- 
liminary steps have been taken with this object. 


Sub-committces were appointed, аз has been mentioned already, 
for the purpose of drawing up a series of suggestions as to the work 
which might most usefully be carried out iu connection with the 
following branches of science or industry :—Mechanics and engi- 
neering, electricity, optics, chemistry, metcorology, terrestrial mag- 
netisin, thermometry, legal standards, and the following is an ana- 
lysis of their principal recommendations :— 
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Three Sub-committees—viz., those for mechanies, chemistry, and 
clectricity—mentioned practically the same investigation as that to 
Which attention ought in the first instance to be devoted. The 
terms of the recommendation of the Electrical Sub-committee are 
as follows :— 

“The connection between the magnetic quality and the physical, 
chemical, and electrical properties of iron and its alloys, with a view 
specially to the determination of the conditions for low hysteresis 
aud non-ageing properties.” 

The other recommendations refer specially to the work of Sir W. 
Roberts-Austen and the Research Committee of the Tustitute of 
Mechanical Engineers. It would seem therefore to be desirable to 
provide for this work. 

Another important task suggested by the Mechanics Committee, 
which ought, moreover, to prove remunerative, is the testing of 
various gauges and dynamometers, indicator springs, and the like, and 
also of gauges of various kinds used in engineering practice. ‘The 
necessity of further investigation into the methods of measuring 
wind pressure was also urged. 

The Electrical Sub-committee give the second place to the testing 
and calibration of electrical and magnetic instruments, as also of 
samples of iron used for transformers and other magnetic purposcs. 
This work again ought to be remunerative. 

The Chemistry Sub-conimittee suggest investigations into the 
conductivity for heat and coefticient of transmission of radiation of 
various substances in general, and also as bearing on the question of 
gaseous fuel. 

The Sub-committee on Thermometry describes the present ther- 
mometric work of the laboratory, and expresses the opinion that it 
ought to be developed— ; 

1. By extending the range of temperature over which thermometers 
are tested. 

2. By providing for («) gas thermometry, (0) electric thermo-~ 
metry. : 

3. By arranging for a more exact study of the mercury in glass 
tliermometers. 

The Sub-committee on Electricity again calls attention to the 
necessity of investigation into certain electrical measurements, and 
Mr. A. P. Trotter, at the request of the Committee on Legal 
Standards, has submitted a valuable list of measurements, by means 
of which the work of the Electrical Laboratory of the Board of 
Trade would be supplemented and assisted. 

The Sub-committee on Optics recommend that the work of testing 
telescopes, binoculars, photographic lenses and scxtants should be 
extended, and that microscopes and certain other instruments should 
also be tested. | 

At the request of the Sub-committee on Legal Standards, Mr. 
Chaney has furnished a statement as to instruments verified by 
the Standards Department of the Board of Trade, with suggestions 
as to investigations in which the laboratory might assist the depart- 
ment. 

The Sub-committee on Terrestrial Magnetism, in view of the 
doubt as to whether Kew can be sufliciently protected against 
magnetic disturbances duc to tramways, do not recommend any im- 
mediate and expensive changes in this department, but they point 
out that, if Kew is to contiuue to rank with stations such as Potsdam 
and Pawlowsk, the exteusion of the Observatory will be necessary 
in the not very distant future, and that this will involve a con- 
siderable outlay. 


OUR LEGAL QUERY COLUMN. 


| Questions addressed to the Editors for insertion in this column should 
be as brief and concise as possible. Free use of fictitious names, &c., 
may be made. Answers are furnished by а duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy oj 
the views which he may erpress. | 


No. XXXIV. 
SETH THoMas writes :—“A large landowner whose estate. covers 
several thousand acres proposes to erect an electric supply station on 
his property for the sole purpose of supplying his numerous tenants 
with current for lighting and power purposes. 

"1. Is he legally entitled to charge his tenauts for the supply 
without an undertaker's license ? 

“2. Is he entitled to carry his mains across the public thorough- 
fares dividing his estates ? ” 

*e^ There is certainly nothing in the Electric Lighting Acts to 
prevent a landowner erecting an installation and making use of the 
Same in the manner suggested by our correspondent. With regard 
to question (1), it is clear that it was before 1882, and still is open 
to any of the Queen's subjects to generate and supply electricity in 
his own premises and use it himself, or, for the matter of that, 
supply it to other persons and places, and make a charge therefor, 
provided that no injury te the property, convenience or comfort of . 
any other person or authority, or the public be thereby inflicted. 

With regard to question (2), it is necessary to draw a distinction 
between mains "carried. across” and maius “laid under" a public 
thoroughfare. Our correspondent is obviously cognisant of theimport- 
ance of this distinction. Parliamentary powers are necessary for the 
breaking up of public streets or interference with any other public 
rights. Since 1888, however, persons unauthorised by statute or statu- 
tory concession, as well as undertakers erecting (inter alia) overhead 
electric lines otherwise than in pursuance of the Acts or any license, 
order, or special Act, may be made amenable at any time on notice to 


the regulations and requirements of the Board of Trade ani ite 
Postmaster-General in the interests of public safety and telegmphi: 


and signalling communication, under heavy penalties and turk: | 


liability to summary removal of the electric lines. Subject, bow — | 
ever, to the risk of being, so to speak, pounced upon by the Bardo | 
Trade, it would seem that any person may place electric lines wns 

a highway, provided they exceed a certain height. 


PIECEWORK. 


Precework has given rise to more trouble than any other ftit a 
the relations of employers and employed in the manuiacture o 
machinery or any other article. There is one noticeable exception 
that occurs to our mind, and that is in the textile trades, All th 
way through а cotton factory piecework prevails in almost ever 

department, aud it is a curious fact—perhaps only a coincidence- 

that the better class of labour in the cotton factory is paid by th 
piece, and the departments where piecework does not prevail an 

the worst paid. But in textile machinery every machine of the sane 

class is identical with all the rest, It runs at the same speed, sul 
is driven by an engine which turns steadily at a speed prac 

invariable. It is thus easy to calculate exactly how much а Ne 

will produce in a given time, and al! that it falls short of this pr- 

duction simply represents the skill of the operator. That ope 

who can most rapidly piece up broken ends will most war; 

approximate to the 100 per cent. of output that would be given | 

no ends broke down, and it was therefore not necessary to кор ix 

machine to piece up. Other machines never stop, ends are рох 
up while running, and the output is purely a question of skill and 
quickness of the operator. There is a definite fixed maximum wag, 
beyond which the best operative cannot go, unless the engine be 
speeded пр. There are no disputes except as to the rate per 100 lhs 
and there can be no possible question of dodging on the part ol 
either side. lu some cases the operative is paid simply by the 
number of revolutions made during the week by a certain roller in 
the machine. This avoids weighing the output, and implies th: 
repose of a considerable trust in the operative, who is expected t» 
stop the machine to piece up, and thus loses a little every time ie 
does so. 

In engineering work such strictly accurate rating for pieeework В 
not possible, and has been left unattempted by the majority. Шой 
article by Mr. C. W. Hill in Feddews Magazine, an attempt we 
recently made to calculate the time of an operation, so as to елан 
piecework to be better estimated. It is certain that the very erue 


attempts at rating work have been at the bottom of all ресет 


trouble. A rate is fixed, and a workman begins to make a big 
wage. As a rule the rate was, perhaps, one he originally objete 
to as insufficient, but it was forced on him by the manayenent, an! 
he accepted it under protest. As soon, however, as the manage 
ment find that the rate is too high, they begin to grudge the man br 
share in the speculation into which the man did not wish to go, and, 
as a result, a heavy cut in rates is made. Now, it is the duty of 
every management to be able to tix a rate on which а wortung 
shall, by reasonably hard work, be able to earn more than by day 
rates. 'lo enable this to be done, Mr. Hill says that cach machine 
tool must have a feed and speed table prepared for it, and that 
notes should be continuously taken of the time necessary on all Ux 
elementary hand operations, such as changing a wheel, taking of a 
face plate, and so оп. This, and the time of each operation or à 
piece, can thus be made out for any price. The hiatus is the time 
occupied in getting stuff out of stores, and so on. It seems to © 
that if machine work is to be done by the piece, the managemeni 
should see to it that the whole of the materials are delivered tre 
at the machine. To determine cost, it ig necessary to know wos 
cutting speeds can be run on each piece of work, the strength of tia 
machine, and of the piece itself, and the accuracy limit require 
All these factors come into the calculation of a piece rate. OW 
author gives tables and formula for certain calculations on the laths. 
planer and miller, and so on, with a view to explain the calcula 
of prices. 

The article is interesting and instructive. We need hardly 99 
that piecework can only be worked in a shop with а proper pr- 
Vision of tools, and with a proper tool room and stores organises 


THE DONKIN REVEALER. 


— 


Ir an esteemed electrical contemporary is right in what it = 
during the course of a criticism of the Donkin mre 
this instrument has been very much over-praised. The 195 
embodied in the instrument is that the behaviour of sh" 
in an engine cylinder may be concluded from the appears 
to be observed in a small class vessel, which is fixed upon 3 
pipe that communicates with the interior of the cylinder in a mans! 
similar to au ordinary indicator. Our contemporary nio 
doubts this comparison, and avers its belief that the 
the steam iu the revealer is no evidence Whatever that the sm 
behaviour is going on in the cylinder itself. We think the enia 
is well founded. We entirely fail to see how it is possible te 
small vessel, apart from the cylinder, to reveal the 577 
within the cylinder itself. We go further. We do not believe к 
the behaviour of one portion of the interior of a cylinder i5 Y= 
as that of another part of the same cylinder. Each pari of a 
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cylinder is perfectly free to act upon the steam, and be acted upon 
by the steam in its own way. 

There arc no grounds for assuming that the interior skin of a 
steam cylinder ever attains the temperature of the initial steam, or 
ever becomes so cool as the exhaust. There are more or less close 
approximations to both these limits, but it is all a question of speeds, 

. position of the particular area, and probably also of the thickness 
~ of metal behind that area. The condensation and re-evaporation due 
to each square inch of area can go on to some extent independently 

of the remainder of the exposed areas, and a 
full view of any particular area within the 
cylinder itself could not be held to be at all 

resentative of the whole. At the same time 
it is possible that the method of illuminating 
the interior of a cylinder, suggested by our 
sontemporary, would be a much better plan 
than the use of the small external revealer, 
whose action is quite separated from the 
cylinder. The phenomenon of cylinder con- 
densation is one that can be reasoned upon 
without experiment. No one doubts that the 
interior surface of a cylinder tends to attain to 
steam temperature, and is therefore always 
absorbing or giving out heat. The effect of 
cylinder condensation is well known, and the 
hidden mystery that some writers try to attach 

. tothe vagaries of the steam jacket is mostly 

| e on the grounds of speed, or of in- 

efficiency, and air trapping or other abnormal 

cause. The recognised and accepted behaviour 

of steam in a cylinder is strongly supported by the remark- 

able increase of efficiency that arises from a small amount of 

dest introduced as superheat. The effect of superheat is out of all 

' ntio with its amount, but is perfectly clear if we accept the recog- 
aked reading of cylinder condensation effects. 

That something may be learned from the revealer we will not 
dispute, but its revelations are to be treated with great caution, and 
must not be relied on as any proof of similar simultaneous action 
in the working cylinder. 


ELECTRIC LIGHT JOINT BOXES. 


А FEW weeks ago Mr. Andrews described in our columns the 
method of joint making employed at Hastings, and in a subsequent 
ic Мг. E. Hammond made reference to his system which had been 
. Mopted at Edinburgh. We are now able to give drawings of boxes 


[= Bolt screwed into oil hole 


Front view 


Front view of “ innere " fitting 


is tapered to fit the slot, so that when the slide is in position it is 
completely locked. The “outer” fitting consists of a bar of tinned 
gun-metal, forming three-quarters of a square and fitted with 
clamps for the outer of each cable. The “inner” fitting is a dove- 
tail-shaped plate of gun-metal cast with a groove for the main 
core and fitted with a square clamp on top with four screws, and 
two small thimbles for sweating on the inner of the service cable. 
In putting in this box there is no need to cut the inner core through, 
as the bushes can be put on in two parts. It is capable of taking a 
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19/16 or 19/14 main and two 7/14 or 7/16 or 19/18 services, or can 
be used as a straight 19/14 with the same fittings, but substituting 
two dummy bushes on the service side. 

The No. 2 boxes are similar to No. 1 but larger, and the 
fittings are made so that each way can be disconnected sepa- 
rately. The outer fitting is made of a tinned gun-metal bar 
forming three-quarters of a square. The outer connection is 
made by sweating a ferrule with two wings on to the outer of the 
cables, which is then clamped to the bar by two j-inch screws. 
The inner consists of a dovetail-shaped gun-metal plate cast with 
four grooves to receive four cables and fitted with a clamp for each 
separate core. To disconnect a cable when alive, after applying the 
blow lamp to the lid, this will soon lift off, then the small slide is 
warmed, which will lift out, then the wax is scooped back with a piece 
of wood until the two fittings that it is desired to disconnect are 
exposed. The clamps are then released and the cable lifted up. There 
is no need to switch off to bring in an extra cable to an existing 
box; if the jointer is careful he need only expose the two clamps 
that he requires to connect. In putting on new boxes, one great 
benefit of the Hammond system is that all fittings can be connected 
to the cable, before being placed in position. The boxes are filled up 
solid with bitumen wax. 
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Side view of outer fitting 
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Side view of "inner" fitting 
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Front view of ‘inner " fitting 


Plan of outer and " Inner" fittings - 


DETAILS OF CAST-IRON SERVICE Box, 8178 No. 2, anp FiTTINGS FOR Nos. 1 AND 2. 


and fittings on Mr. Hammond's method, with views of boxes 
Nos. 1 and 2 fitted with cables complete. 

The boxes in use at the present time consist of the following 
parts:—No. 1. A square iron casting, 3j x 84 x 74, with four 
slotted ways for cables entering. The slot is made so as to forma 
half circle. The circle is completed by a small sliding casting, and 
on the service side by a casting forming two half circles. The slot 
tapered inwardly; the cable passes through a beech bush which 


Electrically-Operated Bridge.—The S/eamship states 
that a syndicate has been formed for the purpose of erecting an 
aerial bridge across the Tyne between North and South Shields; a 
Bill will be promoted in Parliament next session with a view to 
seeking the necessary powers. The proposed bridge is to be 200 ft. 
high, with a clear span of 640 ft.; it will be erected on the principle 
of a platform suspended by cables, and will be worked by electricity 
supplied by the Corporations of Tynemouth and South Shields. 
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DINNER OF THE INSTITUTION OF 
ELECTRICAL ENGINEERS. 


THE twelfth annual dinner of the Institution took place at 
the Hotel Cecil on Monday evening, Prof. John Perry, 
F. R. S., the president, taking the chair. About 350 were 
present. Among the company were Mrs. Ayrton (the only 
lady member), Lord Kelvin, Lord Alverstone, Lord Morris, 
Sir W. MacCormac, Sir Courtenay Boyle, Sir J. Kitson, Sir 
E. Carbutt, General Sir R. Harrison, Lieut.-Colonel R. E. 
Crompton, Sir Andrew Noble, Sir John W. Barry, Sir W. 
de W. Abney, Sir Henry Roscoe, Sir Philip Magnus, Sir 
Archibald Geikie, Sir J. N. Lockyer, Sir W. Roberts-Austen, 
Sir Henry Mance, Prof. W. E. Ayrton, Mr. A. Siemens, 
Bailie A. D. Mackenzie, Mr. J. W. Swan, the Rev. C. 
Stower, Mr. W. J. Hammer, Prof. Short, Mr. F. H. Webb, 
Councillor J. T. Skinner, Mr. S. W. Higginbottom, M.P.. 
and many other distinguished gentlemen. 

The President having proposed the loyal toasts, Mr. S. Z. 
de Ferranti eulogised the splendid deeds of the Army in 
South Africa, and pointed out the importance of the róle 
played by engineers in modern warfare, including the elec- 
trical engineers, of whom Lient.-Colonel Crompton is chief. 
The E. Es. are due to arrive to-day by the Vorham Castle. 
Admiral Holland replied for the Navy and General. Harrison 
for the Army; Lieut.-Colonel Crompton declared it was the 
proudest moment of his life, and could not find words of 
too high praise for his gallant corps. The experiment had 
been a great success; finer soldiers and finer men than the 
E. Es. never walked, and the duties they were called upon to 
do ranged over the whole gamut of mechanical engiuering. 
Out of the whole corps only four were lost, not, however, 
because they were not exposed to danger. 

Lord Alverstone recapitulated the electrical and other 
scientific marvels of the 19th century, now drawing to a 
close (Nir C. Boyle—** No, по”), and proposed the toast of 
** Science and Engineering." 

In reply. Lord Kelvin took for his text the recent Presi- 
dential address, which, he said, had set the whole world 
thinking. Archimedes was aptly eulogised as the first 
scientific engineer, and he, like Lieut.-Colonel Crompton, 
devoted his skill to the confounding of his country’s foes. 
Electrical engineering, said Lord Kelvin, unlike any other 
industry, is the child of the latter half of the nineteenth 
century, and owes everything to mathematicians, 

Sir J. W. Barry wondered why science and engineering 
should be spoken of as two separate things, until with the 
aid of a dictionary he found that the latter was an art! 
The future of engineering is largely electrical, and “ elec- 
trical engineering is still in ifs infancy.” The worm will 
turn some day, and the man who utters that hideous common- 
place will be remorselessly exterminated. 

Sir James Kitson and Sir Courtenay Boyle jointly pro- 
posed The Institution of Electrical Engineers" Sir 
James pointed out that it was well for us that our rivals 
were progressing, for they became our better customers— 
as proved by the returns for the last 10 years. Sir Courtenay 
Boyle prophesied a great future for electricity, including the 
accomplishment of aerial navigation. In reply, Prof. Perry 
plumed himself upon presiding during a session which 
extends from century to century, and paid a graceful com- 
pliment to the secretary, Mr. McMillan. 

Mr. Swinburne proposed * Our Guests" in a humorous 
speech, to which Lord Morris replied in an equally amusing 
vein, and with a delightful touch of the brogue. Prof. 
Rucker and Bailie A. D. Mackenzie also replied, after which 
the proceedings, which at no time were very lively, came to 
an end, 


— — — — 


ECONOMIES IN MACHINE SHOP WORK. 


Mr. OBERLIN SwxrTH recently wrote in Cassiers Magazine on 
manufacturing machinery. A manufactured machine is one 
that is built up by simply putting together its several parts 
just as they come from the workman's hands, or rather from 
the machine tool. No hand fitting is to be supposed neces- 


sary, but in practice certain working parts do require som 
hand finish in the way of scraping. In manufacturing such 
a machine it is first perfected as regards its working, its per. 
formance of the duties for which it is designed. In the proces of 
perfecting a machine for manufacture it is necessary to remodel 
many of its parts, it is always desirable to have each pie tu 
measure some exact fraction of an inch or foot. Many parts, such 
as pins, small spindles, or bolts, will vary from their best sizes 
looked at purely from an engineer's point of view, but this will be 
done to reduce the number of parts in a machine. If such a per 
fected machine be then taken and certain automatic machine tool! 
are taken and so set and geared as to produce duplicates of such 
parta, then will any random selection of the whole series of such 
duplicates go together so accurately that a machine so made should 
at once run and perform its allotted duty. This stage is not reached 
at once. The first production will probably have some ill-üttirg 
part and demand some adjustment of the jigs or templates used in 
the manufacture, but once all sizes have been definitely fixed up. 
any number of thousands of machines may be turned out in detai. 
at the maximum of speed, and all should fit and run forthwith 
Any initial stiffness would be eliminated by а few minutes’ ruu ai 
speed. Such is the mode of manufacture of watches. sewing 
machines, lawn mowers. and Willans engines. 

Besides the jigs there are test gauges required, and a set of mage 
gauges wherewith to compare the test gauges from time to tiny, 
such master gauges not to be used except with more than ordinary 
care. The art of correct manufacture is, in a sense, contained ip 
the proper application of the system of limit gauges. А tux 
spindle, for example, supposed to be 13 inches diameter, wil ie 
turned so that it must enter a certain one of two drilled holes ina 
piece of hardened steel, and it must not enter the other hole. The 
two holes differ perhaps by ‘0008 of an inch, and all pieces that 
pass the test are deemed correct. Similarly, the wheels that run on 
such a spindle are bored to receive or reject a pair of limit gauge 
80 selected that any wheel aud any spindle selected at random from 
& bin containing perhaps 100 of each, will work together correctly. 
In carrying out such work the manager must know first that tbe 
machine he is to make will do its work. Then he must see that it 
is as simple as possible. It is next necessary that each of iti 
separate parts should be of simple form, offering no obstacle to 
cheap manufacture, aud finally the parts must be so made and their 
limit gauges so well selected, that while the widest ranges when 
opposed shall be such a fit as to come within the limits of good 
work, so also shall the other extreme. No finished machine should 
show either wobble or tightness. If such faults do occur it + 
evidence of a bad choice of limit sizes. Manufacturing shop 
that build many machines, and few of each kind, cannot go to tht 
full extent in systematic manufacture. 

Each case must be dealt with on its own merits One саша 
generalise on such things, obviously cheapness is best secured by tir 
manufacture of articles in large numbers per batch. So much time 
is necessary to set many jigs that it will not pay to make les 
than, say, 10 at once. Turret lathes are cited as machines that 
require extreme accuracy of adjustment in order to produce prope 
work, and for small articles especially the number made to each 
setting must necessarily be great. Equally important is tbt 
question of feeds and speeds. The most conscientious workmen 
tried to run feeds and speeds too low, and these are such important 
factors in cheap manufacture as to demand special attention frm 
the management so as to obtain that feed and cut that wil! give the 
maximum of material removed per unit of time consistently. of 
course, with the preservation of cutting edges. As we have abore 
pointed out, American method is largely one of materials, and tu: 
factor has controlled all American practice, and has practialy 
fixed the dimensions of American machine tools, and the relate 
strength and dependence of their several parts. It has been pre- 
ductive of a good deal of heart-burning on the part of the maker 
who ascribe to stupidity, what is due to harshness of material, aud 
who fail to realise that a tool that will do well enough in Amer 
may quite fail elsewhere. 


CORRESPONDENCE. 


«€ What's in a Name!“ 


Under the above headline you make allusion in' your cur 
rent issue to the appellations bestowed upon two nord 
instruments which were described in the October 12h 
number. 

Now, whilst both these © distant sound recorders are 
combinations of the © telephone," with specific and diferent 
forms of a “phonograph,” ог “local sound inscribe." 1 
venture to suggest that ‘‘felegraphone” cannot fairy be 
claimed as the cognomen of either, as it correctly deen 
an electrical apparatus of far earlier date, viz., that comme 
and verbosely known as the ** felegraph sounding rere. © 
“ telegraph sounder,” to which I applied the title in ques 
as early as 1891, 

The difficulty of endowing new scientific evolutions «T 
combinations with suitable, differentiating, and dcscripure 


ч 
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designations is often experienced, as witness the multitude of 
н phonographs,” “ gramophones," © graphophones,” &., in 
this near connection, and the innumerable variations of the 
«cinematograph " in both its optical projection lantern and 

p-show applications, Inanimate “ christenings” should 
be on logical and etymological bases, and generic titles firstly 
upplied to all apparatus of one class, as is done to all the 
animal species of one family in zoology, for instance ; and 
thea fine discriminations as to principie of working, law 
involved, application, and other peculiar distinctions of each 
member of the group employed as an adjective or adjectival 
clause, or even in apposition, to qualify the said generic 
noun, 4.4., cognomen, or surname. Thus, in present instance, 
І consider that the combination of a phonograph with a 
receiving telephone instrument constitutes a Telephono- 
гард,” as the generic styling of both Messrs. E. O. Kumberg 
and Valdemar Poulsen's inventions; but not “ Telegra- 


phone,” which immediately associates the idea of combina- : 


tion of a“ telegraphic " rather than “ telephonic” instrument 
with some other. The true radix must be preserved in 
all inflections. 

Then to distinguish the manner in which one type performs 
its functions from the other, I recommend that %%% 
or “ Diaphragm " be used as a prefix to the group classifica- 
tion in the case of Mr. Kumberg's variety; and“ Znducfive" 
" Magnetic," “ Electro-Magnetic,” or other better descrip- 
tire adjective when Mr. Poulsen's apparatus is intended. 

I have thought the general matter of correctly naming 
new inventions—and preferably with truly and essentially 
descriptive titles in contradistinction to fancy ones—of 
sufficient importance to bring forward, in view of the hosts 
of recently-devised contrivances and of those to be yet born, 
whose “ number is legion,” so as to avoid the ultimate con- 
fusion which would otherwise ensue. 


Maida Vale, W., December 8rd, 1900. 


Elbe. 


The Electric Motor-Car Problem. 


Your interesting article on the above subject in yester- 
lav's issue suggests the following question :—Why should 
uot an electric car be balanced on large central driving 
wheels, with supporting pairs of wheels at each end of 
emewhat smaller diameter? these would be for steering 
Шу, and would be connected во as to turn in opposite direc- 
ions. It seems to be tacitly assumed that we are limited 
9 two axles, but there is no mechanical reason why a third 
hould not be added in consideration of the absence of 
iorses, In this way a long car may be made quite as handy 
sa short one. 

| Alfred J. Allen. 
London Institution, E.C., 
December 181, 1900. 


— 


Electric Railway Standardisation. 


The increasing price of coal and labour and the growing 
tress of foreign competition must inevitably bring the 
nestion of the electrification of our railways within our 
mnediate consideration. 

Within a few days a joint committee of the District and 
fetropolitan Railways, assisted by two eminent engineers, 
‘ill meet to consider the tenders and schemes they have 
wited for the electrification of the Inner Circle. The 
nportance of this undertaking has no relation to the miles 
f track that have to be equipped or to the power that will 
erequired. It lies in the fact that this pioneer electri- 
cation of a steam line will influence the course of heavy 
iectric traction for good or for evil for a number of years, 
ud will create a vested interest in certain standards which 
ау or may not be found to be the best. The working 
ressure of the current and the system of distribution and 
olection have the same importance as regards inter- 
langeability of traffic as the standardisation of the gauge. 
It will not be a creditable state of affairs if there is to be 
repetition of the inconvenience that attended the absence 
f a standard gauge in the early days of steam railways. 
Although we cannot yet foresee which system will 


eventually hold the field, it is tolerably certain that con- 
tinuous currents will maintain their present predominance 
for a number of years. 

It would, therefore, seem not too early to consider and, if 
possible, to give an answer to the following questions, 
regarded as general and not as affecting one single case :— 

What shall be the standard voltage of supply for electric 
railways ? 

How shall the current be transmitted to the trains ? 

Shall the system be an entirely insulated one or not ? 

If every railway company is to solve the above problems 
by the process of trial and development, it is probable that 
there will be as many systems as there are companies. On 
the other hand, if companies wishing in the future to elec- 
trically equip their lines have to conform to an imposed 
standard set by their neighbours, it is clear that their 
interests are deeply involved in the system that any one 
company may now adopt. 

A first step in the right direction will be taken by lifting 
railway electric traction away from the influence, methods 
and limitations of electric tramways. If these limitations, 
and especially the 500-volt standard, are not repudiated at 
the very beginning, the result cannot fail to be disastrous to 
the rapid development of railway electric traction. 


Edw. H. Tyler. 
Streatham Hill, December 3rd, 1900, 


The Molecular Constitution of Water. 


| wouid like to draw the attention of all your readers 
interested in the physics of water to an important investiga- 
tion by William Sutherland,“ communicated" in the PAilo- 
soplical Magazine for November last. IIe thinks that 
sufficient data are in existence to enable one to work out 
quantitatively the actual constitution of water, and shows 
that steam being H,O, ice is pure (H,O),, and water a mix- 
ture of (II20) апа (H,O), in proportions whose dependence 
on temperature ean be expressed by a simple formula. 

As H,0 is very generally used as a symbol for water, and 
as hydrogen oxide isa long name for so important a chemical 
species as HzO. he proposes, for international convenience, 
to call H,O луто, (HO); dihydrol, and (H0); irihydrol, 


Steam is hydrol, 
[ce is dihydrol, 
und Water a mixture of di- and /rihydrol. 


The investigation includes the following considerations :— 
Constitution of water from its thermal expansion ; confirma- 
tion from its optical refraction: compressibility of water 
and dissociation of trihydrol into dihydrol by pressure; sur- 
face-tension and constitution of water in surface-film ; latent 
heat of fusion, specific heat, and latent heat of evaporation ; 
the viscosity of water; dielectric capacity ; the melting of 
ice as a phenomenon of dissociation, and the higher valency of 
oxygen; and summary of results. 

He says, in his summary of results, that probably at its 
critical temperature water is practically pure dihydrol ; that 
the latent heat of fusion of ice is not an ordinary physical 


latent heat of fusion, but is mostly a latent heat of dissocia- - 


tion of trihydrol into dihydrol, partly masked by heat of 
solution of trihydrol in dihydrol. The latent heat of 
evaporation of water includes also the heat of dissociation of 
the dihydrol and trihydrol of water into the hydrol of steam ; 
that the specific heat of water is not an ordinary specific 
heat but includes a certain amount of heat of dissociation ; 
and that pressure dissociates trihydrol, at rates given in a 
table. 

The paper extends to some 30 pages of matter, every bit 
of which is worthy of the most careful consideration and 
study. ` 
What applies to hydrogen oxides may in some measure 
apply to metallic and other oxides. The change of state, the 
change of molecular or interatomic surface, produced by 
aggregation and disaggregation of matter is suggestive of 
how energy is stored up and liberated, ./., in the case of 
heated refractory oxides and all kinds of phenomena. 


J. C. R. 
London, Derember 4 h 1900. 
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Nalder Bros. & Co., Limited (in Liquidation). 


Notice has recently been published of a report of the 
liquidator of Nalder Bros. & Co., Limited, who are winding 
up voluntarily. As some misapprehension may possibly 
arise owing to the somewhat similar name, we wish to point 
out that this in no way affects our business, which was pur- 
chased some four years ago from Nalder Bros. & (., Nalder 
Bros. & Co., Limited, being of later formation. We shall 
be greatly obliged if you will kindly publish this. 


Nalder Bros. & Thompson, Limited. 
F. H. NL DNR.) 


—.. Ü — ——! 


— —— — — — „чч 


. LEGAL. 


CORPORATION OF WOLVERHAMPTON v. THE BRITISH ELECTRIC 
TRACTION COMPANY. 


Mr. JusTICE Joycr, in the Chancery Division of the High Court of 
Justice on Thursday last week, delivered his reserved judgment in 
this case, which had reference to running powers over the Wolver- 
hampton Tramways. The short facts were these:—The Corpora- 
tion brought their action for specific performance of a statutory 
contract by which the defendants or their predecessors in title were 
under liability to sell a tramway to the plaintiff Corporation. The 
question in issue resolved itself into the construction of Acts of 
Parliament. By an Order passed in 18t0 called the Dudley, 
Sedgley, and Wolverhampton Tramways Order, powers were given 
to certain persons to construct and maintain tramways in the 
parishes of Sedgley and Wolverhampton. Those powers were 
amended and extended by the Sedgley and Wolverhampton Tram- 
ways Act of 1893, and became vested in a company called the 
Dudley and Wolverhampton Tramways Company, Limited. In 
1899 that company disposed of its undertaking to the defendant 
company, and the latter took the position of the original promoters 
under the Act of 1880. By an Act of 1899 the Corporation obtained 
power to give notice to the promoters of the tramway undertaking 
to sell the undertaking to them for a sum to be agreed upon, and on 
September 20th of that year the Corporation exercised the power, 
but as the consideration could not be agreed upon, Sir F. 
Bramwell was appointed arbitrator. However, before the 
arbitrator sat, the purchase price of £4,250 was agreed upon, and 
that sum was accordingly made the arbitrator's award The Cor- 
poration's cheque was sent for this amount, but returned, the 
defendants refusing to complete the contract unless the Corporation 
gave them running powers over the Corporation lines. The pleaded 
defence was that by Section 17 of the Act of 1880, it was provided 
that if at any time tramways were made or purchased within the 
borough of Wolverhampton by the Corporation, the promoters of 
the company should make and maintain the necessary juactions, 
and that the parties should grant to cach other running powers over 
the respective lines under Board of Trade conditions. The defen- 


dants’ case was that by the sale of the line in question to the Cor- | 


poration, the defendants became entitled to the rights and privileges 
of the original promoters under the Order of 1880, but these rights 
the Corporation refused to give, and defendants thereupon declined 
to complete the sale, being apprehensive that the Corporation could 
sever the portion sold from the remainder of the undertaking. 
They accordingly counterclaimed for a declaration that, on con- 
veyance of the tramway in question to the Corporation, they 
became entitled to running powers over the whole of the Corpora- 
tion’s system. The case was argued.on the 16th ult., at the conclu- 
sion of which his Lordship said he would consider his judgment. 

His LonpbsuiP, in the course of his judgment, said that the 
action was brought by the Corporation of Wolverhampton against 
the British Electric Traction Company for specific performance of 
a Parliamentary contract contained in the Act of 1899 authorising 
the Corporation to purchase within the borough certain tramways 
to which the defendant company had since succeeded. There was 
no real defence to the action, but there was a counterclaim by the 
defendants for a declaration that they had running powers over the 
tramways, and it was agreed by counsel before his Lordship that 
the only question in the case was whether the claim to such run- 
ning powers could be maintained or not. His Lordship went 
exhaustively through the material sections of the Dudley, Sedgley 
and Wolverhampton Tramways Order of 1880, the Sedgley and 
Wolverhampton Tramways Act of 1893, and the Act of 1899, by 
which the Corporation obtained power to acquire the tramways from 
the defendants. He did not think that Section 17 of the Act of 
1880 bore the construction attempted to be put upon it by the 
defendants, and their counterclaim was not well founded, and 
must be dismissed. There would accordingly be judgment for the 
plaintiffs on the claim with costs. His Lordship asked Mr. Hughes, 
Q.C. (with him Mr. Warmington, Q.C., and Mr. Underhill), for the 
plaintiffs, if he would take a declaration ? 

Mr. Нсанеѕ: I think the “counterclaim dismissed with costs“ 
will meet it. 

Mr. Freeman, Q.C. (for the defendants), said as there was no 
hostility between the parties, he thought the plaintiffs ought to 
undertake not to pull up the rails at the junctions until his clients 
had cousidered the question of whether they would appeal or not. 

His Lonpsuip thought that was reasonable, and asked the learned 
counsel how long he would take. to consider hisjposition. 


Mr. FREEMAN thought a month would suffice, 

Mr. Hucues remarked that there was no defence to 
performance. 

His Гокрѕнір ; Oh, no. 


the Specific 


You agree to that, Mr. Freeman? 

Mr. FREEMAN: Oh, yes. I want nothing except that the nik 
shall not be upset yet. Immediately we have considered v. 
Lordship's judgment and decide to 
notice. 

Mr. Hvants said that although the parties were friendly in one 
sense, the plaintiffs wished to stand on their rights. 

His Lorpsuip observed that he thought the best thing would le 
that the order shculd not be passed for a fortnight, and asked wist 
Mr. Hughes thought about the costs. 

Mr. Hvanxgs: I assume we get those. 

Mr. FREEMAN agreed, and assumed that if the defendants decides 
to appeal, the rails would not be disturbed pending the appeal 

His LonpsHrP said he did not know whether he had any power 
as to that, except by arrangement. The rails could be cet ricit 
again even if they were disconnected. | 

Mr. Носнеѕ: Of course the completion ought to have been sme 
time ago, and the defendants had been running the tramways in tle 
meantime and taking the profits. The plaintiffs ought to have an 
account of the profits. 

Mr. Frreman: I perfectly agree—as there have been no profits 
there is no objection. 

His LonpsurP said it would be put in the order that the 
plaintiffs were entitled to an account if they chose to take it, 

Mr. Носнеѕ said he assumed the plaintiffs did not pay aur 
interest on the purchase money from the time they tendered th 
money. 

Mr. FREEMAN did not agree to that. 
never legally tendered at all. 

His Lorpsuip; addressing Mr. Hughes, said he did not think that 
the mere dismissal of the counterclaim would do for him. He bad 
better have a decree for specific performance, and the counterclaim 
would be dismissed with costs, the defendants to pay the costa of 
the action. 

Order accordingly. 


your 
appeal, we will at once give 


The purchase money wr 


NATIONAL TELEPHONE COMPANY v. GULLIVER. 


In the Westminster County Court on Monday this case, the farts o! 
which were reported in the ELECTRICAL Review of the 23rd ult, 
came before his Honour Judge Lumley Smith, Q.C., by way ulm 
application on behalf of the defendants, Messrs. Gulliver & Co, 
Limited, for leave to appeal. 

Mr. Crompton Smith was counsel for the plaintiffs, and M. 
Minton-Senhouse for the defendants. 

After a good deal of argument between counsel, his Honour sid 
he could not set aside the finding of the jury, but did not se vi 
the case should not go to a higher Court. He gave leave to арра 


CUNNINGTON v. FRASER Ввоз. 


Іх the Westminster County Court on Thursday, his Honour Judge 
Lumley Smith, Q.C., and a jury tried the case of Cunnington and 
Co. v. Fraser Bros. Plaintiffs, electricians in St. Martin's Lace, 
fixed for the defendants, billiard table makers, two electroliers “ 
the German Atheneum Club, for which they charged £14 25 9d. Г 
was admitted that опе of them fell down, but that was no fau v 
theirs, as they were directed to fix them in a certain manner, an4 
what defect there might be was not their fault. The defence ™ 
that the proper charge should not have exceeded £8, and tha tt? 
cost of refixing the electroliers was 30s., which they counterclaim 
for. 

The jury found for the plaintiffs for the amount claimed, and al» 
on the other counterclaim, and judgment was given according y 
with costs. 


KILLARNEY ELECTRIC LIGHTING COMPANY. 


In the Dublin Courts on November 28th, the case of Crompton 22) 
Co. v. Killarney Electric Lighting Company was heard, who? 
application on behalf of plaintiffs was made for liberty to шй 


final judgment for £35 alleged to be due for hire of a dynamo ad ’ 


other electrical plant supplied to the defendants. Defence "= 
made on the ground that there was a counterclaim for repu “ 
machinery, &c. The Court granted the application. 


COVENTRY Gas FITTING, ELECTRICAL AND 
PANY, LIMITED. 


In the Chancery Division of the High Court of Justice on Wednesist ; 


(December 5th) a petition, presented by W. А. Davis and sno 
for the winding-up of the Coventry Gas Fitting, Electrica wd 
Engineering Company, Limited, came before Mr. Justice (0907 
Hardy. Mr. Mark Romer, for the petitioners, who were crecio" 
and debenture holders, said the petition was before Mr | 
Wright on October 25th, and it was then stated by counsel tiat 77 
directors were considering a scheme of reconstruction under 
the petitioners would be paid in full. The company bsd pe 
resolutions for voluntary winding-up, and approval had beet 5^ 
to the scheme of reconstruction. He was quite willing to œt“ 
to the petition standing over for six weeks, so that the details 19 
scheme for reconstruction might be fully worked ont. 

Mr. BUCKMASTER appeared for creditors, and he did not 01 
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х. 
the adjournment on condition that liberty was given to apply to 
estore the petition at an early date, if it was found that the 
proceedings for reconstruction were not being properly pursued. 
Mr. Ponrock appeared for the company. 
Mr. Justice CozENs-HARDY allowed the adjournment until the 
second petition day of next sitting, and gave liberty to apply. 
„! . d 
BUSINESS NOTES. 
Electrical Wares Exported. 
WEEK ENDING DEC. 5TH, 1899. | WEEK mNDING DEC. 4TH, 1900. 
Alexandria .. — .. Value 4570 Amsterdam. oe .. Value £27 
: м Teleg. mat. es 51 Antolug sta. Teleg. mat. 157 
rdam.. $^ x E 70 Auckland "^ - Ме 
Bangkok .. .. T 124 | Bombay  .. КА T „ AME 
veira, Teleg. instruments 48 Calcutta we "m „ 2,900 
Bilbao KS. ver - 56 Cape Town .. А T s> ШТ 
Boca. Teleg. mat. 222 Colombo ә - * 46 
Bomb .. .. 16 | Copenhagen 8 T г 13 
Koulogne .. 70 m Teleg. мше .. 109 
Brisbane — .. s» V. 265 | Demerara. Teleg. mat... .. 996 
Pos Teleg. mat. .. 649 Durban v " T „ 35 
Buenos Ayres е * 245 East London. Teleg. mat. 346 
A ^ Teleg. mat. 118 Fremantle э - .. 444 
' Calcutta .. Ру - 705 Gothenburg. Teleg. wire is 22 
. и Teleg. wire .. 47 Halifax. Teleg. paper .. 59. J&t 
TOM ue. c5 200 Hamburg. Trleg. mat... .. 800 
Chinde. Teleg. mat. 941 * Teleg. wire dn 45 
ombo  .. 88 Malta 18 rs — aoe 
Durban . 1,722 Melbourne .. T T . 164 
Fast London 50 bs 'l'eleg. mat. .. 1,569 
. Fremantle ee 13 Nordenham. Teleg. cable. . 1,С00 
` Hamburg .. b» oe 830 Ostend T "s T .. 696 
Hong Kong. Teleg. wire 82 Penang. Teleg. mat. .. .. 156 
394 ^ o6 Él 91 Port Elizabeth  .. - as 100 
Malta T 143 Rio Grande. Teleg. mat. ee 60 
СЕ - М 28 Rio Janeiro $4 * v M 
Melbourne .. 427 й Te'eg. mat. .. 801 
Montreal 116 РА Telephones сог ОЭ) 
` Novorossisk 80 Posario .. я Ар .. 58 
atend T 118 Rotterdam. Teleg. wire T 21 
Perth 93 | St. Petersbur „ Jea .. 80 
Port Elizabeth 35 Santiago de Chili .. - .. 218 
Port Said 366 Santos. Teleg. mat. B 
| 920 Sydney А "A = . . 1,122 
Santos 62 „ Elec. lighting machnry. 3, 125 
Shanghai * . 580 Valparaiso .. са i "e; 25 
za 90 x ae v5. M Wellington .. m T #8 64 
Stockholm. 63 Т. teleg. wire 
f, » (Value not declared) 
ie Sydney ee oe oe ae 1,144 . 
8 . Yokohama. . б> ae co 400 | 
1 Total es £11,257 | Total £14,443 


Foreign Goods Traushipped. 


Buenos Ayres. Elec. mat. Value £43 Brisbane. Teleph.appar. Value £1,013 
Teleph. mat. .. 90 Hamburg. Elec. mat. .. „ 2D 


Flushing. Elec. goods .. .. 80 
Perth. Elec. motors .. 967 
£1180 Total £1,217 


і Total 


| ; Arbitration.—On Tuesday, Major Cardew (cf Preece 
nud Cardew) sat at 13, Queen Anne's Gate, Westminster, as arbi- 
. trator in a cause between the Corporation of Lynn and the Chloride 
Electrical Storage Syndicate, of Manchester. The syndicate carried 
but certain work for the Corporation, and charged £1,147, all of 
- -which had been paid, with the exception of £301, the amount in 
а р The arbitrator said he would consider the case as put 
ore him. 


Bankruptcy Proceedings.—The London Gazette con- 
tains notice of intended dividend in re A. W. Hirst, electrical engi- 
neer, West Croydon. 


_Liquidations and Dissolutions.— The 
Electric Company, Limited, on November 10th and 26th passed 
resolutions winding up voluntarily. Mr. H. B. Harris, of Nuneaton, 
is liquidator. 

Messrs. J. T. Niblett, M. Sutherland, and E. Marcuson (Niblett, 
Sutherland, and Marcuson, electrical engineers, Chandos Street, 
W.C.) have dissolved partnership as from November 23rd. 


. Books Received.—sScience Abstracts for November. 
London: E. & F. N. Spon, Limited. 2s. 
“ Fowler's Mechanical Engineer's Pocket-book, 1901." Edited by 
W. H. Fowler. Manchester: The Scientific Publishing Company. 
ls. 6d. and 2s. 6d. 


Lists. — The International Electric Company are 
sending out a circular of their patent high voltage key-holder, 
the switching mechanism of which is entirely enclosed by 
the china insulating body. The handle will actuate the switch 
ouly when turned to the right, turning to the left rendering it 
inoperative. | 
‚„ Messrs. S. Z. de Ferranti, Limited, have issued a pamphlet 
‘No. 116) in which the Ferranti arc light system (rectifiers and 
switchboard) is described and well illustrated. 

Messrs. Ernest F. Moy, Limited, send us an illustrated list of 
their Acme patent switches (in cast-iron cases). 


Pamphlet.—A neat little pamphlet has been issued by 
Mr. J.. N. Stephens, district electrical engineer for the National 
Electric Wiring Company, Limited, at Peterborough, giving useful 
information, in popular language, on electric lighting and power. 
We are informed that the company is doing the bulk of the work of 
ustallation in the cathedral city. 


Nuneaton 


Dowsing Electric Radiator.—The Dowsing Radiant 
Heat Company, Limited, are supplying several new designs of their 
luminous electric radiators, the general principle of which is already 
familiar to our readers. They are called the “Bright Sunshine.’ 
The one we illustrate (Type 423) is square type coppered all over and 
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has brass pillars and ornaments. It is supplied with four luminous 
heat lamps and two switches as shown. ‘This type is recommended 
for the heating of public halls, waiting rooms, offices, and so on. 
The standard size (four lamps) is stated to consume one unit of elec- 
tricity per hour, but they may be turned down to one half if 
required. 


Electric Lighting and Tramway Powers.—The 
following further notices of applications for electrical powers 
appeared in the London (Gazette for November 27th and 
December 1st :— 

Electric LigMing.—Pokesdown (Bournemouth and Poole Elec- 
tricity Supply Company); Benwell and Feuham (U. D. C.); Rugby 
(U.D.C., various, supply of electric fittings, also supply of electricity 
to adjoining districts); Dover (Corporation, purchase of gas and 
electric light companies’ undertakings); Marylebone (Marylebone 
Electric Supply Co., Ltd.); Marylebone (by the Borough Council); 
Barry (U.D.C.); Teddington, Hampton, Hampton Wick and Ham 
(Richmond [Surrey] Electric Light and Power Company) ; Shildon 
and East Thickley (Durham) (J. D. Milburn, A. Scholefield, C. W. 
‘Fairweather, and S. V. Brown, carrying on business as the North 
Counties Electricity Supply Company); Shipley (U. D. C.); Hande- 
worth (Northern Counties Electricity Supply Company); Benfield- 
side (Northern Counties Electricity Supply Company); Consett 
(Northern Counties Company); Annfield Plain (Northern Counties 
Company); Norton (Northern Counties Company); Thornhill 
(Northern Counties Company); Heston and Isleworth (Richmond 
[Surrey] Electric Light and Power Company); Sittingbourne 
(County of Kent Electrical Power Distribution Company); Goole 
(U.D.C.); Alnwick (Northern Counties Company); Neath, Briton 
Ferry, and Aberavon (Electrical Power Distribution Com- 
pany); Pickering (Northern Counties Company); Pwllheli, 
Nevin and Porthdinlleyn light railways (North Wales and 
District Light Railway and Electric Power Syndicate); 
Pudsey (Corporation); Birstall (U.D.C.); Xnyscynhaiaru and 
Criccieth districts (also purchase of the Portmadoc, Beddgelert 
and South Snowdon Railway, Northern Counties Traction Com- 
pany); Britonferry (U.D.C.); Bromsgrove (G. G. Brodie, C. Steer 
aud W. Whitehouse); Cheshunt (U.D.C.); Macclesfield (Electrical 
Power Distribution Company); Dorking (County of Surrey Elec- 
trical Power Distribution Company); Skipton (U. D.C.); Stoke 
Newington (North Metropolitan Electrical Power Distribution Com- 

any, Surrey House); Ashton-in-Makerfielé (U.D.C.); Neath 

Rural D.C.); Aspull (U.D.C.); Rickmansworth (N. M. Electrical 
Power Distribution Company); Macclesfield (Corporation); Strat- 
ford-upon-Avon (Corporation); Frome (U.D.C.); Wellingborough 
pai Cannock (U.D.C.); Mountain Ash (U.D.C.); Pontypridd 
(U. D.C.); Todmorden (U. D.C.); Newbury (Urban Electrical Supply 
Company); Warwick (British Electric Traction Company) ; Worsley 
(U. D.C.); Isle of Thanet (rural, Isle of Thanet Electric Tramways 
and Lighting Company); Llandaff and Dinas Powis (Rural 
Council); Deptford (County of London and Brush Company) ; 
Rishton, Great Harwood, and Clayton-le-Moors (C. Chadwell) ; 
Lewisham and Penge (Lewisham and District Electric Supply 
Company); Ince-in-Makerfield UC. D.C.); New Hunstanton 

Electric Tramways and Light Railways.— Derby (Corporation, 
various powers); Saudgate, Cheriton, апа Folkestoue (Sandgate and 
Hythe Electric Company, Limited, Donington House); Bexley ard 
district (U.D.C.); Wimbledon (U.D.C.); Weston-super-Mare (Weston- 
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super- Mare and District Electric Supply Company, Limited, Surrey 
House, London); Middleton and Chadderton (Middleton Corpora- 
tion and Chadderton U. D.C.); Crompton U. DC); Dover (Corpora- 
tion new tramway aloug new street): Gosport (Portsmouth Street 
Tramways Company); Potteries (light railways exteusions, Potteries 
Electric Traction Company); Shipley (U.D.C.): Isle of Thanet 
amendment of 1808 light railways order, extension of time &c., 
Isle of Thanet Electric Tramways and Lighting Company); Lea- 
mington ; Leamington and Warwick Tramways and Omnibus Com- 
pany); Pontypridd and Rhondda Valley (British Electric Traction 
Company}; Birkdale (U.D.C^; Watford aud district (new company); 
Royton (U. D.C.); Manchester Corporation; Pontypridd (U. D. C.); 
Worcester (extensions, Worcester Tramways, Limited); Gateshead 
and District (Gateshead and District Tramways Company, addi- 
tional capital); Warrington and Northwich (light railway, Brunner, 
Mond & Co., and others); Folkestone (Corporation), two applica- 
tions; Rhondda Valley (light railways, extensions and windings, 
British Electric Traction Company); Colchester (Corporation); 
Northampton (Corporation); Ashton-under-Lyne (Corporation); 
Denton (U. D. C.); Crewe (Corporation; light railways); Canterbury, 
Whitstable and Herne Bay (light railways, O. W. Bowen). 

Electric Railuays.—City and West End Railway: underground 
from Cannon Strect to Hammersmith ; "Brompton and Piccadilly 
Circus Railway (extension of line and time) (Brompton aud 
Piccadilly Circus Railway Company); City and North-East Suburban 
electric railway (new company); King’s Road Railway (underground 
electric, St. George's, Hanover Square, Chelsea, and Fulham 
few company); Piccadilly and City Railway (underground electric 
from Brompton aud Piccadilly Circus Railway (Westminster) to 
Gracechurch Street, E.C., new company); Charing Cross, Hammer- 
smith and district (underground electric, new company): Westand 
South London Junction Railway (underground electric, Paddington 
to Kennington, new company);  North-lFast London Railway 
(underground electric, City to Tottenham, Walthamstow and 
Leyton}. 

Electric Power.—Midland Electric Power Distribution and 
Lighting (Midland Electric Corporation, for extensions, to include 
Statford and Worcester). 

The applications last year were more numerous than they are this 
year. The tramway Bills last year were 31 against 26 this year, and 
the electric lighting provisional orders 112 against 103 this year. 

Scotch Provisional Orders.—Applications have been made to the 
Seoretary for Scotland for provisional orders with the following 
titles :—Caledonian Electric Power Company; Clyde Valley Elec- 
trical Power; Clydebank Tramways; Falkirk and District Tram- 
ways; Glasgow Corporation (tramways and general); Paisley 
District Tramways; Paisley Police Public Health and Tramways. 


Fatal Electric Shocks.—Mr. Frederick J. Down, of 
Harpenden, Herts, writes to us as follows on this subject :— With 
reference to the several recent casualties in central stations from 
accideutal contact with exposed parts of the switchboards or other 
high tension apparatus, I beg to say that by lapping such parts with 
а special cured rubber strip or splice, such as І am now supplying, 
they would be rendered quite harmless. I may say further that 


-when such material is properly applied, and by slightly warming 


after cach lap or layer, an actual rubber tube results, giving an 
insulation resistance well up to that of the usual classes of covered 
conductors in the market. For bus bars, &c., where such lapping 
vannot be applied without dismantling the switchboard, my armalac 
varnish, or paint, will also serve well. The makers claims that it 
gives a resistance equal to the puncture strain of 1,500 volts for 
each Phun Of an inch in the thickness of the films in which it is 
applied, hence its great success amongst machine builders here and 
elsewhere. Whilst, however, calling attention to these most suc- 
cessful materials, І quite agree with the correspondent who wrote 
about these accidents and suggested that, when possible, gear more 
modern and carefully designed, should be brought into use as the 
most certain preventative; still, where such drastic alterations 
cannot be carried out, the before-mentioned means of insulation may 
appeal to the engineers of such stations as the next best method of 
guarding their statf from similar mishaps." 


Foreign Steam Engines,—We have received from 
Mr. J. P. Phibbs a catalogue of the Ateliers Carels Freres, of 
Ghent. This firm are the makers of the well-known Sulzer 
engine. It employs equilibrium double-beat valves for both 
admission and cxhaust, and has a good record for steam con- 
sumption. The firm also make locomotives both of Belgian 
and English patterns, the English ~pattern being modelled 
very closely on English practice, needless to say, with great 
improvement of appearance upon the hideous Belgian models. The 
view of the foundry shows an excellent building, and the catalogue 
is well got up. 


Notice.— Messrs. W. Wilson & Co., clectrical engineers, of 
Middleton, near Manchester, ask us to state that “ The Middleton 
Electric Light and Power Company,” of which they are the owners, 
is a distinct and separate undertaking, and is not connected in any 
way with the Middleton Corporation electric lighting scheme, now 
in progress. 


Personal.—Our New York namesake says that “ Mr. 
T. J. McTighe, the well-known electrical engineer, has returned 
from а short business trip to London, where some important 


engineeriug and manufacturiug propositions in which he is 
interested were closed.” 


Smoke  Prosecution.—At Lambeth last week Mr. 
Hopkins heard a serics of 10 summonses taken out by the Lambeth 
Borough Council against the South London Electric Supply Cor- 
poration in respect of a nuisance alleged to be caused by the issue 


е 


of dense black smoke from the shaft of the company's works in 
Beugeworth Road, Loughborough Junction. For the defence it wa 
de: ied that any dense black smoke issued from the shaft on the 
dates in que-tion, aud some expert evidence was called. The shaft, 
it appeared, is 180 feet in height. aud the boilers are fed br 
mechanical stokers. Mr. Hopkius adjourned the further hearing of 
the summonses for a furtuight. 


Trade Announcement.—Messrs. A. Pank & Son, df 
Bedford Street, Norwich, have purchased the business, plant, k, 


of Messrs. Riches & Co., engineers, &c., of Duke's Palace Ironwork, 
in that city. 


Water-Softening Plant.—Orders for the " Archbutt- 
Deeley " water-softening plant have been placed with Mean 
Mather & Platt, Limited, by the Electrical Power Distributics 
Company for their works at Sutton, and by Messrs. Albright a 
Wilson, Limited, chemical manufacturers, of Birmingham. 


ELECTRIC LIGHT AND POWER NOTES 


Barry.— The U. D.C. purposes applying for a prov, order 
to establish a system of electric supply in the district. 


Blackburn.—Owing to a short circuit on the mains, ow 
of the generators in the Corporation electricity works broke бит 
last week, and there was a temporary stoppage of supply. 


Burnley,—The Gas and Electricity Committee of ie 
Burnley Corporation propose to extend the electrical mains in ther 
area, with a view to supplying electricity to private consumen. 
The Committee intend to do the underground wiring, so that when 
the tramways are constructed, it will not be necessary to again 
take up the streets. The estimated cost of the extension is £5,400. 


Cardiff.—At a meeting of the Electrical Committee last 
week the resignation of Mr. Appelbee, chief electrical engineer, wa 
accepted. Mr. Appelbee has been appointed chief of the electric 
staff at Ashton-under-Lyne. It was agreed that Mr. Appelbee be 
liberated from his engagement at the end of the year instead of 
having to serve his three months’ notice. Thirty applications far tbe 


position of mainssuperintendent were considered. The commenciag 


salary is £150 per annum. 

The Tramway and Electrical Committees of the Conon 
tion recently received the reports, drawn up by Messra Appel. 
bee and Ellis, on the supply of electricity in Cardiff Вч} 
engincers favour direct current. Mr. Ellis advocates the centralis 
tion of the whole of the direct current supply at the new power 
station at Roath, retaining the present alternating plant for th 
supply of outlying districts. Mr. Appelbee had previously recom- 
mended the establishment of a direct current station, and this x 
adheres to. 


Colchester.— Mr. A. К. Sillar terminated his engagement 


with Messrs. Siemens Bros. as resident electrical engineer at Cel 


chester on Friday, and on Saturday he transferred his services n 


the same capacity to the Colchester Corporation. 


Cowes.—The U. D.C. has resolved to transfer its electro 
lighting prov. order to the Isle of Wight Company, on conditio 
that Messrs. Edmundson's Electricity Corporation pay the ож ci 
obtaining the order. 


Crayford.—The Board of Trade has revoked the 18 
electricity supply order. 


Croydon.—The C. Council has adopted a free жі 
scheme, and will borrow £5,000 as a first instalment for tt: 
purpose. 


Cults.—In Aberdeen Sheriff Court on Saturday, ей 
Crawford heard an appeal in the action at the instance of х 
trustees of the late John Cameron, contractor, Cults, against P. © 
Middleton, Limited, electrical engineers, Cults, to prevent the istic 
from carrying on their works at their electrical station at Cale 
which, it was alleged, constituted a nuisance. The case came befor 
Sheriff Burnet some time ago, when his lordship issued an inter- 
locutor in favour of the pursuers. That decision was now be 
appealed against. After hearing the arguments the Sheriff remaic. 
that the case was an important one, and that he would take timet: 
consider it. He, therefore, took the appeal to avizandum. 


Dorking.—Four firms tendered for the Councils pr- 
visional order, but no definite action has yet been taken. 


Eccles.— The Electricity Committee of the Corpora. 
has recommended that the electrical engineer be instructed to Nt 
раге a scheme for the extension of the electric light undertkce 
with a view to the supply of electrical current for tramway pe” 
poses and for the lighting of the whole of the public lamp: of Ч 


borough, in addition to meeting the increased demand by priv: 
consumers. 


Edinburgh.—The E.L. Committee of the Edinb: 
T.C. last week agreed to recommend that application be made © 
Secretary for Scotland for his consent to borrow a further * 4 
£76,000 for the execution of capital works. This will make a 
of £700,000 for which borrowing powers have been authorised it 
connection with the electric lighting undertaking in Edinburgh 
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Faversham.—The U. D. C. has appointed Mr. Talbot, 
city engineer of Nottingham, to give a preliminary report and 
advice on the electric lighting of the district for the sum of 
25 guineas, 

France.—The proposal for the establishment of a central 
electrical supply station for Gex (Ain-France) is now assuming 
detinite shape, and it is proposed to utilise the water course of 
Journaus. A reservoir capable of containing water varying in 
height from 33°75 to 39°50 metres and having a capacity of 800,000 
enbic metres will be requisitioned, giving a pressure of 11 atmo- 
spheres. The conduit leading the water to the turbines will be 
600 mm. bore and 1,300 metres long. The head of water will be 
91 metres. The available power is 350 H. p., but for the moment only 
four electric generators will be installed. Two of the groups will be 
requisitioned for the traction of the Ferney-Gex tramway, and two 
others of 80 н.р. will supply energy for lighting and motive power 
in the town of Gex. The engineer, Mr. Rolland, estimates the 
cost at £15,200, or £35 per H.P. 


Gillingham.—The D.C. has just decided that an agree- 
ment be entered into with the local electric lighting company at 
New Brompton for lighting the High Street with arc lamps. The 
cost is to be £18 per annum per standard. | 


Helensburgh.—The T.C. last week decided to abandon 


the idea of obtaining a provisional order for elec. lighting, and 
intend to obtain borrowing powers for their gas undertaking. 


Heywood.—Mr. Sandford Fawcett, an inspector of the 
L.G.B., held an inquiry last week in reference to the application of 
the T.C. to borrow £17,000 for the purpose of electric lighting. 
Evidence was given by the borough engineer, electrical engineer, 
and others "There was no opposition. 


Leeds.—The Lighting Committee of the City Council 
last week agreed to recommend the acceptance by the Council of 
tenders amounting to £72,572 for the extension of the electric light 
station on a site already provided, and to advertise for tenders for 
machinery for the new buildings. The Committee also decided to 
recommeud the provision of a third €00-Kw. two-phase generating 
set, and that the Corporation proceed with the laying of the maiu 
across Monk Bridge, with a view to supplying electric current for 
light and power purposes in the district south of the river. 


London.—FINCHLEVY.— The N.M. Electrical Power Dis- 


tribution Company have decided not to proceed with their appli- 
cation for a provisional order for this district in the present session. 

KENSINGTON.— At the last meeting of the Board of Guardians the 
E.L. Committee reported that it was desirable to light the workhouse, 
infirmary and office buildings in Marloes Road by electricity. The 
report was adopted, and the board decided to instruct Prof. Robinson 
to prepare and submit a complete plan and specification for the 
ове machinery and‘ plant required, at an estimated cost of 

2,500. 

LaxBETH.—The Borough Council has adopted a recommendation 
in favour of authorising the town clerk to take proceedings against 
the South London Electric Supply Corporation for the non-fultil- 
ment of their contract to destroy the dust of the borough. As the 
result of the proceedings brought by the Vestry agaiust the cor- 
poration for creating a nuisance, the magistrate at Lambeth Police 
Court insisted that Welsh coal should be used.  Thereupon the 
Electrie Corporation's representative, despite the contract with the 
Vestry, intimated that they would take no further deliveries of dust. 
Since that decision, the borough surveyor has had to provide for 
the refuse being taken away by barges, and the corporation, in 
reply to a reminder that they are liable for penalties for non-fulfil- 
ment of their contract, wrote to the Borough Council pointing out 
that it was the Vestry that induced the magistrate to prevent thc 
further use of the destructor, and thus, by its own act, put it out of 
the power of the corporation to carry out its contract. They, 
therefore, insisted that the Borough Council must itself deal with 
the dust, and, moreover, compensate the corporation for depriviug 
it of the use of dust as a fuel. | 

St. Pancras.—The Borough Council have in contemplation a 
scheme for a large extension of feeding mains. The chief electrical 
engineer has reported that it is important that an early start should 
be made in the spring to lay additional mains, which practically 
means an increase of all the feeders controlled by the King’s Road 
generating station. With regard to the original feeders installed in 
connection with this station, in no case was there a return or centre 
wire provided, the theory being that it would be sufficient to 
balance one consumer against the other, and so obtain an equal 
potential between the negative and the positive and centre wires of 
the distributors. "This theory, however, is not borne out in practice, 
as the positive and negative lighting loads vary each night in the 
week; consequently it is not possible to give a satisfactory regula- 
tion at the feeding points. All the feeders which it is proposed to 
lay down are to be provided with centre wires, also a three-core 
pilot wire to each for indicating at the generating station the voltage 
at the feeding points. A careful estimate has been made of the 
probable lighting required in the districts to be covered by the new 
feeders, which will be proportioned to deal with about half of the 
ultimate load. It is hoped that the extensions will serve for five 
years, when a readjustment will probably be necessary and more 
copper have to be put in. As showing the difficulty of estimatiug 
the lamps required in a district, 1,300 were contemplated in the 
Highgate scheme. The flats which have recently sprung up in this 
locality will now absorb another 1,320 lamps. The work of 
extending the new mains will, it is hoped, be commenced in 
February next, and the estimated cost is £29,390. Extensions 


sanctioned by the late Vestry are about to be commenced, and a 
tender of Callender's Cable and Construction Company, Limited, 
has been accepted for the supply of cables at a cost of £2,597. 


North Metropolitan District.—'l'he united Councils 
of Tottenham, Edmonton, Entield, Wood Green, Southgate, and 
Friern Barnet have framed their Bill for presentation to Parliament 
in favour of a joint scheme for the supply of electricity within their 
respective districts, and the whole matter has been conducted with 
great unanimity everywhere excepting Wood (ireen. On Friday 
last the statutory resolutions were passed to proceed with the Bill, 
the cost of which may he anything from £5,000 to £10,000. At the 
mecting of the Wood Green Council a letter was read from Mr. 
Littler, who has been chairman of the local authority since its 
formation in 1888, resigning his seat on the Council, giving us his 
reasons for this step that the proposal was inimical to the interests 
of the parish. The resignation was accepted, and the necessary in- 
structions to proceed with the Bill were given. It may be mentioned 
that this course is the outcome of the many applications by elec- 
trical power companies for powers to supply current iu these 
districts, and the various local authorities concerned have taken 
12 months to fully discuss and agree on all the details of the scheme. 


Rothesay.—The electric lighting of the burgh not 
being quite to the satisfaction of the T.C., they have decided to ask 
the contractors to maintain it for another 12 months. 


Ryde (1.0.W.).—The new Council has rescinded thie 
resolutions of tne previous Council relating to electric lighting, 
and intends asking the Board of Trade to allow it to transfer the 
order. 


South Shields.—The E.L. Committee recommends tlie 
increase of Mr. Jeckell's salary from £350 to £400. 


Southampton.—Mr. Howat has been promoted to be 
second engineer at the electricity works, and Mr. H. A. Pearson has 
been appointed third engineer. The continuous current plant being 
nightly overloaded, in consequence of the non-delivery of plant to 
time, the Council has resolved to inform Messrs. Ferranti that the 
penalty clause will be strictly enforced. 


Spain.—It is reported from Cartagepa that a company 
is in course of formation with the object of establishing a large 
central station in that town, which will supply current for lighting 
aud power purposes, not only in Cartagena, but also to a number of 
small towns in the district. $ 


Sunbury.—Messrs. Edmundson's Electricity Corporation, 
whose application for a provisional order the Council had decided 
to oppose, do not iutend to proceed with their applieation this 
session as they have been unable to obtain the consent of other 
District Councils in the neighbourhood. In the meantime they pro- 
pose to take steps for the construction of electric lighting works 
at Twickenham. 


Swansea.— The electric lighting works are now almost 
completed, and the E.L. Committee is considering the question of 
wiring the houses of customers. Some time ago it was agreed to 
allow this work to be done by the National Free Wiring Company. 
The agreement was, however, withdrawn; but the advisability of 
re-entering into a contract with the company has now been redis- 
cussed, it being stated that the company was now prepared to accept 
the Corporation terms of 1s. per lamp per annum. Ultimately it 
was decided to ask the company for terms more favourable to the 
consumers. 


Wales.—At the adjourned conference of delegates of 
Councils of the Monmouthshire Western Valleys, held at Abercarn 
on Monday, to consider the electric lighting scheme, only Abercarn 
and Risca were represented. The Abertillery Council has decided 
not to share in the expense of an expert, and Nautyglo and Blaina 
Council will take no action in the matter. It was agreed to recom- 
mend the Abercarn and Risea Councils to obtain expert evidence 
upon the desirability of providing a joint electrical installation. 


West Hartlepool.—Col. Durnford, L.G.B. Inspector, 
held an inquiry last week with respect to an application by the 
T.C. to borrow £19,625 for electric lighting purposes. The town 
clerk explained that a considerable portion of the excess expendi- 
ture upon the original estimate was due to the rise in the price of 
materials between the time the estimate was given and the letting 
of the contract. The buildings had cost £3,600 more than the esti- 
mate. Of the £19,000 required, £7,112 was for extension of 
mains, and £2,707 for probable extensions during the next 12 
months. 


Willesden.—At а meeting of the D.C. on Tuesday last, 
it was reported that the engineer had received the bills of quantities 
in connection with the main and subelectricity stations. The 
Council decided to apply to the L.G.B. for sanction to a loan of 
£52,550 for use as follows: — Buildings, walls, sites, works, chimney 
shaft (main station), £36,104; tenants’ compensation, £121; cost 
of road, £325; coal sidings, £2,500 ; offices and sub-station, £13,500. 


Worthing.—There were 100 odd applications for the 
position of electrical engineer to the Corporation. Mr. G. Porter, 
of the Westminster Electric Supply Corporation, is recommended 
by the committee. 


York.—The Minster has been lighted throughout with 
electricity, about 170 lamps of 32-c.P. each being used. 
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ELECTRIC TRACTION NOTES. ? 


Amsterdam.—The Communal Council of Amsterdam 
has unanimously voted a sum of £520,000 for various electrical 
works, including the construction of a central power station for an 
electric tramway system 30 miles long. This station will also supply 
current for lighting and motive-power purposes. The station 
will be capable of 8,000 If. P., 6,000 of which will be for immediate 
use. In the near future, however, the possibilities of the station 
will be largely increased. The power station will be built on the 
site of the old entrepôt dock. A sum of £144,000 will be spent on 
the power station aud overhead wires, £288,000 on the tramline, 
and £88,000 on the underground conduits. 


Antwerp.—The Belgian Chamber will shortly be occu- 
pied with the consideration of a project to be presented by the 
Government for the unification of all the Antwerp tramway com- 
panies, viz. :— 

Expiration of concession, 


Tramway du Sud .. fa me es “a . . 1920 
- Nationaux — .. 425 i vs . . 1911 
3 Maritimes T es s A .. 1916 
Omnibus d'Anvers ahs T ic Vs .. 1916 
'U rau way-Omnibung s ex эз у» .. 1941 
Ў Suburbain ee x ds 8 .. 1938 
Anversois - a : = .. 19'8 


37 Rue d'Argile ee en °з ee ee 1935 


All these lines, which at present employ animal traction, will be 
compounded under the jurisdiction of one company, and the system 
worked throughout by electric traction with reduced fares. A con- 
cession will be granted to the new company till 1945. 


Birkenhead,—The Woodside-New Ferry route of the 
Birkenhead clectrical tramway system is rapidly approaching com- 
pletion. The aim of the Corporation is to have the line working 
during the present month, and it is believed that this will be 
attained. 


Bootle.—Colonel Trotter inspected the Derby hoad and 
Rimrose Road tramway route last week, and approved it. This 
route consists of 14 miles of double track with span wires. 


Bristol.—The extension of the electric tramway system 
is now practically completed, and only awaits the approval of the 
Board of Trade. No date has yet been fixed for the inspection of 
the permanent way, but the electrical inspector inspected the power 
station, &c., this week. 


Calais.—At the instigation of the Calais Tramway Com- 
pauy, Limited, the town of Calais has decided to extend the scope 
of its tramway service, and to replace the present horse haulage 
by electric traction. Part of the scheme has already been approved 
of by the authorities. 


Canal Traction.—Electric traction has been tried with 
successful results on the Berlin Canal, Stettin, Germany. This 
canal is traversed annually by 25,000 boats, generally 40 metres 
long X 44 metres beam, and carrying on an average 150 to 175 tons. 
It is likely, as an outcome of the successful trial, that electric trac- 
tion may become fairly general on this waterway. 


Cardiff.— Forty-eight applications were received for the 
post of chief assistant electrical engineer, and the followiug were 
invited to attend before the Tramways Committee:—Mr. C. T. 
Taylor, of Leeds; Mr. J. G. Livesay, Hudderstield; ана Mr. C. E. 
Davies, Bolton. Mr. Davics has secured the appointment. 


Darwen.—The T.C. has resolved that the salary of the 
electrical engineer be advanced from £200 to £250 per year, and 
that Mr. Clegg should also be given an honorarium of £50 for services 
rendered in connection with the conversion of the tramways from 
steam to electric traction. 


Dublin.—In the Police Court on November 30th, the 
Corporation had 40 summonses against the Dublin United Tram- 
ways Company for neglecting to keep various strects sanded, to the 
danger of ordinary traffic. When the cases came on for hearing, it 
was announced that the Tramway Company had undertaken to in 
future keep the paving between the tramway lines and 18 inches on 
either side properly sanded, and had agreed to pay to the Corpora- 
tion a sum or 50 guineas for costs of summonses, &c. ; so they were 
withdrawn on these terms. 


Electric Railway between Rome and Naples.—A 
demand fora concession for the eoustruction aud working of an 
electric railway has been presented to the Minister of Public Works 
in Rome through the Naples Prefecture. The line, which would be 
315 kilometres in length, starting from Naples, would pass by 
Mondragone, Mentorno, Terracina, and Cisterna, and it is estimated 
that the trains would only take three hours to cover the whole 
journey. The electrical energy would be generated at hydraulic 
stations on the Volturno and other rivers cn route. Owing to in- 
sufficiency of the plans, the matter has been referred back by the 
Governmeat to the Prefecture at Naples, with the request that the 
eugineers asking for the concession should complete the plans and 
studies on the spot. 


Liverpool, —A revised scale of fares came into operation 
on the Liverpool electric tramway system on Saturday. The most 
important change has been the institution of a 1d. fare for travelling 
between the Pier Head and Belmont Road on what is known as the 
Cabbage Hall route. The distance is about 24 miles. The Seaforth 
oxteusion is expectod to be ready for use by Sunday uext. Work is 


being pushed on with the belt line, which will complete the circle 
round the city from north to south or vice versá, by branch lines 
working to the east of the city. 


Manchester.—Mr. C. Н. Wordingham has prepared a 
report to the Electricity Committee in which (according to 
a summary in the Manchester Guardian) he deals at length 
with some of the statements in the report of the general 
manager which was recently presented to the Tramway: 
Committee with regard to the supply of electrical energy fur 
the working of the tramways. As regards the generating station in 
Stuart Street, Bradford, Mr. Wordingham says that although thc 
Electricity Committee arranged for the purchase of the land in 
December, 1897, the purchase was not completed until October, 
1898. 'lhere was then a further delay of six months on account of 
the Tramways Committee having under consideration the question 
whether it would not be better themselves to provide the electrial 
energy for driving the trams. He also states that details and plan 
were asked for from them, with an account of the dates when el. 
trical energy would be required, and a definite order; but thee 
have not been forthcoming. He replies to the statement that the 
Tramways Committee are pushing forward rapidly with the prepara- 
tions for the taking over of the line by instalments, and also that the 
permanent way is being rapidly reconstructed, and says that, a: a 
matter of fact, the Tramways Department themselves are hsp- 
lessly behindhand with this work. He describes the arrange- 
ments for the supply of energy to the different parts 
of the city, and says that his report of October 23rd clearly shuws 
that the Electricity Committee will be prepared to furnish the 
energy for the first three tramway routes long before these route: 
are ready to take the supply. He deals with other work done ir 
his department, and, in conclusion, says: “І have to say that I con- 
sider that the report of the general manager ів so drawn as to [езе 
the impression that the Tramways Committee will be quite reads 
with their lines so as to take current on the dates named in their 
communication of July 22nd, 1899, to the Electricity Committee, 


. and that they will be prevented from opening the lines on the date: 


named in that communication on account of the Electricity Com- 
mittee not being iu a position to supply them with the necessary 
electrical energy. In point of fact, the Tramways Committee are 
already five months late with the first section, and have not begun 
the work of reconstruction of any one of the three remaining sections, 
while the Electricity Committee will be ready to supply the elct- 
trical energy to the first section some time before thc Tram- 
ways Committee can be ready. What has happened in regard to 
the first section of lines may be expected to happen with t» 
remainder, aud it is by no means evident at the present time thx 
the Electricity Committee will be greatly behind the Tramwars 
Committee. Both Committees are engaged on very large avi 
difficult schemes, and it will not be surprising if both find themselve 
in the position of having under-estimated the time required to carry 
them out." 


Piedmont.—^A concession has been granted for an 
electric tramway, which, starting from Brusasco (at the terminus «f 
the present steam tramway from Turin) would proceed to Ozzano, 
a distance of 33 kilometres. The line is to be built with ordinary 
raised rails on one side of the national and provincial highway. 
The total length covered by the present concession is only 33 kile 
metres, but various branch lines hereafter to be constructed woud 
nearly double this length of track. There being no water-power 
in the immediate neighbourhood, steam-power will be used t^ 
generate the electric energy for the propulsion of the cars, whict 
for passenger traffic will have the motors directly mounted on tx 
trucks, while for freight traffic electric locomotives will be nsed t; 
draw the trains. The system proposed to be used is three-pbax 
alternating, with two overhead trolley wires. The concessionaire 
of this line have also applied for a concession for a line fra 
Brusasco to Ivrea, through another district not yet served by tram- 
line or railway, and along the route of which there is a population 
of about 100,000 inhabitants. Another line studied by tbe sim 
engineers, and of which the plans have been completed, crosses th: 
line from Brusasco to Ivrea almost at right angles, the population 
along the route of which is about the same as on the Ivrea-Bruss: 
line. Sufficient water-power is available at three points on th 
routes to work the whole length of the present lines, amounting te 
some 90 kilometres, as well as extensions of about 30 kilometr- 
more, surveys for which have already been completed. The mar: 
mum grades on these lines do not exceed 24 percent., save in c: 
place on the Brusasco-Ozzano liue, and the minimum curves bare! 
radius of 35 metres. The maximum speed allowed is 30 kilometr: 
per hour when fitted with continuous Westinghouse brakes ^ 
20 kilometres per hour when not so fitted. Owing to the constrc* 
tion allowed, i.c., raised rails and sleepers with ordinary ballastit s. 
on roads already constructed by the National and Proviors 
Governments, it is estimated that the complete cost of construct 2 
and equipment, including the hydraulic installations, will not erati 
£4,000 per mile. 


Roumania,—The Mayor of Pioeshli, Roumania, к. 
on January 23rd (January 10th, old style), proceed with an adja! 
cation for the concession and construction of an electric tram¥s' 
which will traverse several .treets in the town Competitors m 
deposit a bond for £2,000. 


Sonthampton.— Increase 1 traffic demands the purcb< 
of six new cara, Trials have recently been made of a wire nct 
seat for the cars, and it is proposed to adopt such ats for all ar 
at a cost of 4 200. 

(Continued on page 913.) 
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SWANSEA ELECTRIC TRAMWAYS. 


As we pointed out in our issue of July 6th last, Swansea 
claims the dual distinction of having been the first, town in 


Wales to possess à steam railway, and of being again the first 
The latter was 


to inangurate an electric tramway service, 


due to the enter- 
prise of the British 
Electrice Traction 


Company, which 


acquired most of 
the shares of the 
old tramway com- 
pany in 1897. 

The tramways, 
which have been 
entirely relaid, are 
эу miles in extent, 
consisting of 3 miles 
single and 2} miles 
double track; they 
are divided into 
three sections—the 
town section, the 
Cwmbwrla, and the 
Morriston section. 
The new rails weigh 


86 lbs. per yard, and are laid to a gauge of 4 feet 84 inches. 
The power station is a brick building, situated in the old 
tramway depót, St. Helen's Road, at the south-western end 


of the tramway 
system. The boiler 
house measures 37 
feet 10} inches x 
39 feet 6 inches in 
plan, and at present 
contains two Bab- 
cock & Wilcox 
boilers of standard 
type, fitted with 
superheaters. Each 
boiler has a grate 
area of 38 square 
feet, and a heating 
surface of 2,010 
syuare feet, while 
the superheater pro- 
vides an additional 
heating surface of 
226 square feet. 
The working pres- 
sure is 150 lbs. per 
square inch, and 
the normal duty 
7,000 lbs. water per 


hour per boiler. The chimney is built of brick, and is 
125 feet high, with an internal diameter of 4 feet 6 inches. 
A Green’s economiser, with 160 tubes, is provided. 

The coal used is obtained from neighbouring coal mines, 
and is delivered in carts ; water for boiler feed is taken from 
the town supply, while water for the Wheeler surface con- 
densers is pumped up from wells. 


The arrangement of the steam piping follows the American 
plan, branches from the boilers descending to a main header, 


View oF SHORT TYPE or Car. 


MAIN SWITCHBOARD, 


6 inches wide, 


tures are 


from which risers are taken to the engines. Holden and 
Brooke steam separators are used, 

The engine room is Gf feet 4 inches long x 29 feet 
There are two engines, of the Ball and 


Wood tandem com- 
pound horizontal 
condensing type, 
rated at 330 l. U. p. 
each, at a speed of 
200 revolutions per 
minute. The cy- 
linders are 155 and 
31 inches in dia- 
meter, and the 
stroke 16 inches. 
The speed is con- 
trolled by auto- 
matic expansion 
governors of the 
fly-wheel type. 

The generators, 
which are] coupled 
direct to the re- 
spective engines, 
are Westinghouse 


eight-polar compound machines, ard are rated at 200-Kw. 
each—i.e., 400 amperes at 500 to 550 volts. The arma- 
the toothed - core barrel-wound type; the 


machines are iden- 
tical with those in- 
stalled at Norwich, 
which we described 
in our issue of July 
27th, 1900. 

A combined 
steam and motor- 
generator set is also 
installed, consisting 
of a 50-B.H.P. en- 
gine by Messrs. 
Alley & Maclellan, 
running at 450 re- 
volutions per mi- 
nute, coupled direct 
to two 20-Kw. dy- 
namos, one of 500, 
the other of 100 
volts pressure, This 
appears to be a very 
handy combination; 
when the main 


engines are running 


the steam engine is 


disconnected, and the 500-volt machine drives the 100-volt 
dynamo for lighting and motor purposes, while at other 


times the small engine drives the pair of dynamos, giving 


Ritchie, traverses the engine room. 


the cars are not running. 


both pressures, and thus fulfilling all requirements when 


A 10-ton overhead crane, supplied by Messrs. Carrick and 


F 
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The switchboard consists of eight panels ; two are generator 
panels, three feeder panels, and the remainder motor- 
generator and booster panels. The board was designed 


"p 


CENTRE POLE SUSPENSION. 


and constructed by the General Electric Company, of 
Salford. 
Each of the generator panels is provided with an illu- 


WATER-TUBE BOILERS. 


minated dial ammeter, of Weston’s make, and an automatic 
circuit breaker, together with a main D.P. switch, which is 
interlocked with a two-way switch for short-circuiting the 
field of the generator, and is so arranged that the field 


circuit must be made before and opened after the main | 

circuit. Í | 

The equalising of the generators is done by means oí | 
à 


— 4 


TRAMWAY PASSING UNDER BRIDGE. 


screw plugs (one on each generator panel), and the shunt 
regulating switches and resistances are mounted separately 
on standards behind the board, having only a hand-wheel - 


44 


SIDE Роге BRACKET ARM. SUSPENSION. 


bf 
and index (denoting the position of the switch contacts) @ 
the face of the panels. 
The instruments required by the Board of Trade for 
testing purposes are provided on a separate panel. A 
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The return feeder, which joins the track at 
Morriston, is joined in series with the booster 
in the power station. 

The trolley wires are 0°324 inch diameter, 
and are double throughout; they were made 
by Messrs. Roebling. The wire is carried 
over the centre of each track, and is sup- 
ported by side or centre poles with bracket 
arms, or by span wire, according to local 
conditions, as shown in some of our views. 

The poles are 31 feet in length, built of 
steel tubes in three sections,and weighing 
832 lbs., 957 lbs., апа 1,171 lbs., according 
to the stress they are to withstand ; they were 
supplied by the National Tube Company, of 
America. "The brackets are of steel tube, the 
double arms being 6 feet 6 inches long, while 
the single arms vary between 6 feet 6 inches 
and 18 feet 6 inches in length. The in- 
sulating materials were supplied by the Elec- 
tric Equipment Company, of Birmingham, 
and the Ohio Brass Company, U.S.A. 


200-KW. GENERATING SET. The rolling stock consists of 26 single- 

deck four-wheeled cars and 15 single-deck 

panel is also provided for measuring and registering the double bogie cars. The car bodies were made by the Brush 
(om of the station in watt-hours, amperes, and volts. Electrical Engineering Company; the trucks used are of 


The feeder panels are of the usual type 
for traction work, each being provided 
h an automatic circuit breaker, illu- 


The car shed lights, &c., and the 
‘motor-generator are controlled by main 
switches and automatics placed on a 
separate panel. The instruments and 
switches for the negative booster and 
motor-generator are separately mounted 
and placed in different parts of the 
engine room. 

Each of the motor panels is provided 
with a General Electric Company's 
patent motor starter, so designed that in 
the event of a failure of current supply 
or breakage in the field circuits of the 
motor the latter is automatically switched 
oub of circuit. 

The framework of the board is of cast 
and wrought-iron, and is entirely self- 
supporting. 

There are three trolley fecders and one 
track feeder. The trolley feeders run to 
Morriston, to Cwmbwrla, and to the COMBINED Steam DyNaAMOS AND MoTon-(IENERATOR. 
centre of the town; they were made by 
Messrs. Cullender's Cable and Construc- 
tion Company, of their lead-covered type, and drawn into the * Lord Baltimore" and “ Peckham” types. The 
cast-iron pipes. The trolley wires are fed at intervals of wheel base of each truck is 6 feet 6 inches, and the wheels, 

which are of cast-iron, are 30 inches in diameter. 


’ 


E. -HHHH H Ir ЕБЕ The short cars аге 27 feet long over all, 17 feet 3 inches 
è SEEN MEAN — — = # inside the body, and weigh 7 tons each when empty ; they 
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half a mile, and the nearest feeding point is half a mile from are capable of seating 26 passengers each. The long cars 
the power station. Telephonic communication is provided are 41 feet 6} inches over all, and are divided inside into 
between the station and all feeding; points and termini. ^ two compartments, each 14 feet 8 inches long; each of these 


| CR 


012 THE ELECTRICAL REVIEW. [Vol47. No. 1,202, Decemsen 7, 1990, 


cars weigh 9 tons empty, and seats 44 passengers. The 
large cars are furnished with Westinghouse rheostatic electric 
brakes, the small cars with emergency brakes : 
are provided with hand brakes in addition. 
Fach car is equipped with two motors ; of these, 15 were 
supplied hy the Brush Company; 15 by the Westinghouse, 
No. 46: and 11 by the General Electric Company, 


both types 


" $ ' mS tant ae 
(‘Tim VRIES Hypro-MLEcTRIC GENERATOR, 


The controllers are of the G. E. K2 
The pinions and spur 


I. S. A., type G.B. 52. 
and the Westinghouse. patterns, 
Wheels are all of steel. 

The equipments furnished by the Brush Electrical Engi- 
neering Company consist of motors of the 800 А type, rated 
at 17 H.P. on the basis of 115° F. rise after one hour's run 
at rated output. We print a set of curves showing the 
characteristics of this classof motor. They 
vive a very powerful starting torque, with 
relatively small current, and they are sufti- 
clently fast to allow of a speed of 14 miles 
on the flat and of 8 miles on a gradient of 
1 in 16. 

The efficiency and pressure. regulation of 
a system are enormously affected. by the 
starting currents taken by the cars, and the 
luxury of high speeds on up-gradients is a 
very costly one, especially on narrow gauge 
lines where the axle space does not allow of 
suitable motors. 

The long cars supplied by the Brush 
Electrical Engineering Company are 
mounted on Baltimore maximum traction 
trucks. The car bodies are of a somewhat 
unusual design, with closed ends and 
vestibule entrance on either side at the 
centre, This divides the car into two com- 
partments, which may be used. for smoking 
and non-smoking passengers. The ap- 
pearance of these cars is exceedingly hand- 
some; one of them was exhibited by the 

rush Company at the recent Tramway 
Exhibition at Islington. 

There are three car sheds, with 10 tracks 
of a total length of 1,100 feet: there are 
Inspection pits under all the tracks, and a 
traverser over five tracks and the workshop 
provides for the ready handling of the cars. Repair shops 
of ample size are provided at the power station. 

The system has been running since the end of June last, 
and already has proved entirely successful, as may be inferred 
from the fact that the working expenses are about 42 per 
cent, of the receipts, As the concession is of limited dura- 
tion, it is, of course, essential that a substantial margin of 


profit should be realised, in order that the promoters may 
reimburse themselves for their initial outlay of something 
like £100,000, 

The work of installing the new system was carried out 
under the supervision of Mr. H. M. Sayers, power engineer 
of the British Electric Traction Company. The concern is 
being carried on by the Swansea Improvements and Tram- 
ways Company, Mr. К. N. Rayner being 
the resident. electrical engineer, and Mr, 
D. James the manager of the tramways, 

We are indebted to the British Electric 
Traction Company for the particulars upon 
which this article is based, as well as for 
the accompanying illustrations. 


THE ELECTRICITY WORKS OF 
CHEVRES (GENEVA). 


(Concluded from page 773.) 


TRAMWAYS AND LIGHTING, 


Tun tramway system and that part of the 
lighting system supplied by the old town 
works, being for continuous currents, the 
alternating current of the Chevres Works 
is transformed by rotary converters, built 
by the Société d' Electricité Aliotte. 
Converters for Lighting.—There are two 
of these machines, each having a capacity 
of 100 KW., in the central station of “Tle” 
Being required to give continuous current 
for a three-wire system, they have two in- 
dependent windings on the armature, and they have, there- 
fore, two commutators and two series of rings for the two- 
phase current. The armature core is slotted, and each slot 
has wires for the two windings, which are of the Gramme 
type, owing to the necessity of securing a proper number 
of commutator bars. The field magnet frame is of cast 
steel, and the pole-pieces are screwed on. Four rings are 


CHEVRES. ROTARY CONVERTERS FOR l'RAMWAYS. 


lixed at each end, so that the two phases can be connected 


to each winding independently, in the case where 006 


winding may be required to be used temporarily. — Normally, 
however, each winding takes one phase. 

Transformers of 50 Kw. per phase supply the converters, 
The armature is 100 millimetres in diameter by 400 long, and 
has 252 slots. There are 14 poles and seven sets of brushes 
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on each commutator. The weight of the armature is 
3,000 kg., and of the whole machine 6, 750 kg. Kach 
commutator supplies a current of 450 amperes at 110 volts, 
aud 385 revolutions per minute. The two-phase current 18 
supplied at 70 volts; the ratio is therefore 1756. The 
excitation required is 600 watts, and the efficiency of the 
machines 90 per cent. 

Converters for Tramways. —There are three of these 
machines, each of 150 Kw. capacity, placed in the turbine 
їйїп ut Coulouvreniere. They have one commutator for 
continuous current and four rings for the two-phase current. 
The winding is of the drum type. There are 320 coils of 
special shape, of 0°0025 metre diameter wire, placed in slots 
of the same number, which correspond to an equal number 
of commutator sections. Special attention has been given to 
the ventilation of the windings of these machines. 

The frame is of cast-iron and the pole-pieces of cast-steel. 
[n order to assist the magnetic flow from the steel to the 
iron the poles are widened out, so that at the surface of 
contact the section is twice that of the polar area. 

The armature is 1,350 millimetres in diameter by 440 
long, and has 320 slots. There are 16 poles and 8 sets of 
brushes. The weight of the armature is 2,900 kg., and of 
the complete machine 11,600 kg. The voltages are 
360 : 560, and the normal continuous current 268 amperes, 
at 336 revolutions per minute. For excitation, 1,150 watts 
are required, and the efficiency is 90 per cent. 

Transformers of 80 KW. per phase supply the converters. 

For starting the rotary converters, liquid resistances were 
at first supplied. But the pressure required for starting is 80 
small, that these were replaced by 5 kw. regulating trans- 
formers in parallel with the secondaries of the main trans- 
formers, By this means the converters can be started for 
the tramway work with a pressure of about 10 volts, and a 
current slightly exceeding that of normal full load. 

In case of breakdown of the above rotary converters, a 
continuous current generator has been supplied and erected 
in the game building. It was made by the Compagnie de 
l'Industrie Electrique, and the turbine which drives it by 
Faesch & Piccard. On the same shaft as the turbine gene- 
rawr is a synchronous motor, taking power from the works 
at Chevres, which drives the generator with or without the 
turbine, a8 occasion may require. It will thus be seen that 
every precaution has been taken that the tramway service 
should not be interrupted. | 

Waterworks Electric Ритр.—1їп order to allow for the 
variation in power delivered to the waterworks during the 
times of high water in the summer, which necessitate the 

opening of the sluices of the right shore of the Rhone, the 
Town Council laid down at the Coulouvreniere Works a 
centrifugal pump, electrically driven from the Chevres 
works, The motor, supplied by Messrs. Brown, Boveri and 
lo., is run by two-phase current at 2,500 volte, and takes at 
full load 186 amperes per phase, with a normal speed of 544 
revolutions per minute. This motor is said to be the largest 
induction motor ever built. The pump, which has a duty 
of 1,000 H.P., was made by Sulzer Freres, of Winterthur. It 
is direct coupled to the motor, and can raise 380 litres per 
«cond to a height of 140 metres, or 400 litres to a height of 
126 metres. This pump was illustrated in our issue of 
September 28th. 


Cost OF THE WORKS. 


The credit of 3,000,000 francs voted by the Corporation 
for the execution of the first part of the work was quickly 
vot through during the years 1893 to 1895 ; the opportunity 
iwing most favourable for the prompt sale of energy, many 


works which really belonged to the second period of con- - 


struction were proceeded with without interruption.. Thus 
the weir was constructed in its entirety for completely hold- 
ing in the waters, the foundations of the turbine house were 
laid for the whole length—thus avoiding the cost of taking 
up the work later on below the level of the water — the 
mains were laid at once to a definite section, and machines 
Nos, 4 ака 5 were ordered without delay, these not having 
ſigured in the first estimate. The Corporation accordingly 


voted fresh credits as the work required them from time to 


time, At the end of December, 1899, the work might have 


been considered completed. The total costs were upproxi- 


mately as follows :— 


Surveys, &c. eT ix £675 
Weir is М "es 31,250 
Head-race 6,350 
Turbine house ... 51,500 
Tail-race ; 4,050 
Accessory works їз а 1,440 
Turbines апа dynamos pu X 150,000 
Feeders, transformers, and sub-stations 95,000 
Network in town 16,300 
Buying out 10,200 
Lands aoe "S "T 2,140 
Chévres Bridge aud approaches 1,350 
Interest during construction ... 7,450 
Unforeseen 6,200 

Total ... ... £383,905 


Apparently, costs of production are not as carefully 
gone into on the Continent as they are in English muni- 


cipal enterprises, so it is impossible to give any figures as to 


this important item. The budget for the year 1900, how- 
ever, estimates a sum for net revenue which is equivalent to 
0°78 per cent. of the capital invested in the work. 

In conclusion, we have to express our thanks to Mons. C. 
Butticaz, director of the Services Industriels, of Geneva, and 
to the Corporation, for their courtesy in permitting us te 
present to our readers a description of this great under- 
taking, and to reproduce their drawings and photographs. 

To all engineers who understand French, the book 
which the Corporation has published under the able editor- 
ship of Mons. Th. Turrettini, conseiller administratif, should 
prove invalüable. It is a veritable labour of love, con- 


*taimning, as it does, minute descriptions and calculations, 


besides diagrams, drawings and photovraphs of the work 
from its inception, and it is a fitting crown to one of the 
greatest and most enterprising municipal undertakings yet 


carried out. | . 
miee 


ELECTRIC TRACTION NOTES. 


(Continued from page 908.) 


Underground Railway Schemes,—The various under- 
ground electric proposals are detailed in the Daily News in the 
annexed tabulated statement which gives approximately the mileage 
of metropolitan electric railways authorised, constructing, or pro- 
jected. Railways opened—the Central London to the Bank, 
the City and South London to Moorgate Street, and the Waterloo 
and City, are excluded: 


OLD SCHEMES, CONSTRUCTING OR AUTHORISED, 


Miles. 
Baker Street and Waterloo .. гы ФЕ oe - T - 5 
Brompton and Piccadilly Circus és T 2s ac oe 3 
Charing Cross, Euston and Hampstead .. as T Е T 


5 
City and Brixton .. ЕИ và Е Es - 2 es 84 
City and South London (Moorgate Street to Angel extension) 3 
District Railway Deep Level: Mansion House to Earl's Court 44 
Great Northern and City T zi T T os - T 
Great Northern and Strand .. ars T T oe oe 


NEW PROJECTS AND EXTENSIONS OF RAILWAYS ALREADY AUTHORISED, 


` Miles, 
Brompton and Piccadilly Circus  .. T" oe s ©з ee 4 
Central London (extension to Liverpool Street and loop-lines) .. 1 


Charing Cross, Euston, and Hampstead extensions .. 6 
Hammersmith and district $a vs 82 js а Y b 
City and North-East suburban es - xs ks 1 . 17 
City and West End a es ; s Ее ix та 24 6} 
Islington and Euston .. s T s m ae 8 a 14 
Kings Rogg 0 9 
North-East Londo is ix "m 958 ae EN E . 11 
Piocadilly and City ss “id 98 M "T Ж T ix 3 
Victoria, City, and Southern. = m .. 23 CN Vs 7 
West and South London Junction. ix ud T у» a 44 
973 
Runcorn—Warrington.—On Tuesday, at the Rural 


Council meeting, Messrs. Bennett & Ward Thomas, engineers, of 
Manchester, intimated their intention to again apply to the Light 
Railway Commissioners for a light railway between Runcorn ana 
Warrington. The Council passed a resolution in favour of the 
scheme, subject to the width of the roads being satisfactory. 


Sheftield.—Upon the invitation of Mr. А. L. C. Fell, 
M.I.E.E., a large number of the members of the Sheffield Society 
of Entineers and Metallurgists on Saturday afternoon inspected the 
Corporation electric power station at Kelham Island. At present 
the equipment consists of a range of seven boilers of the marine 
type, working at & pressure of 160 lbs. per square inch. The elec- 
trical generators comprise three 225-K w. sets and two 500-Kw. sets, 
the former having American engines of the E. P. Allis type, and the 
latter having engines of the vertical type by Messrs. Cole, Marchant 
and Morley. An experiment is now being made by Mr. Fell with 
regard to methods of filtering condenser water for the purpose of 
feeding the boilers instead of using the more expensive town’s 


— — = 
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water supply. The total works cost at this station is 0°75d. per 
unit, including all running charges and repairs, and the total cost 
during the past six months, including interest on capital, sinking 
fund, insurance and head office charges, was 1:33d. per unit. 


Sunderland.—It is reported that on Saturday last a 
telephone wire broke across the overhead trolley wire, and while 
hanging down was stepped upon by a horse which was instantly 
killed. The man who was driving the cart also received a slight 
shock. 


“(TELEGRAPH AND TELEPHONE NOTES. 


The American Pacitic Cable.—In an editorial note on 
this scheme, the Electrical World writes as follows: —“ We count 
upon seeing this cable made in America—a gutta-percha cable 
and on the use of American iships and men to lay it; but mean- 
time the prayer may be devoutly breathed for better luck than has 
attended previous American submarine efforts, the sad details of 
which we will not here recapitulate. Let us in this work go to 
school humbly to our British friends, who have girdled the globe 
with cable; and then having learned the lesson we shall be ready to 
teach them in turn---some time in the next century.” 


Grimsby Telephones.—4Às the financial prospects before 
municipal telephony are thought to be not particularly bright, the 
Lighting Committee. which has been considering the matter, re- 
commends postponement for a time. 


e. 

Manchester, Telephones.— The Lord Mayor of Man- 
chester received a deputation on 3rd inst. in regard to the tele- 
phone question and the granting of a licence to the Mutual Company. 
A memorial to the City Council signed by 520 merchants, manu- 
facturers, traders,l&c., was read by Mr. Fred. Scott, in which was 
pointed out the necessity;for merchants and manufacturers in 
Manchester being able to communicateiwith their factories outside. 
On this account it was urged that the Mutual Telephone Company 
was in a better position for giving a satisfactory service than the 
Corporation. It was asked that the Corporation should now comply 
with the only condition necessary for the company to obtain a 
licence, which was by confirming their resolutions in support of the 
licence passed in 1897. After reading the memorial Mr. Scott said 
that Salford and some other outside authorities had already signed 
a requisition to the Postmaster-General, and for the districts thus 
covered the company had obtained a license, thereby saving it from 
extinction. A full licence could now be obtained if the support of 
the Manchester Corporation was given. 


Mandalay.—A contemporary says that the Indian 
Government have granted a concession for 30 years to the Oriental 
Telephone Company, in Mandalay. 


The New German Post Office Telephone Transmitter, 
—The German General Post Office in 1899 invited all the leading 


telephone mauufacturers to enter into a competition for the con- 


struction of a microphone which would work equally well on short as 
on long distances. A great number of different type microphones were 
submitted to the Post Office, and the tests made with them were of a 
prolonged character, each pattern being subjected to most rigorous 
trials, and the data thus obtained were made the subject of a com- 
parative report. We are informed that it was found that a granular 
carbon microphone, constructed by Mix & Genest, Limited, of Berlin, 
was the most suitable, and in consequence thereof 120,000 of these 
new microphones have siuce been ordered for subscribers’ instru- 
ments. The characteristic features of the new trausmitter (which 


is, we learn, being sold at a very low figure) are a combination of 
carbon diaphragm, carbon granules, and carbon back on the one 
hand, and the interchangeability of these microphonic parts only. 
A metal capsule, the front of which carries the mouthpiece y, aud 
behind such mouthpiece the carbon diaphragm m, contains the 
microphone. Opposite the diaphragm m is a grooved carbon disc J, 
which latter is brought into connection with the diaphragm in a 
peculiar. manner which allows the greatest latitude to the frce 
swinging of the diaphragm. | 

The carbon disc is encircled by a strip of suitable soft cloth, 
the free edge of which has been friuged. The spread-out fringes are 
then glued to the diaphragm, so that between diaphragm mand carbon 
disc / au empty space is created which forms the receptacle for the 


carbon granules. In the centre of the disc / a cotton or woollen 
pad “ is fixed which, with its free end, presses against the inner 
centre of the diaphragm, thereby damping same. The pressure is 
adjusted by means of a screw s which acts upon the -pring a to 
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which is fixed the disc 7. The metal capsule is retained in its 
position partly through the bayonet catch of the revolving micro 
phone cover i, partly by the pressure which the bolt c brings to besr 
on the spring e, which latter is situated at the back of the micro 
phonic part. 

Both springs, n and e, are in electrical connection with each other, 
such connection being carried through the bushes, insulating same 
from the metal capsule. g forms the beariuga for the pivot f: 
the ebonite-lined opening in the pivot allows the bolt c to penetrate 
the capsule while iusulated from same. 

The current enters аё x, passes the revolving outer case i, enter 
through the metal front with which the carbon diaphragm is i» 
connection, and goes vid microphone and bolt с to the spring b. ^ 
is a walnut rosette which forms the carrier for the whole outfit. 

A wire gauze protects the diaphragm from damage in the ususi 
manner. The adjustment of the damping arrangement is done by 
means of set screw s, and should only be carried out by the inspec 
tors of the Telephone Company. If, for one reason or another, the 
microphone is beyond repair, there is no need for dismantling the 
iustrument, but by simply unscrewing the front part of the capsule. 
the microphonic part becomes accessible: it can be detached with 
two fingers, and a new spare part inserted in the shortest posible 
time. 

The microphone can be fixed to any existing telephone station, 
and its transmission, no matter whether on long ог on short distanses, 
is as clear as one could desire. 

The great saving in cost derived by the interchangeability of the 
microphonie of essential part only, may be partly an explanation 
why such large quautities have been ordered by the German 
Government. 


Telegrams to East Africa.—The Exchange Telegraph 
Company learns that, in connection with the relaxation of Censor 
ship, the Postmaster-General notifies that, in addition to the codes 
already notified, the General Commercial and Mining Telegram 
Code, 1897, may now be used in telegrams to Cape Colony, Natal, 
Zanzibar, Seyschelles, Mauritius, Madagascar, British East Africa 
German East Africa, Mozambique, and Lourenço Marques. Tele- 
grams are, however, only accepted at the senders’ risk. 


Wireless Telegraphy.—A practical application of wir ` 


less telegrapny will shortly be put to test at Southend. A 30 feet 
mast has been erected on the pier for holding communication with 
passing vessels. Experts are to be sent by the Board of Trade. 
Trinity House, Lloyd's, and other public and private corporation 
to witness the tests. Similar apparatus has also been fitted st 
Sheerness and Shoeburyness. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aberdeen.—December 22nd. The E. L. Committee watts 


aoe for storage batteries. See “Official Notices” November 


Asylum.—December 29th. The Committee of Visitors 
of the Winwick County Asylum, near Warrington, invites tende 
for electric lighting, wiring, fittings, &c. 


Ayr.—December 14th. The Tramways Committee wus 
tenders for overhead work, poles, brackets, section boxes, &.; abe 
underground work (feeders and other cables, conduits, treuchist. 


on аш the electric tramways. See Official Notices" Novemte: 
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Birkenhead,— December 18th. The Corporation wants 
tenders for steam, exhaust, feed water and drain pipe work for 
Craven Street generating station. See Official Notices“ to-day. 


Belzinm.—P ecember 10th. The municipal authorities 
of Jumet are iuviting tenders until December 10th for the supply 
and installation of a battery of accumulators having a capacity of 
450 ampere-hours. Particulars may be obtained from, and tenders 
are to be sent to, Le Bourgniestre, Hotel Communal, Jumet, Belgium. 


Bexhill,—December 10th. The U.D.C. wants tenders 
for water-tube boiler and pipework, and one 150-Kw. steam dynamo. 
See Official Notices" November 23rd. | 


Blackpool.—December 17th. The Corporation wants 
tenders for the supply of arc lamp carbons and oils for one year. 
See Official Notices November 23rd. 


Brighton.—The Council invites tenders for the supply 
of unarmoured and armoured lead-covered electric cables for one 
year. See Official Notices to-day. 


Brighton.—December 13th. The Council wants tenders 


for the construction of permanent way including bonding, &c.; 
paving all tramway tracks with wood, &c. See Official Notices" 
November 16th. 


Bristol.— December 20th. The Electrical Committee 


wants tenders for induced draught plant, steam and electric pumps, 
and water-softeuing plant. See “Official Notices“ November 30th. 


Copenhagen.—January 3rd, 1901. The Corporation 
invites tenders for three 530-kw. dynamos, switchboards, &. See 
“Official Notices " November 23rd. 


France. — December 21st. Tenders are being invited 
until the 21st inst., by the French Post and Telegraph authorities 
for the supply of 583 tons of copper wire. Tenders are to be sent 
to Le Sous Secretariat d'Etat des Postes et des Telegraphes, Rue de 
Grenelle, 103, Paris, whence particulars may be obtained. 


Harrogate.—December 25th. The Corporation wants 
tenders for two Lancashire boilers, with economiser and fittings. 
See “ Official Notices " November 30th. 


Hendon.—December 3186 The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-Kw. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works. See ‘Official Notices" November 16th. 


Leeds.— December 10th. The Markets Committee invite 
tenders for the purchase of belt-driven electric lighting plant, now 
at the Kirkgate Market, comprising опе pair of Robey's 30-B.H.P. 
ras engines; one pair of dynamos, made by Mr. Harding Churton, 
each 180 amps., 110 volts, 850 revolutions, including belting, water 
tanks, lamps, switchboard, and fittings. For further particulars 
apply at the City Engineer's office, Municipal Buildings, Leeds. 


Leeds. — December 31st. The E.L. Committee invites 
tenders for two 1,400-kw. two-phase steam alternators and two 
sets of surface condensing plant. British manufacture.” See 
" Official Notices " to-day. 


Leigh.—December 17th. The Electricity and Tramway 
Committee wants tenders for mains, and for 1,000 220-volt incan- 
descent lamps. See two “Official Notices " November 30th. | 


North-Eastern Railway.—December 10th. The direc- 
tors want tenders for the undermentioned articles during the six 
months ending June 30th, 1901 :—(1) Telegraph apparatus; (2) Tele- 
graph wire and line stores. Forms of tender on application to 
Mr. Graves, Telegraph Department, York. 


Paraguay.—January 15th. The municipality of Asomp- 
tion, Paraguay, is inviting tenders for the electric lighting of the 
town. Bond, £600. 


Portsmouth.—December 7th. The Corporation wants 
tenders for permanent way construction and underground feeders 
for the electric tramways ; also for overhead electrical equipment., 
See two “ Official Notices November 23rd. 


Rathmines.—January 10th. The District Council 
wants tenders for Lancashire boiler, 300-K w. steam dynamo, con- 
densiug apparatus and pipework, switchboard extension, mains, and 
nra lightiug (incandescent). See “Official Notices" November 
30th. 


St. Paneras.—December 20th. The Guardians are 
inviting tenders for the electric lighting of Cooks Terrace Infirmary. 
Clerk, Town Hall, Pancras Road. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Swansea,—December 17th. Tenders are wanted for 
Wiring and fitting the public library and other buildings. See 
Official Notices“ to-day. | 


Swindon. — December 24th. The Corporation wants 
tenders far the supply of three high speed triple-expansion steam 
dynamos, balancer, aud motor-generator for electricity works. See 
“ Official Notices " November 30th. 


CLOSED. 


Cardiff—The Tramways Committee has given the 
contract for cables to the B.I. W. Company, at £22,160. There were 
ten offers, the others being as follows:—Callender's Cable Company, 
£23,614 17s. 4d.; Messrs. W. T. Glover & Co., £23,463 5s.: Henley's 
Telegraph Company, £23,828 15s.; Messrs. Johnson & Phillips, 
£24,007; St. Helens Cable Company, £24,065; Messrs. Siemens, 
Limited, £22,656 5s. 7d.; the Telegraph Manufacturing Company, 
£23,702 5s. 4d. ; the Union Cable Company, £24,762 19s. 5d., and 
the Western Electrie Company, £22,667 12s. 1d. Messrs. J. Booth 
and Co. are to supply the crane at £685, and Messrs. Bruce Peebles 
and Co. a motor-generator at £1,041, and a Tudor battery at 
£1,260. 


Glasgew.— For the lighting of the International Exhi- 
bition the fellowing wiring contracts have been accepted :— 


Machinery Hall—Lowdon Bros, ЯГ m “з oe £327 
Grand Avenue—Lowdon Bros. Vx i к a 214 
Industrial Hall—Claud Hainilton, Limited 5% v 694 


These figures do not include—700 arc lamps supplied free for the 
time of the Exhibition by the Brockie-Pell Arc Lamp Company, 
London, the arc lamp cables supplied free by Messrs. Frankenberg, 
Manchester, nor the maiu supply cables supplied. by the British 
Insulated Wire Company, and some of the main fittings also free, but 
they include all incandescent wiring and fittings, arc lamp acces- 
sories, &c. These were the lowest tenders, the highest being £1,930 
for Machinery Hall, £923 for Grand Avenue, and £3,300 for 
Industrial Hall. 


Glasrow.—The tender of Messrs. Mechan & Sous as sub- 
contractors to the British Westinghouse Company, has been accepted 
for the switchboard bus bars on the tramways. 


Bootle.—The T.C. received 65 quotations for a steam 
dynamo, and have given the contract to the Electric Construction 


Company's tender at £2,263 for a Belliss triple-expansion engine 
and E.C.C. dynamo. 


FORTHCOMING EVENTS. 


Friday, December 7th.—At 4.0 p.m. Institution of Electrical 
Engineers. Students! visit to the Electrical Stan- 
dards Laboratory of the Board of Trade, 8, Richmond 
Terrace, Whitehall. 

At 8 p.m.—The Faradian Club. Lecture on The Modern 
Steam Engine," by J. S. Raworth. 

6.30 to 11 p.m.—Northampton Institute. Annual prize 
distribution and conversazione. Sir J. A. Cockburn, 
Agent-General for South Australia, will distribute the 
prizes. 

Saturday, December 8th.—At 3 p.m. Visit of Institution of Junior 
Engineers to the London United Tramways Com- 
pany’s electric generating station at High Road, 
Chiswick. 

Institution of Electrical Engineers. Students’ visit to the 
Manchester Square station of the Metropolitan Elec- 
tric Supply Company. 

Monday, December 10th.—At 8 p.m. Society of Arts, Cantor 
Lectures. “Electric Oscillations and Electric Waves,” 
by Prof. J. A. Fleming, M.A., D.Sc., F.R.S. Four 
lectures. Lecture III. — The Electro- Magnetic 
Medium.” The two constants of the medium—The 
unitary ratio ‘“v”—Study of dielectric constants— 
Maxwell’s law—Low temperature effects. 

Institution of Electrical Engineers (Newcastle-on-Tyne 
Section‘, Meeting at College of Science, Newcastle. 

Tuesday, December 11th.—Institution of Electrical Engineers 
(Manchester Section) Meeting at Owens College, 
Manchester. Mr. F. B. Behr on “ Proposed Man- 
chester and Liverpool Express Railway” (lantern 
slide illustrations). 

At 8 p.m.—The Institution of Civil Engineers. Ordinary 
meeting. Papers to be read and discussed :—/1? “The 
Signalling on the Waterloo and City Railway,” aud 
(2) “Note on the Signalling of Outlying Siding Con- 
nections,” by Alfred Weeks Szlumper, M. Inst. C. E.; 
(3) “ Signalling on the Liverpool Overhead Railway,” 
by Stephen Butler Cottrell, M. Inst. C. E. 

Wednesday, December 12th.—At 8 p.m. Institution of Electrical 
Engineers (Glasgow Section)  Mecting at the Institu- 
tion of Engineers aud Shipbuilders, Bath Street. 
Discussion on paper read in London on Thursday, 
November 29th, “On the Supersession of the Steam 
by the Electric Locomotive,” by W. E. Langdon. 

At 2.30 p.m.—Institution of Civil Engineers. Students’ 
visit to the engine works of Messrs. James Simpson 
and Co. 

At 8 p.m. — The Electro-Harmonic Society Smoking 
Concert at the St. James's Hall Restaurant. 


916 


THE ELECTRICAL REVIEW, Vol. 47. No. 1,202, Decumszs 7, 1909, 


Thursday, December 13th.—At 8 p.m.— Institution of Electrical 
Engineers, meeting at the Institution of Civil En- 
gineers, Great George Street, S.W.) W. Duddell 
on “Rapid Variations in the Current through the 
Direct Current Arc." (This announcement is subject 
to the conclusion of the discussion on Mr. Langdon’s 
paper at the previous meeting). 


Friday, December 14th.—At 8 pm. Institution of Mechanical 
Engineers, Storey’s Gate, S.W. “Power Gas and 
Large Gas Engines for Central Stations,” by H. A. 
Humphrey, Northwich. 


At 5 p.m.—Physieal Society. At the Physical Laboratory 
of the Royal College of Science, Exhibition Road, 
South Kensington (by invitation of Prof Rücker) :— 
* Electric Inertia,” by Prof. A. Schuster, F.R.S.: “The 
Effect of Inertia on Electric Currents in a Rotating 
Sphere," by Prof. A. Schuster, F.R.S.: “Exhibition 
and Description of a Quartz-Thread Gravity Balance,” 
bv Prof. R. Threlfall, F. R. S. “On the Theory of 
Magnetic Disturbances by Earth Currents,” by Prof. 
A. W. Rücker, F. R. S.; “Notes on the Practical Ap- 
plication of the Theory of Magnetic Disturbances by 
Harth Currents,” by Dr. R. T. Glazebrook, F. R. S.; 
“The New Physical Laboratories of the Royal College 
of Science,” by Prof. A. W. Rücker, F R.S. 


At 8 pm. Institution of Junior Engineers. At the 
Westminster Palace Hotel. Paper on “The Metallurgy 
of Tin,” by Mr. J. H. Davy James. 


NOTES. 


The Institution of Electrical Eugineers.—^ubject to 
the discussion on Mr. Langdon's paper being concluded at the 
meeting held at the Institution of Mechanical Engineers on 
the 6th inst., the following paper will be read at the Institu- 
tion of Civil Engineers on the 13th inst, viz. Rapid 
Variations in the Current through the Direct Current Arc," 
(illustrated by experiments), by W. Duddell, associate. 

On Thursday, November 29th, the Dublin Section uf the 
Institution of Electrical Engineers held their first conversa- 
zione at the Lecture Theatre of the Royal Dublin Society. 
Those present were received by Prof. G. F. and Mrs. 
FitzGerald, and the proceedings, which were highly 
successful, comprised an exhibition of various electrical 
experiments and apparatus by members and others. There 
was also a short lecture on “ Rotating Magnetic Fields,” 
. illustrated experimentally by the chairman, Prof. G. F. 
FitzGerald, F.R.S., and a similar lecture, illustrated by lantern 
slides, by Prof. W. F. Barrett, F.R.S., on “ The Permeability 
of certain Alloys of Iron and Steel.” In addition there was 
an excellent short musical programme. Among the very 
numerous exhibits may be specially mentioned : A new form 
of Meldometer, for determining the so/feniny points of 
minerals, Dr. J. Joly, F. R. S.; the Action of Radio-active 
Material on Electric Discharge, Dr. F. J. Trouton, F.R.5. ; 
Frictional Electrical Machine, date very early in eighteenth 
century ; original Page Electro-Magnetic Engine, exhibited 
in the great Exhibition of 1851, A. E. Porte and J. R. 
Sykes ; Meteorological Instrument with Electrical Recorders, 
A. Yeates; X-Ray Exhibition, Dr. W. Haughton ; Electric 
Lamp, movable on rails, A. Guinness, Son & Co., Limited ; 
Tramway and Power Distribution, material and instruments, 
A. Jacob; System of Telephoning, as applied to electric 
traction, J. Y. Fletcher; Tram Material, as used in 
Dublin, J. W. Towle, R. H. Humphries, P. S. Sheardown, 
and S. G. Redman ; various types of House Meters, G. F. 
Pilditch. | 

The Glasgow section will discuss Mr. Langdon's paper on 
December 12th. Mr. R. F. Yorke's paper on “ Water- 
Power" has consequently been deferred until the January 
meeting. 


Explosion at Chicago.—The Central News says that a 
disastrous explosion has occurred at the generating station 
of the North-Western Railroad, in Chicago. The building 
was destroyed. Five persons were killed and 13 injured. 


f 


The Pacific Cable Scheme. It is announced by the 
Colonial Office that the Pacific Cable Committee have 
accepted, on behalf of Her Majesty's Government, and of 
the Governments of Canada, New South Wales. Victoria, 
Queensland, and New Zealand, the tender of the Telegraph 
Construction and Maintenance Company for the manufac- 
ture and laying of the projected Pacific cable. The amount 
of the tender is £1,795,000, and the work is to be eom. 
pleted by the end of 1902. The cable will run from Vau- 
couver to Queensland and New Zealand, лег Fanning Island, 
Fiji, and Norfolk Island. The Daily Telegraph says :— The 
total length of cable will be considerably over 7,000 mils, 
and the stretch from Vancouver to Fanning lsland— 
approximately 3,500 miles—will be the longest cable in 
the world. The section from Fanning Island to Norfolk 
Island will be about 1,700 miles, from Norfolk Island io 
Brisbane 800 miles, and from Norfolk Island to the cou 
of New Zealand 500 miles. .The American scheme for ; 
cable between San Francisco and Honolulu has not ga 
beyond the stage of having been favourably reported upon 
to Congress. In all the earlier British Pacific cable 
schemes, Honolulu was selected as the landing place of 
the first section, but on the annexation of the Sandwich 
Islands by the United States this was, of course, impossible, 
seeing that the cable was ‘all-British.’ ‘The contingency of 
American ownership of the Sandwich Islands was, however, 
foreseen as far back as 1888, and in order to provide against 
it Fanning Island was in that year annexed to the British 
Empire. The new Pacific cable, which will form the longest 
link in the all-British telegraph route to the greatest of the 
British Colonies, is the most important undertaking of the 
kind ever carried out under a single scheme. The other 
long-distance cables were mostly carried out in sections from 
time to time, as the necessities of commerce demanded. The 
exceptions are the trans-Atlantic lines and the recently laid 
cable from the Cape eva St. Helena. In length the Расібе 
eable will be the longest direct wire in the world, as it will 
cover а distance of nearly 9,000 miles in all. The manu- 
facture of such a vast line is in itself a big task, and will 
occupy the greater portion of the time allowed for the estab- 
lishment of communication, The actual work of laying 
these long cables is by no means so difficult as it was in the 


days when the Great Eastern steamed across the Atlantic 


with the first American cable. Improved methods and 
machinery have reduced what was formerly a most serions 
undertaking, accompanied by much risk of failure, to 
practically mathematical certainty.” 


The Royal Society.— The annual report of the Council, 
which was submitted to the anniversary meeting of th 
Society last Friday, refers, among many other matters, tè 
electric railway disturbances, the Hughes bequest, and the 
electric lighting of H.M. Office of Works, as follows :— 


Electric Railway Disturbances.—The Committee appointed by the 
Board of Trade to investigate this question has made experiments 
near Stockton and in London with instruments devised by Mr. W 
Watson, Assistant Professor of Physics in the Royal Colleze of 
Science. No definite decision has yet been arrived at by tb: 
Board of Trade, but the matter continues to be a subject of grave 
anxiety to those interested in the protection of observatories аш 
laboratories from extraneous disturbances. 

Hughes Bequest.—Under the will of the late Prof. Hughes а 
bequest of £4,009 has been made to the Royal Society with a direc 
tion to award the income annually as a prize, either in money or ii 
the form of a medal, for the reward of original discovery in physica 
sciences. After ful! consideration it has been decided to award 
annually a gold medal, to be called the Hughes medal, not exceed- 
ing in value the sum of £20, together with the balance of the income 
to such person as the President and Council may consider the most 
worthy recipient, without restriction of sex or nationality, as the 
reward of original discovery in the physical sciences, particularly 
electricity and magnetism. 

Electric Lighting.—In consequence of an intimation received frot 
Her Majesty’s Office of Works that the system of electric lighting 


was not considered satisfactory by that Department, the Coon 


has, on the recommendation of the House Committee. sanction- 
the execution of extensive alterations in order to bring the instalis 
tion up to the standard of modern requirements. It has also, ә 
the recommendation of the Committee, arranged for the permanen 
supply of alternating current to the building, and for the exte 
of the direct current main leads, au arrangement which wil 
hoped, prove both convenient and economical on the cerasions a 
the Society's soirées. The Council desires to record its келе of th 
great obligation it is under to Prof. Ayrton for placing his profes 
sional skill and much of bis valuable time at the services of the 
Society in this m itter. 


к. 
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The Electrical Engineer Volunteers. — We are 
informed that the President, Council, and Members of the 
Institution of Electrical Engineers are arranging for a 
reception of the Active Service Contingent of the Electrical 
Engineers, Royal Engineers, Volunteers (due home at the 
end of this week) on the eveniug of Tuesday, December 18th, 
in the Covent Garden Opera House, which has been 
generously placed at their disposal by Mr. Rendle aud Mr. 
Forsyth for this purpose. Ladies. will be invited. A circular 
announcing the arrangements is about to be distributed 
among the members. | 

We learn that at the dinner, of which Mr. Edmunds is 
hon, treasurer, to be given at the Prince’s Restaurant on 
Monday, December 17th, the chair will be taken by Prof. 
Perry, the President of the Institution of Electrical Engi- 
neers, as Lord Kelvin, who presided at the send-off dinner 
given by the same group of hosts, is unavoidably prevented 
from attending. We are asked to remind those who intend 
to be present at the dinner to send in their applications as 
early as possible. In the event of there being vacancies 
through hosts at the previous meeting not being able to 
attend, applications will be dealt with in the order of date 
ag they may arrive, for such seats as may be to spare. 


The Accident on the City and South London 
Railway.—Major J. W. Pringle's report to the Board of 
Trade, on the accident that occurred about 5.28 p.m. on 
September 26th, between the London Bridge and Bank 
stations of the City and South London Electric Railway, has 
been published. It states, says the Times, that owing to the 
failure of an armature an up train (No. 14), consisting of a 
locomotive and three eight-wheel passenger coaches, came to 
astand in the up line tunnel, and whilst it was in this 
position the following up train (No. 13), of similar com- 
position, and travelling on the same line, gct into the same 
block section, and collided with it. Both trains were fitted 
with the Westinghouse automatic brake, which seems to have 
been in good working order. The damage done was not 
great. Eleven passengers complained of shock, but none 
appear to have been seriously injured. All the platform 
lights at the Bank station, as well as the electric lights in the 
two trains concerned, and in the signa! lamps between the 
Bank and London Bridge stations, were put out by the 


collision setting up a short circuit. Major Pringle reports: 


“The cause of this accident is clear—viz., two trains were 
mone block section at the same time. It is also clear that 
all the signalling arrangements were in good order at both 
stations two minutes before the collision took place, and the 
accident cannot therefore be attributed to derangement in 
the signals. It does not appear likely that signalman Barnes 
had sufficient reason or time to tamper with the release key- 
box, and I therefore feel myself compelled to reject the sup- 
position that the outer home signal was ‘off’ when train 
No, 13 passed it, and to give it as my opinion that Driver 
lroumonger and his assistant Geers passed the signal when it 
was at danger, and are responsible for the collision." Major 
Pringle also states that the evidence points to the block 
rules having been broken on at least one other occasion, a 
very serious matter when the block sectious are so short as 
on the City and South: London Railway, and suggests that 
any tampering with the release-key boxes without opening 
them by the keys kept by the station inspectors should be 
rendered impossible. 


Gloves for C.S. Engineers. — The Association des Indus- 
iriels de France Contre les Accidents du Travail some 
months ago opened a competition for a special protective 
and insulating glove for the use of working electrical 
engineers. The competition, full particulars of which can 
he obtained from the Association, at 3, Rue de Lutece, 
Paris, closes on December 31st next. 


Automobile Electric Traction from Modena to 
Bologna.—The Adriatic Railway Company has proposed to 
the Minister of Public Works to institute an electric auto- 
mobile service between Modena and Bologna. ‘The cars will 
lave two classes, viz., second and third, and a carrying 
capacity of 68 persons. This new service is now being 
inaugurated, 


The Metropolitan Railway and Electric Traction. 
—The directors on Monday opened the tenders for applying 
electricity on portions of the Underground Railway. The 
meeting was held at the offices of the joint Committee of the 
two companies at 7, Victoria Street, and there was a full 
attendance of directors. Numerous proposals were received, 
but, in view of the important nature of the contract, the 
directors came to no decision on the subject. 

We understand that among the tenders submitted to the 
Committee is a combined proposal on the part of Messrs. 
Mather & Platt, Messrs. Siemens Bros. & Co., and the 
Thames Ironworks; these three parties have arranged to 
divide the work between them, but each firm independently 
guarantees the execution of the whole. The technical and 
financial qualifications of this strong combination are un- 
doubted, and their manufacturing facilities are such as to 
ensure quick delivery—one of the most necessary require- 
ments of the case. 


that the considerable reduction in the height of the con- 
ductor which this entailed would render communication with 
the land stations impossible: but this, on trial, was found 
not to be the case. Throughout the voyage communication 
was kept up with Ostend, and when off Dover a message was 
sent to Dovercourt, Essex. The Sfandard records some 
equally successful telegraphy to mail steamers at sea off the 
cost of Germany. Numerous experiments are now heing 
made with the system in Germany, not only by the Post and 
Telegraph Departments, but also by the military authorities. 
The latter recently established a connection by wireless tele- 
graphy between the Brocken, the highest mountain in North 
Germany, and the Kyffhüuser, the highest summit in 
Thuringia, a distance of about 60 kilometres. Prof. Braun, 
of Strasburg, is said to have recently made great improve- 
ments on Marconi’s apparatus. He has discovered that 
there is a definite limit to the distance when the electric 
waves are generated in a primary wire, however strong the 
currents may be. He therefore employs waves in a primary 
to generate waves in a secondary conductor, as in the induc- 
tion coil, and these latter waves are used for the transmission. 
Leyden jars are discharged through the primary to excite the 
waves, The waves generated in the transmitter are quite 
harmless. The range of Prof. Braun’s transmitting apparatus 
is said to be three times that of Marconi's. But the range 
given (62 kilometres) does not come up to Marconi's record. 


Personal.—Mr. Andrew S. Dunn, late telegraph super- 
intendent of the Caledonian Railway Company, has been 
presented by Her Majesty the Queen with a beautiful silver ink- 
stand, enclosed in a handsome morocco case, with an inscrip- 
tion as follows on the lids of the silver inkbottles :— 
“ Presented to Mr. A. S. Dunn by Queen Victoria, November, 
1900." On the inkstand there is also the monogram V. I. R. 
surmounted by the Crown. In a letter from Her Majesty's 
secretary, Sir Fleetwood Edwards, addressed to Mr. Irvine 
Kempt, general superintendent, of the Caledonian Railway, 
Sir Fleetwood says: “The Queen understands that Mr. 
Dunn, telegraph superintendent of the Caledonian Railway, 
has recently retired. Her Majesty accordingly commands 
me to forward herewith a silver inkstand, which I would ask 
you to be good enough to present to Mr. Dunn as a mark 
of the Queen's appreciation of the attentive personal service 
that he has for some vears past rendered when travelling in 
Her Majesty's train о and from Balmoral.” 

Mr. С. E. Davies, of Bolton, has been appointed chief 
assistant electrical engineer to the tramway engineer at 
Carditf. 


American Invasion.—It is now said that American 
experts are ready to invest large sums of money in improv- 
ing suburban transportation in connection with the surface 
and underground lines of London. For months past 
experts have been at work in the districts surrounding 
London, for 30 miles in every direction, and they. are 
making elaborate reports upon the conditions of communica- 
tion, and the needs of the people.— Westminster Gazelle, 
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Obituary.— We regret to have to record the death of Mr. 
Joseph Webster, Sectional Engineer of the Postal Telegraph 
Department, Lincoln. The deceased, who was only 40 
years of age, was a most valuable officer, and his services 
were held in high esteem by the Post Office officials. Mr. 
Webster joined Ше service at Leeds, and was afterwards 
transferred to the Superintending Engineer's Office, North 
Midland District, Nottingham, being subsequently appointed 
tothe Lincoln section. 


Appointments Vacant.—A mains superintendent is 
wanted for York. A meter superintendent and wiring 
installation inspector are required for Greenock. An 
. assistant engineer is wanted for the Grimsby -electricity 
department at £120 per annum. The Lancaster Corpora- 
tion wants an electrical engineer, at £300 per annum, to 
inaugurate the new tramways system. A resident electrical 
engineer at £300 per annum is required for the Ilford elec- 
tricity works. The Battersea Borough Council wants an 
electrical engineer at £350 per annum. A resident elec- 
trical engineer at £300 per annum is required for Perth. 
See Official Notices“ this week. 


Royal Institution.—The lecture arrangements before 
Easter include the following :— Prof. J. A. Ewing, six lec- 
tures on * Practical Mechanics” (experimentally treated), 
first principles and modern illustrations; The Right Hon. 
Lord Rayleigh, six lectures on ** Sound and Vibrations.” 
The Friday evening meetings will begin on January 18th, 
when a discourse will be delivered by Prof. Dewar on the 
* Gases at the Beginning and End of the Century." 


Correspondence.—We have received, too late for inser- 
tion in this issue, a letter from Mr. Theodore G. Chambers 
in reply to Mr. Oppermann's letter on the © Electrical 
Vehicle Trials," 


Technical Education.—The President of the Board of 
Education has appointed a committee consisting of :—NSir 
William de W. Abney, K.C.B., F.R.S. (chairman): Sir 
Philip Magnus; Sir Swire Smith: Mr. G. R. Redgrave; 
Mr. W. Bousfield : Mr. W. Vibart Dixon: with Mr. A. E. 
Cooper, Board of Education, South Kensington, as secretary, 
to consider the best means for co-ordinating the technological 
work of the Board of Education with that at present carried 
on by other educational organisations. | 


Change of Address,.— The Consolidated Telephone Con- 
struction and Manufacturing Company are, on 20th inst., 
moving from Shaftesbury Avenue to more commodious 
premises at 38, Victoria Street, S. W. 


NEW COMPANIES REGISTERED. 


Brisbane Electric Tramways Investment Company, 
Limited (67,853).—This company was registered on November 20th, 
with a capital of £750,000 in £5 shares, to adopt agreements (1) 
with W. H. Adams, and (2) with the Brisbane Tramways Company, 
Limited, and to carry on the business of tramway and light railway 
constructors and owners, electricians, contractors, manufacturers of 
electrical and other plant, machinery, motors, cables, wires, accumu- 
lators and apparatus, builders of cars, omnibuses, and rolling stock, 
carriers of passengers and goods, &c. The first subscribers (each 
with one share) are:—J. B. Concanon, 28, Austin Friars, E.C., 
stockbroker; H. R. Beeton, 64, Austin Friars, E.C., stockbroker ; 
A. P. Ledward, 29, Langland Gardens, N.W., gentleman ; A. M. Kyd, 
71, Cazenove Road, N., gentleman; G. Prynn, Nithsdale, West 
Cliff Parade, Southend, gentleman; Т. B. Robinson, 3-4, Lime 
Street Square, E.C., merchant; and R. Gambles, 3-4, Lime Street 
Square, E.C., secretary. The number of directors is not to be less 
than three nor more than seven; the first are to be appointed by 
the subscribers; qualification, £500; remuneration, £1,000 per 
annum, divisible. 


Isidor Frankenburg & Co., Limited (67,889).— This 
company was registered on November 22nd, with a capital of 
£2,000 in £10 shares, to acquire, take over as a going concern, aud 
carry on the business! of a manufacturer of and dealer in water- 
proof, rubber and leather goods and electric cables now carried on 
by Isidor Frankenburg, at the Greengate Rubber Works, Greengate, 


Salford, Lancs., and to adopt an agreement with the said vendor 
The first subscribers (each with one share) are:—lsidor Franken- 
burg, Greengate Rubber Works, Salford, manufacturer; Merton F. 
Frankenburg, Greengate Rubber Works, Salford, manufacturer: 
Ralph J. Frankenburg, Greengate Rubber Works, Salford, manu- 
facturer; Carl O. Weber, Ph.D, Greengate Rubber Works, Salford, 
consulting chemist; Isaac Kriegsfield, Greengate Rubber Works 
manager of garment works; H. G. Mabbs, Greengate Rubber Works. 
manager of cable works; 8. T. Rowe, Greengate Rubber Works 
Salford, buyer; and Herbert Standring, Greengate Rubber Works. 
Salford, secretary. The first directors are Isidor Frankenburg (per. 
manent governing director, special qualification £1,000 shares) 
Merton F. Frankenburg and Ralph J. Frankenburg; ordinary 
qualification, £1,000 ; remuneration of governing director, £630 per 
annum; others as fixed by the company. Registered office, Green- 
gate Rubber Works, Greengate, Salford, Lancs. 


New Century Аге Light Company, Limited (67,849), 
—This company was registered on November 19th, with a capital 
of £30,000 in £1 shares (5,000 preference), to adopt an agreement 
with W. G. Davis, and to carry on the business of electricians, 
mechanical engineers, suppliers of electricity for light, heat, power 
or other purposes, &c. The first subscribers (each with one share 
are: R. Blewett, 22, Grove Road, Wanstead, articled clerk; С 
Rose-Cran, 13, Lancashire Road, South Hampstead, law student. 
J. H. Oliver, 2, Beresford Villas, Park Terrace, Southend-on-Sea. 
managing clerk; W. Brider, 43, Appach Road, S.W., clerk; 8. С 
Whittle, 40, Carlingford, N., accountant; J. Feil, 53, Klondike 
Road, Balham, S.W., secretary; and A. Lowry, 248, Thorold Road. 
Ilford, accountant. The number of directors is not to be less thas 
two nor more than seven; the first are M. Bush and A. C. Schon 
berg; qualification, £200; remuneration, £100 each per annum 
and £450 for the chairman. Registered office, 28, Victoris 
Street, S. W. 


SUPPLY STATION ACCOUNTS. 


THE accounts of the Tunbridge Wells elec- 


Tunbridge tricity department for last year show that the 

Wells business is steadily growing. Mr. H. L. P. Boot, 
Corporation the engineer, in his report mentions the fact 
Electricity that the additional connections to the mains 
Accounts. have brought the number of lamps supplied to 


a figure equal to the number of inhabitants ir 
the borough. Large extensions are in hand and nearing comple 
tion; although they do not come into the accounts now presented 
having been commenced in February of this year, they were cou 
templated early in 1899. The buildings will enable an additional 
24,000 lamps to be connected, and it is esiimated that at the pre- 
sent rate of progress further expenditure on bricks and mortar wil 
not be necessary for some 10 or 12 years. At present five Babcock 


boilers are in use, but owing to the difficulties with smoke and the 


exceptionally hard water taken as boiler feed the new steam-raisiny 
plant will be of the Lancashire type with superheaters A con- 
densing plant will be put in, with water reservoir and coolisg 
tower. А 400-K W. Willans-Ferranti set being laid down will bring 
the total installed plant capacity up to 1,070 kw. The distribution 
system is being improved by the abolition of house transformers 
while the mains laid aggregate about 40 miles in length. 

The capital expenditure is still small for the size of the works. 
particulars of which may be summarised thus: 


GENERAL STATEMENT. 


1898. 1899. Increase. 
Total capital expenditure £37,818 £42,843 £5,025 
Number of units sold 334,709 496,297 161,598 
Number of lamps connected 24,000 28,502 4,502 
Gross revenue “ ^ £7,381 £8,291 #910 
Gross expenditure - — 3,486 £5,170 1,884 
Gross profit ‘i bis 3,895 £3,121 —77 
Average price per unit sold 5:12d. 3°57d. -—155 


When reviewing the 1898 accounts, we expressed the opinion that 
street lighting was being rather neglected. This is about to be 
remedied, as the Council during last year decided to add 26: 
incandescent lamps, and the borough will now be lighted electrically 
throughout, except in the outlying streets, where no cables are laid 
Mr. Boot states that the average price obtained from private com 
sumers alone was 4:84. per unit, and for public lighting, after 
deducting the cost of carbons, repairs, and trimmers’ wages, the low 
figure of 119d. per unit. Owing to the reduction in price, the 
receipts have been caused to dwindle per unit, and no less than 40 
per cent. of the output to private consumers was sold at 3d. pet 
unit. The average prices obtained from different classes of œn- 
sumers is as follows :— 


Public houses, &c. ... 3°9d. 


Shops... . . 484. 
Private houses ... 49d. 


Offices, e. . 604. 
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REVENUR STATEMENT. 


1898, 1899. 
Gross. Per unit. Gross. Per unit. Increase. 


gale of едеу £7,138 5124. £7,881 3:574. —155d. 


Meter rents, ke. 209 154d. 966 13d. — 02а. 
Attending publio lampe е 925 553 27d. + 7d. 
dale of ashes, (o. 8 004. 22 01d. + ‘Old. 
gundry fees 26 094. 69 03d. + Old. 


47,381 529d. 48,291 4:014. — 128d. 

The increase in the price of coal has affected the works costs, and 
complaints as to quality of fuel have been made showing that even 
at the higher prices coal has been a difficulty. The other items 
on the cost sheet remain either the same as in 1898 or have fallen, 
with the result that the + ‘15d. on works cost is wiped out, and 
total costs remain unaltered at 24d. Eliminating distribution and 
street lighting expenditure the works costs stand at 1:63d., and 
total cost at under 2°33d. 


Gross revenue 


CosT OF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Grose. Per unit. Increase. 


Col = +s 41.351 97d. £2,446 1'*18d. +214. 

Oven stören. f — 146 114. 220 11d. 004. 
Salaries and wages incurred 

im generation and аш | 632 454. 787 *884. —о7а. 
'- Repairs and maintenance 

of buildin i 155 11d. 254 T 

uM 8 e i engines, 19d. +014. 

Works cost £2,284 164d. £3,707 1:794. ＋ 15d. 

Rent, rates and taxes ee 213 ‘15d. 300 »14d. — 01d. 


salaries of managing engi- 
neer, secretary, clerks, &o. 
General establishment 


Management expenses, 
| 814 58d. 1,048 514, — 07d. 


175 13d. 115 06d. — 07d. 


Total costa .. £3,486 2:50d. £5,170 2°50d. "00d. 


The net profits have been adversely affected by the reduction in 
price for supply. Had no change been made, they would last year 
tave been £3,130. Financial charges have increased by £633, and 
bow represent 1°14d. per unit. The net profit is now £765 (or 37d. 
per unit), and this added to the balance brought forward, gives a sum 
of over £2,000, out of which the Council have heen recommended 
to devote £1,000 to the reserve fund. | i 


PROFIT STATEMENT. ' 


1898, 1899. 

Interest on loans.. di «e xm ш. E £890 £1,214 
Sinking fund for repayments .. .. .. .. 833 1,142 
Net profit carried to credit of rates s Sa 900 925 
„ „ being surpluunsn. 130 765 
« » expended in increasing pressure, &c. 1,142 a 

Gross profit vat 23, 895 43,121 

—— PIPER 


CITY NOTES. 


Kalgoorlie Electric Power and Lighting Company. 


TRE first report to September 30th, to be submitted to the meeting 
to be held in London on 10th inst., states that the progress of the 
operations of the Corporation from unforeseen causes has been 
considerably delayed. These include obtaining a freehold title to 
property ; also deciding upon the most suitable plant for evaporating 
the salt water obtained from the well already sunk. To aid the 
Board to obviate these difficulties an alternative site was proposed 
but was found to be unsuitable. A satisfactory solution has now 
Leen arrived at, as regards both evaporating and condensing plant. 
This, however, involves the expenditure of more capital per H.P. 
than was originally intended, and it is now found that instead of 
£150,000 producing a piant of 4,500 1. H.P., it will cost the Cor- 
poration £135,000 to erect a plant capable of producing 2,400 LH.P. 
The. Corporation's consulting engineers estimate that the net 
earnings on thia plant will be about 16 per cent. on £200,000. The 
works have been во planned that additional н.р. will cost very much 
less in proportion, and further, that when the Government water 
scheme is carried out, the production of electricity can be largely 
Increased at a small cost. The Board recommend the erection of 
the plant as quickly as possible, and orders for such portions as are 
at present difficult to obtain, owing to the congested state of 
engineering works, have been already placed, aud will shortly be 
ready for delivery. A shaft to serve as а well, or for mining 
purposes, has been suuk, and a steam winding plant erected. 
Large cross-cuts are now being driven to serve as reservoirs. <A 
supply of water has been cut amounting to 24,000 gallons per 
24 hours, which is considered sufficient for the Corporation's needs. 
In sinking the well a lode formation was intersected which by 
assay showed gold. Should good lodes be bisected in cutting the 
teservoirs, it is the intention ofgthe Board to form a separate 
“yndicate, or company, to developithe mining rights. 


The India-Rubber, Gutta-Percha and Telegraph 
Works Company, Limited. 


THE directors’ report for the year ending September 30th, 1900, to 
be presented at the mceting next Thursday, says that the accounts 
show, after provision for doubtful debts, a net profit for the past 
12 months of £67,238 188. Adding £31,511 8s. 10d. brought 
forward, and deducting £12,500 interim dividend paid in June. 
there remains a disposable balance of £86,250 Gs. 10d. The directors 
recommend the distribution of 15s. ях Бате, free of income tax, 
amounting to £37,500, making with the interim dividend paid in 
June, а total payment of 10 per cent. for the year, aud leaving 
£48,750 6s. 10d. to be carried forward. The general business has been 
fairly protitable, although the price of raw material continued high. 
The cable steamer Buccaneer has been employed on charter to the 
Western Telegraph Company, and the ss. Si’rvertuuwn laid a cable 
between New York and Canso Nova Scotia) for the Commercial 
Cable Company. Since the closing of the financial year the manu- 
facture and shipment of another cable for the same company has 
been completed, and the ss. Silvertown is now awaiting orders to 
proceed with the laying between Waterville in Ireland and 
Weston-super-Mare. The works at Silvertown and Persan have 
been maintained in their usual state of high efficiency. The em- 
ployment of electricity for the transmission of power in the former 
is being extended. The board has sent a representative to South 
Africa with the view of opening an agency there. Major Leonard 
Darwin and Mr. Robert Kaye Gray, the retiring directors. offer 
themselves for re-election. 


Allgemeine Elektricitiits-Gesellschaft. 


THE report on the business of this famous German electrical com- 
pany for the past year 1899—1900) shows steady progress in output 
aud the maintenance of the former high rate of interest (15 per 
cent.) on capital. The directors, however, appear to have some 
forebodiug of a coming depression in the electrical industry, 
and provide for this by increasing the contribution to the 
reserve fund. To show the advance they have made on last. year, 
they state that this year they have turned out 16,418 machines, 
having a total output capacity of 153,241 xw., while last year 
the numbers were 11,438 machines, having an output eapacity 
of 145,499 xw. The total number of employes of the com- 
pany in October this year was 17,361. The yearly output of 
incandescent lamps has increased by 1 million. A new branch for 
the manufacture of the Nernst lamp has been added to this depart- 
ment. After some successful experiments with this lamp in small 
towns, the company has now begun to introduce them in. Berlin. 
The delay in the wholesale production of these lamps, is said to be 
due to the time which it takes to train workmen in their manu- 
facture. The company evidently believes in the invention and 
anticipates in the future a great demand. The number of electric 
lighting and electric traction installations which the company have 
carried out at home and abroad are too numerous to mention. For 
the transmission of power, they assert that polyphase systems are 
fast taking the leading place. The capital of the company is now 
£3,000,000. The Electrical Company, Limited, of 122 and 124, 
Charing Cross Road, are the sole representatives of the A. E. G. for 
Great Britain and Ireland. 


Venezuela Telephone and Electrical Appliances 
Company, Limited. 


Sır DovcrLas Fox presided at the meeting of this company held at 
the offices in Lombard Street on Tuesday. He referred to the bad 
trade and political disturbances in Caracas which caused a falling 
off in the general business. Nevertheless, the accounts showed a 
a profit of £6,763, and after providing for debenture interest and 
preference dividend up to June 30th, a balance of £1,959 remained. 
Their manager had informed them that a severe carthquake had 
occurred in Caracas since the date of the accounts, and they were to 
be congratulated that more dumage was not done to their property. 
It had not really been seriously interfered with, but the earthquake 
had had its effect on the general business, and some of their tele- 
phones would have to be removed. The board regarded it as 
prudent, in view of all the circumstances, to * pass” the dividend. 
Matters were now improving, and if the political world kept quiet 
—which seemed almost impossible in that country—the company 
would have a good future. The report was adopted. 


| Prospectuses. 


THE subscription list of the South Lancashire Electric Traction and 
Power Company, Limited, opened on Monday last and closed on 
Wednesday. The share capital of the company is £850,000, 
divided into 600,000 6 per cent. cumulative preference shares 
and 250,000 ordinary shares, all of £1. £750,000 44 per cent. 
first mortgage debenture stock has also been created. The 
debenture stock and £400,000 of the preference shares have 
been offered for subscription. Under the scheme, a complete 
system of electric traction in South Lancashire will be established 
with cars running between Liverpool aud Manchester, through 
Prescot, St. Helens and other towns in the district, aud with brauch 
connections from the main line to Wigan, Bolton and other impor- 
tant centres. The company intend to supply energy for lighting, 
and to work goods traffic. Under the South Lancashire Tramways 
Act of 1900, the company will enjoy the right of using the lines for 
aminimum period of 51 years. 
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An estimate of profits is given, which, taking an annual average 
of 5,000,000 car miles run, with gross receipts 9d. per car mile, 
shows a net profit of £54,375 per annum. This is, of course, when 
the complete system gets to work. The purchase price has been 
fixed at £350,000, payable as to £50,000 in cash, £50,000 in prefer- 
ence shares, and the balance in ordinary shares. ‘The vendors are 
J. B. and J. Atherton, who have borne the expenses of securing 
powers, forming companies, and generally promoting the under- 
takings which are included in the scheme. Mr. A. H. Gibbings is 
the engincer-in-chief, and Kincaid, Waller & Manville are consulting 
engineers. ‘The secretary is Mr. A. Tracey, 41, Castle Street, 
Liverpool. 

The London and Westminster Bank is authorised to receive sub- 
scriptions at £5 5s. per share for 13,363 £5 six percent. cumulative 
preference shares of Kdmandson's Electricity Corporation, Limited, 
forming part of 20,000 similar shares, the remainder of which— 
6,637—-were subscribed for at the same price by the share and de- 
beuture stockholders of the company in August last. The present 
issue is made for the purpose of providing funds for the completion 
of central stations which are now in progress in Montrose, Brechin, 
Melton Mowbray, Lymington, Sandown and Shanklin. The list is 
expected to close to-day. 


The Electric Timber Seasoning Company.—The 
second ordinary general meeting of this company was held at 
Charlton on Tuesday, Mr. E. Н. Stevenson presiding. The report 
to June 25th, 1900, was adopted. It showed that the works are now 
finished and equipped for economical operation, the working of the 
process having been also begun. Mr. W. С, Johnson and the Comte 
de Montaigu have resigned directorships. It was stated that the 
drying chambers at the works are designed on an entirely new 
principle inveuted by Prof. Hearson, a director. 


Western Telegraph Company. Limited.—The direc- 
tors have declared an interim dividend of 38. per share (6 per cent. 
per annum), for the quarter ended September 30th last, and payable 
on December 21st. The transfer books will be closed from Decem- 
ber 14th to 20th. 


St. Helens Cable Company.—The directors have 
declared a dividend of 6 per cent. The transfer books are closed 
from Ist to 10th inst. 


Stock Exchange Notices.— The Committee has appointed 
special settling days as under: Wednesday, December 12th: 
Castner-Kellner Alkali Company, Limited.—Further issue of 150,000 
shares of £1 each, fully paid, Nos. 300,001 to 450,000, and has 
ordered same to be quoted in the Official List. 


TRAFFIC RECEIPTS. 


Blackpool and Fleetwood Tramroad Company.—The receipts for the week end- 
ing November 24th were £186; 5 period last year, £161; de- 
сеа ош to date, £19,712 ; corresponding period last year, £19,737; 

ecrease, £25. 


Bn голот and Pus 5 P ah m ps week en 
ovember were d.; oorrespondin ast year 
118. 10d. ; increase, £296 17s. 5d. ee кыза 


Central London Railway.—The receipts for the week ending December Ist 
were £5,766; previous week, £5,755; increase, £11. Total receipts to date 
(18 weeks), 687. Miles open, 6. 


City and South London Railway.—The receipts for the week ending December 
a D. си к б не “ae year, £1,053; increase, £851. 

0 ; correspon ri t year, £21,561; increase 
£14,299, Miles open, 1900, 42 ; 1899, 91. vor en : 
Cork Electric Tramways and Lighting Company.—The receipts for the week 
ending November 29th were £327 6s. 10d.; corresponding week last year, 
£859 10s, 104. ; decrease, £82 4s. Od. Total to date, £19,647 0s. 9d.; ocorre- 
sponding period last year, £18,216 168. 11d.; incroase, £1,480 3s. 10d. 


Dover Corporation Tramways.—The receipts for the week ending December 
ist were £157 138. 7id.; corresponding week last year, £164 108. 3d.; 
increase, £8 2s. 44d. Total to date, £9,920 8s. .; Oorresponding period 
ppd Е 148. а: сма eee 14s. : A “ of track open, 

‚8; ,9. Car miles ; * 
1900, 11; 1800 11. run, „ 4,953; y 4,788. Number of cars, 

Dublin United Tramways Com Api 


ipta for th k 
November 80th were as follows: Ө 3265 Se) 


ding 
U. Т. Co., electric cars, £8,265 8s. lid.: 
ditto, horse cars, £24 15s. 10d.; D. 8. D. Co., electric сагв, £651 35. 8d. ; total, 
£3,941 8s. 5d; corresponding week last year—D. U. T. Co., electric cars, 
£2,754 11s. 8d.; ditto, horse cars, £171 16s. "d.; D. В. D. Co., electric cars, 
£665 6€. 6d.; total, £8,591 14s. 9d.; increase, £819 13s. 8d. ; te to 
date, £108,014 17s. 7d.; Ane unit. to date last year, £92,818 105. 9d. ; 
increase, £10,671 1s. bd, e mileage worked is 44 miles electrically, 
1 mile by horses, as against 86 miles electrically, 8 miles by horses, for the 
eorresponding period last year. 


Liverpoel Overhead Railway.—The receipts for the week ending December 
Md were £1,560 Particle n week last year, £1,747; decrease, £178. 
Total from July Ist, 1900, 3; ditto corresponding period last year 


£36,023 ; increase, £620. Miles open, 6:07 chains. 1899 includes date o 
embarkation of troops for South Africa, 
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STOCKS AND SHARES. 


Wednesday Evening. 
THE demand for electrical supply shares and Debentures shows no 
sign of slackening, and the dealers in the market are experiencing 
what they describe as a comparatively good,time. Notwithstanding 


the activity, prices show little or no fluctuation. It is in the tele 
graph section that the principal changes have occurred this week, 
the break in the Eastern division somewhat demoralising the ret 
of the list. The electric railway market is dull, Waterloo aud 
City stock excepted, and the prospect of a “tube” mania does noi 
invigorate the securities already known in the Stock Exchange 
There is a better feeling in the manufacturing section, largely dye 
to the Telegraph Construction Company having secured the contrar 
for making and laying the Pacific cable, and traction shares are, in 
the majority of cases, harder. 


Our last week's exposé of the British Street Electric Tramways 
Company was followed by a host of condemnatory notices in other 
journals, and it is to be hoped that the number of people wh 
subscribed is exceedingly small. That there were some who di: 
regarded the warning is shown by the complaint of one applies 
who averred that he received an allotment of shares ina suspicion) 
short time after sending in his papers. Needless to say, there ism 
price in the market, nor is it likely there will be one. 


Traction shares generally are harder, British ElectricOrdinary being 
10s. better, the Preferences unchanged, Buenos Ayres and Belgrano 
electric trams have been an active market on the excellent traits 
lately cabled across. Some of the improvement is, no doubt, due to 
the visit of the Brazilian President to Buenos Ayres, lu 
the line appears, beyond this ephemeral cause, to be doing weil 
Singularly enough, the “A” Preference are entirely neglected, the 
demand running on the B” shares, which are now 4$. The "4" 
issue at 51 looks as though it might go better; it is entitled toal 
per cent. cumulative Preferential dividend. 


Cape Electric Tramway shares are now e» both dividend sni 
bonus. The price of the new shares is 18. premium, and Thursday, 
December 6th, the last day for applying. No money become 
payable until next New Year's Day. 


The South Lancashire Electric Traction and Power Company, of 
which we gave brief particulars last week, does not commend itself 
to the Stock Exchange. Itis pointed out that the purchase price is 
exceedingly high, and, considering the area over which the company 
is to operate, the working capital appears to be inadequate. Com 
sequently no market has been made in either the company's shams 
or Debentures. On the other hand, the Edmundson’s Preference 
issue commands investors’ attention, andshares are changing hands 
on the basis of 4 to § premium. The security for these shares, 
which have been publicly offered, is quite sufficient. 

As regards the other supply companies, the market for Metro- 
politans continues dull, and although no further call is recorded 
there have been a good many sellers about this week. The eterna 

quabble with the Marylebone authorities is at the bottom of the 
trouble. 

Pronounced flatness has overtaken the shares of the Twopenny 
Tube." Central London Ordinary have Leen done as low as 94, and 
all sorts of reasons are assigned for the slumplet. One is that the 
railway’s sleepers are wearing out at an alarming rate; another, 
that litigation is threatened by some of the householders in th 
West End because the vibration caused by the C.L.R. trains > 
damaging their property. Our own impression is that a ‘bear’ 
clique is deliberately “raiding” the market for its own purpos. 
The lowest price touched by the shares during the current year is 
813, but we do not see any indication of the present fall being 
carried to this extent. City and South London stock is still unde 
its new issue cloud, but Waterloo and City Ordinary has put on з 
point. 

Telegraph Construction and Maintenance shares have risen to 40 
on the announcement referred to in our opening paragraph. ТЇ? 
company and its shareholders are to be congratulated upon having 
secured the contract for the new cable, and the market in maut- 
facturing shares, as a whole, should go better. The Telegrp! 
Construction having this work on hand, will not be able to under- 
take very much else for another two years; and kindred concerss 
now that their principal competitor is full of work, must benefit by 
securing orders that might otherwise go to the Telegraph Com 
struction Company. Allowing for the dividend, there has been а 
drop of 6s. in Telegraph Manufacturing Ordinary shares, but 0% 
Preference do not move. 

Telegraph securities are weak. There is a good deal of und 
gested stock in the market, and any fresh sales serve to accentus 
the weakness. Eastern Ordinary, after keeping at 1424 all the week, 
fell to 1403 this afternoon (Wednesday), and Eastern Extensi* 
shares also shed 4. The senior securities of the companies are wl 
and the dulness extends to Indo-European Telegraph shares Cuis 
Telegraph shares have lost 10s., both as regards Ordinary and Pre 
ference. The issue of a new Havana Tramways Company, to whi 
we have previously referred, is again postponed, owing to the achor 
of the American syndicate interested in the scheme. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 
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Business done 


Present ' Dividends for Closing Closing 
Issue. Dira the last three years. Lor. . | December 5th. — Bib, 
1897. | 1898. 1899. Highest. | Lowest. 
96,900 | African Direct Telegra u, 4 % Debs. eis d es .. | 99 —103 99 —103 E ге 
119,700 | Amazon Telegraph 5 Debe., Nos. 1 to 1, 250 Red. ops y Рл .. | 85 — 90 85 — 90 E 
822,700 | Anglo-American Telegraph ... < 3 7 £3 98. 73/6 53 — 56 53 — 56 E. 
3,088,540 Do. do. 6% Pref. 6 695, 6 9% 98 — 100 97 — 99 994 | 98} 
3,088,540 Do. do. Deferred € PY £1 78. 101— 11 101— 103 10 
44,000 Chili Telephone, Nos. 1 to 44,000 4 $ 3 49| 3— 3h 3 — 34 iut ii 
13,333,300$| Commercial Cable vus 8 8 % |8 V 165 —175 165 —175 ae PA 
1,589,496! Do. do. Sterling 500 year 4 4 % I Deb. Stock Red. eso | we | e. 402 —105 [102 —104 | 1034 | 103 
16,000 | Cuba Telegraph " | 10|7 8 ф 7% 63— 7 6— 7 7 6 
6,000 10% Pref. 10 10 10 . | 144— 154 15 — 16 he AN 
12,991 | Direct Spanish Telegraph ... s 995 5 4 44 4 5 34— 44 33— 44 sta x 
6,000 Do. do. 10 Cum. Pref. ... 5 10 ac ome РЕ ТТ 9 — 10 i к 
30,000 Do. do. 44 e| os doe поо —104% 100 —104 9) ... |... 
60,710/| Direct United States Cable ... 20 | 34% | 38% 3 Ф | 103— 103 | 104— 104 104 | 10} 
120,000 | Direct West India Cable, 44 Y Reg. Deb. E ne .. | 99 —102 99 —102 " i4 
4,000,000 | Eastern Telegraph, Ord. Stock — ... ... Stock 7 Y | 7 % 7 % 1140 —145 128 —143 143 | 140 
1,826,888 Do. 1 Pref. Stock "S jus ти . | 97 —100 96 — 99 97 96 
1,432,268! Do. Mort. Deb. Stock Red. ... Stock} 4 "T . . 112 —116 110 —114 113 € 
250,000 | Eastern Extension, 1 and China Telegraph ... 107 7% 7 % |14 — 144 | 139— 143 144 1312 
50,000 Do. н 250,001 to 300,000 (iss. at £3 pm. all pd.) £6pd. | 1 s БЕ 61— 64 91— 9 € is 
320000 Do. 4 % Deb. Stock Stock 4 95 113 —118 |113 —118 shi 
300,000! Eastern and South African Telegraph, 4 HN Mort De] 100 100 —103 100 —103 
200, 0007 Do. 4% Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 Э ju . . | 99 —102% | 99—102% S 28 
180,227 Globe Telegraph and Trust ... 6105 53 5195 104 — 10$ 104 — 102 105 10,3, 
180,042 Do. do. 6 % Pref.  .. 6 6 .. | 15 — 154 | 15 — 15h | 154, 15} 
150,000 Great Northern Telegraph, of 1 ss 0% 124 31 — 33 31 — 33 31 
Halifax and Bermuda Cable, 44 Ist Mort. Debs., Р И : 
84,300 within Nos. 1 to 1, 200, 88 100 eee eee eee 99 —102 99 —102 
17,000 do-European Telegraph  ... 25 10 Ф 10 % 10 % | 49 — 53 48 — 52 m 
100, 000 / London Platino-Brasilian Telegraph, 6 Ф Debs. ... ... | 100 | 6 as .. M04 —107 |104 —107 Ре 
72,680 Montevideo Telephone, Limited, Ord., Nos. 1 to 72,680 . ii 2 .. 23 1— 4 1— 3 -— 
86,492 Do. do. do. 5% Pref., Nos. 1 to 86,492 114 4 5 1 i— 1 5 
590,000 National Telephone, 1 to 590,000  ... oes 5 6 6 5 4d— 43 44— 4% 44 43 
15,000 Do. . 8 % Cum. 1st Pref. | 1016 6 6 12 — 14 12 — 14 124 | .. 
15,000 Do. Cum. 2nd Pref. ... 1016 6 6 12 — 14 12 — 14 m: sea 
250,000: Do. 5 Non-cum. 3rd Pref., 140 260,000 5 5 5% 6 5 — 51 5 — 54 5 ids 
2,000,0007 Do. 34 % Deb. Stock Red. Stock 34% | 38% | 34 96 — 99 96 —99 Hom A 
500, ^ Do. 4 % Deb. Stock Red.. 100 |... bad . . 101 —104 101 —101 103 Ку 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171, 504, fully paid 115 % 5 5 95 2— 1 i— 1i L4 - 
100,000?! Pacific and European Tel., 4 % oe Debs., 1 to 1 000. | 100 4 Ф = .. {101 —104 101 —104 ae 
11,839 | Reuter's. vk 8|5 5 5 7 — 8 7 — 8 Su Jes 
3,381 Submarine Cables Trust i К 185 ‚.. Cert. oa . . {125 —130 [124 —129 124 ii 
58,000 United River Plate Telephone id 5/5905 6 |7 965 | 41— 5 44— 5 гез 85 
16,639 Do. do. 5 % Cum. pref. Nos. 1—16, 639 Poli wee n e 5 — 53 5 — 53 — 
23,361 Do. do. Nos. 16, 640 to 40,000 ed pa. 5 | -— ues 34— 34 3t— 32 idi cis 
179,947 Do. do. 5 X, Debs. . Stock| ... .. {104 —107 |104 —107 107 w 
171,006 | West Afrıcan Telegraph, 5 % Debs... 100 | ... .. 99 —102 | 99 —102 i b. 
30,008 | West Coast of America, Nos. 1—30, 000 and 53, 051—593, 008 22 ae d — — CN T 
150,000 Do. do. 4 % Debs., 1—1 500 gua. by Bras, Sub. Tel 100 | ... кз . {100 —103 [100 —103 Hes si 
207,930 Western a Telegra T Ltd., Nos. 1—207,930 . s 10 7 / 77 795, 14 — 144 |14 — 144. | 14| 14 
75,000 5 Debs. 2nd series, 1906 100 5 .. 103 —106 103 —106 PT T 
348,777 uM Deb. Stock Red. X 100 | ... #7 . . |102 -—105 |102 —105 i 
88,921 | West India and Тш. Telegraph .. T „| 10| 2 2 95 | 8% i— 1. $— xd 
94,563 Do. do. do. 6 % Cum. 1st Pref. ... | 10|6 i: ish 74 6 — 7xd 
4,669 Do. do. do. . 6 V Cum. 2nd Pref. ... 10 6 5 — 7 5 — 7 xd 
80,0002 Do. do. do. 5 % Debs., Nos. 1 to 1,800 | 100 | 5 & 105 —108 105 —108 
ELECTRICITY SUPPLY COMPANIES. 
П = | d : | 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 | 4% 6 „ 6 7 — 8 7 — 8 fe ie 
12,000 Do. do. 7 % Cum. Pref... 517 A x. .. | 8$— 9} | 84— 94 e = 
50,000 | Charing Cross and Strand Electricity Supply .. 517% 8 „ 9 Ф. 94— 104 95 — 104 10 94 
20,000 Do. do. do. do. 44% Cum. Pref. BENS ud x. e| 51— 6 51— 6 " - 
34,000 Chelsea Electricity Supply, Ord. ... 5 6 6 * 6 6&— 7 64— 7 7 63; 
150,000 Do: do. do. Ф Deb. Stock Red. ... Stock 44 es | s 110 —113 110 —113 Is im 
70,579 | City of London Electric Lighting, Ord. 40,001—110,579... | 10 10 6 415 9 — 10 9 — 10 10 98 
40,000 Do. 6 Cum. Pref., 1 to 40,000 . 10 6 6 . 13 — 14 13 — 14 138 | .. 
100,000 Do. 5% Deb. Stock, Scrip. (iss. at £115) all paid |... | 5 V .. 125 —130 125 —130 128 | 1264 
40,000 | County of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 яй | ni j4% — 91 | 84— 94 О a 
20,000 Ро. до. до. 6 % Pref., 40,001—60,000 | 10162321625 | .. 11 — 12 |11—12 111 11j 
200,000 Do. 43 J Deb. Stock, Prov. Certs (all paid) Rd. 6—ã— doce qoo. 108—111 108 —111 set " 
300 Edmundson's Elec. Corp., Ord. Shares re bs 5|59% 17 V 44— 5 4 5 $us 
79,000 Do. do. 44 % 1st Mort. Deb. Stock. '100 | .. de .. 101 —104  |101 —104 iis 
110,000 | London Electric Supply Corporation, Limited, Ота. ... S x yos Ае; 12— 2} 1— 2} x 
49,840 Do. do. do. do. 6 9$ Pret. F S ае 44— 5i 44— 52 «s 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. |Stock| ... a . . 100 —102 |100 —102 - " 
85,000 | Metropolitan кешш бур ly, 101 to 62,500 2 1016 ф 5%159%|124%— 134 | 121— 133 134 | 123 
220,000 Do. Firat rst Mortgage Debenture Stock |44 we d o 112—115 112 —115 a uct 
230,000 Do. 31 Mort. Deb. Stock Red. . |Stock| ... d 97 —100 97 —100 994 à; 
6,452 | Notting Hill Electric Lighting d К 10|6% 6 2 7 144— 154 | 144— 154 к uus 
40,000 | St. James’s and Pall Mall Electric Light, Ord. .... 5 171% 144% 1449 15 — 16 15 — 16 1558 
20,000 Do. do. 7 95 Pref. 20,081 to 40,080 5 7 7905.14 8— 9 8— 9 83 | .. 
150,000 Do. do. 34 % Deb. Stock Red. 100 d .. |100 —103  |100 —103 Е 
12,000 | Smithfield Market Elect. Supply, Ота. ... Ра 5 2— 2 | 2 — 23 ; 
50,000 Do. do. 4 Deb. 100 85 — 95 | 8 — 95 " 
65000 | South London Electricity Supply, Ord. 2 21— 34 | 24— 33 = i 
70.900 | Westminster Electric Supply, Ord., 101 to 80,000... 5 12 [2 12 9, 13 13 . 12 — 13 12 — 13 121] 12 


* Bubject to ршде Shares. 
Unless ошто! stated all shares are fully paid. 


Quotations on Liverpool Stock Exchange. 
Dividends paid in deferred share warrants, profits being used as capital. 


ividends marked § are for a 2 consisting of ak latter part of one year and the fret part of the next. 
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SHARE LIST OF ELECTRICAL COMPANIES.— (опи. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 
| Stock Dividends for Closing Closing Business dort 
bee. iud eoo] the last three years. | Fran | Qotur | oth ea 
t | 1897. | 1896. | Highest | Lowen 
20,000 | British Aluminium 7 Cum. Pref. . ..| 10 982 9 — 10 9 — 10 Ж | 
300,000 Do. do. 5 Y 1st Mort. Deb. Stock Red. Stock ve 91 — 95 91 — 95 i | ji 
45,000 | British Electric Traction Бе: 5 Xx 10 6% 134— 14% 14 — 15 147% MI 
50,000 Ро. do. 6% Cum. Pref. . ..]| 10 il 12 — 13 |12 — 13 12% 1 
350,000 | Do. do. 5 % Perpetual Debenture Stock Stock 120 —123 120 —123 122 :13j 
85,0002 itBritish Electric Works Co., Ord. £1 shares, 50,001—135,000 |... 1 — Px )— m 
50,000 it Do do. 6 95 Cum.Pref., 1—50, 000 à— § 8— 5 bolle 
500 f Do. do. 41 95 1st Mort. Db. 100 кз 97 — 99 97 — 99 T NU 
70,000 | British Insulated Wire Ord. n 5 | 15 ›% 15 9% 20 o % 10 — 11 10 — 11 " M 
70,000 Do. do. 6 95 Cum. Pref. 3s "T m 5 5$— 6} 51— 6} * 
90,000 | Brush Elecl. Enging., Ord., 1 to 90, 000 "e vas 2 18— 1 1g— 138 1 | ^ 
90,000 Do. ‚ do. Non-cum. 6% Pref., 1 to 90,000 dis 2 6 Lr 6 7 2 — 24 2 — 24 2A 2. 
125, 0004 Do. do. 43 % Perp. Deb. Stock j ... [Stock 106 —111 |106 —111 T 
105,710 Do. do. 44 % Perp. 2nd Deb. Stock Stock| .. .. 103 —105 103 —105 |.. | x: 
30,000 | Callender's Cable Construction shares, Nos. 1—30,000  ... 5 123%, 15 5 % 15 5 * 124— 133 | 124— 13} 12h; ly 
40,000 Do. do. 5 % Cum. Pref. ; a 5 5i— 52 51— 5} 53 d 
90,000 Do. do. 44 95 1st. Mort. Deb. Stock Red ... |8 ock 110 —114 110 —114 =n 
206,297 | Central London Railway, Ord. Shares sien 5 CH 10 10 — 104 9j— 09i 101 4 
78,703 Do. do. Pref. half-shares .. е i 5 5 — bi 4 — 4) 511 + 
78,703 Do. do. Def. do. е ae se 5j .. ius 5 — 53 14— 5 10 
855,000 | City and South London Railway .. su Stock) 13% 2495 2 — 56 52 — 56 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60,000 . кєк] UEM i we, | 44— 5d 41— 54 4} | 
54,000 | Crompton & Co., Nos. 1 to 54,000  ... 3 6%! 7495] 34— 4 31— 4 
Do. 5 J Ist Mort. Reg. Debs., 1 to 900 of ` | 
100,000 pm and 901 to 11,000 of £50 red 99 —102 | 99 —102 | : 
09,261 | Edison & Swan Utd. El. Lyt. „ A' shares, £3 pd. 1 to 99,261 5 6 N 6% 14— 2 12— 2} к 
17,139 Do. do. do. A“ Shares, 01—017,139 ... 5 6 ф 6 % 33— 44 34— 44 
3-44,023 Do. do. do. 4 Deb. Stock Red ... | 100 ТУ сез 90 — 92 90 — 92 
100,000 Do. do. 5% 2nd Deb. Stock Prov. Certs. all pd. | 100 . 8 96 —100 96 — 100 | 
112,100 | Electric Construction, 1 to 112,100 ... à yis 2| 6% 6 * 6% 2— 2 2 — 2} МА. 
25,000 Ро. do. TH Cum. Pref., 1 to 25, 000. 2 7% 7 24— 3 24— 32 21 
182,500 Do. do. 4 % Регр. 1st Моњ. Deb. Stock Stock)... sis 102 —105 102 —105 
9,600? Greenwood & Batley, 7 95 Cum. Pref., 1 to 9,600 ... ys 107 $ 7 10 — 11 10 — ll 
30,000 | Henley's (W. T Telegraph Works, Ord. ... is T 5 12 14 & 124— 134 | 124— 134 | 123 | 
30,000 Do. do. 44 % Pref. ... 5 7% 7% 51— 52 51— 5i Е 
50,000 Do. 405 do. 41 Mort. Deb. Stock. Stock} 43 108 —112 108 —112 m 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works ..| 10/10 % 10% 21 — 22 21 — 22 214 | 2 
300,000 Do. do. do. 4 95 1st Mort. Deb. ex 100 к 100 —103 100—103 T 
37,500 Liverpool Overhead Railway, Ord. ... да . 10| 319 31 12— 812 8à— 8; : 
10,000 |f Do. do. Pref., £10 paid T ud 9090-59. 5 b 133— 134 | 131— 134 
37,350 Telegraph о and Maintenance ... we | 12 15 % 15 $ 37 — 42 38 — 42 41} 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 ... 100 ... 985 E 101 —104 101 —104 T 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... 570 5 8 951 12 Ф| 104— 111 10 — ll xd .. 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000.. 5 | e] e 57— 53 | 51— 575 
540,0007! Waterloo and City Railway, Ord. Stock . | 100 3% 3%192 — 95 93 — 96 947 


. 1 Quotations on Liverpool Stock Exchange. 


Brompton and Kensington, 44 % OO of £100, 108—106, 


National Electric Free Wiring, 12/6 paid 
ишш Ashton апа Hyde Electric (£10 pd. ), Ord., 


Pref. (£10 pd. N 10— 104. 
* From Ern DEREN Bhare List. 


CHEMICALS, &c. 


~ 


| This weer: Last week: Inc. or Deo. ! 


id) 12 — 18; 
163—174. 


t Unless otherwise stated all shares are fully paid. 


LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. 


Benen on and Knightsbridge Electric Lighting, Ordinary 
Ist Preference Cumulative 6 % £5 (fully x DA. 6—71. 

Оштон 109—105. Dividend, 1899, on Ordi Shares 
„J. Parker, £10 (fully paid), 162. 


Bank rate of discount 4 per cant. (July 19th. 1900). 


nary 119. 


MARKET QUOTATIONS, Wednesday, December 5th. 


METALS, &c, (continued.) 


| This week. Last woek. Ine. œ De 


——— 


i 
a Acid, Hydrochloric . рег "T 5/- | Б/- | 9 Copper Sheet ix £86 . 
a „ Nitric .. рег смі. | 22/- 22/- | 2 » Rod per ton £86 | £86 . 
а „ Oxalic $ per owt. | 32/- | 82/- | € "M (Electrolytio) Bars per ton, £83 10 | £88 10 . 
а „ Sulphuric.. per cwt. 5/6 | 5:6 ! e уз i eets per ton, £92 £93 e 
a Ammoniac, Sal. per cwt., 29;- | 39/- | e E " per ton! £95 10 | £85 10 T 
2 Ammonia, Muriate (crystal) .. per ton £33810 | 43310 ! e per Ib | 97d. oa. | L 
per ton £30 430 | f Ebonite Rod . per lb 3/ | j К 
n Bleaching powder ; .. Per ton 47 47 | | | ANE Sheet Еа per lb. 5/- 5/- L 
a Bisulphide of Carben .. .. per ton £15 £15 | n German Silver Wire . per Ib. 1/6 | 1,6 e 
a Borax : Ps .. per ton £1710 £17 10 | h Gutta-percha fine . . per lb. e 
a Bensole (90 90) .. per gal. 7/- 7/- | h India-rubber, Рага fine per lb. зүн3 4 t 355 | 3/11 to 4/1 dex. 
a за (50/90%).. . per gal. 5/6 5/6 i i Iron, Charcoal Sheets per ton | e 
a Copper Sulphate .. per ton £25 £25 | i „ Pig (Cleveland warrants) . per — X 10 dee. 
a Lead, Nitrate . per ton £25 £25 i 4 „ Forgings, according to size per ton: From £11 From £11 - 
2 » White Sugar per ton £31 £31 | 4 „ Scrap, heavy.. per ton: 0/- to 72/6 . 10/- to T26 r 
A Betas ite т per Ln E E n | i „ Wire, galvanised No. 8 per ton 217 10 | $11 15 5 de 
a Methylated Spiri in .. per ga [ 7 to £17 5 to! 5 
a Naphtha, Solvent (90% at 160°C). per gal. 5/6 5/6 9 Lead, English Ingot . por ton) { £1726 217 76 Y 
a Potash, Bichromate, in casks.. per lb. d. Bad. 9 Sheet per ton £19 | £19 
| „ — Caustic (75; 809; %) . perton 24 £24 m Manganin Wire No. 28 per lb. 8/- 8/- 
5 Bisulphate vs . рег ton £35 £35 | g Mercu perbot. £926 | £926 T 
a Shellac .. per cwt. 61/- Gir- | d Mica (in original cases), small . r Ib. 8d. to 9d 8d. to 9d. . 
a Sulphate of Magnesia . . perton £4 10 £4 10 » ü » edi per Ib | 1/9 to 3/9 | 1/9 to 29 . 
a Sulphur, Sublimed Flowers .. per ton £6 £6 | ME M ; и рег lb. | 8/3 073 | 83013 
а i Recovered .. рег ton &5 10 £5 10 е | p Phosphor Bronze, plain casti per Id. 1/1 to 1/4 | 1/1to1^4 . 
a Lump .. x .. рег ton £5 £5 $a p T rolled bars & г per lb 1/1 to 1/4 | Л to 1/4 : 
a Soda, Caustic white 70 96) per ton £10 1b 410 15 i (0p 10 i per lb. From 1/9 m18 : 
а „ Crystals... .. per ton | £3 £3 ! 0 Platinum sei per oz. 28 18 £814 | 
a „ Bichromate, casks . per lb. 2id. | 22d. | p Silicium Bronze Wire У рег lb. | 10id. to 1/1. 101d. to 1/1 | I 
| | iu Steel, Magnet, „aco'd'ng todese’p’n per ton From £15 {| bo 40 ә 
in bars T T L 
METALS, &c E (ев | айю ль 
&. | y Tin, block por ton 12 2 } £3 dec. 
b Aluminium Wire, in ton lots.. per ton £904 | £294 9 n foil j por lb. 27 g- | bc 
Bheet, in ton lots per on 4191 4191 | a „ wire, Nos. 1 to 1e per Ib 1/9 1/9 d 
p Babbitt's metal ingots.. per ton , £80 to 2145 £80 to £150 p White Anti - friction Metals — , a. 
с Brass (rolled metal 2’ to 12”) basis per 1b. Tid. 105 | „White Ant” brand . ton, £40 to £70 | £40 to £70 \ Е 
€ „ ‘Tube (brazed) { per 1b. 10d. 10d. | 1 Yarns, Cotton, Single 101b. ъз r lb. d. | 934. — 
8 4 » (solid drawn) per lb. 81d. | Rid. | „ Best Flax, 6 lea er lb. dd. 51d. л 
€ „ Wire, basis . per lb. ва. ва. „ Hemp. 3 ply 10 Ibs. per lb. | 43d ht 
: Copper Т ubes (brazed) . per lb. 111d. 11:4. | J Russian, 1 © 824. 32: м 
(solid drawn) . per Ib. 11d. | 11d. | | j Jute, 180 ibs. rove . per ton: £14 10 411 10 i 
: Copper Bars (best selected) .. per ton £86 | £86 | | Zino, Sh't. (Vielle Montagne ond, ) рег юп £2826 £38 2 6 \ TN 
i `a 
»»» Lu e sur Be FF Jul q¹7 .rr ð чабата — yo` 
a Messrs. а. Boor & Со. f India-Rubber, G.-P. and Teleg. Works k Meesrs. Morris Asbb Limited. 
Quotations b The British Aluminium Co., Ltd. | Quotations |? Messrs. James & Shakspeare. [Oo., Ltd. Quota! m Moasrs. W. T. Glover's Co., Lid. d T" 
supplied by | © Messrs, Thos. Bolton & Bons. gupplied by h Мозвгв. Jackson & Till. supplied Ьу] * Moasrs. P. Ormiston & Sons. 1 
d Messrs, F. Wiggins & Sons. | í ое Bolling & woe P У | о Messrs. Johnson, Matibey å CO., L GN 
e Messers. Frederiok Smith & Co. j Mesers. Henry, О. Teo & Co. Nonne Company, Loi bv 
i — 
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METAL MARKET. 


Fluctuations in November. 
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INSTITUTION OF ELECTRICAL ENGINEERS. 


ON THE SUPERSESSION OF THI STEAM BY THE 
ELECTRIC LOCOMOTIVE. 

By W. LaNGDON, 

(Paper reud November 29th, 1900.) 


PROBABLY one of the most interesting questions associated with the 
application of electrical energy to railway work is its eventual 
supersession of the steam locomotive. Electric. locomotives of a 
capacity equal to that of the steam locomotive, doing similar work, 
and possessing certain marked advantages, are an accomplished fact, 
and to many it may seem that the days of the steam locomotive are 
numbered. We must not, however, forget that that which has been 
done has its raison létre. Its employment has hitherto been venc- 
rally confined to localities where the effects of steam and smoke 
would exercise a baneful influence. Because it has been so 
employed, and its employment has been attended with such 
marked success, it does not follow, however much it may appear 
desirable, that in overland lines of railway electricity will in future 
prove to be the element of power. Railways are commercial under- 
takings, in which vast sums of money have been embarked, all of 
which, investors expect, will produce a certain annual return. "Phe 
supersession of steam by the electric locomotive thus resolves itself, 
primarily, into one of profit and loss. If its adoption will enable 
railways to be worked more economically than is the case under 
steam, then it will, with its attendant advantages, sooner or later, 
be adopted —if not by the whole, certainly by the greater portion of 
the railways of this country: but, whatever the ulterior advantages 
may be, unattended by this result, its adoption will remain 
doubtful. 

The first question to be asked is: Are we in a position to consider 
the subject? Are the data at our disposal such as to admit of a 
reasonable treatment of it? 1 think so. The primary factors 
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аге Well known, We know how many pounds o£ steam we сап 
obtain from a viven quantity of coal. The есепсіз of prime 
movers and electrical vencrators, the loss in transmission, trans- 
formation, and distribution are all determinable. Any advautayes 
yet to come must be looked for in the steam generator and in the 
simplificatien and consequent ultimate increase of etliciency in the 
electrical apparatus. In each, no doubt, the future will sce 
production cheapened. Labour may advance, but competition will 
grow, and in tlie price of the manufactured article we may reason- 
ably look to the future to produce some advantage. 

Having then the material at hand, it is reasonable to conclude 
that the consideration of the subject can only be attended with 
good; lor, if it should be shown that advantage is to be anticipated 
from such a change, it will help us to grasp that which has been 
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attempted, and perhaps to evolve from the data at our disposal the 
course most desirable to follow. 

The railways of the United Kingdom comprised on December 
31st, 1899,* the following mileage of line :— 


Double line or more 11,977 
Single line 9,723 
Total mileage 21,700 


The number of locomotives employed for working these railways 
was 20,461. The total number of vehicles of all descriptions was 
rendered as 752,930. The year’s cost for locomotive power, including 
stationary engines, was £16,491,377. The number of miles travelled 
by trains was 396,241,265. Number of passengers—exclusive of 
season tickets—1,106,691,991. "The tonnage of minerals, 296,611,190; 
and of general mechandise, 117,011,835. | 

In dealing with a question of this nature it seems desirable 
to produce these figures; but they are, in fact, of very little use, 
except to afford some idea of the magnitude of the subject. 
The length of the passenger journeys is not stated, nor are the 
journeys taken by season ticket holders included. To be of 
value the per passenger mileage, ineluding, of course, the journeys 
made by season ticket holders should be given. The same 
objection applies to the mineral and goods tonnage statement. It 
records the tonnagc declared as placed upon the railway, but 
whether it is carried one mile or one hundred miles is not shown. 
In fact, the returns, as rendered, aid the consideration of the 
subject very little; and I am sorry to say the information in the 
hands of the railway companies themselves carries us no further. 


TABLE I.—MILEAGE or Ling, Cost or LOCOMOTIVE PoWER, TRAIN MILEAGE, &C., 
For Year Ending December 31st, 1899. 


Length of line in miles | | ' 
open on December 31st, | 
1899. | 
| 
| 


| ‚_ Cost of 
| | locomotive 
| power, No. of 
i including loco- 
Double | stationary | motives. 
| or Single., Total. engines, 
more 
| | 
(а) | (b) | (e) (el) 
сБ p гй ai эшш = ptem БЭ 
England and Wales . 1 9,933 | 5,111 115,044 | 14,101,842 | 17,411 
Scotland Ws E 1,428 | 2,057 | 3,480; 1,811,552! 2,241 
Treland 3,176 809 | 


577,983 


RAILWAY COMPANIES. 


| 


| £ | 
Great Northern Hi 825 995,690 1,259 
Great Western "Em 2,602 1,881,032 | 1,933 , 
London and North-Western | ... | 1,924 1,927,049 2,959 
London and South-Western | EK. 900 709,110 728 
Midland 2 ш ш. 1,431 | 2,016,816 | 2,507 
North-Eastern T | 1,632 | 1,632,967 | 2,047 


Under these circumstances, the establishment of a common basis 
upon which to consider the relative cost presents much difficulty. 

e only manner in which it can be approached is by averaging the 
data obtainable, or by examining the work of a particular section of 
line. 

In Table I., I furnish extracts from the Board of Trade return for 
the year 1899, showing the mileage of line, cost of locomotive power, 
train mileage worked, &c., for England and Wales, Scotland and 
Ireland, together ^with certain deductions therefrom applicable to 
these results; also similar data in reference to six of the most 
important English companies. 

In considering the mileage of line quoted, it should be mentioned 
that the figures do not disclose the mileage of roads. Over many 
sections of the several lines of railway there are more than two 
roads. Most main routes working out of London possess four, or 
even six roads, for a considerable distance; and the same applies 
to other busy portions of the chief railway systems. 

The table indicated shows that the cost of locomotive power for 
the United Kingdom, including stationary engines for pumping and 
other purposes, works out at 9:988 pence per train mile; that the 
cost for England and Wales is 10:253; for Scotland 8'862; and for 
Ireland 8'104 pence. And that this cost varies with the several 
companies quoted as follows :-—London and North-Western, 9:477 
pence; London and South-Western, 9'844; Great Northern, 9:892 ; 
Great Western, 9:905; Midland, 10:218 ; and North-Eastern, 12:266 
—the average cost being 10°267. 

Column / indicates the number of trains, per mile per hour, 
based upon the mileage of line of railway shown by the returns. 
Bearing in mind that there are, over many portions of the railways 


* Board of Trade Railway Returns, 1899. 
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indicated, several lines, or roads, the number of trains trave 
per mile per hour is, perhaps, surprisingly small. Ireland claims 
but 0:618 ; Scotland, 1:609 ; England and Wales, 2:506. Of the 
railways individualised, the Great Western. has an average of bet 
2: the London South-Western and the North-Eastern each 23$. 
London and North-Western, 2:9: Great Northern, 33: and the 
Midland, 3:7 (that is, the Midland for instance, has, on au average, 
3:7 trains passing over each mile of line of railway each hour: not 
that the mile of line is occupied by these 37 trains during the 
entire hour, but that that is the average number of trains worked 
over the mile of line of railway —quite irrespective of the number u. 
of lines of rails— within that period of time). | 

If trains were, in practice, so distributed, this might form a beris 
on which to found a comparison of cost for the entire railway 
system; but we know that this is not so- that trains are much mare 
frequent on certain portions and less frequent on other portions | 
of the lines of railway, and although it is a kind of basia, affording 
some very interesting figures, it is not, as it stands, a practical one 
for the purpose in view. То effect this it is necessary to consider 
the work of an individual section of some line of railway: ам’ : 
with this view I have taken that portion of the Midland Companys „09. 
main line between London (St. Pancras) and Bedford—omitting the $ 
suburban and local traffic applicable to the Metropolitan and 
Tottenham lincs. 

The length of line of railway is 49:5 miles—practically 50 miles; 
and the number of lines of rails applicable to the traffic under con 
sideration may be taken as four—it is not less. Iu order to ascertain 
the number and character of trains to be taken into consideration, 
I have obtained returns (Tables II. and IIL extracted from the 
Block Book, of those trains passing two points — Luton and. 


РИ | 
л 
x 
HI 
— — — — —— — Риу 
Number of miles travelled by trains. ! | @ s A A 
С () | Number: Number ns 
' mi of ' 
| | | | Cost per travelled trains ai 
| гав mile ру trains per mile 
or loco- ; 23 дз 
By passenger | By goods and | Total motive | ihe | Беат 
trains. minerals.  : . Power. vesrof ше 
| é 355 days. year.) 
- | 7 | os 20x 
(e) U | m ‚ню ' 
| | „ 
178,684,803 | 151,377,966 | 330,062,769 | 10253 37,678 2505 
27,588,633 | 21,473,089 | 49,061,722 | 8862; 5601. 1-609 
10,367,617 6,749,157 | 17,116,774 | 8104 (0193 | 0:615 
179,600,212 | 396,241,265 | 9988 45,283 2081 
E Е A — we. у i Average. 

Bd | | Pence. ipee 
11,729,522 ; 12,426,497 | 24,186,019 | 9892 | 2,757 | 33 
23,085,087 | 22,561,470 | 45,647,157 | 9905 | 5,210 | 20 
26,285,278 22,515,697 | 48,800,975 | 9477 | 5570 | 2% 
12,592,390 | 4,689,644 | 17,288,034 | 9844 | 1,973 | 22 
18,979,594 | 28,387,090 | 47,366,684 | 10:218 | 5407 | 37 
14,641,572 | 17,307,802 31,949,374 | 12266 | 3647 | 22 

Average | | 
10:267 | 


Harpenden—each hour, during a day of 24 hours in the month of 
July, 1900, which I have summarised and classified so as to bring 
the subject within reasonable scope. ‘These details are carried far- 
ward to Table IV., which forms the basis of calculation for com- 
parison of cost for power to work the traffic indicated. 

The classification adopted is necessarily somewhat. arbitrary, bet 
in its construction I have endeavoured to err on the right side—for 
instance, I have debited each train of its class as a loaded trai 
whercas some would certainly be light trains. Again, I have, 
believe, accorded to each their full merit of speed, although there. 
is reason to assume that, in many instances, certain goods sad 
minerals would not observe that allotted to them. From this table 
we get the tractive effort per train, and the consequent mechanical 
and electrical power required to deal with one hour's work. The 
work may, and, of course, does, vary from one hour to anotber; : 
indeed, that is clearly shown by Tables II. and III.; for instance. 
the trains passing Harpenden vary per hour from 7 to 16, aud Luton 
from 7 to 19, but the section of line chosen may be regarded ass 
full line, a line well occupied by trains both night and day, Sunday 
and week-days. The returns show an average of 11°9 trains passing 
Luton and of 12: passing Harpenden, per hour. In taking aw 
average, however, I have apportioned no less than 14 trains to the 
hour. This number divided between the four lines of metals gives. 
a result of 3:6 trains per mile per hour, per line of metals. It may 
here, however, be as well to point out that, so long as the appr 
priated number of trains is fairly that in practice, tne uembe 
applied is, for comparison purposes, immaterial, for the comparms 
I draw is based upon the train mileage eost. 

Fig. 1 illustrates the section of line under consideration. The 
position of engine sheds ік shown by stars (); of water crues ly 
dots (). The short or suburban traffic between St. Pancras 
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TABLE II.—LctTox. TanLE III. —HARPENDEN. 
statement of the Number of Trains recorded in the Block Book for the Statement of the Number of Trains recorded in the Block Book for the 
94 hours ending midnight on Thursday, July 19th, 1900. 24 hours riding midnight on Thursday, July 19th, 1900. 
| i 
4 | | ' | — : 
| T x Express Nc | 4 35 | | P | Express , g | 4-9 Os 
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Express passenger .. te 88 an © is T 67 
сарсон рамелвег és oe ss v ee oe = 62 ordinis passenger .. ss > Ae - ёа 33. "m 
inary passenger .. zs e Es m "^ 21) 90 aches ae, sw se s - vá - 8, 
Coaches js s» T sa т" : es 15 Fish and milk 25 93 ay А 2 T 4) 
Fish and milk .. 5 T và c Ee - 8) Express goods—Claxss “ A." m - s 2 7 78 
Express goods — Class A." б> Ps es 20 71 74 n » Class B." oe T 52% **j 
* - Class B." e " i М, С) Ordinary goods ЕЯ ae es ae 55) 
Ordinary goods Ра T i © s 2s 18 115 Minerals А 46 111 
Minerals ix zx M з T is 97 , Light engines . 3 10) 

Total number of trains during the 24 hours. 287 Total number of trains during the 24 hours. . 97 
Maximum number of trains in 1 hou ee. 10 Maximum number of trains іп 1 hourtrtrr. 16 
Minimum M "i on "ne x 2 1 Minimum 10 m 5 23 T Ке ss 7 

Ld 
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TABLE IV.,—Basis oF CALCULATION. 


Showing Nunber of Trains, classified, passing certain points of a 50-mile Section of Line of Railway ; calculated Mechanical Horse-power 
and Electrical power for working the same, together with apportioned speed, load, ꝙ c. 


No. of trains per | | 


| 
| day of 24 hours . Basis of calculation. Total, 
| passing. | 
— — —ͤ— 77 A c ái — —ÁM— M MÓ €T EE OM DEC LEO M -- 
Class of train. Appor- ! | Load, | Total 
Har M пош Rpeed. | Traio | includ- | tractive Mechani- Equiva- | Mechani- ee 
Luton. dun. No.of , Miles | miles ing effort per rain! MAS cal н.р. ZW Der 
* jtrains per per hour. per hour. eng ne. train. PR our h onra per hour. Bon 
hour. | | To s. * : й : 
„ oe Se eo Iit. Nude et ыйы зз EE — Ыы ЕЕ Н et | sui xe . fe — NES 
. Express passenger РЕ is pet 62 | 67 3 50 150 275 3,575 477 356 1,431 1.068 
. Ordinary passenger and empty coaches 36 | 41 2 32 64 300 2,130 182 136 364 272 
. Express goods and perishables ... е 74 78 4 35 140 400 3,160 295 220 1,180 880 
. Ordinary goods and minerals. ew | 115 111 5 25 125 500 2,750 183 137 915 685 
Totalss . 287 | 297 14 | 479 | 3,890 | 2,905 
verage per hour... | | 113 | 124 | | | | | : 
| FFF E | 
- А : *'Tractive effort х load tons = total tractive effort per train. EE 
Tractive effort per ton — 3 4- 250 where v = speed in miles per hour. H.P. = Wee effort Ibex miles рег лош. 
` 244) 
endon, and the Tottenham line, &c., is not included in my The total Kw. required on the train wheels (Table IV.) is 2,905 
tiedules, for the reason that, viewing the section of line as if. ue 2.905 "T 
tually subject to electrical working, there would be little doubt per hour, aud the number of trains is 14. "Therefore ( 4 ri ) 207°5 
iat this immediate London-Suburban traffic would demand a ; "n E 
"erating station nearer home than that indicated in the scheme will be the average kw. per train hour; and, assuming the efficiency 


орта 7 for the comparison of costs for working of the motors at 85 per cent. (5 9 244 Kw. will be the averagé 
The plant scheme is roughly outlined in fig. 2. Midway in the owér required to be supplied to each train. If now we allow 
miles of railway is the central Station, Contare tonr 2,500-K W., 10 рег дез loss in the rails which supply and return the current, a 
тее-рһаве, or other characteristic, 10,000- volt generators, At this pressure of 540 only will be available at either end of a section of 
Lure current is distributed to sub-stations, cach serving 10 miles 10 miles. Therefore the ampcres per train that will be required 
railway, where the potential is converted to 600, from whence it 

curried to the contact rail. Or the centre 10-mile section may be will be (^ n 452. 


vided for by direct-current generators served from the same 540 , 
am Plant. à As there are 14 trains per hour in thé total 50 miles section, theré 
The efficiencies of the various parts are assumed as follows:— m i | 
Loss. will be — = 2°8, say 3 trains in one section of 10 miles to be sup- 
| Per cent. Efficiency. 5 
Motors . nee — 18 on bn plied by one sub-station. 
5 n e n» "2 ч pe 452 x 3 = 1,366 amperes. 
Rotary converters sii өз 10 сз “00 Adding 23 por cent. for leakage, we have 1,390 amperes as thé 
Static transformers ies 7 e 03 current to be supplied by each sub-station at 600 volta, The 


Н.Т. transmission bee TT 10 T ‘pa efficiency of the converters and static transformers is taken at, 


— —— — ————————mÁ 
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respectively, 90 per cent, and 93 per cent., and the three-phase 
transmission at 00 per cent. 
А 1,390 x 600 

1,000 x 00 x 703 x 9 
trains for each section containing 3 trains. 

As there are 14 trains, there will be four sections with 3 each, 
and one seetion with 2 trains. 

Now the fonr sections with 3 trains each would require: = 

1,107 x 4 = 4,125 Kw. 

To allow for the maximum loss let it be assnined that the centre 
10-mile section, which as previously indicated might be supplied 
direct at 600 volts, is so dealt with, and that is the section that. has 
two trains only. 

The kw. required would equal 

,390 x 600 2 Eus 
1, = 5 : ins x 5.70 KW. 
1,000 3 


Therefore the total kilowatts to be generated would he — 
(4,428 + 556) = 4,984, say 5,000, 

Б: D 2,905 

aud the combined efliciency ( pu 

1.984 

This 5,000 Kw. is the power required to be generated to work the 
14 trains, travelling 479 miles during the hour, as shown in 
Table IV., and upon it all comparative calculations and deductions 
have to be based. 

The demand may, ef course, go beyond this, or tt may be less, 
but so long as the zenerating power, and that of the corresponding 
parts, is there to meet it, that branch of the question may be 
disregarded. As 1 have previously stated, the comparison is made 
between the ascertained quantities travelling a stated mileage at a 
stated speed. If the mileage were greater, or the number of traius 
Ereater, the comparison would be equally applicable. lt is, in 
respect of the mileage result, immaterial, so long as we apply it to 
a fairly representative condition. The specd and the train load 
indicated in Table IV. will, I believe, bearing in mind that the 
number of trains are regarded as all carrying the full load indicated, 
be found to conform to this. 


(To be continued.) 


) would be 58:3 per cent. 
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THE PARIS EXPOSITION OF 1900.* 


By CARL HERING. 


— 


A LARGE international exhibition, like the one about to close, may 
be judged from two standpoints. For commercial reasons à neccs- 
sury feature is its general attractiveness, that is, its beauty, archi- 
tecturally, as well as in the arrangement of the grounds and in the 
decortions, its proper combination of instruction and entertain- 
ment, and its purely entertaining features. On the other hand, 
such an exhibition should be a representation of what is called the 
state of the art in the various industries, and to a certain extent, at 
least, show the relative importance of competing industries. 

From the first of these staudpoints this exhibition may be said 
to have been a great success. It certainly was very beautiful and 
attractive, aud in this respect it was typically French, for to the 
Frenchman such an exhibition would be a failure if it were not 
beautiful. While there were undoubtedly a few architectural 
features that might be criticised unfavourably, yet in general the 
buildings and arrangement of the grounds left little to be desired, 


although the absence of straight lines in the architectural decora- ` 


tions of the main buildings might not meet with the approval of 
every American, for in this respect they differ typically from those 
in the Chicago Exhibition. The arrangements and decorations of 
the characteristically unsightly interiors of long exhibition build- 
ings were also very tasteful and effective, although the avoidance of 
a regular system of aisles mace a systematic study of the Exhibition 
an almost hopeless task. In some of the attractions, such as the 
Optical Palace, the underground mines, &., instruction and enter- 
tainment were combined, but as a rule, the too numerous “ side 
shows " were for amusement only, and were typically French. 

From the other standpoint, that of showing the state of the arts, 
the Exhibition may have been, and undoubtedly was, a success in 
many departments, but that claim can hardly be made for the clec- 
trical industry. For France, Germany, Switzerland, and a number 
of the other Continental countries, the electrical exhibits doubtless 
represented the true state of the art and the best general practice 
as far as these countries were concerned; but the absence of a 
proper representation from the United States, proportionate to the 
enormous development, made the Exhibition an incomplete repre- 
sentation of the present state of this important industry. Anyone 
judging its development in the respective countries by their exhibita 
would have obtained a very wrong impression of iis progress in the 
United States, or of the general practice here. We sent over a few 
excellent electrical exhibits, and they were greatly admired, but 
there was general disappointment that a country in which the elec- 
trical industry is known to be so largely developed, was so inade- 
quately represented. This is all the more unfortunate at the present 
time, when our export trade of manufactured articles is growing so 

'* Inaugural address by the President at the 147th meeting of the 
American Institute of Electrical Engineers, New York, October 
24th, 1900. 


= 1,107 Kw. to be delivered to the- 


rapidly, and when our electrical "practice, in certain directions at 
least, is thought so well of by foreighers, that many of them come 
over here to study it. 

The fact that several of our largest manufacturers have ceded 
their rights in foreign countries to local companies, and thereft N 
claimed to have no interest there, may explain in part the abe 
of some of the important American electrical exhibits Bat 
unfortunately these local companies do not always follow our pry- 
tice, and do not manufacture the goods on the тате seale and io th 
same way, «o that their exhibits were not, as à rule, reprecei tatis: 
of our products. | | 

England also was very inadequately represented іп the electric 
classes. The English claimed that they were tired of exhibitions 
but another reason is no doubt the unfortunate political relstios 
with France. England's exhibits in other groups also scemed to fai 
to represent the proper magnitude of the respective industries i" 
ihat country. 

Of all of those foreign to France, Germany, its former hitr 
enemy, had by far the finest exhibits in most of the groupe, i 
cluding the electrical. Another feature of interest, politically, i 
that Hungary had in many respects better exhibits than its te 
mother country, Austria, and was represented as an independesi 
nation; it bids fair to become one of the greater industrial countrie 
of the East. 

The question is frequently asked how the Paris Exposition am- 
pared with the one in Chicago in 1893. As both were very larg 
and creditable, a comparison becomes difficult, and in order to сте 
an opiniou of any value one ought to have studied both equally 
thoroughly, and under equally favourable conditions. It i+ ale 
largely a matter of individual taste, and depends on the nationality 
of the one giving it, as also on the extent of his knowledge of 
French. The area of the Paris Exhibition was 336 acres, whieh, 
together with the annex, made it about half as large iu area as th 
fair in Chicago, which had about 1,000 acres. The average потіє 
of paid admissions seems to have been about double in Paris. due “. 
the fact that it was so managed financially that the avernged admi» 
sion was about 7 to 10 cents as compared with somewhat less thas 
50 cents "at Chicago. Americans seem to have obtained thar 
unfavourable views from antagonistic English papers. 

It is thought safe to say that the Paris Exhibition, taken as s 
whole, was more generally beautiful in details, but that it contsined 
no single group as magnificent as the famous Court of Honour, nor 
were the illumination effects as fine as at Chicago, where they кее . 
electrical, while in Paris gas was largely used, the whole of th: 
largest open area, the Champ de Mars, being a brilliant mar of 
incandescent. gas lamps. Neither had as finely illuminated fowstaim 
as the exhibition of 1889 in Paris, although the backgrouud to th ` 
poorly illuminated fountains in the present exhibition, forming th 
famous Chateau d'Eau, or Water Castle, was very beautiful 20 
attractive. 

The means of getting to and from the Exhibition were very peor, 
as Paris has unquestionably the worst managed tram and bus | 
system of any large city in the world; its cab system, the best and 
cheapest of any large city, except, perhaps, London, was, of couse. - 
entirely inadequate and too expensive for the Exhibition trafic | 
The Exhibition, however, had the great advantage of being prv- 
tically in the city itself, and in one which is admitted to be the mot 
beautiful in the world, offering many attractions to visitors, aud 
containing treasures which make it in itself an exhibition worth .. 
going to see. The Paris Exhibition was decidedly more truy 
international than the one in Chicago, and the social intercourse 2f 
those officially connected with it was for this as well as [отот 
reasons, including the generous hospitality of the French, me . 
interesting. 

The electrical exhibit was greater in Chicago, where it fidei 3 
large separate building, while in Paris it was confined to a me. 
rately small part of one of the buildings. 

Among the classes of exhibits of well-developed industries ther 
were three in particular which may be mentioned here specificallr. : 
as cach marks a distinct and important direction of developmett, , 
and was exhibited for the first time very prominently at з an 
international exhibition. They are the automobile, the incandeves : 
gas lamp (known here as the Welsbach), and the three-phase ge^ | 
rators, motors and systems. The automobile exhibit was very law 4 
but, unfortunately for the electrical industry, it seems that the gs- ; 
line vehicle is gaining very fast in the race with the clectne b, 
Paris, where antomobiles are being used quite extensively, the qa: 
but heavy electric vehicle is scen only occasionally, while the lat! | 
but noisy and malodorous one using gasoline is heard and mi. 
very frequently. The incandescent gas lamp was used in lary 
numbers on the Champ de Mars, the only.large open ares {з the 
exhibition, where arc lights would otherwise have been instelie. 
Even the friends of the electric light must admit that the illum ` 
tion produced by it was very effective, brilliant and white witht, 
being dazzling. This lamp is getting to be a very serow xd 
petitor to the electric light, and some of the European «em 
stations, particularly in the home of ita birth, Аовігіа-Ноцаг | 
are having serious difficulty in competing with it. The third E 
these prominent classes of exhibits, the three-phase machiv¢y. , 
will be referred to below. | 

Another feature of indirect interest to the electricians Ё ; 
most of the acetylene illumination was relegated by the anther , 
to two small strips of land unoccupied by any buildings along © ° 
banks of the river, which seems to indicate that acetylene ilo + 
tion is limited to a narrow field of its own. : 

Much else might be said about the Exhibition in general, hu m 
as electrical engineers, are more interested in the electrical eiie 
As was already mentioned above, these were representative «i 
state of the art only as far as the Continental countries wer 66 
cerned, as those from the United States and England were 107 
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дееп in scope. It was also stated above that it was less of an 
electrical exhibition than the one at Chicago. There were, more- 
over, no quite novel, epoch-making electrical inventions shown, 
aithongh а few quite interesting ones that were already known to 
waders of the electrical journals, were exhibited there for the first 
sme. Detailed descriptions of all the important apparatus have 
joubtleas been or will be given, in the electrical journals, where 
hey more properly belong, and where they can be read at one's 
iejsure, and therefore ne attempt will be made here to give such 
leseriptions, even if time permitted, the intention being merely to 
mention some of the chief features and to make some general 

bservations. 

One of the striking features was the great prominence of three- 
„hase generators, and their size. One obtains the impression that 
‘he three-phase current has triumphed overall the others, including 
the continuous current, when large amounts of power are concerned, 
and that it would be poor practice now to instal large units of any 
cot the three-phase system unless one is foreed to nse another. 
There was shown a decided tendency toward the use of large units, 
and quite a number were exhibited having outputs of about 
1.000 Kw. and over. The greater number were for three-phase 
corrents, aud all formed the tly-wheel of their direct-connected 
„low-speed engines, while all of the few large continuous current 
machines exhibited had to have a separate fly-wheel. That the 
is made the revolving part seems to be almost universal prac- 
рте, as also. the distributed winding on the armature. Single and 
two-phase alternators and large continuous current machines were 
the exception. 

Two very ingenious attempts were shown to compound large 
three-phase generators without commutating the main current, 
one by Hutin and Leblane aud the other by Boucherot. Both 
excite their direct current and mechanically coupled exciter hy 
means of the three-phase alternating current, the exciter therefore 
having a revolving field, but fixed brushes; in both the excitation 
of the exeiter is dependent on the voltage of the alternator and 
on the main current, in the former by means of a shunt and 
ries field magnet coil, and in the latter by means of a trans- 
farmer combining the effects of both. To obtain direct. current 
from such an exciter, the connections between the commutator and 
the coils in the former are reversed according to a certain law; 
while in the latter the armature has several windings differing 
n their number of turns according to a sine law. Both claim 
tu keep the voltage of the generator constant for different currents 
and lond factors. It will be noticed that there is no commutation 
"хоері that of the small exciting current in the direct current 
citer, Whether they are better or worse than the commutating 
‘ystems used here, practice alone can decide. While they are 
interesting studies, it does not yet seem to be proved that for large 
wits, at least, a cheaper attendant than these would require, with 
"s hand on the rheostat aud his eyes on the voltmeter, is not a more 
practical solution. 

The amortisseur of Hutin and Leblanc, consisting of a short- 
"jmuited enge through the poles of the magnets, for facilitating 
parallel running, seems to be meeting with some favour, and is being 
commented upon very favourably. 

The largest generator exhibited was a 72-pole 3,000-Kw. three- 
phase machine, of the Allgemeine Elektricitits Gesellschaft of 
Berlin. Its speed was 83, frequency 100, voltage 6,000, weight 
sbout 160 tons, and diameter of revolving field about 24 feet. As 
many as 21 of these are under construction. It was elaimed to be 
Ше largest in the world, but this is an error, as generators of 
1,000 Kw. and over are in use in this country at even slower speeds. 
Several others above 1,000 Kw. were shown, the slowest speed being 
(2, of the 2,700-Kw. mixed single and three-phase current Helios 
machine. 

The direct generated voltages of the three-phase machines was 
from 2,000 to 6,000 volts; there was one exhibit of a comparatively 
small generator for 30,000 volts, but as long as good transformers 
can be bought, such excessively high voltage machines will probably 
be used only for exhibitions and lavatories. 

There were a number of inductor alternators exhibited, which 
indicates that they are meeting with some favour. 

Connecting lamp circuits to three-phase generators does not seem 
t0 be considered а sufficiently serious matter to óverbalanee the 
advantages of that system. ‘The method used by the General Elec- 
irie Company, of Berlin (that is, the Allgemeine Elektricitits 
Gesellschaft, which, even in Germany, is generally abbreviated 
to A,E,G.) is simply to distribute the lights as evenly as possible 
over the three branches. All three mains are run into the 
dings of even small consumers, although only two may be 
used, the third being available for changing over a batch of lamps, 
f necessary, for balancing. The voltage can thus be regulated only 
‘orall three branches together, and not for each separately; but 
this is not considered a serious disadvantage. The Oerlikon Com- 
suy, on the other hand, connects lamp circuits between the ends of 
only two of the three branches of a star-conneeted winding, the 
ird branch being then idle; this enables the voltage of that 
"ngle-phase alternating eurrent circuit to be regulated at the 
machine. By overloading these two circuits 15 per cent. the 

capacity of the generator is about the same as for motor circuits 
with a” power factor of 0'8. The units in a station can then be 
alike, aud it does not interfere with paralleling, or running motors 
wid lights from the same machine if necessary. Another method 
wed in Switzerland, but only with two-phase generators, is to con- 
"uet a sort of double machine, the two halves of which may be 
mechanically displaced relatively to each other to generate 
two-phase currents for power purposes, or they may be connected 
in line with each other to generate single-phase currents for 
lighting, 
(To be continued.) 


PHYSICAL SOCIETY. 


ORDINARY MEETING HELD NOVEMBER 23RD. 
Prof. EvEnrTT, F.R.S., Vice-President, in the Chair. 
A PAPE! on "A $SELF-ApjcSTING. Waravrstonk Brrpor,” by 

КООН. GgiEeEITHS and W С [D М\Үнктнум, was read by Mr. 

Whetlianm, 

The object of this paper is to describe a cheap and easy method 
of vetting u self-adjusting bridge to show on a seale the actual 
resistance of any wire. Contact with the bridge wire is made by 
means of a light horizonta bar, whieh is suspended by a phosphor 


‘bronze strip from the coil of the d'Arsonval galvanometer used with 


the instrument: a second bar, parallel to, and above the first, is 
rigidly connected with the coil. A wooden beam, worked hy clock- 
work, moves up and down between the bars and clamps them alter- 


nately. When the beam is down, contact is made with the bridge 
wire. If this contact is not at the zero point a current will low 


through the coil, and if the cell is connected up the proper way, it 
will turn the coil so as to bring the upper bar nearer to the null 
point. This puts a twist into the phosphor bronze strip, and when 
the beam rises and clamps the upper bar, the torsion comes into 
play and brings the lower bar under the upper one. The beam 
then descends and makes contact at this point, and if any current 
flows through the galvanometer there is further movement until the 
null point is reached. Any alteration in the resistance of the wire 
under experiment causes a movement of the zero point on the bridge 
wire, and this is fo lowed by the lower arm. The position of the 
lowerarm can be directly indicated by means of a scale. 

Prof. S. P. THompson asked how the scale wa calibrated, 

Mr. WHETHAM said the seale was arbitrary, but it eould be eali- 
brated by the know resistance of the bridge wire per unit length. 
Extension of the range ean be obtained by shunting the bridge 
Wire with various resistanees. 

Mr. GrAZEBROOK. asked how sensitive the bridge was. 

Mr. WHETHAM said that working with a dry cell, it could. easily 
ndieate one degree оп а platinum thermometer, 

Mr. BLAKESLEY pointed out that if the cell was connected up 
the wrong way the zero point would be an unstable опо, 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


——— 


Compiled expressly for this journal by W. P. Тномрвон & Co., Electrical Paten- 
Agente, 822, High Holborn, London, W.C., and at Liverpool, Manchester 
and Birmingham, to whom al] inquiries should be addressed, 


20,858. “Improvements in and relating to are lamps for projection purposes.“ 
C. V. DRYSDALE. Dated November 9th. 
20,868. ' Improvements in electric lamps for use in photography." J. ScHMIDT, 
Dated November 9th. 
. 240,870. Improvements in electrical signalling for railways." H. H. ШАКЕ. 
(L. Olper, Italy.) Dated November 19th. 

20,873. “Improvements in the manufacture of carbons for electrical and 
other purposes.“ II. R. Gregory. Dated November 1th. 

20,878. “Improvements in telegraph e receiving and translating arrange- 
ments.“ A. Murmikap. Dated November 19th. 

20,879. “Improved construction of coin-freed apparatus for receiving and 
delivering letters, telegrams, and the like.’ J. T. Scorr. Dated November 19th, 

20,926. |“ Improvements in electric arc lamps.“ Crompton & Co., L T5, S. IL. 
Brenton and A. J. Hobesox. Dated November 20th. (Complete.) 

20,931. “An improved method of illuminating dining tables and the like by 
electricity.” H. E. Evans. Dated November 20th. 

30,942. “Improvements in systems of motor control." THE BRITISH Тном- 
son-Hovustox Compaxy, Limiten. (W. В, Potter, United States.) Dated 
November 20th. (Coniplete.) 

20,919. Improvements in safety devices for electrie motor control systems." 
Тик Brivis ‘Puomsox-Hovstron Company, LIIITIL. D. (М. W. Day, United 
States.) Dated November th. (Complete.) 

20,945. " Improvements in electric telegraphs.” C, ApaMs-RaspALL, Dated 
November 20th. 

20,946. *''Improvements in electric telephony.” C. Apaws-RaNprarr. Dated 
Noveinber 20th. 

20,960. * Reversible galvanie cells or so-called storage batteries.“ 
Epison. Dated November 2th. ( Complete.) 

20,961. “Improvements in electric cables.” D. Соок. Dated November 20th. 


T, А. 


20,967. “I Improven ents relating to incandescent electric lamps." H. Н. 
Lake. OV. P. Pinckard, United States.) Dated November 20th. 
90,982. Improved construction of electric meter." F. Moonr. Dated 


November 20th. 

230,995. “Improvements in poles for electric railways, electric lights and 
telephone and telegraph lines.“ H. W. SF. I..., Dated November Elst. 
(Complete.) 

21,004. “Improvements in primary batteries.“ R. F. Нлл. Dated November 
21st. 

21,017 "Improvements in typewriters and in the printing telegraphs.’ J. D. 
WHITE, Dated November 21st. 

21,022. “Improvements relating to the excitation of the field magnets of 
electric generators and electric motors.“ J. К. BLAIKIE, Dated November 2196. 

21,025. Improvements in electric railway systems and switches therefor.” 
Тнк British Tnomson-Hovston Company, Ілмітьь», (F. W. Hild, United 
States.) Dated November 21st. (Complete.) 

21,028. “Improvements in electric railway systems.” Тнк Britian THOMSON- 
Hovston Company, LIMITED. (W. B. Potter, United States.) Dated November 
21st. (Complete ) 

21,027. “Improvements in ground detectors for electric circnits.” Tir 
Britis Тномхох- Носятох Company, LIMITED. (W. Н. Pratt, United States.) 
Dated November 21st. (Complete.) 
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21,0998, "Improvements in electric railways." Tun Ветки THOMSON- 
Houston Company, Limireo. (b. Farn worth, United States.) Dated 


November @lst. (Complete.) 

21,029 "Improvements in tachometers.” Tue Britis Tuowusos-HovsToN 
Compasy, Linutep. (C. D. Haskins, United States.) Dated November zlst. 
(Complete.) 

21.030. Improvements in elee'tr'e railways.” Tite British THomaon-Horston 
Company, LIMIIED. (W. B. Potter, United States.) Dated November Zlst. 
(Complete.) 

21,001, “Improvements in sy tems of electric motor control.” 
Tiromson-Hovsron Company, LIMITED. 
Dated November 21st. (Complete.) 

21,036. “Improvements in switches for electric lamps and the like." 
SaLMOoNY. Dated November 21st. 

21,0 2. *"I:provemen's in electric are lamp carbons,’ T. 
A. KARNES. Dated November 21st. - 


21,286. “Improvements in electric ceiling *osea for suspended and like fit- 
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tings." G. Sperryn and W. H. Woop, Dated November 22nd. 
21100. *Im:rovements in or applicable to ејес` гіс converters or trans- 


fonunera," J. P. HarL. Dated November 22nd. 


21.185 “Improvements in the manufacture of plates for se ‘ondary batteries," 
T. PrscarorkE and TE Терон AccumuLaton Cospany, Іимагеь. Dated 
November 22. d. 

21.149. Electrolytic process for the precipita ion of met#ls and alloys from 
t) eir so uticns, as also for the deposition of metals or allo. on other metals or 
alloys, or on other substances," J. MEvgANtT. Dated Nove mber 22nd. (Complete.) 


21.178. “Tmproveme its in tel phone saitch jacks.” A. WHALLEY., Dated 
November 23rd. 

21,180. An excess electric current indicator control'er and eut.out." P. J. 
Princ Lk. Dated November 23rd. 

21,182. "Improvements in gas pendants chandeliers, electroliers ard the 
like." M. F. Hawkers. (Thrift and Enterprise Company.) Dated November 
2rd. 

21,196. “Improvements in marine and electrie light fixtures and switches 
therefor.” G. L. Marrin. Dated Noveinber 23rd. 

21,216. “Improvements in method of graphitizing electrodes." P. M. 
Jeustick. (The International Acheson Graphite Company, United States.) 


Dated November 23га. (Complete.) 


21,217. “Improvements in current regulators.” P. M. Justice. (The Erie 
Exploration Company, United States.) Dated November 23rd. (Complete.) 


21,2278. “Improvements in or relating to electrodes or the wires or conductors 


- connected thereto in electrolytic cells, meters, or other electrolytic apparatus.” 


Тнк Bastian METER COMPANY, LIMITED, and C. O. BastAiN. 
23rd. 


21,2383. “Improvements in secondary batteries," T. PrsciTonkE and Tur 
Trpor ACCUMULATOR Company, 1лмітЕр. Dated November rd. 


21.252. Improved means of eliminating and retarding certain electric and 
other rays for surgical, medical and otber purposes.“ C.M. Јонхѕох. Dated 
November 24th. 


21,255. ''Improvements in the methods of jointing eleetrical conductors." 
C. V. pe Fal. BH (trading as the Electrical and General Contracting Company.) 
Dated November 24th. 

21,292. ‘Improvements in means for obtaining magnetic adhesion of loco- 
motives or motor cars in electric railways.” Tuk British THoMsox-Hovsron 
Company, LIMITED. (The Uuion Elektrietüts-Gesellschaft, Germany.) Dated 
November 24th. (Complete.) 

91,4]. “Improveinents in insulated electric conductor and method of making 
the same." Тнк Вюитіѕи —"Tuoxwso-HovsroN Company, IINMI TED. (C. P. 
Steinmetz, United States.) Dated Noveinber 24th. (Complete.) 

21.294. Iinprovements in systems of electrical distribution." Тик BiurrsH 
THomson-Houstos Company, LIMITED. (C. P. Steinmetz, United States.) Dated 
November 24th. (Complete.) 


21,801. “Improvements relating to electric meters," F. 
November 24th, (Complete.) 


21,311. ‘Improvements relating to electric traction.” H. C. Kine. Dated 
November 24th. к 


Dated November 


Lex, Dated 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W, P. THoMPSON 
and Co., 822, High Holborn, W.O., and at Liverpool, Manchester and Birming- 
bam, price, post free, 9d. (in stamps). 


1899. 


613. "An improved electro-meochanical system for providing additional secu- 
rity for safes, vaults, and similar receptacies, for the storing ef valuables.” F. Freed, 
1. Freed, D. K. Clink, and G. J. Reed. Dated January 9th, 1899. Relates to an 
improved eleetro- mechanical protection system, and the object is to provide a 
certain infallible means for giving warning upon an improper attempt being 
made to gain access tothe valuables. Consists in the construction, combination, 
and arrangement of the several elements comprising an auxiliary protection 
system independent of the security afforded by the receptacle. 9 claims. 


2,629. "improvements in the electrolysis or electrical treatmont of gases and 
aceous mixtures or compounds.” R. J. Yarnold. Dated February 6th, 1899. 
‘consists of apparatus characterised by being formed with two outside or cover- 

ing conductors (respectively connected with the source of electric energy) the 
space between which is divided by a compilation of respectively insulated 
dielectrics into а series of through channels in such a manner that each adjacent 
pair of dielectrics forms and is separated by one of the said channels, and that 
each of the channels їз bounded at its side only by the insulators. 1 claim. 


6,838. ''Elevater and transfor crane for storage batteries." 8. H. Condict. 
Dated March 17th, 1899. (Date applied for under Patents, &c., Act, 1883, 
Sec. 108, September 3rd, 1898, being oate of application in United States.) The 
invention includes the combination with á travelling overhead crane of a 
number of small elevators, each of which is equipped to pick up and carry a 
tray of batteries wherever desired within the line of travel of the crane in con: 
nection with rows of charging tables corresponding with the elevators. 7 claims. 


6,126. “improvements in eleotricaliy-operated road vehicies.” P. M. Justice. 
(The Pope Manufacturing Co. incor., United States.) Dated March 21st, 1899. 
Consists in the combination of the body, battery boxes supported by said body 
and having each of its terminals unsymmetrically disposed thereon and connec- 
tions secured to the body and having loose endsof unequal length. 4 claims. 


6,126a. ‘improvements in and Аут o storage batteries.” P. M. Justice. 
(The Pope Manufacturing Company (lacor.) United States.) Dated March 20th, 1699. 
Consists of means for connecting various portions of the apparatus and of con- 
necting the batteries to the supply cable with a view to guarding against the 
possibility of improper connection and to the provisions for recharging with a 
view to effecting automatically the interruption of the supply when the batteries 
are fully charged. 4 claims. 


8,046. “improvements № and relating to the manufacture of armoured electric 
tables." E. T. Greenfield. Dated April 17th, 1490. (Date applied for under 
Patents, &c., Act, 1883, Вес. 103, December 15th, 1898, being date of application 
in United States.) Consists of a machine for armouring electric cables by con- 
tinuously furcing strips of metal into suitably-shaped dies through whioh the 
cable to be armoured із caused to pass longitudinally while being revolved 
whereby strips of metal are spirally formed and at the same time applied to the 
cable, The maching comprises three main groups of contrivances, viz, one for 
feeding the unarmoured rable through the machine, another for spirally 


systems." 


forming and applying the armour, and а third for recling cx wi 
the armoured cable. Ihe rate at which these all work is regular“ 
speed of the second operation. 9 claims. 


8,172. ‘“‘Improvements i» electrio railways ow the olesed comda(t 

N. 4 Cox. Dated April 18ch, 1899. Consists of a safets 
cable railway system for a double track comprising Lve line conducto: 
tracks respectively arranged in closed insulated conduits X» wir 
conducting seetions normally electrically dead, a single main, feed 
insulated and having lateral feeder connections at intervals to to 
conductors, generators for said tracks respectively, each ha win 1: 
return connected thereto and both generators connected witha tbe sir 
fecd conductor. 9 clans. i 


8,326. ‘improvements in electric raliways working эп the eurtace 
system." В. Lundell. Dated April 20th, 1809. Relates to electric ruil~ - 
hn: for its object (D to provide simple and efficient means for effer? 
connection between the sectional service conductor and the current i. 
mains (2) to insulate the operative parts from tne surface of the ron: 
avoid po-sible actuation of the switcbing electro-magnet through 1}, 
Ч hese are effected by and through the agency of a series of mag 
controlled т, lays located in air and watertight switch boxes ernbedd-e.. 
год і bed and adapted to control the current flow from the Current 
m in to the branch feeders and sec:ional sei vice conductors by electro- 
sw.tehing devices actuated by an independent circuit preferably of low : 
the arms of the relays being controlled in their movements by а pon 
magnetic field carried beneath the cars and over the relays. З c'aims. 


8,498. ‘Improvements in electrio elevators.” E. M. Johusom. (6. Reane 
United States.) Da'ed April 22nd, 1899. Consis в of an electric motor pr.. 
with electro-magnetic means for automatically closing the circuit throi- 
field-inagnet coils before it is closed through the armature coils ín cox. 
with additional electro-magnetic means for effecting such closure of the c. 
trough the armature coils. 8 claims. 


10,470. ''Improvements in reflectors and shade holders aad reflectors 
eleotrlo and gas lampe." J. Howhole, Dated May 18th, 1899. Cons 
mounting forreflectors in which the inner and outer parts are screwed in 
other and in which the one electrical connection is made by means | | 
contact of the parts of the mounting and the other connec ion by m-: 
suitable contact such as & pin screw or the like. 8 claims. 


11,010. “A wat lampholder for Swan incandeesent olectrie lame 
H. D. Fitzpatriok. (G. Brandt.) Dated May 26th, 1899. Consists of a hcic 
Swan incandescent electric lamps shaped like a double cap insulator An: г 
of porcelain or other insulating and fire resisting material, said holder be 
made that all the conducting parts are insulated from one another by a por 
of the material of the bolder itself. 4 claims. 


11,070. ''improvements in apparatus for making lead battery pistes.” С. 
Gould. Dated May 27th. 1899. ee consists in the presicion of means for pre- 
ing, as far as possible, deflection or bending of the spinning knives where . 
enter the plate. For this purpose it is preferred to form the washers whic. , 
interposed between the knives on the rolls of sufficient diameter to ех: 
almost into contact with the grid plate when the knives are fully insert. 
addition it is preferred to provide special knife separating means indepen: i 
of the rolls interposed between the knives and separating and guſding 1. 
where they enter the plate. 14 claims. 


11,349. ''improvements in electrodes or plates for batteries.” L. i 
Leffer. Dated May 8151, 1899. Each positive plate consists of a solid lea 
having on both sides horizontal ribs which stop short of the edgesof the ; 
aud also projections formed on the edges of the plate. The negative p 
ditfer froin the positive plates only by having in the core perforations Arrai.. 
between the ribs at regular intervals for allowing the electrolyte to pass /, 
one side to the other. 8 claims. 


11,428. “An improved electro-magnetic device for nee in connection with th 
propulsion and steering of ships and for similar purposes.“ D. Baoen., Datei J 

st, 1699. The rotation of the engine shaft is caused to be communieated to % 
shaft which operates the propeller and to the steering shaft through the mà. ш. 
of electro-magnetic power transmitting devices. 8 claims. 


12,297. ''improved means for costrolling electric metore, the Шуга bein 
partioularly adapted to the motors of elevators.” Otis Elevator Ce., Ltd. (Otis tres 
and Co. incor., United States.) Dated June 13th, 1899. Consists of а s» d 
device controlling the circuits of the motor and an operatiag cirouit for Al? 
switch device including circuit controllers whereby the movements of the iut 
nating current motor can be oontrolled by operating said controllers. m 
iucludes a novel governor and brake device. 19 claims. 


12,635. ''Eleotrio meter.” E. $. Halsey. Dated June 17th, 1899. Consisi: 
a set of wheel train counters driven by a small motor through which the cur: 
to be measured passes of a definite part thereof, and the speed of rotatie: 
said motor is in direct keeping with the amount of current passing throu; 
The motor consists of a constant magnetic field. In this field rotate: 
armature consisting of a continuous piece of copper wire and carried 9 
vertical shaft which is geared through a worm, to the recording mechanism 
its upper end; but a small part of the armature lies within the magnetic flr 
one time; the current is led to the armature by two small electrodes tha! 
into mercury in which the arinature is submerged, at opposite borders of 
field so that the current will have to travel the whole length of the fie! 
claims. / 


12,706. ''Eleotrio musonlar exeroiser." A. B. Maomillaa.- Dated June! 
1899. The object of the invention is to provide for the passage of an ele 
current or succession of electric shock through the portions of the bods 
person using the apparatus. In carrying out the invention the qui od ar e 
which are attached to weights or elastic bands are passed over eys ond 
which imparts rotation to & small magneto-generator and suitable elect 
connections between the terminals of the generator and the handles oí 50 
apparatus are made. 8 claims. 


12,869. ‘improvements in driving mochauism for dynamo and ether maoni к 
W. L. Bliss. Dated June 90th, 1899. Relates to means suitable tor driving 8 
dynamo from the axle of a car. The motion is communicated from the axle 10 
the wheel which drives the armature pinion or pulley, through a flexible dx 
connection which transmits only the rotative component of the axle mo, 
all other components being lost. The dynamos mounted on the car 1 * 
avoiding shock, &c., which the axle gets and does not put апу of its weight . 
the axles. 12 olains. 


A. J. Boshi. F. l. 
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loosened and spread apart. 2 claims. 


13,670. '"'improvements in electric generators for gas : 
Molanerney. Dated June 80th, 1899. In the generator is a horse-shoe рак 
magnet with laminated wire wound poles and a keeper and means for 1 55 
one past the other to first reduce the magnetic flux and then increase 

to electric railways aed tramways 


denly toa maximum. 10 claims. d 
14,218. "Improvements relati ea 8 

contact s P J. Witter. (The Kiektricitats Aktien-Geselisohaft eot 
and Co., Germany.) Dated July 10th 1899. Relates to а system ot 1 
way with seotlonal conductors and relays in which the sectional obi je; a 
switched on and otf by means of relays controlled by the passing ir in whee 
which the relays may be reversed in groups according to she direc on or sn 
the vehicle is desired to move, this reversal being effected by һай 
matically. 8 claims. Е 


16,148. “‘Improvements in Junotion hexes for undergrosud пески De 
Sismens Bros. & Co., Ltd. (Siemens & Halske-Aktien Geselleehaft, Germany”, p 
July 22nd, 1899. Relates to means of roviding agsinet t adiacen't cond? 
circuiting by enclosing the junction portions of two or more provided vi 
tors in Separate conipartmens of the junction box having openings of the 
covers во arranged that when access iy given to one the opan V | 
аге песеязагї!у closed. 1 claim, мав 
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electric railway working justifies us in making a few remarks 
anent the paper read by Mr. Langdon before the Institution 
of Electrical Engineers, a reprint of * is concluded in 
this issue. 

To our mind, the paper does not appear to have been put. 
forward as a serious attempt to work out the complete solu- 
tion of a practical case in detail, but rather as a first approxi- 
mation, calculated to give rise to a higbly instructive 
discussion, and to afford a foundation upon which a more 
elaborate and more practical scheme can be based. 

It cannot be supposed, for example, that a pressure of 600 
volts will ever te adopted for the electrical operation of an 
important, main line, and it is questionable whether a length 
of 50 miles would give a sufficiently steady load to enable a . 
satisfactory economy of working to be obtained. Unfortu- 
nately, however, many of those who took part in the dis- 
cussion gravely accepted the system as not only practicable, 
but reasonable, and proceeded to discuss the details accord- 
ingly. | 

No doubt, as was stated in the discussion by 
Mr. Hudleston and others, and as appears from in- 
vestigations which we have made, the tractive power 
arrived at by: Mr. Langdon was much too low, and the 
saving in coal claimed for the electrical system must be 
largely discounted. On the other hand, as Mr. Lawson 
showed, the efficiency of transmission was needlessly under- 
estimated, and the introduction of rotary converters further 
cuts down the efficiency.. The effect of a low load factor 
upon the coal consumption was also referred to. But it 
must be borne in mind that a main line of railway is 
altogether different from an urbar or suburban line, and 
still more from a street tramway ; instead of eight or ten 
stops per mile, as in the last case, or two or three, as in the . 
first, the stops will generally occur only at intervals of five 
or six miles, and in many cases, of 50 or 100 miles. More- . 
over, as the frequency of stoppage is diminished, so also does : 
the probability of more than one or two trains starting 
together become more remote. The greater the length of 
line supplied from any one station, the greater is the average 
load, and the less the variation due to starting and to mount- 
ing gradients. In fine, we cannot but believe that on a 
practical scale the Joad factor of the running plant will reach 
a very high value, so that the mean load need not be far 
below the most economical output of the running plant, and 
that the load factor of the whole station over the 24 hours 


can by good management be kept at a high figure. 


From an impartial standpoint it seems certain that the 
three-phase system of transmission is а sine gud non for this 
class of work, in which the cost of the electrical line is so 
important a consideration; it is equally certain that sub- 
stations requiring skilled attendants are inadmissible, and 
we are forced to the conclusion, to which other considera- 
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tions also lead us, that three-phase motors on the trains 
themselves are the only possible kind to satisfy the condi- 
tions. The series-parallel system, the great bulwark of 
direct current traction, loses all its advantages when the 
stops are few and the speed constant between stations. 
Large polyphase motors are fully capable of meeting all 
possible demands upon them as regards starting torque, 
efficiency, and reliability, their only real drawback being 
their low power factor ; even this is not a serious fault when 
powers of 100 н.р. and upwards are in question. 

An important point, to which Mr. Campbell Swinton 
drew attention, is the desirability of supplying as great a 
length of line as possible from a single power station. This 
ought to be regarded, we think, especially from two points 
of view—the maintenance of a high mean load, во as to be as 
far as possible independent of local disturbance of traffic; and 
the necessity of securing the greatest possible reliability of 
service. These considerations are mutually opposed ; for it 
is obvious that the more the supply is concentrated in one 


station, the more serious would be the results of a breakdown ` 


either there or in the electrical line. Reliability can to 
some extent be obtained by operating the power stations in 
. parallel on the high pressure lines, 8o that every point is fed 
from at least two separate sources, and by duplicating the 
feeders ; unfortunately it is out of the question to employ 
underground cables, so that entire reliance must be placed on 
a well-designed overhead line. 

As regards the system of distribution to the trains, it 
seems to us to be highly probable that public opinion, as 
represented. by Parliament, will never sanction the use of 
contact rails for pressures much above 500 volts, and we 
shall consequently be compelled to employ overhead contact 
wires. This, however, is not altogether a disadvantage, and 
it is possible that by removing the active conductors entirely 
from the plane of the running rails it will really simplify the 
question of crossings and sidings. 

A most important contribution to the discussion was that 
of Mr. Frank Sprague, who pointed out that an electrical 
line must be organised on a basis totally distinct from that 
of a steam line. In the latter case it has been found 


necessary for economical working to run long and heavy 


trains ab considerable intervals, while the genius of electricity 
is entirely in favour of smaller units at short intervals.. As 
a nation, we are 80 bound by precedent that we are apt to 
attach far too great a value to * things as they are,"— 
witness the slow evolution of a modern corridor railway car 
from the old-fashioned “ coach," by which title, in fact, it 
is. still called by railway men. We must break away from 
current methods, and consider the requirements of the newer 
motive agency ; and in this connection the possible abolition 
—not merely the supersession—of the locomotive must be 
taken into account. This will at the same time lead to other 
radical changes, and to economies of a totally different nature 
to those already considered. Wear and tear of permanent 
way; reduced cost of bridges; a far more frequent service, 
with the consequent saving of time and better division of 
labour at the stations—many such factors at once come into 
view when the adoption of a distributed-motor or “ multiple- 
unit“ system is debated. 

It appears to us that while Mr. Langdon's most timely 
paper gives a good start to the subject, there is abundant 
scope for other papers in which the above, and similar points, 
inay be exhaustively dealt with, and a really definite and 
complete solution threslicd out. 


American Commerce and Manufacture. — Our 
American rivals are making great headway in both their 
imports and exports. This is very pointedly shown in 4 
table which we reproduce below from the New York Е. 
trical World. Nearly one-half of the iniportations are nox 
for their use, and more than one-third of the exportation 
are their products. Their importations during the nip. 
months ending with September, 1900, amounted t; 
$281,000,000, a daily average of over a million dolls, 
while their exports of finished goods in the same tim: 
amounted to $338,000,000, a daily average of more than a 
million and a quarter dollars. .Never before in the history 
of the country have the manufacturers figured so well in 
both directions. During the four years shown in the table, 
they have increased their importation of materials for use in 
manufacturing more than 50 per cent., and increased their 
exportation of finished manufactures more than 80 per cent. 
The table shows the importations of manufacturers 
materials, and the exportations of manufactured goods ii 
nine months ending with September in each year from 18% 
to 1900 :— К 


Nine months Manufacturers’ Manufactured 
ending materials goods 
Sept. 80th— imported. | exported. 
1886 ., $175,889,544 . $101,025414 
1887 .. .. 190,834,580 98,101,603 
1888 ... PEN 175,784,865 99,842,972 
1889 ... . . - 198,221,116 Pes 111,115,263 
1890 ... ..  208,853,767  ... 113,899,554 
1891 ... . 225,807,206 126,911,057 
1892 ... .. 219,091,192 111,290,024 
1893 ... РРР 224,491,726 129,998,845 
1891 ... РЕ 169,201,132 та 133,378,609 
18955. 238,402,550 145.793,834 
1898 m 183,752,693 184,807,004 
1897 * ius 200,510,839 219,478,810 
1898 ... . .. 193,482,109 227,822,045 
1899 ... e 242,178,074 27,502,649 
1900 oe 281,675,019 338,678,243 


Battery Traction in Belgium,—Accumulator traction 
has received a rather severe check in Ghent (Belgium), a 
industrial town of 175,000 inhabitants. About a year ag 
the tramway company decided to adopt electrical їтасйот. 
disposed of its horses, and replaced them by accumulates 
for in view of the fact that the town is composed of 2; 
islands with 140 bridges, the difficulties of an overhec 
system were very great, and an underground one was prec- 
tically out of the question. In view of а very advan- 
tageous proposal the concession was granted by the town v 
a company, or, rather, to two companies (for the cones- 
sionaires were so divided); one took in hand the exploitati:: 
of the line and the other the station for charging the acet- 
mulators. Several municipalities on the Continent la 
since been awaiting the result. It is regrettable, hows. 
though not a little instructive, to learn that the trial —- 
been a failure. Despite the enormous difficulties in i: 
way, the company now proposes to construct an ovale 


- system save over the impossible bridges, when th. 


accumulators will be utilised. 


A Search-Light Báton.— At the big rally of tt 
Republican party at Madison Square Garden, New Yeri 
City, on Friday night, October 26th, it was propose |: 
have the vast crowd join in singing “The Star-Sparz! 
Banner," America,“ &c., but the great problem was b. 
to lead. the mighty chorus. The difficulty was sose- 
by Mr. Chas. J. Bogue, upon a suggestion from Mt 
Humphrey, the bandmaster of the Seventh Regim- 
N. G. S. N. V., and musical director of the Madison Sir 
Theatre. Mr. Bogue installed on Madison Square Тс". 
just below the revolving statue of Diana, and at a beige 
over 300 feet from the ground, one of his powerful man: 
projector search-lights, and the beam of this light was të 
in place of the bâton to lead the singing. With a ve*' 
lessons Mr. Humphrey caught the knack of handlirg `- 
scarch-light, and the beam was flashed up and down. t 
fro, with the utmost ease and precision, The result: *- 
most effective and startling. The New York F 
World, in mentioning this incident, remarks that it 
unquestionably the first time that an open-air concer - 
been led by an arc light beam instead of a balon. 


~ 
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' SOME NOTES ON THE DESIGN OF LARGE 
ALTERNATORS.* 


* Bv A. HEYLAND. 


(Continued from paye 896.) 

i: Ax inspection. of the short-circuit curve of this generator 

.. ghows that to produce an armature current of 100 amperes 
per phase, a field current of 18 amperes is necessary. The 

difference between the two exciting currents is (150 — 18 

> =) 132 amperes (fig. 4). Such a field current means an 


Dxoitation of 150 amperes (for 2,380 volts). 


——————— MN 


a У 
— 
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Resultant excitation of 183 amperes Excitation of 
(for 2,240 volts). 18 amperes. 


Fia. 4. 


induced pressure (fig. 2) of 2,240 volts. The difference, 
vi, 100 volte, therefore represents the armature leakage. 
Expressed as a percentage of the terminal pressure (2,240 
volts) it is 4°5 per cent. As the armature leakage is pro- 
portional to the armature current, the pressure representing 
it for an armature current of 200 amperes would be 200 
volta, 

From the data now available, and with the help of the 
simple vector diagrams of Rothert and the writer,f it is 
posible to determine the decrease of the magnetic flux 
cutting the armature conductors, due to the magnetic leak- 
age in the armature, and this will give the fall of pressure 
X the alternator. | 

Referring to fig. 5, A, B is the flux at no load, correspond- 


g to the terminal voltage of 2,200 ; the phase of the volt- 
fe E will be, of course, at right angles to A, B. The phase 
the current will be given by 1, and the phase difference 
- isting between the current and the pressure will be shown 
„the angle s. For the assumed case under discussion, 
"8 equal to 200 amps., and cos ¢ is assumed to have the value 
35. To the above-mentioned flux must be added the arma- 
re leakage flux B, С (200 volts as determined above), and 
o a very small flux, c, D, at right angles to I, corresponding 
the pressure lost in the armature due to its ohmic resistance, 
aich in this case is 44 volts. The total flux must there- 

е be 4, D (instead of А, B), in order to get the terminal 


These notes have special reference to tests made on the alter- 
ors of 1,000 K. R. P., exhibited by The Electricité et Hy- 
ulique, Limited, of Charleroi, at the Paris Exhibition. 

-* Rothert, E. T. Z., 1896, p. 575; Heyland, E. T. Z., 1896, р. 618. 
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pressure E, and this flux decreases with an increase of the 
lag angle p. The flux A, D (corresponding to an induced 
pressure of 2,350 volts per phase) will be seen from the 
magnetisation curve to require an excitation, A, F, of 145 
amperes; add to this an excitation of 36 amperes obtained 
from the short-circnit curve for the value 200 amperes in 
the same phase as the load current 1, and the resultant exci- 
tation, A, G, will be seen to be 168 amperes, corresponding 
to an induced pressure of 2,500. 

It will be seen, therefore, that this particular alternator 
has a fall of pressure at 200 amperes per phase, and with a 
power factor of 0°85, of 300 volts per phase, that is to say, 
12 per cent. "The smallness of this figure is remarkable, and 
is due in а great measure to the high saturation in the field 
poles and air-gap ; had the points on the magnetisation curve 
indicating the working pressures of the alternator been on 
the straight parts of this curve, thus being approximately 
proportional to the excitation, the fall of pressure would have 
been 20 per cent. instead of 12 per cent. 

Fig. 6 shows the diagram applied to the case of a 


Fio. 6. 


non-inductive load, the armature current 1 being in phase 
with the pressure E. The flux at no load necessary for a 
terminal pressure of 2,200 volts (under these conditions the 
terminal pressure is in the same phase as the induced pres- 
sure) is represented by the line 4, B, representing 2,200 volts 
to scale; the armature leakage flux, B, c, is represented by 
200 volts, and the ohmic drop, c, D (representing the arma- 
ture flux required for this) is 44 volte, both these quantities 
being as before; the required exciting current is given by 
A, F, with the help of the magnetisation curve, and is 132°5 
amperes. The field ampere-turns for the reaction of 200 
amperes are represented by Е, G as an exciting current of 
36 amperes, and the resultant excitation, A, G, is thus found 
to be 141 amperes, corresponding to an induced pressure of 
2,315 volts. | 

The fall of pressure (at constant speed and excitation) 
with a non-inductive load of 200 amperes per phase is thus 
found to be 5 per cent. ; with a non-saturated field system it 
would be 8 per cent. 

The effect upon the pressure drop of decreasing the air- 
gap is of special interest with such alternators working with 
a highly saturated field system. With ordinary machines it 
is well known that an increase of the air-gap diminishes the 
fall of pressure, and гчее versa, but with alternators designed 
on the lines under discussion this effect is inconsiderable. 
Thus, for instance, decreasing the air-gap from 0°315 inch 
to 0:236 inch displaces the magnetisation curve round an 
axis, O, fig. 2, it taking ‘up the position indicated by the 
dotted curve. The form of the vector diagram then changes 
as shown in fig. 7; here A, B, is the armature flux at no load 
represented by 2,000 volts, and a, D is the resultant arma- 
ture flux at full load, that is, 2,350 volts, both these fluxes 
having the same value as before. Corresponding to the 
magnetic flux represented by 2,350 volts there is required 
(see dotted magnetisation curve) an excitation, a, F, of 105 
amperes. Adding to this the field current, F, с (36 amperes), 
the resultant current, A, G, will be seen to be 129 
amperes—correspondiny to this latter current is an induced 
5 of 2,540 volts. That is to say, the fall of pressure 

risen to 13°5 per cent., whereas had the poles not been 


D 
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saturated the fall of pressure for the decrease of air-gap in 
question would have been 30 per cent. 

Fig. 8 gives the fall of pressure for the case of the nou- 
inductive load under these conditions, which has risen only 
to 6 per eent., whereas had the flux densities been of normal 
value, the fall of pressure would have been 10 per cent. 


Fic. 7. 


The advantage of a saturated field. system is thus seen to 
he of even greater value with diminished air-gap length, 
or what is the same thing, when a large portion of the exci- 
tation is required for the iron circuit alone. Especially is 


Fic. 8. 


this the case with small machines, as the air-gap cannot be 
reduced beyond certain limits with machines of large 
diameter, 

( To be concluded. ) 


AN ELECTRIC THEORY OF NERVOUS 
AND MUSCULAR ACTION. 


SEVERAL investigators have been struck with the analogies 
between the behaviour of the so-called coherer when acted 
upon by electric waves, and the behaviour of the nervous 
system under the influence of stimulus. Dr. Lodge, in a 
lecture delivered at the Royal Institution in 1894, founded 
on this resemblance an electrical theory of vision. His 
theory was, that the retina was an electrical organ, main- 
taining an electromotive force which is prevented from 
stimulating the nerves by an intervening layer of badly con- 
ducting material, or of conducting powder with gaps in it. 
When light, which is a form of electric radiation, falls upon 
the retina, these gaps become more or less conducting, and 
the nerves are stimulated. Branly, the inventor of the 
coherer in its modern form, has also propounded a coherer 


— — — — LLL —— — — — — ę— —— ee k. — 


* Lodge “Signalling Through Space Without Wires,” p. 30. 
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theory of nervous action.“ Dr. Chunder Воњ | utilis , 
his remarkable discoveries f as to the molecular men S nu 
which take place in inorganic substances under the ші B 5 
of electric radiation, has developed a theory of nervom "E n 
muscular action which goes much further than that of "E E kn 
oue of his predecessors. A short account of his ims. | ^^ 
tions was given in a paper read at the Bradford meeting i Б $n 


the British Association, which, we understand, is to be t. 1. 
lowed by a fuller paper to be read before the Rod I 
Society. m 
When investigating the action of electric radiation Т 1 
inorganic substances, preferably in the form of fine partcs, 1 , 
Dr. Bose discovered that in some cases their conduct 1, 
was increased, in other cases it was reduced. In some db. d 
stances, this change of conductivity was permanent, in | .. А 
others, the original conductivity was recovered immediate $ ~ T 
after the electric stimulus was withdrawn. It is the hun a 
class of substances which show, in their behaviour, a remar. ae 
able resemblance to the behaviour of nerves and musk rus 
under stimulus. um 
A good example of а self-recovering inorganic subst. ‘i 
is magnetic oxide of iron (Fes O,) slightly warmed. Fig. ne 
shows the time changes in conductivity which take place i: и 
v 

V 

| “уй 
= 10 b 
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E | 2 
© Mon 
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© imu 
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is a latent period. The response begins to take place a vey 
short time after the action of the stimulus, and the chang 
continues even after the cessation of the stimulus; afte 
rapidly attaining a maximum, the substance recovers wit 
more or less rapidity. With some substances a tendency to 
oscillation or after-vibration has been noticed. | 

Fig. 2 shows the usual curve obtained when a mus в 
stimulated; the vertical ordinates representing expansion d 
contraction of the muscle. It is very similar to the Fe, 0, 
curve, having, in addition, distinct terminal oscillations | 

Substances having quick self-recovery like Fe, 0, sot |^ 
interesting superposition under the influence of ШЕШ 
stimuli. When the intermittence is slow, the curve, fg. 
(«), rises in steps, gradually decreasing in length till de = 
maximum change is reached, after which a horizontal n" 1 АШ, 

| 


Time. n? IT 

Fig. 1. Fig. 2. Wm 

» wi i 

this substance when excited by a single electric flash. Thay 1: die: 


line is maintained till the stimulus ceases, when there £ i 
rapid fall. When the intermittence is rapid, the step ni | 
not visible, fig. 3 (0), but the curve has the same & ca 
form as (4). The curves for muscles under intermittent — izi; 


stimulation are absolutely identical with those for Fe 9, s td 
shown in fig. 3. 1 27 
There is also a remarkable analogy in the effects of wm- Эмы 
perature on the curve of Fe, O., and the curve of mur f n 
contraction. An increase of temperature up to à eam ox i 
limit increases the sensibility, and hastens the recovery ^ fu] 
beyond this limit, the sensitiveness and the quickness "* ` dis 
recovery are both diminished. There is evidently 4 e fien 
perature of maximum of sensibility for both Fe, 0, ad f ELT 
muscle. ee “Tay 
The recovery of certain inorganic substances E e 
by the admixture of foreign substances; for example. pr ^g 
sium has a quick self-recovery, but when amalgamated us * 
mercury, the power of self-recovery is lost. Dr. igo | їй 
in this an analogy to the action of certain poisons, i» 
reratrut upon muscle. EX к * q 
The most striking application of Dr. Bose's уро КЕТ 
to the explanation of certain phenomena of vision. me | I4 i 
According to the theory at present in vogue among p Sag 
JJ c tu LL pU UL ⁊ 88 MM 
* ELECTRICAL REVIEW, Vol. 42, p. 282. 7 ЕВ 
f ELkCTRICAL Review, Vol. 47, p. 199. Hs | 
ü 


——— ae 
vol. 47. No. 1,203, Drcempzn 14,1900] THE ELECTRICAL REVIEW. 933 


— v nM KP t ipii —————— PÓÀYÀ —Ó—Á— ———— — eee 


ologista, vision originates from the metabolic changes pro- 
duced in the visual substances in the retina; these changes 
take place in two stages, the constructive or anabolic stage, 
and the destructive or katabolic stage. The theory is very 
complex, and several apparently unsuperable difficulties 
appear to stand in the way of its acceptance. It is difficult, 
for instance, to see how the rapid visual processes could be 
due to the comparatively slow chemical action which must 
le involved in the breaking down of tissue, followed by ts 
regeneration. 

According to the electro-molecular theory of Dr. Bose, 
the visual impulse is an electric impulse; the nerve is a con- 
ductor of electric current, and the brain an extremely delicate 
detector of current. There are two possible ways in which 
the current in the nerve may be supposed to respond to the 
varying stimuli of the incident light. (1) The incident 
light may control the E.M.F. in the nerve circuit, by causing 
an allotropic change in one of the plates of something cor- 
responding to a galvanic battery. (2) The E.M.F, in the 
nerve circuit may be constant, and the incident light waves 
may control the resistance in the same way as electric waves 
control the resistance of a coherer or molecular receiver. 

The latter view is much the same as that adopted by 
Lodge in his electrical theory of vision, but Lodge failed to 
explain some curious oscillation phenomena of vision to be 
described later on, because his erroneous theory of the coherer 
led him to believe that electric waves could only reduce 
resistance by welding the particles, whereas Bose has shown 
that with many substances the resistance is decreased by the 
electric impulse. 

Dr. Bose is led to choose (2) as the correct theory, since 
experiments seem to show that a constant E.M.F. actual 
loes exist in the visual circuit. The feeble visual sensation, 
‘lt even in the dark, and known as the “intrinsic light of 
he retina," seems to be due to a real constant E.M.F. 
ways acting in the retrial nerve circuit. Whatever view is 
orrect, the variations of nerve current would be due to 
lotropic strain produced by the incident light waves. 

If the effect of a luminous image on the retina is to 
roduce a series of allotropic changes proportionate to the 
ntensity of light at each point, then the image ought to 
е reproduced if an E.M.F. is applied before recovery has 
aken place. Dr. Bose attempted to get this result by apply- 
п” an external E. M. F., but failed. Then it occurred to 
im that the internal E. M. Fs. of the nerves themselves might 
roduce the required effect, which would be observed on 
losing the eyes immediately after the impression. His 
xpectation was fulfilled by the appearance of “ after 
nages,” These “after images" had long been known, 


hough it had not occurred to him, up to that moment, to 


onnect them with his investigation. 

Hitherto the commonly accepted explanation of “after 
nages" has been: that they were due to fatigue of the 
tina. Huxley, for example, says : “ The excitability of the 
tina is readily exhausted. Thus, looking at a bright light 
ipidly renders the part of the retina on which the light falls 
sensible ; and on looking from the bright light towards a 
oderately lighted surface, a dark spot, arising from a 
mporary blindness of the retina in this part, appears in the 
eld of view." This explanation leaves out of account a 
ту characteristic feature of these after images, namely, that 
ey are of am alternating or oscillating character. The 
ter images, if produced under the proper conditions, pass 
om dark to bright several times in succession ; and the 
fatigue ” theory gives no real explanation of this and 
any other peculiar phenomena of * after images." - 
According to Dr. Bose's theory, a continuous light, which 
In reality, a rapid-succession of electrical impulses, brings 
out allotropic conductivity changes in the retina of the 
rm represented by the diagram fig. 3. "Tbe conductivity 
зев rapidly to an amount corresponding to the intensity of 
le light, and remains practically constant at that, till the 
sht is withdrawn. Then the conductivity suddenly falls, 
id may be even carried below its normal amount, and 
mtinue to oscillate above and below this normal several 
mes. Thus are the alternate positive and negative after 
lages, seen on closing the eyes, accounted for. 

For observing the after image due to a single short im- 
ilse, Dr. Bose recommends the following method :—One 
id of a tube is closed by a glass disc coated with lamp- 


black, on which transparent letters may be scratched with a 
pin. Turn the blackened disc towards a strong light, and 
make an instantaneous exposure by means of a cardboard 
shutter. 'The eye which saw the transparent letters for u 
moment is immediately closed. It will be found that at first 
there is hardly any well-defined visual sensation, but 
gradually the after sensation of the luminous characters 
attains a maximum intensity and then fades away. This 
case corresponds to the curve fig. 1, where the maximum 
conductivity is attained some time after the instantaneous 
initial impulse has ceased. 

The oscillating after images produced in the two eyes by 
long exposure to a strong light are found to be connected 
in a remarkable way. They are not in the same phase, but 
differ hy a half period; ie., when the positive image is at 
a maximum in one eye, the negative image is at a maximum 


AS 


) 
(а) 


(b 


Fic. 3. Fig. 4. 


in the other. ‘It is evident that this division of labour in 
binocular vision is of great advantave in the animal economy. 
Usually the effect is not noticed owing to the summation of 
the two partial effects in the brain, and also to exposure 
of fresh portions of the retina by the constant movement 
of the eye. 

The effect, however, can be shown by superimposing two 
luminous tracks by means of a stereoscope. For this the 
following experiment may be, arranged: Two * inclined 
slits L, R, fig. 4, are cut in a blackened cardboard at a suit- 
able distance from one another. When the design is looked 
at through the stereoscope the right eye will see R, and the 
left 1,; the two images will appear superimposed, and an 
inclined cross is seen. The object of making the cross 
inclined is to distinguish the after-image of this particular 
slit from the visual memory of the erect cross. 

When the stereoscope is turned towards the sky, and the 
cross looked at steadily for some time, owing to the alterna- 
tion referred to above, it will be found that while one arm of 
the cross begins to be dim, the other becomes bright, and 
vice versa, care being taken during the experiment that the 
eyeballs do not move. x 

The fluctuations become far more prominent when the 
eyes are closed ; the pure oscillatory after-effects of the 
strained sensitive molecules, unaffected by the disturbing 
effect of further light stimulus are then obtained in the most 
vivid manner. To observe the difference of phase, both eyes 
look at the pattern in the cardboard in the manner above 
described. After an exposure of 10 seconds or more, the 
eyes are closed. The first effect after closure of the eyes is 
one of darkness due to rebound. "Then one luminous arm 
of the cross projects aslant the dark field. As every portion 
of the retina is not equally sensitive, the after-image 18 not 
instantaneously formed in the field, but appears to jut out 
from one end to the other. This arm now slowly disappears, 
and then the second arm of the cross (produced in the other 
eye) shoots aslant the field. · This alternation proceeds for a 
long time, and produces the curious effect of two luminous 
blades crossing and recrossing each other. Owing to the 
relative retardation of after-effect due to different coloured 
lights, the two crossing blades successively exhibit a gorgeous 
display of chromatic effects. 

This difference in phase of half a period in the two varying 
currents of the two eyes, is one of those phenomena, the 
explanation of which may be expected to lead to an impor- 
tant addition to our knowledge of the nervous system. 
This difference of phase may be changed by subjecting one 
eyeto different conditions of temperature and pressure, or by 
exposure to different coloured lights. | i 

Dr. Bose draws attention to the fact that memory visual 
images seen by closing the eyes and recalling some vivid 
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scene impressed оп the brain long ago, have the same 
oscillating property as the after-images of the eye. This 
points to the interesting hypothesis that memory, and 
perhaps also dreams, are due to allotropic modifications of 
the nerve substance which are liberated and set oscillating 
by the act of the will. 

The outcome of this far-reaching hypothesis of Dr. 
Chunder Bosc, in the light of modern discoveries in mole- 
cular physics may be shortly summarised as follows: -The 
substance of muscles and especially of nerves, consists of 
organic molecules, the chemical bonds of which are delicately 
suspended like the beam of a chemical balanced so that a 
deflection from their position of equilibrium is easily brought 
about by an electric wave. These chemical bonds, as we 
know from J. J. Thomson’s theory, are electrified corpuscles 
of much smaller mass than the atoms, and are, therefore, 
practically the only part of the molecule affected by the 
potential gradient associated with an electric wave. The 
deflection of the chemical bonds results in the formation of 
temporary or permanent allotropic molecules, t.e., molecules 
in which the same atoms are combined in a different way. 
These allotropic changes bring about changes in the con- 
ductivity of the nerve, and hence in the electric nerve 
currents. 

Prof. Perry has said that the future of electricity is in the 
hands of the chemist and the molecular physicist; it is 
becoming evident that we shall have to look there also 
for the future of physiology. 


REVIEWS. 


Electric Tramways. Berlin: Issued by the A.E.G. 1900. 


Many beautiful and artistic brochures, replete with 
interesting matter and copiously illustrated with excellent 
views, have reached our hands from time to time, often from 
the United States, not seldom from our own manufacturers ; 
none of these, however, can compete with one forwarded to 
us some time ago by the Allgemeine Elektricitäts Gesell- 
schaft, of Berlin. This remarkable and, we should think, 
unprecedented production is a volume 134 inches x 10 
inches x 14 inches thick, elegantly bound in cloth ; it 
comprises 400 pages of the finest paper, with something like 
500 illustrations, most of which are large half-tone en- 
gravings. 

Commencing with a panoramic view of the interior of the 
company’s workshops, a short account is given of the parent 
company, and of the allied companies to which it has given 
rise. The original undertaking was founded in 1883 under 
the name of the “ Deutsche Edison-Gesellschaft," and has 
played a leading part in the development of electrical 
industry ; its capital is now 60,000,000 marks, and is larger 
than that of any similar enterprise in Germany. The president, 
Herr E. Rathenau, is well known throughout the profession. 
Among the allied companies, numbering upwards of 50, 
with a capital in many cases of 10,000,000 to 30,000,000 
marks, we note the Aluminium Works of Neuhausen, the 
Berlin Electricity Works, the Rheinfelden Power Station and 
Electro-Chemical Works, the Electrical Company, Limited, 
London, &c. A list of central stations constructed by the 
company follows, representing a total of 90,000 Kw. 

Next succeeds a general description of the various systems 
of electric traction—the original invention of which, by the 


way, is claimed for Germany, although the development of. 


the overhead trolley system is credited to America. The 
first line equipped by the A.E.G. was the Halle municipal 
tramway in 1890, which paid from the commencement ; 
the company has now 1,300 kilometres of track running or in 
course of construction, with 23,000 motor cars, and 20 lines 
in prospect. The “underground” (conduit) system is 
spoken of as costing sometimes five to eight times as much 
as the trolley system, while the “underground system of 
superficial contact" is dismissed with the remark that “ up 
to the present no reliable distributor has been invented." 
The deseription is written here and throughout the book 
in three languages—German, French, and English—in 
parallel columns, and is accompanied by illustrations of 
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routes are most artistic and pleasing. pe 


overhead construction and line materials. Among ti 
latter are some interesting devices for the protection of tle 
phone wires, including the extremely simple method d 
placing the earthed guard wires % the arms of the telephon 
poles! Numerous illustrations follow of car motors ani 
trucks, controllers, special types of cars, sheds and workshops 
After this introduction comes the body of the works 
trated descriptions of tramways in actual operation, Мж 
of these are accompanied by maps of the routes, statisis 
of various kinds, gradient diagrams, &c., and the views of . 
the generating stations, depots, and places on the trammy |. 


In the course of a rapid review of the descriptive matte, 
we note that some of the streets in Essen, through whih |, 
tramways are laid, are only 3:5 m. in width! At Sime | | 
burg, in the vicinity of the University, the double trolley | 
system is used, to avoid magnetic disturbance of the instr. 
ments in the electrical laboratories. Owing to the difficuli 
grades met with in Genoa (the steepest being 1 in 2'7), cable 
trams have in some cases been found necessary; in о» 
instance a spiral tunnel, with a rise of 12 m., and a radis 
of 20—25 m., is used, with ordinary trolley cars. We mi; 
add that the views of Genoa are of exceptional beauty amd. | 
number. At Danzig and Duisberg the trolley lines pass ove. 
draw-bridges of the bascule type, special devices eng 
employed to ensure true alignment of the overhead eondue- 
tors at their junction. Water-tube boilers appear to te 
almost invariably used, and belt driving is very much in 
evidence. 

An appendix deals with locomotives of various des- ** 
tions, an interesting elevated electric railway, 150 m. long ї 
between two of the company’s offices, and ап undergrowi 
section of tramway passing under the Spree, in Berlin. 

To do justice to the illustrations and the general ge-up« 
the book would be as difficult as to properly appreciate tie 
importance and value of the work done by the company; w 
will content ourselves with saying that the volume forms one 
of the strongest, arguments in favour of electrie traction vit: 
overhead wires that we have ever met with. 


Electric Wiring Tables. By W. PEN Maycock, MLELE 
London: Whittaker & Co. 1900. Price 3s. 6d. 


This is a neat little waistcoat-pocket set of tables, designe 
to facilitate to the utmost all the ordinary operations involve 
in laying out an electric lighting installation. There are 3 
tables in all, including the usual wire-gauges, particulars c 
conductors, lamps, fuse-wires, prices, ready reckoners, & 
well as several original tables relating to the calculations fo 
* pressure-drop," size and length of wires. The resistan 
and effective areas of copper cables are based on the 8 
contained in the report of the Committee on Copper (. 
ductors, which is reprinted in full. . 

A table of outside diameters of insulated cables is 27 
but as the type of insulation is not stated, we fail to & © 
what use it can be. Twenty pages are devoted to “ pressum 
drop” ; the author advocates the use of conductance inse 
of resistance in all calculations in this connection, and 278 
full explanations and worked examples, as well as five table . 
showing in various ways the relations between the $7. | 
length, current and lost pressure. А table showing W 
variation of candle-power of glow lamps with the presu * 
added, apparently for the purpose of emphasising the fact tè" 
it does vary; it is a somewhat nebulous quantity anyhow, ү m 
and perhaps the less said about it the better. 

The author strongly favours copper wire for fuss“ 
think he will find few engineers in agreement with ш 
on this point. Although it is carefully stated in a $7 
discussion of fuses, that fuse wires should not be strands. 
tables showing the fusing currents of from one to ten 977 
“ paralleled apart or stranded, preferably the forme, 5 
given, as though the difference were trifling. A | 
table shows the fuse current corresponding to а шуш 
centage increase on the normal value, the percentage tabu- 
lated being 50, 75, 100 and 150 for currents Up " - 
amperes, 25 to 100 for currents 21 to 50 amperes, 7. | 
75 for currents 55 to 300 amperes; the reason Wi ^. 
graduated scale is adopted is not stated, but we fail to ® 
the practical use of such low increases as 125 and 257 |. 
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cent.—especially with large currents, and correspondingly 
more important installations. The fuse should be set 
high, to prevent unnecessary extinction of the lights; the 
higher the better, so long as it protects the conductor from 
over-heating. Various methods of defining minimum insu- 
lation resistance are duly embodied in tables—a_ useful 
innovation, having regard to the enormous variety of rules. 
A list of towns using: alternating current supply is given, 
all the rest being, not unnaturally, assumed to be supplied 
with direct current; we may point out that Blackpool, 
Prescot, and the Metropolitan Electric Supply Company's 
area possess also a direct current supply, in addition to 
those indicated as doing so in the table. A very useful 
demand indicator ready reckoner is given, as well as an 
explanation of the system.  Misprints, so far as we have 
noticed, are rare and unimportant ; but two innocent-looking 
pages are devoted to advertisements of the author's other 
books The tables are well arranged, and likely to be of great 
use when one becomes accustomed to them ; the price, how- 
ever, is to our mind excessive, and will, we fear, limit the 
circulation of the book. 


The Chemistry of Materials of Engineering. By A. H. 
SExTON. Manchester: The Technical Publishing Com- 
pany. 1900. 


This book, one of the excellent little manuals by the same 
publishers, is a class of book which has grown up of late 
years, аз а result of the demand for useful information that 
could only be obtained by great research a score of years ago. 
It deals with the chemistry of materials in common use, and 
thus presents the engineer with a knowledge of those occult 
matters in engineering technics that lie at the foundation of 
the expert practical man’s expertness. The expert foundry- 
man who has fed his powers of observation by years of 
experience, attains his ends, no doubt, with an accuracy and 
precision comparable with the results obtained by the skilled 
chemist, but with this difference, that he cannot impart the 
fulness of his knowledge to the inexperienced, and his art and 
craft accompany him to the grave. 

Analysis and microscopic examination will put any intelli- 
gent man into the position of a fair expert in a tenth the 
time required to teach him by the observation of practice. 
With chemical analysis it is possible for a foundry to 
buy its irons much more cheaply than when tied to certain 
brands, while at the same time in machine work may be 
secured by due avoidance of unnecessary hardness. In this 
book will be found not merely this class. of information 
relating to the one material we have named, but to many, we 
had nearly said all, of the materials of engineering. Iron 
being facile princeps naturally takes the principal place ; its 
varieties of Nos. 1,.2, 8, grey, white, &c., are all well 
described, and the influence of the contained carbon, or 
silicon, is explained. 

A short chapter is given to wood, another to stone and 
artificial stone, another to clay and its many products, and 
mother to cements and mortar. Fuels—solid, liquid and 
zaseous—are allotted more space. Our fault-finding may 
ilmost be limited to the fuels, for there is no use of the 
itomic values of the elements, though the author could 
lave ably explained all that was necessary to explain in thia 
connection. Chemical notation is used throughout the 
book. but no values are given. A table of atomic weights 
would have been useful, and perhaps wonld have saved 
“ference to other books. | 

A few gas producers are described and illustrated, and the 
inal chapters are devoted to lubricants, paints, varnishes 
ind minor matters. If the book has a fault, it is that a 
Ше too much has been attempted. All the space might 
ave been given to the metals of engineering, leaving the 
ther minerals to.a second volume, timber to a third, and 
uds and such to a fourth, for the author is eminently suited 
© the preparation of them all. 


e 
Bloemfontein.—The electric lighting works, which have 


een erected at a cost of £18,000 to the town have been formally 
pened. Messrs. Reunert & Lenz were the contractors. 


— 


— 
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MOTOR VEHICLES, 


IN our last issue we published at some length a review on 
Mr. W. Worby Beaumont’s new book on ** Motor Vehicles and 
Motors.” Since its insertion, however, it has been brought to 
our knowledge that certain statements therein contained are 
not merely inaccurate, but entirely incorrect. 

The most important and misleading of these are embodied 
in the remarks with regard to the illustrations and the sub- 
ject of brake horse-power. So far from the scales having 
been omitted from the working drawings, we find that in the 
bulk of instances both English and metrical scales are given, 
and the whole of the line drawings were specially drawn for 
the book—in many cases from the actual mechanisms, taken 
apart for the purpose; moreover, no part of the matter was 
derived from, or in any way connected with, catalogues .The 
subject of brake horse-power is also suitably dealt with, and 
other points on which our reviewer commented adversely we 
find, on examination, to be in order. 

This being so, we have decided to unreservedly withdraw 
the review, and in doing so, we wish to express our regret 
that it should have been so worded as to do an injustice, 
unintentional it is true, but none the less detrimental and mis- 
leading, to Mr. Beaumont’s valuable work. Weowe it to him 
to say that Mr. Beaumont has met our voluntary offer to do 
this in the same spirit in which it was conceived ; our only 
desire is to do even-handed justice, and it is our misfortune, 
not our fault, that we have in this case inadvertently fallen 
short of our ideal. For this reason, we are anxious to make 
the frankest acknowledgement and the fullest reparation in 
our power. 

Eps. ELEC. Rev, 


CURRENT SPECIFICATIONS. 


XXXIX.—WAKEFIELD. EXTENSION. 


SuMMARY. 


Extent of Contract.—Supply of one 400-Kw. steam alternator. 
Type of Engine.—Triple expansion high speed vertical engine. 
Output.—550 B. H. P. 

Speed. Not to exceed 350 revolutions per minute. 

Overload. Twenty per cent. for two hours. 

Working Pressure. —135 to 140 lbs. per square inch. 

Condensing Plant.—To be supplied under separate contract. 

Voltage of Alternator.—2,000 to 2,200 volts. 

Periodicity of System.—60 ~ per second. 

Permissible Temperature Rise. Not to exceed 70° F. above sur- 
rounding atmosphere after eight hours’ full load run. 

Range of Regulation.—To be within 7 per cent. between no load 
and full load at constant speed and excitation on non-inductive 
load. f 

Exciter. An exciter wound for an E. M. F. of 180 volts, to be 
direct coupled to alternator. 

Insulation Resistance.—Armature to соге 20 megohms, magnet to 
core 5 megohms. | 

Efie iency.— Effleiency at various loads to be stated, and steam 
consumption guarantees given in tender. 

Specified Date of Completion.—August 30th, 1901. 

Penalties for Late Completion.—One per cent. on contract sum per 
week. 

Specified Terms of Payment.—80 per cent. on completion of work, 
10 per cent. after one month's regular running, 10 per cent. after six 
months' satisfactory running. 

Specified Period of Maintenance. — Six months. 

Stipulations as to Wages and Arbitration Proposals.—None. 


We have here the shortest set of. general conditions we 
have seen for along time. The specification has been drawn 
up by Mr. Robert Blackmore, the city electrical engineer, 
and it cannot be said in any way to restrict manufacturers 
offering their standard sizes of plant. Triple expansion 
high speed engines are asked for, and guarantees as to their 
performance are to be given by tenderers. — — 

No arbitration proposals are made in the general con- 
ditions, -but no special powers are claimed for the engineer, 
so presumably there would be no objection to inserting cre 
in the final contract. In the same manner there is no refercrce 
to wages to be paid by the contractor to his workpeo] or 
any stipulations as to the powers of the engineer to demu: d 


. the removal of any of the contractor’s employés, ` 
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The following are the only three clauses needing attention, 
and in reference to the first it will be noticed that separate 
tenders are asked for engine and alternator, so that the 
penalty would only be payable on the value of the portion of 
the plant late :— = | 


In ease the contractor shall fail to complete his contract by the 
above date, he shall be liable to the Corporation for and as 
liquidated damages at the rate of 1 per cent. of the total amount of 
his contract per week, for every week over and above the date 
. specified for the completion of his contract. The engineer shall 
have power at all reasonable times to inspect the materials and 
workmanship at the maker's works, and be given 14 days' notice of 
the completion of the plant, so that he or his assistant may be pre- 
sent at the final tests of the plant. The contractor shall be respon- 
sible until the final payment is made for any defects arising from 
bad materials, design, or workmanship, fair wear and tear excepted. 
And should for any cause any defect arise during the aforcsaid six 
months, such final payment shall be kept back until the plant is 
running to the satisfaction of the engineer. 


NL.—8WINDON ELECTRIC LIGHTING, 


SUMMARY. 


Contract No. 1.—Supply and erection of steam dynamos, balancer, 
and motor-gencrator. 

Number of Steam Dunamos Required.—Three. 

Output of each Dynamoe,—Practically 200 KW., 417 amperes at any 
voltage between 440 and 500 volts as shunt machine, and as com- 
pound-wound machine 525 volts and any current between 50 and 
380 amperes. 

Npecifiel Overload for 10 Minutes. —-Practically 250 Kw., 475 
amperes at 525 volts. 

Tupe of Engine.—Three-crank enclosed, vertical triple expansion 
type. 

Working Conditions. — 175 lbs. per square inch working pressure 
and a vacuum of 24 inches maintained by condenser supplied under 
separate contract. 

Specified. Piston Speed.—Not to exceed 600 feet per minute. 

Type of Dynaino.—Multipolar, suitable for both lighting and trac- 
tion work. 

Insulation Resistance.—To be tested after erection, for fields 1 
"'megohm, for armatures 750,000 ohms. 

Foundations.—To be supplied by contractor, and cost of same 
included in price. 

Capacity of Baluncer.—To consist of two machines directly 
coupled together, capable of dealing with a current of 100 
amperes in the middle wire of a three-wire system having a differ- 
ence of pressure of 220 to 240 volts between middle amd either 
outer. 

Npecified Specd.—Not to exceed 700 r.p.m. 

Motor-Generator.—To consist of two 13-kw. dynamos directly 
coupled to and driven by one motor. 

Specified Speed. Not to exceed 600 r.p.m. 

Specified Date of Delivery.—18 months from date of order. 

Penalty for Late Completion.—£20 per week. 

Specified Terms of Payment.—75 per cent. of value of work done 
upon delivery on site, balance up to 90 per cent. of contract sum on 
satisfactory completion, 10 per cent. 12 months later. 

Ntipulations asto Removal of Foreman.—Satisfactory. 

Stipulations as to Wages Paid to Workmen.—See below. 

Arbitration Proposals.—Limited, see notes below. 

Date for Receipt of Tenders.—December 24th, 1900. 


- 


The consulting engineers who have prepared this specifica- 
tion, and are acting as advisers to the Corporation of 
Swindon, are Messrs. Lacey, Clirehugh & Sillar. The steam 
pressure is higher than is at present customary in English 
stations, and the engines are stipulated to be of the three- 
crank triple expansion type. If any other type of engine is 
tendered for, a detailed specification of the plant offered has 
to be sent. | | 

A number of forms are given, asking for particulars and 
guarantees, 

Contrary to usual practice, the contractor must provide 
foundations for the plant, though the excavating and filling 
in will be done by the Council. Provision must be made in 
tender for foundations 6 feet deep; if any additional depth 
is required, it will be allowed for as an extra. 

Provision is made in the general conditions, Clause 7, that 
if through discrepancies between the drawings and the 
specification, errors have crept into the tendered price, they 
shall be rectified, and an allowance, determined by the engi- 
neer as fair and reasonable, shall be made. 

The contract drawings have to be submitted to the 
engineers for approval within four weeks after acceptance of 
the contract, “showing all essential details, including 


foundations and other work to be erecuted by the Council 1 
connection with the work,” | 

This must mean all information to enable the Council t; 
arrange for the excavating, for the foundations themselva 
are to be provided by the contractors. 

The maintenance clause reads :— 

The contractors shall guarantee the efficiency of the works fo | 
period оў опе year after completion, or for such longer period as mar 
be stated in the specification, and shall maintain the works; 
perfect repair during such period, fair wear and tear bein. 
allowed for. | 

The clause dealing with the wages to be paid by t. 
contractor to his employés is of such a character that it mat 
be acpepted in principle, but it should be noted that ar; 
disputes arising under this head are withdrawn fr: 
arbitration and are specified to be decided by the engineers 

This following paragraph :—** Any question arising o 
what are the standard rate of wages and hours and rn- 
ditions of labour to be settled by the engineers, whose deci. 
shall be final,” tends to limit the operation of the arbitrati z 
clause which at present provides for the submission of сепа 
classes of disputes to arbitration. It will be noticed that 
two arbitrators are to be appointed, one chosen by eith- 
party. It is thus expressed :— 

In case any dispute or difference whatsoever shall at any time c: 
times hereafter arise or exist between the contractors and t. 
Council touching their respective rights or obligations under tt: 
said contract, or the fulfilment or non-fulfilment thereof or incidsi 
thereto, other than such matters as are hereinbefore specially direc, 
and any dispute as hereinbefore appears is intended to фе referred t^: 
decided by the engineers as mentioned, such dispute or difference s 
from time to time, at the instance or request of either party, i» 
submitted to and decided by the arbitration of two arbdifrater, +- 
to be nominated by the contractors and the other by the Council, the pr- 
ceedings under and consequent upon the said last-named refers» 
shall be conducted, and any award or awards to be made егес». 
shall be subject to and governed, conducted, and affected by allt: 
incidents, consequences, and effects of a reference to two arbitrs: = 
under the provisions of the Arbitration Act, 1889. 

While there is little risk involved in the acceptance c 
this condition, as a matter of principle we object to all the 
limitations, and suggest that tenderers ask for an unlimited 
right of appeal to an independent authority in cases ci 
dispute. 


LAYING OUT MINE FIELDS IN THE 
ROYAL NAVY. 


To lay out a row of submarine mines for the defence of 4 
harbour or narrow channel, at first sight appears to be a vers 
simple matter; the destructive radius of each mine is know... 
and the chart is at hand to give the depth of water: thu т 
would seem that after the mines are “ fused” all čr 
remains to be done ів to tow the mining launéh across :!: 
mine field, dropping the mines at regular intervals anl 
carrying the cables ashore to the observatory from whi. 
they are fired. | 

Ав a matter of fact, however, there is much to be g 
through in the way of surveying, and laying the mines doar 
in accurately plotted positions. 

In former days the mines were fired from two position 
that is to say, two observers were stationed at some distan’ 


apart, so that the position of each mine subtended a fair’; 


large angle between the two observers. When the first observe: 
a ship to be crossing his line of observation, he pressed |:- 
key, and waited for No. 2 observer, who also pressed ) 
key when the bearings came on, and completed the circuit. 

If the ship was at the spot where the two lines of obe- 
vation cut one another, she was exactly over the mine. ar. 
both observere having their keys depressed, the mi 
exploded. 

Now, however, an ingenious instrument, called tt: 
„depression position finder," has done away with the née- 
sity of two observing stations, and rendered the operation 
firing the mine automatic. 

The depression range finder, or, as it is usually termed fe: 
brevity, the D. P. F., consists of a telescope, mounted on 
revolving arm, which the observer swings round by mes- 
of a training wheel, much the same as if training a г: 
The arm carries a metal point over a chart, and the ш> 
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are represented on the chart by little brass lieads ; the metal 

int coming in conneclion with one of these little brass 
leads, completes the circuit of the particular mine repre- 
sented. Thus, when the ship is in the centre of the tele- 
scopic field the metal point is exactly over the spot on the 
chart which represents 
her position ; and when 
her position is immedi- 
ately over the area of 
destruction of tlie mine, 
contact is made by the 
metal point, and the 
mine exploded. 

So far we have been 
sapposing the ship to 
be following a line re- 
presented on the chart 
by the arc, described 
by the metal point. 
The telescope is, how- 
ever, capable of another 
movement. The 
D. P. F. is always placed 
at a height above the 
mine field, and the 
telescope is capable of 
depression, so that 
the nearer a ship 
approaches, the greater 
is the amount of de- 
pression that must be 
given to the telescope 
in order to keep her in the centre of its field. 

The rack and pinion which alters the depression of the 
telescope, at the same time slides the metal point in, along 
the movable arm, over the chart at a speed exactly in pro- 
portion to the motion of the line of vision over the mine 
field. Thus, by following a ship with the telescope, an 


LaàviNG Our MINES IN THE Rovar Navy. 


instead of it being necessary to fix the position of each 
mine by means of angles from the laying-out boat, and 
carefully plotting them out by scale and protractor on 
the chart, it is only necessary to run the boat along a 
given course and watch for signals from the observer 
at the D.P.F. The 
position at which it 
is proposed to drop 
each mine is carefully 
laid down оп the 
chart, and then the 
observer takes his 
place at the telescope, 
following the boat 
along her course; a 
pencil is substituted 
for the metal point, 
and when it comes 
directly over each 
plotted position, the 
signal is made to the 
boat to drop her 
mine. At the in- 
stant of dropping 
it the position of the 
pencil point is marked, 
and thus a perfect 
chart of the mine 
field is obtained. 

It wil be seen 
that the range finder 
may be used entirely 

for purposes of surveying if required, once its height and 
position are known ; there is a vernier on the instrument 
marked off to represent the height, and by this scale the axis 
of the telescope is raised above the chart to a height corre- 
&ponding to the height of the instrument iteelf above the 
water-line. 


Fid. 1. 


exact representation of her movements is made by the 
metal point upon the chart. All, then, that the observer is 
ашо to do, із to keep the ship in the centre of the field 
of his telescope. _ | 

But the depression range finder has another use, in 
very much reducing the labour of constructing the mine 
field; it becomes, in fact, an automatic surveyor, for 


TEMPERLEY TRANSPORTER AT ELLESMERE PORT. 


THE TEMPERLEY FUEL TRANSPORTER. 


IT is unnecessary to inform our readers that one of the most im- 
portant developments which is taking place in electricity works is 
the adoption of mechanical methods for the conveyance of fuel 
from railway siding or canal barge to the boiler furnaces. In all 
recently equipped stations of any particular capacity, this has heen 
made a special feature by the designing engineer, and the engineer 
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in charge, who is responsible in a large measure for the degree of the course of our accounts of electric tramway and railway stati 
economy that is obtained in the operation of electric generating at Dublin, Shepherd's Bush, and other places, and of electricity 
plant, isfeager to avail himself of this particular means of reducing supply works at Glasgow, Wandsworth, Clerkenwell, Willesden, ам 
f so forth. In the present article we props 
Eo fa Bu to devote special attention, 5 y to 
à | | | к. one form of conveyer, Viz., the Temperi 

transporter. 

This system of coal transporta 
vogue at the Willesden generati 
of the Metropolitan Electric Supply ! 
pany, the works of the Smelting Cor 
tion at Ellesmere Port, and various othe 
places. The Willesden plant deals with: 
load of 22 cwt. at a lifting speed of 200 
per minute. The transporting вр 
loaded is 600 to 800 feet per 1 
when empty 800 to 1,000 feet. he tr 
porter is operated by a 9.Е:800 elecin: 
motor of 20 H. P. 100 volts, running a 
volutions per minute.  T'he wagon el 
in the tower lift is also worked by a similar 
motor. K * 

The transporter at the Ellesmere Роп 
works on the Manchester Canal is con 
structed to carry loads of 30 cwt., and the 
stability of the tower is sufficient, withom 

rail clips or blocking, to admit of this ioi 
being lowered with great rapidity and 
brought sharply to rest, so that it is always 
open to the driver to move the i j 
in either direction to meet the require 
ments of taking the coal from — M 
of the hatch of a vessel or depositing it at 
different points on the stock heap. . 

The engine, illustrated in fig. 2, is capable 
of lifting the full load at a speed of 300 feet 

r minute, and of travelling | 

Ета. 2.— Two-SPEED ELECTRIC TRANSPORTER ENGINE. | 2 transporter beam at a eg bye 


per minute. It is fitted with — іпегу f 
raising and lowering the hinged arm У 

| . | | transporter which projects over the veme, 

the fucl-hanlling account to its minimum amount. As somelof our and for travelling the tower along the rails in either direction 


smaller sy:t2n.s of e'e.tric.supply are developed, and require the The hoisting drum runs loose on the shaft for lowering, snd is рш 
stations to be extended wit consequent greater fuel consumption, into gear for hoisting by means of a friction cone of largeldiameter 
: \ 
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Ета. 3.—THR LOADED SKIP BEING LOWERED FOR Fig. 4.—THE SKIP IN THE Аст oF RIGHTING ITSELF APTER 
UPSETTING. HAVING BEEN AUTOMATICALLY UPSET. 


AUTOMATIC DuMPING Fatt BLOCK ANI SKIP. ; 


the question will force itself to the front, and works which now the engine is not, therefore, fitted with reversin and the 

carry the fuel and fire the boilers by manual labour, will adopt the wear sad tear of ordinary link action is avoided. к 

more convenient method for dealing with the larger quantities. : An overhauling or tail rope is attached to the traveller and com- 
Descriptions of various plants for handling large supplies of nected to a set of counterbalance weights for the double purpose of 

fuel have trom time to time appeared in the ELECTRICAL REVIEW in preventing the traveller from overrunning the hoisting rope in the 


аа, ААА 


Vol. 47. No. 1,203, Овсемвев 14, 1900.] THE ELECTRICAL REVIEW. 


939 


— ————————— 


event of the driverireducing the speed of his engines too suddenly 
when travelling the“load along the transporter at such a great speed 
as 800 feet per minute and for accelerating the speed of the return 
journey down the transformer beam. 
` The traveller (which is the same as that illustrated in our descrip- 
tion of the Glasgow electricity works, Erectrican REVIEW., Sep- 
tember 21st, 1900), carries the load and the rope carriers which support 
the hoisting rope at intervals of 50 to €0 feet throughout the leugth 
of the transporter beam. | 

Figs. 3 and 4 represent the automatic dumping skips which are 
used for conveying the coal from the hold of the vessel in which 
they are filled, to the stock heap. They enable one man working 
the transporter to take the loaded skips from the vessel and deposit 
the contents on the stock heap without breakage or creating a cloud 
of dust, and they also secure a rate of working which would be 
impossible if the skips tad to be upset by a man stationed on the 
stock heap. Apart from the difficulty which a man experiences In 
scrambling about on the top of a heap of raw material, he naturally 
stands clear of the skip which is being lowered with great rapidity, 
and considerable time is lost in his reaching the skip to disengage 
the catch and capsize it. The output of the entire plant is altogether 
controlled by the man employed to upset the skips. T" 

The Temperley skip, on being lowered to any desired point, is 
capsized by the action of lifting, and, as it is self-rightiug, it is 
returned to the vessel locked and ready to be refilled. Before 
leaving the vessel the dumpiug mechanism is thrown out of action 
by the movement of a lever, and does not come into action again 
until the fall block bas entered the bell of the traveller and the load 
has commenced to travel up the transporter beam, so that there is 
no possibility of the skip being dumped automatically on to the 
heads of the men in the vessel. If the men omit to throw the 
dumping mechanism out of action the skip upsets immediately on 
the commencement of the lifting. 

Transporters of this type are constructed for either a double or 
single line of rails to pass beneath the tower. | 

The Ellesmere Port transporter is electrically driven, but it 1s 
not connected with the electricity works. The waterside arm Is 
made to hinge up. (The plant is driven by а G.E. 1,000 electric 
motor of 30 B. H. P. (250 volts) running at 450 revolutions per minute. 
The controller is of the R 17 type. The electrical equipment in 
both the Willesden and Ellesmere Port cases was supplied by the 
British Thomson-Houston Company. 


CORRESPONDENCE. 


Electrical Vehicle Trials. 


| wr Opperman's letter, which appeared in your issue of. 


November 30th, calls for a few remarks. 

As a body, I think, the owners of the cars would repudiate 

| the suggestion that the trials were too severe—or that the 

constant running under the difficult conditions ruined, or 
tended to ruin, the batterics. 

It appears that such a suggestion is far more calculated 
to injure the growing industry than the trials themselves. 
| It is well known that one firm ran their car upon the 

Southsea tour with the same batteries that had been used 

throughout the trials—and it may be interesting to say that 

the identical set of batteries has now been sold for lighting 
purposes. 

This does not seem to indicate that they were damaged by 
the severe conditions of the trials. 

It is quite true that some dissatisfaction was felt -by the 
manufacturers engaged. These points will, no doubt, be 
remedied in future trials of electromobiles, which the Auto- 
mobile Club may conduct. 

The matters which chiefly affected the owners were :— 

(т) The trials being only suitable for certain classes of 
vehicles, It is well known that light electromobiles are 
constructed for town use and for light work. On such cars 
powerful motors are unnecessary, and they are not provided. 
The trials all took place under the same severe conditions, 
thus excluding several types of carriage. Manufacturers 
not being consulted as to the trials, were consequently quite 
in the dark as to what class of car they should enter. It 
was naturally presumed that the trials would be varied. As 
à matter of fact, it was a prolonged hill-climbing test. 

(^) No decent arrangements were made to enable car- 
" Mages to be attended to; expensive cars were housed in 
' broken-down sheds of the most filthy description. There 

were inches of liquid mud on the floors; rain came through 

the roof; the sheds were doorless, and the cars and 
, attendants were nightly exposed to the full force of wind 
and rain. On the first night two cars had to stand in the 
s open. It rained the whole night! No information being 
; given as to where the trials were to be held, no arrangements 
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cars to adapt them to various conditions. 


could be made for the lodging of е attendants. One come 
pany, which had entered several cars, found that the hotels 
near the charging station were already occupied. As a result, 
their staff had to be divided between two hotels, each more 
than a mile off the charging station, and over two miles from 
each other. As all charging of cars took place at night, the 
inconvenience and expense of this arrangement was con- 
siderable. 

(r) Those who had entered cars were treated as com- 
petitors, instead of as manufacturers with one object in view, 
namely, the progress of clectromobilism. Most stringent 
and unprecedented rules were enforced with the utmost 
severity, and the conditions generally were not calculated to 
bring out the advantages of electrical self-propelled traction. 
In spite of these restrictions, the following is the unbiassed 
view of one of the leading electrical papers * :— 

“ The results obtained under great disadvantages must be 
accepted as proving the practicability of electrical propulsion 
on common roads. The trials in every way established the 
commercial utility of the electromobile once for all in this 
country. The long-distance run on rough roads and through 
hilly districts on one charge, the ease of control, their 
reliability, smoothness in running, absence of vibration, and 
economy of electric energy, make the electrically-propelled 
carriage an assured success.” 

It is necessary to add that the officials at the charging 
station did everything in their power to assist those engaged 
on the trials, and their courtesy was the redeeming feature 
of the week. It is, however, to be hoped that much more 
efficient charging arrangements will be made on any future 
occasion. ' 

Theodore G. Chanibers. 


| Supply Station Accidents. 

I have been interested in the correspondence appearing in 
the recent issues of the Review on the subject of Supply 
Station Accidents," and as I have had some experience in 
successfully preventing accidents from shocks, I may, perhaps, 
be able to give a few suggestions that will be of use. 

I think it is admitted that the ordinary india-rubber 
glove of commerce is impracticable, at least I found it so. 
and to overcome the difficulty I had cotton gloves coated 
with pure Para rubber issued to the men ; these gloves fitted 
properly, so there was no difficulty in handling small 
terminals, &c., and the cotton kept the hands fairly dry and 
comfortable. Of course, if they got oil on them often they 
did not last very long, but that is a very small matter when 
weighed against human life. 

In addition to the gloves we served out india-rubber 
soled shoes, not the article of commerce, but good strong 
canvas shoes with soles of best red rubber g inch thick. 
The men were obliged to put on the shoes when they came 
into the station each day, and leave them when going out. 

I consider that shoes are preferable to using mats, unless 
where a man must lie down or kneel to do his work, in which 
case mats are indispensable. | 

The gloves and shoes should be in charge of some individual 
who would examine them carefully now and again, as the 
average workman will not bother, he prefers running a risk. 

During the six or seven years I was engaged in central 
Station work I never had an accident due to shock. 

A. F. Porte. 


Surface Electric Railway Cars. 

Mr. Langdon's able paper has almost. demonstrated what 
many have long suspected, viz., that the early part of the 
coming century will sce the extension of electrical traction 
to our great railway systems. The steam locomotive has 
reached its limit, and (alas that it should be so !) is doomed 
to go; nor will its place probably be taken by any elc- 
trically-propelled tractor, for this would be to do away at 
once with one of the great advantages of clectricity—that, 
namely, of making each vehicle an independent unit propel- 
ling itself. We may, in fact, look forward to an era of trains 
consisting of long cars, each with its own motor or motors, 
controlled by the driver on the foremost one. It should not 
perhaps therefore be outside the province of electrical 
engineers to consider the most suitable way of mounting such 
Is the double- 


* ELECTRICAL Review, November 23rd, 1900. 
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bogie method the best; or would it be more convenient' to 
have the motor attached to the body of the car and driving 
two fired axles (or three even) at the centre, with radial 
axles or bogies at the ends? These are practical mechanical 
questions resulting from the new conditions that will require 
investigation with a multitude of others, for the electrical 
engineer of the future will be called upon to provide cars 
capable of carrying heavy loads at probably higher speeds 
than those to which we are accustomed, and this, too, in the 
most economical manner. 


Alfred J. Allen. 
London Institution, December 10th. 


Anthorship Made Easy. 


I observe in the current number of the Engineering 
Magazine an article under the heading of ** Central Station 
Practice in England," with the name of the author given as 
Mr. Frank C. Perkins, who is good enough in the con- 
cluding paragraph of the article to state that the data and 
photographs, from which the illustrations have been pro- 
duced, were furnished by myself. 

The circumstances of the case are peculiar. Mr. Perkins, 
sometime in the beginning of this year, writing from Buffalo, 
New York, after seeing a description of these stations in 
various English and American technical papers, asked me if 
I would send him the manuscript of the articles and any 
photos, &c., so that the description might appear in the 
Western Electrician or some other paper. I did so, and 
the present article so closely follows the wording of the 
description then sent that, except for some paraphrasing of 
sentences indulged in by Mr. Perkins, not always to the 
advantage of accuracy of description, the article now 
appearing in the Engineering Magazine is nothing more nor 
less than a copy of my own article. Is this quite fair? 


A. J. Lawson. 
London, S.W., December 10th, 1900. 


A Telephone Query. 


By exprience I have found that with a microphone circuit 
as used in telephony, joined up as follows— 


Line 


E, Earth; n, Differential receiver; 1 c, Differential induction coil 
M, Microphone ; с, Condenser; в, Battery. 


—having a condenser shunted across the primary, the 
speaking is considerably improved. 

It is not clear to me how this improvement is obtained ; 
if one of your readers could enlighten me I should feel 
obliged. 

No doubt it appears to you that the 24 v. battery is 
of an unusual strength, but it is already used for another 
purpose, and the inserted resistance reduces the output to 
the required amount. 

Fred. C. Chapman. 


The German Post Office Transmitter. 


I note with considerable interest the notice contained on 
page 914 of your last issue relating to the new German Post 
Office telephone transmitter, and as an individual closely con- 
nected with this branch of the electrical industry, I should 
be much interested to know whether the competition men- 
tioned was open to all the world or to German manufacturers 
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only, as this information would considerably епш 
detract from the importance of the result. | 
: F. d. E 

December 10th, 1900. | 
[We understand that the competition was not сой 
German manufacturers, but was open to all who wis 
to enter. We do not think, however, that the mat d 
publicly advertised in this country.—Enps. El. xc. Rer.) 


Information Wanted. 


I should be obliged if you could tell me, through d 
medium of your “ Correspondence" column, the pra 
and uses of the Edison electromotograph, and when it 
invented. 


hs conet, U 


J. E. 


[Perhaps one of our readers will kindly furnish a терд 
Eps. ELEC. Rkv.] 1 


The Molecular Constitution of Water: a Correction, 


It reads in your last issue that ice is dihydrol : it e ANT 
be frihydrol. 

Steam is hydrol = H,O; 

Ice is trihydrol = (H,0), ; : van Fla 

and Water is a mixture of di and frihydrol = (НД | eris а 1 

TONO. | - d at scl 

London, December 8th, 1900. um enia © 

| te prodno 

Charging for Electrical Energy. Arm 

Perhaps the following method of fixing the charges to ais: uu th 


public for current consumed may be of interest to you. 1 
idea is based on charging 7d. per unit. as a maximum, wi 
rebates to long-hour consumers. 


The method of working is as follows :—The total numi Th 
of lamps (of 8 c.P. 30 watts) each consumer has installed LIE 
first ascertained, and the number of unite consumed is re ‘utr | 
off the meter; the units are then divided by the number and is aj 
lamps (total installed in each installation) and the discot eration 
or rebate is then obtained from the curve. Thus, aman! mf ty 
10 8-c.P. lamps installed, and his consumption comes to 1 aal, s 
units per quarter—100 + 10 = 10. Refer to curve,’ t porous 
it will give you 514 per cent. discount, and the resultant § Ше, 4 
will be 100 x 7d. = 700d. less 514 per cent. = 340d. i either 

This method certainly charges a man with many 10 Ra, only 
fixed, and low maximum demand, at a higher rate than B: lob bin 
man with few lights and high maximum demand. блат 

To overcome this a supplementary curve is shown de E de fat 


CIT tha jm 


which will, I think, meet the case, and the inem 


a 


^ 
Discount and hours of burning per lamp per day 


[^] 


Pence (price obtained) 


Ly 


50 
20 25 30 38 40 45 
Units per lamp per qua" - 


ate fixed 

| 41] the ligh 

maximum demand caused by charging OF all | 

is balanced by the rebates, as shown dotea: r's, by Wrights 
For one night's blaze, or, maybe, one hour ^ и 


d E^ 1 b men 


O 
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em, the consumer has to pay the full rate for the whole 
the quarter, whilst by the proposed system a blaze fora 
һ or two does not make any difference to him except the 
rent consumed, At the same time it induces consumers 
зате lamps fixed only where they will be really used, and 
sc аге the lamps the station engineer wants, not a lot of 
lom used or short-hour lamps. The curve can be made 
xit any price charged per unit, as desired. Briefly, the 
antages are, it does away with the demand indicator, 
kes the method of charging simple and understandable to 
average consumer, and relieves him of the bugbear, a 
and indicator. 
A. W. D. 
vewcastle-on-T yne, 
November 29th, 1900. 


ELECTROLYTIC PRODUCTION OF SODA 
AND CHLORINE 


the American Electrician. of October, 1900, Mr. James 
Hobert describes a new form of three-fluid cell for the 
trolysis of salt solution. There are two diaphragms; the 
er compartments contain the anode and cathode, while 
inner contains а neutral solution of salt. Mr, Hobart 
ims that the products of this cell are more pure than in 
‘ordinary one-partitioned type, there being no difficulties 
sing from the production of hypochlorites ; it would 
m, however, that the two partitions and the inner neutral 
ution would cause such high internal resistance as to make 
‘cell of little use for commercial purposes. | 
We reproduce below our contemporary’s account of 
' apparatus. There are several forms of three- 
id cells, some of which are illustrated herewith. The 
hon diaphragm cell, fig. 1, seems to possess infinite 
sibilities, and is apparently worthy of close consideration. 
the elevation it is shown that the diaphragms 
formed of tubes, which are filled with some 
rous material, so as to act by capillary conduction ; 
«sis and porous cement are two materials used for 
ing the tubes. As shown by the plan view, the dia- 
ragms may either be small round tubes, or they may be 
ve flat ones, only one or two being required for éach 
phragm ; both kinds are shown in the engraving. The 
ind tabe diaphragm is more easily made, handled, and kept 
repair, but the flat tube has the lower electrical resistance, 
nce it gives the better results. 
The value of diaphragms of this kind lies in the ease with 
uch they may be applied to any vessels of the sort and 
ape suitable for electrolytic cells; also in the fact that the 
^«els themselves may be employed as anode and cathode. 


Fie. 2.—THREE-FLUID CELL. 


Fic. 3.—DvuPLEX CELL. 


Леп a single tank or cell is fitted with one or more dia- 
agms, Measures must be taken to construct the cell of 
m-onducting material, otherwise а good deal of electric 
ergy will be lost by conduction. A great disadvantage 
this form of diaphragm is its thickness, which causes a 
reat deal of internal resistance. To obviate this fault, the 
аг diaphragm was evolved into the plate form, which 
shown by fig. 5. 

lu the operation of the three-tank triple-fluid siphon 
‘phragm cell, the liquid in the left-hand tank becomes 
unrated with chlorine until no more of that gas will be 
"d in solution in the water contained in that division of 
e cell. After the liquid has become fully saturated— 


become dilute hydrochloric acid, in fact—the chlorine will 
bubble up and pass off as fast as it is formed. In the cathode 
tank, the soda deposited combines with the liquid in like 
manner, and the solution may be drawn off when found to 
be sufficiently concentrated ; but, in first starting this kind 
of a cell to work, it will be found impossible, with any 
reasonable E.M.F., to force current through the three cells 
after they have been freshly filled, the middle one with salt 
solution and the others with pure water. To obviate this 
difficulty, it is necessary to put a few pounds—the quantity 
varying according to the size of the tank—of HCI into the 
left-hand compartment, and to dissolve some soda in the 
other tank. This gives the water sufficient conductivity to 


Ба. 1.—S1pHoN-DIAPHRAGM PRINCIPLE. 


enable the current to pass; once started, the current will 
soon deposit enough of both elements to establish the proper 
conductivity, and the conductivity will increase up to the 
point of saturation. | 

Probably the purest ions can be obtained with an electro- 
lytic cell of this kind, or with the kind illustrated by 
fig. 2. Here the siphon arrangement has been modified 
into & simple division, as shown more fully in fig. 5. In 
fig. 2 a single tank contains the three fluids, which are 
separated by two diaphragms. Otherwise the operation of 
this cell is precisely like that just described and illustrated 
by fig. 1. 

Fig. 3 represents & three-fluid cell known as the 
* Duplex." The middle tank forms the cathode, while two 
anodes are used, each being in a separate cell of its own. 
The siphons used in this cell are filled with a salt solution, 
there being no asbestos or other absorbent material inside of 
the siphons. The “straining” action is secured by burying 
one end of each siphon in the carbon of the anode which it 
serves, 

At first sight this form of construction appears to settle 
the diaphragm question, but upon more closely studying the 


Fic. 4.—Direct DriAPHRAGM. Ета. 5.— HORIZONTAL DIAPHRAGMS. 


matter, grave defects are apparent. The ions are liberated 
at the surface of each electrode, and the points directly 
opposite each other have never less than their regular share 
of the work; therefore the part of the anode which closes 
the tube becomes the most effective part of that terminal. 
Hence the greater proportion of the ions are liberated inside 
of the tube, and in the case of chlorine and hydrogen they 
rise to the highest part of cach tube where, if not drawn off 
by a pump, they have the effect of cutting off the electric 
current entirely as soon as the tube is filled with gas at tl.e 
bend. 

It is evident from the form and nature of siphon dia- 
phragms that they were suggested by and are modifications 


poe: 
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of the “wicking” connection ! between ? cells. The 
wicking was threaded through a tube to" keep it in 
shape and to prevent it from becoming dried up, soiled 
or injured, by careless handling. It was found that the 
elements soon decomposed the cotton wicking, and 
recourse was had to ashestos, or some other material, not 
subject to electrolysis; hence the evolution’ ‘of the siphon 
diaphragm. 2M 

In using this form of connection between two cells it did 
not take long for the experimenter to become acquainted 
with the faults of the device, to obviate wlith he shortened 
the long tube and connected the two tanks or cells direct, as 
shown at «v, fig. 4, instead of running over the top, as 
shown on the left. "The shortness of the tube proved so 
great an advantage, that it was enlarged, as at b, and the 
next step was to further shorten the length of the tube, and 
to increase its area, until it covered the whole side of the 
cell, and became a. plate or film. No sooner was this im- 
provement. effected, than trouble began in another quarter. 
The big thin diaphragm, although electrically satisfactory, 
would not remain in place; it would buckle and go to pieces. 
One result of the numerous efforts to obtain a satisfactory 
diaphragm has been the abandonment of vertical diaphragms, 
and a dependence principally upon the difference in the 
specific gravities of the fluids to keep them separate, the 
dividing line being horizontal instead of vertical, as in the 
ordinary bluestone primary cell. Fig. 5 shows such a cell, 
in which, however, the separation of the fluids is facilitated 
by very thin mechanical divisions, : 

In this cell, which must be built of glass, slate, or some 
insulating and non-corrosive material, there are two light 
diaphragms of asbestos cloth, or some other similar material. 
The upper diaphragm, “, is laid on a lattice work or 
gratiug, e, of non-corrosive rods ; directly on this diaphragm 
the anode material is laid, which may consist of lump 
carbon packed evenly all over the surface of the diaphragm. 
The positive wire, r, is connected to the carbon, and it will 
be well to use platinum wire inside of the cell, and to make 
several connections with lumps of carbon in. different parts 
of the mass in order to ensure good. conductivity between all 
of the pieces of carbon and the terminal. 

The lower diaphragm, f, is laid on a similar grating of 
iron ; or iron rods or pipes, 4, may be put in, and iron 
strips, g, may be laid upon the rods; then iron wire netting 
is spread over the iron strips, and the asbestos cloth is 
placed upon the netting. This makes a strong form of 
diaphragm, and the iron, in its support, serves as the 
cathode. The strips, у, are used to provide a number of 
uninterrupted passages to the pipe, H, which carries off the 
hydrogen gas evolved during electrolysis. The negative 
terminal is connected to the iron grating, as shown near A. 
A couple of agitators, a, a, are provided to keep the elec- 
trolyte in motion, so that gas will not adhere to the cathode 
and cause polarisation. The lower diaphragm is made roof- 
shaped for the purpose of leading the gas to its pipe and 
facilitating its exit from the cell. 

In operation, the tank or cell is nearly filled with a satu- 
rated salt solution (NaCl), leaving sufficient room at the top 
for the chlorine to accumulate. Current being turned on, 


the ions are separated, and the upper and lower solutions 


gradually become nearly pure, and as indicated by the 
chemical symbols in the engraving. If it is desired to start 
the process so as to secure pure ions from the beginning, it 
will only be necessary to fill the lower compartment with 
water, fill the middle compartiment with salt solution, and let 
in some water above the top diaphragm; there is no need of 
priming the cell with caustic soda and acid, as must be done 
with the three-fluid cells shown by figs. 17 and 18. 

The natural tendency of the three liquids is to keep apart, 
and this tendency is much strengthened by the passage of 
current; these two forces augmented by the very light 
diaphragms, are sufficient to do all that is required in this 
direction. 


Ayr.—Application is to be made for further borrowing 
powers to the extent of £25,000, in view of the extension of the 
electricity station for tramway purposes. 


BUSINESS NOTES. 


Electrical Wares Exported. 


WEEE ENDING Dec. 12TH, 1899. WEEK ENDING Dec. LITH, 19%, 
Adelaide 


. 4. o. Value £19 | Alexandria.. . йу 
$3 Teleg. mat. . 100 | Amsterdam.. IE. 
Amsterdam. 60 dol d TIC" 
Auckland ee oe ae ee 58 | Bangko ee . "P "A * 
Bangkok .. ws А . . 126 | Beira. Teleg. mat. , i) 
Buenos Ayres, Teleg. mat. .. 1,993 Bombay  .. VU. wh 13 v 
Cala's. Elec. batteries ee 60 | Buenos Apres , 
Calcutta $ a "E г» 81 Calcutta .. š 2 
Cape Town .. ЕК es .. 259 Cape Town 
Chinde. Teleg. mat. .. 611 , 


Colombo. Teleg. wire. 84 , Christchurch 


et *% oe " 
Teleg. apparatus ,.  » 
Constantinople. Teleg. wire.. 85 | Colombo V а 


Copenhagen. Teleg. mat.  .. 1*0 Copenhagen. Teleg. wire 
Durban m E ES .. 6.7 Durban АЕ M e 1 
РА Teleg. mat. . . 9,209 ^ Telepb. mat. .. r 
East London Sa ia v 14 Genoa. Teleg. malt. 4 
Fremantle à ae йә 20 Gibraltar ues suu s 
Hamburg .. ix she . 405 Halifax x з, е oe Sah Ie 
" Teleg. mat. .. .. 290 Hamburg. Teleg. mati. m 
Hong Kong... M A .. 180 | Hiogo WM cuidas Nae Fe 
Kobe . i A $^ .. 106 „  Teleg. mat. T 
“a Teleph. cable .. .. 898 Hobart s ah 2 
Liban + У ка ds 95 Hong Kong.. WES „зз " 
Melbourne. ae Er. - 38 эз Teleph. mat. | 
Odessa ae we ee .. 151 i Kure oe ee = Ж ж 
Perth M " ex .. 250 Leghorn. Teleg. mai. ` 
Port Elizabeth. Teleg. wire Lisbon a MI ue 110 
and mat. 332 ' Malta.. is i z 
Port Said T" T js 20 „ Teleg. mat... 
Reval.. a "S m . 210 Melbourne .. fer xl Ux E 
Rotterdam. Teleph.cable .. 100 Nagasaki MC 
Shanghai .. ET we is 79 Ostend is CX ae ЫШ 
Singapore .. v ©» ә 17 Penang. Teleg. mat. .. 3, 
Stockholm, Teleg. wire .. 310 Port Chalmers Ü 
Sydney e? 6 a .. 892 Rangoon 4 - А 
Токіо " Y: $5 ss 39 Singapore .. Е" s 
" Teleph.cable .. .. 691 Stockholm. Te eg. mat. и 
Townsville Vs T ^ 45 | Svdney ? "s 
E Teleg. wire .. .. 220 Wellington.. TIME S Жа ОЙ 
Trinidad А са ie 46 Н Teleph. and шаш. ar 
Welington T * КУ 61 
- Teleph. mat. . . 1,284 
Total .. 419,952 | Тол). . e 


Foreign Goods Transhipped. 


Brisbane. Teleph. appar. Value £909 


Melbourne. Elec. motor m 9 
Yokohama. Teleph. apprts. .. 63 
Total .. £981 


— A 8 


Books Received.—* Technical, Industrial and С... 


mercial Vocabulary— French, English, German," by E. Hospital 
Paris: L'Industrie Electrique. 6 f. 

„Transactions of the American Society of Mechanical E: 
neers.” Vol. xxi. 1900. New York City: Published by = 
Society. 

„Knowledge Diary and Scientific Handbook " for 1901. Letse 
Knowledge Office. 3s. 


Buchanan & Co. v. Bishop.—The plaintiffs carry out~- 
ness as electricians at 60, Victoria Street, S.W., and they sets.’ ' 
recover £4 11s. 9d. from Mr. Bishop, a builder, of Barnes. Tt. з 
was tried on Thursday, December 6th, in the Westminster Ceu 
Court, by his Honour Judge Lumley Smith, О.С. FPiaiutifs «^ 
cugaged in putting in an installation at a house which defe: . 
was building for a Mr. Glennie at Putney. After the vor 
complete, it was found that the defendant in laying the fr. : 
one room had driven the nails iuto the wires and thm. - 
casing. It took some time to find out where the defect wa. 
the boards were put down screws should have been used f.. 
about a week to put the wires right. The defence was tl’ it- 
damage was very small and would be covered by 305. His Be. 
said he thought a trade discount of 15 per cent. should be а. 
and he therefore gave judgment for the plaintiffs for £4 and * 


Catalogues and Lists.—The J. C. Nicholson T 
Company, of Newcastle-on-Tyne, have sent us a well Шат. 
catalogue of their machine tools. Varieties of lathes, or- 
planing, shaping, slotting, milling, boring machines, steam han- 
saw benches, forges are included. Spare sheets are ala l-..: 
circulated in which their latest machine tool improveme:* -” 
detailed, these being their horizontal drilling machine and p- 
shaft key way milling machine. | 

Messrs. Pirelli & Co., of Milan, who received a grand pr» 3i" 
late Paris Exhibition, have placed before us a set of their li- - 
catalogues. Their principal works are at Milan, but ther * 
works at Spezia for the construction of submarine telegrapt > ^^ 
and at Paris their exhibits of gutta-percha, &c., were showu. & 
of the lists before us deal with this department of the bri~’ 
another gives, in tabulated form, details of their insulsted с" 
cables. The others detail a very large variety of rubber, r” 
percha, and ebonite goods. 

Messrs. Davies, Kent & Stewart send us a circular of !.“ 
“flush " wall or floor socket, giving prices. | 

Mr. Archibald J. Wright, of Upper Street, N., has issued fr. 
circular of his small electrical goods and scientific and mecs + 
novelties. These include pocket accumulators, electric je“ 
small motors and dynamos, coils, lamps, alarm elccks, Фс. 

Twentieth century telephones specially adapted fer 5^ 
houses, hotels, and offices, are described in a very neatly az. 
circular which has been issued by the Berliner Teleplum V. ~ 
turing Company, of 117, Queen Victoria Street, К.С. Ne: 
stand that the company's trade in England has deccluped & "7 
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ji to render it necessary to establish a branch business at ће above- 
4vitioned address. This branch will be under the management 
1 Mr. Isidore Birnbaum, and will keep a full stock of every descrip- 
ion of telephones, &c. A catalogue is now in course of preparation. 

We have received from the Commercial Cable Company one of 
поі excellent wall ealeudars for the year 1901. 

Pamphlet No. 113 of the standard manufactures of Messrs. S. Z. 
ie Ferranti, Limited, is a reprint of a long illustrated article which 
ppeared in a contemporary early in the year. It is a description of 
he works and of the apparatus which has made “Ferranti " a familiar 
ame to electrical engineers all over the world. The firm will send 
‚сору of the pamphlet on application. 


Correction, —In our last issue, under“ New Companies," 
re gave some particulars of the flotation of Isidor Frankenburg, 
jmited, which are not quite correct. The capital of the company, 
ustead of being £25,005, as stated by us, is £250,000. The name 
f the company is Isidor Frankenburg, Limited, not Isidor Franken- 
шу & Co., Limited. 


For Sale.—In an **Official Notice" to-day particulars 
ill be found of one 20 and two 9-х.н.р. Crossley gas engines, and 
«o dynamos (190 amperes 110 volts, aud 127 amperes 115 volts’, 
о belting, which are offered for sale. 


Foreign Electrical Plant.—The imports of foreign 
electrical goods and apparatus ” into this country during November 
et attained a value of £149,537, as compared with £174,524 in the 
rerious months. The aggregate imports during the 11 months 
ading with November last have amounted to £1,118,760. 


A Handbook of hnowledge.— From A^orrledio office, 
avl Holborn, there comes to hand a copy of the Knowledge Diary 
/ Scientific Handbook for 1901, Зз. net. As a diary and memoranda 
„k for the desk it serves a very useful purpose. During the next 
w months we shall hear a good deal about what has been done in 
ferent branches of science during the past century, and one of 
e features of this handbook is what purports to be an historic 
mmary of the advance of science in the nineteenth century. With 
-h a vast ground to cover in a few pages, anything like fulness of 
хац is hardly to be expected, but our finger alights upon one 
"Поп of the historic review which does not give one a very high 
union of its accuracy —we refer to electric traction. We are there 
ven to understand that “with the exception of small tramways at 
ztrüsh and Bessbrook, in Ireland, and Brighton, Blackpool, South 
atfordshire, ꝙc., in England, we have по elcctrically-driven trams ; 
tthe City and South London Railway, with the overhead line in 
verpool, and the two electric lines now being constructed in 
dun, show that we are at last waking up.” The de., of course, 
w be comprehensive of the 40 and more other trolley lines which 
>in operation in the United Kingdom, but the whole paragraph 
хз as though it was written about four or five years ago, when 
ugs were just beginning to wake up. The reference to uuder- 
iud railways also lends authority to the opinion that the matter 
snot been recently written, for the Waterloo and City and the 
мга] London have both been in operation long enough for most 
udoners to have become fully acquainted with them. 
e case for electric traction is altogether understated, not 
y in regard to this country, but America as well, 
‘we read that in the United States there are 12,133 miles of 
crie, aud 599 miles of cable trams. We remember seeing 
ue such figures as these four or five years ago, and to-day several 
'u:ands of miles ought to be added to the electric, and a goodly 
nber deducted from the cable lines. Electric trams have been 
ending there very rapidly, and, on the other hand, cable traction 
been stepping aside for electricity to take its place repeatedly 
recent years. Sir W. Н. Preece had not received his title when 
3 Шзќоту of the century was written, for “our own countryman, 
. Preece,” is said to be closely associated with the transmission of 
"ages “without intervening wires." The writer says, toward the 
ciusion of his review, that “intellect is on the stretch to get 
ward.” We would suggest that he takes a good long stretch to 
ig himself up to date, then perhaps he may think about getting 
trader.“ We cannot discover any system in the arrangement of 
matter, and it looks very much as though it has been cut out of 
wledge issues during the past few years, thrown all of a heap, 
„left to arrange itself. We, of course, appreciate the difficult 
i before a man who attempts to compile a history of all the 
mces in one article, so that perhaps we ought no} to say of this 
it is generally said of “a little knowledge.” Anyhow, we pre- 
е that the blank memoranda pages are the main object of the 
k, aud these are excellent, leaving nothing to be desired. 


Liquidation,—Creditors of the Nuneaton Electric Com- 
у, Limited (in liquidation) must send particulars of debts, 
ins, &., to H. B. Harris, New Bridge Street, Nuneaton, by 
ruary Ist, 1901. 


arge Traction Generators.—The Westinghouse Elec- 
and Manufacturing Company have just completed the erection 
2,700-Kw. electric traction generator at the works of the Boston 
vated Railway Company. This generator, one of the largest 
tion units yet made, has been tested to the satisfaction of the 
"ay compauy. When the Westinghouse Company bought the 
ness of the Walker Company, they took over this contract and 
^duced several important changes in the design of the machine; 
winature windings were altered, the methods. of ventilation and 
lating were changed, a new type of commutator was designed 
constructed, and the Westinghouse method of balancing arma- 
electric circuits was utilised. Another generator of the same 
but entirely of Westinghouse design, is now under construc- 
for the railway company. 


London County Council.—The Public Control. Com- 
mittee, at a meeting of the London County Council on Tuesday, 
submitted a report on the subject of boiler explosions, with special 
reference to the conclusions of the Select Committee whose report 
was issued last July. In this connection the Committee drew 
attention to the explosions which recently occurred with fatal 
results at the generating station of the Crystal Palace Electric 
Lighting Company and at the Sardinia Street station of the Metro- 
politan Electric Supply Company. The Committee expressed the 
opinion that steps should be taken for the amendment of the law 
as suggested in the report of the Select Committee, and the Council 
resolved to forward letters to the Home Secretary and the President 
of the Board of Trade, expressing the hope that the Government 
will take action to give effect to the recommendations contained in 
the report of the Select Committee. 

It was decided ou the recommendation of the Building Act Com- 
mittee to approve plans submitted on behalf of the Chariug Cross 
and Strand Company for the erection of a sub-station in 5t. Martin's 


Lane, Strand. An application for sanction to plans for an addition 


to the station of the Woolwich District Electric Light Company 
was uot granted on the ground that the construction of the roof was 
deemed unsatisfactory. 

The Highways Committee submitted a report referring to the 
action brought against the National Telephone Company to restrain 
the company from carrying out underground works without first 
obtaining the sanction of the Council. 


Personal.—On December 7th, at Falcon Works, Lough- 
borough, Mr. E. W. Joues was made the recipient of a high class 
planimeter, presented to him by members of the Brush Company's 
staff on his leaving to take up the position of leading draughtsman 
to Messrs. Reavell & Co., of Ipswich. 

The Electrical Company, Limited, of Charing Cross Road, have 
instituted a special department for cables, wires, and insulating 
material. Mr. A. Heilborn has been appointed mauager of the 
cable department. 


Smoke Nuisance.—The Central London Railway Company 
were last Saturday fined £3 in respect of each of seven summonses at 
the instance of the Hammersmith Borough Council. The summons 
was heard at the West. London Police Court by Mr. Rose. Mr. Maurice 
Hill, in addressing the magistrate for the company, said he did not 
dispute that there was black smoke occasionally for a few minutes, 
but special precautions were taken to obviate it. He pointed out 
that the company were, under the Act of Parliament, bound to 
have their trains and gencrating station going, so that they were 
not in a position to deal with the matter so completely as those who 
conducted private establishments. It was stated in evidence that. 


certain deliveries of coa] had been stopped because the quality was 


unsatisfactory. Mr. Rose said he appreciated the difliculty in 
obtaining a proper supply of coal from the collieries. He imposed 
a penalty of £3 in each of the seven summonses, with two guincas 
costs. He declined to grant higher costs. | 


Trade Announcements,—Mr. F. R. Batty, formerly 
manager of the installation department of Donnison, Barber & Co., 
Manchester, has now joined Mr. A. G. Sanders, of Cheltenham, as 
manager of the Gloucester and district brauch, ar 18, King Street, 
Gloucester. 

The National Electric Wiring Company has removed to Connaught 
Mansions, 34, Victoria Street, S. W. 


ELECTRIC LIGHT AND POWER NOTES. 


Aberdeen.—A new 700-H. p. Willans-Westinghouse steam 
dynamo has been installed at the Corporation electricity works, and 
the station is now capable of meeting all possible demands, whether 
for lighting or traction. 


Bexhill.—A public inquiry was held last week by Col. 
C. H. Luard, R.E., relating to the application of the D.C. for leave 
to borrow £7,772 for extensions of the electricity works. Mr. Preece 
explained the proposed additions to the plant, and stated that there 
had been a great increase in the number of consumers. 


Bombay.—The Committee of the Corporation appointed 
to consider the question of providing electric power for the city of 
Bombay, has recommended that the concession for 42 years be given 
to Messrs. Killick Nixon & Co., Bombay, as agents for Messrs. 
Kilburn & Co., Calcutta, who represent Messrs. Crumpton & Co. in 
India. 


Boston.—The prov. order of the T.C. has been con- 
firmed, and the Council has resolved to obtain a report on the 
electric lighting of the town from Mr. Adrian Collins. 


Bridgwater.—In a recent issue the Journal of Gas 
Lighting published a criticism of the estimates prepared by Mr. 
Trentham for the electric lighting of Bridgwater, in connection 
with the Local Government inquiry held last month. At this 
inquiry, Mr. Valon, acting for the local gas company, undertook to 
prove that Mr. Trenthauis estimate of £14,248 should be increased 
to £21,057 in order to cover the proposed works, while instead of a 
Profit balance of £43, there would be a deficieney of at least £065 
per annum. For this purpose, Mr. Valon dealt with the estimates 
aud the teuders reccived in detail, the latter, iu almost every case, 
being higher than the former, while Mr. Valon alsu added certain 
amounts to cover items which, he said, Mr. Trentham had left out of 
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consideration Replying to this criticism, however, Mr. Trentham 
pointed out that the tenders amounted to £16,538, not £21,657, and 
they were based on a 250-Kw. plant and an increased length of 
mains, whereas the original estimates provided for 170 xw. only, 
and a smaller network. Moreover, as these tenders covered the 
complete equipmeut of the works, with all necessary adjuncts, Mr. 
Valon's additions were unjustified ; Mr. Trentbam, however, showed 
that the latter were in themselves erroneous, and brought forward 
actual results proving the accuracy of his estimates of ruuning costs 
in small towns. Space does not permit of our reproducing the 
details in full, but the evidence before us appears to be ample to 
justify Mr. Trentham's contentions. 


Brighton.—The T.C. intends to purchase two new steam 
dynamos, at a cost of £9,698. The foundations of the new works 
at Southwick will be constructed of concrete, at a cost of £22,530. 


Bristo],— The question of the appointment of an architect 
for the new electricity works at Avonbank has now been finally 
disposed of by the T.C. It will be remembered that Sir Benjamin 
Baker approved of Mr. Faraday Proctor's desigus for the foundations, 
with certain additions, and the E.L. Committee asked the Council 
to rescind the resolution passed early in the year to the effect that 
au architect be appointed. This the Council has refused to do, by 
a majority of one, and consequently an architect must be engaged. 


Burgess Hill.—The U.D.C. 's to apply for a provisional 


order. 


Bury.—The T.C. has appointed Mr. A. T. Smith assistant 
electrical engineer at a salary of £110, rising to £150. The E.L. 
Committee has agreed to support the Westminster Electric Supply 


Corporation's agitation for the amendment of the B. of T. regula- 
tions. 


Clayton.—The D.C. has received notice of an electric 
lighting order to be submitted to the Board of Trade by Mr. C. 
Chadwell, of Blackburn. It was considered advisable that joint 


action should be taken with Great Harwood, their interests being 
identical. 


Colchester.—The T.C. has resolved, on the advice of 
Mr. Sillar, the electrical engineer, to apply to the L.G.B. for leave 
to borrow £12,000 for extensions of the electricity works. 


Colombo.—Mr. E. Cockerill, the consulting electrical 
engincer of the Colombo Municipality, has been asked to furnish a 
report on the elec'ric lighting of Kandy. 


Crewe.—Mr. Walter T. Kerr, of Greenock, has been 


appointed assistant electrical engineer at a salary of £104 per 
annum, 


Doncaster.—The new workhouse, which has cost nearly 
£100,000, is lighted throughout by electricity. 


Dorkiug.—4A special meeting of the U.D.C. was held 
last weck to further consider the offers made for the transfer of the 
Council's prov. order for electric lighting in the district. It was 
unanimously agreed to transfer the order to the West London and 
Provincial Electric Supply Company, Limited, on the terms of their 
offer, subject to certain conditions. It was also resolved to lodge 
notice of objection to the applicatior to be made by the County of 
Surrey Electrical Power Distribution Company, Limited, to the 
B.of T. for a prov. order. The proposed transferis subject to approval 
by the Board of Trade, and if sanctioned, the Council decided to 


eugage Mr. Trentham, electrical engineer, to advise upon the proposed 


scheme and works. 


East Ham.—It is estimated by the engineer that it wil! 
cost £6 128. capital outlay and loan charges for wiring each double 


tenement artisans' dwelling. Certain public streets are to be lighted 
by arc lamps. 


East Molesey.—The U.D.C. has received a notification 
of the withdrawal of the Edmundson's Electrical Corporation's 
application for a prov. order affecting the district, but the company 
offer to supply current in bulk from their station at Twickenham. 


Halifax.—On tbe 10th inst. there was a complete 
stoppage in the supply of electricity at Halifax, and in the shops 
and houses which had not the alternative of gas illumination candles 
had to be resorted to. It was caused by the bursting of a pipe at 
the electricity works. At the Town Hall some of the municipal 
committees were holding their fortnightly meetings. After the lapse 
of about an hour the supply for lighting purposes was resumed, 
and и balf an hour later the tramcars were enabled to run as 
usual. 


Hauley.—The L. G. B. has sanctioned the borrowing of 
£5,000 for extensions of the Corporation electricity works, and the 


B. of Т. has approved of the proposed change from 100 to 200 volts 
declared pressure. | 


Helensburgh.—The Gas Committee has resolved that 


the proposal to obtain a prov. order for the introduction of electric 
lighting into the burgh be abandoned. 


Hunstanton.— The U.D.C. has resolved to apply to the 
B. of T. for an electric lighting prov. order. 


Kirkcaldy.— The T.C. has resolved to light the tramway 
route from Liuks Street to the Cottage Hospital clectrically, also 


the thoroughfares leading to the railway station, at an estimated 
cost of £14,000. 


Kettering.—The В. of T. has deferred the questi 
revoking the U.D.C.’s prov. order for electric lighting unti 
30th next. 


Kingston-on-Thames.—The Board of Guardians | 
decided not to light their new buildings by electricity. Theest:s 
for gas lighting per annum work out at £856. The nex ic 
tenders, for electrical installations, were, with plant, £91 
taking current at 4d. per B. T. U. from the Kingston Corpo 
£1,687. 

Leigh.—At a recent meeting of the Tramway 
Electricity Committee of the T.C., the electrical engineer repr 
that a number of motors had been applied for. It was r= 
that tenders be obtained for their supply, and application is t 
made for the sanction of the L.G.B. to a loan of £500 for! 
purchase. 


Llangollen.—The U.D.C. has decided to apply í 


prov. electric light order. 


Long Eaton (Derbyshire).—The C. D. C. decide 
Monday to purchase 2,000 square yards of land from the Miia 
Estates Corporation for a site for the proposed electric 
works. 


London.—HammersmitrH.—The Borough Counci 
decided that application be made to the L.C.C. forja loan ої гі. 
for extending the electric mains in the borough. 


Madras.—Experiments have recently been made in |. 
ing the Moore Market with arc and incandescent lamps, the = 
being carried out and energy supplied by the Madras Electric Tr 
ways Company. 

Maldon.—The D.C. has received notice that the Cou 
of Surrey Electrical Power Distribution Company does not i! 
to proceed with the electric lighting scheme. 


Middlesbrough,—The Corporation electricity wors» 
almost ready to commence supply; the demand із said to be a 
equal to the capacity of the station, and extensions will be nex» 
in the near future. 


Neath.—The Corporation have been asked by tl: ! 
trical Power Distribution Company, Limited, to suppen 
intended application for a prov. order to supply the distinc: · 
electricity. The Council is going in for an order, and decade 
it could not consent to the company s application. 


New Malden.—The Surrey Electrical Power Co. | 
notified the U.D.C. of the withdrawal of their scheme for li 
the district. 

Pocklington.—The C. D.C. deputation has г 
recommending the adoption of a similar electric lighting scl 
that of Northallerton, if it can be installed on a paying bass 
town will consider the matter. 


Ross.—The prospectus of the Ross Electric Lightand P 
Company, Limited, has just been issued. The company start « 
a capital of £8,000. It is intended to supply current continu o 
the low pressure system by means of a plant equivalent to 4210 
of 8 с.р. each. The maximum prices proposed are 84 peru 
light and 5d. per unit for power. The estimated cost of the. 
posed installation, including £4,000 for machinery, is £7,C.. 


Shepton Mallet.—The C. D. C. has resolved to 2] 
the B. of T. for powers to supply electricity in the district 


South Shields.— The revenue account for the - 
light works for the six months ending September 30th shows» 
profit of £1,332. The expenditure was £2,467 and the г 
£3,799, the latter including £2,803 from sale to private ous: 
The sum of £1,124 is carried forward. 


Stafford.—It was stated at last week's Council n 
that the consumption of gas had increased this year by 4 ре 
and the consumption of electricity by 100 per cent. 


Stockton,—It has been arranged to open the Corte 
electric lighting works on Tuesday, December 18th. 


Stratford-on-Avou.—A company is applying for © 
lighting powers, but the Council has now decided to try s~ 
feeling sure that the company will be disappointed. 


Stroud.—The D.C. has resolved to obtain an © 
opinion as to the cost of an installation of electric light, at a: 
exceeding 25 guineas. 


Toubridge,.—The U. D. C. has decided to adop 
Hammond's scheme for the electric lighting of the district st 
£20,000. 


Warwick.—The Council has rescinded the ms 
passed at the last meeting, by which consent was given | 
British Electric Traction Company's application for au 
light provisional order. Mr. Carter said the reason fur wit 
ing the leave was because the electric light station would : 
Warwick. Mr. Purser said the company had every wis! 
the station in Warwick, but declined to tie their hancs © 
matter. 


Wells.—In reply to a communication from the l 
as to exercising the powers of their prov. order for elect»: 
the Wells T.C. replied оп Monday, that they did not propo 
апу steps at present. 


. —— ————— 


vol. 47. Мо, 1, 08, Риокывив 14,1900] THE ELECTRICAL REVIEW. 


945 


West Bromwich.—The E.L. Committee.of the Corpora- 
tion has decided that the charge for hiring out motors be 10 per 
cent. per annum on the cost of the motor and of the installation. 


Widnes.—The T.C. has resolved to apply for a pro- 


visional order. 


Worsley.—The D.C. is to apply for a provisional 
order. 


Yeadon.—The B. of T. has revoked the D.C.’s electric 
lighting order. A syndicate having informed the D.C. of its inten- 
tion to apply for lighting powers, the Urban and Rural D.Cs. in the 
Wharfedale Union are to be asked to join a conference on the 
matter. The same syndicate has approached the Wharfedale 
R. D. C., which, however, has decided to remain neutral. 


Yorkshire.—The Huddersfield T.C. and several U.D. 
Councils in the district are lying in wait for developments in con- 


nection with the scheme of the Yorkshire Electric Power Syndicate, 
Limited. 


ELECTRIC TRACTION NOTES. . 


Bombay.—The Bombay 'Tramways Company, after 
waiting patiently 15 months for a reply to their request that the 
municipality should give them a renewal of their lease on condition 
that they adopted electric traction instead of horse traction, have 
now withdrawn their affer. The municipality is, therefore, with- 
out any scheme for the carrying on of the tramways when the lease 
expires shortly. 


Bristol.—The last of the horse cars disappeared from the 
Bristol tramway system on Saturday night last, and on Sunday the 
wholé of the sections previously operated by horses were worked by 
electricity. "This was rendered possible by the visit to Bristol of 
Mr. Trotter, of the Electrical Department of the Board of Trade, 
who spent a whole day in inspecting the new power house at 
Counterslip, and in riding by electric car over the lines on which it 
was proposed to introduce electricity. These were divided into 
two classes; first, new lines and extensions of old ones; and 
secondly, lines on which horse ears have been running for years. 
Mr. Trotter’s certificate, that electrically the requirements of his 
department had been complied with, applied to both of these 
classes, but inasmuch as the former had not been inspected by 
Colonel von Donop, who has to certify for the arrangements of the 
permanent way, only those in the second category could be opened, 
and the new lines and extensions have to await the Colonel's visit 
and approval. Immediately after Mr. Trotter had given his per- 
mission, the new power house was brought into use, cars on the 


railway station section being worked by current from it instead of 


from the older station at St. George. Other sections were 
dealt with in quick succession on succeeding days, 175 new cars being 
used for the work.  Intervals between the starting times were 
materially shortened, and fares modified in favour of the travellers 
in several cases. The cars carry 53 passengers each, are beautifully 
fitted up, and have been doing a very large amount of business. 
Although electric traction was only in use for the latter part of the 
week, the returns showed an increase for the week of £434. The 
whole of the extensions and new lines are ready for operating 
directly Col. von Donop can ge to Bristol and pass them. On the 
Victoria Street section, which passes the Bristol railway terminus, 
the cars are only a minute apart; оп the greater length of the 
Redland-line they are separated by intervals of 14 minutes, and in 
every part of the city the acceleration has been material. 


Cardiff.—A consignment of rails has already been 
received for laying the new track for the Corporation electric tram- 
way system, and work will now be started next week. 


Dublin.—Breakage of an overhead conductor led to a 


stoppage of the electric trams in Dawson Street for a couple-of 
hours on Tuesday last week. | 


Electric Traction on Railways.—At the annual dinner 
of the Leeds Association of Engincers on Saturday evening, the 
Right Hon. W. L. Jackson, M.P., chairman of the Great Northern 
Railway Company, expressed disappointment that no mention had 
been made in the speeches of the progress of electric power in con- 
nection with engineering works. He asked if they were going to 
apply within a reasonable time that great powerto the main lines of 
our railways. Electricity had been very successfully applied to 
tramways, and its application to the railways would work a revolu- 
tion in this country. 


Italy.— Public attention in Northern Italy has lately 
been directed to the extension of the Aosta Railway either to 
Chamonix or Martigny, and the President of the Provincial Council 
has sent for one of the engineers who have studied the line, Signor 
Cedali, and informed him that it is the intention to apply for a 
Government concession, giving a subsidy of 500,000 lire from the 
Provincial Government. The subsidy to be asked from the 
National Government is 5,000 lire per kilometre fora term of 70 
years. The estimated total expenditure is 56,000,000 lire for the 
75 kilometres. Mr. J. Cook, of London, is interested with Signor 
Cedali in this undertaking. 


Lincoln.— The Corporation have resolved to acquire the 
tramways undertaking in the city and to adopt electric traction. 
The Electricity Works Committee reported on their negotiations 
with the company with reference to the terms upon which the 
undertaking could be acquired, and recommeudced the Council to 
proceed with tramways Nos 1, 2, 3, 4, and 5, and to appoint an 


electrical engineer to prepare a report as to the estimated cost of the 


tramways. The Council has adopted the recommendations. 


Liverpool——On Sunday the new electric tram route 
between Dale Street and Seaforth, Liverpool, was opened for pas- 
senger traffic. The opening of this line has brovght nearly the 
whole of the northern residential part of Liverpool iuto electrical 
communication with the ceutre of the city. Tho route connecting 
Breck Road with the north docks, and so establishing communica- 
tion between the centre of the city and Seaforth, vid the Breck 
Road and eastern district routes, will be complete in a few days. 


London United Trams.—It seems that the Board of 
Trade will not allow the L.U.T. Company to set its electrical trams 
running at the moment, pending the settlement of the problem of 
protecting Kew magnetic observatory from interference by leakage. 
It appears that the company, which has already spent £15,000 upon 

experiments between Hounslow and Chiswick, is uow required to 
spend another £50,000 for preventing leakage. The Kew observatory 
officials want insulated returns laid down. The trams have been 
ready to run for three weeks past. The L.U.T. Company would like 
the observatory shifted. 


Liverpool and Manchester Electric Railway.—Mr. 
Behr gave particulars of his amended high-speed railway scheme for 
Manchester and Liverpool ata meeting of the Institution of Electrical 
Engineers at Owens College, Manchester, on Tuesday. He said they 
proposed to attain an average speed of 110 miles an hour. They 
calcuJated that the power required to attain that speed on a train 
weighing about 45 tons would be about 1,500 н.р. That power 
would require about 2,000 н.р. in the central generating station. 
After making allowances for contingencies, they calculated that the 
total power required at the central station would be about 7,500 н.р. 
Under circumstances they could increase the number of carriages 
running from four to six, and the carriages of the smaller type could 
carry 7,500 a day in either direction, or a total of 15,000 a day. The 
voltage at the central station would be very higb, probably between 
12,000 and 16,000 volts. Mr. Behr said he had designed a special 
conductor completely protected, from which nobody could possibly 
get a shock. A discussion followed, in which the electrical engineer 
for Manchester and Alderman Sir Bosdin Leech took part. The 
hope was expressed that Mr. Behr's next effort to get a Bill through 
Parliament would be successful. | 

At the meeting of the Salford T.C. last week the resolution 
of the Parliamentary Committee recommending the Council to 
oppose the Manchester and Liverpool Electric Express Railway 
Bill to be promoted in the ensuing session of Parliament was 
adopted. Alderman Robinson mentioned thaf this was practically 
the same scheme for a mono-railway which was brought forward last 
year, but that the line of route had been materially altered. 

The scheme is being pushed forward, and plans and sections 
of the altered proposals have been placed before local authorities 
whose areas are affected. 


Manchester.—The Manchester Association of Engineers 
on Saturday resolved :—“ That this meeting is of opinion that it is 
desirable, in the interests of the British eugineeriug industry, that 
the Manchester City Council should have as expert for the electric 
traction scheme a capable British engineer.” 


Middleton.—The T.C. proposes to borrow an extra 
£12,442 for electrical purposes, this amount being required to pro- 
vide power for the trams of the British Electric Traction Company. 
The total cost of the scheme is now about £31,000. 


New Malden.—As the result of a poll the U.D.C. has 
decided not to oppose the Tramway Bill of the London United 
Tramways, Limited, so far as it affects the district, subject to the com- 
pany withdrawing the line through Coombe. The Council also agreed 
to oppose all competing schemes, especially that of the Kingston 
Corporation, subject to protective clauses being granted in the Bill, 
and on the company paying Parliamentary expcuses; £1,500 
towards a drainage scheme; and assisting, together with the railway 
company, ia sundry street improvements. 


North Wirral.—The Birkenhead Council has had 


placed before it the scheme of a syndicate desirous of constructing 
a light electric railway. to connect the Wallasey electric tram 
system through Meols, Leasowe, Hoylake, West Kirby, Caldy, 
Frankby, Greasby, and Upton with the Birkenhead electric tram 
system at the north end of the borough. The company is prepared 
to enter into any agreements necessary to keep the coutrol of the 
lines in the borough under the Corporation. 


Nottingham.—The delay in opening for public traffic the 
first section of the electric tramways—from Sherwood to the Great 
Market Place—was mentioned at last week's Council meeting. The 
chairman (Alderman Brownsword) said he could not at present 
mention any date for the starting of the new system. Everything 
had been completed except the cars. The contract had been 
entrusted to an eminent firm, but the work was three or four mouths 
late. The bodies of the cars were in the shed, but the equipment 
was not complete. 


Oldham.—The official inspection of the first section of 
the electric tramways system took place last week. The section 
inspected was that running on Middleton Road, between Rochdale 
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Road and the borough boundary, this portion of the work having 
been carried out rapidly, so as to comply with an undertaking given 
by the Corporation to have the line between Featherstall Road and 
the borough boundary running by the 15th inst. The section is less 
than a mile in length, and, for a considerable portion of the distance, 
is of a very steep gradient, the heaviest pull being 1 in 113. The per- 
manent way has been laid by the Corporation, under the direction 
of Mr. S. H. Pickering. A. M. I. C. E., the borough surveyor, and the 
electrical equipment, which is on the overhead system, bas been 
supplied and tixed by Messrs. W. T. Glover & Co., of Manchester. 
Messrs. J. P. Hall & Co. supplied two 66-K w. direct-driven dynamos 
at 550 volts at 440 revolutions per minute, of the two-pole drum 
bar armature type. Four cars have already been delivered by 
Messrs. Dick, Kerr & Co. from their works at Preston. These are 
of different types, to accommodate respectively 28, 38, 48, and 58 
passengers. The smaller cars are single-deckers, and the larger 
ones are two-deckers. They are fitted with pneumatic, electric, aud 
hand brakes. i 


! Piacenza (Italy).—An application for a concession to 
construct and work an electric tramway from San Niccolo to 
Agozzano has been made in the names of Mr. A. J. Lawson, of 
London, and Signor Ingegnere Torquato Perdoni, of Ponte dell'Olio, 
who also seek powers to construct a canal and abstract water from 
the River Trebbia to provide the necessary hydraulic force to 
generate electricity for the working of the tramway and tor the 
lighting of the towns and villages through which the lines will 
pass. The application has the support of the various local autho- 
rities. 

Southport.—The inner circle of the Southport. electric 
tramway system has been completed and opened for traffic. The 
line connects the markets with Ash Strect, a distance of three miles, 
and the fare covering this is 1d. Pending the completion of the 
Infirmary aud Kew Gardens route, a 12 minutes’ service will be 
maintained. 


Workington.—The E.L. Committee of the T.C. recom- 
mends the Corporation to refuse to grant any concession, and to 
Oppose any application before Parliament in connection with the 
part of the West Cumberland electric tramways scheme relating to 

orkington. | 


TELEGRAPH AND TELEPHONE NOTES. 


Cables to the West Indies.—It is stated that 2 move- 
ment is on foot to improve the cable communication between the 
British West Indies and the United Kingdom. Sir Cavendish 
Boyle, the Acting Governor of British Guiana, recently addressed a 
letter to the Governors of the West Indian Colonies inviting the 
views of their Governments on the subject. He pointed out that as 
the existing contract between British Guiana and the West India 
and Panama Telegraph Company would expire at the end of 1901, 
the necessity for obtaining a cheaper and improved cable communi- 
cation with the United Kingdom and the West Indian Colonies— 
preferably over British lines—presented itself with additional 
force. He suggested that as the Home Government had appointed 
a Departmental Committee to inquire into the present system of 
telegraphic communication between different parts of the Empire, 
it seemed doubly necessary that some movement should be made by 
the various Colonies as soon as possible. The Governor of Barbadoes, 
in his reply, suggested that each Colony should address the Secretary 
of State, expressing its willingness to consider terms with any 
Company prepared to lay a complete British cable. Other 
Governors replied in more or less favourable terms. 


Glasgow Telephonés.—The Corporation telephone 
exchange system will not be completed so soon as was expected. 
Coutractors will be two or three months behind. 


London Telephones.—In reply to a question asked in 
the Commons by Mr. Bartley on the subject of the obstruction of 
London streets, Mr. A. Chamberlain ‘said that the Postmaster- 
General was aware, and was sorry that it should be 80, of the great 
inconvenience caused by the works in connection with the extension 
of the telephone service in London. The Post Office was not 
responsible for the whole of the inconvenience caused, though every 
endeavour would be made to mitigate the inconvenience so far as 
the Post Office was concerned. The Electric Light Companies had, 
under their statutory powers, in many cases been laying their wires 
along the same routes as those followed by the Post Office. 


`· Newport Telephones.—The Corporation has asked the 
Parliamentary and Improvement Committee to consider the advisa- 
bility of establishing a municipal telephone system. 


The Telegraph Wire Export Trade. November 
proved to be a very active month as regards the export trade of 
this country in telegraph wire and apparatus connected therewith, 
the value of the month's shipments amounting to no less than 
£230,430 as compared with £114,253 in the previous month, and 
£260,239 in November, 1899. To the end of November last the 
aggregate exports reached a total of £2,814,159, as contrasted with 
only £1,360,819 in the first eleven months of 1899. 


Telephonie Communication with Glasgow.—The 
Times says that on December 8th Lord Londonderry received 
at the General Post Oflice a deputation from Scotland to protest 


against a proposal of the Post Office to cut’ off their epeeia' 
wires to Glasgow. It appears that some large firms arranged with 
the National Telephone Company to have special wires cummuni- 
cating with the telephone exchange in Glasgow, as there were te) 
many delays by going on the public trunk wires. The Government 
took over the trunk wires from the National Telephone Compauy in 


1896, and the Government contend that by the agreement with the 


National Telephone Company all the business should come on the 
truuk lines. The deputation pointed out that their agreements 
with the Telephone Company were made prior to the trunk wir: 
being acquired by the Government; that the facilities given on the 
trunk lines were not such as would meet the demands of their 
business; and that the royalty paid by the deputation to the 
National Telephone Company would equal, if not exceed, ary 
charges payable to the Government for the use of the trunk wires 
At the close of the interview Lord Londonderry said he should 
consider the matter and see whether any possible arrangement 
could be made to meet the difficulty. 


Telegraphic Interruptions and Repairs :— 
CABLES, INTERRUPTED. REPAIBED. 
AFRICAN—St. Louis (Senegal)-Bathurst .. 
Zanzibar-Mombassa  .. ' .. be 
Востн AmERicaN—Pardé-Maranham 
Pernainbuco-Ceara аа РЕ 
Cavenne-Pinheiro.. m 24 - Я 
Barcelona - Guanta - Cumana - Portlamar- 
Carupano (Venezuela) re ds А 
Снімьзѕе —Ѕһяпрћаі-Еоозһож 
Shanghai Amoy .. $5 


.. Aug. 25, 1900 T. 
.. Sept. 29, 1900 .. Dec. 8, 1900 
.. March 1, 1900 sa 
.. Nov. 29, 1900 
. Nov. 26, 1900 


Nov. 1, 1900 is Sà 
. Dec. 7, 1900 . Dec. 11, 190 


.. Dec. 7, 1900 


a at $ . Dec. 11, 140 
Falmouth-Bilbao 2s mA n ia .. Nov. 19, 1900 а 
Latakia-Cyp us Я . June 20, 1899 .. 
LANDLINES:— 


AFRICAN—Majunga-Tananarive .. ds .. Nov. 6, 1900 oe ee 
Sours AMERICAN— Communications with all 


offices of Colombia beyond Buenaventura January 22, 1900. . T 
Interior of Colombia landlines ay .. Nov. 19, 1900 Se 
Ecundor landlines Mafch 8, 1897 . " 


Landlines west of Barquisineto and Coro.. Nov. 1, 1900 
Barcelona (Venezuela)-Ciudad (Bolivar) .. Nov. 1, 1900 
Communication with Carthagena and 
Baranquilla «soe e . Dec. & 1900 <a we 
West INbiaN—Landlines to Baracoa, Guantago 
and Sagua de Tananamo e a .. Nov. 12, 1900 P 
Landlines between Puerto Plata and Sa 
Domingo City .. F m as .. Nov. 20, 1900 


Cuinrsz—Tientsin-Pekin ee ee ee June 12, 1900 ee ee 
Pekin-Kalga. .. ve T .... June 14, 1900 .. - 
Kalgan-Maimatchin ee ee 9e ‘ , ‘wee June 80, 1900 ee [E 
Tientsin, via Shanghai .. se pr.. oe Juno 16, 1900 T 
Tientsin-Niuchwang  .. si s .. Јоце 18, 1900 T 

All lines connecting Cochin China "with ^" > 

Thuanan .. б КА - ix . Oct. 238, 1900 .. . 

Communication between Saigon and North |... 

Annam and Tonkin .. .. Oct. 23, 1900 ee 


Communication "vía Hanekine" interrupted 
on Persian territory .. d gs .. Feb. 24, 1900 б 

Wireless Telegraphy.—Colonel Hozier, on behalf of 
Lloyd's Committee, has notified Glasgow shipowners that it had 
been decided to establish experimentally the reporting of vesels 
by sthéric signalling at Inishtrahull, North of Ireland. It is 
expected that the installation will be ready by the middle of 
January. Arrangements are also being made for night signalling as 
well as day at Kildouan, Arran, Scotland. | 


CONTRACTS OPEN AND CLOSED. 


OPEN, 


Aberdeen.—December 22nd. The E.L. Committee wants 
tenders for storage batteries. See “Official Notices " November 
30th. : 


Asylum.—December 29th. The Committee of Visitors 
ofthe Winwick County Asylum, near Warrington, invites tenders 
for electric lighting, wiring, fittings, &c. 


Ayr.—December 14th. The Tramways Committee wants 
tenders for overhead work, poles, brackets, section boxes, &c.; alo 
underground work (feeders and other cables, conduits, trenchize, 
&c.) for the clectric tramways. See “ Official Notices" November 
30th. 


Birkenhead.—December 18th. The Corporation wants 
tenders for steam, exhaust, feed water and drain pipe work for 
Craven Street generating station. See “ Official Notices ” December 
7th. 


Blackpool.—December 17th. The Corporation wants 
tenders for the supply of arc lamp carbons and oils for one vear. 


See Official Notices“ November 23rd. 


Brighton.—The Council invites tenders for the supply 
of unarmoured and armoured lead-covered electric cables for one 
year. See "Official Notices " December 7th. 

Bristol.—December 20th. The Electrical Committe 
wants tenders for induced draught plant, steam and electric pumps, 
and water-softening plant. See “Official Notices " N ovember 30th. 


Copenhagen.—January 3rd, 1901. The Corporation 
invites tenders for three 530-Kw. dynamos, switchboards, &c. See 
“ Official Notices " November 23rd. 


(Continued on page 951.) 
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THE ST. LAWRENCE POWER COMPANY’S 
PLANT AT MASSENA, N. V.“ 


THERE is nearing completion at the little town of Massena, 
N.Y., near the St. Lawrence hiver, one of the latest and 
largest of the hydraulic electric power plants, the develop- 


. ment of which is one of the most significant features in the 


world of engineering at the close of the nineteenth century. 
The earliest; of these was the installation of the Niagara 
Falls Power Company, at Niagara, of which we have at 
various times given very complete illustrations. This plant 
has a capacity at present of 50,000 H.P., and a second wheel 
pit is now being excavated which will exactly double the 
capacity. Another extensive plant for the utilisation of the 
waters of the Great Lakes is that which is being constructed 


at the Sault Ste. Marie Rapids, where works are in progress 


for the development of 60,000 H.P. 

The ambitious undertaking which forms the subject of 
the illustration shown below, contemplates the development, 
ultimately, of 150,000 H.P., although the works at present 
in progress are designed for an output of 75,000 H.P., this 
being the capacity of the present canal. By a study of the 
accompanying plan of Massena and its surroundings, it will 
be scen that the natural conditions are remarkably favour- 
able to the development of a scheme like the present one. 
For several miles in the vicinity of the Long Sault Rapids, 
in which the St. Lawrence River undergoes a fall of 50 feet, 
the Grasse River flows approximately parallel with the St. 


structed, the canal has a surface width of 192 feet, and a 
depth of 18 feet. The present capacity of the whole scheme 
is limited by the capacity of Grasse River, which has suffi- 
cient sectional area to carry away the tail-race waters for a 
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PLAN SHOWING LOCATION OF THE MASSENA CANAL. 


development of 75,000 H.P. When this point has been 
passed in the development of the scheme, dredging opera- 
tions will be necessary in the Grasse River ; but it will be 
possible, by dredging out the same and making full use of 
the capabilities of the canal, as ultimately enlarged, to pro- 
duce a maximum of 150,000 H.P. The hydraulic electric 
plant which is now being erected at the power house will 
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PowgR PLANT AT MASSENA. 


Lawrence at a distance of a few miles from the same, ulti- 
mately discharging into that river below the rapids, At the 
head of the rapids the level of the St. Lawrence is about 
12 feet higher than that of the tributary stream, and advan- 
tage has been taken of this fact to cut a canal across the 
intervening country and utilise the head of water which is 
thus secured in a power plant located on the banks of the 
Grasse River, which is utilised as a tail-race for the dis- 
charged waters. The effective head above the Grasse River 
level at the power house is 354 feet. As at present con- 


® Scientific American. 


have a capacity of 37,500 H.P., and the extension which is 
immediately to be made will bring up the equipment to a 
total horse-power of 75,000. 

By the courtesy of the St. Lawrence Power Company, a 
party made up of the representatives of technical journals of 
New York was recently taken down to Massena as guests of 
the Power Company, and driven over the work, every facility 
being extended by Mr. William F. Zimmermann, the general 
manager, and Mr. T. A. Gillespie, the contractor, of the St. 
Lawrence Power Company, for a thorough examination of 
the same. As а result of the very quiet manner in which 


this company has executed a work of this magnitude, sur- 
F 
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prise was expressed at the advanced stage to which it had 
been pushed. Of a total estimated excavation of 5,922,000 
yards, 4,500,000 yards had been removed. The canal, 


Ес. 2. 


SLAST FURNACE (tas POWER INSTALLATION. 


which is about three miles in length, has been so far advanced, 
indeed, that it is likely to be ready for use during the 
spring of next year. The concrete work of the power house 
is completed and roofed in, and the work of installing the 
turbines and generators is being actively prosecuted. 

The power ‘house, which is being built upon the bed rock 
of the Grasse River, will ultimately be nearly 700 feet long, 
with a width of about 150 feet. The 15 6,000-H.r. tur- 
bines, or, rather, sets of turbines (each set consisting of six 
wheels) which will be here installed, are of the well-known 
Victor type. These turbines will be placed upon horizontal 
shafts in three sets of two wheels each. This is in marked 
contrast to the turbines at Niagara, which, with their cor- 
responding generators, are mounted upon vertical shafts. 
The Niagara shafts are 150 feet in length, while the hori- 
zontal shafts at Massena are but 80 feet long. The six 
turbines of each set will develop power sufficient to operate 
one 5,000-H. P. generator. Such structural differences as 
there are between the two outfits are due to the difference in 
the character of the two water-ways, the fall at Massena 
being less, and the volume of water greater than at Niagara. 

The power house will have a height of about 60 ‘feet, 
giving ample head room for an 85-ton overhead electric 
travelling crane, which will run throughout the entire 
length of the power house. In addition to the 15 sets of 
turbines for driving the large generators, there will here be 
installed three smaller turbines, operating three direct 
current generators, to be used as exciters for the main 
machines. Direct current is required for exciting alter- 
nating current machines, and this may be furnished by a 
small direct current machine rotating on the same shaft with 
the large machine, or else separately ‘driven. For the plant 
of the Power Company, as in practically all other large 
supply systems, separate exciters are provided, and in this 
case, as stated, they are operated on separate shafts, and by 
separate turbines. 

Zach of the enormous main generators, giving an output 
of 5,000 H.P., will weigh 175 tons. The generators will 
stand about 22 feet above the tops of the foundations, and 
each machine will measure on the ground 22 feet by 18. 
The generator shaft is a continuation of the shaft upon 


which one set of the turbines is mounted. This shaft 
the revolving field, which is in effect a huge steel w] 
feet in diameter, ‘and 3 feet wide, cast with 10 m 
spokes. "This field magnet is designed to rotate at a s 
of 150 revolutions per minute, which gives a speed at the 
circumference of about 13 miles per minute. The whed 
carries 20 externally projecting pole-pieces, and rotates within 
a large stationary ring built up of thin soft steel diss, 
held by a massive outside cast-iron yoke. These thin steel 
discs constitute the stationary element of the 
circuit of the generator. Along the inner face of the ring, 
which is thus built up, are provided slots, in which are laid 
the copper conductors of the armature. These copper bars 
are mica-insulated. The rotating wheel (Which, w 
projecting pole-pieces and copper windings, su 
current from the separate exciting machines, forms 
magnet of the generator) induces an alterna 


ting og in 
the copper windings of the stationary outer ring or arm- 
ture. Tt is this current which, at a pressure of 2,200 volts, 
will give an electrical output of 5,000 H.P. . 
carried to a main switchboard, the various m 
connected therewith by means of a set of — m 
bus bars. 

'The method by which the output of 75,000 н. wil k 
controlled possesses unusual interest, on account of its s 
plicity. One man, by manipulating a series 0 
buttons, arranged on a small stand, ы һе able 
instantaneously the whole output of 7 Runni 
the length of the power house will be a m platform, 
the middle of which will be built a central controling sta 
made desk fashion, and semi-circular in sha 
engineer stationed at its centre will have within reach the 
controlling apparatus of the entire station. This controlling 
stand will carry a number of marble slabs or tablets (one for 

each generator), upon which will be mounted small con- 
trolling keys. These keys are arranged on the interlocking 
system, and they will operate, by means of local battery 
circuits, a series of compressed air valves and pistons. The 
latter will, in turn, control a series of 15 switching stands, 
one for each generator, equipped with the necessary eut-onis 


BLAST FURNACE Gas POWER INSTALLATION. 


and switches. The stand will be located under the ИЙ 


platform, and approximately opposite its arbon sua ce 
rator. Each stand will carry three-pole carbon shunt 
breakers, in series with which will be three-pole double 
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throw switches. The circuit breakers and switches are con- 
trolled by means of compressed air, as previously stated, from 
the central controlling stand operated by the engineer. 
Stands similar to the switching stands are provided for the 
different outgoing circuits. The operator thus has under his 
eye at every moment the huge generators themselves, their 
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LAST FOR NACE Gas POWER INSTALLATION. 


corresponding switches and indicating instruments, and in 
reach of his fingers are the electric buttons, by means of 
which the entire plant is regulated and controlled. 

The current thus generated will be used for a variety of 
purposes. It is adapted for use in operating induction 
motors, which, because of their ideal simplicity of construc- 
tion and operation, are coming widely into use in place of 
the more delicate and complicated direct-current motor for 
general power service. It can be used for lighting and 
heating, and for electrolytic work, as well as in a great 
variety of electro-chemical processes, such as the manufac- 
ture of aluminium, calcium carbide, and other products 
which have been made commercially available only through 
the application of electric power at extremely low cost, as 
furnished by such means as the Niagara and St. Lawrence 
plants. For some of these purposes the high tension alter- 
nating current has to be transformed into low pressure direct 
current, and this is readily done with a very small loss, by 
means of tlie modern rotary converter. 

Massena is an unusually good centre for such a purpose, 
as its facilities for transportation are excellent. The New 
York Central and Grand Trunk lines intersect here, and. the 
Vermont Central Railroad and the New York and Ottawa 
Railroad come within a short distance of the town. Large 
lake vessels may be admitted to the Power Company's canal, 
thus affording direct communication by water with the lake 
system. If necessary, in the future, a lock may be con- 
structed which will pass vessels from the canal into the Grasse 
River, and thence back into the St. Lawrence River. Such 
а plant as this affords ideal facilities for the transmission of 
the electric current over great distances, as is done from the 
central power plant at Niagara, but it is not the intention of 
the St. Lawrence Company to so transmit it, but rather to 
furnish the power at such low rates that manufacturing 
establishments will find a strong incentive to locate in the 
vicinity. 


BLAST FURNACE GAS-POWER 
INSTALLATION. 


AT the Sheepbridge Iron Works, Chesterfield, the works 
manager, Mr. Herbert Pilkington, M.Inst.C.E., Past- 
President of the Staffordshire Iron and Steel Institute, 
recently inquired into the question of the utilisation of blast 


Еа. 6. 


furnace gas, and with his usual prescience and enterprise, 
determined to adopt the Thwaite-Gardner system to provide 
the electric motive power in connection with a pipe foundry 
equipped in the most modern manner for economically 
turning out high class cast-iron pipes. 

With the exception of some hydraulic apparatus, this 
foundry is dependent upon a gas engine, 
which, by means of a dynamo (fig. 7), 
provides the electric current for lighting, 
and for driving a Thwaites * Roots“ 
blower (fig. 3), Sturtevant blower 
(fig. 1), travelling crane (fig. 4), loam 
mill, sand mixer, and other machinery 
by electric motors. 

The gas employed in the engine is 
that given off from the blast furnaces, 
and treated in a  Thwaite- Gardner 
installation, shown in figs. 5 and 6. 
The treatment plant is effective, and 
calls for very little attention. 

[n this application the unit of 
100 r.H.P. was decided upon, and pro- 
vision made for future extension. 

The gas engine is fitted with im- 

provements, patented by the Blast 
Furnace Power Syndicate, for scaveng- 
ing and ignition, which makes it a 
high-class motor; the efficiency at half 
load is said to have attained a higher 
figure than has hitherto been realised 
in any thermo-dynamie motor. 
. The success of the installation was 
dependent upon its being capable of 
continuous running, as, besides the 
crane and other motors, those motors supplying the air 
blast to the cupola (fig. 2) stoves and gas producers, have 
to run continuously during the operation of the foundry. 

It will be apparent that the system must provide for 
the development of electrical energy continuously, and 
that the current must be generated with such regularity 


1. E.Es. as wheelwrights; Sergt. Phillips chipping (at Pretoria), 
2, Sergt.-Major Brown, R.E., in Sergeants’ tent (Pretoria). 


ELECTRICAL ENGINEERS R. E.) VOLUNTEERS. 


in voltage as to provide for both incandescent and are 
lights, while at the same time subject to a very variable 
load. 

All these qualifications have been so successfully attained 
that further generating units are now being installed to 
provide for an increase of the application of motors, and 
the extension of the Thwaite-Gardner system has‘, been 
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decided upon after an examination of the systems in use on 
the Continent. 

The electrical installation has been carried out by Messrs. 
J. H. Holmes & Co., who have laid the mains in culverts 


better informed of progress on the Continent than formerly, 

Perhaps we have to thank Dr. S. P. Thompson and the 

Swiss visit of the Institution for this. Mr. Langdon came | 
in for criticism on the details of his paper, although he stated 
it was merely suggestive. Thus Mr. Mark 
Robinson raised the question of separate 

steam-driven stations in preference to one | 

large station with sub-stations. The best | 

reply was Mr. Swinton’s, who carried the | 

meeting with him when he argued that to | 

ensure a steady load and economical genera- | 
tion a long length of railway line must be 

supplied from one centre. 

It appeared to be generally felt that the | 
case might have been put even stronger 
for electricity. On the other hand, many 
thought that the power required had been 
underestimated. On one hand, Mr. Robinson 
4. ventured to suggest that no great economies 

were obtained in materially increasing the | 
size of engines or in adopting very large 
central power houses. On the other hand, 
Mr. A. A. C. Swinton saw no reason to 
limit the size, and urged the attendant 
economies in staff, buildings, and subsi- 
diaries. Several railway men spoke: the 
engineers of the Central London Railway 
went into detail regarding coal consumption 
and tractive effort, but all these good things 


3. Corpl. Edwards, R-E., noted for his 1. Sergt. Ruse, R. H., on light diet after will be a feast in the Journal. We com- | 


culinary ¢ki | (at Vaal River). his return from hospital. mend a eareful study of the figures to all 
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Instead of carrying them overhead on posts. 

The gas engine is of the single-cylinder improved Otto 
type, and is furnished with a heavy. fly-wheel, a bearing 
being placed at the outer side of it to equalise the strains on 
the crankshaft. 

The patented scavenging arrangement and ignition ap- 
pliance permit of the maximum power being obtained from 
the gas with regular ignition, a timing valve of special 
design preventing premature explosions. 

The gas engine and gas treatment plant are all under the 
charge of one man, and indicators are arranged in the 
engine room, showing clearly the condition of each part of 
the treatment apparatus : signal bells in connection with 
the pipe foundry render the attendant fully aware of the 
requirements for power, &c. 

Besides those motors already in the foundry, others are to 
be put down in connection with a new blast furnace, 
equipped in the most modern Anglo-American style, for 
delivering the charges of ore, fuel, and flux by means of a 
tramway. 

It will be evident from the above description that the 
power at these works will be obtained from the blast furnace 
vas at even less cost than if there chanced to be an available 
source of water-power at hand. 

The photograph showing the gas treatment plant was 
taken just after erection, and that of the Sturtevant blower 
at a time when the pipe connection was disconnected, 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


Tur discussion on the evenings of November 29th and 
December 6th over the problem submitted by Mr. W. E. 
Langdon in his paper ** On the Supersession of the Steam by 
the Electric Locomotive,” was, like the title of the paper, 
somewhat unwieldy, and bristled with figures, which do not 
lend themselves happily to condensation, Last week the hit 
of the evening was the contribution to the debate by Mr. 
Frank Sprague, just as a week before his English counter- 
part, Mr. J. S. Raworth, woke things up from a discussion 
resembling a page of Molesworth's Pocket-bo К. 

The Burgdorf—Thun line was frequently referred to, and 
it is evident that envineers are keeping themselves much 


our readers when the discussion can be read 
at case. We refrain from overloading them 
With too many statistics a week before Christmas. 

Mr. Raworth expressed his delight at seeing Mr. Langdon 
once more, and while thanking him for the industry and 
perseverance represented by the paper, reminded the meeting 
that it was not the outcome of the inventor’s fever. Pro- 


Prr Fer 


5, Volunteer Medical Staff, at Springfonteir, 
б. Some more of the Volunteer Medical Staff, 


ELECTRICAL ENGINEERS (R.E.) VOLUNTEERS, 


fessors must read papers or burst. This was an attempt to 
tap the pockets of financiers on behalf of electrical mem. 

Mr. Crompton contributed one of the best serious s, 
and having referred to his work designing the Himalayan 
railway, said it showed at once why locomotive performance 
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are so poor, and why compound locomotives are questioned. 
The extraordinarily poor load factors of locomotives themselves 
disappear when supply is taken from fixed stations, Again, 
locomotive drivers must be skilled men : motor drivers may 
be paid much less and wages saved. Motors need not cost 
anvthing like locos. for repairs, and there are no boiler repairs. 
Further, locomotives cannot be built to give much more power, 
but with electric traction the power can be raised indefinitely. 
Mr. Hammond, after running over the history of electric 
lighting and power supply in brief, asked two questions. Is 
the plan of running full-gauge railways by electricity 
feasible ? and, Are the estimates laid sound or not? He 
thought it might unhesitatingly be allowed to go forth 
to the world that the opinion of the Institution was that 
such railways could be run by electricity, and he cited some of 
the Continental lines being constructed by Schuckert apd 
Ganz. He considered the estimates of working cost to be 
sound, and that a central station site had to be sought so 
that water was plentiful and coal taken to it at a cheap rate. 

Further detail figures of railway working were submitted 
hy Mr. F. Hudleston, Mr. A. H. Walton and others. 
The capital estimates in the paper were criticised more 
particularly by Mr. Swinton on the amount set aside for 
conductors, while Mr. A. J. Lawson wished to see the 
efficiencies of motors and transformers put at a better 
percentage than had been given by Mr. Langdon. 

Mr. Alex. Siemens agreed with Mr. George Westinghouse 
in thinking that there is little chance of economic electric 
traction of long line trains. He was followed by Major 
Cardew on the same topic. "The opinions expressed were in 
favour of rapid service of lighter loaded trains, and that the 
service should be suited to the new means of working. 
Shunting, coaling, and such like charges are largely avoided 
with electrical traction. Mr. Segundo followed up the argu- 
ment, and suggested further that use should be made of the 
cxisting sources of electrical supply. 

Mr. Sprague believed that electrical railways would not 
he conducted on steam methods, and considered that the elec- 
trical locomotive does not exist as one speaks of a steam 
loco. He pointedly criticised the rating of electric motors 
and the fictitious values given to large as compared with 
small. He showed that the loco. motor was restricted 
In space, and viewed the whole matter in the light of 
experience. He further pointed out the advantages of the 
multiple unit system. 

Prof, Forbes alluded to some of his past work on the same 
sübject, and criticised the author rather than the paper. 
Prof. Carus-Wilson dealt principall with how the non- 

. productive branch lines of a railway could be made to pay, 


and gave an estimate of the increased revenue due to working 


: under the best electrical conditions. 

« Mr. Langdon, in his reply, defended the choice of example 

selected for his paper, and made out a good case for its con- 
sideration by the Institution. He was, however, cut short 
bv the President in his detailed answers to the various 
speakers, and we shall look for an interesting addendum to 
the paper when his full reply is published in the Journal, 


CONTRACTS OPEN AND CLOSED 


(Continued from page 946.) 


, France.—December 21st. Tenders are being invited 
until the 21st inst., by the French Post and Telegraph authorities 
for the supply of 583 tons of copper wire. Tenders are to be sent 
to Le Sous Secretariat d'Etat des Postes et des Telegraphes, Rue de 

s Grenelle, 103, Paris, whence particulars may be obtained. 


| Harrogate.—December 25th. The Corporation wants 
tenders for two Lancashire boilers, with economiser and fittings. 
See “ Official Notices" November 30th. 


Hendon.—December 31st. The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-Kw. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
lor electricity works. See Official Notices" November 16th. 


Leeds,—December 31st. ‘The E.L. Committee invites 
tenders for two 1, 400-Kw. two-phase steam alternators and two 


sets of surface condensing plaut. “ British manufacture.” See 
“ Oticial Notices“ December 7th. 


received by January 2ud, 1901. 


Leigh.—December 17th. The Electricity and Tramway 
Committee wants tenders for mains, and for 1,000 220-volt incan- 
descent lamps. See two Official Notices“ November 30th. 


Manchester.— December 22nd. The Tramways Com- 
mittee wants tenders for the supply of tramway bonds. See Official 
Notices " to-day. 


Paraguay.—January 15th. The municipality of Asomp- 
tion, Paraguay, is inviting tenders for the electric lighting of the 
town. Bond £600. ; 


Partick. — January 7th. The Commissioners want 
tenders for steam dynamos, battery charging motor booster aud 
balancer. See Official Notices“ to-day. 


Rathmines.— January 10th. The District Council 
wants tenders for Lancashire boiler, 300-Kw. steam dynamo, cou- 
densing apparatus and pipework, switchboard extension, mains, and 
public lighting (incandescent). See ‘Official Notices“ November 
30th. 


St. Paneras.—December 20th. The Guardians are 
inviting tenders for the electric lighting of Cooks Terrace Infirmary. 
Clerk, Town Hall, Pancras Road. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 


Stavanger, a distance of about 39 kilometres, in accordance with 


the plans of a civil engincer named Schoien. Tenders must be 
Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. ; 


Tenders are wanted for 
See 


Nwansea.—Doecember 17th. 
wiring aud fitting the public library and other buildings. 
“ Official Notices" December 7th. , 

Swindon.— December 24th. The Corporation wants 
tenders for the supply of three high speed triple-expansion steam 
dynamos, balancer, aud motor-generator for electricity works. See 
“ Official Notices " November 30th. 


Worthing.—lecember 31st. Tenders are wanted for a 
main switchboard. See Official Notices" to-day. 


Worthing.—December 31st. The E.L. Committee 
invites offers from those firms willing to equip and maintaiu elec- 
tric tramways. See “ Official Notices ” to-day. 


. CLOSED. 
Ayr.—The tender of Messrs. Hurst, Nelson & Company, 


Limited, Motherwell, for the construction of ten cars with complete 
electrical equipment has been accepted. The amount of tender 
being £5,672 10s. 


Brighton.—The T.C. has accepted the offer of Messrs. 
Willans & Robinson to supply two triple -expansion engines 
coupled to 440-k w. dynamos similar in all respects to the last two 
sets supplied by them, for the sum of £9,698. 


Cardiff.—Messrs. D. Bruce Peebles & Co. have just 
received au order from the Cardiff Corporation for one of their 200- 
H.P. traction balancing sets. It will consist of two standard multi- 
polar machines coupled together with a fly-wheel between them, 
the whole mounted on one bedplate. The firm have also received 
au order from the same Corporation for a battery of Tudor accumu- 
lators, and a milkiug booster. 


Darwen.—Messrs. D. Bruce Peebles & Co. have received 
an order from the Corporation for а 600-н.р. traction generator. 
The machiue will be direct coupled to a high «peed vertical engine 
of Messrs. Belliss & Morcom’s make. 


Hereford.— The T.C. has provisionally accepted the ten- 
der of the I. R., G. P. and Telegraph Works Company, for a 250-K w. 
steam dynamo. 


Southport.—The Electricity Committee has accepted the 
tender of Messrs. Belliss & Morcom, Limited, to supply a triple- 
expansion 1,000-н.р. engine for £4,200, the tender of Messrs. S. Z. 
de Ferranii Limited, to supply a 600-Kw. alternator for £2,500. 


Watíord.—The C. D.C. has accepted Messrs. Babcock 
and Wilcox's tender of £150 for a superheater, and £452 for steam 
connections and other work. 


West Bromwich.—The Town Council have accepted the 
tender of the Alliance Electrical Company, Birmingham, for the 
supply of motors and switch gear for hiring. 
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FORTHCOMING EVENTS. 


Friday, December 14th.—At 8 p.m. Institution of Mechanical 
Engineers, Storey’s Gate, S.W. “Power Gas and 
Large Gas Engines for Central Stations" by H. A. 
Humphrey, Northwich. 

At 5 p.m.—Physical Society. At the Physical Laboratory 
of the Royal College of Science, Exhibition Road, 
South Kensington (by invitation of Prof. Rücker) :— 
“Electric Inertia,” by Prof. A. Schuster, F. R. S.; The 
Effect of Inertia on Electric Currents in a Rotating 
Sphere," by Prof. A. Schuster, F. R. S.; Exhibition 
and Description of a Quartz-Thread Gravity Balance,” 
by Prof. R. Threlfall, F.RS.; *On the Theory of 
Magnetic Disturbances by Earth Currents," by Prof. 
A. W. Rücker, F. R. S.; Notes on the Practical Ap- 
plication of the Theory of Magnetic Disturbances by 
Earth Currents,” by Dr. R. T. Glazebrook, F.R.S. ; 
“The New Physical Laboratories of the Royal College 
of Science," by Prof. A. W. Rücker, F.R S. 

At 8 pm.—Institution of Junior Engineers. At the 
Westminster Palace Hotel. Paper on “The Metallurgy 
of Tin,” by Mr. J. H. Davy James. 

Monday, December 17th.—At 8 p.m. Society of Arts, Cantor 
Lectures. Electric Oscillations and Electric Waves,” 
by Prof. J. A. Fleming, M.A., D.Sc., F.R.S. Four 
lectures. Lecture IV.—'Electric Waves.” Hertz's 
discoveries— Production of electric waves—Experi- 
mental study of their properties—Electro-optical 
phenomena—Reflection, refraction, absorption, and 
polarisation of electric waves, and apparatus for their 
detection and measurement. 

December 18th.—At 8 p.m. The Institution of Civil 
Engineers. Ordinary meeting. Papers to be further 
discussed :—(1) “ Тһе Signalling on the Waterloo and 
City Railway," and (2) Note on the Signalling of 
Outlaving Siding Connections," by Alfred Weeks 
Szlumper, M.I.C.E.; (3) " Signalling on the Liverpool 
Overhead Railway,” by Stephen Butler Cottrell, 
M. I. C. E. 

Thursday, December 20th. At 8 p.m.— Institution of Electrical 
Engineers A lecture will be given by Lieut.-Col. 
Crompton, Е.Е. (R. E.), past president, On the 
Electrical Engineers (R. E.) in South Africa." (Lantern 
Views.) 

At 7.30 p.m.—University College, St. Stephen's Green, 
Dublin. Institution of Electrical Engineers. Paper 
by Rt. Rev. Monsignor Molloy, D.D., D. Sc., On Elec- 
tric Currents of High Tension and Great Frequency, 
with Suggestions as to the possible Electric Light of 
the Future." 


Tuesdav, 


NOTES. 


The Explosion at St. Helens Alkali Works—After 
nearly four days' hearing there was concluded at Liverpool 
Assizes on 11th inst., before Mr. Justice Bucknill and a 
Special jury, an action in which the St. Helens Corporation, 
Lancashire, sought to recover £5,000 from the United 
Alkali Company, Limited, for injury done to the plaintiffs’ 
gasworks by the wrecking of a gasholder and other erections 
caused by an explosion of chlorate of potash on defendants’ 
works at St. Helens on May 12th, 1899. Five people were 
killed and 40 injured as a result of the explosion. The jury, 
who (says a Birmingham paper) were not asked to consider 
the question of damages, returned a verdict for the plaintiffs, 
finding that defendants ought to have known that chlorate of 
potash was explosive when unmixed with: other substances ; 
that defendants did not take all reasonable care and pre- 
caution to prevent accident by fire or explosion ; that such 
want of precaution contributed to the explosion, and that 
the fire was nob a chance one without negligence, Judgment 
was deferred. 


Fires.—The daily press reports that the Calais submarine 
cable and insulation factory of the Société Industrielle des 
Téléphones has been destroyed by fire. It is stated that 
the factory had been making telephone cables for the 
London National Telephone Company, and was about to 
begin preparing two cables for Indo-China. We are glad to 
learn that the damage to the works is much less serious than 
was at first expected. The repair work at the factory will 
be effected in the space of three or four weeks, and in the 
meantime all standing orders are being executed at the 
Company’s works at Bezons, near Paris. 

A New York press telegram says that the Brooklyn 
electric tramway power house has been totally destroyed by 
fire, but as the loss is estimated at only $200,000, there is 
doubtless an error somewhere, 


Arrangements of Suetion Air Chambers ош Pumps,” 


Photographic Method of Determining Speed of 
Automobiles. — We read in the Srieniific Amerwan ihe 
owing to the number of arrests which have recently ben 
made in Paris for the fast driving of automobiles, attenti 
has been called to a method which will determiue the ges 
exactly, and not leave this to the judgment of the polis 
officer. Several photographic methods have been proposed, 
but the only method which is entirely automatic is that pro- 
posed by M. Delamarre. The determination of the speed o 
а moving object depends upon the measure of the spay 
passed over in one second; if v is this speed and E the spo 
passed in T seconds, 


E 


5и 
T 
Suppose an apparatus provided with a shutter and ar 
arrangement for obtaining upon the same plate two succes- 
sive images at the interval of one second, the displacemen 
of the image would permit of measuring the space pasi 
over. 


E 


OBJECT | - 


The fundamental formula for lenses would then giv, 
according to the diagram, 


DENM. MUN dest A 
Л ONSE ONE 
where f is the focal length of the lens used; whence 
peer 
E 2 —— 


a 


J 
If k is known, the value of v will be at once obtained. 
The problem taen consists in measuring к. M. Velamar: 
has already shown that if in operating from the same pos- 
tion two lenses of different focus are used, f and f, оти 
for the measure of Е the values e and 5, then 


E—(f— i. COM 
S-A utt, 

This formula is independent of the distance at wh 
the operation is made. It suffices then to construct a ba. 
apparatus of the detective form with coupled shutters, wh» 
two lenses will have different focal lengths. The oper 
will then make the exposure, and the plate when devel 
will be measured and the above formula applied, thus i 
cating a once the speed of the vehicle in question. i 
apparatus of this kind would fulfil the conditions requi» 
it is necessary, however, before reducing the idea to prse 
to overcome a number of difficulties, and the originator œ 
the device is at present working in this direction. Th 
difficulties, which are inherent in any apparatus of the i^ 
are that it is necessary to operate upon a portion of the pe“! 
of the automobile which is perpendicular to the axis of | 
lens, and besides a lens with fixed focus must be usd | 
is, however, quite possible to construct an instrument of = 
kind of an entirely practical nature. 


American Society of Mechanical Engincen a 
Society has just held а four days convention in New Yo 
The presidential address, delivered by Mr. C. H. Mor 
December 4th, opened the proceedings, and among © 
papers read were the following 


„Comparison of Rules for Calculating the Strength of 8 
Boilers,” by Н. de B, Parsons; A Record of the Early Per 
High Speed Engineering,” by Chas. T. Porter; ' Steam bag 
Maximum Simplicity aud of Highest "Thermal Efficiency, 
Robt. H. Thurston; “The Construction of Contracts,” by Fe 
uald P. Bolton; “An American Central Valve Engine,” by E 
Adams; “ Apparatus for Dynamically Testing Steam Engine - 
cators,” by Carleton A. Read; Comparative Value ie 
by En 
Wheeler; Teste of Centrifugal Pumps, " by W. B. Gregory: 
Principle of Gas Engine Design," by Chas. E. Sargent; 
Efficiency of the Gas Engine as Modified by Point of Igni 
C. V. Kerr; “ Power and Light forthe Machine Shop and Рош 
by Forrest R. Jones. 
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The International Exhibition of Fire Prevention, 
Fire Extinction, and Fire Escape Apparatus at Berlin 
in 1901.—The business committee of the above under- 
taking held its fourth sitting on November 26th, at the Post 
Office, Berlin, under the presidency of the Secretary of the 
Post Office, Von Podbielski. The report read showed that 
ample support had been promised by both home and foreign 
manufacturers and others. Allied departments will be fully 
represented, such as the yoking and care of horses ; office and 
barrack arrangements ; first aid for men and animals ; protec- 
tion against flooding, especially in mines ; fire escape arrange- 
ments for hospitals, lunatic asylums and prisons ; street 
cleaning and paving ; removal and utilisation of dust; fire- 
proof building and heating arrangements; chimney sweep- 
ing; precautions against fire in buildings of all kinds, 
especially for theatres and for electric installations ; lightning 
conductors ; insurance; benefit schemes for firemen ; gym- 
nastics ; finally, art and literature as far as they have any 
bearing on the branches of industry above mentioned. Many 


firms have applied for large spaces, and will erect special - 


pavilions. From abroad many interesting exhibits have been 
promised ; for instance, two large steam fire engines have 
been promised from Stockholm. Numerous Governments, 
the Prussian, of course, taking the lead, have offered for com- 
petition prizes, and gold, silver and bronze medals. Most of 
the home and foreign railways have offered free carriage of 
goods to and from the Exhibition ; as have also the North 
German Lloyds, the Hamburg-American, and many other 


shipping lines. Goods for the Exhibition are admitted into 


Germany duty free, duty being charged only in case of a sale. 
In Austria, Switzerland, France, Russia and other countries 
trips to see the Exhibition have been arranged for the fire 
brigades. In connection with the opening of the Exhibition 
a general fire brigade congress will be opened under the 
auspices of the Grand Conseil International de Sapeurs- 
Compiers. Detailed reports will be made by the committees 
of all sections and sub-sections, with the assistance of the 
most eminent experts in Berlin and other places. Experi- 
ments and practical exhibitions will be shown in a field set 
apart for the purpose. All information about the Exhibition 
can be obtained by applying to the office, 41, Lindenstrasse, 
Berlin, S.W. 


Transition to Electric Power.—Mr. Alton D. Adams 
contributes some notes of considerable interest to Cussier's 
Magazine. They are worth more than passing interest, 
because they draw attention to an unexpected phase of the 
subject of electrical transmission. He points out that 
whereas it was anticipated that power would be conveyed 
long distances to works, the opposite has proved to be the 
case, and long distance transmission seems likely to be of 
small growth, while there will be great increase in short 
distance transmissions. Hitherto, the use of a water-power 
has been confined to such a number of factories as could be 
built round about the waterfall. This area was naturally 
limited, and with large falls much of the power went to 
waste for lack of room to build enough factories to use the 
power. To some extent the wire-rope system of trans- 
mission served to spread factories, and left mill sites to be 
occupied solely by the turbines. But this system had not 
much growth. Electrical power offers the same chance with 
less complication. All the ground around a fall can be 
occupied by power houses only. This prevents the enormous 
rents of the old mill sites. Mill sites can be anywhere 
within transmission distance, and it is found that 
practically the power is used on short distance transmissions 
only, that industries have travelled long distances to be 
near power, and that power has not been carried to the 
industries. It has, in the author’s words, been found more 
economical to move an industry once than to move a lot of 
energy а long way daily. Further, transmission lines are 
costly, and it is something to save their first cost and sub- 
sequent interest charges and line losses. The length of a 
transmission line appears likely to be governed by the 
available sites near a waterfall, and it must be a very large 
fall that has not an area for sufficient sites within a small 
radius. Obviously where a waterfall is in a bad location, 
as among the mountains, it is probable that the factory 
locations will be put down in the valleys. | 


Just as, years ago, industries in America moved to 
the natural gas areas, so now they tend towards water 
powers. In a country like the United States, the 
severe winter will always act as a deterrent in certain 
industries and for certain water powers, Niagara does not 
freeze up, and it should always be possible to get a flow of 
water to the turbines. But frost may render smaller falls un- 
manageable in winter, and the question of an engine as standby 
crops up and must be considered with all that is implied in 
the way of charges on idle plant and double capital. The 
concentration of power at Niagara is already being duplicated 
on a smaller scale at other falls. It is probable that with 
thelarger areas of ground available for the generation of 
power at a fall owing to the removal of the factories them- 
selves from the immediate locality, a better provision can be 
made in regard to such falls as do not freeze dry for securing 
water to the wheels in more sunk and protected pits. It 
would be interesting to have some description of such means 
as may have been taken to secure this desirable end. 


The Röntgen Society of the United States.— This 
Society to-day closes its two-day conference at New York 
City. The papers being read are as follows :— 


THURSDAY, DECEMBER 13TH. 


“ The Development of the X Ray Plate,” by Dr. J. N. Scott. 

“Application of Röntgen Rays to Dentistry,” by Dr. C. Edmund 
Kells, jun. 

“The First Legal Victory of the X Ray Shadow as seen by the 
Iowa Jury ” (illustrated), by Dr. F. Wesley Sells. 

“ A Review of Cases of X Ray ‘Burns, ” by Dr. E. A. Florentine. 

“X Light Apparatus for Physicians in the Country," by Dr. William 
Rollins. . 

“On Diagnosticating Ostitis, Osteomyclitis, and Osteosarcoma by the 
Röntgen Rays," by Carl Beck. 

“The Monell Position Finder for Centering Skiagrams,” by Dr. 
S. H. Monell. 

“Skiagraphy in Oral and Dental Surgery (illustrated), by Weston 
A. Price, D.D.S.M.E. 


Practical Work with the Static Machine and Vacuum Tube,” by 


Dr. J. M. G. Beard 


„X Ray in Lupus Vulgaris, M. U.,“ by D. Jos. Hoffmann, Vienna. 


“The Electro-chemic Action of the X Ray in Tuberculosis,” by Dr. 
J. Rudis-Jicinsky. 

* Demonstration of the Mount Bleyer Electro-arc Chromolinne for 
the Treatment of Tuberculosis by Coloured Light Rays," by Dr. 
J. Mount Bleyer. 

“Indications for General Franklinisation, Report,” by Prof. A. 
Tripier, M.D., Paris. 

Fripay, DECEMBER 14TH. 

“How to Print the X Ray Picture for Details,” by Dr. John T. 
Pitkin. 

“ Standard Pictures in Skiagraphy, and how they may be Secured,” 
by Dr. L. A. Weigel. | 

“The Monell X Light Standardising Gauge and Fluoroscope Test,” 
by Dr. S. H. Monell. 

“The Technique of the X Ray Work,” by Dr. Mihram К. Kassa- 


bian. 

“Stereoscopic Skiagraphy,” by Dr. L. A. Weigel. 

* General Observations on Crookes Tubes,” by H. Westbury. 

“ Amplifying and Parallelising X Rays," by Prof. Elmer Gates. 

“ Stereoskiagraphy," by Dr. G. P. Girdwood. 

“ Demonstration of Skiagraphs of Injuries at the Elbow Joint at 
time of Injury, and the Gradual Repair of Same, successive 
Skiagraphs," by Dr. A. H. Schwab. 

“Technique of Skiagraphy," by W. C. Fuchs. 

“ A Demonstration of Electrolytic Interrupters,” by E. W. Caldwell. 

“The Monell Distortion Landmark for X Ray Negatives,” by Dr. 
S. H. Monell. 


The Electro-Harmonic Society.— The smoking con- 
cert on Wednesday evening was perhaps not so largely 
attended as might have been expected, but the excellent pro- 
gramme was, on the whole, successfully carried out. The 
violoncello and pianoforte duet by Messrs. Parker and Izard, 
we need hardly say was very finely rendered, and Mr. 
Izard’s pianoforte solo, The Wedding Day at Tröld- 
hangen,” was very bright and agreeable. Mr. B. H. 
Groves, “She Alone Charmeth my Sadness,’ from 
Irene (Gounod), was very good, but his “Life that 
lives for you " (Sullivan) could hardly be regarded as a good 
specimen of Sullivan's songs. Mr. B. P. Parker's violoncello 
solo (* Nocturne”) was excellent and artistic, and his 
* Carprice Hongroise " was likewise charmingly played. Mr. 
John Proctor's humorous ** Word on Temperance " secured an 
encore, and Dr. Byrd Page's exceedingly clever sleight-of- 
hand illusions were generally admired. 
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Personal.—Mr. Arthur Ellis, who a short time ago left 
Bolton to become tramways electrical engineer to the Cardiff 
Corporation, has been also appointed to the position of 
electric lighting engineer at Cardiff on the departure of Mr. 
Appelbee for Ashton. Mr. Ellis was last week appointed 
engineer to the Electric Lighting Committee and electrical 
engineer to the Tramways Committee at a salary of £750 
per annum, with an increase of £50 per annum for five 
years. Mr. Ellis has our congratulations, and we sincerely 
trust that during the next year or so he will succeed in 
placing the Corporation undertakings on a thoroughly work- 
able and satisfactory basis. 

Mr. 5. E. Britton, who is leaving Barking for Motherwell, 
has been presented by his friends at the Barking electricity 
works with a handsome dressing case. 

Mr. J. W. Pember, chief assistant electrical engineer to 
the York Corporation, has been appointed chief electrical 
engineer to the borough of Farnworth (Lancashire). 

Mr. G. M. Harriss, late electrical. engineer to the Bray Cor- 
poration, was entertained at the Royal Hotel, Bray, on 
Tuesday last week, апа · presented with an illuminated 
address and a purse of sovereigns, on his departure to 
assume the duties of representative in Ireland of Prof. 
Forbes. 

Mr. W. A. Chamen, the city electrical engineer at Glasgow, 
recently received an offer of £1,250 per annum with a share 
of the profits from a large electricity supply company. 
The Glasgow Corporation has now, however, increased 
his salary from £800 to £1,000 per annum, This was the 
salary which Mr. Chamen asked for when he applied for the 
position at Glasgow. In spite of the above tempting 
offer Mr. Chamen will remain at Glasgow, and in view of 
the present position of the works there the electricity under- 
taking will be greatly benefitted. We congratulate both 
Mr. Chamen and the Glasgow Corporation. 

Mr. Arthur R. Fearnley, manager of the Bradford and 
Shelf Tramways Company, has been appointed electric tram- 
ways manager to the Birkenhead Corporation. 

The RHeriew of the River Plate says that the Council of 
the Institution of Electrical Engineers of England have 
resolved to nominate a local honorary secretary in Argentina, 
and Mr. Ernesto Danvers has been asked to accept the same. 
Up to the present Uruguay and Argentina have been under 
one secretaryship, but in view of the large number of elec- 
trical engineers in Argentina it was lately decided to sepa- 
rate the two countries, 

Mr. A. H. Seabrook, assistant engineer at the Hampstead 
electricity works, has been appointed engineer and manager 
to the Barking electricity works. He will take up his duties 
in a month’s time. 


Mr. George W. Grosset, of Edinburgh, has been appointed | 


junior assistant at the Leith electricity works. 


Fatalities in a Cable Storage Tank.—Two men, 
named Henry Carr, 60, and Richard Thornton, 32, were 
suffocated in a tank at the Telegraph Construction and 
Maintenance Works, East Greenwich, on Saturday night. 
The evidence at the inquest held on Wednesday showed that 
Carr descended into the tank, which was used for the storage 
of cables, apparently to adjust the plug at the bottom. He 
was at once overcome by gas which had been generated by 
the action of water on the covering of the cable. Thornton 
went to his assistance, and was also overcome, Other men, 
named Smoker, Bryan, Harris, and Rice, made gallant 
attempts at rescue, and the first-named was removed to the 
hospital in an unconscious condition. Carr and Thornton 
were got out by Rice, but all attemptsat resuscitation failed. 
Mr. Lucas, manager at the works, eulogised the bravery of 
the men named, and said the firm were proud of them. 
The coroner and jury concurred. The 7*mves states that 
the inquiry was adjourned for further evidence till 
December 31st. 


The B.A. at Glasgow.—It is stated that the Council of 
the British Association have resolved that after the Glasgow 
meeting next year there will be only such excursions as may 
be organised unofficially, 


Next Year at Glasrow.—There seems to be every 
prospect of the Glasgow Exhibition of 1901 being a great 
success. Those manufacturers who held aloof from the 
Paris Exhibition this year are almost sure to take advantage 
of the Glasgow show next year. The engineering and elec- 
trical trades will be certain to play a most important part— 
in fact, next year will be quite a Glasgow year for electrical 
engineers, what with Municipal Electrical Association and 
Institution of Electrical Engineers and B.A. conferences, 
engineering congresses, completion of the multiphase tram- 
ways, and the Exhibition. The London Committee met 
at the Mansion House on Wednesday under the presidency 
of the Lord Mayor, and judging from the speeches then 
delivered, it looks like being a satisfactory show, at which 
the English electrical manufacturer should be strongly 
represented. 


Appointments Vacant.—The Stockpors Tramways 
Committee wants a clerk of works for permanent way con- 
struction. A tramways manager at £350 per annum is 
wanted by the Burnley Corporation. A shift engineer is 
wanted at Bexhill, An inspector is wanted for an electric 
lighting installation in a public building at Edinburgh. A 
mains foreman is wanted for Bermondsey. A junior assistant 
engineer is wanted for the Wimbledon electricity works. 
The salary for the Perth resident electrical engineership is 
£200 per annum, not £300, as stated last week. 


Niagara Falls.— The Niagara Falls Power Company 
has awarded the General Electric Company, of Schenectady, 
N.Y., the contract for the construction of six dynamos, 
which are to be installed in the new power house to be 
erected over the wheel-pit now in course of construction. 
These six dynamos will be the initial installation in the new 
central station, and their output capacity will be 30,000 H.P. 
All the dynamos in the present power house of the Niagara 
Falls Power Company were built by the Westinghouse Com- 
pany, and the contract was captured by the General Electric 
Company in competition. So far as the new machines are 
concerned, they will have the same general appearance and 
characteristics, but they will possess certain features that are 
expected to be advantageous. When they are completed 
they will be installed with all possible rapidity, in order that 
a full supply of current may be ready for the Pan-American 
Exposition. It was a year ago on Monday, November 12th, 
that ground was broken for the new wheel-pit now in 
building. Inall ways the work has progressed satisfactorily, 
and the present depth of the pit is about 120 feet, whereas 
the pit will be 180 feet deep when finished. 


Brescia.—A New Electrical Industry.—The 7'ribuna, 
of November 29th, states that after repeated trials with a 
furnace of 150 H.P. for smelting iron by electricity, a fur- 
nace of 500 H.P. has now been installed for the production 
of iron, steel, and other metals, direct from the ores. The 
process is the invention of Captain Stassano, of Rome, and 
the experiments were conducted before a commission com- 
posed of Signori Arno, of the Polytechnic of Milan; Del 
Lungo, of the Institute of Spezia; and Engineer Siracusa, 
Director-General of the Italian Electric Company, of Turin. 


The National Physical Laboratory.—The Queen has 
granted to the Royal Society Bushey House, Bushey Park. 
for the purposes of a National Physical Science Laboratory. 


Cardiff Castle.— Lord Bute's Welsh seat is likely to be 
lighted by electricity. Application has been made for terms 
to the authorities. 


Lecture.—On Tuesday, December 11th, an address on 
“ Electric Driving," was delivered by Mr. Robert О. Ritchie 
(Messrs. Greenwood & Batley) in connection with the York- 
shire College Textile Society, Leeds. 


м. 
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NEW COMPANIES REGISTERED. 


South Lancashire Electric Traction and Power 
Company, Limited (67,974).— This company was registered on 
November 29th, with a capital of £850,000 in £1 shares, to acquire 
the business of the Lancashire Light Railways, Limited, and the 
South Lancashire Tramways Company, or all or part of the shares 
or debentures of such companies, to adopt an agreement with J. B. 
Atherton and J. Atherton, and to carry on the business of tramway, 
railway and omnibus proprietors, carriers, &c., and to equip, main- 
tain, and work by electricity or otherwise апу tramwaysand railways 
belonging to the company. The first subscribers (each with 1,000 
shares) are:—Sir John A. Willox, M.P., Parkside House, Huyton, 
near Liverpool, newspaper proprietor; the Hon. Arthur Stanley, 
M.P., Knowley Hall, Prescot, Lancashire; Edmund K. Muspratt, 
Seaforth Hall, Seaforth, near Liverpool, J.P.; James B. Atherton, 
Manhattan, Gateacre, near Liverpool, manufacturer; Joseph 
Beecham, Ewanville, Huyton, near Liverpool, J. P.; Jacob Atherton, 
Hurst Park, Prescot, Lancashire, gentleman ; and the Hon. George 
Stanley, Knowley Hall, Prescot, Lancashire, Captain. The number 
of directors is not to be less than tive nor more than twelve; the 
first are Sir John A. Willox, the Hon. Arthur Stanley, E. K. 
Muspratt, James B. Atherton, aud Jacob Atherton; qualitication, 
£1,000 ; remuneration, £250 each per annum (4400 for the chairman), 
and a share in the profits. . 


Northern Counties Electricity Supply Company, 
Limited (67,924).—This company was registered on November 26th, 
with a capital of £200,000 in £1 shares, to supply electricity for the 
purposes of light, heat, traction, telephonic and telegraphic services, 
or any other public or private purposes within the United Kingdom, 
and to carry on the business of electricians, mechanical and electrical 
engineers, manufacturers of electrical apparatus, &c. The first 
subscribers (each with one share) are:—John D. Milburn, Barnhill, 
Asklington, Northumberland, shipowner; Clement W. Fairweather, 
45, Grosvenor Place, Newcastle-on-Tyne, engineer; Charles S. V. 
Brown, 94, West Parade, Lincoln, electrical engineer; Herbert C. 
Harvey, 57, Westgate Road, Newcastle-on-Tyne, solicitor; James 
Patterson, 6, Jesmond Vale Terrace, Newcastle-on-Tyne, secretary ; 
Arthur Scholefield, 2, Lovaine Row, Newcastle-on-Tyne, shipowner ; 
and Stanley Mitcalfe, 60, Percy Park, Tynemouth. The number of 
directors is not to be less than three nor more than eight; the first 
are to be appointed by the subscribers; qualification, £250 ; remu- 
neration as fixed by the company. 


Cumberland Construction Company, Limited 
(68,007).—This company was registered on November 30th, with a 
capital of £10,000 in £100 shares, to further the construction, 
equipment, extension, and development of tramways, tramroads, 
and light railways, to establish, promote, and finance companies for 
similar purposes, to acquire powers, concessions, Orders and Acts of 
Parliament, and to carry on the business of tramway, tramroad, 
and light railway contractors and proprietors, builders of stables, 
electric, water, and other works, factories, and conveniences, &c. 
The first subscribers (each with five shares) are:—G. Flett, 110, 
Cannon Street, E.C., contractor; T. D. Lingard, 10, Booth Street, 
Manchester, solicitor; A. L. Ormrod, 10, Half Moon Street, Man- 
chester, stockbroker; T. S. "Turnbull, 13, Spring Gardens, Man- 
chester, solicitor; J. Kerr, 94, George Street, Edinburgh, contractor; 
A. Dickiuson, Telephone Buildings, Birmingham, electrical engi- 
ueer; and E. Horton, The Grange, Bescot, Statfs, manufacturer. 
The number of directors is not to be less than two nor more than 
five; the first are George Flett, Thomas D. Lingard, Alexander L. 
Ormrod, and Thomas S. Turnbull Registered office, 13, Spring 
Gardens, Manchester. 


Paterson, Cooper & Co, Limited (4,692).— This 
company was registered in Edinburgh on November 30th, with a 
capital of £20,000 in £1 shares, to take over, acquire, carry on, and 
develop the business of electrical engiucers and contractors now 
carried on by Paterson, Cooper & Co. at Paisley. The first sub- 
scribers (each with one share) are:—Paul Rottenburg, 105, West 
George Street, Glasgow, merchant: Robert Paterson, Springfield, 
Paisley, manufacturer; Wilfrid Marshall, Patilla Works, Paisley, 
electrical engineer; Louis Rottenburg, Patilla Works, Paisley, 
electrical engineer; W. S. Marshall, Patilla Works, Paisley, elec- 
trical engineer; Charles Ker, 115, St. Vincent Street, Glasgow, 
chartered accountant; Warren Crosbie, 141, St. Vincent Street, 
Glasgow, solicitor; and Robert Cassels, 6, Princes Gardens, Dowan- 
hill, Glasgow, iron merchant. 'The number of directors is not to be 
less than three nor more than seven; the first are Andrew 
McClelland, Robert Cassels, W. Marshall, and Louis Rottenburg ; 
qualification, £200 ; remuneration, not less than £50 each per annum. 
Registered office, Patilla Works, Paisley. 


Crown Electric Heating Syndicate, Limited (67,987). 
—This company was registered on November 29th, with a capital of 
£5,000 in £1 shares, to adopt an agreement with A. R. Leask and 
H. Stewart, and to manufacture and deal in electrical appliauces 
for heating liquids, and to carry on the business of electriciaus, 
electricaland general engineers, suppliers of electricity for light, 
heat, power, or other purposes, &c. The subscribers (each with one 
share) are:—A. P. Bebrouth, 41, Woodhouse Grove, East Ham, 
traveller; H. Auerbach, 2, Rosemount Mansions, Lithos Road, N.W., 
clerk; J. W. Wallsgrave, 11, Mint Walk, Croydon, clerk; A. F. 
Sims, 72, Eaton Terrace, S.W., articled clerk; C. L. Constantinidy, 
Hardwick Villa, Highgate, N., merchant; A. M. Pratt, 5, Grand 
Parade, Green Lanes, N., clerk ; and H. Stewart, 76, Regent Street, 
W., accountant. The number of directors is not to be less than two 


nor more than five; the first are to be appointed by the subscribers ; 
remuneration according to profits. Registered office, 15, Bury 
Street, St. Mary Axe, E.C. 


Higginbottom & Mannock, Limited (68,004).—This 
company was registered on November 30th, witha capital of £60,000 
in £1 shares, to acquire and carry on the business of engineers, 
millwrights, and hoist aud crane makers, now carried on by 
L. Higginbottom, T. Mannock and E. Broome, at the Crown Iron 
Works, Fenton Street, Hyde Road, West Gorton, Manchester, under 
the style of “ Higginbottom & Mannock,” and to carry on the busi- 
ness of electrical engineers, electricians, chemical and medical 
apparatus manufacturers, &c. The first subscribers (each with oue 
share) are :—L. Higvinbottom, Hill Top, Cheadle Hulme, engineer; 
T. Mannock, Derwent House, Heaton Moor, near Stockport, engi- 
neer; E. Broome, 13, Birch Lane, Longsight, Manchester, engineer; 
J. B. Bowler, 1, Woodlands, Victoria Park, Manchester; H. H. 
Broome, M.D., 13, Birch Lane, Longsight, Manchester; G. Makin, 
58, Strude Hill, Manchester, jeweller; and J. Makin, Sunny Bank, 
Vine Road, Didsbury. The number of directors is not to be less 
than three nor more than five; the first are L. Higginbottom, 
T. Mannock and E. Broome; qualification, £500. Registered 
office, Crown Iron Works, Feuton Street, Hyde Road, West 
Gorton, Manchester. 


British Electric Railways, Limited (67,058).—This 
company was registered on December 4th, with a capital of £100 in 
£1 shares, to carry on the construction and maintenance of electric 
and other railways and tramways, and their accessories and appur- 
tenances. The first subscribers (cach with one share) are: A. T. 
Prudey, 28, Castle Street, Kingsland, N., clerk; A. W. Hoale, 116, 
Craven Park Road, Harlesden, clerk; C. A. Whiting, Finchley Park, 
N. Finchley, N., registrar; H. Bearl, Plum Tree Cottage, Eve Road, 
Islesworth, secretary ; J. Likeman, 50, Ettingham Road, N., clerk ; 
J. Gladwin, 40, Holborn Viaduct, E.C., housekeeper; and D.J. 
Norris, 61, London Street, Fitzroy Square, W., clerk. Registered 
without articles of association. 


Hillgrove & Armidale Electrical Corporation, 
Limited (68,118).—This company was registered on Devember 6th, 
with a capital of £70,000 in £1 shares, to adopt an agreement 
between the International Railway Corporation, Limited, of the 
first part, and the company of the second part, for the sale of the 
undertaking described as the Hillgrove & Armidale Water Power 
Electric Company, and an assignment between the same two parties 
of the first two parts, and Crompton & Co., Limited, of the third 
part, of an agreement providing for the local management thercof, 
to acquire the benctit of certain powers granted by the Legislature 
of New South Wales, to carry on in the County of Sandon, 
and elsewhere in Australia, the business of an electric light 
and power company, to facilitate the navigation of the River 
Gyra, and to carry on the business cf electricians, mechanical 
and electrical engineers, &c. The first subscribers (each 
with one share) are: — C. F. Truefitt, 10, Brooksville Avenue, 
Brondesbury, N.W., accountant ; J. Trustham, 115, Colworth Road, . 
Leytonstone, accountant; W. G. Bovey, 9, Benbow Road, Hammer- 
smith, clerk; W. G. Heatlie, 22, Howard Road, Cricklewood, 
secretary ; S. W. Money, 12, Hampstead Road, Walthamstow, 
secretary ; J. Doloughan, 59, Regency Street, Westmiuster, clerk ; 
and D. H. Wiseman, 194, Gresham House, E.C., managing clerk. 
The number of directors is not to be less than three nor more than 
eight; the first are to be appointed by the subscribers; qualitication, 
4500; remuneration, £100 each per aunum, and £50 extra for the 
chairmau. 
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SUPPLY STATION ACCOUNTS. 


THE second set of accounts signed by Mr. F. 
Leyton Urban Harman Lewis relating to the electricity works 
District Council at Leyton unfortunately do not present 
Electricity ^ altogether satisfactory features on the financial 
Accounts. side. Almost exactly a усаг ago we dealt with 
' the accounts for 1898, and then said “There 
is every indication that this deficiency (i. e., the net deficit in the 
profit statement) can only be met by charging a price higher than that 
so far asked. One may say that, like other undertakings of similar 
size, the Leyton supply has attempted to create a quick and large 
demand by charging an inadequate price.“ These remarks stand 
to-day, and are substantiated by the accounts before us. We set 
out à summary of the figures for the past three years to show what 
is meant: А 


Gross 
СЕР Work Total G Net 
Year. Units. со t. | А осер. ро о nt. 
1897 ... 123,797 2°054. 2:59d. 3°49d. £466 — £737 
1898 ... 248,905 1°85d. 2:40d. 330d. 926 — 928 
1899 . 423,476 204d. 263d. 344d. 1,438 —1,465 


. In the face of these results we think that the general opinion 
must be that the charges are too favourable to the consumer. Only 
half of the financial charges are borne by the revenue, the other 
half appearing as a deficit. As these charges must increase, it 
appears that it is over sauguine to expect mere increase in output 
to set things right, aud more particularly is this the case in face 
of a rising market for all the raw materials used in a generating 
works. 
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GENERAL STATEMENT. not only heavier payments on these accounts, but also an increased 
1898. 1899. Increase. figure for total cost per unit, coupled with a sensible reduction in 
Total capital expenditure £47,047 £71,528 £24,481 the revenue per unit from allsources. The general statement shows 
Number of unita sold 248,905 498,476 174,571 one encouraging feature, that the business is being extended, and if 
Number of lamps connected 13,644 20,741 7,097 this be continued on sound lines, no doubt the financial results will 
Maximum load in xw. : 245 378 133 right themselves in time, but we cannot hope for an immediate im- 
Gross revenue те 23, 417 26,072 £2,655 provement. - 
Giross expenditure we 22,491 £4,634 22,143 GENERAL STATEMENT. 
Gross profit -— ave 1£926 £1,488 £512 1898, 1899. Increase. 
Average price per unit sold 3:26d. 8:864. 10d. Total capital expenditure £71,028 £85,718 £14,690 
А : Number of units sold 405,234 511,300 106,066 
| Тһе increase in capital expenditure is spread over all the ош, Number of lamps обаве 18,427 27,250 8.823 
in this account, the greatest proportionate increase being in “ site, Maxi load i 490 495 75 
and next in machinery. The rise in output is exceptionally good, KE: in mt, жа odi * id 
and the connections are coming on fast. Gross revenue £7,056 £8,513 ELAH 
The sales of energy show that the return per unit from this source Gross expenditure... £5,112 £6,573 Lie 
emn : : „ Gross profit £1,944 £1,940 — £4 
is slightly higher than before. The average price obtained is 1:66d. A it ld 40d 3-99d i Rd 
from public lighting (151,195 units being taken by 24 arc and 265 verage price per unit во F ` 


incandescent lamps), and 3:95d. from private supply (272,281 units). 
The prices charged are 5d. and 2d. for lighting, and 5d. and 1d. for 
power and heating. Whereas in 1898 the wiring and fittings 
department traded at a loss, this last year there is shown a small 
profit. 

REVENUE STATEMENT. 


1898. 


1899. 
Gross. Perunit. Gross. Per unit. Increase, 


Sale of energy .. £3,375 3:26d. £5,922 336d. + 104. 
Meter rente... вз Od. — 117 07d. — 014. 
Profit on wiring, &c. .. А —76 — 07d. 10 00d. +074. 
Rents received: premiums, &c. 35 +084. 98 ‘Old. — 02d. 

Gross revenue £3,417 330d. £6,072 344d. ＋ 14d. 


The costs have gone up slightly, due to the large increase in 
repairs. Coal shows a tendency to get up to ?d. per unit, and the 
rise would have been half as large again were it not for the drop of 
nearly id. in the wages item. The final result is an additional łd., 
but even at 23d. the total costs are very good for a works near 
London with less than half a million units output. Eliminating 
such items as street lighting charges, Mr. Harman Lewis gives the 
works cost at 1:805d. and the total cost at 2:397d. 


Совт oF PRODUCTION. 


1 1899. 
Gross. Per unit. Grose. Per unit. Increase. 
е 5 other net ux £703 68d. £1,244 71d. +034. 
ОП, waste, Water and engine) 119 114. 324 *184. 07d. 
Salaries and wages incurred 
in eration and distri- 
bution and — Ш 87d. 1,327 75d. — 12d. 
public lamps 
Re 4 and * " 
p 19d. 695 40d. +214 
street lamps ) — 
Works cost . £1,920 1:854. 23,590 9*04d. +194. 
Ren tes ё tax ee bd 
Mangement ex penne | » on 1 vee 00d. 
salaries man е Ы А 38d. * 
neer, . бз + 04d. 
саа он 
pein „ law Share =) 220 21d. 369 21d. 00d 
uranoe 
Other expenses © ае 
Total coste £2,491 2:40d. £4,634 268d. +°23d. 


The only point about the profit statement not already referred to 
and worth mentioning is the curious relation still subsisting between 
the deficit and the gross profit. In both years these almost exactly 
equal one another. The total deficit to the end of the last financial 
year since the opening of the works now reaches £3,730—a rather 
heavy burden upon future profits. 


PRorrr STATEMENT. 


1898, 1899. 
Interest on loans .. es es ec £861 £1,397 1°645d 
Sinking fund for repayments .. .. .. 993 1,506] 7 H 
Net profit carried forward — .. — 928 —1,465 830d. 
Gross profit .. = '815d. 


£926 £1,438 


THE accounts for last year of the electrical 


Cardiff department of the Cardiff Corporation continue 
Corporation to show the disappointing result which we have 
Electricity had to deal with in previous analyses. It cer- 
Accounts, tainly seems that the reduction in price forced 


upon the department was not justified, when 
we consider the cost of generation and the pecuniary liabilities 
which had to be met. The output has been increased, but the 
augmentation in receipts has not been sufficient to cover the larger 
eums required to meet interest and sinking fund. Now we have 


The revenue has increased by nearly £1,500, owing to the output 
being greater by over 25 per cent. than in 1898, while the load 
factor has considerably improved. Accompanying these changes is 
& fall in receipts from energy sold of nearly id., bringing the 
average below 4d. per unit. The department is called upon to 
carry out the street lighting at а very iow figure, i.e., “155d. per 
unit. This, we understand, is receiving attention, and the public 
lighting will be charged for at a higher rate this year. 


REVENUE STATEMENT. 


1898. 1899. 
Gross. Per unit Gross. Per unit. Increase 


Sale of energy £6,914 410d. 28,318 392d. — 18d. 
Meter rents m 140 ‘08d. "án оза. 004. 
Bale of lamps, &c. “a э T ; ers 
Other receipta .. .. .. 28 1 004. 

Gross revenue £7,056 4184. £8,513 4 400d. — 18d. 


— — —— — . ] ⁵ ᷑ ³ 


The costs how a steady fall in the amount per unit for engi- 
neering charges taken together, and an equally steady rise in the 
total cost. Coal and repairs are going upward, but the figures are 
fairly good, while economies are being effected in the oil, waste and 
wages items. The general tendency is best indicated in a 
summary :— 


Coal. Oil, waste. Wages. Repairs, Works cost. Total cost 
1897 ... 59d. 34d. 114d. 34d. 241d. 299d. 
1898 ... 65d. 29d. 101d. 37d. 2°32d. 3°03d. 
1899 ... ‘81d. 15d. 81d. 52d. 229d. 308d. 


The items, more particularly under the engineer’s control, are 
those in which most improvement is shown. Under repairs a sum 
of £150 was spent in renewing the rubber arc cables. 


Cost oF PRODUCTION. 


1898. 1899. 
Gross. Per unit. Gross, Per unit 


Increase. 
Сом . ве - £1,100 65d. £1,721 SId. +164. 
шем waste, water ‘and engine } 482 29d. 322 * 15d. — 14d. 
Balarios and wages incurred 
in generation and in dis- 1,706 1014. 1,734 81d. — 20d. 
Repairs, ni maintenance of 
ишш ийе, boilers, | 621 37d. 1,100 52d. +-15d 
Works costs £3,909 2°32d. £4,877 229d. — 03d. 
Rent, rates and tares `.. . a . 
M d — С 217 13d. 371 17d. + 04d 
salaries of m engi- | 701 41d. 797 "87d. — 044. 
neer, „ Clerks, &c. 
a оа eral establishment s 
‚ Stationery an . e ] 
printing ау ry и 247 154. 474 22d. + 078. 
Other poo. certifyin 
motors atemp duty de. ОУ 38 02d. 54 084. + 01а. 
Total coste £5,112 3034. £6,573 3:084, + 05а. 


——— e — — — — 


The sum required to meet financial charges in 1898 was £3,011. 
Last year this was increased by £723, and absorbed £3,734, equal to 
lid. per unit sold, but as the gross profit was the same as previously, 
the whole of this increase appears as an addition to the net loss or 
deficit. Part of this sum of £1,794, which is equivalent to 84d. 
per unit, was provided by the rates, the remainder is carried 
forward to be dealt with at some future time. A sum of £1,106 
appears in the general balance-sheet only. This represents the net 
proceeds of the action the Corporation took against Messrs. S. Z. 
de Ferranti, but what use would be made of this sum is not indi- 
cated in the accounts, 

Prorit STATEMENT. 


| 100 1809. 
Interest on loans ..  .. .. ex £2,166 22.715 
Sinking fund for repayments ..  . к 845 1.019 
Net profit carried to general rate account . —650 zx 337 
n » forward ee —417 — 457 
Gross profit. . £1,944 £1,940 


— 
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CITY NOTES. 


4 
Adams-Randall Telephone Patents Company. 

We have this week made application to the secretary for a- 
copy of the report of the directors of this company, but 
our request has been refused on the ground that the report is 
private. As, however, the document has been reproduced more or 
less in ertenso, with adverse criticisms, in several financial journals, 
we are reluctantly compelled to turn to these for the following 
facts. The company was formed in April last year to work the 
Adams-Randall telephone patents. It seems that £50,000 ordinary 
and £400 preference capital was allotted, and £8,150 in 6 per cent. first 
mortgage debentures issued. We suppose that the period under 
review has been purely experimental. Experimental expenditure 
is set down at £1,535, but far be it from us to suggest that there is 
nothing coming ia to set against this and all the other expenditure, 
for there have been actual sales to the amount of £54 2s. 4d., which 
is a real proof that the company has been doing business. It 
is always a good sign when a business extends, and 
this sales item is larger than it was in the previous 
year, for then nothing at all was done; that, however, did not leave 
any doubt in the mind of the inventor or the company as to the 
practical value of the patents, for these were purchased for the good 
round sum of £54,743. To produce this £54 worth of goods and 
carry out preliminary and experimental work connected with the 
concern, much of which we should have thought ought to have been 
done before the patents were made the subject of a company, it 
has been necessary to pay salaries of engineer, &c., £1,026 
directors’ fees, £250 ; salary of secretary, £250; debenture interest, 
£041; advertisements, £357, and so on. It appears that all of tbe 
working capital that remained after paying for the patents 
amounted to £3,807, and thjs has been laid out upon the items 
we have mentioned and sundry purchases, office expenses, &c., with 
the exception of £37, which is at banker’s and in hand. We 
need pass few comments upon this disastrous concern, which 
seems to have been brought out in а reckless manner, either when 
its patents were in an undeveloped condition or when it should 
have been clear that there was no immediate prospect of 
success. It appears that would-be customers have had to place 
their orders elsewhere because of the inability of the company 
to manufacture except in an experimental way. The invention was 
one which was to be applied cheaply to long-line telephone circuits, 
single-circuit telephony on long lincs, submarine telephony, and 
what not, and its prospects have been dimmed either from want of 
working capital or from want of merit of the invention itself. 


Kalgoorlie Electric Power and Lighting Company. 


Mg. R. W. WALLACE, Q.C., presided at the meeting of this com- 
pany, held at Winchester House on Monday. In moving the adop- 
tion of the report, he went very fully into the causes of delay in 
proceeding with the operations, detailing the water supply 
difficulties, and the trouble that had arisen in obtaining a freehold site 
instead of one for only 21 years. If they could not obtain a satisfactory 
lease of the present site they must look elsewhere; the engines and 
dynamos, &c., which had been ordered would be suitable for either, 
but they were delaying the placing of the other contracts until the 
site matter was settled. They might receive a telegram any day 
saying that a longer lease had been granted by the Government, 
and if so they would then be able to push ahead. It was abso- 
lutely necessary that they should have a long tenure upon the site 
upon which they erected their plant. They at one time hoped that 
the water difficulty would have been met by the use of large gas 
engines, but those who had been at work in this direction had not 
yet produced one which would induce the board to use that source 
of power for the production of electricity. The vast expenditure 
of the work was in the boilers and evaporative condensing plant, 
and for that the order had not yet been given, as the board had only 
just made up their minds as to what they required. As in the case 
of certain London electricity supply companies, they must not 
expect the company to be remunerative in the first year or so of 
its existence, but there was every indication that in the future they 
would be earning large dividends and would increase the capital value. 
They had sent a competent engineer out to look up the mine 
managers во as to get them to adopt electricity and ensure their 
putting down the necessary motor plant so as to be ready for the 
supply as soon as available. The company would not do anything 
in mining work, their objects being the supply of light and power. 
Anything in the way of mining rights or lease would be disposed of 
to another company, which would repay them for their outlay upon 
that part of the concern. 

The adoption of the report was seconded by Mr. H. W. PELHAM 
CLINTON, and carried after several questions had been put and 
answered. The directors’ fees were thought high (£2,300), con- 
sidering that there, was nothing coming in, but it was explained 
that there was a board of seven in this country and a local board of 
four or five in Western Australia. The retiring directors and auditors 
were re-elected. | 


Nernst Electric Light, Limited. 


THE report of the directors from February 23rd, 1899, to September 
30th last, to be presented to the meeting to be held in London on 
19th inst., states that the expenditure on capital account during 
this period is shown to have been £9,696, while the disbursements 
on other accounts amount to £6,757. Acting on the advice of the 
auditors, the directors, after deducting from the latter amount 
£846, received on account of interest and transfer fees, have placed 
the balance of £5,911 to a development suspense account, to be 
dealt with in fature ycars. Apart from the purchase consideration 
for the patent rights, the only prominent item of expenditure on 
capital account is £5,000 contributed towards the purchase for this 
company of Prof. Nernst's British royalties, the balance of the con- 
sideration having been provided by the vendors. As the owners of 
the British rights have not commenced business in England, this 
investment is still unproductive. Since the formation of the com- - 
pany the directors have been engaged in further developing the 
automatic Nernst lamp, so as to render it more capable of being 
manufactured and sold in quantities on a profitable commercial 
scale, and with a uniform degree of quality and efficiency for 
the various sizes; they have also taken out subsidiary 
patents, which, it is hoped, will prove of considerable 
value. The fire which occurred on the company's premises 
on May 31st, 1900, unfortunately destroyed the patterns, instru- 
ments, and apparatus collected during the previous 12 months, and 
notwithstanding the most strenuous efforts of the staff, progress was 
practically arrested for more than three months. While every dis- 
covery involving radical changes from existing methods must neces- 
sarily take time before the result can safely be placed on the market, 
the directors have found that the practical difficulties to be over- 
come in the wholesale reproduction of the Nernst lamp to the best 
advantage have been greater than they anticipated. The variations 
which occurred in endeavouring to repeat on a more extensive scale 
results already obtained, have involved lengthy experiments and 
chemical research in directions where no precedent was available. 
It is now, however, confidently hoped that the main causes of such 
variations have been traced to their origin, and means devised 
for their elimination. It should be considered that, although all the 
licensees possessing rights for other parts of the world commenced 
work many months before the formation of this company, and had, 
in most cases, the advantage of an organisation already equipped, 
this company has, in the opinion of the directors, made at least as 
rapid progress in the practical development of the lamp as other 
concessionnaires. According to the balance-sheet, the development 
suspense account amounts to £6,757, less interest, &c., £846. 


Marconi's Wireless Telegraph Company. 


THE directors, in their report for the 13 months ended September 
30th last, state that the period under review must be considered 
mainly as a further time of scientific and technical development. 
The International Marine Communication Company was registered 
during the spring of this year, and has allotted 100,000 fully paid 
shares to this Company, and 5,000 fully paid shares to its nominees. 
The International Company has commenced work. Ita first 
installations have been erected on the Belgian coast at La Panne, 
and on one of the Belgian Government steamers. "These have been 
quite successful. The International Company has given orders for 
the erection of several stations on the coasts of the United Kingdom, 
and is engaged in negotiations with several Continental Govern- 
ments. А contract has been concluded with the Admiralty for the 
supply and equipment of 32 sets of apparatus on payment of an 
annual royalty on each set. This is in addition to the five sets of 
apparatus which were transferred by the War Office to the naval 
authorities in South Africa. 


R. Hornsby & Sons, Limited. 


AT the ordinary general meeting held on Monday at Cannon Street 
Hotel, Mr. H. Simpson Gee said that including the balance brought 
forward, the net profit amounted to £33,899, as compared with 
£50,069 in the previous year. This was a large reduction, but it was 
easily accounted for. Owing to the enhanced value of iron, steel 
and coal it had cost the company £20,000 more for raw materials 
during the period under review than in the previous year, without 
their securing any adequate increase in the price of machinery sold. 
Moreover, the turnover had not been quite so large, the sales having 
fallen off to the extent of £30,000. This was entirely due to the 
decline in their trade with the colonies. In the home trade their 
turnover showed no diminution. Having regard to the higher 
prices of coal and raw materials, the board thought that the result 
of the past year’s operations was satisfactory. The present available 
profit was £30,889, out of which it was proposed to pay a half-year's 
dividend at the rate of 6 per cent. per annum on the preference 
shares, and 88. per share, or 5 per cent., on the ordinary shares. 
These together would absorb £15,000. From the balance the board 
recommended that £10,000 should be placed to the reserve fund, 
leaving £5,899 to be carried forward. 


Dublin and Lucan Electric Railway Company. 


AT an extraordinary general meeting of this company held in Dublin 
on Tuesday last week, the following resolution was unanimously 
carried :— 

That an application be made to the Privy Council for powers to raise £8,750 


in 5 per cent. cumulative preference shares of £10 each with corresponding 
borrowing powers for 21,280, 
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Prospectus. 


Tuis week the Diesel Engine Company has been offering for sub- 
scription 40,000 5 per cent. £1 preference shares. The nominal 
capital is £500,000, and the vendor takes 325,000 £1 ordinary shares 
and £25,000 in cash as purchase money for the patents for the 
United Kingdom and certain Colonial and foreign countries. The 
remaining sbares are reserved for future issue. Mr. Rudolf Diesel 
is the inventor of the engine, and he is one of the directors of the 
company. The offices are 171, Queen Victoria Street, E.C. The 
list closed yesterday. It was the intention of the board to go to 
allotment on a minimum subscription of £30,000. 


Edmundson's Electricity Corporation.—Letters of 
allotment for the issue of 13,363 preference shares of £5 have been 
posted. "The issue has been over-subscribed. 


County of London and Brush Provincial Electric 
Lighting Company.—The transfer books and register of holders 
of debenture stock will be closed from 17th to 31st inst., inclusive. 


City of London Electric Lighting Company.—The 
transfer books aud register of holders of the £400,000 5 per cent. 
first debenture stock will be closed from 17th to 31st inst. 


Eastern Telegraph Company.—The directors announce 
an interim dividend of 1} per cent. on the ordinary stock for the 
quarter ended September 30th. 


Stock Exchange Notices. — Application has been made 
to the Committee to appoint a special settling day in and to grant 
а quotation to—London United Tramways, Limited—4 per cent. 
first mortgage debenture stock. 


Commercial Cable Company.—The directors announce 
a quarterly dividend of 1}? per cent. and a bonus of 1 per cent. on 
the capital stock, payable 2nd prox. 

Meetings.—Reports of meetings of the Aron Electricity 


Meter Company and the India-Rubber, Gutta-Percha, and Telegraph 
Works Co., held yesterday in the City, are held over until next week. 


TRAFFIC RECEIPTS. 


Blackpool and Fleetwood Tramroad Company.— Тһе receipts for the weck end- 
ing December 8th were £189; corresponding period last year, £127; in- 
crease, £12. Total to date, £19,852; corresponding period last year, £19,864; 
decrease, £15. 


Bristol тапор and Carriage Company.—The receipts for the week ending 
December 7th were £8,065 178. 4d.; corresponding period last year, £2,630 
198. 7d. ; increase, £484 17s. 9d. 


Central London Railway.—The receipts for the week ending December 8th 
were £5,766; previous week, £5,740; decrease, £26, Total receipts to date 
(19 weeks), £99,427. Miles open, 6. И 


City and South London Railway.—The receipts for the week ending December 
9th were £1,915; corresponding week last year, £1,110; increase, £805. 
Total to date, £37,175; corresponding period last year, £22,671; increase, 
£15,104. Miles open, 1900, 43; 1899, 34. 


Cork Electric Tramways and Lighting Company.—The receipts for the week 
ending December 6th were £348 8s. 10d.; corresponding week last year, 
£858 168. 10d.; decrease, £10 Ps. Od. Total to date, £19,995 98. 7d.; corre- 
sponding period last year, £18,075 18s. 9d.; increase, £1,419 15s. 10d. 


Dover Corporation 5 receipts for the week ending December 
8th were £167 1s. ?id.; corresponding week last year, £145 68. 5d.; 
increase, £21 148. 94d. Total to date, £10,087 9s. 8d.; corresponding period 
last year, £9,608 0s. 7d.; increase, £479 9s. 1d. Miles of track open, 
1900, 8; 1899, 8. Car miles run, 1900, 4,926; 1899, 4,714. Number of cars, 
1900, 11; 1899, 11. 


Dublin United Tramways Company.—The receipts for the week ending 
December 7th were as follows: D. U. T. Co., electric cars, £3,828 9s. 4d. ; 
ditto, horse cars, £232s. 8d. ; D. S. D. Co., electric cars, £691 0з. 6d.; total, 
£4,042 бв. 6d; corresponding week last year—D. U. T. Co., electric cars, 
42,07 28. l0d.; ditto, horse cara, £187 2s. 8d.; D. S. D. Co., electric cars, 
£672 9s. Sd.; total, £3,616 14s. 9d.; increase, £425 lis. 9d. ; aggregate to 
da'e, £107,057 4s. 1d.; aggregate to date last year, £95,968 5s. Od.; 
increase, £11,068 193. ld. The mileage worked is 44 miles electrically, 
1 mile by horses, as against 87 miles electrically, 7 miles by horses, for the 
corresponding period last year. 


Liverpool Overhead Railway.—The receipts for the week ending December 
9th were £1,488; corresponding week last year, £1,153; increase, 435. 
Total from July Ist, 1900, 455,131 ; ditto corresponding period last year, 
£87,476; increase, £655. Miles open, 6°57 chains. 


STOCKS AND SHARES. 


Wednesday Evening, 
THE electrical markets have had little to excite them this week. 
While the money market continues hard, there is an abundance of 
floating cash, and this somewhat anomalous situation rather deters 
investors from embarking in Stock Exchange purchases. It is felt 
that with the chance of an end-of-the-year squeeze in Lombard 
Street, investment stocks may yield in price to some extent, and 
the very uncertainty keeps the public away. It appears to us that 
а rise in the bank rate before 1901 is very unlikely to take place, 


there being plenty of money for all the purposes for which it may 
be required. 

Against a rise of 10s. in County of London Preference shares, has 
to be set a fall of similar proportions in London Electric Pre- 
ference. The latter are, of course, a very speculative investment 
and it will be remembered that the company had to pass the 
dividend on the shares last September. County Preference ам 
good, by reason of the continued absorption of the highs 
grade securities in the supply department, a movement 
which is still further underlined this week by advances is 


. Edmundson’s 44 per cent. and Metropolitan 34 per cent. Debentnr 


stocks. It is a usual occurrence nowadays for the dealers in tt: 
market to have three or four brokers one after the other inquiring 
what Debenture stocks are on offer. The best stocks are bard | 
find at all, being apparently in good hands. For Westminster 
Ordinary shares there has been a fair amount of inquiry, but the 
price is nominally unaltered. New Westminsters are £12 middle 
new Charing Cross.5§, and new Chelseas } premium, Edmundson’ 
latest issue also commanding 5s. premium. 

No fresh emissions of any market consequence have been mad 
during the week, but the prospectus of the Federal Electric Co 
pany, from across the Atlantic, has served to amuse a good mauy 
this side. Some $2,500 are wanted to ascertain whether s ne 
generator has any practica? utility, the inventor claiming that | 
battery may turn the whole electrical business of the world insid 
out. The prospectus stoutly says, "It costs next to nothine ù 
take the chance. If you lose, you won't lose anything in partici 
If you win you can simply quit working and sit back and ex t 
yourself." 

West India and Panama Telegraph Ordinary shares can hardly y 
much lower in price, the £10 fully-paid Ordinary standing ai 15% 
so there is no particular cause why the proprietors of this 
should be alarmed at the agitation now on foot in British Guin 
for the establishment of a new cable between the West Indies 
the mother-country. The company’s agreement wiih Brits 
Guiana comes to an end on December 31st, 1901, and some of : 


Colonies are talking of combining in order to obtain a British 


that shall be cheaper and more expeditious than the West Indi. 
and Panama. None of the company’s securities have moved 1» 
the threat, and in the Stock Exchange it is thought that were ax: 
fresh arrangement arrived at, the British Government would tak 
over the company altogether. 

Cuba Telegraph Ordinary, following the example of the Prefer 
ence last week, have put 10s. on to their price, but the Ameri» 
group is decidedly dull, with the exception of the Commer». 
Cable Company's stock, for which buying orders have come frr 
Wall Street, with the result that a gain of $5 has 
Apart from this, Anglo-American, Direct United States. and E 
marine Cables stocks all show a decline. The first-named scc 
have no stamina, nor does the continuance of activity in 
American railroad market help the quotations in an y degree. 0 
the other hand, the Eastern group is steadier, and for the frst tim: 
fora month there is no drop in Eastern Ordinary to chronicle. Ті: 
“China ” securities are also hard. 

Furious controversy rages round the position of the Centra 
London Railway as to the liability of the company for damaves 
respect of the vibration felt by occupiers of premises along the гот 
of the “Tube.” Again, the Ordinary and Deferred shares fe!) thu- 
week, but recovered again, while the Preferred halves 
on the assumption that their 4 per cent. dividend is fairly secun 
The making-up price on Tuesday was 91, comparing with 10} at the 
last settlement, and those who carried over shares on the “Ыы. 
tack were charged as much as 6 per cent. City and South Lond 
stock displays no improvement, but Waterloo and City keeps steadi]! 
on the up line. 

Encouraged thereto by the final preparations for laying | 
Pacific cable, buyers have come along with intelligent inquiri з far 
Construction shares. British Insulated Wire are particalar/; 
wanted, and the price haa jumped up a sovereign to 11- 
Quiet dealings in Telegraph Construction апа Telegraph 
Manufacturing shares have evidenced the predominance 
purchasing element, but the market being well supplied with stock 
the quotations are still the same. Callender’s and Henler’s, 
standing at 13, are good second-class investments, and retur: 
per cent. at current prices. The companies are well establie. 
aud have not to work up a connection, unlike the Marek 
Telegraph enterprise, whose report is out this week. W. a 
glad to see that the directors do not fan tle 
hopes held out by certain interested parties, but their statemi 
anticipates, naturally and, perhaps, fairly enough, 
business in the immediate future. The price of the shares 1s X 1 
4, and we do not see any intrinsic reason why they should be warts 
more for some time to come. " 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


NAME. 


Stock 
or Dividends for 
мше the last three years. 


1897. | 1808. | 1899. | Highest. | Lowest. 
African Direct Telegraph, 4 % Debs. ET а * | 99 —103 99 —103 € А 
Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. as T . | 85 — 90 85 — 90 Е 
Anglo-American Telegraph ... Stock 3 7 £3 98. 73/6 53 — 56 52 — 55 53 ^ 
Do. do. 6 % Pref. . Stock 6 6 6 V 97 — 99 97 — 99 99 974 
Do. do. Deferred ү» . Stock) ... |188. %|#1 78. 103— 103 92— 10} 104 | 10 
Chili Telephone, Nos. 1 to 44,000 5 | 4 3 4 & 3 — 33 3 — 3% in - 
Commercial Cable 0018 8 8 165 —175 |170 —180 "T xd 
Do. do. Sterling 500 year 4 4 T Deb. Stock Red. tock| ... | ... | ... [102—104 102 —104 |1034 | 103 
Cuba Telegraph a 10 | 7 8 7%| 6—7 61— 72 85 Бк 
Ро. 10% Pref, 10 10 10 .. | 15 — 16 15 — 16 i 188 
Direct Spanish Telegraph  ... m ius 5 4 4 4%} *34— 105 34— 44 is V 
Do. do. 10 5 Pref. ... 5 10 ous i 9 — 9 — 10 iin sv 
Do. do. 44 2 . |100 к 100 —104 P pe 
Direct United States Cable ... 20 | 34% | 34% 3 95 | 104— 103 10 — 10 sic ii 
Direct West India postu 44 T Reg. Deb. eae 99 —102 99 —102 Jis ave 
Eastern Telegraph, Ord. S Stock 7 9 | 7 96 7 % 138 —143 |138 —143 | 141 | 138 
Do. 3i Pref. Stock ae ле 100 | .. К .. | 96 — 99 96 — 99 974 | .. 
Do. Mort. Deb. Stock Red. ... Stock| 4 ibs . . |110 —114 110 —114 111 | 110 
Eastern Extension, Аслы and China Telegraph .. 10 7 79517 95|13$— 141 | 132— 14} 14755 133 
Do. Nos. 250 ,001 to 300,000 (iss. at £3 pm. all pd.) £6 pd. 10 vds Sus 91— 91— 9 925 
Do. 4 % Deb. js i | à x Stock 4 $ 113 —118 113 —118 
Eastern an ut can Te egraph, 4 ort. Deb. ` 
Nos. 1 to 3,000, red. 1909 отав TOS ene 
Do. 4 Reg. Mt. Debs. (Mauritius Bub.) 1—8,000 E e. |... | 99—102% 99 —102% | ... jus 
180,227 | Globe Telegraph and Trust ... 44 54 54% | 101— 102 | 101— 10% 103 | 10} 
180,042 Do. do. 6% Pref. 6 6 . | 15 — 154 | 15 — 154 154 | ... 
150,000 | Great Northern Telegraph, of Cope 10 124 31 — 33 31 — 33 ea 
c DANI к Mo on et} 100 | .. | .. |... 99 —102 | 99 —102 |... 
17,000 | Indo-European Telegraph 10 10 95 [10 48 — 52 48 — 52 48 
100, 0002 London Platino-Brasilian Telegra b, 6 % Debs. 6 s .. 104 —107 [104 —107 ie 
72,680 Montevideo Telephone, Limited, , Nos. 1 to 72, 680 ТИ — | 24 1— 4 + 4 xe 
86,492 Do. do. do. 59$ Pref., Nos. 1 to 86,492 4 4 5 i— 1 1— 1 ад 
590,000 | National Telephone, 1 to 590,000  ... eis 6 6 5 48— 48 4g— 4% 48 
15,000 Do. 6 % Cum. let Pref. 6 6 6 12 — 14 12 — 14 m 
15,000 Do. 6 % Cum. 2nd Pref. ... А 6 6 6 12 — 14 12 — 14 T" 
250,000 Do. 5 Y Non-cum. 3rd Pref., 1 to 250,000 5 5 6 5— 5 5 — 5} M 
2,000,000! Do 3 Deb. Stock Red. Stock 3$ 33 34 96 —99 96 — 99 98 
500, Do. Deb. Stock Red.. = wae 101 —104 101 —104 1014 
171,504 | Oriental Telephone Ы Elec., Nos. 1 to 171, 504, fully paid 5 5% % í— 14 4— 14 ET 
100,000/| Pacific and European Tel., 4 % шн Debs., 1 to 1 ,000 . 4 M ... 101—104 [101 —104 т? 
11,839 | Reuter’s.. ves 5 59 15%1 7— 8 7 — sah bs 
3,381 Submarine Cables Trust és 1 sees vid .. |124 —129 |125 —130 1264 | 125 
58,000 | United River Plate Telephone ss 5 „6 7 5 | 4— 5 44— 5 m bea 
16,639 Do. do. 5 % Cum. pref. Nos. 1—16, 639 Ч ewe sin 5 — bi 5 — 52 SZA 
23,361 Do. do. Nos. 16,640 to 40,000 b pd. SA 34— 3i 34— 33 vas 
179,947 Do. do. 5 95 Debs. . Stock| ... 104 —107  |104 —107 e y 
171,000 | West African Telegraph, 5 95 Debs... РА у. | 99 —102 99 —102 100} | 99} 
30,008 | West Coast of America, Nos. 1—30, 000 and 53 01—53, 008 E ^ rer i— à — 4 TT E 
150,000 Do. do. 4 96 Debs., 1—1 500 gua. by Bras. Sub. Tel. iva . |100 —103 |100 —103 FA H 
207,930 | Western Telegraph, Ltd, Nos. 1—207,930 . :; 7 7 * 7 9 14 — 143 14.— 143 148 14 
75,000 Do do. 5% Debs. and series, 1906 А . . 103 —106 103 —106 ea s 
948,777 Do. do. 4 % Deb. Stock Red. MT 528 | .. 102 —105 102 —105 
88,321 | West India and Panama Telegraph .. 896 27 | Е &— 1х4] 2— 2 
34,563 Do. do. do. 6 % Cum. 1st Pref. 6 || 6 — 7xd 6 — 7 6760 6 
4,669 Do. do. do. 6 % Cum. 2nd Pref. . 6 5 — 7 xd 5— 7 
80,0007 Do. do. do. 5 % Debs., Nos. 1 to 1,800 100 5 105 —108 |105 —108 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19, 191 5 4 6 6 V 7 — 8 7 — 8 78 73 
12,000 Do. do. 7 J Cum. Pref... 5 7 26s iis 84— 94 84— 94 а 26s 
50,000 Charing Cross and Strand Electricity Supply 5 7 8 9 | 94—104 94— 103 10 914 
20,000 Do. do. do. do. 44% Cum. Pref. b| ... "eh s 54— 6 54— 6 51344 
34,000 „Chelsea шешу Барри VE e 6 6 * 61— 7 64— 7 63 6% 
150,000 Do. Deb. Stock Red. ... |Stock| 44 я . . 110 —113 [110 —113 1117 
70, 579 City of London Electric Lighting, 40,001—110,579... | 10 10 6 4%] 9 — 10 9 — 10 93 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10 | 6 6 *. | 18 — 14 13 — 14 X 
400,000 Do. 5% Deb. Stock, Scrip. (iss. at £115) ‘all paid "T "S .. {125 —130 125 —130 де 
40,000 бошу of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | n4 nil 4 8§— 94 84— 94 eis 
20,000 Ро. do. do. 6 % Pref., 40,001—60,000 10 6 6 | ... 11 — 12 11— 123 
200,000 PO. 43 % Deb. Stock, Prov. Certa (all paid) Rd „„ 108 —111 108 —111 109 .. 
35,500 | Edmundson's Elec. Corp., Ord. Shares 5 5 17% 44— 5 44— 5 5 414 
75,000 Do. do. 44 % 1st Mort. Deb. Stock. 100 | .. "us 101 —104 |102 —105 PA 
110,000 | London Electric Supply Corporation, Limited, Ord. m db ss 8 12— 24 19— 24 ; 
49,840} Do do. do. 6%Pref.| 5| .. |6% 44— 54 4— 5 eas a чы 
250,000 Do. do do. 4% 1st Mt. Db. Stock Rd. |Stock| ... 100 —102 |100 —102 es Vs 
85,000 | Metropolitan Electric Supply, 101 to 62, 500 10|6 ak |" 5 * 5 * 124— 134 | 124— 134 | 124| 128 
220,000! Do. irst Mortgage Debenture Stock | jos oo —115 [112—115 114 ee 
250,000 Do. 34% Mort. Deb. Stock Red. . T 97 —100 98 —101 992 | 994 
6,452 | Notting Hill Electric Lighting a EU 6 144— 154 | 144— 154 | .. “з 
40,000 | Bt. James’s and Pall Mall Electric Light, Ord. .. 5 14 T 1 E — 15 15 — 16 iss i 
20,000 Do. do. 7 96 Pref., 20,081 to 40 080 105 8 — 9 ^ " 
150,000 Do. do. 33 Deb. Stock Red. T. —из 100 —103 see Su 
12,000 | Smithfield Market Elect.. Supply, | sil 2 — 2i is "E. 
50,000 Do. do. 4% Deb. 100 85 — 95 85 — 95 ы РЯ 
65,000 | South London Electricity Supply, Ord. 5 21— 31 24— 33 31 | 3 
79,900 | Westminster Electric Supply, Ord., 101 to 80,000... 5 12 Ф 12 Ф 13 Ф 12 — 13 12 — 13 122 | 12% 
* Bubject to Founders Shares. Quotations on Liverpool Stock . 
Unless otherwise stated all shares are in deferred share warran as са 
Dividends marked 6700 f. 6 pe 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 
ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Present 
Issue. 


Dividends for 
the last three years. . Dth. . 12th. | Dec. 12th, 1900. 


—ñ— ama | i ÀM MH MÜa€——— À—Ó—— —— | —— 1 —7 9 — 


1897. | 1898. | 1899. 


NAME. 


20,000 | British Aluminium 7 % Cum. Pref. . 
300,000 Do. do. 5 % 1st Mort. Deb. Stock Red. 
45,000 | British Electric Traction 


50,000 Do. do. 6 95 Cum. Pref. "m 
350,000 Do. do. 5 % Perpetual Debenture Stock ... 
85 0007 {British Electric Works Co., Ord. £1 shares, 50, 001 —135, 000 
50,000 t Do do. 6 * Cum. Pref., 150,000 Те 
‘500 t Do. do. 44 96 1st Mort. Deb 
70,000 | British Insulated Wire Ord. . 15 % 15 9, 20 & 10 — 11 
70,000 Do. do. 6 % Cum. Pref. 
90,000 | Brush Elecl. Enging., , 1 to 90,000 3 5 : 
90,600 Do. do. | Non-cum. 6 Pref., 1 to 90,000 6 7 T. 6% 
125,0007 Do. do. 44 % Perp. Deb. Stock e ЗЯ - 
108, ,710 Do. do. 44 % Perp. 2nd Deb. Stock 
30,000 Callender's Cable Construction shares, Nos. 1— 30,000 124% 18 5% 15 5% 124— 134 
40,000 ; Do. do. 5 % Cum. Pref... jas 
90,000 Do. do. 44 V 1st Mort. Deb. Stock Red .. ius За ise 
206, 297 | Central London Railway, Shares ios BA " 943 
78, "709 Do. do. Pref. half-shares .. ut 45 
78, 703 Do. do. Def. do. ts 
855, 000 | City and South London Railway 185 2% Ч 


37.500 Do. do. Ord. shares Nos. 22,501 to 60,000 . 


54,000 | Crompton & Co., Nos. 1 to 54,000 — ... 6 * 7i 
100,000 Do. 5 % 18 Mort. Reg. Debs., 1 to 900 of ` 
£100, and 901 to 11, 000 of £50 red b ees oi 
99,261 | Edison & Swan Utd. El. Let., * A" shares, £3 pd. 1to 99,261 6 6 6% 
17, 139. Do. do. do. “А” Shares, 01—017,139 6 6 6% 
344, 023 Do. do. do. 4 % Deb. Stock Red ке и Те m 
100, 000 Do. do. 5% 2nd Deb. Stock Prov. Certs. all pd. 100 rr P 
112,100 | Electric Construction, 1 to 112,100 ... 2; 6 6 6% 
25,000 Do. do. 7 Cum. Pref., 1 to 25,000.. та 217 7 Dr 
182,500 Do. do. 4 % Perp. 1st Mort. Deb. Stock ... Stock sc 25 
9,600? Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 . О 7 7 10 — 11 10 — ll 
30, 000 Henley’s (W. 135 Telegraph Works, Ога. ... zs T 5 12 14 15 124— 134 | 124— 133 13 124 
30,000 Do. do. 4j Y Pref. ... 5, 7 7 T 53— 5% 51— 53 51 
50,000 Do. as do. 44 Mort. Du Stock.. Stock| 44 T" * |108 —112 108 —112 "um У 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works ..| 101] 10 10 Y 10 | 21 — 22 21 — 22 212177 
800,000 Do. do. do. 4 % 1st Mort. Deb .. .. | 100 is "ed 100 —103 100 —103 - b 
37,500 Liverpool Overhead Railway, Ord. ies . 10| 34 31 38%| 8$— 84 88— 88 
10,000 f Do. do. Pref., £10 paid m E 10| 5 5 5 13}— 134 131— 134 
37,350 | Telegraph MP and Maintenance ... sd 12] 15 15 15 38 — 42 38 — 42 41 393 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 1909 .. | 100 xx бз vee 1101 —104 101 —104 sas 
20, 000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... Э. 8 %| 12 10 — 11 xd} 10 — 11 ahs 
20,000 Do. do. 5 % Cm. Prt. Nos. 1 to 20,000.. 5 ds ЕТ vsi 51— 54 51— 53 кыз des 
640,0001 Waterloo and City Railway, Ord. Stock és . 100 .. 3% 3 951 93 — 96 94 — 97 964 | 954 
1 Quotations on Liverpool Stock Exchange. 1 Uniess otherwise stated all shares are fully paid. 
erga PROCURABLE QUOTATIONS OF UE pi OFFICIALLY A 
B to d E p ев of £100, 104—107. Knightsbridge Eleotric Ordinary Shares 45 (! 
Se ere pir AITA kaf AMA = E IDOL ем. 
‚ nt , , on 
bo. oo eib pa.) 10—11. T. Parker, 210 (fully paid), 163. EN 
] * "From Birminghama ipe List _ Bank rate of discount 4 per cent. (July 19th. 1900). n 
MARKET T QUOTATIONS, Wednesday, Г December 12th. 
CHEMICALS, &o. | This week. Last we Lest week. oe or Deo. METALS, Ko, (continued) — | 
— —— — „„ s | | 
в Acid, we 88 .. per cwt. 5j- 8 / g Copper Sheet А per ton £86 296 ° 
0 a " . per owt. aa. 9). g T . per ton £86 £86 
a „ Orxalic Ж н .. per owt. в 10 (Electrolytic) Bars per ton £83 10 £88 10 
а „ Bulphuric.. ..  .. perowt. Er] En] € n » Sheets .. perton £92 292 
a Ammoniac, PAL per owt. вы ^ Rod .. рег юп £8510 £86 10 
а Ammonia, uriate (crystal) .. per ton em 10 md ^o e 5 Н.О. Wire per lb. ч at 
per ton у юлда Бой. vs 5% .. Per lb. 
S 27 7 Shee 2. per Ib. 8 8 
в Bisulphide of ‘of Carbon e... per ton £15 | я German Bllver Wire per Ib. 1/6 1 js 
a Borax ..  .. per ton £17 10 £17 10 h Gutta-percha fine . - per lb. 8/6 die e: 
a Bensole (90 © hid - .. per gal. үр 1- h India-rubber, Para fine per Ib. 3/4 to 8/102 3/84 to 8/9) ine. 
a ” (50 ).. .. .. per gal. 5/6 425 t 1 Iron, Sheets .. per ton £18 £18 as 
a Copper Sulphate per ton £25 4 „ Pig (Cleveland матары). per ton Sorts 60,74 
а Lend. itrate per ton £95 295 i 6 ; . рег ton From 411 From #11 
a „ White Sager per ton £81 £81 | 4 „ Вагар, .. рег ton 70/- to 72/6 | 70/- to 72/6 
: Mothylatod Bol T es ss Les al ае "i $^ 4 , Wire, 1 1554 No. 8 .. Der ton T n ù Pere 
а Naphiba, Solvent (90%, at 160 C). ber fal 5/6 5/6 g Lead, English Ingot — .. . per ton) 216 7 6417 2 6 Lin. dec. 
a Potash, Bichromate, in casks.. per Ib. 9 v 1 Bh $a .. per ton Es 
а „ Caustic (75/8090) .. per ton m Manganin Wire No. 28 .. .. perlb 8 / 8/- Và 
6 n Вира Жо .. perton £85 £85 gM g 175 .. Per bo £928 £92 6 > 
& Shellac .. per owt. 64/- 64/- d Mica (in original cases), small .. per lb. 84. to dd 8d. to 9d. s 
a Sulphate of Magnesia .. per ton #4 10 #4 10 d „, " » medi per lb. | 1/9 to 3/9 | 1/9 to 9/9 ae 
a Salphur, Sublimed Flowers . per ton £6 £6 d „ large. per Ib. 8/8 (07/3 | 8/840 7,8 ra 
a " ко егей .. per ton £5 10 £5 10 p Phosphor Bronse, plain 5 per Ib. | 1/05 to 1/8 | 1/1 to 1/4 der. 
Lum .. per ton £5 45 p " ed bars & per Ib 1n to 1/4 1/1 0 1/4 А 
м Вода, Сапвйо( (white 10%) .. perton | £1015 i^ 15 p » np m per lb. 18 | From 18 
„„ з= ЖР м eis Beene Wie [^ per Ib. | 1042. to 1/4 | 2034. 8 1 
E ; 5 "E { Btoel, Magnet, soo'd'ng to desc'p'n per ton From 415 M to £40 А 
METALS, &o. 9 Tin, block ey JO. ee | ES pers fin 10 ра | е8 dee. 
4 Aluminium dure in ton lots., per ton 6994 aa 2 „ foil i .. per 9/- ГТА 
Sheet, in ton lots por ton £191 £19 925 wire, Nos. to 16 per Ib. 1/9 1/9 
P Babbltt's metal ingots r ton | £80 to £140 £0 m 2145 dec. 2 Whita A Anti friction Meali 
с Brass (rolled metal to 19") basis por lb. 7 "i “ White Ant” brand . per ton £40 to £10 | £40 to £70 x 
9 n (brazed) .. per lb. 10d. а 3 Yarns, Conon, Bi eg ү? 101b. vndis per lb. Hs 
6 n » (solid drawn) .. рег lb. d. 3 » Bes lea. per lb. А 
є, , © .. рег lb. Jj » Hemp, 8 ply 10 Iba, .. per lb. T 
e Capper Tubes (brazed) per lb. 1144. a 4 „ . Russian, 10 Ib... per lb. . з ine. 
е, „ (solid drawn) .. per lb. 11d. d Jute, 180 lbs. rove perton| 414 10 814 10 : 
g Copper Bars (best selected) .. per ton £86 £86 | gi, 16150 е. rove nd] „рег ton] 498 2 6 49336 


a Messrs. G. Boor L2 G.-P. and Tel оа k Meesre. Morris Ashby, Limited. 
Quotations сп а Quotations Messrs. James & 5 fek Quotations p Mesars. n T. 5 Oo., Led. 
pplied by | 4 Messrs, F. W & vupplied by 1 supplied by, o Messrs. Johnson, Matthey & Co. 


e Mosers. Smith & Co, — Нег, Yoo & Oo, 


pee a ae ed 
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CABLE JUNCTIONS IN THE ROYAL NAVY. 


Тнк two junctions that аге most used in electrical circuits in the 
Royal Navy are respectively known as “ Britannia " and “ German " 
junctions. These junctions are made either permanent or temporary 
as re case requires. 

“German” junction is used for joining small pliable wires of a 
5 Б nature, and is made as follows :— 

The insulation having been removed for about 3 inches from the 
ends of the cores, a piece of india-rubber tubing is slipped over one 
of the ends ; the core, which consists of several wires, is then divided, 
and the two parte joined together with what is known as a '' rope- 
yarn knot,’ 

A ropeyarn knot is niade by “marrying” the two parts formed 
for the purpose, and then tying one part of each core together in 
the form of a reef knot, but in such a manner as to enclose the other 
two untied parts within the heart of the knot itself. The ends are 
then cut off and the india-rubber tubing slipped over the knot, its 
two ends being firmly bound with a piece of whipping to the insu- 
lation at each end. This forms a very neat and reliable junction 
which is quite watertight. If it is only required to make the 
junction temporary, the knot is dispensed with, and ordinary 
iwisting of the wires together resorted to, but there can be no 
securer contact than the ropeyarn knot, and none more thorough 
for practical purposes. Another method of insulating this junction 
is by means of rubber tape and solution, but this is not nearly so 
pou 

ч Britannia ” junction is made when a single thick wire has to 
be “joined to a similar one or to a strand of fine wires. In making 
it the ends are bared as before, and a piece of tubing placed over 
one of them ; the two cores are then placed side by side with about 
a quarterof an inch of the end of each bent at right angles with 
the pliers. The two cores are then bound together with thin bind- 
ing wire and the ends turned down over the whole so as to secure 
the binding ; the tubing is then slipped overthe junction and secured 
as before. 

Permanent junctions are generally made with solder; they are 
very often insulated first with rubber tape and solution and then 
with the rubber tubing. 

Where a “forked” junction is required, as in gun circuits 
where a branch is required from the main wire, the core of the 
branch is carefully bound round the core of the main to a distance 
of from 1 to 2 inches, and insulated by means of rubber tape and 
solution. 

The junctions in lead-covered cables are made in a somewhat 
different manner; after the insulation and lead covering 
have been removed for some distance, the lead covering 
being removed to а distance of an inch beyond the 
insulation, the two outer layers of the conductor are laid 
back, and the remaining cores being cut somewhat shorter are 
butted together and the outer layers then laid over them again. A 
copper wire seizing is then put over the centre of the junction and 
another on either side of it, and solder run through the whole; a 
sleeve of lead sheeting is finally soldered over the place after the 
core has been bound round with dry cotton tape up to the diameter 
of the seizing, and made to project at least half an inch on either 
aide of the lead casing. It is usual to coat the tape insulation with 
black japan varnish. 

What is known as a T junction is made in these cables for 
forking a sub-main into a main cable, by laying back the two 
outer layers of the branch and then halving the core, the two parts 
of which are cut to such a length as to just meet round the main 
core; here they are nipped and the outer layers laid up on either 
side to right and left, the insulation and covering being placed on 
them in much the same way as before. 

For armoured. cables connecting boxes are generally used, which 
nip the cables and prevent the strain coming on the core, which is 
joined with an ordinary German junction. 

In cases of emergency an expedient is sometimes resorted to 
where a connecting box is not handy, and there is no time to splice 
the cable—a kink is made at the junction and the two parts securely 
seized together where they cross; this takes any direct strain off 
the junction itself. 


INSTITUTION OF ELECTRICAL ENGINEERS. 


ON THE SUPERSESSION OF THE STEAM BY THE 
‘ELECTRIC LOCOMOTIVE. 


By W. lLanepon, Vice - President. 
(Paper read November 29th, 1900.) 


(Concluded from page 926.) 


A GENERATING plant capable of an ou tput of 10,000 Kw. is, of 
course, am pe to provide fora calculated demand of just half that 
amount. adopt the юни: estimate as applicable to the prime 
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| GENBRATING STATION, 
Buildings, foundations, chimney stacks, &c. £50,000 
Equipment, including steam units, boilers, coal 
conveycrs, steam mains, condensers, pumpe, &c. 200,000 
— — £250,000 
SuB-STATIONS. 
Buildings—five stations ... 10,000 
Equipment of ditto with transformers, con- 
verters, &c., e at 600 Mind and all 
necessary fittings : 70,000 
———— 80,000 
Cables, including laying .. 70,000 
Contract rail—200 miles i four ronds of 50 
miles each) "s 70,000 
140,000 
Total capital oy for ОВ and distribution of 
current : . £470,000 : 


The figures comprised within the two first items are practically 
those given by Mr. Parshall with reference to a somewhat similar 
plant, with the exception that the amounts have been increased to 
the extent of £15,000 for the generating station equipment, conse- 
quent upon the adoption of a higher voltage; and £10,000 for 
generating station buildings to meet any advance of prices. £10,000 
has also been added for independent transformer buildings. The 
cost of cables, including laying in position, is based upon the current 
demand and mileage. 

The hourly demand has been shown to be 5,000 kw. The annual 
output for the section of line under consideration will therefore be 
this amount multiplied by the 24 hours per day, and 365 days to 
the year, viz., 43,800,000 x w.-hours. 

On this basis I estimate the annual cost for generation and dis- 
tribution of current as shown in the annual column of the following 
table, from which, by dividing the sums there shown by the annual 
KW. output, I obtain the per Kw.-hour charge. 

To the foregoing we have to add the cost for driversand assistants 
in attendance upon the electric locomotives— performing practically 
the same duties as the driver and firemen in attendance upon the 
steam locomotive; together with that for repair and renewal of all 
machinery, including the locomotives. 

In his presidential address to the members of the Institute of 
Mechanical Engineers in 1898, Mr. S. W. Johnson, the locomotive 
engineer for the Midland Railway, furnished valuable data in 
relation to the cost of moving railway trains. From this data I, by 
his courtesy, am enabled to furnish the details shown on Table VI. 


TaABLEB V.—EsTIMATED Cost oF GENERATION AND DISTRIBUTION 


OF CURRENT. 


Details of hires; Per кини Рег р HUE 


. 1. Capital outlay, £470,000. 


Interest at 34 per cent. 16,450 0:0901 
2. Generating Station. 
Salaries and wages :— £ 
1 Chief engineer .. 500 
1 Assistant ditto dei 250 
3 Switchroom attendants, at 
£150 each . 450 
1 Clerk vis 120 
7 Engine room itat dans at 
40s. each per week .. 728 
7 Assistant ditto, at 35s. each 
per week 637 
12 Stokers, at 30s. each per 
week ui 936 
15 Labourers and cleaners, at i 
228. each per week .. 858 
ii 4,479 00245 
Coal. 
At 3:0 lbs. of coal per kw. -hour—58: 667 
tons, at 7s. itid. per ton } 23,345 01279 
Water. | 
At 25 lbs. per kw.-hour, and 2d. per | rors 
1,000 gallons 2s оро 
28,737 0°1574 
3. Sub-stations (5). 
Salaries and wages £ 
б Assistant engineers at £200 
each.. 1,000 
20 Attendants, at 40s. each per 
week 2,080 
20 Assistant attendants at 353. 
each per week І 1,820 
10 Cleaners at 22s. each per 
week T 572 
—-— 5,472 0:0299 
4. Out-door Service. 
5 Rail jointers and fitters, at £ 
408. each рег week А 520 
Material, &. wide .. 230 
— 750 0:0041 
5. Oil, waste, and sundries 2,000 0:0109 
Total estimated cost of generation and | : 
distribution of current } £36,959 92023 
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TaABLE VI.—STRAM LOCOMOTIVE CHARGES. 


Average Midland Railway total locomotive expenditure, Cost per 
&c., during 24 years, 1873—96. ain mile. 
Running Expenditure. £ Pence. 
Wages :—Drivers and firemen ... 358,635 92:650 
Cleaners, coal men, &c. 94,422 0:698 
Water ее iss 28,575 0:211 
Oil and stores 44,842 0:331 
Coal and coke 289,595 2:139 
Total running expenditure ... £816,069 6:029. 
Repairs and Renewals. 
Wages 178,718 1:320 
Materials ... 178,742 1:321 
Total repairs and renewals . . £357,460 2:641 
Salaries .. 85 PN 24,187 0:179 
Turntables and buildings 2,861 0:021 
Gas i s Р 9,868 0˙073 
Gross expenditure n $i £1,222,899 8:943 
Tons of coal and coke consumed 727,889 
Cost per ton 7s. 114d. 
Train mileage ... 32,485,530 


This table shows that the average cost for 24 years, for drivers 
and firemen was £358,635, or 2:650 pence per train mile; and that 
for repairs and renewals, £357,460, or 2:641 pence per train mile. 

To arrive at the cost for drivers and attendants for the electrical 
locomotive, I might revert to Table IV. and deduce from it, at a 
given rate of wage per hour, for the number of trains occupying the 
line for that period, the kilowatt-hour cost, but this, it appears to 
me, would not be quite right. There can be no question that the 
cost incurred by the locomotive department is extremely heavy,* 
but it is a charge incumbent upon the working of the traffic, and 
whatever are the conditions which militate against a reduction in 
this charge with the locomotive department, presumably they would 
hold good against the electric unless the traffic could, under the 
latter, be so facilitated as to enable it to be got through with greater 
speed, and less shunting. It is not clear this could be done. I am 
therefore, very reluctantly I must admit, obliged to adopt the 
extremely heavy cost incurred by the steam locomotive, for there 
would be very little, if any, difference in the rate of pay to the 
respective class of men. 

The repair and renewal of electrical machinery, whether in 
relation to the generating or the locomotive plant, should be con- 
siderably less than that of the steam locomotive plant, for the 
reason that there will be extremely few moving parts, while many 
small units, used for pumping and other like purposes, would be 
provided for from the central generating station at a less cost, or 
entirely abolished. | 

The train mileage (Table IV.), run by the 14 trains during one hour, 
is 479. Assuming that the cost attending the repair and renewal of 
the electrical machinery will be 2d. per train mile, as against that 
for the steam locomotive power and works, viz., 2:641, we shall have 
a result of 0°1916 pence per kilowatt-hour. 

There is yet one more addition to make. The cables and con- 
tact-rail are peculiar to the electrical system. I do not include 
‘them in the above 2d. per train mile for repair and renewal of 
machinery. Having regard to the value of the recovered material, 
I assume 24 per cent. on the primary outlay will meet the renewal 
of cables, and 4 per cent. that of the contact-rail This means 
0:0249 pence per kilowatt-hour. | 

Table VII. furnishes all these items, against each of which is also 
shown the cost per train mile, 4.e., the cost [per kilowatt-hour 


multiplied by the total output, viz., 5,000 Kw. for the hour's work, 


divided by the train mileage worked during the hour, viz., 479. 


TABLE VII.—ELECTRICAL CHARGES. 
Cost in pence, per kilowatt-hour, and per train mile. 
Per шоны» Per train 


our. mile. 

Generating charges ... 0°1574 1:643 
‘Sub-stations charges. 0-0299 0:312 
Out-door attendance ... T 0:0041 0:043 
Qil, waste, and sundries  ... ve ids 0:0109 0:114 
Locomotive drivers and assistants. (This 

item is shown at the cost incurred 0:2538 2:650 

under present mode of working.) 
Repairs and renewal of — { | 

motors, &c. 0`1916 2:000 
Renewal of cables and contact-rail 0:0249 0:259 
Total cost for power and haulage m 0°6726 7:021 
Interest at 34 per cent. on primary outlay, \ Mo : 

viz., £470,000. 06901 0941 


Therefore, if my deductions are correct, it would appear that the 
cost of working by electricity as against that for the steam loco- 
motive is, per train-mile, so far as the Midland is concerned, as 


* Assuming the weekly wage of driver and fireman to amount to 
90s., probably an excessive sum, it would seem that the weekly 
mileage travelled would be but 407. If the wage were 70s., the 
mileage would be but 317. 


penses of the steam locomotive. 


7:021 to 8:943 pence, being an apparent saving of 1°922 pence per 
train-mile, or £260,155 on the average yearly cost for the 24 years 
indicated. 

A closer comparison of the chief items may help us to learn where 
and how so large a saving is effected. 

Coal stands in Mr. Johnson’s data at 727,889 tons, af a cost of 
£289,595. Based upon the figure adopted by me, viz., 30 lbs. per 
kilowatt hour, the tonnage required is 454,145,* and the money 
£180,712.f The steam locomotive consumes on the average 50191 
lbs. of coal per train mile. My figures place the quantity required 
for electrical energy at 


000 х 90) 31:315 lbs. The saving under this head is, therefore, 


273,744 tons, which at 7s. 114d., will account for £108,927. We 
have to bear in mind that the calculation on which the eost of 
electricity is based makes no provision for shunting operations. It 


is based entirely upon the train mileage run. Shunting work is, of 


course, included in Mr. Johnson's figures, and will account, to some 
extent, for the difference. The main gain, however, is to be found 
in the economy of a stationary, as against an itinerant generator, as 
well as in the fact that much coal is consumed by goods and mineral 
trains when shunted, and by all trains when standing at stations, 
the whole of which would be saved if worked by electricity. 

With stationary engines a less expensive ceal than that used for 
locomotives would be available, thereby effecting a reduction 
probably more than sufficient to meet the cost for shunting pre- 
viously alluded to. It may be pointed out that coal is more costly 
at present. Such is the case, and, were my calculations based upon 
the present rate of coal, the result would largely enhance the ad- 
vantage of electricity. Say, for instance, that coal stood at 10s. 
instead of 7s. 114d., the locomotive cost would be 727,889 tons at 
10s. = £363,944 instead of £289,595. That for electricity would be 
454,145 tons at 10s. = £227,072, instead of £180,701. The result 
would be that electricity would show, under coal at 10s. a ton, 
asaving of £136,872 instead of £108,927, on precisely the same 
mileage, with a proportionate increased saving at prices ranging 
above that figure. 

The fact that dear coal enhances the comparative value of an 
electrical system—especially with the possibility of coal at a higher 
rate than 7s. 114d.—cannot be too strongly emphasised. 

Water.—The steam locomotive calls for £28,573, or O-211d. per 
train mile; electricity, £7,066, or 0522 per train mile—a difference 
in favour of the latter of £11,507. It is difficult to attempt a com- 
parison between the cost of a largely-scattered supply — water 
pillars at numerous stations—and a concentrated one—one to every 
50 miles or so of line. The site for such a generating station would 
naturally be selected with a view to cheap water supply, and, asa 
rule, no great difficulty would attend its selection. A further point 
to be borne in mind is that, naturally, all machinery would be of 
the most modern and economical type, and that the working would 
reach the highest ideal for an electrical plant, viz., an actually con- 
stant and perpetual demand. 

Drivers.—It is quite clear that whatever may be the cause of the 
existing heavy charges, it will apply equally to electric as to steam 
locomotives. The engine must stand by its train, and the men 
along with it. Any reduction that may be effected will be in the 
mode of dealing with the traffic. The present condition, viz., that 
of a mixed traffic travelling at various rates of speed—one class of 
train being required to make room for another of a more important 
character—is not destined to effect economy in this branch of 
expense. 

Repair and Renewal.—I have assumed that the cost of repair and 


. renewal would be practically ith less with electricity than steam. 


I think Iam more than justified in this. The wear and tear of 
stationary engines, or motors, cannot possibly be so great as that of 
the steam locomotive. The number of electric locomotives would 
necessarily be as great, but their wearing parts would be immensely 
less than those of the latter. Many local units would be entirely 
dispensed with. | 
Oil and Stores forms a somewhat large item in the running ex- 
Much of this is for the lubrication 
of moving parts which would be non-existent in electric engines 
Moreover, with stationary engines it is possible to recover, and 
again use, a great portion of the lubricator employed. It would 
appear that considerable economies in oil should accompany the 
employment of electricity. | 


We may now perhaps glance at possible economies on that which 
is indispensable for the steam locomotive, but which is unnecessary. 
or not so largely 5 with electricity. Water pillars, tarn- 
tables, engine sheds, stages—all these are expensive items 
which with electricity are either not required, or capable of con- 
siderable modification. | 

Water pillars, supplemented in many instances by fixed engine 
power for pumping the water into reserve tanks, involving power 
houses, sheds, and other structures, form part of. all large stations 
and many other points at which the locomotive requires to take 
water. With electricity, water to any extent would be required 
only at that point at which the central generating station is placed 
If this station served 50 miles of railway, then it would take the 
place of all the pumping plants, water pillars, de., otherwise 
required throughout that section for the steam locomotive Every 
ee ee сыы s 


„5:000 Kw. X 30 _ 31:315 32,485,530 х 31:315 
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pumping station involves the provision of labour, fuel, &c. All 
water pillars require special attention during hard weather. 
Economies in first outlay and annual charges on this account should 
accompany the use of electricity. 

Turntables would be unnecessary. The annual outlay for repairs 
in this respect is not great, but the cost of laying down the large 
turntables now required is very heavy. 

As the number of locomotives increase, so increases the demand 
for engine sheds. Electric locomotives would of course need 
housing a8 well as the steam locomotive, but the space which they 
would occupy would probably be about half that now required. 

Wherever we find an engine shed, there we see an area of land 
covered with coal; lines of rails applicable thereto; coal stages to 
which the coal has to be carried, and from which it has to be 
distributed to the locomotives. First the coal has to be stacked, 
then loaded into trucks and carried to the coal stage; and thence 
weighed and placed on the engine’s tender. This is the course of 
procedure at each engine depot. If we compare it with the work 
of a large central station, such as that sketched out in this paper, I 
think it will come home to us that although the work would be 
large, it could not be nearly so large as at present. If stacking 
were at all necessary there would be the less quantity to stack, and 
it would all be dealt with in a more concrete form and at com- 
paratively few centres. Again, in this respect there is reason to 
look for economies in land, in buildings, and labour. 

All these are assets directly due to the employment of electricity. 
Others, not considered in the figures which I have advanced, would, 
with its presence, be available: the lighting of the trains, stations, 
goods warehouses and yards, marshalling grounds, &c. ; signalling, 
to some extent, might become automatic; while at large centres 
where signal boxes have become both numerous and cumbrous, it 
would appear but reasonable that, with the aid of such a power, 
points and signals might not only be actuated, but the means for 
operating them might be so condensed as to admit of the entire 
duties being embraced within such a space as would enable one man 
to deal with them. Labour and space would be economised, and 
less time would be occupied in giving effect to the various opera- 
tions than is possible with the existing means. 'To this we may add 
that obviously it would also provide for the operation of lifts, and 
other local demands for power which at present have to be met by 
isolated plants. 

Let us now turn to what may perhaps be regarded as difficulties 
to be encountered. 

The first question that will arise will be:—Are we safe in placing 
so many of our eggs in one basket? With the steam locomotive we 
bave & travelling unit which has to manipulate its own load and is 
in no way responsible for the duties of others. If it breaks down, 
the inconvenience is chiefly confined to the vehicles it is hauling, 
and in due course they are extricated from their difficulty by the 
aid of another engine. 

With electricity we are locating our power at one spot in so 
many miles of line, and if that breaks down that section of line is 
practically dead. But with the usual spare parts—the duplication, 
if necessary, of the generating units—there should be no reason to 
anticipate such a failure. The same argument in a measure applies 
to the power at the distributing stations. Here, however, the case 
may be met not only by duplication, but by, in emergency, con- 
necting one section through to its neighbour. For the time being 
inconvenience would be felt; speed would be reduced, but traffic 
would not be stopped. Of all this we have evidence in that which 
has already been done. We see railways being worked, tramways 
operated, and other large undertakings all dependent upon one 
large and central source for their life and being. Electric railways 
have become an accomplished fact, and we may turn to those that 


are in use as exponents of success or of difficulties to be encountered. . 


Does the magnitude of the question we are considering — the 
eventual supersession of the steam by the electric locomotive— 
remove it from the category of that which has so far been done? I 
think not. The basis is there. It is to-day in useful operation. 
Improvements will come. The mode of working which we see to- 
day may, and probably will, be simplified, but this will only 
strengthen that which has already been accomplished. 

Still, there are points of great interest for consideration. As a 
rule, that which has been done has, with one or two exceptions been 
confined to underground lines, and these exceptions have not asa 
rule dealt with such heavy work as the large overland railways 
require to compass. Overground railways have to work through all 
kinds of weather—rain, snow, fog—and at times to pass over rails 
submerged in water. Winter floods are not unusual in certain 
localities of nearly all overland railways. These are conditions 
which will affect the construction of the locomotive, the arrangement 
of the current collector, and the contact-rail, and are subjects for 
thought not only in themselves but in relation to the mass of under- 
gear which now appertains to all passenger railway stock, as also to 
the relative position and construction of roads, their repair and 
renewal. 

A question may here intervene whether a similar economy would 
attend the operation of small branch lines of railway where the 
trains are few and far between. Consider! Why are the trains so 
few and far between? The traffic is, we will say, a fixed quantity, 
There are only so many tons of goods and so many passengers 
passing over it daily. The steam locomotive is available only at 
certain times, and to attain economy it is necessary that se many 
trips only should be made. The accommodation is limited to this. 
But if the power for working the trains were constant, although 
reduced, any number of trips might be made. The additional 
cost would be that only of the driver, for the rest the branch would 
be no more costly, while the frequency of the communication would 
tend towards the development of the district, and the consequent 
increase of trade. 


I have now, I believe, fairly set forth the salient features of this 
question. The data which I have produced speaks greatly in 
favour of electrical energy as a motive power for the movement of 
railway trains. The economies which it would apparently effect 
are, indeed, so large as to raise a doubt whether my deductions— 
whether the figures I have adopted-—are fair and reasonable. It 
must not be forgotten that my calculations are based upon a mileage . 
run clear of stoppages or other contingencies. Stoppages are 
unavoidable. They will arise, and provision must be made to meet 
them. But I find it difticult to identify them further than I have 
already done. Stoppages will not affect the coal bill. I have taken 
the present cost of drivers and firemen to apply to that for drivers 
and assistants for electric locomotives. My allowance for repair and 
renewal of machinery will, I think, be generally supported. 
Necessarily the subject has to some extent had to be dealt with more 
in the abstract than in detail, but I venture to hope my figures will 
not be found illiberal. We must not lose sight of the fact that the 
conditions are a constant load and continuous output for every hour 
of the year. I believe the cost of shunting at stations and in goods 
yards may be met by the economy attending the use of a cheaper 
coal than that which is necessary for the steam locomotive; but 
assuming that some provision should be made for this, for admini- 
stration and contingencies, I conclude thet 20 per cent. (say £50,000) 


of the accredited saving will cover it. 


We thus bring the net annual advantage to approximately 
£208,124, and if we deduct interest on the primary outlay it will 
further reduce it to £191,674. Whether it is, in face of the savings 
to be affected in engine sheds, coal stages, water cranes, &c., fair to 
makea debit in full of this amount, I must leave those who are 
interested in the question to determine. Broadly, it ap to me 
to mean this: that were a new company to start with electricity as 
their motive power, they would not need to take into consideration 
the interest on the entire additional outlay, because they would save 
a great portion of it in other directions. 

But were an established company to adopt it, they would already 
have incurred the cost for the lands, buildings, &c., and the expense 
for establishing electric working would unavoidably prove to them, 
for some years, an addition to their capital charges. 

Although I feel that my reason for pursuing such a course will be 
obvious, it may be desirable that I should emphasise the fact that 
my sole object in availing myself of the data afforded by Mr. 
Johnson's presidential address to the members of the Institution of 
Mechanical Engineers is that I might deal with data extending 
over a long period of years, rather than draw & comparison with a 
period which might be regarded as possessing some abnormal 
feature. It must, however, be noted that recent figures tend to 
greatly magnify the result. I have shown that, with electrical 
working, certain economies are to be anticipated. 'The annual 
amount of these economies is based upon the ascertained saving per 
train-mile, multiplied by the average annual mileage for the 24 years 
—viz., 32,485,580. The mileage for 1899 is 45,453,438, and the 
expenditure £2,006,069, as against the 24 years’ average £1,122,899; 
and the train-mile cost has risen to 10°59 as against 8°943d. 
Assuming that the saving per train-mile remained the same—it 
would probably be larger, consequent upon the increased cost of 
coal—the resultant saving would be, independent of any deductions 
for interest or contingencies, £364,006. 

Large as is the apparent economy thus presented, it would, were 
it possible to employ a gas plant for so large an output, be increased 
by the use of the “Mond” gas system. Such a system would 
appear to invite consideration, at all eventa, for smaller installations, 
as, for instance, for the operation of branch lines. 

Here it may be perhaps asked: What good can attend the pro- 
duction of these figures, or the results they advocate, seeing that 
the railway generally is wedded to the steam locomotive? Is it 
probable that any railway company will cast on one side their 
present equipment for the purpose of taking up that, which, 
although holding out fair hopes of a large economy, is yet, in a 
measure, or in the large measure to which it would have to be 
applied, mainly an untried agent? To this I reply: Railway 
companies are under the direction of business men—men who know 
the value of money.  Satisfy them that economies are to be 
effected—and do not let us forget that the economies are not con- 
fined solely to those with which this paper has dealt, but probably to 
many others indirectly associated therewith—and that the economy 
embraces a reliable means of working, and they will not be found 
undesirous of testing its worth. The life of a steam locomotive is 
not an indefinite quantity. Its replacement by one of more modern 
construction or of greater power, quite apart from its ultimate des- 
truction by wear and tear, is an appreciable fact. As traffic increases, 
so additions have to be made. We see so many new engines 
ordered year by year. What is to prevent a railway company, 
instead of thus perpetuating its annual costs, setting apart portion 
by portion of their system for operation by electrical energy, and, 
instead of ordering for, say that portion of their system, steam, to 
order electric locomotives; and thus to bring, piece by piece, their 
entire system under electrical operation? No sane railway manage- 
ment would do otherwise; and I assume that, should my figures 
stand unrefuted, no railway company would desire to follow any 
other course. Prove its economy, prove its reliability, and there is 
nothing in the fact that railways are, for the time being, the slave 
of the steam locomotive, to militate against their supersession by 
electrical energy. 


That this paper deals with a problem which, sooner or later, will 
force itself upon the attention of all who are interested in railway 
progress, few will be disposed to dispute. So far it has been con- 
sidered solely in the realm of economical working—in the interest 
of the railway shareholder. But are we justified in looking at it 
only from this standpoint? Docs it not embrace a question of 
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still greater magnitude? Is it not one of even national interest? 
If, by the aid of electricity, we can save no less than 18:876 lbs. of 
coal per train-mile, it is clear we could save no less than three 
million tons a year* if all our railways were worked by that agency. 

View it again from still another pne Twenty thousand 
locomotives moving about throughout the land cannot fail to leave 
their mark behind them. Our railway stations, the telegraphs which 
traverse the railway routes, the trees which grow on its borders, all 
bear evidence of their presence. 

The supersession of the steam locomotive by the electric loco- 
motive will bring with it a purer and a more cleanly atmosphere— 
cleanly railway stations—cleanly railway carriages—a higher and a 
purer sanitary condition of life. | 


ELECTRICITY IN THE PRINTING OFFICE. 


Р, 


Мн. W. Н. TaPLEy,in an interesting article on electricity in the 
printing office, which recently appeared in  Cassier's Magazine, 
demonstrates that most of the operations that are carried on in a 
printing establishment can be very materially aided by electricity. 

The printing office, in its broadest sense, includes, together with 
the composing and press work, that of binding, electro and stereo- 
typing, lithographing and photo-lithographing, and in all these 
functions electricity is being applied with marked success. Since 
electric lighting and power have been developed to their present 
pitch of excellence, the electro-plating and typing branch has been 
almost neglected, and the author very properly points out that in 
many printing establishments the plating dynamos themselves have 
not been given the care in designing that all other classes of dynamo- 
electric machinery have received, and, as a rule, are built on 
patterns employed 15 or 20 years ago. There is no reason, how- 
ever, why this class of machinery should be inefficient, and we are 
very much inclined to doubt whether plating dynamos, as now 
made, retain' the inefficient characteristics of the machines of 20 
years ago. We do know for a fact that some firms, which have 
earned great reputations as designers of lighting dynamos, have 
turned out some very excellent specimens of plating machines, 
` which, in point of efficiency, are equal in every respect to generators 
designed for other classes of work. 

We are quite convinced that an efficient dynamo for plating and 
electro-typing work would affect very considerably the cost of pro- 
duction. The advantages of electric lighting in a printing office 
are almost too obvious to need repetition; but while recognising 
the improvements in conditions that electricity brings in its train, 
we are not quite convinced that the author is quite right when he 
says that it is of the utmost importance that light in a composing 
room should be uniformly distributed, not brilliant in some places 
with intermediate shadows, or dimly lighted sections. First of all, 
adequate light must be provided at the case, and it is a matter of 
quite secondary importance whether the remainder of the room is 
merely dimly lighted. Shadows, of course, are undesirable, but if 
the object of introducing lighting into a printing office is to pro- 
vide sufficient light for the composing work, it must usually follow 
that the general lighting is not uniformly distributed. 

We have had some experience of inverted arc lighting, and while 
the system gives most satisfactory results in many places, we are 
not sure whether it would be altogether desirable in a printing 
office, for we doubt whether by this means the light at the case 
would be sufliciently intense. In workshops, it is true, 


most of the mechanical operations can be conducted by means of 


inverted arc lighting, and certainly the system is vastly superior to 
ordinary arcs, but work at the casé is of a somewhat fine 
character, and it must be remembered that the composer is working 
with a very dull substance ; hence we are somewhat inclined to 
think that a single incandescent light over the case would give 
better results than inverted arc lighting. 

It is probable that the most important application of electricity 
in the printing office is found in the use of the electro-motor for 
driving machinery. It must not be taken for granted, however, 
that motors can be employed indiscriminately for printing 
machinery, for, on the contrary, it needs considerable skill and 
foresight to suitably connect the motors and the main shafts 
of the machines in order to give satisfactory results. We 
know of an instance in this country where electricity has been 
employed for driving a printing office, and the results have certainly 
not justified expectations; but we are afraid that the troubles which 
arose in this particular case were due to the fact that the engineer 
who carried out the scheme had little or no conception of the duties 
of a printing office. Apparently Mr. Tapley has had some experience 
of this, because he makes a sweeping statement to the effect that, 
encouraged by the first indications of success and the wide field of 
labour that this one industry afforded, electrical manufacturers and 
engineers started at this problem with the assumption that theirs 
was the vital and most important side, forgetting that they 
were only a means towards an end, and not the end itself, and 
losing sight almost entirely of the fact that the printers wanted 
printing done which should be in every way equal to that of the 
steam-driven printing press, with sufficient advantages to warrant 
the increased cost, and thatthe printing office did notexist principally 
as a market for the sale of electric motors and accessories. 
We consider that the best results ought to be achieved when the 
motor is directly connected to the press through spur gearing; 
driving by belt from a motor (a practice which is not uncommon in 


* 396,241,265 train-miles x 18:876 lbs. — 3,339,040 tons. 


many works) is not only undesirable on the ground of taking up more 
space, but is probably more dangerous, and certainly noisier, than 
the use of a direct coupled machine where raw-hide pinions are 
efhployed. A very necessary feature in the application of electric 
driving to printing work is the variation of speed control, and it is 
hardly worth while for an electrical engineer to attempt to cany 
out such work unless he can provide a ready and convenient means 
of controlling the motor. Probably one of the most interesting 
applications of electricity in this country is in the case of calico 
printing machinery, which, while having something in common with 
the ordinary printing machinery, calls for nicer adjustment and 
more careful attention, not only because the work is of a finer 
quality, but the materials are a great deal more expensive than 
those employed in ordinary letter-press printing. Moreover, the 
calico printing machinery is essentially a colour machine, some 
printing as many as 12 colours at one time. According, therefore, 
to the pattern, the speed of the machine must be regulated, and iu 
the case we have alluded to motors are applied direct to the print- 
ing machines, and a variation of some 16 speeds is obtained 
by the use of & three-wire system, on which it is possible to 
place the motors on the two outers and between an outer and a 
neutral wire. | 

According to the author, careful tests have shown that the fric- 
tion load of the shafting in a printing office when driven by 
steam varies anywhere from 30 to 70 per cent., depending upon the 
number of presses in use and how they are located with reference 
to the main lines of shafting. _ 

A safe estimate for most offices of ordinary size can be placed at 
40 per cent., which should mean a saving of about £100 per annum, 
when figured on a 6 per cent. basis. This represents an invest- 
ment of £1,666, which amount of nioney will pay for the complete 
electric installation for 25 printing presses using 2, З, and 5-н.р. 
motors with best types of controllers, rheostats, and circuit breakers. 
The average cost, including attachment of motor to press, done in a 
most workmanlike and substantial manner, should not exceed £65 
for each printing press. This is for the standard geared type of 
motors. А printing office of moderate size can thus afford to re- 
place the steam fixtures with a modern individual electric equip- 
ment, for the saving in power will, as shown, more than pay for 
this investment on a 6 cent. basis. One of the most important 
changes effected in the printing office by the introduction of electric 
driving is, that it is now no lon necessary to arrange Шс 
machinery in certain definite positions, as was necessary with s 
line shaft; and, as the writer points out, the question is merely 
one of having sufficient space. No doubt the ability to place 
machinery in almost any position ought materially to reduce the 
handling of material. 

Such improvements must obviously affect the output of the 
establishment considerably without increasing the expenses. It has 
been found that in many offices the output can thus be increased from 
10 to 20 per cent. 

Apart, however, from the economy effected by the introduction of 
electric motors into printing offices, there are many other advan- 
tages gained under the system which are of very great importance. 
There is less liability, when there is no overh shafting, of paper 
being spoilt by oil and dirt; and what is also of prime interest to 
the printing manager, the absence of overhead belting and gearing 
ensures that the lighting is very much improved, all of which obviously 
leads to a higher grade of work. In the author's opinion experience 
shows that a cumulative compound motor gives the most satisfactory 
results, the control to be by armature resistance to normal running 
speed, and the higher range of speeds being obtained by weakening 
the field of the motor, for which an external resistance with a large 
number of contacts should be provided and connected in series 
with the field circuit. In Mr. Tapley’s view the controller should 
have six forward gradations and two for reverse; these circuite 
being so arranged as to cut out the series-winding when the handle 
is in the full-on position, leaving the motor a plain shunt motor. 
which can have its speed still further increased by weakening the 
field through the field regulator already provided. The function 
of the cumulative series winding is to provide a stiff starting torque 
for proper handling during make-ready together with the ordinary 
starting of the press. No doubt some such arrangement answers 
better than a motor having a constant field, whether the press i- 
running or idle, and, no doubt, the plain shunt motor with ita field 
in circuit, whether the press is in service or not, would con- 
sume more energy than when the plain cumulative winding is used, 
but we should hardly have thought that the difference would hase 
been from 10 to 15 per cent. The author claims that a motor for s 
printing press should be wound to have its highest efficiency at 
about three-quarter load, experience having shown that the majority 
of presses operate at from 160 to 75 per cent. of the rated capacity 
ofthe motors best suitable to their use. This strikes one as being 
rather mixed, but is, to some extent, explained by the author's 
suggestion that the motor sh»uld always be large enough to start the 
press, no matter in what position the press bed may be. But tben, 
one has frequently urged the adoption of direc$ current motors 
on the grounds that they are able to give for short periods very 


much more than their normal rated capacity, and if one has a 


motor, driving a printing machine, which is capable of developing 
for short periods 30 per cent. more than its normal capacity, it 
ought to come to much the same thing as the motor which is working 
at three-quarters full load. 

Opinions are divided as to whether it is betterto employ a geared or 
direct-connected motor in press work. Of course, if the armature із 
employed direct on the main shaft of the machine without th: 
intervention of any gearing, it obviously needs a low speed motor, 
and it is not surprising to learn that the cost of such machines is 
twice that of a standard moderate speed motor. Certainly tke 
direct-connected motor ought to run practically noiselessly, bat the 
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dieadvantages are, that as it is a specially made machine, there might 
be some difficulties in renewing parts within a reasonable period. 
Moreover, the geared motor has the further advantage that when it 
is taken from an old machine it can be applied to any other without 
mach trouble. As regards cost of energy for the two systems, 

d and connected, Mr. 'l'apley says that the cost for 
doing work, all things being equal, on sizes from 5 H.P. to 10 H.P., 
is about on a par. With from 4 н.р. to З H.P., it is favourable to the 
geared motor. The cost of operating printing machines by elec- 
tricity is, no doubt, iu most cases, less than with shafting belted, 
but though the author considers this a small item compared with the 
beneficial results derived from the individual equipment which 
gives independent drive and control to each press, we doubt 
whether these attributes would appeal so strongly to the 
proprietors of printing works as the fact that some distinct 
saving is likely to be effected to meet the cost of outlay 
on electric plant. Mr. Tapley’s experience on the question of 
maintenance of motor is that the costs for repairs to printing presses 
have been less, and the presses out of service less on this account 
than before using this method. We quite agree with him, however, 
that only that type of motor which has been specially developed to 
meet the requirements of printing presses should be considered by 
practical printers, and the lowest first cost is frequently the most 
expensive in the end, as an improperly designed motor will invari- 
ably cause many stoppages, which will soon account for more than 
ite entire first cost. Undoubtedly the accessories needed in an elec- 
trically-driven establishment are of very great importance, and the 
controller is a device to which special attentiou should be paid in a 
printing office.. Moreover, it should be located within the easy 
reach of the printer or pressman, and so placed as not to interfere 
with the accessibility of all adjustable parts of the press. The 
question of individual or grouped driving is just as difficult to 
answer offhand in the case of a printing oflice as in other establish- 
ments, and we are afraid that the conditions themselves must decide 
whether motors should be separately applied to machines, or should, 
in some cases, be used for driving shafting. 


THE GERMAN ELECTRICAL ENGINEERING 
INDUSTRY. 


THE DEVELOPMENT OF BUSINESS ASSISTED BY FINANCIAL 
INSTITUTIONS. | 


ONE of the most remarkable facts in connection with the develop- 
ment of electrical engineering in Europe during the past few years 
has been the exceedingly prominent part exercised by Teutonic 
firms in the promotion and completion of different enterprises 
throughout the German empire and in other countries in Europe 
and other continents. Indeed, it must be confessed that we in 
England almost fail to comprehend the enormous work which 
German companies have already carried out, are in process of 
undertaking, or are negotiating for both at home and abroad. It is 
not only the works which have been in existence for a considerable 
number of years that engage in forcign trade, but also those which 
have been established within recent years, and it is this 
increasing competition which in the near future will more 
largely assail the independence of British firms in the United 
Kingdom and the Colonies, and in the neutral markets 
of the world. It is unnecessary to labour this point, since 
it is now common knowledge that German companies, in addition to 
firms of other nations, are competing for the contracts for the con- 
version of the Metropolitan and District railways to electric 
traction ; whilst it isnow reported from Frankfort-on-the-Main that 
a local company in open international competition has obtained the 
contract for the steam dynamos and accessories required by the 
Charing Cross and City Electric Lighting Company, and repre- 
senting no less than 25,000 E. P. | 
The fundamental principle underlying the success of German, as 
wellas of English, firms is, of course, purely one of finance, because 
they would not exist without capital, but the former would appear 
to have the advantage of the latter in regard to the raising of money 
for the extension of existing or the initiation of new undertakings. 
Ifan electrical company is well established on a firm basis, and 
requires additional capital, it is only necessary to make application 
to one of the principal banking institutions or to its shareholders. 
The banks make 4 practice of assuming the responsibility for sub- 
scribing for a large block of shares, which, to some extent, are ulti- 
mately either transferred to their clients, orare placed upon the market. 
Thus, without incurring the risk of an appeal to the general public, 
the electrical company which is concerned in the matter receives 
cash payment for the block of shares at a fixed price of issue, which 
frequently includes a premium amounting, in some cases, to as much 
as 60 per cent. above par value. The remainder of the emission 
that offered to the shareholders— is also placed at a premium, and 
in some cases proprietors have complained, because the opportunity 
bas not been afforded them of subscribing for a larger number of 
shares. Even if receptive shareholdere were willing to take up the 
whole of new issues, the idea prevails among some of the directors 
of the electrical companies that it is not desirable for them to be 
permitted to do so. The directors contend that it is indirectly 
beneficial and advantageous to the companies to be supported by 
the principal banking institutions, which become interested in the 
undertakings to a considerable extent apart from thc shares dis- 
posed of to their respective clients. 
It should be mentioned that besides being issued at a premium, 


new shares in companies having a high reputation do not begin to 
participate fully in the protits for some months after being created, 
and that explains why a full dividend is frequently paid on the 
larger portion of a company's ordinary capital and about half the 
amount of the dividend on the remainder of the capital—that is, 
the last raised by the company. In addition to the leading banking 
institutions, there are other banks or electrical investment com- 
panies—generally termed companies or banks for electrical under- 
takings—which take a prominent interest in electrical enterprises. 
These industrial banks arc prepared to absorb shares in existing 
engineering companies of good standing, and especially in the case 
of new concerns promoted in Germany and in other countries. It 
is possible that a reference will be made on a future occasion to the 
activity of the industrial banks, but for the present it is only 
intended to deal briefly with the electrical engineering companies 
of the first order in Germany, which, in view of their rapid growth 
and international trade, deserve consideration at the hands of the 
industry in the United Kingdom. 

The information given below has been compiled from various 
sources, including the official reports of the companies for the past 
financial year. By the past financial year is implied the last com- 
pleted year of business activity, namely, 1899-1900. In some cases 
the official returns for that period are not yet available, whilst in 
others the reports for the year have only been issued recently, and 
it will be understood that the end of the financial year, or the period 
at which the report is issued, differs in the case of most companies. 
To the official statements has been added other information, 
which brings the summary up to the end of last month. 
Some of the official reports are exhaustive, whilst others are 
extremely meagre in regard to points of detail, which are 
withheld from the public on the ground of being of possible 
advantage to trade competitors. Having said so much, it only 
remains to be stated that notwithstanding the heavy fall which took 
place some time ago in the quotations for the shares of electrical 
engineering companies, the works of the different enterprises are, 
almost without exception, still well employed on profitable con- 
tracts; that as the same amount of confidence is not now being 
manifested in the probability of a continuation of what is termed 
the “high conjuncture” or period of unexampled industrial pros- 
perity, increased vigilance is being displayed in regard to long-time 
contracts; and that the new customs policy, as proposed in the 
renewal of commercial treaties with other countries in 1902 or 1903, 
is being carefully watched by the German electrical companies in 
order that the sale of German plant in other countries may not be 
prejudiced by the imposition of stringent tariffs which would 
cause retaliation on the part of other countries. 

The Siemens & Halske Company, of Berlin, which is one of 
the principal firms in Germany, and is now largely interested in the 
English house of Siemens Bros. & Co., has likewise had a prosperous 
career during the past few years. The shareholders received divi- 
dends at the rate of 10 per cent. for each of the years 1896, 1897, 
and 1898, and the distribution is not expected to be inferior for the 
past financial year. At the time of writing the company’s report 
has not been issued, but the directors recently intimated that the 
course of business had been satisfactory, and that as far as could be 
ascertained, the dividend would amount to 10 per cent. The capital 
of the conrpany, up to a few months ago, amounted to £2,250,000, 
and it was then decided to increase it by the issue of 9,500 new 
£50 shares, for the purpose of providing additional working capital 
and acquiring an interest in the English and Russian firms connected 
with the Siemens family. Since that time the company has 
issued 5,000 of the new shares to Herr Karl F. Siemens, who, 
in return, has transferred to the former shares in Messrs, 
Siemens Bros. & Co., of London, to the extent of £200,000, and 
shares in the Russian clectro-technical works of Siemens & Halske 
representing the sum of 2,000,000 toubles. It appears that the 
Russian company in 1898 acquired the business established in St. 
Petersburg by Siemens & Halske many years ago; in 1897 it paid a 
dividend at the rate of 61 per cent., and in 1898 54 on a capital of 
4,000,000 roubles, whilst a ycar ago the capital was increased to 
7,000,000 roubles. The remaining 4,500 new shares of the Siemens 
and Halske Company, of Berlin, have recently been offered for 
public subscription at a premium of 65 per cent. Apart from the 
share capital the company has raised loans aggregating £1,500,000, 
of which £1,000,000 in 4 per cent. bonds was issued in 1898 and 
£500,000 in 44 per cent. bonds in the present year. As a further 
development it is stated to be the company’s intention to establish 
large new works for the construction of dynamos, and an iron 
foundry, which would provide employment for 6,000 workmen. 
The works would be built at the Nonnendamm, on the Lower Spree, 
where the company’s cable factory and brass foundry are already in 
operation. [Since this was written the directors have decided 
to recommend a 10 per cent. dividend for the past year. | 

The Allgemeine Elektricitiits Gesellschaft, of Berlin, which is one 
of the leading firms in Germany, and is represented in this country 
by the Electrical Company, has been remarkably successful during 
the past few ycars, as is evidenced by the fact that the business 
operations have resulted in a steady maintenance of the payment of 
what may be regarded as high dividends to the shareholders. This 
will be understood when it is mentioned that in 1895 the distri- 
bution on the ordinary share capital of £1,250,000 amounted to 
13 per cent.; in each of the years 1896, 1897 and 1898 dividends at 
the rate of 15 per cent. were paid, whilst for the past year the 
return proposed to the shareholders is also 15 per cent. on 
£2,350,000, and 74 per cent. on £650,000 out of the total capital of 
£3,000,000. It appears to be the company's practice to lump 
together in one sum the gross profits earned in the various depart- 
ments of its business, so that it is impossible for trade com- 
petitors to ascertain which particular branches yield the most 
satisfactory results. For instance, the gross profits in 1897 
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amounted to £406,120, in 1898 to £559,753, and in 1899 
to £615,721, whilst the net profits were respectively 
£342,657, £499,962, and £635,761. These results have been arrived 
at after making what is considered to be ample provision for 
depreciation and contributions to the reserve fund. In addition to 
the share capital of £3,000,000, the company has already issued 
bonds amounting to £700,000, and a further instalment of £750,000 
has now been raised at the rate of 44 per cent. for the purpose of 
providing for extensions of the Berlin electricity works. The gross 
turnover for the past financial year reached £38,600,000, but this 
enormous sum would be misleading were it not mentioned that it 
represents both sales effected on account of manufacturing opera- 
tions and those instances where the company has acted as a oon- 
tractor, and has only been the intermediary for the supply of 
machinery and plant. The report of the directors states that 16,418 
dynamos of 208,200 H.P. were constructed during the past financial 
year, as compared with 11,438 of 197,689 m.r. in the previous 12 
months. In this connection it is to be noted that the rotary 
current plant is being more and more utilised for power instal- 
lations. 
(To be concluded.) 


THE PARIS EXPOSITION OF 1900.* 


By CARL HERING. 


(Continued from page 927.) 
THE high voltage direct current series system for power trans- 
mission and very limited distribution, made anotber and probably 
unsuccessful appeal for recognition, in the form of an exhibit by its 
indefatigable champion, Mr. Thury. 

The large engines exhibited were, as a rule, slow speed, which is 
the prevailing practice on the Continent. The very high speed 
steam turbines are also meeting with favour. 

Among the various types of motors, the most interesting was the 
three-phase induction or Tesla type, which seems, now to have 
demonstrated its superiority over all the others except perhaps the 
continuous current motor, upon whose field it is, however, encroach- 
ing very decidedly, with the present prospect of becoming its equal 
in importance The largest company in Germany, and perhaps in 
the world, estimates that its sale of three-phase induction motors 
will before long exceed that of its continuous current motors. 
Its very large factory, including even the rolling mill, is equipped 
with these induction motors mostly direct connected. There is 
a single textile factory in Switzerland in which 500 of these 
motors are used for direct driving. The induction motors, 
almost exclusively of the three-phase and not two-phase type, are 
being introduced very largely now, especially in Germany and 
Switzerland. . 

A nearly uniform type seems to have been adopted by most of 
the makers. In this, the primary circuit is the stationary one, and 
is distributed over the surface like a drum winding, as distinguished 
from the coils used in the earlier forms of Tesla. It is this distri- 
buted winding which is the chief improvement that has made them 
such a success; it seems to have been first introduced by Dobrowol- 
sky in Berlin. The larger ones are almost always started with a 
resistance in the secondary external to the motor; in some cases a 
short-circuiting device is provided on the rotor for use after 
starting, so that the brushes may be raised while running, to prevent 
wear. It will be noticed that in some respects this nearly universal 
practice abroad differs from that in this country, where even very 
large motors up to 800 н.р. if not more, are made without any 
brushes, being started with a transformed current at lower voltage ; 
others are made with the starting resistances on the rotor itself, 
which also dispenses with brushes. 

Among the few other devices exhibited for starting such motors, 
the object of all of which is the avoidance of slide rings, may be 
mentioned the ingenious one of Fischer-Hinnen, who uses an induc- 
tive resistance of very low ohmic resistance, in parallel with a non- 


inductive one of high ohmic resistance; together they act like a 


high ohmic resistance when the motor starts, owing to the high 
frequency of the secondary currents, and diminish automatically as 
the motor increases in speed, because the frequency of the secondary 
then diminishes; they are permanently connected to the rotor. In 
the Deri motor the number of poles is changed by a switch in the 
primary, and the resistances are permanently connected between 
points of the secondary which have a difference of potential for 
one number of poles, but are of the same potential for a different 
number of poles; they are therefore either in or out of circuit and 
admit of no gradation, which is a disadvantage. Boucherot uses 
practically a double motor, the field of one of which may be 
mechanically turned through a certain angle for starting: the two 
secondaries are permancntly short-circuited in series with each 
other, but have resistances connected between the coils through 
which the secondary current is forced to pass when one of the 
fields is displaced, but only then; it seems like a rather com- 
plicated device as compared with the simpler slide rings which it 
replaces. 

For the A.E.G. induction motors, Dobrowolsky claims that they 
will stand a 200 per cent. overload, have a power factor of over 
* Inaugural address by the President at the 147th meeting of the 


American Institute of Electrical Engineers, New York, October 
24th, 1900. | 


0:9, and still give the normal output for two-thirds the normal 
voltage. 

Induction motors are built on the Continent for high voltages up 
to 6,000 and I believe even 10,000, thus saving the transformers for 
all but higher voltages than these. | 

As to single-phase induction or non-synchronous motors, it looked 
as though most of their makers thought it best not to exhibit them, 
or to evade questions asked about them. Among the exceptions 
may be mentioned the Brown and the Oerlikon motors, both of which 
start with an auxiliary winding. Brown, who constructs them up 
to 100 H.P., states that they start with 4 to 4 full load torque at about 
normal full load current. He has even made them for starting With 
full load torque at about double normal current. The air-gaps are 
very small, from 1 to 14 mm. А cheap liquid condenser made of 
iron plates in soda solution, is used for producing the artificial 
starting phase. The Oerlikon motors are claimed to start with j 
normal torque requiring 80 per cent. normal current, and to 
stand an overload of 50 per cent, An impedance coil is used 
for starting. 

A very interesting installation of single-phase motors, and quite 
a unique one, exists in Frankfort o. M., Germany, where about 500 
such motors, mostly by Brown, are connected to the large single- 
phase alternating current plant, the motor load of which has levelled 
the load curve very decidedly. They vary in size up to 100 нр, 
and are used even forelevator work. They appear to be satisfactory 
to the users, even though they must always be started unloaded. 
This is probably the largest motor plant of its kind and shows what 


can be done even with single-phase motors. 


One of the applications of three-phase induction motors which is 
of special interest, and which seems to have a promising future, is 
to traction. This three-phase traction system, which is scarcely 
known in this country, is in regular and apparently very successful 
use on a number of lines in Switzerland, where it is being intro- 
duced by such well known constructors as Brown, Boveri & Co., and 
the Oerlikon Company. A few of these roads were visited Бу the 
writer, and as far as could be learned they were running very satis- 
factorily. The double trolley wire, which is essential, and which 
has often been urged as being such a serious objection, does not 
seem to give any trouble at all; each locomotive or car had even 
two contacts with each wire. Many of the alleged objections are 
overcome by the use of the contact bar instead of the trolley wheel, 
which completely avoids any jumping off of the pole, and greatly 
simplifies the overhead wiring at the switches, which is in fact not 
complicated at all. The motors are started with resistances in the 
secondary as usual. There is no complicated controller, as the two 
motors are alway in parallel. The train starts well and without 
difficulty, and it seems, without any very abnormal current. The 
chief objection to the system seems to be that the running speed is 
always the same, in which respect it is like a cable road; it is 
therefore not possible to make up lost time except on a down hill 
coast, while on steep up grades there is a considerable demand for 
power as the speed is always the same maximum. No system of 
efficient speed regulation is used, presumably because none has been 
found to be satisfactory. This seems to be the real and serious 
objection to the use of the system ia this country, where bigh speed 
seems to be an essential requirement. One of the freight loco- 
motives was provided with a purely mechanical device for halving 
the normal speed, but no other information could be obtained than 
that it was then in the repair shop. - 

On that bold enterprise, the Jungfrau Bahn, which will ascend 
one of the highest snow peaks in Europe, a very ingenious and 
apparently novel device is used on one of the Oerlikon three-phase 
locomotives, in order to enable a train to descend to a habitable 


. region even if connection with the power house is broken or if 


something should happen to the trolley wires or poles. Ordinarily 
in descending, the induction motors act as generators, sending their 
current back into the line, which therefore must be intact. The 
device referred to, consists of a small direct current generator 
driven by the decending locomotive, the current from which is led 
into one branch of the star or Y-connected primary and out at the 
other two ends in multiple; this excites the motor and it then 
generates alternating currents in the secondary which are dissipated 
in the resistances used for starting; it thus operates as an electric 
brake without being in contact with the line. 

While three-phase traction in its present state would probably not 
be practicable here for cities, there seems to be a field for it on long 
distance interurban lines with few stops, as it is much cheaper 
The estimates for the Jungfrau Bahn showed that the first cost 
would have been 50 per cent. greater if the continuous current had 
been used on the locomotives, as is done in this country. 

Returning to the subject of alternating current generators and 
motors in general, there is a characteristic difference between 
European practice and that in this country which seems worth 
mentioning. Here the coils are usually form-wound and then 
laid into open slots; there the wires are more generally threaded 
through completely closed holes as in the Oerlikon and Brown 
machines, or through holes of which the webs have been cut 
through with a very thin saw cut, as in the Dobrowolsky machines 
of the A.E.G. Mr. Brown gives the following reasons for his pre- 
ference :—Lower magnetic resistance, smooth surface of core, seam- 
less tube insulation, solid poles, ease in parallel running and 
avoidance of wedges, binding wire, &c.; his experience is, that it 
takes as long to replace a form-wound coil as to thread in a new one 
in place. Dr. Behn-Eschenburg, the engineer of the Oerlikon 
Company, gives bis reasons as follows:—The smoothness of the 
surfaces enables the air-gap to be made as small as 0-001 of the 
diameter in induction motors, which is hardly possible with teeth. 
with a web over the hole of only 01 mm. the coefficient of mag- 
netic straying can be reduced to 0:04, and a maximum power fector 
as high as 0°92 can be obtained; the maximum torque will corrc- 
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d with 3*5 times normal current, and the possible overload can 
be 2:5 times the normal; if the holes were changed into teeth, all 
else remaining the same, the magnetisation current would be at 
least doubled, the straying coefficient reduced to about 0°03, and 
the best current for the resulting maximum power factor of 0°94 
would then be more than doubled and the copper conductors there- 
fore increased, or for the same load the power factor reduced to 
0:91; the slotted armature would have to be made longer axially if 
it is to have the same current at no load as the one with holes; 
moreover, seamless insulation tubes of micanite can be used in the 
holes, which if 1 mm. thick will be quite safe for 3,000 v.lts. How- 
ever, he quite impartially recognises the favourable features of slots 
with form-wound coils, and admits that they may outweigh the 
others if a factory is suitably equipped for such work; he believes 
that under certain circumstances the one, and under others the other, 
is the better. ; 

Another interesting characteristic difference between American 
and Continental practice is that here synchronous converters 
combined with transformers are more generally used for trans- 
forming high voltage three-phase currents into low voltage 
direct currents, while on the Continent dynamos driven by high 
voltage induction or synchronous motors are therule. Although the 
favourable features of each are well understood, the reasons given 
by such a successful constructor as Brown for preferring motor- 
generators may, nevertheless, be of interest here. He states that 
they can be regulated with ease and precision; no transformers; 
both parte can be better designed without making concessions; no 
hunting; ease in starting; no depolarisation possible; secondary 
voltage absolutely independent of the primary. He admits that 
the synchronous converter is cheaper aud more efficient, but claims 
that the differences are but slight; he has obtained 90 per cent. 
combined efficiency for а 250-Kw. motor-generator set. 

The difficulty of not being able to regulate the voltage of a syn- 
chronous converter is overcome by Dobrowolsky in a very ingenious 
and apparently successful way. Instead of passing the continuous 
current through a booster, which would require an expensive 
machine, and generally with a very large commutator, he passes 
the alternating current through an alternating current booster on 
the same shaft; this is separately excited with a continuous cur- 
rent, and therefore permits of regulation. The one shown to me 
would raise or lower the voltage 25 per cent., making a range of 
adjustment of 50 per cent. It either drives or is driven by the 
converter. Although this overcomes one of the chief objections to 
synchronous converters, he has not changed his preference for motor- 
generators. 

Another modification of interest used by this same engineer and 
others is that six-phase instead of three-phase currents are led into 
the synchronous converter, the advantage being that its output is 
thereby increased, according to a French constructor, about 45 per 
cent. The attending disadvantage of six slide rings instead of 
three is said to be more than balanced. The general use of three- 
core transformers for three-phase currents instead of a single one for 
each phase, as is customary here, is another instance of a difference 
in practice. | 

t was of some interest to note the almost complete disappearance 
of the Gramme ring armature among generators and motors, and 
the use of multipolar fields for smaller sizes than formerly, especially 
with motors. The Dobrowolsky system, hardly known here, of 
supplying three-wire circuits from a single generator by connecting 
the neutral through induction coils and slide rings to two opposite 
parts of the armature winding, seems to be meeting with favour on 
the Continent. 

A.criticism of American motors made by a prominent German 
manufacturer who has bought and tested many, was that an 
American horse-power was only three-quarters of a real horsc- 
power. . 

In electric railroading there seemed to be comparatively little 
of epecial interest to Americans, besides the three-phase motor 
system and the contact bar, already referred to, both of which 
deserve more attention here than they are getting. The new 
Metropolitan underground electric road, quite recently opened in 
Paris, is apparently an excellently constructed but wretchedly 

ed road. American management would diminish the total 
time of transit and increase the profits greatly. It is an improve- 
ment over the new underground road in London, in that motor cars 
are used instead of locomotives, but, being directly under the strect 
instead of very deep, as in London, the excellent device of a 
descending and an ascending grade between stations, to aid accelera- 
tion and stopping, cannot be taken advantage of. Both of these 
roads use American electric machinery. 


(To be continued.) 
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NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрзои & Co., Electrical Patent 
Agents, 899, High Holborn, London, W. C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed, 


Bice занд Au improved illuminated advertising device for attachment to іп: 
nt electric lamps and the like.” L. Connon. Dated November 26th. 


91,366. “ Ап improved method of and means for joining the ends of le 8 
of telegraph wires and other wires.“ R. J. FaworTT. Dated November 26th. 

21,374. “Improvements relating to electric incandescent lamps." H. H. 
Laxe. (The firm Electrische Gluhlamper Fabrik Watt" Scharf & Company, 
Austria.) Dated November 26th. 

21,899. “Improvements in variable resistance electrio contacts.” F. G 
SHake. Dated November 26th. 

21,109. “Improvements in conduits for electrical conductors." 8. B. Donkin. 
Dated November 27th. 

21,447. ‘Improvements in electric railways.” TE British THOMSON- 
Houston Company, LIMITED. (G. С. Woods, United States.) Dated November 
27th. (Complete.) 

91,448. “Improvements in systems of electrical distribution." THE BritisH 
Тномѕох-Ногѕтох Company, LIMITED. (C. P. Steinmetz, United States.) 
Dated November 27th. (Complete.) : 

21,149. Improvements in interrupting devices for electric circuits." Тнк 
BririsH Tuomson-Houston Company, Limitep. (E. W. Rice, jun., United 
Sta'es.) Dated November 27th. (Complete.) 

21,450. “Improvements in methods of transforming alternating electric 
currente." THE British Тномѕом-Носвтох Company, LIMITED. (J. E. Wood- 
bridge, United States.) Dated November 27th. (Complete.) 

21,457. “Improvements in telephony and telegraphy.” S. G. Brown. Dated 
November 27th. 

21,459. ‘Improvements in safety cut-outs for electric circuits.” J. SAcHs. . 
Dated November 27th. (Complete.) 

21,460. ‘Improvements in lightning arresters for safety cut-outs for electric 
circuits.” J. Bacus. Dated November 27th. (Complete.) 

21,178. “ Improvements in or relating to electric meters.” J. H. BARKER and 
J. A. Ewina. Dated November 27th. 

21,486. An improved appliance sui: able for removing screw-threaded olamp- 
ing rings from electric incandescent lampholders." H. F. Corton, A. T. 
Cotton, and A. H. REDDELL. Dated November 27th. (Complete.) 

21,190. Improvements relating to switches for use in electric circuits.” 
R. LEHNHOFF. Dated November 27th. 

21,497. “Improvements relating to an electrolytic process and apparatus for 
the treatment of metalliferous ores and substances for the extraction of precious 
metals therefrom." G. Harrison. (A. C. Lorenz, United States.) Dated 
November 28th. 

21,501. '*Improvements in electrical switches.” A. Watson, Dated No- 
vember 28th. 


Оп. " Improvements in electric belts." O. REINICKE. Dated November 
28t 


21,598. "Improvements in electrolytical apparatus.” J. MATTHEWS and 
W. Davies. Dated November 28th. 


21,588. '*Improvements in or relating to plates for electrio batteries or the 
like." A. J. BouLr. (W.J. Jackson, United States.) Dated November 28th, 
(Complete.) 

21,540. ‘Improvements in or relating to overhead trolley wires or conductors - 
for electric traction, overhead, electric cables, or the like." A. W. HANCOCK, 
J. LEIGHTON and R. Hacking. Dated November 28th. | 


21,547. “Improvements in the manufacture of wire strips and the like by 
electro-deposition." R. D. SANDERS. Dated November 28th. : 


21,566. Improvements in accumulators or secondary batteries." C. A. von 
WELsBACH. Dated November 28th, A 
Dated 


21,575. “Improvements in electric telegraphs.” A. MUIRHEAD. 
Noveinber 28th. 

21,578. ‘*Finclosed switch and cut-out combined." W. J. Fryer. Dated 
November 29th. 

21,585. ** An improved life guard for electric cars or other motor vehicle.“ 
A. Hupson. Dated November 29th. ` 


21,615. “Improvements in the socket joints of metallic telegraph and like 
poles." E. H. CHAMBERS. Dated November 29th. : 


21,617. “Improvements in electrical fuse distribution or switchboards." ` 
C. E. Zrmpars. Dated November 29th, d 


21,629. *'Improvements in and connected with means for the conversion of 
electrical energy derived from & source of direct current into varying or alter- 
nating currents.” W. D. B. DUDDELL. Dated November 29th. 


21,643. “Improvements relating to electric fuses.” J. С. A. Warn. Dated ` 
November 29th. (Complete.) 


21,641. “Improvements in systems of electrical distribution." H.R. KENT. 
(Date applied for under Patents, &c., Act, Sec. 103, May Ist, 1900, being date of 
application in United States. Dated November 29th. 24 


21,645. ‘Improvements in and relating to electric switches” CLARKE, 
5 & Co., LIMITED, and A. L. Forster. Dated November 29th. (Com- 
plete.) . 

21,060. ‘ Duplex spring holder for electric globes and shades.” G. H. IDE. 
Dated November 30th. - 

21,669. An improved reflector for electric or other lights." S. Harc. Dated 
November 30th. 


21,071. “ Improvements in the method of supporting electric motors directly | 
connected to the axles of сагв or locomotives for electric railways or tramways.” 
J. CAMPBELL, A. HIRD, and A. B. BLACKBURN. Dated November 90th. 


21,700. ‘Improvements in telephony." L. STERNE. (8. B. Fowler, United 
States.) Dated November 30th. (Complete.) 


21,701. “Improvements in telephony." L. STERNE. (S. B. Fowler, United 
States.) Dated November 80th. (Complete.) | : 

21,702. "Improvements in operating dynamo-electric machines." THE 
British THossoN-HovsroN Company, LIMITED. (W. Le R. Emmet, United 
States.) Dated November 30th. (Complete.) 


21,703. Improvements in systems of electrical distribution.” THe BRITISH - 
Tuoxsos-HovsroN Company, LiMiTED, (R. Fleming, United States. Dated 
November 30th. (Complete.) : 

21,704. Improvements in systems of electrical distribution." THE BRITISH 
THoxsoN-HovsToN Company, LIMITED. (E. J. Berg, United States.) Dated 
November 30th. (Complete.) ' i 

21,716. “Improvements in and in the arrangement and construction of arc 
lamps." C. OLIVER. Dated November 80th. 

21,722. '*Improvements in or елшщ trolley wire and other conductors 
for electric traction.“ G. E. Hryu-Dia. ated November 30th. 

21,782. “Method of automatically cutting out main conductors of powerful 
electrical currents.” SIEMENS Bros. & Oo., LiwrTED. (Siemens & Halske, 
Actien Gesellschaft, Germany.) Dated November 80th. (Complete.) 

21,786. "Improvements in apparatus for electrically lighting railway trains." 
A. B. бил, Dated November 30th. 

21,740. “Improvements in dynamo-electric machines." W. LANGDON- 
Davirs and A. Soames. Dated November 80th. 

21,759. An improved process for the electro-deposition of metals." 8. 
CowPEnR-CoLES. Dated December 186. 

21,804. "Improvements in the manufacture of electrical insulating materials.” 
E. A CLAREMONT. Dated December Ist. 

21,806. ‘‘ Improvements in or relating to trolleys, switches, and crossings 
used in connection with overhead wires for electric traction.“ P. МсСсиосан. 
Dated December 1st. 

21,812. Improvements in and relating to electric arc lamps." L. W. 
EMFRICK. Dated December lst. (Complete.) | 

21,815. “Improvements in and relating to armatures and inductors.” V.I. 
Ferny. (Allgemeine Elektricitäts Gesellschaft, Germany.) Dated December 
1st. (Complete.) 

21,827. “Improvements relating to electric incandescent lamps and the like.“ 
SocikrA Epison PERLA FABRICAZIONE DELLE LAMPADEENG. (C. Clerici & Co.) 
Dated December 1st, (Date applied for under patents, &c., Act, 1583, Sec. 108, 
June 16th, 1900, being date of application in Italy.) 


* 
* 


7 © ABBTRAOTS OF PUBLISHED SPECIFICATION: 

Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 822, High Holborn, W. O., and at Liverpool, Manchester and Birming- 
ham, price, post free, 9d. (in stamps). 


^ 


817. © improvemeute „іи type-prin telegraph apparatus.“ C. D. Abel. 
(Siemens and Halske, Atklen-Gesellschaft Dated January 9th, 1899. Relates to 
apparatus available both as transmitter and receiver in printing-telegraphy. The 
apparatus is, shown diagrammatically, and is too complicated for abridgment. 
4 claims. | | 


637. “improvements la press regulating apparatus for electric mains used ohlefly 
la connection with storage batteries." J. 1 Highfield. Dated January 10th, 1899. 
Relates to means for maintaining a constant difference of potential in the mains 
supplied from a variable source. A booster is so arranged as to raise or lower 
the pressure automatically, and when desired, to utilise excess pressure in 
charging storage batteries. Three armatures are mounted on the same shaft. 
mus first armature is a motor-armature driving the shaft nt the desired speed. 
The second armature is an exciter for generating а current in the field coil 
of the third generator or booster. The exciter generates an electromotive force 
opposed to the supp'y, hence the field coil is excited by a differential current, and 
the armature generates, opposes or aids the supply. 1 claim. 


1,826. “Improvements In sleotrio switohes and cut-outs.” Н. B. Gutter. Dated 
January 22nd, 1899. Relates to a combined resistance switch and magnetic 
cut-out. The cnt-out cannot be re-set until the switch arm is in & certain 
position, that is, with the resistances in the circuit. The current flows from 
one generator terminal through one arm of the circuit breaker and solenoid to 
& post. The post is connected through the other arm to the hub of a resistance 
switch. This is also connected to a contact and through a solenoid which forms 
the underload coil to the post. The circuit breaker is of the type describe’ in 
Specification No. 28, 260, A. D. 1897, and operates with over or under. load. When 
the circuit is closed, 8 piston is forced back and compresses а spring. On the 
circuit being broken under the action of tha solenoids, the spring helps to break 
the contact and the piston springs forward, its rear end passing the lever work- 
ing In the slot. This falls and рв the piston from being pushed back 
until the switch arm has been brought back, when a projection strikes the 
pin and lifts the end out of the way of the rod. 4 claims. 


2,218. ''An electric switch." M. Sehmidt. Dated June 31st, 1899. Relates 
to an electric switch for use in damp places. Consists in the arrangement of a 
switching apparatus in a casing capable of being made air igri the conduoting 
wires being inserted through openings which can be filled in. A plate inside 
the casing in the middle with a stuffing box for impermeably olosing the switch 
apparatus. Sclaims, ^ —— Е 

6,206. ''improvements In the manufacture of porous diaphragms for electrolytic 
apparatus” Т, J. Holland. and A. P. Laurie. Dated March 9th, 1899. A volacile 
material w igh is insoluble in. water, such as naphthalene, is mixed with the 
cement and the cement moulded. Thesubstance is then volatilized. 1 claim. 


963. “aiprevements in the production of a filling paste or active material for 

the’ plates of secondary Batteries." С. F. P. Stendeback and H. M. F. Reitz. Dated 

Атичі th, 1890. Consiste of an active material made of lead containing 
hydrogen but very little, if any, oxygen. 1 claim. 


9,545. 'aprovedeleelro-megnet tocth-stopping hammer." C. Ostmann. Dated 
May 8rd, 1599. Consist of electro-magnet camer for use in stopping teeth, 
chapéotirised һу two soft iron cylinder arrived behind each other within a 
casing or the like which attract and repel each other under the action of an 
electra gurrent and spring whereby the continuance of the hammering can be 


regulated according to desire. The casing is cylindrical with conical head and 


formg a hendle,, 3 claims, . 


; А x " "a АЕ 
9,672. Improvements in eleotrió switohes." J. E. and J. Crookes. 
ated. Мау 9th, 1890. . Consists of a base having inclined or cam surfaces a 


central pivot and acontact bar or lever mounted thereon, said lever being pro- 


vided with contact strips or brushes, a spring on said central pivot or pin and 
contèt tàrnilnals on the switch base. 1 claim. 


11,717. "Improvements is electric batteries." A. E. H • Dated June 6th, 

8995 , Relates to improvements jn the manu acture of electric battery and 
consists їп the use, in combination with the acoumulator plate, of such a 
battery, of separator plates made ої glass woven fabric. 2 claims, 


1,885, н ee in гө apparatus шшш for use with electrio 
motors.” H. J. Walker. Dated June 7th,-1899. Consists of an electric motor 
controlling apparatus arranged so that upon an oxcessive load being put upon 
thé electric-motor connected therewith во as to reduce or stop the rotation of 
the motor arm and thereby reduce its back E.M.F. below a predetermined 
amount, or entirely remove such back E. M. F., a resistance will be automatically 
inserted in the armature circuit, and prevent undue íncrease of the current 
flowing through the armature winding. 4 claims. 


12,683. ''improvements la registering meohaalem for electricity meters." E. 

. Dated June 17th, 1899. Consists of a device for counting thc differ- 

ence in the run of two clock or wheel works serving in electricity meters as a 

measurement of the quantity of current used, said device being so made that by 

suitable parts of both clockworks running in the same direction and sliding one 

upon the other each time thé one clock has out-distanced the other by a certain 

smount, for instance, equivalent to a unit of consumption, the closing of an 

electrical current circuit or the action of mechanical means causes the advance 
of a counter by one unit. 2claims. © ` : 


13,328. “improvements in oleotrio ој гова apparatns for delivering and 
stamping tickets." J. Н. F. Krull. Dated June 27th, 1899. Relates to apparatus 
in which the delivery of the article takes place owing to the oscillatory motion 
of aN armature pivotally mounted witbin the influence of two electro-magnets, 
the electric eſreuit being completed in such a manner that the electric current 
flows through the armature always in one direction and the electro-magnets in 
two directions alternatcly for the purpose of attracting and repelling the arma- 
ture... This reversal of the current takes place as the coin operates two electria 
relays in suitable auxiliary circuits. 10 claims. 


49,614. erte get Міо compensating devioos for power steering mechanism." 
J. D. Witilameda, jun. ated June 30th 1809. Consists of panes steering ap- 

aratus in which are combined a transmitting cylinder having a piston operated 

y the steering wheel, a controlling. cylinder having a piston governing 
the operatien of the rudder moving devices, means whereby movement of 
tho piston in the transmitting cylinder is caused to impart movement to the 
piston in tha controlling electro-magnetically operated mechanism, whereby 
movement is allowed in the transmiting cylinder without corresponding move- 
ment in controlling cylinder and connections, whereby the electro-magnetic 
devices are rendered operative by want of correlation in the positions of the two 
pistons. "]elaixhs. " ^^" —- | ' 

13,804. “improvements in and connected with eleotrie motors.” P. M. Justice. 
(The Emerson Eleotrie Manufacturing Company, United States.) Dated July 4th 
1899. The essential feature of this present invention resides in the arrangement 
of a friction disc or clutch on the shaft to be driven, with which co-operates д 
friction disc or clutch driven by the armature shaft; another feature resides in 
the novel means omployed for laterally displacing the armature, its shaft and 
associate parts, whereby the friction dise carried by the armature shaft is 
thrown into engagement with i's companion or the shaft to be driven, another 
feature resides in the novel means of disengaging the friction dises, which 
consists in moving the armature, its shaft and associate parts laterally when 
the armature shaft is released, by the magnetisu of the field magnets. 10 
claims. | 


18,826. “Elastic or permeable electrodes for storage batteries. L. Toblausky. 
Dated July 4th, 1899. nsists of a support made from an elastic or extensib 
tissue web or texture which is not attacked by the electrolyte in combination 


With an active mass of. great permeability, by adding to the pap of lead oxides 


—- æ — es 
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certain materials or productions of vegetable origin which аге washed out oi 
the mass by the electro-chemical action, or converted into spongy cellulose or 


‘charcoal. 4 claims. 


13,966. “improvements in ratus or devices for giv electrical times 
alarms.” W. Hanemann and H. . Dated July AUN. мы Жы to Apps 
ratus by means of which signals can be given in several places simultaneously 
at any predetermined period. Consists essentially of a clock, two switch or ogs- 
tact tables connected respectively to the clock and to the rooms where the 
alarm is to be sounded, a battery, bells, or other alarm instruments and plugs 
or similar contacts for joining the two contact tables together. 2 claims. 


13,880. * ts ia ratus for the electrical working of ra palats 
and feignals.” - ns Bros. 2 Co., Ltd. (Siemens & Halske Aktien Ges А! 
Germany.) Dated July 6th, 1999. Consists of apparatus for the title in which 
the disconnection of the lead forthe rotation of the motor in one direction and 
the connecting up of the lead for its rotation in the other direction are «fected 
5 e motor being short-circuited at the end of the movement, 
2 elaims. 


13,881. “Improvements ia meters for alternating curreats.” Siemens 
Bros. & Co., Ltd. (Siemens 2 Haleke Aktion Gesellschaft, Germany.) Dated July 6, 
1899. Relates to an arrangement that not only allows of the accurate adjust 
ment of the extent of the pressure field in a meter acting on the Ferraris 
system, but also that of the desired phase shift of 99^ almost independent; of 
the adjustment of the pressure field. The pressure coils are included in two 
e sides of & Wheatstone's bridge, the other two sides, and diagonal о! 
which are formed by resistances as {ree as possible from induction while an in- 
ductance coil is included in frontof the bridge. 1 claim. 


14,293. "improvements ja electric lighting system for stage effects." A.W. 
Berresferd. Dated July 11th, 1899. In 3 the lighting effects used on the 
stage it is necessary to mix the various colours of light and to obtain gradual 
changes. This is accomplished by introducing a gradually increasing or 
decreasing resistance into the lamp circuit and thus controlling the current 
supplied. In the invention this is done more expeditiously than before as the 
required changes are done without dismantling any of the apparatus. 7 claims, 


14,300. “improvements la primary batteries." W. C. Calimann. Dated July 
lith, 1899. Consists of a primary battery in which the exciting material for the 
exciting solution is supported between the superposed electrodes and out of 
contact therewith to be acted on and decomposed by the electric current. The 
supporting plate is placed on the top of the negative plate. 2 claims. 


14,338. “An improvement (и dynamo and other magnet colle." Н. A. Earle. 
Dated July 11th. 1899. To wind a magnet with two coils giving the same polarity, 
the innermost convolutions of each of the two windings are connected bys 
conducting piece by whioh the plane of the one winding is at the side o! the 
plane of the other winding. 1 claim. 


14,401. “‘tavisible adj apparatus fer eleotroilers and gasoliers aad the like.” 
M. Weldiloh. Dated July 12th, 1 The sliding tubes are still retained. A 
spring tends to pull the electrolier up, but by pins and hotches it can be held 
down. The contacts are made in various manners. 1 claim. 


14,647. “Improvements in electrical cigualting system." E. Davis. Dated 
July 14th, 1899. (Date under Patents, &c., Act 888, Sec. 108, December lib, 
1895, being date of application in United States.) Consists of a combination of 
transmitting apparatus adapted to transmit a number of signals of differing 
characteristics, a receiver adapted to receive said signals, and alarm, and ад 
alarm circuit controlling apparatus in part controlled by the receiver and is 
part controlled by the transmitting apparatus, these parts being relatively 
adjustable to permit the sounding of the alarm for any of said signals, while 
excluding others, at the will of the receiving attendant. 11 claims. 


14,593. improvements In hand vice and other strainers or stretchers for tale- 
graph, telephone and ether wires.” W. S. Mackie. Dated July loth. 1с) The 
characteristic of this invention is the worm winding gear, in which the worm 
wheel is secured to the drum spindle whilst the worm is pivotally secured to 
the strainer in such a manner that it can, when desired, be moved into gear 
with the worm wheel, and held securely in that position or be moved ош of 
gear therewith. 2 olaims. 


14,774. ''imprevements іа or relating to submarine electric are lamas.” Г. 8. 
Hall, jan., and 1. Е. B. Dated July 18th 1899. Consists of a water-tight and 
pressure proof enclosing case wherein an arc of high candle-power may be pro- 
duced at considerable depths under water, said case comprising a glass globe 
eaclosing the are a metallic case enclosing and supporting the lamp mechanism, 
& water-tight coupling between the two, also a water-tight passage between the 
two for the upper carbon, and a current conductor to the lower carbor, 
and a water-tight packing box through which the current conductors enter the 
mechanism chamber. 4 claims. 


14,789. “improvements in elestrical looking apparatus for railway = nals. 8. N. 
Чез. Dated July 18th, 1999. Relates to е Am creer locking тота which 
can be vrbe ыш fixed on a railway signal post and is so arranged that the 
ordinary signal pull cannot lower the semaphore from its danger position unless 
an electrical current be transmitting to the apparatus or according to modif- 
cation the pull can always lower the signal except when a current is transmitted 
to the apparatus. 2 claims. 


14,794. “improvements in and relating to storage batteries." 5. Y. Heebasr 
Dated July 18th, 1899. Consists of a arpan В battery having a series of snper- 
posed nested upward and outward flaring hard rubber or non-conducting cells, 
each cell having a horizontal bottom wall in combination with a negative elec- 
trode having a series of horizontally projecting arms, said positive arms and 
negative arms being disposed in the same horizontal planes, and lying between 
the bottom wall of one cell below. 7 claims. 


14,877. “ Seund-proof telephone cabinet.” Н. P. J. Wulff and J. M. uncl 
Dated July 19th, 1899. Consists of a sound-proof telephone cabinet capable of 
being taken to pieces, the walls of which are padded with shoddy, and im which 
the hook for the reception of the receiver used as а switch, switches оп an elec- 


tric light. 1olaim. 


15,147. “Electrical apparatue for indicating the names of stations in and 
tramway vehloles." Siemens Bros. & wn (Siemens & Halske Geseit- 
sohaft, € many.) Dated July 22nd, 1899. Consists of automatic apparatus for 
indicatiog stations on railway or tramway vehicles wherein a disc carrying a 
series of contact pins and acontact arm, receives a slow differential moton 
from a wheel running on the track so that the arm comes successively in con- 
tact with the said pins, whose distance apart is proportionate to the distance 
apart of thestations, an electric ourrent being conveyed to the armature through 
а make-and-break contact so that at each contact of the armature with a pin a 
current is passed into the pin disc whence it is conveyed to apparatus for rerol- 
ving the apparatus which holds the cards with the names of the state. 3 claims. 


15,189. “im monts ia rall. bonds fer electric Tawaye.” F. aueiis. 
Dated July 24th, 1899. (Date applied for under Patents, ve Aci: MR Bec. 


103, April 25th, 1899, United States) Consists in leaving out of the bond several 
2. m centre strands so that no injury is done to the bond when flattened. 
claims.. y 


15,203. "improved electric elevated raliway." L. J. Bruns Ottesec. 
Dated July 34th,1899. Relates to an ovement reilway We tiie toe the 
carriages have somewhat the shape of an inverted U so that they can ride on the 
centre rail, which is placed above the other two arms of the U have on ther 
lower inner ends wheols adapted to engage with the lower rails, and the rails 
can be used at the same time for conducting the current, and for bearing or 
guiding carriages 4 claims. Е 


16,480. “A new or im tap switoh for electric Incandescence * 
@. Gardner. Dated July 27 , 1899. Consists of a block in опе piece, ac "Ct 
or casing of insulating material, switch bars, spring terminals, and spring cot- 
tacts, the whole combined and arranged to secüre a perfect break and insulation 
of the parts. 4 claims. 


16,360, "А etio needie threader.^ M. Molitar and F. Kerm. Dated 
August lith, 1899. Consists of a combination of a horse-shoe magnet, pola 
shoes, a brass wedge, a funnel-shaped раззасе, und a cateh. 1 claim 
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THE TRAMWAY DEADLOCK. 


GREAT is the debt to Science of modern Engineering ; 
greater still the debt of Electrical Engineering, the child of 
Science, and it would be a sorry sight to see the child rebel 
against his parent. Yet at the present time a deadly 
struggle, fraught with momentous issues to millions of the 
inhabitants of London, is being carried on between the 
pioneers of electric tramway enterprise in the metropolis 
and the official seekers after truth. 


The apparent anomaly, however, is easily explained. It 
is not Science, but scientists, that block the path of progress. 
That Science never did, though many wrongs have been 
wrought in her name. 

The state of affairs in the West-end is well shown by the 
official report of the conference held at the Board of Trade 


offices on October 31st, under the presidency of Sir 


Courtenay Boyle, whose perfect fairness and evident desire 


to arrive at a satisfactory solution of the question were 


beyond praise. Mr. Trotter reported that a scheme had 
been put forward by the London United Tramways Com- 
pany, according to which, by means of a special system of 
feeding and boosting the line in isolated sections of one mile 
each, it was proposed to keep down the potential difference 
between the rails and earth, within two miles of Kew Obser- 
vatory, to a maximum of 0'2 volt. At a greater distance 
from the Observatory a maximum of 1 volt was suggested. 
Mr. Glazebrook decided that the scheme, which was drawn 
up by Mr. Parshall, would in all probability afford sufficient 
protection to the Kew laboratories ; but he could not assert 
that the protection would be complete. At a later date the 
Tramways Company proposed several new lines in the neigh- 
bourhood of Kew ; the authorities could not guarantee that 


the proposed remedy would be efficacious, tlie engineers pro- 


tested that under these conditions it was unreasonable to 
expect them to incur a heavy, and perhaps futile, expendi- 
ture, and things came to a standstill. 

Now, as soon as the lines were sufficiently advanced for 
the purpose, the tramway engineers tested the potential 
difference between points on the lines, and found it to be no 
less than 0°8 volt, although the lines were idle. As Mr. 
Parshall pointed out, the proposed regulations would thus 
* debar the use of rails in the earth at all, quite apart from 
electrical working." Further experiments made by Mr. 
Parshall with à magnetometer of the Kew type, placed near 
the Observatory, showed that even when heavy currents 
were passed through the line the disturbance was negligible 
at Kew. 

The cost of the proposed scheme was estimated at £40,000, 
as regards the London United Tramways Company's under- 
taking. Not only would this initial outlay be required, but 
tlie number of cars would have to be reduced by 50 per cent., 
and the holiday traffic to Hampton Court would be crippled. 


Further, having in view the high potential difference already 
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met with in the line, it would be necessary to enforce similar 
conditions upon the existing and projected underground elec- 
tric railways, the former of which are suspected to be the 
cause of the phenomenon. The conditions which the 
Observatory authorities sought to impose were, in fact, 
preposterous, and could not possibly be accepted. 

Mr. Parshall inquired, in this connection, whether the 
effect of existing undertakings (which caused the 0°8 volt 
drop in the line) had already been observed at Kew, and 
drew forth the remarkable admission that Mr. Glazebrook 
had not “accurately compared the curves lately," but was 
not aware that there was anything in them to interfere with 
Are we to 
understand that these priceless curves are merely recorded to 
put away in a pigeon-hole ? 


the comparisons that had previously been made. 


Such things, we know, are 
On the other hand, 
if they had been examined and no abnormality discovered, 


done in some Government departments. 


on what grounds does the Observatory continue to block 
progress ? The P.D. observed is quadruple the limit 
suggested. 

Mr. Clifton Robinson stated that if the double-trolley 
system were adopted, there would be no fewer than 13 trolley 
wires at one poiut of the overhead construction—a suffi- 
ciently awful prospect, especially with the three-wire system 
at 1,000 volts between the outers! As for the conduit 
aystem, apart from the prohibitive expense, Major Cardew 
pointed out that the wholly insulated system is a chimera ; 
in New York faults constantly occur, such as would inevit- 
ably cause as much magnetic disturbance as the earth 
return of a trolley line. Moreover, is it possible by the use 
of the most perfect insulation to efficiently protect magnetic 
observatories ? The paper read by Prof. Riicker before the 
Physical Society on Friday last, an abstract of which will be 
found elsewhere in this issue, comes at a most opportune 
moment in this connection. 

Prof. Rücker states that the earth currents affect the 
horizontal component only, while the magnetic field created 
by the current flowing out through the feeders, and return- 
ing by the rails, affects the vertical component; he goes on 
to вау that the instruments used for testing the vertical 
component are those which are chiefly affected. 

In other words, the question of insulating or not insu- 
lating the return is of less consequence than the arrange- 
ment of the lead and return conduetors in such a manner 
as to minimise the magnetic field produced by the currents 
flowing in them. The results of tests made at Stockton by 
the Observatory authorities, on the offer of the tramway 


engineers, showed a disturbance of 0°00007 C.G.S. units in 


the vertical component—the magnitude of which is about 
0744. | 

Let us now sce what all the trouble is about. There are 
at Kew, amongst a large number of other apparatus, certain 
instrumenta for measuring and recording the elements of 
terrestrial magnetism, Of these, the recording instrumenta 
are chiefly concerned. The value of their records lies in the 
fact that they have been continuously kept for a long period 
of years, and that if they were removed to another place the 
continuity of the record would be destroyed. As to the 
actual results obtained, as the outcome of this secular experi- 
ment, it has been claimed by the Astronomer Royal that 
they are very © interesting," and have something to do with 
sun-spots, which, again, have something to do with the 
weather’, he admitted, however, when pressed by Sir 
Courtenay Boyle, that while “ interesting results" were got 
from a comparison of the records of Kew and Greenwich, the 
comparison was a matter of secondary importance ; the work 
at Greenwich was indispensable, but that at Kew consisted 
largely of the verification of instruments, Seeing that so 
short a distance intervenes between the two Observatories, it 
is difficult to see the importance of a comparison of their 
records ; and as the work has been carried on for a longer 


period at Greenwich than at Kew, even the magnetician: 
who lay such stress on continuity, must admit that it were 
better to lose Kew than Greenwich. | 

Prof. Rücker endeavoured to establish the importance g 
Kew as the mainstay of the instrument making industry of 
this country! Instruments are ordered from abroad vij 
the proviso that they must be tested at Kew; £4,000 won) 
of magnetographs have been supplied, in what period wa 
not stated. The Professor hinted at the extinction of the 
trade—presumably as a consequence of stopping the magnete 
records at Kew! Another point was that at Kew magneticians 
from all over the world are trained. 

It is necessary to add that Mr. Glazebrook, in a letter, 
remarked that if the protection scheme failed it might “be 
necessary to consider the alternative of removing the recording 
instruments to some completely isolated position.” | 

We need not point out that the case for Kew is of th 
weakest—almost frivolous, compared with the vast com- 
mercial interests involved ; a careful perusal of the official 
report which lies before us is still more convincing. 

So well aware of this fact are the supporters of the mag. 
netic records, that some of them have resorted to the devio 
which is commonly known as trailing a red herring acres 
the path. That is, they have raised the bogey of 
electrolysis ! 

What in the world has electrolysis to do with magnetic 
observations ? 

The magneticians no doubt hope by dragging in this 
side issue to raise up unto themselves many powerfal allies 
They deceive themselves. So far from strengthening ther 
case, they have by this course confessed its weakness, Hos 
little ground there is for apprehensions of this nature hs 
been well shown, if proof were wanting, by M. Claude in 
his paper on the same subject before the Socicte Inir- 
nationale des Electriciens last June, in which he demou- 
strated that with low potential differences, , of the order 
2 or 8 volts, not only was the proportion of current returning 
by water and gas pipes far less than was previously supposed, 
but that the great bulk of the earth current was conveyed by 
quasi-metallic conduction, the loss of weight of the surfacs 
which acted as electrodes being but a small percentage oí 
its theoretical value. These statements are confirmed by Mr. 
Herrick in the United States, who has conducted simis 
experiments. 

In this connection, we wish to enter an emphatic protest 
against certain statements embodied in a recent article m 
Nature, entitled * Electric Traction Troubles,” in which 
nonsensical calculations and deductions are made: but spe 
will not permit of further reference to this matter. | 

In conclusion, it appears to us that there is but опе stis- 
factory solution of the difficulty. Let the tramways com- 
тепсе working (they are quite ready) at once, Ian 
is open to question—if the records at Kew аге spoilt, Ж 
them go; but let most perfect safeguards be збора! 0 
Greenwich, where no such important scheme is in hand, sn 
where the work is vastly more important than at Kew. 


Last Thursday at the Institution of 
Electrical Engineers there was read another 
contribution from Prof. A yrton's laboratory 
to our knowledge of the arc. We print part of Mr. Duddell s 
paper in another part of this issue, and believe that it wil 
attract very great interest and attention. There seems 0 be 
no end to the discoveries of unexpected phenomena in this 
direction, and those just described by Mr. Duddeli bi 
singularly interesting, and promise to be of great proc 
importance. The fact that it is not possible to strike ai am 
from metal rods when these are connected to the (9% 
terminals of a condenser is not altogether new. A condensed 
has often been employed to reduce the spark on bres? 
contact, and the use of a condenser connected acme 9 


The Direct Current 
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interrupter of an inductance coil is commonly cp 
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this way. So the fact, that ап аго between an iron rod a 
a vessel of water cannot be struck if a condenser 5 % 
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nected across them has been observed, though we do not know 
that it has been published or commented upon. The state- 
ment of the general fact, that metallic arcs cannot be struck 
under these conditions, is however, we believe, Mr. Duddell's. 
That there is a very great difference between the P.D. of a pair 
of metal rods when separated with and without a condenser 
appears to be-a new observation, and one of great practical 
significance. Mr. Duddell points out its bearing on the 
question of breaking a current in a conductor having 
capacity, such as a concentric cable, by means of an 
ordinary metal switch, and suggests that the use of carbon 
points for the final break may be an important provision for 
the protection of the line, in addition to the saving effected 
in the metallic contact surfaces. The improvement of in- 
duction coils by connecting the condenser to the interrupter 
immediately after the break, instead of keeping it con- 
stantly connected, is very remarkable, though the experiment 
was leas striking than some of the others. In the discussion 
which followed, Prof. Ayrton mentioned that in one 
laboratory experiment the action of the coil had been 
improved by as much as five to seven times by making the 
connection to the condenser in this way. This is, of course, 
an enormous improvement, and may have a large field open 
to it in practical work. Every one knows by experience that 
an arc may be unpleasantly noisy, and the fact that it gives 
out sounds corresponding to disturbances in its circuit, such 
as the passage of the commutator bars under the dynamo 
brushes, has been repeatedly observed. Mr. Duddell's demon- 
stration, however, of its remarkable sensibility to such small 
disturbances as are possible in telephony, was very striking. 

The cream of the paper was undoubtedly the experiments 
showing the ability of an arc, and especially of a cored carbon 
arc, to maintain electrical oscillation in a circuit with a 
period determined only by its capacity, self-induction, and 
resistance ; and independent of the conditions of the arc 
itself. The determination of the conditions which must 
be satisfied in order that such a result should be possible 
brought Mr. Duddell directly to the result obtained in 1895 
by Frith and Rodgers, which became famous, or infamous, 
through the startling mode in which it was announced ; 


viz., that the arc has negative resistance. As а practical result, 


Mr. Duddell has placed in our hands a ready and convenient 
means of maintaining steady oscillations of large amplitude 
of a period which is the natural period of the circuit itself, 
much as the lips or a reed are able to maintain steady 
vibration in the tube of a wind instrument. The process 
appears to be much more convenient for many purposes 
than the use of a motor running at a known speed, or of an 
clectrically-driven tuning fork, on account of the simplicity 
of the apparatus, and the ease with which the frequency 
tan be adjusted to any desired figure, and instantaneously 
altered. The clear indication given by the note of the arc 
of the actual period at each instant would be very con- 
venient in many cases. The performance of the National 
Anthem on the arc was a happy mode of ending the lecture. 

Mr. Duddell's paper is peculiarly interesting for several 


reasons. When new phenomena can be connected to those 


previously known, by the explanation of their action, the 
addition made to our knowledge is much greater than in the 
case of isolated facts, and the discovery of the capacity of 
the are to maintain electric oscillations is the more valuable, 
because it might have been predicted from the result of 
Messrs. Frith and Rodgers. These experiments seem to 
bear on the curious action of currents interrupted in the 
body of a liquid as in Wehnelt's interrupter, and in the 
case referred to above of an arc struck between a metal rod 
and a pan of water. There is evidently very much more 
to be found out, and we hope that Mr. Duddell may have 
more to tell us before long on the subject which appears to 
have been immediately before him, when he obtained the 
facte of this last paper, viz., the effect of rapid alternations 
imposed on a direct current arc. 


SOME NOTES ON THE DESIGN OF LARGE 
ALTERNATORS.* | 


By A. HEYLAND. 


(Concluded from page 932.) 


Alternator No, 2.—Fig. 9 shows the no loud characteristic 
of this machine. In order to get the terminal pressure of 
2,200 volts per phase at no load an excitation is required of 
137 amperes (at 80 volts) ; in this machine the saturation 
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of the iron has been carried even farther than with Alternator 
No. 1, as will be noticed, if the two curves are superimposed 
upon one another. The short-circuit curve is given by 
fip. 10, from which it will be seen that an excitation of 
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CURRENT IN SHORT-CIRCUITED ARMATURE 


43 amperes is necessary when the armature current is 
200 amperes per phase. E 

With this alternator, the leakage flux of the armature, 
when the current in the latter is 200 amperes per pliase, is 
represented by 230 volts. The diagrams given in figs. 11 and 
12 show the fall of pressure; they have been drawn out in 
exactly the same manner as those for Alternator No. 1. 
The results are as under :— 


Power-factor. Fall of pressure. 
0:85 iss А 10°5 per cent. 
210: Ln % f° uu. x 


The two drops would have been 20 per cent. and 8 per 


cent. respectively if the poles had not been saturated. 


The results confirm those obtained with Alternator No. 1, 
and are exceedingly good when the small excitation of the 
machine is considered. The relation between field ampere- 
turns and armature ampere-turns, or what is the same thing, 
the relation between the short-circuit current and the full 
load current, is a ratio which is fairly constant for given 
types of alternators; it is an exceedingly useful constant, as 
it enables designers to compare the quality of an alternator 
with regard to pressure drop. For good machines as usually 
constructed, this constant lies between + and 5, whereas in 
the two alternators tested as above described it has a value 
of only 3˙2. The dimensions of a machine for a given out- 
put depend very greatly upon the above constant, a fact well 


* These notes have special reference to tests made on the alter- 
nators of 1,000 E. H.P., exhibited by The Electricité et Hy- 
draulique, Limited, of Charleroi at the Paris Exhibition. 
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known and appreciated. by experienced designers. 
of the constant being so small in the writer’s machines has 
led him to the conclusion that by applying the principles of 
design described here, it would be possible to increase greatly 
the output of a generator of standard dimensions. The 
output of an alternator increases proportionately with the 
ampere-turns on the armature, and as these windings occupy 


S 


FIG. 11. 


relatively but little room, the increase of winding space 
necessary for the larger output can be attained by increasing 
the size of the slots; at the same time the pressure drop (the 
factor determining the output of iron-cored armatures) will 
be normal on account of the high saturation of the magnetic 
system. 

The dimensions of the two alternators considered above 
are perfectly normal, as it would not have been advisable to 
have experimented with such large units. But with gene- 
rators of smaller dimensions the writer has recently obtained 
results which entirely confirm his ideas, For instance, a 
normal generator of 100 Kw. has been taken, and recon- 
structed in accordance with the principles set forth above: 
it was found that the new rating could be perfectly safely 
taken to be 200 Kw., as with this output the efficiency and 
temperature rise were entirely satisfactory, and the increase 
of excitation necessary from no load to full load quite 
normal. The armature of this generator (three-phase) was 
35˙5 inches in diameter and 9'5 inches in width, the speed 


Fig. 12. 


being 500 revolutions per minute, Thus at 100 kw. out- 
put, the constant connecting output, speed and. dimensions 
(watts = D LN x K), works out to be 0°0166 in inch units, 
which is a normal value for standard machines of ordinary 
construction of this size. But the alteration of the magnetic 
quantities in accordance with the principles put forward 
above, rendered an output of double the above rating pos- 
sible (for the same efficiency and heating), doubling, there- 
fore, the value of the constant, 


The fact 


To sum up then, we sce that the principle of designing 
aiternators with abnormally high flux densities in the field 
system possesses two great advantages; it greatly reduces the 
pressure drop, and it enables the rating of a standard сапам: 
to be increased. As soon as the advantages of this теі: 
of construction become more widely known, it is certain 
that the principles set out above will be generally adopted, on 
account of the important bearing they have on the cm. 
mercial aspect of alternator design. 


TEST OF A 300-KW. STEAM 
ALTERNATOR. 


by N. APPELBEE, Electrical Engineer, Cardiff. 


Blow are given the results of a steam consumption tc 
made on a 300-Kw. steam alternator supplied recently by 
Messrs. Ferranti, of Hollinwood, to the order of the Саг 
Corporation. 

The figures are. sufficiently good to interest vour 
readers, and the names of the gentlemen who conducted the 
tests are а guarantee of their reliability and accuracy. 

The plant comprises a vertical compound condensing engine, 
having cylinders 18 inches and 34 inches х 18 inches with 
an alternator of Ferranti's well-known copper armature (уук 
between the H.P. and L.P. engines, the whole designed w 
give 300 KW., 2,500 volts x 120 amperes, 40 periodicity a: 
200 revolutions per minute. The valves are of the gridir 
type, driven by cam gear, the governing being effected by à 
throttle valve, and there is forced lubrication. Тһе alter- 
nator drives its own exciter. 

The test was made on November 18th, 1899, there beinz 
present as experts on behalf of Messrs. Ferranti, Mr. M. 
Longridge, Mr. A. B. Mountain and Mr. Gillett. On Бе? 
of the Cardiff Corporation, there were Mr. H. R. J. Burstsil 
and Mr. Llewelyn B. Atkinson. The test was started st 
9.15 a.m. and continued at full power until 4.12 p.m. 

The steam from the engine was discharged into a surface 
condenser which received the steam of this engine only. Th: 
air pump discharge was measured by being run into tw 
barrels, one being filled while the other was being empti, 
each being filled up to a mark. During the trial 69 pairs of 
barrels were used, making a total of 53,030 Ibs. The nex 
day a test was made to ascertain whether the condenser ж: 
tight, and it was found that a leak equal to 1 per cent. existe. 
making the total water used equal 52,500 lbs. It was found 
that 92 lbs. of water had collected in the drain sump und: 
the engine (having escaped from the glands), which has to i~ 
added, making a final total of 52,592 lbs. The duration of 
the trial being 6°95 hours, the quantity of steam used by ti« 
engine was 7,568 lbs. per hour. 

The vacuum, as measured in the exhaust pipe close to tht 
engine, was 18'7 inches, or 9:2 Ibs. per square inch. 

The alternator was run on a water resistance; the pow 
was measured by a number of ammeters and voltmeters. one 
of each being chosen, after comparison with a Kelvin wat 
balance, as being the most accurate, and readings were taker 
every 15 minutes. There was also a Thompson recording 
voltmeter, which was read every 30 minutes. 

Each of the instruments read during the trial was sent t 
the Board of Trade laboratory, immediately after the trial, 
for calibration, and the necessary corrections have been mad» 
in the calculations. The mean output of the alternator wes 
315 Kw. 

The mean Н.Р. shown by the indicator cards was 499 x 
the mean speed of 204-9 revolutions per minute, us gat fn: 
the engine counter. | 

The combined efficiency of the engine and alternar. 
taking the above figures for electrical output and indic 


 horse-power, was 84°6 per cent. 


Taking the figures actually obtained, the steam per EK. 
hour was 24:03 lbs, being practically 2 Ibs. below Шы 
allowed by the specification. 
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I think this is very good ; and if the vacuum had been 
26 or 27, the result would, of course, have been“ materially 
better. Pseud 

No special preparations were made to prepare the engine 
for this test. The steam was supplied from boilers of the 
dry-back marine type, and was not superheated. 


NAVAL GUN CIRCUITS. 


THE advantages that are obtained by using electricity for 
firing guns in the Navy are twofold. First and foremost is 
the increased safety ; for with its electric circuit broken until 
the gun is run out, a gun can only be fired in a safe position, 
and the fuse, or tube as it is called, containing no fulminate 
of mercury, allows of rough handling of the cartridge, which 
under the circumstances that attend a rapid and continual 
fire is inevitable, or practically so. The second advantage is 
in the position of the captain of the gun, who can keep his 
eye along the sights and his finger on the trigger the whole 
time the gun is being loaded, so that he is ready to lose no 
time directly the gun is out again. 

In percussion firing, which is always an alternative in case 
of the electric circuit failing, the lanyard that releases the 
striker is not in the hands of the captain of the gun himself 
it is pulled by a subordinate on the жога “ Fire!" When 
the movement of the ship is considered, together with the 
motion of the target, the fraction of time that elapses between 
the word of command and its execution makes no small 
difference to the practice. 

A reference to the accompanying diagram will show how 
the circuit is arranged in the 6-inch quick-firing gun. The 
sights are fixed on the mounting, and not on the gun itself, 
which, by its recoil, would otherwise force the captain of the 
gun to take a fresh alignment each round. There are two 
sets of sights, one on either side, two batteries, and naturally 
two distinct firing keys, which are in the form of a pistol, 
the trigger making contact on being pressed. 

The circuit in each case may be traced from the negative 
pole of the battery through the firing key to a rubbing 
contact at the outer extremity of the recoil slide; a contact 
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piece on the gun itself takes against this when the gun is 
fully run out, and only then is the circuit complete to the 
striker. The striker, so called from the fact that it is made 
to do duty as such when percussion fire is resorted to, con- 
sists of a steel tube filled with gutta-percha insulation, 
through the centre of which runs the circuit, ending in a 
brass nipple, which takes against the contact piece on the 
fuse itself when the breech is closed. A mechanical 
device on the breech prevents this nipple from making 
contact until the breech - piece is, properly. home, so 


that it would be impossible to fire the gun with the 
breech only'partially in positior. The nipple makes con- 
tact with a small disc that is well insulated from the brass 
cartridgo into which the fuse is screwed, and the circuit 
proceeds from this disc to a thin platinum bridge embedded 
in priming composition and thence to earth, which is repre- 
sented by the brass cartridge case and the gun. The positive 
pole of the battery being brought to the gun mounting picks 
up the return through the gun. Now, it will be seen that 
no dangerous premature explosion can take place, even 
through the greatest carelessness. In the excitement 
attendant on gun practice, details of the drill-book are some- 
times overlooked, and however well trained a man may be, he 
is not infallible, as the occasional accidents that, have occurred 
in times past go to show. 

It may be argued that mechanical means can be provided 
to prevent the striker from being released, in the case of per- 
cussion firing, until the gun is in a safe condition, and that 


TURRET Crircvits, 12-INCH. B.L, Guns. 


electric circuits have the disadvantage of giving out on smalt 
provocation ; this is true, but hitherto it has been found 
very hard to devise a percussion lock that will withstand 
sufficient -wear and tear to be absolutely reliable. With elec- 
tricity, if there is a failure it ison the safe side, for it simply 
results in the gun not going off at all. 

The turret or barbette circuits in battleships of the later 
types, such, for instance, as the Majestic class, serve asa 


. very good illustration of the precautionary measures that are 


provided to insure against accidental firing of the gun when 
in an unsafe position, or before the breech is properly 
closed. 

The safety arrangements may be divided into four, 
namely, the firing key, the rear switch, the run-out con- 
tact and the breech-locking bolt. If we trace the circuit in 
the accompanying diagram, we shall see that it is in dupli- 
cate, one battery being placed on each side of the turret, and 
the connections between each battery and its individual gun 
exactly similar. Thus, in either case we start from the 


negative pole of the battery and come first to the firing 


key. This key or pistol is represented in the figure at K, and 
it is placed in the sighting hood from which the captain of 
the gun lays his sights. d NE зв 

The circuit is seen to continue from K to the rear switch s, 

The rear switch has two duties to fulfil, the most impor- 
tant being the safety it provides for the man whose duty it 
is to place the fuse or tube in the gun. If this switch is at. 
* off " it is obvious that the tube cannot be fired while the 
man is immediately in rear of it, and thus cause, by the 
recoil of the gun, the death of the man attending the breech 
mechanism ; it is under his control, and -he only puta it to 
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*on" when he is in a safe position immediately before the 
gun is reported ready. | | 

From this switch the circuit proceeds to R, the run-out 
contact. This contact is made by the gun itself, auto- 
matically, upon reaching the limit of its run-out position 
so that in case of the gun not being properly run out to its 
full extent it will be impossible to fire it. Were this safety 
arrangement not there, the gun might be fired when only 
half out. Its recoil would then be only partially absorbed 
by the hydraulic cylinders, and disastrous consequences 
might ensue; in any case there would be a heavy strain 
brought upon the mounting. From this contact we now 
come to the fourth and last safety arrangement, which is 
the breech-locking bolt в. | 

The breech-locking bolt provides against the gun being 
tired when the breech is not properly closed, and in order to 
explain its action it will be necessary first to examine the 
means by which the breech is screwed home. 

After the gun has been loaded, a cradle, in which rests 
the breech piece, is moved over by a hydraulic ram until it 
is opposite the chamber. A second qam then pushes it from 
the rear into the gun. 

So far the breech piece is not locked in any way, and it is 
not until the gun begins to run out that a projection on the 
breech piece, taking in an inclined slot on the carriage, forces it 
to revolve within the chamber and the screw threads to take. 
Until the breech has performed nearly a quarter of a turn, 
it is not properly home and the gun is not safe. To provide 
against the possibility of the gun being fired without the 
breech being properly and securely closed, this fourth safety 
device is designed. It consists of a 
locking bolt which works on an inclined 
plane as the gun runs out, and the 
circuit is passed through this bolt, in- 
sulated from it, of course, so that when 
the bolt locks the breech piece to the 
gun the fact of its coming into position 
completes the circuit. 

The circuit proceeds then from the 
locking bolt direct through the contact 
piece on the gun tube, thence through 
the tine fusible bridge embedded in priming 
composition, and thence to the brass body 
of the gun tube, where it picks up an 
earth return in the metal of the gun 
itself; the positive pole of the battery 
being led to earth. 

With the circuit as at present described, 
it will be seen how either battery may be 

made to fire its own particular gun; 
but in practice it is often necessary to 
fire both guns simultaneously. 

The captain of the barbette or turret 
usually takes up his position in one of the 
sighting hoods, and lays both guns 
from that position—it would cause waste 
of valuable time if he had to change his 
position for each gun—and so the two 
circuits are connected together by a wire 
between the two switches s. It will 
now be seen that either battery may be 
made to fire the guns singly, or both guns simultaneously, 
according to the connection made by the switch at s, so that 
if either battery fails the other may he substituted. 

A vertical galvanometer, offering a resistance of 1,000 
ohms, can be switched into the circuit in place of the firing 
key immediately before the gun is fired, and this will show 
if the circuit is complete. Its high resistance renders the 

current too small to fire the fuse, and thus the circuit may 
be tested when the gun is loaded. 


— 


ELECTRIC LIGHTING OF FLAD BUR. 


Tuis is an instance of a small village in Worcestershire, 
situated on the banks of the historic Avon between the 
towns of Evesham and Pershore, where the main street and 
some of the principal houses are lighted by electricity at a 


ne 


nominal cost. The scheme is the result of the enterprise of 
a few commercial men whose object was to have a scheme of 
lighting, at the same time efficient and profitable. 

The complete contract was carried out by Messrs. Young 
and Co., manufacturing electrical engineers, of Birmingham. 
The generating station is situated at the Fladbury floor mill, 
which was formerly ig with power by a water wheel ; 
this has been removed, and in its place have been fixed two 
double horizontal 40-inch British Empire turbines in self- 
contained cases, with vertical gates and gate boxes built into 
& bulkhead wall The turbines, of which we give a view, 
are actuated by a fall of 5 feet 6 inches to 6 feet, and under 
ordinary conditions are capable of developing 20 H.P. each. 
The vertical turbine shafts are fitted with cast-iron morticed 
bevel wheels, with dry hard wood cogs, geared to two cast- 
iron pinions on a horizontal steel shaft capable of trans- 
mitting the whole of the 40 н.р. The main shaft is provided 
at one end with a pulley, which by means of a belt is con- 
nected with a lay shaft fixed in the dynamo room, from 
which the dynamo is driven. A friction coupling is fixed 
on the main shaft between the two turbines, in such a 
manner that the turbines can be run either singly or coupled 
at will. The other end of the shaft passes through the mill 
wall, and is there connected to the gear driving the mill 
machinery. The dynamo room is built on steel girders, 
immediately above the turbines, and at a sufficient elevation 
to be out of reach of the floods. The gearing is so 


arranged that either or both turbines may be used to drive 
either the dynamo or the mill, or the dynamo and mill may be 
driven separately at varying speed as required: by this 


TURBINE Prt AND SLUICE GATES. 


arrangement the risk of interruption to the light is very much 
lessened. 

At present a single dynamo is employed with a two-wire 
system, but it is intended at an early date to put down a 
second dynamo and adopt the three-wire system. 

The dynamo is of Messrs. B. Young & Co.’s manufacture, 
constructed to give a normal ontput of 80 amperes at 
220—250 volts, and over-compounded to allow for the drop 
in voltage in the mains at full load. It is of the two-pole, 
smooth core, drum type with automatic ring lubrication. 
The mains are lead-covered and double steel armoured, 
being buried directly in the ground ; the services are derived 
from junction boxes, each joint being made in a separate bos 
by means of gun-metal clamps, after which the boxes am 
filled with melted bitumen. 

The total distance from the station to the farthest lamp 
is 680 yards, but the centre of distribution is about 450 
yards from the central station, and the total number d 
lights at present installed is equivalent to 500 lamps of 


! 
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8 с.р. The dynamo is so over-compounded that a steady 
pressure of 220 volts is maintained at the centre of distribu- 
tion, so that the rise in voltage at the near side, or the fall 
at the far side, may practically be ignored. 


THE COMPANIES’ ACT, 1900. 


I. 


Or all the statutes passed in 1900, the Companies’ Act, 
which comes into force on January 1st, is by far the most 
important to commercial men. The result of long delibera- 
tion on the part of the Legislature, it effects drastic changes 
in the law of joint stock companies, and bids fair to protect 
the cautious investor from many of the frauds which in 
recent years have rendered the use of the term company pro- 
moter not altogether complimentary. The words ‘ cautious 
investor" are used advisedly, for no Act of Legislation, 
however carefully drafted, can protect the fool against his 
own folly ; the bogus company will continue to exist во 
long as the public continue to foster it by injudicious 
investment. 

The general effect of the Companies’ Act of 1900 has. 
been well stated by Messrs. Hurrell & Hyde, who have 
issued a new edition of their excellent“ Joint Stock Com- 
panies’ Practical Guide ” :— . 

“The chiefly against which it is directed are:—(a) The 
'guinea pig’ director, whose qualifying shares have been 
given him Ьу the promoter; (b) the bloated purchase price, 
loaded with promoter's profits, preliminary expenses, dis- 
counts, and commissions; (d) the failure of weak under- 
writers to take up their allotments ; and as regards creditors 
(e) the existence of mortgages and charges over the com- 
pany's property of which investors, with regard to which- 
creditors had practically no means of obtaining information." 

The following epitome of the leading features of this 
important statute may be of value to the reader. In treating 
of a complicated piece of legislation it is difficult to be clear 
without being verbose; and in this instance it is often 
impossible to express the effect of a section without setting 
out its every word, An endeavour has been made, however, 
to place before the reader such an epitome of the Act as is 
consistent with clearness and accuracy. 

The Act applies in part to companies which will have been 
incorporated prior to January Ist, 1901; the remaining 
provisions of the Act are only applicable to companies inco- 
porated after that date. The most prominent features of the 
Act which relate to what we may term existing companies 
include those dealing with—(1) The certificate of incor- 
poration : (2) directors' qualifications ; (3) application for 
shares; (4) allotment of shares offered to the public; 
(5) return as to allotments of shares; (6) shares paid up. 
otherwise than in cash ; (7) underwriting and brokerage ; 
(8) filing of prospectus; (9) contents of prospectus: (10) 
firs& general meeting; (11) meetings generally; (12) 
registration of mortgages ; (13) annual list and summary ; 
(14) register of directors and managers ; (15) appointment 
of auditors; (16) rights and duties of auditors; (17) 
winding up; (18) defunct companies ; (19) false state- 
ments; (20) conversion of stock into shares. 

The provisions which do not affect companies incorporated 
before January 1st are as follows :— Those which relate to— 
(1) The declaration on incorporation; (2) the appointment 
and advertisement of directors; (3) restrictions on com- 
mencement of business ; (4) variation of contracts referred 
to in the prospectus ; (5) statutory meetings; (6) com- 
panies limited by guarantee. | 

The Act also varies slightly in its application to different 
classes of companies; and it emphasises a distinction 
between public and private companies. It is impossible, 
within a limited space, to draw attention to all these dis- 
tinctions, but a private company is always hereinafter 
distinguished from one to which the public have been invited 
to subscribe. 


INCORPORATION AND OBJECTS. 


_ The first section of the new. Act provides that the cer- 
tificate of incorporation of any company, whether given 


before or after the passing of the Act, is to be conclusive 
evidence that all the requisitions of the Companies’ Acts in 
respect of registration have been complied with. In deciding 
whether he shall or shall not grant the certificate, the 
Registrar may rely upon the statutory declaration of the 
solicitor, or any officer of the company. In any event, such 
а statutory declaration must be made. That caution will 
have to be exercised by those who make the declaration 
becomes apparent, when we consider the penalties which can 
be inflicted for making a false statutory declaration. 


DIRECTORS. 


The expression “ director” includes any person occupying 
the position of director, by whatever name called [Section 
30]. By Section 2 of the Act it is provided (to put the 
section in a shortened form) that a person shall not be capable 
of being appointed a director by the articles, nor shall he be 
named as a director in any prospectus issued by the company 
unless before registration of the articles, or the publication 
of the prospectus he has— 

1. Signed and filed with the Registrar a consent to act as 
director ; 

2. Either signed the memorandum of association for a 
nümber of shares not less than his qualification (if any), or 
signed and filed with the Registrar a contract to take and 
pay for his qualification shares, if any. 

A list of the persons who have consented to be directors 
must be delivered to the Registrar by anyone who applies for 
registration of the memorandum and articles of association. 
If such list contains the. name of any person who has not 
consented to act, a fine not exceeding £50 may be inflicted 
on the applicant. It is all important to notice that this 
section does not apply (а) to a private company, i.e., a 
company which issues no application to the public to 
subscribe for its shares, nor (0) to a prospectus issued by а 
company after a year from the date upon which the company 
is entitled to commence business. 

Like previous Companies’ Acts, the statute of 1900 omits 
to provide that a director must have some share qualification. 
Where, however, a share qualification is made necessary by. 
the regulations of the company, this Act provides [Section 
3 (1)] that a director must obtain his qualification within 
two months after his appointment, or such shorter time as 
may be fixed by the regulations of the company. Otherwise 
he vacates his office ; and he also vacates his office if he gets 
rid of his qualification. A fine of £5 daily may be imposed 
upon any unqualified person who acts as a director. 

'The foregoing provisions relating to the office of director 
will materially assist anyone who is anxious to. know who is 
or who is not a “director.” Apparently no one who has 
failed to comply with the provisions of Section 2 supru, 
can be a director of any public company formed after January 
]st, 1901. 


* 


|. 
NEW REGULATIONS AS TO ALLOTMENT. 


The old regulations still hold good, namely, those which 
provide that allotment in order to be valid must be made at 
a duly convened and constituted mecting of the board in 
accordance with the articles of the company; and in the 
case of a private company (which we have already described), 
the new Act makes no further restrictions. It is different, 
however, with a public company. By Section 4 of the Act 
cf 1900, it is provided in effect that no allotment shall be 
made unless (%) the amount (if any) fixed by the memoran- 
dum or articles of association, and named in the prospectus 
(if any) as the minimum subscription upon which the 
directors may proceed to allotment ; or (0) if no amount is 
so fixed and named, then the whole amount of the share 
capital has been subscribed, and the sum (if any) payable on 
application has been paid to and received by the company. 
The amount so fixed and named, and the whole amount afore- 
said, are to be reckoned exclusive of any amount payable 
otherwise than in cash, e. )., exclusive of money paid in 
shares to vendors to the company, and by Sub-section 3 it 
is provided that the amount payable on application shall 
not be less than 5 per cent, of the nominal amount of each 
Share, Unless these conditions are complied with on the 
expiration of 40 days after the first issue of the prospectus. - 
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all money received from applicants for shares shall be forth- 
with repaid to the applicants without interest, and any con- 
dition requiring any applicant for shares to waive compliance 
with any requirement of this section shall be void. 

Perhaps the most important feature of this section is that 
which prohibits directors from waiving the obligations which 
are imposed on them by statute. See also Section 10, 
Sub-section (5) pos/.] The section has no application to 
any allotment of shares made subsequent to the first allot- 
ment of shares offered to the public, save that the amount 
payable on application can never be less than 5 per cent. of 
the nominal amount of. each share. 

. When this important section comes into force, it can 
hardly fail to put a stop to allotment on insufficient capital, 
for as we have seen, unless there is some provision in the 
articles providing for allotment on payment up of a certain 
proportion of each share applied for, directors must wait for 
payment in full, although, of course, it will be open to 
directors to fix a nominal amount in the articles. 
Moreover, it is provided by Section 5 that any allot- 
ment mad: in contravention of this section is void- 
able at the instance of an applicant at any time not later 
than one month after the statutory meeting, although the 
company may be in liquidation; and directors who know- 
ingly contravene the section are liable to compensate the 
company and any other for loss sustained thereby. 


RETURN OF ALLOTMENTS. 


It is provided by Section 7 that within one month after 
allotment, a company must file with the Registrar a return 
stating (infer alia) (a) the number and nominal amount of 


the shares comprised in the allotment as well as the names 


of all others ; (5) a contract in writing showing the title of 
any allottee who has paid any consideration other than cash, 
together with any contract for sale, or for services or other 
consideration in respect of which such allotment was made, 
such contracts being duly stamped. A return must also be 
filed stating the number and nominal amount of shares so 
allotted, the extent to which they are to be treated as paid 
up, and the consideration for which they have been 
allotted, 

Default in complying with the requirements of this 
section renders every director, manager, secretary, or other 
officer who is knowingly a party to the default, liable to a 
fine not exceeding £50 for every day during which the 
default continues. | 


COMMENCEMENT OF BUSINESS. 


Hitherto a company has been at liberty to commence | 


business immediately after incorporation, In future, bow- 
ever, before a public company registered under the Act of 
1900 can commence busiuess or exercise powers, a statutory 
declaration, signed by the secretary or one of the directors, 
must be registered with the Registrar of Joint Stock Com- 
panies stating that the shares held subject to te payment of 
the whole amount thereof in cash have been allotted to an 
amount not less іп the whole than the miniraum subscription, 
and that every director has paid to the company on his 
qualification or other shares a sum in cash proportionate to 
the amount payable on application and allotment on the 
shares offered for public subscription. It is also provided 
that if business should be commenced, or borrowing powers be 
exercised in contravention of these provisions, every person 
responsible for the contravention shall be liable to a fine not 
exceeding £50 a day during the period the contravention 
continues. 
THE PROSPECTUS. 


Before referring to the drastic changes which the new Act 
has made in the essential requirements of a prospectus, it is 
important to observe that there is still no need for any com- 
pany to issue a prospectus. Sections 9 and 10 of the Act 
of 1900 have made so many important changes, that some 
writers, and notably Messrs. Hurrell & Hyde, the learned 
authors of ** The Joint Stock Companies’ Practical Guide,” 
are of opinion that *no-prospectus" companies will increase 
in number when the new Act comes into force. The ex- 
pression “ prospectus” means any prospectus, notice, circular, 
advertisement, or other invitation offering to the public for 
subscription or purchase any shares or debentures of a 


company [Section 30]. The following are the requirements 
of the future prospectus :— 

1. It must be dated (Section 9 (1)). 

2. A copy must be signed by each director, and filed with 
the Registrar (Section 9 (3)). 

Section 10 deals with the contents of the prospectus. It 
must contain the following particulars (infer alia) :— 

(a) The memorandum: and the names and addresses of 
the signatories. À 8 

(5) The share qualification and remuneration of directors, 

(c) The names, descriptions, and addresses of proposed 
directors. | ; 

(d) The minimum subscription on which directors may 
proceed to allotment. | 

(е) The number and amount of shares, &c., issned, or 
agreed to be issued, as fully or partly paid up otherwise than 
in cash. 

(f) The names and addresses of the vendors, whether 
actual or original, of any property to the company who 
receive any of the proceeds of the issue, including lessors to 
the company. 

(gy) The amount payable in respect of property purchased, 
as mentioned in Paragraph (f) supra, together with a state- 
ment showing how much was paid for goodwill. 

(^) The amount of commission paid to underwriters. 

() The amount, or estimated amount, of preliminary 
expenses. | | 

(7) The amount paid, or intended to be paid, to any 
promoter, and the consideration for any such payment. 

(^) The dates of, names of parties to, and place for 
inspection of, every material contract made within thre 
years of incorporation, other than contracts entered inio in 
the ordinary course of business of the company. 

(7) The names and addresses of the auditors (if any). 

(m) Particulars disclosing the interest of every director 
and promoter in the property acquired by the company, 
including a statement of the amount of his qualification 
Shares. 

The foregoing provisions (which aretaken from &ection 10. 
Sub-section 1) as applicable to a prospectus, are subject to 
the following reservations, The section does not apply to a 
circular or notice inviting existing members or debenture- 
holders to subscribe for further shares or debentures (Sub- 
section 4), and when the prospectus is published more than 
one year after the date at which the company is entitled to 
commence business, the matters dealt with under the head- 
ings (a), (b), (c), (i) and (m).need not be disclosed: while 
the obligation to disclose material contracts is in that case 
limited to two years immediately preceding the publication 
of the prospectus. The obligations imposed upon them 1 
this all-important section cannot be waived by directors. In 
order to save the expense which would attend the publication 
of such a lengthy document, it is provided that the * memo- 
randum ” need not be published in any newspaper advcrtis- 
inent of the prospectus. 

When drawn iu the proper form, the new prospectus will 
make subscribers acquainted with all material facts connect: д 
with the flotation of a company. The real vendor, the 
amount of the purchase money, and what amount of pur- 
chase money the vendor is to receive, must all be disclosed. 

It is a remarkable fact that the Act does not state what 
the legal consequence will be if a promoter or director omits 
all or any part of the particulars that must be set out in the 
prospectus. He incurs no liability, however, if (1) he was 
not cognisant of non-disclosure; (2) non-compliance arose 
through an honest mistake of fact. It is provided, however, 
that nothing in the section shall limit ог diminish any 
liability which any person may incur under the general law, 
apart from the section. 

When this section was under discussion in committee. it 
was moved by Mr. McArthur that its application should be 
limited to public companies, but this proposal was rejected, 
Every prospectus, even of a one-man private company, mms 
in future be filed, but, of course, as we have already men- 
tioned, the propectus itself is not essential. It was sne- 
gested that private companies having no prospectus should he 
compelled to publish and file a memorandum conforming to 
the requirements of the clause, but Mr. Ritchie pointed oot 
that this would have the effect of compelling every company 
to publish a prospectus, which would act as a deterrent to 
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enterprises of this kind. Nevertheless the directors of a 
company who do issue a prospectus and omit to file the same 
are liable for a misdemeanour at common law. 


(To be concluded. ) 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


MusicaL Arcs, Іхосстох Corts, AND HIGH TENSION 
SWITCHES. 


Mr. DvupDELL’s paper on Rapid Variations in the 
Current through the Direct Current Arc” on Thursday 
evening last week was a relief to many of the members after 
the highly controversial matters which have recently occupied 
attention. The theatre of the Institution of Civil Engi- 
neers presented the appearance of the Royal Institution on 
an electrical night, and this feeling was justified by the 
excellent manner in which the demonstration was conducted. 
To hear a popular and patriotic air played upon an arc or 
by an arc was во novel a thing that many who would other- 
wise despise high science will be tempted to carefully 
study the paper to know “ how’ it was done.” Not less 
interesting is the bearing of Mr. Duddell’s experiments 
upon the action of fly-off switches on, say, high tension 
circuits. Lastly, the meeting was spared a lengthy dis- 
cussion, and members were permitted to retire to debate tlie 
things they had seen while the coffee was hot downstairs 
and the brain was fresh. Of the other good things provided 
and demonstrated in quite the Royal Institution fashion, was 
the way in which the output of a spark coil could be increased 
by opening the primary circuit before connecting the con- 
denser across the gap so formed. We want a few more 
papers like Mr. Duddell’s, and it is to be hoped that among 
the Associates of the Institution are to be found enthusiastic 
and able young experimenters who will show as clearly as he 
has done how very practical abstract research investigations 
сап be made, and to what a very real extent the results of 
such work may modify, or at least throw light upon, the 
severely utilitarian work of the designer and erector. 

Prof. Ayrton voiced the exquisite pleasure with which 
the paper had been listened to—not that he had any claim 
upon it, but was as pleased as if he had been the writer. 
He was convinced that these experiments of the evening 
would assist in the development of the morrow, and it 
rejoiced the life of a professional man, in this age of pro- 
fessors, to find a student alert to catch at and magnify any 
hints he received from nature or from man. Much would 
be learned from Mr. Duddell's work of two years ago and of 
that evening. It demonstrated how valuable was the 
investigation of Messrs. Frith and Rodgers, which had 
brought out an absolutely new fact. Given one circuit con- 
taining an alternator, dynamometer, and inductance, and 
another circuit of a battery, resistance, and arc, it was shown 
that if you made & break in the former circuit and connected 
the arc therein, the current in the ‘alternating circuit was 
increased. When it was stated that with solid carbons the 
ratio of the instantaneous P.D. change to the instantaneous 
current change gave a negative value, there was a howl of 
indignant criticism. In the Middle Ages anyone who had 
stated such a thing so opposed to current opinion would 
undoubtedly have been burnt, but the conventional 
antagonism was modified by finding men like Prof. Gray, 
then of Bangor, and now Lord Kelvin’s successor, Mr. 
Oliver Heaviside, and Prof. Fitzgerald on the other side. 
Mr. Duddell had cut the cake open to see if there were any 
plums inside. The real significance of all this work 
should be emphasised as it bore upon Dr. John Hopkinson’s 
proof that two alternators could not be run in series. Years 
ago Dr. Sumpner had shown that under some conditions 
the true power taken by a solid carbon arc was less than 
the apparent power with alternating currents, and the 
Speaker was convinced that under certain circumstances 
a direct current arc. behaved in a similar manner. An arc 
properly treated was the most sympathetic soul one could 
ever meet. 


Dr. Fleming found it very difficult to decide upon what 
to most congratulate the author who had given this 
perfectly delightful paper. It was a splendid piece of 
scientific work. He explained how the addition of the con- 
denser to the arc might cause the arc to be extinguished and 
again relighted by the discharge of the condenser, but the 


metallic arc was not relighted, owing, it might be said, to 


the vapour vanishing too quickly. This series of experi- 
ments might cause heart-searching amongst those who 
had been responsible for the design of high-tension switches. 
A switch had been submitted to him in which the break was 
designed to take place between- non-arcing metals, but it 
seemed, in the light of these investigations, that this was 
going the wrong way, and that as the arc could be regarded 
as being under perfect control it should be allowed to start 
and then whittled down until extinguished. An induction 
coil, which worked perfectly well with a small number of 
cells, when put on a 100-volt circuit with a resistance would 
hardly give any results, and the explanation seemed to be 
that with the higher volts the arc is drawn out at the con- 
tacts. The moral taught was that one must do exactly the 
opposite of what is done with high tension switches. Those 
who designed such apparatus might well “consider their ways 
and be wise." 


PRACTICAL CONSIDERATIONS INVOLVED 
IN THE GENERATION OF 
POWER BY BLAST FURNACE GAS. 


(Continued from раје 580.) 


BEFORE continuing this article, we wish to draw attention 
toaslipon page 580. The volume of gas available for 
utilisation for the development of power was there given as 
193,602 cubic feet, instead of subtracting that as the 
amount required to supply the heat of the air blast, 
including 20 per cent. unavoidable loss, from the total 
volume of gas evolved per hour from each furnace. 
This should read as follows :— 


Total volume of gas evolved per hour ... 
To supply the heat of the air blast 
(rather less than a quarter of the 


.. 455,260 cubic feet 


total volume) Em ET . . 102,550 
If we allow 20 per cent. of total to 
cover unavoidable waste 91,052 
193,602 1 


Available for utilisation in development of 
power  .. = ke sng 25 - 
261,658 cubic feet of gas per hour at 100 B.Th.U. 
= 26,165,800 B. Th. U. 1 m.P.hour is equi- 


261,658 „ 


valent to бох ео = 2545 B.Th.U. 
Therefore, the above quantity of gas is 


theoretically capable of developing ... .. 10,280 H.P. 
The gas engine is capable of turning 28 per 


cent. of the heat into available power, giving 2,878 H.P. 

A correspondent, Mr. Ivon M. de Havilland, has suggested 
that the heat of the air blast should be derived from the 
exhaust gases from the gas engine in place of burning the 
gas in stoves, thus increasing the efficiency of the system; 
this may be stated as follows, in preference to the figures 
he gave: 


: B.Th.U. 
Heat converted into work by the engine, 28 95 — ... 10,197,824 
„ absorbed by water jacket, 40 % "€ . . 14,568,320 
„ utilised in heating the blast, 17:5% 6,365,406 
„ of exhaust not recovered, 14:5 % 5,289,250 
| 36,420,800 


The useful efficiency of the system being therefore 45:5 %. 


We may point. out in this connection that there is a 
possibility of saving a considerable proportion of the jacket 
water heat where boilers are still retained in the blast furnace 
plant, for if the jacket water is employed as feed water for 
the boilers the 40 per cent. of heat which is carried away 
through this path can largely be recovered. | 

The Thwaite-Gardner system includes a scheme for 
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using the sensible heat of the waste gases for heating the air 
blast in a manner somewhat similar to that proposed by our 
correspondent. | 

Blast furnace gas is generally considered to be somewhat 
inferior to producer gas from the point of view of its com- 
bustible qualities, but when due consideration is given to the 
slight variation in its content of combustible gases, it will be 


found that the average composition is so much more constant 


than in the case of producer gas, that it is far in advance of 
the latter as a fuel for gas engine purposes. 

The diagram given in fig. 1 shows the variations in 
chemical composition per cent. by volume of the gases 
evolved by a range of 13 blast furnaces; the small 
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Variation in pressure of gas in main flue from a range of 10 furnaces, fitted 
with cup and cone, closed top, during 24 hours. 


F.c. 3. 


difference in composition is the more remarkable from the 
facts that one of the furnaces was producing Spiegeleisen, 
requiring 28 cwt. of coke per ton of metal produced, while 
the others were making: Bessemer pig and used only about 
20 cwt., and that the temperature of the air blast varied from 
870° F. to 1,820? F. at the different furnaces at the time the 
samples of gas were taken for analysis, Diagram fig. 2 
shows the composition of the gas from a single furnace, the 
samples of gas being taken on six out of seven consecutive 
days. | 


4 


Por cx. Sy volume 
Per cent. by volume 


NN 
e 
Bix analyses of gas from one furnace; coke fuel; Bpanis and 


rench ore; limestone flux. 
Fic. 2. 


The arrangements for the utilisation of blast furnace gas 
existing before the introduction of the gas engine may now 
be reviewed. i 

Leaving out of consideration those blast furnaces which 
allow the whole of the evolved gases to pass into the atmos- 
p aere, thus directly wasting over 60 per cent. of the 

eat value of the fuel, as these furnaces at the present 
time constitute only a very:small proportion of those in blast, 
we may take it that in general some system of utilising the 
gases i8 adopted. 

A by no means uncommon method in this country is to 
draw off the gas from a point some little distance below 
the top of the charge in the furnace, by means of chimney 
draught: in this case some of the gas escapes and 
becomes ignited at the mouth of the furnace, the only 
benefit being the drying of the materials of the charge 
and the driving off of any combined water contained in 
the ore employed. This method must be a very inefficient 
one, as the gas cannot become ignited until it obtains its 
necessary supply of oxygen, and this only occurs at the 
surface of the fuel and ore, the greater portion of the heat 
thus generated passing directly into the atmosphere. 

This system is ulso associated with the difficulty of properly 
regulating the proportions of air and gas necessary for 
efficient combustion, owing to the fact that the admission of 
air at any point in the system has the effect of reducing the 
draught in the tubes through which the gas passes, due to 


of the gas. 
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the limited dimensions of the chimney. Under this system 
the gas flues and tubes are all under suction, and wherever 
leakage is possible air enters and mixes with the gas, so that 
only a comparatively small draught can be maintained. 

The more perfect arrangement for the recovery of the 
gases is the cup and cone, or bell and hopper method. 

The top of the furnace is in this case perfectly closed by 
a valve which is only opened to admit the materials con- 
stituting the charge at frequent short intervals, and with the 
exception of that which escapes during the time the cone or 
bell is lowered, the gas is directed into flues and rendered 
available for utilisation. 

The loss of gas due to the furnace top being for short 
intervals open to the atmosphere has been already referred 
to, as well as the improved method of reducing even this 
small proportion of loss. 

The difficulties to be overcome in the burning of the gas 
under this system include— 

1. The variation, from time to time, of the sensible heat 
The temperature of the gas from an 80 feet 
furnace varied from 250? F. to 1,027? F.* 

2. 'The difference in the pressure under which the gas is 
delivered to the boiler furnace, through the lowering of the 
bell for charging the furnace, and the necessary reduction of 


the blast pressure at casting time, &c. 


Diagram fig. 8, showing the pressure of the gas in the 
main flue from a range of furnaces, illustrates these changes 
very clearly. 

To regulate the proportion of air for the efficient burning 


. of the gas under these conditions will be seen to be a matter 


requiring constant attention. 

The determination of the volume of gas required to be 
burned in the furnace of a boiler to develop 1 H.P.-hour is 
almost impossible, with any degree of accuracy, but estima- 
tions have been attempted, resulting in the following figures 
being adopted for comparison. 

M. Adolphe Greiner, in his paper read before the Iron and 
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88 analyses of gas from 13 furnaces made on 38 out of 60 days, Coke fuel; haematite 


ore; limestone flux. 
Fic. 1 


Steel Institute, May, 1898, gives the following particulars :— 
At Seraing, the average output amounts to 600 tons of 
ig-iron daily. It is generally agreed by Messrs. Huber 
urmanns, and others, who quote the calculations of Mr. 
Hiertz, that the average gas production amounts to 4,500 
cubic metres (158,924 cubic feet) of gas per ton of iron. 

At least 2,000 cubic metres (70,633 cubic feet) is used 
under the boilers, and the remainder is accounted for by the 
stoves and by leakage. Six hundred tons daily correspond to 
25 tons hourly or 50,000 cubic metres (1,765,830 cubic feet). 
of gas used hourly for raising steam. 

The boilers actually at work have a heating surface of 
2,800 square metres (24,757 square feet), out of a total of 
2,750 square metres (29,601 square feet), a goodly number 
of the boilers being always laid up for cleaning, The 


blowing engines, lifts, pumps, &c.. together average 2,300 


H.P. Careful experiments show that 12 to 15 kilogs of 
water are evaporated per square metre of heating surface 
(3°45 to 3°07 lbs. per square foot) per hour, and this is aboot 
the same as is obtained in other works using Cornish boilers. 
The total 2,300 square metres (24,757 square feet) give 
28,000 kilogs. (61,729 lbs.) of steam per hour at a pressure 


of four to five atmospheres or about 12 kilogs. (25°45 the 


of steam per 1. H. P.-hour, when all the machinery aod 
losses by condensation are taken into account. This zur 


* Sir I. Lowthian Bell. 
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has been confirmed at Seraing by direct tests of the con- 
sumption of different machines. 
The following results are thus shown in current practice :— 


30,000 _ 1-8 cubic metre of gas per kilog. of steam, 


28,000 
= 28°9 cubic feet per pound of steam. 
e = cubic metres of gas per horse-power- hour.“ 


= 776˙96 cubic feet of gas per horse-power-hour. 


There are some modern plants where better results are 
attained, but even then they might be dubbed laboratory 
experiments. Pumps, lifts, and other appliances, which 
make excessive demands on the steam supply, are left out 
of consideration; and, besides, the boilers are carefully 
cleaned and tended in readiness for the test, so that ex- 
uggerated returns are made. The totals given above аге, 
on the contrary, the results of every day work, on which 
all calculations ought to be based. 

In Bauerman's ** Metallurgy of Iron,” page 267, we read : 
„If now the consumption of coke be 30 tons per day, the 
gases if applied to steam boilers will by their combustion 
raise steam for an engine of 257 H..“ We have stated above 
that each ton of coke consumed in the blast furnace gives 
170,000 cubic feet of gas: therefore the quantity of gas per 


1 ( : — А 
hour = 110,000 xa = 212,500 cubic feet: 


21 257 
826 cubic feet per horse-power-hour. 
The analysis of the gas is as follows :— 


PERCENTAGE BY VOLUME (BAUERMAN), 


Carbonic acid CO, 921 

5 oxide CO 26°60 
Hydrogen ... is " ks is .. H 100 
Nitrogen ys ids is " N 6319 


100:00 
Thermal value per cubic foot, at 60° F., 87:67 B.Th.U. 

M. Enrique Disdier, in a paper read before the Iron and 
Steel Institute, May, 1899, on The use of Blast Furnace 
and Coke Oven Gases," gives the following figures :— 

“In well arranged steam generators connected with by-pro- 
duct ovens using coal containing 27 to 30 per cent. of volatile 
matter, each pound of coal charged will evaporate 1 Ib. of 
water under a pressure of five atmospheres ;" he assumes that 
26:4 lbs. of water thus evaporated will develop 1 H.P.-hour. 

1 lb. of coal gives off about 447 cubic feet of gas, and 
4°47 x 26˙4 = 118 cubic feet of gas to develop 1 H.P.-hour. 

The gas in question having a thermal value of 540 B.Th.U. 
per cubic foot would require, as its equivalent of blast furnace 
gas of 100 B.Th.U. thermal value, over 600 cubic feet to 
give 1 H.P.-hour. 

Herr Neumann, of Köln-Deutz, in a paper on the “ Pro- 
pulsion of Gas Engines by means of Blast Furnace Gases, 
with special Reference to the Manufacture of Calcium 


e Theory indicates a cubic metre of gas for 1 kilog. of steam 
generated, as is shown by the following calculations. The calorific 
value of a cubic metre of blast-furnace gas at 15° C. and 760 mm. 
pressure with 1 per cent. of moisture is 1,000 calories, as stated 
above. Good boilers should utilise 65 to 67 per cent. of this 
amount, but at the blast-furnace plants the dusty flues prohibit such 
good returns as a rule. The combustion of a cubic metre of gas will 
therefore not give more than 670 calories. For the sake of com- 
parison with gas engines, assume a steam engine working at 15 
atmos. pressure. The total heat contained in 1 kg. of steam at this 
pressure (corresponding to 200° C. is— 

606:5 + 0:305 x 200 = 6675 calories. б 

A cubic metre of gas burnt under the boilers can then evaporate 
01, 670 
as a maximum = 
667:5 | 
figures a cubic metre of gas will generate а kilog. of steam. The 
evaporation may be increased by saving some of the heat escaping 
in the chimney by using feed-water heaters or economisers; but at 
most the yield would not be increased beyond 80 per cent., thus 
giving 12 kilog. of steam per cubic metre of gas. Under ordinary 
circumstances, a kilog. of steam at the boilers does not mean a 
kilog. of dry steam at the engines, owing to loss by condensation 
in the more or less extended ranges of steam-pipes. ‘Therefore it 
is safe to repeat, without discounting future advance too heavily, 
that no more than 1 kilog. of steam is to be expected from a cubic 
metre of blast furnace gas, or about 0:062 th. of steam per cubic 

foot. à А 


1:003 kilog. of water. Thus in round 


Carbide," says ** When burnt under a boiler, 350 to 400 cubic- 
feet of carbon monoxide were required to yield 1 H.P.-hour, 
but in a gas engine 100 feet to 120 feet sufficed.” 

Prof. Aimé Witz, in a paper read at the International Gas 
Congress at Paris, gives the following proportions between 
the power developed by blast furnace gas under steam boilers 
and in gas engines :—** According to the original statement 
of a famous inventor, smelting is really a secondary opera- 


tion of the blast furnace, which may be regarded as a 


gigantic gas producer, yielding 150 tons of pig iron on the 
one hand, and 600,000 cubic metres (21,186,000 cubic feet) 
on the other. Reckoning half this gas for heating the blast 
and for other purposes, there remains a surplus of gas from 
a blast furnace of 150 tons, sufficient to produce 3,500 H. p. 
in gas motors: 1,000 H.P., and sometimes not so much, is 
obtained with difficulty when the gases are used to raise 
steam.“ The ratio in this case between the gas engine and 
steam boiler is 375 to 1. 

The results given above may be summariscd as follows :— 

To develop 1 n.r.-hour by means of burning the gas in 
steam boilers :— . 


Greiner . .. 777 cubic feet of gas at about 100 B. Th. U. 
Bauerman ... 826 5 at 87:7 B. Th. U. 
Disdier  ... 600 A at 100:0 B. Th. U. 


Expressed in B. Th. U. per H.v.-hour :— 


Greiner 77,700 B. Th. U. 
Bauermann 72,440 " 
Disdier 60,000 » 


And when all the surrounding circumstances are taken into 
account it may be considered that these estimates ure very 
close to fact. 

(To be continued.) 


ELECTRICAL TRAMWAY EQUIPMENTS. 


Tut: Brush Electrical Engineering Company have been the 
pioneers of British-made traction equipments, and credit is 
due to them for the successful manufacture of a line? of 
standard apparatus competing in cost and excellence with the. 
foreign-made equipments, which were first in the field, and 
were backed by the prestige of a lengthened experience. The 
company can now point to equipments of their own manu- 
facture in which all initial difficulties have been surmounted, 
aud can confidently affirm that to-day their traction 
apparatus holds a position second to none in every essential 
that makes for success. 

We illustrate their standard motor for lines of 3-foot 


1,0004 TRACTION MOTOR. 


6-inch gauge, known as the 1,000 type, and made with four 
different windings, to give 17 H.P., 25 H.P., 30 H.P. and 
35 H.P. at their standard rating. 

The lowest rated motor is specially suitable for tramways 
without heavy gradients and with single-deck cars, where a 
high speed is not required. It has a very high “force factor,” 
enabling a start to be made with a very small current. The 
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35-H.P. motor of this type has been made simply to satisfy 
the demand which is frequently found in specifications, for 
a 35 H.P. to fit a 3-foot 6-inch gauge. The limitations of 
space available on a 3-foot 6-inch gauge are such as to make 
it inevitable that a motor to develop 35 H. P. must do во at a 
high speed. This means a low force factor and a very large 
increase of starting current. Apparently the only solution 
of an efficient equipment for narrow-gauge lines requiring a 
high speed on а gradient is the adoption of bogie trucks 


Armature down. 


1,000A TRACTION MOTOR. 


with four motor equipments. The 25-H. P. motor of this 
class is a serviceable compromise between these extremes, and 
fills all the requirements as to speed and tractive effort for an 
average line. We give its characteristic curve, which bears 
out our foregoing remarks. 

The rating of traction motors isa matter which is seem- 
ingly unimportant, but which, nevertheless, influences the 
. purchaser, and the use to which the apparatus is put. The 
standard American rating is based on one hour's run at rated 
load with a temperature rise of 135? F. It is quite clear 
- that this rating is empirical, and is not intended to represent 
actual working conditions. The Brush | 
Company's rating is based on a rise of 
115? F. after one hour's run at rated 
load, and they claim that this represents 
more nearly the capacity of the motor 
to doits work without injurious heating. 

Besides the 1,000 type, the Brush 
Company are also offering a type of 
motor known as the 1,200A type, 
which is suitable for tramways of 
Standard gauge. This motor is rated 
at 35 H.P. at a low speed, and can 
handle the heaviest kind of holiday 
traffic on steep gradients without any 
danger of overheating. | 

The question of overheating is, in 
fact, the crux of the traction motor 
problem. The motors may exert on 
test, and show on their characteristic 
curves, the necessary combination of 
speed and torque, but the proof of a 
good motor is its capacity to work 
at a temperature that does not quickly 
bring it into the repairing shops. It 
is true that performances are some- 
times demanded which are outside Ше. 
possibilities of the dimensions available, 
but on the other hand, the influence of 
good ventilation will often go a long way. 

The ventilating arrangements in the Brush motors are 
very efficient indeed. The upper pole-pieces are slotted out 
from their face to the outside of the frame, and the openings 
are protected by a shield and a raised edge. The armature 
has a ventilating slot from the shaft to the periphery and air 
ducts parallel to the shaft supply air at a low speed, which is 
thrown out at the periphery, and blown through the pole-faces 
to the outside. This ventilation (which is, we believe, the only 
positive ventilation yet fitted to a traction motor) is extremely 
effective, and has enabled the Brush motors to be rated 20° F. 
below most of the motors of similar capacity on the market. 


Armature up. 


H2 CONTROLLER. 


'l'he frame is made to open downward and the armature, 
by a very simple arrangement shown in our illustrations, can 
be lowered with the bottom half, or left suspended in the top 
half as may be convenient. 

Another feature of the motors is the application of auto- 
matic oil ring lubrication to the axle bearings. This 
improvement is of the utmost importance in keeping down 
the cost of repairs and renewals. The life of the bearings 
is increased from three to four times that which is usual 
with grease lubrication, and the effect 
on the wear of the gear wheels is 
almost equally marked. The reason 
for this is often overlooked, which is, 
that any wear in the motor axle 
bearings leads to a displacement of the 
gear pitch circles and a corresponding 
increase of wear and low efficiency. It 
is, therefore, true economy to give as 
much attention to the axle as to the 
armature bearings, and without oil 
lubrication this is not easy to 


о. 

The Brush Company manufacture 
several types of controller, among them 
being the H1 single motor controller, 
H2 series parallel emergency brake 
type, HD2 series parallel con- 
troller with rheostatic brake, and 
the HG2 series parallel controller 
with emergency stop, and a regenerative position 
by means of which the car may return energy to the line 
when descending long and steep inclines. All these con- 
trollers are said to be made with an accuracy and attention 
to detail which are quite uncommon. 

Besides the two chief items of traction equipments, viz., 
motors and controllers, the Brush Company manufacture the 
smaller accessories, such as rheostate, fuse boxes and canopy 
Switches. When in addition to this we remember that they 
are also one of the largest builders of car bodies, and that 
they have just begun to place a whole line of standard trucks 
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HD2 CONTROLLER. 


on the market, it must be admitted that they are in a most 


advantageous position to supply the growing demand for 
electrical traction apparatus. 


PROF. PERRY'S ADMONITION. 


DURING the month that has elapsed since the publication of 
Prof. Perry's inaugural address as President ef the Institution 
of Electrical Engineers, a great number of commente and 
criticisms have appeared with reference to that stirring 
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speech ; proving that the topic is of far reaching ' interest. 
His immediate subject was Electrical Engineering as а 
Trade and as a Science," but it is generally recognised 
that his admonition is applicable to all professional men 
properly so called. It is obviously intended to urge British 
engineers to keep their mental mechanism in order, to stimu- 
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ELECTRICAL TRAMWAY EQUIPMENTS. 


late them to a sense of pride in their splendid calling, and at 
the same time it seeks to advise them to keep in competitive 
touch with the men to right and left of them. Their fight- 
ing weapon is to be mathematics, sharpened by contact with 
affairs, and polished by disciplined imagination. If they 
succeed, engineering is to remain a profession. If they 
fail, it is to sink intoa trade. If they win, engineering 
institutions are to continue to be societies for the advance- 
ment of knowledge in the applications of scientific principles 
to industrial needs. If they lose, such institutions are to 
degenerate into mere trades’ unions, 

Some of Prof. Perry’s critics have expressed surprise at 
his lack of definitions, and his indiscriminate use of terms. 
He has no mercy on the “old mathematics,” whatever that 
may mean, but he thinks all things of the “new mathe- 
matics,” though he does not deem it worth while to explain 
to his hearers wherein the distinction lies. No doubt this is 
the worst feature of the discourse, but his critics should 
remember his nationality, and that he is fighting, and that 
he is fighting against an injustice. It is obvious enough 
that he is declaiming against the fantastic illusions that pass 
as mathematics in those preparatory schools for young 
gentlemen, where Euclid and Ptolemy stalk ghost-like through 
the corridors, doomed to all time to frighten youngsters 
into the stupidity that mathematics is unreal. Whereas, 
Prof. Perry would have them taught that mathematics is 
the most tangible thing in the universe, because it is the 
truest. - He would have it brought home to them that every 
process in a mathematical development corresponds to a 
physical operation, that mathematics is but nature's quiet 
method of knitting for her children, and he would insist 
that ali her children should learn to knit. 

His next point is the importance of developing the 
imagination. No doubt here was another reason why he 
omitted a few definitions, He sees that mathematics cannot 
of itself people the universe, it can develop manhood, but it 
cannot make a gentleman. It is said that Prof. Perry has 
so clearly realised the importance of the study and assimila- 
tion of imaginative literature, that he gives his own students 
the option of perusing a novel, in place of answering a 
certain number of the questions set by him at examinations. 
The improvement in general knowledge among his students 
is thereby most strikingly developed, and it is observed that 
quite a number of them now read French with facility. ~ It 
is in this appreciation of the more inventive, kindlier, more 
human aspect of humanity that we recognise the truth and 
force of the President's address. A» we read such sentences 
as the following, we ask ourselves are we here breakfasting 


with the professor, the poet, or the autocrat: ** A strong 
imagination well under control, surely it is the greatest of 
mental gifts. I look around me and wonder how many of 
us really have it; and how many of us are only dull music 
hall-loving men, who scorn novels and poetry, who live 
utilitarian, material lives—whose aim is merely to make 
money." 

Here, again, comments have been raised on the view which 
Prof. Perry appears to hold with regard to music halls. 
The President, it would seem, is somewhat averse to them, 
and yet we doubt whether he would object to any of the 
younger members whose interest haply turns from a discus- 
sion on boosters to the study of the flora and fauna, getting 
up just for once from the quiet seats of the Institution to 
note the gyrations of a Palwaster asperimus at the local 
piscatorial establishment. For at no place in the world is it 
desirable to remain through a heated and disinteresting dis- 
cussion. Truly it is not far from Great George Street to 
Tothill Street. So near is the sublime to the ridiculous. By 
just so much should mathematical wisdom be removed from 
imaginative instinct. That is the secret of genius. 

There is a good deal of useful advice offered by the Pre- 
sident to individuals and to the profession of engineering. 
As regards the individual, he shows how easy is the descent 
from South Kensington. The man who loses the power to 
calculate, who loses his grip of the simple theory underlying 
his work, must sink.” He is applying the principle of the 
survival of the fittest, while around him he sees the evidences 
of the increasing struggle for existence—the ever-growing 
complexity of machine-design, and the ever-present alertness 
of the “clever foreigner.” This must be combatted by 
superior knowledge, which again is only to be attained by 
revision of our methods of teaching, and by determination on 
the part of individuals to keep themselves to gauge. The 
critics complain that there is no time for such self-improve- 
ment. There is much truth in what they say, and some 
romance. Darwin expressed his appreciation of this 
difficulty as well as it can be put, and the way out of it, in 
his lofty words: “ I have worked as hard and as well as I 
could, and no man can do more than this.” We shall not 
fail for lack of this valiant example. 

The groundwork of the address is a consideration of the 
question of decadence, and here there is no want of definition. 
“ A profession implies the necessity for the exercise of all 
one's past experience " ; a /rade differs from this because to 
а tradesman “the work is cut and dried." We remember 
once asking the late Dr. Martin Duncan to direct us as to the 
best authorities on the Palaeozoic and Neozoic corals. His 
reply was that the subject was treated of іп his own book 
on the subject, and ** dealt with” in a certain part of a well- 
known compendium of science. That seems to us the true 
distinction between a professional man and a tradesman. 
The one treats of a subject, the other deals with it. Treat- 
ing of a subject should imply originality of thought and the 
introduction, so to speak, of new blood into the old stock. 
Dealing with a subject is an anemic reduplicating process, 
generally indulged in for some sordid gain. The progeny 
may be great, but is often weak, as when cousins marry. 

Prof. Perry comes to us like the friend of the family, and 
seeks to save the century from this dire calamity by his 
prescription of mathematics and imagination. We are 
obliged to ask ourselves: While there are men with such 
original views of things, can decadence be possible? With 
his love for the novel, no doubt he is an admirer of George 
Sand, who sometimes wrote with a fond de réalité 
historique.” She pictures for us an old savant of two 
centuries ago, who laments: ** Nous vivons dans un siécle de 
décadence ; les races dégénérent, l'esprit de conduite se perd 
dans les familles, Anjourd’hui, pourvu qu'on fasse fortune, 
on ne regarde pas aux moyens, on ne craint pas de déroger. 
De noble, on se fait trafiquant ; de maitre, manceuvre ; 
d'architecte, maçon ; de maçon, goujat.” The reply to this 
is: “Il vaut mieux être un bon ouvrier qu'un maitre 
médiocre, un grand artisan qu'un artiste vulgaire." 

From Jeremiah to George Sand, from George Sand to 
Prof. Perry, covers a long period of recorded time; but 
the centuries survive our fears. The true tradesman—your 
business man—is as necessary to the engineering life of 
England as is the most imaginative mathematician. The 
Institution at Great George Street does well; it provides us 
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with every variation and type, including the mathematical 
imaginative tradesman. There is hope, therefore, for the 
new century, in which the developments of science are to do 
so much for man, Lambkin states it thus in his memorable 
“ Newdigate” poem :— 

Life is a vale, its paths are dark and rough, 

Only because we do not know enough. 

When science has discovered something more, 

We shall be happier than we were before. 

R. А. 


ELECTRICAL ENGINEERS R. E. 
VOLUNTEERS. 


On Monday evening last the members of the Active Service 
Contingent of the Electrical Engineers (R.E.) Volunteers 
were welcomed home at a dinner given at the Prince’s 
Restaurant. Toa great extent the hosts who proffered this 
welcome were the same as those who on March 3rd last 
entertained the contingent when leaving England for South 


Africa. A delicate and sumptuous repast having been disposed. 


of, the chairman, Prof. John Perry (the President of the 
Institution of Electrical Engineers) proposed the usual loyal 
toasts, after which Sir W. H. Preece proposed that of The 
South African Detachment of the Electrical Engineers 
(R.E.) Volunteers," coupled with the names of Lieut.-Col. 
R. E. Crompton and Capt. F. L. Lloyd, R.E. Sir William 
said it seemed but yesterday that the guests went forth in 
health and strength and all their natural beauty. Since 
that time they had experienced many joys and sorrows, 
He alluded to the various uses to which the force had been 
put, and designated the ** Electrical Engineer " as veritably 
the ‘handy man." The Electrical Engineer contingent had 
passed through dangers and had done splendidly. Cheerful- 
new and a determination to work away had stuck to them 
throughout the campaign. 

Lieut.-Col. Crompton said he had to respond for a respon- 
sible body of men. He had had to tell the same story several 
times over already and had tried not to contradict himself. 
He had heartfelt pleasure in meeting the hosts of the 
evening once again, and was glad to be able to say that 
94 per cent. of those he took out had come back again 
in safety, having had a good time in South Africa, with 
the merry Basuto alongside with his ever merry smell. 
He referred to the peculiarities and incidents of the line 
of march, especially to a ride on bicycles with Captain 
Leaf down a certain valley in which side-slip was much in 
evidence, The men of his force, he asserted, were the 
most intelligent of men from the most intelligent of pro- 
fessions. | 

Captain Lloyd, in a valedictory address, spoke of the 
duties the contingent was required to perform, and said 
that they seemed generally to consist of moving heavy 
weights in a hurry ; but whatever the work was, whatever 
had to be done, was done. In conclusion, he wished the 
men good luck ! and good bye! 

Mr. A. Siemens then proposed the toast оѓ “ The Elec- 
trical Engineers (R.E.) Volunteers," coupled with the name 
of Major R. S. Erskine. Mr. Siemens made reference to the 
three systems of recruiting :—(1) The English ; (2) that of 
Hanover, where he was born ; and (3) the Prussian system. 
Having enlarged on the merits and demerits of each, he said 
he was once dining in the company of the Archbishop of 
Canterbury who, in speaking of conscription, said: Would 
you, Mr. Siemens, take a young man from the bosom of his 
family ?" "To which the speaker replied, **'That, my lord, 
would depend upon the bosom." 

Major Erskine then gave some very satisfactory figures 
relating to the corps, with a complimentary reference to the 
adjutant. 

Mr. J. W. Swan, in suitable and sad terms, gave the 
toast of To the Memory of the Members of the Corps, who 
fell in the Service of their Country,” reading aloud the names 
of the four, namely, Sapper E. C. Short; Sapper W. C. 
Weakley ; Second-Corporal A. Holdaway; and Sapper E. J. 
West, all of whom died of enteric fever. 

The toast having been honoured standing and in silence, 


Mr. Edmunds proposed the health of Prof. Perry, whicb 
Capt. Leaf seconded. 

Prof. Perry, in replying, in a very happy speech, remarked 
that last year he was made the president of five shooting 
clubs, which, хойо roce, all involved a subscription from 
him. He then dilated on the wonderful future of the Elec- 
trical Engineers, after which the evening was brought to a 
close by the singing of God Save the Queen " and * Auld 
Lang Syne.” 


The formal reception of the South African Contingent by 
the President and Council of the Institution of Electrical 
Engineers took place on Tuesday evening in the Covent 
Garden Opera House, kindly lent for the occasion by Mr. 
Rendle and Mr. Forsyth. | 

Almost every available seat was occupied in good time, « 
very large proportion of ladies lending brightness to the 
gathering. A guard of honour provided by the corps of 
Electrical Engineers Volunteers, under the command of 
Major R. S. Erskine, was drawn up round the area reserved 
for the reception, and the string band of the Royal Engineers 
performed an excellent programme to while away the time of 
waiting. At 8.45 the President and Council took up their 
position on and around the dais, accompanied by members of 
the Institution and others holding commissions in the 
regular or auxiliary forces, The President was supported 
by Major-Gen. Salmond, R.E. The South African Detach- 
ment then marched in, under the command of Lient.-Col. 
R. E. Crompton and Capt. F. L. Lloyd, H.E. At their 
entrance a roar of applause burst forth, while the band 
played *See the Conquering Hero Comes," and the guard 
of honour presented arms. The detachment was composed of 
eight officers and 43 non-commissioned officers and men. In 
addition, two N.C.O's have accepted commissions in the Royal 
Field Artillery, seven N.C.O's. and men have remained at work 
in South Africa, Lieut. J. H. Stubbs and Lance-Corporal 
C. Н. R. Thorn are in hospital, and four, whose names ar 
recorded above, died at the post of duty. 

The President, having read a letter from Lord Kelvin, 
expressing his regret that he was unable to be present, and 
his pride in being associated with the corps as Honorary 
Colonel, proceeded to read an address of welcome to the 
detachment in the name of the Institution. Prof. Perry 
declared that Dr. John Hopkinson had created the germ of 
what would probably become the greatest and best line of 
defence of the Empire; the detachment had carried out the 
first experiment, giving up positions and chances of pro- 
motion at a sacrifice which was particularly well appreciated 
by the Institution. After a feeling reference to the live 
laid down in their country’s service, the President compli- 
mented the detachment on the extreme value of the services 
they had rendered, and on the common sense, resourcefulness, 
and moral courage which they had evinced, and which 
reflected honour upon the profession which they so worthily 
represented. 

General Salmond prophesied a great future for the Ele- 
trical Engineer Volunteers, and gave an interesting rès» 
of the formation and training of the corps, and of it 
equipment for the South African campaign. The volur- 
teers themselves asked that Captain Lloyd, who was largely 
responsible for their training, should accompany them. The 
corps had done exceedingly good work, and bad had a share 
of the fighting. 

Lieut.-Colonel Crompton, who responded for the detach- 
ment, was received with loud applause, and expressed his 
gratification with the magnificent reception given to the 
volunteers, A close attachment sprang up between them 
and the Royal Engineers, in the reconstruction of the rail- 
ways in Orange River Colony ; the work was not without 
excitement, with De Wet swooping down at times Som 
details of the operations of the corps were given, but thee 
may be deferred until the publication of the lecture delivered 
yesterday. Lieut.-Colonel Crompton then presented to the 
Institution a Boer projector and dynamo exploder, which the 
corps had brought home as trophies. 

Captain Lloyd also responded, and said he was prond ù 
have taken out the first and brought back the last 
highly trained scientific men. The harmony and com! 
co-operation between the various branches of the forces сайа! 
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for special remark, and a well-merited compliment was paid 
. to the civilian electrical engineers of South Africa. 
Lieut.-Colonel Crompton then exhibited a series of lantern 
slides illustrating the work of the corps, some of which were 
. lent by the ELECTRICAL REVIEW, and have already appeared 
in our columus, . 

The rest of the evening was spent in pleasant intercourse 
between the men and their friends, while a programme of 
instrumental music, directed by Lieut. J. Sommer, R.E., 
and of vocal music, directed by Mr. A. E. Izard, was 
performed. ‘The President, later, proposed a vote of thanks 
to Mr. Frank Rendle and Mr. Neil Forsyth, for having 
kindly lent the Opera House for the purpose of the reception ; 
needless to say, the vote was carried by acclamation. 

The function was in every sense a great success, and 
afforded a most appropriate termination to the proceedings 
in honour of the South African Contingent. 


CORRESPONDENCE. 


The Ethics of Eleetrical Engineering. 


In a journal devoted to local government matters there 
appears this week a note stating that, Mr. „tlie con- 
sulting and resident electrical engineer to the Corpora- 
tion, has obtained permission from the Corporation to act as 
consulting engineer to other corporations, &c, This journal 
also advises municipal bodies to consult this gentleman upon 
any schemes they propose carrying out. 

Now, it is very seldom that anything appears in your 
journal on the ethics of electrical engineering, except when 
you have expressed your opinion upon a quarrel between two 
rival consultants. 


You have some weeks ago taken up cudgels on behalf of 


contractors against the employment of unskilled men and 
the dealing direct of manufacturers with clients. 

Your criticisms of the current specifications are very 
useful, and must tend to the production of specifications 
which shall, in addition to being to the credit of the con- 
sultant in particular, also be beneficial to the manufacturers 
and ratepayers. 

But so far I do not think you have touched upon the 
question of municipal electrical engineers acting as advisers 
to other municipalities, and it would be interesting to have 
vour opinion in an editorial. 

What chance is there for young consultants when they 
have to compete under such conditions, and is it fair to the 
municipal authorities who allow their engineer to do work 
for other public bodies ? 

Does it not also look infra dig. for them to have to augment 
their salaries by having to do this, or that their Corporations 
lid not consider their services valuable enough to pay them 
xilaries sufficient to keep up their positions? 

Does one ever hear of the gas engineer, surveyor, sewage 
ngineer, or water engineer of one Corporation being 
ngaged by other Corporations to advise them? If not, 
hen what is the difference in status between these and a 
rough resident electrical engineer, and why create a 
recedent ? 

In your last week's issue there appears the name of a 
rough resident electrical engineer as one of the directors 
f a company which is seeking powers for lighting several 
owns. Is this consistent with his position, and how can he 
ttend to the interests of his own municipal authority ? 

Does not every borough electrical engineer sign an agree- 
ent to devote the whole of his time to the service of his 
'orporation ? 

I know of one town where the borough electrical engi- 
eer, who has a large tramway undertaking in hand. 
evotes a large amount of his time to bothering with 
о or 20-light wiring jobs for private consumers in the 
"wn, getting out specifications and supervising work. 

The borough electrical engineer of a town in the North 
 allewed by his Council to take on outside consulting 
ork, and has a large lighting and tramway undertaking 
| his own town to attend to. This town I will call X. 
ome 12 months ago I prepared a scheme for a district 
nneil, a sub-committee of which was appointed to visit 


several towns, one of which was X. Two days after their 
visit to X, the clerk to the district council received a letter 
from the borough electrical engineer offering his services as 
consultant ! | 

I am glad to say that this district council refused his 
offer, as the principle was unsound ; and why should thev 
engage the services of someone who was being well paid for 
looking after the interests of his own ratepayers? 

You will notice that I have only touched upon the 
question of a resident engineer advising other local authorities, 
and not on any new, or extension works, in his own town. 

I think, Sirs, you will deem this matter of sufficient im- 
portance to give it vour unbiassed and, as usual, fair con- 


gideration. 
Consultant. 


P.S.—You will, no doubt, remember the words of a coun- 
cillor at an important city in the North a few months ago, 
who, when the borough electrical engineer wanted to engage 
in electric company promoting, said that he (the B.E.E.) 
must either give all his time to the Council or “ shunt.” 
He did the latter. How is it such councillors are not found 
on other corporations who have some business insight in 
them in this direction ? 


110 v. 220-volt Supply. 


Referring to my letter of November 26th, inquiring for 
some further data on above subject, I am sorry Mr. Boot has 
not yet been able to publish same, although I notice in your 
issue of December 7th a statement of accounts of Tunbridge 
Wells station, which may be intended by him to supply the 
necessary blank in his previous articles. 

On comparing the figures given in these accounts I find 
that although the gross revenue in 1899 shows a reduction 
amounting to a little over 24 peg cent. as compared with 
1898, the total cost of production was practically the same 
in both years, and the gross profits were reduced by an 
amount equal to nearly 20 per cent. 

It will therefore be evident that the saving to consumer 
was not brought about by changing over from 110 volts to 
220 volts, but was altogether due to the alteration in method 
of charging for current, as, indeed, one having a knowledge 
of the subject would naturally suppose. 

Thus your remarks in * Notes" of issue of November 
16th, that “Surely this constitutes a new and powerful. 
argument to induce consumers to accept the change " is, T 
think, premature, and, to say the least, misleading to the 
consumer, who is not usually aware of the extra expense 
entailed by him in many ways, principally in upkeep of 
lamps, and the more stringent regulations of the supply com- 
panies, who reap the only apparent benefit, . e., the greater 
lamp-carrying capacity of their existing street mains. 

T. H. McMurray. 


[Our correspondent should in fairness have quoted the 
sentence immediately following. his extract from our note, in 
which we asked Mr. Boot for further particulars as to the 
system and rate of charging in the two cases. 

We believe that almost invariably the price to consumers 
is lowered when Lhe pressure is raised, as was done at Tun- 
bridge Wells. Seeing that the distributing apparatus costs 
something like half the total capital outlay, and that the 
change enables, roughly, four times as many lamps to be 
supplied without material increase in this item except for 
service connections, it is clear that the price ought to be 
lowered.— Ens. ELEC. Rev. ] 


Information Wanted. 


Although living in a district where a large quantity of . 
electric appliances are made, I am a perfect ignorumus on 


- the question of electric lighting and its application to isolated 


houses; I mean where they have no public supply to draw 
upon. 

1 am a farmer, and for the purposes of food preparation 
for my stock, I have a small 3-H. P. steam engine, but pro- 
pose replacing it with а 6}-B.H.P. oil engine, and thought, if 
possible, I should like to add the electric lighting of my 
house and premises to its work. Would some of vour corre- 
spondents kindly tell me (1) if this is feasible; (2) what other 
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apparatus beyond the engine I should require; (3) approxi- 
mate cost of same, also of installation, say, at per lamp. 
Any information on the subject will be gratefully received. 

Thanking you for inserting my inquiry,— 
| A Complete Novice. 


Iam making a galvanometer of the Deprez d’Arsonval 
type, and would like to know if the readings on the scale are 
proportional to the currents, irrespective of the size and 
strength of magnet, also of the resistance of the coil, and 
mode of suspension. I would like to know also if there would 
be any advantage in making the magnet this shape— 


with an iron ball to intensify the field, and a coil made 
circular, to fit the poles; also would the deflections be pro- 
portionate ? The third and last question is: Do you know 
whether, in the treatment of rheumatism, the constant cur- 
rent from cells alone, or the mild shocks from an induction 
coil, have had the best effects ? 

Sparks. 


The readings on the scale of a d'Arsonval galvanometer, 
with a spot of light, are exceedingly nearly proportional to 
the current strength, irrespective of the dimensions, &c. 
The pattern suggested, with an iron ball inside the coil, is 
not nearly so easy to make or so satisfactory in use as the 
narrow coil type devised by Mr. Mather, and shown in the 


SECTION. 


PLAN. 


accompanying sketches. Information on the subject will be 
found in the ELECTRICAL REVIEw, Vol. xxvi., p. 391; Vol. 
XXX., pp. 64 and 788, and elsewhere. | 

We regret that we are unable to deal with the last query ; 


perhaps one of our readers will kindly reply.—Eps. ELEC. 
Rzv.] 


————áá—— 


THE PROPOSED ELECTRICAL CON- 
TRACTORS' ASSOCIATION. 


WE have received a good deal of correspondence relating to a 
proposed Electrical Contractors’ Association, some of which 
has already been printed in our “ Correspondence " columns. 
We now print a further instalment of letters, which give 
expression to the views held by a number of electrical con- 
tractors who are anxious to protect their own interests. We 
would especially draw attention to the letter of Mr. 
Rowland E. Dixon, of Leeds, which urges all interested to 
join in the movement, so that the Association may be a 
strong one. Perhaps those who are prepared to attend 
& meeting to be held in London, say about February 
Ist, will send a letter to this effect to“ Convener,” care of 
ELECTRICAL REVIEW. 


Re Electrical Contractors? Association. 


With reference to the correspondence you have kindly 
inserted in your paper on the above subject, I think, in view of 
the very strong feeling of dissatisfaction amongst the electric 
lighting contractors and the unsatisfactory condition of the 
trade, that a suggested meeting should be called in London, 
say February 1st, or any other convenient date. 

It is very necessary that this meeting should be attended 
from all over the country, as unless the movement is universal 


asregards England, the Association would not be strong en 

to bane reams to bear upon several manufactarers who 
will credit anybody passing as an electrical engineer and 
direct to consumers, Other points for the Association to 
take up are registration of та пер equitable clauses in con- 
sulting engineers’ specifications, &c. 

Anticipating а 5 meeting, further notes аге 
unnecessary if such a meeting be convened, asking all con- 
tractors to forward their names under the two questions :— 
(a) Will you join the Association and attend the meeting 
(b) Will you join the Association if unable to attend the 
meeting ? | 

I would suggest that the Association be formed on the follow- 
ing lines, having a general meeting yearly or half-yearly in 
the different large centres, and the country to be divided into 
districts, having meetings of local members monthly. 

I sincerely hope the calling of this meeting will be cor- 
dially responded to, and that all contractors will take the 
matter up energetically by using their local influence to 
induce other contractors to join and attend the meeting and 
form a strong Association. | 

RowLAND E. Drxox. 

Leeds, December 15th, 1900. 


A Cheltenham electrical engineer writes :—'' Re proposal to form 
a Wiring Contractors’ Association, I am strongly in favour of such a 
scheme, and, in fact, some years ago attempted to get one up, but 
owing to want of support, the matter fell through. I think that, 
owing to various causes, the starting of such an association is now 
absolutely necessary, and I should be glad if you would kindly add 
my name to those who are supporting the scheme." | 

A firm of electrical and mechanical engineers in the City writes: 
It seems to us an almost hopeless thing for contractors to hope 
for a legitimate profit whilst business is conducted upon present 
principles. It is not merely a question whether manufacturers of 
electrical apparatus and accessories shall supply people who are not 
in the trade, it is rather a question whether people who pay their 
accounts regularly and promptly shall enjoy no privilege which is 
not extended to an impecunious plumber or blacksmith who assume: 
the trading title of ‘electrical engineer.’ As electrical contracting 
stands at the present moment, one must conclude that it is not а 
question of making profits by trade, but of living upon the credit 
and reputation which is attached to the carrying out of certain 
work. 

“It is highly desirable that at the earliest possible moment, a 
Contractors’ Association be formed, a strong and resolute association, 
one that can be in a position to force its conditions, not merely 
upon the manufacturers of material, but upon councils and local 
authorities for whose work they tender. It seems to us that con- 
tractors should have some opportunity of protesting unitedly against 
the dictatorship of local engineers, or the nominee of local authorities 
It is known to many contractors that most specifications аге © 
worded that everything is left to the discrimination of an &ppointed 
engineer, whose chief care is to improve his position in the eyes сї 
those who retain him, at the expense of the contractor. In conse- 
quence, no engineer, in our opinion, should be sole arbiter as to the 
way in which the contract shall in its minnte details be carried out, 
or there should be some definite standard of work. We have 4 
strong instance in point. In one of our County Council contracts it 
was stated that everything should be done to the satisfaction of the 
engineer, what was to be done was not definitely described. 
Naturally, we concluded that the same methods, the same systems, 
and the same principles would be observed as in allother large con- 
tracts that we had been connected with, but that. very dangerocs 
clause, ‘to the satisfaction of the engineer,’ continually obtruded 
itself, and the consequence is, we are obliged to do work, we under- 
stand, without any hope of appeal against it, costing three times 
what we estimate it would cost. Plugging walls every 15 incbes 
with plugs squared accurately is a feature in this contract, and we 
venture to state that no building in this country has ever been 
plugged for the fixing of casing to such an abnormal extent, as the 
engineer who supervises our County Council contract requires. 
This, however, is only one of many objections; we maintain thst 
public bodies in issuing their specifications should minutely detail 
what they require, so that contract work shall not be a dangerons 
speculation.” . | 

" Another matter suggests itself: Contractors should have some 
command over the labour which they engage. There is a in? 
inclination to sub-divide work ; various tradesmen consider that they 
should do everything that is to be done with the material thst 
belongs to their Pul A labourer must not break a brick or cut a 
hole in a brick—it is bricklayers’ work ; to chop a is carpenter: 
work ; and upon one of our contracts this trade НА jealousy haz 
reached such a pitch that, in order to avoida serious strike, which 
would have thrown some 2,000 men ott of employment, and have 
brought serious loss upon some of our co-contractors, we agreed that 
plasterers should remove the plaster from the face of walls before 
the bricklayers cut holes in the brickwork for the 
plugs therein. We should be perfectly willing to co-operate in 


A Failsworth firm writes:“! We think an Electrical Contracton 
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Association а very desirable thing for mutual protection and advance- 
ment, and would be willing to join. | 

* As the distance to any one centre in the country would be too 

at to travel to ordinary meetings, it would be desirable to have 
district centres. We should certainly have a centre for the Man- 
chester district." 

A firm of contractors at Birmingham says:—'' The proposed 
Association as above meets with our hearty approval, and if carried 
through should be a great benefit to the trade in a variety of ways, 
viz, the elimination of the jerry contractor and his kindred, the 
registration of competent workmen, and the bringing before manu- 
facturers the necessity of running straight. It is notorious that 
many suppliers do in many cases go behind contractors, and quote 
their customers the same terms as they give to the trade. To give 
an instance of this: we recently quoted a customer, a restaurant 
keeper, for a pair of enclosed lamps of a certain well-known make; 
our customer writes to his insurance company (in the North) asking 
if they have any objection to offer to the lamp. By some means 
the maker's representative is informed, and promptly sends a list to 
our customer quoting him 2/3 of trade discount off, and secures the 
order. Whilst one contractor can have but little influence to check 
this real and growing grievance, an Association could exert a heavy 
pressure, and teach effectively to suppliers the fact that it is not a 
wise thing to run with the hare and hunt with the hounds. Again, 
something might be done towards standardising accessories, &c. In 
short, such an Association, if wisely managed, cannot help but be of 
great gain to our trade.” . 

A Southport firm writes: — In my opinion such an Association, 
formed on the lines of, say, the Master Builders’ Association, with 
meeting places in the large centres throughout the country, is the 
only solution to the many difficulties under which a legitimate con- 
tractor has to labour at the present time. There are many matters 
on which such an Association would, no doubt, have a very bene- 
ficial effect, such, for instance, as the specifications issued by con- 
sulting engineers and municipal engineers, which very often are too 
vague; the action of municipalities entering into competition with 
contractors, which often is very unfair competition; the control of 
the wholesale houses, many of whom will sell to large consumers, 
who, by the way, should be the contractor's best customers, at as 
good terms as the contractor. Then there is our old friend the jerry 
wireman, who requires special attention. I should be pleased to 
attend a meeting of contractors to consider the matter, and sub- 
scribe my address, so that anyone who is in favour of same may 
communicate with me direct." 

"B," a City of London electrical engineer, "entirely agrees with 
the remarks of A Contractor in a recent issue," and says “І think 
the remedy he suggests is the best method of improving the existing 
conditions of things. A recent specification I tendered to contained 


many conditions of an unfair nature, more or less similar to those: 


frequently met with. The people for whom this work was to be 
done formed a committee, who employed an architect, who in turn 
employed a consulting engineer who was the chief engineer at 
the supply station. A clause in the specification stated that all 
work and material must be such as to satisfy the demands of the 
architect, the chief supply engineer, the Fire Insurance Company 
and the committee. The first three of these parties had power to 
condemn the use of anything or everthing without assigning a 
reason. Another clause made the said engineer sole arbitrator in 
case of any dispute arising. The work under this specification 
might be carried out with the highest skill, the best material pro- 
curable, and within the time limit, and pass the most stringent tests, 
and yet, according to the terms under which he works, the contractor 
might be refused payment. If the architect, or his proxy, or the 
Insurance Company, or the central station engineer disagreed 
amongst themselves, all the contractor could do would be to stand 
by and await the pleasure of their agreement. 

“ A matter it would be well, perhaps, to consider is whether an 
architect should be at liberty to buy electric light fittings at trade 
price and supply them directly to his client at this price—a method 
occasionally adopted. 

“ Another undesirable form of competition exists in the practice, 
not altogether uncommon, of a superior wireman employed by a firm 
in a district where there may be some aol for work, canvassing 
the inhabitants in his own name and underselling his own employer. 
There are men who not infrequently so endeavour to ‘run with 
the hare and hunt with the hounds.’ They have no establishment 
charges, are often financed by the customer, and are absolutely 
irresponsible. If anything is subsequently found wrong with their 
work, they themselves have probably disappeared from the neigh- 
bourhood, having been engaged by another firm in a different рн 
of the country; even if they were found, no damages could be 
obtained from them. The names of such men should be circulated 
amongst all allied firms, and the man convicted of such dealing, 
however good workman he may be, should be refused any further 
work by these firms. 

- “T feel sure that some such method as that suggested by ‘A Con- 
tractor’ is the only way of effectually dealing with the present 
condition of things.” 

A Dewsbury electrical engineer says: “ I should be very glad to 
subscribe to and become a member of an Association to (1) prevent 
manufacturers from selling goods to contractors’ customers or others 
outside the trade at trade prices; (2) contractors to be registered, 
also fittings, &c.; (3) certification of wiremen and fixed minimum 
wage. I should be glad to attend any meeting in this district, or 
to do anything in my power to enable the scheme to succeed." 

Another London firm of electrical contractors is very strongly in 
favour of such an Association, and would suggest that if communi- 
cations are received from some of the leading firms, a general mect- 
ing should be called to discuss the many grievances from which the 
trade is now suffering. 


Messrs. G. N. C. Mann & Co., Norwich, writé:—'' As already 
stated in your columns, we shall be only too delighted to join in 
and to do anything in our power to further the proposed Association. 
Our views are to & large exteut similar to those of your other 
correspondents, and we need not repeat them." 

^J. W. B.“ says:—'''A Contractor's’ letter, published in your issue 
of November 9th, contains some suggestions of value toward this 
subject, but I would draw the attention of all who are giving the 
matter serious thought to the question of fixing minimum selling 
rates, as being a very dangerous expedient, and economically wrong 
in principle. Let any Association which may be formed check its 
members by establishing minimum standards of quality and sim- 
plicity in material and workmanship, which should be such as to 
permit of work being carried out at the lowest figures consistent 
with permanency and safety, but beyond this they should leave the 
natural course of events to eliminate such of their members as may, 
through ignorance or folly, execute work at prices which entail loss 


to themselves. The principle of fixing limits to selling rates is 


attractive, but scientifically wrong, and has failed in the case of 
commodities for which there is a much greater demand than installed 
electrical equipments." 

“ Nobilis" writes :—“ There is great need of an Association of 
Contractors such as 'Contractor' writes of. In this borough it 
would surprise you what a number of electricians have sprung up 
like mushrooms within the last 12 months, one among them being a 
retired policeman. I suppose he gained his experience of elec- 
tricity by pushing the servants’ bell while calling on the cook. To 
all these the Corporation have sent to inquire their prices for free 
wiring, including gasfitters, who see a large portion of their living 
gone and take up electric lighting to make it up. Of all these the 
average has been taken as the basis of the Corporation's prices, and 
the enclosed form is the result of their deliberations. If there was 
an Association of Contractors this could not have happened, and the 
Council, who are so anxious that sweating should not exist in the 
borough, would have found it impossible to sweat contractors. I 
heartily agree with the scheme formulated by ‘ Contractor,’ especially 
relatingto manufacturers supplying at trade prices to customers, 
and I should be one of the first to subscribe my name." 

We have also received several other letters on the same subject, 
but not for publication. | | 


PHYSICAL SOCIETY. 


Ordinary meeting held in the Physical Laboratory 
of the Royal College of Science (by invitation of Prof. Rucker) 
. December 14th, 1900. 


A paper “On ELECTRIC INERTIA AND THE INRA OF ELECTRIC 
CONVECTION " was read by Prof. A. SCHUSTER. " 


Calculations of self-induction are based on the assumption that 
the currents which traverse.a conductor fill it continuously, the flow 
being treated as that of an incompressible liquid. The assumption 
is generally recognised not to hold in the case of electrolytes where 
electricity is conveyed by & number of irregularly distributed ions. 
In the immediate neighbourhood of such an ion the magnetic field 
is many times greater than that calculated on the supposition of 
continuous distribution, and hence the total magnetic energy is 
underestimated. What is universally recognised in the case of elec- 
trolytes must also be conceded when the current is conveyed by a 
gas, and the idea is gaining ground that even in solid conductors the 
current consists of positive and negative electrons moving with 
different velocities. It is the object of the paper to calculate 
the additional terms which become necessary for the evaluation 
of self-induction, and to discuss the possible cases in which 
the corrections may affect experimental results. The mathe- 
matical investigation shows that it is necessary to add a tor- 
recting term containing a quantity which may conveniently be 
called electric inertia. The author has calculated the numerical 
value of this quantity in the case of a solid conductor and finds it to 
be about 2 x 10-1 C.G.S. units. It is of the dimensions of a surface. 
The experiments of Hertz have proved that if electric inertia exists 
it must be less than 18 x 10-*. In the case of liquids and gases 
the electric inertia of the moving ions becomes much more 
important, and the calculation of self-induction by the ordinary 
processes gives erroneous results. The introduction of a termrepre- 
senting inertia alters the general equations of electric motion, and 
the author has applied his modified theory to Leyden jar discharges, 
the electrodeless discharges of J. J. Thomson, and the electro- 
magnetic theory of light. In the case of electrodeless discharges 
in a vacuous globe, it is suggested that the absorption of energy 
may not only be due to the conductivity of the gas, but also to the 
inertia which it possesses. 

A paper "Ox MacNETIC Precession” was then read by the 
same author. 


The most delicate method of investigating the influence of elec- 
tric inertia is based on the electromotive forces introduced by the 
motion of conductors carrying electric currents. If electricity 
behaves like a body possessing inertia, the rotation of a body 
through which currents pass should affect the flow of these currents 
in the same manner as the earth's rotation affects the direction of 
currents of air. If the earth's magnetism is due to electric currents, 
it is interesting to see if the effects of inertia can explain the 
secular variation. The investigation shows that a magnetic pre- 
cession of the character of the secular variation would be produced, 
but that the precession would be very much slower than the varia. 
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tions actually observed. "The subject is worked out mathematically, 
dealing first with the case of currents in a spherical shell, and then 
extending the result to the case of a solid sphere. The calculated 
period of a cycle comes out as 7 X 10!! years. If the currents were 
contined to a thin slice of the earth, the time would be reduced to 
about 14 x 10° vears. To produce the actual period of the secular 
change, the current sheet would have to be of molecular dimensions. 
This suggests the possibility of the phenomenon of secular variation 
being rather of a molecular thau a molar character. | 

Prof. RUCKER congratulated the author upon his attempt to solve 
the problem of terrestrial magnetism, and expressed the hope that 
further calculation would throw more light upon this difficult 
subject. | 

Mr. BLAKESLEY asked if the time of the secular variation would 
be altered if the iuterior of the earth were liquid or solid ? 

The CHAIRMAN observed that the precession was rapid in the case 
of a thin layer of gas, and mentioned J, J. Thomson's notion that 
the electrons were thrown off by centrifugal force and formed 
a molecular layer. Hertz, in his experiments on electricity, had 
looked for material inertia besides electro-magnetic inertia. In 
the present theory the distinction disappears, and there is only one 
inertia, and that electro-magnetic. 

Prof. AYRTON said if the two forms of inertia were electro- 
magnetic, he would like to know why in detecting the second form 
it was necessary to associate it with au absorption of energy, as in 
the case of an electrodeless discharge. In, the case of ordinary self- 
induction there is no absorption of energy, and if there is absorption 
in the second form and if they are both electro-magnetic, he would 
like to know the difference between the two. 

Prof. SCHUSTER, replying to Mr. Blakesley, said that if the 
interior of the earth were treated as liquid the period of the cycle 
would be about 100 times less In reply to Prof. Ayrton he said 
he had only cited one experiment to show that a phenomenon 
explained by the gas being a good conductor could also be explained 
by its electric inertia. It was impossible to say in general whether 
self-induction caused an absorption of energy or not. 


Prof. A. W. RUCKER read a paper “On THE MAGNETIC FIELD PRO- 
DUCED BY ELECTRIC TRAMWAYS." | 


Taking the case of a tramway in which the current flows along a 
trolley wire from the power house, and returns partly through the 
rails and partly as earth currents, the author has shown that the 
vertical disturbing force at any point is due to the currents in the 
feeders and rails, and thatthe earth currents affect the horizontal force 
only. Experiment shows that it is chiefly the vertical force instru- 
ments which are affected by the establishment of an electric rail- 
way, and since this disturbance is due to the wires and rails, it is 
impossible for an observatory to be protected by rivers or other 
natural features of the district. A preliminary investigation is 
based on the assumption that the trolley wires and rails are insu- 
lated conductors, and that a fraction of the whole current returns 
nlong the rails to the generator. The effect of the railway at a 
distaut point is dué to the difference of the current in the 
trolley wire, and the hypothetical uniform rail current, the 
effect of which, at the point considered, is equivalent to the 
actual rail current, which varies from point to point. It is 
thus shown that the disturbance increases ‘with. the’ length of 
the tramway, and for a tramway of given length the disturbance is-a 
maximum at points on a line perpendicular to and bisecting it. 
Experiments made at Stockton on the maguitude of the disturbing 
force gave, with the vertical force instrument, a leakage of 16:3 per 
cent. and with the horizontal force instrument, a leakage of 15:9 
per cent.; a fairly close agreement. The assumption that the ter- 
minals of the line are above and below the average potential of the 
earth by the same amount respectively, and that the leakage at any 
point is proportional to the potential difference between the rail and 
the earth, leads to the ordinary theory of a'Fouricr bar. This more 
accurate assumption has been developed and applied to the results 
obtained at Stockton. The leakage, as calculated from the ampere 
and volts, comes out as 20 per cent. The calculation of the dis- 
turbing vertical force gives 10°5 x 10 C.G.S. units, which is iu fair 
agreement with the value 7 x 10-? actually observed. In con- 
clusion, it is pointed out that for practical purposes it is sufficient 
to deal with thé average return current through the rails. the for- 
mula for which are quite simple. P: 


Dr. R. T. GLAZEBROOK read some "NOTES oN THE PRACTICAL 
APPLICATION OF THE THEORY OF MacNETIC DISTURBANCES BY 
Елвтн CURRENTS.” 


In this paper the author hag thrown the extended formula, 
obtained by Prof. Rucker in the previous paper, into a workable 
orm, and bas tabulated numbers which show at what distances the 
disturbances are negligible for tramways of different lengths. 

Prof. R. THRELFALL exhibited and described a “ Quartz-Thread 
Gravity Balance.” өк. i | LU 

Mr. Watson exhibited a set of half-seconds pendulums, 

The Society then adjourned until January 25th, 1901. - 


"LEGAL. 
WOLVERHAMPTON ELECTRIC TRaAMS. 


Berore Mr. Justice Joyce, in the Chancery Division on 
Tuesday, the case of the Mayor and Corporation of Wolver 
hampton r. British Electric Traction Company, Limited, was 
mentioned. : ` * 
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Mr. Ноанеѕ, Q.C., who represented the Corporation, said hi: 
Lordship would remember that this action was brought to enfon 
specitic performance of a contract contained in ап Act of Paris 
ment for the sale of the defendants’ tramway undertaking withis 
the borough of Wolverhampton to the Corporation, and was ang: 
some few weeks ago. His Lordship’s decision was that the Corpor» 
tion was entitled to specific performance, and that, in fact, wa 
not really ín dispute in the trial. The defendants, however 
contended that they were entitled to running powers, and tr 
question which now arose was as to whether interest was payal.. 
from the date upon which the contract was to have been complete? 
The learned Registrar said that the question of interest could not te 
le t open owing to the form in which the judgment was entercc 
He therefore asked his Lordship to fix a day upon which this рош 
left open could be discussed. 

Mr. Justice Joyce: I will hear the arguments on Thursday. 


THE CITY or LONDON ELECTRIC LIGHTING COMPANY v. THE 
MAYOR AND CORPORATION OF LONDON. 


In the Court of Appeal on Monday, before Lerds Justices Rig» 
Vaughan Williams and Romer, application was made that ti: 
appeal, which was in the day's list for hearing, might stand over Ír 
the convenience of counsel. 

Lord Justice RiGBv protested against the numerous application 
which were made to postpone the hearing of cases after they hac 
appeared in the lists. For the future no change whatever would L 
made in the lists. , 

CeUNSEL said the application was for the convenience of M: 
Cripps, C. C, and Mr. Swinfen Eady, Q.C., but he might say that 
the case was a heavy one and would occupy at least two days. 

Lord Justice Rigsy: І don't think any trouble is taken ales 
these matters. Counsel seem to think they will always get cor- 
sideration, even though the cases ате in the paper, and the Court is 
hampered in its work. It is, however, an argument in your favour 
that the hearing of the case now may be inconvenient to us, and o 
that ground, and on that ground alone, we will allow the сазе i 
stand over until the next sittings. 


BUSINESS NOTES. 


Books Received, — Practical Lessons in Me 
Turning,” by P. Marshall. London: Dawbarn & Ward, Limited 
2a .. 

„Principles of Magnetism and Electricity," by P. I. Gm 
London: Methuen & Co. 3s. 6d. 

“Calvert's Mechanics Almanack.” London: John Heywood +4) 

“The Practical Electriciau's Pocket-Book for 1901." edited ` 
H. T. Crewe. London: S. Rentell & Co. Is. 


British India Tariffs.—! e Board of Trade һам 
received from the India Office copy of a Customs circular stati. 
that dynamos, accumulators, motors and electric fans are to b 


treated, for tariff purposes, as machinery,” and, as such, exempt i 


from import duty under No. 14 of Schedule ІУ. of the Indian Tar 
Act, VIII. of 1894, read with the notification No. 3,192, dated Jc: 
12th, 1899. Some of these articles if very small and intend) 
merely for use in laboratories might, perhaps, be fairly regarded as 
" appliances," but it would be difficult to draw the line between 
the two classes, and the Government of India consider that it 
be better to treat them all as machinery.“ This rule applies ос} 
to the articles named. Electric lights (? lamps) and cables will хг. 
tinue to be treated as "appliances," and be liable to import 02:7 
under No. 49 of Schedule IV.-—— Board of Trade Journal. 


Cults Nuisance Case.—On appeal, Sheriff Crawford 1: 
confirmed Sheriff-Substitute Burnet's judgment, finding that tbe 
electric lighting station at Cults, Aberdeen, constitutes a nuisance 
and grants interdict against its continuance, it having been арс 
at the bar that the defenders did not intend to adopt remedia 
measures. The case is to be appealed to the Court of Session. 


Diary.— Messrs. T. Bolton & Sons have issned а very pe’ 
pocket diary and note-book for 1901. It is of convenient «ize. a» 
allows room for a few brief notes in each day's space. 


Dissolutions and Liquidations. —A petition for tix 
winding-up of the Rhea Insulite Syndicate has been presented t 
the Courts by Volenite, Limited, and will be heard in London | 
January 16th. 

The Macroom and District Electric Lighting Syndicate, of Мал 


~ 


chester, is winding-up voluntarily, as it cannot continues ib- bo 


ness because of its liabilities. Mr. Henry Shaw, of Tom 

Street East, Manchester, is liquidator, and all particulars of debt- 

&c., should be sent to him by January 29th. 

. Messrs. D. Urquhart and J. M. Small (Urquhart & Small, oo 

ing and clectrical engineers, of 17, Victoria Street, Westminster 

id ee partnership. Debts will be attended to by Mr 
mall, 


Electric Light and Insurance. —Tlie Fine Art ano 
General Insurance Company, Limited, announces a new departe 
in its business. Insurance companies have not been, as а rule, оте: 
anxious to recognise the value of electric lighting in lessening t^ 
hazard, but that the Fine Art Company is fully alive on this рін 
is evident from в concession which it is now making upon premas 
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where such light is used. It grants substantial reductions, seldom 
less than 10 per cent. off the current rates in such cases where the 
work has been suitably carried out by fully qualified and experienced 
engineers. This company, it will be remembered, was an exception 
to the rule when certain other insurance companies, a few years ago, 
were charging extortionate premiums, in the belief that because 
there had been one or two fires in London, central electric lighting 
stations were dangerous risks. The Fine Art Company has since 
secured the insurances of the principal municipal electric lighting 
stations throughout the country, and many company works as well, 
the amount covered in many instances ranging from £25,000 to 
£50,000. A practical testimonial such as the existence of this pre- 
ferential rate will be a help to electric wiring contractors and 
fitters. | 

Fire.—Late last Saturday ‘night a disastrous fire broke 
out at the premises of Hooper's Telegraph and India-Rubber Works, 
Limited, at Millwall. Before the firemen arrived the mill and 
testing room were alight, and soon afterwards the stiffish breeze 
which was blowing drove the flames across to two more large struc- 
tures, used as engine rooms and machine shops. When it was seen 
that the local fire brigades were unable to cope with the outbreak, 
Commander Wells despatched a force of 21 steamers and 130 fire- 
men to the scene, and proceeded to the fire himself to direct the 
operations. The new fire float Alpha was ordered to proceed from 
her moorings at Blackfriars Bridge to Millwall Docks, and similar 
orders were given to the float at Cherry Garden Pier, Rotherhithe. 
At midnight the fire was at its height, and was being attacked both 
from the land side and from the River. At that time the roofs of 
premises belonging to Messrs. W. F. Dennis & Co., engineers, and 
Messrs. Rait & Gardiner, engineers, ignited, and it seemed at onc 
time as if the whole of these premises would become involved. It 
seems that the fire took a course right through the centre of the 
works, leaving the shops on either side untouched. The cable 
machines, the mill, and the testing room were most seriously 
affected, but the braiding machines, cable tanks, and rubber goods 
factory were not touched. A large amount of electric lighting cable 
was being turned out, and other very pressing orders were in hand; 
in fact, a large staff was engaged at the works until early in the 
evening ; cables for the War Office and the Great Northern Telegraph 
Company were practically ready for delivery, but were destroyed. 
Business is proceeding in certain departments, and although it will 
be some few weeks before the works are quite right again, all orders 
will be attended to as promptly as possible. 


The Hammond Joint Box.—We ure informed that the 
Improved Electric Glow Lamp Company are taking up the sole and 
exclusive rights of the Hammond joint box, which was recently 
described in these columns. 


The Robey Engine at the Paris Exhibition.— 
Messrs. Robey & Co., Limited, of Lincoln, at the close of the Paris 
Exhibition have been awarded & Gold Medal for the excellent work 
done iby the engine of 550 н.р. exhibited by them for supply- 
ing electric light and power to the Exhibition. It is worthy of 
notice that only three English engineers undertook to supply 
electricity, and the highly satisfactory manner in which the 
engine fulfilled all demands made on it has resulted in the above 
award. Weare informed that during the daily runs at the Exhi- 
bition there was no stoppage of the engine from any cause what- 
ever, a distinction which is shared by only one other engine of the 
many exhibited. T ix 


Trade Announcements,—The British Electric Meter 
Company, Limited, has removed. its secretarial offices to Wardrobe 
Chambers, 1464, Queen Victoria Street, E.C. 

Mr. A. P. Lundberg has appointed Mr. Edward Unsworth, of 
8, Greenhill Street, Greenheys, Manchester, as his fepresentative 
for Lancashire, 


ELECTRIC LIGHT AND POWER NOTES. 


Aspull.—Messrs. Lacey, Clirehugh & Sillar have been 
instructed to report to the Council on the question of electric 
lighting. 


Barnstaple.—Public feeling in the town is strongly in 
favour of an electric lighting scheme being carried through by the 
municipality ; а report, which has been submitted to the T.C., 
shows that the probable cost would be £13,500, water-power being 
made usce of. 


Bingley.—The D.C. does not approve of the Yorkshire 
Electric Power Bill. 


Brighton.—42An inquiry into the application of the T.C. 
tothe L.G.B.,for permission to borrow another £56,500 capital, was 
held last week by Colonel A. G. Durnford, R.E. Mr. Christie, the 
resident engineer, presented the details cf the estimate. The 
present plant has a capacity of 147,000 8-c.P. lamps, and there are 
150,000 lamps connected, so that the number already exceeds the 
actual capacity ; there is the prospect of a further demand equal to 
2,500 lamps for the new pier, and 11,000 for the tramways. New 
customers are coming in at the rate of 400 or 500 & year, and the 
increase of business all over may be taken at about 16 per cent. on 
that of previous years. 


Chesham.—The T.C. is to apply for an electric lighting 
prov. order. 


Darlington.—The new electric lighting system, which 
has been undertaken by the Corporation at a cost of £26,000 was 
formally opened on Monday. The supply was switched on by 
Alderman Barron, chairman of the Electric Lighting Committee 
The works are capable of supplying about 7,000 8-c.P. lamps. 


Dublin.—The tenders for the erection of the generating 
station at the Pigeon House Fort range from £41,000 upwards. The 


original estimate was £20,000. 


Franee.—The Municipal Council of Brive, France, has 
under consideration the execution of the following works:—An 
electric station, the motive power for which is to be supplied by one 
of the numerous waterfalls in the neighbourhood of the town; an 
electric tramway service; the replacement of the gas service by 
electric light. A competition will be opened for suggestive schemes, 
and will be decided before the end of May. 


Halifax.—The bursting of a pipe at the electricity 
works, to which we referred last week, resulted in the death of a 
boiler house attendant from shock due to severe scalding. In 
evidence at the inquest, Mr. Street, the electrical engineer, said 
that he found a crack all the way round the main steam pipe 1n the 
boiler house, over one of the economisers. The crack was close to 
a flange. The pipe had been in use six years; it was made of cast- 
iron. There was a spongy fault in the metal. 


Heaton Norris.—This district is included in the area 
over which the Manchester City Council possesses lighting powers, 
but it may be years before Manchester is ready to supply it with 
electricity. The D.C., therefore, is getting anxious, especially as 
Stockport supplies right up to the Heatun Norris boundary, and 
would be only too glad to supply the latter also. The Manchester 
Electricity Committee ís to make definite proposals shortly. 


Hebburn.—The D.C. is asking various electric power 
companies upon what conditions they can supply energy for 
Hebburn. 


Holland.—The establishment of a large central station for 
the electric lighting of the harbour and the public streets has just 
been decided upon by the municipal authorities of Amsterdam. 


Hornsey.—The Board of "Trade have informed the 
Hornsey District Council that they will include that portion 
of the parish of Clerkenwell now transferred to Hornsey iu the 
Bil which they are presenting to the House of Commons, to 
make the electric lighting areas co-terminous with the borough 
Councils’ areas. The District Council has declined to accept the 
offer of the North Metropolitan Electrical Compauy. 


Ince.—A report on the electric lighting question is being 
furnished to the Council by Messrs. Lacey, Clirehugh & Sillar. 


Inverness.—The T.C. has reopened the electric lighting 
question.. Negotiations have been set on foot with a view to 
obtaining water-power supply from the Canal Commissioners. 


Keighley. — The Electricity Committee is about to 
appoint the staff for the new electricity works. 


Rimberley.—The public electric light installation, which 
was started at the beginning of 1899, and would have been com- 
pleted by February of this year but for the outbreak of the war, was 
formally inaugurated on October 15th. According to the B. and 
S. A. Evport Gazette, the works have cost £25,000, and were carried 
out by Messrs. Reunert & Lenz, Durban and Johaunesburg, the plant, 
a portion of which is yet on the way, comprising the following :— 
Two 212-H.P. boilers, supplied by Messrs. Babcock & Wilcox; a 154- 
tube Green economiser; Worthiugton feed pumps and condenser; 
a Worthington cooling tower; two 2,200-H.P. engines supplied by 
Messrs. Seymour & Macintosh, for driving two direct coupled 
generators ; two 24-ton overhead tramways for the engine room, and 
an eight-slab marble switchboard, fitted with 28 instruments. Accu- 
mulators are to be provided at an additional outlay of £5,000. 
The present capacity of the plant is 5,000 16-с.р. lamps, 
but an increase on this, it is anticipated, will be necessary in 
the near future. <A portion of the work was prosecuted during the 
siege, and the trencbing operations were interpreted by the Boers 
to be connected with the laying of dynamite mines for their special 
behoof. 


Lytham.—The U.D.C. wants to reduce the outlay for 
an electric lighting installation, and is conferring with an electrical 
engineer on this point. 


Midsomer Norton.—The U. D.C. has agreed to com- 
biue with the Radstock D.C. in the consideration of a joint electric 
scheme. 


Moffat.—Mr. W. G. Forman, electrical engineer, Moffat, 
has submitted a report on a scheme for the supply of electric light 
by means of water-power from the Birnock Burn. The Police Com- 
mission has approved of the scheme. 


Ottawa.— The Elerjrirul World says that the develop- 
ment in electrical enterprises at Ottawa, Ont., although of com- 
paratively recent date, has been most rapid. In 1877 the Chaudiere 
Electric Light and Power Company was organised and was prac- 
tically the beginning of the large system which now supplies 
Ottawa and Hull with electricity for lighting and power. The first 
dynamo had a capacity of 250 incandescent lights. The dynamcs 
to be installed in the new power house of the Ottawa Electric Com- 
pany, now under construction, have a capacity of 15,000 lights each. 
In 1895 an amalgamation of the Chaudiere, the Standard and the 
Ottawa Companies was effected, under the name of the Ottawa 
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Electric Company, whose business has developed enormously, until 
to-day it has installed 700 arc lights and about 100,000 incandescent 
lights, being a larger number, per capita, than any other city in the 
world. The history of the Ottawa Electric Street Railway Company 
is very modern, but its growth nas not been less remarkable than 
that of the lighting interests of the city. | 


Pudsey.—The Independent Labour party have petitioned 
the T.C. to oppose the granting of Parliamentary powers to the 
Electric Power Distribution Syndicate on the ground that a com- 
bination of the local authorities could do the work more effectively. 
It is understood that the Council are taking steps to prevent any 
company or person coming within the township for the purpose. 


Rhyl.—At last the agreement with the Light Railway 
Company has been signed and sealed, and the Council are now 
bound down to supply electric current to the tramway by April 1st, 
1902. 

Rochester.—The Town Council are negotiating with the 
Rochester, Chatham and District Electric Lghting Company, 
with a view to purchasing so much of the Company’s undertaking 
as is within the limits of the City. Mr. F. C. Raphael is to value 
the plant, &c., concerned, and report to the Corporation, when 
further matters relative to the proposal will be discussed. 


Roumania.— Electricity seems to have a very important 
future before it in Roumania, inthe exploitation of petroleum springs. 
One of the most important installations is that of Siugia-Campina- 
Doftana, which is shortly to be increased. The large electrical 
power house of Sinaia employs the waters of the Prohova and Valea 
Rea rivers to turn three turbines. The station gives a power of 
1,000 H.P., of which 500 is absorbed in the lighting of the town of 
Sinaia, and the remainder transmitted to Deftana as motive power. 
The dynamo of the Sinaia station produces current at 240 volts, 
which is increased to 11,000;volts by being passed through a trans- 
former, aud transmitted to Doftana. This station also possesses а 
steam engine of 150 H.P. in reserve in case of accident to the 
line or insufficiency of current. In the latter case the current pro- 
duced at 240 volts is transformed in the same manner. The two 
currents, that coming from Sinaia and that produced at Doftana, 
are united and distributed between Campina and Bashtenari. The 
company intends between now aud next autumn to augment the 
horse-power from 1,000 to 1,700. To attain this object, no definite 
decision has yet been arrived at. The matter is, however, under dis- 
cussion, and the company have to decide where to place the 
new turbine of Sinaia, the new station of Doftana with more 
powerful machinery, the new steam factory, and where they will 
catch the water on the Prahava for the new Sinaia turbines. It is 
expected that a decision will be reached in these matters in a month 
or two, but up to the present contracts have already been passed for 
the supply of 1,700 н.г. This power is employed for the boring 
of petroleum springs, the exploitation of same and for lighting pur- 
poses. The advantages of electrical motors over steam engines are 
indisputable. They are more easily managed, they permit a gain 
of 30 per cent. of time in the borings and a great economy of labour, 
and do not necessitate the stoppings frequently inevitable in a 
country where water is scare. As is well known, when oil wells are 
Sprung, it is always necessary to extinguish all the furnaces in thc 
district for fear of а “ brand.” There is по such fear with electrical 
machines. Having this in view, the Société Steana intend to adopt 
electrical machines throughout. 


Southampton.— Colonel H. G. Durnford, one of the 
L.G.B. inspectors, held an iuquiry last week relative to an appli- 
cation by the Borough Council for sanction to borrow £12,000 for 
purposes of electric lighting. 


Southwold.—The Coast Development Company have 
asked the Council whether in the event of their putting down an 
installation for public lighting, the Council would approve of their 
application for a provisional order next year. The Council has 
called Mr. Warden-Stevens in to guide it in the matter. 


Stirling.—The Commissioners have resolved to extend 
the arc lighting of the town by erecting 30 additional lamps, at au 
estimated cost of £915. On therecommendation of Prof. Kennedy, 
the Commissioners have decided also to extend their station by the 
erection of two Lancashire boilers, two dynamos, feed-water heater, 
feed pump, and switchboard, at a cost of something like £10,000. 
Estimates for the extensions are to be invited at once. 


Swadlineote.—The Board of Trade having asked 
whether the D.C. has yet proceeded to act upon its provisional 
electric lighting order, that body has asked for an extension of 
time. 


Swansea.—The L. G. B. has decided that the application 
of the Corporation to borrow £10,000 for the purpose of wiring the 
houses of consumers was ultra vires, and the loan therefore could not 
be sanctioned. The wiring will therefore have to be done by private 
firms. | 

The municipal electrie lighting works commenced operations last 
week. The National Electric Wiring Company has consented to 
certain modifications in the draft agreement with the Corporation 
for free wiring. One of thc changes imposes a fixed charge per 
lamp instead of a charge per unit. This is as it should be. 


The Tyrol.—The application of electricity as а motive 
power in the Tyrol is being greatly increased by the aid of the 
numerous large waterfalls which exist in the district. Recently 
there have been established, especially in the northern Tyrol, several 
industries employing clevtrical energy on a large scale. Messrs. 


Egger & Liithi, at Kirchbitche, for instance, as well as the firm of 
А. G. Perlmooser, not only work their cement factories, but also 
their quarries by the same power. The first factory employs for 
the production of electric current, turbines developing a power of 
300 H.P. The second for the same purpose employs steam engines 
developing 800 m.r. It is now proposed to instal a new power 
plant on the Stilluppback, near Mairhofen. It is already decided 
to light Zell, near Zeller, and Mairhofen and environs with the sid 
of a power station of 2,000 н.р. Electric current is to be furnished 
to the valley of the Zeller for the exploitation of the Goldberg werk. 
and probably current will also be supplied for the projected railway 
to the Zillerthal. This enterprise has given place to the formation 
of a company which has bought the concern from Messrs. Otto Kurz, 
Electrical Enterprise Bureau, Munich, Innsbruck. These works, a- 
well as numerous others in contemplation, should afford an 
opportunity to English contractors to earn a name for themselve: in 
this country where German houses have already carried off many 
important contracts. 


Warwick.—The T.C. has rescinded its resolution con- 
senting to the British Electric Traction Company's application for 
an electric lighting prov. order, as the generating station would not 
be in Warwick. 


Whitehaven.—The T.C. is about to extend the electric 
lighting undertaking, and application is to be made to the L. G. B. 
for sanction to borrow £10,000 for the purpose. The lighting of 
portions of the town has been interrupted of late through defective 
cables. 


Stockton.—It is 10 years since the members cf thc 
Stockton Corporation first started to talk of having the streets cf 
the town lighted by electricity, but it was not until Tuesday of this 
week that Alderman R. Hind, chairman of the Electricity Com- 
mittce, finally turned on the current from new works which have 
been erected at a cost of £26,500. Alderman Hind received the 
invited guests at the Electricity Works, these including the Mayor 
and Mayoress, several other members of the Corporation aud their 
wives, Mr. Thompson, the representative of the Brush Electrical 
Engineering Company, and Mr. C. S. Vesey-Brown, electrical 
adviser. Mr. W. Ford, the manager of the new works, wa; 


. unfortunately unable to be present, through illness. The Mayor 


took the chair, and Alderman Hind started one of the engines, after 
which Mr. Thompson, on behalf of the Brush Company, presented 
him with a bronze standing lamp as a memento of the event. He 
congratulated the Corporation upon the great promise of popularit: 
which was before the new works, judging from the demand that had 
already been made for the light. The Mayoress, at the request «f 
the chairman of the Electricity Committee, turned on the first 
lights. Subsequently, Alderman Hind gave a brief address, statins 
that they had already had applications beyond their expectation- 
Demands had been received from 75 consumers for lights equal te 
5,700 8-c.P. lamps, in addition to the street lamps. Mr. C. 5. 
Vesey-Brown gave a technical explanation of the scheme, and th: 
proceedings terminated with votes of thanks. 


ELECTRIC TRACTION NOTES. 


Bolton.—The following note is reproduced from the 
Manchester Evening News of 14th inst.:—' Something like a æn- 
sation has been created in Bolton by the report of the borouzt 
engineer, Mr. A. A. Day, on the state of the Bolton tramway system. 
in regard to the lines. When the Government inspection took place. 
it was suggested by the inspector that the whole of the old lines 
would require relaying, the cost being estimated variously at from 
£40,000 to £70,000—expert opinion being neare: the latter than thc 
former. Now Mr. Day reports that he discovers that the gauge 
varies at different points. Its effects are obviously disastrous to the 
cars. Oil grooves are ‘hammered ' out of place as a result of joltinz 
and twisting, the coils of motors are shifted and worn through thc 
insulation, axles have been found to give way through the crystal- 
lisation of the steel, wheels have been worn and loosened, and the 
cars themselves wrenched. In Dover, says the engineer, the difficult. 
was overcome by 'trueing ' the wheels to the gauge, but this is n»! 
possible in Bolton, owing to the gauge being true at one point ani 
inaccurate at another, and he advocates the relaying of the wl. 
System as quickly as possible. 'This does not apply to tbe new 
tracks, but it wipes out all idea of protit for a considerable period." 


Cardiff.—The Tramways Committee last week considered 
reports from the town clerk апа a sub-committee with reference tc 
the removal of the existing tramways by the company. The sub- 
committee in their report stated that Mr. Glenn, engineer to tix 
tramway company, had promised to advise his directors to relay tie 
whole of the existing track owned by the company, and make n 
suitable for electric traction, the work to be done by the con pasy 
on contract under the supervision of the borough engincer Mr. W 
Harpur) and the electrical engineer (Mr. A. Ellis), provided ttc 
present value of the undertakings can be agreed upon. Mr. tieua 
would undertake to get the work done in 12 months. Tie Tax- 
ways Committee agreed to this proposal. 

Mr. Ellis, the new glectrical engineer, recommended that the 
laying of the cable in Newport Road be postponed for some Lttc 
time, because it might be advisable to lay a different sort of cable tv 
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that ordered, which was not suitable for continuous current. The 
cable on hand could be utilised iu another way. The Electrical 
Committee has agreed tothis. It was further agreed to change over 
the supply to that of continuous current as soom as possible, and 
it was also decided to accept the recommendation in Mr. Ellis's 
report to the joint committee as to concentrating the plant for 
lighting and tramways in one place at Roath. Instructions were 
given to Mr. Ellis to report upon the amount of plant required. 


Coventry.— The electric tramcars in Coventry are stated 
in the daily press to be temporarily converted iuto post offices at 
night. Letter boxes are attached to cams running into the town 
from outlying districts, enabling the public to post letters at the 
various stoppages cn route. By this means letters may be posted 
two hours later than the despatch from the post office in the 
locality. | 


East Ham.—On 12th inst. à Board of Trade inquiry was 
held by Lieut.-Col. von Donop with reference to the Council's 
application for power to borrow £42,220 for electric tramway 
purposes. 


Italy.—The engineer, Victorio Rivetta, of Rome, has 
elaborated a project for an electric tram service between Bistagno 
and Cortemilia Salicato of 1:445 metres gauge. It will be an over- 
head system and will cost £120,000. The municipal council of 
Cottemilia has already approved of the project. 


Leeds.—One of the large 1,500-H.P. engines for the 
electric power station is expected to be ready for Easter, when the 
tram season commences. Two other similar engines are to follow. 
When these are set up the Corporation will be able to deal with 
300 electric cars, instead of the modest 82 supplied from the present 
plant. The foundations for the new machinery are now being laid. 
Special traffic arrangements are to be made to meet the great 
increase of electric cars in the already densely-crowded main 
thoroughfares of the city. The details of these changes were 
recently considered.by the T.C. We understand that there is not 
à single route in the city which is not under-carred, and it is to be 
. feared that they will have to remain in that condition until the 
additional power is supplied. The T.C. has instructed Messrs. 
Hopkinson & Talbot to prepare specifications for the equipment of 
the Armley, Wortley, and Stanningley routes, which will complete 
the electrical tramway system in the city. 

We understand that a recommendation will be made at the next 
meeting of the Council to increase the salary of Mr. Burbridge, 
electrical tramway engineer, from £400 to £600. 

The Leeds T.C. recently established a nightly theatre-car service. 
It has proved very successful up to the present. 

A car left the rails at an awkward curve at the bottom of Cook- 
ridge Street, on Tuesday, and caused a half hour’s interruption of 
the service. Y 


Leicester.—The Tramways Sub-committee has issued & 
lengthy report upon the investigations it has made respecting the 
different systems of tramway traction in operation in various cities 
and towns in Great Britain, together with a number of important 
recommendations. The Committee has come to the conclusion that 
ihe overhead trolley system is the best, and, therefore, recom- 
mends its adoption, following upon the purchase of the present 
tramway company’s undertaking. The scheme, which is outlined in 
the Committee's réport, involves the reconstruction of the existing 
tramway lines and their extensions to various points on the outskirts 
of the borough. It also recommends that the direct current 
system should be adopted, with a central power station on land 
already belonging to the Corporation, in Belgrave Gate. If the 
scheme should be approved by the Town Council, Parliamentary 
powers will be sought for carrying out the various works involved, 
which will include the laying of 18 miles of double lines in the 
borough. The report will be brought before the Council for con- 
sideration at an early date. 


Liverpool.—On Monday another new electric tram 
route was opened for traffic. This route connects Breck Road 
in the eastern district with Seaforth, north of Bootle, and at the 
extreme north of Liverpool, a distance of nearly four miles. The 
new route also establishes a connection between the business centre 
of the city at South Castle Street, and Seaforth vid Breck Road and 
Brecktield Road North in the eastern districé. 

Mr. C. H. Bellamy, general manager, has presented to the Tram- 
way Committee a return of the traffic, which showed that for the 
fortnight which ended on December 8th, there had been a decrease 
of £6,982 4s. 7d. in the receipts from horse cars and omnibuses com- 
pared with the same period of last year, while the electric car 
receipts had increased by £9,385 15s. 44d. The horsc cars had 
carried 1,201,177 fewer passengers, and the electric cars 2,043,481 
more people. The decrease in the mileage of horse cars had been 
162,027, and the increase of the electric car mileage 231,234 miles. 


London Electrie Railways and Property Owners.— 
Property owners affected by the projected electric railway under 
Bishopsgate met last week to consider their position. Alderman 
Sir Horatio Davies, M.P., presided. The City Press says that the tone 
of the speeches was not antagonistic to the proposed “tubes,” but 
considerable stress was laid on the fact that the best way of pro- 
tecting owners’ interests was by the insertion of a clause extending 
from one to five years the period during which the railway com- 
panies were liable to compensate sufferers. For the purpose of 
furthering the object of the meeting a committee was formed. 


New York Elevated.—In the American Electrician we 
read that the first official trial of an electrically-equipped train on 
the Manhattan Elevated Railway was held on November 22nd on 


the tracks of the Second Avenue line between Sixty-fifth and 
Ninety-third Streets. The test train made five trips between these 
two stations, and attained a speed of about 35 miles an hour. A 
private trial was made on the night of November 19th, on which 
occasion a speed of 40 milesan hour was attained. When the lines 
are finally equipped, it is thought that the running time on the 
Sixth Avenue line, between the Battery and 155th Street, will be 
reduced from 50 minutes, the present schedule, to about 40 minutes, 
or a trifle less, and express trains will make the run in about 25 
minutes. Although the present schedulc is 50 minutes, this is seldom 
attained during the morning and evening rush hours, the actual time 
being nearer 70 minutes. The greater acceleration ability of the 
electric trains, howeter, will undoubtedly reduce the running time 
very materially. 


Roumania. — The municipality of Philippopoli, 
Roumania, is at present studying a project for the construction of a 
central power station for electrical traction and lighting. A start 
will first be made by the construction of four piincipal lines with a 
total length of 6'2 miles. A line will afterwards be constructed 
from Philippopoli to Stanimaka, 12 miles long. The motive power 
for working the station will be taken from a powerful torrent not far 
from Stanimaka. 


Russia.—The municipality of  Kertch, Yenikalae, 
Russia, is disposed to accord the concession of an electric tramway. 
The town, which has already a population of 50,000 inhabitants, is 
daily increasing in prosperity as a result of the establishment in the 
neighbourhood of different metallurgical factories and the explpita- 
tion of mines. A railway is at present in course of construction 
between Kertch and Theoosie. Further particulars can be had on 
application to the Azov-Don Bank, Kertch. 


Spen Valley.—On 14th inst. the Spen Valley Light 
Railway and the Spen Valley Light Railway (Extensions) Orders 
came before the Board of Trade on objections raised to their con- 
firmations by the Corporation of Batley and the Urban District 
Councils of Heckmondwike, Liversedge, and Gomersal, and the Great 
Northern Railway Company. 


Stirling.—The Burgh Commissioners have resolved to 
serve notice on the Stirling and Bridge of Allan Tramways Com- 
pany, Limited, requiring them to sell to the Commissioners that 
portion of the tramway undertaking which was within the boundaries 
of the burgh at the date of the passing of the above powers. The 
Commissioners are endeavouring at present to come to an agreement 
with the British Electric Traction Compauy and the Bridge of Allan 
Tramways Company for the disposal to them of their rights, and 
until the agreement is brought to a satisfactory termination, they 
have considered it wise to keep the other door open and maintain 
their rights in the matter. 


TELEGRAPH AND TELEPHONE NOTES. 


Portsmouth Telephones.—At a meeting of the T.C. 
last week, the Finance Committee reported that they had decided 
that the period for the license for telephones be 25 years, and that 
the maximum charge be £10 and the minimum £4. On the recom- 
mendation of the committee it was decided to advertise for a 
managcr aud engineer. 


Telegraphie Interruptions and Repairs :— 
CABLES. INTERRUPTED, REPAIRED. 


AFRICAN—Bt. Louis (Senegal)-Bathurst .. .. Aug. 95, 1900 ee 
St. Louis (Benegal)-Teneriffe .. 8 .. Dec. 18, 1900 i 


BouTR AMERICAN—Pará-Maranham és March 1, 1900 
Pernambuco-Ceara $4 iv ёз Моу. 29, 1900 
Cayenne-Pinheiro .. Và s ss .. Nov. 95, 1900 
Barcelona - Guanta - Cumana - Portlamar- 

Carupano (Venezuela) E 5» .. Nov. 1, 1900 T $a 
Falmouth-Bilbao is ue E s . Nov. 19, 1900 .. Dec. 18, 1900 
Latakia-Cyprus Ез - is s ee June 20, 1899 .. 2» 

LANDLINES :— 


ArricaN—Majunga-Tananarive .. "P . Nov. 6,1900  .. S 
Sours AMERICAN—Communioations with all 
offices of Colombia beyond Buenaventura January 29,1900. . T 
Interior of Colombia landlines .. Nov. 19, 1900 «E 
Ecuador landlines ee ee ее ee March 8, 1801 ее 
Landlines west of Barquisineto апа Coro.. Nov. 1, 1900 a 
Barcelona (Venezuela)-Ciudad (Bolivar) .. Nov. 1, 1900 
Communication wit Carthagena and 
Baranquilla .. Dec. 8, 1900 


West IR DIAN—Landlines to Baracoa, Guantago 
and Sagua de Tananamo ae 35 .. Nov. 12, 1900 .. 
Landlines between Puerto Plate and San 


Domingo Oity .. Nov. 20, 1900 А 
Снтмквв — Tientein-Pekin June 19, 1900 ee ө 
ekin- n oe June 14, 1900 * 
Ki Mean . ше 18 E . 
entein, Shanghai ee ee ee une . 
Tientein-Niuchwang un 0 June 18, 1900 0 ee 


connecting Cochin China with 
Thuanan .. ae 8 е өз . . Oct. 28, 1900 
Communication between Saigon and North 
Annam and Tonkin .. T * .. Oot. 28, 1900 S 
Communication “via Hanekine” interrupted 
on Persian territory .. © РР . Feb, 24, 1900 
Odessa-Kertsch .. E «s ч! . Deo. 12, 1900 


Telegraphic Communication between Liverpool and 
the Continent.—Lord Londonderry was waited upon on 14th inst. 
by a deputation from the Liverpool Chamber of Commerce and 
other bodies regarding thc delay in telegraphic communication 
between Liverpool and the Continent, and the congestion of traffig 


.. Deo. 18, 1900 
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at St. Martin's-le-Grand. Mr. Charles McArthur, M.P., introduced 
the deputation. It was stated that cotton market reports were 
telegraphed twice a day to Havre aud Bremen viá New York, as by 
that route they reached the Continent two hours earlier than vid 
London. Lord Londonderry said (according to the Times) that 
many complaints had been received since the deputation waited 
upon the Postmaster-General two years ago. Several parts of the 
memorial referred to faults in foreign countries, and these would 
have to be placed before the various foreign Governments. The 
granting of increased communication between Liverpool and other 
towns would depend very much upon the amount of work which 
could be promised in return for the extra wires. As there was & 
financial aspect the Treasury would have to be consulted. 


-S 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Aberdeen.—December 22nd. The E. L. Committee wants 


tenders for storage batteries. See “Offcial Notices” November 
30th. 


Asylum.— December 29th. The Committee of Visitors 
of the Winwick County Asylum, near Warrington, invites tenders 
for electric lighting, wiring, fittings, &c. 


Battersea.—February 1st. Tenders are wanted for 
ordinary and prepayment electricity meters. Consulting engineers, 
Messrs. Kennedy & Jenkin. 


Copenhagen,—January 3rd, 1901. The Corporation 
invites tenders for three 530-Kw. dynamos, switchboards, &c. See 
“ Official Notices " November 23rd. 


Edinburgh.—December 31st. The Council wants ten- 
ders for the extension of the electric lighting installation at the 
City Chambers. See “ Official Notices " to-day. 


Exhibition Lighting.—Terms are required for lighting 
the March Trades, Inventions and Arts Exhibition of 1901. See 
advertisement pages to-day. 


Farnworth.—January 10th. The U.D.C. wants tenders 
for the supply of eight 66-passenger tramcar bodies, motors, under- 
trucks, controllers, &c. See “Official Notices " to-day. 


Harrogate.—December 25th. The Corporation wants 
tenders for two Lancashire boilers, with economiser and fittings. 
See “ Official Notices" November 30th. 


Hendon.—December 31st. The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-Kw. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works. бее “Official Notices” November 16th. 


Leeds,—December 31st. The E.L. Committee invites 
tenders for two 1,400-kw. two-phase steam alternators and two 
sets of surface condensing plant. British manufacture." Вее 
“ Official Notices " December 7th. 


Manchester.—December 22nd. The Tramways Com- 


mittee wants tenders for the supply of tramway bonds. See “Official 
Notices " December 14th. 


Paraguay.—January 15th. The municipality of Asomp- 


lion, Paraguay, is inviting tenders for the electric lighting of the 
town. Bond £600. 


Partick.—The B.T.H. Company are to supply the Com- 


missioners with a number of meters, fuses and demand indicators. 


Partick.— January 7th. The Commissioners want 
tenders for steam dynamos, battery charging motor booster and 
balancer. See “ Official Notices" December 14th. 


Rathmines.—January 10th. The District Council 
wants tenders for Lancashire boiler, 300-Kw. steam dynamo, con- 
densing apparatus and pipework, switchboard extension, mains, and 
public lighting (incandescent). See “Official Notices” November 
30th. 


Sheffield.—January 21st. The Tramways Committee 
wants tenders for a slow speed vertical engine for driving a 1,000- 
Kw. tramway generator. See “Official Notices " to-day. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plaus of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 


obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul, Stavanger. 


Swindon.— December 24th. The Corporation wants 
tenders for the supply of three high speed triple-expansion steam 
dynamos, balancer, and motor-generator for electricity works. See 
6 Official Notices November 30th. 


Thetford.—January Ist. 


wiring the new Town Hall. 


Worthing.—December 31st. Tenders are wanted for a 
main switchboard. See "Official Notices December 14th. 


Worthing.—December 31st. The E.L. Committee 
invites offers from those firms willing to equip and maintain elec- 
tric tramways. See Official Notices December 14th. 


The Council wants tenders for 


CLOSED. 


Portsmouth.—The T.C. on Tuesday considered a report 
from the Tramways Committee submitting tenders for (1) The over- 
head line construction, which is to cover the present line, and also 
the extensions proposed to be made; (2) The permanent way aud 
underground feeders, which will also cover the reconstruction of 
the present lines and the.construction of the extensions proposed 
to be made. With regard to the first the Committee recommended 
the acceptance of the tender of Messrs. Macartney, McElroy & Co, 
at £18,280, and in that section tenders which were substantially in 
accordance with the specification were also received from the 
British Insulated Wire Company, Messrs. William Griffiths & Co., 
Mesers. Dick, Kerr & Co., Messrs. George Hill & Co., and Messrs. 
Lowdon Bros. & Co. A tender was also received from Messrs. R. W. 
Blackwell & Co. (London), but as it did not conform to the speci- 
fication it was not dealt with. With regard to the second item, the 
Committee recommended the acceptance of the tender of Messrs 
Dick, Kerr & Co., at £202,409 6s. 4d. As to this work tenders 
which were substantially in accordance with the specifications were 
also received from Messrs. William Griffiths & Co., and the British 
Insulated Wire Company. А tender was also received from Messrs, 
A. Krauss & Son (Bristol) but as it stipulated for various altera- 
tions in the specification, and as the committee could not accept 
the stipulations, the tender was not dealt with. Four tenders in 
connection with this part of the work were received for different 
portions of it, but as the committee had invited tenders for the 


. whole of the work in one contract, these tenders were also not 


dealt with. In order that the Council might see the probable ex- 
penditure, excluding, of course, the amount to be paid to the tram- 
way companies, and the expenses of the arbitration, the committe 
submitted the following estimate of the probable capital expendi- 
ture during the year 1901:—Contract No. 1 (cars and equipments 

£48,562 11s. 6d.; No. 2 (power station plant), £29,656; No. 3 
(power station buildings), £10,015; land for power station, £900. 
No. 4 (construction of permanent way and underground feeders, 
£202,409 6s. 4d.; No. 5 (overhead construction), £15,250; car 
sheds, land and buildings, special track aud electrical work, sa) 

430,000; office expenses for reconstruction and extensions, Parlia- 
mentary plans, &c., which includes £3,783 expended under this 
head up to the present time, £7,000 ; total, £347,322 17s. 10d. Mr. 
H. Kimber moved the adoption of the report, and stated, in reply 
to inquiries, that there would be no difficulty about the contracts 
being completed within the specified 12 months. The resolution 
was carried. 


Barnes.—The District Council has accepted the tender 
of the Schattner Meter Co. for electricity meters at £315. The 
erection of the buildings for the electricity works is not proceeding 
as speedily as the consulting engineer desires. 


Bradford.—Messrs. T. Broadbent & Sons, Limited, are to 


supply a 30-ton electric travelling crane for the electricity works 


Burton-on-Trent.—The T.C. has accepted the tender of 
Messrs. Geipel & Lange, for the supply of a 400-Kw. alternator, 
engine, and condensing plant, at a cost of £3,335. The increased 
demand has justified this extension. The Council has resolved tc 
let out gas engines and electric motors. 


Lowestoft.—The T.C. has accepted the following ten- 
ders:—Two boilers, pipework, &., Messrs. Babcock & Wilcox, 
£2,069; 250-K w. dynamo coupled to Browett-Lindley engine, the 
Lancashire Dynamo and Motor Company, £2,200; storage tank 
Messrs. J. W. Brooke & Co., Limited, £217 12s. ; wiring Town Нап 
Messrs. Bush & Dryburgh, £180. 


FORTHCOMING EVEN vv. 


Thursday, January 3rd.—At 8 p.m. Civil and Mechanical Ei- 


gineers’ Society. “ Тһе Case for Electric Power Dis 
tribution,” by W. B. Esson, M. I. E. E. 

Wednesday, January 9th.—At 8 p.m. Institution 
Engineers (Glasgow Section). Meeting 
tution of Engineers and Shipbuilders, 207, Bath Street 

Thursday, January 10th.--At 8 p.m. Institution, 
Engineers. Meeting at Society of Arts. 
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NOTES. 


Institution of Electrical Engineers.—At the con- 
clusion of the meeting of the Glasgow Local Section, 
Wednesday, December 12th, Prof. MacLean presiding, the 
following resolution, moved by Mr. H. A. Mavor, was 
carried with acclamation :— 

That Col. R. F. Crompton and his gallant boys, who are being 
otticially welcomed back from the front in London by our 
parent Institution on Tuesday next, be accorded a hearty vote of 
congratulation by this section, and that we send them our sym- 
pathetic wishes on the conclusion of their patriotic and arduous 
campaign. | 

The two meetings of the Glasgow Local Section that 
have already been held have been so well attended that the 
Committee have found it necessary to engage the large hall 
of the Institution of Engineers and Shipbuilders for their 
future meetings. It is fortunately disengaged for all except 
the January date, so after that meeting, which will have to 
be held in the small hall, the large hall will be utilised. At 
the first meeting in November, when Mr. Chamen read his 
paper, the small hall was so uncomfortably crowded that the 
Committee engaged the large hall for the important discussion 
on Mr. Langdon’s paper. Asa large number turned up, it 
is fortunate that this was done. Mr. R. F. Yorke will 
read his paper on “The Utilisation of Water-Power for 
Electrical Purposes” at the January meeting. The local 
hon. sec. tells us that the total membership of the Section 
now numbers 118, and that there are some 12 or 20 new 
candidates up for election. One point of considerable 
gratification to the Committee is the number of members 
of the Institution resident in other parts of Scotland whose 
business frequently brings them to Glasgow, and who 
appear to make a special point of so arranging that they are 
there for the meetings. 


Damage by Fire.—Two serious fires in electrical 
works have been reported within the last fortnight— 
one the Brooklyn power house, the other Hooper's 
Cable Works. Moreover, at least three other disasters 
of the same nature have occurred in our cable manu- 
factories during the past 12 months. We cannot under- 
stand why’ those responsible for the control of works so 
liable to damage by fire do not adopt some of the various 
modern automatic safeguards, such as sprinklers, which can 
be relied upon to confine the damage to its place of origin. 
No insurance affords real compensation for the loss sus- 
tained by the interruption of business caused by these 
regrettable occurrences. 


| The Royal Institution.—The arrangements for the 


Friday evening meetings before Easter, 1901, are as follows: 

Friday, January 18th.— Prof. Dewar, M.A., LL.D., F.R.S., M. R. I., 
“ Gases at the Beginning and End of the Century." 

February 1st.—The Rt. Rev. Monsignor Gerald Molloy, D.D., D.Sc., 

| * Electric Waves.“ 

February 8th.—Prof..G. H. Bryan, Sc.D., F.R.S., “History and 
Progress of Aerial Locomotion." 

February 15th.—Prof. J. J. Thomson, M.A., Sc.D., F.R.S., “The 
Existence of Bodies smaller than Atoms.” 

February 22nd.—Sir W. Roberts-Austen, K.C.B., D.C.L., F.R.S., 
M. R. I.,, Metals as Fuel.“ 

March 22nd.— Horace T. Brown, LL. D., F. R. S., M. R. I.,, Some 
Recent Work on Diffusion.“ | 

March 29th.—The Rt. Hon. Lord Rayleigh, M.A.,-D.C.L., LL.D., 

S8. D., F.R.S., M. R. I. | 


Supply Station Accidents.—In connection with the 
discussion which recent events have given rise to in our 
columns, Mr. F. B.. Spencer, the electrical engineer to the 
Wimbledon Urban District Council, writes stating that 
some time ago, one of the men employed at the Wimbledon 
electricity: works received a bad shock through careless 
handling of switchgear, and. he was successful in bringing 
him round by the Sylvester method, as explained on the 
ELECTRICAL. Review instruction sheet, which is now to be 
found on the walls of so many English electricity works. 
Mr. Spencer adds that had he not been on the premises, the 
result might have proved fatal, and he is now issuing clear 
notices and diagrams at each of his sub-stations and at the 
main station, so as to avoid any further accidents, — 


- Gloucestershire Engineering Society on 11th inst. 


. musical instrument. 


Personal.—We are informed that Mr. Slater Lewis, of 
Eccles, has retired from the position of engineer and general 
manager to Messrs. P. R. Jackson & Co., of Manchester, and 
has accepted a seat on the board of the Brush Electrical 
Engineering Company, Limited. 

Mr. A. T. Smith, chief assistant engineer at Morecambe, 
has been appointed chief assistant electrical engincer at 
Bury. 

We understand that Mr. D. C. McArthur Butler, of St. 
James’s Hall, Piccadilly, W., has been appointed permanent 
secretary of the Municipal Electrical Association, and that 
all communications should in future be addressed to him. 

At a meeting of the York Electric Lighting Committee 
on Monday, it was resolved to recommend the City Council 
to raise the salary of Mr. Midgley, the electrical engineer, 
from #200 to £300 per annum. 

Mr. J. Douglas Allan has been appointed junior assistant 
for distribution at the Leith Corporation electricity worka. 


Lectures.—At the London Institution on 17th inst. 
Prof. Silvanus P. Thompson gave a lecture om the “ Ter- 
centenary of the Science of Electricity." This tercentenary 
he dated from 1600, because in that year appeared Gilbert's 
treatise De Magnete. i 

Mr. Hamilton Kilgour, borough electrical engineer of 
Cheltenham, delivered his presidential address to the 
He took 
electricity and electrical industry as the subject of his 
discourse. 

A paper on “ Electrically-Driven Hoisting Machinery 
was read before the Ipswich Engineering Society last week 
by Mr. R. Stanley Lewis. - | 


London Electric Trams,—The London County Council 
has decided to appoint an official competent to superinteud 
generally the reconstruction for electrical traction of the 
whole of its tramways. The appointment is to be made as 
soon as possible, in order that he may make himself fully 
acquainted with the work to be carried out under the super- 
vision of Dr. Kennedy. ‘he salary is to be about £1,000 
a year ; and he is to be in the chief engineer's department, 
and to have a position analogous to that occupied by the 
mechanical engineer. 


Trausformer Litigation.—The Electric Lighting Com- 
mittee reported to the Portsmonth T.C. last week in refer- 
ence to the action by Mr. Rucker, that that gentleman had 
agreed to abandon his appeal on receipt of £750 towards 
his costs, and that the Defence Committee had agreed to 
make this payment. 


At Mr. Buddell's Lecture.—If Prof. Ayrton, as 
reported in a contemporary, did liken the silent arc to the 
reed of a flageolet not blown, we would like to see that 
Hitherto we have been under the 
impression that the flageolet is reedless. 


Manchester Electricity Works.—The Manchester City 
Council on Wednesday resolved to appoint Prof. Alex. 
Kennedy as electrical expert in connection with the, electric 
lighting and tramway system. The fee to be paid is 
£15,000, payable by half-yearly instalments. Prof. Kennedy 
will find a resident engineer, and an assistant for the time 


being. 


Automobiles.—It would be a pity if the automobile 
industry were to be handicapped by the compulsory number- 
ing of vehicles or further limitation of speed. Recklessness 
on the part of some drivers and owners has roused certain 


. local authorities to agitate for some such regulations; the 


Automobile Club has therefore brought the seriousness of 
the matter before the local authorities of the kingdom, 
pointing out the possible evil effects of any such numbering, 
&c., at the same time issuing a warning to all motor 
drivers. ` an et ТЖЕ 
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Stresses in Steam Engines.—When a year ago we 
pointed out some of the errors in the design of steam engines 
sent over to this country from America, we drew special 
attention to the common error of leaving the crankshaft to 
transmit the fly-wheel effects and the stresses due to short 
circuits. At thesame time we pointed out the extravagant 
dimensions adopted for crankshafts in American engines of 
low speed type, and expressed a doubt whether the stresses 
due to electrical traction were so severe as those due to 
racing effects upon the shafts of screw propellers. Certain 
of our American critics waxed very wroth over us. Our 
criticisms were “amusing,” and a good deal of temper 
was poured out upon us without any accompanying logic. 
We were told that English engineers could not know any- 
thing of shaft stresses with nothing but a little paltry marine 
experience to go upon. Marine stresses due to racing were 
nothing, while we had taken no thought of the unbalanced 
magnetic stresses due to the armature being toolow. We were 
grieved to find how very carelessly American work was 
done to admit of such badly arranged magnetic stresses, as 
we could see no reason why they should be initially down- 
wards, if not evenly distributed, nor could we see why 
provision should not be made for their adjustment. We 
thought it a pity at the time that a little plain criticism 
should be so badly endured, because, after all, English 
engineers have certainly had a longer experience of large 
shafts under trying circumstances than have any other 
engineers. A few weeks ago we learned that the American 
steamship Sf. Paul had completely wrecked one of her 
engines, and the only reason put forward for the mishap 
has been that the stern of the ship was thrown up by a 
heavy sea, the engines raced, and when the propeller 
came into the water again the shaft was twisted off, and 
the engines brought to utter smash. The accident is simply 
an illustration of the stresses that do occur to marine engines 
stresses to which those of a traction plant with governors 
are a mere nothing. We do not suppose that the ss. St. Paul 
broke down through bad work, but because of a sudden 
stress, such as a year ago we stated to be not. less than 
comparable with the short-circuit stresses on traction 
plant. 


B.E.T. Athletic Club.—The athletic club attached to 
the B.E.T. Company recently held its second general 
meeting, Mr. J. Devonshire presiding. On Friday, the 
14th, the club gave a very successful smoking concert at 
Anderton’s Hotel. The concert was very well attended, 
and the organisers provided an excellent and varied pro- 


gramme. 


Long-Distance Electric Transmission.—The American 
Electrician records that the Snoqualmie Falls Power Com- 
pany, of Seattle, Wash., recently performed the notable feat 
of driving a motor 153 miles distant from the power house. 
All of the transmission lines of the company were connected 
up in series so as to obtain a maximum length of circuit. 
The test was made only for experimental purposes to demon- 
strate the practicability of power transmission over such long 
distances. 


Lectures.—The first of a course of four lectures on elec- 
tricity by Mr. T. C. Fulton, to be given under the auspices 
of the Glasgow and West of Scotland Engine Keepers' 
Association, was delivered at Glasgow on 12th inst., the sub- 
ject being ** Alternating Current Plant.” 


Smoke Prosecution.—The South London Electric 
Supply Corporation, Limited, were last week fined for smoke 
nuisance at Lambeth . Police Court £10 upon each of 10 
summonses, with 10 guineas costs on the first. The town 
clerk of Lambeth prosecuted. 


м 


Appointments Vacant.—A draughtsman is wanted for 
the Islington electricity works, and an assistant electrical 
engineer for the Hampstead station. 


Large Order for Germany.—It was stated in our last 
issue that the contract for the supply of certain steam 
engines and dynamos of 25,000 н.р. capacity for the Char- 
ing Cross and City Electric Lighting Company had been 
placed with a German firm. We now learn that Messrs. 
W. Lahmeyer & Co., of Frankfort-on-Main, secured this 
contract. 


ae er ee) 
NEW COMPANIES REGISTERED. 


Railway Equipment and Construction Company. 
Limited (68,029).—This company was registered on December 1st, 
with a capital of £1,000,000 in £10 shares, to construct, acquire, 
equip, maintain and control, in the United Kingdom or any colony 
or dependency thereof, any railways, tramways. and other public 
works and conveniences, worked by steam, electricity, cable or other 
power, and to carry on the business of civil, electric and mechanical 
engineers, contractors, &c. The first subscribers are: — De L. Н. 
Louderback, Hotel Cecil, W.C., railway manager, with 99,994 
shares; H. H. Dalrymple-Hay, 20, Victoria Street, S.W., civil engi- 
neer, with one share; W. T. Potts, 8, Love Lane, Wood 
E.C., traffic manager, with one share ; J. Barlow, 14, Dorville Road, 
Ravenscourt Park, W., clerk, with one share; J. M. Caig, Aperfield 
Court, Biggin Hill, Sevenoaks, gentleman, with one share; 8. Peck, 
Calbourne, Wallington, Surrey, clerk, with one share; and R. H. 
Howe, 16, Abbot’s Park Road, Leyton, clerk, with one share. The 
number of directors is not to be less than three nor more than six; 
the subscribers are to appoint the first; remuneration as fixed by 
e горап. Registered office, 9, Clements Lane, Lombard 

treet, E.C. . 


J. Player & Sons, Limited (68,081).—This company 
was registered on December 5th, with a capital of £1,500 in £1 
shares, to acquire the business carried on at Coventry as “ J. Player 
and Son,” and to carry on the business of watch, clock, scientific 
instruments, electrical and cycle fittings, cyclometer and cycle 
accessory manufacturers and merchants, &. The first subscribers 
(each with one share) are:—Mrs. E. N. Player, Allesley, near 
Coventry; J. W. Player, Coventry, watch manufacturer; Mi G. 
Player, Allesley, near Coventry; F. L. Heane, Wolston, near 
Coventry, farmer; L. Pacot, Hockley Hill, Birmingham, watch- 


maker; R. B. North, 14, Soho Square, W., watchmaker; and H. P. 


Jansen, 14, Soho Square, W., watchmaker. The number of directors 
is not to be less than two nor more than five; the first are Mrs. E. N. 
Player, J. W. Player, and P. B. North. 


Northern Counties Traction Company, Limited 
(68,211).— This company was registered on December 12th, with a 
capital of £5,000 in £5 shares, to carry on the business of electricians, 
electrical and mechanical engineers, suppliers of electricity for all 
purposes, &. The first subscribers (each with one share) are :— 
G. E. Heyl-Dia, 236, Great Clowes Street, Higher Broughton, Man- 
chester, mechanical engineer; J. J. Wilson, The Vi - 
town, Lancashire, accountant; W. J. Glover, 2, Clifton Т St. 
Helens, cable manufacturer; H. 8. Oppenheim, Highfield, St. Helens, 
solicitor; W. Oppenheim, Grange Mount, St. Helens, solicitor; 


J. Hammill, Millbrook, Eccleston, Prescot, chartered accountant ; 


and H. Tasker, 46, Willis Street, Warrington, accountant. The 
number of directors is not to be less than two nor more than 
five; the first are to be appointed by Henry S. Oppeuheim. 


Electrical Navigation Protection Company, Limited 
(68,304).— This company was registered on December 15th, with a 
capital of £100,000 in £1 shares (95,000 “ A” and 5,000 "B", to 
enter into an agreement with L. Daft and A. Williams, and to carry 
on the business of electrical engineers, cable, wire, and line manu- 
facturers, generators and distributors of electricity, electric light 


solicitor; C. F. Crowder, 2, Norfolk Row, Edgbaston, ieee: 
A. T. Smallwood, Hampton-in-Arden, solicitor; W. J. Gilliver, 40, 
Blenheim Road, Moseley, accountant; J. W. Smith, Hill Crest, 
Woodlands Road, Moseley, accountant; E. Wyer, 270, St. Vincent 
Street, Birmingham, clerk; and T. Cooke, 7, The Grove, St. Silas 
Square, Lozells, Birmingham, clerk. The number of directors is 
not to be less than three nor more than ten; the first are to be 
appointed by the subscribers; qualification, £500 ; remuneration, 
£2,000 per annum snd a sharc in the profits divisible. 


veniences, and to carry on the business of engineers, manufacturers 
of railway and other carriages and vehicles, shipbuilders, carrier. 
electrical, mechanical, hydraulic, and general engineers, electricians, 

| first subscribers ‘each with one 
share) are:—C. J. Hall, Hawkesmoor, Windermere, gentleman: 
C. H. Lees, D.Sc., Osborne, Belgrave Road, Ol University 
lecturer; E. Hewitt, 33, Brazennose Street, Manchester, architect; 
W. d. Rhodes, M.Sc, M. I.E. E., Stanstield Terrace, High Bank 


* 
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Gorton; W. H. Robson, 53, Arbour Street, Southport, electrical 
engineer; T. Gould, 47, Manchester Road, Denton, hosiery manu- 
facturer; and J. Morris, 33, Brazennose Street, Manchester, 
chartered accountant. The number of directors is not to be less 
than three nor more than seven ; the first are to be appointed by 
the subscribers ; qualification, £250; remuneration as fixed by the 
company. Registered office, 33, Brazennose Street, Manchester. 


Cardwell, Boorman, Ford-Lloyd, Limited (68,268).— 
This company was registered on December 13th, with & capital of 
£5,000 in £1 shares, to take overthe business of electrical engineers, 
manufacturers of electrical apparatus and appliances, &c., carried on 
by Cardwell & Boorman, at 27, Ely Place, Holborn, E.C., and by 
A. Ford-Lloyd & Co., at Boswell Court Works, Devonshire Street, 
W.C. Ibe first subscribers (each with one share) are:—J. A. Card- 
well, Melrose, Avondale Road, South Croydon, electrical engineer ; 
E. H. Cardwell, 28, Soho Square, W., surveyor; A. Ford-Lloyd, 
Barnet Court Works, Devonshire Street, W.C., electrical engineer ; 
A. R. O. Lowndes, 15, George Street, Mansion House, E.C., 
solicitor; C. Boorman, 27, Ely Place, Holborn, E.C., electrical 
engineer; E. A. Lowndes, 15, George Street, Mansion House, E. C., 
articled clerk ; and J. H. Cardwell, St. Anne’s Rectory, 28, Soho 
Square, W., Clerk in Holy Orders. The number of directors is not 
to be less than three nor more than seven. The first are J. A. Card- 
well, G. Boorman and A. Ford-Lloyd (managing directors) ; 
remuneration of managing directors, £150 each per annum and a 
share in the profits; others as fixed by the company. 


Fleet and District Electricity Company, Limited 
(68,293).—This company was registered on December 14th, with a 
capital of £5,000 in £1 shares, to acquire the right to supply elec- 
tricity in Fleet, Hampshire, and the surrounding district, to adopt 
agreements (a) -with H. Blacknell; (b) with F. J. Warden- 
Stevens; and (c) with W. Fennell, and to’ carry on the business of 
electricians, mechanical and electrical engineers, suppliers of elec- 
tricity for light, heat, motive power, and other purposes, &c. The 
first subscribers (each with one share) are:—W. W. Norman, Essen- 
dene, Chobham Road, Woking, secretary; F. J. Warden-Stevens, 
The Mount, Leatherhead, engineer; F. P. West, 5-6, Great Win- 

: chester Street, E.C., chartered accountant ; W. Fennell, 8, Ferndale 
Road, Leytonstone, electrical engineer; C. J. Inder, 5, Albion 
Square, Dalston, N., electrical engineer ; S. Hutchison, 47, Chancery 
Lane, W.C., solicitor; and T. J. Woods, 15, Wylen Street, Forest 
Hil, S.E., clerk. The first directors are Sir T. L. Brunton, H. 
Fraser, and F. J. Warden-Stevens. Registered office, 5-6, Great 
Winchester Street, E.C. 


Easton & Co., Limited (68,181).—This company was 
registered on December 10th, with a capital of £100,025 in 30,000 
preference shares of £1 each, 70,000 ordinary shares of £1 each, 
and 500 subscribers’ shares of 1s, each, to acquire and exercise the 
sole license for Great Britain, the British Colonies, and the 
Transvaal to manufacture and sell stationary engines of over 
10 H.P. and apparatus in connection therewith under the Schmidt 
Superheated Steam Patents (subject to a non-exclusive license 
already in favour of Sulzer Bros., of Zurich, and the Aschersle- 
bener Maschinenbau Aktiengesellschaft), and to take over all or 
part of the business of electrical, mechanical, civil and general 
engineers and contractors, recently carried on by Easton, Anderson 
and Goolden, Limited (in liquidation), and by W. B. Peat, 
the receiver and manager thereof, at Erith, Kent, and at Broad 
Sanctuary Chambers, Westminster. The first subscribers (each 
with one ordinary share) are:—O. G. Petersen, 82, Wood Vale, 
Forest Hill, S.E., solicitor; F. J. Stephenson, 21, Kensington 
Gardens Square, W., clerk; G. C. Gooding, 7, Porteus Road, St. 
t Terrace, W.; A. S. Wilson, The Hollies, Rustall, Tunbridge 
Wells, Kent, clerk ; C. H. Perry, 5, Springfield Gardens, Upper 
Clapton, N.E.,clerk; E. Turkington, 11, Dovecote Avenue, Wood 
Green, N., clerk; E. T. Ironside, 75, Loftus Road, Shepherd's 
Bush, W., clerk. The committee of management is to consist of not 
less than three nor more than seven members. The first are 
E. L. Pease, G. B. Samuelson, H. K. Baynes, T. P. Wilson and three 
others—two to benominated by the debenture holders, and one by 
Н. A. Johnstone. G. B. Samuelson is the nominee of the Schmidt 
Stationary Engine Company, Limited. Registered office, Broad 
Sanctuary Chambers, S.W. 


—— — 
CITY NOTES. 


Nernst Electric Light Company, Limited. 


THE first ordinary general meeting of the shareholders of this com- 
pany was held on Wednesday at the Westminster Palace Hotel, Sir 
enry C. Mance presiding. " 

Mr. G. Opitz, the secretary, having read the advertisement con- 
vening the meeting, 

Mr. BENN Zosman, one of the directors, requested that a notice 
he had sent to the shareholders containing three special resolutions 
he intended to move at the meeting should also be read. These 
resolutions required the directors to invite Mr. B. M. Drake, the 
managing director to resign his position, and in the event of his not 
consenting, to call a special meeting to remove him from office. A 
further resolution called upon the directors to allow Mr. Zusman to 
have unrestricted access at all reasonable times to the books, papers, 
and documents of the company. 

The Снлівман, in moving the adoption of the report, said he 


was sure the shareholders would be pleased to see Prof. Nernst 
once more amongst them, and he might take the opportunity of 
expressing their congratulation of his having been awarded the 
Grand Prix at the Paris Exhibition on account of his beautiful inven- 
tion. Dealing first with the balance-sheet, some of the items on the 
credit side might appear large, but it was in consequence of the 
accounts covering a period of 19 months. The payment of £1,523 on 
account of legal charges and stamp duties was almost entirely for 
the latter, which amounted to £1,350, which payment was made 
under the advice of counsel. The item of £5,000,0n account of 
English royalties would, he trusted, ultimately prove a very satia- 
factory investment. The directors were not without hope that their 
right to those royalties might enable them to come to some satis- 
factory and mutually advantageous arrangement when the English 
company was brought before the public. The expenditure on the 
laboratory and workshops had, he thought, considering the import- 
ance of the work which had been carried out, been moderate. 
£20,311 had been invested—half in Bank of England stock and the 
other half in Consols. Passing to the general business, he would 
remind those shareholders who were not present at the statutory meet- 
ing that on that occasion Mr. Swinburne, their consulting engineer, 
advised them not to be precipitate in putting the lamp on the market 
and he predicted that the autumn of this year would be about the 
time when they would be prepared to issue the lamps to the public. 
The invention was handed to them in what he might call a labo- 
ratory stage. It was practically untried; they had to deal with a 
new industry, and with the exception of the technical staff pro- 
vided for them by the promoters, they were absolutely ignorant of 
the difficulties which might occur in developing the invention into 
а commercial success. Before they could shape out their future 
policy they had to produce a commercial article. A commercial 
article was one that must be manufactured with economy, and if 
any of them would take the trouble to visit their laboratory and works, ` 
and see all the delicate apportionment which was nece between 
the parts of the Nernst lamp, they would appreciate the difficulty 
they had had in training the necessary staff before they could manu- 
facture in large numbers. He did not make these remarks by way of 
apology. If he wanted any excuse as regarded the delay in placing 
the lamps on the market, he would draw their attention to the fact 
that, notwithstanding that they were at a great disadvantage as 
compared with the owners of patent rights in other parts of 
the world, they were quite as much advanced. He believed 
he was correct in stating that Mr. Westinghouse, the 
General Electric Company, of Berlin, and Messrs. Ganz & Co., 
of Buda-Pesth, had the controlof the patents 12 months before they 
had, and he very much doubted if at the present moment they were 
any further advanced. Indeed, he had just received a telegram 
from Messrs. Ganz, saying they would not be prepared to issue 
lamps before April or May next. While they had been working 
towards the development of lamps which could be manufactured 
with certainty and economy, they had steadily pursued their 
inquiries in all parts of the world within their sphere of action 
with & view to ascertain the extent of electric lighting and the con- 
ditions which it would be necessary to observe iu sending lamps to 
that particular locality. It might interest them to know that the 
extent of lighting in the various countries appeared from the 
reports to be that there were 38,000 arc lamps and 5,000,000 incan- 
descent lamps in use iu their various territories. They had 
obtained 47 patents in various parts of the world, and their applica- 
tions for 14 other patents were still pending. 'They now had as 
their property a lamp which, he hoped, would prove a second 
Aladdin's lamp, but he could assure them that, unlike the lamp of 
Aladdin, it had required something more than rubbing before 
arriving at its present stage. He could not leave that point with- 
out endeavouring to do justice to the attention and care which had 
been bestowed by Mr. Drake in supervising the elaboration of the 
various details, and he deeply regretted that one of his colleagues 
should have considered it necessary, when their labours had reached 
that point at which they might look forward to obtaining some 
ractical results, to make an attack upon the managing director. 
e considered the attack unnecessary, inopportune, and unjust. Had 
they done nothing beyond acquiring the English royalties, the 
total expenditure which hád been incurred would have been 
perfectly justified. By not establishing factories before they were 
actually required, and not sending out agents prematurely to 
advertise an invention which spoke for itself, they had saved the 
company a considerable sum. They now possessed a very valuable 
property, and it rested with that meeting whether they intended to 
do it serious harm. 
Mr. BERNARD DRAKE, in seconding the resolution, gave a short 


.résumé of what had been done by the company since its inception 


to perfect the lamp. They had, he said, now taken the plunge as 
far as the body of the lamps was concerned, and the replacement 


. pieces which carried the glower, heater, and series resistance, could 


be modified from time to time as experience dictated. They had 
some hundreds of lamps of different sizes and candle-powers, which 
could be sent out in the course of the next few weeks. Within 
two months they were arranging for a supply of the different parts 
to be coming in, and within three months, unless something unfore- 
seen happened, he expected their 0 to be several hundred 
lamps per day. He thought, therefore, the company might be con- 
gratulated on being within sight of the money-earning stage. 

Mr. BENN ZusMaN then addressed the meeting at considerable 
length in a speech in which he criticised adversely the action of 
Mr. Drake in several particulars in the management of the com- 
pany. He said that, in his opinion, the past conduct of the under- 
taking by Mr. Drake had been opposed to its true interest, and that 
its future was foredoomed to failure if he was permitted to maintain 
any longer the position of managing director, or if he was allowed 
to remain a director at all. If the present policy of inanition 
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continued, it could only end in liquidation. He concluded by 
moving as an amendment to the Chairman's resolution that the 
report be received, but not adopted. 

Mr. A. Conn seconded the amendment. 

Mr. В. C. Power said he thought the shareholders were indebted 
to Mr. Zussman for his action at the board, and he hoped the 
meeting would refuse to adopt the report without further investi- 
gation. 

Mr. MrrcHELL and other shareholders having addressed the 
meeting, 

The CHAIRMAN and Mr Drake replied on the discussion, Mr. 
Drake giving a most emphatic denial to any suggestion of neglect 
of the company’s business, remarking that he had done nothing in 
connection with the company that he would not have done had the 
company been entirely his own. 


After further discussion the meeting was adjourned for à month on 


the understanding that copies of Mr. Zussman’s charges and Mr. 
Drake's replies should in the meantime be circulated among the 
shareholders. 


Marconi's Wireless Telegraph Company. 


THE fourth ordinary general meeting of this company was held on 
Tuesday at the offices, 18, Finch Lane, E.C., Major Flood Page 
(managing director) presiding.. 

In moving the adoption of the report, the CHAIRMAN said that the 
accounts were for 13 months, as the financial year bad been changed 
from August 31st to September 30th. There had been practically 
no change in the capital. The stock, which last year was £4,515, had 
increased to £9,111, and plant and machinery had increased from 
£300 to £1,692. Patents stood at £78,164, £1,153 higher than last 
year. He was pleased to iuform them that, after much prolonged 
negotiation, they had this month obtained the German patents, and 
everyone knew how important that was. 'Their German patent 
agent also said that then several other applications stood a very 
good chance of being granted. The chairman said that he had been 
called to give evidence before the British Patents Committee sitting 
at the Board of Trade, and he thought he was not divulging secrets 
when he swid that the Committee had no intention of introducing 
into England either the United States or German patent systems. 
The shares of the International Company, of which this company 
held 100,000 fully paid, were at à promising figure in the market, 
although there were very few transactions in them (5s. paid were sell- 
ing at 78. 6d. and 88.) He thought in the future they would have to 
be congratulated upon the value of their 100,000 shares. The balance- 
sheet showed the expenditure up to August 31st £10,960 They had 
then a stock of £4,236. Purchases and wages had amounted to £10,854. 
As the business extended the purchases and wages must extend 
also. They were glad it was so, as it was proof that they were 
beginning to live. Salaries and directors’ remuneration figured at 
£5,926. This item and also travelling expenses, &c., might appear 
high for so small a bnsiness, but they had about 24 more or less 
technical electrical men as assistants. During the present year 
some had been and still were at Hawaii, Germany, Newfoundland, 
Malta, Spain, and other countries, while a large number of them 
were employed in work in the Navy. As the work still further 
increased probably they would not have to largely increase that 
class of men but others less expensive. Sales and royalties (£6,092) 
was а very small amount, but it was the first time it had appeared 
in the balance-sheet. The total expenditure was, in his opinion, 
most moderate, and had been absolutely necessary. The Belgian 
Government had been a good friend to them, and this would be of 


material assistance to them in influencing other powers. There were 


great difficulties in negotiating with foreign Governments. The 
action of the cable companies in closing the cables during the war 
created a very great objection to the British monopoly of tele- 
graphic work. Negotiations were, however, being conducted by 
their Continental friends in the respective countries. The chief 
event of the year was the completion of the whole of the 32 sets 
for H.M. Navy. They had had no failure or breakdown of any 
kind. Asthe commercial shipping companies followed the Navy 
in electric lighting of vessels, во no doubt they would follow in this 
matter of wireless telegraphy equipments. The works at Chelms- 
ford had been improved, and could now turn out all the apparatus 
tbat could possibly be required during the coming 12 months. Mr. 
Marconi had made great advances recently. He asked them not to 
request him to say much about that matter that day. They must do 
without exaggeration. Mr. Marconi had never proclaimed in public 
that he could do a thing until he was assured that he was able to do 
it. What they had now accomplished could not be seen by the 
Admiralty or anyone else until it was complete; it gave promise of 
great advance. By the end of January they might be able to show 
the Admiralty what the new patents involved, the improvements 
they compassed, and they had a provisional contract with the 
Admiralty as to their use in the event of their thinking fit to adopt 
them. 

Mr. боорворү seconded the resolution, which was carried unani- 
mously. 

The retiring directors and auditors were re-elected, and the 
meeting then became extraordinary, to pass resolutions altering the 
articles so that the qualification of directors was reduced, the 
number of directors and their fees increased, and other matters 
altered to meet certain specific cases. It was mentioned that three 
new directors are to be asked to join the board to strengthen it, so that 
future negotiations with Governments and others might be certain 
of success. These were Mr. Henniker Heaton, Sir Chas. Euan 
Smith, and Mr. Albert Ochs. 

The meeting closed with the usual vote of thanks, 


Aron Electricity Meter, Limited. 


Sır James PENDEB, Bart. (chairman), presided on Thursday last 
week at Winchester House over the third ordinary general meeting 
of the above company. y 

In moving the adoption of the report, the CHAIRMAN said were it 
not for the traditional chairman's speech at such a meeting, he would 
have little to say, but would simply ask them to pass the report and 
call for any further information if they so desired. They had had а 
most successful year, in spite of the many difficulties that a business 
with branches in the different capitals of Europe had to contend 
with, and in spite of the difficulties that arose in the wholesale 
manufacture of accurate measuring instruments. Thanks to the 
efforts of Dr. Aron and his technical staff, they had overcome these 
latter difficulties, and thanks to their commercial department, they 
had been able to show a good increase of business. The sales of the 
instruments had gone up for this year by 40 por cent. as compared 
with last year, and the profits, which, in their prospectus, showed a 
course of uninterrupted progress from £11,000 in 1892 to £18,000 in 
1897, had now reached in the last two years £23,000 and £30,000 
respectively. The increase in trade had been noticeable in every 
one of the branches, but more particularly in England, though the 
profit in the United Kingdom this year did not show as favourably 
in proportion to the turnover as in the other countries. ‘The reason 
for thi3 was that they had arranged, both in Thames Street and in 
Union Street, Southwark, larger workshops, which would enable 
them in future to manufacture entirely in England with the 
exception of the counting gears, which were manufactured 
for all the branches in the central factory in Schweidnitz. Thus the 
promise of making the meter in this country had been fulfilled very 
quickly, and now that the expenses of erection and organisation had 
been principally defrayed, they could look hopefullv to a very 
much larger percentage of profit from the London business in the 
future. This was irrespective of the increase in sales, that they had 
every right to expect. The orders for meters during the last two 
months since the end of the financial year, namely, October and 
November, excecded in England by 40 per cent. the sales of the 
corresponding months of last year, and in the other branches an 
increase had also been made. Every one of the branches during the 
last year had worked at a profit, the most satisfactory result being 
that the factory in Schweidnitz, which was in an embryo state last 
year, showing even a small loss at that time, had shown this year а 
very handsome profit after paying all expenses, and the directors 
had made arrangements for considerably increasing this factory. 
which should be the most remunerative department when the prices 
of raw material had again assumed а more normal aspect. The sale 
of the American patents was now so far effected that all but £4,000 
in cash had been paid, and the stock to the face value of £33,000 
had been handed to them and deposited with the bankers. Pr 
utilising the sum of £9,400 for writing off part of the original pur- 
chase money and putting the whole of the American stock, which a 
few years hence would be very valuable, towards reserve, the 
directors thought ample provision has been made for satisfying the 
best interests of the shareholders and the company. Dr. Aron, 
during the past year, had succeeded in introducing further important 
improvements to suit the requirements of the station enginecrs 
which consisted in the change over from wood to metal cases, in 
simplifying the design and manufacture of the meters, in the intro- 
duction of meters for special purposes, such as day and night load 
meters, hour meters, automatic prepayment meters, and they looked 
forward to a considerable increase of business from those develop- 
ments. Another distinct improvement had been the design of a 
small meter which they called the Cottage type, now in the 
hands of the Board of Trade for official approval. This was a meter 
that could be made and sold at a considerably lower price, and wil! 
be used in small houses and shops in the poorer districts in town 
and country where the electric light was now making its advent, 
where only two or three lights were probably burning at a time, and 
where a small and accurate, but particularly a cheap meter was a 
necessity. It was unwise to predict unless they knew, but ther 
believe that this meter, as constructed at present, would meet com- 
pletely the most stringent regulations of Government and municipa! 
authorities, and be a large additional source of revenue in the 
future. | 

Mr. R. W. WALLACE, Q C., seconded the motion. 

In answer to questions raised, it was stated that there was no 
truth in the rumours as to probable litigation regarding patents. 
When stock was taken, from 15 to 20 per cent. was written off for 
depreciation. 

The report was adopted, as was also a resolution for the payment 
of a dividend of 12 per cent. on the ordinary shares. | 


India-Rubber, Gutta-Percha, and Telegraph Works. 
Limited. 


‘Tus Hon. Henry MARSHAM (chairman) presided at the Cannon 


Street Hotel on Thursday last week over the 37th ordinary general 
meeting of the shareholders of the above company, and in moring 
the adoption of the report, said they would not have come forward 
that day with such a favourable balance-sheet had it not been that 
they took the unpopular step of raising the prices of their goods to 
meet the advance in the price of raw materia! Their customers 
tacitly acknowledged the necessity of so doing by continuing their 
support. They intended returning to more moderate prices at th 
earliest opportunity, and from the appearance of the markets it wss 
possible they might be able to e reductions before they again 
met. India-rubber showed signs of falling off. but gutta-percha main- 
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tained its high standard, and in view of the large consumption in 
the next year or two, they did not anticipate a lower price in that 
product. They had three cable steamers, and all were at present 
employed, one having been chartered by the Spanish Government 
since the end of the financial year. At the works at Silvertown they 
had completed a large central station for the generation of electricity. 
All the machinery had been designed and built by their own employés. 
The construction and erection of the plant under these circum- 
stances occupied a longertime and cost morethanthey otherwise would 
because they did not want to interfere with the carrying out of 
work for their customers. By the erection of the station a great 
‘saving in coal would be effected. With a view to increasing their 
business they had sent a representative to South Africa, and 
although, as was only to be expected, not much had yet been done, 
yet when matters settled down they expected to do a large business 
there. They had received no official reply to their tender for the 
Pacific cable, but from the figures which had been published in the 
Press of the price, viz., £1,795,000, they could only judge that the 
board had been too timid in approaching the subject, but they felt 
that with a work of such magnitude they could not be too careful, 
and although they had missed the contract he trusted the share- 
holders would approve of their policy. With regard to future 
prospects, they had now in hand a large order for a foreign Govern- 
ment. They recommended the payment of a dividend of 15s. a share, 
making with the interim dividend 10 per cent. for the year. 

Mr. A. Scotr seconded the motion, which was carried. 

Mr. Lamont questioned the chairman as to the auditors’ certifi- 
cate, which he said appeared to imply some doubt as to the correct- 
ness of their investments and the debts owing to them. 

The CHAIRMAN said he saw no reason why the auditors should 
question the correctness of the items. ‘The debts included money 
owing on uncompleted work, which had since been paid. The 
board took the full responsibility as to the investments, which were 
worth what was stated to be their value. 

At the extraordinary meeting which followed, special resolutions 
were adopted, giving the board power from time to time to appoint 
extraordinary directors, or an extraordinary director, additional to 
the directors, and not to be considered to be directors of the com- 
pany within the meaning of the articles of association, and the 
board might from time to time revoke any such appointment. The 
number of extraordinary directors should not exceed four, and no 
person other than a former director, or an officer of the company, 
should be appointed an extraordinary director. Every extraordinary 
director (not having been formerly a director) who should cease to 
be in the employment of the company, should thereupon cease to 
be an extraordinary director. Every extraordinary director should 
hold at least 100 shares of the company in his own name as the sole 
holder thereof. No person should be appointed an extraordinary 
director for a longer period than three years at any one time, but 
the appointment might from time to time be renewed. The remu- 
neration of an extraordinary director, for acting as such, shall from 
time to time be determined by the board, and should not exceed 
£200 per annum for any extraordinary director. 


Electrie Resistance and Heating Company. 


THe first ordinary general meeting of this company was held at 
Winchester House, E.C., on Tuesday, December 18th, Mr. C. 
Wanklyn, presiding. The report submitted reads as follows :— 


The directors herewith submit their first annual report, together with the 
company's balance-sheet and profit and loss account from January lst, 1899, to 
September 30th, 1900. The primary or material patent of the company bas now 

n granted in all the countries enumerated in the prospectus, with the 
exception of Germany, Denmark, Norway and Russia. In Russia an application 
is still pending. In the other countries mentioned, reliance is placed on 
secondary apparatus patents, which have been granted. Material and apparatus 
patents have also been taken out in Cuba, a country not mentioned in the 
р tus. The board has devoted unremitting care and attention to the 

evelopment of the сошрапу 3 manufactures, but, as is generally the case with 
ahew process, p ess has been slower than was Anticipated, and the adapta- 
tion of the material to the various requirements has presented many difficulties, 
In the opinion of the directors, however, most of these difficulties have now been 
overcome. The work of the company is now so far advanced that types of com- 
pleted manufactures have been under trial for some weeks at the company's 
works, and since the end of last month at Messrs. Veritys, Limited. Some of 
these are now on view at Messrs. Veritys’ showrooms, 81, King Street, Covent 
Garden, W.C. The directors are satisfied with the result of these tials, and it 
is believed that the manufactures of the company will show good results in 
practice. The demand for the class of goods to be supplied by the company 
should certainly be very large. The directors have had under consideration 
proposals recently made by Messrs. Ganz & Co., of Buda-Pesth, for supplying the 
company, at fixed prices, with its resistance and heating material in a manu- 
factur state, and in such types as may bo required by the company. 
No definite arrangement has yet been come to in reference to this 
matter, but, under existing circumstances, tha acceptance of these 
{го 8, wholly or in rt, wight be of advantage to the company. 
er circumstances of which the shareholders are already aware, the company 
failed to receive payment in full in respect of 8,550 shares relied on as part of 
the working capital, and owing to the great importance of completing types of 
resistances of various kinds and other manufactures for the market before the 
end of the present year, the funds at the company’s disposal are approaching 
exhaustion. It has, therefore, become necessary that the 8.550 forfeited shares 
referred to in the board's circular of June 18th last on which бв. has been paid, 
should be subscribed for at 15s. eacb. These shares will be offered to all share- 
holders for subscription before the 12th proximo, without any restriction as to 
the number which may be applied for in each case, and in the event of more 
than the 8,650 shares being so applied for, allotments will be made pro rata, 
except that, in the event of the negotiations referred to in the note to the 
ce-sheet by the auditors being wholly or partially carried through, the 
allotment of the 8,550 shares will be restricted to the numberof these shares 
available, Mr. C. Wanklyn and Lieut.-Col. W. T. Ellis are the directors retiring 
from the board by rotation, and being eligible, they offer themselves for re- 
election. Messrs. John Annan, Dexter & Co., the auditors, also retire, and 
offer themselves for re-election. 


The CHaIRMAN said that though there were certain elements of 
disappointment, he hoped to show them; that there zwas still some 
hope that their process had a futureibefore it. They had been 


unable to obtain the material patent in Germany, but had obtained 
a large number of apparatus patents—in fact, all applied for but 
one, and in those apparatus patents the patent agents said that the 
material patent was alluded to in such a way as to protect them 
under that head also. As to the development of the company’s 
manufactures, it was impossible for him to adequately put before 
them the enormous trouble, constant anxiety and work that had been 
entailed in the progress of the endeavour to prove the value of the 
process. One by опе in the course of the manufacture difliculties 
had arisen, and as each had arisen it had been met, but they had 
always naturally to go back again to the begiuning. That was the 
main difficulty in the whole business. They had no experience to 
guide them as to what they ought to have foreseen, but at every turn 
they had had to meet something new for which a remedy had to be 
found. While they could not be absolutely exonerated in respect of 
any difficulties that had arisen, it was absolutely out of human 
understanding and experience that they should be able to foresee 
those difficulties and meet them before they arose. At the works 
at Lambeth they had produced a number of types of different forms 
of resistance such as were now on view. The larger riug resistances had 
giventhemagreat deal of trouble, forthe factthatithad been extremely 
difficult to press them with such compactness that they could stand 
the handling of commercial use. Half-sized rings had been work- 
ing well at the company's works for many months. Certain 
rings had been working lately at Veritys with equal satisfaction, 
but he was bound to add that recently certain of them were 
put to special tests—maximum tests at Veritys, to prove whether 
they were of the capacity hoped for, but there, again, certain defects 
became obvious to everybody. Overheating resulted in the dis- 
integration of the ring itself, aud small marks showed, which, 
under maximum pulling tests, would have meant inefficiency of the 
ring. They would be able to overcome the difficulties in time. 
Testing was still going on, and in a few weeks they hoped to be 
able to announce the end of their troubles. "They were again 
applying for the subscription of the forfeited shares, and iu the 
event of a material development taking place, they would com- 
municate with the shareholders immediately. In regard to the 
failure in the subscription of the large amount of working capital, 
they made an issue of 8,550 shares, and the subscriptions only came 
to 2,400, and of those 1,800 were applied for by the board, but there 
was no good to be done by allotting that small amount, and they 
returned the subscriptions and went on with what was in hand. 
The failure to find 15s. on 8,500 shares was a knock-down blow for 
the board. The accounts showed how serious and critical the incident 
was. The prospectus stated that they were to go to work on £17,500 
working capital. Taking patent charges and fees, agreements, legal 
expenses, and plaut and furniture, they might say that of the 
working capital £5,500 was already spent before they began to 
exploit the process. Another third had been spent, aud £6,550 
had never come into the coffers. This £6,500 was the most 
important of all. They were strauded at a position where the pro- 
cess might be made a great success, and the working capital was 
not available. After the meeting they would send out forms to 
shareholders for those 8,500 shares. If that money was not received 
there was only one course open to them, and that was liquidation 
for reconstruction. They had already got in outline proposals for 
reconstruction which would include the guarantee of a certain 
amount of new working capital, and would start where they now 
left off. The vendors took part of their consideration in 62,000 
shares, and it might be hard to put the pistol of reconstruction at 
their heads, but any regret that they might feel at the cancellation 
of any portion of the vendors’ shares might be qualified by the fact 
that when the shares were issued iu general, the support received 
from them amounted to nothiug. In giving them this second 
chance in common with other shareholders they would have done 
enough, and liquidation with reconstruction iu view was the only 
policy. There was no question about the enormous demand and 
sale of any types of the material in the mauufacturing statc. 

Captain Bax seconded the adoption of the report. 

A SHAREHOLDER asked what the vendors took in cash, and was 
informed £32,500. Auother speaker said that if they had had that 
sum he did not think they need show them any particular con- 
sideration. 

The retiring directors and auditors were re-elected. 


Prospectuses, 


In our other pages this week will be found a copy of the prospectus 
of the British and Foreign Electrical Vehicle Company, Limited, 
which has been formed with a nominal capital of £150,000. Only 
54,000 £1 shares are being offered for subscription, the vendors 
taking the remaining 96,000 in part payment of the purchase con- 
sideration. The objects of the company being fully stated in the 
prospectus, it is not necessary to enter into detail here. The prin- 
cipal things taken over are the Leecoll Electric Battery Company, 
Limited (which owns the British patents), and a half share in the 
foreign patente. We have no wish to uusay any of our remarks 
regarding the excellent performances of the “ Powerful” electro- 
mobile, and the Leecoll battery in our article on the recent electrical 
vehicle trials made under the auspices of the Automobile Club, but 
we regard the amount to be paid to the vendors as excessive, when 
it is considered that the battery is a new one, and has not yet been 
practically tried for any length of time. We stated that this type 
of cell may have a great future before it for traction and other pur- 
poses; but its present performances do not appear to us to warrant 
the payment of £106,000 (£10,000 in cash, and £96,000 in shares) 
io vendors for patent rights, and the Lambeth and other 
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depéts and charging stations, or leases thereof. There have 
been too many instances recently of companies being absolutely 
crippled by the high value which vendors have placed upon patents, 
and while we are hopeful of a good future for this particular battery, 
we regret to find it saddled with so heavy a share capital due to 
the promotion process. The paying of a reasonable dividend is 
considerably imperilled on this account. It is an error in com- 
pany finance which not only tells upon the general body of 
shareholders by reducing dividends, but it may render valueless 
the large shareholding of the vendors themselves unless they are 
able to unload before the evil days draw nigh. Many a new 
company has defeated its own ends by over-capitalisation, and has 
been unable to proceed to allotment because of the chariness of 
investors. The company appears to be primarily a battery company, 
but it has an optional contract relating to the supply of carriages 
manufactured or imported by E. W. Hart, of Luton. 


The Woking Electric Supply Company has this week been offering 
an issue of 25,000 6 per cent. £1 preference shgres, to provide for 
outlays already incurred in the laying of new mains, and the 
purchase of two 150-xw. alternators, also to provide additional 
working capital. | 


Easton & Co., Limited.—We learn that a powerful 
syndicate has been formed under the title of Easton & Co., Limited, 
to take over the extensive and old-established engineering works of 
Easton, Anderson & Goolden, Limited, at Erith, with a view to the 
development in this country of the Schmidt system of utilising 
highly superheated steam, which has made such remarkable progress 
abroad. No public issue will be made, the necessary capital having 
c subscribed privately by a group of leading engineering firms 
and others. 


Ingleton Electric Lighting and Power Company.— 
This small company held its first annual meeting on 6th inst. 
The plant is all in working order, and about 60 houses are connected 
- to the mains. The company also has the contract for the public 
lighting. There wasno dividend, as the company had not been long 
in operation, but there was every prospect of the business becoming 
remunerative shortly. 


Continental Companies.— The Mediterranean Thomson- 
Houston Company, which was constructed in 1898 with a capital 
of £200,000, has increased its capital to £800,000. The chairman 
and vice-chairman of the company are respectively M. Fris 
(Senator) and M. Th. D. Lantsheere (Minister of State). 


Dividends.— Eastern Extension Telegraph Company, 
quarter ended September 30th, 2s. 6d. per share. Electric and 
General Investment Company, six months ended November 30th, 
10 per cent. (2s.) on the ordinary shares. 


National Telephone Company.—The transfer books 
of the 34 per cent. and 4 per cent. debenture stocks will be closed 
from the 18th to the 31st inst. inclusive, for the preparation of the 
warrants for the half-year's interest due January 1st. 


South Lancashire Electric Traction Company.— 
The final batch of letters of allotment and regret have been posted 
in regard to applications for debenture stock and preference shares 
in the South Lancashire Electric Traction and Power Company, 
Limited. 

Chelsea Electricity Supply Company.—The transfer 
books of the debenture stock are closed from 19th to 31st inst. 


— à 


TRAFFIC RECEIPTS. 


Blackpool and Fleetwood Tramroad Company.—The receipts for the weck end- 
ing December 15th [теге £146; "We Aste | period last year, £96; in- 
кем; un Total to date, £19,999 ; corresponding period last year, £19,961; 

crease, a 


Bristol Tramways and Carriage Company.—The receipts for the week en 
December 14th were £8,579 За. 11d.; corresponding period last year, £2,84 
11s. 9d. ; increase, 21,237 12s. 2d. 


Central London Railway.—The receipts for the week enang December 15th 
were £6,006; previous week, £5,740; increase, £266. Total receipts to date 
(20 weeks), £106,488. Miles open, 6. 


City and South London Railway.—The receipts for the week ending December 
16th were 41, 874; corresponding week last year, £1,151; increase, £728. 
Total to date, £939,019; correspon period last year, £28,822; increase, 
£15,897. Miles open, 1900, 43; 1800, 8$. 

Cork Electric Tramways and Lighting Company.—The receipts for the week 
ending December 18th were £372 11s. Od.; corresponding week last year, 
£802 6d.; increase, £70 bs. 6d. Total to date, £90,868 0s. 7d.; ocorre- 
sponding period last year, £18,877 19s. 8d.; increase, £1,490 1s. 4d. Р 


Dover Corporation Tramways.—The receipte for the week ending Decembe 
15th were £168 9s. 54a. correspon week last year, £196 17s. 9d.; 
increase, £86 128. 84d. Total to date, £10,250 19g. 14d. ; correspon period 
last year, £9,734 17s. 9d.; increase, £516 Ils. — * Miles of track open, 
1900, 8; 1899, 8. Car miles run, 1900, 4,958; , 4,788. Number of cars 
1900, 11 ; 1899, 11. 

Dublin United Tramways Company.—The ts for the week ending 
December 14th were as follows:—D. U, T. Co., electric cars, £8,855 16e. 2d. ; 
ditto, horse cars, £21 88. Od.; D. В. D. Co., eleotrio cars, £794 2s. 6d.; total, 
£4,171 бв. 8d; corresponding week last year—D. U. T. Co., electric cars, 
£2,729 10e. 6d.; ditto, horse cars, £102 188. 7d.; D. B. D. Co., electric cars, 
2504 Ва. 114.; total, £9,496 8s. 0d. ; inorease, £744 les. Sd. ; to 

date, £111,228 108. 9d.; aggregate to date last у 12s, Id.; 

increase, 411,825 188. 2d. e mile worked is 44 miles electrically, 

1 mile by horses, as against 87 miles electrically, 7 miles by horses, for the 

corresponding period last year. N 5 


Liverpool Overhead Railway.— The receipts for the week ending December 
16th were £1,527; corresponding week last year, £1,432; increase, f$. 
Total from July Ist, 1900, £89,068 ; ditto corresponding period last year, 
£38,908 ; increase, 2750. Miles open, 6:57 chains. 


STOCKS AND SHARES. 


Wednesday Evening, 


THE shadow of Christmas holidays is falling over the Stock Ex- 
change markets, but still the volume of general business is fairly 
well maintained. It has eased off to some extent in the electrical 
sections, but this is not surprising, as they are, of course, investment 
markets, and it is the speculative departments that are now attract- 
ing most attention. The revival of the boom in Yankee rails has 
benefitted the Anglo-American Telegraph Company's stocks, which 
have at last thrown off the weakness that for so long has bowed 
them down. The supply market is a trifle irregular in tone, bat 
the fluctuations are neither many nor important. As regards the 
Electric Railway division, there has been a slight improvement in 
the Deferred halves of Central London shares. 


We are able to announce that the directors of the Brompton and 
Kensington Supply Company are now considering a scheme for 
obtaining more capital. The money is required for the purpose of 
paying off the existing Debentures, and making alterations and 
additions to machinery, and soon, we understand, a new issue of Ordi- 
nary and Preference shares will probably be made, at such prices ss 
will give the proprietors of existing shares a bonus besides swelling 
the coffers of the company. Brompton Ordinary shares, of £5 cach 
fully paid, stand at 74, and the Preference, which are of the sme 
denomination, are £9 middle. 

The recent emission of Preference shares by the Edmundson ғ 
Company has been well received, and the quotation in the market 
keeps up at } premium, over and above the issue price ої 
£5 5s. It is rather remarkable that the Ordinary shares of this 
concern should be purchaseable below par. The company paid 
6 per cent. last July; its capital is small, even counting the new 
Preference issue, and the only reason we can see for the lowness 
of the price is that investors overlook the shares on account o! 
there being so few. They do not seem dear by any means, and can 
be bought for 42 or a shade more. 


All the Charing Cross Preference shares are now on the same 
footing, and the price is 5§ ; Chelsea new Ordinary are 5s. premium. 

Should there be any one of our readers who applied for British 
Electric Street Tramways shares before reading our article 
thereupon, and who has received an allotment of shares which hi 
does not want, we may mention that the Pall Mall Gazette is astir 
in the matter. A number of dissatisfied allottees are combining. 
through the agency of our evening contemporary, and united 
efforts ought to be able to effect some useful purpose. 

British Electric Traction shares, after allowing for dednetion of 
the dividend, are 4s. down on the week, the company’s senior 
issues undergoing no change. New General Traction shares are 
33—4, and it is said in the market that this company has been 
doing well lately in connection with some of its provincial work. 
Anglo-Argentine Trams are 4, Buenos Ayres and Belgrano 
the "B" 44. Potteries Electric Traction prices are 11 and 
104 for Ordinary and Preference respectively. The London 
Electrical Cab Company ів in some difficulty over its bankrupter 
affairs. 

Central London Deferred half-shares, as mentioned above, are 
up 2, the other issues remaining bard at last week's prices. The 
* vibration " scare has spent its force for the moment, bui we should 
not beat all astonished to see it in strong evidence again after 
Christmas. The advance in Waterloo and City Stock has made no 
further headway, and City аһа South London has not yet started to 
recover the points lost by the Stock on the announcement of the 
fresh issue of shares at 54. Metropolitan and Metropolitan District 
Stocks are both weak, the electrifying of the lines being regarded 
as almost a mythical matter in the Stock Exchange. 


A fresh fall in Eastern Telegraph Ordinary Stock has taken the 
price below 140, but the rest of this market is steady ; Marconi’ 
Wireless Telegraphy are 38 to 33, the meeting of the company ош 
Tuesday last not assisting the price of the shares. Probably our 
contention is becoming recognised, and the public will not ber 
Marconi's on anything but a business basis. 

Welsbach issues are much better on what is understood io be the 
success of the company's new electric lamp. The Nernst board does mòi 
appear able to settle its differences satisfactorily so far, and the pri 
of the shares із dull, notwithstanding the good report publi: 
recently. The telephone market is featureless. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


Closing Closing Dysnos done 
Present Dividends for 
me Namn. elis danto oum, | Goaien Ne in. | neck aed 
1897. | 1808. 1899. Highest. | Lowest. 
96,900 | African Direct Telegraph, 4 % Debs. T iss .. |99 —103 | 99 —103 se сав 
119,700 | Amazon Telegraph 5 Debe., Nos. 1 to 1, 250 Red. т? si .. | 85 — 90 | 85 — 90 28 ia 
822,700 | Anglo-American Telegraph ... 3 Ф £3 9s. 73/6 | 52 — 55 | 52 — 55 534 | 52 
3,088,540 Do. do. 6% Pref. 6 6 16% 97 — 99 | 97 — 99 984 | 974 
3,088,540 Do. do. Deferred .. |188. 11 78. 9$— 104 | 10 — 104 1015] 104 
44,000 | Chili Telephone, Nos. 1 to 44,000 4 7 3 4 3 — 3 3 — 3 sie 
13,333, 3003 Commercial Cable ‘ees ae Y " 8% | 8 8 Ф |170 —180 |170 —180 m a 
1,589,4962 Do. do. Sterling 500 year 4 % Deb. Stock Red. ie is .. |102 —104  |102 —104 1034 | 103 
16,000 | Cuba Telegraph is sii 25 js m ..| 1047 8 7 — 7 — 7 n NT 
6,000 Do. 10 Y Pref. .. ss , 10 |10 10 m 15 — 16 15 — 16 Т7 ; 
12,931 | Direct Spanish Telegraph .. .. . 5|4 4 4%| 34— 44 | 34— 4 | ... | 
6,000 Do. do. 10 Y Cum. Pret.. 5 10 ni ius 9 — 10 9 — 10 550 5 
30,000 Do. do. 44 % Debe. $ .. |100 —104% 100 —104 %| ... es 
60,7107 Direct United States Cable ... 500 5 20 | 34% | 38% 3 Y 10 — 1 10 — 104 108 | 10, 
120,000 | Direct West India Cable, 44 % Reg. Deb.... = 99 —102 99 —102 is 907 
4,000,000 | Eastern Telegraph, Ord. S ve Stock 7%17% 7 Ф 138 —143 |136 —141 1384 | 1364 
1,826,888 Do. 33 Pref. Stock E s 100 | .. T . . | 96 — 99 96 — 99 97 96 
1,432,268! Do. Mort. Deb. Stock Red. ... Stock| 4 T .. 110 —114 110 —114 1124 | 110 
,000 | Eastern Extension, 3 and China Tel 10 7 7 % 7 % 13 — 143 | 13j— 14 144 132 
50,000 Do. aii 250 ,001 to 300,000 (iss. at £3 pm. Md) £6 pd. 1 is we | 981— 91— 92 M" T 
320,000 Do. 4 % Deb. Stock a Stock| 4 96 113 —118 |113 —118 А 
Eastern and South African Telegra: h, 4 % Mort. Deb. ER o 
300,0007 о Deb. } 100 100 —103 100 —103 
200,000 4 % Reg. Mt. Debs. (Mauritius Sub.) 1—8,000 255. | 99 —102% 99 —102% | ... „ 
180,227 | Globe Telegraph and Trust . | 10 | 4596 | 54% | 54% | 103— 102 | 101— 102 | 10,%| 103 
180,042 Do. do. 6 % Pref. 10 6% |6 ne | 15 — 15$ |15 — 18% 
160,000 | Great Northern Telegraph, of e 10 10 124 .. | 31 — 33 | 31 — 33 314 
within Nes. 1 to 1300 Rd. ре y Е "EN 
17,000 do-European Telegraph 25 |10 $ 10 % |10 48 — 52 |48 — 52 i € 
100, ,0007| London Platino-Brasilian Telegra h, 6 o6 Debs. . | 100 | 6 re 104 —107 [104 —107 s бө 
79, 680 | Montevideo терш; Limited, it 1 to 72, 680 .. IT x i 245 i— 4 +— 4 s ҮТ 
86,492 Do. do. 5 % Pref., N ов. 1 to » 86,493 1144 4 5 — 1 i— 1 гия n 
590,000 | National 5 1 to 590,000 5 6 6 5 49— 46 4d— 46 44 48 
15,000 6 Cum. 1st Pref. 1016 6 6 12 — 14 12 — 14 is ‘ 
15,000 Do. 6 Cum. 2nd Pref. ... 10 | 6 6 6 9 12 — 14 |12 — 14 a | 
250,000 Do. Non-cum. 3rd Pref., 1 to 250,000 5 | 5 5 6 5— 65} 5 — 51 5 A 
2,000, 0004 Do. 5 Deb. Stock Red. Stock 34 34 34% | 96 — 99 | 96 — 99 ds zs 
,000 Do. Deb. Stock Red.. 8 100 | ... a .. |101 —104  |101 —104 ; н 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171, 504, fully paid 1| 5 5% = i— 13 : — 
100, 000? Pacific and European Tel., 4 % La Debs., 1 tol 000 ... | 100 | 4 iss .. |101 —104 [101 —104 . „ 
11,839 | Reuter’s .. yu o T 815 5 „ 5 „ 7— 8 — 8 s ; 
3,381 Submarine Cables Trust a ies i vis ... | Cert... RA . . 1125 —190 123 —128 ; А 
58,000 | United River Plate Telephone ii wi 5 5 „ 6 7 4&4— 5 44— 5 ‘ T 
16,639 Do. do. 5 % Cum. ref. Nos. 1—10,639 8 6 . na 5— 5$ 5 — г 
23,361 Ро. do. Nos. 16, 640 to 40,000 £34 pa. Bile sss ә 31— 38 | 31— 3j » 
179,947 Do. do. 5 X Debs. . bis Stock hs 104 —107  |104 —107 i 
171,000 | West African Telegraph, 5 % Debs... 100|.. |... 99 —102 |99 —102 
30,008 | West Coast of America, Nos. 1—30, 000 and 53, 0^1—53, 008 28 | ... з i— i— 
150,000 Do. do. 4 % Debs., 1—1 500 gua, by Bras Bub. Tel 100 ji 100 —103  |100 —103 in Т 
207,930 | Western Telegraph, Nos. 1—207,930 .. ‘i 10 7 7 75 14 — 144 | 14 — 14} 144 | 14 
75,000 Do Debs. 2nd series, 1906 s.. 100 .. re .. |103 —106 |103 —106 Е is 
348,777 Do. do. Deb. Stock Red. i *. [100 | ... es .. |102 —105  |103 —106 a а 
88,321 | West India and кыйа. elegraph .. su ..| 10] 2 290 | $% §— 1 §— E jii 
34,563 Do. do. do. 6 % Oum. 1st Pref. 10 6 24 in 6— 7 6— 7 68 64 
4,669 Do. do. do. 6 & Cum. 2nd Pref... | 10 | 6 5— 7 |5—7 5 n 
80,000 Do. do. do. 5 % Debs., Nos. 1 to 1, 800 100 | 5 105 —108  |105 —108 T 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19 11 5 4 6% 6 7 — 8 7 — 8 74 : 
12,000 Do. do. 7% ‘Cum. Pref... 5 7 i wee A | 84— 9i is е 
50,000 | Charing Cross and Strand Electricity Bupply ... 5|7 8 19%] 9j— 104 | 94— 103 9H| ... 
20,000 Do. do. do. do. 4495 Cum. Pref. Dj ass oes PS 54— 6 bà— 6 5i 
34,000 |*Chelsea Meic Bupply, Ord. a iis 5 6 6 169$! 63— 7 64— 7 68 
150,000 Do. b Deb. Stock Red. ... Stock 4 ги . |110 —113 110 —113 i Qs 
70,579 | City of London Болно Li zhting 40,001—110,579... | 10 [10 6 495; 9— 10 9 — 10 91 98 
40,000 m cirio Lighting 1 1 to 40,000 10 | 6 6 .. | 13 — 14 13 — 14 133 
400,000 Deb. Btock, (iss. at £115) all paid 2 3 sin .. |125 —130 [125 —130 ave m 
40,000 County of Pon & Brush Prov. -ieo Ltg., Ord. 1—40,000 | 10 ni | nù |4% 84— 9i T s 
20,000| Do. do. do. 6 J Pref, 40,001—60,000 | 106 9, 6 | .. | 11j— 12} | 114— 123 122 
200,000 Do. 96 Deb. Stock, Prov. Certe (all paid) Rd. NOR vid 108 —111  |108 —111 sid i 
35,500 | Edmundson's Elec. Corp., Ord. Shares in 5 5 7 V 44— 5 44— 5 4421 48 
75,000 Do. do. 44 % 1st Mort. Deb. Stock. . | 100 | ... — 102 —105  |102 —105 т b 
110,000 | London Electric Supply Corporation, Limited, Ога. ... | 3 sal ; 14— 23 11— 2 З 
49,840 Do. do. do. do. 6% Pref. 6| . 16% ns 4— 5 44— 5 9 
250,000 Do. do. do. 4% 1st Mt. Db. Stock Rd. Stock is . . 1100 —102 | 98 —101 xd| .. "T" 
85,000 | Metropolitan Electric Supply, 101 to 62,500 ... 10 | 5 % b % 194— 134 | 12 — 13 122 
220,000! Do. 41 Mortgage 5 Stor p —115 |118 —115 113 T 
250,000 Do. 34% Mort. Deb. Stock Red. 98 —101 | 98 —101 | 100 | 9% 
6,452 | Notting Hill Electric Lighting i Pm в 9 144— 154 | 144— 154 со T 
40,000 | Bt. James's and Pall Mall Electric Light, Ога. ... 5 14 T T 15 = 16 15 — 16 a 
20,000 Do. do. 7 % Pref., 20,081 to 40,080 — 9i ss 
150,000 Do. do. 31 Deb. Stock Red. ... A 100 —108 100 —103 . P 
12,000 | Smithfield Market Elect. Supply, | Ога. ... РА 2— 2 2 — 2% i 
50,000 Do. do. Deb. i тА 100 85 — 95 | 85 — 95 cae 
65,000 | South London Electricity Sup ^ d... “ses 6 5 |... 995 en 24— 34 24— 33 oa s 
70,900 | Westminster Electric Supply, Ord., 101 to 80,000... 5 12 % 12 J 13 ir 12 — 18 12 — 13 1215] 125 
* Subject to Founders Shares. iet serere 8 
Unless stated all shares are full ta as capital, 
Dividends marked are for 2 rear consiating of the later pert of ome year and the frm murine prota b TE 
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SHARE LIST OF ELECTRICAL COMPANIES.— Continued. 


ELECTRICAL RAILWAY, MANUFACTURING, AND INDUSTRIAL COMPANIES. 


Btock | 
Present М 
Issue. RAMD Share. see 19th. 
{ 
20,000 | British Aluminium 7 % Cum. Pref. . . 10 84— 
300,000 Do. do. 5 J lat Mort. Deb. Stock Red. Stock 91 — 95 91 — 95 
45,000 | British Electric Traction € *. | 10 14 — 15 134— 14$xd 
50,000 Do. do. 6 95 Cum. Pref. е | 10 12 — 13 12 — 13 ° 
350,000 Do. do. 5 % Perpetual Debenture Stock ... Stock 120 —123 120 —123 2 
85,0007 |t British Electric Works Co., Ord. £1 shares, 50,001— 135,000 | ... i— 1 : 
50,000 |t Do do. 6 95 Cum.Pref., 1—50,000 "s "t. 
500 |t Do. do. 44 Y 1st Mort. Db ... | 100 ч 
70,000 | British Insulated Wire Ord. . | e s 515 9115 J 20 0 % 11—12 11 — 12 : 
70,000 Do. do. 6%, Cum. Pref. n ce 5 52— 6} 52— 62 {У 
90,000 Brush Elecl Enging., Ord., 1 to 90,000  ... M" 2| 3 LE 5 1g K. 
90,000 Do. do. Non-cum. 6 % Pref., 1 to 90,000 id 2| 6 6 ae 
125,0001 Do. do. 43 © Perp. Deb. Stock эз ... {Stock} ... е P 
108,710 Do. do. 44 Pei. 2nd Deb. Stock ... (Stock a 
30,000 | Callender’s Cable Construction shares, Nos. 1—30,000  ... 5 ям 
40,000 Do. do. 5 95 Cum. Pref. ids 5 vA 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... 8 ock p 
206,297 | Central London Railway, Shares „ æ | 10 $, 
78,703 Do. do. Pref. half- shares. des ise 5 x 
78,703 Do. do. Def. do. js ве 2 5 |... Sis 15 
855,000 City and South London Railway  .. . . Stock 13 24% a 
37,500 | Do. do. Ord. shares Nos. 22, 501 to 60, 000 . a E -" wee n 
54,000 | Crompton & Co., Nos. 1 to 54,000  ... sa 6% = 
100.000 Do. 5 V 18 Mort. Reg. Debs., 1 to 900 ed. Ww 
' £100, and 901 to 11,000 of £50 red A T. ie 8 
99,261 Edison & Swan Utd. El. Legt., * A" shares, £3 pd. 1to 99,261 6 6 
17,139 Do. do. do. “A” Shares, 01—017,139 ... 5 6 6 
344,023 Do. do. do. 4% Deb. Stock Red ..|100| .. iv bt 
100,000 Do. do. 5% 2nd Deb. Stock Prov. Certs. all pa. 100 ae s 
112,100 | Electric Construction, 1 to 112,100 ... 2| 6 6 
25,000 Do. do. Í Cum. Pref., 1 to 25,000... К 2| 7 7 m 
182,500 Do. do. Perp. 1st Mort. Deb. Btock .. (Stock)... si xs 
9, 600? Greenwood & Batley, ч % Cum. Pref., 1 to 9,600 .. | 10| 7 7 7 
30,000 | Henley’s (W. T) Telegraph Works, Ола Ska et : 12 14 15 
30,000 Do. do. у Quo 7 7 sae 
50,000 Do. ds do. ort. Deb. Stock. took 4$ S себ 
50,000 ата ао Gutta-Percha and теа h Мааз: „| 10,10 10 $ 
300,000 Do. do. do. 4 % 1st Mort. Deb 100 —— e 
37,500 pon Overhead Railway, Ord. Po .. | 10; 84 31 
10,000 |f do. Pret., £10 paid ses .. 10, 5 5 
37,350 с кошо апа Maintenance 585 —. 1215 15 
150,000 Do. 4 % Deb. Bds. Nos. 1 to 1,500 Red. 199. 100 ps see 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20 ,000 ... 5 
20,000 Do. do. 5 9 Cm. Prt. Nos. 1 to 20,000. 5 
| 540, 0001 Waterloo and City Railway, Ord. Stock ši ... | 100 
+ Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are — § - 
LATEST PROCURABLE QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. .: ey — ИС 
а Kensington, 4 Debentures of £100, 104—1 d bri El me 
Consolidated Telep hone Constroction Tg 5 E 1 2 Pa а 8 = М 
Nationa] Electric Wiring, 196 4,4—8. 106. ‘Dividend, 1899, on Ordinary Shares 11 
Oldham, Ashton, and Hyde Electric Ino ра 250 919. 16—17. Li. Parker, der, 410 (fully paid), 168. | E 
| е а ае па, List. Bank rate of discount 4 per cent. (July 19th, 1909). 


— — ͤ MÀ A — —ʒ —— M — . ͤ Pä ũ2ÿ̃ . — ——— — — 


MARKET QUOTATIONS, Wednesday, December 19th. 


CHEMICALS. &c. | This week.| Last week. Ino. or Dec. | METALS, &o, (continued.) 
i 
a ics Mei ose ve . ре? owt. 5/- 5/. | | 9 Copper Sheet 92 ee .. per ton 
a ee ee per ows. 27 | 99/- i g oe Rod . ee per ton 
а „ Оха či .. per ot. - 89/. 13 n (Eleotrolytio) Bars .. per ton 
a os Bulphurio :: ce ee per ы 5 6 | 5 6 е i 6 ee [1] ee per ton 
a Ammo Bal. e. per ot. j- [» вы " Rod ^ .. per ton 
а Ammonia, Muriate (orystal) .. per ton 48810 ‚ £8810 | | e n i Н.С Wire per Ib. 
a $ .. perton £90 £90 | | JI Ebonite Rod.. - .. per lb. 
а Bleaching powder .. рег ton £7 £7 | f.» Sheet . „per lb. 
a Bisulphide of Carbon .. рег ton £15 £15 | e» | German Silver Wire n .. Der lb. 
a Вотах .. .. .. per ton £1710 4217 10 és | hk Gutta-percha fine e. per lb. 
a Bensole (90 .. >» .. рег gal. 77 77 i wis ‘hk India-rubber, Para fine En .. per lb. 
a ; ORA). , Е .. per gal 56 5/6 | 4 Iron, Charcoal Shee per ton 
a Copper Sulphate per ton #95 | 4 4, Pig (Cleveland v warrants per ton 
a „Nitrate. per ton £25 £25 4 , Forgi А per ton 
: oe White Sugar ee „ per £81 £81 (4 57 . per ton 
SS Peroxide. ; .. per e a m 10 $ . Wire, "galvanised No. 8 per ton 
a Methyla p per gal. 
a Naphtha, Solvent (90% at Mem о, per gal | 66 5/6 g Lead, English Ingot per ton 
a Potash, Bichromate, in casks.. per Ib. rn P ] 9 " Sheet 2s . per ton 
a „ Caustic (15/80%) .. per ton 2 | m Manganin Wire No. ii per Ib. 
а „  Bisulphate x .. per ton £85 £85 | g Meroury per bot. 
aShello . a .. рег owt. 64/- 64/- | ! а Mioa (in original cases), small . per Ib. 
a Sulphate of Magnesia . perton £4 10 £4 10 | d wy " » medium per Ib. 
a Sulphur, Sublimed Flowers | per ton £6 | £6 | | per Ib. 
A " о ered per ton 25 10 £5 10 p Phosphor Bronse е, plain саз Sade per Ib. 
Lum .. рег ton £5 E25 P D bars & per lb. 
б Soda, Senf. o (white 70%) .. per ton £10 15 £10 15 s | 2 T "strip ebe per ib. 
a „, сна .. рег ton | £8 £8 - | о Platinum T . peros. 
a „ Bichromate, casks .. per lb. | 9H. 234. | p Silicium Bronze Wire per Ib. 
: Bteel, Magnet, nco’d’ng to desc'p'n per ton 
| | m » in bars 
METALS, &o. ! g ee block ao ЯС ee ve per ton. 
b Aluminium Wire, in ton lots.. perton | 3224 £224 | 9 » foil is .. perlb. 
b , Sheet, in ton lots рег ton ' £191 £191 à R „ wire, Nos. 1 to 18 per Ib. 
p Babbitt's metal ingots.. per кош to 415 £80 to 2140 dec, pP White Anti- 1 Metals — 
е Brass (rolled metal T to 12") basis per Ib 7 TEE БЕ | ' White " bran 
€ „ Tube (brazed) .. per lb. 104. 10а. ' a | J Yarns, Сооп Ч le 101b. b' ndis 8 per lb, 
€ „ „ (soliddrawn) .. регі. ' 84. Iq. dee. j „ Best Flax, & les. per lb. 
с i : Ib 114 Я i 4 „ Hemp. 8 ply 10 Ibe. .. per Ib. А 
: Copper Tubes (brazed) .. perlb | IId. 1 td. . dec. J n Russian, 10 lbs.. per lb. 
(solid drawn) .. per Ib. 101d. 11d. . dec. j n Jute, 180 Ibs. rove рег ton! £14 10 #14 10 
; Copper Bars (best selected) .. per ton | £86 £86 В | Zino, 9%. (Vielle Montagne ond.) per von £2326 | £33 2 6 " 


: Me d Boor A со. m | f аш» ии, G.-P. and Tele ы alone k Messre. Morrie Ashby, Limited. 
А е uminium Oo., , essrs. James & Bhakspeare А " мен W. T. Glover 2 Co. Lad. 
Arpiied by 42 Messrs. Thos. Bolton & Bons. | Applied by] ^ Messrs. Jackson & Till. ' шош P. Ormiston — 

‚| 4 Messrs. F. W s & Sons. ! 4 Messrs. Bo & Lowe. supplied by о Messrs. J Matthey ё С». 


e Messrs, Fred &mith & Co, j Messrs, H Teo & Oo, 


Ln T a һан 


| z 
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INSTITUTION.OF ELECTRICAL ENGINEERS. 


ON RAPID VARIATIONS IN THE CURRENT THROUGH 
THE DIRECT-CURRENT ARC. 


By W. DuDDELL, Wh. Sc., Associate. 
(Paper read December 13th, 1900.) 


Ir may be thought by some that the title of this paper is rather 
contradictory, in that there should not be any variation in the 
current through a direct-current arc. I will therefore explain at 
once that I simply use the term “ direct current” as implying that 
the current is supplied by cells or by a direct-current dynamo, and 
not as implying that the current is necessarily constant in value. 
It may also be as well to state that by arc I do not mean arc lamp, 
as all the effects to be described are quite apart from those produced 
by regulating mechanisms. 

The effect of varying the current through the direct current arc 
very slowly, so slowly in fact, that the carbons have time to burn 
into shape corresponding to each value of the current, has been 
investigated by many experimenters, but it is to Mrs. Ayrton * that 
the honour belongs of giving a complete investigation of all that 
occurs when any of the variables in the direct-current arc are 
changed in any way. The.other extreme, namely, very sudden 
changes in the current, has also been investigated by Mrs. Ayrton, f 
thus leaving a gap in the experimental evidence as to what occurs 
between very slow variations and isolated sudden changes in the 
current. 

The present paper is an attempt partly to fill this gap by giving 
an account of what occurs when the current is periodically varied 
more or less rapidly over a range which is very small compared with 
the mean value of the direct current. 

The current through a direct-current arc supplied with power 
from any circuit may vary either owing to changes taking place in 
the circuit, such as variations in E.M.F. or resistance, or owing to 
effects in the arc itself, such as hissing, humming. Although any 
variation in the current naturally entails a corresponding change in 
the arc iteelf, it will, I think, be found convenient .to classify the 
observed effects according to whether the primary cause of the 
variation is in the arc, or in the circuit which supplies it. 


PART I.—CavsE or THE VARIATION OF THE CURRENT IN THE 
CIRCUIT SUPPLYING THE ARC. 


The effects of varying the current may be divided under four 
heads, viz., the effect on the P.D. between the terminals of the arc, 
on the light emitted, on the shape of thc craters, and on the vapour 
column. These will be considered in order. I shall assume in all 
cases in Part I. that the amplitude of variation of the current from 
the mean is small, generally much less than 10 per cent., and that 
the arc experimented on is neither hissing nor humming. 

Eyect on the Potential Difference Produced by Variations of the 
Current.—If the current varies very slowly, then the relation 
between the P.D. current and length is that given by Mrs. Ayrton's 
curves. Directly the rate of variation is increased, so that the 
carbons have not time to burn into shape, corresponding with the 
instantaneous values of the current, the relation will be changed, 
and it is conceivable that F the rate of variation were high enough, 
and the amplitude small enough, the conditions of the arc would in 
no way be changed, so that the ratio of the change in P.D. to the 
corresponding change in current would be a constant, and equal to 
the true resistance of the arc. I shall show later that this assump- 
tion, which is the basis of several experiments on the resistance of 
the arc, notably those by Messrs. Frith and Rodgers, requires a 
much higher rate of variation of current than they employed. 

One of Mrs. Ayrton’s curves, contained in a letter by Prof. 
Ayrton to the Electrician,§ illustrates very well how the vonnection 
between the P.D. and current depends on the rate of variation of 
the latter. This curve shows that the first effect of suddenly increas- 
ing the current through a cored-solid arci: is to cause a transient rise 
in the P.D. between the terminals; the effect of a slow increase of 
current being, as is well known, to produce a decrease in the P.D. 
This first transient rise in the P.D. which was obtained with a cored- 
solid arc, was also, I believe, obtained with a cored arc, but I am 
unaware of its having been observed for a solid are. 

Thinking that this might be due, as pointed out by Prof. Ayrton, 
to the extreme quickness of the phenomenon when both carbons were 
solid, I tried to record the transient rise in P.D. for the solid arc by 
means of an oscillograph, the sudden increase of the current being 
obtained by discharging a condenser through the arc. This experi- 

ment was successful, and a transient rise in P.D. was observed, the 
PD. and current increasing together, but only for about «iss second. 
At the end of this very short time the P.D. decreased with an 
increase of current in the ordinary way. 

If it can be assumed that during this first у; second the con- 

‚ ditions of the arc are not changed, then the solid arc has a positive 
resistanve, contrary to the results obtained by Messrs. Frith and 
Rodgers, and it is, at any rate, evident that, had the frequency of 
theirsuperimposed alternating current been 5,000 ~ persecond instcad 


* The Electrician, Vols. xxxiv., xxxv., and xxxvi. 

T The Electrician, 1895, Vol. xxxiv., pp. 471, 541. - 

4 Proceedings of the Physical Socicty, 1896, Vol. xiv., p. 307. 
$ The Electrician, 1896, Vol. xxxvii., p. 321. 

Solid,“ solid cored " and “ cored " arc mean, respectively, arc 
between two solid carbons, between one solid and cored, and 
between two cored carbons; the top or + electrode being always 
placed first. 


of 250 ~ per second, the sign of the resistance as obtained by them 
would have changed, though I do not say that even at that frequency 
its true value would have been obtained. In any method for 
measuring the resistance of the solid arc which depends on the 
change in the P.D. produced by a change of current, these changes 
must, therefore, take place in less than ууу second in order not to 
allow the arc conditions to change; results to be described later 
indicate a still shorter time. 

I will not, however, pursue this subject any further, as it would 
unduly extend the length of this paper to include a description of 
a complete series of experiments on the resistance of the arc which 
I have recently completed. 

Effect on the Light Emitted Produced by Variations of the Current.— 
It is well known that the light of the arc varies when the current is 
changed, though how small and rapid the variation in current may 
be and yet produce a perceptible change in the light does not seem 
to have been investigated. Prof. Fleming and Mr. Petavel* aud 
Mr. Burnie} have determined the instantaneous values of the light 
and current in the case of alternate current arcs, and have found 
that the variation in light roughly follows the variation of the 
current, the maximum luminous intensity occurring about ; 3,5 second 
later than the maximum current. Herr Gorges{ has also noticed 
that the variations in the current due to the teeth on the armature of 
a dynamo produced an appreciable variation in the light at the rate 
of 300 per second. 

In order to test how rapid and how small a variation of the 
current from the mean could be detected in the light of the 
direct current arc, I arranged an arc so that its image, as seen 
through a central slit parallel to the carbons, was projected on 
to a rapidly falling photographic plate, the instantaneous value of 


Fic. 1. 


‚ the current being recorded simultaneously on the same plate by 


means of an oscillograph. The small quick variations of the 
current through the arc were produced by paseing the oscillatory 
discharge of a condenser in series with a self-induction through 
it, so that the arc current consisted of a large constant part on which 
was superimposed a small ripple which died away after a few oscil- 
lations. 

By this method I find that in an 8-ampere solid are a distinct 
variation is produced in the light emitted by both the + crater and the 
vapour column when the amplitude of the variation of the current 
from the mean is only 3 per cent. and the frequency of these superim- 
posed variations is as large as 4,300 ~ per second. At this frequency 
the variation in light became indistinguishable when the amplitude 
of the variation of the direct current was reduced to 2 per cent. 

Owing to the difficulty in estimating the points of maximum 
density in the band on the plate which represents the light emitted 
in consequence of the smallness of the variation of the current and 
therefore of the light, I was unable to be certain whether the 
maximum light lags behind the maximum current; but if it does, 
the lag is very slight, not exceeding 1,355 second for an 8-ашреге 
solid arc. 


Fic. 2. 


It must be remembered that the above variations of light are 
those of the actinic rays which affect the photographie plate; the 
visual will probably vary in a similar manner, though possibly not 
to the same extent. 

Effect on the Craters Produced by Variations of the Currcnt.—Mrs. 
Ayrton tells me that she noticed that the variations in the current 
used by Messrs. Frith and Rodgers, who superimposed an alternat- 
ing current of 0'5 to 1:0 ampere R. M. S. value, at frequency of 100 ^ 


* Proceedings of the Physical Society, 1896, Vol. xiv., p. 115. 
T The Electrician, 1897, Vol. xxxix., p. 849. 
t Electrotechnische Zeitschrift, 1895, Vol. xvi., p. 54%, 
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per second on a 10-ampere direct current arc, so altered the shape 
of the ends of the carbons that she could easily distinguish them 
from normal carbons formed without any variation in the current. 
I find that if the superimposed alternating current be reduced to 
O1 ampere under the same conditions, the ends of the carbons 
appear unaffected. 

Effect on the Vapour Column Produced by Variations of the Current. 
—Sounds.—Corresponding with each value of the current through 
the arc there is probably a definite cross-section of the vapour 
column, so that if the current varies rapidly through an arc of fixed 
length, the volume of the vapour will also vary and sound-waves 
will be given out. This, I believe, is the generally accepted explana- 
tion of the humming of the alternate current arc. 

In the case of the direct current arc, sounds are also emitted even 
when the variations in the current are very slight. For example, 
the variation of current eaused by the commutator segments of & 
direct current dynamo passing under the brushes can be heard in 
the arc. This variation of the current caused by the commutator 
segments, even when in good condition, was found by Messrs. 
Frith and Rodgers * in the case of a 5-Kw, two-pole machine to vary 
between 2:5 and 9 percent. of the mean current according to the 
position of the brushes. 

Another striking example of how sensitive the arc is to small 
variations in the current is furnished by the fact that a Wehnelt 
interrupter, working an induction coil on the direct current street 
mains, will cause any arc supplied by the same mains to give out 
the same noise as the interrupter itself, even when a considerable 
distance intervenes between the place where the arc is connected 
with the mains, and where the interrupter aud coil are joined on, 
as observed by Herr Simon, | Mrs. Ayrton, and Mr. Jervis Smith.! 

It must be clearly understood that the arcs here referred to are 
normal silent arcs; that is, if they were supplied with a really 
steady current they would have been practically silent.$ 

In order to determine what variation in the current was necessary 
to cause the arc to emit a clearly audible note, the current from a 
high frequency alternator, kindly lent by Sir D. Salomons, was 
superimposed on the direct current by the method shown in fig. 1. 
The current from the alternator passes through a condenser F, a 
dynamometer D, and the arc iu series; and it is practically pre- 
vented from flowing through the cells which supply the arc by the 
self-induction т. The direct current is prevented from flowing 
through the alternator by the condenser F. 

It was found by this means that a 10-ampere direct current, solid 
or cored arc, length 3 to 5 mm.. would produce a distinct note even 
if as small a R. M. S. current ав ,,4,,5th ampere, as measured by р, 
was superimposed on the direct current for frequencies of the added 
current from a few hundred up to 8,000 ~ per second. Thus a 
variation of the order of one part in 10,000 from the mean current will 
alter the vapour column sufficiently to produce sound waves. 

Further experiments with another alternator and R.M.S. super- 
imposed currents of th to th ampere on a 10-ampere solid arc, 
proved that the sounds only became inaudible at frequencies 
approaching 30,000 ~ per second. 


Fig. 3. 


At these frequencies I am uncertain whether the arc had really 

ceased to give a note, as the ear fails to detect sounds of so high a 

itch. 

This sensibility of the arc for very small changes in its current 
explains the fact that not only can rapid variations of current in any 
circuit supplied from the same generator as the arc be heard in the 
arc, but also variations of current which occur in a totally inde- 
pendent circuit supplied by a separate generator can be detected in 
the arc due to mutual induction between the two circuits. 

Ате as a T'elephoné Recciver.—The fact that the arc is sensitive to 
such small variations in the current and over such a wide range of 
frequency, at once suggests that the direct-current arc might be 
used as telephone receiver. This suggestion, which was made ina 
leader of the Electrician in 1899, had already been carried out by 
H. Simon|| in 1898. 

The method used by H. Simon for superimposing a microphone 
current on the main arc current is shown in fig. 2, in whicb a and B 
are two coils having mutual induction, and m the microphone. The 
current through a varies when M is spoken into and induces E.M.Fs. 


* Proceedings of the Physical Society, 1896, Vol. xiv., p. 307. 

T Annalen der Physik und der Chemie, 1898, Vol. lxiv., p. 233. 

t The Electrician, 1899, Vol. xliv., p. 16. 

$ Absolute silence is almost impossible, as the least want of 
E or impurity in the electrodes, causes small spits and 
sounds. 


| Aunalen der Physik urul der Chemic, 1898, Vol. lxiv., p. 233. 


in B, which vary the current through the arc in such a way that it 
reproduces sounds and even speech distinctlye | | 
The variation of the current through the arc obtained by this 
method is not as large as it might be, as the E. M. Fs. induced ins 
have to send currents round the whole arc circuit, including any 
Steadying resistances, and also through the self-induction in the 
armature, if a dynamo is used, instead of only through the arc where 
the varying currents are actually l 
better result by replacing the alternator of fig. 1 with a microphone 
and mutual induction as shown in fig. 3. 
of a mutual induction, F a condenser of about two or three micro- 
farads, and L a high self-induction, the object of the self-induction 
being to prevent the microphone currents flowing round the cells 
instead of through the arc. 
With this arrangement and suitable arc conditions, to be 
explained later, the arc will speak sufficiently loudly and clearly to le 
heard at a distance of 10 to 12 feet in a quiet room. 
The sound-waves given out by the arc are, therefore, of such an 
intensity that when the energy is spread over an area of 20 feet 
diameter, the ear placed at any point can hear speech distinctly. 
It seems probable thatif all the energy available could be collected 
and concentrated in one car, very powerful sound-sensations might 
be produced. | 
The loudness of the sounds given out by the arc is increased by 
lengthening the arc, as this increases the volume of the vapour 
column which emits the sounds. It would also seem as if in i 
the main current which increases the cross-section of the are should 
also be beneficial, but experimentally I have not found any appre- 


required. 


R. L 


-A 


Fig. 4. 


I have obtained a 


A and B are the two coils 


[Experiment.] 


telephone receiver, any sounds made near the arc were 
receiver. In this case, as before, I find it preferable to modify his 
method by connecting the receiver in series with a condenser 
. between the terminals of the arc, as in fig. 4. 
- A sound-wave striking the arc may affect it in two ways, either 
by vibrating the arc as a whole and varying its length or the waves 
of condensation and rarefaction may alter the cross-section of the 
arc: both of these effects will tend to alter the apparent resistance 
of the arc, and hence vary the current through it. 


ciable gain. The best results have generally been obtained with s 
. current of 10 to 12 amperes, carbona 11 to 13 mm., and an arc length 
of 20 to 30 mm. | 


To obtain these long lengths with ease it is necessary to use cored 


carbons or some other means of introducing foreign bodies, such aa 
salts of 
doubt that the stability of the arc between ordinary cored carbons 
is due to the presence of potassium silicate in the cores.* 
Appendix I.) These salts may be introduced either by soaking the 

.carbons in their solution or by using them as cores. Mr. Jervis 

Smith 6 the insulator glass as a core, which I find 
works well. | 


potassium and sodium, into the arc, for there is not much 


(See also 


Arc'as a Telephone Transmitter.—Before leaving the subject of tbe 


use of the arc as a telephone it will be convenient to consider its 
use ав а telephone /ransmitter, though this subject strictly belongs 
to Part II. of this paper. | 


H. Simon found that if he replaced his microphone in fig. 2 by а 
in the 


The sounds obtained in the telephone receiver when using the 


` direct-current arc as a transmitter are not generally very satisfac- 
tory, as, besides not being very loud, they are obscured by the 
extraneous sounds due to the small spits and hisses which occur in 
the arc each time the air getstothe + crater due to any slight 
defect in the carbons. 
taining cracks and impurities, the noise in the receiver is sometimes 
unbearable, although there is no outside source of disturbance of the 
current through the circuit. 


If а common pair of carbons be used con- 


In all experiments on the arc as a telephone transmitter ot 


receiver, it is eseential that the current generator should be free 
from rapid variations, or extraneous sounds will be produced. Ifa 
dynamo has to be used, then the variations of the current produced 
by the commutator segments may be minimised by inserting a 
large self-induction in series with the arc, as in figs. 1, 3 and 
This self-induction serves the double purpose of keeping extraneocs 
variations of the current out of the arc, and of preventing the varie 
tions we desire to observe from being dissipated in the source of 


supply. | 


Thus we see that the direct-current arc is not only extremely senso 
to small variations in its current of almost any frequency, but also that 
il 15 affected by such small changes of outside conditions as und- 


* Bee Duddell and Marchant, Proceedings of the Institution of Ele 
trical Engineers, 1899, Vol. xxviii, p. 66; Blondel, International 
Congress of Electricity, Paris, 1900. 
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waves produce. Whether this sensibility can be turned to useful 
account in telegraphy or telephony remains for future experiment 
to decide. EE i 


PART II. - CURRENT CAUSED TO VARY BY THE ARC. 


Humming.—Mr. Trotter* discovered that the direct-current hum- 
ming arc rotates, including a coma-like appearance åt the + crater, 
and he also found that the current through the arc varied periodi- 
cally, the frequency of these variations being the same as the pitch 
of the humming sound produced, and as the speed of rotation of 
the arc. 

In order further to investigate the connection between the varia- 
tion of the light P.D. and the current, I have recorded the P.D. and 
current by means of an oscillograph, the humming arc experimented 
on being used as the source of light tofilluminate the oscillograph 
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A typical example of the variations observed in the humming'tare 
is given in fig. 5, trom which itawill be seen that the P.D. current 
and light emitted in a fixed direction vary in a regular periodic 
manner with the same frequency. 

“The variation of the current, which is about 6 per cent. from the 
mean, is not sufficient to account for the large variation in the light 
emitted in the direction of the mirrors. This periodic variation of 
the light is most probably due to the fact that the arc rotates so that 
the + crater alternately either supplies light to the oscillograph 
mirrors, or is prevented from doing so by being on the other side of 
the + carbon. The periodic time of the variations of the light will, 
of course, be unaffected by a change in the position from which the 
arc is observed, but the times at which the light maxima occur 
relatively to the times at which the current is a maximum will 
depend on this position, 


HUMMING ARC. 


Carbons + 11 and — 9 mm. 50114 “ Apostle.” Mean P.D. = 50°5 volts. 


Mean current. — 15:2 amperes. 
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Centre line = 40 volts = 20 amperes. 


Fia. 6. 


\ 


mirrors. The arc was so inclined that only the light from the + 
crater and a small part of the vapour column reached the mirrors. 
So that the density at any point of the lines represents the photo- 
graphic intensity of the light emitted at that instant in the direction 
of the mirrors by the + crater and part of the vapour column, and 
the distance of the point from this zero line measures the P.D. or 
the current as the case may be.t | : 


* The Electrician, 1894, Vol. xxxiii., p. 298. 
1 In figs. 5, 6 and 7, the centre line is not the zero line, but repre- 
sents 20 amperes and 40 volts. 


Thus besides the rotation of the humming are and the variation of 
the current observed by Mr. Trotter, I find that the light and P.D. vary 
with the same frequency, so that in the humming arc the frequencies of 
the rotation of the arc, and of the variations in the P.D. current, and 
light emitted in a given direction, are identical with the pitch of the note 
given out. $ 

Hissing.—It has been shown by Messrs. Frith and Rodgers* and 
by Messrs. Duddell and Marchant, that when a direct-current arc 


* Proceedings of the Physical Society, 1896, Vol. xiv. p. 320. | 
T Journal of the Inst. of Elec. Engineers, 1899, Vol. xxviii., p. 86. 
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supplied from a constant source hisses, the current through it and 
the P. D. between its terminals vary rapidly; and M. Blondel * and 
Mr. Brown f have also found that the light emitted varies. 

в If the current through the humming arc be increased until the 
arc hisses, the variations in P.D. current and light change, I find, 
in a most striking manner from the regular periodic variations of 
fig. 5 to the very irregular variations shown in figs. 6 and 7. 

In spite of the very irregular nature of the variations, which irre- 
gularity is not surprising in view of Mrs. Ayrton's explanation of 
thejcause of hissing given before this Institution last year, I think 
that they can be separated into two kinds, a large comparatively 
slow variation and a rapid superimposed one. The light given out 
is alternately bright, with rapid variations in intensity, a to b, 
fig. 6, and dull with hardly апу variations, b to o; the slow varias 
tion of the light corresponding with the larger variation of the 
current; the maximum light and current do not, however, oocur 
simultaneously. | 

In view of the explanation given in the case of the humming are 
that the large variations of the light is due to its rotation, and in 


HISsINd ARO. 
-9 mm, Solid “Apostle.” Mean P.D. = 44:5 volts. Mean current = 19:5 amperes, 


Carbons + 11 and 


cana ee ee % ч»: 


CENTRE . LINE. 


CURRENT. 


Scales:—1 mm. = 0:5 volt = 0'1 ampere = ypo second. 


ELECTRIC RAILWAY SIGNALLING. 


AT the Institution of Civil Engineers on December 11th, three 
papers were read, entitled “The Signalling on the Waterloo and 
City Railway,” and “Note on Signalling Outlying Siding Oonnee. 
tions," by Mr. A. W. Szlumper, M.Inst.C.E., and “Signalling ou the 
Liverpool Overhead Railway," by Mr. S. B. Cottrell, M. Inst. C. E. 
The Waterloo and City Railway, as previously described in the 
Minutes of Proceedings of the Institution (Vol. cxxxix.), was ад 
electrically-worked underground railway, 14 miles in length Il 
was a double line, in separate tunnels, with a station and acoommo- 
dation for shunting the trains at each end. Trains ran every six 
minutes, the journey ocoupying about six minutes. There wess 
two signal cabins, one at Waterloo, and one at the City, the former 
containing 16 levers, and the latter 18 levers. The liue, however, 
was practically divided into two block sections by the provision of 
signals about half-way between the stations, such signals consisting 
of an electric lamp fixed to the wall of the tunnel, electrically con- 
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view of the fact that the hissing arc is also probably rotating, as 
pointel out by Mrs. Ayrton,Ithink that the larger variations of, 
P.D., current, and light in the hissing are must also be due to the 
rotation of the arc. If this is the case, then the brightest parts of 
the curves are produced by light from the + crater and the rapid 
variations of density chiefly present in these parts of the lines are 
due to the rapid variation of this light from the + crater. 
[Experiment.] 

Now these rapid variations in the light correspond with the small 
rapid changes in the current and the P.D., so that the rapid varia- 
tions of P.D. and current correspond with the variations of the light 
emitted by the + crater, and the large slow variations with the rota- 
Lion of the are аз a whole, 

Considering one of the larger light maxima, say from a to b, or c 
to d, fig. 6, during which the oscillograph mirrors receive the light 
from the + crater without being obstructed by the carbon, it will be 
seen that in many cases the maximum light and minimum P.D. 
occar practically at the same instant, whilst the maximum current 
occurs later than the light maximum. This is the opposite to what 
occurs when the current through the arc is varied by any change in 
the circuit, for in this latter case the maximum current occurs before 
the light maximum. | i 

The periodically recurring sequence of events in the hissing arc 
is thus probably as follows, putting aside the rotation of the arc as 
& whole. Owing to the crater becoming too large for the end of the 
+ carbon, the air obtains access to the crater surface as found by 
Mrs. Ayrton, the oxygen of the air there combines with the 


carbon, causing a rise of temperature, an increase of brilliancy, a 


drop in the P.D., followed very slightly later by a rise in the 
current. 

I think that the above observations on hissing and humming are 
explained by, and confirm, the fundamental nature of Mrs. Ayrton’s 
discovery of the cause of the hissing of the arc. 


(To be continued.) 
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* La Lumière Electrique, 1892, Vol. xliii., p. 54. 
7 Physical Review, 1898, Vol. vii., p. 210. 


started ringing should any contact be broken. 


trolled: from both boxes and by clearance bars or treadles. In addi- 
tion to the ordinary mechanical interlocking, the Sykes: electric 
lock-and-block system had been largely introduced, and as a farther 
safeguard “slipper bars" were fixed at a short distance in front of 
the more important signals by means of which the current to the 
electric motors was automatically eut off should a train pas the 
“slipper bar" when the signal was at danger. The "starting" 
signals at the stations had double arms, the upper one being a “ right 
away signal, the lower one being a “draw ahead” signal Both 
these arms were worked by the same lever by means of a Sykes 
“electrical selector.” The “stop signals at the stations consisted 
of ordinary ground discs, which were also provided for shunting 
movements. Treadles or fouling-bars were extensively used ; they 
consisted of an angle-bar about 35 feet in length, balanced on pivots 
and connected to a contact-making switch. In lieu of the ordinary 
repeaters, bells were fitted in the signal boxes which rang when an) 
signal failed. This was effected by passing a wire through a series 
of signals by means of contact makers on each signal and upon their 
corresnonding lever in the signal box, terminating in a bell which 
Facing-pointe were 
fitted with ordinary facing-point bolts, also Sykes electrical point- 
detectors, one being fixed to each stock rail on a pair of pointe sad 
connected to and working with the tongues. Both tongues had to 
be dead home before the selector was operative, and until tben the 
point lever was locked by an electric lock. The block instruments 
used were Sykes lozk-and-block instruments, which were eleetzically 
interlocked with the levers and signals. Allthe lights in the signals 
and discs consisted of 8-с.р. glow lamps in duplicate and were 
repeated in the signal boxes by pilot lights. 

The second paper described some modern methods of electrically 
controlling outlying siding connections. One system described w9s 
applicable to a railway where an electric lock-and-block system wat 
installed. The siding connection was controlled by a key, te 
removal of which, from an instrument, locked up all co 
signals and broke down the block instruments until the key ws 
returned ; no outdoor signals at the siding were necessary 
system described consisted of the provision of a ground box sed 
outdoor signals at the siding, locking instruments being provided М 
both the section and siding boxes. When the siding was to be med, 
the switching in of the siding box locked up the starting signal U 
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the section box by means of an electric lock, and released an electric 
lock on the siding signal, the switching out of the siding box restoring 
the section box signals and instrument to their normal condition. 
A special feature of this scheme was electrically locking up the 
entrance to the siding box from the section box. Another system 
described consisted in the provision of a ground box and of outdoor 
signale at the siding connection. When operations were to be 
carried out at the siding, the box was switched in as a section box, 
and electric locks on the signals were released; during shunting 
operations the siding box was treated as a section box, and when 
completed the box was switched out, and the signals again became 
electrically locked from the section box. | 
The third paper described the system of automatic electric 
signalling in use on the Liverpool Overhead Railway, which, 
originally promoted to facilitate passenger transit to and from the 
docks, had developed into a line nearly seven miles in length, and, 
in addition to fulfilling its original purpose, provided rapid 
access to Liverpool from two important suburbs, and by means of an 
electric tramcar system owned by the company from other suburbs. 
When the line had been originally constructed as a dock railway 
with many stations, automatic electric signals had been introduced, 
in order to avoid the expense of men and maintenance, but with the 
extensions in the suburbs the automatic system had had to be 
supplemented at termini and junctions by ordinary mechanical 
signals. The intermediate stations were divided into 14 block 
sections: each block had a station at its commencement, and since 
the length of the blocks was short, each station was equipped with 
only four signals, viz., one home signal and one starting signal for 
cach road, the starting signal being practically the distant signal 
for the station in advance. A train leaving a station passed 


the “breaking” contact, putting the starting signal іо “ danger“; 


it then passed the “making” contact, which pulled off the 
home signal of the station it had just left, and the starting signal 
of the station in the rear. The circuit between the making contact 
and the other signals was made through a switch fixed on the arm 
of the starting signal, so that should the latter fail to go to 
“danger,” the circuit eould not be completed and the line behind 
would be blocked. The making and breaking contacts were 
actuated by a strikirg board fixed on the last coach, so that should 
а train break in two, the signals would not be operated. This 
automatic arrangement applied to all intermediate stations, and 
where the automatic system merged into mechanical, the alteration 
took place at the home signal in one direction and at the advance 
starting signal in the other, that was, on the up road the advance 
starting signal was the first automatic signal, and on approaching 
the termini the distant signal was the first mechanical one. The 
current for working the signals was supplied from accumulators 
at 50 volts pressure; two sets of 27 cells were situated at each 
station; and these were charged in series from the generating 
station. These accumulators also provided light to the stations. 
The expenditure of electric energy in current was very small. 
Each station comprised four signals, each worked with a lowering 
current of 5 amperes at 40 volts, and with a holding current of 
0:25 ampere at 40 volts. With a three-minute service for 20 hours 
a day each signal would be lowered 400 times, requiring therefore 
2.000 ampere-seconds, or, say, 0-5 ampere-hour, per signal per day. 
The entire station would require 80 watt-hours per day, and the 
total system 1,040 watt-hours. This, however, did not include the 
holding-off currents. Assuming each signal to be held down 
14 minutes, it would be down 600 minutes per day, requiring 
150 ampere-minutes, or 2:5 ampere-hours, or five times as much as 
for lowering. Iu the first few months there had been occasions of 
signals failing to go to “danger,” but experience enabled such failures 
to be eliminated, and reduced the number of other failures, which 
now amounted to an average of only one in 14,156,857 operations. 


THE PARIS EXPOSITION OF 1900.* 


By CARL HERING. 


(Continued from page 967.) š 


THE two new electrically - operated extensions of several steam 
railroads into the central parts of Paris; the new and much-needed 
electric railroad to Versailles; and the new conduit road in Paris, 
are all of interest. A surface contact line and one using accu- 
mulators, are also being tried in Paris. The Western Railroad, one 
of the largest stcam railroads of France, is making very extensive 
preparations toward introducing electric traction on its lines by 
more improved methods than its Heilman locomotives. If our steam 
railroads were as enterprising, the replacing of steam by electric 
traction would progress more rapidly here. Through the kindness 
of Mr. Clerault, the chief engineer of this enterprising steam rail- 
road, our Institute had the pleasure of accepting an invitation for a 
personally-conducted visit to its interesting plant. It has already in 
operation in part, a large three-phase power station near Paris, 
accompanied by extensive laboratories; has constructed an electrical 
extension of its steam lines toward the centre of the city; is build- 
ing the new electric line to Versailles over an excellently con- 


— 


* Inaugural address by the President at the 147th meeting of the 
American Institute of Electrical Engineers, New York, October 


24th, 1900. 
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structed and well graded private road way, and has under construc- 
tion a number of electric locomotives. Paris is therefore at last 
beginning to avail herself of the advantages of electricity for trac- 
tion, and will unquestionably be very greatly benefitted thereby. 
If, with this modern traction force, a more modern and more 
American system of managing and operating the city tramways 
were introduced, the Parisians, the many visitors and the owners of 
the tramways, would all be the gainers. ; 

In the Exhibition itself may be mentioned the two miles of 
moving platform which differed from the one in Chicago in that 
the motors were stationary while the rails moved. The third rail 
electric railroad paralleling it, but running in the opposite direc- 
tion, was virtually an American exhibit, aud was managed more like 
American roads, making a refreshing contrast to the wretchedly 
managed tramways and omnibuses in the city. Both the platform 
and this railway were fed from two 800-н.р. induction motor- 
generator sets made in this country, the induction motor, started 
by its mate, being one of the largest ever made. The conduit road 
which was shown, was also virtually one of those developed in this 
country. A short section of the "suspended" railway was 
exhibited, but whether this struggle for recognition was successful 
seems questionable. Another curious departure shown in operation 
was the trolley automotor, a system of running electrically-driven 
vehicles on ordinary roads, but taking current from au overhead 
trolley wire. The novel feature was, that the small contact і 
runniug on the two wires was geared electrically to the motors by 
means of a local three-phase current, so that it tended to travel 
slightly faster, thereby always leading and keeping the connecting 
cable taut. <A field for it might exist where omnibuses are now 
used. 

À number of large electric locomotives were exhibited, notably 
one from Berlin, showing that heavy electric traction is making 
progress. One weighing about 45 tons, exhibited by the French 
steam railroad known as the P. L. M., was operated with accumu- 
lators carried on a tender, but the claims made for it by the atten- 
dant were so remarkable, that a veritieation is desirable before they 
can be considered. Although it was dated 1896, I was told that it 


was “not yet“ in constant use. 


In electric lighting, one of the most interesting features was the 
début of the Nernst lamp. After long and tedious labours on the 
part of the General Electric Company, of Berlin, the interesting 
laboratory experiment of Nernst, that a filament of a non-conductor 
like magnesia becomes a conductor after it is heated—has been 


developed into a form of bigh efficiency incandescent lamp, which 


is now claimed to be ready for the market: but although several 
hundred were burned there daily, it was not possible to buy one. 4 
It resembles the usual incandescent lamp, except that the bulb is 
open; the filament is somewhat thicker and mnch shorter than that 
of a carbon lamp; the light is very much whiter and more brilliant. 
It can be lighted with a match, alcohol torch, or automatically by 
a platinum wire preheater with a magnetic interrupter. Either 
alternating or continuous currents cau be used, but the filament 
must be exposed to the air. The lamps are made for 25, 50, and 
100 c.P at 220 volts, and therefore do not yet compete directly with 
the usual 16-с.р. lamp. The efficiency is said to be 1:5 watts per 
candle, or about twice as good as the present carbon lamp of the 
same voltage. The filament is said to be made of magnesia mixed 
with the rare earths like zircon, thorium, &c. The life is claimed 
to be very satisfactory, though no figures can be obtained, but the 
perishable parts, valued at only 25 per cent. of the probable cost of 
the lamp, cau easily be replaced, the bulh being open. 

The material of which the filament is made, has a rapidly falling 
temperature coefficient, much worse that carbon, which would 
make it extremely sensitive to changes in voltage. This ix over-- 
come by a very iugenious method to which the present success of 
the lamp is due ; it consists in placing avery fine iron wire in series 


with the filament, the wire being so proportioned that it is heated 


by the normal current to that temperaturc (about 450’ to 500? C.) at 
which it has a very rapidly rising temperature coefficient ; the result- 
ing characteristic of the two in series is therefore a rising one. This 
fine wire consumes about 10 per cent. of the voltage. The price of 
the lamp, it is thought, may be about 50 cents. 

Among the novelties in are lamps which attracted some attention 
during the few days it was on exhibition, was the Bremer lamp, 
in which the carbons contain certain salts, like those of magnesia, 
together with fluor calcium, that deposits a white oxide on sur- 
rounding bodies, which acts both asa Nerust conductor and a white 
reflector, the carbons being inclined like the letter V. A reliable 
German authority found the efficiency to be 0:13 watt per hemi- 
spherical candle-power. The light is said to be steady aud bright 
but soft. 

The only enclosed arc lamps exhibited were from this country, 
directly or indirectly. These lamps, which are so largely adopted 
here, are scarcely known on the Continent, and in France, at least, 
it seems that they are not even wanted, on the ground that the 
light is too blue and uusteady, and the efficiency too low. As 
manual labour is much cheaper there than here, and arc lamps are 
not used nearly as much, the chief advantage of this lamp is not 
appreciated, at least not yet. The arc lights there nre, as a rule, 
much steadier, and are almost universally conuected to constant 
potential cireuits, our series system being almost unknown. The 
general type of regulating mechanism which is in favour is that 
in which the coil applies a brake to an escapement wheel which 
tends to revolve by the weight of thc descending carbon: the 
regulation is therefore very sensitive and gradual. Cored carbons 
of a fine quality are moreover almost universally used. Generally 
only two lamps are in series across the usual 110-volt mains, but in 
some cases as many as three are connected with au increase in light 
efficiency ; in such cases the lamps are of the differential type, in 
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which the regulating mechanism is actuated not only by a shunt 
coil but also by one in series, 

The exhibits of electric chandeliers and like fixtures were mostly 
French, and were generally very tasteful, artistic, and often very 
beautiful, althoughly frequently marred by external wiring, as with 
many of them concealed wiring is impractical. The accessories, 
on the other hand, such as circuit breakers, small switches, lamp 
sockets, motor starting resistances, &c., were frequently quite bad or 
too complicated, from an American standpoint. There would seem 
to be quite a market abroad for the better classes of American goods 
of this kind. It is hard to understand why electrically started fires 
are not more frequent on the Continent with such poor appliances of 
this kind that one finds in use there. 

The relatively large number of exhibits of switchboard switches 
for breaking currents of very high voltage indicates the rapid intro- 
duction of high tension currents. In many of them the well-known 
double horn is used for extinguishing the arc, which is an indication 
of the effectiveness of this simple device. 

A novel departure in switchboards, especially for dangerously high 
voltage machines, consisted in placing all the switching apparatus 
belonging to one machine, on or under a post or pedestal near the 
machine itself, and so that the attendant faces the machine. The 

actual switches are under the floor, where they are out of the way 
and easily accessible from a pit belo-7, only the levers, hand wheels, 
and instruments being on the pedestal ; the attendant is thereby pro- 
tected from all the possible danger. It is the standard practice of 
the Oerlikon Company. 

The use of silver fuse wire in place of lead alloys, by a very large 
German company, on the ground of greater reliability and con- 
stancy, deserves mention. For the same fusing current the amount 
of metal volatilised is the least for silver. 

The non-interchangeable fuses of Siemens & Halske were of 
some interest and seem to supply a need. 

Among the cable exhibits there were three for underground work 
in which multiple cored cables were subjected to 25,000 and 30,000 
volts alternating, the insulation in one of these being impregnated 
paper without any rubber. 

A German maker of aluminium goods showed that this metal can 
be welded without solder or flux by simply heating it to a certain 
definite temperature at which itsoftens. The use of aluminium line 

wires makes this simple method of interest to electrical engineers. 

The number of different types of meters exhibited was about 
equal to the number of their exhibitors, but the Thomson meter in 
nearly the same form as made in this country, is the one most 
frequently used ; several hundred à day are claimed to be made 
by the French company which manufactures them. The field for 
a good, cheap and simple ampere-hour meter for small consumers of 
continuous current is filled very satisfactorily in France by the 
O'Keenan meter, of which 11,000 are already installed. In principle 
it may be said to be like a d'Arsonval galvanometer or Weston 
instrument, in which, however, the coil is mounted so that it may 
revolve continuously, the number of its revolutions being registered. 
This coil, or armature, is a shunt to a very low resistance іп the 
main circuit. It is extremely sensitive, and the coil requires only 
0:6 microwatt to start it; it will register as little as 5 watts in the 
lamp circuit, or 1 per cent. of its range, has a straight line charac- 
teristic, and is not appreciably affected by temperature changes. 
A somewhat similar one is about to be introduced in this country, 
and there is, no doubt, a large field for it. 

The well-known and ingenious Aron double pendulum meter was 
well exhibited in various forms, including one for three-phase cur- 


rents. It is said to be used to some extent in Germany, but would 


probably not find much favour in this country. 

An interesting and promising modification in the Thomson 
type of watt-hour meter, shown in the German section, consisted 
in using a three-coil armature like that in the original Thomson- 
Houston arc light machines; this enables the same magnetic 
force to be produced by a much smaller weight of the revolving part, 
with several attending advaatages of importance. 

Prepayment meters are meeting with some favour and there 
might also be a field for them in this country among small con- 
sumers. 

In telegrapby the exhibit which seemed to attract most attention 
was the very ingenious printing telegraph system of Prof. Henry 
A. Rowland, of Baltimore. The sender merely presses lettered 
keys like on a typewriter, and at the other end the message is 
received in print on a sheet of paper ready for delivery, without 
requiring any operator. An alternating current of constant 
frequency is passed over the single line and operates synchronous 
motors, by means of which the necessary synchronism at the two 
stations is obtained. The different characters are transmitted by 
the suppressing of various combinations of the half waves of the 
current. Atthe receiver end these waves are received in a large 
number of relays, various combinations of which operate a few elec- 
tro-magnets fcr printing the characters and moving the paper 
laterally and lengthwise. The typewheel revolves continuously and 
the paper directly beneath it is struck from below at the exact 
moment when the desired letter is over the pa Four messages 
are sent at the same time in one direction, the line being loaned to 
each operator in succession for short recurring periods. This is then 
also duplexed, making eight messages simultaneously over one wire, 
each, it is claimed, at à speed of 45 words per minute. It does not 
seem to be used commercially yet, and whether it will be equal to 
or better than the printing telegraph system which has been in 
satisfactory commercial use between New York and Chicago for 
some time, devised by one of our members, can be detérmined only 
by equally severe tests. -- æ ОС wer  - £-:3 со 

There! are several exhibits оЁ Се wireless telegraph system, 
thonghifnone by Marconi's company. The modifications were only 


in details, and did not include any way of making the system 
selective. It is now being introduced commercially, and there аге з 
number of installations in regular use. 


(To be concluded.) 


REVIEWS. 


Medical Electricity. A Practical Handbook for Student 
and Practitioners. Ву Н. Lewis Jones, M.A., MD. 
9rd Edition. London: H. K. Lewis, 136, Gower Strea. 
1900. 


We can unreservedly endorse the commendation which w: 
were able to give to the first edition of this excellent work,’ 
and we are pleased to see that some objections which we 
raised to the treatment of the subject, at that time, have 
been obviated in the present edition. The treatment of 
disease by electricity has made considerable advances evn 
within the last few years, and these have been fully ex- 
pounded by the careful revision of the whole work, and the 
addition of 60 fresh pages. The chapter on statical el«- 
tricity, which has been rewritten and brought up to date, 
is of special interest, as it embodies the latest results of 
American practice. Several American practitioners, notably 
Dr. Monell, of Brooklyn, have made a special study of the 
medical applications of electricity derived from the influence 
machine, and have obtained results, in a very simple way, 
hitherto unknown in European practice. Dr. Lewis Jona 
gives а very complete account of Dr. Monell’s apparatu: 
and methods. 

Chapters at the commencement of the work are devoted t^ 
introductory matters, such as the history of medical elc- 
tricity, fundamental experiments and definitions. Then fel 
low chapters on the different kinds of apparatus us. 
batteries, the dynamo machine, the induction coil, inflnenc: 
machines, and other statical apparatus. The application of 
the various kinds of current are expounded in chapters on 
physiology, diagnosis (one of the most important modem 
applications of electricity in medical practice), the electric 
bath, the treatment of specific diseases, electrolysis, cautery, 
and, finally, the Röntgen rays. An appendix is added con- 
taining lists of towns and districts with continuous and 
alternating current supplies, in view of the great advantag- 
which results from being able to use a public supply instel 
of batteries for electro-medical treatment, but this even 
already is out of date, owing to the rapid progress which is at 
the present time being made in the erection of new 
installations. 

We do not profess to be able to criticise the medical side cf 
Dr. Jones's work, though it appears to us to be very interes- 
ing, modest in its claims as to what electricity can do, and 
therefore probably a thoroughly reliable guide to the шейка! 
practitioner. The electrical side of the work is also charie- 
terised by a clearness, conciseness and accuracy unusual in 
works of this class written by medical men. There ar. 
however, still certain blemishes in this part of Dr. Leri- 
Jones's work, which in the exercise of our critical functions 
we feel called upon to point out. 

Some of these mistakes are so obvious that they ar 
evidently of the nature of what the lawyers call errors мг 
incuriam. For example, in discussing electrolysis, the ап 
says (p. 40) :—* The ions in the case of water are hydrogen 
and oxygen; the former is electro-positive, and therefor 
appears at the kathode, or negative pole, and is called tl 
kation, while the oxygen appears at the anode and is call 
the anion." Now, this describes an impossible experiment: 
pure water has never been electrolysed, and therefore has го 
ions, From some data given by M. Meylan (p. 28%) * 
calculation is made which makes the resistance of the patie”! 
in an electric bath 1,060 ohms, and the resistance o. a! 
equivalent bulk of water 736 ohms. The data are :—Resizanc 
of water and patient, 136 ohms; resistance of water o». 
156 ohms ; resistance of water only when equivalent bulk is 
been added, 138 ohms. Now the resistance here is 2 ch.: 
greater when the patient has been replaced by an equivalent 
bulk of water, and therefore the resistance of the едо: 
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bulk of water must be greater than that of the patient. We 
make it 1,196 ohms ; Dr. Jones makes it 736 ohms, and, 
unfortunately, proceeds to reason from this erroneous calcu- 
lation as to what proportion of the current passes through the 
patient, The definition of the electro-chemical equivalent 
(p. 41) also appears to require correction. 

Medical writers on electrical subjects almost invariably 
fail to give a correct explanation of the action of the induc- 
tion coil. "The failing, we must confess, is not confined to 
medical writers, but owing to the close connection of the 


form of the variation of a current with its physiological effect, 


one would expect that medical electricians would take the 
greatest pains to be accurate on this subject. Unfortunately а 
few mistakes in, the theory of the induction coil appear in Dr. 
Jones's work. He says (p. 106) : “ Тһе primary current is, 
therefore, a series of impulses or waves, all passing in the 
sume direction and corresponding in time and frequency to 
the interruptions of the contact breaker; each wave is due to 
a sudden rise of electromotive force in the wire, followed by 
a more gradual fall, the whole time of each wave being 
a very small fraction of a second, and varying consider- 
ably in different coils." Now if medical coils are fitted 
with condensers, the currents of the primary will 
not all pass in one direction, for as soon as the break has 
taken place, the primary coil and condenser form a system 
having self-induction and capacity, a condition which leads 
to electric oscillations in the primary. Again, it is difficult 
to understand what is meant by saying “each wave is due 
to a sudden rise of electromotive force, followed by a more 
gradual fall ; " the electromotive force in the primary is that 
of the battery till the break takes place, then it rises sud- 
denly owing to the self-induction, it then reverses and rises 
toan almost equal amount in the opposite direction, and 
this takes place several times till the oscillations are damped 
out. But the important fact to consider in the primary of 
an induction coil is not the electromotive force but the 
current. After the break is closed the current in the 
primary gradually increases. at a rate determined by the 
electromotive force of the battery, and by the self- 
induction and resistance of the primary coil; when the 
break is open the current suddenly falls to zero, and it 
is this sudden fall of the primary current which pro- 
duces the highest E.M.F. in the secondary. The E.M.F. 
due to the comparatively slow increase of the current which 
follows the closure of the break is so small that it is only 
capable of producing a spark of a few millimetres in the 
secondary of large induction coils. Under ordinary circum- 
stances it is the secondary current which is unidirectional, 
not the primary. Of course the secondary current may be 
alternating when the resistance of the human body is the 
only external resistance in circuit, but even in this case the 
current is probably always much greater in one direction 
than in the other. The only reliable method of finding the 
current curves from a medical coil is to trace them while 
being applied to the patient by some such apparatus as the 
Braun's tube. 

In discussing the curious physiological effects of high 
frequency currents, Dr. Jones points out that though no 
shock is felt when the hands are in good contact with the 
electrodes, yet if there be an air gap in the discharging 
circuit, the shocks at once become severe, and the wider the 
гар the more severe are the shocks. In his attempts to 
explain this and other curious physiological effects of these 
currents, Dr. Jones has, we think, forgotten to take into 
consideration a very important property of rapidly alter- 
nating currents, namely, the fact that they tend to concentrate 
on the surface ‘of conductors, and the greater the frequency 
of the alternations, or the conductivity of the conductor, the 
greater the concentration of the currents on the surface of 
the conductor. The introduction of an air gap is the intro- 
duction of resistance, which would cause the currents to 
penetrate into the substance of the tissues instead of flowing 
along the surface. Whether this be the true explanation or 
not, it is a point that ought not to be overlooked in investi- 
gating the subject. 

Though we have devoted so much of our criticism to 
pointing out some defects in the electrical part of Dr. Lewis 
Jones’s work, it must not be forgotten that these remarks apply 
to only a small part of the work. The descriptions and dis- 
cussions of apparatus are, as a rule, excellent, and the funda- 


decidedly crude. 


mental principles of electricity are expounded with great 
clearness and accuracy, All the latest applications of elec- 
tricity, down to the Róntgen rays, can be found clearly 
explained in this work, and we do not thiuk the student or 
the medical practitioner will be able to find a better written 
and more reliable work on this interesting and progressive 
branch of the healing art. 


The Management of Dynanos. By G. W. Lumais- 
Paterson, London: Crosby Lockwood & Son. 1900. 
Second edition. 

This is a revised and enlarged issue of a work first pub- 
lished in 1895; it embraces a brief outline of the theory of 
the dynamo, so far as is necessary to its intelligent manage- 
ment, and a description of the details of various types of 
machines used in practice. More than half the volume is 
devoted to a very full and complete guide to the regulation, 
coupling, and running of dynamos, and to the methods of 
diagnosing and localising various kinds of faults and diffi- 
culties, commonly met with and otherwise. A useful 
chapter on motors has been added. 

The book is thoroughly practical,. though some of the 
troubles described are of a nature that, cannot be dealt with 
except by radical alterations in the design of the machine, 
and others, as hinted above, are not very likely to occur. 

Errors and mis-statements are not entirely absent. For 
example, on p. 4, electrical current is said to be “ analogous 
to the volume or quantity of water" flowing through a pipe, 
instead of the rate of flow ; and on page 12 occurs the phrase 
* the energy given off is first measured in watts . . . . and 
afterwards converted into horse-power."  Akin to the latter 
error is the use of the word“ unit" in connection with the 
output of dynamos—e.7., a 100-kilowatt or a 100-unit 
machine.” What is the matter with the term “ kilowatt,” that 
it should thus be mis-named? Fig. 22, representing a drum 
armature with two coils wound, is incorrectly drawn, and 
the explanation on p. 55 of the causes of sparking is 
On p. 95 the characteristic curve of a 
shunt dynamo of the conventional (and obsolete) form is 
given—when will this disappear from the text-books? On 
the score of connections, the author speaks somewhat loosely ; 
it is not correct to say that no mistake can be made in 
coupling up a machine of the single-bobbin type (p. 110). 
Again, speaking of accidental reversal of magnetisation, the 
author says (p. 180) that the machine will not excite until 
the field connections are reversed, or until a current is sent 
through the field coils, so as to produce the correct polarity ; 
this is all wrong—the dynamo will excite, but with the 
wrong polarity. 

Solenoid is repeatedly spelt “solonoid,” for some reason. 


We are not aware that central station engineers judge the 


voltage of an in-coming dynamo, when paralleling, by the 
appearance of its pilot lamp, nor that serious results occur 
if the speed of an out-going machine is lowered so far 
as to cause it to motor—both of which statements are put 
forward. | 

Most of the defects which we have noticed, however, аге 
of minor importance, and do not seriously detract from the 
value of a book which should be of great use to mechanics 
in charge of dynamos, and to students. 


ELECTRICITY ON STEAM RAILWAYS. 


AN interesting application of electricity to conditions similar 
to those prevailing on a railway has just been completed in 
Germany on a local line running from Berlin to outlying 
suburbs. Not only is the system interesting because it is 
running long trains similar to a steam railway, but the 
electrical details have some interesting, if not original, 
features. The system is a third rail which is placed 
above the surface of the rails. It is composed of iron, 
and has a considerable cross-section, and at joints is 
connected by means of solid copper connections. At 
each end of the line batteries have been installed in order to 
equalise the load. There is a motor саг at each end of the 
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train, and when fully loaded the train can carry 410 persons, 
and has a total weight of 220 tons. On the level it 
can attain a speed of 55 kilometres an hour. The motor 
cars are equipped with three series motors, and the starting 
current is stated not to exceed 200 amperes. Some very 
important data may be shortly expected from the erection of 
this line, because the officials to the State are anxious to 
obtain exact data as to the cost and advantages of the electric 
system as compared with the steam train travelling over the 
same road. In order to give accurate results, the following 
measurements are made :— | 

(а) In the station (1) automatic registration of the watt- 
hour consumption; (2) the terminal pressures at the 
generators simultaneously with the measurement of the 
pressure at the feeding point, so as to determine the drop of 
pressure on the feeder. 

(b) In' the cars (1) watt-hour consumption and speed 
diagrams between two stations; (2) current strength and 
voltage and load diagrams while starting and during the 
period of braking; (3) the same measurements during 
electric braking ; (4) determining the lateral movement of the 
car ; (5) ascertaining the jolting produced in the train when 
the current is varled or the motors are shut off; (6) deter- 
mining the wear of the wheel rim on the axles carrying the 
motors. 

(с) In the battery :—The current consumption. 

(d) In general :—(1) Maintenance cost of the line, the 
battery and the total electric train equipment; (2) lubri- 
cating material; (3) cost of electric illumination of train ; 
(4) cost of heating ; (5) salaries and extra. money made by 


the motor men, conductors, and battery caretakers ; (6) the 
cost of maintenance of train exclusive of the electric equip- . 


ment. 
These details are taken from the notes of the German cor- 
respondent to the Street Railway Journal, 


LONG DISTANCE HEAVY ELECTRIC 
RAILWAYS. 


By RANKIN KENNEDY. 


THIS subject is becoming almost fascinating. The tendency 
seems to be towards a three-phase system for the sake of 
easy transforming. But the three-phase motor is not con- 
trollable sufficiently easily as to speed, hence the proposal 
requires the use of rotary converters. These are all right, 
but introduce great cost and attendance at sub-stations. 

The best system seems to be an alternating primary 
supply, it matters little whether it is single-phase or multi- 
phase, at a very high pressure, 20,000 volts or more, feeding 
stationary transformers, along the line 10 to 1 ratio, a 
secondary overhead trolley wire at 2,000 volts, feeding a 
locomotive carrying two rotary converters converting the 
2,000-volt alternating to 400 or 500-volt continuous, 
this 500-volt continuous to work motors on each locomotive 
axle by ordinary controllers. Or even 100-volt continuous 
might be used, and 50 large storage cells carried on each 
locomotive, capable of moving without the trolley, 
while these cells could be kept charged from converter. The 
converter should be a very high speed synchronous motor 
connected to a continuous current generator. 

These means would require attendance only where attend- 
ance must be, that is, at both ends of the system, the gene- 
rating end and the consuming end, while the losses would be 
a minimum in transmission, 

A single-phase system seems to be the simplest for the 
purpose. The battery would save all complication at cross- 
ings, junctions, round houses, and so on, as it would 
save overhead wires for moving the locomotives when 
changing, shunting, and going on and off duty. 

The field of the generators and motors on the loco. 
would be better excited from the battery, then by keeping 
the motor fields constant, and by varying the generator 
ficlds by rheostat, perfect regulation can be most economically 
obtained without any trouble. This system of field 
regulation is due to Mr. Ward Leonard, I believe. 


No system which is not under the most perfect control by 
unskilled men can be considered as practical ; speed control 
has not yet been possible with alternating motors of any 
kind. 


CURRENT SPECIFICATIONS. 
XLL—WORTHING SWITCHBOARD. 


SUMMABY. 


Extent of Contract.—Supply and erection of a direct-current low- 
tension switchboard at the Worthiug central station. l 

Type of Switchboard.—To be suitable for a three-wire system 
having 460 volts between outer conductors; three dynamos, cach 
wound for connection across outers; three feeder circuits, one 
balancing transformer, one battery of cells, and two motor booster. 

System of Cell Charging.—Only discharge switches to be provided, 
the cells being charged when disconnected from the bus bars. 

Type of Ammeters.—“ Weston manufacture, edgewise pattern, 
except in the case of the one on the earthing circuit. 

Type оў Voltmeters.—" Weston" manufacture, six with illuminated 
dials, one of ordinary pattern. 

Design of Board.—Blueprints showing proposed design, plan oi 
connections, and details of shunt regulating switchgear and resist- 
ances are supplied with the specification. 

Connections.—All connections between machines and switchboard 
to be supplied, but not those between cells and regulating switches. 

Class of Cable.—To be insulated with pure and vulcanised rubber 
to a minimum insulation resistance of not less than 1,000 © per mile 
protected by stout braiding. 

Specified Date of Completion.—May 31st, 1901. 

Penalty for Late Completion.—£10 per week. 

Specified Period of Maintenance.—12 months from date of com- 

letion. 
j Stipulations as to Removal of Foreman.—On whole satisfactory; sce 
comments below. 

Stipulations as to Wages Paid to Workmen.—Satisfactory. 

Specified Terms of Payment.—75 per cent. on delivery of whole of 
materials, 20 per cent. when plant is taken over by Corporation, 
5 per cent. at end of period of maintenance. 

Arbitration Proposals—Satisfactory. 

Date for Receipt Tenders. December 31st, 1900. 


This specification has been compiled by Messrs. Burstall 
and Monkhouse, the consulting electrical engineers to tlie 
Corporation, in a very thorough manner, and it embodies in 
its general arrangements the results of actual practice. 
Contrary to usual custom, the cells are disconnected from 
the bus bars during the period of charging, this arrangement 
dispensing with the necessity of employing two charge and 
discharge switches, and permitting the use of two simple 
multi-contact discharge switches. All the main dynamos 
are wound for the voltage across the outers of the distributing 
system; the cells and a balancing transformer rectify the 
varying pressure in the distributing network which would 
otherwise be caused by the current in the neutral wire, Pro- 
vision is made for suitable paralleling arrangements for use 
when a series winding is added in the future to the dynamos 
to render them suitable for traction work. Ordinary fuses 
are specified for one pole of the dynamo circuits and maxi- 
mum current cut-outs fitted with magnetic blow-onts for the 
other pole. 

The general conditions are on the whole fair and reason- 
able. 'That dealing with arbitration in case of disputes 
states :— 

Should any dispute arise between the contractors and ihe Cor 
poration or the engineers in respect to the work included in this 
contract, or as to these conditions, the same shell be referred to t 
president for the time being of the Institution of Civil Engineers, or ony 
person being a full member of the said Institution whoin de may арро! 
Any decision, interim or final, of the arbitrator so a ah shall be 
Jinai, binding and conclusive upon all parties, and may be made а 
rule of the High Court of Justice. 

This is thoroughly satisfactory, inasmuch as it is unlimited 
in it& scope and direct in its application. 

In Clause 9 we have the usual stipulation as to omissions 
from the drawings or specification. These are to be supplied 
withont extra charge, the contract being for everything 
needed to satisfactorily complete the work in an efficient 
manner. The clause reads: 

Should anything be omitted either in the drawings, specification. 
schedule, or measurement, or these general conditions, of which i» 
fitting, and is usually considered necessary to be done for the oom: 
pletion of the works, the contractors shall execute the same as if it 
had been particularly specified or shown, and shall supply whatever 
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may be necessary to complete the whole work without any claim 
for payment for such omitted work. 


Powers are reserved for the consulting engineers to extend 
the time for completion for the following reasons :— 


In the event of the contractors failing to complete the work 
within the period given in the specification to the satisfaction of 
the engineers, they shall be liable and bound to pay to the Corpora- 
tion, as ascertained and liquidated damages, and not as a penalty, 
the sum named in the spccitication, for each and every week, or part 
of a week beyond the date fixed for completion during which the 
work remains unfinished ; and the Corporation shall be entitled to 
deduct the amount of damage so incurred from any money in their 
hands belonging to the contractors. Provided that if the engineers 
shall certify that the failure to complete the work arose from causes 
beyond the contractors control, such as eneral strikes or lock-outs, 
failure of other contractors employed by the Corporation to do any work 
which affects this contract, &c., which, in the opinion of the engineers, is 
sufficient, then the contractors shall be relieved, in whole or in part, as 
the engineers may determine, from the payment of such damages. 


This clause might well be taken as a model one where 
penalties for late completion are concerned; it completely 
protects the purchaser against wilful neglect on the part of 
the gontractor, and at the same time safeguards the con- 
tractor from penalties due to causes outside his control. It 
would be found: in practice that the cases in which the 
decision of the engineers in this matter would be disputed, 
and the matters carried to arbitration, would be few indeed. 

The only other clauses needing attention are those relating 


to the powers of the engineer over the contractors’ employés. 
They read :— 


During the carrying out of all work the contractors shall keep 
constantly on the ground a thoroughly qualified head foreman, who 
will be considered to represent the contractors in their absence, and 
who shall be able to set out all parts of the works; but if any such 
foreman be found, in the opinion of the engineers, to be incompe- 
tent or inattentive, or to conduct himself improperly, the engineers 
shall have power to remove him by giving seven days’ notice to the con- 
tractors, and to require un efficient person to be appointed in his stead, 
and a foreman so discharged shall not again be employed on the 
works by the contractors without the sanction of the engineers, 
(mly competent foremen who have carried out similar work in other 
town installations shall be employed by the contractors to superintend. the 
execution of the various portions of the works. 

The engineers shall have power to remove any one or more of the 
workmen or labourers whom they may consider incompetent or who 
may conduct himself or themselves improperly, without notice, and 
any person or persons so dismissed shall not again be employed by 
the contractors on the works without the permission of the engi- 
neers. | 

Should the contractors refuse or delay to appoint a foreman or 
workman of full and proper qualifications in the room of any 
such foreman or workman who has been discharged under the pre- 
ceding clause, or should the contractors refuse or delay to appoint a 
sufficient number of workmen according to the opinion of the engineers, 
the latter shall be at liberty to appoint such person or persons as they 
may consider proper by giving three days’ notice to the contractors, and 


such persons are to be paid reasonable and proper wages by the con-. 


tractors, and are to be employed on the works the same as if they had 
been appointed by the contractors, and should the contractors refuse to 
pay them, the Corporation shall be entitled to pay them and to deduct 
their wages from moneys due tothe contractors, and such persons are not 
afterwards to be discharged without the sanction of the engineers, and 
without prejudice to the foregoing; but, in supplement thereof, 
should it appear to the Corporation that the contractors are not 
carrying out the works at such a rate as to secure their completion 
within the time specified, the said Corporation shall hare power, 
with the approval of the engineers, and «fter seven drys’ notice to the 
contractors, to employ additional men, or to take the work out of the 
contractors’ bands and carry it on either by themselves or by other 
contractors, holding the original contractors and their securities 
liable to all damage and extra expense, arising from delay or other- 
wise, which may be incurred. 

NorE.— The powers reserved in the preceding clause are intended to 
guard against difficulties which may possibly occur, but these measures 
will not be adopted without giving to the contractors every reasonable 
opportunity of remedying the evils complained of. Я 

The appended note ів perhaps the best commentary upon 
the stringency of the provisions. Without this explanation 
and the unlimited power of the contractor to appeal to 
arbitration, they would be distinctly dangerons. It will be 
noted, first, that the foreman must have been employed on 
similar work on town installations previously ; secondly, 
that the engineers claim the power to appoint additional 
workmen, to be paid by the contractor, in case of the number 
actually at work being in their opinion insufficient ; thirdly, 
that these men cannot be dismissed during the progress of the 
work without the sanction of the engineers; and, fourthly, 
the usual powers are reserved to the engineers of under 
certain circumstances taking the work out of the contractors’ 
hands and yet holding them responsible for the cost of com- 
pletion. We donot consider the first stipulation necessary, 


since the contractor as the responsible party ought. to be 
free to employ whom he likes ; the second and third clauses 
are dangerous innovations; while the fourth needs very 
careful wording in the final contract. | 

As limited by interpretation and right of appeal to arbitra- 
tion, they may perhaps be accepted in the present instance, 
but without these safeguards they should be strenuously and 
consistently opposed. — 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. — 


NEW PATENTS, 1900. 


Compiled exprenaly for this journal by W. P. Тномрвои & Co., Electrical Ratent 
Agents, 324, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


—Á—— — 


21,837. ‘Improvements in prepayment electricity meters," G. W. ETntrs. 
PATTER BON. Dated December 3rd. | e A | 

. 21,838. An appliance or device for obtaining direct eloctrical impulses or 

currents from alternating electric sources," G. B. BaArrkeN. Dated December 

3rd. | | | 
21,859. ‘Improvements in electric traction.” E. Н. TYLER and A. G. HANSARD. 

Dated December 3rd. E 

21.858. Improvements in or relating to electrical contacts for detecting 
electrical disturbances receiving electrical vibrations or like uses.“ M. CANTOR 
and THE Pror. Braun's TELEGBRAPHIE GESELLSCHAFT MIT BESCHRAWKTER 
HArru dd. Dated December 3rd. І 

21,860. ‘Improvements in electric meters." THE British THOMSON. 
Hovstox Company, Limitgep. (E. Thomson, United States.) Dated December 
8rd. (Complete.) 

21,861. “Improvements in controlling electric boosters.” THE BRITISH 
THOMSON-Hovuston Company, LixiTED. — (E. M.. Hewlett, United States.) 
Dated December 3rd. (Complete.) 

21,862. Improvements in methods of securing pole-pieces to electric ma- 
chines.“ THE British THomson-Hovetox Company, Limiten. (H. G. Reist, 
United States.) Dated December 3rd. (Complete ) : 

21,880. “Improvements in or relating to electrical governing or centrolling 
apparatus.” E. F. Mov and P. Н. BAstRE. Dated December 3rd. 

81,886. “Improvements in electrical storage or accumulators.” L. E. 
Lachoix, Jun. Dated December 3rd. : 

21,908. “Improved means of holding the inner glass and lower carbon of an 
electric aro lamp." F. J. GREEN. Dated December 3rd. (Coniplete.) . ` 

21,904. “An arrangement of electrical resistance, especially adapted for 
electric arc lamps.“ F.J. GREEN., Dated December 3rd. 

21,909. “Improvements ia and connected with wireless telegraphy.” 
A. BLONDEL. (Date applied for under Patents, &c., Act, IR&), Section 108, May 
Вга, 1900, being date of application in Belgium.) Dated December 3rd. Complete.) 

91,922. “Automatically controlling the speed at which electric tramcars, 
motors and the like may be driven.” R. F. CoL Nd, and H. H. LINDON, 
Dated December 4th. : 

‚ 21,913 "Improvements in electric arc lamps." Сроиртох & Co., LIMITED, 
A. J. Норовом, and J. W. Ewart. Dated December ith. (Complete.) 

21,961. “New or improved self-acting electric fire alarm and signalling 
device." F.GuLTING. Dated December 4th. 

21,963, “ An improved adjuster or height regulator and cord receiver for 
electric lamps and like purposes." H. McGowan. Dated December 4th. 

91,991. “Improvements in connections for electrical conductors." W. B. 
CLEVELAND. ated December ich. (Co.oplete.) 

22,010 An improved method of connecting eléctrica] conductors." W. B. 
CLEVELAND. Dated December ith. (Complete.) 
42,019. “Improvements in storage batteries.“ 
December 4th. (Coinplete.) | : 

32,001. ‘Improvements in are lompe. J. VELLE and Тнк МЕвсинвү Сус 
MANUFACTURING COMPANY, LIMITED. ated December 4th. ( Complete.) 

22,022. “Improvements in or relating to secondary or storage batteries or 
accumulators.” A. J. Вогіт. (L. Sauvan, France.) Dated December 4th. 

22.026. “ Improvements in electric wave telegraphs.’ A. J. Bott. 
(American Wireless Telegraph Company, United States.) Dated December 
4th. (Complete.) 

22,068. ‘Improvements in the construction of instruments for the measure- 
ment of electrical energy." А. С. Heap. Dated Deoember 5th. - : 

29,098. “Improvements in the production of electric light." J. W. GRAYDON 
and J. О. Ectstrorrr. Dated December 5th. | ‚ | 

2, 118. A new or improved endless electric conveyer for conveying tin 
plates from the bath of molten metal to a suitable or desirable place.” J. BAXTER, 
О. CLakk, and C. HiLLMAN, Dated December oth. 

22,126. ‘Improvements in apparatus for wireless telegraphy.” J. A. 
FLEMINGU and Manrconi's WIRELESS TELBEGRAPM Company, LIMITED. De 
December 5th. | Am . 

23,142. “A new or improved telephone relay." 
V. Росіккх.. Dated December 5th. (Complete.) | М. л : 

92,183. ‘Improvements in or connected with electrical contact makers ок 
switches for use at the insulated junctions of sections of electrical tramways 
and railways and for analogous purposes." H. G. NicHoLsow. Dated Decein- 
ber €th. 1 a 

22,196. ‘Improvements in electric arc lamps.” THE BRITISH Thong ; 
HOUSTON Company, LIMITED. (E. Thomson, United States.) ‘Dated December 
6th. (Complete.) 

92,197. ‘‘Improverrents in electric aro lamps.” | TRE BRITISH Тномвом: 
Носвтох Company, LIMITED. (Е. Thomson, United States.) Dated December 
6th. (Complete.) | А 

22,990. “Improvements in от relating to electric cables or conductors.” 
W. J. GLover. Dated December 6th. Tm 

92,288. ‘Improvements in or relating to electric railways, tramways, and 
the like." C. Kanpo. Dated December 6th. (Complete.) T4 , 

92,284. “Improvements in or relating to automatic oleotrioal relays for 
operating pneumatic brakes in electrically-propelled vehicles and the Uke.“ 
C. Kanno. Dated December 6th. (Complete,) zo Bt 

22240. ‘Improvements in the electrolytic refining of metals.“ B. CowPER- 
Col ES. Dated December 7th. | E 2 a E WM LE 

99,958. ‘Improvements in and relating to electrid switches for use in: 
controlling motors.“ E. T. PARKER., Dated December Tt. - 


A. MXEYGRET. | Dated 


E. B. HAGEMANN and 
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22973, “Improvements relating to galvanometers, voltmeters, and like 
apparatus.“ T. E. GAMBRELL und C. T. GAMBbReELL. Dated December 7th. 


22,278. “Improvements relating to electrical plug resistance boxe? and 1 ke 
Apparatus and to switches therefor.” C. T. GAMBRELL and T. E. GAMBRELL. 
Dated December Tth. (Complete.) 


92,981. “Improvements in the means for suspending electroliers, electric 
lamps and the like." E. FLETCHER. Dated December 7th. 


чә 985. “Improvements in current collectors for electric vehicles." THE 
British Тномѕон-Носятох Company, LIMITED. (8. B. Stewart, United States.) 
Dated December 7th. (Coniplete.) 


22,246. “Improvements in electric switches.” THe British Тномвок- 
HovsTox Company, LiMiTED. (W. B. Potter, United States.) Dated December 
qth. (Complete.) 

92,281 ''lmprovements in synchronizing apparatus for electric alternators.” 
TE British THomMsoN-Houston Company, Limitep. (F. T. Dow, United 
States.) Dated December 7th. (Complete.) 


22288 “Improvements in means for attaching pole-pieces to electric 
machines," THE BRITISH THOMSON-HousTon Company, LIAITEZD. (H. G. Reist, 
United States.) Dated December Tth. (Complete.) 


22,200. “Improvements in telephone and telegraph apparatus.“ 8. G. 
Brown. Dated December 7th. 


29913, “Improvements in manufacturing laminated cores for electrical 
apparatus." A.N.'THoniN. Dated December Tth. 


22,816. “Improvements in or relating to electric cables or conductors.” 
W.J.GLovER. Dated December 7th. 


22,360. “Improvements in wireless electric telegraphic and audible signals, 
particularly applicable to ships and coast points." P. A. Cain. Dated 
December 8th. 

22,362. ‘Improvements in the construction of inductors." V. I. FEENY, 
(Allgemeine Elektricitits Gesellschaft, Germany.) Dated December 8th. 
(Complete.) 


22,372. A method and apparatus for discharging electrified wool.” J. G. 
WHITE & Co., Lro, and J. G. WHire. Dated December 8th. 

22, 37. “Improvements in drying apparatus or use in the manufacture of 
electrical insulating materials.” E. A. CLAREMONT. Dated December sth. 
. 00379. “Improvements in apparatus for the manufacture of electrical 
insulating materials." E. A. CLAREMONT. Dated December 8th. 

22,401. “Improvements in the manufacture of illuminating bodies for 
electric lighting." E. SANDER., Dated December th. 

22103. “Improvements relating to electric lighting on railway trains.“ 
J. Woopsipk and F. WILSON. Dated December 8th. | 

22,106. Improvements in the decomposition of alkaline salts by electrolysis 
and in apparatus therefor.” J. GREENWoop. Dated December 8th. 

22,411. “Improvements in and relating to electric tramways or street rail- 
ways.” W. B. savers. Dated December 8th. 


* 


ABSTRACTS OF PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. THOMPSON 
and Co., 822, High Holborn, W. O., and at Liverpool, Manchester and Birming- 
bam, price, post free, 9d. (in stamps). 


; 1893. 


466. “improvements in tolegrap hie relays." R.W. Paul. Dated January 9th, 
1899. Relays of the moving coil type are arranged with a lever, carried by 
the moving coil having a V fork on its outer end to act as stops for an clastio 
tongue on the end of the contact lever. The contact lever is pivoted, and has & 
light controlling spring. The lever is arranged to contact with the tongue only 
after the coil has attained a certain momentum. All the parts are provided 
with adjustments, and the apparatus is built up soas to facilitate the removal 
of various parts. 4 claims. 


616. “improvements !a tele phle receiving and transiatiag instruments." 

. Muirhead. Dated January 9th, 1899. Relates to arrangements for working 
submarine and other systems of telegraphy, either singly or by duplex methods 
and for translating from one cable to another. The siphon recorder employed 
may preferably be such as described in Specification No. 20,793, д.р. 1893, and 
any well-known type of relay, but preferably that described in Specitication 
No. 10,008, A. b. 1897, may be used. Various arrangements are described of the 
coil, local, and bridge circuits, when duplexing; the use is also described of 
double or differentially wound siphon-recorder coils, and the use of & second such 
coil in connection with the local relay or translating circuits. Several arrange- 
ments are described for imparting a vibration to the second or main siphon 
coil, one form being a small alternator. When a second coil is employed, it is 
connected by fibres with contacts controlling the translating relay circuits. 
When the second coil is arranged in bridge form, the main coil may be con- 
nected to springs which by bending cut in or out a number of separate resistances 
or may vary the amount of a continuous resistance in two of the arms of the 
bridge. In the case of duplexing and translating, each cable at tbe intermediate 
station is provided with the translating-devices, the currents in the second coils 
being overflow or curb currents, adjustable sell-inductances and artificial 
cables being also employed. 6 claims. 


671. ‘improved electric аго lamp ofutoh and feed moohaniem." Н. V. James. 
Dated January 10th, 1899. Relates to arc lamps. The upper carbon is secured 
in a holder оп а tube, which is passed up intoa tube movable vertically by a con- 
trolling coil. The clutch consists of twoindia-rubber pads adjustable by screws 
in levers which are hinged to a loose plate, and pass in inclined directions through 
slots in a block clamped on the tube. Screws prevent the levers from leaving 
the slots. When the tube is raised, the block moves the levers inward so that 
the pads grip and lift the carbon carrier; when the tube falls sufficiently, the 
plate is stopped by a part of the frame of the lamp, opens the clutch. In modifi- 
cations for enclosed arc lamps, the carbon carrier, and pads are dispensed with, 
the screws or plain projections on the levers acting directly on the carbon, 
which is inserted in a guide rlidingin the tube. The Provisional Specification 
states that the screws may have heavy arms which bare on the lamp frame 
when the clutch is lowered, and which turn the screws inward against the carbon 
when the clutch rises. 3claims. 


636. “Improvements in electrical appliances fer -— the supply of 
to burners aad effecting . Ко ignition from а distance.” C. Franzen. Dated 
January 10th 1899. The rotary disc or other gas valve and the incandescent or 
sparking igniting device arc simultaneously operated from a common electro- 
magnet, and the leads of the igniting device are arranged within the incan- 
descent or other burner. The igniting circuit from the electro-magnet which 
8ctuates the valve is formed by wire, the conducting connections to the igniting 
device and thence by connections which pass through insulating material, and 
a tube to the electro-magnet. The wires and the igniting device are carried by 
a glass tube which may be easily detached and renewed. The igniter is 
protected by a perforated tube which in the case of incandescent burners 
supports the socket of the mantle rod. 1 claim. 


666. An improved looking aad releasing device for electrical switohes." F. P. 
Cex. Dated January 11th, 1899. Relates to means for locking a switch in the 
„on“ position. In one form the contact-arin, is rigidly connected to a sleeve 
to which the handle is also connected through a cap (covered with ebonite). 
The sleeve tarns on a central tube secured to the base. Within the tube works 
а push fitted nt the bottom with a tooth working in а groove in the sleeve. In 
the * on ' position, the pin rises under the action of the spring into a slot, and 
во locks the switch. To release the switch, the push is depressed. In а 
moditied arrangement the switch is released by a partial movement of the 
handle. The cap is loose, and is fitted with a pin working in an inclined slot in 
the sleeve, во that, on turning the handle, the cap moves vertically, so depress. 


ing the push-piece, which does not, in this case, pass through the cap. A spring 
is fitted around the sleeve to give a quick break. 3 claims. 


666. “An it electrical switches.” F.P. Cox. Dated Jannar 
llth, 1899. Relates to means for isolating the metallic central parts of a swish 
from the contacts. Inthe two forms described, a mantle or cover of inverted 
cap-shape surrounds the swivelling parts and moves with the contact lever. In 
knife switches and the like, the contact arm carries a shield which works with 
а shield or projection on the base. 1 claim. 


626. “improvements ia electrical measuring instruments." А. F. Harris. Dated 
January 18th, 1899. Relates to current meters. An axle supported between 
jewelled bearings in bridges on two permanent magnets or clectro-marnets, 
carries two flat circular coils between flat pole-pieces and a pointer. Current is 
supplied to the coils through insulated spiral-controlling springs. The bras: sup- 
ports of the magnets carry a semi-circular scale over which the pointer moves. 
The coils are wound on copper or aluminium supports. The foris of the cols 
and pole-pieces may be varied to produce any desired scale, One om! and 
magnet may be used, the coil being balanced. The instrument is applicalilc ss 
an ammeter or voltmeter. 2 claims. 


803. “Improvements ta telephone exchange switchboards.” А. Eckstein and 
W. A. Guthrie. Dated January 146, 1899. Telephone switch boards are arranged 
with plug socket boards provided with levers to operate contacts for cutting in 
and out the operator's instrument in the act of answering a call. The oon 
passes through the arm, and by means of the weight holds the arm down when 
the plug is not in use. З claims. 


818. ''improvements in enolosed electric arc lamps." W. J. Davy. Deed 
January 14th, 1899. Relates to arc lamps. An enclosed arc lamp bas а frame 
consisting of а top-piece, a plate, and a base-plate. The lower plate carries two 
series solenoids on .he left, and a single shunt solenoid on the right. The caring 
carries а dasbpot. The upper carbon is inserted ір a socket sliding im the tthe, 
and it passes through a clutch disc, which at one side may rest on & support 
below a roller and links, and at the other engages a vertically sliding rod. ‘bs 
rod caries the piston of the dash-pot and the core of the shunt solenoid: a 
silk bag connects the rod and the top of the dash-pot, to exclude dust. The 
shunt core is connected flexibly with a circular surface on a regulating lever, 
the other end of which similarly carries а U-shaped core in the series solenoids, 
The shunt solenoid is connected electrically through an insulated contact 
spring, and a switch pivoted at its centre оп а ring on the tube. The switchs 
operated directly by the regulating lever in its extreme positions, to disconnect 
the shunt solenoid when the series solenoids are carrying up current, the action 
of the series solenoids tending to close the shunt circuit. The lower carbon 
holder is clamped in the arc enclosing bell. This is held in a packed groove in 
the base-plate by a wire yoke, the middle of which is bent up to enter а recess 
in the carbon holder, while its ends are looped to two helical spriogs, depending 
from insulators on the plate, and having straight ends guided vert.cally in in- 
sulators оп the base-plate. An outer globe is carried by a ring, parts of which 
res оп a slotted flange іп a casing attached to the top-piece. The provisional 
specification states that the upper carbon socket may be coned to support metal 
balls, which are pressed against the tube by a heavy ball or cone, ст а spring 
disc, to make electric connection; or the socket may carry s spring 


634. ‘“‘Improvements is ив for electrically transmitting orders, signals, 
or indications frem one place to another." A. U. Alcock. Dated January 14th, 
1899. Relates to electric apparatus for transmitting orders, signals, or indice 
tions from one place to another, e.g., from the bridge of a steamship to the 
engine room, or from the conning tower of a warship tothe gun turrets. The 
receiver pointer is carried by the spindle of the armature, mounted within 
a ring-shaped field magnet, which is encircled by three pairs of coils, connected 
together, and to the fixed electrodes of the transmitter. The coils are spaced 
equidistantly on the magnet, and the electrodes are similarly mounted in a cell 
containing a suitable electrolyte, such as dilute acid or alkali solution, or ordi- 
nary or distilled water. The poiuter of the transmitter carries two movable 
electrodes, which are connected by the leads to a source of electricity and 
move in the electrolyve. When а direct current is employed, the armatore may 
be permanently polarised, but when an alternating or varying current is 
employed, the armature is polarised by a current of corresponding phase throagh 


the coil. In one arrangement, a transformer having two secondary win lines is 
employed, the former being connected tothe electrodes, and the latter to the aul. 
When the pointer is moved over its dial, the variations in the currents, caused 


by the movements of the electrodes in relation to the fixed electrodes effect an 
alteration in the magnetic field of the receiver, the pointer of which exactly 
follows the movement of the pointer. The receiver pointer may be rendered 
dead beat, by means, such as & magnetic brake, acting on the armatore 
spindle. In the modificaton of the recciver, the field magnet is replaced by 
three pairs of iron cores arranged, with their axes parallel and 60 «apart, 
within correspondingly-arranged coils. The apparatus also may be used as a 
speed counter, the spindle being geared to a counting-mechanism, and the 
movable part of the transmitter being arranged to be operated by a shaft 
driven by the engine, &c., the speed of which is to be indicated. 3 claims. 


16,438. “А new or improved estreno process and apparatus for the produe- 
tion of ohemioally pure copper sulphate end copper." E.Fremot. ated Joly 7716, 
18.9. Consists of a process and apparatns for the extraction of chemically pure 


copper sulphate and copper by electrolysis, consisting of ап upper bath con- 
taining the electrolyte which is fed to a lower bath containing the electrodes 
comprising a revolving copper anode and a cathode arranged symmetrical» 
relatively to the former distance between these two electrodes being adjustable 
and а vat serving for the crystallisation of the saturated electrolyte. 1 claim. 


18,006. “improvements in the method of and apparatus for manutacturing iscas- 
descent eleetrio lampe." A. Swar. Dated August 5th, 1899. The principal 
feature of the invention is that the stem which carries the carbon filament is 
fused to the inner wall of the necko the lamp simultaneously with the pers- 
tion of giving definite shape to the neck itself. Another feature is the ss -urines 
of the lamp base or shell upon the neok of the lamp simultaneously with the 
preceding operations. 8 claims. 


16,366. Аа improvement in tosthed armature plates." J. Burke. Dated 
Augustllth,1899. Relates to а new method of making armature discs by which 
a more ample space for the armature winding is gained without increasing the 
radial depth of the notches and without decreasing the minimum mass ior 
left between them. The notches are made in the form of a curve so that ih 
notches remain oí approximate equal sectional width throughout. 


16.367. "I ate in brush holders for clectric machines." 5. 

Dated August 11th, 1899. Consists of a brush holding device, especial!» jeden 
for street railway motors, in which the part carrying the brush holders proper is 
adjustable longitudinally with respect to the commutator. Combined with ths 
are brush holders proper which are adjustable radially with respect to the com- 
mutator. 5 claims. 


19,666. '* improvements in the redaction of aluminium electrolysis.” F. A. 
Gooch. Dated August 15th, 1899. Consists of the process of reducing aluminium 
by electrolysis by fusing together a suitable compound of alumininm and a ssrt 
able halogen compound of a metal more electro-positive with reference to salobar 
than is aluminium, adding to the bath a suitable compound of єп tpbur together 
with aluming and then passing an electric current of suitably low voltas 
through the fused mass. 6 claims. 


18,027. “im a eleotrie aro lamps." J. Lesthevence. Dawi 
August 16th, 1899. Consiste of an electric arc lamp, the solenoid of whi!) s 
arranged in shunt and which is operated by the weight of the upper cardon 
holder, characterized by the very high resistance of toe solenoid, amd һу the 
arrangement of its mechanism constituting a kind of balance, the beam oi 
which is controlled on the one hand by the core of the solenoid and the weight 
of the upper carbon holder, and on the other hand by an adjacent coon? 
weight for the purpose of producing a lamp capable of working economi  : si 
different powers, 4 claims, 


16,067. “ "arp tena ia гай bende for electric raliways and ether реро. 
A. J. Boult. (F. „ Banlols.) Dated August 22nd, 1899. Consists in a та! bad 
having a wire loop-like body provided with terminals the sides of the hw p baist 


brought together for a certain portion of their length between the nab 


we being separated from one another at other points to form openings. 
c m. Е 
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No. 1,205. 


FOR ELECTRICAL ENERGY. 


CHARGES 


ALTHOUGH а very great deal has been written on the subject 
of charging for or the price of electrical energy, there is still 
room for any writer who can put in suceinct and clear 
language the points which most seriously affect the question. 
Mr. Arthur Wright has gone into the whole matter 
exhaustively and technically, but it does good to have his 
arguments boiled down and presented to the general tech- 
nical public in a readily-nnderstood fashion, and with 
perhaps a little more of the lighter part of the subject 
Readers of (Cassier’s Magazine are, we should 
say, intelligent people, but not necessarily always skilled 
station men, and for this reason the article by Mr. Alton D. 
Adams, appearing in November issue under a heading 
identical with this, should do good. 

Many English station engineers are asking oue another 
the question, Does the demand indicator in practice assist the 
revenue, and the business as a whole, as much as the theo- 
retical considerations argue it ought to do? To this а 
negative reply has often to be given. We are very far from 
doubting that it has been a most useful appliance and served 
the industry well, and that Mr. Wright, the Reason Com- 
pany, Mr. W. L. Madgen, aud others, have logie on their side 
when they apply tbe Hopkiuson principle to concrete cases. 
Alas! however, the ordinary shopkeeper is not a logical 
individual, and members of committees are often deeper 
eut by the complaints of their friends than they are affected 
by the serious and weighty arguments of the engineer, 
What we mean is this. The Brighton scale is /he logical 
one, and has worked out well, because it has been applied in 
its entirety by Mr. Wright. In other places, however, the 
initial charge is really too low (6d. first hour, and 8d. after, 
gay), and this robs the demand principle of its most impor- 
tant feature, Again, in Edinburgh the huge success of the 
municipal supply has been attained on & uniform charge 
reduced as quickly as possible. Glasgow, e believe, used, and 
has discarded, or is discarding, the demand indicator, Many of 
the companies manage to do without it, and they, above all, 
are keenly interested in financial results, The cost of 
indicators for small consumers and the trouble of testing and, 
resetting also enter into the question, while the admitted 
secular change in the glass bulb makes it necessary to recali- 
brate the instruments after being first brought into use. 
The feeling we allude to has been strongly shown at Croydon 
and Hanley amongst other places. Now, in this country, 
public opinion is the one important and unassailable thing 
that engineers have to yield to in the long run, and if 
publie opinion tends to become too strong for any one 
method of charging, either tliat method must go or the 
public must be educated. 

* Among the fixed expenses of a plant are the interest on 
invested capital, salaries, rents, sinking fund and depreciation. 


After the plant has been operated during a sufficient number 
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of hours each day to cover these fixed expenses, any further 
earnings are clear profits, except for the small costs of fuel, 
water, and incidental items . . . . If a fixed charge per unit 
of energy be made to every consumer whose monthly or 
yearly supply is the same in amount, it is evident that the 
rate of profit to the station will vary materially for different 
customers.. . Under the older system of uniform rates 
to customers of equal monthly consumption, the electric 
stations actually lost money on those customers whose maxi- 
mum demand continued for only one ‘hour or less daily." 


Thus argues Mr. Adams, and it is only a pity that the indi- 


vidual consumer and consumers as a class cannot be made to 
understand that in the long run they must benefit by the 
demand scale. Expediency has, however, often to take 


the place of logic and technical soundness, and there is 


no doubt that a feeling is growing that the immediate 
benefit of supply to influential tradesmen and householders 
is lost owing to the initial price. Those who talk most and 
loudest are sometimes given an attentive ear, and a policy of 
playing for public approbation — which, by-the-bye, is 
encouraged to a considerable extent in Corporation work 
may lead to a reversion in more than one quarter to uniform 
price. We regret the cause, but it remains to be seen 
whether officials are strong enongh to carry their views in 
face of interested opposition. "There is, after all, something 
to be said for the short-hour consumer, and it may be' that 
as municipal ventures at leas& are not even now run on 
purely business lines, and do not claim to be profit-earning 
concerns, the greatest benefit to the greatest number may, 
in certain districts, be held to require a lowering of the initial 
price ora resumption of a uniform rate, notwithstanding 
the soundness of all the arguments directed against such a 
policy. 


Ix moving the adoption of the report of 
the Chelsea Waterworks Company last 
week, the chairman remarked that part of 
the increased expenditure was due to the cost of opposing an 
clectric tramway Bill in Parliament ; the object of this and 
other water companies being to put the cost of repairs 
necessitated by electrolytic corrosion on the electric tramway 
undertakers. Now, to the best of our belicf, although some 
electric tramways have been in operation for several years in 
this country, in no single instance has any such damage 
been observed, although in the United States excessive 
corrosion has undoubtedly taken place at times, The cause 
of the difference is not far to seek. In America, it has been 
а common practice to allow a considerable drop of pressure 
in the rail return, shunting a correspondingly large amount 
of current into the earth and the water and gas mains 
embedded therein ; for example, at Brooklyn, as much as 
40 volts fall of pressure in the line is not unknown, and 20 
or 25 volts is common. But, fortunately, in this country, a 
very strict limit is placed upon the drop by the Board of 
Trade, and great care has been: exercised by the engineers to 
prevent even this limit from being approached, except 
under particularly unfavourable circumstances. Moreover, 
not only are tramway engincers prepared to accept a com- 
pulsory limit far below the seven volts prescribed by 
the Board of Trade, bat in some cases they have 
voluntarily succeeded in confining the drop to less than 
half that specified. Under these circumstances the 
risk of injury to iron pipes laid in the neighbour- 
hood of the tramway becomes a mere sentiment. 
It must not be forgotten that the resistance of the joints in 
water and gas mains is very high, so that a pipe line is not 
by any means the good conductor that it might be supposed 
to be; actual tests show 80 or 90 per cent. of the total 
resistance of such to reside in the jointe, In the experiments 
of M. G. Claude, to which we referred last week, the currents 
flowing in pipes were found to be but 2 to 5 per cent. of the 
total current straying from the rails, which again was only 
12 to 30 per cent. of the total return current; from this it 
follows that only about 4 per cent. of the whole current 
returns by way of the pipes along a tramway route. Thus, 
on a section of track five miles long, with a five minutes’ 
service, the current flowing along water pipes parallelling the 


Electrolysis and Earth 
Returns. 


route would be of the order 1 ampere !—a perfectly harmi 
rate. Where, however, the pipes near the power house ar ay. 
nected by means of cables with the negative bus bar, vill 
the mistaken notion that by this means the еки 
troubles can be reduced, the current flowing in the pipes i 
much increased; and, as M. Claude points out, in own 
with other able writers on this subject, the remk ; 
corrosion of the pipes at the joints, each of к> 
compels the current to leave and return to the pipe, | 


is important, therefore, that the pipes should wo! ty 


connected with the negative bus bar; and, if the wate 
companies but knew it, their best course ів to opm 
this procedure, instead of opposing the tramways in t, 
The remarkable fact that the  earth-condnction is m 
largely of a metallic nature, first definitely proved, xe 
believe, by M. Claude, has a most important bearing on d 
limit of pressure-drop ; so long as this is small, but liu! 
electrolysis can take place; but if it be fairly large, ty 
electrolytic conduction becomes the predominant factor, ar 
trouble begins, as we know has been the case in Ameria, 
In justice, traction engineers must admit that in this instar 
the maternal regulations of the Board of Trade have lud 
the happiest results. 


A MOST timely proposition was recenily 
laid before the Board of Trade by а depu- 
tation from the Associated Chamber of 
Commerce—namely, that a Royal Commission should te 
appointed to inquire into the canal system of this contr. 
The deputation pointed out the serious disadvantage at whic! 
our industries are placed by the difficulty and costlines 4 
internal communication, whereas on the Continent the cana 
system of transport has been developed to a high pitch «f 
efficiency, thanks largely to the assistance rendered by tit 
respective governments, Enlargement of the locks and unit . 
mity of gaugeareurgently needed; when these objects are at- 
tained, it will be possible, as a member of the deputation 
observed, to make efficient use of steam or electrical hanlace. 
In his reply, Mr. Gerald Balfour drew attention to the steje 
which had already been taken by Parliament to improve ti 
position of the water traffic in this country, and to prevent 
the railway companies from throttling the industry. Mr. 
Balfour recommended that the Chambers of Comme 
should appoint a committee to draw up a scheme, mth: 
than that a Royal Commission should be appointed. What- 
ever course be taken, we trust that no time will i 
lost. We have from time to time referred to the subject 
and pointed out its extreme importance in relation to th 
general well-being of the manufacturing industries of (irat 
Britain, and of the electrical industry in particular. Frau. 
Germany and Belgium are, and have been for some vein. 
actively conducting experimenta on a large scale with a vies 
to the employment of electricity for haulage; witness th- 
Galliot motor-tricycle system on the Burgundy canal, each 
tractor, of two tons weight, hauling a load of 700 tons: ti 
Lamb and Köttgen systems on the Finow canal: and the 
Gérard system on the Brussels-Charleroi canal, 50 mile: in 
length. The last mentioned appears to be a thoronsh; 
practical scheme, operated by high pressure three-phis 
currents transmitted from a central power station; four-wheed 
tractors, each of two tons weight, run оп the towpath sud 
haul trains of five boats, each laden with 10 tons, at 23 miks 
per hour, while the villages and factories on the line of ti 
canal are supplied with light and power from the swe 
system. At home, the only proposition of any importar% 
that has been put forward as yet appears to be that of 
Messrs. Thwaite & Cawley, and even this has not p 
to the present been put to a practical test. Newt- 
theless, as we have said before, the adoption of elec 
haulage on canals is inevitable in the long run; and и 
overlook the enormous field which it constitutes for mart- 
facturers of electrical machinery would be an error sli 
as grave ав that committed in respect of the trans 
Further, we are in almost as good a position to carry ut 
such work as our foreign competitors, who have not w. 
—attained the great lead which they gained in the laut 
case. Once more, we earnestly entreat electrical mat 
facturers to interest themselves in this most important s: 
pressing question. 


Electrie Canal 
Haulage. 
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WATER LOADS FOR| ELECTRICITY 
WORKS. 


By W. E. WARRILOW, 


1х the early days of electric lighting, when small units were 
commonly employed, the reliability of the plant was gene- 
rally accepted, after its preliminary trials by the builders 
and at the works on its own foundations. After settling 
down to regular running, the few repairs necessary were 
effected, and the plant was again given its usual work with- 
out testing on an artificial load, though no doubt it would be 
run round “light” for a short time. Apart from this, no 
other test would be applied, the machine being “ chanced ” 
on the lights when it was considered in a fit condition to 
take up regular running. This may seem a risky course to 
pursue, but the particular circumstances would merit it. 
The size of the unit was conducive to general satisfactory 
running, and when breakdowns did occur the spare set could 
be got up to speed almost immediately, so that the lights 
would hardly be ont. Consequently, when all things are 
considered, the engineer was almost justified in putting his 
machinery, which had been repaired, on the mains without 
previous load tests. | 

The growth of the electrical industry, however, has 
changed the whole aspect of affairs, so much so that the 
altered conditions bring in their train difficulties which must 
be.met and overcome. Experience has shown that small 


Fig. 1. 


units are no longer economical when repeated in great 
numbers to meet the increasing demand, consequently the 
size of generating units has of recent years been going up by 
leape and bounds. Whether the limits have been yet 
reached it is impossible, of course, to say, but it is neverthe- 


less true that units ranging from 500 to 1,500 Kw. are being 
laid down yearly. The concentration of so much power in 
one unit is a serious matter, as such a number of lights are 


WATER RESISTANCE ON ROOF OF BOILER HoUsE. 


dependent on the satisfactory running of one machine, and 
the consequences of breakdown are by no means pleasant for 


the consumer. Extra precautions are therefore necessary to 


ensure the reliable running of the plant when such dire 
results are attendant on its failure. The size of the unit, 
moreover, brings with it certain unavoidable features. It 
cannot be got up to speed at a moment's notice, the engine 
taking perhaps four or five minutes to attain its normal 


- 
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number of revolutions, апа where it has been necessary *o 
shut another plant down on account of sudden mechanical 
or electrical failure, every moment is precious. When 
machines are running in parallel the withdrawal of the 
faulty unit may necessitate the opening of a circuit if the 
remaining sets cannot maintain the normal voltage, and on 
this occasion the tardiness of the large unit in attaining 
synchronism will be painfully evident. / 

. The maintenance of large electric light engines in 
thorough repair is no small matter, and one from which the 
element of chance should be almost, if not entirely, absent. 
Repairs to brasses and reciprocating parts generally should 
be followed by tests which can leave no doubt in the mind 
of the engineer as to the fitness of the plant to resume its 
regular work. Allowance can, of course, be made for 
unforeseen circumstances, but every opportunity should be 
taken of those means which can make assurance doubly 
sure," The tests referred to are of the electrical order, and 
are carried out on an adjustable load provided for the 
dynamo. This usually takes the shape of a water resistance, 
which, though well known, is seldom erected as a per- 
manency on the works, When new generating sets are put 
down, the trials are run on resistances of a temporary nature 
provided by the contractor for the plant, and removed by 
him at the conclusion of the trials. 

There are, of course, several firms who can supply an 
artificial load to deal with machines of any capacity, but 
their prices are prohibitive. It is, however, possible to 
manufacture the apparatus at the works, and the following 
lines describe a ** home made" resistance constructed at 
small cost. No novelty is claimed for its principle, though 
its utility and satisfactory working may sanction its 
description. 

The accompanying photos and diagrams will give a general 
idea of the construction and position of the apparatus, The 
resistance of water is made use of by suspending lead plates, 
connected to one pole of the circuit, in the water, while the 
other pole (or conductor) is connected to the tank, con- 
taining the water. 

Referring to the diagram appearing on the pre- 
ceding page, the tank, 4, containing the water is fitted 
with inlet close to the bottom, and overflow may be 
allowed to pass over the top of the tank; B B are 
wrought-iron pipes screwed into castings bolted to the inside 
ends of the tank, and these pipes act as guides to the beams, 
с c, which are fitted with a number of lead plates or strips, 
D D, bent to drop over and rest on the beams. The two 
beams are held apart by distance pieces, E x, having holes 
drilled in them for the reception of the supporting iron F, this 
latter being shaped with a loop for the raising and lowering 
wire. The wire is not fastened direct to the iron, but round 
a bolt passing through a thong of leather laminations, This 
serves the double purpose of providing a flexible support to 
the beams and insulating the wire from currents which may 
lead to the rod. The wire passes over the pulley, G, fixed 
to the bracket, н, which is firmly bolted to the wall. A hole 
in the wall admits of the passage of the wire into the engine 
room, where it is brought over pulleys (suitably placed) to 
the raising and lowering screw, shown by fig. 2. The adjust- 
ment is carried out by means of a large wooden handle, 
which is free to turn in a recess in the wall cut for the pur- 
pose. The wire is fastened to the end of a pipe in which the 
screw works, the pipe being prevented from turning by a screw 
which projects into a slot cut in the pipe. A small pointer 
fastened to the lower end of the pipe makes the adjustment 
to exact requirements an easy matter, a scale marked out in 
amperes or kilowatts being painted on the base of the 
arrangement. When the adjusting screw can be placed 
quite close to the switch gear the scale is not necessary, as 
adjustments can be made with a minimum of trouble, but 
where the screw is more easily placed on the opposite side of 
the engine room to the switchboard the convenience of the 
scale will become evident. The dimensions of the tank are 
given in the diagram, so that other parts will appear in pro- 
portion, but in the construction of another such arrangement 
the particular cireumstances will call for slight alteration. 

The arrangement in question, which has recently been 
erected in a large alternating current station in the 
Midlands, is fixed on the roof of the boiler house, the 
supports for the tank being fixed iu the engine house wall. 


matter. 


The position is an excellent one, as complete isolation during 
working is easily effected, and the overflow from the tank is 
carried away without expensive piping arrangements, ty 
rain-water spouting doing all that is necessary. Еліт 
precautions are needed to ensure the confinement of high 
pressure currents, but these present no difficulties which 
cannot be surmounted. The flexible cables carrying current 
to the moving lead plates require the greatest amount оі 
care, though a satisfactory arrangement of these is no han] 
The photograph will make clear the disposition of 
the joint box and cables. Suffice it to say, that the main 
from the switchboard is a concentric lead-covered one, and 
the box is arranged with fittings for bifurcating. 

The load tests carried out on the resistance prove its 
capabilities very well. A 600-кұ. alternator has been rur 
at full load quite successfully on the tank without any 
boiling of the water, the circulation being maintained through 
the test. The lead plates in this case were only one-quarter 
immersed, so that when the distance to be traversed is 
considered, 1,800 Kw. may be successfully dealt with by the 
tank. The arrangement has not been tested for arcing 
through the water or across the atmosphere moistened by 
the steam from the water, but as no signs of such occurrences 
have yet become evident, their possibilities may be left 
undiscussed. At the same time, every precaution for 
insulation has been taken. 

The distance between the lead plates and the tank sides 
is the same all round, the load adjustment being effected by 
reduction of the distance between the plates and the tank 
bottom. Should the wire or leather thong break, the plates 
could not reach the bottom of the tank by reason of the 
stops afforded by the brackets supporting the gnide tubes. 
The above devices scem to make every allowance for apparent 
possibilities of accident, so that omitting the unforeseen. 
the arrangement should work satisfactorily for all time. 

The chief item of expense is the tank, which will сы 
about £20, and the other items, excluding the cable from the 
switch gear, will bring the price up to £30 or £35, a figure 
which will compare very favourably with the prices quoted 
by manufacturers. The cost of the cable, which should be 
of the best (the use of old material is never to be com- 
mended), will vary with the distance between tank and 
switch gear, but £45 to £50 will be an average figure. 

All things considered, then, there is no reason why large 
units should be run with any doubt as to their reliability 
after repair, as at small cost a satisfactory testing arrange- 
ment can be erected which wil well repay the time and 
moncy expended on it. 


A THIRD RAIL RAILWAY. 


AT this time, when English engineers are discussing and 
taking more than usual interest in the question of electric 
railways, a brief account of an important development ir 
American railway practice will be opportune. The Albany and 
Hudson Electric Railway—a long third rai! line, 37 miles in 
length, connecting the towns of Albany and Hudson—was on 
November 22nd, 1900, formally opened. This line is par- 
ticularly interesting from the fact that it isan example of high 
pressure transmission, and that it may be looked upon as the 
first example, on a commercial scale, in which the third rail 
replaces the overhead trolley on an electric railway, 

The generating station is situated at Stuyvesant Falls, on the 
Kinderhook Creek, about 10 miles north of the Hndsor 
terminus. These falls havea 105-ft. drop, from which at least 


2,500 n.r. is available, and the water is brought to the power 


house by two parallel steel pipes, each 7 ft. 6 in. in diameter. 
The electric plant consists of 10 generators, supplied by th: 


General Electric Company, of America, and each machine 


is coupled direct to a horizontal shaft turbine, made b: 
Stilwell-Bierce & Smith-Vaile, of Dayton, Ohio. The regu- 
lation of the turbines is effected by Lombard governor: 
We may here note that in case of a sudden stoppage the 
turbines are automatically relieved of the abnormal pressure 
which would result, by means of two vertical pipes, 10 feet 
higher than the falls, ?.e., 115 feet high. 

The generators for the railway section consist of tire 
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750-KW. three-phase 12,000-volt 60-cycle machines, but as 
the company supply current for lighting and other purposes, 
both at Hudson and at Rensselaer (near Albany), there are 
also two 250-K w. and one 125-K W. 2,200-volt single-phase 
generators for lighting and power work. The supply for 
Hudson is transformed up to 11,000 volts, whilst that for 
Rensselaer (which is 23 miles from the power house) is 
transmitted at 22,000 volts. There are also two multipolar 
200-KW. 600-volt direct-current dynamos which supply the 
portion of the load nearest the power house. The exciters 
are 40-Kw. 60-volt machines. 

To avoid the serious and prolonged interruption to the 
service, which would be occasioned by the failure of the 
water supply in consequence of ice, or in times of drought, 
there is in addition to the above water-power equipment, a 
separate boiler plant and two vertical Buckeye cross- 
compound engines, so arranged that one of the 750-Kw. 
three-phasers and the two 250-Kw. single-phase machines 
may be driven by them. 

As already indicated, the energy required for the railway 
section is transmitted by three-phase currents at 12,000 
volts, and these currents are taken by overhead wires, sup- 


roadway, so that while the car can make the straddle and 
keep in touch with its source of supply, the foot pas- 
senger or horse going over is exposed to no peril. Where . 
breaks of this kind occur, the adjacent ends of the third rail 
are depressed, so that the shoe re-engages easily without any 
blow and slides smoothly into working position. The shoe 
is let up and down, swivel fashion, and is held up by.a pin 
when not in use. The conductor lets it down or puts it up 
as needed. At the terminals or in the yards the cars use a 
trolley in the ordinary manner, and each cur carries a com- 
mutating controller to throw current from the underneath 
contact to the overhead. 

“The rolling stock equipment of the road comprises at 
present 18 passenger cars and two express cars, of Watson 
construction. The passenger cars are 53 feet long, and can 
seat 60 passengers. The summer cars have four G.E. 
50-H. P. motors, and the winter cars four 75-H. P. motors, thé 
former being capable of speeding up to 38 miles an hour, 
and the latter up to 51 miles, a rate that was more than 
maintained on the occasion of the recent trial trip. The 
Whecls have a smaller flange than is usual for cars running 
on such lines, but this is due to the fact that they have to 


DIAGRAMS OF TRUCK, SHOWING SHOE LIFTING MECHANISM. 


ported by substantial poles with porcelain insulators, to 
three sub-stations. The company possesses the right of way 
of the track, which is wire-fenced the whole length, and the 
poles are placed along the track. The overhead wires, it may 
be noticed, are transmission, and not feeder lines. One of 
the sub-stations is 8 miles to the south of the power-house, on 
the outskirts of Ifudson, and two are situated to the north of 
the power-house, one at North Chatham, 11 miles away, and 
the other at East Greenbush, 23 miles distant, and about 
imiles from Albany. At each of these sub-stations, the 
current at 12,000 volts is transformed down to 380 volts by 
means of air-blast transformers, from which it is taken to 
rotaries, which deliver current to the line at 600 volts. In- 
asmuch as the third rail acts as feeder and contact conductor, 
there is obviously no need of a supplementary 600-volt 
feeding network. 

The particulars of the track and contact shoes, us given by 
the Electrical World and Engineer, December 8th, 1900, are 
as follows :—“ The track, which is both single and double, 
as required at various points, is heavily ballasted, and has 
been so laid out as to minimise grades, none exceeding 5 per 
cent. It is laid with 80-Ib. T-rail, placed upon 6 inches 
by 8 inches by 8 inches chestnut ties, 24 inches between 
centres, The track is heavily ballasted and compares in 
every respect—to advantage—with standard steam road 
work. The third rail is raised 6 inches above the track, and 
is supported on the end of every fifth sleeper, or every 
10 feet, by wooden blocks. Over these blocks are fitted 
malleable cast-iron caps, or chairs, upon which the rail rests, 
They are so made as to protect the wooden block from 
moisture and help to maintain a high degree of insulation. 
The third rail is not quite so high in carbon as the track 
rails, and thus has superior conductivity. The track itself 
is bonded and cross-bonded for return. 

* Contact with the third rail is made by shoes, of. which 
each car carries four, or two on each side. "These shoes are 
31 feet apart, so that the *toe' of the car has made forward 
contact -before the ‘heel’ has let go in the rear. At all 
farms and highway crossings the third rail is interrupted, 
and the circuit is maintained by cable carried under the 


ply also on regular street car lines within city limits. 
Such cars as have been described are heavy, but the 
bridges and viaducts along the line have all been built or 
reinforced, so as to provide a superabundant factor of safety 
in this regard." 


THE COMPANIES' ACT, 1900. 


(Concluded from page 977.) 


THE STATUTORY MEETING. 


The **statutory meeting," which has hitherto been held 
within four months of incorporation, must in future be held 
not less than one, nor more than three months, from that 
date. Hitherto little business of importance has been 
transacted at such meeting, but the new Act makes 
important changes in this respect. 

At least seven days before the meeting a report must be 
drawn up by the directors and laid before the shareholders. 
This must state (inter alia) :— 

(а) The total number of shares allotted, and the considera- 
tion other than cash ; | 

(b) the total amount of cash received by the company in 
respect of shares; ` | 

(с) an abstract of receipts and payments оп capital 
account, and of preliminary expenses ; 

(d) Names, &c., of directors and officers ; 

(e) The particulars of any contract required to be 
modified, and the particulars of the required modification. 

Matters arising out of this report may be discussed at the . 
meeting. The directors must provide a list showing the 
names, &c., of the members of tlie company and the number 
of shares held by them, such list to be open to inspection at 
the meeting. The meeting may adjourn from time to time, 
and resolutions of which notice has been previously given, may 
be passed at a subsequent meeting. Important consequences 
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may follow failure to hold such a meeting, or omission to 

prepare the necessary report. Thus in such a case it is 
. competent for a shareholder to apply for a winding-up order, 

and upon hearing the petition the Court may either grant a 

winding-up order or declare that a meeting be held. Costs 
may be granted against persons who are responsible for the 
default. 


III. 
REQUISITION OF A GENERAL MEETING. 


Hitherto the question whether the shareholders can 
requisition the directors of a company to hold a meeting has 
depended upon the articles of association. After January 
lst, 1901, however, this power may be exercised by share- 
holders independently of any regulations to the contrary. 
Thus it is provided by Section 13 that shareholders repre- 
senting one-tenth of the issued capital of a company may 
call upon the directors to convene a meeting. In case the 
directors refuse, the shareholders may themselves call the 
meeting within 21 days of the requisition. The requisition 
must be deposited at the registered office of the company. 

REGISTRATION OF MORTGAGES, 

By the Companies’ Act, 1862, it is provided that every 
company must keep a register of every charge or mortgage 
specifically affecting any property of the company. Such a 
register is open to the inspection of any creditor or share- 
holder, or his solicitor, at all reasonable times, free of charge. 
The Act of 1900, however, provides that every mortgage or 
charge created by a company after the commencement of the 
Act, shall in so far as the same is a security on the company's 
property be void against the liquidator and any creditor of 
the company, unless filed with the Registrar within 21 days. 
The register so kept is to be open to inspection by any 
person on payment of a fee. Thus any member of the 
public may inspect charges on the property of any company 
ut Somerset House! The instruments which must be 
registered include (%) mortgages and charges for the purpose 
of securing any issue ; (5) mortgages or charges on uncalled 
capital of the compauy : or (7) mortgages or charges created 
or evidenced by an instrument, if executed by an individual, 
would require registration as a bill of sale: or (4) a floating 
charge on the undertaking or property of the company. It 
seems that mortgages or charges on present or future book 
debts, debentures and charges which are not secured on any 
part of the property or undertaking of « company, and 
liens of daily occurrence, do not require registration. 
Further, a mortgage given in the ordinary way upon 
the freehold or leasehold property of the company will 
not require registration. Failure to register may expose 
companies, their directors, managers, and officers, to liability 
in a fine of £100. 

It is important for every mortgagee or chargee to see to 
the registration, otherwise he may run the risk of being 
reduced to the rank of a simple contract creditor. 


Тнк ANNUAL SUMMARY, 


The annual summary, with which all who are acquainted 
with Section 26 of the Companies’ Act, 1862, will be 


familiar, must be framed so as to distinguish shares issued . 


for cash from those issued for other consideration. It must 
also show— | 

(а) The amount due from the company under mortgages 
requiring registration. 

(b) The names, &c., of the persons who are directors at 
the date of the summary. ; 


AUDIT. 


It is provided by Section 21 of the Act that every com- 
pany shall, at cach annual general meeting, appoint an 
auditor or auditors to hold office until the next annual 
general meeting. In default, the Board of Trade may 
appoint and fix the remuneration of an auditor on the 
application of any member. -No director or officer is 
allowed to hold the office. Vacancies may be filled by the 
directors, The remuneration of an auditor is fixed at the 
general meeting. An auditor may have a right of access at 
all times to the books and accounts of the company, and is 
entitled to require from the directors and officers such 


information as may be necessary for the purpose of his 
duties, and the auditor must sign a certificate at the foot of 
the balance-sheet stating whether or not all his requirements 
have been complied with, and must make a report on the 
accounts and on the balance-sheet during his tenure of office, 
and in such report shall state whether the balance-shect 
referred to is properly drawn up so as to exhibit a true and 
correct view of the company's affairs, as shown by ite books. 
Such report must be read before the company in generul 
meeting. | 
REPEALS OF PREVIOUS ENACTMENTS. 


Perhaps the most important repeal effected by the new 
Act is Section 25 of the Companies’ Act. That section pro- 
vided that every share in any company shall be deemed and 
taken to have been issued, and to be held subject to the pay- 
ment of the whole amount thereof in cash, unless the same 
shall have been otherwise determined by a contract duly 
made in writing, and filed with the Registrar of Joint Stock 
Companies at or before the issue of such shares. This section 
is now repealed, and no proceedings can be commenced under 
it after January Ist, 1901; but curiously enough an Act 
which was passed in 1898, to give relief under this section 
still remains upon the book, although in future it must, to a 
large extent, be a dead letter. We have already seen, 
however, that by Section 7 of the Companies’ Act. 
1900, [Supra sub, fif. RETURN OF ÁLLOTAMENTS.] that 
directors, &c., are liable to heavy fines unless they file a 
list of [inter alia] all such contracts with the Registrar 
within one month after allotment. The object of Section 25 
was to prevent contracts under which a man was to take 
shares and to pay for them by supplying goods when wanted ; 
and in its practical application the section gave rise to con- 
siderable difficulty. With the repeal of the section, these 
difficulties are now removed. It will still be necessary, by 
virtue of this section, to file a contract in writing in the 
case of shares allotted in whole or in part for a considera- 
tion other than cash, but (1) the contract need not be filed 
at or before the issue: it may be filed within опе month 
after the allotment; (2) failure to file the contract will not 
prejudice the allottee or result in the shares being treated as 
unpaid; it will merely render the affairs of the company 
liable to penalties. 

UNDERWRITING. . 

There is nothing to prevent a company arranging for the 
underwriting of its own capital, and paying a reasonable 
commission for so doing; in fact, this is declared co be legal 
in the new Act, if the shares are offered to the public for 
subscription, and the amount of the commission is authorised 
by the articles and disclosed in the prospectus, and the com- 
mission paid, or agreed to be paid, does not exceed the 
amount thus authorised. Such is the effect of Section &, 
Sub-section (1) of the C.À., 1900. But unless the con- 
ditions are complied with, no company can apply any of ite 
shares or capital money, either directly or indirectly, in pay- 
ment of any commission, discount, or allowance to any 
person in consideration of his subscribing, or agreeing to 
subscribe, for any shares (see Sub-section (2)). 

Section 10.—It is important to notice that this section 
only has reference to companies which offer shares for public 
subscription. It was proposed by Mr. McArthur, when the 
clause was discussed in committee, that its provisions should 
apply to private companies, so that a private company might 
be able to obtain the assistance of underwriters. This 
proposal, however, was negatived, the Attorney-General 
pointing out that although commission for underwriting 
was not legal, the payment of brokerage was. The object 


of the Bill,“ said he, “ 15 to leave underwriting to be done 


only in cases where the fullest publicity can be given." 

Brokerage appears to have been held legal in Metropolitan 
Coal Consumers’ Association v. Scrimgeour (1895) 2 Q.B. 
604, where it was held that for the purpose of issuing it: 
capital the payment of brokerage is intra vires of the com- 
pany and unimpeachable where the services of a broker a:e 
reasonably necessary and the broker properly employed, ur d 
the commission of so. much per share is a fair and jn: 
remuneration for the services rendered. 


FALSE STATEMENTS. 
If any person in any “return, report certificate, balana- 
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sheet, or other doeument"" required by or for the purposes of 
this Act wilfully and knowingly makes a false statement, he 
is guilty of a misdemeanour and punishable accordingly. 
[Section 28.] Doubts have already been raised as to 
whether a prospectus is brought within this section, In the 
absence of authority, the writer is of opinion that as the 
section only applies to documents “required by or for the 
purposes of the Act,” and as a prospectus is not required by 


or for the purposes of the Act, the section has no application . 


to a prospectus. Shareholders are already sufficiently pro- 
tected against false statements in a prospectus. 


CONVERSION OF STOCK INTO SHARER. 


A company which has converted fully paid-up shares into 
stock (see Companies’ Act, 1862, Section 12) may, if so 
authorised by its articles as originally framed, or as altered 
by special resolution, reconvert such stock into paid-up 
shares of any denomination. [Section 29.] 


PRACTICAL CONSIDERATIONS INVOLVED 
IN THE GENERATION OF 
POWER 8Y BLAST FURNACE GAS. 


(Concluded from page 979.) 


From the particulars already given, it will be apparent that 
crude blast furnace gas, as it leaves the furnsce top, has a 
high temperature, usually contains more moisture than would 
saturate it at atmospheric temperature, and carries along 
with it dust and fume in proportions varying with the class 
of ore, fuel and flux, and the class of pig-iron produced, and 
also tar when coal is the fuel employed. 

The application of this gas to boilers and heating stoves 
is, of necessity, only possible at a more or less considerable 
distance from the furnace top, and where it is to be burned 
at atmospheric pressure, it is of advantage to retain as much 
as possible of the physical temperature. 

The moisture remains in the gas, and passes out in the 
products of combustion, all the time being in the form of 
steam. The heavier particles of dust are deposited all 
along the conducting tube, and in the boiler furnace, and 
lighter portions are even carried out of the chimney stacks, 
which shows that the passage of the gas in flues and tubes 
has a purifying effect, and that the term “crude” gas 
should only be applied to the gas as it leaves the furnace top ; 
for more or less refinement of the gas, depending upon the dis- 
tance between the furnace and the stoves, takes place, in a 
very inefficient manner, in proportion to the length of flues 
or tubing through which the gas has to travel. 

The conditions most suitable for economic utilisation 
of the gas in boilers and stoves are the reverse of those 


most advantageous when it is applied for the development of 


power by direct combustion in the cylinders of gas engines, 
and statements frequently made of late of the utilisation of 
“ crude " blast furnace gas in gas engines can only be taken 
ina very qualified sense. It would be ridiculous to attempt 
to use hot gas in a gas engine, or to suppose that gas carry- 
ing the proportion of dust usual on its evolution from 
the furnaee, could be successfully employed to drive gas 
engines. It must be purified to a certain extent, and there- 
fore is not “crude” gas; when properly designed appa- 
ratus is employed for treating the gas, all troubles due to 
high temperature, excessive moisture, and dust are removed, 
and gas of a very regular chemical composition and physical 
condition is delivered to the gas engine. At Seraing, in 
Belgium, it has been claimed that a 600-н.р. blowing engine 
is successfully driven by the gas from the blast furnaces without 
any special treatment, but when it is taken into consideration 
that near the furnace there is situated a large dust-settling 
chamber called a dry washer, and that the gas has to pass 
through 260 metres (853 feet) of tubing before it reaches the 
cooler, it does not require much knowledge of gas engi- 
neering or chemistry to understand that the gas is not 
“crude”? when it reaches the gus engine, or in the most 
suitable and economical condition for firing boilers. 

The successful application of blast-furnace gas to internal 


combustion engines requires that the crude gas must be 
cooled, for the following reasons :— 

The cooler the gas the greater its density, and the smaller 
the cylinder required to develop a given power. 

Any excess of moisture carried by the gas in the form 
of steam is reduced through precipitation, down to that 
amount only which produces saturation at the temperature 
at which the gas leaves the gas holder, practically about the 
„ of the atmosphere. 

The temperature must be rendered constant as well as low. 

Also it will be obvious that the dust and any tar must 
be more or less perfectly prevented from entering the cylinder 
of the engine, the installation of apparatus specially designed 
for the purpose of arresting the dust, and rendering it easy 
of removal without necessitating the stoppage of the power 
plant, being a sine quá non. 

The variations in pressure where the closed top furnace is 
the source of gas supply must be overcome, and drawing the 
gas to the required point, where open top furnaces are still in 
existence, must, be accomplished, by some mechanical means 
which is capable of passing the gas through the treatment 
apparatus and into the pressure-governing gas holder, as it is 
necessary that the pressure at which the gas is delivered to 
the engine should not be subject to variation. 

The expenditure of heat to develop 1-H.p. hour is theo- 
retically 2,545 British thermal units, and the gas engine is 
capable of turning from 25 to 28 per cent. of the heat o 
combustion of blast furnace gas to account. : 

From this it will be seen that to develop 1 н.р. by this 
System requires fuel in the form of gas capable of developing 
on combustion, per hour 

at 25 per cent. = 10,180 B.Th.U. 
at 28 „, = 9,089 T 

By calculation, it is found that 1 cubic foot of each class 
of combustible gas, at 60? F., and 30-inches Bar., develops 
upon combustion— 

Carbonie oxide CO. 320 B.Th.U. 

Hydrogen H. 324 , 
Marsh gas CH, 1,115 ,, 
Ethylene СН, 1,577 „ | 

For convenience, and taking into consideration the varia- 
tion in the load factor, it may be taken that 1 н.р. can be 
developed under ordinary circumstances by an expenditure of 
10,000 B.Th.U. per hour. 


CHARACTERISTIC ANALYSES OF BLAST FURNACE Gas. 
Averayes of sevéral Analyses from Furnaces in different 
Districts. Percentage Composition by Volume. 
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| | 


When a suitable compression is arranged and the ignition 
tube is sufficiently highly heated, the above varieties of furnace 
gas will produce 1 J. H. P.-hour with an expenditure of from 
67 to 95 cubic feet, as compared with 500 to 700 cubic feet 
when burned in boiler furnaces. 

The mean pressure upon the piston is greatly dependent 
upon the two factors of compression and ignition. 

In 1894 there was a small installation put down at the 
Glasgow Iron and Steel Company's blast furnaces at Wishaw, 
to demonstrate the practicability of patents taken out by Mr. 
B. H. Thwaite for the utilisation of blast furnace gas in gas 
engines. These patents and their publication, with the 
arguments advanced by Mr. Thwaite in 1894, constitute the 
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earliest conception of the possibility of obtaining a very 
much greater economy in turning to account the thermal 
value of the gases evolved by blast furnaces. 

'The installation above mentioned has continued to develop 
electric light for the use of the works since its erection, and 
has frequently been referred to in publications as the pioneer 
of the system. 

Very shortly after the starting of the Wishaw plant the 
Société Cockerill, of Seraing, made very exhaustive tests of 
the practicability of using blast furnace gas in gas engines, 
with the result that it was applied to blowing engines of 
600 H.P. with success, German engineers followed suit with 
satisfactory results, and engines of high powers and of 
different systems have been turned out by important firms. 

English iron masters have not been too adventurous, but 
several installations of considerable interest have been put 
down, or are in course of erection. One of these was 
described and illustrated in our last issue. 

The reason why the subject is of such great importance 
to electrical engineers, of course, resides in the fact that, 
after providing the power required for blowing engines, there 
will in all cases be an enormous surplus of power, costing 
even less than that derived from waterfalls in other lands ; 
hence it will be possible to carry on such profitable and 
growing industries as the manufacture of aluminium, 
calcium carbide, carobrundum, alkalies, pure copper, &c., in 
addition to the supply of light and power to the adjoining 
district, at a minimum of cost. In all these industries 
the electrical engineer must of necessity take a leading part. 


THE POSITION OF DYNAMO 
MAKERS IN THIS COUNTRY AT THE 
CLOSE OF 1900. 


THAT our manufacturing firms have been well supplied with 
orders during the past 12 months is a fact well known, and 
that the more prominent, manufacturers have sufficient work 
in hand to keep their shops fully'occupied for another six 
months is also apparent from the deferred deliveries which 
are being quoted at this present time. 

Further, there is evidence on all sides of abundance of 
work which will keep dynamo makers busy for the next few 
years. 

In spite of this seeming prosperity, however, there are 
pointe about our manufacturing firms which cannot be 
regarded in quite such a happy light from the commercial 
standpoint. 

That such an unprecedented demand for dynamos and 
motors—a demand considerably greater than the supply, во 


far as the manufacturing capacity of this country is 


concerned—should, at the same time, be accompanied with 
very keen competition, and low prices in consequence, i$ 
scarcely what one ought to expect, or cares to look for. 

This is only too apparent to those conversant with manu- 
facturing costs and with the prices being daily offered on the 
open market. 

One has not far to look for the cause of this. Large 
foreign manufacturers whose shops have to be kept partially 
filled with orders obtained from abroad, and who are anxious 
to gct a hold on the British market, are largely responsible ; 
whilst numerous new manufacturers, almost daily coming into 
existence in this country, are also responsible for keeping 
prices down, and for causing many of the public contracts to 
be given out at figures below cost price. 

Our older established firms have not suffered appreciably 
by this competition during the past year, as being in a 
Stronger position they have been able to choose their orders 
and to ensure a fair price in return. This means, however, 
that their business has been obtained chiefly from private 
companies, aud not from public contracts, which, in spite 
of tle existence of consulting engineers, are usually 
given out to the lowest tender, regardless of the make of 
machine or of the probable time that the manufacturer or 
importer is likely to remain in existence. 

Viewing the situation broadly, one might be inclined to 
think that these matters of price would right themselves in 
the future—that importers would tire of selling machines 


at cost price, whilst young manufacturers would have adver- 
tised themselves sufficiently by giving their manufactures 
away, and would in turn be expecting to make a profit, and 
that this would come about before the majority of manu- 
facturers had felt the pinch of competition due to the 
abundance of work obtainable in other quarters. 

A fresh danger in the way of increased competition, how- 
ever, threatens the situation. 

The next 12 months will see established in our midst two 
new foreign manufacturing works, organised and equipped 
on most modern lines, and exceeding in size even from the 
commencement any of our own works. 

Although in the ordinary course of events one welcomes 
engineers of whatever nationality who think fit to come and 
work amongst us, and even to start manufacturing in opposi- 
tion, yet in the present case one cannot help feeling that 
large works of this description, requiring as they will do a 
large amount of work to keep them busy, may perchance, duc 
to sufficient orders not being forthcoming at remunerative 
prices, be obliged to clear their stocks at unremuncrative 
prices, to the disadvantage of the electrical industry in 
general, and of our manufacturing firms in particular. 

Setting aside, however, for the moment this danger, one 
comes to the question whether a large manufacturing busi- 
ness possesses any material advantages over works of smaller 
size, such as are found established in this country at present, 
and whether, therefore, our own manufacturers are not allow- 
ing foreign firms to step іп and do what they theimecives 
ought to be doing. 

The answer would appear to be that a large manufactur- 
ing firm works under certain advantages and obtains orders 
which a smaller firm is practically debarred from. 

Due to manufacturing on a larger scale, the costs of the 
finished machine are somewhat reduced, which will enable 
their machines to be sold at a somewhat lower figure. 

Further, large contracts usually find their way into the 
hands of the larger manufacturers, the smaller firms, i.e., 
representing the largest manufacturers in this country, in 
many cases nob even quoting. This is largely due to the 
time a sma.l manufacturer requires to complete a large 
contract, as well as to the fact that few makers care about 
filling their shops with one large order, to the crowding out 
of more regular customers. 

Large contracts consequently generally find their way into 
those shops that are capable of dealing with them expe- 
ditiously, and without serious inconvenience to existing 
orders. 

Foreign orders can be secured more easily by a large firm 
than by a small one; in other words, it is difficult—and will 
be even more so in future—for small manufacturers to obtain 
foreign and Colonial orders in competition with the larger 
firms. 

The representative or agent abroad, negotiating business 
for one of our manufacturers, will have little chance of 
securing orders when in competition with the representatives 
of foreign firms, who are able to offer quicker deliveries, and 
often at reduced prices. 

It would appear that if British manufacturers are going 
to be satisfied with filling their shops with work obtained 
mostly at home, their present shops are large enough: but 
if, on the other hand, they are to keep in the foremost rank as 
manufacturers, both in our colonies and in foreign countries, 
in view of the great engineering works of our competitors, 
those responsible for: negotiating the sales abroad will have 
to be backed up with larger works than any to be found in 
this country at present. 

To rely on getting orders chiefly at home is not sonnd 
policy, though often better prices and lower selling costs pre- 
vail, yet there is always the fear of some unforescen circum- 
stance temporarily checking the demand, or lowering prices to 
such an extent as to wipe off all profit. 

To be satisfied with getting orders at home. to thi 
exclusion of foreign orders, is to be very easily satisfied, and 
further, means that as a nation we are willing to dr р into 
a very secondary position as manufacturers of electric! 
plant, If, however, we are unwilling to take the ncc 
steps towards manufacturing plant ourselves for nse abroad, 
the next best thing is to welcome foreign firms who will com 
and do so for us, who, by establishing themselves in ош 


midst, are utilising our capital and labour, and who, on the 
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strength of the good name possessed abroad and in our 
Colonies for machinery * made in England," will be able to 
compete with the large manufacturing establishments of 
America, Germany, Switzerland and Belgium, which are 
already making their influence felt in all those parts of the 
globe where there is any likelihood of electrical plant being in 
demand. 

Finally, if the sales of these foreign manufacturers, who 
arelaying down large shops in our midst to meet the demand 
for electrical machinery at home and abroad, are for any 
cause temporarily checked, the difficulty of over-production 
will be a serious matter—nothing short of a crisis—and will 
affect all manufacturers in this country, both large and 
small; if, on the other hand, they obtain a ready market 
abroad, which is quite to be expected, in competition with 
the manufacturers of the countries referred to above, the 
whole nation, and the British electrical industries in parti- 
cular, will owe them a debt of gratitude for keeping before 
the notice of foreign countries the name of England, 
which would otherwise have surely dropped, more and more, 
into quite a secondary position. 

Our chief hope, therefore, for keeping prices up in this 
country, lies in those large firms being able to keep their 
shops full with orders obtained largely from abroad. 

Whether they can do this at remunerative prices remains 
to be seen, and only time can prove. 

On the whole, the outlook at the present time for manu- 
facturers is none too rosy— plenty of work but low prices is 
what they must be prepared to expect—and for this they 
have only themselves to blame. They have made no 
provision for the demand, and have allowed numerous com- 
petitors to step in. 


ELECTRIC AUTOMOBILE TRIALS. 
[COMMUNICATED. ] 


THE Chislehurst tests do not seem to have been scientific in 
their nature ; apparently they only roughly indicate that one 
car as a whole is better than another, but wherein, or to 
what, the superiority is due cannot readily be ascertained 
from the results, A poor battery may serve a very finely 
constructed car, and, on the other hand, a good battery may 
waste its energy working a badly constructed vehicle, and 
even the personal factor in the shape of the driver may come 
in. Motors are so well made now that there is no reason why 
all cars cannot get them equally efficient. But the traction 
battery is in a transition stage from the stationary form to 
the traction type, and there is reason to believe that some of 
these later forms are much supcrior to others, but no 
information is forthcoming of a reliable nature from road 
tests as recently carried out. 

For some traction purposes great capacity per pound 
weight is required, along with a fairly high discharge rate. 
To ascertain these on an actual road trial for comparison 
between competing cells, it is necessary, to make the results 
at all acceptable by any fair-minded scientific judge, that the 
cells should be tested under exactly the same conditions. 
This can only be done by taking a number of cells of each 
kind to form the battery and working them all together. 

Suppose four different kinds of cells to be submitted for 
tests on a road trial, a vehicle should be selected to run 
with, say, 44 cells; 11 cells of each competitor should be 
formed into a battery to work the car. Under such con- 
ditions the trial is purely a test of cells, the best cell staying 
longest, and all that is required is a good dead-beat volt- 
meter across each set of cells, or, better still, one voltmeter 
with four contacts, so as to read the drop in each set on the 
same instrument. 

From these readings immediately a cell falls in E. M. F., to 
& fixed limit, which may be to 1:85 at its lowest, then by 
dividing the distance traversed, or the hours of running, by 
the weight of the cell we get the true value of its tractive 
power. Assume cells À, B, C, D, thus tried with a fall to 
1°85 volts in the order following :— 


1017 
Value. 
A = 6 hours’ running, weight 30 lbs. dea 30 = 2 
CCC 20 = 22²⁵ 
C = 5 hours’ running, weight 22 lbs. 28, 27 = 97 
D = 3 hours’ running, weight 18 lbs. ae 15 = '166 


Here C is the best cell for its weight, as it goes for greater 
time or distance per lb. = 0:227 hours per lb. 

Then as to durability, it might be that the cell which 
made the above performance would be mechanically weak 
and have a very short life. This would be no drawback if 
its price were correspondingly low, it is necessary then to 
obtain the time of wearing out until renewal is required of 
the plates and the cost of renewal. 


We may compare them by — where v is traction value 


as before found, and T time of durability, and c cost of 
renewals, Suppose cell C broke up at the end of 500 hours 
running, then — 500 (assuming £20 as cost of 
renewals) would give the comparative value of the cell. 

It must, however, be held in favour of cells of small 
weight, that even if under these two tests combined it comes 
out not so good, that the car carrying it is easier driven (and 
may be of less weight in practice). | 

Another important point in accumulator cars, not to be 
overlooked in trials, is that it is no use testing a light 
pleasure gig against & heavy parcel van, nor a vehicle made 
for long runs and one made for short runs; this matter is 
most important. 

For the purposes to which electric cars are most suitable 
and desirable, long runs with one charge are not necessary. 
These light, smart, pleasant vehicles admirably fill the want 


. for medical and business men making daily trips not exceed- 


ing 20 miles, often less than 10. It seems, therefore, absurd 
to drag about a battery heavy enough to go 50 miles, when 
one able to do 25 would be ample. 

The 50 and 100-mile charge may have some advantages ; 
if so, it can easily be obtained by adding plates to the cells, 
without any expenditure of inventive genius. Most people 
who want to do business would go on long journeys by rail. 
There is, however, a great field for a light car for city and 
town travelling with short daily trips never exceeding 20 
miles per day, which, at a pinch, could do its 25 miles. 

The 50-mile car is too heavy, without any corresponding 
advantages, and here comes in the importance of heavy dis- 
charge rates; the capacity diminishes as the discharge rate 
increases with any given battery. 

If we consider a battery with 150 ampere-hours capacity 
at а discharge rate of 30 amperes, running a car 50 miles 
at a charge, and then say we want a battery of less weight 
to go only 25 miles at a charge. How is it to be done ? 
Will it weigh only half the 50-mile battery ? In both cases 
the power available must be the same, only the ampere-hours 
and the time of running down are halved ; we must be able 
to draw up to the same maximum watt output at any 
moment. 

From a well-known cell the following gives a result of 
actual test :—Discharge of 96 amperes for 7 hours, weight 
= 358 lbs, for No. 1 cell; for No. 2, discharge of 96 
amperes for 34 hours, weight 245 lbs. From these figures 
it will be seen that by halving the ampere-hours’ discharge 
and keeping the volts and amperes the same, we do not 
halve the weight. Nevertheless as the cells have to propel 
themselves, the reduction in weight is an additional gain. 

As all cells do not fall in capacity at the same rate under 
different discharge rates, it is important to ascertain for 
each kind of cell what its drop in capacity per pound weight 
is, when discharged at different rates, but it is still more 
important for traction purposes that we should ascertain the 
weight of each of two cells, one giving twice the ampere- 
hours of the other in double the time; say, one giving 
150 ampere-hours in 6 hours, and one giving 75 ampere- 
hours in 3 hours, both to be discharged at 25 amperes rate 
continually. 

In the above case large cells are selected as showing the 
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law of drop in capacity better than small cells; in the 
7 hours’ discharge at 96 amperes the number of plates is 
25, and for 96 amperes for 3°5 hours the number of plates 
required is 17. It will be seen from this that small cells 
capable of very rapid discharge without much drop in 
capacity are of the utmost importance. 

In any case where clectric motor cars are seriously con- 
sidered it is worth while investigating all these points and 
tests, and trials should always be directed towards ascer- 
taining well detined results on some or all of them. 

At any rate, it is a fact, that many cars making runs of 50 
or more miles on one charge as a display of power, are, when 
taken over by a customer, in most cases condemned to carry 
about a battery far too heavy for their actual requirements. 
Most users would like to be able to run at or above legal 
speeds, but few of them care to take 50-mile runs on 
roads. The lighter battery will go as fast with the same 
weight, but for a shorter time, and if we deduct the 
weight saved in the battery, it will be found that we can 
nearly reduce the battery by one half, by reducing the time 
over which a charge is to last by one half. 

Long-distance charges are more likely to be irregular in 
charging, while short-distance charges, which are required 
at least daily, ensure greater regularity and certainty of 
receiving due attention. A 25-mile charge for a light car 
to carry three persons could be given in an hour, while two 
hours would be the normal time. 

There is room for an enterprising movement in this direc- 
tion. We have had plenty of attempts on the pattern of a 
steam road roller; we want something on the style of à 
light gig drawn smartly by a pony. 

It is not necessary to try automobiles as we try horses, 
that is, as a whole, for while it is interesting it is not of 
much profit. A horse must run as a whole, bnt if he has 
good legs he may have bad lungs: we cannot replace the 
lungs with a better set, but in a motor car we are able to 
remove a faulty organ and put in a good one, hence the 
necessity for locating the different faults and good features. 


THE NERNST LAMP. 


SOME at least of the numerous concessionaires of the Nernst 
patent rights appear to have completed their prolonged 
experimental researches to obtain a lamp which will stand 
the wear and tear of everyday use, and we may expect soon 
to find them on the market. The Allgemeine-Elektricitüts 
Gesellschaft, which owns the patents for Great Britain, 
Germany, and other northern countries of Europe, announced 
at their last annual meeting that they had already tried the 
lamps at several small towns in Germany, and were now 
about to introduce them on a large scale in Berlin. The 
Nernst Electric Light, Limited, a company floated in this 
country to purchase and work the Nernst patents for the 


colonies and dependencies (except Canada), and some unde- 


veloped countries in South and Central America, have also 
at last worked out patterns of the lamp which they are about 
to make in quantities. | 

The Nernst Electric Light, Limited, was floated about 
two years ago, with a capital of £320,000, of which 
£270,000 was to be paid for the patent rights, that is to 
say, a profit of 40 per cent. would have to be made on the 
working capital to yield 5 per cent. to the shareholders. 
Considering that only £104,000 was paid for the patent 
rights of the carbon incandescent lamp (and that was 
considered too much), the price for the Nernst patents 
appears to be high. When the restricted field of 
operations of the Nernst Electric Light, Limited, is con- 
sidered, the price paid appears to be out of all proportion to 
their value, unless the Nernst lamp is во superior to its rivals 
that it will sweep them all out of the field. 

Even after two years’ work to bring the lamp into practical 
shape, it is still donbtful whether the Nernst lamp will dis- 
place to any great extent either the carbon incandescent or 
the arc lamp. Mr. Swinburne has characterised the Nernst 
lamp as “ the greatest invention in electric lighting since the 
infancy of the industry." But Mr. Rathenau, the managing 
director of the company owning the English and North 
European patents, has said that the Nernst lamp, in spiteof its 


simple appearance, is complicated in structure, and that its 
greater economy is discounted by the" necessity for a secon- 
dary heating coil, and, by the fact that the temperature of 
the radiating body is much higher than in the carbon lamp. 
Rathenan did not expect that the Nernst lamp would, on 
account of these disadvantages, displace to any great extent 
the ordinary glow lamp. 

This was the opinion of Mr. Rathenau some two years 
ago, Has two years experimenting at the expense of яһаге- 
holders, who thought that they had bought a complete 
invention ready to put on the market, materially improved 
the lamp? The efficiency, at least, appears to have fallen 
off. Mr. Swinburne, in his lecture before the Society of 
Arts on February 8th, 1899, gave the watts per candle- 
power as 1:5 watts for small lamps, and 1:6 watts for large 
lamps; in the latest accounts of the improved lamp, the 
watts per candle-power are given as 1:7 ; in another account, 
a Nernst lamp of the same candle-power as a carbon lamp 
took half the current, which would mean with the same 
voltage 2 watts per candle-power. The reduction in the 
efficiency has been, no doubt, considered advisable with the 
view of prolonging the life of the lamp. 

If, however, the Nernst lamp would furnish with half the 
current the same amount of light as the ordinary lamp, 
without any accompanying disadvantages, then the carbon 
lamp would be doomed. But the Nernst lamp falls far 
behind the carbon lamp in simplicity and cheapness of 
construction, It has been stated that the lamp without the 
self-igniting apparatus costs 1s. to make, but the reversion 
to the use of the match must greatly limit the use of such 
alamp. The lamp with self-igniting apparatus is naturally 
more complicated, and consequently more costly in consiruc- 
tion and repairs. 

In the discussion on Mr. Swinburne's lecture before the 
Society of Arts, Prof. Fleming pointed out that the efficiency 
of the Welsbach incandescent gas light falls off very quickly 
in the course of ordinary use. Now the composition of the 
Nernst filament is practically the same as that of the 
Welsbach mantle, and we should expect the same rapid 
falling off in efficiency ; so that though a Nernst lamp may 
be kept alight for 1,000 hours, it may have reached the best 
age for superannuation long before that time has elapsed. 

A difficulty in the construction of the Nernst lamp was 
predicted by Mr. Whitcher in our columns, the difficulty of 
making connections with the refractory filament on account 
of its very high temperature compared with the carbon fila- 
ment. No grading down of temperature to the connections 
appeared to be possible, because the conductivity fell so 
rapidly with the temperature. This difficulty appears to 
have been the chief cause of the two years’ experimenting. It 
appears to have been solved, in a way, by forming a blob of 
the refractory material round the platinum connections and 
bringing the platinum wire to the surface to reduce the 
temperature somewhat by radiation. The platinum lamp 
failed owing to the difficulty of keeping the connections 
cool ; it is to be hoped that the Nernst lamp will not be ship- 
wrecked on the same rock. | 

It was stated in the prospectus of the company that ** the 
process of manufacture is very simple, and plant of an 
inexpensive kind only is necessary." Yet it has taken two 
years experimenting after the patente were sold to the public 
to work out this “very simple" process of manufacture: 
and in the report recently issued of the Berlin concessionnaire 
company, it is stated that the principal reason why the lamps 
have not been more rapidly put on the market is the diffi- 
culty experienced in training workmen to make the lampe. 

Another difficulty which has to be met in the working of 
electrolytic lamps such as the Nernst is due to the liberation 
of ions at the connections, when continuous currents are 
used. Nernst for this reason found, at first, that a good con- 
nection could not be maintained at one of the electrodes. 
The reason why the lamp will not work with a vacuum bulb 
is said to be due to the fact that oxygen must be admitted 
to oxidise the metals liberated at the cathode. The two 
years of éxperimenting, we presume, has also got over this 
difficulty, but connections at which strong chemical reactions 
are continually taking place must he in a precarious 
condition. 

The fire risks with the Nernst lamp must also be con- 
siderably increased ‘The latest forms are enclosed in a gies 
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globe, which may catch any red-hot filaments that may 


drop from the lamp ; but the use of the lamp in coal mines : 


is out of the question. 

The Nernst lamp, we are prepared to admit, has several 
good points ; the colour of the light is better than in the 
carbon lamp ; and, of course, the smaller consumption of 
power will count for much, if it turns out in practice that 
it is not counterbalanced by other disadvantages. We 
fail, however, to see how the shareholders of the 
Nernst Electric Light, Limited, can hope to get a decent 
dividend, when seven-eighths of the capital has been paid 
for patent rights which give them no exclusive right to 
make or to sell in any of the countries where the demand for 
electric lamps is greatest. The pick of the markets has 
been given to other concessionnaires, who apparently have 
paid much smaller sums for their concessions. 


The evolution of the lamp itself has been brought to 
a very advanced stage by the efforts of Messrs. Drake and 
Sheppard and a talented staff of assistants, under the super- 
vision of Mr. Swinburne. 

There appears to be at least as much external difference 
between the present form and the original clumsy and 


Fia. 1.—SPIRIT-LIGHTED 16-c.p. LAMP. 


unsightly pattern as between the early bamboo and cotton 
thread lamps of Edison and Swan and the latest type of 
carbon glow lamps. It is true that this does not reflect any 
credit on the vendors of the patents, who should have done 


this work themselves, but, on the other hand, the great 


progress made speaks well for the skill and energy of the 
company's staff. 

The accompanying figures illustrate some typical patterns 
in which the lamp is now made. Fig. 1 represents the 
spirit-lighted 16-c.P. lamp complete, while fig. 2 shows the 
working parts, minus the globe. It will be seen that the top 
of the lamp consists of a brass cap fitting the standard 


Fic. 2.—Workina Parts OF Spirit-LIGHTED Lamp. 


bayonet-holder ; the contact plates are connected with two 
hooks, from which is suspended the replacement piece. The 
latter is composed of a biscuit porcelain block carrying two 
brass eyes, which support the nickel leading wires ; to these 
are joined short platinum electrodes, which are connected 


with the filament of mineral oxides by means of small 
“ blobs” of the same material. 
The series resistance which is necessitated by the ten- 


Fic. 3.—AUTOMATIC 16-C.P. Lamp. 


dency of the filament to rush up to an excessive temperature, 
thanks to its large rezative temperature coefficient, consists 
of an extremely thin platinum wire wound on a triangular 


Fia. 4.—AvTOMaTIC Lamp, 32 and 50-0. p. 


rod of porcelain, seen just below the porcelain base block in 
the illustration. Lastly, the frosted globe is carried by the 
locking bayonet attachment seen on the underside of the 


Mains, 


cap. A hole in the lower part of the globe allows of the 
lamp being “ lighted” with a spirit torch. ON 
Fig. 3 shows the ensemble of a 16-C.P, self-lighting lamp, 
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and fig. 4 that of the 82 and 50-с.р. lamps. These are 
fitted with a small electric heater and automatic cut-out, 1n 
addition to the parts described in connection with the non- 
automatic lamp. | 

The connections of these lamps are shown in fig. 5. The 
heating coil is mounted below the filament, and is con- 
nected with the contgct c, so that when the lamp is 
first switched on the current passes through this 
coil, making it red hot. In passing, we may mention 
that the coil is made of a spiral thread of biscuit porcelain 
overwound with fine platinum wire. The filament 
is heated by radiation and convection from the coil until it 
becomes a conductor; the moment this happens, the current 
flowing throngh it actnates the little relay—a beautifully 

neat and compact device in the top of the lamp—and cuts 
off the connection with the heating coil, leaving the filament 
alone in circuit, with its steadying resistance. Watching the 
globe of the lamp when it is first switched on, one sees first the 
red glow of the heating coil; this suddenly dies out, and the 
bright white light of the filament shines forth—the whole 
cycle occupying 5 to 10 seconds. | 

The heating coil, resistance, and filament, which consti- 
tute practically the whole of the parts liable to injury or 
deterioration, are at present included in the replaceable attach- 
ment, as with the non-automatic lamp ; there must therefore 
be three terminals, not interchangeable. То attain this 
object, a central spring piston contact is used in conjunction 
with a long and a short hook ; thus the attachment cannot 
possibly be put on except in the right way. In the larger 
lamps some trouble was met with through the burning of 
the relay coil by connection from the incandescent filament ; 
this was entirely overcome by Mr. Drake's patent, ventilating 
cage separator, seen in fig. 4. 

The life of the filament is about 500 hours; during this 
time the efficiency slowly falls from 1:7 to 2:0 watts per 
candle. Ап initial efficiency of 1:5 watts per candle is 
readily attainable, but for the present the above values are in 

use. 

The tendency of the electrode at the 4- end of the fila- 
ment to get excessively hot has been overcome by prolonging 
the platinum connections to form a little star at cach end of 
the filament, so as to keep the ends cool by radiation. This 
device is necessary at both ends, because one cannot foresee 
the direction of the current through the filament. 

It remains'to add that the filaments are now standardised 
for 8, 16, 82 and various other candle-powers, for circuits of 
100 volts upwards. 

The quality of ihe light, throughout the life of the lamp, 
is remarkably pure and white, and the heating coil of the 
automatic lamps does not appear to interfere with the light 
distribution appreciably. The various parts of the apparatus 
are very neat and well made, and the whole forms a 
thoroughly workmanlike system. 


THE ELECTRICAL ENGINEERS (R.E.) IN 
SOUTH AFRICA.’ 


— 


By LIEVUr.-COLONEL R. E. CROMPTON, E. E. (R. E.) V. 


Ar the request of your President I have prepared a narrative of the 
war services of the small body of electrical engineers who left 
England early in the spring of this year for South Africa, and who 
have now returned. 

I must commence by reminding you that the corps of Electrical 
Engineers (R.E.) Volunteers was raiscd, by the help of this Institu- 
tion, in order to enable electrical engineers to place their services 
at the disposal of the country in case of need. It is acknowledged 
that every year electrical appliances will be more and more used in 
military operations. Up to last year the special work on which the 
corps had been instructed and drilled for home service has been 
the management of the searchlight apparatus used at various points 
for coast defence, to which has beeu added some instruction in sub- 
marine mining and cognate matters. As both officers and men of 
the corps felt that the training which everyonein the electrical pro- 
fession must go through had made us all handy men, not only for 
electrical, but for general mechanical engineering work, we offered 
our services for the war in South Africa. 


= Abstract of lecture delivered before the Institution of Elec- 
trical Engineers on December 20th. 


The equipment has already been described in the technical jour 
nals; I will remind you that its main features are portable search- 
lights mounted on carriages somewhat similar to those used for feld 
artillery guns, the electrical energy being generated by dynamo: 
carried on small compound steam traction engines. Special cable 
carts were also provided. 

The Tagus arrived at Cape Town on the 4th, and the Unit dis- 
embarked on the 6th, and were encamped at Fort Knokke for a few 
days. The Custodian arrived on April 12th, and the equipment, 
inch di ig two of the 8-ton traction engines and four 5-ton wagons, 
were unloaded that night. 

Colonel Girouard, the Director of Railways, at once applied to 
have the Electrical Engineers attached to the railway re-construc- 
tion trains, and they were ordered to get ready to move up country 
as quickly as possible. On Saturday night, April 14th, the whole of 
the equipment was packed on five large bogey trucks, but even their 
start seemed likely to be delayed as the line was blocked with press 


of traffic. On Monday morning the Unit suddenly got orders to 
start. After a journey of three days and four nights it arrived at 


Bethulie at 5 a.m., April 20th, and at once off-loaded the equipment, 
and within a few hours the first installation of temporary electric 
light for war purposes was erected on the Bethulie road brides, 
which was then temporarily in use for railway purposes, during the 
time that the low-level deviation railway bridge was then con- 
structed by the Railway Pioneer Regiment to replace the original 
railway bridge whieh had been destroyed by the Boers. 

The first time the field telephones were put to work was at this 
place. A line was laid across the bridge for the use of the railway, 
and a good telephone service established. On May 6th the Unit 
arrived at Bloemfontein and was split up into two sections, one 


. going on direct to Railhead, which was then at Vet River, the other 


section remaining at Bloemfontein to carry out the electric lighting 
of the goods yard and locomotive shops. The advance section at 
Vet River joined the reconstruction trains and remained with them 
during the months of May and June—i.e., until the work of recon- 
structing the railway was completed through the Orange Free State 
up to the Vaal River. 

The work at Vet River may be taken as tvpical of many other 
works at which it was necessary to work all night by artificial light. 
The Railway Construction Corps R.E. was engaged in constructing 
a main bridge across the river approached by long deviations from 
the main line, in these were three smaller bridges. The lighting 

lant had therefore to be erected at each of these bridges in turn. 

When the Vet River work was completed the section moved onto 
Smaldeel and there was joined by Major Crompton with a draft 
which had left Cape Town on May 4th. Major Crompton brought 
with him a third traction engine with its dynamo, an additions 
supply of concentric cable, two additional 5-ton wagons, stores. 
bicycles, &c. Major Crompton then took over the command of the 
unit, and, as the occasion arose, the whole of the Bloemfontein 
section with their stores were gradually moved up to join the unit, 
leaving only a small detachment of six men under the command c: 
Corporal Bicker Caarten to work the temporary lighting plant at 
Bloemfontein. | 

Early in May Colonel Girouard required the services of additional 
railway tclegraph men, and Captain Bain was detailed for this work. 
and with a detachment of seven men, was sent on to repair the teir- 
graph in advance of Railhead. This was a service of great import- 
ance, entailing considerable personal risk and exposure. 

The No. 1 section commenced lighting work at Zand River on 
May 18th, this work being of a very similar nature to that of the 
Vet River. It afterwards advanced with ihe Railhead Construetic: 
trains to the Rhenoster Spruit to assist the working party building a 
crib bridge at that point. Неге a particularly smart piece of liv»: 
ing work was carried out. The orders were received at 2 p.m. Thy 
traction engine was off-loaded from its truck, and hauled its waron: 
and stores down to Rhenoster Spruit, three miles away, the light 
stores going down the damaged railway line on n trolley. Eight 
arc lamps were fixed on poles, and light was furnished to the working 
party by nightfall, 5.30 p.m. 

The new and first reconstructed bridge at Rhenoster was com- 
pleted on the 29th, and there being then no large work ahead 
requiring arc lights, the detachment went forward with the con- 
struction train. 

During the next eight days the detachment had an excitine time 
as the enemy under De Wet and Theron were threatening the linc 
and reconstruction works. The electrical engineers formed part 
of the reconstruction: day shift, the working hours being gene- 
rally from 6 a.m. to 6 p.m., but sometimes up to 19 midnicht, so 
that on these days the men were 18 hours consecutively at work. 

During the time that the arc lights were being used on the bridge 
at Taibosch on the nights of she 7th and 8th Lieutenant Pott 
cumbed to enteric fever. This was a great loss to the Unit, as this 
officer had himself designed a great portion of the are lighting and 
projector plant, and the loss of his services greatly crippled the 
Unit. He had to be left at Viljeonsdrift, where he was nursed with 
extreme care by Dr. and Mrs. Dixon, Dr. Dixon being the mo 
officer to this section of the railway. Ы 

Here Sapper Weakly also fell ill of enteric fever. prota 
brought on by the exposure at Roodeval. He lingered for some 
time, and eventually died at Viljeonsdrift on the 27th. 

Railhead reached the Vaal River on June 10th, and at this poin! 
an installation of 12 lamps was erected, and on the Lith tho im? 
train crossed into the Transvaal and some supplies were sert t 
Lord Roberts at Pretoria. 

It may be here remarked that as during the advance of railnes! 
from Bethulie to the Vaal the are lamps were worked on 
it is probable that the period of reconstructing the line E 
shortened by nearly the same number of days, but even if one mgb: з 
work is only considered to be equal to two-thirds of a dav: wot 
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the night work rendered possible by the section must have hastened 
the advance of railhead by not less than 12 days, and the money 
value alone of this to the nation must have many times repaid 
the entire cost of equipping aud seuding out the Electrical 
Engineers. 

After arriving at Pretoria, the engineer-in-chief found quantities 
of electrical work for the corps, as all the forts which defeud the 
town had been fitted up with various electrical apparatus, not only 
for electric lighting but there were signal signalliug, telephone and 
other wires, which required to be sorted, labelled, and their uses 
understood. 

The oil engines which supplied the motive power for driving 
the dynamos had purposely been damaged by the Boers, and had to 
be repaired and set to work. Тһе small and efficient searchlights 
which had been used by the Boers were replaced by a system of 
incandescent lamps placed so as to illuminate certain points which 
were liable to be threatened by the enemy duriug night attacks. 

This work at the forts, which was of a very interesting nature, 
was followed by teaching the garrisons how to use and maintain the 
electrical apparatus in working order. 

Other parties of our men were employed in fitting up electrical 
lighting in various public buildings which served as supply stores, 
and in the large hospitals which were then being started, inside and 
outside Pretoria. In some cases these new installations were worked 
from the public supply of the town, in other cases separate generat- 
ing machinery, i.c., steam engines, dynamos, and systems of con- 
ductors had to be put down for each job. The plant for this was 
made up from material found at or near Pretoria, most of which was 
in а damaged condition and had to be almost remade before it could 
be usefully employed. 

During this time, as the whole of the Rand district surrounding 
Johannesburg is supplied with electric light and power partly from 
a distant generating centre at Brak Pan. The military governor of 
Johannesburg asked for and obtained the services of Captain Leaf 
as his electrical adviser, and from time to time various works were 
supervised by him and by other officers of the corps, so that the elec- 
trical plant of Johannesburg and district was gradually got into 
order. 

Early in July Electrical Engincers were several times called upon 
to extricate an engine which was proposed to be used to haul 12-ton 
6-inch quick-firing guns to various positious near Pretoria. The 
engine and gun was hauled out of a drift almost in the middle of 
Pretoria, into which it had sunk in the course of an experimental 
ruu. | 

A few days later, after the driver of this engine had placed the 
gun in position near Deerdepoort, he took hls engine down to a 
spruit in order to fill up his water tanks, but approached too closely 
to the soft ground, so that the engine turned over on its side and 
could not be got out until we were sent for. 

Great praise is due to Captain Lloyd and Captain Leaf and the 
the detachment engaged on this work, which was carried on 
throughout the night. The way in which the Electrical Engineers 
handled the engines and gun made it evident to the officer com- 
manding the artillery that the Electrical Engineers were во 
capable that he placed the engine and two guns in their charge, and 
the subsequent work of placing these, the heaviest gunsever taken into 
the field, was carried out by the officers and men belonging to the 


corps. 

On July 24th a 6-inch quick-firing gun, weighing with its carriage 
124 tons, was hauled to the top of Quagga Kop, seven miles to the 
west of Pretoria, and 1,300 feet above it; the average slope up 
which the gun was hauled was 1 in 10, but there were point parts 
of it which were steeper. 

Early in June a part of the detachment left at Bloemfontcin left 
under Lieutenant Stubbs, and worked under the Army Telegraphs 
repairiug telegraphs aud erecting new lines. 'They trekked the 
whole journey from Bloemfonteiu to Pretoria, only arriving at 
Pretoria towards the end of July. After their arrival at Pretoria, 
Lieutenant Stubbs's party were employed for some time on new 
telephone lines connecting the forts with the town, aud later on 
took another party down westwards to Standerton. 

Towards the latter part of August a party of Electrical Engineers, 
under Captain Lloyd, were sent up to Brugspruit with a set of 
searchlight apparatus and accessories, which was erected, and the 
light shown from the top of theshaft cf a colliery near Brugspruit 
Station, the dynamo being driven from the mine engine. Captain 
Lloyd returned to Pretoria, and left the detachment for some wecks 
under the command of Lieutenant Bigg, and there is no doubt that 
the presence of this searchlight greatly reduced the liability of 
hight attacks from a strong commando under Erasmus, which 
threatened the Pretoria and Delagoa Bay Railway at this point. 

On September 4th one of the engines, with dynamo and 16 arc 
lights, were taken down to Machadodorp by Captain Leaf and a 
small party of Electrical Engineers, and at this point an installa- 
tion was erected to supply light to the various running sheds and 


loading stages, as at that time convoys which supplied three columns 


with food had here to be loaded. 

Up to the time of the arrival at Pretoria, as the officers and 
Bappers were constantly employed on railway work, little oppor- 
tunity was given for the sappers to use the bicycles, but after arrival 
at Pretoria they proved to be of the greatest value; for as the work 
at the forts and buildings were scattered over a large area it 
necessitated the officers aud men moving rapidly from point to 
point, and the whole of the bicycles were in full use, so by their aid 
the 20 men who rode them were almost doubled in value. On 
September 17th the writer, accompanied by Captain Leaf, was sent 
down by Lord Roberts to the low country to the east of Machado- 
dorp, in order to report whether any of the traction engines could 
be efficiently used there. 

Karly in October the writer was ordered to England by Lord 


Roberts,in order that his recent experience might be utilised in 
designing traction engines for military purposes. Captain Lloyd 
re-assumed command. From this date the work wont on uninter- 
ruptedly until the later end of October. It was whilst in charge of 
his Standerton detachment that Lieutenant Stubbs so nearly lost 
his life. Towards the end of October orders were received from 
the engineer-in-chief to concentrate the unit aud hand over the 
majority of the stores so as to be ready to move homewards on 
receipt of further orders. "The various detachments were gradually 
collected, and on October 25th, exactly four months since they 
arrived iu Pretoria, the unit steamed south for Bloemfontein. Seven 
men were left behind in Pretoria to take their discharge there ; four 
of these had been given civil employment under the Imperial Mili- 
tary Government, and three were taken up by private employment 
on the Rand. A 48 hours’ journey took us to Bloemfontein, where 
we completed the handing over of equipment and packing for 
our final departure. Yet one more check was met ere the unit finally 
arrived at Cape Town. No transport was absolutely ready, and so, 
to avoid the possibility of the hardened and fierce warrior striking 
terror into the hearts of the peaceful iuhabitants of Cape Town, the 
bloodthirsty Electrical Engineers were kept for three days in the 
safe camp of Stellenbosch, and not until Saturday, November 17th, 
did they reach the port, where the train took them right alongaide 
the .Vorham Castle, After an uneventful and extraordinarily fine 
passage the ship was brought alongside the quay at Southampton 
on the evening of December 6th. 


LEGAL. 


Crow v. THE BOARD ОЕ WORKS FOR THE DISTRICT OF 
W HITECHAPEL. 


Tris case came before a Divisional Court of the Queen's Bench, 
composed of Justices Kennedy and Darling, on Wednesday last 
week, on defendants’ appeal from a decision of Mr. Dickinson, the 
magistrate sitting at the Thames Police-court, in June last. 

It appears that a summons was taken out by Mr. Crow, the dis- 
trict surveyor, against the defendants for not having given him 
notice under Section 145 of the London Building Act, 1894, before 
commencing the construction of a number of boxes, or inspection 
chambers, under the streets in the district for the purpose of electric 
lighting. The defendants were the local authority within the 
meaning of the Electric Lighting Acts, 1882 and 1888, for the 
district, and in the year 1892 were granted by the Board of 
Trade, pursuant to the Electric Lighting Acts, 1882 and 1888, 
in respect of such district a provisional order called the Whitechapel 
District Electric Supply Order, 1892, which was afterwards con- 
firmed, and came into force on June 27th, 1892. By Sections 11 
and 12 of this order the “ undertakers " were authorised to construct 
in any street any such boxes as might be necessary for purposes in 
connection with the supply of electric energy, including apparatus . 
for the proper ventilation of such boxes. The sections further 
provided that “ every such box shall be for the exclusive use of the 
undertakers and under their sole control, except so far as the 
Board of Trade may otherwise order, and shall be used by the 
undertakers only for the purpose of leading off service lines and other 
distributing conductors, or for examining, testing, regulating, 
measuring, directing, or controlling the supply of energy, or for 
examining or testing the condition of the maius or other 
portions of the works, or for other like purposes connected 
with the undertakiug, and the undertakers may place therein meter 
switches and other suitable and proper apparatus for any of the 
above purposes. Every such box, including the upper surface or 
covering thercof, shall be constructed of such materials, and shall be 
constructed and maintained by the undertakers in such manner as 
not to be a source of danger, whether by reason of iuequality of 
surface or otherwise.” Section 12 further provided that the under- 
takers should, one month before the commencement of such works, 
serve a notice upon the Postmaster-General describing the proposed 
works, together with a plan of the proposed works, and in addition 
a like notice and plan upon the County Council. The defendants 
did not, before commencing the construction of the boxes in 
question, serve Mr. Crow, as the district surveyor, with notice of 
the intended work under Section 145 of the London Building 
Act, 1894. Mr. Crow's contention was that the boxes came 
within the definition of "building structure or work” in Section 
145, and that the defendants were bound before commencing the 
work to serve upon him as the district surveyor a “ building notice," 
as prescribed by the section. The defendants contended that the 
Act of 1894 did not apply at all to boxes constructed in the streets 
under the provisional order, inasmuch as the order contained a. 
complete code regulating the materials, situation, and mode of con- 
struction of such boxes and provided a complete machinery for 
enforcing such regulations, and with which special code aud 
machinery the London Building Act of 1894 was inconsistent. The 
magistrate found as a fact that the boxes so constructed were 
“buildings, structures, or works," within the meaning of Section 
145 of the London Building Act, 1894, and having regard to Sections 
72, 201, and 203 of the said Act, he held that the provisions of 
Section 145 was not inconsistent with the special Act, and imposed 
on the defendants the nominal penalty of 1s., and ordered them to 
pay £10 10s. costs. From this decision the defendants now 
appealed. 

Mr. H. F. Dickens, Q.C., and Mr. Talbot appeared for the appel- 
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lants defendants), and Mr. Horace Avory for the respondent (Mr. 
Crow). 

At the conclusion of the arguments, their Lordships reserved 
judgment. 


WOLVERHAMPTON CORPORATION v. B.E.T. Co., Гтмітер, 


Ix the Chancery Division on Thursday last week Mr. Justice Joyce 
had before him a further application in the case of the Mayor and 
Aldermen, &с., of Wolverhampton v. British Electric Traction 
Company, Limited, judgment in which was delivered early in 
December. 

Mr. Hcanes, Q.C., for the Corporation, said that in drawing up 
his Lordship's order a question had arisen with regard to the 
payment of interest since the date on which the purchase ought to 
have been completed. The Act of Parliament allowed to the tram- 
way company 5 per cent. intereat should delay occur in taking over 
the line within the borough, but the Corporation had duly tendered 
the sum agreed upon, £4,250, but defendants had refused to 
accept it unless the Corporation granted them certain running 
powers, for which they counterclaimed in the action, and on which 
his Lordship had decided against them. The Corporation were 
entitled to protits made on the running since the tender was made, or 
compensation, but the other side had assured him that no profits had 
been made, and taking an account would necessarily be a matter of 
ditlieultv. He proposed that the Corporation should receive 5 per 
cent. interest on the amount of their tender, and that that should be 
the stm for compensa ion, the inquiry being waived. 

Mr. THomrson, for the defendant company, argued that no proper 
tender had been made. 

Mr. Justice Joyce made an order to the effect that the Corpora- 
tion were entitled to 3 percent. interest in lieu of compensation for 
non-completion of the purchase from the date the purchase-money 
was tendered. 


THE ASSESSMENT 
OF AN ELECTRIC SUPPLY COMPANY FOR 
INCOME-TAX. 


AN important, and at the same time a most difficult, branch of the 
law relating to electricity is that which prescribes the methods 
whereby an clectric supply company is to be assessed for payment 
of income-tax. "The correct interpretation of the Property Tax Act 
of 1842, even when applied to concerns which were in existence at 
the passing of the Act, has never been a simple matter; small 
wonder, therefore, that difficulty besets the path of anyone who 
attempts to enumerate and classify the deductions which may law- 
fully be made from the profits of & company whose staple com- 
modity is electricity. Again, the absence of judicial authority 
renders it difficult to apply the provisions of an old statute to a 
“trade or concern“ which cannot even have been in the mind of 
the legislator in the year 1812. 

Income-tax, as its very name implies, is a tax upon profits. In 
order to arrive at the actual profit of a concern upon which 1s. in 
the £ must be paid, the manufacturer is entitled to make certain 
“deductions,” which were apparently so numerous in 1842, that 
the Legislature, instead of enumerating those which may, have set 
out those which may not be made. 

By Section 65, Schedule A, r. III. of the Property Tax Act, 1842 
(5 and 6 Vict., c. 35), ſit is provided (inter alia) that the annual 
value of all the properties thereinafter described shall Fe understood 
to be the full amount for one year, or the average amount for one 
year, of the profits received therefrom within the respective times 
therein limited. The value of ironworks, gasworks . . . . water- 
works railways, and other ways . and other 
concerns of а like nature, from or arising out of any lands, tene- 
ments, hereditaments, or heritages, is estimated on the profits of 
the year preceding. 

The comparatively recent date of electrical undertakings on a 
large scale, and their close similarity to gas and water undertakings, 
have rendered it unnecessary for the Legislature to make new rules as 
to their assessment for income-tax. 

This duty is to be charged on the person, corporation, company, 
orsociety of persons, whether corporate or not corporate, carrying 
on the concern, or on their respective agents, treasurers, or other 
officers having the direction or management thereof, or being in 
receipt of the profits thereof, on the amount of the produce or value 
thereof, and before paying, rendering, or distributing the produce 
or the value, either between the different persons or members of the 
corporation, company, or society engaged in the concern, or to the 
owner of the soil or property, or to any creditor or other person 
whatever having a claim on or out of the said profits; and all such 
persons, corporations, companies, and societies respectively shall 
allow out of such produce or value a proportionate deduction of the 
duty 30 charged, and the said charge shall be made on the said 
profits, exclusively of any lauds used or occupied gin or about the 
concern. 

The rules to be applied in estimating the profits of a concern are 
laid down in Schedule D of the Act of 1842 (Section 100), which, 
hy virtue of the Customs Act Amendment Act, 1366 (29 Vic., c. 36 
Section 8), are applied to Schedule A, r. III. set out above. The 
following table gives, in a form, the deductions which cannot be 
made for the purpose of ascertaining “ profits or gains." Thus no 


sum shall be set against or deducted from, or allowed to be se 
against or deducted from such profits or gains :— 

(a) On account of any sum expended for repairs of premises 
occupied for the purpose of such trade, manufacture, adventure, ur 
concern, nor for any sum expended for the supply or repairs or 
alterations of any implements, utensils, or articles employed for the 
purpose of such trade, manufacture, adventure, or concern beyond 
the sum usually expended for such purposes, according to an average 
of three years preceding the year in which such assessment shall be 
made; nor 

(b) On account of loss not connected with or arising out of snch 
trade, manufacture, adventure, or concern; nor 

(c) On account of any capital withdrawn therefrom; nor 

(d) For any sum employed, or intended to be employed, as capital 
in such trade, manufacture, adventure, or concern; nor 

(e) For any capital employed in improvement of premises occu- 
pied for the purposes of such trade, manufacture, adventure, or 
concern ; nor 

(f) On account or under pretence of any interest which might 
have been made on such sums if laid out at interest ; nor 

(g) For any debts, except bad debts proved to be such to the 
satisfaction of the Commissioners respectively ; nor 

(h) For any average loss beyond the actual amount of loss after 
adjustment ; nor 

(i) For any sum recoverable under an insurance or contract of 
indemnity. 

Again, it is provided by the fourth part of the first case under 
Schedule D of the Act of 1842, that in estimating the amount of the 
profits and gains arising on trade no deduction shall be made on 
account of any annual interest, or any annuity or other anunal 
payment, payable out of such profits or gains. 

By the indorsement on the return for «assessment, with which 
every taxpayer is familiar, the following deductions are allowed :— 

1. For repairs of premises occupied for the purpose of the trade 
or manufacture, and for the supply or repair of implements, utensils, 
or articles employed, not exceeding the sum usually expended for 
such purposes according to the average of the three years preceding. 

2. For bad debts, or such part as shall be proved to the satisfac- 
tion of the Commissioners to be bad ; also doubtful debts according 
to their estimated value. 

3. For the rent of premises used solely for the purposes of busi- 
ness, and not as a place of residence. 

4. For a sum not exceeding two-thirds (as the Commissioners 
shall allow) of the rent where any dwelling house is partly used for 
the purposes of business. 

5. For the annual value on which duty has been paid under 
Schedule A of any premises occupied by the owner solely for the 
purposes of business, and not as a plaze of residence. 

6. For a sum not exceeding two-thirds (as the Commissioners 
shall allow) of the annual value on which duty has been paid under 
Schedule A on any dwelling house occupied by the owners, and 
partly used for the purposes of business. 

7. For any other disbursements or expenses wholly and exclu- 
sively laid out for the purposes of trado. 

It is further provided in the Act of 1842 that in estimating the 
duty to be charged in respect of any trade or manufacture, and in 
order to arrive at the ' balance of profits,” no sum shall be set against 
or deducted from, or allowed to be set against or deducted from such 
profits or gains :— 

(a) For any disbursements or expenses whatever, not being money 
wholly and exclusively laid out or expended for the purposes ОЁ such 
trade, manufacture, adventure, or concern; nor 

(b) For any disbursements or expenses of maintenance of the 
parties, their families or establishments ; nor 

(c) For the rent or value of any dwelling house or domestic offices, 
or any part of such dwelling house or domestic offices, except such 
part thereof as may be used for the purposes of such trade or 
concern, not exceeding the proportion of the said rent or value 
hereinafter mentioned; nor 

(d) For any sum expended in any other domestic or private pur- 
poses, distinct from the purposes of such trade, manufacture, adren- 
ture or concern, or of such profession, employment, or vocation. 

Further, the computation of the duty to be charged in respect of 
any trade, manufacture, adventure, or concern, or any profession, 
whether carried on by any person singly, or by any ‘one or more 
persons jointly, or by any corporation, company, “fraternity, or 
society, shall be made exclusive of the profits or gains arising from 
lands, tenements, or hereditaments, occupied for the purpose of 
such profession, trade, manufacture, adventure or concern. 

Again, the computation of duty arising in respect of any trade. 
manufacture, &c., carried on by two or more persons jointly must 
be made and stated jointly and in one sum. Inasmuch as electric 
lighting concerns are usually owned by companies, it is hardly 


necessary to refer further to these. 


Among the few cases which can be found in the law reports 
relating to the payment of income-tax by corporations, there is one 
which decides conclusively that to supply water for the benefit of 
ratepayers is not to carry on a trade within the meaning of the Pro- 
perty Tax Act, and that the surplus profits so made аге not ss 
able to income-tax. It is proper to infer from this that a corpors- 
tion supplying electricity to ratepayers whether for light or power, 
is not carrying on a trade. A distinction must, however. be drawn 
between the supply of electricity to ratepayers within the area of 
supply and the sale of electric energy to persons residing o7 
that district. There is authority for saying that under such circu: 
stances income-tax is payable on profits earned outside 
cipal district, and the expense of laying cables, &e.. within te 
municipality cannot be set off against such profit. 

The following cases, which will serve to illustrate 
principles, must be taken with the reservation that they have x= 
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decided in connection with water or gas. The electric lighting pro- 
visional order might well contain modifying clauses. 

Thus the Glasgow Water Commissioners were empowered by a 
local Act to borrow money and to acquire certain waterworks, and to 
bring in an additional supply of water. They were also empowered 
(1) to levy a compulsory rate on persons who chose to take water 
beyond the boundaries, and (2) to fix a rate for persons who chose 
to take water beyond the boundaries, and (3) to sell water to manu- 
facturers and others. The Act required the Commissioners to levy a 
rate sufficient, along with the othor income, to defray the annual 
interest or debt, annual expenses, and a sum of not less than 1 per 
cent. on the money borrowed, to form a sinking fund for the re- 
demption of the debt. The Act directed that any surplus in one 
year should be applied to reduce the rate within the compulsory 
area in the following year. 

It was decided that, in the absence of any evidence that the Com- 
missioners were making profit by selling water beyond the com- 
pulsory boundaries, the Corporation, being merely the instrument 
of the ratepayers, could not be said to be trading in any commodity, 
and that the surplus, after paying expenses, was not assessable as 
profits under the Income-Tax Acts. [Glasgow Water Commissioners 
v. Inland Revenue, 2 Scotch. Sess. Cas., 4th Series, 708; 12 Sc. 
L.R. 466.] | 

But it was held in the case of the Glasgow Corporation v. Miller, 
[50 J.P. 503], that the Glasgow Corporation Water Commissioners 
are liable to assessment in respect of surplus revenue derived from 
supplying water beyond the area of compulsory supply and from 
the sale of water for purposes of trade. 

The Corporation of Haverfordwest were empowered under a local 
Act, after lighting their town, to supply private customers with gas. 
From such supply profits were earned, in respect of which the Cor- 
poration were assessed to income-tax. They sought to deduct from 
the profits the moneys expended by them in laying out the streets. 
It was decided, however, that inasmuch as the Corporation did not 
carry on a trade so far as their duty of lighting the public streets 
was concerned, expenses so incurred were not moneys wholly and 
exclusively laid out or expended for the purposes of a trade within 
the meaning of Sched. D, r. 1, of 5 & 6 V., c. 35, Section 100, во as to 
entitle the Corporation to deduct such expenses from the above- 
mentioned profits. [Dillon v. Haverfordwest Corporation, 60 L.J., 
Q.B. 477; (1891) 1 Q.B. 575; 64 L.T. 202; 39 W.R. 478.] 

In the case of the Corporation of Dublin v. M'Adam [20 L.R. 
(Ireland) 497] the facts were shortly these :—By the Dublin Cor- 
poration Waterworks Act, 1861, the Corporation were empowered 
to construct waterworks for the supply of water to the Borough of 
Dublin and certain extra municipal districts, and were authorised to 
borrow money for the purposes of the Act on therates leviable uuder i$, 
and empowered to levy certain rates on the owners and occupiers of 
property within the borough. They were also authorised to contract 
with owners or occupiers of property in the extra municipal districts 
for the supply of water for domestic use, and to charge rate or rent 
for such supply, to be called “ а contract water-rate." By the Dublin 
Waterworks Act, 1870, it was provided that the income derived 
from the extra municipal districts should form, with the city rates, 
a consolidated fund, available for the payment of principal and 
interest of loans, and applicable to all the purposes of the Act. It 
was decided that the excess of receipts over expenditure in respect 
of extra municipal districts, was liable to income-tax. 

The principle laid down in the foregoing cases can have no applica- 
tion to electric lighting undertakings by private companies, where 
statutory powers are obtained for the purpose of private as well as 
for public supply. All the expense of uprooting the streets, &c., 
properly incurred by the company, may be deducted when income- 
tax returns are being made out. Seeing that private electrical com- 
panies in this country are assessed to payment of income-tax just 
like other manufacturers, it is interesting to refer to the state of 
things in the United States. In that country—or rather in that 
group of countries, for each State has its own laws upon the sub- 
ject—electric light companies are often taxed in the same manner 
as ordinary manufacturing corporations, and in many States there 
have been no special Acts passed which expressly apply to them. 
In many States the tax laws exempt from taxation manufacturing 
companies incorporated in the State, and carrying on their business 
within the State. It is an open question in most States whether 
electric light companies, and other electric companies, are to be 
considered as manufacturing companies under these statutes. It 
has been held several times in Pennsylvania, however, and must 
now be regarded as settled law there, that a corporation whose 
business is producing electricity and selling it to customers for the 
generation of light, heat and power, is not a manufacturing com- 
pany within the meaning of these exemptions. (Com. v. Northern 
Electric Light and Power Company, 145, Pa. St., 105.]. Again, in 
New York, it was found necessary to pass a special Act which 
expressly taxed electric light, heat and power companies as such, 
for in the case of the Brush Electric Manufacturing Company v. 
Wemple [129, N.Y., 543] it had been held to be exempt on the 
ground of its being a manufacturing company. 


CORRESPONDENCE. 


Electrical Engineers Volunteers, 


In your issue of October 26th, page 673, occurs a list 
(incorrect*by the way) of the members of the above Corps 


the first hoist tested. 


who are remaining in South Africa, followed by the para- 
graph :—“ The above N.C.Os. and men have, through the 
great influence and popularity of Major Crompton, together 
with the great trouble he has taken on their behalf, obtained 
some excellent appointments, and desire to thank him 
through the medium of these columns." 

Though it will be some time before this can reach you, I . 
cannot let this statement pass without challenge.“ 

The writer of the article had absolutely no authority for 
the concluding clause. 

At the time when Major Crompton left for home, not 
more than one or two of the men had obtained appoint- 
ments of any kind, and any good fortune which may have 
befallen them since, has been rather in spite of, than owing 
to, any influence from the military side. As an instance of 
the facilities offered to men intending to remain, I may 
mention that it was just one month after the Corps left 
Pretoria, before we obtained our discharges. 


Pretoria, November 27th, 1900. 


[The list referred to was incorrect only in the inclusion of 
Sapper R. W. Holliday, who has returned to this country. 
The accuracy of our statement is sufficiently shown by the fact 
that of the six N.C.Os. and men named therein, five did remain 
in South Africa. As for the rest of the article challenged, 
we have to say that the information was derived from a 
source to which we attach at least as much weight as to the 
above letter.—Enps. ELEC. REv. | 


A. E. Levin. 


SOME RECENT TESTS ON ELECTRICALLY- 
DRIVEN HOISTS. 


[COMMUNICATED. ] 


THE central electricity stations which have now been estab- 
lished in all our large, and many of our smaller, towns have 
been built in the first instance for the supply of current for 
the purposes of private and public illumination ; but as the 
hours in which much demand is made for current for such 
purposes are very restricted, and the standing charges at the 
station are the same whether the plant is working during 
the daytime or not, there is no wonder that the resident 
engineers and other officials connected with this department 
of municipal enterprise should not only ask for a day load, 
in the shape of a demand for current for motors, but should 
also do all that they can to procure this demand, and so 
decrease the cost per B. T.U. of the total output. In many 
cases the method adopted to create the required demand is 
to sing the praises of electricity as the source of the motive 
power for each and every requirement of the inhabitants of 
the town, but, while there are many cases in which the 
adoption of electrically-driven plant wil be found more 
economical and efficient than the adoption of a steam, gas, 
or water-driven plant, there are other cases where the 
economy to be effected is not so apparent. Many pro- 
spective users thinking, and perhaps rightly, that the 
resident engineer has an axe of his own to grind in pressing 
the claims of electricity, have to carefully weigh from their 
own, or their neighbours', experience what will be the 
difference, not only in the first cost, but also in the cost of 
maintenance and running between the different sources of 
motive power; often they decide to keep to gas or steam, 
as they consider it advisable to deal with a motive power they 
think they know something about, in preference to one of 
which they willingly admit they are absolutely ignorant. 

The question of the efficiency of an electrically-driven 
hoist as compared with that of an hydraulic hoist, or even one 
driven by a gas or steam engine has been lately much discussed, 
and the writer has often been asked for an authoritative 
opinion as to the best type to be adopted. An opportunity 
was recently afforded him of making a series of tests upon 
two hoists as follows :— 

Figs. 1 and 2 show the elevation and plan of the gear for 
'The hoist was designed to lift 1 ton 
40 feet per minute, and the motive power was obtained from 
a motor, designed to run at 850 revolutions, with an input 
of 25 amperes at 220 volts — 5,500 watts, capable 
of developing 6°11 B.H.P. allowing 900 watts per B.H.P. or 
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of 6°47. B.H.P. if we allow.850 watts per B.H.P. As will. be 
seen from the sketches, the power is transmitted through 
steel-cut gears to a second motion shaft, the motor pinion 
having 13 teeth with a pitch of 13 inches, and the spur 
wheel 56 teeth, thus reducing the speed of the second motion 
shaft to 197 ˙5 revolutions per minute. The diameter of both 
the driving and driven belt-pulleys was 24 inches, 80 that no 
further reduction in the speed was made here, and the power 
was transmitted by the usual open and crossed belts 4] inches 
wide to the fast and loose pulleys on the worm shaft. The 
worm wheel was made with 42 teeth having a 2-inch pitch ; 
the wheel and worm were of unmachined cast-iron, the 


From the above table it is seen that the balancing piece is 
of exactly the same weight as the cage, and that there is no 
overbalanee to compensate for the average load to be raised 
or lowered. It would have been very inconvenient to have 
dismantled the gear and to have tested the efficiency of the 
motor alone, but^from a series of tests made at different 


times upon exactly similar motors of the same size and make, 


the average efficiency of these motors was found to be at 


full load, when tested with a Soames brake, rather over 85 
per cent. This shows that the assumption of 850 watts per 
B.H.P. is approximately correct, and taking the figures 
obtained by dividing the watts by this number, we find that 
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worm having а diameter over the thread of 8 inches and at 
the bottom of the thread of 5} inches, the thickness of the 
thread was 4% inch, the pitch 2 inches, and the angle of 
thread 537. The cage was lifted by a 2-inch rope and 
balanced by cast-iron weights sliding in grooves between the 
guide posts. The total travel of the cage was 35 feet 9 
inches, and the cage was fitted with guide rollers top and 
bottom, these travelling on four wooden guide posts. Read- 
ings were taken of the current consumed, when only the 
second motion shaft was revolving, and also when the 
cage was being raised and lowered, both light and loaded: 
from these readings we obtain the table shown on page 
1027. 
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in order to raise 20 cwt. 40 feet per minute, an operation 
which requires the theoretical expenditure of 2-715 mm. 
the contractors instal a motor capable of developing 6747 
B.H.P., or in other words, anticipate certainly an efficiency 
of 41:9 per cent., or probably something higher, as a margin 
would be left for contingencies, or an occasional increased 
load; the power absorbed in friction, &c., when raising and 
lowering the empty cage is 3:111 B. H. P., and if to this is 
added the theoretical power required for hoisting 20 cwt.. 
viz., 27715 B.H.P., the total power required, provided the 
friction were not increased, would be 5:826, which is well 
within the power of the motor. 

Upon examining the table we find that test No. 6 gives an 
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efficiency of 31°7 per cent. only, and test No. 9, 37:6 per cent., 

and that the power required to overcome the friction with the 
full load is largely in excess of that required for light loads. 
It will be further noticed that there is a considerable diver- 
gence between the readings of tests No. 6 and 9, and 7 and 8. 
All the tests were made very carefully, the electrical readings 
being obtained from Kelvin instruments, and an assistant 
was told off to take each separate reading, while in addition 


the owner and contractor were present, and both were 
perfectly satisfied that all the readings taken were absolutely 
correct. Tests Nos. 1 to 7 were first made, and after the 
figures were tabulated, the writer considered it advisable 
that further teste at full load should be made. This was 
done upon another day and after the hoist had been idle for 
some time, and this will probably account for the difference 
in the results. This will be more evident after considering 
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1 ! Motor driving | 11:01222 : — 2713 | 2:873: 2713| 2:873 191. 
itself :—Sec- | | | 
ond motion | ЕЕ. 
shaft, 2 belts, | | | | 
and 2 loose | | | 
pulleys. | | 
| | 
Do. hoisting 100 sec. 21:45 | 27 230 6,210 8324, 69 | 7306) ... 69 7˙306 .. [486 
empty cage | | 
and moving 
worm shaft, | | 
worm wheel | | 
and speed 
reduction і 
gear. | | 
a 
3 Do. lowering |100 вес. 21:45 | 26 230 5,980 | 8:016; 6 644 7:035 6644, 7-035 468 
lempty cage. | 
D hoisting 105 sec. 20428 55 | 222 12,210 E 367 13:566 14-365 2775 1079311:592/20-4 75:193 956 3˙8934˙286 
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5 | Do. lowering 105 вес. 20:428| 35 |224 | 7,840 M 10 8711 9:223 8711 9 22 614 
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6 | рех A ME 115 sec. 18:65 | 65 214 13,910 IE a 455 116° 364 4 43111 02411 e 6 95127 T 09 |4°124/4°627 
ev 
7 | Do. lowering |105 sec. 20 428 30 224 6,720 9:008 | 7466 7-906 | s | 7:466 526 | 
70 cwt. | E 
With quick speed motion in gear :— | | С 
8 | Motor 15 22 1 4463 | 37 S je 97 | 3-918 d 
NN | 
9 ei “hoisting 61 а 35°15 * 42 218 9,156 12:273 |10°173 10: "P . 110173,10772; | 
| empty cage | | B Е 
| same as No. i | ! | | 
2 test. | | | 
10 Do. lowering 61 sec. 35 15 » 216 | 9,180 12:305 " m .. 102 108 [5 | 719 
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11 | g^ ов 62 вес. 34°59 p 214: 1,626 16:924 Б 028 E 854 2 '848111:68 12 T LUI 26/1989 15071734 
0 cwt. 
12 p ОСН 61 sec. 35°15 » 5 222 | 9,435 12:647 110483 и 10° = 111 n - 
| cwt. | 
13 E E 67 sec. 32°01 204 15, 300 20˙509 17:0 Mi T 18112 519, 13: i id 35% 24·89% 12 1234612747 
c | 
14 | Do. lowering | 62 пени 45 222 9,990 13:391 11:1 11753, ... 111 117753) .. Е Е 783 
40 cwt. | | | | 
With slow speed motion in gear :— 
15 Same as No. 7. 105 sec. 20:428. 22 | 223 | 4,906! 6:576 | 5451 | 5°771 5451 5°71]... 382 
16 | Same as No. 6. 115 sec. 18:65 | 62 | 212 13,144 |17:618 |14:604 157463 |4:431/10:173|11:032/30:3 Ф 28-7 95/1703 |3°52¢ |3:626 
17 : Same as No. 105 sec. 20:428| 24 220 5,280 7077 5:877; 6211; 5°877| 6211, ... 0414 
| 15,butloaded | 
unequally. 
18 | Same as No. 114 sec. 18: 815| 72 |218 115,096 |21:040 | 17:44 18465 4'466/112:074,113:992/257. % 123:9 ^ 1:24 633016 686 
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| unequally. | | | | | | 
| | 
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the tests made upon the larger hoist illustrated in figs. 3 
and 4; the number of tests made upon this being greater 
and more varied. 

From the sketches it will be seen that the two hoist gears 


pair of wheels above the cage between the worm wheel and 
the rope pulleys. This hoist was designed to lift 40 cwt. 
35 feet per minute, or 70 cwt. 20 feet per minute. The 
motive power was obtained from a motor designed to run at 
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FIG. 4. 


are very similar in character, except that in order to obtain 
two speeds for the larger hoist, there are two pinions 
mounted upon the motor shaft and two spur wheels upon the 
second motion shaft, and also that there is an additional 


750 revolutions per minute, with an input of 58 amperes at 
220 volts = 12,750 watts, capable of developing 14177 
B. H. P., allowing 900 watts per B.H.P., or 12-012 BHP, 
allowing 850 watts per B.H.P. As will be seen, the power iè 
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transmitted through steel-cut wheels to a second motion shaft, 
the slow speed motor pinion having 13 teeth and the corre- 
sponding spur wheel 65 teeth with a pitch of 13 inches, thus 
reducing the speed of the second motion shaft to 150 revo- 
lutions per minute, and the quick speed motor pinion having 
20 teeth and the corresponding pinion 57 teeth with a pitch 
of 1$ inches as before, reducing the speed of the second 
motion shaft to 265 revolutions per minute. A further 
reduction in the speed was made in this case at the worm 
shaft, as the driving pulley was 38 inches in diameter and 
the driven pulley 20 inches diameter. The power is trans- 
mitted to the usual fast and loose pulleys by means of open 
and crossed belts 5} inches wide, the speeds of the worm 
shaft being respectively 80 revolutions per minute and 140 
revolutions per minute, according as the fast or slow speed 
pinionisin gear. "The worm wheel was made with 66 teeth 
having a pitch of 24 inches; this and the worm were 
made of unmachined cast-iron, the worm having a diameter 
over the thread of 104 inches and at the bottom of the 
thread a diameter of 74 inches, the thickness of the thread 
was 1} inches, the pitch 2} inches, and the angle of the 
thread 44?. The overhead pair of wheels still further 
reduced the speed, the pinion having 21 teeth and the spur 
wheel 56 teeth, with a pitch of 2] inches. The cage was 
lifted by two 2-inch ropes and balanced by means of a 
cast-iron weight sliding in a groove between the guide posts ; 
the cage was fitted with guide pulleystop and bottom, which 
ran on four wooden guide posts, and the cage travelled 
through a height of 35 feet 9 inches. 

Readings of the current consumed were taken when the 
motor, second motion shaft and loose pulleys only were 
revolving, both with the quick and slow speed pinions in 
gear, and also with the cage running at light, half, and full 
load; tests were also made with the cage unequally loaded, 
the weights being placed one-third out of the centre. The 
same instruments were used and the same methods adopted 
as in the case of the smaller hoist: the tests numbered 
1 to 14 were all taken on one day, and the last six on a 
later day. Upon each date the owner and the contractor 
were present, and both were perfectly satistied as to the 
accuracy of all the readings ; the ampcres consumed varied 
in many of the tests, but the figures given are the average 
readings for each particular test. All times were taken by 
means of stop watches. From these tests the table on 
р. 1025 was obtained. The contractor had stated in his 
specification that the motors should develop 1 B. H. p. with an 
input of 900 watts, but as exhaustive tests upon similar 
sizes of motors have shown Шаб 850 watts is а more correct 
figure, although this is a little high for the larger motor, 
two columns of B.H.P. are given, one in accordance 
with what the contractor guaranteed, and the other in 
accordance with the actual tests. 


slightly heavier than the balance weight, while tests 9 and 
10 would show that the cage was rather lighter than the 
weight; it was impossible to have the two weighed, but in all 
‘probability the former readings more correctly show the differ- 
ence in the balance. The efliciency varies from 21 per cent. to 
28˙7 per cent. with full load, and as the theoretical power 
required is 4:754. n.i. P. and the contractors intended in tlie 
first instance to instal a 10 h. II. P. motor, they evidently antici- 
pated obtaining an efficieney of 42 per cent. ; the larger size 
motor was put in at the wish of the owner, who intended 
using the surplus power for another purpose, but as will be 
noted from tests Nos. 5, 13, 16, 1% and 20, not only is 
there no surplus power, but even the power the larger 
motor is rated to give out is exceeded. The tests 15 to 20 
were conducted in the first instance in order to discover 
what difference, if any, was made if the cage were unequally 
balanced, as there was some doubt as to whether sufficient 
care had been exercised when loading the cage for Ше 
previous tests, and consequently it was thought that possibly 
a large amount of the increased friction might be due to the 
cage pressing unduly against one set of guides. For tests 
15 and 16 the utmost care was taken in seeing that the 
weight was uniformly distributed, while for tests 17 and 18 
the eentre of gravity of the load was halfway between the 
centre of the cage floor and one side; this resulted in the 
floor level of the cage being tilted to an amount of 5 inches, 
and while practically 3 B. H. P. more were required to raise 
the cage when loaded unequally than when loaded equally, 
these tests showed that the load had not been very un- 
equally distributed during the former tests. 

It was intended to make tests with the cage equally and 
unequally loaded when the quick speed motion was 1n gear, 
and tests Nos. 19 and 20 were actually made for this 
purpose, when it was cousidered useless to proceed ; during 
the time that these tests were in progress other observations 
were being made, and it was noted that the case over the 
worm and wheel was rapidly growing warmer, until after 
the high readings obtained for test No. 20 the worm itself 
was examined and found to have attained an excessively high 
temperature. This was apparently the source of all the 
trouble, as tests Nos. 14 and 15, made when everything was 
cool, gave readings much lower than similar tests, Nos. 6 
and 7, made when the hoist had been running for some time; 
andiwhile test No. 19 is comparable with test No. 14, test No. 
20 is considerably higher than test No. 13. When all these 
tests were made the hoist had been working for some time, 
but probably longer on the second occasion than on the first, 
as several runs were made in order to secure a mean reading, 
and yet it was known that the load was equally distributed 
for test No. 20, whereas there was some doubt of its being 
so when test No. 13 was made. So that there could be 
very little in the theory of unequal distribution, while the 
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second motion shaft, 
two belts and two 
loose pulleys. | 
2 | Ditto with worm aud |55 sec. 39°0 | 11:5 | 230 |2,645 3:534 2:038 3111 2:938 3-111) nil 481 
shaft, worm wheel, i l | 
rope pulley, and shaft 
and lifting cage 
empty. | ee | | 
3 | Ditto, lowering cage 55 sec. 39:0 | 11:5 | 230 2,645 3534293803111 bil MER nil | 481 | 
empty. | | | 
4 i Ditto hoisting 114 ewt. 56 sec. 38:3 23 | 230 | 5,290 7-091 5'87 6:223 1:082 4°788 5141184% 173% 961 | 1%50 2030 
5 | Ditto lowering 11] cwt. 54 sec. 3972 9:5 230 2,185 2:028 2:427 207. | ... 2427257 | .. , 397 | 
6 |S Ditto hoisting 20 cwt. 59 вес. 36:35 30 220 6, 600 8°847,7'3 7°765:2°467 4°866 5298336% 317% 12 1:928 7187 
7 4Ditto lowering 20 cwt. 55 sec. 39:0 10 | 220 2,200 9:949 29-4. 2˙588 24 2˙588 4 
8 | Same as No. 7. , . | 554 sec. 39:0 | 85 225 |1,9122:5632:125 2·250 ... 2:125 27050) ... . ... 287 | _ 
9 | Same as No. 6... Я е вес. |36 25 221 VT 39 % 376% 1:05 | 734 951 
| ! ! ' | 


Upon examining this table it will be noticed that, judging 
from tests 2 and 2, it would appear as though the cage was 


fact of the hot gear was absolutely proved. After this, tests 
Nos. 8 and 9 were made with the smaller hoist, to see if the 
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gear vot unduly hot, and after one or two journeys up and 
down of the cage, this was found to be the case, and further 
experiments were abandoned. 


Before the writer was called in to report upon the hoists, 
considerable complaint liad been made, and it appeared that 


the hoists had in the first place been fitted with machined 
steel worm and wheels, but that to improve the working the 
contractor had replaced these with the unmachined cast-iron 


ones, why, the writer could not learn, but probably, either 


because the speeds were wrong, or else because a better 
angle of worm thread was considered advisable. The motor 
and second motion shaft pinious and spur wheels created a 
very great amount of noise, while the teeth were of a bad 
design, and would, when running, emit sparks; also the 
reduction spur wheels above the larger hoist were too far in 
gcar, and did not run at all smoothly. 

After this experience, it would not be surprising if the 
purchaser were to be strongly opposed in the future to all 
forms of electricai driving, more especially as these hoists 
were erected to take the place of existing hydraulic hoists : 
but the writer does not consider that the fault hes with the 
use of electricity, but rather with its application. If elec- 
tricity is used, in order to obtain a fair comparison, the gear 
employed should be at least equal to that which would be 
used were steam or gas employed as the source of motive 
power, or rather, it should be better, as we are dealing with re- 
duction from a higher number of revolutions, and there is no 
doubt, judging from tests 1, 2 and 3, made on each hoist, that 
if the gear were thoroughly overhauled, steel machine- 
cut wheels substituted for the present ones, and all other 
sources of unnecessary waste. of power eliminated, the 
hoists could be run with an efficiency of 42 per cent., or 
perhaps rather higher as originally anticipated. Another 
question which arises is, do hoists which are steam or gas- 


driven give better or as good efficiencies? With motor 


driving it is an easy matter to obtain actual results by 
inserting reliable instruments, whereas when gas or steam is 
employed to obtain a true record from moment to moment, a 
considerably longer time would have to be taken for the tests 
and the expense would be proportionately greater: 
probably many hoists so driven exist to-day with lower 
efficiencies than those recorded above, and have been accepted 
on tlie makers’ word without having been tested, and it is 
more than likely that the makers themselves would be 
astonished if they knew what the etficiencies really were. 

The writer would make one suggestion to the makers of 
electrical hoists, viz. that the use of high speed motors 
should be abandoned, and that in place of spending money 
on reducing gear, it would be better spent in paving the 
increased cost for a motor running at 250 to 400 revolutions 
per minute, instead of running at something between 750 
and 1,000 revolutions per minute, 

It might be added that the motor speeds were also 
recorded during the various tests, and that there was very 
little slipping of the belts, but that the variation in the speed 
shown in the third column had its origin almost entirely in 
variation in the motor speed. This is only what would be 
anticipated if attention were paid to the variation in the 
electromotive force, which fluctuated from 204 to 230 volts, 
ав well as to the fact that the motors were shunt-wound, and 
that the input in amperes varied greatly. 


LONDON COMPANIES AND THE CHANGE 
IN PRESSURE FROM 110 TO 200 VOLTS. 


THE London electric supply companies and local authorities 
owning electricity supply undertakings, who, some time 
ago, approached the President of the Board of 'Trade with a 
view to an alteration in the proviso to Clause 6, Section B, 
of the Board of Trade regulations of March 4th, 1896, 
intend to make a further application in order, if possible, to 
accomplish the object in question. When the representatives 
of the companies and local authorities appeared as a deputa- 
tion, the President of the Doard reserved his decision on the 
question, pending further information being placed before 

ce that time the companies have been in negotia- 
tion with each other and with the local authorities interested 


in the question, and the following is the substance of tly 
draft letter which it is proposed to forward to the President 
of the Board of Trade for consideration :— 


In accordance with this permission, we have the honour to submit 
the following general points for your consideration. Letters from 
some of the undertakers, giving in greater detail answers to points on 
which you desired fuller information, wili be separately addressed 
to you, and we are informed by the Metropolitan Electric Supply 
Company that they have already submitted their views to you in 
response to your invitation at the interview. 

Some of the companies and local authorities have, under the 
existing regulations, already given notice to their consumers of the 
change of voltage, and at the same time have offered facilities and 
assistance as compensation for any expense to which the consumer 
may be put. Others contemplate giving such notice. 

In most cases such facilities, or assistance, have proved sufficient, 
but there remains a certain number of consumers to whom the ques- 
tion of terms does not appeal, and who refuse on any conditions to 
agree to the change. 

In consequence of this, in some cases the completion of the change 
has had to be postponed, or has been brought to a deadlock, but in 
others, owing to local and special circumstances, it has not yet reached 
that critical point. 

In any case, it is clear that one individual consumer (no matter 
how large or how small his consumption) can absolutely prevent the 
completion of a change of pressure over a whole district of the 
metropolis. 

The doubling of the pressure of supply now being generally 
carried out has for its object an increase in the number of lamps 
which can be supplied from the same mains. From this results :— 

1. The avoidauce of so frequently disturbing the streets for the 
purpose of increasing the capacity of existing mains. 

2. A better service to consumers generally by giving more equable 
voltage, and a means of lowering the price on account of mor 
economical distribution. 

3. A saving to the undertakers. 

The matter is of considerable consequence to the local authority, 
both because of the lessening of disturbance of the streets, which 
more or less affects all London (except those areas where the pres- 
sure has been started at 200 volts), and in view of the possible 
purchase of the undertakings of supply companies by the local 
authorities, it is desirable that the capital expenditure should be 
kept as low as possible. 

We submit that an increase in the pressure is thus desirable from 
the point of view of both the local authority and of consumers, 
and that it is unreasonable it should be in the power of a few 
individuals to delay or prevent an improvement in the method of 
supply. 

With regard to (3), we desire to state that the immediate saving is 
no more than that effected in distribution losses, and that the saving 
in capital outlay is on mains to meet future demands. 

The undertakers point out that any saving in revenue thereby 
made is lese than the reductions they are in general making in the 
rate charged to consumers supplied at the higher pressure ; in other 
words, that the probable saving in revenue has been or is being dis- 
counted by the reduction of rates. The profits to be gained wil! 
arise from the increase of business which the change renders 


possible. 


Such an alteration in the Regulations as we desire would in prac 
tice affect only a few individuals, and would not deprive consumers 
of any right except such as has been given them by the issue of the 
Regulation in question. 

We further submit :— 

That this regulation, without any provision for appeal, leaves it 
entirely in the hands of certain consumers to, at least, put under- 
takers to heavy additional expense, notwithstanding that appeal is 
allowed if the County Council refuse their consent to the change or 
impose too onerous conditions, and— 

2. That the principle of arbitration is allowed in practically every 
other case under the provisional orders where difficulties arise 
between the undertakers and public authorities, or individuals, as 
well as between the undertakers aud their consumers. 

We hope on consideration that, as the interests of consumers 
would be amply safeguarded, you will be able to consent to an 
alteration of the Regulation in question such as we have suggested. 
viz. that for the words, with the consent of the consumer,” in 
the concluding part of the proviso to Clause 6, Section B of the 
Board of Trade Regulations, 1896, there should be substituted th: 
words, “on such terms and conditions may be agreed upon between 
the undertakers and the consumer, or failing agreement as may ^ 
settled by an arbitrator appointed by the Board of Trade, or words to 
this effect. 


Bournemouth.—An inquiry was held last week into 
the application of the T.C. for sanction to borrow £12,000 for pur- 
poses of electric lighting, by Mr. Percy Boulnois, M.Inst.C. E, ar 
inspector of the L.G.B. The town clerk stated that it was the 
intention of the Corporation to utilise electricity for workiny th: 
trams and to light the main roads, The amount applied for included 
all the necessary plant and apparatus for 220 arc lamps at distances 
of 60 to 80 yards apart, extending over seven or eight miles of 
public roads. The scheme was explained by Mr. E. M. Lacey, о! 
Messrs. Lacey, Clirehugh & Sillar, consulting electrical engineer- 
to the Corporation. "There was no opposition. 
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BUSINESS NOTES. 


Eleetrieal Wares Exported. 


WIE ENDING Dec. 19TH, 1899. 


| 
| 


Adelaide si .. Value £130 | 
Alexandria .. “ss $5 e.. 120 
Amsterdam T zi v 60 
Auckland . . 100 
Bahia. Teleg. instrumente - 51 
Bombay se а .. 103 
Bordeaux .. s 82 
Boston M 25 
Boulogne 84 
Bremen zs 
Buenos Ayres 1,814 
Calcutta Vs РР 888 1 
Cape Town. РР xs 85 
Chinde. Teleg. mat. we 86 
Christiania, Peles: cable . . 458 
Colombo ds .. 951 
Darban 26 oa we 28 
Gibraltar (à 81 
Halifax. Teleg. apparatus . . 2,500 
Hamburg 15 80 
Teleg. mat. .. 200 
Hong Kong.. a T "m 15 
Launceston.. T a vs 87 
Mndeira T A EN 7 48 
Madras Р © .. 116 
Malta. Teleg. cable ЛР . . 18,680 
Melbourne . T .. 162 
Ostend ‘ re 85 
Port Chalmers. Teles. mat. .. 200 
Port Elizabeth  .. ae 19 
Rangoon... ei ae . 1С0 
Bantandat .. te is 26 80 
St. Lucia v is x 21 
Stockholm .. А ja ss 28 , 
Sydney EN . . 1,!93 ! 
Tokio. Teleg. cable e 
Yokohama oe * oe ee 148 | 
| 
Total £22,407 | 
: | 
Foreign Goods 


Barbadoes. Teleph. appar. Value £1 | 
Electrical Wares Exported. 


WEEK ENDING Dec. 26TH, 1899. 


Albany x T .. Value £15 
Alexandria. te ee T 29 
Amsterdam T «s $3 83 
Bombay  .. Wd T .. 66 
is Pelee: baba АЕ ЧИ 80 
Boulogne . vs M £0 
Bremen sa oe 68 
Brisbane Teleg. mat os T 57 
Brussels oe T . 124 
Buenos Ayres bs - . q. 1,150 
Үз Teleg. wire. 634 
Calcutta mM oe . 648 
Chinde. Teleg. mat. .. in 64 
Chris iania. Teleg. wire .. 236 


Colombo. Teleg. mat. .. .. 273 
Copenhagen, Teleg. wire T 15 


T е роп 

Durban е ee 1,166 

NN Teleg. mat. s ix 19 
Havre V и 30 
Hong Kong.. .. 608 
Launceston. Elec. motor .. 120 
Madras К ac „ ae 96 
Malta.. " es vs ii 27 


Marseilles. Teleg. cenie .. 694 
264 


Melbourne ee 
Teleg. mat. .. 1,087 
Montreal ʻi . 96 
Perth d" 44 
Port Elizabeth 68 
is Teleg. cable. 871 
Shanghai .. 578 


Stockholm. Teleg. mat. . . 557 
Sydney .. 886 
ә Electric detonators .. 70 
". Teleg. mat. oe 98 


Total £11,281 


Foreign Goods 


Bombay. Elec. goods. Value ri | 


Durban. Teleph. mat. 
Hong Kong. Elec. light 'appts. 283 


Total .. £799 


— 


| 
| 
| 


WEEE ENDING Dec. 18TH, 1900. 


Alexandria . Value £70 
T Teleph. mat. А 92 
Amsterdam. i 40 
Bangkok  .. e "ES E 64 
Buenos Ayres E vs .. 942 
11 Teleg. wire .. G44 
Calcutta... s es .. 546 
Cape Town ee ee өө ee 168 
íi Peles: mat.. .. 1,967 
Colombo . 147 
Copenhagen. Teleg. cable . 223 
Durban . 152 
Fast London. Teleg. mat. .. 555 
Fremantle .. .. 815 
Gibraltar. Teleg. mat. A 50 
Halifax i - 26 
Hamburg. Teleg. mat. .. 600 
Hong Kong.. . . 1,087 
Liban. Teleg. apparatus .. 940 
Melbourne .. аж 76 
a Teleg. mat. .. 909 
Odessa. Teleg. mat. . 200 
Ostend ee oe ee ee 442 
Otago.. © RE + 46 
Port Elizabeth .. T ds 88 
Port Said is - às 21 
Rangoon .. x ie .. 475 
Rio Janeiro.. А © 500 
, е eg. mat. ee 
Rosario » .. 697 
is Teleg. mat. vi .. 309 
Santos $^ is T .. 417 
Shanghai .. x РЕ .. 286 
Singapore .. .. 815 
Stockholm. Teleg. mat. .. 253 
Sydney x . 822 
з Teleg. mat. е5 .. 1,783 
Wellington . is ais 51 
Yokohama .. m РР > 30 
Total .. 416.600 
Transhipped. 


WEEK ENDING рес. 25TH, 1900. 


Adelaide #4 .. Value £22 
Alexandria.. " v "m 04 
Amsterdam. ce ha o Об 
Bangkok oe oe oa Ж 100 
Buenos Ayres T T ,. 189 
Calcutta Bs as .. 919 
й Teleg. mat. .. T 45 
AN Teleg. wire .. . 167 
Cape Town. .. 1079 
Demerara. Teleg. ‘mat. . 720 
Durban .. 61 
T Tele ph. mat. = ae 99 
Fremantle .. - ze .. 1,849 


Gibraltar. 'Teleg. mat. .. sa 19 
Hong Kong. Teleg. cable. 83 


Kure. oid cable et 65,458 
Melbourne. ave re .. 1,248 
Nagasaki T is zé 22 
Ostend ee ee oe t 194 
Paris. i x va n 16 
Perth. vs ia S0 188 
Port Elizabeth ins i E 76 
Reval.. .. 161 
Rotterdam. Teles wire i 28 
Rouen ж m 8b 
Santa Cruz .. isi ©» T 79 
Shanghai .. os - .. 152 
Singapore .. én sa .. 610 
Bydney i i M .. 2,816 
Wanganul .. . v;i 5 80 
Yokohama .. sits ar » 10 


Total £15,273 


Transhipped. 


Gothenburg. Telephones Value £12 
Melbourne. Teleph. appts. .. 15 


— 


Total ,. £67 


— 


Books Received.—* Fortschritte der Elektrotechnik,“ 
by Dr. Karl Kahle. Berlin: Julius Springer, 1900. 
poe Abstracts, December 26th, 1900. London: E. and F. N. 


Spon, Limited. 28. | 


Catalogues and Lists,—The Consolidated Telpherage 


Company, of New York, sends us a couple of lists describing its 


clectrical aerial cableways. 


The Westinghouse Company's list, No. 1,036, is devoted to belt- 


driven single-phase alternators.” 


Messrs. Entwistle & Stephens, Limited, of Gray's Inn Road, have 
sent us acopy of their last list of shades and holders for electric 
light. The effect obtained from some of those illustrated must be 


very pleasing. 


The Sun Fan Company, Limited, of Bradford, recently issued a 
new list of ventilating fans for belt or rope driving, and also for 
electric driving with the motor connected to the fan shaft. The list 
also contains particulars of their special «team heater for drying and 


other purposes. 


Circular No. 1,033, received from the Westinghouse Companies' 
publishing department, describes their direct-current engine type 
generators for 125 volts. 

Messrs. Blackstone & Co., Limited, of Rutland Works, Stamford, 
recently issued lists relating to their manufactures. These describe 
the Blackstone oil engines, showing the various parts, and give 
prices, dimensions, &c. This engine seems to have come out of 
some trials made last year under the auspices of the Highland and 
Agricultural Society of Scotland, with conspicuous success, Another 
list deals with the * Stamford " grinding aud kibbling mills, anda 
third with steam engines and boilers. 

Mr. Peter Burns, of Elm Park, Liverpool, has sent us a circular 
of the new London dry seat for tramcar tops and other outside use. 

From Mr. F. Winter, of Redcross Street, E.C., the sole agent in 
the United Kingdom for the Harburg India-Rubber Company, 
of Hamburg and Harburg, we have received a list giving a few 
illustrations of insulators and fittings for overhead tramway lines. 
Their long experience in the manufacture of vulcanite (ebonite) has 
enabled them to produce a special quality for this kind of work. 
It is claimed to possess all the high insulating power of vulcanite, 
but by adding suitable ingredients it has been made harder and 
tougher than the ordinary qualities, rendered impervious to water 
and weather, and made capable of resisting enormous strains. As 
they have been supplying insulating parts for electric tramways for 
many years past the Harburg Company claim that they are not new 
to the requirements of electric traction work. 

Messrs. Reavell & Co., Limited, of Ipswich, have recently sent us 
a copy of their new catalogue of air compressors and hoists. The 
compressors are manufactured under their own patents, and are of 
the high speed type, especially designed to work quietly ata fairly 
high speed of revolution, and to give a continuous supply of air, so 
as to reduce the size of the reservoirs which at preseut are used 
with pneumatic equipments. The compressors are designed for belt 
or electric driving, aud can also be driven by steam engines. They 
are suited for supplying compressed air at 80 to 100 lbs. pressure, 
for working all types of pneumatic tools in workshops; and the 
electrically-driven type is eminently adnpted for colliery and quarry 
work where compressed air is in use for rock drilling, &c. The list, 
which is illustrated with sectional and other drawings, gives parti- 
culars of sizes aud prices. 

The Consolidated Telephone Construction and Manufacturing 
Company, Limited, has issued several sheets relating to high tension 
positive break switches, the Consolidated inter- communication 
system, and other of their specialities of English manufacture. 

Mr. Edward Lansing, the European manager for Smith, of 
New York,” sends us a copy of his catalogue of head - -lights, 
railroad car and signal lamps, lanterns, reflectors and general sup- 
plies. There are some very neat designs shown for lighting 
electric cars. 

Messrs. L. and C. Steinmiiller, of Gummersbach, Rheinproviusz, 
send us an illustrated catalogue and lists of their Steinmüller " 
water-tube boiler and superheater. These boilers are constructed 
for from 6 to 20 atmospheres pressure, and for a variety of con- 
ditions, such as space, capacity, fuel, &c., and from 10 to 500 square 
meters heating surface. The boiler is stated to give under normal 
working, and favourable conditions, a supply of 15 to 20 kg. of dry 
steam per square meter of heating surface per hour. Since its 
introduction 25 years ago, the Steinmiiller boiler has been largely 
adopted on the Continent, and more than 1,000,000 н.р. has been 
supplied. This includes a number of Continental electrical manu- 
factories. Simplicity, sure working and economy of fuel are claimed 
as its special features. At the last Berlin Industrial Exhibition the 
boiler secured the diploma of honour for service rendered in per- 
fecting the water-tube boiler, and also the silver medal for pro- 
minent industrial services. Other awards has been obtained at 
other exhibitions. The firm have taken up the manufacture of their 
patent superheaters on a large scale. 

Messrs. Alfred Dougill & Co., Limited, of Great George Street, 
Leeds, send us a copy of their Section D list, in which their patent 
gas engine for powersof 25-horse and upwards is described. Another 
circular relates to the “Tornado” improved patent air propeller, 
while yet others give testimonials and a few general particulars 
relating to their gas and oil engines. 

The Newton Electrical Works, Limited, of Taunton, has brought 
out an excellent 1901 catalogue of the ‘‘Taunton” dynamos and 
motors. A thick enamelled paper and first class blocks, together 
with good arrangement of letterpress, all combine to produce an 
excellent illustrative effect. ‘‘Taunton” tramway generators, four 
and two-pole dynamos, direct coupled sets for ship and other 
lighting and power work, motor-generators, enclosed motors, elec- 
tric winding and haulage machines, launch motors, automatic 
switches, central station switchboards and motor starting switches 
are among the contents. The prices, &c., are tabulated on several 
pages at the end of the book. 

Messrs. Laurence, Scott & Co., Limited, of Norwich, have 
published a set of illustrations of their dynamos and motors, and 
the arrangement is such that new lists may be added without 
difficulty. This firm has continuously employed the slotted drum 
armature evcr since it began making electrical machinery 17 years 
ago, and it makes a speciality of barrel winding. Numerous first 
class process and line illustrations show generators and parts, a 
group of electrical fans for H.M.S. Irresistible, enclosed motors, rope- 
driven and other generators. 'The Gothic Works are equipped with 
the most modern machinery for turning out dynamos aud motors 
most satisfactorily, and the firm's staff has fitted motors iuto all sorts 
of factories, in one instance having lately supplied to one firm no 
less than 160 motors ranging from 5 to 20-H.P. 

A number of lists are before us from Messrs. Hawksley, Wild and 
Co., of Brightside Boiler Works, Sheffield. They deal respectively 
with the firm's patent flanged flued steel boilers, Hawksley's 
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diagonal grate bars, improved expansion water heaters, patent 
filters, and steam jet and hot air distributors. Sectional drawings 
show the principle of each of the specialities. 

In a pamphlet just issued the Holland House Electrical Manu- 
facturing Company, Limited, of Glasgow, have reprinted from the 
ELEcTRICAL REVIEW а description of the feeder switchboard 
apparatus made by them for the Glasgow Corporation. 

The British T'homson-Houston Company's pamphlet No. 81 deals 
with incandescent lamps aud incandescent lighting. A number of 
excellent little illustrations show how admirably this system of 
electric lighting lends itself to the production of artistic effects for 
both inside and outside illumination. Some very pretty fittings are 
shown. 


Liquidation. — Creditors of the Manchester Elec- 


trical Works, Limited, are to send particulars of debts, &., to 


J. Fitzpatrick, the liquidator, at 147, Leadenhall Street, E.C., 
by February 1st. 


Mine Lighting from Water Power.—The Collingwood 
Gold Fields, Limited, will, in all probability, shortly make use of 
their splendid water power for lighting their extensive workings at 
Golden Bay, New Zealand. The water, which is derived from a 
lake, and is in practically unlimited quantities, is under a head of 
200 feet. Pelton wheels are to be used. Messrs. Adams and 
Williams, the consulting engineers, are reporting to the company 
on the matter, Mr. Williams having spent some time in the Colony. 


Smart Work by English Manufacturers, — On 
November 28th last the Sheflicld Corporation, acting on the advice 
of their chief engineer and manager, Mr. S. E. Fedden, decided to 
purchase one of Parsons steam turbo-alternators, to help them over 
the Christmas load, and the order was, therefore, sent off by tele- 
gram to Paris, where the machine was still standing as it had been 
through the Exhibition. It was immediately taken down, packed, 
and despatched to Sheftield, and on the date of writing, namely, 
December 21st, 1900, it was running with 200 amperes at about 
12 o'clock noon. This machine was no light weight to be taken by 
passenger train, as it weighed some 14 tons, and was of the 500 
KW. capacity type. The 16-inch exhaust mains and steel rivetted 
steam mains were ordered as soon as the drawings could be made 
out, and were delivered in about 17 days. When they came to be 
erected with the turbine they were found to fit accurately. The steam 
and exhaust piping was supplied by Messrs. Tasker's Engineering 
Co., of Sheffield, and great credit is considered to be due to both 
firms for the smart and able way in which the whole of the work 
referred to has been carried out. 


Summons.—In the Liverpool City Police Court on 
Friday, before Messrs. J. Roxburgh and E. Lloyd, Edwin Isher- 
wood, electrical engincer and contractor, 19, South John St., was 
summoned by the Corporation of Liverpool for having fraudulently 
abstracted electricity from the Corporation supply.—Mr. Pierce, 
deputy town clerk, who prosecuted, stated that it had been observed 
in the carly part of the year that the quantity of electricity used by 
defendant was not so great as would be expected when the number 
of lights on the premises were taken into consideration. The 
mcter was examined, but was found to be in order. Inquiries 
were made, and it was concluded that defendant had been abstract- 
ing the current by placing a wire to the pipe supplying the meter 
and carrying the wire away from the meter. By that means the 
electric current was diverted from the meter, and was not registered. 
—Albert Addison Lake, a youth in the employ of the defendant 
from March to November, stated that he saw Isherwood tampering 
with the electrical appliances, and connect a piece of wire so as to 
take the current away from the meter. Further, that Isherwood 
had complained to him that the meter registered too much, or that 
the Corporation charged too much, and that he did not think there 
was anything wrong in taking it out of them.—Alfred Clough, 
assistant electrical engineer under the Corporation, gave evidence 
as to examining the meter, and being led to suspect that the 
quantity of electricity registered as consumed was not correct.—For 
the defence, Mr. W. H. Quilliam contended that the witness Lake 
was a discharged servant of defendant's, and that he had concocted 
his story of tampering with the meter for spite.—Defendant was 
sworn and denied that he had used the method spoken of to defraud 
the Corporation.—A youth who had been in his employ was called, 
and deposed that he had never seen defendant using a wire at the 
meter as stated.—After considering the evidence, the magistrates 
were equally divided in their opinion of the case. It was therefore 
adjourned for 14 days that a third magistrate might be present. 


Trade Announcements.—The following companies have 
removed their offices to 27 and 28, Broad Street Avenue, E.C. :— 
The Pioneer Electric Light and Power Company of China, Limited ; 
the British Pioneer Electric Light and Power Company of India, 
Limited; the Pioneer Electric Light and Power Company of Japan, 
Limited; the Adelaide Electric Tramways Company, Limited; 
the New Zealand Electric Light and Traction Company, Limited. 

The New Zealand Electrical Syndicate bas removed its offices to 
New Broad Street House, New Broad Street, E.C. 

We are informed that the combined businesses of Laing, Wharton 
& Down, Limited ‘acquired from the Receiver) and J. S. Cunnington 
and Co. will henceforth be carried on by Messrs. J. S. Cunnington 
and H. King Smith at 93, St. Martin’s Lane, W.C., under the style 
of Laing, Wharton & Cunnington. 

In consequence of greatly increased business, Messrs. Doherty and 
Donat have removed from South King Street, Manchester, to larger 
premises at 82 and 83, Deansgate Arcade, Deansgate, Manchester. 
The firm makes spccialities of cooling and coudonsing plants, 


pumping machinery for all purposes, fans for ventilation ani 
blowing, and modern plant for chemical works. NES 

Mr. P. L. Dwyer having severed his connection with Sax, 5istter 
and Co., Limited, of Forester's Hall, Clerkenwell, has joined Jno» 
Sax & Co., Limited, of 119, Coldharbour Lane, S.E., and from 
January 1st, 1901, will represent them as “ London traveller. 

Mr. F. J. Jones has purchased the business of the late Messrs 
F. J. Jones & Co. Limited, of Teller Street Electrical Works 
Chester. 


ELECTRIC LIGHT AND POWER NOTES. 


Aldershot.—The T.C. has accepted the tender of Messrs. 
Thos. Parker for the equipment of an electricity werks at £14465, 
and has resolved to apply to the L.G.B. for leave to borrow £20,000. 
Messrs. Parker are to work the installation for six months aná to 
continue to do so for 24 years longer if required. 


Aylesbury.—The U. D.C. has decided to apply to th 
B. of T. for an extension of time under its provisional order, and in 
the meantime will treat for the purchase of land, and ascertain what 
companies are willing to compete. 


Coventry.—The City Council has decided to adopt ti 
following scale of charges for electrical energy used for the suppl: 
of motors: Up to 100 units per quarter per kilowatt demanded, 60. 
per unit; beyond that amount, 1d. per unit. 


Derbyshire and Nottinghamshire.—A Bill has been 
deposited in the Private Bill Office of the House of Commons to 
incorporate and confer powers on a company to be known as “The 
Derbyshire and Nottinghamshire Electric Power Company. 
According to the Nottingham Guardian, the company is to be estab- 
lished for the purpose of “producing and supplying electrical 
energy within the whole of the county of Nottingham and th: 
county of Derbyshire which lies to the south of the River Trent, 
and to the north-west of the boundary between the Unions of 
Bakewell and Chapel-en-le-Frith. The share and loan capital о 
the proposed company is fixed at £2,400,000, of which £600,0 
may be raised by the issue of debenture stock, and £1,800,000 by 
the issue of £1 shares, but with the right to divide these shares int» 
“ preferred half shares” and “deferred half shares.” The company 

for powers to proceed to acquire the lands authorised to be takes 
under this Bill as soon as £100,000 “of the capital of the company 
shall have been subscribed under contract binding the parties.” The 
promoters named in the Bill are Sir E. H. Carbutt, Bart., Mr. F 
Faithfull Begg, Mr. F. Carver, Mr. F. Clench, Mr. Duke Fox, Mr 
Archibald Grove, Mr. M. H. Mills, Mr. W. O. Plowright and M: 
J. W. Thackerey. 


Dublin.—Mr. J. W. Drury, the L.G.B. auditor, has sur- 
charged the members of the Electric Lighting Committee in respe 
of certain payments made in connection with the supply of electr: 
light fittings to consumers, &c., to the amount of £2,000. The bux 
of this sum was expended upon alterations and the construction °° 
a new switchboard at the Fleet Street electric station, some £46 
only being set down against the cost of fittings put up пшр: 
consumers’ premises. But £400 does not cover the cost of electio 
fittings, and should the present surcharge be upheld, it is very 
probable that another surcharge of £3,000 will be made at пех! 
audit. 


Faversham.—At a meeting of the T.C. last week it wa. 
decided to erect a generating station with a capacity of supply 
5,000 8-c.P. lamps, and to apply to the L.G.B. for leave to speni 
£20,000 on the undertaking. The consulting engineer, Mr. Ts 
had advised the adoption of the direct-current three-wire system. 


Glasrow.—An explosion, caused, it is surmised, by au 
accumulation of gas from sewers and gas pipes, occurred in one ci 
the street service junction boxes in Waterloo Street last week. T 
damage was quickly repaired. 

At a meeting of the Council last week the question of a Corpor. 
tion insurance department was again under discussion, so far as i 
referred to the electricity department. After some discussion, 
was decided on Bailie Maclay’s motion that only two-fifths of th 
electrical department's risks should be undertaken by this ne» 
department. It was stated that the property of the ејесіт з. 
department at present insured only amounted to £170,000. 


Gourock.—At a meeting the Burgh Commissioners К< 
week the Commission resolved to make application to the B of | 
for an electric lighting prov. order. Messrs. Burstall & Movs 
house have been appointed consulting engineers. 


Greenock.—At the monthly meeting of the Police Bau. 
it was stated that the electrical engineer, Mr. Nelson, bad report: 
the necessity for an increase in the generating plant before со 
autumn. He estimated the cost of a 300-kw. steam dynam- 
£3,300, and stated that it would be necessary to have the ma 
ordered before the end of the year. Reference was made to i 
Parliamentary notice by the Caledonian Electric Power Com pasar 
their intention to supply electric energy within the сос 
Renfrew and burghs therein, and it was agreed to wennn 
the application of this company should be opposed, and (5c 
sub- committee on electricity should take whatever steps are nec 
sary to protect the interests of the Board. 
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Greenock.—The Town Council is negotiating with the 
authorities at Gourock and Port Glasgow with a view to supplying 
these districts with current for lighting and power purposes at а 
reasonable figure. 


Lancaster.—In view of the fact that the Corporation 
has obtained Parliamentary sanction to an electric tramway scheme 
to cost £80,000, the T.C. naturally is of opinion that it will be 
necessary to pay a decent salary and get a capable man to super- 
intend the construction of the tramways, besides keeping an eye 
upon the electrical works. The electrical engineer, Mr. W. A. 
Fraser, is serving with the Middlesex Yeomanry in South Africa, 
and the Corporation promised to keep his place open. For 
12 months the work has been done by an assistant (Mr. Frost) under 
the nominal supervision of the borough engineer, Mr. J. Cook. Now 
Mr. Frost has accepted a better appointment at Darlington, and 
the Corporation is in a dilemma. It wants to keep faith with 
Mr. Fraser, and at the same time realises that it is absolutely 
necessary to get a competent engineer. It offers a salary of £300 
per annum to induce a good man to come forward, but at the same 
time makes it conditional that the engineer is a sub-servant to the 
borough engineer, who has not the necessary experience to be able 
to advise. He will be expected to do the work in connection with 
the electric light and traction station as well as the tramways 
installation, and when Mr. Fraser ' comes home from the war," the 
duties will probably be divided; but a wary engineer will be 
тесен whether an attempt will be made to divide the salary as 
w 


Limerick, — At a meeting of the Limerick Harbour 
Board last week a letter was read from the Shannon Water and 
Electric Power Company, asking the Board's views in connection 
with the Bill which the company intends introducing in the next 
session of Parliament. On the previous occasion the Board approved 
of the scheme. It was decided by the Board to refer this fresh 
application to the Board’s engineer for his advice. 


Llandudno.— The D.C. has resolved to apply to the 
L.G.B. for leave to borrow £1,500 for extensions of the condensing 
plant at the electricity works. 


London, E.C.—In reply to a question asked by Mr. 
A. C. Morton at the last meeting of the Court of Common Council, 
it was stated by Mr. Pryke, the chairman of the City Lands Com- 
mittee, that the application of the City of London Electric Lighting 
Company for permission to increase the standard pressure of supply 
from 100 to 200 volts. They were able to withhold consent where 
the installation took place before June, 1898. It was stated that 
the change in pressure would result in an increased cost of 25 per 
cent. to consumers ! 

Notice is given by the City of London Electric Lighting Com- 
pany, Limited, that as from the dates when the meter readings for 
the December quarter are taken, “ and until further notice by public 
advertisement,” the rates for electric energy supplied by the com- 
pany for lighting purposes will be revised as follows: For the cur- 
rent consumed during March and December quarters, up to and 
inclusive of the first six units per 8-c.P. lamp (or its equivalent), 8d. per 
unit will be charged, and for all current consumed in excess of six 
units per 8-c.P. lamp, 2d. per unit will be charged; while for the 
current consumed during June and September quarters up to and 
inclusive of the first three units per 8-С.р. lamp (or its equivalent), 
8d. per unit will be charged, and for all current consumed in excess 
of three units per 8-с.р. lamp, 2d. per unit will be charged. 


Long Eaton.—Mr. Crowther, the U.D. Council's elec- 
trical engineer, has submitted plans for the electric lighting scheme 
for the town, and it has been decided to apply to the L.G.B. for 
sanction to borrow £15,000 for carrying out the scheme. 


. Maeclesfield,—4At a special meeting of the T.C. held last 
week it was decided to apply to the B. ofi T. for a prov. order for 
the supply of electricity within the borough. The sum of £25,000 is 
mentioned as the amoun to be spent on the works. 


Manchester.—Mr. C. H. Wordingham, the city electrical 
engineer, in compliance with the instructions of the Electricity 
Committee, recently prepared a report “on the present state of the 
plans of Stuart Street generating station." One of the Manchester 
papere abstracts this as follows :—“ The question was raised at the 

meeting of the Sub-committee as to why the specifications were 
not in a more forward condition. When I entered into my agree- 
ment with the Corporation, four years ago, to act as their resident 
engineer at Dickenson Street and to advise them on all electrical 
matters, it was not for one moment contemplated by either party to 
the agreement what the magnitude of the electrical undertaking of 
the city was likely to become. At that time there was a talk of 
several of the outlying districts to the south of Manchester taking a 
supply of energy from the Corporation, but everything in connection 
with this matter was extremely doubtful and vague, and the supply 
of current in the southern part of the city was what was chiefly 
exercising the minds of the Committee. The actual development 
of events has been enormously greater than was anticipated. In 
place of being resident engineer for a station with 5,600 H.P. of 
plant, supplying about 1,500 consumers with some 143,000 lamps, 
I am now resident engineer for a station developing over 10,000 H.P. 
and supplying energy to 3,600 consumers, with 360,000 lamps. The 
whole of the management work for this station has fallen upon me.” 
Mr. Wordingham goes on to say that the work that has devolved upon 
him includes the lighting of the whole of the city, supplying energy 
to an enormous outlying area, the responsibility of providingelectrical 
cquipment for the tramway system, this comprising the cars, over- 
head lines, and bonding of the rails, advising on a large fire alarm 


system, and the lighting of many public and semi-public institu- 
tions. He proceeds :—“ I have never murmured at this nor raised 
any objection, because I held that I had undertaken by my agree- 
ment to continue to act as resident engineer and to advise the Cor- 
poration in connection with their electrical enterprise. I do not 
complain now. I could have carried out the work, and have brought 
everything to a successful issue, but during the last two yearsa 
great change has come over the policy of the Committee. They 
have multiplied sub-committees. They have required me to attend 
endless meetings of such sub-committces, not only in the electricity 
department, but in the tramways department. I have been called 
upon to present voluminous reports upon the most trivial matters— 
matters which have no concern whatever with the development of 
the undertaking, and which could have been disposed of without 
any report from me. "These matters, which would have been amply 
sufficient for any one man to deal with, have consumed my time, 
and have absolutely precluded me from devoting my attention to 
the new work in hand. Notwithstanding this I have found time to 
design and to superintend everything in connection with the plant 
for an entirely new generating station of substantially greater 
capacity than the existing one, which has taken seven years to 
attain its present size. I have designed and superintended the 
laying of an immense system of high pressure mains, a system with 
which there is nothiug comparable in this country. The whole of 
the work has been carried out by the Corporation's own staff, and 
only within the last 12 months have I had any assistance in the 
matter, and then only with the actual superintendence of the execu- 
tion of the work. With all this work on my hands, I have been 
expected to personally interview ordinary labourers, and it has been 
no uncommon thing for me to have to expend half an hour or more 
explaining my reasons for discharging a workman who had made 
groundless representations respecting his discharge. It may be said, 
‘Why did I not depute my work to others?’ In the first place, I 
felt that under my agreement the Corporation had the right to call 
upon me to do the work which they have required me to do, even 
though such a wide interpretation of my agreement was unreason- 
able. Secondly, it is impossible to depute the design of new work 
to another. The case is very different as regards management. The 
work might readily have been divided up into departments, each 
with a responsible head, but so long as I was held responsible for 
every detail of the management, and was not provided with a 
more adequate staff, the trouble and anxiety of deputing the work 
would have been greater than actually doing it. The committec 
have never shown a disposition to pay adequate salaries to secure 


efficient help, and unless this is provided, it is better to have no 


help at all. In conclusion, Isay that the work as regards Stuart 
Street isas forward as it is possible for it to be in view of the 
enormous amount of work which I have had to do. The scheme is 
worked out, the general arrangemeut of the station is settled, many 
of the details are complete, and & considerable proportion of the 
specifications are prepared, and everything would have been ready 
in time had I not been hampered and fettered in the way which I 
have described." | 


Newbury.—The Board of Trade recently revoked the Elec- 
tric Lighting Order granted to the borough. The Urban Electric 
Supply Company (Edmundson’s Electricity Corporation, Limited) 
has submitted a draft of a prov. order with plan about to be deposited 
with the Board of Trade, and a committee of the Council is in 
negotiation with the company. | 


North Shields.—Owing to the way ш which applications 
have come in, the Electricity Committee has decided to advertise 
for tenders for another generating set of 450 kw. This is very 
gratifying to the engineer and committee, seeing that the station is 
not yet ready. It is expected that tho trial runs will shortly take 
place. Mr. Frank Forrest, of Messrs. Siemens Bros., has been 
appointed assistant electrical engineer. | 


Northampton.—The Northampton Electric Light and 
Power Company was summoned last week for causing smoke nuisance. 
For the defence it was stated that owing to the non-delivery of 
machinery which had been ordered over 12 months, great pressure 
had been put on two of the boilers, which in consequence emitted 
smoke, but mechanical stokers were now being employed. Further 
machinery (700 н.р.) would be fixed, by the middle of January, and 
this would relieve the trouble. The magistrate adjourned the case 
for two months in order to see how things go with the new ma- 
chinery in operation. 


Peterborough,—On Wednesday last week the Corpora- 
tion electricity works were formally inaugurated. 


Pudsey.—The T.C. has decided to apply to the B. of T. 


for a prov. order for electric lighting. 


Redditch.— The U. D.C. has found it necessary to levy a 
supplementary rate of 18. in the £, principally to meet the defici- 
ency on the electric lighting account. This is partly owing to the 
fact that the B. of T. insists on accounts being made upto December 
318, whereas the Council's financial year does not close till 
March 31st. 


Ripon.—The City Council has decided to apply for sanc- 
tion to a loan of £15,000 for electric lighting purposes. 


Rockhampton (Queensland).—A deputation from this 
town has lately been to Brisbane in search of information relating 
to electric lighting and traction. Messrs. 'Trackson Bros, of 
Brisbane, have been instructed to report to the Rockhampton 
Council on a comprehensive street lighting and tramway service. 
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Pokesdown.—The U.D.C. has declined to give consent 
. to the prov. order promoted by the Bournemouth and Poole Elec- 
tricity Supply Company, and will, if necessary, oppose the grant of 
the same. 


St. Austel].—The R.D.C. has given its consent to the 
application of St. Austell and District Electric Lighting and Power 
Company for a prov. order. . 


Siam.— The Siam Electricity Company recently resolved 
to acquire the Bangkok tramways on the best terms possible, also 
the Siam Electric Railways Company. The company has increased 
its capital to £170,000, with debenture powers for one-fifth that 
amount. 


Southwold.—The T.C. is negotiating with the Coast 
Development Company, Limited, under the advice of Mr. F. J. 
Warden-Stevens, with a view to the electric lighting of the town. 


Spain.—Application has been made to the Spanish 
Government for a concession to put down a plant to utilise the 
water-power of the River Gallego at Javierrelatre (Huesca pro- 
vince) in the generation of electrical energy for lighting and power 
purposes. i 


West Ham.—Mr. J. K. Bock, the borough electrical 
engineer, has reported to the Council on the subject of free wiring. 
The following is an abstract :— 

“ In order to cater for certain classes of consumers many schemes 
of free wiring (so called) have been tried. This work is, as a rule, 
carried out by companies who receive an agreed-upon price per unit 
for current sold in all installations fitted by them on this principle, 
the additional charge being levied on the consumers by the elec- 
tricity works. This scheme has many disadvantages, the chief being, 
that it is an additional inducement to consumers to economise cur- 
rent and so to diminish the advantage of obtaining such consumers ; 
it is unfair to the most profitable class of consumer (i.e, the long- 
hour consumer) as he has to pay more per lamp for his wiring than a 
small current consumer; and it complicates the accounts by having 
two tariffs. About two years ago the Council, acting on the advice 
of Mr. Steinitz, obtained powers to borrow £10,000 for free wiring 
purposes, the suggested scheme being to the effect that a rental for 
each lamp installed should be charged, this rental being merely 
sufficient to cover the repayment of the loan and the interest on 
same. As the demand for electricity at the commencement of the 
supply proved sufficient to warrant the belief that the original plant 
would be fully loaded before new machinery could be erected, no 
further move was made in the matter. The following figures give an 
idea as to the power which will be available when the extensions 


are completed :— 
Equivalent in 
8-с.р. lamps. 
The power at present available... T e T as 094 
The lamps connected to mains is 
The maximum load at one time to date eu " 
The power which will be available with new plant.. 


“The system of free wiring which I recommend yon to adopt is 
what might be called a hire purchase system. As the period allowed 
for the repayment of theloan is shorter than was originally antici- 
pated, the annual charge which it will be necessary to make, will be 
more than intending consumers would care to pay merely for the 
hire of the wiring and fittings. It will, therefore, be necessary to 
offer some additional inducement. "This can be done by making the 
wiring aud fittings the property of the consumer after the period for 
wbich the loan is granted has elapsed, or by permitting the con- 
sumer to pay for the installation in any number of years under this 
at a proportionate rate. In order to give an idea as to what this 
work could be done for, I asked two or three local firms to state a 
price at which they would be prepared to undertake the wiring of 
premises in the borough. The lowest price quoted was 13s. per 
lamp, and the highest 15s. I suggest that an agreement be entered 
into with as many contractors as are willing to undertake this work, 
by which the contractor would agree to wire any premises in the 
borough for a stated price; the wiring to be in accordance with 
certain rules and regulations issued by the Corporation; paymentto 
be made by the Corporation on the installation passing the necessary 
test. I have estimated the additional number of 8-с.р. lamps which 
it will be necessary to connect tothe mains in order to pay expenses 
at about 16,000. 

“T submit to you the following proposals, being the method I 
suggest for carrying out this work :— 

(a) That 18s. per lamp for shop and factory lighting and 15s. per lamp for 
private house lighting be paid by the Corporation to any contractor for premises 
wired by the contrector on this system. 

(b) That an agreement be made with one or more firms of wiring contractors 
to wire any premises in the borough at the ubove prices. 

(c) That payment be made immediately on the installation passing the 
necessary tests. . 

(¢) That the consumer be charged 18. 64d. per lamp per annum for shop and 
factorv lighting. 

(r) That the consumer be charged 1s. 94d. per lamp per annum for private 
house lighting. 

(f! This sum is simply the amount necessary for the repayment of the capital 
and interest. 

im That the administration charges be ра: out of the electricity revenue. 

(л) That a certain ttandard class of fittings be fixed. 

(i That 10 years be the maximum period allowed in which to pay for the 
installation. à 

(j) That, if desired, the purchaser may pay for the installation in any number 
of years he mny cboose, under 10 years. 

( That lamps of good standard be supplied to all consumers at cost price. 

, (D) That arc lamps be hired on the same terms (ie, percentage of outlay and 
Interest on Same). 
(m) That motors be hired at a charge of 6 per cent. on the outlay. 


“In my preliminary report on this subject the question was raised 
as to the risk which would be run by the Corporation sinking money 
in premises over which no control could be exercised, aud at the 


same time it was suggested that it would be advisable to obtain a 
deposit as security. The revenue from each 16-c P. lamp averages 
about 10s. per annum after paying the working expenses The 
amount which it would be necessary to charge for each 16-c.r. lamp 
per annum would be about 1s. 9d. Supposing 50 per cent. of the 
premises wired on this system were not in use, the other 50 per cent. 
would still be able to pay 88. 3d. per lamp per annum towards the 
station expenses. From thisit is evident that the risk of making a 
loss is very small indeed. I would also point out that any idea of 
making a consumer pay a deposit would be fatal to the success of 
the scheme, as it is perfectly obvious that if a consumer cares to 
deposit a sum equal to, or nearly equal to, the value of his installa- 
tion, there can be no possible advantage to the said consumer in the 
hire purchase system." 


ELECTRIC TRACTION NOTES. 


Bolton.—The last completed section of the Corporation 
electric tramways to Deane and the Hulton district was first utilised 
on Friday night, when the members of the Tramway Committee 
with their general manager (Mr. H. England) and the borongh 
electrical engineer (Mr. A. A. Day) took a trial trip over the new 
route, which is to be opened this week. 'The Brush Electrical 
Engineering Company are supplying a portion of the cars required 
by the Corporation; the first of these delivered is on the bogie 
principle, and has vestibuled ends. Its carrying capacity is 71 
passengers. With a view to further extending the tramways, 
reconstructing the old lines and widening the streets of ihe town, 
the Corporation has resolved to seek borrowing powers by Parlia- 
mentary Bill for over half a million sterling. 


City and South London Railway.—This company 
has deposited a Bill for powers to construct a subway from its 
authorised Islington extension to the Agricultural Hall, with which 
company agreements are sought to be sanctioned for the manage- 
ment of the proposed subway. The Bill also seeks an extension of 
time until August, 1902, within which to construct tbis extension, 
and in the meantime, power is sought to create £400,000 additional 
oe of which £100,000 may be raised by the issue of debentare 
stock. 


Dublin.—Before the Recorder on Wednesday last week, 
William McClure, a carter, brought an action against the Dublin 
United Tramway Company for damages sustained throngh the 
defendants not keeping their tramlines properly sanded, whereby 
his horse fell and he received serious injuries. The engineer to the 
company stated that he considered the line well kept, but the 
Recorder did not think, from the evidence, that this was the case, 
and awarded 8 guineas damages to the plaintiff. 


Manchester—Liverpool.—The new Bill of the Man- 
chester and Liverpool electric express, says the Manchester Guardian, 
will be very different from that promoted last session. Instead of 
the line in the Salford district being on the viaduct principle, the 
whole of the three miles will be laid in a cutting. This will be 
covered over at intervals in a similar way to that in which the 
London Underground was constructed, but instead of buildings 
being erected over the tunnels, it is proposed to leave open spaces 
there, so that the Corporation may make gardens, and thus create a 
beautiful promenade a mile long through the worst slum property 
of the town. The openings which it is proposed to leave as breath- 
ing spaces will have light bridges across at intervala—bridges 8 feet 
wide for foot passengers alone, and alongside them there will be 
walks connecting all the open spaces. This promenade, it is pro- 
posed, shall extend from near the site of the Manchester Racecourse 
to the Irwell. Near the Ship Canal Company's property, too, it is 
intended to erect workmen’s dwellings to aocommodate all the dis- 
placed slum dwellers. This scheme, it is hoped, will overcome the 
opposition of the Salford Corporation. The capital of the company 
is now fixed at £2,100,000. 


York.—The City Council has passed a resolution to pur- 
chase from the City of York Tramways Company their jandertakiag, 
lines, &c., at £12,000 ; and cars, horses, &c., at a valuation. 


Wimbledon.—The U.D.C. has decided not to proceed 
with its proposed Tramways Bill. 


TELEGRAPH AND TELEPHONE NOTES. 


Australian Telegraphs. — The Eastern Extension, 
Australasia and China Telegraph Company announces that in aecord- 
ance with the agreement concluded in April last with the Govers- 
ments of South Australia, West Australia and Tasmania, a further 
reduction of charges will take place on January Ist next, making 
the tariffs for the contracting colonies:— 38. 6d. per word for ordinary 
telegrams; 2s. 6d. per word for Government telegrame ; and 1s. 4d. 
per word for Press telegrams. Should the standard revenue" on 
which the reductions are based be stil maintained, the tariff for 
ordinary telegrams will be further reduced to 3s. on January lst, 
1902, and to 2s. 6d. on January ist, 1903, the tariffs for Government 
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and Press messages being also reduced. The tariffs for the non- 
contracting colonies remain unchanged. 


Manchester Telephones.—The City Council once more 
discussed the question of the telephone service last week. It was 
resolved not to come to any decision until February, but in the 
meantime the Telephone Committce is to confer with the Salford 
and other urban authorities within the Manchester telephone area 
on the subject of telephony. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Asvlum.—December 29th. The Committee of Visitors 
of the Winwick County Asylum, near Warrington, invites tenders 
for electric lighting, wiring, fittings, &c. 


Battersea.—February 1st. Tenders are wanted for 
ordinary and prepayment electricity meters. Consulting engineers, 
Messrs. Kennedy & Jenkin. 


Copenhagen.—January 3rd, 1901. The Corporation 
invites tenders for three 530-kw. dynamos, switchboards, &c. See 
** Official Notices“ November 23rd. 


Edinburgh.—December 31st. The Council wants ten- 
ders for the extension of the electric lighting installation at the 
City Chambers. See “ Official Notices” December 21st. 


Farnworth.— January 10th. The U.D.C. wants tenders 
for the supply of eight 66-passenger tramcar bodies, motors, under- 
trucks, controllers, &c. See “ Official Notices " December 21st. 


Glasgow. — January 18th. The Corporation wants 
tenders for the supply of telephone apparatus in connection with 
the Pinkston tramways power station. See Official Notices” 
to-day. 


Hendon.—December 81st. The U.D.C. wants tenders 
for Lancashire boilers, stokers, pumps and economiser; two 150-Kw. 
steam dynamos, motor transformer, &c.; condensing plant, crane, 
switchboard work, battery, mains, meters, and workshop equipment 
for electricity works. See “Official Notices" November 16th. 


Leeds. December 31st. The E.L. Committee invites 
tenders for two 1, 400-Kw. two-phase steam alternators and two 
sets of surface condensing plant. British manufacture.” See 
Official Notices December 7th. 


Paraguay.—January 15th. The municipality of Asomp- 
tion, Paraguay, is inviting tenders for the electric lighting of the 
town. Bond £600. 


Partiek. — January 7th. The Commissioners want 
tenders for steam dynamos, battery charging motor booster and 
balancer. See “ Official Notices" December 14th. 


Poplar.— January 16th. The Borough Council wants 
tenders for an electric crane (maximum load 5 tons). See “Offcial 
Notices " to-day. 


Rathmines.—January 10th. The District Council 
wants tenders for Lancashire boiler, 300-Kw. steam dynamo, con- 
densing apparatus and pipework, switchboard extension, mains, and 
рае lighting (incandescent). See ''Official Notices” November 
30th. 


Rotherham.—January 19th. The Corporation wants 
tenders for the supply of a number of electricity meters. See 
“ Official Notices.” 


Sheffield.—January 21st. The Tramways Committee 
wants tenders for a slow speed vertical engine for driving a 1,000- 
Kw. tramway generator. See “ Official Notices" December 21st. 


Southampton.—January 7th. The Corporation wants 
tenders for the overhead electrical equipment of 12 miles of tram- 
way route. See Official Notices " to-day. 


Sunderland.—February 1st. The Corporation wants 
tenders for condensing plant and cooling tower, secondary battery, 
mains switchboard, and travelling crane for the electric light sta- 
tion. See “ Official Notices " to-day. 


Stavanger.—January 2nd. Tenders are invited by the 
Stavanger Corporation for the establishment of electrical communi- 
cation or transmission of power from the Altesrig Waterfalls to 
Stavanger, a distance of about 39 kilometres, in accordance with 
the plans of a civil engineer named Schoien. Tenders must be 
received by January 2nd, 1901. Further information may be 
obtained on application direct to Mr. E. Berentsen, British Vice- 
Consul. Stavanger. 


Thetford.—January Ist. The Council wants tenders for 
wiring thé new Town Hall. 


Worthing.—December 31st. Tenders are wanted for a 
main switchboard. See “Official Notices " December 14th. 


Worthing.— December 31st. The E.L. Committee 
invites offers from those firms willing to equip and maintain elec- 
tric tramways.. See “ Official Notices " December 14th. 


CLOSED. 


Italy.—Tenders were recently opened by the Mediter- 
ranean Railway authorities in Milan, Italy, for the supply of 20 
first and second class cars for the electric railway between Gallarate 
and Varese, as a result of which a contract has been placed with 
Messrs. Miani, Silvestre, Groudona, Comi & Co., of Milan, at 
34,745 lires per car. 

London.—The St. Pancras Borough Council received the 
following tenders for the supply of cables for extensions :— 


British Insulated Wire Company of T se - . £2,868 
Western Electric Company S. él we caer aa tear - 380 
Siemens Bros. & Co. P i T e ^ Е .. 2,79 
СаПераег'ѕ Cable Company (accepted) ex ; 2,597 


The accepted tender is subject to a discount of; 24 per cent. 


Southampton.—The Southampton Harbour Board at 
its last meetiug dealt with a report from the Works Committee, 
announcing the receipt of a letter from the secretary of the Clayton 
Engineering Company, statiug that the directors could not give any 
personal security in regard to contracts of the company, nor did 
they consider that they should be required to do so, and the signing 
ofthe contract was left over pending the receipt of a reply. The com- 
mittee resolved that a reply be sent that the contract and bond 
forwarded for signature was in accordance with the tender sent in 
by the company, and that unless the contract was received by the 
Board duly executed not later than the 17th inst., the acceptance 
ofthe tender would be withdrawn and cancelled. A letter had 
been sent to Messrs. Stothert & Pitt, Limited, of Bath, inquiring if 
their tender for the construction of the electric travelling crane 
was stil open for acceptance. Alderman Bone, in moving the 
adoption of the report, said that as the Clayton Company would 
not conform with the terms of the advertisement it was for the 
Board to consider whether they would forego personal security and 
accept the 40 per cent. payment as offered, instead of 80 per cent., or 
accept the committee's recommendations. The Clayton Company's 
tender was £735, and the next lowest was £798, but the committee 
recommended that the tender be placed with Messrs. Stothert and 
Pitt, though their price was £950, because they would give personal 
security. They had supplied nearly all the craues on the Town 
Quay, and had given every satisfaction. The report was adopted. 


Woolwich and Plumstead Council.—The Woolwich | 


new Borough Council has agreed on the whole to carry out the 
proposals of the Plumstead Vestry, with regard to electric lighting, 
but subject to suudry exceptions of the application of the late 
vestry's byelaws with regard to sub-letting and wages clauses. "The 
Committee recommend the acceptance of the following tenders :— 


Refuse destructor.—Meldrum Bros., Limited, furnaces, £7,885 5s.; Babcock 
and Wilcox, Limited, three water-tube boilers at £607 15s. each, and furnace 
fittings, £2,138 5s. 

Electricity Works.— Babcock & Wilcox, Limited, water-tnbe boiler 300 r.H.p. 
and fittings, £862 15s.; boiler fittings and mountings, Babcock & Wilcox, 
Limi ed, £580 9s. 4s.; economiser, Babcock & Wilcox, Limited, £595; steam 
exhaust and other piping, auxiliary tanks, steam traps, and o'l separators, Aiton 
and Co., £3,109; heater detartariser and well pumps, W. Boby, £1,356; Worth- 
ington Pumping Engine Company (four feed pumps), £440; dynamos, «c., 
British Westinghouse Electric Company, Westinghouse - Willans steam 
dynamos (two of 300 1.H.P., two of 150 1.1. P., one of 100 1.H.1.), booster and other 
works in connection therewith, £8,800 10s.; condensing plant and cooling tower, 
Wheeler Condenser Company (subject to report of electrical engineer), 42, 613; 
switchboard, connections, &c., J. White, £1,237 33. 10d.; storage batteries, 
Eclipse Brass and Copper Company, Limited, York, £863 5s. ; travelling crane, 
Carrick & Ritchie, Edinburgh, 4640; underground mains, Callender's Cable 
and Construction Company, [imited,£13,078 9s. 2d.; demand indicators, &c., 
British Electric Meter Company, Limited (100 sets), £579 17s .; meters, Schattner 
Electricity Meter Company, Limited, Norwich (100 electrolytic meters), £298 
128. 6d.; extra on 30 of such 100 with slot arrangement for prepayment, £18 15s. ; 
arc lamps and posts, Johnson & Phillips, 22,100, 


— оаа аа) 


FORTHCOMING EVENTS. 


Thursday, January 3rd.—At 8 p.m. Civil and Mechanical En- 
gineers’ Society. The Case for Electric Power Dis- 
tribution,” by W. B. Esson, M.I.E.E. 

At 8 p.m.—The Röntgen Society, at 20, Hanover Square. 
Paper by Mr. A. W. Isenthal on “Continental Progress 
in Practical Radiography aud Apparatus." Dr. J. H. 
Sequiera will show some cases of Rodent Ulcer treated 
with X rays. 


Future Arrangements.—Paper upon “X Ray Work during 
the late Military Operations," by Lieut. F. B. Bruce, R. A. M. C. 
—Discussion evening: Subject, '* X Ray Therapeutics," opened 
by Miss M. Sharpe, L. R. C. P.— Paper by Mr. J. Cadett on “ Some 
X Ray Improvements."—4An exhibition evening. 


Wednesday, January 9th.—At 8 p.m. Institution of Electrical 
Engineers (Glasgow Section) Meeting at the Insti- 
tution of Engineers and Shipbuilders, 207, Bath Street. 


Thursday, January 10th.—At 8 p.m. Institution of Electrical 
Engineers. Meeting at Society of Arts. 


— — ————— —L—r 


NOTES. 
A Happy New Year to All.—This being the last 


issue of the ELECTRICAL REVIEW to appear during the 


year 1900, we take this opportunity of wishing our numerous 
readers and other friends connected with the electrical pro- 
fession and industry a happy and prosperous new year. The 
last few years have been periods of great progress; may the 
new century open with a still more satisfactory year. 
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Electric Canal Haulage.—A propos of this subject, 
which is referred to in our leading columns, it is rumoured 
that an influential syndicate of American capitalists has 


lately been examining the Continental inland waterways, with . 


a view to the wholesale introduction of electric motive power, 
and that the British canal system is included within the field 
of its proposed operations. If it really attempts to carry 
out this project, the syndicate will meet with difficulties 
sufficient to appal the boldest spirits; the various power 
companies to which Parliamentary powers have recently been 
granted will in themselves constitute obstacles of the first 
macnitude, unless the electric power is obtained from them. 
Our object in mentioning the rumour, however, is to draw 
attention to the fact that already foreign capitalists have 
their eyes upon the tempting possibilities of electric haulage on 
our canals, and that the time is ripe for this matter to be taken 
in hand. The very fact that а supply of electricity in bulk 
will shortly be available over large areas ought to be of great 
assistance tothe carrying out of projects of this nature, while 
the character of the traffic is such as would render the adop- 
tion of electric power a far more simple matter than in the 
case of main lines of railway. 


Lectures.—Before the Midland Institute Scientific Society 
at Birmingham on 19th inst., Mr. T. H. Waller lectured on 
* Electrolysis.” 

Prof. S. P. Thompson delivered a lecture on 
* Electricity a& Work" to over 3,000 children and a few 
hundred adults at St. George's Hall, Dradford, on 21st. inst. 
The lecture was given under the auspices of the Bradford 
Philosophical Society. The reverend chairman said that 
the young people present were © truly representative ” of the 
future citizens of Bradford. At several later stages he 
reproved them for their trifling and inattention; for this, 
however, they atoned somewhat, by giving three hearty 
ringing cheers for the lecturer. Prof. Thompson showed a 
large number of- entertaining experiments, and concluded 
by driving home the importance of electrical power distri- 
bution from large stations situated at the pit’s mouth. 

At the Insurance Institute of Newcastle-upon-Tyne on 
12th inst.,a paper was read by Mr. Lester Taylor, entitled 
* Practical Hints on Electrical Installation.” 


The Nernst Light Company's Meeting.—In the report 


of this company's meeting, which was given in our last issue, . 


reference to a certain statement made by Mr. Bernard 
Drake in the course of his speech was omitted. The remarks 
were as follows :—'* Our thanks, however, are due to the 
Allgemeine Elektricitiits Gesellschaft, of Berlin, for having 
used their large resources to prove that the Nernst lamp is 
& practical success, which has obtained a Grand Prix in Paris, 
and we shall test with interest the 300 lamps which are now 
on their way to our laboratory." 


Obituary.—It is with feelings of genuine regret that we 
record the death of Lord Armstrong, who passed away at 
Cragside, early yesterday morning, at the advanced age of 
91 years. 


Appointments Vacant.—A municipal electrical engi- 
neer is required for the Foreign Community of Shanghai at 
£510 per annum. The West Ham Union wants an expert 
to advise regarding certain engineering and electrical work. 
A principal is required for the Sir John Cass’s Technical 
Institute, Jewry Street, Aldgate, at £500 per annum. A 
borough electrical engineer at £200 per annum is wanted 
for Rotherham. The London County Council is now invit- 
ing applications for the position of electrical engineer for 
electric tramways construction at £1,000 per annum. See 
* Official Notices " to-day. 


'Appy 'Ampstead and fhe 'Eath.—The Hampstead 
Heath Protection Society will offer deadly opposition to a 
certain underground clectric railway. One reason given is 
that a tunnel beneath may injure the heath ! 


Wireless Telegraphy in Germany.—The Times corre- 
spondent at Berlin states that on Saturday last Prof. Уат, 
of the Charlottenburg Technical High School, gave au 
interesting lecture before the Emperor and a distinguished 
company upon improvements which he and his former 
assistant, Count Arco, have made in the art of wireless tele- 
graphy. It has not hitherto been possible to use wireless 
telegraphy for communicating with several different stations 
at the same time. Prof. Slaby has now succeeded in over- 
coming this difficulty, and on Saturday night he conversed 
from the conference room of the Allgemeine Electricitats- 
Gesellschaft in Berlin with operators in the laboratory of the 
Technical High School at Charlottenburg and in the works 
of the Allgemeine Electricitits-Gesellschaft at Ober Schon- 
weide. These two stations are distant about two and eight 
miles respectively from the conference room in which the 
experiment was conducted. The conversations were carried 
on in the Morse code. Prof. Slaby used two instruments, 
both of which were connected with a lightning conductor in 
the neighbourhood and were not insulated from the earth. 
One of the instruments was made to correspond exactly with 
that in the laboratory at Charlottenburg, the other with the 
instrument in the works at Ober Schónweide. The experi- 
ment was a great success, especially in view of the fact that 
the greater part of Berlin separated the conference room from 
one of the stations with which the conversation was con- 
ducted, and that the numerous chimneys interfered with the 
transmission of the electrical waves. This difficulty was 
overcome by means of a coil of wire which the waves passed 
through on their way from the lightning conductor to the 
receiving instruments, and which, by shortening the waves, 
increased their intensity. The Emperor displayed the 
greatest interest in the experiments, which were explained 
by the professor in his lecture. His Majesty afterwards con- 
versed for some time with Prof. Slaby and Count Arco, as 
well as with the Imperial Secretary for the Navy, Admiral 
von Tirpitz, and the director of the Allgemeine Electricitats- 
Gesellschaft, Herr Rathenau. 


Aluminium,—Aluminium is, at the present price, the 
cheapest metal in the market, with the exception of iron, 
zinc, and lead. This metal is now extensively used in place 
of copper, brass, tin, and in some cases even iron, especially 
when the reduction of dead weight is a question of great 
importance. Aluminium is also beginning to be very 
largely used in connection with electricity, as electrical con- 
ductors on this metal, giving the same conductance as copper, 
weigh only half as much, and cost less. It is impossible to 
foresee the ultimate extent of the use to which this metal 
can be put, but the progress made in aluminium during 
late years justifies the most sanguine expectations. 
Twenty years ago, the total output in the world did not 
exceed 4 or 5 tons, and its price was about £6,000 
per ton; 10 years ago its price was reduced to about 
£2,000 per ton, and the output increased to about 30 tons 
per annum ; now the price is from about £130 to £140 per 
ton, and the output during the last 12 months is reckoned at 
5,000 tons. Considering the number of uses to which this 
metal can be put, the output is yet very insignificant in com- 
parison with the output of other metals. Up to the year 
1854 aluminium was nothing but a laboratory curiosity, but 
after that date small works for its production on a com- 
mercial scale were put up, both in England and France. It 
is only during the last 10 years, since the production of alumi- 
nium by the electric process has been started, that it has 
been possible to put it in the market at such a price as to com- 
pete with other common metals, with the result that in 10 
years the demand has increased from 30 to 5,000 tons, and 
will undoubtedly go on increasing at a very rapid rate 
Aluminium is only produced in the world by four different 
companies, viz., the British Aluminium Company, who are 


the sole producers for the United Kingdom and the Colonies : 


the Pittsburg Reduction Company, the sole prodacers for 
the United States; the Société Electro-Métallurgiove 
Française, the sole producers for France; and the Soc 
Anonyme pour l'Industrie de l'Aluminium, the sole pr- 
ducers for the rest of the Continent. 


. А 
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German Competition in Australia. — The recent 
decision of the Melbourne City Council to place an electrical 
contract with a German firm has drawn the following protest 
from the Trades’ Hall Council: —“ That this Council enters 
its protest against the action of the City Council in ignoring 
the settled policy of the country.” 


æ- - —_——— Danes E — 3 — 


SUPPLY STATION ACCOUNTS. 


THE accounts of the Cork Company, which 
Cork Electric operates the local electric tramways, and also 


Tramways gives a general supply of electrical energy, are 
and Lighting made up in two forms. One of these covers 
Company. the costs supposed to be entailed by the light- 


ing supply, and complies with the clauses of 
the transfer of the lighting order from the Corporation. The other 
shows the detailed figures, treating the business as a system for 
supply to both the tramways and lighting. We have summarised 
both of these, but the detailed figures deal with the whole supply. 
Supply was started in August, 1898, and the trams commenced 
running in December of that year. The accounts for 1899, there- 
fore, cover the first complete year of working. A separate station 
has been laid down at Queenstown, which only commenced running 
this year. A sum of £4,656 appears in the capital expenditure on 
account of this station. Permanent way, cars, &., in the capital 


account absorb £105,909. 
| GENERAL STATEMENT. 
| 189— 1899. Increase. 

Total capital expenditure js — £235,004 — 
Number of units soli — 1,152,429 — 
Number of lamps connected  ... — 29,604 — 
Maximum load in M ies — 826 — 
Gross revenue ж vhs — £26,873 — 
Gross expenditure. sits — £15,367 — 
Gross profit Me. dem us — £11,506 — 
Average price per unit sold? ... — 2°50d. — 


* Private supply only. 


The sales of energy to the two principal sources of revenue 
were :—Traction 579,933 units, and private consumers 572,496 units, 
but a further 26,088 units were consumed in the publie lamps, 
although these were not taken over by the Corporation, and the 
company did not obtain any revenue from them until this year. It 
would be perfectly justifiable to treat these as units sold in the 
costs, but to avoid confusion, we have retained the figure given in 
the general statement. Of course, the costs would be rather 
better if the units actually used in public lamps were included as 
sales. The rates of charge in 1899 were for lighting, 5d. for first 
two hours and 1d. afterwards on the demand system. No extra 
charge is. made for maintenance of motors, but lamp renewals are 
not free," save in the practical sense that it is assumed that id. 
out of the 5d. charge for the first two hours is a rate to cover this 
work. Motive power was charged during 1899 at 44d. and 1d. on 
the demand principle. 


REVENUE STATEMENT. 


Gross. Per unit. Gross. Per unit. Increase. 
Sale of energy* .  .. XN ex = £5,973 250d. — 
Meter rents 2s. — — 278 120d. — 
Supply of lamps, & c.... — — 442 19d. — 
Sundry fees, &c.* „ — 76 соза — 


Tramway traffic revenue! .. pes = 


20,104 8324 — 


Gross revenue i... — — £26,873 5'60d. E 


— —ñA—. ——— ee eee 


* From lighting only, i. e., 572,496 units. Total from lighting = 9844. per unit. 
From traction only, i. e., 579,988 units. 
1 From total units, 4 e., 1,152,429 unite, averaging over all sales. 


The costs of production are set out as nearly as possible in the 
form in which the items appear in the published accounts. Elimi- 
nating the traction costs outside the station, we get 1:614. as the 
total per unit.  Borrowint the figures estimated, and put down for 
lighting only, and allowing in the sales the units taken by the 
public lamps, the resulte stand somewhat as follows :— 


Lighting only. Private sales 572,496 
Public lamps ... 26,088 


Total . 598,584 units. 
Works cost £3,323 or 1:334. per unit. 
Total cost 4,847 or 1:94d. 5 


Cost oF PRODUCTION. 


189 . 1899. 
Gross. Per unit. Gross Perunit Increase. 


Coal ое ee ее ee . AT — £2 280 “484. EE 
Oil, waste, water and engine а E А 064 ge 
room stores, кз 311 $ 
Salaries and wages inourred 
in generation and in dis- — — 1,574 .*83d. == 
tribution. 
Repairs and maintenanoe of 
buildings, engines, boilers | ш NE 977 
dynamos, їс. 


Works costs — — £5,142 107d. x: 
Rent, rates and' taxes ae ane — 263 »O6d. = 
Management expenses, | 

salaries of managin engi: | — — 1173 944. == 
neer, secretary, clerks, &с. 
General establishment 
charges, stationery and as iis 615  *13d. — 
printing, law charges and 
ao e" ч | 
enewal of lamps ап 
attendance on ator: | ss PH 527 11d. uc 
Traction costs.. T т pe = 7,647 1:594. 5 


— — —— —H— o 


Total costs oo — m 
Of course, in the case of a company like this, with traction, public 
lighting, and private supply, the figures might be shown to mean 
very different things, depending upon their allocation, and we must 
congratulate Mr. C. H. Merz, the responsible engineer, upon the 
clear manner in which the whole of the data is presented, as well as 
upon the large output and successful results attained in the first 
complete year of operation. We do not attempt to draw any com- 
parisons; indeed, such would most likely be misleading unless 
another station could be found with a similar load and with 
accounts drawn up in the same manner. 


Prorit STATEMENT. 
189 . 1899. 
Interest on debentures and loans — £3,265 
Writing off preliminary expenses — 158 
Dividend paid on stocks and shares — 8,083 


£11,506 


Gross profit ... i РА — 


CITY NOTES. 


Douglas Southern Electric Tramways Company. 


THE fifth annual meeting of this company was held on 18th inst. in 
Manchester, Mr. T. J. Hutchinson presiding. The report of the 
directors, which showed a profit on the year's working of £1,617 
14s. 9d., was moved. and adopted. The CHAIRMAN in his speech 
said that taking everything into consideration, they had had a very 
fair season, notwithstanding that the Isle of Man season had not 
been up to the usual standard. Their receipts had increased 
slightly, and he thought their line was becoming more popular. 
An awful calamity had befallen the island since the last meeting, 
but he hoped the island had now been cleared of some of the 
rottenest finance that had taken place in the history of com- 
pany promoting, and that it would survive its difficulties. He 
believed that what had transpired would be for the benefit of all 
concerned. Ав regards their own company, efforts were being 
made to bring their line into more immediate touch with Douglas 
town, and they were hoping to make Buch arrangements with the 
Douglas Corporation as would be for the good of the people of 
Douglas. Their lines and plant were kept in perfect repair out of 
the revenue, therefore the directors had not thought it necessary to 
set aside any depreciation. They regretted there was no dividend 
for the ordinary sharehorders, but he might remark that 6 per cent. 
was being paid to the preference shareholders, and if that were 
divided equally between the whole of the shareholders it would 
amount to nearly 4 per cent. all round. The company was solvent, 
and the shares were likely to improve in value. 


London Electric Omnibus Company. 


In accordance with the desire expressed by the shareholders at the 
last general meeting, that the business of the company should be 
continued, and that the directors should endeavour to formulate 
some scheme with a view of placing the business on a sound 
financial basis, the board have gone carefully into the matter, and 
have laid their conclusions before the shareholders in a circular 
accompanying the report. The Times states that the directors are 
of opinion that electricity as applied to street traction (except as 
regards tramways) has not been developed sufficiently to warrant 
their advising the shareholders to experiment further with it. They 
call attention to the fact that the automobile car has become an 
accomplished fact. There is, in the opinion of the directors, ample 
scope fora business capable of meeting the requirements of the 
overloaded traffic in London, and they consider that a service of at 
least 300 street cars could be effectively utilised for the benefit of the 
public. They state that they have reason to believe that a type of 
street car to carry 14 passengers can be procured, which would, in 
their opinion, be most suitable for London streets, at an inclusive 
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price of not more than £450, 20 of such street cars being considered 
a sufficient number with which to start business. The order for these 
cars would be conditional upon the makers’ guarantee and а running 
test of one or two of the cars for at least 30 full working days 
consecutively being satisfactory. If a sufficient number of the 
shareholders assent within 10 days to a scheme described in the 
circular, the directors propose that the company be wound up 
voluntarily with a view to reconstruction, and that a new company 
be formed to acquire and work the undertaking of the present 
company. 


/ 


Prospectus.—The Bastian Meter Company, Limited, is 
inviting applications for 2,834 £1 ordinary, and 1,222 £1 preference 
shares for working capital. The nominal capital is£50,000, of which 
£39,944 is already issued. The list is to close on Monday next, 
31st inst. The company was formed in 1897, and the manufacturing 
profits have been employed in the development of the business which 
is undoubtedly progressive, and in view of the increasing extension 
.of electric lighting, should have a good future before it. 


Stock Exchange Notices.—Applications have been made 
to the Committee to appoint a special settling day in—Kalgoorlie 
Electric Power and Lighting Corporation, Limited — 150, 000 6 per 
cent. cumulative preferred shares of £1 each, 10s. paid, Nos. 1 to 
150,000. Marconi's Wireless Telegraph Company, Limited —77,083 
shares of £1 each, fully paid, Nos. 1 to 40,000, and 100,001 to 
137,083; and 60,000 vendors’ shares of £1 each, fully paid, Nos. 
40,001 to 100,000. Motor Manufacturing Company, Limited— 
246,432 shares of £1 each, fully paid, Nos. 1 to 246,432. | 


TRAFFIC RECEIPTS. 


Blackpool and Fleetwood Tramroad Company.—The receipts for the weck end- 

ing December 22nd were £161; corres: onding period last year, £127; in- 

. crease, £42. Total to date, £20,164; corresponding period last year, £20,083; 
increase, £81. 


Bristol Tramways and Carriage Company.—The receipts for the week ending 
December 12st were 3,801 188. Od.; corresponding period last year, £2,763 
128. 3d.; increase, £1,035 5s. 9d. 


Central London Railway.—The receipts for the week ending December 20nd 
were 26.135; previous week, £6,006; inorease, £129. Total receipts to date 
(21 weeks), £111,558. Miles open, 6. 


City and South London Railway.—The receipts for the week ending December 
Wed were £1,920; corresponding week last year, £1,191; increase, £726. 
Total to date, 441. 69; corresponding period last year, £25,016; increase, 
£16,558. Miles open, 1900, 42; 1599, 83 


Cork Electric Tramways and Lighting сразу гре receipts for the week 
ending December 20th were £879 19s. 8d.; corresponding week last year, 
£332 78. 9d.; increase, £47 118. lld. Total to date, £20,748 Os. 8d.; corre- 
sponding period last year, £19,210 7s. Od.; increase, £1,587 188. 8d. 


Dover Corporation Tramways.— The receipts for the week ending December 
22nd were £182 8s. lld.; corresponding week last year, £151 7s. 11d.; 
increase, £91 Is. Od. Total to date, £10,433 8s. O4d.; corresponding period 
last year, £9,886 5s. Rd.; increase, £547 28. 4 Miles of track open, 
1900, 8; 1899, 8. Car miles run, 1900, 4,967; 18909, 4,778. Number of cars, 
1900, 11; 1899, 11. | 


Dublin United Tramways 1 receipts for the week ending 
December 21st were as follows: — D. U. T. Co., electric cars, £8,537 1s. 10d.; 
ditto, horse cars, £22 168. 0d. ; D. 8. D. Co., electric cars, £762 158. 5d. ; total, 
£4,832 12s. Bd; corresponding week last year—D. U. T. Co., electric cars 
£3,107 11s. 11d.; ditto, horse cars, £120 15s. 10d. ; D. 8. D. Co., electric cars, 
£647 9s. Od.; total, £3,875 16s. 9d.; increase, £406 158. 6d. ; aggregate to 
date, £115,561 8s. Od.: ate to date last year, £109,183 15s. 6d.; 
increase, £12,427 7s. 6d. The mileage worked is 44 miles electrically, 
1 mile by horses, as against 97 miles electrically, 7 miles by horses, for the 
corresponding period last year. 


,: —I Se EE 


STOCKS AND SHARES. 


A BRIEF REVIEW OF THE YEAR. 
РА 


THERE is no escaping from the fact that war is а distinctly bad 
thing for investors. Here and there a few particular industries 
flourish on the results of the evil, but to the body of monied classes 
as a whole its effects are only bad. To emphasise our point, it is but 
necessary to glance at the investment markets of the Stock Exchange 
and note the current of prices during the present twelve-months, now 
so rapidly dwindling. Even such a steady and improving depart- 
ment as that devoted to electric supply shares, presents an un- 
happy record when to-day's prices are compared with those that 
ruled at the closing business day of last year. We may cite a few 
representative examples :—- 


| 
Company. | Dec. 30, 1899. | Dec. 24, 1900. | Fall. 
Brush Ordinary . T "m 14 1 
Charing Cross „ x4 | 10 | 105 | = 
Chelsea КИ на Е 8 ji | d 
City of London .. T js 10} $i 1 
Edmundson's ie ux 5 44 i 
Metropolitan zi Li 18} 12 it ] 
Notting Hill! 16 15 1 
St. James's А ks " 15 1 p 
Westminster N^ - 145 185 1 


— — а 


There is no single rise to break the motonony of the weakness, 
Dear money, dear wages, dear material—these are the skeletons 
that have haunted the market’s cupboard through the past twelve 
months, and all are more or less directly traceable to the South 
African hostilities. The supply companies have been doing capias 
business in most cases, but their expenses have been aboormaly 
high. Notwithstanding this, several managed to increase their 
dividends at the last distribution. One feature of the year worthy of 
special mention is the large amount of new capital issued by the 
supply undertakings, and nearly all the money was readily sub- 
scribed by the public. 

Turning to telegraph companies, we again find a fall marked оп 
the year in the majority of instances. We give a few :— 


— — ——— — — — — 


Dec. 30, 1899. | Dec. 27, 1900. Fall. 


Company. 

Anglo (Pref) .. T a 115 98 17. 

7 (Def.) АО . .ә 17 103 | 6 $ 
Cuba Submarine .. а 9 7 2 
Direct Spanish .. -- 44 4 A 
Eastern .. Ба ex -— 1454 1323 7 
Eastern Extension want 14i 14 А 
Great Northern. - ai, 82 2 
Reuter's .. T T - TÀ 74 = 
West India and Panama 1 7 i 


In this section, the rig which worked up the price of copper to 
а ridiculous height is in some degree responsible for the decline 
shown. But each undertaking has its own particular burden to bear. 
The Anglo-American companies have now to face a German com- 
petitive line opened last autumn. The Eastern stocks are wavering 
under the fear of how the companies may be affected by the laying 
of the new Pacific cable. West Indian concerns have suficred is 
the comparison of their receipts this year, as against those for 1593, 
when business boomed after the Hispano-American war. Dividends 
have been well maintained iu the Eastern group, reduced in regard 
to the West Indian division, and now it seems pretty certaiu that the 
distribution on the American lines must also be lowered, although 
the recent boom in Yankees” must prove a veritable godsend fo 
them. 

In common with all railway stocks and shares, those of the litile 
electric railway department have had a bad time of it in 1900 51 
во bad, though, as they would have experienced had not the © lwo 
penny Tube,” opening last July, sprung at once into popular favour. 
Within the last few weeks rumours of litigation and reports sbout 
the rolling stock have combined to depress the price of Central 
Londons, while City stock, after remaining manfully in the neizh- 
bourhood of 60 for several months, gave way at the offer of new 
£10 shares at 54. Weappend the list of changes for the year :— 


Company. | Dec. 30, 1899. | Dec. 27, 1900. | Fall. 
3 — E ere ee 
Central London oe oe | 93 94 | : 
City and South London "E. 54 | 64 
Waterloo and City .. YY 101; 954 | n 
British Electric Traction b | 14 | lè 


— ——— ͤ—ñ—— H HHB——— 


Notwithstanding the way in which electric traction has bees 
developing British Electrics are easier. The tramway 
market has undergone an uneventful period, almost the ouly 
sensation being a smart rise in Dublin trams upon the occasion of 
Her Majesty's visit to Ireland in the summer. 

We conclude our short summary with a list of well-known manu- 
facturing companies’ shares, and here the results are considerably 
more cheerful :— . 


Company. Dec. 80, 1899. | Dec. 27, 1900. | Rise. 
B. Insulated Wire  .. 12 114 Falli 
Callender's МР m" Ms 18 18 — 
Electric Construction.. T 2 94 — 
Henley's .. oe ix T i 18 - 
India-Rubber “es £s T al 213 
Tel. Construction - ss 86 | 103 H 
1 


Tel. Manufacturing .. 95 94 


— _______алааан — 


The great activity that has prevailed alf, over the world in сол- 
nection with manufacture of telegraph and kindred specialities- 
shows to a marked extent in the improved position as regards tn: 
finances of the more important companies. With the prospect o' 
cheaper coal and other items in the near future, the 
do still better in the coming century. National Telephones start: 
1900 at 48, and finish it up at 43; those who have to endure th: 
present state of the London streets are miserably cognisant of tò 
reason for the fall. 
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SHARE LIST OF ELECTRICAL COMPANIES.—TELEGRAPH AND TELEPHONE COMPANIES. 


ta per done 
Present Dividends for ^ ОБЕ 
= кы holasi three oar, | ыш See an. Doo, MU. 
1897. | 1898. | 1899. Highest. | Lowest. 
96,900 | African Direct Telegraph, 4 % Debs. . ibe t .. | 99 —103 99 —103 e T 
119,700 | Amazon Telegraph 5 Debs., Nos. 1 to 1, 250 Red. К ES .. | 85 — 90 85 — 90 " wee 
822,700 | Anglo-American Telegraph ... 3 £3 9s.| 73/6 | 52 — 55 52 — 55 52 sis 
3,088,540 Do. do. 6% Pref. 6 6 6 5 97 — 99 97 — 99 983 | 97 
3,088,540 Do. do. Deferred без ТР £1 7s.| 10 — 104 10 — 104 108 | 10 
44,000 | Chili Telephone, Nos. 1 to 44,000 4 $ 3 4 5 3 — 34 3 — 33 iis T 
13, 333,300$ Commercial Cable 8 8 % | 8 95 170 —180 |170 —180 sd bos 
1,589, 4965 Do. do. Sterling 500 year 4 4 *r Deb. Btock Red. e | | 102 —104 102 —104 1033 | 103 
16,000 Cuba 333 in 1078 7 | 6à$— 74 64— 74 5 sat 
6,000 Do. 0 N Рей se se s | 10 10 & 10 Ё .*. |15—16 15 — 16 бе: aes 
12,931 | Direct Spanish Telegraph 30 Vis as es кез 5|4 4 4%| 34— 4} 34— 44 Р vi 
6,000 Do. do. 10 95 Cum. Pref. .. 5 |10 ks is 9 — 10 9 — 10 T э 
30,000 Ро. do. 44 % Debe. А les .. 100 —104 100 —10495 | ... i 
60, 7107 Direct United States Cable. 20 | 3495 | 34% 3 Y | 10 — 104 | 10 — 104 aids T 
108,300 | Direct West India Cable, 44 96 Reg. Deb. aos 99 —102 99 —102 се» б 
4,000,000 | Eastern Telegraph, Ord. Stock e. Stock 7 9 | 7 % | 7 % 136 —141 |136 —141 | 138 | 1363 
1,826,888 Do. 34 Pref. Stock dies si sx 100 s (s .. | 96 — 99 96 — 99 — s 
1,432, 2680 Do. Mort. Deb. Stock Red. ... Stock 4 3e 110 —114 [110 —114 1124 | 1114 
250,000 | Eastern Extension, 1 and China Telegraph 10 | 7 7% 7 v 132— 144 132— 14} 144 | 13% 
50,000 Do. BU 250,001 to 300,000 (iss. at £3 pm. all pd.) £6 pd. T ку 91— 9 93— 9 94 a 
320,000] Do. 4% Deb. Stock Stock 4 % 113 —118 113 —118 | 115 
300,000] f Eastern and South African Telegraph, : % Mort. рар 100 100 —103 100 —103 | 1023 
200,000: Ро. 4 95 Reg. Mt. Debs. (Mauritius Sub.) 18,000 wi a . | 99 —102 | 99 —102% | 102 7 
180, 227 | Globe Telegraph and Trust ... - 43 53 54% 101— 102 104— 102 104 i 
180, 042 Do. do. 6% Pref. is 6 6 we |15 — 15$ 15 — 154 15g 
150, 000 | Great Northern ip of 5 uis Tu 10 10 Y 123 31 — 33 31 — 33 e 
Halifax and Bermuda Cable, 4 18 ort. e = 
82,000 N i) 100 |... | 99 —102 | 99 —102 А 
17,000 do-European Telegraph ... 25 (10 10 95 10 % | 48 — 52 48 — 52 sak "5 
100, 000/| London Platino-Brazilian Telegra graph, 6 % Debs. 100 | 6 ios . 104 —107 [104 —107 ns és 
72, 680 | Montevideo Telephone, Limited, Nos. 1 to 72, 680 .. 1р е „|24 + i i— à ө» " 
86,492 Do. о. до. б % Pref., Nos. 1 to 86,492 1|4 4 5 — 1 i— 1 “© aa 
590,000 National Telephone, 1 to 590,000  ... se 5 6 6 5 48— 48 4i— 48 4| 4} 
15,000 Do. 6 V Cum. Ist Pref. ... 10 6 6 6 12 — 14 12 — 14 m iis 
15,000 Do. 6 % Cum. 2nd Pref. ... 10|6 6 6 12 — 14 11 — 13 ТА isi 
250,000 Do. 5 % Non-cuni. 8rd Pref., 1 to 250,000 5 | 5 5 6 5 — 5— 51 5 ES 
2,000, 000“ . Do. 93 Deb. Stock Red. isa Stock] 34 34 34% | 96 — 99 96 — 99 963 T 
500,000 Do. Deb. Stock Red... 100 |... a . {101 —104 [101 —104 i d 
171,504 | Oriental Telephone and Elec., Nos. 1 to 171, 504, fully paid 145 5 v 5 5| i— 11 1— 11 des 
100,000/| Pacific and European Tel., 4 % ame Debe., 1 to 1 000 ... | 100 4 is . |101 —104 101 —104 ee n 
11,839 Reuters. oe eee TT) TT 8 5 5 % b % 7 — 8 7 — 8 aos ae 
3,381 Submarine Cables Trust 5 Bae Ps ee „ert sie .. |123 —128 123 —128 ias m 
58,000 | United River Plate Telephone 995 5 5 7 6 „ 7 1 4— 5 41— 5 ai "T 
16,639 Do. do. 5 Y Cum. pref. Nos. 1—16 639 5| .. ade in 5 — 5% 5 — ʻi " 
23,361 Do. do. Nos. 16,640 to 40,000 £3) pd. 5 |... 91— 3i 3i— 3 ‘ sa 
179,947 Do. do. 5 Ф Debs “ Stock А 104 —107 |104 —107 s 
171,000 | West African Telegraph, 5 % Debs... 100 ; 99 —102 99 —102 
30,008 | West Coast of America, Nos. 1—30,000 and 53, 021—853, 008 2b | ... m — 3 i— 
150,000 Do. do. 4 96 Debs., 1—1 500 gua. by Bras. Bub. Tel. | 100 | _.. т 100 —103 100 —103 is 
207,930 | Western p Lid., Noa. 1—207,930 . 10 7 7 95 7 Ф 14 — 144 | 14 — 144 14} 
75,000 Do " Debe. 2nd series, 1906 .. | 100°]... ivi 103 —106 |103 —106 
348,777 Do. do. Deb. Stock Red. — .. | 100 as . . 103 —106 [103 —106 
88,321 | West India апа ME Telegraph .. m „| 10| 2 2% 1 8% í— 3 §— i 
34,563 Do. do. do. 6 % Cum. Ist Pref. ... | 10 6 ave bea 6— 7 6— 7 
4,669 Do. do. do. 6 % Cum. 2nd Pref.... | 1016 ivi aie 5— 7 5— 7 
80,0007 Do. do. do. 5% Debs, Nos. 1 to 1,800 | 100 | 5 105 —108 |105 —108 
ELECTRICITY SUPPLY COMPANIES. 
19,661 | Brompton & Kensington Elec. Lt. Sup., Ord., 101 to 19,761 5 4 6 |6% 7 — 8 7 — 8 yv з 
12,000 Ро. до. 7 % Cum. Pref. 5 7 dva iss 81— 9% 8)— 94 gi ss 
50,000 | Charing Cross and Strand Electricity Supply 45 5 7 8 9 9 — 103 94— 104 bd i 
20,000 Do. do. do. do. 44% Cum. Pref. 5 us si ^r 54— 6 54— 6 А ii 
34,000 |*Chelsea Electricity Supply, Ord. 5 6 6%|6% 64— 7 ej | ... 
150,000 Do. b Deb. Stock Red. ... Stock 4$ же» .. 110 —113 111 —114 оф ‘ 
70,579 | City of байда! Electric Lighting, 40,001—110,579... | 10 10 6 4 5 9 — 10 9 — 10 sb 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 6 .. | 18 — 14 13 — 14 133 
400,000 Do. 5 % Deb. Stock, a (ias. at £115) ‘all paid | 8 es .. |125 —130 125 —130 ess 
40,000 uid of Lond. & Brush Prov. Elec. Ltg., Ord. 1—40,000 | 10 | яй "i 45 81— 81— n es 
20,000 Do. do. do. 6 % Pret., 40,001—60,000 10 6 6 | .. | 114— 124 | 114— 124 12у] 12 
200,000 Do. 43 % Deb. Stock, Prov. Certs (all paid) Rd. se ae 108 —111 |108 —111 Hur e 
35,500 | Edmundson's Elec. Corp. Ord. Shares ... 85 5 5 5 7 * 44— 5 44— 5 4 43 
75,000 Do. do. 44 95 1st Mort. Deb. Btock. .. |100 | . vi 102 —105 [103 —106 105 - 
110,000 | London Electric Supply Corporation, Limited, Orc 3 .. 92 1— 2 11— 2 ia T 
49,840 Do. do. do. do. 6% Pref. 5, 6 44— 5 4— 5 З К 
250,000 Ро. до. do. 4% 1st Mt. Db. Stock Rd. Stock via 98 —101 xd} 98 —101 xd ees 
85,000 | Metropolitan Electric Supply, 101 to 62,5000 10|6 59 5 12—13 12 — 13 9 » 
220,0002 Do. 44% First Mortgage Debenture е Stock 885 4 - 112 —115 112 —115 -— is 
250,000 Do. 34% Mort. Deb. Stock Red. . ... [Stock bes 98 —101 98 —101 TA " 
6,452 | Notting Hill Electric Lighting 295 10 6 * 6 7 144— 154 | 144— 153 сы “ 
40,000 | St. James’s and Pall Mall Electric Light, Ота. ... 5 |144 144 143 15 — 16 15 — 16 id be: 
20,000 Do. do. 7 % Pref., 20,081 to 40080 | 5 7 $ | 7 % 8h— 94 | 84— ps Ө 
150,000 Do. do. 34 96 Deb. Stock Red. . | 100 —103 [100 —103 age vas 
12,000 | Smithfield Market Elect. Supply, | Ота. ... a 5 2— 2 2— 24 - 2 
50,000 Do. do. Deb. 100 85 — 95 85 — 95 eee eee 
65,000 | South London Electricity Supply, 5 21— 3 24— 33 SN T 
79.900 | Westminster Electric Supply, Ord., 101 to 80.000. 5 12 % 12 [4 13 % | 12 — 13 12 — 13 13 222 
* Subject to Founders Shares. Stook 
Unless otherwise stated ec oll саси Me fullyfpaid. 1 Dividends paid in deferred share warran ante, pel ts a being ше М capital 
marked § are for a year consisting of letter part of one year and the first part 
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SHARE LIST OF ELECTRICAL COMPANIES,— Ocatinued. 
ELECTRICAL RAILWAY, MANUFACRURING, AND INDUSTRIAL COMPANIES. | 
Present Stock Dividends for Closing Closing Pornon шае 
— — , Gee we be years, ges . er . | week sede 
| i „ 
20,000 | British Aluminium 7 Y Cum. Pref. ... me bos 10 84— — [e ... 
300,000 | Do. do. 5% 1st Mort. Deb. Stock Red. Stock 91 — 95 | 91 — 95 E Ne 
45,000 | British Electric Tractign — .. — ...  ... — 10 1341— 144xd| 134— 141 133 
50,000 Do. do. Cum. Premn . 10 12 — 13 12 — 13 ws 5 
350,000 Do. do. 5 etual Debenture Stock ... |Stock 120 —123 120 —123 122 а 
85,0002 |{ British Electric Works Co., Ord. £1 shares, 50,001—135,000 | ... i— 3 i— 2 vee - 
50,000 f Do do. 6 V Cum. Pref., 1—50,000 ... | ... 8— 3 $— 83 ss ais 
500 t Do. do. 41 96 1st Mort. Deb. 100 97 — 99 97 — 99 wee Us 
70,000 | British Insulated Wire Ord. ... 5 x 5 11 — 12 11 — 12 " А 
70,000 Do. do 6% Cum. Pref. ... ... 5 6g— 64 52— 6} PIE Em 
90,000 | Brush Elecl. Enging, Ord., 1 to 90,000  ... we 2 1g— 1j 1g— 138 ees . 
90,000 Do. o.  Non-cuzn. 6 95 Pref., 1 to 90,000 2 2— 2 2 — 2} a ad 
125,0002 Do. do. 4% % Perp. Deb. Stock vs Stock 106 —111 106 —111 T Р 
108,710 Я do. 44 % Perp. 3nd Deb. Stock Stock . |103 —105 103 —105 Nt s 
30,000 | Callender's Cable Construction Nos. 1—30,000 b Ф| 124— 134 | 124— 134 Sai sie 
40,000 Do. do. 5 95 Cum. Pref. uu сай sso 5 ; 54— 51— si des 
90,000 Do. do. 44 % 1st Mort. Deb. Stock Red ... |S ock € 111 —115 111 —115 xut dus 
206,297 | Central London Railway, Shares nd ET 10 T 9i— 9i 91— 92 91 94 
78,703 Do. do. Pref. half-shares ... b u^ es 4$—. 5] 43— 52 54 54 
78,703 Do. do. Def. do. к, 5| .. he as 4 — 44 4 — 44 46 
855,000 | City and South London Railway  ... T i Stock 1$95| 24%] 14%| 52 — 56 52 — 56 sie 
37,500 | Do. do. Ord. shares Nos. 22,501 to 60,000 ... 10 .. bes E 44— 5% i m 
54,000 | Crompton & Co., Nos. 1 to 54,000 5 8 Sà— 4 34— 4 m 
Do. 5 % 1st Mort. . Debs., 0 ans __ 
100,000 E and 901 to 11,000 of £50 red 99 —102 99 —102 
99,261 | Edison & Swan Utd. El. Lgt., “A” shares, £3 pd. 1 to 99,261 | 5 lj— 2} 12— 24 E А 
17,139 Do. do. do ' A" Shares, 01—017,139 5 9À— 4 | 34— 4i E mu 
344,023 Do. do. do. 4 % Deb. Stock Red ...| 100 90 — 92 90 — 92 T e 
100,000 Do. do. 5% 2nd Deb. Stock Prov. Certs. all pd. | 100 96 —100 96 —100 as " 
112,100 | Electric Construction, 1 to 112,100 ... з T ^s 2 6 X| 2 — 2} 2 — 291 Р fos 
25, Do. do. 7 % Cum. Pref., 1 to 25,000... 2 28— 33 | 9д— 31 E Ж 
182,500 Do. do. 4% Perp. 1st Mort. Deb. Stock Stock 102 —105 102 —105 xs xis 
9,6007 | Greenwood & Batley, 7 % Cum. Pref., 1 to 9,600 ... 10 10 — 11 10 — 11 аг » 
30,000 | Henley's (W. T.) Telegraph Works, Ота. ... 25 5 12 124— 134 | 124— 134 131 127 
30,000 | Do. до. до. Ф Pref. .. ..| 5 . | 5à4— 58 | 51— 5? 5858 
50,000 Do. do. do. 41 Mort. Deb. Stock... Stock 44 . {108 —112 |108 —112 1111 .. 
50,000 | India-Rubber, Gutta-Percha and Telegraph Works | 10 10 Y 21 — 22 21 — 22 21$ 
300,000 Do. do. do. 4 % 1st Mort. Deb ... 100 .. |100 —103 101 —104 102 88 
37,500 Liverpool Overhead Railway, Ord. ... sis bus 10 32%| 83— 8 8§— 8 box : 
10,000 f Do. do. Pref., £10 paid 10 131— 134 | 131— i34 P ui 
37,350 | Telegraph Construction and Maintenance ... ae 12 38 — 42 — 42 10 334 
150,000 | Do. 4 % Deb. Вав. Nos. 1 to 1,500 Red. 1909 100 101 —104 101 —104 885 ез 
20,000 | Telegraph Manufacturing, Ord. Nos. 1 to 20,000 ... 822 5 10 — 11 10 — 11 
20,000 Do. do. 5 % Cm. Prf. Nos. 1 to 20,000... 5 ME 54— 5% 51— 52 
540, 0001 Waterloo and City Railway, Ord. Stock m ... | 100 3 Y 3 ©! 94 — 97 94 — 97 


t Quotations on Liverpool Stock Exchange. 


Oonsolidated Telephone Construction and Maintenance, 3/-—5/- i 
National Electric Free Wiring, 12/6 paid, A | | 
Oldham, Ashton, and Hyde Electric (£10 pd.), Ord., 16—17. 

Do. do. Pret. (£10 pd.), 10—104. 
* From Birmingham Share List. 


INSTITUTION OF ELECTRICAL ENGINEERS. 


ON RAPID VARIATIONS IN THE CURRENT THROUGH 
THE DIRECT-CURRENT ARC. 


By W. DupDELL, Wh. Sc., Associate. 
(Paper read December 13th, 1900.) 


(Continued from page 1002.) 


Sounds Emitted by Very Short Arcs.—A very short hissing arc, so 
short that practically no light can get out from between the carbons, 
sometimes produces a shrill whistling sound, accompanied by a 
small tongue of green flame. The variation of P.D. and current for 
such an arc are given in fig. 8, in which the current and P.D. have 
varied between two limite, viz, 29:5 amperes at 24 volts and 
28 amperes at 9'5 volts, the former of which would produce a hiss- 
ing arc, while the latter values of the current and P.D. can only be 
explained on the assumption that the arc is short circuited by a bad 
contact, such as a loose piece of carbon. The whistling sound is 
окыу due to the periodical short circuiting and relighting of 

e arc. 

Sounds Emitted by Very Long Arcs.—The frying sounds emitted 
by very long arcs, noticed by Mrs. Ayrton,* are probably due to the 
fact that long arcs are very sensitive as telephone receivers, as men- 
tioned in Part L, so that very slight variations in the current will 
cause them to give out sounds. In confirmation of this it may be 
mentioned that a very long silent arc can be obtained if the arc is 
supplied with current from accumulators which are not in use for 
any other purpose, and if the arc circuit be so arranged that no 
variations of the current can be induced or produced in it by causes 
outeide the arc. 

If, on the other hand, the direct-current arc be supplied by a 
dynamo, or if the arc circuit be placed so that there is mutual 


* The Electrician, Vol, xxxiv., p. 338. 


; Ordinary Shares £5 (fully 
) 114—124; Ist Preference Cumulative 6% £5 (fully paid), 63]—7}. De- 
ntures, 102—105. Dividend, 1899, on Ordinary Shares 11 . 

T. Parker, 210 (fully paid), 163. 
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induction between it and leads carrying a dynamo current, then tbe 
long arc will give out a sound corresponding with the rate at which 
the dynamo segments pass the brushes. This explanation was, I 
believe, first suggested by Prof. Ayrton and Mr. Mather. 

Intermittent Arcs.—If a direct or alternate-current arc be blown 
out by means of a jet of air or CO,, or by means of a transverse 
magnetic field, it will, under suitable conditions, relight itself; and 
if the blowing be continued, the arc will be extinguished and 
relight itself again and again with great rapidity, giving out a harsh 
sound. The rapidity of these intermittances may be very great: 
M. Blondel* has found them to be as high as 3,000 to 4,000 per second 
in the case of the alternate-current arc, and M. Abra + has 
obtained 100,000 per second in the case of the flame discharge. 

It was suggested by Prof. Fitzgerald that this intermittance of the 
arc might be used to produce some high-frequency alternating cur- 
rent which I required. I therefore tried rendering a direct-current 
carbon arc, in series with a self-induction, intermittent by means of 
a magnet. With this arrangement the rate of intermittance was 
irregular and not very high, probably owing to the E.M.F. of my 
source of supply being too low, although E.M.Fs. up to 300 volts 
were employed. 

In order to try and overcome this irregularity, I connected a coa- 
denser (about 5 mf.) between the terminals of the arc, when to my 
surprise I found that the direct-current arc was intermittent even 
when not blown in any apparent way either by a stream of gas or 
by a magnetic field, and, further, that no self-induction in serie« 
with the arc was necessary. 

Here then was a puzzle—a direct-current solid arc burning under 
ordinary conditions with resistance in series, and supplied with 
current from accumulators, became intermittent and gave out a 
musical note on simply shunting the arc with a condenser. 

Leads were, of course, employed to connect the condenser as 3 
shunt to the arc, and on twisting these leads together so as to 
destroy the small amount of self-induction which they possessed I 
found that the musical note stopped, to be started again on 


La Lumiere Electrique, 1893, Vol. xliii., p. 54. 
T Société Frangaise de Physique, " Séances," 1899, ii. p. 70. 
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separating the leads; and on interposing in the condenser circuit a 
loose coil of wire, the sound was greatly magnified. Hence the true 
statement of the facts is that given below. 

Musical Arc.—A direct-current arc of suitable length and current, 
between solid carbons, will give out a musical note if it be shunted 
with a condenser in series with a self-induction, as in fig. 9, even 
though the source of supply of the current be perfectly constant and 
the arc be protected as far as is possible from any outside cause of 
disturbance. [Experiment.] | 

I find that the musical note is produced by oscillatory currents 
flowing in the circuit composed of the condenser P, the self- 
induotion 1, and the arc, fig. 9, and its pitch is deter- 
mined by the periodic time of this circnit—that is, hy the 


The question is, can the arc fulfil these two conditions? Messrs. 
Frith and Rodgers* have experimentally determined the value of 


à А А 
P which they call the resistance of the arc, for various arce, and 


_they found that while m was always + when both carbons were 


cored, it was, on the contrary, always — when both carbons were 
solid, and that it was as small as — 2 ohms for a 4-ampere solid arc. 
Now the resistance of the condenser circuit, 7, external to the''con- 
denser, can easily be made less than > ohms, iso ithat the! are Tenn 
fulfil both the necessary conditions. db 


VIRX SHort HISSING ARC. 
Carbons + 11 mm., cored “ Apostle”; — 9 mm., solid Apostle.” 
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"ERO LINE. 
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Scales: — 1 mm. = 15 volt = 1:0 ampere = syo second. 
Fig. 8. 


relation between the capacity, sclf-induction, and effective 
resistance of the circuit. Neglecting the resistance, which it 
will be shown later must be small, the periodic time of the circuit 
т = 2 у Lr, and this has been found, by judging the pitch of 
the note by ear, to be approximately correct, so that for lecture pur- 
poses Kelvin's law can hy this means be easily demonstrated. 

It must be remembered that although we have an alter- 
nate current through the condenser and self- induction, the 
source of supply is not an alternating one, and that it is the arc 
itself which is acting as a. converter, and transforming a part of the 
direct current into alternating, the frequency of which can be varied 
between very wide limits by altering the sclf-induction and capacity. 
The upper limit I find to be about 10,000 ~ per second, and the 
lower limit, if such exists, is well below 500 ~ per sccond. 

It has long been known that a train of oscillations of almost any 
frequency can be obtained on discharging a condenser through a 
suitable inductive resistance, but, of course, these oscillations have 
a rapidly decreasing amplitude, and the means of supplying energy 
to such a circuit, so as to maintain the amplitude of the swings 
constant, other than by means of a varying source of power having 


Fa. 9. 


the same periodic time as the circuit, has been wanting. It is, 
therefore, necessary to inquire under what conditions it is possible 
for the arc to cause the source of direct current to supply the energy 
necessary to maintain the oscillations in the condenser circuit when 
once they have been started. 

If the resistance in the main circuit in series with the arc is large, 
and if д v be a small instantaneous change in the P.D. between 
the terminals of the arc, 6 a the corresponding small change in the 
current through it, and 7 the resistance of the condenser circuit, not 
including the condenser; then, during the time this small change 
laste, sufficient energy may be supplied to the condenser circuit to 
make up for the energy dissipated there, in ohmic losses, if the fol- 
lowing conditions are fulfilled (see Appendix IT.) :— 


1. As negative. 
сы “numerically greater than 7. 


ФА 


I will now describe some observations on the musical arc which 
tend to confirm the above conclusions. 


Arcs between solid carbons for which rl is always negative 
A 


work well, while those between cored carbons for which шы 
А 


is positive I find will not work under any conditions. Experiment.] 


The largest negative value of Tl given by Messrs. Frith and 


Rodgers is 2 ohms for a 4-ampere solid arc, and it is probable that 
it did not exceed 2:5 ohms for the smaller currents, viz., 3 to 3:5 
amperes, which I used. According to the above conditions, 2:5 ohms 
should be the limiting resistance of the condenser circuit; by 
experiment it was found that when the resistance of this circuit 
was increased to 2:4 ohms, the oscillations stopped, and could not 
be restarted. [Experiment.] . 

It is evident that besides the resistance there аге other causes, 
such as hysteresis, which tend to dissipate the energy in the con- 
denser circuit, and stop the arc giving its note. The hysteresis in 
an iron-wire core introduced into the self-induction will instantly 
stop the note. [Experiment.] Any complete circuit such as a ring 
of ae placed near the self-induction has the same effect. [Experi- 
ment. ' 

On several occasions before the importance of these causes of the 
dissipation of the energy was realised, considerable trouble was 
experienced in tracing the reason of the arc failing to give its note. 
As examples, in one case it was traced to an ammeter, and in another 
to the tinfoil in the condenser, which were acting as short-circuited 
secondaries to the self-induction coil, which had been placed too 
near them. [E iment.] 

The relation between the self-induction, capacity, and frequency 
can be very easily demonstrated by playing a tune on the arc 
by varying either the capacity or the self-induction by means of 
a key-board. [Experiment.] Another method of varying the 
self-induction is by separating or bringing closer together the turns 
of the coil, as if playing on a concertina, the relative positions of 
the turns determining the self-induction and the pitch of the note. 
The musical arc can be used as a means of comparing self-inductions 
or capacities by comparing the pitch of the notes produced. 

The “enclosed arc will work equally as well as the open are, 
though the note given out is not so audible, owing to the globe ; but 
it can easily be made so by taking advantage of some of the tele- 
phoning effects mentioned in Part I. 

The alternating current through the condenser circuit may be as 
large as from 3 to 5 amperes R.M.S. value, and the direct current in 
the main circuit also varies considerably, depending on the amount 


. of resistance in the circuit. This condenser current is sufficient to 


show experiments with alternating currents which do not require 
much power, and is very convenient in many cases for lecture 
purposes, as the frequency, and any changes in it, are at once 
evident from the pitch of the note given out by the arc. Magnetic 
space telegraphy can easily be demonstrated on a small scale by 


* Proceedings of the Physical Society, 1896, Vol. xiv., p. 307. 
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using the self-induction coil as the transmitting circuit. [Experi- 
ment.] Several arcs can be used in series when more power is 
required in the condenser circuit than can be obtained from one arc 
alone. | 

For the convenience of those who may wish to repeat these 
experiments, I append a table of good working conditions for 
open and enclosed arcs. The exact figures need not be strictly 
adhered to, as the musical arc will work over a wide range of 
conditions. It may, perhaps, be well to mention that only con- 
densers suitable for high voltages should be used, as although the 
P.D. arc is only 50 volts, the P.D. condenser rises to several hundred 
volts. 


TABLE OF Data or MUSICAL ARCS. 


— Open are. Enclosed arc. 
Carbons both solid. Conradty. Electra. 

Diameter... 9 mm. 13 mm. 
Arc length ... 1:5 mm. 1:0 mm. 
Arc current... 85 3°5 amperes 5 amperes 
Resistance in series 42 ohms about 28 ohms 
Self-induction of L ina 5'3 x 10-Sh. | 53 x 1073 h. 
Resistance of r and leads 0°41 ohm 0°41 ohm 
Capacity of condenser F ... . | 11 to 64 mf. 11 to 5°4 mf. 
R. M. S. current through condenser 

when capacity = 5'4 mf. 3 amperes 4'5 amperes 


Metal Electrodes Switch Contacts.—In connection with the above 
experiments the attempt was made to replace the carbons by metal 
electrodes, when I found that on trying to shunt the metal arc with 
a condenser it went out, no self-induction except that of the leads 
being used. [Experiment.] Of course, whether the arc is extin- 
guished or not depends on the capacity used to shunt it, and on the 
other conditions of the circuit; thus, in the present case, with a 
3-ampere arc between 6 mm. diameter copper electrodes and a resist- 
ance in series of from 50 to 60 ohms, it was found that the arc was 
always extingushed when shunted with a condenser having a capacity 
from 0'6 to 54 mf., though with the smaller condenser, 0:6 mf., and 
longer arc lengths the extinguishing was not quite so certain. 
Condensers larger than 5:4 mf. were not tried, though I have no 
doubt that they would prove even more effective. | 

This experiment is very instructive as showing how very soon the 
metal arc becomes practically non-conducting after the current 
through it is interrupted, for if we consider that the current through 
the arc is reduced to zero at the instant of first connecting the con- 
denser, and remains zero unless the arc relighte, then the time 


required for the 0:6 mf. condenser to charge up to ( 1- 1), or 63 


per cent. of the supply voltage, i.e., 126 volts, is about s,A;,th of a 
second. So that we may consider that if the current through the 
metal arc is interrupted for about +}; of a second, even applying 
about three to four times the normal voltage,* will not cause it to 
relight. This is very different from the case of the arc between 
cored carbons, for it is well known that the current through a 10- 
ampere cored arc may be interrupted by opening a switch in series 
with it for, say, a quarter-second, and yet the arc will relight on 
closing the switch again, owing to the high conductivity of the 
vapour left, when the arc is extinguished. The comparison is, how- 
ever, not quite a fair one, as it might be expected that with the 
larger current, viz., 10 amperes used with the cored arc, more con- 
ducting vapour would exist than with the 3 amperes used for 
the metal arc, and that it would therefore take longer for the 
vapour column of a 10-ampere arc to cool down and attain a high 
resistance than that of a 3-ampere arc. 

In order to make a fair comparison, the metal electrodes were 
replaced by cored carbons and a 3-ampere arc obtained under as 
nearly as possible the same conditions as the copper arc. This 
cored arc could not be extinguished even on shunting it with the 
largest condenser, viz., 5'4 mf. [Experiment], and it was found 
necessary, in order to make the cored arc go out on shunting, to 
reduce the current through it to below 1 ampere; but with such a 
small current the arc is rather unstable and liable to go out even when 
not disturbed in any way. Two solid carbons were also tried, and 
the effecta were found to be intermediate between the cored arc and 
the metal arc, as a 2-ampere solid arc could just be put out by 
shunting with the 5'4 mf. condenser, whereas the 3-ampere metal 
arc always went out on being shunted with a condenser of as small a 
capacity as 0°6 mf., as already stated. 

The correct method of finding out whether the arc will relight in 
any given case after it has been extinguished on suddenly reducing 
the current through it, is the following :—Let a, fig. 10, be a curve 
which might be drawn between the P.D. which will have to be set 
up between the electrodes to relight the arc, and the time that has 
elapsed since the arc was extinguished; and B the curve that 
connects the actual rise in P.D. between the electrodes (i.e., between 
the condenser terminals) and the same time. Then the condition 
for the arc to relight is that the curve B touches or cuts the curve 4. 

Unfortunately we do not know much about the curve A between 
P.D required to relight the are and time except that it starts from 
the P.D. at which the arc was burning at the instant it was 
extinguished, and attains a final constant value equal to the P.D. 
required to spark across between the electrodes. We can, however, 


* Direct-current metal arcs as above usually require a P.D. 
roughly about 30 volte, 


form some idea of the steepness of the curve a at ithe commence- 
ment, for we know that, if the arc fails to relight, the curve a lies 
between the ordinate at the time of connecting the condenser and 
the curve B, that is the ordinate at time nought. "The shape of this 
latter curve, which represents the P.D. between the terminals of the 
condenser during charge, can be calculated from the known data ot 
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ihe circuit; thus with the copper aro mentioned above, which ia 
just extinguished by shunting with a condenser of 0°6 mf. capacity, 
E.M.F.in circuit being 200 volts, resistance 56 ohms, and eelf- 
induction of leads neglected, the curve B will start with an initial 
steepness of about 6 x 109 volts per second. In spite of this very 
rapid rise of curve B, it will generally fail to intersect the curve 4 
for the 3-ampere copper arc, so that the apparent resistance of the 
copper arc seems to increase at a very high rate after the current 


through it is stopped. 
(To be coneluded.) 


THE PARIS EXPOSITION OF 1900. 


By CARL HERING. 


(Concluded from page 1004.) 
THE telegraphone was one of the very few entirely novel inven- 


. tions of promising value exhibited. "This extremely ingenious 


and very interesting invention of Poulsen, a Dane, has been so 
thoroughly described in the journals that a mere mention will 
suffice here. It may be said to be a magnetic phonograph in 
which a long hardened steel wire is passed rapidly near the magnet 
of a telephone receiver, the magnetic variations of which are thereby 
recorded on it in the form of permanent magnetism. By then 
passing this wire under small pieces of iron attached toa diaphragm 
the same sounds are reproduced. I had the pleasure of hearing such 
a reproduction, and can vouch for the statement that it is mach 
clearer than from an ordinary phonograph, as there isan entire 
absence of that objectionable scratching noise, there being no 
mechanical contact at all. Its suggested applications are numerous, 
including duplex and multiple telephony. 

Those interested in the controversy between the vertical and 
the horizontal telephone switchboard found a good opportunity to 
compare them, as each was exhibited by its most ardent defender, 
the vertical board being advocated by one of our large and 
prominent companies, and the horizontal by a similarly prominent 
German company, which is introducing it in its country, notably 
in Berlin. The chief advantage claimed for the latter is that two 
operators sitting on opposite sides can use the same board. and that 
den the length of board for the same number of gubecribers is 

ved. 

Electro-chemistry was one the electrical classes in which the most 
pronounced recent development was shown, although the exhibits 
were not sufficiently complete to show the true state of that art. 
This branch of electrical science has opened what promises to be 
one of the important fields in which there is an opportunity for 
great development. Products which not many years ago existed 
only as rare and expensive specimens, and some which were not 
even known, are now made electrically by the ton. 

Electric furnaces were shown in operation. There was also а 
very fine exhibition of the extremely interesting collection of pro- 
ducts obtained by Moissan in his classical researches. Judging from 
two other large exhibits, copper is successfully deposited directly 
in the form of mechanically strong tubes, simultaneously with the 
process of electrolytic refining. A single company in Germany 
acd electrically about 5,100 ounces of gold and 24,000 of silver 
a i i 


* Inaugural address by the President at the 147th meeting of the 
ш, Institute of Electrical Engineers, New] York, October 
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A very large ozone apparatus was shown in operation, for steri- 
lising 200,000 cu. met. of water per 24 hours by the Marmier and 
Abraham process, but a confirmation of the claims made is very 
desirable. 

The interesting process of Goldschmidt for obtaining very high 
temperatures of about 3,000? C. by the combustion of aluminium 
mixed with metallic oxides was well exhibited and deserves mention, 
although only of indirect interest to electricians. The expense 
of the aluminium naturally limits its application, but this seems to be 
more than balanced in some cases by the other advantages. It is 
already in commercial use for obtaining pure metallic chromium and 
manganese for the iron industry, and for welding rails and tubes, or 
mending broken iron parts. | 

In accumulators there was shown a general tendency, though not 
a universal one, to use Planté positives and Faure negatives, a com- 
bination which seems to have given the leasttrouble. Accumulators 
are now the rule and not the exception in Continental lighting and 
traction stations. Now that the fundamental patents have run out 
in this country, we ought to use them more freely here. As an elec- 
trical fly-wheel and a comforting reserve in a central station, the 
accumulator has no equal. | 

It is impossible, of course, from mere inspection, or from cata- 
logue data, to judge of the success of the light weight accumu- 
lator for transportable purposes, notably for the automobile. But 
from the awards of the jury, which were based on reliable knowledge 
of their performance, the Fulmen, the Pulvis and the Pheonix were 
among the best of these; all three are French. 

The most satisfactory development in primary batteries is that 
inventors—or perhaps the capitalists—scem to have at last been 
convinced that it is cheaper to burn coal than zinc. 

A very interesting and promising method was shown in operation 
by its inventor, Rieder, for electrolytically engraving deep, hard 
stecl dies, such as are used for pressing the reliefs on coins and for 
embossed work in general. A porous negative of plaster of Paris, 
saturated with chloride of ammonium, is lightly pressed against the 
steel blank and the metal is dissolved off electrolytically by a 
current, wherever the negative touches it. The cost is said to be 
only half that of the usual hand method. 

The exhibitions of instruments were very fine, chiefly from France, 
England and Germany, but it would take too long to enter into a 
discussion of them here. That a d'Arsonval galvanometer is made 
with a sensitiveness of 1:2 x 10-19 amperes per mm. deflection, is 
of interest ; it is claimed to be the highest sensitiveness yet reached 
with that type of instrument. Among the station and laboratory 
instruments which are not generally used in this country, but 
which are very convenient, are the phase meters of Dobrowolsky, 
indicating directly the difference in phase. A curious, but charac- 
teristically European criticism of a certain world-renowned type of 
American instrument, was that “they are bad, because they are 
expensive." 

The very general introduction of micanite, an American invention, 
for generators and motors, is of interest. 

The electric plant supplying the Exhibition did not seem to be a 
success, judging from the very numerous stoppages, and the exces- 
sivc variations in the voltage. 

The largest number of electrical exhibits were naturally from 
France. Among the foreign countries Germany was far ahead of 
all'others in importance, and promises to become the leading manu- 
facturing country for electrical goods in Europe, if it is not so 
already. One company alone employs 14,000 hands, and ranks with 
our largest American company. It is of interest to us that this 
successful company uses American methods quite largely. The 
Reichsanstalt, that creditable German institution, has no doubt 
contributed to the rapid strides made by that country in the elec- 
trical industries, and shows what Government aid can do for the 
industries of a country. England has already started its electrical 
standards laboratory of the Board of Trade, a very interesting and 
creditable government department, which was shown to our Insti- 
tute this summer during its first official visit abroad. France has 
its“ Central Laboratory," and is considering the enlarging of its 
Government department; Russia has a large Government electrical 
laboratory. The United States alone, among the large countries, 
has practically nothing of the kind. 

Switzerland follows Germany in importance. The United States 
and England were inadequately represented in this department 
for reasons already mentioned, although there were some excellent 
exhibits from each. The lists in the catalogues cannot be taken as 
а guide in such a comparison, because a simple little device of no 
importance has the same prominence there as a large important 
exhibit of several thousand horse-power of machinery. Moreover, 
many Amcrican exhibitors who were entered in the catalogues, did 
notexhibit. In oneclass alone,the number of actual exhibitors was 
only 40 per cent. of that in the catalogue of the United States 
exhibits, and many of these were quite small. It would, therefore, 
not be just to judge thestate of this industry in our country by the 
exhibits or by the awards. 

A characteristic difference between American and foreign practice 
in manufacturing, for instance, such goods as dynamos and 
motors, is that herc the manufacturer establishes certain well 
studied and well developed standard types and sizes of machines 
once for all, and then reproduces them in large numbers, making 
the parts interchangeable. 
hand, constructs each machine according to the detailed specifica- 
tions of the one ordering it. He argues that if he should make 
bids with standard sizes in stock, the purchaser would accept the 
bid of someone else who would construct the machines exactly 
according to the specifications. As a matter of fact, however, it 
was noticeable that those companies which have adopted the 
American method, were, as a rule, the most successful. There is 


The foreign manufacturer, on the other . 


also a field in and around Paris, at least, for American methods of 
managing and operating electric tramways, as existing practice is 
there very poor. 

Another difference is that here the manufacturer, as a rule, 
devotes his whole effort to a single class of goods, and makes these 
in large quantities, while abroad he attempts to make a large range 
of widely different kinds of articles; this seems practical only 
when each branch is a large business in itself. 

Still another difference is in the fine external finishing of even 
those parts of an apparatus which are concealed. Their argument 
is that all parts of a well-made apparatus ought to look well, and 
that it will then be handled with greater care and respect. Here 
we would consider it a useless expenditure of money to polish all 
the concealed mechanism of arc lamps, for instance. The foreigner, 
however, is apt to judge our goods from his standpoint, at least 
until he can be convinced of their advantages. 

The Jury of Awards had many delicate questions to settle, both 
technical and diplomatic. While mistakes are possible, it is more 
than likely that complaints of exhibitors can generally be traced to 
unworthy or inadequate exhibits, or to circumstances beyond the 
control of the jurors. One half the jurors were French, and in the 
electrical group they were very liberal and generous to the foreign 
exhibitors, more so than to their own countrymen. If they erred 
at all, it was on the side of generosity, for which they deserve our 
thanks instead of abuse. Only two of the United States jurors for 
the electrical group were members of the Institute. 

The Electrical Congress was an international gathering of about 
1,000 engineers and scientists interested in the subject of electricity, 
and as a convention it was а great success, giving an opportunity of 
making many acquaintances and friendships among men of the 
same calling in widely different parts of the world. The French 
deserve great credit for its organisation and management. A large 
number of papers were read, varying in quality from very good to 
poor, reports of which have appeared, and are appearing, in the 
journals. The social features of the visits to the neighbouring 
electrical installations were well arranged and very enjoyable. Our 
Institute was represented by all of its six delegates, three of whom 
were elected officers of the Congress. All of the official United 
States delegates were members of the Institute. 

As a gathering of official delegates appointed by the various 
Governments to settle questions concerning units, this Congress 
came very near accomplishing nothing at all. Had it not been for 
the efforts of two of the United States delegates, both members of 
our Institute, this very important feature of the Congress might as 
well have been omitted. It was due to the convincing appeals of 
our member, Mr. C. O. Mailloux, that the Chamber of Delegates 
reversed its former decision to take no official action on units and 
names, and adopted without a dissenting voice the recommenda- 
tions of its committee, in which our Past President, Dr. Kennelly, 
ably represented our Institute. These adoptions were that the 
name of “gauss” be given to the C.G.S. unit of magnetic 
intensity or flux density, and “maxwell” to the C.G.S. unit of 
magnetic flux. The practical units will then generally be the 
kilogauss and the mega-maxwell All the other propositions of 
the Institute were withdrawn in committee when it was found that 
they could not be adopted. The only other action taken by the 
official delegates was a unanimous expression of opinion that elec- 
trical energy should be considered as a property to be protected by 
law like any other. 

The reason no further official action was taken concerning 
names and units, as suggested by the Institute, is, in the opinion 
of the writer, that our propositions were new to many of the 
delegates, not having been discussed fully in their different coun- 
tries before the meeting of the Congress. At the International 
Congress of 1891, at Frankfort, when our Institute endeavoured, 
through its delegates, to have the names gauss and henry adopted, 
the reason for the failure was the same, and in the report of our 
delegates* it was recommended that in future our propositions 
should first be thoroughly discussed in the societies and journals 
of the different countries, leaving to the Congress only the final 
decision on well understood propositions. Had this recommenda- 
tion been followed in the present case we might have accomplished 
still more. Any further recommendations of the Institute should 
be decided upon as soon as practicable and be made the subject of 
international discussion in the journals and societies in preparation 
for the next International Congress, whenever that may be. 

The first meeting which our Institute held abroad was a 
memorable event, and bids fair to be the beginning of a series of 
international meetings of electrical engineers. It brought the 
Institute into considerable prominence abroad, increaséd its in- 
fluence, and afforded great pleasure to those of its members who 
attended. When it was first suggested by a member of Council 
some years ago, to hold a meeting this year in Paris, the pro- 
position was met with some ridicule, but its success, and the bencfit 
the Institute derived from it, shows that the venture was not 
an unwise one, and that such meetings ought to be repeated. 
While we may have just pride in feeling that some branches of 
electrical cnginccring are better developed here than in other 
countries, and that our method of manufacturing certain classes 
of goods is superior, yct we should not forget that others who 
have worked equally hard in other countries often reach conclu- 
sions differing from ours, and which may well be worth our 
while to consider. Although our tvpically American practice of 
manufacturing standard types in large quantities and with inter- 
changeable parts undoubtedly has great advantages, yet that is 
the very method which tends to retard development in those 
types, as it makes one hesitate, perhaps too long sometimes, to 


* Trans, Amer. I. E. E., Vol. 8, p. 546. 
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make improvements. On the other hand, the typically European 
method of building almost every machine differently gives an 
excellent opportunity for developing them, but precludes whole- 
sale manufacture at reduced cost. Such International meetings, 
therefore, can hardly fail to be a benefit to all who take part, as 
they enable one to find, through personal observation and per- 
sonal intercourse, that which is the best the world over, just as 
our home meetings bring before us the best in ourown country. If 
we want to manufacture the best there is, especially if we want 
the foreigner to buy it from us, we should have international 
intercourse. 

In London, our sister society, the Institution of Electrical Engi- 
neers, entertained us with true English hospitality for three well 
filled days, with a most delightful programme, in which pleasure and 
instruction were harmoniously combined. It will long be remem- 
bered by the 28 or 30 of our members who attended, as one of the 
most enjoyable features of the whole meeting. In Paris the official 
joint meeting with the British Institution, held in the National 
Pavilion of the United States, through the courtesy of Commissioner 
Peck, was well attended and was followed by receptions of 
both institutions, visits to objects of interest, and the Elec- 
trical Congress, making a total of two well filled weeks of 
international intercourse between electrical engineers, and con- 
stituting one of the most important meetings in the history of 
the Institute. 

The suecess of our first meeting abroad should encourage us to 
follow the excellent example of the Institution of Electrical Engi- 
neers by making official visits to the different foreign countries to 
study their practice and examine their work. Our foreign colleagues 


will then be encouraged to visit our country, as many of them have 


promised to do next year on the occasion of the Pau-American 
Exhibition in Buffalo. 


THE GERMAN ELECTRICAL ENGINEERING 


INDUSTRY. 


(Concluded from page 966.) 


THE company's cable works on the Upper Spree were again 
extended, and have plenty of work, but complaint is made that, not- 
withstanding the high prices of raw copper and india-rubber, the 
pressure of competition prevents a corresponding rise in the price 
ofcables. As far as the glow lamp factory is concerned, the produc- 
tion exceeded that of the previous year by over 1,000,000 lamps 
The Nernst lamp has been tested in some of the small towns, and is 
now being introduced in Berlin, but the workpeople require properly 
training before it will be possible to turn out this type of lamp on 
a large scale. With regard to electric tramways, the company was 
interested in the construction of 70 lines, which are partly in opera- 
tion and partly in progress, of a total length of 108 miles, and an 
cquipment of 400 motor cars. At present 31 tramway plants are on 
order, and agreements have either been entered into or are in course 
of conclusion for a still larger number for the current year, includ- 
ing proposals for Buenos Ayres and Jassy. The report remarks further 


that 23 electricity works were either completed or extended during 


the year, and 26 others are either in course of construction or on 
order. It has already been mentioned that the company has under- 
taken contractor's work, and it should also be stated that it is also 
largely interested as an investor in numerous undertakings. These 
include the electro-chemical works at Bitterfeld and Rheinfelden, 
the Berlin Electricity Works, the Oerlikon Engineering Works, 
various tramways, and banks for the promotion of electrical enter- 
prises. The number of workpeople employed by the company on 
October 1st, 1900, comprised 17,361, of whom 8,246 are engaged in 
the engineering works, 2,808 in the cable factory, 1,150 in the lamp 
factory, and the remainder in other departments. 

The Elektricitats Aktien Gesellschaft vormals Schuckert & Co., 
of Nuremberg, is another undertaking which stands in the front 
rank of German electrical engineering works. The growth of the 
undertaking will be understood from the fact that in order to cope 
with the increasing business, it was found necessary to increase the 
share capital of £900,000. in 1895 to £1,125,000 in 1896, to 
£1,400,000 in 1898, and to £2,100,000 in 1899, and the 
dividends paid were 14 per cent., 14 per cent., 14 per cent., 
15 per cent. and 15 per cent. respectively during the five years. 
The ordinary capital has been supplemented by a bond issue of 
£1,000,000, half of which was raised over a year ago. As to the 
extent of the company's operations, it should be pointed out that the 
value of the output of the chief and branch establishments in Ger- 
many amounted to £3,850,000 in the past financial year as compared 
with £3,325,000 in the preceding 12 months, and the net profits 
were £462,451 and £320,901 respectively, or an increase of £141,550. 
Coming to consider the question of manufactures, the company's 
report notes that the number of dynamos and transformers con- 
structed advanced from 6,330 of 234,000 н.р. in 1898 to 8,242 of 
267,350 H.P. in 1899. The production of arc lamps increased by 
25 per cent., measuring and controlling instruments by 20 per cent., 
nud electricity meters by 75 per cent. An interesting reference in 
the report deals with the contentious question of depreciation; 
It is shown that the following percentages were written 
off for depreciation in accordance with the practice pursued in 


1898 :—Buildings, 2 per cent.; machinery, 10 per cent.; laboratory, 


15 per cent.; tools, 25 per cent.; and patterns, 60 per cent. It has 
already been remarked that an increase in the share capital to the 


extent of £700,000 was made in 1899. Of this sum £600,000 was 
issued for the purpose of acquiring shares in the Continental Com- 
pany for Electrical Enterprises, of Nuremburg. This transaction 
was completed last April, and the Schuckert Company now holds 
28,820 shares in the Continental Company, to whieh reference may 
be made on a future occasion. As an investor the company is also 
interested in the Austrian Schuckert Company, the Rhenish 
Schuckert Company, and the British Schuckert Electric Company, 
the Russian Schuckert Company, the Compagnie Creil, and other 
undertakings. The report states that the business of the English 
company has been slowly developing, although it has been largely 
successful recently. During the past financial year numerous 
central stations were completely equipped by the company and 
machinery supplied to others, and in addition to Germany, plant 
was delivered for the Antwerp electricity works, the Athens Gas 
Company, the Madrid tramways, and the Turin tramways. At the 
present time many works are in progress, including the equipment 
of the tramways in Christiania, 4,000 н.р. for electro-chemical pur- 
poses in Italy, whilst the company has undertaken the construction 
of water-power plant for a Norwegian company at Kykkelsrud, 
where 50,000 н.р. is to be brought into industrial use. The company 
now employs 1,082 officials and 7,413 workmen in its German 
establishments. 

The Union Elektricitäts Gesellschaft, of Berlin, which controls 
the Thomson-Houston tramway system in Germany, was first estab- 
lished in 1892 with a share capital of £75,000, and has a good record 
for a comparatively young company. In 1895 the capital was 
increased to £150,000, and in 1898, when the company acquired the 
electrical department of Messrs. Ludwig Loewe & Co., it was raised 
to £900,000. The company has paid a dividend of 12 per cent. in 
three successive years on a capital of £150,000, and the distribution 
for 1899 was 10 per cent. on £900,000. Since then it has been 
decided to issue further capital to the extent of £300,000, thus 
bringing the total to £1,200,000, and to raise a loan of £500,000 st 
the rate of 44 per cent. It is understood that the company is 
intimately connected with Messrs. L. Loewe & Co., and the busi- 
ness of the former for the current year is characterised as 
satisfactory. 

The Elektricitáts Aktien Gesellschaft vormals W. Lahmeyer and 
Co., of Frankfort-on-the-Main, ap to have made noteworthy 
progress since 1894, when a loss of about £1,000 was incurred ona 
share capital of £85,000. In 1895 a dividend at the rate of 5 per 
cent. was paid on that amount of capital; in 1896, when the capital 
had been raised to £117,500, the distribution was increased to 8 per 
cent. ; in 1897, with a capital of £200,000, to 10 per cent. in 1898 to 
11 per cent., and in 1899, when the capital was advanced to 
£300,000, the dividend paid also amounted to 11 per cent. The net 
profit for the past financial year reached £60,600, as compared with 
£37,334 in 1898. In April last it was decided to further increase 
the capital by an issue of £200,000, which has been subscribed by 


the shareholders and the Darmstadt Bank. With regard to the 


works carried out by the company during the past year, the 
mentions the power installation completed at Henrichenbarg on 
Dortmund-Ems canal, for the purpose of lifting vessels from 
one level of the canal to another. The utilisation of the gases from 
blast furnaces and coking ovens has also occupied attention, and 
installations were undertaken—one of 2,500 H.P. at the Rombach 
ironworks in Lorraine, and a second of 650 н.р. at the Marhirch 
ironworks in Alsace. A central station was equipped at Munster, 
Westphalia, with four gas engines each of 250 н.р., together 
with the necessary gas generating plant. This is tbe 
first municipal station which has been designed according 
to this system on such а large scale in Germany, and the 
installation is further noteworthy by reason of the operation in 
connection therewith of an electric tramway 54 miles in length 
Apart from the supply of plant for tramways and central stations in 
Germany, the company has gained a footing in Russia, where 
branches have been established in Moscow, Warsaw, and Kieff. The 
development of the business will, however, soon necessitate the forma- 
tion of a separate Russian company in order to undertake the work 
in that country. A short time ago the company had in its employ 
564 officials and 1,700 workmen. The latest information to hand is 
to the effect that the company has secured the contract for the supply 
of all the engines and electrical plant of 25,000 н.р. required by thc 
Charing Cross and City Electric Lighting Company. It is reported 
that the order has been obtained in open competition between the 
leading firms in England, Germany, France, Belgium, Switzerland, 
and the United States. 

The Helios Aktien Gesellschaft, of Cologne, has apparently not 
been so prosperous during the past year as in 1898, but this is pro- 
bably due to the large increasé in the share capital. Nearly a month 
ago, when the directors held a board meeting, it was stated that a 
net profit of £83,152 had been realised for 1899, as against £79,604 
in the preceding year. In 1898 a dividend at the rate of 11 pet 
cent. was paid on a capital of £400,000, whereas for the past year 
the distribution will be made on £750,000. It is announced that 
the distribution for the past year will be at the rate of 7 per еси 


— öä7il[rpp;;;; 


Richmond.— The Corporation Tramway Committee wil! 
oppose proposals by the London United Tramways Company. for 
extensions in the borough, and recommends that when the time 
comes (in 1903; the Corporation should exercise its option to buy пр 
the already existing lines in Richmond. The Esher U. D. C. hace 


also decided not to consent to the local tramwa th 
London United Company. у proposals of the 
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THE DEVELOPMENT OF THE ELECTRIC 
CONDUIT TRAMWAY SYSTEM. 


Some interesting remarks on the historical side of the electrical 
conduit system have been recently contributed to the Brooklyn 
Engineers’ Club by Mr. F. G. Cudworth. Not only are the historical 
facts of value, but some useful information is given concerning the 
construction of one or two of the conduit lines in America. The 
author goes so far as to assert that if it had not been for the stub- 
born and persistent refusal of the municipal authorities of New 
York City to consider any form of electric traction which contem- 
plated the use of overhead wires, we should have had few experi- 
ments on underground construction after the disastrous failure on 
the West-End Road.; 

For some three or four years the New York City Tramways con- 
structed a considerable length of line on the cable system, but 
apparently 25 miles of this system was sufficient to show that, in 
spite of the improvements in the cable, a system as large as that 
operating on Manhattan Island, with its gigantic power plants 
and underground vaults—many of these containing sheave- 
wheels a score of feet in diameter—can only be built and 
operated at a tremendous expense. It was recognised that 
the enormous cost of cable construction would alone limit its 
expansion, and the directors of the Metropolitan Street Railway 
Company cast about for some other form of mechanical traction which 
would equal, and if possible, be an improvement on the overhead 
trolley. As a matter of fact, the New York Company, after pro- 
longed investigations, decided to adopt the conduit system, and one 
which was similar to that at Buda-Pesth, with certain modifications. 

In the first two years of operation of the Lennox Avenue Road, 
certain mechanical faults were discovered, but atter these had been 
rectified there was no further serious interruption of the service, 
although the road had been in continuous operation 24 hours a day. 
Snow gave much less trouble than was expected, aud the author of 
the paper is of opinion that the conduit system can be 
operated under all climatic conditions without anyimore difficulties 
than will be met with in running any form of mechanically-operated 
road. It is stated that the design adopted by the New York Tram- 
way Company has been too heavy, and in later extensions the heavy 
construction has been modified in a very marked degree. The ten- 
dency of the Metropolitan construction was towards a firm unyielding 
road-bed, while that adopted on the Third Avenue Road has been 
the opposite. The latter company, in its new construction, returned 
to the old form of a longitudinal stringer beneath the tram rail, 
and in the reconstruction of its old cable lines the company placed 
a stiff spring beneath the rail base to give elasticity to the road. 
It is claimed that it is a comparatively easy matter to construct a 
track for a steam or overhead trolley road, but when it becomes 
uecessary to coustruct a longitudinal slot, the edge of which over- 
hangs the support, and to maintain this slot at a uniform width 
under all conditions of temperature and traffic, the problem becomes 
extremely difficult. 

Many of the common kinds of paving material, granite, wood, &c., 
expand to a cousiderable extent under different climatic conditions, 
aud with а slot in the street the tendency is to expand in the direc- 
tion of the slot, consequently it is necessary to construct the slot 
sufficiently strong to withstand this expansion. This has been pro- 
vided for in the more recent construction by using a comparatively 
heavy yoke. 

Certainly expansion is a serious matter, because the shank of the 
. plough is # inch thick, and the slot only ў inch, leaving a clearance 
of p inch between plough and slot rail. In addition to this, the 
slot rail is subject to a heavy strain from loaded trucks passing over 
it; consequently the rail and yoke must be proportioned to meet 
these excessive strains without being deflected or closed up, and the 
foundations necessary to support these yokes must be of a most 
substantial character. In the track work adopted in New York 
City the yokes are placed 5 feet apart, centre to centre, every third 
yoke being a so-called box yoke; this is a cast-iron yoke made 
heavier than an ordinary yoke, and arranged to receive the insu- 
lators for supporting the conductor bars. The foundations are in all 
cases of concrete, usually 6 inches from the top to the base of the 
yoke, and tamped in around it in the same manner that ballast is 
used in steam railroad work. Feeder ducts are usually laid along the 
outside of the rails in connection with the track work, enough being 
put down to supply the present traffic and to provide, as far as 
possible, for future growth. 

Manholes are built about every 400 feet to allow of connection being 
made with the feeder cables and the conductor bars. These man- 
holes are generally about 5 feet wide and 4 feet deep, and are long 
enough to admit of repairs being made to the cables and for a new 
one to be drawn in when removing the street pavement. The con- 
duit itself is connected with cleaning manholes at from 95 to 126 
feet apart. In the earlier construction it was the common practice 
to place the cleaning manholes 200 feet or more apart, but it was 
found that the rapid accumulation of mud, which made it necessary 
to clean the conduit at least once a month in summer and oftener 
during the winter months, was so large that difficulty was expe- 
rienced in pushing the same to the manholes. This was particularly 
ihe case with snow which, finding its way into the conduit, 
was softened by the difference in temperature, and in a number 
of cases packed hard enough to break the plough before it was 
pushed to the manhole. In operating the road, current is taken 
through a feeder cable to a T-shaped conductor bar. These bars are 
in 30-feet lengths, supported at each box-yoke every 15 feet by a 
heavy bottle-shaped insulator. The form of the plough has been 
previously mentioned in these columns; it consists of a steel shank, 


attached to the truck of the car and provided at its lower end with 
two steel springs, to which are affixed cast-iron shoes shaped like a 
large spoon bowl. These shoes slide along the conductor bars, and 
take the current from the bar to the shoe. From the shoes insulated 
copper wires lead to the motor. : 

The path of the current is from the positive bar to the cast-iron 
shoe, thence along the insulated wire to the motor; through thc 
motor to the wire on the opposite side of the plough, thence to the 
negative shoe ‘and conductor bar. The conductor bars are 
divided into nine sections. 

The weight of the rails used has been steadily increasing until at 
the present momeut it has exceeded that used by steam roads. 
The weight in 1898 was 107 lbs. per yard for the tram 
rails, but this year a 60-fect girder rail, weighing 109 lbs. per yard, 
has been adopted, while that used for the reconstruction of the 
Broadway cable is a 71-feet girder weighing 107 lbs. per yard. It 
appears that cast-weld joints have been used between the rails, and 
are said to have made a marked difference in the ease of riding. The 
cost of the cast-weld joint is stated to be roughly 18s., which 
includes cleaning the rail with the sand blast and furnishing all 
material necessary to properly weld it. 

Including the cost of excavating aud relaying round the joint 
brought the total up to £1 9s., this at the present market price of 
steel rail in New York being a little more than half the cost of 
replacing with a new rail. 

The author concludes by saying that as regards the cost of under- 
ground conduit construction, it is almost impossible to give an 
intelligent answer, owing entirely to the local conditions. This is 
especially true in New York City, where account must be taken not 
only of numerous sub-surface obstructi:ns, such as pipes, drains, 
sewers, &c., that must be taken up and relaid, but entire streets in 
a large number of cases have to be repaved. All this abounds when 
the extremely high price of special work tends to bring the average 
cost per mile of singletrack to about £18,000, including feeders Out 
side of New York City, where there are lots of stringent rules relating 
to the relaying of old pavements, and where there are less sub- 
surface obstructions, the underground electric conduit system 
can be installed for £7,000 to £10,000 per mile of single track, 
but the actual cost per mile of single track under the New York 
Construction has been as high as £30,000, while special work at 
junctions has cost much higher. In one case it cost for special work 
alone close on £14,000, and in one instance one double cross over 
and two double track turn-outs actually cost £19,000. ; 


CURRENT SPECIFICATIONS. 


XLIL—LEEDS LIGHTING STATION EXTENSION PLANT. 


SUMMARY. 


Scope of Tender.—Two 1, 400-K w. two-phase steam alternators, and 
one separate surface condensing plant capable of dealing with the 
exhaust steam from a 2,000 1. H. P. engine. 

Type of Engine.—Engine may be either (ит) vertical compound 
running at not more than 85 revolutions per minute; (b) vertical 
triple-expansion running at either about 85 or 200 revolutions per 
minute. 

Important Factor in determining Choice of. Plant.—Small floor 
space occupied, the size of engine-room being limited, and great 
importance being attached to accommodating the greatest number 
of units. 

e Steam Pressure Available.—If compound engines are selected, 
150 lbs. per square inch; if triple-expansion, 170 lbs. per squaro 
inch. 

Emergency Load of Plant.—1,540 kw. = 10 per cent. overload, 
for a period of two hours. 

Normal Load of Plant.—1,400 Kw. at 2,100 volts at normal speed. 
The plant to be capable of developing full load when power factor 
of external circuit = 0°8. 

Type of Alternator.—To have stationary armature and revolving 
tield magnets, both motinted on iron cores. 

Position of Alternator.—To be placed end-on to the engine with 
independent bearings. 

Periodicity of Circuit —50 ~ per second. 

Specisied Temperature Rise. Not to exceed 45° F. above sur- 
rounding atmosphere after 12 hours’ continuous running on a non- 
inductive load of 1,400 Kw., or 70° F. after 6 hours’ continuous 
running at 1,400 Kw. on a circuit having a power factor of 0°8. 

‘Temperature rise to be measured thermometrically immediately 
after stopping the machine. 

Range of Regulution.—Not to exceed 6 per cent. between no load 
and full load with constant speed and excitation on non-inductive 
load, or 20 per cent. on au inductive load having a power factor 
of 08. 

Voltage Variation.—The variations in voltage between the two 
windings when one is fully loaded and the other open-circuited 
must not exceed 34 per cent. | 

Fly-wheel Egect.—To be stated by tenderer in his offer. 

Euciter.— To be shunt-wound, of ample capacity, aud direct 
coupled to alternator. 

. Condensing Plant.—To be of surface type, with not less than 3,400 
square feet of cooling surface, and steam-driven air and circulating 
pumps. 

Steam Consumption Guarantce.—To be stated by teuderer in his 
offer. 
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Specified Date of Completion.—Fifteen months from date of order. 

Penalty for Late Completion.—One-half per cent. per week on con- 
tract sum for either steam altcrnators or condensing plant. 

Period of Maintenance.—Nine months from date of completion. 

Terms of Payment.—80 per cent. during progress on value of 
plant delivered and work executed on site; 10 per cent. three 
months after plant bas been taken over by Corporation; 10 per cent. 
six months later. 

Stipulations as to Wages Paid to Workmen.—Unsatisfactory. | 

Stipulations as to Removal of Foreman.—Satisfactory. 

Arbitration Cluuse.— Unsatisfactory, see comments below. 

Date for Receipt of Tenders,—January 5th, 1901. 


This is the second time during the present year that the 
Leeds Corporation have been in the market for generating 
plant. In May they issued specifications for two 630-Kw., 
two-phase 50 ~ steam alternators, and now two 1,400-Kw. 
sets are required for delivery within 15 months from 
date of order. Both specifications have been 
by the electrical engineer to the Corporation, Mr. H. 
Dickinson, A. M. I. C. E., M. I. E. E., and from the technical 
standpoint there is little difference between them. The 
principal ones are that not only triple- expansion vertical high 
speed engines, but also vertical low speed, either triple- 
expansion or compound, may be offered. In the case of high 
speed plant, 200 revolutions per minute is the limit, in the 
case of low speed, 85 revolutions per minute is specified. 
The permissible temperature rise is also lower ; in place of 
60° F. after 12 hours continuous working at normal full 
load, 45° F. is specified on a non-inductive circuit, and 
70° F. after a similar run at normal load on a circuit having 
a power factor of 0:8. 

The special attention which Mr. Dickinson pays to good 
results on inductive circuits having low power factors, proves 
his belief in the suitability of two-phase currents for motor 
work, and it will be interesting to note whether this antici- 
pation will be realised. 

In the previous specification, a steam consumption of 
26 lbs. per K.w.-hour at full load, was asked for under a 
bonus or penalty of £200 per 1 lb. of steam per Kw.-hour. 
No figure is specified at the present time, but tenderers are 
asked to state the figure they will guarantee under a bonus 
or penalty of £400 per 1 lb. of steam per Kw.-hour, or pro 
rata for parts of a pound. 

A number of details respecting the construction and anti- 
cipated performance of the generating units are asked for, 
and must be sent in with the tender. 

The general conditions have been considerably altered from 
those issued with the last specification, and commented upon 
in our issue of May 25th last. 

We then criticised the arbitration clause which, by reason 
of its limited application, we deemed very inadequate. In 
the present contract, even this has been withdrawn, and the 
engineer is made the sole arbiter in case of dispute. 

To enable our readers to appreciate the present position, 
we print the two clauses :— » 

Ав іп use last May :— 

In case any dispute or difference whatsoever shall at any time or 
times hereafter arise or exist between the contractor and the Cor- 
poration touching their respective rights or obligations under the 
said contract, or the fulfilment or non-fulfilment thereof or 
incident thereto, other than such matters as are herein specifically 
directed to be referred to or decided by the engineer as mentioned, 
such dispute or difference shall from time to time, at the instance or 
request of either party, be submitted to and decided by the arbitration 
of two arbitrators, one to be nominated by the contractor and the other 
by ‘he Corporation, and the proceedings under and consequent upon 
the said last-mentioned reference shall be conducted, and any 
award or awards to be made thereunder shall be subject to and be 
governed, conducted, and affected by all the incidents, conse- 
quences, and effects of a reference to two arbitrators under the pro- 
visions of the Arbitration Act, 1899. 

As now proposed :— 

In the event of any difference of opinion, doubts or disputes arising 
respecting the meaning or intention of the drawings or specification, 
or these conditions or the contract, or any part or parts thereof 
respectively, or respecting the quality of the materials, matters, and 
things to be supplied by the contractor, or the execution of the 
work or any part or parts thereof respectively, or respecting any 
other matler or thing whatsoever arising out of or ineidental to the con- 
tract, the same shall be end are herchy referred to the engineer, whose 


award, order, and deciston shall be final and blading on both | 


partics, and the submission hereby made shall not be revoked by 
either party hereto, and may бе made a rule of any Divisional Court 
of Her Majesty's High Court of Justice, at the instance of either party 
to the contract, and cither party to th: contract may instruct counsel to 
appear and cunscnt lo such rule on bchaly of cither party. 


а | 


The differences will be seen at once. We do not know the 
reasons which have influenced the Corporation in making 
the change, but we consider their present attitude quite 
unjustifiable, and we strongly recommend all tenderers to 
stipulate for the insertion of an unlimited arbitration clause 
in the final contract. 

In our remarks upon the labour clauses, which have not 
been altered, we pointed out that if they were rigidly enforced 
they would press unfairly upon the British manufacturer, who 
could be sued for any breach of them, whereas his foreign 
competitor was not. We are pleased to see that in the 
present instance it is distinctly stated in the advertisement, 
“ Preference will be given to lenders for plant of British 
manufacture.” 

These clauses were reprinted in full in our issue of May 
25th, and we refer our readers to that issue. Those most 
objectionable are, however, the following :— 


(c) The foregoing conditions shall not apply to auy trade cr 
trades during the existence of a general lock-out in such trade or 
trades. The Corporation shall be the sole judges as to whether such a 
general lock-out exists. 

(e) The contractor shall, to the satisfaction of the Council, provide 
and keep proper books, in which shall be correctly and promptly entered 
Jrom time to time the names of, the wages paid to, and the hours of 
labour observed by, all workmen employed by him, whether in or 
about the execution of the contract or otherwise, and shall from time 
when required by nolice in writing under the hand of the town clerk 
produce the same or any of them to him or the deputy town clerk, who 
shall be at liberty to inspect and take copies of or extracts therefrom. 

(g) In case of any breach by the contractor or by any person to whos 
the contract or any part thereof or interest therein may be transterre|, 
assigned, or underlet of any one or more of the stipulations in this 
clause contained, it shall be lawful for the Council to determine 
the contract in the £ .ne manner, and to Ithe same extent, as they 
have power to determine the same under Clauses 8, 16 and 29 of 
these stipulations in the events therein specified; and if the con- 
tract shall be determined under this present power, then all the 


provisions of those clauses shall apply as if the contract had been 


determined under those clauses. 


In the event of any repairs being necessary during the 
period of maintenance, the clause referring thereto is so 
worded, that the onus of proof of cause of damage rests 
with the absent contractor. We do not consider this just; 


while the contractor ought to be liable for faults due to 
defective workmanship or material, the onus of proof should 
rest with the purchaser, subject, if disputed, to the decision 
of the arbitrator. "The clause reads :— 


The contractor shall guarantee the soundness of all the work, and 
shall at his own cost and charge keep the same in good and efficient 
order, repair, and condition until the final payment shall be dne, 
and shall make good all defects which may appear in the work, and 
take the risk of all accidents and damages arising therefrom that 
may occur during that period, and shall, from time to time, upon an 
order in writing from the engineer, immediately repair, restore, or 
make good such work to the complete satisfaction of the engineer 
and the Corporation. If such repairs are not executed within seven 
days after such order, the Corporation may execute the required 
work in any mode they may deem advisable, and reimburse the 
Corporation out of any money due to the contractor, or recover the 
amount of such expenses by action at law. , however, the om- 
tractor shall satisfy the engineer that the defect or repair is due to sans 
ascertained cause other than a defect of consiruction, workmanship or 
material, the cost shall be borne by the Corporation. 


The remaining clauses, though in part slightly more 
stringent than the old ones, are not of such a character that 
serious objection may be taken to them, though doubtless 
the careful tenderer will ask that some of them may be 
slightly modified if his offers are recommended for accept- 
ance. 


REVIEWS. 


The Lead Storage Battery. Ву DEsMonD G. FITZGERALD. 


The storage battery has long been an important adjunct 
to every well-designed lighting or power plant, cither public 
or private, yet there is no part of the installation of which 
the average engineer has less knowledge, and consequently 
the battery does not receive the same amount of intel 
care and attention that is given to the other portion of il 
plant, with the result that it suffers in consequence. 

Everything, therefore, which helps to the better know- 
ledge of the theory and construction of the storage batten 
must be welcome, and it would be well if this book wr: 
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read by every engineer who has a storage battery under his 
control, as in any case it would teach him the combinations 
and reactions which take place during the working of the 
battery, and must impress upon the reader why careful treat- 
ment is necessary in order to ensure the best results. 

The title of the book (* The Lead Storage Battery: its 
History, Theory, Construction and Use“) represents a very wide 
subject, and full justice could scarcely have been done to it in 
а book containing only 380 pages ; but as there is but little 
said in its pages concerning the use of the storage battery, 
and very little, except a few patent specifications, on its con- 
struction, the book really deals chiefly with the history and 
theory of the lead storage battery, and its title might well 
have been shortened in this sense. It is mentioned on the 
title page that the book is illustrated, but, if we except 
diagrams, which can scarcely be called illustrations, we find 
that the whole of the book contains only three illustrations. 

A good table of contents is given at the commencement 
of the volume, which shows at a glance the matter touched 
on in the various paragraphs and chapters. This table also 
indicates that the arrangement of the paragraphs has not 
been very well thought out. As an instance, although in 
Chapter I. the weight and thickness of active material is 
discussed, and even local action explained, it is not till 
Chapter II., p. 22, that any description is given of the 
methods in which the various forms of plates are made, or 
that any idea is given to the reader .of the nature of the 
essential parts of which a storage battery consists. Three- 
fourths of the printed matter is taken up by the discussion, 
or rather by the description, of the various theories which 
have been advanced from time to time as to the exact 
chemical reactions which take place in batteries during 
charge and discharge, and the reader is thus given an insight 
into the work of Gladstone and Tribe, Frankland, and others ; 
to this is added a number of interesting experiments made 
by the author personally, and which are probably given here 
for the first time. The book is essentially one written from 
the point of view of a chemist, or, at any rate, of a writer 
who is only dealing with the laboratory side of the question ; 
the reader is reminded of this continually Шоо the 
book ; in fact, it appears to be its most serious defect that, 
although the various theories in connection with the chemical 
and physical properties of batteries are for the most part 
carefully set forth and clearly explained, no consideration 18 
given to mechanical structure or strength of the plates, and 
very little to the various details necessary in order to make 
the storage battery a useful commercial article. Further 
than this, the book appears in some points to presuppose a 
considerable knowledge of secondary batteries by the reader, 
yet, on the other hand, parts of it are severely elementary in 
character, such, for instance, as the calculation of the 
number of plates in a given receptacle, or when the author 
says the number of plates should be an odd one. For the 
reason mentioned above, it follows that a very large amount 
of chemical knowledge is assumed, rather more, in fact, 
than the average engineer can be expected to possess. 

Pp. 220—236 are given up to discussion on the 
nature and properties of celluloid and its chief component, 
pyroxylin. This appears to be a somewhat large amount of 
space to devote to such a subject, since it is now generally 
admitted that this substance is unsuitable for use in storage 
batteries. This section of the book ends with a couple of 

ages on the treatment of inventors which, however 
important from the author's point of view, is surely a personal 
matter which would have been better omitted, as it certainly 
does not essentially belong to the problems connected with 
the lead storage battery. While mentioning this subject, it 
may be well to point out that p. 40 also contains a 
personal paragraph which would have been better omitted. 
These form serious blemishes, and should surely be removed 
in any subsequent editions of the book. 

On pp. 190 to 193 is given an account of an interesting 
experiment, made under the supervision of the author, on an 
affluidic electrolyte. Unfortunately the experiments were 
not continued sufficiently far to give any conclusive result, 
merely showing that during the initial stages, at any rate, 
the ordinary acid is very much superior to the affluidic 
electrolyte. 

"Chapters VIII. and IX. are devoted to the discussion and 
calculation of the E.M.F. of the storage battery from the 


theoretical work and heat units, using the generally accepted 
values of calorific equivalents, The author fails altogether 
in fitting his theoretical figures to practical resulte, even 
although he places the average electromotive force of a cell 
discharged from 2 to 1°85 volts at 1°93 instead of 1°96 volts. 
The possible explanation given is far from convincing, aud 
it would perhaps be better to concede that the figures given 
in the table of kilocalories on p. 139 are probably incorrect 
for storage battery problems, being obtained under condi- 
tions which do not occur in such cells. The question of the 
nature and density of electrolyte is touched on in various parts 
of the book, yet, considering the importance of this subject 
and its bearing both on the reactions which take place and 
the E.M.F. of the cell, it does not seem that it has received 
the attention which it deserves. 

On p. 154 the writer shows that it is due to the late Sir 
Edward Frankland that the specific gravity method for 
indicating the state of charge of a battery is adopted. Yet on 
p. 310 he implies that this was due to Sir William Preece. 
The writer also takes the specific gravity for the fully 
charged E.P.S. cells as 1:190, whereas, according to the 
company's instructions, it should be from 1:200 to 1:210. 

The last few chapters give descriptions of several well- 
known traction cells at present maufactured in America and 
on the Continent. The descriptive matter is, however, of a 
very limited nature. ‘These chapters also contain data of 
such cells illustrated by curves showing the ampere-hours 
per pound of plate, and per pound of cell at various rates of 
discharge, all of which are compared with standard E. P. S. 
lighting cells. Unfortunately these curves, and, in fact, the 
figures generally, are not accompanied by the necessary 
details to allow the reader to judge of their value, for, as the 
author himself points out on p. 261, such details as total 
number of plates, distance apart, size of plates, are very 
essential in order to make such comparisons of any value. 
Apparent discrepancies in the figures given would probably 
be removed if fuller details were added. The part of the 
book dealing with the history of the several companies 
formed to manufacture various types of cells is interesting, 
although on one of the companies, at any rate, the author's 
comments appear to be very severe. 

It is difficult to understand why the author calls the 
Faure-King cell, manufactured by the E.P.S. Company, the 
* Faure-Thomassi" cell Further, the Marchenay patent 
(mentioned as being 1895, instead of 1885) is not the first 
dealing with cells manufactured by what is known as the 
Chloride method, as F. Maxwell Lyte described this form of 
cell in his patent in 1883. 

Why the private correspondence between the author and 
Sir W. H. Preece has been published on pp. 200 and 201 
is somewhat of an enigma, as surely it has no bearing on the 
subject. 

On p. 198 the author speaks of the internal resistance 
being diminished by the use of the semi-fluid electrolyte of 
M. Lambotte ; this should be increased. 

From this brief survey it will be seen that while the book 
is not without faults which will doubtless be removed in sub- 
sequent editions, yet it has its sterling good qualities. It 
has already been said it should be in the lands of every 
engineer who has anything to do with storage batteries ; it 
can be confidently placed in the hands of advanced students 
who already have some acquaintance with the subject and 
some knowledge of chemistry, and to the specialist it should 
prove valuable, both in giving concisely many of the theories 
already advanced and also as a guide to show in what 
direction further investigation is likely to produce good 
resulta. 

The binding aud paper are scarcely as good as might be 
expected in a book of this character. 


The “ Mechanical World” Pocket Diary and Year Book for 
1901. 


The fourteenth issue of this excellent publication has been 
increased in size, and the section on electrical transmission 
of power has been considerably amplified, extending now to 
polyphase current working. The clear wording, and the 
ee of information condensed into a small space, make 
this section highly creditable to the compiler. Moreover, we 
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have observed no mistakes or inaccuracies of any consequence 
therein. We need not say that we strongly recommend this 
well-known pocket-book to our readers. 


Fowler's Mechanical Enyineer’s Pocket-Book, 1901. By 
W. H. Fow er, Wh. Sc., A. M. Inst. C. E. Manchester: 
Scientific Publishing Company. 


In a previous review of this handbook we pointed 
out a large number of errors in the electrical section; 
many of these have been rectified in the present 
issue. Of the more important that remain, the 
substitution of « for 0 — a on p. 281, the misprints 
* voltameter " for © voltmeter " on p. 225, and the incorrect 
temperature formula on p. 196 are the chief. The use of 
the sign & in mistake for a (pp. 196—198) is more amusing 
than misleading; a similar slip is y for 7 on p. 229. The 
Aron meter section remains apocryphal, but for the remark 
that the clocks are now made self-winding. The air-gap 
ampere-turns calculation on p. 236 is still wrong, and the 
formula for eddy currents on p. 293 is misprinted, as also is 
that for the resistance to traction, p. 331. 

There are still innumerable typographical errors which 
greatly mar the section; but on the whole the section is 
better, and is much less amusing than it was. No great addi- 
tions have been made to the book, the total number of pages 
being unaltered. 


The “ Prucheal Engineer”? Electrical Porket-Dook, 1901. 
Manchester: The Technical Publishing Company, 
Limited. 


This useful pocket-book has been re-issued in good time 
for the new year ; it has been considerably extended, various 
tables having been added and others revised. We regret, 
however, to see that the errors pointed out in our review of 
the first edition remain for the most part unrectified. "The 
knot is still a length instead of a velocity ; the watt is 44} 
foot-pounds; the  three-wire system is again libelled, 
being placed among methods of wiring, and credited with 
only half its economy of copper. In the moving coil 
galvanometer, the currents are said to vary as the fungen/s 
of the deflections. Energy is referred to in watts on p. 66, 
The standard temperature of Her Majesty's ohm" is mis- 
printed as 8574? instead of 15:4? C. | 

Besides those previously pointed out, we have noticed 
several other mistakes ; but we do not propose to waste 
space upon them, seeing that the corrections are not made. 
Errors in a first edition are inevitable ; their repetition in 
later editions is inexcusable. | 7 


The * Practical Engineer” Pocket-Book, 1901. Manchester: 
The Technical Publishing Company, Limited. 


This excellent annual has been revised and several additions 
made, including the Civil Engineers’ recommendations on 
the standard of efficiency of steam engines; notes and 
tables on the temperature-entropy diagram; a table of 
multipliers for the initial, mean, and terminal pressures of 
steam for a wide range of expansions; and various other 
useful tables. We can have no hesitation in cordially recom- 
mending this well-known book to our readers. 


_ The Practical Electrician's Pocket-book and Diary, 1901. By 

Н. T. Crewr, M.I.M.E. London: S. Rentell & Co., 
Limited. 

This is the third annual issue, revised and enlarged, of 
this neat little handbook. The index is still wanting, the 
Contents table being very inadequate to take its place. We 
regret to see that the definitions of electrical terms remain 
uncorrected, except in one or two instances. One cannot repose 
entire confidence in a book which errs in its very fundamental 
propositions. A large amount of information on all branches 
of electrical industry is given, including some useful notes 
on the erection of various systems of wiring. The book 
cannot fail to be useful to a large number of electricians, and 
the detachable printed forms are likely to be very ser- 
viceable. 


Manual of Electrical Undertakings, 1900-1901. By Ell. Ek 

GARCKE, 

Mr. Garcke’s admirable manual is a most valuable publi- 
cation for all who are interested in the electrical industry, 
particularly its financial side. Everything of any conse- 
quence in relation to electricity supply, traction, manu- 
facturing, telegraph and telephone purposes, companies and 
also municipalities is most conveniently arranged for ready 
reference, The manual has now reached its fifth year, and 
the 1900-1901 edition before us naturally contains 


. much more information than those of previous years. As the 


industry grows, such publications must also grow with it, bat 
although there are some hundreds more pages than in the 
last edition, the book is less bulky, as a thinner paper is 
used, 


THE INSTITUTION OF ELECTRICAL 
ENGINEERS. 


Wk have already devoted so much space to the equipment 
and doings of the Electrical Engineer (Royal Engineer) 
Volunteers, and chronicled the tools and tackle with which 
the contingent has rightly earned such fame in South Africa, 
that we hardly need to repeat what most of our readers 
already know. An abstract of Lieut.-Colonel Crompton's 
lecture delivered at the Institution of Civil Engineers 
theatre to the members of the Institution of Electrical 
Engineers on the evening of ''hursday last appears in another 
column of this issue, and gives the most generally interesi- 
ing portion of that address and narrative. As delivered, the 
lecture gained much from the fact that we learnt from the 
lips of the leader of the contingent how the time was spent, 
the class of work done, and the difficulties encountered and 
overcome. ‘True, this was not the first occasion on which 
the same tale was told, but such a good and true story will 
bear repetition. : 

In our last issue we recounted some of the things suid at 
the dinner and at the formal reception of the South African 
contingent. Much of this of necessity was repeated on 
Thursday, and the lantern slides naturally covered the same 
ground, but the electrical profession cannot know too much 


about, or appreciate too well, what use was made of the mem- 


bers of their own vocation on the veldt and kopjes of the 
Orange River Colony and the Transvaal. 

. After the lecture had concluded, Mr. Alex. Siemens moved 
a resolution of congratulation to the members of the con- 
tingent, taking much the same line as he did at the dinner, 
and emphasizing the fact that he knew something of the class 
of work that had been faced, for he had to go through some- 
thing similar himself some 30 years ago. He was followed 
by Mr. Hugo Hirst, who briefly sketched the history of the 
war, and alluded to the electrical work as having been done 
by an adjunct to the adjunct of the regular army, but that 


the electrical work of the future in the regions traversed by 


our troops would be no adjunct, but a serious battle with the 
forces of nature, and electrical engineers would take one of 
the most important parts. He closed with an appeal to 
employers to help any of the men who had returned to civil 
life, should there be any requiring the truest kind of aæist- 


ance, giving them a place in electrical employment. 


To Mr. J. W. Swan again fell the honour of reminding 
the meeting that not all those who left had returned to this 
country, and in touching and moving terms he alluded to 
the four men who had died at the post of duty and who had 
served their country in & good cause to the last, thereby 
achieving immortality. He put the resolution of sympathy 
with the relatives of the four deceased sappers in a frame 
of words, such as few would have chosen во well.“ Nir Henry 
Mance seconded, in a few well-chosen sentences, pointed with 
the reminder that he had two sons serving in South Africa, 
and, therefore, knew something of the feelings of those w 


"EE . — —— ſ—— —— — — — 


* We might wish that the younger members of the Institutice of 
Electrical Engineers would learn from their older friends in tit 
“Civils,” and in future receive a motion of condolence xub victu 
To applaud such a motion (as was done on Thursday) is hardly in 
the best of taste, and merited & rebuke from the chair. 
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kinsmen were serving the country so far away. He had 
been many years an officer in the Volunteers, and was one 
of the oldest electrical engineers in that force. He thought 
the resolution might prove some consolation to relatives 
who had lost their friends; and having witnessed some 
partings at Southampton, gave the opinion that those who 
made the greatest sacrifices were the wives and mothers of 
those who so nobly went forth on behalf of their country. 

The President, amidst applause, stated that it was the 
intention of the Council to have the congratulatory resolution 
engrossed and sealed and sent to the members of the con- 
tingent. The resolution of condolence is to be communicated 
by the secretary of the Institution to the relatives of the 
deceased men. | 

The suggestion was made—and will, we trust, be acted on 
—that Col. Crompton should be asked to allow a selection 
of the slides shown on the screen to appear with the reprint 
of the lecture in the Journal of the Institution. What we 
think is really wanted is a full, but concise and readable 
account of the contingent’s composition, equipment, and 
work, so that it may be preserved for future reference, 
embodied in a rather more permanent and get-at-able form 
than is possible with references scattered throughout the 
technical press, and for this purpose the vi, seems just 
the thing. 


NEW PATENTS AND ABSTRACTS OF 
PUBLISHED SPECIFICATIONS. 


NEW PATENTS, 1900. 


Compiled expressly for this journal by W. P. Тномрвои & Co., Eleotrical Patent 
Agents, 899, High Holborn, London, W.C., and at Liverpool, Manchester, 
and Birmingham, to whom all inquiries should be addressed. 


ee ee — 


22,488, ‘Improvements ix metallic conduits for electric light cables and the 
like.” L. M. WATERHOUSE and Tite SIMPLEX STEEL Cox pT Company. Dated 
December 10th. | 

22491. ‘Improvements in metallic conduits for electric light cables and the 
like.” L. M. WarERHoURE and THE SIMPLEX STEEL CONDUIT Company. Dated 
December 10th. | 

22, 452. 3 in automatic potential regulators for dynamos.’’ 
n ровии, (The Tirrill Regulator Company, United States.) Dated Decem- 

r А 

22,476. "Improvements in staples for electric wires.“ H. A. Litz. Dated 
December 10th. 

22,481. “Improvements in prepayment electricity meters." E. SCHATTNER, 
Dated December 10th. 

22,508. Long quick-break spring contact switch." F. ATKINSON and W. 
ATKINSON. Dated December lith. 

22,608. '' Electrical resistance switch." J.CvswonrH. Dated December 11th. 

22,509. Protector for sparking plugs of motors." C. H. Освет. Dated 
December 11th. 

22,515. An automatic trolling contact for electric bells." A. B. MUDIE. 
Dated December 11th. 

22.542. Improvements in means for supporting electric lamps." A. 
RicurER Dated December 11th. 

22,546. “Improvements in electrical interrupters for gas engines.“ T. 
BEBGXxANN. Dated December llth. (Complete.) 

22,572. i in or relating to electrostatic machines." K. SCHALL. 
(Reiniger, Gebbert & Schall, Germany.) Dated December lith. 

22,584. ‘An electric furnace with two bed plates.“ C. A. KELLER. (Date 
applied for under Patents, &c., Act, 1883, Sec. 103, May 21st, 1900, being date of 
application in France.) Dated December llth. (Complete.) 

22,585. ''Improvements in flexible supporting structures for electric lamps." 
W. Е. Вкемѕткн. Dated December lth. (Complete.) 

22,599. ''Improvements in the manufacture of incandescence bodies for elec- 
tric glow lamps.“ A. Jusr and R. Fark. Dated December 11th. 

22,605. ‘Improvements in and relating to plate holders for electric accumu- 
lators.” T. MvürLEk. Dated December llth. (Complete.) 

22,606. ** A process for chemically consolidating the active material of electric 
accumulators." T. Миын. Dated December llth. (Complete.) 

22,001. ''Improvements in or relating to electric accumulator cells." Т, 
Molln. Dated December lith. (Complete.) 

22,623. " Improvements in electric or electro-pneumatic organs." R. Hope- 
Joses. Dated December 12th. 

22,662. ''Process for the manufacture and repair of electrical glow lamps.” 
F. BLAU, A. SCHARF, I. Lori, S. Lori, and R. Larzko.. Dated December 12th. 

22,079. Improved means applicable for use in operating and controlling 
electrical!y-propelled trains or traincars.” 8.H.SHortT. Dated December 12th. 

22,678. “Improved means applicable for use in transmitting energy to 
electrically-propelled trains or tramcars." S. H. SHORT. Dated December i?th. 

22,680. “ырш in electric current switching apparatus.” R. P. 
WiLsoN. Dated December 12th. 

22,690. “Improvements relating to electrical traction.’ K. J. McMULLEN 
and J. A. MeMrvLLEN. Dated December 12th. 

22,692. ''Improvements in or relating to electric ignition devices for 
explosion engines." С. Оѕнокх and Tug Вкїтїян MOTOR Traction COMPANY, 
LIMITED. Dated December 12th. 

22,698. “ Process of extraating and reducing metals by electrolysis." Н. A. 
Frasen. Dated December 12th. Complete.) i 

22,703. “Improvements in the electrolytic refining of copper." S. COWPER- 
Col. Ed. Dated December 13th. 

22,704. “Improvements in the construction of induction coils.” 
AYRTON and W. DuppELL. Dated December 13th. | 

22, 712. Protective device for galvanometers and the like." A. WHALLRY. 
Dated December 18th. 

' 22,718. “Improvements in electric switches and fuses.” 
Dated December 18th. f 


W. E. 


A. WHALLEY, 


22,781. " Increasing the efficiency of high tension induction electrical 
machines of the Wimshurst Voss, с., type." F, Tunstey. Dated December 
13th. 

22,747. “Improvements in electro-magnetic brakes." F. L. Crakk., (Date 
applied for under Patents, &c., Acts, 1853, Sec. 103, May 14th, 1900, being date of 
application in United States.) Dated December 13th. 

24,748. ‘Improvements in electro-magnetic brakes." F. L. CLARK. (Date 
applied for under Patents, &c., Act, 1883, Seo. 103, May 14th 1900, being date of 
application in United States.) Dated December 13th. 

22,763. “Improvements in and relating to backing or holding blooka 
for stereotype and elcetrotype plates.“ J. H. Simpsox and E. W. H. WALKER. 
Dated December 18th. 

22,775. An improved arrangement of cut-outs and apparatus for the better 
protection of electric cables and generators. CaALLENDER'S CABLE. AND Cane 
ATRUCTION COMPANY, LOUTED, and J. O. CALLENDER. Dated December 18th. 

22,779. Improvements in mounting telephonic instruments and accessories 
во as to adinit of interchanging or renewal of the various parts." M. Byxa and 
F. G. BEI. I.. Dated December 18th. (Completo.) 

22,788. "Improvements in joints for carthenware pipes or conduits, and iu 
the means employed for producing the same.” H. L. HovLToN and C. E. 
Moris. Dated December 14th, 

22,708. “Improvements in automatic switches.” 
December 14th. 

22,801. “ Improvements connected with electric lampa.” 
DovuLas. Dated December 14th. 

22,19. “Improvements in high tension eleetrie fuses.” A. EcksTPIM and 
A. J. D. Knavse. Dated December lth. EE 

22,824. *'' System of distribution for independent polycyclia electric cüarrente.'t 
E. ARNOLD, О. 8. BRAU STAD, and J. L. La Cour. Dated December 14th. ` 
‚ 22,848. “Improvements in are lamps.” J. D. F. ANpuEws, Dated Decomber 
lith. 

22,851. The automatic electric post." E. L. Gorpox, Dated December 
14th. i 
22,902. ''Improvements in electrolytic methods and apparatus.” E. Epskk 
and M. WirnbknMaAN, Dated Deacmber lHth. ' 

22.910. Ап improved means for tilting the shades and lamps of electria 
lighting pendants.” J. B. Brr,cHER. Dated December 16th. m. 

22,926. “The Facile electrio shade remover." A. Morrison. Dated. 
December 15th. Á | 
‚ 92,333. "Improvements in combined electrical transformers and choking 
coils." A. ECKSTEIN and А. E. ANGoLD. Dated December 15th. 

22,956. “Improvements in coherers.” L. B. Милки. Dated December 
15th. n n 

22,958. “Improvements in or relating to safety devices applicable to trolley 
poles, and like current collectors for electric railways and tramways.” Р, 
MCCWILL OO, T. BLANgy, and R. Baron. Dated Deoeinbcr 15th. ZR S 

22,972. “Improvements in and connected with the electric lighting of railway 
and other vehicles.“ E. M. Preston. Dated Desember 16th. : 

22,982. ‘Improvements in holders for globes, reflectors, and the like, for. 
electric incandescent lamps." G. CHISHOLM. Dated December 15th. . .- 3 

22,987. “Improvements in wireless electric signalling apparatus.” C.. G. 
FERNIE. Dated December 15th. | Ber ШК geet +3 
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2. “Improvements in apparatus for connecting electric malas." J. 8. 

Dated January 22nd, 1899. Junction boxes for electric mains are formed in 
three parts, of which one part is trough-shaped to receive a cable, the second: 
part is an upper chamber tor the branch connections, and the third part is the 
lid. The first is divided by partitions, and has a liner where a connection is 
desired. After the connection is made, the first part ie filled with insulating 
material, and is closed with a cover through which the connection passes. The 
branch is led in through a gland filled with insulating material, and may have 
a separate terminal, the branch and main terminals being connected by a fuse. 
Two forms of main terminals are described. In one form, a loop is passed 
under the cable and secured by screws (о а rod. In the seeoad form, the loop 
einbraces the cable, and has a divided taper screw for engaging with a female 
screw in the end of a rod. 2 claims. 


~ “Improvements іа apparatus or olectricalty controlling бете 
cl: —4 other avena, W. H. Hartfield. Datel January d. 288. Relates 


to means for controlling an electric current used to actuate the valve of a steam 
engine or to drive an electric inotor, applicable also to ships’ stearing gear, gun 
training gear, ammunition and other hoists, and other machines, The applica- 
tion to ships’ steering gear of the type described in Specifications Nos. 5,018 and 
11,560, 4. p. 1899, is described with reference to diagrams is too complicated for 
purposes of abridgment. 5 claims. | Ё a 
163. “improvements in dynamo-electrio machines er motors." И. е 
Dated January Зга, 1899. Relates mainly to the construction of electric 
motors and their adaptation to the driving of autooars; but the improvements 
may also be applied to electric génerators. The motor, shown seperately, is 
provided with two armatures connected in tension, and mounted so as to rotate 
independently within two or more field magnets, the magnetic circuits of which 
are completed through the armatures. Motion is transmitted from the 
armature hubs to the axles of the vehicle through reducing gear which is 
enclosed in a suitable casing. This arrangement of two independently mounted 
armatures produces a balancing effect in turning corners. hen the machine, 
is employed as a generator, the two armature shafts are rendered integral with 
each other. 3 claims. 


200. “improvements in or connected with enclosed aro lamps.” G. Thomas- 
Davies. Dated January 4th, 1899. Relates to arc lamps. Ап aro enclosing bell 
has a flange which is secured by a screw ring toa sleeve. This fita airtight 
or in a conical extension of the base plate of the lamp, and is supported by pairs 
of lugs bearing on rings formed on headed pins, which are held up by springs on 
the base plate. The springs and sleeve can yield under excessive pressure and 
allow escape of gas from the bell. 2 claims. De 

214. “Improvements in apparatus fer electrically interieskiug the block aed 
mechanical signals on railways.” L.de M. 0. Ferriera and И, J. . Dated 
January 4th, IR99. Relates to apparatus for electrically interlocking the block 
instruments and mechanical signals. A locking mechanism for the commutator 
handle of the block instrument, which is of the kind described in Specification 
No. 5,867, A. D. 1895, but any known form of block instrument may be employed, 
is described. The ringing plunger works through tho spindle of the commu- 
tator handle, which carries a plate fixed to the flange or collar. The plate 
is formed with a slot and notches corresponding with the different positions of 
the handle, the notches being adapted to receive the locking-pin on the lever 
armature of the electro-inagnet. The armature is held in the normal position 
by a hook engaging a pin, the hook being formed on the pivoted arm. A second 
arm is formed with a notch into which the stud on the pivoted arm is lifted 
by the shoulder of the plate when the commutator handle is turned to send 
“ line clear,” this movement releasing the hook from the pin. The armature is 
provided with an arm which engages in a forked arm attached to the indicator, 
so that the various indications are exhibited through the aperture in accordance 
with the positions of the armature. The springs carried by the armature are 
adapted to make contact with the contacts, each of which is in a separate con» 
trolling circuit containing a local battery. 9 claims. y A 
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216. ''imprevemoats in electric raliways of the sectional conductor " J.e. 
Lerrala. (T. C. Esmond, United States.) Dated January 4th, 1899. lates to 
electric railways and tramways of the sectional conductor type with electro- 
magnetic switches. To prevent sticking of the switches which connect the 
main supply conductor with the sectional conductor, a second armature or 
switch lever in each switch is attracted to close n circuit between earth, and an 
additional contact in & previously excited switeh and the main current then 
blows the fuse. The arrangement is applicable to other forms than that par- 
ticularly described, 4 claims. 


360. “I vements in the manufacture of Incandescent materials and lampe 
викаме for lo fighting.” L. W. Gans. Dated January 6th, 1899. Relates to 
incandescent lamps. An incandescent rod or tube is moulded from an earthy 
oxide, fired, and partly coated externally or internally with а highly-infusible 
metal such as iridium, rhodium, ruthenium, or osmimum, prepared as а ceramic 
lustre; the rod or tube is then heated in a mutte containing hydrogen or other 
reducing gas to а hich temperature. Such an incandescent body can be either 
exposed to the &ir or enclosed in & bulb, which is exhausted or contains an 
inditferent or reducing gas if osmium is used in the metal coating; no auxiliary 
heating is necessary. The oxide used may be lime, baryta, strontia, magnesia, 
thoria, ceria, ziconia, or the like, or a mixture, and inay be mixed with water 
and about 1 per cent. of silicio, boric, or phospboric acid to render it coherent 
when moulded. Tubes may be 5 to 15 millimetres long, with walls 1 to 5 mm. 
thick, and 2 or 8 mm. internal diameter. The provisional specification des- 
cribes the support and connection o such bodies by platinum wires inserted in, 
or foils surronnding their ends, which are ‘coated with iridium, &e. It also 
refers to Specification No. 17,00, a.b. 1898, which describes making metallio 
conductors from ceramic lustres, and coating them with oxides. 1 claim. 


408. ''improvements in jacks used in combination with electrical ennunciaters 
or indicators the replacement of the shutter or signal flag.” A. Eokstein and 
R. P. Eidsforth. Dated January 7th, 1899. The indicators, shutters, or signals 
flags are released by an eleetro- magnet through a lever and when in position 
complete a local hell circuit. The shutter is replaced by inserting the plug, 
which, pressing aside the spring contact draws the stirrup and spring to the 
left, and the spring, by acting on the hub of the shutter, replaces it in its 
horizontal position. 4 claiins. 


416. ''improvements in electrical heaters or resistances.” A. Barman. Dated 
January "th, 1899. A heating resistance consists of a nickel-steel, manganin, or 
other metallic ribbon extended in parallel lengths, or doubled and coiled on a 
glass plate, and embedded in a dry insulating powder in a tlat metal case which 
has a flanged lid secured by bolts. ‘The cake and lid may be ribbed externally. 
The insulating rnaterial may be talc, or a mixture of silicic acid, clay, oxide of 
iron, and magnesia, with a little lime. The provisional specification mentions 
the use of such appara us for drying purposes, or in connection with electric 
lamps. 4 claims. 


962. ''Improvements in electric arc lamps.” W. Crudgingten. Dated Jannary 
l6th, 1899. Relates to arc lamps. Carbon electrodes are mounted ina seale 
glass globe, which is highly exhansted after previous filling with nitrogen, 
carbon monoxide, or otber indifferent gas, to prevent consumption of the 
electrodes and increase the production of light. The upper carbon may be 
carried by the core of a series coil, which strikes the are. The provisional 
apecification mentions the use of platinum instead of carbon electrodes. 1 
claim. 


974. ''improved prepayment electricity meter for continuous or direct currents 
whose action depends on decomposition of copper in a balance against sitver coins.” 
E. F. Terrey and C. H. J. Phillips. Dated January J6th, 1899. Consists of a balance 
with electrodes dipping into cells and mercury contacts cirenited so that the 
overweight of & coin in one bucket directs the current to transfer material from 
the nearer electrode and deposit it on the further one till equilibrium is re- 
established, The next coin paid is dropped into the other bucket, which is 
indicated by & rocking pointer. 3 claims. 


1,044. "'improvements in switches for electro-motors and the like." R. A. 
Sloan and J. Е. L. Barnes. Dated January 16th, 1899. Relates to switches for 
motors. The regulating and main switches are so interlocked that the main 
switch cannot be closed except when he regulating switch is in the starting 
position, and the latter cannot be moved until the main switch is free to open. 
In one arrangement the loose handle of the double-pole quick-break switch 
carries a projection adapted to interlock with a segmental piece carried by the 
handle of the regulating switch, In the starting position, the main switch can 
be closed, but the regulating switch cannot be moved until the handle has been 
moved back, and then the main switch is ready to be opened by an overload or 
like device. The provisional specification states that electro-magnetic releasing 
devices and fuses are combined with the main switch to open it in case of over 
or underload. 3 claims. 


1,047. ' "improved construction of straight and curved underground 
enolosing elootrio cond haulage са and other means of oom 
allow connection ef vehicies, eledges and moving bodies to same, and a 
®®е®®8 .* 6. W. Suteliffe. Dated January 17th, 1899. Relates to conduits 
for electric and rope railways and tramways applicable for all haulage and com- 
munication are arranged with an upper conduit chamber without any transverse 
wehs and having & central groove through which the connection to the vehicie 

asses, The conduit opens underneath into an antechamber with strengthen- 
ing webs. Underneath the whole is the inspection conduit, of large size, whic 
may be employed for various purposes, such as containing gas and other pipes. 
The central groove may be divided longitudinally, and in the case of points, 
switch-plates may be pivoted at the sides of the chamber soas to open and close 
one or other of the converging grooves, the edges of the plates being shaped to 
conform to the groove that is opened. The plates are also provided with lugs 
for attachment to the switch lever, 4 claims. 


1,087. “Improvements in regulable electric resistances.” F. W. Sehindier. 
Dated January 17th, 1899. Wire resistances are embedded in a ring of firebrick 
or like material,on which @ metal casing is cast to enclose it except where con- 
necting wires are brought out to contacts. The contacts апа а rotary arm are 
carried by a metal plate which is attached to the casing by three lugs and 
screws, With suitable intervening material to prevent transmission of heat. 
The cases containing the resistances may thus be replaced if damayed. Ina 
modification the plate and casing are in one piece, the refractory body contain- 
ing the resistances being removable from the casing. 2 claims. 


1,166. "'improvemente in end relating to facia for olestrieal instruments.” 
M. Вуве and R. Р. Eldsferth. Dated January 17th, 1899. Letters and numerals 
are printed with coloured grounds on metal face plates, or stiips of any shape, 
for electrical instruments, such as indicators and voltmeters, by lithographic or 
other ordinary processes for printing in two or more colours. 2 claims. 


1,141. “А metbod ef and means fer deriving two or more alternating currents of 
different phase from a souroe of single-phate electrical ." H. A. Wagner. 
Dated January 17th, 1899. Relates to obtaining two or more alternating currents 
of different phase from a single-phase source. A phase difference is obtained 


uits fer 


in one of the branches by the insertion of an inductive resistance, and the 


required phase difference in the other branches is obtained by suitably con- 
necting them with points of different potential. One of the branch circuits is 
connected to a suitable point of the secondary of the transformer, an inductance 
being inserted in another branch. 8 elaims. 


1,156. ''improvemonts in current collecting tas for electric tramways.” 
C. W. G. Little and A. Q. ireland. Dated Jan dior 1899. Relates to electis 


railways and tramways with overhead conductors. To aid in replacing the 
trolley on the conductor, a guiding forx or horns pivoted on the head is raised 
to the position shown in dotted 1 nes by а cord, &c. Gravity ог coiled springs 
lying in recesses in the head cause i. to drop when out of use. 4 claims. 


1,188. “improvements in guards for overhead electric conductors such as trolley 
wires and the itke." P.L. Ie. Dated January 18th, 1899. Overhead wires, 
such as used in electric railways, &c., are provided with wooden guards, these 
are attached to the wires by two part screw clamps. Lengths of the guards 
are held together by clamping bands fitting in grooves so as to surround the 
upper portion only. Terminal supporting bands are of similar с mstruction 
but have one of the ends of the band lengthened to form a hook. 5 claims. 


1,230. “improvements in lighting tralas by electricity." С. P. Fliesen and 
mr ud Wayler. Dated January 18th, 1899. Relates to train lighting in 
which a dynamo is driven from one of the axles, Means are pro- 


vided for maintaining an approximately constant electromotive force 
at the lamp terminals, and for maintaining the constant direction of 
flow of current, the apparatus is arranged in the bottom of a vehicle. The 
dynamo is driven from the axle by belt ge ring, the belt preferably consisting 
of iron links hinged together, and running on pulleys faced with leather or the 
like. The drum of а resistance switch is operated through chain or other 
cearing by a centrifugal or other governor mounted on the shaft, In a modified 
arrangement, the resistance switch connects a series of tumblers operated in 
succession. The switch serves to increase the resistance when the speed rises 
above a limit. A switch makes or breaks the armature circuit when the speed 
of the dynamo reaches the limits for which it is set, It is geared to the 
resistance switch, and operates when that is in certain positions. Two sections 
are bolted together, and form a mercury chamber. Contacts are so arranged 
that the circuit is completed when the apparatus rotates on its bearings. It 
is so mounted on its operating shaft that it has a tumbler action. The 
chamber is preferably exhausted, an aperture being provided for this 
purpose. The circuit is only connected when the dynamo reaches п certain 
speed, and is broken when the speed is excessive, The accumulators 
supply the lamps when the dynamo circuit is broken. The reversing switch 
consists of a disc or drum loosely mounted on the shaft and fitted with 
suitable contacts. On the reversal of the dynamo it tends to tum with 

it until it meets a stop. In another arrangement, the disco is oscillated by an 

electro-magnetic device. In another modified arrangement, the dynamo is 

titted with two pairs of brushes, one pair acting when the dynamo is running in 

onc direction and the other pair in the reverse. The brushes аге carre by 

pivoted levers connected to the cores of an electro-magnet. The provisional 
specification states that the resistance switches, &c., may be operated pneg- 

matically, the piston being operated from a moving part or & governor, If is 

also stated that the lamps may be lighted in the day, when passing through a 
tunnel, by a projection on the train striking a projection on the line. 7 claims, 


1,434. '' provements im electric telegraph apparatus." S. S. Brown. Dated 
January 21st, 1899. Relays for telegraph systems such as those used in snb- 
marine working are arranged with the swinging coil carrying or connected to a 
fixed arm or fixed and movable arms which bear on the divided periphery of a 
rotating drum, the two sides of which are arranged in tbe divided battery 
circuit, The drum may have two pairs of conducting dises or may be arranged 
horizontally when it is undivided; two horizontal druins may also be used, 
Several arrangements of submarine signalling are described, the essential 
feature of which consists in the employment of an inductive resistance havin 
a closed magnetic field. The resistance may or may not be adjustable, ani 
may have an exciting circuit to bring the Magnetic core to near its saturation 
point. 7 claims. 

1,438. “Ап electric mechanism for driving turret and other clooks.” S.D. Neill. 
Dated January 21st, 1899. The pendulum drives a ratchet wheel which, having pins, 
serves as the make and break for electro-magnetic ratchet gear driving the 
hands. The electro-magnetic ratchet gear may have a hooked driving paw! and 
a controlling pawl, or it may have a pushing paw! which acts when the circuit 
is open. 7 claims. 

1,487. “ la electric light wire casing." A. Davidson. Dated 
January 28rd, 1899. Wooden grooves casings are formed with a metal, 
preferably steel, strip. The cover may be metal-lined or the metal may form 
the cover by itself. 2 claims. 


1,483. ''Apparatus for heating by electricity." P. John... 
1899. Resistant wire is coiled: on a strip or cord of a refractory insulaung 
material, and placed between insulating strips, on asbestos or enamel lining the 
interior of a metal casing. The coils are covered by an insulating sheet upon 
which the wire ends are attached to flexible leads by twisting and clamping 
them between pairs of washers on eyelets. These joints are covered with а 
second insulating sheet and a metal plate which is secured by a bolt, the flexible 
leads passing through insulating bushes in the metal plate. When alternating 
current is used the strip may contain an iron core, to give additional hest cue 
to eddy currents. The casing may have three feet and serve as a radiator or 
heater. Ovens, saucepans, and other cooking apparatus, and irons for branding, 
pressing clothes, or other purposes may be similarly heated. A tailor’s iron 
may have a spring switch in the handle, adapted to be closed by pressure of an 
insulating stem carried on a spring under the handle when the iron ts lifted, to 
connect additional heating wire in parallel with coils which are permanently 
connected. The switch may otherwise be normally closed, but opened when 
the iron is placed on a stand by engagement of projecting parts of the switch 
and stand. 7 claims. 


1,673. “ ements in а ag nene fleable also for testing pur- 
poses.” H. . Blackwell, jun., and M. A. — — January 24th, 1099. 

ortable telephones for use on fire or police telegraph systems, or for testing 
purposes, are arranged in & box case provided with a bail for hanging up. The 
case containg a transmitter, induction coil, battery, condenser, receiver, and 
plug. The condenser is connected in the receiver and plug line so &s to makes 
telephone earth connection without disturbing the system signalled over; the 
second plug contact completes the receiver circuit through the secondary of the 
induction coil to line. The receiver has the coil contained in a metal thimble 
connected to the rear end of the core. A contact spring is mounted in the case 
for completing the microphone and battery circuit when signalling. 5 claims, 


1,697. “improved olestrical apparatus for operating mechanism at a distance.” 
w. P. W (J. 8. Thompson.) Dated * 24th, 1899. Relates to 
arrangements by which a number of keys at a transmitting station can 
selectively actuate any electro-magnet, of a series arranged in parallel across 
the leads, so as to operatea numberof devices such as type-writer keys (printing 
telegraph), signals, or the like. One arrangement, in which a numberof keys 
are connected to the lines by a generator and a rheostat so that each key of the 
serier taken in order sends a decreasing current to line, is described. The 
receiving electro-magnets are arranged to act with a similarly decreasing 
amount of current, but, as toe current decreases, the time constant of the 
magnet increases. The armature of each magnet may directly operate the 
respective devices, or may control local circuits. Each armature in acting 
cuts out the following magnete by breaking one of the contacts and by closing 
the circuit cuts іп a resistance equal to the line resistance of the magnets cnt 
out. A battery may take the place of the generator and rheostat, and the 
receiving magnets may be wound either of wire of varying thickness or of even 
thickness wire but varying in amount of turns. 9 claims, 


1,768. ''improvements ia portable hand dysamos, parts of which DL о212 
are te smal power dynamos and motors for other ри " Evershed 
and „ Limited, and 3. Eversbed. Dated January 2th, 1809. Relates 
mainly to portable hand dynamos adapted for testing purposes, but the im- 
provements are also applicable in part to small power dynamos apd motors 
generally, to exploders for firing electric fuses, and to smal! motors used in 
some forms of electric supply meters. The machines are preferably of the type 
provided with permanent field-magnets, but shunt or series wound magnets 
may also be employed. The armature may be of the drum or ring type, 
preferably the former, and in order to obtain a high electromotive force it 18 
wound with as many diametrical coils as a convenient number of poles in the 
periphery of the core will allow, and each of these coils is connected to one of s 
series of two-part commutators placed alongside one another on the armature 
shaft. The commutators consist of a number of deep and narrow wasbers, cach 
divided into two parts by radial slots and mounted on a sleeve of insulating 
material, with insulating distance pieces between them. Each commutator is 
provided with a pair of dise brushes, all of which are Connected in series. Lach 
brush consists of a pair of thin metal dises with concentric corrugations. These 
are mounted side by side on a metal cylinder supported in a standard, and 
receive the commutator segments between them. For multi-sectional commo- 
tators, single disc brushes set obliquely may be employed, є.о., in а motor meter. 
The armature spindle is driven by a handle either directly or through spesi 
gearing, the moving parts being provided with ball or roller bearings. The 
handle is pivoted to a sleeve on the driving shaft, so that it can be folded over 
iuto a recess in the side of the containing box. It is held in its operative posi- 
tion by a knob detent, which engages with an eye formed by a pair of spring 
arms. A double terminal piece fitting into a recess in the side of the box is 
provided with a cord conductor passing round а spring drum in the cover of the 
box, and connected through a peripheral ring and the base plate of the drum to 
the hinges of the box, and through these to the brushes. hen the terminal 
шесе is drawn out, the spring drum is prevented from returning it by a pawl * 
claims. 
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ы BLACKLEY, MANCHESTER. 
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VIEW OF WoOrKHKS. 


* 28 10, TOWER HILL, E., ' i 
— F. WIGGINS & ! S. and 102 & 108, MINORIES, E.C., L"N' ON, 
MICA MERCHANTS, [Telephone No, 2,948 Avenus,] 
Manufacturers of MICA GOODS for ELEOTRICAL and ALL PURPOSES. 
CONTRACTORS TO HER MAJESTY'8 GOVERNMENT, 6100 


| FREDERICK SMITH & G^: WIRE MANUFACTURERS, ES 


Oaledonia Works, HALIFAX; Anaconda Works, SALFORD, MANCHESTER. 
Н Contractors to H.M. Govermment and Railway Companies. 
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Patent Galv4 Telegraph Wire (100-lb. Coils) to all Specifications. 


OPPER WIRE (eene 


HARD DRAWN H.C. COPPER LINE WIRE. DYNAMO STRIP, all sections. 
SPECIAL TINNED H.C: COPPER WIRE. SILICIUM BRONZE WIRE (weiller’s Patent, under license. 


COPPER TROLLEY WIRE, Speoially EL and tested, }-mile and mile lengths. „ 


ELECTRICAL. REVIEVV. 


n" INGS AND CASES.—Subscribers and others ean have their half. 
yearly numbers bound handsomely in Black Cloth at the rate of m^ ry 
volume. Cases for binding are also supplied at 28. 6d. each,—4, Ludgate Hill, 

London. 


GOLD MEDAL, —— GENUINE —— 


PARIS, 1900. 


BLACKMAN "**amme oo. [C A N | Z E Y 


W. M. FOXCROFT & C0. d 8 


Telegraph and Telephone Case Manufacturers, TUBES É ~ WASHERS 


36, PERCIVAL STREET, CLERKENWELL, RODS S JPACKINGS 
LONDON, E.C. STAPLES E SHIELDS 


E WORE AT BOTTOM PRICES. MOSSES & MITCHELL 


Every Description of Cabinet Work fo» 
69.69.70 & 71 


Eleotrio Light Engineers. 
CHISWELL STLONDONEC 
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Lock and Block, Singl- Needle, Beli, Sounder, Perforator, 
Photometer, Telephone (ases Battery Boxes, Ro, &c. 
PRISA MEDALS, LONDON, 1651 PARIS, 1981. 


Ai 


THE ELECTRICAL КЕТТЕН, _ {December 23 10 


WI. HENLEY’S TELEGRAPH WORKS £0, 


LIMITED, | 


CONTRACTORS TO 
The BRITISH POST OFFICE, The NATIONAL TELEPHONE CO. 
And COLONIAL and FOREIGN GOVERNMENTS. 


A COR 
TELEPHONE 
CABLE? 


PRICES ON APPLICATION. 


London Offices: 27, Martin’s Lane, Cannon Street, E.C. 
Works: North Woolwich. 


„ Telephone Nos. 5780 and 5781 Bank. Telegrams ; '' HENLEY'S WORKS, LONDON." | 
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| Have You Loeked into the Saving 


to be made in the Boiler Department of your Plant ? 
“| You may have economical engines and efficent boilers, but you 
\ can nullify their savings by using the ordinary style of Feed 
Pump. 

We have made DIRECT-ACTING FEED PUMPS a SPECIALTY, 
| and can supply the most ECONOMICAL, RELIABLE and 
EFFICIENT 


BOILER FEED PUMP 


On the market. 


CONTRACTORS TO THE ADMIRALTY AND FIFTEEN GOVERNMENTS. 


London Office:—78, BILLITER BUILDINGS, E.C. 


G. & J. WEIR, Lfd., 
Works: CATHCART, GLASGOW. _ 


THE LONDON ELECTRIC WIRE 0, In 


ANCHOR WORKS, PLAYHOUSE YARD, 
GOLDEN LANE, LONDON, „сз. 
MANUFAOTURERS OF 
SILK COVERED WIRES; Copper, Platinoid, German Silver, &o., for 


Electrical Instruments, Hlectrie Bells 


COTTON( COVERED WIRES, STRIPS & CABLES | 
CABLES of LIGHT, MEDIUM AND HIGH 


INSULATION tor Electric Lighting, Telegraphs and Telephones. 


F LEXI B LE CO R DS of all descriptions for Incandescent Lamps, &c. 
DYNAMO BRUSH ES; ^ Ordinary type," « "m » and “Boll 


PLATINOID omer HIGH RESISTANCE WIRES. 
| FUSIBLE WIRES FOR CUT-OUTS. 


Jointing Materials; Varnishes and Sundry Applanees. 
Contractors to M. Government and the leading Electric Light and Telephones Companies. Pries Lisie on Appilsation. 
Agents fer the Australian Colenies:—LAWREBCE & HANSON, 9, Wynyard Strost, Sydney, and 167, Queen St., Melbourne. 
— — —ÓÀ ———  ÉÁHR — — —Yná———áÀ——ÀáÍM—)—Óá —rá— —nY 


А 2 a = „ Ф- 
vi THE ELEGTRIGAL REVIEW. {December 1, 1900. 


THE 


BRITISH INSULATED WIRE 


CO., Ltd., 


PRESCOT, LANCASHIRE. 


—'1B sq. in. Thre Core Armoured. 


ELECTRICAL GABLE МАКЕЙ 


Contraotors for all work outsido the Lighting 
Station or Powor House, 


INOLUDING 


Cables. Junction Boxes. 
Street Work. Section Pillars. 
Tramway Equipment. Arc Lamps. 


PATENT HOUSE WIRE SYSTEM, 


EMPLOYING 


TWIN — P LEAD COVERED. 


Amp. Cable Tested 3800 Voits. 


Onst Solder Base for Sealing Cable 


Switch on Watertight Solder Bass. 
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| tse. d, В, WHITE & Company, 
pred am nam | LIMITED, 
— т Шеше Mechanical, and Civil Engineers 
Der acer eee , derat witb Contractors, 


TULLY & STRAKER,|o9, COLLEGE HILL, CANNON ST., 


RICHARD JOHNSON, CLAPHAM & MORRIS, Là., LONDON, E.C. 


MANCHESTER. Telephones г 


DYNAMO BRUSHES, =e 


ASH 


Telegrams : 
“*WHITTERICK.’’ 


— ——— äGä— 2 
E 


Inclusive Contracts made for the Com- 
| plete Design and Construction of all Types 
of Electric Tramways and Light Railways, 
Electric Power and Lighting Plants driven 
either by Steam or Water Power, and all 
similar undertakings, in any part of the 


MANUFAOTURED IN 
COPPER A *J.0.M." SPECIAL ALLOY. 


— WEAVERS, WIRE WORKERS, 
BRASS o BRASS FOUNDERS, BRASS FINISHERS. BRASS FINISHERS. 


de the Li 


Telegrams: ‘‘ HAIGH, OLDHAM. 


Fl. Pw— Saas and all Electrical Purposes. Large 
8 of all qualities on hand- F e Mioa 
for Muret perg cut to any s 
equal and uniform smear. 
Eme Gt. sk Helens, LONDON, E. C., , 
Contractors to H.M. Gov ernment. 
Telegrams—" Awake," London. Telephone—2388, 33 


World. 


Reports made ibas by Experienced 


and Competent Engineers, for Bankers and 


Investors, on both Engineering and Financial 
Features of projected or operating enter- 
prises. 

Assistance given in the financing of com- 
mendable projects. | 


Telephone No. 146. 


we, | W. B. HAIGH & CO, LIMITED, 


ction Bar) 


‘DYNAMOS 


AND 


. MOTORS 
" FOR ALL 
PURPOSES. 


Branch Office and Showrooms :— 
26. Grosvenor Chambers, Deansgate, 
MANCHESTER. 


тарын on Manchester.“ 


J. SMALL DIRECT-DRIVEN 


SEND FOR PRICES AND PARTICULARS. 


Globe Iron Works, Oldham. 


MOTORS 
FOR 


WOOD-WORKING 
MACHINERY 


A SPECIALITY. 


SETS FOR SHIPWORK. 


pon Telephone 2326 


ATKINSON, SCHMAHL & COMPANY 


eae COXON, SCHMAEBL = BURRELL) 


Head Office :— 
5, St. Nicholas Buildings, 
NEWCASTLE-ON- TYNE, 


‘Telegrams:— Monopole, Newcastle-on-Tyne."’ 


Wholesale Agents for « NABOB " Electric Lamps. 


ALL ORDINARY VOLTAGES AND CANDLE POWERS KEPT IN STOCK 
WRITE FOR PRICE LIST AND SAMPLES. | 
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MANUFACTURERS OF 
TELEPHONES, TELEGRAPH INSTR! 
BELLS, INDICATORS, &c., ао, а 


Contractors | fo 


THE WAR OFFICE. Н.М. POSTMASTER GEN ERAL. 
THE ADMIRALTY. THE CROWN AGENTS FOR THE COLONIES. 
THE INDIA ОЕҒІСЕ. 


THE RAILWAY COMPANIES OF THE UNITED KING. DC om. 
THE BRITISH AND FOREIGN TELEPHONE. COMPANIES, & &c. 
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Head Offices: MEMBERS’ MANSIONS, 38, VICTORIA § 


Felegraphic Address : INDUCTION, LONDON. Telephone No. 50 Gerrard. 
Works: COYEN TRY, EN GLAND. 
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N 
i К 
: E i sino Branch : 
27, Walbrook, 
| End oo PM кл London, E.C. 
FULHAM ELECTRIC WORKS, PUTNEY BRIDGE STATION, FULHAM, LONDON, S.W. 


'SWITCHBOARDS, 
ша FUSE DOARDS, (EXGELLENDE.) 


GLOW LAMPS, CEILING ROSES, WALL PLUGS, CUT-OUTS, 
m TUMBLER SWITONES; LAMP HOLDERS, SHADES, BLOCKS, 
SINGLE, DOUBLE and TRIPLE PCLE SWITCHES 
In Gases and on Panels, for make-up Switchboards. 


CABLES OF ALL nea ctia: FLEX AND BELL WIRES. 


| TELEPHONES : a ANDREWS’ PATENT INTERTALK, LINE SELECTORS, &c., 
HOTEL and DOMESTIC TELEPHONES, „RAILWAY TELEPHONES. 


| 9 LAMPS : ' ANDREWS’ PATENT CLIMAX AND OPEN ТҮРЕ. 


COWANS LIMITED, 


SALFORD, MANCHESTER. 


CONTINUOUS CURRENT 
RETURN CURRENT 


ANDREWS 


 CUT-OUTS «4 TYPE 

дЕ 2 000 Amps., 1,100 Н.Р. 
^ ALTERNATING | (2,000 Amps., 1,100 B.P.) 
| ов | ч I ordered 

| CONTINUOUS - D ыа 

: CURRENT, TA CITY OF LONDON 
Pr гэ Py ELECTRIC LIGHTING Co. 
A E. “GLASGOW CORPORATION 
RETU RN CURRENTS E d Telegrama : ‘Control, Manchester.” 


CENTRAL : STATION SWITCHBOARDS. 
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— Our system of Correspondence Instruction has helped thousands to better 
COURSES IN positions and salaries. Terms are within reach of all. Our Institute is 


endorsed by Thomas A. Edison and other prominent men of U.S. and 


for those who wish to study from the very beginning to the most 4 Consider Ve А ca 5 3-а: оо 


advanced subjects in electricity. Prepared by the best practical — 

experts. : Соу ае by Mee CO fen od Wank 
ELECTRICAL ENGINEERING, | : 

Telephony, Telegraphy, Electric Lighting, Electric Railways, O бе of а] valu? to Those who ALONE. AM 


Engineer?" Sent free. Jos. WETZLER, M.E., E.E., Pres. Т. CoMMERFORD MARTIN, Vice.-Pres. 497 


X-Rays, Electric Mining, Short Electrical Course. 1. 
? а ee эрсе ү” 
MECHANICAL ENGINEERING, маек ее 1 
| STEAM ENGINEERING, e — dee 
il MECHANICAL DRAWING, &c. The Electrical Engineer Institute of Correspondence Instruction, 
H Write for our Illustrated Book, ‘Can I become an Electrical Dept. 3, 240 and 242, West 23d St , New York, U,S.A. 


an] S. SMITH & SON, I. B.. 9, Strand, London, W.C, 


THE “STRAND” HALF-CHRONOMETER, THE “STRAND” MINUTE -sitrer 


— CHRONOGRAPH, | £7 Ts. 
| n a т SPECIAL NOTICE -АП our watches are NNI р m 
Poo p j TIA illustrated, described and numbered M 18-ct. Gold, 
with E Unt in our catalogue, and every watch 
ARN H bal i М bears the corresponding number put 22 10s. 
on in course of manufacture. We 
are the only firm usiog this valuable 


key system. 


ASTRONOMERS CEFINING THE EXACT TIME 
лт CatcnwicH,wiTH оме оғ SMITHSWATCHES 


prize Metal 


Іп answer to many inquiries Awarded 


ALL OUR WATCHES 


TT - — 2 
AND JEWELLERY — ALL ENGLISH, KEYLESS. . eS 
Can be had on “ The Times” ENCYCLOP/EDIA Gold, 18 ct., Demi-Hunter or Full Hunter, : ig 
BRITANNICA System of payment by monthly a е Ч 6 xis 15 — ; 
| instalments. Full Particulars and a Copy of } rys 85; S^ wader ссоре ph, MI fall 2 
XAg | = , pros ofa нш aue Cases, Orysial Glass, . . 
Beok T, will be sent Post Free. Also . £6 65. and £ 6 15s. Silver Cases, 4272 125. 
Jewellery Catalogue. Full Hunter. Demi-Hunter. 18-ct. Gold Cases, E 27 10s. 
Non-Magnetic, 208. extra. Non-Magnetisable, 27$, extra. us 


з Condensing Plant 


— ͤ— 


ROW'S PATENT 


‘EVAPORATIVE, SURFACE & FRESH WATER 


- CONDENSERS - 


Have now ob'ained a prem'er posit' on in the trade owing to 
the intrinsic exce'lence of Row’s Patent Indented Tube used 
in their manufacture, and which renders them at once the 
most EFFICIENT, COMPACT, and CHEAPEST plant in 
the market. 


... ALSO MAKERS ON THIS SYSTEM OF... 


FEED-WATER HEATERS, 


S ccc M | CALORIFIERS, _ 
s: £ 2. SÉ 3 STEAM KETTLES, BOILING BATTERIES, &c. 
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DALHAM ENGINEERING WORKS, 
| MANCHESTER. 


EET RAN: LONDON:  NEWCASTLE-ON-TYNE : 
As supplied to the Manchester Palace of Varieties. 65, Waterloo St. Suffolk House, Е.С. 26, Grey Street. 
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TO OUR CUSTOMERS. 


NOTE Our New БЕ 
, Gerrard Street, Soho, London, W. 
NOTE Our New кла Number— — 
2414 GERRARD. mE 
NOTE Our Now Manchester Branch for Lanoashire and Yorkshire— 
20, Devonshire Street, All Saints, Manchester. 
Telegraphic Address, * DENSITY." 
Telephone No. CENTRAL” 4986. 
UAE ГГ A. VANDAM & C.., 


T. HERBERT MARSH. ~ 15, Gerrard Street, Soho, London, W. 


DICK. KERR & Co. LI 


TRAM s A ENGINEERS AND CCNTRAOTORS. 


HEAD OFFICE : os v Selling Agents fer 
НО, CANNON STREET, — seu "M тнк 
NS. 2 l 
иш, ES: | ENGLISH ELECTRIC 


BRANCH OFFICES : 
78, King Street, 
MANCHESTER. 


БЛ 


MANUFACTURING 
COMPANY, LTB. 


PRESTOW LANOS. 
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: СЕМ: 


4, Georgo Street, 


EDINBURGH. 
WORKS : Е 5 N most 
f omp y qu pped aeo 
KILMARNOCK, Plant for tho Manufacture 
ea SCOTLAND of Electrical Apparatus in 


. the British Empire. 
RBVBRSBD STAIRWAY TYPE TOP SBAT CAR. 


ADVANTAGES 1 


12 Per Cent. pw in Carrying Capacity. 
Complete Protection of Passengers Ascending and Descending. 
Protection of опе from weather. 


CHANGE OF ADDRESS. 
— — 


In consequence of the growth of our business, which has 
rendered our old premises at 101, St. Martin's Lane quite 
insufficient, we have Removed the whole of our Manufac- 
turing to New Premises, and all our Correspondence and 
Goods should be sent to us to that address. | 


ELLIOTT BROS., Century Works, Lewisham, Londen, 13 | 


Telegrame :—‘‘ OHM, LONDON." het Дак Ne. 218, pa нні 


| 4 
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E. GOOSSENS, POPE & CO., 


HIGH ~s- 


VOLTAGE 
^ LAMPS 
A SPECIALITY. - 


MANUFACTURERS 


OF ALL KINDS OF 


| ELECTRIC 
| INCANDESCENT 
LAMPS. 


-| LONDON: 
1 | 5, Guildhall Chambers 
||  basinghall Street. 

| 


LIVERPOOL: 


17, South Castle 


Street. 
Telephone; 700 L. Wall. : 
| Telegrams : Telegrams : 
. | DURAMENTUM, LONDON. "e тикеннин Тыны) FILAMENT, LIVERPOOL. 


BALCHKE’S PATENTS. 
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| Condensers. 
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i of Dortmund Electricity Works, 2000 H.P. i PENINSULAR HOUSE, MONUMENT ST., LONDON, E.C. 
om Electric Motors. 

d „„ е È —— —À 
CONTINUOUS CURRENT, 
NEWEST DESIGN, 
LATEST IMPROVEMENTS. 

All Sizes up to 15 H.P. 
ENOLOSED TYPE. OT | ; 


-ELECTROMOTORS LIMITED, 


| moire: MANCHESTER. RRV 
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CUTS “ALLAN ACCUMULATOR 


/ 1 . The Accumulator for Hard Work. 


— . — 

THE *ALLAN" PLATE cannot buckle 
owlng to its construction. e active material 
is contained in one solid mass, and is not sub- 
divided in any way: The grid is in the form 
of an envelope cast in one piece, with provision 
for expansion. 

ALLAN ACCUMULATORS give a greater 
capacity per lb. weight than any others on the 
N. TE 1828 market, and achieve this result а dimin- 

etu | ishing the mechanical N of the plate. 
FOR LISTS AND ALL PARTICULARS, WRITE T8 — 


ALLAN & ADAMSON, Ltd., 


THE ALLAN: ' ACCUMULATOR .WORKS. | CRAMPSHAW LANE, ASHTEAD, SURREY. 


ENCLOSED ARC LAMPS 


Е THE WELL KNOWN KOERTING & MATHIESEN MAKE. 


uf ^u (PUPA PU для 


The “H.V.” for single burning 100—110 Volts. 
The 0, I.“ for 2 in series on 200—230 Volts. 


——— ——Á— 


— woes capes - - - ———— — — 


IMPROVED APPEARANCE. STRONGLY MADE. 
NO CLOCKWORK. 


Prices, complete with cover No. 50 as shown 
H. y. w £5 2s. 2d. 
D. Vy. 42 £5 78. За. 


LIBERAL TRADE DISCOUNTS. ASK FOR NEW . 
ENCLOSED ARC LAMP LIST. 


Lamp, Type Н.У. 


Cover XIV. — „„ 
In great demand and in general use by Corporations and other large Users. 
SOLE AGENT PRPs Py PAGINA GP IRA SPE SPR DPR GPR PPR f 


Uc G. BRAU LIK, cea 


217 and 218, Upper Thames St., and Old Swan Lane, London ; and at * ANM 


The PROTECT ED RAIL DON DS 


Manufactured Only by ~ 


The FOREST CITY ELECTRIC CO., 


CLEVELAND, O., U.S.A. 


British Agenta :— 


MAGUIRE & BAUCUS, 


5, Warwick Court, High Holborn, 
LONDON, W.C. 


о. ЛШ 10, VICTOR DOURIN, Apoart for the Continent, 


28, Rue de la Montagne, BRUSSELS ; 
4, Rue Boudreau, PARIS. 
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LIQUID CELLULOIDS "Y Алые 


MATTI LACQUER for ucing ground glass. appearance on Incandescent. Lamps. 


Coloured Lacquers ef all and Tór incarüdescent Lamps. АН kinds of special Lacquers and Varnishes. 
MANUFACTURED BY 


THE FREDERICK CRANE CHEMICAL СО., 22 & 25. NEWHALL, HILL, 


Telephone 2279. Manufacturers of the Well-known Cold Lacquers, ‘‘Zapon” Enamel, Brassolins, а Gold Dye, &в. e лай nani. 
AGENTS—Ediaburgh :—ANDERSON & GIBB, 19 & 21, Blackiriare St. Glasgow :—THE METALLIC ART CO., 63, Waterice St. London :—PALMER 2 CO., Sutton St., Clerkenwell. 
—————— — öö SR 


PELTON 
prt т. WHEELS, 

DOUBLE ~ OENTRIFUGAL 

ЖОО; PUMPS, 40 


8. Ы OW ES, MECHANICAL ENGINEER, TURBINES. $ = ae “з Дн 
64, MARK LANE, LONDON, Е.С. — 
Contractor to Н.М. 5 also to the Russian, French. Dutch. Turkish, Egyptian. Indian. and Cape Governments. н 
/ Branches at Manchester, Liverpool, Paris, Gruesels, and New York. 


ROBERT W. BLACKWELL X COMPANY, Lr». 


ENGINEERS AND OONTRAOTORS FOR 


ELECTRIC TRAMWAY CONSTRUCTION & EQUIPMENT, 


Trolleys, Poles, Insulators, Wires and Cables, Feeders, Rail Bonds, Motor-Trucks, 


Engines, Line Material and Supplies of every 3 


59, CITY ROAD, LONDON, Е.С. e London Wall, u. 


leb bers, ” &o. 


RAMSDEN. CAMM & 00. LTD., 


BRIGHOVUSH. YOREBRSHIRE 


Iron, Steel and Copper Wire Drawers, 


MANUFACTURERS OF 


TELEGRAPH, TELEPHONE AND CABLE WIRE, 


Ес. Contractors te Н.М. Pestmaster-General, the indian and Colonial Governments and Leading Rallway Companies. 
B. SPECIALITIES :—FINE SIZES of Н.б. COPPER, GERMAN SILYER, &c., WIRES. nés 


SWEDISH CHARCOAL IRON SHEETS, BARS RODS STRIPS 


AND STAMPINGS. 
eus BROS, om mums, 
” вуд LONDON. · 


Telegraphic Address: BzustIRON, Lowpon." MsTABLISEED 1970. Disos over Б feet diameter 


MILD сека CASTINGS FOR WABNETS. MAGNET STEEL FOR TELEPHONES. ‚онен wid 


~ NEWTON "5,7 


Makers: of ME e Direct-Ooupled or Belt-driven 
Oontinuous Current | 


Dynamos and Motors, 


FOR ANY VOLTAGE AND SPEED. L 


FITTED WITH IMPROVED й 


SELF-OILING BEARINGS, ' эң; 


ALSO  MOTOR-TRANSFORMERS, BOOSTERS, BALANGERS, AND SWITCHWORK т ANY 
| SPECIFICATION AND E. M. f. | 
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| „ЖШ. 2 aea once км TAUNTON. ENGLAND. 28 = : 
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DORMAN & SMITH 


See advertisement PAGE 32 this week. 


SWITCH “Soo W. MIDDLEMISS, 
B HN KS. LaRaEsT == Manufacturer, ^ NESFIELD STREET, 


ENGLAND. BRADFORD. ~ 
THE *SPARKLESS GEM” . 
DYNAMO AND MOTOR BRUSHES 


Are now being exclusively used by many ot the leading 


MUNICIPAL ELECTRIC LIGHT STATIONS AND DYNAMO MANUFACTURERS. 


Owing to the spongy nature of the contact surface, they wear nearly twice as long as the older types, 
only the lightest pressure being req requires ов on . sparking is preveuted, and the general 
pera 


ELEOTRIOITY WORKS using these BRUSHES :— 
City of London Electric Light Co., Metropolitan Electric Supply Oo., Westminster Electric Supply Corp., 
Veatries of Chelsea, Hammersmith, Hampstead. The Woolwich, Chatham and Leyton Districts. 
Manchester, Welverhampton, Bradford, Morecambe, Oxford, Stockport, Dewsbury, Leamington, 
Meyvagissey, Bootle, Bromley, Chester, Shrewsbury, Llandrindod, ас. 
These Brushes are also ez extensively used in the United States of America, and on the Continent, 


ЖЕК Witten hes Sole THE ELECTRICAL ENGINEERING STORES, 
TE Aa: Licensee : S. J EVONS, Minories, Birmin an. 
The Brush "aside PURE TIN FUSE FURE TIN FUSE WIRE drawn town to any requirement of the Trade. Send for Catalogue. 


| REID BROTH ERS, 


Electrical and Tolegraph Engineers and Contractor. 


MAINS for TOWN LIGHTING, 


POWER, TRACTION, &c., — 


OOMPLETE INSTALLATIONS 2 


PNEUMATIC TUBES 
FOR TRANSMISSION OF PAPERS, &c. 12, WHARF ROAD, 
Telegrams - SUPRA, LONDON. | LONDON, N. s 


LUBRICA TING OI L 8. 


FOR CYLINDERS, HEAVY BEARINGS, AND MACHINERY OF ALL KINDS. 
CANNOT CORRODE, “GUM” OR “CLOG.” 

CYLINDER OIL GAS-ENGINE OIL 

MACHINERY OIL, | DYNAMO OIL; 


EFFICIENT Р AND ECONOMICAL. 


@ampies. and all partieulars of 


ENCELBERT & 60," me ST 


December 18, 1900.] 
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International Electric Co. ae 
International Eleotrio Co. of 
Liege, Belgium. T oe 
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Alternators. 
Brush Bleotrical Engineering Oo. 
Phillips. 


Johnson & 
Asbestos. 
Oresswell's Asbestos Oo. 


Auctioncers & Valuers 


(Mockanioa!). 
Wheatley Kirk, Price & Oo. 


Batterlos (Primary). 
Edison & Swan UBL, Co. 


Barnard. 
сюе rnc in Storage Syndicate. 
Drake : & Gorham. 

Medical Lows: Dorita CU; 

Hart Aocumulator Oo. 

Tudor Accumulator Oo. 

A. J. Wright. 


Battery Jars & Perous Celis. 


Hendry, J. Belting. 


Schrie er, 8. 
Webb & Son. 


Boller Coveriag. 


Boller Mountings & Valves. 
R. W. Blackwell & Co, 
kinson & 


Hop 
Bollere. 


В. В. Rowland & Oo, 
Lindsay Burnet & Co, 


Books. 

Rentell & Co, 
Whittaker & Co. 

Cabinet Work, &c. 
Brown & Co. 
E. H. Oripps. 
W. M. Foxcroft & Oo, 
R. Lambert 


W. Middlemias. 
Riehardson & Co, 


Cable Drum Carriages. 
Rawlinson & Sons. 


Carboas. 


R. W. Blackwell & Oo. 85 
Brush согар r 
Edison & Swan U.B робе 

The Blectrical Оо, 

General Eleotrico Co, 

Johnson & Phillips, 

Veritys, Ltd, 


Carbons (Cut). 
Hulbert, Е, 


Central Condensers. 
Arthur Koppel. 


Chomloals. 
G. Boor & Co. 


Circuit Breakers (Automatic). 


Ward Leonard Blectrio Ca, 
Geipel & Lange. 


Clutobes. 
Cowlishaw, Valkere & Со. 


Condensing Apparatus. 
Belliss & Moroom, Ltd, 
R. W. Blackwell & Co, 
Korting Bros. 
Pulsometer Engineering Co. 
шү, Ltd. 
. Pumping Engine Oo, 


Coppersmiths. 
Q. Hopkins & Son 


Crucibles, Plumbago. 
Doulton & Co. 


Dysamos. 
British Schuckert Electric Co. 
British Thomson-Houston Co. 
Brush Electrical Engineering Oo, 
T. H. Churton. 
Clayton E eering, &o., Co, 
Crompton & Co. 
Edison & Swan U.E.L. Oo. 
The Electrical Co. 
Electromoters Ltd. 
Fowler & Co. 
General Electric Co, 
Greenwood & Batley, 
Haigh & Co. 
J. P. Hall & Co. 
Wilson Hartnell. 
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MO & Whi 

ure eld, 

Middleton Bros. & Co. 

Newton Eleol. E Works. 

Ры Droemo Menofeoturtsg 
om amo Co, 

Rosling, Appleby & Fynn, Ltd, 

Ernest Scott & Mountain, 


Gaited! ошо Manatectarag 

v 

Veritys, Lid. act Oo. 
Walker & Hodgetts. 


Dynamo Brushes. 
R. W. Blackwell & Co, 
Edison & Swan U.E.L. Co. 
‘General Electric Co, 
8. Jevons 
Johnson, Clapham & Morris, 

» Patterson, 

Potter & Co. 
Veritys, Lid. 


Eboalte. 
Harburg India-Rubber Comb Oo, 


Electro-Magnets. 
Edison & Swan U. H. L. Co. 


Elevating and Conveying Plant. 
Graham, Morton & Co. 


Engineers and Contractors 
(Electrical). 
Belliss & M Lid. 
R. W. Blackwell & Co. 
British Thomson- Houston Oo. 
a Boca On 
Brush Blectrical Engincering Oo, 


gend and Contractors 
(Electrical.)—Continued. — - 
Callender's Cable & Construction Co. 
Crompton & Co. | 
Drake & Gorham. " 

Electric Construction Oo. 

The Electrical Co. 

Ferranti, Ltd. 

Foxcroft & Duncan. 

India-Rubber & Telegraph Works Co. 
International Electric Со, 
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Manlove, Alliott & Co. 
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Engine Fittings. 
W. H. Bailey & Co. 
Korting Bros. 
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R. W. Blackwell & Oo. 
Brush Electrical Engineering Oo. 
Browett, Lindley & Co. 
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National Gas Engine. 
Ransomes, Sims & Jefferies. 
Ernest Scott & Mountain, Ltd. 
Schmidt Stationary Engine Co., Ltd. 
Willans & Robinson. 
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Belliss & Morcom, Ltd. 
R. W. Blackwell & Co. 
Drysdale & Co. 
Ernest Scott & Mountain, 
Worthington Pumping 


Feed Pumps. 
R. W. Blackwell & Co. 
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G. & J. Weir. - 
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Mosses & Mitchell. 
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Dorman & Smith. 
Edison & Swan U.E.L Co. 
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В. Jenkins. Forglags. 
Fuel Economiser. 


E. Green & Son, Ltd. 
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Meldrum Bros. 


Geers. 


Angus, G., & Co. 
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W. F. Dixon. 
8 Schrieber. 
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Edison & Swan U.E.L. Co, 
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Atkinson, Schmah & Co. ` 
Edison & Swan U. E. L. Co. 
General Electric Co. 
Prism Globe Syndicate. 
Veritys, Ltd. 


Holsts.. 
Abbott & Co. 
Braulik, G. 


India-Rubber. 
India-Rubber, G. P. & Tel. Works Co. 


Injectors. 
Green & Boulding, 


institutions 
Elec, Eng. Inst. Corres. Instruction. 
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lastruments (Moasurinp). 
British Schuckert Electric Co. 
British Thomson-Houston Co. 
Bundschuh. 
Gordon Clark. 
Edison & Swan U.E.L. Oo. 
The Electrical Co. 
Elliott Bros. 
Evershed & Vignoles, Ltd. 
Foxcroft & Duncan. 
Johnson & Phillips. 
Nalder Bros. & Co. 


Nalder Bros. & Thompson, Ltd. 


J. Pitkin. 
James White. 


Insulators, ёс. 


R W. Blackwell & Co 
Doulton & Co. 

Edison & Swan U. E. L. Оо, 
Jobnson & Phillips. 

Maguire & Baucus. 

Price, Sons & Co. 

Stiff & Sons. 

Telegraph Manufacturing Co. 
Varitvn. I. td. 

Wright, Alex., & Co. 


insurance. 
National Boiler & Genl. Ins. Co. 


Iron and Steel. 


Simplex Steel Conduit Co. 
Turner Bros. 


Ladders. 


Heathman & Co. 


Lamps (Arc). 


J. D. F. Andrews & Co. 

F. Borland. 

G. Braulik. 

British Schuckert Electric Co, 
British Thomson- Houston Oo. 
Brockie-Pell Aro Lamp, Ltd. 
Brush Electrical Engineering Co. 
Crompton & Co. 

Drake & Gorbam. 

Edison & Swan U.E.L. Oo. 

T'he Eleotrical Co. 

Foxoroft & Duncan. 

General Electric Co. 

Gilbert Arc Lamp Co. 

Juckson, P. R., & Co., Ltd. 
Johnson & hillips. 

Moody Bros. 

D. Bruce Peebles & Co. 

Stewart Electrica] Synd, (Enclosed) 
Veritys, Lid. 


Lamps (Incandescence). 
G. Brauſĩk. 


Berrenberg Electric Lamp Syndicate. 


British Thomson-Houston Co. 

Brush Electrical Engineering Co. 

Cossor, A. 

Crystal Electric Lamp Co. 

Edison & Swan U. B. L. Co. 

The Electrical Co. 

Gabriel & Angenault. 

General Elleotric Co, 

E. Goossens, Pope & Co. 

Improved Electric Glow Lamp Co. 

Mackeys’ Electric Lamp Oo. 

Now British Incandescent 
Lamp Co., Ltd. 


"Renewable Electric Lamp Co., Ltd. 


Straus & Co., Ltd. 


Lamp Reflecters. 
Edison & Swan U.E.L. Co, ; 


Lubricants. 


Engelbert & Co. 
W. Н. Wilcox & Co. 


Manufacturing Electricians. 

Berend & Co. 
Brush Electrical Engineering Oo. 
H. W. Cox, Ltd. 
Edison & Swan U.E.L. Oo. 
The Electrical Oo. 
"s cap ei E.M. Co. 

i] . e 0 
ды челе аі Blectric Оо. 
Johnson & Phillips. 
MoGeoch, W., & Oo., Ltd. 
Penistone Electric Co. 
Ernest Scott & Mountain, 


Marble Siabs. 
M. & R. Moore. 


Metallurgists. 
S. Cowper-Coles & Co., Ltd. 


Metallic Packing. 
Green & Boulding. 


Meters. 
Bastian Meters 
British Thomson-Houston Co, 
Chamberlain & Hookham, Ltd 
Edison & Swan U. E. L. Co. 
The Electrical Co. 
General Electric Co, 
Johnsen & Phillips 
Schattner & Oo. 
Veritys, Ltd. 


Electric 


Mica. 


R. & B. Baxter, 

Edison & Swan U.E.L. Co. 
Banders, Wake & Co. 
Tully & Straker. 

F. Wiggins & Bons. 


Motor Car Manufacturers. 
C. ann. 


Motor Starters & Controllers. 


Geipel & Lange. 


Motors. 
Anchor Electric Co. 
British Thomson-Houston Co. 
Brush Electrical Engineering Co, 
Edison & Swan U. E. L. Co. 
Electromotors Ltd. 
The Electrical Co. 
J. H. Holmes & Co. 
Johnson & Phillips. 
Langdon-Davies Motor Co. 
D. Bruce Peebles & Co. 
Phoenix Dynamo Manufacturing Co. 
Rosling, Appleby & Fynn, Ltd. 
Ernest Scott & Mountain, Lid, 
Alfred Bykes. 
Veritys Ltd. 


011 Cans and Filters. 


Keye & Sons. 
A. С. Wells & Co, 


Patent Agent. 


J. G. Lorrain. 


Plating. 
Dover, Ltd. 
Platinum. 


Edison & 8wan U.E.L. Co. 


Poles. 
R. W. Blackwell & Co. 
Jobnson & Phillips (Wood and Iron), 


Porcelain Appliances. 
Bullers, Ltd. 
Dorman & Smith. 
Edison & Swan U. E. L. Oo. 
General Electric Co. 
J. Stiff & Bons. 
Veritys, Ltd. 


Portable Railways. 
Arthur Koppel. 


Derby & Oo. 


Power and Steam Hammers. 


Peter Pilkington. 


Rail Bonds. 
Forest City Electric Co. 


Railway Signals. 
Baxby & Farmer. 


Reducing Valves. 
Royles, Limited. 


Rheostats. 
Geipel & Lange 
Motieoch, ws & Oo., Ltd 
Stewart Elec. Synd., Ltd. 


Sturtevant Engineering Co. 
Ward Leonard Electric Co. 


Safes. 
Skidmore & Bon. 


Screws. 
Davis & Timmins. 
Edison & Swan U.E.L. Co. 
General Electric Co. 


Searchlights. 


British Schuckert Electric Co. 
Johnson & Phillips. 


Stampings. 
Edison & Swan U.E.L. Co, 
enkins 


W. B. Haigh & Co, 
Royles, Limited. 


Steam Valves. 
Royles, Limited. 


Stoneware. 


Doulton & Co. 
J. Stiff & Sons. 


Switchboards. 


R. W. Blackwell & Co. 

British Schuckert Electric Co. 
British Thomson-Houston Co. 
Brush Electrical Engineering Co. 
Cowans, Ltd. 

Edison & Swan U.E.L. Co. 
Electrical Transmission Co. 
Foxcroft & Duncan. 

General Electric Co. 

Heaton & Smith, Ltd. 
Johnson & N 
MoGeoch, W., & Co., Ltd, 
Veritys, Ltd. 


Switches. 


Brush Electrical Engineering Co. 
Electrical Transmission Co., Ltd. 
MoGeoch, W., & Co., Ltd. 
Sturtevant Engineering Co. 
Waltham Engineering Co. 
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Telephones. 


Consolidated тезрав aae & M. C. 


Edison & Swan U. 

L. M. Ericsson & Co., Ltd. 
General Electric Co, 

Gent & Co. 

Telephone Works, Ltd. 
Veritys, Ltd. 

Western Electric Co. 


Tools, &c. 
H. Milnes, 


Tipping Wagons. 
Arthur Koppel. 


Tramway Supplies. 


R. W. Blackwell & Co. 

British Thomson-Houston Co 

Brush Electrical Engineering Co. 
Dick, Kerr & Co. 

The Electrical Co. 

Elec. Rly. and Tram Carriage Works. 
Milnes, G. F., & Co., Ltd. 


Transformers. 


British Thomson-Houston Co. 
Brush Electrical Engineering Co. 
Edison & Swan U.E.L. Co. 
General Electrie Co. 

Gilbert Arc Lamp Co. 

Johnson & Phillips, 

Veritys, Ltd. 


Turbines. 


Gilbert Gilkes & Co. 
8. Howes. 
A. Steiger, 


Turners. 
Bonnella & Son. 


Vacuum Drying Apparatus. 
E. Passburg 


Vacuum Tubes. 
Edison & Swan U. E. L. Co. 


Varnishes, 40. 


Edison & Swan U. E. L. Со. 
Fred Crane Chemical Co. 


Ventilating. 


Belliss & Morcom, Ltd. 
Blackman Ventilating Co. 
Sun Fan Co., Ltd. 


Vulcanite 
Harburg I, R. Comb Co. 


Watches. 
Smith & Bon. 


Water Cooling Towers. 
Arthur Koppel. 


Wire (Covered). 


British Insulated Wire Co. 
Connolly Bros. 

Edison & Swan U.E.L. Co. 
The Electrical Co. 

I. Frankenburg. 

General Electrio Co. 

W. T. Glover & Co. 

W. T. Henley's Telegraph Works Co. 
Johnson & Philli 

London Eleotric Wire Co, 

W. Rickard. 

St. Helens Cable Co. 

Straus & Co., Ltd. 

Telegraph Manufacturing Co, 
Union Cable Co. 

G. B, Unsworth & Sons. 
Veritys, Ltd, 


Wire (Uncovered). 


R. W. Blackwell & Co. 

T. Bolton & Sons, 
Brunton & Son. 

Davis & Timmins, 

Edison & Swan U.E.L. Co. 
The Electrical Co. 

F. Espir. 

Ramsden, Camm & Co. 

F. Smith & Co. 


Wire Covering Machinery. 


Thos. Barraclough. 
Johnson & Phillips. 


Wiring Systems. 


Andrews, J. D. F., & Co. 
Conduit and Insulation Co. 
Mavor & Coulson. 

Simplex Steel Conduit Co. 


Wood Casings, &c. 


Beecroft & Wightman. 
Edison & Swan U. E. L. Co. 
General Electric Co, 

J. F. & G. Harris. 

Veritys, Ltd. 

Vigers Bros. 


Miscellaneous Advertisements relating to Situations, Articles for Sale and Wanted, e., Fe., appear on Sup. 17, 
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TRANSFORMERS and ARC LAMPS. 


50-80 HOUR OPEN TYPE 
ORDINARY LENGTH 
LAMP. 


Complete with Weatherproof 
Hood. 


THE ELECTRICAL REVIEW. 


50 TO 80 HOUR “OPEN” TYPE ARC LAMPS, 
TAKING SIX FEET OF CARBON. ' 


OOPY OF TESTIMONIAL. 


Corporation Electricity Works, 

Blackpool, April 2nd, 1900. 

Messrs. Tux GILBERT Anc Lamp Co., Ltd., : 
Chingford, Essex. 

Dear Sirs,—It gives me very great pleasure to say that the 120 Arc Lamps supplied by 
you have been working for the last 18 months quite satisfactorily; in fact, in my 
opinion, they are unequalled for rectifled currents. 

These amps are of the ene оде open type for rectified currents, and are fixed 
principally along the promenade on the traction posts. 

Neither the heavy gales experienced at Blackpool, nor the vibra‘ion due to the trolley 
system, appears toaffect them. These Jamps are arranged for burning at any current 
between 12 and 6 amperes, and to meet this we are using 18 and 9 mm. carbons (instead 
of 18 and 12 mm.). There are two pairs of carbons, each carbon being 18 inches long. 
The hours of burning under these conditions are about 45 (at 10 amperes). 


Yours thay. 
(Bigned) R. C. QUIN, 
Borough Klectrical and Tramway Engineer, 
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CHINGFORD, 


Essex, 


" 
nS v — е 
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Standard Post Gear 500-V. Switch 
and Fuse, Massive Terminals, 
Automatic Cut-out, Disconnect- 
Ing Switches, Line Resistance, 
Compensating Resistance, all 
mounted on Porcelain attached 
to post by two bolts, 


| WE have in most cases novel and simple arrangements, not only in our Lamps, but 
in our Apparatus, and can therefore supply at low prices; although we trust, in many 
cases, our things are better, and our Lamps more expensive where expense is worth 


having, than those of other makers. 
Up to the present we have been principally engaged in carrying out street lighting 


contracts for Corporations, &c. 


We are, however, prepared to supply the Trade generally 


with equally good lamps for ordinary work at Most Moderate Prices, which are 
really worth considering before buying any of the cheap lamps with which the market is 


flooded. 


REGISTERED DESIGN 


NOTICE. 


We have a few of our last year’s 
type of Lamp left, a very geod 
Lamp In every respeot, which we 
will sell cheaply to olear them, 
comprising Alternating and Con- 
tinuous 12-In. and 9-In. Garbon 
Lamps and some Enolosed Aro 
Lamps, with eovers, as shown. 


—————————————————— 


THE TRADE MOST LIBERALLY PROTECTED. 


ela. 
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FARADAY & SON'S 


Electric Light Fittings 


IN PICTURESQUE & CLASSIC FORMS 


Showrooms & Works (Extended) 
2, 3 & 4, BERNERS S1., OXFORD CIRCUS, 
| W. 


— — INTERLOCKING. «ind 


and again urged th ввїйу of comb “Tock” апа" actual connection between Telegraph 
r,t effect n e ee g РА e — , haa been 


eral lines b F 
DE EN A" A, 1800, For Particulare, Plans, and Estimates, apply to * 


— & FARMER. Ltd., Railway Signal Contractors, Canterbury Road, KILBURN, LONDON, N. w. 
Manufasturers of Railway Bignals, Cabins, Interlocking Levers, Block Instruments, and Signal Work of every descrigtjon, Electrical and Mechanical, un 


Electric Railway Cars. 


Manufactured by 

THE BRUSH ELECTRICAL 
ENGINEERING COMPANY, Ltd., 
49, Queen Victoria Street, London, E.C. 


IMPORTANT IMPROVEMENTS IN GUN METAL 
SCREW DOWN VALVES. 


HOPKINSONS PATENT “RLS.” VALVE. 


J. EXOE?PERSEINISSOINT sz со... Lro. 
BRITANNIA WORKS HUDDERSFIELD. 
LONDON OFFICE AND DEPGY: 165, QUEEN VICTORIA STREE), E.Q. 


Lerh i АТАТ ГЫТАТЬТ АТАТ ТАТАТ E PR ARMA PR SR AAP ТТТ 


SEND FOR CATALOGUE. 
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^N 
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OF VALUE and INTEREST to EVERY ENGINEER, 
The most complete CATALOGUE yet issued; 91 pages. 


guo eiu) NS Por АА. А. ДА. АА. Тата тата 


“HELSBY” GABLES AND WIRES. 


For 
Lighting, 
Power, 
Telephony, 


For Any Voltage and 


The TELEGRAPH MFG. Co., Ltd, HELSBY, near Warrington. 


11, баева vioteria St., LONDON. 2, Parsonage, MANCHESTER. 177, West George St., GLASGOW. 8, Vieteria St., BELFAST. 68, Mosley St., NEWCASTLE-ON-TYNE. 


»VERITYS 
Electrical Supplies. 


“STANDARD” MOTORS 


From 5 H.P. to 100 H.P. 


LARGE 
STOCKS 
KEPT 
UP TO 
30 H.P. 
STANDARD 
VOLTAGES. © 


— — — 


“4.2 


СОМРАСТ 
| & 
EASY TO 


ADJUST. 


EFFICIENT 


CHEAP. 


Call and inspect them Working in any of our Showrooms, or 
send for an illustrated Catalogue fo | 


LONDON ANB SOUTH OF ENGLAND :— 

31, KING STREET, COVENT GARDEN, W.C. 
MIDLANDS (WITH 8. WALES) :— 

.PLUME PLACE, ASTON, BIRMINGHAM. 


Telegrams : 


WERITYS, Kumite. 


NORTH OF ENGLAND (WITH IRELAND AND N. WALES) 
HARDMAN ST., DEANSGATE, MANCHESTER. 


SCOTLAND :— 40, BATH STREET, GLASGOW. 


“VERITY,” London, Birmingham, or Manchester, E VERITYS,” Glasgow: 


9 
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BEST QUALITY. 
BEST QUOTATIONS. 


ALL VOLTAGES. | | 
ALL CAPS. 


Telephone :—26, HARLESDEN." Telegrams :—'* HYALOID, LONDON," 


-THE NEW BRITISH INCANDESCENT ELECTRIC LAMP CO., Ltd., 
HYTHE ROAD, WILLESDEN JUNCTION, N.W 


SIMPLEX STEEL CONDUIT SYSTEM 


The Ideal System for Electric Wiring. | 


Exposition Universelle, 


Paris, 1900. 


Awarded ONE GOLDand — _ | 
ТМО SILVER MEDALS. 


| 
The HIGHEST and ONLY Award for Interior Conduit Systems. | 


„ — —ͤů— НЫНЕ 


Apply for Prices and Particulars to 


The SIMPLEX STEEL CONDUIT CO., Ltd, 
Telegrams : - ECONOMY, BIRMINGHAM.” Coventry Street, BIRMINGHAM. 


Also Mansion House chambers, 20, BUCKLERSBURY, LONDON, E.C., 
And 1, Peel Street, MANCHESTER. 


The bun Electrical Manufacturing Company 


Offices and Showrooms: 


Sheepscar Grove, LEEDS. 


Telephone No, 2955. 


ALWAYS ON SHOW 
READY FOR DELIVERY. 


MOTORS (Enclosed). | DYNAMOS. | 
%-Н.Р., 110 v., 1750 revs. 1-H.P., 240 v., 1600 revs. 110 v., 100 amps., 1200 revs. 
ł-H.P., 110 v.1700 , . 24-H.P., 240 v., 1500 | 110 v; 75 „ 1200 
3-H. P., 110 v., 1700 „ 4-H. P. 240 v., 1350 110 v., 50 „ 1400 


— — — 
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2, Telegrams : 
" SINCOLOR, MANCHESTER." ! 
Y Telephone 692. 2 4; 
Оми є GLASGOW : 
London : d. & A. ANDERSON 
(Scotch Agents), 
128a, Queen 


62, Robertson Street. 


Victoria St., E.C. NEWCASTLE- UPON-TYNE : 
B. S. PATERSON, 


Albion Buildings, 
St. James St. 


Telephone : 
5683 BANK. 


LARGE STOCKS. 
PROMPT DELIVERIES. 


HEAD OFFICES 
AND 


WORKS : Greengate, 


SALFORD, Manchester. " 


BROWETT, LINDLEY & 00, бш) 


=f 


MANUFACTURERS OF 


HIGH-SPEED SELF-LUBRICATING STEAM ENGINES. 


VVVTTYYTYYTYTYYYTYYTYVYYYYYYYYYYYYYYYY 


TWO-CRANK COMPOUNDS 


From 20 to БОО Н.Р. 


THREE-CRANK TANDEM 
COMPOUNDS - 


From 400 to 2,000 Н.Р. . 


ALSO 


Independent Jet and 
Surface 


CONDENSING PLAN TS. 


caa iT eri ITI LM 
dao ШИНИТЕ 
НЕНИН l IDE 


Send Your Enquiries and Spooifioations to 


BROWETT, LINDLEY & 00, (1899), Ltt, ee, 


—— 
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THE ST. HELENS GABLE GO., Lu. 


WARRINGTON. . 
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LAYING VULCANISED BITUMEN CABLES AT THE RAINHALL COUNTY ASYLUM ON THE “DIA SOLID SYSTEM." 


Solo Makors and Patentoes of :— | 
H- | 
DIA’s 
CABLES. | 


WARRINGTON, | E 
ST. HELENS, | 
32, VICTORIA ST., WESTMINSTER, S.W. 


T4 
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WITTING BROS., Ltd. RIT 


(Eleotricite & Hydraulique.) 
o ө Ө 


ENGLISH-MADE 


Electric Lamps 


ARE THE BEST. 


em a m d 


Electric Power э 
Traction Engineers. 


ЯНАО OFFICH: 


49, Cannon St., London, E.C. 


Telegrams : “Witting, London.” Telephone : 5795, Bank. 9969 


LAMPS 


UP TO 250 VOLTS. 


ALL OTHER VOLTAGES & ALL CANDLE POWERS 


ON ORDER FOR.. 
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MEXBOROUGH 
| DEVONPORT 


CENTRAL STATIONS. 
‘Ashmore, Bonson, Poaso & Co., Ltd., 


STOOKTON-ON-TEES, 
Agents for Scotland: VERIFYS, Ltd., 40, Bath St., Glasgow. 


ROSS COURTNEY ' ‘tt, 


Ashbrook Road, 
LONDON, N. 


NO METAL SHACKLES REQUIRED. 


FILAMENTS SHORT ANB SELF-SUPPORTING. 


urg aod SIWA L.E 0.9.6 Jo диа ие 1e sojpus) 09 pur ‘ZE 1 ‘B Ш ‘MOA OSS m 002 


NATURAL SIZE. 200 to 250 volts, 8 and 16 C.P. 


WRITE FOR PRIOE LIST TO THE 


ZURICH INCANDESCENCE LAMP 


TERMINALS SCRE ws| | POM 
SMALL TURNED spud STAMPINGS, ac., 47, Victoria Street, LONDON, S.W. 
MADE TO ORDER. Factory: SANDYCOMBE ROAD, KEW GARDENS, &.W. 


` Quotations on Receipt of Requirements. 
| m ed by ас H 
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(PATE в6 0) 


Suitable for High or Low speeds. | 
Made also as Fast and Loose Pulley. 
Specially applicable for Electrical ‘Work. 


OVER 100,000 F.P. AT WORK. | 


COWLISHAW, VALKERE & 60. LM, 


Engineers and Irontounders 
Br RUR, STOKE-ON-TRENT. 


Е 


The Clayton Engineering & Electrical Construction 


. COMPANY. LIMITED. 
Head Office & Engine Works: NEWTON, HYDE, near MANCHESTER 


Telegraphio Address :—'' DYNAMO,” HYDE. 
Telephone No. 62, HYDE, 


HYDE, near MANCHESTER. 


Electrical Works | CLAYTON, near MANCHESTER. 


NEW TYPE ENCLOSED MULTIPOLAR ELECTRIC MOTORS IN STEEL CASE. . 


IN SIZES FROM $4 TO 60 HORSE-POWER. 
Guaranteed free from Sparking at all loads. . Details are built in Standard Sizes and kept in stock. 


All communications to be am i 
addressed to the Head Offico, Newton. MULTIPOLAR DYNAMOS UP TO 5000 HORSE-POWER. 


T. HARDING CHURTON. 


DYNAMOS. 
| MOTORS. 


Telegrams :—'* MAGNET. LEEDS.” 
TELEPHONE. 933. 


— . 
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I. M. ERICSSON & 00,, Ltd., 


ELECTRICAL ENGINEERS, 


154-6, TEMPLE CHAMBERS, TEMPLE AVENUE, LONDON, E.C. 
. Stockholm & St. Petersburg. % гарне Address 


Telephone 
1340 ‘HOLBORN. “ERICSSON, LONDON. 


М 274 P A MAKERS OF 
Ea ND $; ” TELEPHONE and TELEGRAPH APPARATUS, 
| . FIRE ALARMS and TESTING INSTRUMENTS, ас 


Speciality: Telephone Instruments for 
=. Magneto and Battery Ringing. 


D ies Etabissoments LAZARE WEILLER 


Manufacturers of Copper and Bronze for all Purposes, 
FORGES, FOUNDRY, ROLLING & WIRE-DRAWING MILLS AT HAVRE, FRANCE 


DAILY COPPER output: 100 rows. 


| Contractors to most of the European and Colonial Governments and | Railway 8 and to the 
Principal English and Continental Cable and Insulated Wire Manufacturers 


SPECIALITY:—TROLLEY WIRE AND RAIL BONBS. 


ELECTRICAL AND MECHANICAL PROPERTIES TO ALL SPECIFICATIONS. 


IMPORTANT.—The regular daily Mail 
Service between France and England 
ensures prompt deliveries. 


Sole Agency and Depot for United Kingdom and Colonies : 


FERN AND ESPIR, 
8, EAST INDIA AVENUE, LONDON. E.C. 


Telephone No. 1600, Avenue. | pendit 1— “ Berm, Lowpon.” an 


HIGH EFFICIENCY 
LOWRIE-HALL INTRODUCED IN 1888, 


om 2/ransform ers, ТИШИ I OSE. 
ALTERNATORS, 
Dynamos, Motors, Switchboards, 
COMPLETE ELECTRICITY WORKS EQUIPMENT. 


JOHN FOWLER & 00, acens), 0, нинзт, LEEDS. 


WORES USING OUR APPARATUS:—Leeds, Eastbourne, West Brompton, Madrid, Dublin, Burton-on- кА Reading, Islington, 
Avila, Coventry, Blackpool, Newport, Toro, Buenavista, Sanildefonso, Ayr, Wakefield, Halifax, 
IN PROGRESS :—Newport, Leeds Electric Tramways, Beckenham, Bury St. Edmunds, Bange r, Heckmondwike, $e. sm 


I 
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NALDER BROS. & THOMPSON'S 


* 


A TYPE 
м. E. GRAVITY INSTUMENTS. | 


SILVERED DIALS, ENAMELLED SCALES 


Made in 6in. 9in., 12in., Dial Sizes 


for 
Continuous and Alternating Currents. 
AMMETERS from £2 74 


VOLTMETERS „ £2 14 


Permanent Magnet Moving Coil 
Instruments in this style 
From £5. 


BACK CONNECTIONS. 
(6° dial as stocked.) 


Telegrams : 


NALDER DROS, & THOMPSON, | 1 


за, QUEEN STREET, GHEAPSIDE, бык д Е.С. 
AGENTS :—Mr. S. JEVONS, Electric Stores, Minories, Birmingham ; Messrs. W. McGEOCH & CO., 108, Argyle Street 
and Messrs. SIMON, BERRY & CO, 65, King Street, Manchester. 


Mal Gas ENGINE 
NAL Ges Bee 


Glasgow ; 


PUE 
ijj 


—— m 


TYPE OF = iint 
Works and Head Offices: ASHTON-under-LYNE, MANCHESTER. 
WRITE FOR ILLUSTRATED CATALOGUE. 


London Showroom: 117, QUEEN VICTORIA ST., E.C. 
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WALTHAM'S 


BN 


СИРИНИ 
QUAINT PANELLED GAK ROON 
and a MODEL DRAWING ROON 


ra WALTHAM one 


Telegrams 1—'! BwrrosnoAnDB, Lonpon.” 
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FIVE SHOWROOMS 
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BELL PUSHES, 


eto. 


Fer the 
CONVENENCE OF = 
AT ELECTRIC LIGHT CONTRACTORS. 


CO., 46, York St., Buckingham Gate 


(Near 8. James's Park Staton, LONDON, S.W. 


Fully Descriptive List on Application; also Abridged Catalogue 
containing details of Water Separators, Exhaust Heads, 
Steam Traps, Steam-tight Valves for High 
Pressures, &c. 


Official Notices. 


GLASGOW CORPORATION TRAMWAYS 


Telephone Apparatus—Pinkston Power Station. 


HE CORPORATION OF GLASGOW are prepared to receive 
Tenders for the supply of Telephone Apparatus in connection 
with the Glasgow Corporation Tramways. 

Specification, with Form of Tender, &c., can be obtained on 
application to Mr. John Young, General Manager, 88, Renfield 
Street, Glasgow. A bank draft for 2 guineas, payable to the 
General Manager, must be sent with each application for Speci- 
fication. Deposits will be returned only on receipt of a bond fide 
tender. 

Sealed Tenders, marked ''Tramways—Tender for Telephone 
Apparatus,” must be lodged with the subscriber, not later than 
Ө a.m. on FRIDAY, JANUARY 18th, 1901. 

The Corporation do not bind themselves to accept the lowest or 
any tender. 

J. D. MARWICK, 


Town Clerk. 
City Chambers, Glasgow, . 
December 22nd, 1900. 924 


METROPOLITAN BOROUGH OF POPLAR. 


OTICE IS HEREBY GIVEN that the Council of the above- 
named Borough is prepared to receive tenders for the 
SUPPLY OF AN ELECTRIC ORANE 
to lift a maximum load of 5 tons, with a return block, the elec- 
tricity supply being continuous current at 460 volts. 

A copy of the specification and form of tender, together with all 
further information, may, upon payment of £l 1s., be obtained 
from the Borough Electrical Engineer, at the Electricity Works, 
Glaucus Street, Bromley-by-Bow, E. The amount of the deposit 
will only be returned after a bond fide tender has been received and 
opened by the Council. 

The Council does not bind itself to accept the lowest or any 
tender. 

Tenders, endorsed ‘‘ Tender for Electric Crane,” to be delivered 
to the undersigned on or before the 16th day of January next. 

LEONAND POTTS, 
Acting Town Olerk. 

Council Offices, 

117, High Street, Poplar, E. 
December 19th, 1900. 


Official Motices. 


BOROUGH OF ROTHERHAM. 


jeg are invited for the supply of Electricity Meters of 

sizes for maximum currents of 5, 10, 20, 25, and 35 
amperes. The supply pressure is 230 volts, continuous current. 

The Contractors must not pay less than the standard rate of 
wages paid in the district, and must observe the proper conditions 
of labour, and no sub-contracting will be allowed except by 
permission of the Corporation. 

Tenders, endorsed Electricity Meters,” should be sent to me 
not later than SATURDAY, the 19th day of January, 1901. 


The Corporation do not bind themselves to accept the lowest or 
any Tender. 


By order, 
H. HAMPTON COPNALL, 
Town Clerk. 
Council Hall, Rotherham, 
December 20th, 1900. 904 


SOUTHAMPTON CORPORATION TRAMWAYS. 
Contract No. 9. 
OVERHEAD ELECTRICAL EQUIPMENT OF LINES. 


HE CORPORATION invite tenders for the Overhead Elec. 
trical Equipment of about 1} miles of tramway route, form- 
ing an extension to the existing tramways. : 

Specification and form of tender may be obtained at the Borough 
Engineer’s Office. at Southampton, on payment of a fee of three 
guineas, which will be returned on receipt of a bona fide tender ; 
and copies of the plans and specification may be inspected, but 
not obtained, at the offices of the Consulting Engineers, Messrs. 
KINCAID, WALLER & MANVILLE, 29, Great George Street, West- 
minster, on and after the 28th December, 1900. 

The Contractor will be required to pay not less than the 
minimum standard rate of wages for the time being in each branch 
of the trade at the date of the contract. 

The Corporation do not bind themselves to accept the lowest or 
any tender, and the contractor whose tender is accepted shall 
enter into a formal agreement under seal with sufficient sureties 
for the due performance of his contract. Sealed tenders endorsed 
‘t Corporation Tramways, Tender for Contract No. 9," must be 
forwarded to me before noon on the 7th day of January, 1901. 


R. R. LINTHORNE, 
Town Olerk. 
Municipal Offices, 
Southampton. 
December 1900. 912 


CITY OF COPENHAGEN. 
ACCUMULATORS, 


* 
HE CORPORATION OF COPENHAGEN require tenders for 
the delivery of two accumulator batteries for lighting and 
traction purposes, to & new central station. Each battery about 
500 kilowatt. 

Specification and conditions of contract may be had on applica- 
tion to Elektrisk Station, Copenhagen, K, on payment of £l, 
which sum will be refunded on return of the specification accom- 
panied with the tender. 

Tenders must be sent to Kjóbenhavns Belysningsvæsen, Vestre 
Boulevard, Copenhagen B, not later than 12 o'clock noon, January 
the 21st, 1901. 


Kjóbenhavns Belysningsveesen, 
December, 1900. 854 


[Continued en nest page.) 
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Official Motices.—Continued. 


TO 


MESSRS. W. T. GLOVER & CO., LTD., 


Trafford Park and Westminster. 


G 
We beg to apologise to you for having repeatedly, 
through the gross carelessness of a member of our staff, sold 
cable as of your manufacture which was not in fact ‘made 
by you, and in consideration of your granting a stay of 
proceedings, in the action commenced by you against us, we 
agree to pay your costs as between Solicitor and Client, 
including the cost of the publication of this letter, to which 
publication we assent. 
(Signed) 
SAX SLATTER & CO., LTD., 


916 


Date, December Ist, 1900. 


COUNTY BOROUGH OF SUNDERLAND 


HYLTON ROAD ELECTRIC LIGHTING STATION. 


HE CORPORATION OF SUNDERLAND are prepared to 
receive tenders for the supply of 
(A.) Condensing Plant and Cooling Tower. 
(B.) Secondary Battery. 
(C.) Mains, Switchboard. 
(D.) Travelling Crane. 

The specification and form of tender can be obtained on 
application to the Borough Electrical Engineer, Mr. J. F. С. 
SNELL, Assoc.M.Inst.C.E., at his office, Dunning Street, Sunder- 
land, and on payment of a deposit of One Guinea, which will be 
returned on receipt of a bona fide tender. 

Sealed tenders, addressed to the ‘‘Chairman of the Lighting 
Committee,” Town Hall, Sunderland, must be delivered at my 
office not later than 12 o'clock noon, on Friday the Ist day of 
February, 1901. Tenders to be endorsed as worded- above, 
according as they relate to the particular sections specified. 

The Corporation do not bind themselves to accept the lowest or 
any tender. 

By order, 
FRAS. M. BOWEY, 


Town Clerk. 
Town Hall, Sunderland, 


December 17th, 1900. 
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FLEXIBLE MOROCCO. POST FREE 4s. 6d. 
REFERENCE BOOK OF 


TABLES & FORMULAS 


ELECTRIC STREET RAILWAY ENGINEERS, 


ARRANGED AND COMPILED BY 


A. к. MERRILżL 


Author af Hlecirie Lighting Specifcations fer the Use of Engineers and Architects, 


of this book are collected the MM tables and formulis of which 
use in ы practical everyda 


the MO o ME Ж Ж од — y work. 


manner fer 
zn AUD лүүлүк 

ve A eee erder has been Ye followed in the 
ocessively h care 
the tables an formules are А rep e 
extended 


to adapt them to the condition: 
imposed in electric street railway work, 


London: Н. ALABASTER, GATEHOUSE & 00, 
4, LUDGATE HILL. LONDON. ' 


Doulton Conduits 


For Underground Feeders 
in connection with 


Electric Traction. 


Роџітом а Co., LIMITED. 
LAMBETH, LONDON. 2 
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EVERSHED &V 


MAKERS OF ALL kinos o 
ELECTRICAL INS 
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PATENT SELF- ELF LUBRICATI 
FOR ELECTRIO LIGHT, POWER OR 
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THE BRITISH THOMSON-HOUSTC "IU ams 
83, Cannon St, London, E.O., ESI 


ELECTRICAL ENGINEERS AND GON TORS — 
re ex 
SEE LARGE ADVERTISEMENT IN LAST WEEK'S IS SSUE 
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POPULARLY EXPLAINED, 


BY 


H. SCHOLES 
Late Assistant Editor "ELEOTRIOAL RE 


This work, which is beautifully illu 
in popular language an account of hes 
tion. The chief methods of аа. 
puryusss аге explained, while the most І 
Continental systems are described and illust od. S 

It will be of great use to Members of Municipa 
and Tramway Companies who are considering ‘ik 
adopting Electric Traction. ao : 


It is interesting to the general public, boonuse E r 
are for the first time popularly explained. · са 


PUBLISHED BY  — tes 


ALABASTER, итш а en 


4. LUDGATE HILL EO. к 
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CHLORIDE 


ELECTRICAL STORAGE SYNDICATE, LIMITED. 


MEDAL: 


Fai ҮШ 1300. 


Offices and Works: CLIFTON m. noar MANCHESTER. — 


LONDON OFFICE : 


39, VICTORIA STREET, S.W. 


Telegrame :—''OHLORDIO, LONDON. 2 Telegrams :—'* ACOUMULATE, =— 
Telephone :—587, WESTMINSTER. ^  PENDLEBURY.'" 


THESE ILLUSTRATIONS 
SHOW 
STANDARD TYPE OF TRANSFORMER 


STANDARD SIZES :— 
5, 10, 20, 30 and 60 KW. 


FOR 
100 and 60 CYCLES, ARRANGED IN 
MOUNTED IN CENTRAL STATION COVERS, 
SUBSTATION TANKS, STREET TANKS . AND ALSO 
OR SAME TYPE OF TRANSFORMER 


CENTRAL STATION COVERS. 


BUT WITH STREET TANK. 


? 


8. Zoe FERRANTI, L? 


HOLLINWOOD, 
LANCASHIRE. 
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HIGH VOLTAGE 


ACCESSORIES LIST 


NON READY. 


LARGE LOW PRICE 
STOCK. . . Consistent with 
KEPT. GOOD WORK. 


IN е sh ALL HIGH VOLTAGE - THROUGHOUT THE COUNTRY 


- o——— q . — — 


HIGH VOLTAGE 


HOLDERS (*S" OR “BRIDGE” — 
» SWITCH HOLDERS (Registered), | 
7 TUMBLER SWITCHES (Registered), 


“SAX” CHINA SWITCH (Patent 
applied for), 


CUT-OUTS (5—30 Amps.), 
WALL PLUGS, 


ШШ NY Wd en 
“И! ы»! | l| * 
Шш Es ч [ ll 
| G N "ib 
N | 
| 


ч.” i = SA 
у, |, i | 


K 


ADAPTERS, үз 
" MAIN SWITCHES. INTERIOR OF 
T H.V. SWITCH HOLDER. 
(REGISTERED). (REGISTERED). 


Apply also for Catalogue of ENGLISH Electrio Bells. 


JULIUS SAX & co. Ltd. 


(H. M. SALMONY, Managing Direotor), 


ONLY ADDRESS: EAGLE ELECTRICAL WORKS, 
119, COLDHARBOUR LANE, 
Telegraphic Address: ‘‘SAXATILE, LONDON.” CAMBERWELL, LONDON, S.E. 


Telephone No. 1215 Hop, 


т - E ‘т — PE. . м 
— .. oe L d "> - 
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не EDISON 


HEAD OFFICE, SHOWROOM AND LAMP DEPARTMENT :— U N ITE D E LECTR IC LIGY 


EDISWAN BUILDINGS, QUEEN STREET, | 
Supply Dept.: 11, COLLEGE HILL, E. C. (dv орровне ), y 


LARGEST MANUFACTURERS OF 


INCANDESCENT LAMPS 
IN THE WORLD. 


CONTRACTORS Т0: 


The Admiralty, 


All other Lamps 
which claim to be of 
first quality are either 


War Office, made in accordance 
Royal Arsenal, with the Edison or the 
Post Office Swan patents, or in 

sd close imitation of these 
India Office, inventions. 


the Colonial Govern- 
ments,Railway Cos., 
Steamship Cos., 
Corporations, and 


The Company 
is the only Firm 


Municipal in the United King- 
Authorities. dom wholly manu- 
London County bé eduxi 

Council, e uring every- 
Leading Clubs, thing connected 
Hotels, with an Incan- 


Theatres, &c., &c. descent Lamp 


HIGH VOLTAGE LAMP, 200 VOLTS, 16 C.P. (FULL SIZE). 


ORIGINAL INVENTORS, PATENTEES AND | 22227 


ш 
BELFAST :— ч 
134, Royal Avenue, 


FOUNDERS OF THE INCANDESCENT |: 


LIT 


DUNDEE :—17, Castio St. 
Telephone N 


ИИН. 

еѕї с Street. 

Telephone Ne e Rope. i 
SUPPLY STORES +, 


WORKS di mm t. 


Telegrams addressed to any Branch :— "Ei 


BEST AND CHEAPEST IM THE END.| 2700 te 
. — —— QÀÁ 000€ 


BRISBANE :—Centrai Bulic», 
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Г & SWAN 


AT COMPANY, LIMITED. 


LONDON, E.C. 


West End Showrooms:— 63, PARLIAMENT STREET, LONDON, 8.W. 


Large Stocks Ready for Delivery of all Electrical Accessories. 
———————————————————————— 


е Ü K A AG , 
ы d QUTD. 


The Company make a 
Speciality of Fittings for Public 
Buildings, Churches, Mansions, 
Hotels and Theatres, and have 
a large staff of Artist Designers 
(at the disposal of the Trade) 
to prepare designs to corre- 


Ф" 
^ \ 


FITTINGS. 


Large Stecks 
| kept ef 


ELECTROLIERS, 
PENDANTS, 
BRACKETS, 
STANDARDS, 


spond with special architectural 2 | ) NS STATUARY 
eS 2 І Pads, 7 


features and decorations. 
“чл. 
Fig. 3764 Illustrates 


a recent 3-light design 
in Oxydised Sliver. 


iLE and SHOWROOMS: 
HULL :—gdiswan Bulldings, 
| Tees reet 

0 А 


-ЕЕОВ :— 
127, Albion Street. 
Telephone 


-IVERPOOL :— 
| 11, St. 8 ы › Crescent. 
Telephone N 


MANCHESTER :— 
39, King / 5 
Telaphone N 


NEWCASTLE-ON- ВЕ. = 
(OU feoplona NO. 1658, 


—College Hill, = e: 
pote, Aa naase 
A Manchester 
аіза!! ; 
well, Newcastie-on- Tyne. 
6 4 followed by Name of Town. 


, BRANCHES : 
Street, Wynyard Square. 
dinge, Edward Street. 


“А HALL PENDANTS, 


&c., &c. 


eco "il, . рф о o me 


F ittings 
finished in: 


OXYDISEO SILVER, 
OLD GOLD, 
POLISHED BRASS, 
BRONZE, 

BRASS & COPPER, 


., &c. | 


Spread, 14 in. 
Drop, 8 in. 


LIBERAL DISCOUNTS 
10 THE TRADE. 


HANDSOME 
AND 
INEXPENSIVE. 


PROMPT DELIVERY FROM STOCK. 


ыл 4022 


— ~ 
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SHOULD YOU EVER 
BE IN THE - 


DARK AS TO 
WHICH ARC LAMP 


IS THE BEST, 


p 
WRITE FOR PRICES AND 


PARTICULARS OF THE 
ENOLOSED . 


BYNG-ANGOLD - 


FOR CONTINUOUS OR. APE | 
ALTERNATING CURRENT || / 


INDOOR OR 
OUTDOOR USE. 


THE GENERAL ELECTRIC t, Ltd., 


Head Offices, Warehouses, and Showrooms : 


69, 71, 88, & 92, Queen Victoria Street, LONDON, E.C 
Victoria Bridge, MANCHESTER. 
71, Waterloo Street, 1 AME . 
BRANCHES : : 
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Peel Works, Adelphi, SALFORD. 
56, Barwick Stree 
13, Westgate Road. NEWCASTLE- 


Sherlock Street, BIRMING 


HAM. 
Brook Green, HAMMERSMITH. 
ARK ON-TYNE. 
drew Street. DUBLIN. 


WORKS : 
Union Street, SOUTHW. 
16, St. An 
East Wharf, St, Mary St.. CARDIFF. 


CLERKENWELL. 
Agents for the Australian Colonies: LAWRENCE & HANSON, 3, Wynyard St., SYDNEY, & 167, Queen St., MELBOURNE. МЕС? TRADEMARK 


| 


STL NER LI E: 
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AND 


Gducational Notice. 


KING’S COLLEGE, LONDON. 


ENGINEERING, ARCHITECTURE, AND APPLIED SCIENCE DIVISION 
| OF THE FACULTY OF SCIENCE. 


LENT TERM COMMENCES THURSDAY, JANUARY 17th. 


PROFESSORS. 

ECHANICAL ENGINEERING—Davip S. САРРЕВ, M. A., 

| M.Inst.C.E., M.I.M.E. 
CIVIL ENGINBERING—Henry Rosinson, M. Inst. O. E. 
ELECTRICAL ENGINEERING E. WirsoN, M. I. E. E. 
NATURAL PHILOSOPHY—W. G. Арлмв, M. A., D. So., F. R. S. 
ARCHITECTURE R. Ersry Smith, A. R. I. B. A. 
CHEMISTRY—J. M. Тномвом, F. R. S., F. I. C. 
MATHEMATICS—W. H. Н. Норвом, M. A. 
METALLURGY—A. K. Номтіметом, A. R. S. M., M. I. M. N. 
GEOLOGY and MINERALOGY—H. G. Szzrxy, F. R. S. 


RESIDENCE OF STUDENTS.— There are а few rooms vacant 
in the College. | 


EVENING CLASSES 

are held for Civil, Mechanical, and Electrical Engineering, Work- 

shop Practice, Architecture and Building Construction, Drawing, 

гога! Wood Carving, Mathematics, Physics, and all Science 
ubjecta. — 

ADVANCED EVENING and SATURDAY MORNING CLASSES, 
in conjunction with the Technical Education Board of London 
County Council, will be held in 

EVENING ive . . Civil. Engineering, Mechanical Engineer- 

ing, Electrical Hngineering, Architeo- 
ture. 
SATURDAY Mornine ... Mathematics, Physics, Physiology. 
For prospectuses and all information apply to the | 
SECRETARY. 
King’s College, Strand, W.C. 928 
— el 


THE 


UNIVERSAL ELECTRICAL DIRECTORY 


1 9 0 І Edition 


H. ALABASTER, GATEHOUSE & CO., 
4, Ludgato Hill, London, E.C. 


NOW READY. 


Mounted on Linen, Post Free, За, 


LIST OF 


ELECTRIC TRAMWAYS & RAILWAYS 


IN THE 


UNITED KINGDOM. . 


TO BE OBTAINED FROM 


H. Alabaster, Gatehouse & Co., 
4, LUDGATE HILL, LONDON. 


THE ELECTRICAL REVIEW SUPPLENENT. 


J. H:HOLMES & CO. 


NEWCASTLE-ON-TYNE, 
(7, SOHO SQUARE, LONDON, w. 
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TELEPHONE No. 5,071, Bank. ‘Telegram: “INDICES,” LONDON. 


WHEATLEY KIRK, PRICE & C0. 


(ESTABLISHED 1850), 


Electrical Auctioneers, Valuers, 
P O 5» >) ARBITRATORG. 


Average Annual Valuations exceed £2,000,000 sterling. 
48, WATLING STREET, QUEEN VICTORIA ST., LONDON, E.6. „гое 


CHEAP PREPAID ADVERTISEMENTS, 


(Latest time for receiving 2 p.m. Thursdays.) 


Relating to Situations Vacant, Situations Wanted, Buel- 
nesses Wanted, Businesses for Salo, Patents for 
Salo, Specific Articles of any kind Wanted, or for 
Salo or Exchange, are Inserted at tho rate of ONE 
PENNY Per Word (minimum 1s.). | 


THREE CONSECUTIVE INSERTIONS FOR THE PRICE OF TWO. 


% This Seale does not apply to Trade Advertisements, 
terms for which can be had on application. — 


SITUATIONS VACANT. 


If letters are not te be delivered te certain fwas er individuals (if known), 
instructions to that effect should be sent te the Manager of the 

Review, who will do his best to carry out such insteuetiens. Letters of 
V rien cannot in such cases be returned to them, not can tho nemes of 
Advertisers using a number or a nom de plume in any way be &t@losed. 


Original Testimoniale should never be sent. 


BOROUGH OF HAMPSTEAD. 


Assistant Electrical Engineer Wanted. 


qu BOROUGH COUNCIL are prepared to appoint an 

Assistant Electrical Engineer to take charge of the running 
of their electric light station on one of the shifts, and to carry cut 
the instructions of their Chief Engineer. . 

He must have had practical experience of alternating current 
station work (preferably with Siemens and Ferranti alternators 
and high-speed engines), including synchronising, ranning in 
parallel, indicating engines, and testing alternators and cables, 
getting out cost sheets, efficiencies, &с. He will be required to 
reside in the parish, and must not engage in any other business or 
employment. Salary to commence at £180 per annum. 

Applications, stating age and previous experience, together with 
copies of not more than three testimonials of recent date, to be 
sent in to me not later than 12 noon on January 2nd. 


By Order, 
ARTHUR P. JOHNSON, 
Town Clerk. 
Town Hall, Hampstead, 
December 17th, 1900. 876 


W ener by Large Continental Works, manufacturing 
' Generators, Motors and Electrical Apparatus of every 
description, 

A MANAGER AND ENGINEER 


to take charge of business in the U.K. and Colonies. Machinery 
already well introduced in Great Britain. 

Applicants must enjoy good reputation, and have large trade 
connection, and be able to influence good business. Kuowledge 
of Direct and Alternating Current, as well as Installation Work, 
indispensable. 

All communications wil be kept strictly confidential.— Apply, 
928, ELzcTRICAL Review, 4, Ludgate Hill, London. 928 
— ALL аана 


(Continued on newt page.) 
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SITUATIONS YAOANT.— Continued. 


BOROUGH OF ROTHERHAM. 


Appointment of Blectrical Engineer. 


HE CORPORATION invite applications for the post of 

Borough Electrical Engineer. The gentleman appointed 

will have to take entire charge of their Electrical Supply Depart- 

ment and the running of the Central Station. Applicants must be 

familiar with the working of a ‘three-wire continuous current 
system of supply. 

The salary will be at the rate of £200 per annum. 

Applications, stating age and experience, and accompanied by 
copies of not more than four recent testimonials, must be received 
at my office, endorsed Electrical Engineer," not later than noon 
on Monpay, JANUARY l4th, 1901. | 

Canvassing in connection with this appointment is strict 
forbidden, and will be held to disqualify. 

Partioulars of the duties of the’ post can be obtained on applica- 


tion. 
(By order), 


H. HAMPTON COPNALL. 
Town Cierk’s Office, 
Rotherham. 905 


SIR JOHN CASS'S TECHNICAL INSTITUTE, 
Jewry Street, Aldgate, E.C. | 


qus GOVERNORS of Sir John Cass's Foundation are pre- 
pared to receive applications for the appointment of Principal 
of their new Technical Institute in Jewry Street, Aldpate, which 
will rank as a London Polytechnic. The Principal will be required to 
devote his whole time to the work of the institution, his full 
duties commencing on September Ist, 1901. The stipend will be 
4500 a year and a special arrangement will be made in order 
to secure the advice and assistance of the principal elected in 
the equipment of the Institution during the next few months. 
Applications must be. received on or before the 26th day of 
January, 901, on forms which, together with ull particulars 
respecting the duties of the appoiatment, can be obtained on 


application to the unders'gned. 
W. H. DAVISON, 


Clerk to Sir John Cass's Foundation. 


St. Dunstan's Chambers, 
104, Idol Lane, 
Eastcheap, Е.С. | 915 


WEST HAM UNION. 


To Engineers, Blectricians and others. 


T GUARDIANS are desirous of appoiuting an Expert to 

advise on the engineering work in connection with the 
Infirmary now in course of erection at Forest House, Leyton- 
stone, N.E. 

Applicants must state their qualifications and the terms and 
conditions upon which they will be prepared to act, ard will be 
required to deal with the question of the boilers, engines, 
machinery, lifts and electric lighting for the Institution. 

Applications marked “ENGINEER,” must be received not later 
than WEDNESDAY, the 28rd proximo, at the undermentioned office 
where further particulars can be obtained. 


By order, 
FRED. E. HILLEARY, 
Clerk. 
Clerk's Office, 
Union Workhouse, 
Leytonstone, N.E. | 
December 19th, 1900. 917 


TO ELECTRICAL ENGINEERS. 


1 LONDON COUNTY COUNOIL requires the services of a 

fully qualified Blectrical Engineer who has had experience 
in the construction of electrical tramways, and who will be 
directly responsible, under the Council’s Chief Engineer, for the 
work of construction, or reconstruction, for electrical traction of 
the tramways now belonging to, or hereafter to be acquired or 
constructed by the Council (other than those otherwise provided 
for), and for the proper and efficient working of the generating 
station, plant and electrical equipment of the tramways when 
constructed or reconstructed ; and he will be required to discharge 
such other duties as may be assigned to him. 

The salary attached to the appointment will be £1,000 a year, 
and the gentleman appointed will be required to give his whole 
time to the duties of his office, and to conform to the Council's 
regulations in respect of the Superannuation and Provident Fund, 
in the benefits of which he will participate. | 

Forms on which application for the appointment is to be made 
can be obtained from the Clerk of the Council, Spring Gardens, 
S. W., and the latest time for receiving applications is 10 o'clock 
a.m., on Monday, 14th January, 1901. 

Personal canvassing of members of the Council ig strictly 
prohibited. 

G. L. GOMME, 


| Clerk of the Council. 
County Hall, Spring Gardens, S.W., 
December 28th, 1900. 9d 


BOROUGH OF COLCHESTER. 


ANTED at once, thoroughly competent Jointer; one used to 
three-core distributors preferred. Wages 35в., progressing. 


Applications to 
ALFRED В. SILLAR, 
Borough Electrical Engineer. 
Osborne Street, 


II ELECTRICAL REVIEW SUPPLEMENT. 


[December 28, 1900. 
BITUAT;ONS YACANT.— Continued. 


qus OOUNOIL for the Foreign Community of Shanghai es pi 
& Municipal Electrical Engineer. Salary, at present rate o 
exchange, about £510 per annum, with quarters, coal, gas, and 
medical attendance. 
Age, single man preferred, 28 to 40. б " 
Must pass the ordinary insurance medical examination. The 
candidate selected must undertake to devote his whole time to the 
duties. His duties will be carried out under the direction of the 
Works Committee, and he must be competent to superintend 
general working, conduct routine correspondence, &c., &c. He 
must have a thorough knowledge of the management of alternating 
plant and continuous current, arc lighting, good knowledge of 
mechanical engineering, be able to prepare estimates for inde- 
pe.deut installations, and be able and willing to personally super- 
vise the entire working of station and lines. Three years’ agree- 
ment. First class passage aud liberal leave rules. | 
Farther particulars may be obtained from Messrs. JoHN Pook 
AND Co., 63, Leadenhall Street, London, E.C., to whom al! applica- 
tions for the appointment should be-forwarded before Saturday, 
January 12th, 1901. SH 


Where Advertisements are to be answered to a iven number, letter, cr 
nom de plume at the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be entirely di ed. 


Cheap Pre Advertisements are inserted under this heading at tbe rate of 
One Penny Per word (minimum 1s.) Three Consecutive Insertions for the 
price of two. 


A RMATURE Winders wanted; only first-class men need apply ; 
constant work guaranteed to really good men.—Apply 
D. Bruce Peesrizs & Co., Tay Works, Bonnington, Edinburgh. goo 
OK-KEEPER wanted immediately for à Manchester supp'y 

B house. Good address essential and knowledge of electrics! 


БУ ТШ 


goods preferable.—Address, stating talary required, to No. Ө??, 


— TU 


ErkcTRICAL Review, 4, Ludgate Hil, London. 2 
ARPENTER-WIREMEN wanted immediately.—A pply with 
full particulars, wages, &c., BAUGH AN & Co.. Read ing. э» 


7 RAUGHTSMAN wanted for dynamo and alternator detail 
D drawings. Must be quick and accurate.—Address, stating 
age, wages, and experience to Box 665, at Horncastle’s, Cheapside, 
E.C. 


жаз 


F wanted, thoroughly capable of designing dy- 
namos and motors, and superintending their manufacture. 
State age, past experience, and salary required.— Address 858, 
DLC RICAL Review, 4, Ludgate Hill, London. АРА 


MPROVERS wanted in arc lamp finishing and adjusting, and 
I transformer departments; must be over 21. Must have had 
experience in some works, as well as a technical training in the 
day classes of some engineering college. Start at 25s.—GILBERT 
Авс Lamp Company, LIXIT RD, Chingford. 240 


Jes Clerk required in the office of an electric supply com- 
pany, should write well and be quick at figures.—Apply by 
letter, stating salary required, to Motor,” c/o Street’s Agency, 
30, Cornhill, Е.С. С эз 


AD Wanted, about 17, strong and intelligent, to assist engi- 
neer in electric light installation in London. Should have 
some experience of gas engine and accumulator plant. Permanent 
berth for steady worker; first-class character and references 
indispensable.—Apply by letter only, giving age, past work, and 
copies of testimonials, to Совгк, 80, Kemble Road, Croydon. ae 


i for electrical works, a competent Man to super- 

intend manufacture of small dynamos, motors, &c,—Appl y 
by letter stating previous engagements and salary required, to 
‘** Victor,” Box 2958, Sell's Offices, Fleet Street, E.C. соз 


W occurs for Pupils in electric lighting station in 
Midlands. Small premium, no salary.— Write 822, ELEC- 
TRICAL REVIEW, 4, Ludgate Hill, London. ess 


ANTED.—Jointer for street mains and general wiring. 
Permanent berth to the right man.—Apply, stating experi- 

ence and wages required, to ‘‘ SECRETARY," Guildford Electricity 
Supply Company, Guildford, 


* 


ANT ED.—Smart Young Fellow as Armature Winder, one 
thoroughly used to Brush open coil arc light armatures; 
must be also capable of carrying out own fitting; permanent em- 
ployment to suitable man.—Give wages and send copies of re- 
ferences to 900, BiectRicat Review, 4, Ludgate Hill, Londen. wo 


ANTED.—Smart Youth for works laboratary.—Send full par- 
ticulars of knowledge, &., іо “ Р. S.,“ о/о Street’s Agency, 


30, Cornhill, E.C. 20 

eee 

Woo у Carpenters wanted at once.—Apply with testi- 
monials.— HILL, UPTON & Co., Oxford. — —— vel as ы 


Wo Foreman required, must be used to piece work and 

labour saving tools, good mechanical training and one used 
to electrical work preferred, to take charge of small shop (50 
hands) in London district. Starting salary £3.—Apply to 789, 
c/o The ELECTRICAL REviEW, 4, Ludgate Hill, London. твр 


SITUATIONS WANTED. 


ne ape barry are to = answered to a given number, letter, or 

@ I;LECTRICAL Review Office j ons f d 
addresses of the Advertisers will be entirely disre; F 
dvertisements are inserted under this heading at the. rate oi 
er Word (minimum ls.). Three Consecutive Insertions for the 


Cheap Pre 
One Penny 
price of two. 


PPRENTICE.— Wanted to apprentice a young man, aged 20, 

forthree years. Electrical fittings works near Westminster 
preferred.—Forward copy of terms to 770, ELECTRICAL Rxvixw, 
4, Ludgate Hill, London. no 


Colchester. | = (Continued on neat page.) 
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SITUATIONS WANTED.—Continued, 


LECTRICAL Engineer seeks opening; all round man, steam, 
gas or oil motors, dynamos, motors accumulators, wiring 
for lighting or power.—Bussy, 70, Morley Road, West Ham, E. su 


LECTRICIAN Engineer (32), charge of plant, repairs.— 
B.,“ 59, Granleigh Road, Leytonstone. 01 


ENTLEMAN, 16 years’ experience as representative and in 
office, wants berth with wholesale firm; close buyer.— 
937, ELECTRICAL REVIsw, 4, Ludgate Hill, London. 987 


—— — 


OINTER wants permanent situation, used to Callender’s, 
B.I.W., and Henley’s cables. Wages £2 a week; can do own 
wiping.—907, ELECTRICAL Review, 4 Ludgate Hill, London. оо 


N Wiring Contractors. The Simplex Steel Conduit 
Company, Limited, beg to inform contractors and engineers 
that they have on their register the names of several wiremen 
experienced in the erection of the Simplex conduit system, who 
are now open for engagement. List of names and particulars sent 
on receipt of application, and employers are invited to make use 
of the facilities offered. 8519 


ESPONSIBLE berth as Assistant Manager or Manager of 
department in & manufacturing or wholesale electrical ac- 
cessories business, desired by advertiser with good connection, ex- 
perience, and references. — Address, 818, ELxcTRICAL Review, 
4, Ludgate Hill, London. RIR 


RAMWAYS.—Engineer requires re-engagement, well up in all 
- construction work. Good draughtsman. First-class refer- 
ences.—786, ELECTRICAL Review, 4, Ludgate Hill, London. 


— — 


786 


IREMAN-Carpenter, practical, lighting, bells, motor work, 
&c.—84, Droop Street, W. 7 

IREMAN, casing, Simplex, bells, situation.—“ G.,“ 68, Vine 
Street Buildings, Tooley Street. A. E. gal 


IREMAN (80), competent in all branches, simplex, casing, or 
barrel. Town or country. (Late foreman).—777, Екс. 
TRICAL Review, 4, Ludgate Hill, London. 


IREMAN, complete installations, mechanical, technical 
knowledge.—W нтк, 18, Lower Coombe Street, Oroydon. 
860 


777 


W IREMAN wants job, own casing or Simplex.—Apply, 934, 
ELTCTRICAL Review, 4, Ludgate Hill, London. 994 


W IREMAN wants work, casing or Simplex.—‘‘ PHILLPOT,” 56, 
Geneva Road, Brixton. 935 


IREMAN (Young), simplex, casing, &c., good references. — 
„ELECTRIC,“ 44, Millbrook Road, Brixton. 


927 
ү Man (age 25), seeks situation, meter fixer.—‘‘C.,” 
9, Pratt Street, N.W. e02 


FOR SALE. 


FOR SALE. 


9 N. H. P. Crosstey’s Hien Srrrp Gas ENriNE (50 B. H. p.) 
Fitted with all latest improvements. Intake and exhaust 
silencer and scavenging arrangement. Valves for town’s 

or producer gas, Starter. Worked two seasons. 

Dynamo. Compound wound by Edmondson, 110 volts, 190 
amps., 530 revolutions. Three bearings, slide rails, switch- 
board, measuring instruments, and regulating resistances. 
Worked three seasons. 7 

Two 9 N.H.P. CRossLEY's Gas ENGINES AND STARTER. Exhaust 
silencers and scavenging arrangements. Running alter- 
nately since end of 1896. 

Dynamo. Compound wound. Crompton’s. 115 volts, 127 amps., 
1110  revolutions. Three bearings. Slide rails. Switch- 
board, measuring instruments, regulating resistances. New 
this year. $ 

BzrLTs. Double leather, copper stitched, two 10 inch, one 8 inch, 
one 9 inch, all about 22 feet centres. 

All in perfect condition and can be seen working in Newtown. 


Beason For DisPosAL :—Having completed ceatral generating 


station. 
Also a quantity of PULLEYS, SHAFTING, and GUARDS. 


Apply— 
0 ENGINES,“ 
| с/о PRYcE Jones, LTD., 
Newtown, Montgomeryshire. те 


Where Advertisements are to be answered to a given number, letter, or 
nom de plume at the ELECTRICAL REVIEW Office, applications for names and 
addresses of the Advertisers will be entirely disregarded. 

Cheap Prepaid Advertisements are inserted under this heading at the rate of 
One Penny Per word (minimum 1s.) Three Consecutive Insertions for the 


price of two. 


CCESSORIES Business, making good profits, for sale for about 
£6 00.—Apply in first instance, personally, to H. ALABASTER, 


ELECTRICAL REviEW Office, 4, Ludgate Hill, London. 808 
CID Resisting Asphalte supplied in any quantity and floors 
laid with same.—W. Brieas & Sons, Ltp., Asphalte Manu- 


faoturers, Dandes. 


YNAMOS, small portable, 10 to 12 volts, never been used, 
ФА each.—Unitep MOTOR INDUSTRIFS, ІлмітЕр, 40, Holborn 
Viaduct, E.C. 668 


FOR SALE.— Continued. 


LECTBIOC Motors for Sale, direct current, 110-volt ; several 

by Crompton, General Electric Company, Walsall Company, 

and Electric Construction Company. All in excellent condition, 
very little used :— 


4-H. P., at £6 $-H.P., £10 ]-n.P., £15 
14-н.р., £19 2. H. P., £28 24-н.р., £26 
34-H.P., £33 m 
Also“ Lundell” Enolosed :— 
$-B.P., £12 l-H.P., £17 2-H. P., £25 
A. Vrerry & Co., Dover. eo 


OR Sale.—Absolately new, never been used, and being removed 
from a noblemap's mansion simply because larger plant is 
altogether t» be put down, Shunt Wound Dynamo, 25 amperes, 150 
volte, by John Turner & Sons, Acoumulators, Switchboard, Switches, 
quantity of Twin House Wire, Electroliers and Brackets, Lamps, 
Shades, and other accessories. — For particulars and prices apply to 
CHARLES D. PHILLIPS, Electrical Engineer, Newport, Mon. 1s 


OR Sale.—Electric Lighting Plant, nearly new: Crossley 
modern electric lighting gas engine, 20 B.H.P.; two O. and 

C. ironclad dynamos, each 8-xw., 850 revolutions, 115 volts.—All 
in perfect order and now running.—A ddress '* P.,” 9, Richmond 
Terrace, Brighton. 880 


OR Sale. — Dynamos, second-hand ; iron shaking barrels ; cycle 
wheel trueing machines, cheap.— OANNING," Snow Hill, 
Birmingham. 846 


OR Sale.—65-H.». Byng Hawkins continuous current motor, 
100 to 110 volts 850 revolutions. — Martin, Electrician, 
Kidderminster. | 918 


OR Sale.—40 H-brake gas engine, by National Company, and 
dynamo and switchboard, nearly new, can be seen running. 

Also 4-H ofl engine by Crossley.—Apply, Croxson, Engineer, 
Southend-on-Sea. 900 


OR Sale. — The British patent of animproved incandescent safety 

lamp, ordinary size bulbs. Any voltage and caps. Price 

£1000. Principals only.—864, ELECTRICAL Review, 4, Ludgate 
Hill, London. 864 


OR Sale or Hire, high class dynamos, motors, alternators, 
cable and arc lamps.—P ROT HupnLEsTON & Co., 72, Fins- 
bury Pavement, E.C. o 


F R Sale or Royalty, novel aro lamp invention, absolutely 
steady light, simple and cheap to manufacture.—Addrees 
886, ELECTRICAL Review, 4, Ludgate Hill, London. 66 


— 


ЛОВ Sale. — Rope-driven electric generating Plant, compris ng 
one 200-1. H. P. horizontal compound condensing engine, with 

jet condenser, by John Fowler & Co., Leeds, with two 100.kw. 
single-phase alternating current dynamos, with exciters, by the 
Electric Construction Corporation, Limited; equal to new.—Apply 
R. Н. Loncsotuam & Co., Wakefield. 020 


A GLASS Cells 12” x 11” x 13" deep, in good condition. 
What offers ?—TirkE & Suirn, Lrp., Melksham. on 
( ) AS Engine, 2]-horse, by Tangye, two fly-wheels, tank, piping, 
&o., £22. Also dynamo, 65 volts 12 amperes, £11.—883, 
ELECTRICAL Review, 4, Ludgate Hill, London. 


GQ Ate cheap, 6-N. H. p. Crossley gas engine, 60 amps., charging 
dynamo; 380-ampere-hour battery, switchboard, 4£0.—Swita, 


83, Chapel Street, Southport. 859 


ARTICLES WANTED. 


Where Advertisements are to be answered to a given number, letter, or 
nom de plume at the ELECTRICAL Review Office, a tions for names and 


addresses of the Advertisers will be entirely 1 ed. 
n 


Cheap Prepaid Advertisements are inserted under this heading at the rate of 
One Penny Per Word (minimum Is.). Three Consecutive Insertions for the 
price of two. 


OOUMULATORS, Second-hand, any type, wanted; also lead 
ride, old copper cable, scrap metals, and every descrip- 

tion metallic dross purchased for cash, town or country.— 
Write, A. BRowN, 77, Lansdowne Road, Dalston, N.E. 8000 


LATIN UI, in any form and quantity, purchased at highest 
prices by DERRT & Co., 44, Clerkenwell Road, London. en 


END particulars and lowest price of any electrical machinery 
for sale to the PUBLISHER," Phillipa’ Monthly Machinery 
Register, Newport, Mon. овер 


ANTED.—Combined plant about 10 1. n. . engine for 100 Ibs. 
steam pressure; dynamo, continuous current 250-volt, 

moderate speed. — State maker, price and full particulars.— 
No. 910, EtzcTRICAL Review, 4, Ludgate Hill, London. 910 


ANTED.— Dynamo wanted, good condition, 65 volts, 50 am- 
peres.—CaNNiNG, Snow Hill, Birmingham. 645 


ANTED.—Electric Lamp Tops and Scrap Platinum.— BDRT 
AND Co., 29, Ludgate Hill, London. э 


ANTED.—Engine and dynamo (direct coupled, Willans or 
Belliss preferred) about 800 amperes, 110 volts, suitable 

for 180 lbs. steam pre sure.— VERNON & Sons, Brunswick Street, 
Liverpool. qe 


(Continued on nest page.) 
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ARTICLES WANTED.— Continued. 


ANTED.—Good second-hand Lathe by good maker 14 or 16” 
centres by 14—16 feet gap bed.—Reply with full par 
ticulars to the ANGLIAN ENGINEERING CoMPANY, LIMITED, Stow- 
market. 908 


ANTED.—New or good Second-hand Combined Engine and 
Dynamo by good maker, output about 130 xw., with 


100 lbs. steam sure. Send lowest price for cash, and where it 

may be inspected to 879, ELECTRICAL REVIEW, 4, Ludgate Hill, 

London, 879 
MISCELLANEOUS. 


Where Advertisements are to be answered to a given number, letter, or 
nom de plume at the CThICAL Revinw Office, сано for names and 
addresses of the Advertisers will be entirely disre, 

Cheap Prepa Advertisements are inserted un ae ths heading at the rate of 
25 Penny er Word (minimum ls.). Three Consecutive Insertions for the 

oe of two. 


OCUMULATOR CHARGING.—C. H. Cathcart & Co., having 
plant specially adapted for this purpose, charge cells of all 

sizes promptty, thoroughly and cheaply. Terms on application. 
Accumulators on hire for temporary lighting, expcrimental uses, 
&o.—8, Dorset Buildings, Salisbury Square, Fleet Street, E.O. 
(Telephone No. 266, Holborn). 1866 


Mr. J. d. LORRAIN M. I. E. E., M. I. M. E. &., 
Fellow of the Chartered Institute of Patent Agents. 
Norfolk House, Norfolk Bt., London, W. c 
% PATENTEE'S HANDBOOK” Post Free on Application. 118 


GRAHAM, MORTON & CO., Ltd., 


Works: LEEDS. 
ELEVATING AND CONVEYING MACHINERY. 
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View sho wing plant handling 40 tons of c« odi per hour, erected by us. 


MISCELLANEOUS.—Continued. 


PSTEIN Aoowmulator Plates for Storage Batteries are now 
supplied by the sole licensees and makers, W. O. Rooper 
AND RoniNs, Eleetrical Engineers, Stafford. e 


A GENT wanted by special manufacturer of electrical rheostats 
of every description.—Please address Messrs. Reiss AND 
Ктюмм, Stallschreiberstr, 18, Berlin. эва 


ONSULTING Engineer, поё now pee prepares studenta 

for the electrical profession. Ages 1 he 20. Large country 

house, all sports, good society, private , workshops, course 
two years. Premium, including board an gars ploy E170.—884, 
ELICTRICAL Review, 4, Ludgate Hill, London. " 


LECTRICAL Engineor having L. ud plant, takes evening 
students for practical work. —51, Sinclair Road, Kensington, 


UITION.— Private evening lessons required at once in the 
theoretical and mathematical side of the design of alter- 
nating current generators and systems of transmission.—Apply, 
stating terme and other particulara, to No. 902, ELECTRICAL 
Review, 4, Ludgate Hill, London. 903 


ANTED.—Small Works with yard, in neighbourhood of 


Falham. Street leading into Fulham Road preferred.— 
801, ELECTRICAL Review, 4, Ludgate Hill, London. em 


GILBERT ARC LAMP Co., Ltd., 
CHINGFORD. 


Used For SrReer Lie HTING, 
PROMENADES, FACTORIES. 
IRon Ж“ $тсє Works, SHors 


Тес Биг 1а‹ад©- Ere. Er 
Sri / uiTetevs y Fen AwTS 


AC KSON CO 
x Ad ra DO RAR | 


POPULARLY WRITTEN AND FULLY ILLUSTRATED. PAPER. POST FREE, ls. 


THE STRANGE HISTORY OF A DYNAMO. 


By T. E. GATEHOUSE. 
Should be read by all interested in the production of electricity. An excellent gift for schoolboys. 


H. ALABASTER, GATEHOUSE & CO. 4, Ludgate Hill London, E.C. 


MAGUIRE & BAUCUS, 


Standard Electric Railway Supplies, 


5, WARWICK COURT, 
and 


кси HOLBORN, 


LONDON, W. o 


BRIDGEPORT BRASS CO- S 
PHONO-ELECTRIC WIRE.— The Best Trolley Wire. 
HARD-DRAWN COPPER WIRE. High Grade Only. 
COPPER RODS, BARS AND COPPER STRIP IN QUANTITY. 


McGUIRE ELECTRIC RAILWAY TRUCKS. 
M. & B. ELECTRIC MOTORS. 
VITRIFIED TILE CONDUITS.—Single or Multiple Ducts. 
“ARMORITE” FLEXIBLE STEEL CONDUIT .—ForInterior Construction 


SEND FOR CATALOGUBHS AND PRICES. 
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LAHMEYER crrankrorr) 
— GENERATORS. 


H. M. SALMONY & CO., LTD., 


118-120, CHARING CROSS ROAD 
LONDON, W.C. 


Telegraphic Address :—‘‘ Satmony, Lonpon.” Telephone No. 6479 Gerrard. 


JAMES PITKIN, 


MANUFACTURER OF 


ELECTRIC HAND LAMPS 


Of all descriptions, 


Miners’ Hlectric Lamps. 
Portable Batteries. 
Surgeon’s Batteries. 
X-Ray Coil Batteries. 
Oyclist Electric Lamps. 


N ' A — : 7 | 
f 


= — | Ss 2 p 
PRICE tists 66, RED LION STREET. 
PER RETURN. CLERKENWELL, E.C. 


ST. SIMON'S ELECTICAL WORKS, 
SALFORD. 


Our DYNAMOS and MOTORS 
are fully guaranteed, and have a lot 
of good features which you should 
look into before placing your orders 

Slotted Armatures with Removable Sections. 

. Self-Oiling and Self-Aligning Bearings. 
No Sparking. Low Temperature Rise. 
Highest Efficiency. Large Overload Capacity. 


ES X5 rm 


|| | i "De Є THE CHEAPEST HIGH GRADE MACHINES IN THE 


WRITE AND GET OUR PRICBS. 865 


Telegrams: “Pumping, London." Telephone No. 614 (Bank). 


CONDENSING ED WATER 

| sur Zl | | 

PLANT TRADE MARK. COOLING 

"T: Codes Used: A B C., A 1, and Liebers. TOWERS, 
very | ME 

Pumps for all Sorvicos, | меа Forces 


Description un 
With Simple, Compound, or Triple Expansion Steam 


and of Cylinders. | | or 
Any Capacity. : Natural Draught. 


STEAM 
PUMPS, 


— 


>) . | WATER 
. MOTORS. 


A Type of Worthington Electric Pump. 


WORTHINGTON PUMPING ENGINE CO. 


153, Queen Victoria Street, 
150,000 so. LONDON, Е.С. „оо Steen 


CATALOGUES, ESTIMATES, AND PARTICULARS FREE ON 33 


ENGINES and BOILERS supplied and fixed with all Accessories 
FEED WATER HEATERS, CONDENSERS & COOLING i 
STEEL and COPPER STEAM PIPES and Bends, &c. 
VALVES and EXPANSION JOINTS, &c., 
SHAFTING, PULLEYS, &c., 

supplied and fixed. P 
FORGINGS supplied and p di 

Machined. P ud 


p di HIGH-SPEED 
~ AIR COMPRESSORS, 
for afi Pressures up 

to 200 ibs. per Square Inch, Ж Жой 
For AIR BRAKES, MINES, 20, каии 


— 


2° or for Exhausting. o A . 
prt 58, Euston Road, London, М.М/. ron AND AIRE —— 


s TEE eS - 


— Ф 
— 
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Telephone No. 18. ESTAB LISEEEID 1853. Telegrams :—‘‘ RICKARD, DER8Y.’’ 


 RICKARD'S.- 
WIRES AND CABLES 


ARE USED 


EVERYWH ERE. 


„ woo 2 - 
HOLLOWAY & CO., 92, Watling Street, E.C. MOORES, FARRELL & CO., 26, Victoria St., Manchester. 
MACDONALD: = Co., 76, Finsbury Pavement, E.C. A. DILLON, 61, William Street, dublin. i 


SCOTT: MOU NTAIN, 


Electrical and General Engineers, NEWGASTLE-ON-TTNE. 


London Office: 20, NEW BRIDGE STREET, BLACKFRIARS, E.C. 
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STEAM DYNAMOS. 


780 H.P. for Hill of Howth Electrio Railway, Dublin. 
400 99 » Darlington Corporation. 

580 ээ » Birkenhead Corporation. 

560 99 » Worksop Corporation. 

480 s» s Worthing Corporation. 


SUPPLIE. D TO 


ADMIRALTY, WAR OFFICE, 
H.M. OFFICE OF WORKS, 
GENERAL POST OFFICE, 


ALL LEADING ELECTRICAL FIRMS. 


THE SUNBEAM LAMP CO., Ltd., 


141, Fenchurch t., E.C. Gateshead-on-Tyne. 
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RANSOMES, SIMS & JEFFERIES, 


—— — 


MITED. 


. ALL CLASSES OF ENGINES AND BOILERS 
FOR ELECTRIC LIGHT TOTALA HONS 
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With Throttle Valve or Patent Automatic “Shaft " Guvermor 


ENGINES AND DYNAMOS COMBINED AND TESTED. 


ORWELL WORKS, IPSWICH. 


0, GRAGHCHURCH STREET, LONDON, . d. 


Telegraphic Addvess i—" SOLAR, BIRNIBGHAN." 


CHAMBERLAIN & HOOKHAM. 1°: “*"Siasinonaw. 
cy ELECTRICITY METERS 


The Best in the Market. 
Approved by the Board of Trade. 
Patents Upheld in Court of Queen's Bench. 
07 MANUFACTURERS AND OTHERS INFRINGING THE COMPANY'S PATENTS WILL BE PROCEEDED AGAINST. “Guy 


Agents for | | Telegraphic Address 
Great Britain & Ireland Messrs. VENNER & 60., в, оа чч London, В. vx Trydan, London." um 


"NEW LAMPS FOR OLD.” 


We revolutionise present Electric Lamp prices by offering the public British- 
made High Efficiency Electric Incandescent Lamps that can be renewed 
from time to time at half the Original cost, independent of а saving of over 
25 per cent. in current. | 


We are the Sole Patentees, Actual Manufacturers and Ploneers of Е аа 
THE RENEWABLE ELECTRIC LAMP. / h ARA 


Full Particulars on appiication. 
Wah ed ANP NP NP NP тл дт л, 


)Tho RENEWABLE ELECTRIC LAMP Co, Lto., С 


Offices, Warehouse and Factory :— 


BRUNSWICK PLACE, CITY ROAD, LONDON, N. 


PAPER. POST FREE, 2s. 6d. WITH 34 ILLUSTRATIONS. 


OZONE: 


ITS COMMERCIAL PRODUCTION AND ITS APPLICATIONS. 
By EMILE ANDREOLI. 


H. ALABASTER, GATEHOUSE & OO, 4, Ludgate Hil, кедш. Е.О еН 2g 
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WATERPROOF MB e — 
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LARGE STOCK 
MOTORS. 


THE ANCHOR ELECTRIC CO., 
39, Victoria Street, 
Westminster. 


Of High-Class 


240-H.P. M ! W 
E Culure & Whitfield, 
LAN STOCKPORT. 
| TA — —ñ — 
HERSEY DYNANOS & MOTORS 
DYNA MOS 


| For Aro and Incandescent Lighting, Transmission of Power, Electro 
plating and De ting, Electrolysis. 


MOTORS 


For Driving Cranes, Honi ck tl Tools, and all Classes of 
ery 


, CENTRAL STATION AND SHIP LIGHTING COMBINED PLANTS. 


Prices and Full jParBeulare on application. 


Londen келес б. 0. TAYLOR, 160, Leadenhall Street, F.C. 
„Lech Whitheld, Stoshpori" ‘Telephone No. 180 Nat. 


THE “MELDRUM” FURNACE 


Stockton-cn-Tees, September 13th, 1899. 


MESSRS. CROSIER, STEPHENS & CO., 
NEWCASTLE-ON-TYNE. 


Dear Sirs, 
We have yours of yestorday, and In reply thereto have pleasure In handing you the figures asked for. 


You will see that the guaranteed saving of 15 per cent. has been attained, with which result we are very pleased. 
The resuite are very satisfactory, and we will have pleasure In retaining the Furnaces, trusting that tholr good 
qualities will be maintained. 
We think that the enclosed will be all that you require, and remain, 
Yours truly, 


per pro ROPNER & SON. 


(Signed) L. ROPNER. 


TABLE OF RESULTS OF TEST, 


MADE ON TWO LANCASHIRE BOILERS 30 ft. by 8 ft. 6 in., EACH WITH TWO FLUES 3 ft. 5 in. DIAMETER. 


Method of Firing ... us - "S EN Esc tees .. Natural draught. ... “Meldrum ” Furnace 
Duration of Test... Pak.» on үй 8 ges — P 10 Hours. is is 11 Hours. 
Kind and Price of Fuel used... vas n is р .. ‘*Browney” Steam Shildon Lodge (unscreened) 
at 11/3 per tun. at 10/6 per ton. 
Mean Temperature of Feed Water Ev. RO шы xv .. 173 FF. TN 20% Е. 
„ Boiler Pressure sue ma “з 85 ‘et oe ... 14L'6 lbs РГ 149 Ibs. per square inch. 
„ Total Coal used es T vis 885 ses we lbs. . . 14,08 .. xd “з 18,542 
ši js - рег hour .. lbs. .. 1, 408 isi саз 1,231 
A per 8q. foot of grate per hour. ves aes eee „ 1998 .. ix s 15:01 
Percentage of ash ... is 107072 % io iis JO 357 
Water evaporated at Boiler pressure from Feed Temperature lbs. 105,100 E .. 121,530 
T $5 per lb. coal lbs. T m js aes vus .. T4060) .. is wae 8:970 
vi p per hour from and at 212° F. bos .. lbs. . . 11, 438 E "m 11,054. 
per Ib. coal from and at 212? T.. bbs. one `.. ee n 95462 
Oost of Evaporating 10 tons of Water ees ТВ .. 13/10 sah 11/1 


SAVING EFFECTED BY « MELDRUM " FURNACES 24°32 PER CENT. 


MELDRUM BROS. TN ENGINEERS, CTY ROAD, 
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THE “CHELMSFORD” 
ENCLOSED ARC LAMP. 


GREATLY IMPROVED 
MECHANISM. 


e в E E Æ | t M 


PERFECT 
REGULATION. 


£ & & € c 


SUITABLE FOR 

BURNING IN SINGLE 
PARALLEL, OR ANY 
NUMBER IN SERIES. 


c `G £ £ £ 


GUARANTEED AGAINST ALL 
CLAIMS FOR INFRINGEMENT. 


£ £ £ £ & 


CROMPTON 
COMPANY, | 
LONDON EE 
CHELMSFORD. 


» 


CHIEF OFFICE: 4, Queen Victoria Street, London, Е.С. Telegrams; Crompton,” London. 
WORKS: Arc Works, Chelmsford, England. - - > => Telegrams: Crompton,” Chelmsford. 
BRANCH OFFICES: | AGENCIES: 
Glasgow — ..  .. Baltic Chambers, 50, Wellington 86. india ..  .. Kilburn & Co., 4, Fairlie Place, Calcutta. 
Birmingham .. 21, Paradise Street. New Zealand Tu : 
Manchester .. .. Ds oe yd — Burman D. тш ша у au u, e ar 
eeds .. 5 .. Prudential Bui ge, Park Row. m os 
M ү e, e e eee 
sto oe .. Scottish Widows’ Buildings, Ba n Bt. w 
Dublin 62, Dawson Btrcet. Australia | . Bplatt, Wall & Co., Perth. 
Sydney, N. S. W. 418, George Street. Egypt. T. Cook & Bons s Egypt. Ltd.,Boulao Engi | 


CODES_USED: A1; Engineering; Ager's Telegr&sm; Moreing & Neal's New Mining and General ; Sea and tho A B C 4th Edition 


м 


be 
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J. P. HALL & CO., 
"c" — OLDHAM. 
ur | DYNAMOS ~ MOTORS e 


Of All Types. | | OPEN: 


Fig. 174. Fig. 175. 


HERE ILLUSTRATED. 
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NEW PRICE LIST JUST PUBLISHED. 


SILVER MEDAL, PARIS, 1900, FOR THE TYPE OF MOTORS 


SHUNT WOUND FOUR-POLE ENCLOSED MOTORS, 5 TO 100 B.H.P. 


[ THE UNION CABLE COMPANY, Lro. 


23, COLLEGE HILL, 
CANNON EUREEN, E.C. 


— meh Фф — 


VULCANIZED CABLES and WIRES} 


OF ALL CLASSES, 
FOR ALL PURPOSES. 


Telegraphic Address :—‘‘ CABLEWELL, LONDON.” Telephone :—6100, Bank. 


E'S SAVE'Q LATEST PATENT SEAMLESS oiL UAR 


MAYE Fitted with 6. 


New 3 Thumb Button & Patent Seamiose Spout. 


Е „а 


IN OOPPER OR BRASS, 
For Electrical Purposes. 


| Contractors to Н.М. NAVY, War oc EU Home Office, ү" ; ! j "1 ^il if Mme: 
and Indian an Stato Railways. LE MAKERS— | 
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‘co’ | G. B. UNSWORTH & SONS, Ltd., — 

к” „ Мамага of Electrica! Wires of enr] siglo fr Lini Шиши, Dynamos, Nacion, Telephones, and Electric Bolis, 
me | INSULATED LINE WIRES AND CABLES. 
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IMPROVED ELECTRIC int * 


The C. & I. Co. offer a Complete Electric Piping System of Electric Wiring, worked out upon a practical and scienti 
Conduit ensures installation construction that oan be guaranteed against defective workmanship, and the various “ils” to which eleetrical. 
This Нн Grape Conduit System ів exclusively specified and employed by Leading Architects and Consulting Engineers for ail 


permanence of construction need not be sacrificed to the immediate or a small extra initial first c:st | 
THE изат Цай i. 
E. 


N 

ү REMOVES ooné nna s 

\ REMO prevents intern EIN 
PROVI ES a non- pert ; 


Я j y. 5 UU di Ma S — | [ 1 ' | cables. 
M NO LM к Со у r 8 Н РОНЕ oe à 1 SUBDUES the ettet of the “ short 


— .. Ee NER — — Te ИЕНА | cirauit ” arc which may be cemsed i 
peri 
OBTAIN FULL PARTICULARS FROM THE MANUFACTURERS :— CHECKMATES the ocercless of 
incompetent work. 


THE CONDUIT & INSULATION co., Ltd., FRED. BATHURST, д.м-1-є-є, 


Ormond House, 63, Queen Victoria Street, LONDON, E. G. 


Telegrams :—“ Conduits, London.“ Telephone: —5195 Bank. 
‘Factories, Gummers Town, 8.WW. a 
NOTE.—The C. & I. Co. inform possible customers that their manufactures rere not exhibited at the recent Paris Exhibition, but that their Factories are *'iull 
up," and orders should be placed well in advance of the date upon which delivery is required. 


TO MANUFACTURERS OF DYNAMOS, MOTORS, TRANSFORMERS, &c. 


STAMPINGS OF ALL DESCRIPTIONS, | MAGNETS—Forged, Rolled, Cast or Stamped, 


DISCS up to Finished, 
60 inches diam. or in the Rough. 


SLOTTED WORK SLABS а BARS . 
a speciality. . 


Gceuracy of Stamping 
and 
Highest Electrical 
Results Guaranteed. 


ROLLED AND FORGED SHAFTING, EYEBOLTS, MICA, COMMUTATOR SEGMENTS, 48. 


ROBERT JENKINS, °° 2223.5." 


Telegraphic Aare аналы, Lenin. 
LISTS OW APPLIOATION TO 


C. R. HEAP, Sole Importer, 47, Victoria Street, LONDON, S.Y. 


ж) Уі 


С. & O.“ FOUR-POLE MOTOR, CLOSED TYPE. | "С. & С." FOUB-POLE MOTOR, OPEN TYPE. 2 


GARDNER . 


OIL AND GAS ENGINES 


From 4 B. H. P. to 20 B. H. P. 


OIL ENGINES, GAS ENGINES, PETROLEUM SPIRIT (BENZOLINE: 
ENGINES. DYNAMOS COMBINATIONS OF ENGINES 
AND üs. 


GARDNER & SONS, "чена ане wess a 


Telephone No. 48, Eocras. Telegrams: " Тивовни, Ратазсвотт," 


London: NORRIS & HENTY, 36, Upper Thames dade RC. 


Telegrams: " Nonxzosasen, Logpnon," 
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THE 
Co., d. 
By Special To Her Majesty 
Appointment The Queen, 


GOLD MEDAL 


Paris, 1900. 


E. P. S. 
BATTERIES 


SUPPLIED TO 


Belfast Corporation, 


TOTAL CAPACITY, 


1,100,000 


WATT HOURS. 


Battery of Ns. Cells at East Bridge St. Station. 


ELECTRICAL POWER STORAGE CO, Lu, 


4, GREAT WINCHESTER STREET, LONDON, Е.С. 


Works :—MILLWALL, E. 
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CS 


JOHNSON « PHILLIPS CABLE 


ESTED. 


— — . — — 
— a ] cr[!. ] A ¹ - m 2 


Telegrams : / 1 : А, Telephone: 
“ CABLES, OLD CHARLTON." i fe ae . 48, WOOLWICH. 


Hm 
fit 


HIGHEST DISCOUNT TO THE TRADE. PRICE LIST AND SAMPLES ON APPLICATION. 


LEAD-COVERED MAINS. 


CONDUCTOR.—ONE SQUARE INCH 81/-118 


ө ee 


AS SUPPLIED TO:— 


| RESISTANCE 0-0246 OHMS 
CHATHAM, PER 1000 YARDS. 
BRISTOL, DIELECTRIC.—'" LONG FIBRE” MANILLA 
FLEETWOOD, NH tran 
MANCHESTER, BROOK'S HIGHLY INSU- 

| LATING COMPOUND. 
NUNEATON, : PROTECTION.—SOLID TUBE, BEST ENGLISH 
NEW BROMPTON, — „ LEAD PUT ON COLD UNDER 
ROCHESTER, ; | — | HYDRAULIC PRESSURE. 
ION. »—10, 

WORCESTER. FULL SIZE SECTION TEST - жи UNDER 


JOHNSON & PHILLIPS ELECTRIC GABLE WORKS, 


Head Office & Factory: OLD CHARLTON, KENT. 
ALSO AT MANCHESTER AND GLASGOW. 
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250 I. E P. Tandem Compound High Speed Engine, Driving 
Alternating Current челеги: 


HIGH SPEED ENGINES 


FOR DRIVING DYNAMOS FOR 


ELECTRIC LIGHTING AND POWER, 


" E CCNOMICAL, DURABLE, and SILEN T, 


WITH 


me | FREEDOM FROM VIBRATION, PERFECT GOVERNING ANO AUTOMATIC en 


mi 

LL. Mf. These are made 2-Crank or 3-Crank, Simple, Compound, or Triple Expunsión. 
me Белеме Эв ќо 750 Н.Р. 
y 


2| ALLEY & MACLELLAN, 


Sontinol Engino Works, 


yl | ^ POLMADIE, GLASGOW. 
{/ | Telegrams: “ALLEY, GLASGOW.” 
[0% N Nos. ore ang 4446. 


*. 
— s4, 
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IMPORTANT REDUCTION IN PRICES 


DP. STORAGE BATTERIES. 


THE COUNTRY HOUSE ACCUMULATOR 


The Directors have pleasure in announcing that, owing to the introduction of 

— labour-saving machines їп the various departments, with a corresponding increase 

of production and the use of water-power for юмо they are able to offer a 
substantial reduction in prices. 

A New Catalogue is being prepared and will be. ready shortli y, but in the 
meantime intending purchasers fi Storage Batteries are advised to write for Special 
Quotations. 

We can deliver Lighting бағ of D.P. Storage Batteries in бша Two to 
Six Days, according to size, from receipt of order. 


In comparing Prices please note these Cells do not, 
as in the case of many others, require to be formed at 
the User’s Expense. All Plates are sent out from 
the Works fully formed, and can be ready for use within 
15 hours from the time the Charging commences. 


The D.P, BATTERY GO., uu, 


HEAD OFFICES (to which all communications should be sent): 


66, Victoria Street, Westminster, London, S.W. 


Telegrams :—'“ ACCUMULATOR, LONDON." Telephones :—71 and 393, WESTMINSTER. 
wv ORKX S :— 


Lumford Mills, Bakewell, Derbyshire; and Victorla Works, Charlton, Kent. 


December т 1900. ] 
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E ENCLOSED ARC LAMP 
© PATENTS. 


It is claimed that the Master Patents held by the Jandus Arc Lamp and Electric Company 
control the arrangements which are essential in every successful Enclosed Arc Lamp. 


IMPORTANT ANNOUNCEMENT. 


The List of Licensees has now been closed, and it is not the 
intention of the Jandus Company to issue any more Licenses. A 
complete list of the Licensees is given below, and the public are 
warned against purchasing from other sources Enclosed Arc Lamps 
which infringe the Jandus Company' s Patents :— | 


Messrs. CROMPTON & CO., Mansion 

House Buildings, E.C. (Future royalties com- 
. muted at £500). 

Messrs. DRAKE & GORHAM, 66, Victoria 
Street, Westminster, S.W. 

THE BRUSH ELECTRICAL ENGI- 
NEERING CO. 49, Queen Victoria 
Street, E.C. 

THE GENERAL ELECTRIC Co. 69, 
Queen Victoria Street, E.C. 


Messrs. KORTING & MATHIESEN, repre- 


sented by Mr. G. BRAULIK, 217, Upper 
Thames Street, Е.С. 

THE BROCKIE-PELL ARC LAMP CO, 
21/25, Tabernacle Street, E.C. 

Messrs. VERITYS, King Street, Covent 
Garden, W.C. 


Messrs. JOHNSON & PHILLIPS, Victoria 


Works, Charlton. 
а UPTON СО., Peabody, Mass., 
U.S.A. 


THE ELECTRICAL CO. (ALLGEMEINE 
ELEKTRICITATS-GESELLSCHAFT) 
122, Charing Cross Road, W.C. 

Mr. A. W. RICHARDSON, Skew Bridge 
Works, Worsley Road, Patricroft. 

Messrs. ROYCE, Cook Street, Hulme, Man- 
chester. 


Messrs. GEIPEL & LANGE, Padliawent 


Mansions, Victoria Street, S.W 

Mr. K. WEINERT,, represented by Messrs. 
WILHELM & CO., 11, Westmoreland 
Buildings, Aldersgate Street, E.C. 

Mr.W.A.WALTON, London Rd., Gloucester 

Mr. J. D. F. ANDREWS, Fulham Electrical 
Works, Putney Bridge Station, Fulham. 

STRALSUNDER BOGENLAMPENFA- 
BRIK GESELLSCHAFT, Stralsund. 

THE GILBERT ARC LAMP CO., Ching- 
ford, Essex. . 

THE POWER & TRACTION SYNDI- 
CATE, 79, Palace Chambers, Bridge 
Street, Westminster. 

THE WESTMINSTER ENGINEERING 
CO., 29, Regency Street, S.W. 

Messrs. H. V. JAMES & MILLS, Croft 
Street, Pendleton, Salford. 

Messrs. WAKELIN BROS., 5, Tottenham 
Street, Tottenham Court Road. 

Messrs. FOXCROFT & DUNCAN, 24, 
Queen’s Road, Dalston, N.E. 

THE STEWART ELECTRICAL SYNDI- 
CATE, 5, New Compton Street, W.C. 
(for the original pattern of Lamp only, as per pattern 
lodged with the Licensors). 

And one large American Company who 
object to their name being published. 


вок AGENTS ror THE 


JANDUS ARC LAMP & FLECTRIC CO,, Liu. 


DRAKE & GORHAM, 


66, VICTORIA STREET, WES TMINSTER, S.W. 


Telegrams :—'' ACCUMULATOR, LONDON.” 


Telephone :—398 and 71, . 


Branch oaas 7 100, King Street, MANCHESTER; 
Baltic Chambers, 50, Wellington Street, GLASGOW ; 


and Westminster Chambers, East Parade, LEEDS. — rat 
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MONOBLOC 


ACCUMULATOR. 


The Positive Block is Р 
built up with horizontal Е 
sheets, having holes r 
punched for reception of 
the negative rods ar- 
ranged vertically, thus : 
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Complete Cell. Й Positive Block. ä Negative Rods. 


THE RESULT OF YEARS OF EXPERIENCE. | 


- 


As used on DUNKIRK Tramways, and elsewhere. 


MONOBLOC 


AND FOR TRAIN LIGHTING ON A LARGE SCALE. 


Especially suited to Rapid Discharge Requirements. 


. DRAKE & GORHAM, | 


SOLE AGENTS FOR THE 


MONOBLOC ACCUMULATOR SYNDICATE, Ltd., 


66, Victoria Street, Westminster, LONDON, S. W. 


Telegrams :—‘‘ AccumuLATOR, LONDON.” Telephones :—71 and 393, Westminster. 


Also af 100, King Street, MANCHESTER: Baltic Chambers, 50, Wellington Street, І 
GLASGOW; and Westminster Chambers, East Parade, LEEDS. 1 E 


— — 
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BROGKIE-PELL 


OPEN . and ENCLCSED 


BEWARE 
Of Fraudulent 
THOROUGHLY — 
= 7 
, an Brockle-Pell Lamps 
DURABLE. bear the 
iiie Trade Mark 
THE MOST * BROCHIPEL." 
ECONOMICAL | 
LAMP TO 
MAINTAIN. 


Adopted for Public Street Lighting in 


LONDON: ASHTON-UNDER-LYNE. . ABERDEEN 
ST. PANCRAS. ABERYSTWITH. i BLACKPOOL. 
HAMMERSMITH. BRAY. | COATBRIDGE. 
EALING. BRIGHTON. - CROYDON. 
SHOREDITCH. BRISTOL. | DUNDEE. 
POPLAR. CHESTER. LARNE. 
DOUGLAS. ' LONDONDERRY. 
HUDDERSFIELD. NELSON. 
EDINBURGH: LEEDS. OLDHAM. А 
DUBLIN. | MORECAMBE. PAISLEY. 
LIVERPOOL. OXFORD. STIRLING. 
PORTSMOUTH. * TAUNTON. 
MANCHESTER. SOUTH SHIELDS. WOLVERHAMPTON. 
GLASGOW. TUNBRIDGE WELLS. 


OWNERS OF PATENTS AND SOLE MAKERS: 


BROCKIE-PELL ARG LAMP, Limited, 


60, WORSHIP STREET, ipis NS E.C. 


Telegrams: “ILLUMINERS, LONDON.” Telephone 270, London Wall. 
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‚ BRUGE PE 


THE ELECTRICAL REVIEW. GS TO 


London Office ;—39, VICTORIA STREET, WESTMINSTER, $.W. 


ENCLOSED MOTORS, 1—50 H,P. 


OVER 1000 MOTORS 


SUPPLIED, 


1—50 H.P. 


CONTROLLERS. 


LIBERAL TRADE TERMS. 


& CO., TAY WORKS, EDINBURGH. 


CORPORATIONS AND COMPANIES 
SUPPLIED: 


GENERATORS. 


MOTORS. 


DIRECT-COUPLED PLANTS, 50—500 id. Fa 


OVER 100 SETS SUPPLIED. 


300—600 H.P. 


+. 
. 
a 


ABERDEEN, 
AYR, 
ADELAIDE, 
BARROW, 
BRITISH ELEOTRIC 

TRAOTION 00. 
BARNSLEY, 
CARLISLE, 
CARDIFF, 
DEWSBURY, 
DARWEN, 
GLASGOW, 
MAYBANE, 
PERTH, 
SOUTHPORT, 
WARRINGTON, 
WEST HAM, 
WEST KENT, 

« Eto. Ito. 
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NE W DESIGNS 


5e — — —— — — 


ELECTRIC 
LIGHT 
FITTINGS. 


—_ ши 


. BEST APPOINTED SHOWROOM IN THE 
WEST END. 


== 


APPLY FOR LATEST CATALOGUE OF NEW DESIGNS. 


THE 
| |J ELECTRICAL СО., Ltd, 
ерю 2392 ERRARD: ,H8—120, Charing Gross Road, London, gis б. 


Telegraphic Address: “ Secabilis, Lon don.” 


оххх 158) _ THE ELECTRICAL REVIEW. — 
LONDON and BIRMINGHAM. — 8| 
Т M eem 
The Drury Shop Lamp | 
FOR INSIDE OR OUTSIDE LIGHTING. E 


УЕ À 


tome 
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LOBBY LIGHT. 


SHOP WINDOW LIGHT. 


E 501, Diagonally Obscured Globe, 23/6 _ E 502, Opal Top Globe, 25/6 
(Lettering Extra). | E 500, Clear Flint Globe, 20/6 
Prices are exclusive of Brackets for which Quotations are given according to measurement. ° 


— — — vſ— 


These Lamps are very Ornamental, being Coloured Fawn with White and Gold Relief, and 
will be found to compare very favourably with any existing shop light, 
s both as regard appearance and price. tim 
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HEATON & SMITH, 


LIMITED. 


FICES AND 


HEAD OF 


LONDON OFFICE AND 


WAREHOUSE: 
BLACKFRIARS STREET 


SHOWROOMS 
1 Holborn Cir 


SALFORD, 
MANCHESTER. 
Nat. Telephone 4878. 


7 


SALFORD SWITCH WORKS 


— 


) 


SALEORD, 
MANCHESTER. 


SIDNEY STREET, 


Е.С. 


Telegrams :—‘‘ INSULATION, MANCHESTER." 


Nat. Telephone 3615. 


Е SS 
LAGE. = — 
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EB TYPE-ABREAST. 


~ æ 
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TRACTION SWITCHBOARD BY DORMAN & SMITH. 


FiTTED with D. & S. PATENT Orecuir BREAKERS. 


Contral Station Switehhoards rocently built or now building а 


ASHTON- UNDER. ‘LYNE. DARWEN. Traction. 
LEIGH. Lighting. _ WIGAN. Traction and Lighting. 
SOUTHPORT. Traction. | DEWSBURY. Lighting. 


And several others MADE FOR INTERMEDIATE CONTRACTORS 


DORMAN & SMITH, 


First Hand Manufacturers 


Of Controlling Gear and Accessories for Electric Light and Power Installations as specified by many of 
the Leading Consulting Engineers and 88 used by the Principal N at Home and Abroad. 


LONDON OFFICE: `- HEAD OFFICE & WORKS: 
94, Charing Cross Road, W.C. — Ordsal Electrical Works, Salford, MANCHESTER. 


iX. 


v= HY Ser Ta 


2 — — . —— mro 6 Engle = 


GEORGE F. MILNES &C0, 


Y 


ELECTRIC 


Tramway Car Builders 


SNN 


CASTLE CAR WORKS, HADLEY, 


Near WELLINGTON, SHROPSHIRE. 


GEMILNES ЁС: LT НАШИ Y SALOP 
= x 
= ет" i e 


№ LI 
"Y, E 
. 


IMPROVED BOGIE CAR. 


| BIRKENHEAD: ELECTRIC GAR WORKS, CLEVELAND STREET. 


Liverpool Office: 22, LORD STREET. 


| 
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% BUFF OLINE ”’ 
NOISELESS GEAR CO., 


LEVENSHULME, near MANCHESTER. 
We make these Gears in 


SPUR, BEVEL, SINGLE or DOUBLE HELICAL, 
MACHINE- CUT TEETH, For Textile and Printing 


xxxiv 


Machinery, Motors, 
Pumps, &c. 


They have been tested 
to be more than twice 
the strength of 
cast-iron. 


Advantages :— 
e Noiseless, 
p Durability, 


адаа 
a - Light in se 
loc = — 
2 Rew 


Prompt Delivery. 
8610 


BROWN & CO., 


WATERLOO SAW MILLS, 


73 to 85, McAlpine Street, GLASGOW, 


Telegrams :—" Boxes, Glasgow.” 


Telephone Nos. 3,856 and 5,560. 


CABINET AND WOODWORK FOR ELECTRICIANS 


IN PLAIN AND FANCY WOODS. 


BEST MATERIAL and FINEST FINISH. 
SEND FOR QUOTATIONS. 


Special Quotations for Customers’ own Patterns on 
receipt of Drawings or Samples. 


The PRISM GLOBE COMPANY, 


Ьа ий.” К ыз Oe а дей 
57 & 58, Chancery Lane, London, W.O. 


Unsurpassed for 
Street Lighting 
by Glow Lamps, 
Railway Stations, 
Large Halls, 
Hospitals, 
Shops and 
Municipal 
Institutions, 
Especially 
Outside Installations. 


SPECIAL DESIGNS FOR THE TOPS 
PREPARED AND ESTIMATED FOR. 


Solicited 


“HAMPSTEAD.” 
Correspondence 


THE ELECTRICAL REVIEW, 


The NEW BROTHERTON TUBE co. 


COMMERCIAL ROAD. WOLVERHAMPTON. ш. 


ENAMELLED STEEL 


"> 

„ CONDUIT TUBES “= 
TUBES 

pe for 
„ AND FITTINGS -.. 
FOR Нала, 

b Ват, 
" ^ ELECTRIC WIRING +- 
Forks, 

e^ SEND FOR OUR LIST. 4с, 

BEST QUALITY. LOWEST PRICES. LARGE STOCKS. 
Head Office and Works: COMMERCIAL ROAD, WOLVERHAMPTON. 


London Office: 60, Queen Victoria St. 
Birmingham Office: 62, St. Paul's Sq. 
Manchester Office: 16, Deansgate, 


THE NATIONAL BOILER 


AND 


GENERAL INSURANCE CO., Ltd. 


Head Office:—22, ST. ANN'S SQUARE, MANCHESTER. 
London Office:—60, QUEEN VICTORIA STREET, E.C. 


INSURANCE and INSPECTION 


DYN AMOS, 


Coventry Office: 149, Foleshil! Road. 
Leicester Office: 80, Rutland Street. 


MOTORS, 


г Bydraulic Lifts, Steam, Gas or 001 Engines and ВоПегз of all Classes. 


SPECIFICATIONS PREPARED AND ADVICE GIVEN RE NEW BOILERS, 
ECONOMISERS, SUPERHEATERS, ENGINES, &c. 


ECONOMIC TESTS OF STEAM POWER PLANT, INVESTIGATIONS & REPORTS 
IN CASES WHERE COAL ECONOMY, &c., NOT SATISFACTORY. 


PROSPECTUSES ON APPLICATION. 


APPLICATION FOR AGENCIES INVITED. 


Telegrams :—“ CUIVRE,” LONDON. 
Telephone :—136, EASTERN. 


COPPERSMITHS. 


JOHN DORE A CO. 


HIGH ST.. BROMLEY-BY-BOW, LONDON, E. 
Sa 


INDUCTION COILS & APPARATUS 


FOR 


X-Rays and Wireless Telegraphy. 


PORTABLE 
ARMY 
COIL. 


M fa 
HARRY W. COX, Ltd., idlemutactaring Electricians, 
ACCUMULATORS CHARGED. Chancery Lane, LONDOR. 
RADIOGRAPHS TAKEN AND DEMONSTRATIONS GIVER, 


December 28, 1900.] 


By Speolal Warrants of Appolatmeant to И.М. the Queen, 
to H.R.H. the Prince ef Wales. 


PERRY & CO. 


(Late of 72, New Bond Street), 


17, GRAFTON STREET, 


BOND STREET, LONDON. 


E 8 ELECTRIC LIGHT FITTINGS 
| bk the Highest Class to sait All 
Styles of Decoration. 


FINEST DESIQNS AND BEST WORK. CATALOGUES. 
Telegraphic Telephene 1093, 
Address : Holborn. 

м Seamantike,” 

conden. 


G. HOPKINS & SONS. 


ENGINEERS & COPPERSMITHS, | 
" Et. John Street, Clerkenwell, Е.С. 


AIXLIEY'S 


ТИП 


W. Н, BAILEY & CO., Lr». 
. NANONRBSTER. . шш 


16, FENOHUROH STREET. T LONDON, Е.С, 


MOTORS and DYNAMOS 


— FIXED ANYWHERE. 


USE THE ANTI-VIBRATION FRAME. 


All Noise done away with. 
Can be Fixed on any Ordinary Floor. 
Made for Machines of Any Size and Weight. 
These Frames have given satisfaction after every other 
method has Falied. 


For Particulars, Testimonials, ёс 


MIDDLETON BROS. & CO.. 


21 & 23, CALE STREET, CHELSEA, 
OR CAN BE SEEN IN USE AT 


— DAVIES ELECTRIC MOTOR CO. ч 


101, SOUTHWARK STREET, S. E. 
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RICHARDSON & CO., 


Nelson Street, Stretford Road, Manchester. 


MANUFACTURERS OF EVERY DESCRIPTION OF 


Telegraphic and — 
Telephonic Apparatus, 


GALVANOMETERS, RELAYS, 
BELLS, INDICATORS, &c., &c. 


— Ф — 


RAILWAY CONTRACTORS FOR TELEGRAPHIC APPARATUS. 


The New 
ARG LAMP" Holst. 


A small hoist with 
detachable handle, ratchet 
and brake, specially de- 
tigned for Arc Lamps, 

but equally applicable to 
any light weight that re- 
quires to be left suspended. 

When the handle is 
taken away the hoist is 
locked. 

Size, 5" by 6" by 7". 

Weight, 20 Ibs. 


Price, 18s. 6i. 


Handles 28. oe extra. 


ABBOTT & Co. (Newark), Ltd., 


Neurark-on- Trent. 


STONEWARE CONDUITS 7 


INSULATORS 
For ELEOTRIO LIGHT MAINS 


^" SUPPLIED RECENTLY FOR 


GLASGOW, PRESTOR, 
DUNDEE, NORWICH, 
WESTMINSTER, 
ST. PANCRAS, 


STOOKS OF POROUS 

OELLS, BATTERY JARS, 

TELEGRAPH AND TELEPHONE 
INSULATORS. 


YITRIFIRD LEADING-IN TUBES, 
POCKET 
- ACCUMULATORS, 


4 Volt, from 4s, Gd. retall. 


ARCHIBALD J. WRIGHT, 


ISLINGTON ELECTRICAL WORKS, 


918, Upper Street, LONDON, N. 


New Illustrated Price List of these 
ard other 


ELECTRICAL NOVELTIES 


NOW READY. 
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ELECTRIC WIRE & CABLE MACHINERY 


Of the most modern design, for Covering with Silk, Cotton, 
Hemp; Jute, Rubber, &o., Taping, &o 


Maohines for Braiding, Measuring, Compounding, 
Varnishing, Stranding. Cable Serving. 
Waxing. Core Serving. Cable Sheathing. 


The largest stock of patterns in the Trade. 
$ Special machines designed and constructed. 
Machines kept in Stock ready for Immediate Delivery. 


THOMAS BARRACLOUGH, 
Onginesr anb Machine Maker, 
Offices :—20 BUOKLERSBURY, LONDON. E.C. ПИ 


RUBELLITE. 


An IMPROVED and Most Perfect kind of 
Vulcanite or Ebonite specially prepared 
for Electrical Purposes. 


0. BEREND & CO., Ltd., ttt буни, 


Л PERFECT REDUCING VALVE 


AT LAST. 


PISTONS. NO DASHPOTS. 
ENTIRELY METALLIC. 


THE FOSTER 
PATENT | 


"FULL BORE.’ 


Sizes 3-/а.—18 ine. Bore. 


W. I. BAILEY & Co., Ltd., Manohester 


SHERARD COWPER-COLES & C0., 


Limited, 
82, Vietoria нн түе йана 8.W. 


Electro-Metallurgists. lurgists and Chemists. 


Research Work undertaken in all Branches of Eleotro- 
Metallurgy and Chemistry. 
Processes experimented with and Tested on a Practical Seale. 


Telephone 748, Westminster. Telegrams, ‘‘Zineking,” Lendon. 


FIRST IN THE FIELD. FIRST IN QUALITY. 
NOW READY. 


PRACTICAL ELECTRICIAN'S POGKET-BOOK - 


and Diary for 1901. 


. One Price only, Cloth Cover, Round Corners, Red Edges, 
1/ of all Booksellers, or post free 1/2 from. 


S. RENTELL & CO., Limited, 
2, EXETER STREET, LONDON, W.C. 


This is the original book and i is far ahead of all кыр. 
Note the title. 


HENRY MILNES, 


Manufacturer of 


HIGH-CLASS LATHES 


ELECTRICAL 
ENGINEERS. 
Ingleby Works, 
BROWN ROYD, BRADFORD 


Lathe Maker to F British and 
reign Governments, . 


ESTABLISHED 1858. 


THE ELECTRICAL REVIEW. 


OPPERMA 
PLATING & DEPOSITING "M 


USED BY ALL THE PRINCIPAL LONDON PLATERS. 


Polishing Lathes and Materials, Lead-Lined Yats, and Complete 
Outfits of all sizes for Electro-Silver egy Nickelling, 
‘Gilding, Brassing, Coppering, & 
Aluminium in Sheet, 00, &c., kept in 5 Dynamos and 
Plant lent on hire. 


PRICES OF DYNAMOS FROM 46. 
Send for Catalogue and Testimonials. 


CARL OPPERMANN Essl. 


CLERKENWELL. Е.С. 0 


D. H. BONNELLA & SON, LTD., 


68 à 60, MORTIMER STREET, Aan N . NEP 
Steam Herm а 13, Kirby 00700, Hatten Garden. 
Telegrams: “Boncinelle, Lenden.“ Telephone: 1888 Gerrard. С. 


IVORY. BONE, HORN AND WOOD TURNERS 
MANUFACTURING BLBOTBIBIABNG 


Well a, Emdicontora, Bellis, pe 
Wall Sockets, Bwitehes, Fase Beards. Name and Address Tablets 
INGANDMSOBNT Lans. FLANE LAMPS A GPROIALITY. Geen 


aot ELECTRIC WIRE CASIN 
2 BLOCKS, CLEATS, BOARDS for SWITCHES 
E In Stock and Made to Any Desifa. - 
$ ACCUMULATOR CASES, 
- BATTERY BOXES, &c.,. : ud 


MADE TO ORDER ON SHORTEST кот. 


П F. & G. HARRIS. 


Timber Merchante and Moor и M 


YARDS 58 E WILSON STREET FINSBURY, EC. Wm 2 ela 
VP 8 '" S.H. 
"LONDO | Palmer: d., Gren. St., TTA GREEN, И.Е. ) London " 


Write for Latest Illustrated Price ts. 


London Warehouse: 


F. WINTER, 


8, Redeross St., 
E.C. 


[TEE AMERICAN X-RAY JOURNAL, 


Devoted to Practical X-Ray Work, and 
Allied Arts and Sciences. 


SUBSCRIPTION Be. PER ANNUM. 


ADDREBB— 


EUROPEAN EDITOR, 18, Nevern Road, кан 


JOHNSON & PHILLIP: 


14, Union Court, Old Broad Street, E.C., and coer Ret 


1 


MAKERS of the most modern m 
CABLE MAKING. 
STRANDING. 
TAPING. . Uv 
OOMPOUNDING | ` 
RUBBER, SILK à COTTON 1 


W. F. DIX = | 
83, Percival $t, f. Wr 
DIXON'B 


"RJ 


98 B.H.P., from a Phote. 
à 
D р 
ба 


only wear as well as they Мейс 8 
do, we could not improve upon- 
anywhere.” 


SWITCH BLOCKS P 


AND ALL KINDS OF 


ELECTRICAL BOX WORK. 
R. LAMBERT, 54, ‘Heaton соза, —— 


‘ 
i 


0 


— ae i f 
», F | - 


December 28, 1900.7 


STEATITE 


RA W in any quantity. WORKED to any design. 
ALEX. WRIGHT & Co., Ltd., PRECISION WORKS, 
PAGE STREET and EARL STREET, WESTMINSTER. 


©. RAWLINSON & SONS, 
BLACKBURN. [Established 1840]. 
BUILDERS OF CABLE DRUM CARRIAGES, 


With Detachable Steering Arrangement, 7-ft. Wheels. 


Jointing Vans, Linesmsn's Hend Carts, Colonial Hand Carts and Wagons. 
PRICES AND PARTICULARS ON APPLICATION. 
Government Contractors, and to the National Telephone Co., Ltd., and 
Various Corporations in the United Kingdom. 


LONSDALES, Blackburn, 
| BOILER GOVERERE, 
WII send a sample cask (5 ewts., %, eamulage paid) ef their 


PATENT PLASTIC CORK COVERING 


Pelegrame: " Plastia, Diaokburn." Telaphons Мо. . 
London Agent :—@. кла Sk Rida iced A 


Telephone No— MARBLE SLABS , King's cron 


` FOR SwWiITOHBOARDS, ., 


MARBLE SPEOIALLY SELEOTED 
For ELECTRICAL PURPOSES, 


м. бг R. MOORE, WORKS 
64, PENTONVILLE ROAD, LONDON, N. 74" 


COSSOR, 


Actual Maker, 


87, Farringdon Road 
London, E.C. 


SPECKSTEIN 
SOAPSTONE 


SELL’S COMMERCIAL WTELLIGENCE 


REVIEWS THE WORLD'S TRADE FOR BRITISH TRADERS. 7d. Weekly. 
Contains the latest news from the MARKETS or THE WORLD—NEW 
AND OLD. Useful alike to the Home rete ыш эзы. 
| n ihe Manufacturer, the Engineer, and the Merchant. 
SOMMEROIAL, INTELLIGENCH, «wn 


N. B. — 1 Free Specimen Оору will be sent on receipt of a Post Card. 


| WONDERFUL 


X ЧАВО SAVING. 


TRESTLES, 
SCAFFOLDS, 
TOWERS, &c. 


For Sale or Hire. 


jaw 
"TERM 
AN a T i ic en) | 


Price Lists FREE from 


J. H. HEATHMAN г Co. 
ENDELL STREET, LONDON, W.6. 


(Branch Store at 7, Penton- 
ville Road, N.) 


ELECTRIC CABLE CASINGS. 
ALL MADE TO THIS PATTERN. 
The prices quoted below are per 100 ft., 
case and cover together, 

Full Size Sections on Application, x 
ESTIMATES FOR OTHER WOODS AND SIZES È 
PROMPTLY SENT. 

Switch Blocks and Cleats Made to Order. 


Small. 
BizE No... 1 | 2 | 2 | 8 | | 
WIDTH cd d | 13" ww 1j" AE: : | n | : 3r y 7 
GROOVES » 2 " ER $ " Ф | re” | i 4” | Tae Е 22 Ге ee BS E 
Fer B-W.G.| 18 | 16 | *l6 14 "90 | UN 704. E 19/12 
WuITEWoop | 2/10 8/- | 31 | 8/11 | 4/5 | 66 8 94 | из | 18/7 
DrzaL.....| 25 | — | 910 | S6 t 4- | 5/9 | | | 84 | 10- | 1j. — 


* Or Two Pairs of No. 18 D. W.G. 


5 per cent. for 5,000 feet or over. 
Trade Allowance 10 Por cent. for о fe И 


7 EXPORTERS OF SPECIALITIE 
YIG Е RS BROS.. IN FLOORING & FLOORING 23 
[| 


THE ELECTRICAL REVIEW, 


67/68, KING WILLIAM ST., LONDON, E.C. 1133 | 


"NEW 
CENTURY” 


ARC LAMPS 


FOR 


STEADINESS 


AND 


RELIANCE. 


— +i — 


MADE AT OUR WORKS. 


— ( ͤ ñ(:＋:C 


THE BRITISH BLAHNIK ARC LIGHT CO., Ltd., 


ILIFFE WORKS, ILIFFE STREET, WALWORTH, S.E. 
Telephone, 405 Hop. Telegrams :—*' Blahnik, London.“ 
(Nearest Station, Elephant & Castle, Electric Railway). 


p> т Po 


CONSTRUCTION CO., Ltd, 


HEAD OFFICE — 
80, CANNON ST., E.C. 


M BELVEDERE, KENT. 


" fr b att 
M „н 
i ч 


Laying Callender Mains at WALLSEND. 


- 
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Davis а TIMMINS E 


YORK ROAD, KING’S CROSS, LONDON „N. 
SCREW MANUFACTURERS AND METAL MERCHANTS. 
CONTRACTORS TO MANUFACTURERS OF 
H.M. GOVERNMENT. | METAL Screws AND TURNED Work 
The War OFFICE, ADMIRALTY, | Gut FROM Solid Drawn Roos, 
PosTAL TELEGRAPH DEPARTMENT, &c., _. By AUTOMATIC MACHINERY FOR 
Ано CoLoNIAL GOVERNMENTS. ENGINEERS, ELECTRICIANS, At. 


All these Goods are shown Full Size and kent In Stock. 


STRAIGHT BRAWE, BRASS, IRON AND STEEL, ROUND, HEXAGON AND FLAT, ALL SIZES КЕРТ ш een. 
ESTIMATES FOR SCREWS ANG TURNED "48278 BN RECEIPT OF PATTERNS. 
C€9ONEXIXIMEIABA,O REDUCTION FOR LERN AU NETTIE. 


S zm 


— 
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